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SECTION 1 


INTRODUCTION 





This Illustrated Parts Preakdown is applicable to the Navy Model AJ-2 Aircraft manufac- 
tured by North American Aviation, Inc. of Columbus, Ohio. 


Supplementary information on the operation, repair, maintenance and inspection may be 
found in the following publications: 


AN 01-60AAB-1 Flight Handbook 
AN 01-60AAB-2 Handbook of Maintenance Instruction 
AN 01-60AA-3 Handbook of Structural Repair 


The purpose of the IPB is to list the items necessary for support of the article. This 
breakdown w111 be used for requisitioning, Storing, issuing, and identifying parts and 
for illustrating assembly and disassembly relationship. 


This Catalog is divided into three Sections: 


Section I Introduction 
Section II Group Assembly Parts List 
Section III Numerical Index 


NOTE: In order to expedite the delivery of Spare Parts, the Aircraft Model, Serial 
Number, Part Number and Title should be supplied when requesting parts. The exact 

position, function and other pertinent data contributing to the adequate identification 
of parts, 1f supplied with the requisition, may well avoid costly delay in procurement. 


Q.E.C.A. EXPLANATION 


Quick Engine Change Assembly Parts are indicated in the Group Assembly Parts List, 
Section II, by a symbol * preceding the part number. 


The figure to be referred to for a complete listing of ϱ.Ε.0.Α. parts are indicated by 
an * to the left of the figure title under the POWER PLANT SECTIONS of the TABLE OF 
CONTENTS. 
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"USABLE ON CODE" EXPLANATION 





"Usable on Coding" has been employed throughout this Catalog to indicate the applica- 
when decoded by use of the Master 


bility of certain parts. 


Code, indicate 
be used. 


For example; 
Specifically used on 


the "Usable on Code" (N) 
Aircraft bearing Navy Serial 


134035 thru 135036. 


These "Usable on Codes", 
the Navy Serial Numbers of the Aircraft 


Parts not coded are usable on all AJ-2 Aircraft. 


Model 


AJ-2 . 


. AJ-2 . 
. AJ-2 . 
. AJ-2 . 
. AJ-2 , 
. AJ-2 . 
. AJ-2 , 
. AJ-2 . 
. AJ-2 , 
. AJ-2 . 
. AJ-2 . 
. AJ-2 . 
. AJ-2 . 
. AJ-2 . 


. Ad-2 . 


. AJ-2 


. AJ-2 . 
. AJ-2. 
. AJ-2 . 
. AJ-2 . 
. AJ-2 . 
. AJ-8.. 
. AJ-2. 


. AJ-2 


. AJ-2 . 
. AJ-2 . 
. AJ-2 . 


. AJ-2 


. AJ-2 . 
. AJ-2 . 
. AJ-2 . 


. AJ-2 . 


. AJ-2 . 


. AJ-2 . 
. AJ-2 . 


Navy 
Serial Numbers 


iE cu ABD 
(130405 thru 130421 and 


134035 thru 134072) 


. 130405 


. 130405 thru 
. 130405 thru 
. 130405 thru 
. 130405 thru 
. 130405 thru 
. 130405 thru 
. 130405 thru 
. 130405 thru 
. 130405 thru 
. 130405 thru 
. 130405 thru 
. 130405 thru 


134035 thru 


. 130405 thru 


134035 thru 


. 130405. thru 


134035 thru 


. 130405 thru 


134035 thru 


. 130405 thru 


134035 thru 


. 130405 thru 


134035 thru 


. 130405 thru 


134035 thru 


. 130405 thru 


134035 thru 


. 130805 thru 


134035 thru 


. 130805 thru 


134035 thru 


. 130405 thru 


134035 thru 


. 130405 thru 


134035 thru 


. 130405 thru 


134035 thru 


. 130H05 thru 


134035 thru 


. 130405 thru 


134035 thru 


. 130405 thru 


134035 thru 


. 130405 thru 


130413 


. 130405 thru 


134035 thru 
134058 thru 


. 130405 thru 


134035 thru 
134063 thru 


. 130405 thru 


134035 thru 
134051 thru 


134072 


. 130406 


130408 
130409 
130411 
130412 
130413 
130414 
130415 
130416 
130417 
130419 
130421 
130421 
134036 
130421 
134038 
130421 
134040 
130421 
134042 
130421 
134043 
130421 
134044 
130421 
134045 
130421 
134046 
130421 
134047 
130421 
134048 
130421 
134049 
130421 
134057 
130421 
134058 
130421 


and 
and 
and 
and 
and 
and 
and 
and 
and 
and 
and 
and 
and 


and 


134056 


130421 
134066 
130421 
134067 
130409 


130421 
134047 
134072 
130421 
134047 
134072 
130421 
134049 
134072 


and 


and 


MASTER CODE 


and. 


and 
and 


and 
and 


and 


and 


. 130405, 134054 thru 


Numbers 


on which the coded parts may 


after a part would indicate that this part is 
130405 thru 130421 and 


Navy 


Serial Numbers 


. 130406 


134035 


. 130409 


134035 


. 130410 


134035 


. 130410 
. 130412 


134035 


130413 


134035 


. 130414 


134035 


. 130415 


134035 


. 134057 
. 130416 


134035 


. 130417 


134035 


. 130418 


134035 


. 130419 


134035 


. 130419 
. 130420 


134035 


. 130420 


134035 


. 134025 
. 134035 
. 134035 
. 134037 
. 134039 
. 134041 
. 134043 
. 134044 
. 134044 
. 134045 
. 134046 
. 134047 
. 134048 
. 134048 
. 134048 
. 134048 
. 134049 
. 134050 
. 134050 
. 134050 
. 134058 
. 134059 
. 134060 
. 134063 
. 134065 
. 134067 
. 134068 
. 130405 


134067 


. 130405 


134035 
134063 


thru 130421 
thru 134052 
thru 130421 
thru 134072 
thru 130421 
thru 134072 
thru 130412 
thru 130421 
thru 134072 
thru 130421 
thru 134072 
thru 130421 
thru 134072 
thru 130421 
thru 134072 
thru 134072 
thru 130421 
thru 134036 
thru 130421 
thru 134072 
thru 130421 
thru 134072 
thru 130421 
thru 134072 
thru 130421 
thru 130421 
thru 134072 
thru 130421 
thru 134066 
thru 134072 
thru 134042 
thru 134043 
thru 134072 
thru 134072 
thru 134072 
thru 134072 
thru 134072 
thru 134057 
thru 134072 
thru 134072 
thru 134072 
thru 134062 
thru”134057 
thru 134062 
thru 134066 
thru 134072 


thru 134072 
thru 134066 
thru 134072 
thru 134072 
thru 134072 
thru 134072 
thru 134072 
thru 134072 
thru 134072 
thru 130417 
thru 134072 
thru 130421, 
thru 134047 
thru 134066 


and 
and 


and 


and 
and 
and 


and 


and 
and 
and 


and 


and 


and 


and 


and 
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SOURCE CODE DEFINITIONS 


SOURCE CODING — Source coding as applied to the numerical index has been assigned by Department representatives. 


(2) CODE "Al" is applied to assemblies made up of 
two or more parts each of which carry individual 
part numbers and description, and which may 
be assembled only by activities having Depot 
(O&R) facilities. 


CODE 'P'—PARTS UNDER 
INVENTORY STOCK CONTROL 


(1) CODE “P” is applied to parts which are procured 
in view of relatively high usage. Code “P" parts 
may be requisitioned ond installed by any main- 
tenance level, unless followed by the letter — 
“O”, which restricts requisition and replacement 
to Depot (O&R) level only. Restricted service 
monufacture is considered practicable but only 
after an attempt has been made to procure from 
Supply Sources. In lieu of Procurement of “P” 


CODE "X" PARTS CONSIDERED 
IMPRACTICABLE FOR MANUFAC- 
TURE OR PROCUREMENT 


(1) CODE "X" is applied to Main Structural Mem- 


Coded parts, the Department moy designate a 
Depot (O&R) fevel activity to manufacture supply 
requirements for the Program. 


CODE “P1” is applied to parts which are very 
difficult or uneconomical to manufacture. Service 
manufacture is considered impracticable. Code 
Pl parts may be requisitioned and installed by 
any maintenance level, unless followed by the 
letter —''0" which restricts requisition and re- 
placement to Depot (O&R) level only. 


CODE “M” MANUFACTURE, 
PARTS NOT PROCURED 


(1) CODE “M" is applied to parts which are within 


the facilities of any activity to manufacture. Pro- 
curement and stocking are not justified in view 
of the relatively low usage, or storage and in- 
stallation factors, of these parts. Needs are to be 
met by local manufacture as required. 


CODE "MI" is applied to parts which can be 
manufactured only by utilizing the facilities of 
the Depot (O&R) activity. Procurement and stock- 
ing of these parts are not justified in view of 
their relatively low usage and installation fac- 
tors. The needs of all activities are to be met 
through salvage, or by Depot (O&R! level manu- 
facture. 


bers or similar parts which, if required, would 
suggest extensive aircraft or equipment recon- 
ditioning. The need of a part, or parts, coded 
MX". (wing spar caps, center section structure) 
should normally result in a recommendation to 
retire the aircraft or equipment from Service. 


CODE "XI!" is applied to parts for which pro- 
curement of the next larger assembly is justi- 
fied; e.g., as integral detail part, such as welded 
segments, inseparable from its assembly; α part 
machined in a matched set; or a part of an 
assembly which, if required, would suggest ex- 
tensive reconditioning of each assembly. 


CODE "X2" is applied to parts which are neither 
procurred nor stocked. Activities requiring such 
parts shall attempt to obtain from salvage; if 
not obtainable from salvage, such parts shall be 
requisitioned through normal supply channels 
with supporting justification. 


CODE * PARTS NOT PROCURED, 
MANUFACTURED OR STOCKED 


(1) CODE * applies to installation drawings, dia- 


grams, instructions or field service drawings, 
basic drawing numbers which cannot be pro- 
curred or manufactured and obsolete parts. 


CODE “A” ASSEMBLE — 
ASSEMBLY NOT PROCURED 


(1) CODE "A" is applied to assemblies made up of 
two or more units each of which carry individual 
part numbers and description, and which may be 
ossembled by any Maintenance level. 
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TO USE THE PARTS CATALOG 





when the Part Number is not known eee 


1 Determine the location of the part in relation to the major groups of the 


e airplane: Wing, Tail, Fuselage, Alighting Gear, Power Plant and Loose 
— mese i Equipment. 


casing 


Papam! 
[o4 







Turn to the Table of Contents. Under each of the major group headings 

ο will be found a list of all illustrations comprising that group. From this list 
select the illustration most likely to contain the desired part; or Consult 
one of the Complete System Installation Drawings which appear as the last 
pages of Section ll. These illustrations show complete functional systems 
(Fuel, Hydraulic, Electrical, etc.), and serve as a visual index to the equip- 
ment throughout the catalog. 


3 Refer to the page number indicated and 
e find desired part on illustration. 


ig fa Riese : ne 4 Note the Figure Number of the illustra- 
ae : ; RE So tion and the Index Number of the part. 
: ey Refer to the corresponding Figure-Index 
Number on the Assembly List page for 

Part Number, Nomenclature, etc. 
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when the Part Number 
is known +... 
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If illustration of part 
is desired —refer to 
same Figure and 
Index Number on 
accompanying illus- 
tration. 
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Turn to Figure and 
Index Number indi- 
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SECTION II—GROUP ASSEMBLY PARTS LIST illustrates and lists parts which are 
stocked or likely to be stocked as being capable of replacement. Parts which have 
lost their individual identity as a result of 


being fabricated into a permanent assembly 
are not listed. 





FIGURE NUMBER—The number of the illustration in which the 
assembly or part is shown. 


INDEX NUMBER-—The number assigned to the assembly or 
part to permit cross reference between the nomenclature and 
illustration. - 


à 
PART NUMBER—North American part numbers are derived 3 
from North American drawing numbers. In all instances, the -T 
part number contains the drawing number. However, in some 


cases, the part number may be composed of the drawing num- -8 
ber plus dash number suffixes. Such parts, like all other North -9 
American parts, may be found on the basic North American 3ο 
drawing. For explanation οἵ drawing numbering system see 
page 6. -11 
When LEFT AND RIGHT-HAND PARTS are listed together under UE 
one index number, the left-hand parts are shown on the 3 
illustrations. is 
REF-—(o) indicates non-procurable parts (b) each subsequent 216 
time that the same part number appears the word "Reference" -M 
is inserted to indicate that provisioning review for the item hos um 
been previously considered in total. A: 
"UNITS PER ASSEMBLY"— Contains the number of units re- PA 
quired per one next assembly. ES 
AR indicates "As Required"—No specific quantity. 2h 
ATTACHING PARTS are listed immediately affer the item being E 
attached and preceding any components of the item. Symbol TE 
(—*-—-) indicates close of attaching ports. 3 
(GFP) indicates government-fumished property. (No detail 3 
breckdown is furnished in this catalog for these parts). See 3 
NavAer 00-500. 35 
VENDORS” CODE shown after title—for complete firm name 3 
and address, see Alphabetical List of Vendors (page 8). 3 
ο 
USEABLE ON CODE—for explanation see page 2. br 
(MAGNETIC INSPECTED) indicates 100% inspection in accord- a 
ance with MIL-1-6868A. an 
INDENTATIONS of titles indicate the relationship of each item i 
to its next higher assembly. For example, the items shown in a 
column 3 are the component parts of 181-13020-1 and 5 


181-13020-2 Rib Assemblies 


SECTION IlI — NUMERICAL INDEX is the index for the 
catalog, and in addition lists all part numbers on the air- 
plane for source code and microfilm information. This 


section is divided into three groups— "Numerical Index 


of Special Tools and Equipment", "Numerical Index of 
Contractor Parts” and "Numerical Index of Standard and 
Vendor's Parts". 





STOCK NUMBERS as established by the Aviation Supply Office. 

The TOTAL QUANTITY COLUMN lists the total quantity of parts per aircraft. 
SOURCE CODES as established by the Bureau of Aeronautics—for definition see 
poge 3. 

The NUMERICAL ARRANGEMENT is in occordance with specification MIL-B-5005A. 
FIGURE AND INDEX NUMBER—where parts are illustroted and listed. 
MICROFILM INDEX NUMBERS os established by the Bureau of Aeronautics. 
(USE— —) indicates the superseding part. 


COMMERCIAL PARTS and ports for which no part number is available are listed 
at the beginning of the third group of the Numerical Index in alphabetical order. 


For STANDARD PARTS, including the Controctor's Standards, only one figure and 
index number is listed. 
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181-14001-1 
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181 18110 
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181-15025 


181-10020-1 
181-10020-2 
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SP1561-832-28 
181-13020-1 
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PIN ASSEMBLY, Inboard wing to outboard wing upper hinge . . 
magnetic inspected) 
Buttock plane ĝo p; e bolt joint.. 1 
Ες Supper surface bolt joint 
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Buttock plane 29 

But lane 29 : 
Puseli tion 131 lower longeron fitting . . . 
Puel r panel to wing center section 


RIB ASSEMBLY, 
BUSHINO, 
PITTINO, 
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NASA3C3-13 
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AN365-1032 


SPACER, Screw and bolt . . . 
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Serion Ii. 
Numerical Index of Special Tools & Equipment 
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CLEVIS, Hoist cable to ring attaching 

RING, Hoisting sling 

ELING ASSEMBLY AND INSTALLATION, Engine hoisting 

SLING ASSEMBLY, Engine hobüng 

CABLE ASSEMBLY, Engine hoisting 

WELD ASSEMBLY, Engine hosting 

WELD ASSEMBLY, Engine hoisting lower 

ELING ASSEMBLY. Alrplare completo botsting 

SLING ASSEMBLY, Fuselage rear section hotsting 

YOKE ASSEMBLY, Rear fussiage hoisting forward gr 

YOKE ASSEMBLY, ἢ ΩΙ 
fang sting 

SLING ASSEMBLY, Wing pene! intermediate boisting 
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SLING ASSEMBLY. Wing panel intermediate hoisting XH 
SLING BUB ASSEMBLY. Wing pene! Lntermediste hoisting upper 
FITTING, Wing pene! intermediste forward hoisting 

FITTING, Wing panel intermediate inboard aft boisüng 
FITTING, Wing panel intermediate outboard aft hoisting 
CLEVIS, Wing pene! hoisting 

FITTING ASSEMBLY. Fuselags station 82 forward hotsting 
BOLT, Fuselags station $2 and 133.183 hoisting 

FITTING ASSEMBLY, Fuselage station 225.1: heisting. 
FITTING ASSEMBLY, Pusslage station 233-3/1 hoisting 
FITTING ASSEMBLY. Puselage station $2 forward hoisting 
RING ASSEMBLY, Airplane complete hosting 

PROTRACTOR 

ADAPTOR. Protractor surface control 
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N.A.A. DRAWING NUMBERING SYSTEM 


Numbers are assigned to North American Aviation Drawings in accord- 
ance with the chart on the opposite page. The basic number (number after 
the dash) assigned a drawing is determined by the function it performs. For 
example, Electrical Drawings are assigned numbers in the 54000 series, Hy- 
draulics Drawings in the 58000 series, etc. The identity of a part is determined 
by the functional group for which it was designed, regardless of its location 
in the airplane or of its method of attachment. The number before the dash 
is the North American Aviation Model Designation for the airplane for which 
the part was originally designed. However, a part originally designed for 
one model may be used on any other model and if the: part remains the 
same the drawing number also remains the same. 

















N.A.A. Standard Part numbers consist of a number, 
alphabetical letter and another number. The alpha- 
betical letter in this Part Number arrangement is taken 
from the first letter of the descriptive noun identifying 
the part. In some cases the basic number is the part 
number while in others, dash number coding is added 


to completely define the size, material, etc. For example, 
4B12-2, 5B7, 6C8, 2N1, 2P3-3, 6R1-2, 754-10-10, etc. life] -------. fa] 
[71542 «2 WASO2 2/8 | E 
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Code symbols refer to 
notes on face of Dwg. 


102-Prefix indicates that part was first 


designed for N.A.A. Model 102 (P-51B). 


Model Column shows all mod- 
els on which part is used. 


Basic Number in 54000 series indicates a 
part designed for the Electrical System. (See 
chart on opposite page.) 
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9 PREFIX ΤΟ RESPECTIVE 
GROUP NUMBER 


DESIGN LAYOUTS, SUBSTITUTION, 
PROPOSAL & REWORK 


00002 
GENERAL 
AIRPLANE 
ASSEMBLY 


Section 1 
Introduction 








60001 
ARMAMENT 


61001 


FIXED GUN 
INSTALLATION 


6300! 


ΒΟΜΒ 
INSTALLATION 


65001 66001 INSTALLATION 
PYROTECHNICS GUN CAMERA COCKPIT 
ENCLOSURE 
INSTALLATION INSTALLATION aan ION INSTALLATION 


67001 


TOW TARGET 
INSTALLATION 




















SAFETY 
EQUIPMENT 
INSTALLATION 


INSTALLATION 





H-175-00-14 











ROCKET 
INSTALLATION 


52101 
CONTROL STICK 
OR WHEEL 
INSTALLATION 








62001 


FLEXIBLE GUN 
INSTALLATION 





64001 


TORPEDO 
INSTALLATION 





68001 
































73301 
OXYGEN 
EQUIPMENT 
INSTALLATION 





SYSTEM 
INSTALLATION 








520 
SURFACE 
CONTROL 

INSTALLATION 








52201 
ELEVATOR 
CONTROL 
INSTALLATION 





FURNISHINGS 
INSTALLATION 





58001 
HYDRAULIC 





POWER PLANT 
INSTALLATION 


51001 


INSTRUMENT 
INSTALLATION 









54001 
ELECTRICAL 
EQUIPMENT 
INSTALLATION 






55001 
MOORING-TOWING 
HANDLING GEAR 

INSTALLATION 


56001 
CATAPULT 8 
ARRESTING GEAR 







GEAR 
INSTALLATION 





41001 


ENGINE 
ASSEMBLY 


Οἱ 


42001 
ENGINE 
ACCESSORIES 
INSTALLATION 





43001 
52301 52401 ENGINE 33401 
AILERON RUDDER CONTROL 
CONTROL CONTROL INSTALLATION CONTROL 
INSTALLATION INSTALLATION INSTALLATION 






STARTING 
INSTALLATION 





COOLING 
INSTALLATION 


47001 
LUBRICATING 
SYSTEM 
INSTALLATION 

53001 48001 
INSTALLATION 


4900! 


AUXILIARY 
PROPULSION 


DRAWING BREAKDOWN CHART 



















FUEL SYSTEM 









31001 
FUSELAGE 

COVER 
INSTALLATION 





31101 
FUSELAGE 
ENERAL FRAME 
ASSEMBLY 







33101 


CHASSIS 
ASSEMBLY 








52501 52601 52701 
TRIM TAB SLOT 8 ΕΙ ΑΡΙ | DIVE BRAKE 34001 
CONTROL CONTROL CONTROL AUXILIARY 
INSTALLATION | | INSTALLATION | | INSTALLATION LANDING GEAR 


INSTALLATION 


71001 72001 73001 
COMMUNICATION] | AVIGATION | [MISCELLANEOUS 34101 
EQUIPMENT EQUIPMENT || EQUIPMENT 
INSTALLATION | | INSTALLATION| | INSTALLATION 46001 CHASSIS 


CONTRO 
INSTALLATION 


35001 


MAIN FLOAT 
INSTALLATION 


35101 


MAIN_FLOAT 
ASSEMBLY 














INSTALLATION 


WHEEL-BRAKE 
ASSEMBLY 














32001 
ENGINE 


NACELLE 
INSTALLATION 





32101 
ENGINE 
NACELLE FRAME 
ASSEMBLY 





901 
'. NACELLE 
ENGINE MOUNT 
ASSEMBLY 








33201 


WHEEL-BRAKE 
ASSEMBLY 


33501 
RETRACTING 
MECHANISM 





34201 


34501 
RETRACTING 
MECHANISM 
INSTALLATION 





36001 
WING TIP 


FLOAT 
INSTALLATION 








33001 


LANDING GEAR 
INSTALLATION 





FAIRING 
INSTALLATION 


ΞΚΙ 
INSTALLATION 








34301 





FAIRING 
INSTALLATION 








10001 





EMPENNAGE 


WING 
INSTALLATION | | INSTALLATION 





21001 
HORIZONTAL 
STABILIZER 
ASSEMBLY 





22001 


ELEVATOR 
ASSEMBLY 


23001 
VERTICAL 
STABILIZER 
ASSEMBLY 


24001 


RUDDER 
ASSEMBLY 





33301 





33901 


LOWER 
OUTER PANEL 
ASSEMBLY 









34901 





SKI 
INSTALLATION 





3 
FUSELAGE 


DIVE BRAKE 


DIVE FLAPS ASSEMBLY 


INSTALLATION 
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introduction 
ALPHABETICAL LIST OF VENDORS CODES 
A 
AA... . Air Associates, Incorporated AP . . . . Adel Division 
Hackensack, New Jersey General Metals Corp. 
10777 Van Owen 
AADZ. . . . Aircraft Bolt and Rivet Co. Burbank, California 
το N. Gabriel Boulevard 
Pasadena, California : AQ . . .. Aeroquip Corporation 
300 South East Avenue 
AB . . . . Allen Bradley Company Jackson, Michigan 
3929 N. 19th Street 
Milwaukee 4, Wisconsin ΑΠ... . . American Brass Company 
Box 1031 
ACA . .’. . American Chain and Cable Co., Inc. Waterbury 90, Connecticut 
(Automotive and Aircraft Division) 
601 Stevenson Building ARC . . . . Aircraft Radio Corporation 
Detroit, Michigan 708-10 Main Street 
Boonton, New Jersey 
ACH . . . . American Cabinet Hardware Corp. 
416 South Main Street ARN . . . . Arens Controls Company 
Rockford, Illinois 2017 Greenleaf Street 
Evanston, Illinois 
ADE . . . . Advance Electric & Relay Co. ή 
2535 N. Naomi Street ARP . . . . Aircraft Marine Products, Inc. 
Burbank, California 1423 N. 4th Street 
E Harrisburg, Pennsylvania 
AEC . . . . Aero Electric Corporation 
Los Angeles, California ARW . . . . Arrowhead Rubber Company 
F Ν 2244 E. 37th Street 
AEO . . . . Aerotec Corporation Los Angeles, California or 
c/o The Thermix Corp. 11634 Patton Road 
Greenwich, Connecticut Downey, California 
AEV . . . . Aerovox Corporation ASCO. . . . American Screw Company 
New Bedford, Massachusetts Willimantic, Connecticut 
AIR . . . . Airesearch Manufacturing Co. - AVDE. . . . Aviation Development, Inc. 
c/o Air Supply Company 910 North Front Street 
5959 W. 3rd Street Burbamk, California 
Los Angeles, California 
AXS . . . . Allmetal Screw Products Co., Inc. 
ALE . . . . Allison Division 821 Stewart Avenue 
General Motors Corporation Garden City, New York 


Indianapolis, Indiana 
Allied Aircraft Company 


ALN . . . . Allen Manufacturing Co. 5536 Fatsuma Avenue 
133 Shéldon Street North Hollywood, California 
Hartford, Connecticut ; 
AMC . . . . Ampro Corporation B 
Chicago, Illinois 
AMGM. . . . American Stock Gear Company BA .. . . Bassick Company 
(suec by American Gear & Mfg. Co.) Howard Avenue 
Chicago, Illinois Bridgeport 2, Connecticut 
AMK . . . . American Metal Hose BARB. . . Bendix Aviation Corporation 
(American Brass Compahy) Red Bank Division 
598 S. Main Street Red Bank, New Jersey 
Waterbury, Connecticut 
BC .. .. Breeze Corporations, Inc. 
AMLP. . . . American Latex Products Corp. Newark, New Jersey 
921 Venice Building 
Los Angeles, California . BCC . . . . Barber-Colman Company 
321 East Third Street 
AMP . . . . American Phenolic Corp. Rockford, Illinois 
1830 South 54th Street 
Chicago 50, Illinois’ ΒΞ... . Burndy Engineering Company 
107 Bruckner Boulevard 
AMRO. . . . Aero Marine Products Company New York 54, New York 
West Los Angeles, California 
BGW . . . . Boston Gear Works Division 
ANE . . . . Anemostat Corp. of America (Murray Company of Texas) 
10 East 39th Street 3200 Main Street 
New York, New York Quincy, Massachusetts 
ANS . . . . Aircraft Controls 
Stanford, Connecticut 
e Revised 15 August 1955 








BLC 


BMC 


BPD 


BRLA. 


BTL 


BUS 


BX 


CA 


CAJC. 


CAN 


CARM. 


cc 


CCL 


CED 


CHI 


cic 


CIN 


CKN 


CLC 


ALPHABETICAL LIST OF VENDORS CODES (Cont) 


B 


. Barry Corporation 


180 Sidney Street 
Cambridge, Massachusetts 


. Bardwell & McAllister, Inc. 


P. O. Box 1310 
Hollywood, California 


. Bendix Products Division 


Bendix Aviation Corporation 
Bendix Drive and Railroad 
South Bend, Indiana 


. Bradley Laboratories, Inc. 


New Haven, Connecticut 


. Bristol Company Instrument Div. 


125 Bristol Road 
Waterbury, Connecticut 


. Bussman Manufacturing Company 


2538 W. University Street 
St. Louis 3, Missouri 


. Bendix Aviation Corp. 


Fisher Building 
Detroit, Michigan 


. Clark Aero Hydraulics, Inc. 


Pasadena, California 


. J. C. Carter Company 


253 N. Fair Oaks Avenue 
Pasadena, California 


. Canfield, H. O. Co. 


Chicago, Illinois 


. Carma Manufacturing Company 


1151 South Broadway 
Los Angeles, California 


. Chrysler Corporation 


12200 E. Jefferson Ave. 
Detroit, Michigan 


. Corbin Cabinet Lock Division 


American Hardware Corporation 
New Britain, Connecticut 


. Cannon Electric Company 


3209 Humboldt Street 
Los Angeles 31, California 


. The Chicago Rawhide Mfg. Co. 


Chicago, Illinois 


. Acragage Company 


Miiford, Connecticut 


. Cinch Manufacturing Corp. 


1026 Homan Avenue 
Chicago, Illinois 


. Chiksan Tool Company 


1330 N. Pamona Avenue 
Brea, Californía 


. Camloc Fastener Company 


420 Lexington Avenue 
New York, New York 
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CLEN. 


CLF . 


CLI 


CLP 


CLR 


CP 


CSP 


CTAD. 


CUT 


DABU. 


DARL. 


DCP 


DG 


DLIC. 


DLPC. 


DLR 


DN 


DUME. 


DZ 
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. Clevenger Engineering Company 


Santa Monica, California 


. Clifford Manufacturing Company 


Division Standard Thompson Corp. 
Boston, Massachusetts 


. Cline Electric Mfg. Company 


Chicago, Illinois 


. Cole Electric Products Division 


Federal Electric Products Company 
Long Island City, New York 


. Clarostat Manufacturing Co., Inc. 


Dover, New Hampshire 


. Cook Electric Corporation 


2710 N. Southport Avenue 
Chicago 14, Illinois 


. Cleveland Pneumatic Tool Co. 


3781 East 77th Street 
Cleveland 5, Ohio 


. Casco Products Corporation 


512 Hancock Avenue 
Bridgeport, Connecticut 


Curtis Automotive Devices, Inc. 


' Dayton, Ohio 


. Cutler-Hammer, Incorporated 


315 North 12th Street 
Milwaukee, Wisconsin 


D 


. Dale Products Inc. 


Columbus, Nebraska 


. E. E. Darling Company 


4718 Bethesda Avenue 
Bethesda, Maryland 


. Dayton Aircraft Products 


Dayton, Ohio 


. Douglas Aircraft Company, Inc. 


Santa Monica, California 


. Dielectric Laboratories of 


California 
Los Angeles, California 


. Driv-lok Pin Company 


Chicago, Illinois 


. Delron Company, Incorporated 


2306 E. 38th Street 
Los Angeles, California 


. Denison Engineering Co. 


1160 Dublin Road 
Columbus 10, Ohio 


. Ducommun Metals & Supply Co. 


4890 Alameda Street 
Los Angeles 54, California 


. Dzus Fastener Company, Inc. 


John Street 
Babylon, New York 
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| EACH. 


ECP 


EDI 
ELA 


ELSC. 


EN 


FAC 
FAF 


FE 


FLFR. 
FLRE. 


FREL. 


GCM 
GCO 
GD 

GDR 


GE 
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ALPHABETICAL LIST OF VENDORS CODES (Cont) 


. Electro-cap Incorporated 


Los Angeles, California 


. Eclipse-Pioneer Division 


Bendix Aviation Corp. 
43 Williams Avenue 
Teterboro, New Jersey 


. Edison, Thomas A., Inc. 


West Orange, New Jersey 


. Electric Auto-Lite Co. 


Toledo 1, Ohio 


. Electro-Switch & Controls, Inc. 


5755 Camille Street 
Culver City, California 


. Elastic Stop Nut Corp. of America 


2330 Vauxhall Road 
Union, New Jersey 


F 


Fairchild Camera & Instrument Corp 


8806 Van Wyck Boulevard 
Jamaica, New York 


. Fafnir Bearing Company 


Victory Square 
New Britain, Connecticut 


. Federal Bearings Co., Inc. 


West Poughkeepsie, New York 


. Fenwal, Incorporated 


113 Pleasant Avenue 
Ashland, Massachusetts 


. Frederick Flader, Inc. 


583 Division Street 
North Tonawanda, New York 


. Flight Refueling Co. 


Cobbain Building 
Danbury, Connecticut 


. Frampton-Electric Co. 


999 E. First Street 
Dayton, Ohio 


. General Ceramics & Steatite Corp. 


Crow's Mill Road 
Keasbey, New Jersey 


. General Controls Company 


801 Allen Street 
Glendale 1, California 


. Goodrich, B. F. Co. 


500 South Main 
Akron, Ohio 


. Grand Rapids Metalcraft Corp. 


Division F. L. Jacobs Company 
Grand Rapids, Michigan 


. General Electric Company 


Schenectady, New York 


GLI . 


GMC 


GN. 


GPC 


GF 4 


GVP . 


GY . 


HBDI. 


. Globe Industries, Inc. 


1950 Sunrise Place 
Dayton, Ohio 


Grimes Manufacturing Company 
515 North Russell Street 
Urbana, Ohio 


. Guardian Electric Manufacturing Co. 


. 


Chicago, Illinois 


Gladden Products 
625 West Colorado Blvd. 
Glendale 4, California 


. Gits Brothers Manufacturing Co. 


1848-62 South Kilbourne Avenue 
Chicago 23, Illinois 


. Groov-Pin Corporation 


Ridgefield, New Jersey 


. Goodyear Tire & Rubber Company 


Goodyear Aircraft Corporation 
1144 E. Market Street 
Akron, Ohio 


G-V Controls, Incorporated 
East Orange, New Jersey 


H 


. Harley Buckle Division 


Sembod ja Corporation 
New York, New York 


. Heim Company 


100 Sanford Street 
Fairfield, Connecticut 


. Henry Engineering Co. 


Burbank, California 


. Hartman Electrical Mfg. Co. 


175 N. Diamond Street 
Mansfield, Ohio 


. Hoof Products Company 


6543 South Laramie Avenue 
Chicago 38, Illinois 


. Harris Calorific Company 


5499 Cass Avenue, N. W. 
Cleveland, Ohio 


. Halfco Products Company 


211 South Beverly Drive 
Beverly Hills, California 


. Hanson Manufacturing Co., Inc. 


. 


Princeton, Indiana 


Hoover Electric Company 
2102 S. Stoner 
Los Angeles, California 


. The Hoover Company 


North Canton, Ohio 


Cam-Stat, Incorporated 
Division Henry Paul Company 
11833 W. Olympic Boulevard 
Los Angeles 64, California 
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HPT 


HRM 


HS 


HSP 


HYAW. 


HYP 


IPC 


IR 


ISGC. 


ITRC. 


JM 


JNS 


JOHJ. 
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ALPHABETICAL LIST OF VENDORS CODES (Cont) 


. Helipot Corporation 


916 Meridam Avenue 
Pasadena, California 


. Hadley, Robert M. Company 


700 E. 61st Street 
Los Angeles, California 


. Hamilton-Standard Propeller 


Division United Aircraft Corp. 
East Hartford, Connecticut 


. Harris Seybold Company 


Cleveland, Ohio 


. Hardman Tool & Engineering Co. 


Southgate, California à 


. Hartwell Aviation Supply Co. 


9035 Venice Boulevard 
Los Angeles 34, California 


. Haydon, Α. W. Company 


232 Ν. Elm Street 
Waterbury, Connecticut 


. Hydropack Hydraulic Plastic Co. 


5717 South Hoover Street 
Los Angeles, California 


Hartwell Manufacturing Company 
Los Angeles, California 


Industrial Products Company 


i Division of Knudsen, Inc. 


Danbury, Connecticut 


. Irving Air Chute Co. 


Buffalo, New York 


Irving Subway Grating Co., Inc. 


' 50-07 27th Street 


Long Island City, New York 


International Rectifier Corp. 
Los Angeles, California 


. Jack and Heintz Precision 


Industries, Incorporated 
Cleveland, Ohio 


. Johns Manville Corp. 


22 East 40th Street 
New York 16, New York 


. Jones, Howard B., Division 


Cinch Manufacturing Corp. 
Chicago, Illinois 


. Johnson, M. J. Aircraft Engrg. Co. 


Morris Plains, New Jersey 


Jewel-Summer Company 
407 Commercial Center Street 
Beverly Hills, California 


Revised 15 August 1955 





KKE 


KLC 


KOE 


KOR 


KOVC. 


LA 


LC 


LGHI. 


LO 


LR 


LTF 


LYQ 


MAFN. 


MAI 


MAL 


MAR 


MARI. 


MCQ 


K 


. Kulka Electric Mfg. Co., Inc. 


Mt. Vernon, New York 


. Klinges, Charles Α., Inc. 


Philadelphia, Pennsylvania 


. Koehler Aircraft Products Co. 


814 Vermont Avenue 
Dayton, Ohio 


. Korry Manufacturing Co. 


Seattle, Washington 


. Koehler Valve Co. 


Dayton, Ohio 


L 


. Lear, Incorporated 


170 Iona Avenue 
Grand Rapids, Michigan 


Lawrence, A. C. Leather Co. 


; Peabody, Massachusetts 


. Leland, G. H., Incorporated 


Webster and Kamer Streets 
Dayton, Ohio 


Lord Manufacturing Co. 
1639 West 12th Street 
Erie, Pennsylvania 


. Leach Relay Company 


5915 Avalon Boulevard 
Los Angeles, California 


. Littlefuse, Incorporated 


4757 Ravenswood Avenue 
Chicago 40, Illinois 


. Hansen-Lynn Co., Inc. 


Burbank, California 


M 


. Micro Metal Products 


Los” Angeles, California 


. Marion Electrical Instrument Co. 


Manchester, New Hampshire 


. Mallory, P. R. & Company, Inc. 


3029 E. Washington Street 
Indianapolis, Indiana 


. Marman Products Company 


940 West Redondo Boulevard 
Inglewood, California 


. Marco Industries, Inc. 


210 S. Helena Street 
Anaheim, California 


. McQuay-Norris Manufacturing Co. 


Electrical Products Division 
1737 Massachusetts Avenue 
Indianapolis, indiana 
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MCS 


MHSC. 


MQ 


MTY 


MVEM. 


NA 


ΝΤ 


NJ 


NL 
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ALPHABETICAL LIST OF VENDORS CODES (Cont) 


M 


. Micro-Switch Division 
Minneapolis-Honeywell Regulator Co. 


Freeport, Illinois 


. Minneapolis-Honeywell Regulator Co. 


2709 Fourth Avenue, South 
Minneapolis, Minnesota 


`. Muelhausen Spring Corp. 


1947 Butler Street 
Logansport, Indiana 


. Monadnock Mills 


901 East 14th Street 
San Leandro, California 


. Mack Manufacturing Co. 


Plainfield, New Jersey 


. Manning, Maxwell & Moore, Inc. 


11 Elias Street 
Bridgeport 2, Connecticut 


Marquette Metal Products Co. 
1145 Galewood Drive 
Cleveland 10, Ohio 


. Maybar Electric Corporation 


200 North Avenue 
Los Angeles 2, California 


. Maltby, Edward D., Company 


1718 South Flower Street 
Los Angeles, California 


. Mar-Vista Engineering Co., Inc. 


5428 West 104th Street 
Los Angeles 45, California 


. North American Aviation, Inc. 


4300 East 5th Avenue ' 
Columbus 16, Ohio 


. New Departure Division 


General Motors Corporation 
Bristol, Connecticut 


. Norma-Hoffman Bearings Corp. 


Stanford, Connecticut 


. Nice Ball Bearing Company 


2925 Hunting Park Avenue 
Philadelphia 40, Pennsylvania 


. North & Judd Manufacturing Co. 


New Britain, Connecticut 


. National Lock Washer Co. 


Newark, New Jersey 


. National Lock Company 


Rockford, Illinois 


. Nash Engineering Company 


South Norwalk, Connecticut 


. Nutt-Shell Company 


Los Angeles, California 


. New York Air Brake Company 


422 Lexington Avenue 
New York 17, New York 





OHM 


OPS 


PA 


PAET. 


PBR 


PRIN. 


RAI 


Ohm Wire and Cable Corp. 


Brooklyn, New York 


Ohmite Manufacturing Company 


4835-55 West Flournoy Street 


. 


Chicago, Illinois 


Operating Maintenance Specialties 
Charlotte, North Carolina 


Parker Appliance Company 
17325 Euclid Avenue 
Cleveland, Ohio 


Parker Aircraft 


᾿ Los Angeles, California 


Potter and Brumfield Mfg. Co., Inc. 


` Princeton, Indiana 


Pacific Airmotive Corp. 


' 2940 N. Hollywood Way 


Burbank, California 


Pacific Division 


' Bendix Aviation, Ltd. 


11600 Sherman Way 
North Hollywood, Calif 


Pierce Governor Co. 


i Anderson, Indiana 


Pioneer Instrument Division 


' Bendix Aviation Corp. 


Teterboro, New Jersey 


Production Instrument Co. 
710 W. Jackson Boulevard 
Chicago 6, Illinois 


Proof Industries Corp. 
Cleveland, Ohio 


. Purolator Products, Incorporated 


970 New Brunswick Avenue 
Rahway, New Jersey 


Pratt & Whitney Division 


Niles-Bement-Pond Company 


West Hartford 1, Connecticut 


Phillips Aviation Co. 
1525 Monterey Road 
S. Pasadena, California 


Picard Telephonics Corp. 
350 West 3155 Street 
New York, New York 


. Robinson Aviation, Inc. 


48 Industrial Avenue 
Teterboro, New Jersey 


. Roller Bearing Company of America 


Whitehead Avenue 
Trenton 3, New Jersey 
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RCO 


RF 


RMS 


RO 


ROS 


ROSN . 


RYY 


SD 


SEB 


SFB 


SFW 


SH 
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. Revere Corporation of America 


P. O. Box 358 
Wallingford, Connecticut 


. Resistoflex Corporation 


37 Plansoen Street 
Belleville 9, New Jersey 


. Rohr Aircraft Corporation 


Chula Vista, California 


. Hetherington, Incorporated 


1216 Elmwood 
Sharon Hill, Pennsylvania 


. Ramsey Corporation 


3693 Forest Park Blvd. 
St. Louis 8, Missouri 


. Romec Pump Company 


1430 Abee Road 
Elyria, Ohio 


. Rosen, A. W. & Company 


1801 lst Avenue 
New York, New York 


. Rosan,, Incorporated 


5224 Southern Avenue 
South Gate, California 


. Roller-Smith Co., Division 


Realty and Industrial Corp. 
Bethlehem, Pennsylvania 


. Roylyn, Incorporated 


1706 Standard Avenue 
Glendale 1, California 


Rowe Sales Company 
Westwood Boulevard 
Los Angeles, California 


. Simmonds Aerocessories, Inc. 


New York, New York 


. Sweeney Engineering Corp. 


Pasadena, California 


. Standard-Thompson Corp. 


Dayton, Ohio 


. Struthers-Dunn, Incorporated 


1310 Quarry Street 
Philadelphia, Pennsylvania 


. Sensenich Corporation 


Lancaster, Pennsylvania 


. Soderberg Manufacturing Co. 


Pasadena, California 


. Stewart, F. W. Mfg. Co. 


Chicago, Illinois 


. Shakeproof, Incorporated 


Iilinois Tool Works 
Chicago, Illinois 


. Shafer Bearing Corporation 


1412 W. Washington Blvd. 
Chicago, Illinois 
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SKP 


SLE 


SNT 


SPR 


SPTD. 


SQ 


STB 


STTC. 


SVL 


SYT .. 


THAS. 


TOM 


. Skinner Purifiers Division 


Bendix Aviation Corporation 
1500 Trombly Avenue 
Detroit, Michigan 


. Sylvania Electric Products 


500 Fifth Avenue 
New York. 18, New York 


. Scintilla Magneto Division 


Bendix Aviation Corporation 
Sidney, New York 


. Sprague Electric Company 


201 Beaver Street 
North Adams, Massachusetts 


. Spencer Thermostat Division 


Metals and Controls Corp. 
Attleboro, Massachusetts 


. Square "D" Company . 


6060 Rivard Street 
Detroit 11, Michigan 


. Meletron Corporation 


950 N. Highland 
Los Angeles 38, California 


. Stratos Corporation 


30 Rockefeller Plaza 
New York, New York 


. Saval Manufacturing Co. 


(succeeded by 
Wm. R. Whittaker Co., Ltd.) 
Los Angeles, California 


. Stewart-Warner Corp. 


Diversey at Wolcott 
Chicago, Illinois 


. Stanley Tools Division 


The Stanley Works 
111 Elm Street 
New Britain, Connecticut 


Shuster Electric Co. 
Cincinnati, Ohio 


Smith Brothers Hardware Co. 
Columbus, Ohio 


. Technical Appliance Corp. 


Sherburne, New York 


. Teleflex, Incorporated 


Philadelphia, Pennsylvania 


. Thomas Associates 


Burbank, California 


Timken Roller Bearing Co. 
Canton, Ohio 


. Tinnerman Products, Inc. 


2079 Fulton Road 
Cleveland 13, Ohio 


. Thomas & Betts Company 


30-36 Butler Street 
Elizabeth 1, New Jersey 
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TP 


TRA 


TRPR. 


UA 


UAAT. 


UC 


UG .. 


USGR. 


USR 


VCH 


WOES xe 


VM 
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. Torrington Company 


50 Fields Street 
Torrington, Connecticut 


. Thompson Products, Inc. 


23555 Euclid Avenue 
Cleveland, Ohío 


. Trane Company 


LaCrosse, Wisconsin 


. Transco Products 


12210 Nebraska Avenue 
Los Angeles 25, California 


U 


. United Aircraft Products, Inc. 


1116 Bolendar Avenue 
Dayton 1, Ohio 


. Universal Metal Products Co. 


Alhambra, California 


. United-Carr Fastener Corp. 


31 Ames Street 
Cambridge 42, Massachusetts 


. U. S. Gauge Division 
American Machine & Metals, Inc. 


Sellersville 31, Pennsylvania 


. United States Graphite Co. 


Div. of Wickers Corporation 
Saginaw, Michigan 


. United States Rubber Co. 


New York, New York 


V 


. Vapor Heating Corp. 


4501 W. 16th Street 
Chicago, Illinois 


. Vickers, Incorporated 


1400 Oakman Blvd. 
Detroit 33, Michigan 


. Victor Mfg. and Gasket Co. 


5750 W. Roosevelt Road 
Chicago 50, Illinois 


VNMB. 


WAEC. 
WAH 


WCFA. 


WIG 


WK 


WMAC. 


WX 


v 


. Vinson Manufacturing Co. 


8044 Woodley Avenue 
Van Nuys, California 


W 


. Waterman Engineering Co. 


Evanston, Illinois 


. Weston Hydraulics, Ltd. 


Los Angeles, California 


Wolfe, Frederick C., Inc. 
Brooklyn, New York 


. White,'3. S. Dental Mfg. Co. 


10 E. 40th Street 
New York 16, New York 


. Wenco Manufacturing Co. 


1131 W. Hubbard 
Chicago 22, Illinois 


. Wolfe, Franklin C. Company 


Beverly Hills, California 


Western Gear Works 
417 Ninth Avenue 
Seattle 4, Washington 


. Wiggins, E. B. 011 Tool Co. 


2424 E, Olympic Boulevard 
Los Angeles 23, California 


. Walter Kidde & Company, Inc. 


. 


675 Main Street 
Belleville 9, New Jersey 


Waldes-Kohinoor, Inc. 
47-16 Austel Place 
Long Island City, New York 


Wemac Company 
502 South Isle Avenue 
Inglewood, California 


. Weston Electric Instrument Corp. 


Newark, New Jersey 


Whittaker, Wm. R. Company 
915 N. Citrus Avenue 
Los Angeles 38, California 


. Westinghouse Electric Corp. 


Pittsburgh, Pennsylvania 
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H-184-00-45A 
FIGURE 1 - EXPLODED VIEW OF COMPLETE AIRCRAFT 

Index Figure Index Figure 

No. Nos. No. Nos. 
Yl .-MWinE- uw di m Be 2-52 7 Holdback Mechanism . . . . +. . 358 
2 Empennàge . . . . . - . «ον» 53-6h 8 Arresting Gear . . . . . . + . 359-363 
3 Fuselage iow: nde wi Ceo. ο 00054320 9 J-33 Power Plant . . . . +. +. . 364-366 
h Main Alighting Gear . . . . . . 330-346 10 R-2800 Power Plant . . . . . . 367-386 
5 Auxiliary Alighting Gear . . . 347-356 11 Nacelle . . ......... 387-409 
6 Catapult Mechanism... . . . 357 
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GROUP ASSEMBLY PARTS LIST 


H-184-12-3 





FIGURE 2 - SPARE OUTER PANEL WING ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
2-1 146-12901-301 WING OUTER PANEL ASSEMBLY, LH spare . . . . . . . . . + eee 1 
146-12901-302 WING OUTER PANEL ASSEMBLY, RH spare . . . . . . . . © «© «© .. 1 
156-12601-201 . WING ASSEMBLY, Outer panel complete LH . . . +. . +. +. +. +. +. 1 
(see figure 4) 
156-12601-202 . WING ASSEMBLY, Outer panel complete RH. . . +. . . +. +... 1 
(see figure Y 
COMPLETE EXCEPT FOR THE FOLLOWING PARTS: 
146-15001-401 + . AILERON ASSEMBLY, Covered LH = figure T) 2 v sa xo 1 
* 146-15001-402 . . AILERON ASSEMBLY, Covered RH (see figure 7) . . . . . + 1 
146-15201-11 + . SEAL AND COUNTERBALANCE INSTALLATION, Aileron LH ... 1 
(see figure 5) 
146-15201-12 + . SEAL AND COUNTERBALANCE INSTALLATION, Aileron RH . .. I 
(see figure 5) 
146-15201-101 + . SEAL AND COUNTERBALANCE INSTALLATION, Alleron LH . . ., 1 
(see figure 5) 
146-15201-102 + . SEAL AND COUNTERBALANCE INSTALLATION, Aileron RH A 1 
(see figure 5) 
ALL GOVERNMENT FURNISHED EQUIPMENT WITH THE 
ADDITION OF THE FOLLOWING PARTS: 
146-12401-201 . TIP INSTALLATION, Wing LH e figure 3) . . . . . . "m 1 
146-12401-202 . TIP INSTALLATION, Wing RH (see figure 3) . . . ὁ . 1 
WITH A KIT OF THE FOLLOWING PARTS: 
156-51107 . BOOM ASSEMBLY, Wing outer panel airspeed . . . . . . . . . 1 
AN5816-2 . . TUBE (Navy stock No. R88T3305) (GFP) . .. .. .... 1 
156-51105-5 . FITTING, Airspeed boom WOP front spar support ...... 1 
ANH-30A s> BOLT ο νο ελα, μὴ Ro ee eoo, κ να NUES AD OO A ϱ Ὁ ὪἝ 1 
ANI -6A e, Ρος o£ o7egx ο EA we de xe» AX X 3€ WD. ᾳ EA 4 
AN960D416 a MASHER, μυ. δω A ee el aer ds 4 
AN960D416L --. WASHER 32 ains no ve Gh fan Soe Je δρ AY ον, dé de ὃν ας Rhee an ved: κὸ 4 
AN365-428 s NUR o x ox ας ER AA AAA AA AA AE a a 3 
166-51106-1 . SUPPORT INSTALLATION, Airspeed boom wing outer panel . . . 1 
156-51106-11 . SUPPORT INSTALLATION, Airspeed boom wing outer panel . G 1 
A A A 
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H-184-10-1 






FIGURE 3 - WING INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 . NOMENCLATURE PER ASSY. CODE 
3 146-10001-301 WING INSTALLATION. . . . . . BEER SEGUE CIN WEN ERA e... Ref 
-1 184 -11601 + WING ASSEMBLY, Center section complete. . . . . . . . te 1 
(see figure 8 for detail breakdown) 

-2 1N4 -1216 . NUT, Barrel (magnetic inspected) (NA) ........... 2 
-3 - 2W10-12 - WASHER, Countersunk (ΝΑ). . . . . . . . ιν E. τῶν AA 2 
-4 2W1A149-40-64 - WASHER, Plain (NA). +. +. ....«.............ἀ.. 2 
-5 NAS152DH45 - BOLT, Internal wrenching steel 3/4-16 (magnetic inspected). 2 
-6 1N4=1614 - NUT, Barrel (NA) (magnetic inspected) . . . . . . . . . . . 2 
-7 NAS143-16C . WASHER, 4130 steel countersunk. . . . soso e s .. ..... 2 
-8 NAS156DH52 - BOLT, Internal wrenching steel 1/14 λας, inspected). . 2 
-9 NAS144 -16 . BOLT, Internal wrenching steel 1/4-28 ........... 12 
-10 2W10-4 - WASHER, Countersunk (NA) SiGe [et um! pe cy Riu, ο πο. 19 
AN960D416 ο. WASHER... aa Qo ας e a A E A Mie? te? Se! ο S 2 
-11 AN365-428 EN ah oi Beate ου ο ο Aue ve. este’ au? en e de 2 
-12 169-31256-1 . FITTING, Puselage station 254-5 side load LH. . . . . . + 1 
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-63 146-12401-63 STRIP, Wing tip close out LH . . . .. . os « « «νο «ο 

146-12401-68 STRIP, Wing tip close out RH... κ. ἃ 

175-51021-1 INSTRUMENT EQUIPMENT INSTALLATION, Wing fuel “quantity | $^ ζῶν d. 
gage system (see figure 31 for detail breakdown) 

175-51021-2 . INSTRUMENT EQUIPMENT INSTALLATION, Wing fuel quantity . . . . 
gage system (see figure 31 for detail breakdown) 


E: 
O 


FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
. FITTING, Fuselage station 2 side load ο vow RU ae 
-14 hee 624 . NUT (magnetic Inapected). Εν a er e 
-15 AN960D616 + WASHER. . . Bee) qw cel MAIDEN, fel os es ARA "E CU 
-16 4B21S6- 012 . BUSHING, Spacer (NA). "PORTET 
-17 AN6-10A . BOLT dotado inspected] a ο κο spel tel ane ak «32 
-18 AN6-12A . BOLT (magnetic inspected) . . ον . . 3 ............ 16 
-19 2W10-6 . WASHER, Countersunk (ΝΑ)... ................. 14 
-20 NAS146-19 . BOLT, Internal wrenching steel 3/8-24 . , . . . . 26 . . . e 14 
-21 AN509-10R10 Ga “SCREW s Ete Ὁ US um gen VAT qe ος E e HV ir ων ον oe σσ ὃ, WO 
-22 AN365-1032 sa (NUTS SET qiue ο eve ο ο ο a Je ve. ao ss tal 420 
-23 AN960D10 . WASHER. . . ste "e φλέ Ὅν. DEC 
-24 156-12601-201 . WING ASSEMBLY, “outer” panel complete LH. te μα ο PTS 1 
(see figure 4 for detail breakdown) 
156-12601-202 . WING ASSEMBLY, Outer panel complete RH. . . . es s +... +. ο 1 
(see figure 4 for detail breakdown) 
-25 14146-11056 . NUT, Wing joint pin retaining. . . . . . s s es s so eoo n 
-e6 146-11059 . RING, Wing joint pin nut retainer... pee tits 4 
-27 146-11043 . PIN, Wing joint center spar outboard pànel "attaching. ο... 4 
-28 146-11061 z SPRING, Wing joint pin retaining nut locking. . . . . . . ο 4 
-29 9C1P3-3 . CHAIN, No. 1 safety (NA). . « . ............α... 8 
-30 5R10 . RING, Chain retainer (NA)... . . . ee ee ew ee «ο ο on ο 8 
-31 NAS51-75 . RING, External retainer... . ὁ . 4. o. se eee eevee 4 
-32 9C1P3-5 +. CHAIN, No. 1 safety HR δ. è E wO a καὶ Fa ve 1 
9C1P3-10 . CHAIN, No. 1 safety (NA) (RH wing upper). —€——— UA 1 
-33 146-11190-1 . DOOR ASSEMBLY, Wing folding joint forward LH. . . . . . . . . 1 
146-11190-2 + DOOR ASSEMBLY, Wing folding joint forward RH. . . . . . . +. +. 1 
-34 99836 s . PIN, Fastener (UC) . . . « . . ee we ee . ο νο ον ο on n 6 
-35 2W1AL20-24 -64 + . WASHER, Plain (NA) . . . . a Versi ras iso Tor Las Ag Vo ? 
-36 151-54350 e . SPRING, Electrical gun port “door Open “indie ator switch . . 2 
-37 99834 -11-1.090 . . STUD, Fastener (UC — «ὃς ο tds Veen de Nee He, Ep τς σος του ἮΙ κ. 2 
-38 99834-1-.130 e STUD, Fastener (UC). . . . + « wees A “αν R a 1 
-39 99834 -2-. 160 . . STUD, Fastener (UC). . . « . +. . +. + erste ο “ο 1 
-40 99834 -2-.190 + . STUD, Fastener (UC)... εν EE ores “S 2 
-41 146-11290-1 . DOOR ASSEMBLY, Wing folding joint aft LH. ο ο ο cei 7x Οδ) ο 1 
j 146-11290-2 . DOOR ASSEMBLY, Wing folding joint aft RH. . . . .. sse . +. 1 
-42 9983 +. PIN; Fastener (UC) 2.6 «ε΄. eee ο οφ) Be e aaa 4 
-43 2W1AL20-24 -64 - . WASHER, Plain (NA) . . . + UE IU WOES at et E E ἄν Ὁ 2 
-44 151-54350 ae SPRING, Electrical gun port “door open indicator switch . . 9 
-45 99834 -11-1.090 + . STUD, Fastener ie X" cM ο cos E 
-46 99834 -3.290 è STUD, Fastener (UC). . . " Sen Soy tai arte 2 
-47 146-18001-1 1 FLAP ASSEMBLY, Wing inboard landing Ele. sa, vote ον qus 1 
: (see figure 15 for detail breakdown) . 
146-18001-2 . FLAP ASSEMBLY, Wing inboard landing RH. . . . . e e s . . eo n 
146-18003-21 . HINGE INSTALLATION, Wing inboard landing flap outboard. . . . Ref 
f LH (see figure 15 for detail Presion 
146-18003-22 . HINGE INSTALLATION, Wing inboard landing flap outboard RH . . Ref 
(see figure 15 for detail breakdown) 
146-18002-21 . HINGE INSTALLATION, Wing inboard landing flap inboard LH. . . Ref 
(see figure 15 for detail breakdown) 
146-18002 -22 . HINGE INSTALLATION, Wing inboard landing flap inboard RH. . . Ref 
(see figure 15 for detail breakdown) 
146-12401-201 . ‘TIP INSTALLATION, Wing LH νο © € e os so so sosoo . Ref 
146-12401-202 . TIP INSTALLATION, Wing RH . . . +. ὦ. ee RET 
-48 NAS205-12 + . SCREW, 100° flat head Phillips recess “alloy steel 10-32. . 25 
146-12401-11 + . COVER INSTALLATION, Wing tip LH. . . . s +. e e.. o... Ref 
] 146-12401-12 + . COVER INSTALLATION, Wing tip RH. . . . . . +. . +. +. +. +. > . Ref 
-49 146-12503-3 + . . COVER, Wing tip tank forward attachment LH. . . . . +. + 1 
146-12403-4 - . + COVER, Wing tip tank forward attachment RH. ...... 1 
-50 146-12401-113 e . . COVER, Tip tank fuel & press. lines connection access LH 1 
146-12401-120 - . . COVER, Tip tank fuel & press. lines connection access RH 1 
-51 AN509-10-12 - + . SCREW (4 required on RH è a ie EEN E E st 5 
-52 NAS205-12 as Γι SCREW, 100° flat head Phillips recess alloy steel 10-32 2 
-53 146-12401-21 i. Ade, TIP ASSEMBLY, Wing aft LH. . . . . «© + «© © © . «e . wee 1 
146-12401-22 + . TIP ASSEMBLY, Wing aft RH. . . . +. +. a ο ο ew. 1l 
-54 146-12401-71 xs wc TIP ASSEMBLY, Wing forward LH. . . .  « +. +. ο» +... we so 1 
146-12401-72 « . TIP ASSEMBLY, Wing forward RH. . . . . s s +. +... «© © ο ο 1 
-55 146-12401-25 - . . SEAL, Wing tip forward LH and ΒΗ... . . . s . o... 1 
-56 146-12401-27 + >. . SEAL, Wing tip forward LH and RH. . . +. . . . . . . eo’ 1 
-57 146-12401-23 - . . COVER, Wing tip forward ΙΗ... ss e e s ee 4.4... 1 
146-12401-24 + + . COVER, Wing tip forward RH. . . . . s es es ssu’ 1 
-58 SP1561-832-11 +. +. SCREW ASSEMBLY (SH) . . +. +. +. + eee ee ee . lr +... 8 
-59 146-12401-111 + . TIP ASSEMBLY, Wing tip station minus 1 to plus 1 LH. . . . 1 
146-12401-112 + . TIP ASSEMBLY, Wing tip station minus 1 to plus 1 RH.... 1 
-60 146-12401-141 . . TIP ASSEMBLY, Wing intermediate LH . . . . . . . . . . . . 1 
146-12401-142 + . TIP ASSEMBLY, Wing intermediate RH . . .. RD ES 1 
-61 175-12407-1 - . . COVER, Wing tip fuel gauge co-ax cable attaching LH... 1 
175-12407-2 e . . COVER, Wing tip fuel gauge co-ax cable attaching RH . . 1 
-62 NAS205-12 oc ELA IR SCREW, 100° flat head Phillips recess alloy steel 10-32 2 
"T" * 1 
. . 1 
. > f 
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FIGURE 4 - COMPLETE LH AND RH OUTER PANEL WING ASSEMBLY 
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INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


WING ASSEMBLY, Outer panel complete LH . 
see figure 3 for next assembly) 





156-12601-202 WING ASSEMBLY, Outer panel complete RH. . . . . s e e . » . . . Ref 
(see figure 3 for next assembly) 

-1 146-12001-301 . WING ASSEMBLY, Outer panel LH . . « . . es s e . hb eooo 1 
146-12001-302 . WING ASSEMBLY, Outer panel RH . . . . ss « s . . o e ο eee 1 
146-12401-101 & 102. . TIP INSTALLATION, Wing LH and RH. š a ca 3. tere! ROT 

-2 146-12401-31 - . . RIB ASSEMBLY,.Wing tip station 21. 22h LH. A ον We 1 
146-12401-32 . . . RIB ASSEMBLY, Wing tip station 21.224 RH. . . . . . +. + 1 

-3 146-12404-1 - . . . FITTING, Fuel tip tank station 21.224 support LH . . 1 
146-12404-2 . . . . FITTING, Fuel tip tank station 21.224 support RH. . 1 

-4 146-12401-51 > € ο RIB ASSEMBLY, Wing tip station plus 2 LH. . . . . . . . 1 
146-12401-52 + >. . RIB ASSEMBLY, Wing tip station plus 2 RH. . . . . . +. + 1 

-5 146-12401-61 + . . RIB ASSEMBLY, Wing tip station -2 LH. . . . . . . . . . 1 
146-12401-62 - . . RIB ASSEMBLY, Wing tip station -2 RH. . . . . . . . νο 1 
146-12292-1 € 2 + . RIB INSTALLATION, Wing station 292 LH and RH... . . . . Ref 
146-12292-11 - > . RIB SUB ASSEMBLY, Wing station 292 LH . . . . . . . . . 1 
146-11292-12 - . +. RIB SUB ASSEMBLY, Wing station 292 RH . . . . e.s a . > 1 
146-11292-21 e + . RIB SUB ASSEMBLY, Wing station 292 LH . . . . . +. . . +. 1 
146-11292-22 + >. . RIB.SUB ASSEMBLY, Wing station 292 RH . . . . +. . . +. + 1 

-6 146-11057 . . . . SUPPORT, Wing joint pin pulling cylinder a. . . . . 1 

-7 146-11292-79 +. . DOOR, Close-out access. . . WI A ὃν 1 

-8 NAS221-9 ois, «tebe pa SCREW, Brazier head Phillips. recess io- 232 ος, τῷ Os ὃν τῷ 10 
NAS222 -13 + + . SCREW, Brazier head Phillips recess 1/4-28. . . .. . . 2 

-9 146-11292-83 + + . DOOR, Close-out access. . . wit. ta cat TEES LUN, e 1 

-10 NAS221-10 a) «€f SCREW, Brazier head Phillips recess 10-32 oe ee e SRY TY 
NAS222-12 . . . SCREW, Brazier head Phillips recess Henr sala el Is 3S 4 

-11 9C1-3-7 + . . CHAIN, No. 1 safety 7 inches (NA) . . . . . . . . ... 2 

-12 Rl Vg RING, Chain retainer (ΝΑ)... . Sus 4 
146-12109-101 ον ΡΑΝΕΙ, INSTALLATION, Outer panel leading edge skin LH SU fe Ref 


(supersedes 146- -12109-1) 
146-12109-102 + . PANEL INSTALLATION, Outer panel leading edge skin RH . . . Ref 
(supersedes 146-12109-2) 


-13 146-12109-113 + « . DOOR, Outer panel leading edge skin LH. . . . PRO 1 
146-12109-114 s « . DOOR, Outer panel leading edge skin ni at λος ο fae 1 
-14 9C1-2-7 . . . CHAIN, No. 1 sarety 7 inches (ΝΑ) . BUT qe E E 1 
-15 AN509D10R7 +. . SCREW.... " ο. 
146-12003-1 & 2 « a x. SPAR INSTALLATION, "Wing outer panel front LH and RH . . Ref 
-16 146-12418 +. . + ANGLE, Station 419 WOP tip tank fitting support. . . 1 
146-12201-1 ἃ 2 + . SKIN INSTALLATION, WOP:upper intermediate LH and RH. . . . Ref 
-17 146-55005 » . . SCREW, Wing outer panel upper intermediate ΠΗ... .. 2 
-18 146-12201-29 - . . DOOR, Aileron boost mechanism access LH . . . . . . +. + 1 
146-12201-30 + . . DOOR, Aileron boost mechanism access RH . . . . . . .. 1 
-19 NAS205-9 - « . SCREW, 100? flush head Phillips recess 10-32. . . . . . 50 
-20 146-12201-27 + . . DOOR, Aileron hinge access LH. +. . . +. . +. 4 ee eee 1 
146-12201-28 + . . DOOR, Aileron hinge access RH . . .. . . . . . «ο ος 1 
-21 AN509-10R1 zo e a “SCREW, . ο La eee v 26 
-22 9C1P2-6 + . . CHAIN, No. o safety 6 inches Θα); A ed ala, 1 2 
-23 5R10 + . . RING, Chain retainer (NA)... ικα «Ὁ 
-24 2J1 e . . JACK ASSEMBLY, Fuel nozzle grounding (NA) . fv reci ie fe 1 
146-12101-101 € 102. . SKIN INSTALLATION, WOP upper forward LH and RH sc oo A Le o Ref 
146-12103 e > . DOOR ASSEMBLY, Drop tank mechanism access . . . . . . . 1 
-25 146-12103-3 «e > «. + DOOR, Drop tank mechanism access . . . . e . . ο . +. 1 
-26 146-12103-7 ec, ja et ri" HINGE, Half «330. 39-9 ue RR cem αν ο σος RU Ue S 1 
-27 146-12103-9 +... . HINGE, Half. .:.. e 9 ο 9 ϱ 9 0 ὁ ο * ^? ». * » 1 
146-12103-11 Xx. * a PAN uoce DIA 1 
-e8 99834 -1-150 +. . . STUD (UC). O αγά ο, opted: ae ον beens E « 
-29 99836 e. e . CROSS PIN (uc) . ο τοσο ; " A ο 2 
-30 146-12101-11 + . . DOOR ASSEMBLY, Remote compass access (left wing only) A 1 
147-12317 +... . WINDOW, WOP remote indicating compass cover. . . . . 1 
-31 NAS200-1032BC10 u^ be τα SCREW, Flush head 100° countersunk Phillips recess . 34 
brass cadmium plated 
146-12050-1 & 2 e . FITTING INSTL, Wing joint rear spar outboard LH and RH. . Ref 
-32 146-12051-1 & 2 . >. . FITTING, Wing joint rear spar outboard LH and RH. . . . 1 
146-12040-1 ἃ 2 + . FITTING INSTL, Wing joint center spar outboard LH and RH . Ref 
-33 146-12041-1 & 2 e». . FITTING ASSEMBLY, Wing joint WOP upper outbd LH and RH. 1 
-3h 146-11055 - . . . BUSHING, Wing joint center spar fitting. . . . 2 
-35 146-12042-1 € 2 . . . FITTING ASSEMBLY, Wing joint center sect. outbd LH & RH 1 
-36 146-11055 . . BUSHING, Wing joint center spar fitting. . . es 2 
146-12030-1 € 2 PS FITTING INSTL, Wing joint front spar outbd LH and RH ος τὸ Ref 
-37 146-12031-1 ἃ 2 - . . FITTING, Wing joint front spar outboard LH and RH... 1 
146-15002-11 . . HINGE INSTL, Wing station 291.905 aileron inboard LH . . . Ref 
146-15002-12 + . HINGE INSTL, Wing station 291.905 aileron inboard RH . . . Ref 
(see figure 6 for detail breakdown) 
156-15003-11 + . HINGE INSTALLATION, Wing station 352 aileron center LH . . Ref 
156-15003-12 + . HINGE INSTALLATION, Wing station 352 aileron center RH . . Ref 
(see figure 6 for detail breakdown) 
146-15006-11 - . HINGE INSTALLATION, Wing sta 419.175 aileron outboard LH . Ref 
146-15006-12 . . HINGE INSTALLATION, Wing sta 419.175 aileron outboard RH . Ref 
(see figure 6 for detail breakdown) 
146-12202-101 + . PANEL INSTALLATION, WOP lower intermediate skin LH . . . . Ref 
(supersedes 146-12202-1) 
146-12202-102 - . PANEL INSTALLATION, WOP lower intermediate skin RH . . . . Ref 
(supersedes 146-12202-2) 
-38 134 -54210-5 + . . FLANGE ASSEMBLY, Port formation light mounting LH... 1 








Section II 


Group Assembly Parts List AN O1-60AAB-h 


WING (Cont) 


FIGURE & P. l x UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
ANOT2-1 wer ww! CRBANGEV S aov a wo οι ο απο ws le ca Se ο 1 
-39 175-12203 - » . DOOR ASSEMBLY, WOP drop tank mechanism access . . . . . 1 
-40 98265-170 ο ο STUD; (UCI AAN A 1 
-41 99836 E mga a APPIN (UC): E Seer ce: costes ee RA 1 
-42 175-12203-7 +. . . HALF HINGE, WOP drop tank mechanism, . . . . . . s. 1 
-43 175-12203-5 + . » . HALF HINGE, WOP drop tank mechanism. .'. . . s . . . 1 
156-51106-1 + . SUPPORT INSTALLATION, Airspeed boom wing outer panel . . . Ref 
(see figure 34 for detail breakdown) 
156-12102-201 + . PANEL INSTALLATION, WOP lower forward skin LH. . . . . . . Ref 
156-12102-2 + . PANEL INSTALLATION, WOP lower forward skin RH. . . . . . . Ref 
-44 156-12105-11 e  . DOOR ASSEMBLY, WOP lines access (inboard LH and RH) . . 1 
-45 156-12105-13 + + . DOOR ASSEMBLY, WOP lines access (inboard LH and RH). . 1 
-46 9C1-2-7 +. « . CHAIN, No. 1 safety (NA). ..............ι 
-47 AN509P10R8 4.05€ oe SCREW ov ῳ-ᾱ eis a ee SL ee e ca es aa iaa. 28D) 
-48 156-12104-1 - + . DOOR ASSEMBLY, WOP lines access LH. . . . . . . . . ο ο 1 
156-12104-2 + ». . DOOR ASSEMBLY, WOP lines access RH. . . . . . . . ο . . 1 
-49 9C1-2-8 e + . . CHAIN, No. 1 safety (NA) . . .. . . o 06 . . . o... 1 
-50 156-12102-50 + + . DOOR, WOP lower forward skin (used on 156-12102-2 only) 1 
-51 9C1-2-7 . > > . CHAIN, Νο. 1 safety (ΝΑ)... ............ 1 
AN960D3 sray ce - WASHER a τως δ a a τό ο ανν y 1 
-52 AN509P10R7 νετ. veo yo i Das 9 woe iw Ge!) wa OD 
146-12004-101 & 102. + SPAR ASSEMBLY, WOP center LH and RH. . . . . . . . . . . . 1 
-53 184 -12310 e >. . FITTING ASSEMBLY, Jury strut attaching. . . . . . . . . 1 
-54 184-12410 +. . FITTING, Outboard wing jury strut attaching . . . . .. 1 
-55 AN365-1032 s^ δι ο NUTS 2 ος VU όν ο vU “bi Go. ce Dek! er isst es iac air Mace 6 
-56 AN960D10 ve d Se WASHER. 2-9 wgz 4g foe cvs e cas el sé BUE a e 
-57 AN3-6A ο ο ο ΕΣ σα Ves sei de to ve ue! cet eu ο Boke ua Te ica OR A US os 6 
-58 146-15001-401 . AILERON ASSEMBLY, Covered LH jsuporaede pce M DES 
146-15001 -402 + AILERON ASSEMBLY, Covered RH (supersedes 146-15001-102) . . . 1 
(see figure 7 for detail breakdown) 
146-15002-21 . HINGE INSTALLATION, Wing station 291.905 aileron inboard LH . Ref 
146-15002-22 + HINGE INSTALLATION, Wing station 291.905 aileron inboard RH . Ref 
(see figure 6 for detail breakdown) 
146-15006-21 . HINGE INSTALLATION, Wing station 419.175 aileron outboard LH. Ref 
146-15006-22 + HINGE INSTALLATION, Wing station 419.175 aileron outboard RH. Ref 
(see figure Ó for detail breakdown) 
146-15201-11 + SEAL AND COUNTERBALANCE INSTALLATION, Aileron LH. . . . . . . Ref 
146-15201-12 + SEAL AND COUNTERBALANCE INSTALLATION, Aileron RH. . . . . . . Ref 
(see figure 5 for detail breakdown) 
175-51012 +. TRANSMITTER INSTALLATION, Remote compass instrument . . . . . Ref 
(LH wing only) (see fig. 32 for detail breakdown) 
146-52006-1 + SURFACE CONTROLS INSTALLATION, Wing outboard panel LH . . . . Ref 
(see figure 35 for detail breakdown) 
146-52006-2 . SURFACE CONTROLS INSTALLATION, Wing outboard panel RH . . . . Ref 
(see figure 35 for detail breakdown) f ' 
184-54014-1 . ELECTRIC SYSTEM EQUIPMENT INSTALLATION, Wing outer panel LH . Ref 
184 -54014-2 . ELECTRIC SYSTEM EQUIPMENT INSTALLATION, Wing outer panel RH . Ref 
(see figure 32 for detail breakdown) 
156-58012-1 . HYDRAULIC EQUIPMENT INSTALLATION, Wing outer panel LH... . Ref 
156-58012-2 . HYDRAULIC EQUIPMENT INSTALLATION, Wing outer panel RH , . . . Ref 
(see figure 42 for detail breakdown) 
146-58066-1 - HYDRAULIC EQUIPMENT INSTALLATION, Aileron boost actuating . . Ref 
cylinder LH 
146-58066-2 . HYDRAULIC EQUIPMENT INSTALLATION, Aileron boost actuating . . Ref 
cylinder RH (see fig. 44 for detail breakdown) 
146-48751-1 . MECHANISM INSTALLATION, Wing tip fuel tank release LH . . . . Ref 
146-48751-2 . MECHANISM INSTALLATION, Wing tip fuel tank release RH . . . . Ref 
i (see figure 18 for detail breakdown) 
156-51106-11 + SUPPORT INSTALLATION, Airspeed boom wing outer panel. . . . . Ref 
(see figure 3! for detail breakdown) 
146-48620-15 . LINES INSTALLATION, Drop tank outer wing panel fuel and . . . Ref 
5 air LH (see figure 21 for detail breakdown) 
146-48620-16 . LINES INSTALLATION, Drop tank outer wing panel fuel and . . . Ref 
air RH (see figure 21 for detail breakdown) 
156-51112 - LINES INSTALLATION, Wing outer panel instrument (RH wing. . . Ref 
only) (see figure 34 for detail breakdown) . . 
156-15003-21 + HINGE INSTALLATION, Wing station 352 aileron center LH. . . . Ref 
156-15003-22 . HINGE INSTALLATION, Wing station 352 aileron center RH. . . . Ref 


(see figure 6 for detail breakdown) 


20 








Section || 
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Β-184-15-1 
FIGURE 5 - AILERON SEAL AND COUNTERBALANCES 
RE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


146-15201-101 SEAL AND COUNTERBALANCES INSTALLATION, Ail. LH p» fig. T) Ref 


! 
5 AILERON SEAL AND COUNTERBALANCES 
146-15201-102 A SEAL AND COUNTERBALANCES INSTALLATION, Ail. RH (see fig. 7) Ref 


-1 :146-15202-1 . SEAL ASSEMBLY, Aileron outboard. . . . s . s e s + ees 1 
-2 146-15202-11 . SEAL ASSEMBLY, Aileron inboard . . s.s . . +. s so ees 1 
-3 146-15201-23 ^ . RETAINER, Aileron seal ΙΒ... ....-«..:::.' 1 

146-15201-24 . . RETAINER, Aileron seal RH. . . . i: . +. + è ‘ Je 1 
-4 146-15201-25 . . RETAINER, Aileron seal . "e 5 7 š kp 1 
-5 146-15201 -27 . . RETAINER, Aileron seal . . . . . . ee ee «ο 5-5 ο +. 1 
-6 1416-1520] -29 . . RETAINER, Aileron seal . . . s.s soe eso ss ccro’ 1 
-T 146-15201-31 . . RETAINER, Aileron seal LH. . . . . +... © e © © ee +. + 1 

146-15201-32 . . RETAINER, Atleron seal RH. . . . +. +... +. +. + + μα. 1 
-8 146-15201-33 | RETAINER, Aileron seal LH. . . . 1... ee ee tee 1 

146-15201-34 . RETAINER, Aileron seal ΒΗ... . . sso © © ο er ee n 1 
-9 146-15201 -35 . RETAINER, Atleron seal . . . . . . . ee se et on +. + 1 
-10 146-15201-37 a . RETAINER, Aileron seal . " E " A y ue voy . 1 
-11 146-15201-39 . . RETAINER, Aileron seal . . . . . » a. Us. s 1 
-12 146-15201-41 . . RETAINER, Aleron seal LH. . RAD RR 1 

146-15201-42 . . RETAINER, Atleron seal RH. . . 5 » 5 1 
-13 AN3-4A s C OBODT. vice ter ow. ev. . ο . . . 39 
-14 AN960D1 0L . . WASHER. . . « . . © s © © © © © «ο. ο "PP 39 
-15 146-15201-43 . . BLOCK, Outboard balsawood. . . . . . s+ s e © © ee ee 2 
-16 146-15201-45 . . BLOCK, Inboard balsawood . . V eru va, oer Pour) ο” 2 
-17 156-15043 . . COUNTERBALANCE, Aileron first. lesum e vr], ES us «ᾱ cm oo 1 
-18 156-15044 . . QCOUNTERBALANCE, Aileron second . . .. . +. +. + essea 1 
-19 156-15045 . . QCOUNTERBALANCE, Aileron third. . . .. +. + "xps 7 1 
-20 156-15046 P COUNTERBALANCE, Aileron fourth . XEM NE TE IE HE EE. OPE 1 

146-15201-11 "SEAL AND COUNTERBALANCE INSTALLATION, Ail. LH Ss fig. 4). Ref 

146-15201-12 . SEAL AND COUNTERBALANCE ea DE A11. RH (see fig. 4). Ref 
-21 146-15201-15 . . RETAINER, Aileron seal . No ar Han ee ἐς 1 
-22 146-15201-9 . . RETAINER, Aileron seal LH. Sore Jw es 909) v n oc gee a AT e Ds 9 1 

146-15201-10 . . RETAINER, Alleron seal RH. Ep PME 1 
-23 146-15201-7 . . RETAINER, Aileron seal LH. * é νο é s 1 

146-15201-8 . . RETAINER, Aileron seal RH. ἃ "EP » a 1 
-24 146-15201-19 . . RETAINER, Aileron seal . . - z HM "m 1 
-25 146-15201-17 . . RETAINER, Aileron seal . . s ο. ΜΗ 1 
-ο6 146-15201-5 . . RETAINER, Aileron seal LH. 4 A TEENS " 1 

156-15201-6 . . RETAINER, Aileron seal RH Ρ TM Ε 1 
-27 146-15201-3 . . RETAINER, Aíleron seal LH. . . . . VNDE 1 

146 -15201 -4 . . RETAINER, Aileron seal RH. .... aid KC κα s i 1 
-28 146-15201-13 . . RETAINER, Aileron seal LH. i . - xs s 7 1 

146-15201-14 . . RETAINER, Aileron seal RH. . à X x 1 
-29 AN520-10R10 vou MORE oiu Gos ar cet Gar en. δρ τς 5 b n rus -ᾱ $55 2L 
-30 AN960D10L . . WASHER. . . . . + š : 5 E : 31 
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FIGURE 6 - AILERON HINGES 
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ΑΝ O1-GOAAB-4 Group Assembly Parts List 


WING (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
6 AILERON HINGES 


146-15002-11 . HINGE INSTALLATION, Wing sta 291.905 aileron inboard LH . . Ref 
(see figure 4 for next assembly) 
146-15002-12 . HINGE INSTALLATION, Wing sta 291.905 aileron inboard RH . . Ref 
(see figure 4 for next assembly) 
-1 146-15010-1 - . BRACKET ASSEMBLY, Aileron inboard hinge. . . . 1 
-2 NAS75 -6-004 - . . BUSHING, Plain press fit steel... 2 
-3 184-15009 + . LINK ASSEMBLY, Aileron nda (supersedes 175- 15009). H 
AN944-101 . . . FITTING. . . T πο ο 1 
-4 B912XPOH - . . BEARING (TOR) σας $ 1 
175-15012 +. RACE, Aileron inboard and “outboard hinge bearing inner 4 d 
-5 146-523101-1 - . CLIP, Aileron lock cable outboard retainer LH. . . . . 1 
146-523101-2 «+. CLIP, Aileron lock cable outboard retainer RH. s 1 
-6 AN320-6 - . NUT (magnetic inspected) . . . . . . . . . . . 1 
-7 AN960D616 . . WASHER. ... giles te 3 
-8 NAS56-16 . . BOLT, Close tolerance “alloy “steel "3/82 D uet 1 
(magnetic inspected) 
146-15002-21 . HINGE INSTALLATION, Wing sta 291.905 aileron inboard LH . . Ref 
see figure 4 for next assembly) 
146-15002-22 . HINGE INSTALLATION, Wing sta 291.905 aileron inboard RH . . Ref 
x figure 4 for next Απο) 
-9 AN365-428 bos (magnetic inspected) one ; Ae e 1 
-10 AN960D416 mK ας. κ. ο, ο. ὃς «ἃν τῳ τν 1 
-11 NAS75-4-011 . . BUSHING, Plain press fit steel A πο 1 
-12 NAS54A23 - . BOLT, Close tolerance alloy steel "s 28 ο. δον 1 
(magnetic inspected) 
156-15003-11 . HINGE INSTALLATION, Wing station 352 aileron center LH. . . Ref 
(see figure 4 for next assembly) 
156-15003-12 . HINGE INSTALLATION, Wing station 352 aileron center RH. . . Ref 
(see figure 4 for next assembly) 
-13 156-15014-11 . . FITTING ASSEMBLY, Aileron center hinge LH. . . . . . 1 
156-15014-12 . . FITTING ASSEMBLY, Atleron center hinge RH. . . . . . . i 
-14 156-15014-3 . . . FITTING, Aileron center hinge outboard LH . . . . . 1 
156-15014-4 . . « FITTING, Atleron center hinge outboard RH . . . .. 1 
-15 156-15014-5 - . . FITTING, Aileron center hinge inboard LH. zo Eae Ug 1 
156-15014-6 +. . FITTING, Aileron center hinge inboard RH. . . . , . 1 
-16 AN365 -428 we ο e NUT UR SEC Reset ο esa u^ IP, I ο μπας 1 
-17 AN960D416 a ae WASHER: oe a κεν Soc e a De a A 2 
-18 ANI -41A δα. ος BOT... e O A di Soa ο 1 
-19 156-12352-7 A PITTING ASSEMBLY, WOP ail. center hinge support upper LH 1 
156-12352-8 - . FITTING ASSEMBLY, WOP ail. center hinge support upper RH 1 
-20 156-12352-9 - . FITTING ASSEMBLY, WOP ail. center hinge support lower LH 1 
156-12352-10 + . FITTING ASSEMBLY, WOP ail. center hinge support lower RH 1 
-21 NAS77-8-34 - .-. BUSHING, Flanged press fit steel. Bd pac ΙΕ 1 
-22 -1146-15047 - . FITTING, Ail. center hinge hyd cylinder forward support. 1 
-23 146-15018 . . BUSHING, Hydraulic cylinder to spar attaching. Stipe de 2 
-24 12B080 A . NUT (EN) (magnetito μα ted) m νο να s 9 
-25 AN960D816 4 WASHER. . . EE 4. WI well e ον. -ᾱ- Xen n pe See τῷ 2 
-26 2W10-8 WASHER, Plain (NA). A 2 
-27 NAS148-33 BOLT, Internal wrenching steel 1/2- δοἱ (magnetic inspected) 2 
-28 12B064 E NUT (EN) (magnetic inspected) HD ONE 2 
-29 AN960D616 $ . WASHER. . . ο ah ue 4e RE chee 2 
-30 2W10-6 . . WASHER, Countersunk (NA). 2 
-31 NAS146-31 : BOLT, Internal wrenching steel 3/8- 24(magnetic inspected) 2 
156-15003-21 P HINGE INSTALLATION, Wing station 352 aileron center LH. . . Ref 
(see figure 4 for next assembly) 
156-15003-22 . HINGE INSTALLATION, Wing station 352 aileron center RH. . . Ref 
(see figure 4 for next ed 
-32 AN365-918 + . NUT (magnet te ος. : " 1 
-33 ΑΝΟΘΟΡΟΙ6 . . WASHER. . . ξ 2 
-34 AAF89-24A . . BOLT, Close "tolerance “aircraft 9/16- -18 i 1 
magnetic inspected) 
146-15006-11 . HINGE INSTALLATION, Wing sta 419.175 aileron outboard LH. . Ref 
(see figure 4 for next assembly) 
146-15006-12 . HINGE INSTALLATION, Wing sta 419.175 aileron outboard RH. . Ref 
see figure 4 for next assembly) 
-35 146-15011-1 - + BRACKET ASSEMBLY, Alleron outboard hinge . . . . . .. 1 
-36 NAS75-6-004 - . > BUSHING, Plain press fit steel. .. " 1 
-37 184 -15009 - . LINK ASSEMBLY, Aileron c hrnge (supersedes 175- 15009). 1 
AN944 -101 - . . FITTING. . . ; n ie air νῷ a 1 
-38 B912XPOH » BEARING (TOR) P at i 1 
175-15012 3 RACE, Aileron inboard and “outboard 1 hinge bearing inner z 1 
-39 AN320-6 uo i NUT tanti Ts tts πι πο ο. k τῷ NOE 1 
-40 AN960D616 4 E WASHER i: voee ove Wem ο et We LADIES ee s OO 3 
-41 AN960D616L E s WASHER S X ο ο utet ue νῷ vos . 1 
-42 NAS56-16 - . BOLT, Close tolerance alloy steel 3/8-24 1 
(magnetic inspected) 
146-15006-21 . HINGE INSTALLATION, Wing sta 419.175 aileron outboard LH. . Ref 
(see figure 4 for next assembly) 
146-15006-22 . HINGE INSTALLATION, Wing sta 419,175 aileron outboard RH. . Ref 
(see figure 4 for next assembly) 
-43 AN365-428 - . NUT (magnetic inspected) ..............., 1 
-44 NAS75-4-011 . . BUSHING, Plain press-fit steel . . ow Op oes S ὃς ο 1. 
-45 NAS54A23 - . BOLT, Close tolerance alloy steel 1/4 228 4 4 lm Wut. 1 


(magnetic inspected) 


—————_—— I t uiu A A πι cuum ως exis 
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FIGURE 7 - LH AND RH COVERED AILERON ASSEMBLY 
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WING (Cont) 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 













7 -15001 -401 AILERON ASSEMBLY, Covered (see fig. for next assembly 
ise. 15001 -402 AILERON ASSEMBLY, Covered (see fig. 4 for next assembly 
146-15005-1 . NOSE ASSEMBLY, Alleron LH ........4.2...20.. 1 
146-15005-2 . NOSE ASSEMBLY, Aileron RH . . 2 1 
-1 146-15005-21 % DOOR ASSEMBLY, Aileron trim tab mechanism access LH. . 1 
146-15005-22 - . DOOR ASSEMBLY, Aileron trim tab mechanism access RH. . 1 
-2 901-3-3 - . CHAIN, Νο. 1 safety 3 inches (NA) .. . .. . . .. H 
5R10 + . RING, Chain retainer (NA) . i 1 
-3 NAS221-8 . . SCREW, Brazier head je is recess alloy "steel 'g- -32 2 
-4 AN507-1032R10 vo. . “SOREW . ovs A N 14 
-5 146-15005-119 . . BRACKET, Aileron trim "tab “actuator IH. ys 1 
146- -15005-120 So Ad BRACKET, Aileron trim tab actuator RH. . .. 1 
-6 146-15005-123 - . BRACKET, Atileron trim tab actuator LH. . 1 
146-15005-124 ς BRACKET, Aileron trim tab actuator RH. . 1 
-7 146-15106 - HINGE, Aileron tab inboard and outboard forward 2 
-8 156-15107 . BRACKET ASSEMBLY, Atleron tab center hinge. 1 
(supersedes 146-15107-1) 
-9 NR4L8 - . BEARING (FAF). . . . a tg 1 
-10 15406-15110 . SUPPORT, στα, tab bellcrank. ` νον. ος 1 
-11 146-15109-1 . BELLCRANK ASSEMBLY, Aileron tab actuating eT a ee US 1 
-12 NAS77 -7 -40 + . BUSHING, Flanged press fit steel . . . . . . AI 2 
-13 NAS2-101 - . FITTING, Lubrication... Pride Jes ta, Sa der de ος l 
-14 146-15108 . ROD ASSEMBLY, A11leron tab actuating η Mid oat ete * 8 ο. 1 
-15 FREY-5 - . END, Rod (SHA). . beu se τῶ ο ἑῷ ο ge lee Voc cer JA oS 2 
-16 AN365-428 - NUT (magnetic inspected). λατ ο μας αν 38 
-17 AN960D416 s WASHER” ο. οἱ os: Sees οι See ον mw ο, ee a Im ee 5 
-18 AN960D416L . WASHER . . . . x a 1 
-19 NAS54A13 . BOLT, Close tolerance alloy steel 1/4- ro Σο 2 
(magnetic inspected) 
-20 146-15111 . BUSHING, Aileron tab bellerank. . d iren va bs gi Cn 1 
-21 NAS54A17 . BOLT, Close tolerance alloy steel 1/4- 28. ot AIR bete Se. N 1 
(magnetic Ὃ et 
-22 AN365-428 . NUT (magnetic inspected). ο uer VA AE a aS QU e ga d Ae cs 2 
-23 AN960D416 . MASHER . . . . E ee ee 4 
-24 146-15112 . BUSHING, Alleron “tab 'actuator attachment... . . . . . .. 2 
-25 AAF84-12A . BOLT, Close tolerance aircraft 1/4-28 ........... 2 
(magnetic inspected) 
146-15101-1 - TAB INSTALLATION, Aileron trim LH ...... a 2 Ref 
146-15101-2 . TAB INSTALLATION, Atleron trim RH ..... ; Vw xx Ref 
-26 146-15101-11 + . TAB ASSEMBLY, Aileron trim LH. . . . . . "m 1 
146-15101-12 - . TAB ASSEMBLY, Aileron trim RH. » nr eee l 
-27 146-15105-1 Pan” HINGE ASSEMBLY, Aileron tab outboard aft ΤΗ Es NET 1 
146-15105-2 : . HINGE ASSEMBLY, Aileron tab outboard aft RH..... 1 
-28 ΑΝΟΟΙΚΔΑ P star «ar. "BEARING rias aT dd Zee Go. ο o enm e. QNS dO Ee 1 
-29 146-15103-1 s . HINGE ASSEMBLY, Aileron tab inboard aft LH. . . . .. 1 
146-15103-2 P + HINGE ASSEMBLY, Alleron tab inboard aft RH. . . . .. 1 
-30 AN2O1K4A 3 so BEARING ato so οὐ, ene do ae ar ᾱ 1 
-31 146-15104 n FITTING, Aileron tab center aft hinge . . . . . . . 1 
-32 AN960D10L is WASHER . . . x ues nd 4 
-33 NAS221-10 z SCREW, Brazier "head Philiips recess alloy 4 
. steel 8-32 
-34 AN515-6R7 me “ar SCREW. mo uo " ; 6 8 
-35 AN960D6L Le “1 . WASHER . . . " 5 š " 2 
-36 AN/ASA3 . « . STATIC DISCHARGER - (FLFR). D A A a 1 
-37 AN365-428 - . NUT (magnetic inspected) . . . . Lis A . 1 
-38 AN960D416 ν . ΝΑΒΗΕΒ.............. itu . 1 
-39 ΑΝΟΘΟΡΗ161, . . WASHER. . . . 1 
-40 NAS54A12 + . BOLT, Close tolerance “alloy “steel 1/4 -28 1 
(magnetic inspected) 
-41 AN320-4 . . NUT (magnetic inspected) ........... Ρ 2 
-42 AN960D416 ý . WASHER. E ὦν gs. E Set rel -ῷ : 2 
-43 AN960D416L τ . WASHER. . . ο ο ο ET > 2 
-44 AN24 -15 1 BOLT (magnet1c inspected). τ ο ον : 2 
-45 184 -15110 " DOOR ASSEMBLY, Aileron formation 11 nt access χο. ο 3 " 1 
-46 9C1-3-3 . . CHAIN, No. 1 αρ 3 inches v Hs Ρ 2 κ we xs ‘ 1 
-47 AN507 -440R5 . + SCREW... " 7 i * š 1 
AN960D4 , . WASHER. ο qu Me AE A . i 1 
AN365-440 . NUE ri oes E Ke ae a k er . 1 
-48 AN509-10R7 n SCORE oos o Ὁ Ὁ « » es . 9 
-49 AN515-6B7 -. SCREW. x $009 ο ος να ἃ s 6 
-50 AN960D6L . WASHER... ἘΝῚ κ απ αν a 6 
-51 AN/ASA3 . STATIC DISCHARGER (FLFR). a 3 
-52 175-15050-1 . DOOR ASSEMBLY, Trim tab follow-up box access LH 1 
175-15050-2 + DOOR ASSEMBLY, Trim tab follow-up box access RH . 1 
-53 AN509-10R9 34 (SCREW: 5224 Vel pel bo, uA. dca Ds Vm Si" ier ο, πο 26 
-54 901-3-5 . CHAIN, No. 1 safety 5 inches (NA). s Wa ve ο”... 1 
-55 5R10 . RING, Chain retainer (NA). . e Rl ws 1 
146-15002-1 . HINGE INSTALLATION, Wing station "291. "905 ‘aileron. Ref 
inboard LH 
146-15002-2 . HINGE INSTALLATION, Wing station 291.905 aileron. . . . . . Ref 
inboard RH 
-56 146 -15007-1 + . HINGE ASSEMBLY, Aileron inboard LH.....,....., 1 
146-15007-2 " . HINGE ASSEMBLY, Aileron inboard RH . . . . . . . . , 225 1 
-57 NAST5-4-012 - . . BUSHING, Plain press fit steel. . . ; 1 
156-15003-1 + . HINGE INSTALLATION, Wing station 352 atleron center “LH . Ref 
156-15003-2 ἃ . HINGE INSTALLATION, Wing station 352 aileron center RH . Ref 
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Section [| 


: AN -60- -4 
Group Assembly Parts List AN O1-60-AAB 


WING (Cont) 


μ.ο υπ ρω μον νο 
UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE , PER ASSY. CODE 
7-58 146-15016 . . . BRACKET, Aileron operating mechanism 5 E 

-50 146-15015-1 . . . BRACKET ASSEMBLY, Aileron spar center “hinge LH 1 
146-15015-2 . . BRACKET ASSEMBLY, Aileron spar center hinge RH. . . . . 1 

-60 NAS77-9-15 . . . BUSHING, Flanged press fit steel ME E E Ὁ 1 

-61 NAS77 -12-15 . . . BUSHING, Flanged press fit steel 1 

-62 ΑΤΟΡ . . . BEARING (TOR). "νυν νην --- 1 
146-15006-1 . HINGE INSTALLATION, Wing sta 419.175 aileron outboard LH . Ref 
146-15006-2 . HINGE INSTALLATION, Wing sta 419.175 aileron outboard RH . Ref 

-63 146-15008-1 i . FITTING ASSEMBLY, Aileron outboard hinge LH . . .. ‘ 
146-15008-2 . . FITTING ASSEMBLY, Aileron outboard hinge RH "EE 1 

-64 NAS75-4-012 . . . BUSHING, Plain press fit steel .... P Y 

-65 34546 . ACTUATOR ASSEMBLY, Linear (AIR) . NA 1 

(supersedes 29202-2R NA Design "Spec 175- 954052- 3) 

-66 184 -15112 . WINDOW, Atleron formation light. . . 4 S 1 
146-15201-101 . SEAL AND COUNTERBALANCE INSTALLATION, "aileron 'LH που Ref 
146-15201-102 . SEAL AND COUNTERBALANCE INSTALLATION, Alleron RH . . . . . Ref 

(see figure 5 for detail breakdown) 
146 -54250-201 . BOX INSTALLATION, Electric alleron trim tab actuator . . . Ref 
146-54250-202 . BOX INSTALLATION, Electric alleron trim tab actuator... Ref 

-67 AN365-832 T e NUT a s ν. « AD ELEM M M 1 

-68 AN960DB 4 . WASHER . . Bin s OR see μον he UT Be ade TR “ἐφ er i Ὅς E ο. 2 

-69 184- 52356 . . STUD, Aileron trim tab adjusting arm. . 4. . . a s s 1 AS 

(supersedes 146-54281) 
146-54281 . . STUD, Aileron trim tab adjusting arm. . A * x 1 H 
jERpenseded by 184-52355 and 184 52356) 

-70 AN315-3 P . NUT. > 1 AS 

-71 184 -52355 "T" SCREW, ‘aileron “trim tab adjusting arm X eeu gres -ᾱ- ux EN AS 

-72 AN960-10L τ . WASHER . . .. MI CD AR 

-73 175-547 39-5 . . FORK, Elevator ‘and “aileron. trim tab position indicator. 1 

a -74 175-54750-601 } . BOX ASSEMBLY, Trim tab electrical control . . : 1 
ο... 175-54750-201 for future procurement) 
see figure 41 for detail breakdown) 
ATTACHING PARTS 

-75 AN515-8R8 SCREW. AS AAA RR A a a ος AA ὧν - ὃς US 6 

-76 AN960D8 ντ C clo e buc wake AY weit are πο Ge BL ap 6 

-TT AN935-8L koc WASHER ge wo acrea ook RR © Be Hoa wee Ἡ α ode Bie € 4 4 
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AN 01-60AAB-4 
WING (Cont) 


Section Il 


Group Assembly Parts List 


PART UNITS 


FIGURE & USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 s 6 7 NOMENCLATURE PER ASSY. CODE 
8 184-11601 WING ASSEMBLY, Center section complete . . . . Ref 
(see figure 3 for next assembly) 
-1 156-11001-300 WING ASSEMBLY, Center section . . . 1 
(see figure 10 for detail breakdown) 
175-48008-1 + . FUEL SYSTEM EQUIPMENT INSTALLATION, WCS LH . Ref 
(see figure 25 for detail breakdown) 
175-48008-2 . . FUEL SYSTEM EQUIPMENT INSTALLATION, WCS RH Ref 
(see figure 25 for detail ο. 
146-11310-100 + > ROD INSTALLATION, WCS Fuel cell tie... as Ref 
-2 146-11310-71 w σῷ ROD ASSEMBLY, WCS Fuel cell tie station 39.375. 2 
-3 146-11310-61 ROD ASSEMBLY, WCS Fuel cell tie station 27. . . 2 
146-11310-81 . ROD ASSEMBLY, WCS Fuel cell tie station 52.5. 2 
146-11310-91 - ROD ASSEMBLY, WCS Fuel cell tie station 64.5. . 2 
-4 146-11310-101 . ROD ASSEMBLY, WCS Fuel cell tie station 115.125 2 
-5 146-11310-5 TUBE, WCS Fuel cell tie station 39.375 1 
-6 146-11310-3 " P TUBE, WCS Fuel cell tie station 27 . 7 i 
146-11310-7 é T TUBE, WCS Fuel cell tie station 52.5 R P 1 
146-11310-9 > : TUBE, WCS Fuel cell tie station 64.5 . . : 1 
-7 146-11310-13 s . . TUBE, WCS Fuel cell tie station 115.125. . 1 
-8 146-11310-15 E . . PLUG, WCS Fuel cell tie rod. . . . . . . " 2 
-9 146-11317-3 e TERMINAL, WCS Fuel cell tie rod upper. . 1 
(two used on 146-11310-101) 
-10 146-11318 . . . . TERMINAL, WCS Fuel cell tie rod lower. . . . 1 
-11 146-11321 Se g TERMINAL, WCS 39.375 fuel cell tie rod upper % 1 
-12 146-11319 ο ; SEAL, WCS Fuel cell tie rod upper a 12 
-13 2W2SP21 -38-125 z WASHER, Thrust (NA). . . . a $ 12 
-14 2W1AL18-52-156 ; WASHER, Plain (NA). — nM 8 
-15 AN365 -428 NUT (magnetic inspected). s s 5 18 
-16 AN310-4 ος NUT. ο ο οι we wl x uer ος «8 5 2 
-17 AF934-20 ES PACKING. . . . i 5 10 
-18 146-11323 RES WASHER, WCS Fuel cell “tie “rod lower seal retaining 2 
-19 146-11316 - . PLUG, WCS Fuel cell tie rod lower seal retaining 8 
-20 146-11313 - . WASHER, WCS Fuel cell tie rod lower locking. . 8 
-21 146-11324 SPACER, WCS Fuel cell tie rod lower station 39. 375 2 
-22 146-11325 PLUG, WCS station 39.375 fuel cell tie rod lower . 2 
-23 146-18501-1 FLAP ASSEMBLY, Wi outboard landing LH . Ὕ Uu 1 
(see figure 16 for detail breakdown) 
-24 146-18501 -2 FLAP ASSEMBLY, Wing outboard landing RH . . . . . 1 
(see figure 16 for detail breakdown) 
160-11202-31 . COVER INSTALLATION, WCS lower intermediate skin LH. . . Ref 
160-11202-32 . COVER INSTALLATION, WCS lower intermediate skin RH. . . Ref 
-25 160-11202-117 . . DOOR, WCS station 149 access LH. . . gh, NE te s 1 
160-11202-118 . . DOOR, WCS station 149 access RH. . . .. . . . . . 1 
ATTACHING PARTS 
-26 AN960D10 . . WASHER... . . . . * a Wah ος 52 
-27 AN3-5A BOLT; . n oe se τα a i * ar ἃ Woo . 52 
---ᾱ-.- 
160-11202-21 . COVER INSTALLATION, WCS upper intermediate skin LH. 1 
160-11202-22 . COVER INSTALLATION, WCS upper intermediate skin RH. . 1 
-28 160-11202-119 + . DOOR, WCS station 123.125 nacelle access LH. . . . 1 
160-11202-120 - . DOOR, WCS station 123.125 nacelle access RH... . 1 
160-11202-51 . COVER INSTALLATION, WCS upper intermediate skin LH. 1 
160-11202-52 . COVER INSTALLATION, WCS upper intermediate skin RH. 1 
-29 160-11202-125 ὃ DOOR, WCS station 8 access LH. . . . . . . . . . . 1 
160-11202-126 : DOOR, WCS station 8 access RH. . . . . . . . . . . 1 
160-11202-11 . COVER INSTALLATION, WCS upper intermediate skin LH. . 1 
160-11202-42 . COVER INSTALLATION, WCS upper intermediate skin RH. 1 
-30 160-11202-123 ? DOOR, WCS station 20 access LH . . . . . . . . 1 
160-11202-124 5 . DOOR, WCS station 20 access RH A φας 1 
146-52616-1 . COVER INSTALLATION, Outboard flap actuator “DH 2 Ye 1 
146-52616-2 COVER INSTALLATION, Outboard flap actuator RH . . 1 
-31 146-52614-1 COVER, Outboard flap actuator aft LH . . . . . . . 1 
146-52614-2 . COVER, Outboard flap actuator aft RH... x 1 
175-48136 DRAIN INSTALLATION, Outboard wing fuel cell bay s A 1 
-32 175-48134 FITTING ASSEMBLY, Fuel cell bay RH nacelle . . 1 
overboard drain 
-33 AN815-8D & UNION ο se a REIR a e a ee ds 4 
-34 175-48804 -105 - LINE ASSEMBLY, Wing outboard fuel cell bay to. 1 
overboard fitting 2nd section 
-35 175-48804 -93 + LINE ASSEMBLY, Wing outboard fuel cell bay to. 1 
overboard fitting ist section 
-36 175-48135 - . FITTING ASSEMBLY, Fuel cell bay RH wing. 1 
outboard drain 
-3T 175-48132 - . FITTING ASSEMBLY, Fuel cell bay drain wing 1 
-38 175 -48133 += . FITTING ASSEMBLY, Fuel cell bay LH nacelle 1 
drain overboard 
146-18003-1 HINGE INSTALLATION, Wing inboard landing flap . . Ref 
outboard LH (see figure 15 for detail breakdown) 
146-18003-2 . HINGE INSTALLATION, Wing inboard landing flap . . . Ref 
outboard RH (see figure 15 for detail breakdown) 
146-18502-1 - HINGE INSTALLATION, Wing outboard landing flap. . Ref 
inboard LH (see figure 16 for detail breakdown) 
146 -18502 -2 - HINGE INSTALLATION, Wing outboard landing flap. Ref 


inboard RH (se 


e figure 16 for detail breakdown) 


— “ΠΞ“ππΠΠπΓτ-ττς--. .ππτπποπ--.---π 
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Section |! 


Group Assembly Parts List AN 01-60AAB-4 


WING (Cont) 





H-184-11-6B 


FIGURE 8 - COMPLETE WING CENTER SECTION ASSEMBLY 
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Section [| 


-6OAAB-h i 
ΑΝ O1-60AAB Group Assembly Parts List 


WING (Cont) 





FIGURE A PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
8 146-18503-21 - HINGE INSTALLATION, Outboard landing flap outboard . . . . Ref 

LH and RH (see figure 16 for detail breakdown) 

156-32601-301 . NACELLE INSTALLATION, LH .........^.2^4.... Ref 
(see figure 387 for detail breakdown) 

146 -39601 -309 . NACELLE INSTALLATION, RH ......... A . Ref 
(see figure 387 for detail breakdown) 

146-48130-1 . LINER INSTALLATION, WCS fuel LH. . . . . . E Ref 
(see figure 17 for detail breakdown) 

146-48130-2 . LINER INSTALLATION, WCS fuel RH. . . . . . . Ref 
(see figure 17 for detail breakdown) 

146-52005 . CONTROLS INSTALLATION, Wing center panel surface . . . . - Ref 
(see figure 37 for detail breakdown) 

160-48621-5 . LINES INSTALLATION, Drop tank WCS fuel and air. . . . . + Ref 
(see figure 20 for detail breakdown) 

160-48621-6 . LINES INSTALLATION, Drop tank WCS fuel and air . . . à.. Ref 
(see figure 20 for detail breakdown) 

175-48008-1 . FUEL SYSTEM EQUIPMENT INSTALLATION, WCS LH . . +... +. +. + + Ref 
(see figure 25 for detail breakdown) 

175-48008-2 . FUEL SYSTEM EQUIPMENT INSTALLATION, WCS RH .. . +... +. +. Ref 
(see figure 25 for detail breakdown) 

175-51011 . INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, WCS. . . . +. +» + Ref 
(see figure 33 for detail breakdown) 

175-53470-100 . DUCTS INSTALLATION, Heat and vent system WCS . . . . +. +. + Ref 


heater fuel line and turbo bleed 
(see figure 39 for detail breakdown) 


175-58032 . HYDRAULIC EQUIPMENT INSTALLATION, LH nacelle . . . . +. . + Ref 
(see figure 51 for detail breakdown) 
175-58232 . HYDRAULIC EQUIPMENT INSTALLATION, RH nacelle . . . . . +. +. Ref 
(see figure 52 for detail breakdown) 
175-58111 . HYDRAULIC EQUIPMENT INSTALLATION, WCS LH . . . +. +. +... +. + Ref 
(see figure 43 for detail breakdown) 
175-58111-10 . HYDRAULIC EQUIPMENT INSTALLATION, WCS LIH . . . . . . . +. + Ref 
᾿ (see figure 43 for detail breakdown) 
175-58311 . HYDRAULIC EQUIPMENT INSTALLATION, WCS RH .. .. ..... Ref E 
(see figure !3 for detail breakdown) 
175-58311-10 . HYDRAULIC EQUIPMENT INSTALLATION, WCS RH .. ....... Ref AP 
᾿ (see figure 43 for detail breakdown) 
175-58233 . STRUT, Main landi gear hydraulic equipment . . . . . a Ref 2 
installation (ses figure 46 for detail breakdown) 
175-58233-3 . STRUT, Main ΟΕ gear hydraulic equip. installation . . Ref BV 
(see figure 46 for detail breakdown) 
175-73570-1 . SEAL INSTALLATION, WCS station 99.75 nose fire LH. . . . . Ref 
(see figure 9 for detail breakdown) 
175-73570-2 . SEAL INSTALLATION, WCS station 99.75 nose fire RH... . Ref 
(see figure 9 for detail breakdown) 
184-40001 . POWER PLANT INSTALLATION, Nacelle firewall aft . . . . . . Ref 
(see figure 389 for detail breakdown) 
184-48009-1 . VENT INSTALLATION, Fuel wing center section LH . . . . . . Ref 
(see figure 2! for detail breakdown) 
184 -48009-2 . VENT INSTALLATION, Fuel wing center section RH . . . . . . Ref 
(see figure 24 for detail breakdown) 
184-54040-1 . EQUIPMENT INSTALLATION, Electrical system nacelle IH . . . Ref 
(see figure 402 for detail breakdown) 
184-54040-2 . EQUIPMENT INSTALLATION, Electrical system nacelle RH . . . Ref 
(see figure 402 for detail breakdown) 
184-54013 . EQUIPMENT INSTALLATION, Electrical system WCS. . . . . . . Ref 
. (see figure 40 for detail breakdown) 
184-71008 . RADIO EQUIPMENT INSTALLATION, Wing center section. . . . . Ref AF 
(see figure 9 for detail breakdown) 
184 -71009 . RADIO INSTALLATION, AN/APN22 EQUIPMENT WCS . . . . . . +. . Ref BQ 


(see figure 9 for detail breakdown) 
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i -60AAB-4 
Group Assembly Parts List AN 01-60AAB 


WING (Cont) 





^J-2-4-11-2 


FIGURE 9 - WING CENTER SECTION SEAL AND RADIO INSTALLATION 
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Section II 


AN 01-60AAB-4 Group Assembly Parts List 


WING (Cont) 


NN eee 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 d 4 4 4 7 NOMENCLATURE PER ASSY. CODE 
9 WING CENTER SECTION SEAL AND RADIO INSTALLATION 
175-73570-1 . SEAL INSTALLATION, WCS station 99.75 nose fire LH. . . . + + Ref 
(see figure 8 for next assembly) 
175-73570-2 . SEAL INSTALLATION, WCS station 99.75 nose fire RH. . . . + + Ref 
(see figure 8 for next assembly) 
-1 175-73571 . . FAIRLEAD ASSEMBLY, Engine control wing station 99.75. + . 1 
to fire seal LH 
175-73572 . .  FAIRLEAD ASSEMBLY, Engine control wing station 99.75. 1 
to fire seal RH 
-2 175-73576 à . SEAL ASSEMBLY, WCS station 99.75 nose aft LH fire 1 
175-73577 š . SEAL ASSEMBLY, WCS station 99.75 nose aft RH fire 1 
-3 175-73578-1 . . SEAL ASSEMBLY, WCS station 99.75 nose lower LH fire T 
175-73578-2 . . SEAL ASSEMBLY, WCS station 99.75 nose lower RH fire 1 
-4 175-73580 . . SEAL ASSEMBLY, VCS 99.75 nose upper aft LH fire 1 
175-73573 è . SEAL ASSEMBLY, WCS 99.75 nose upper aft RH fire 1 
-5 175-73581 . . SEAL ASSEMBLY, WCS 99.75 nose upper aft LH fire 1 
175-73583 ο . SEAL ASSEMBLY, WCS 99.75 nose upper aft RH fire 1 
-6 175-73582-1 . . SEAL ASSEMBLY, WCS 99.75 nose upper LH fire 1 
175-73582-2 5 . SEAL ASSEMBLY, WCS 99.75 nose upper RH fire . . . 1 
-T 146-73564-101 . . SEAL, WCS station 99.75 nose lower outboard fire. 1 
146-73564-102 . SEAL, WCS station 99.75 nose lower outboard fire. 1 
184-71008 A RADIO EQUIPMENT INSTALLATION, Wing center section. Ref AG 
(see figure 8 for next ässenbiy) 
-8 AN931-4-7 τ . GROMMET . . 5 AG 
-9 CX1301/AR . . CORD, Microphone “headset (GFP). , 2 AG 
AN515-6R11 P τ SCREW E ον αὐ «Ὃν. Ὁ $5csl AA 6 Λα 
AN365-632 d ot NUE es rs 6 AG 
-10 ATH /ARN-1 ’ | ANTENNA ASSEMBLY ο — 1 AG 
-11 AN365 -832 τ . NUT s £u ᾱ “ὦ www. 4 AG 
-12 21118-8L . | | WASHER, Flat Qu) ap ESSO» SS Es 8 AG 
-13 AN515-8R8 E . SCREM . , 2 dw nas The los. ο) a lu. QUSS vade y den ας an) Ro Me Ve 4 AG 
-14 M359A ^ Ow ADAPTER: CAMP)! ae ae est νη al Be ele tet m 1 AG 
-15 PL259A : PLUG (AMP). . . È 1 AG 
184-71009 x RADIO INSTALLATION, “AN/APN-22 equipment wing center “section. Ref BS 
-16 169-74077-11 . . CONDUIT, Radar wiring harness . . . ew X 2 1 BS 
-17 AN3436 -2-7 y% . TERMINAL BLOCK ASSEMBLY . . . . . . ee . +... ee . ee l BS 
-18 AN3436-2-8 . . TERMINAL BLOCK ASSEMBLY . . +. a +. . .. . +. +... +. +. . +. +. 1 BS 
AN515-6R8 . . SCREW . . . . . "AU 4 BS 
AN365 -632 e ox NOT. κα S^ de AU. ar et RU BE ey ee VEE, “δ Ἂν, α 4 BS 
397-7 . . COVER, Terminal block 1-5 τν NM 1 BS 
397-8 . . COVER, Terminal block (HEGE). . : 1 BS 
-19 184-71038 . . HOUSING ASSEMBLY, AN/APN-22 receiving i tránsmitter 1 BS 
RT160/APN-22 . . RECEIVER, Transmitter {356} ΠΗ͂ ss 1 BS 
295246-10A . . GROMMET (mz A o ο lo ο 2 BS 
295246-12A . . GROMMET (MKL a -ᾱ- ἃ Stes Ὅν O RR ws 12 BS 


C—O 
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ΑΝ O1-60AAB-! 


Group Assembly Parts List 


WING (Cont) 








H-184-11-1 


FIGURE 10 - WING CENTER SECTION ASSEMBLY 
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Section Il 


ΑΝ 01-60AAB-4 Group Assembly Parts List 


WING (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
10 156-11001-300 WING ASSEMBLY, Center section (see fig. 8 for next κα d . Ref 
146-18503-11 HINGE INSTL, Outbd landing flap outbd LH ES fig. 16 . . Ref 
146-18503-12 . HINGE INSTL, Outbd landing flap outbd RH (see fig. 16 . . Ref 
169-18500-1 . HINGE INSTL, WCS outbd landing flap center LH PE fig. 16) Ref 
169-18500-2 . HINGE INSTL, WCS outbd landing flap center RH (see Pu 16) Ref 
146-51075-1 . CONDUIT INSTL, WCS fuel tank gage cable LH. . . . . ew Ref 
146-51075-2 + CONDUIT INSTL, WCS fuel tank gage cable RH. . . Ref 
160-33011 . TRUSS INSTALLATION, Main alighting gear (see fig. 331). . Ref 
175-48008-11 . FUEL SYSTEM EQUIPMENT INSTALLATION, WCS LH ea fig. ds . Ref 
175-48008-12 . FUEL SYSTEM EQUIPMENT INSTALLATION, WCS RH (see fig. 25 Ref 
No Number . WING CENTER SECTION SKIN PANELS AND BOMB EQUIP. (see fig. 12) Ref 
No Number . WING STATION 40,437,76.538,89 and 135.44 FUEL CELL LINERS. . Ref 
(see figure 17 for detail breakdown) 
No Number . WING CENTER SECTION STA 157 to 285 FITTINGS AND COVERS . . . Ref 
. (see figure 11 for detail breakdown) 

No Number . WING CENTER SECTION FITTINGS SHROUD AND BEAM (see fig: 14) . Ref 
160-11005-101 . SPAR ASSEMBLY, Wing center section rear . . A $ ix S 1 
-1 146-32080-19 : . FITTING, Wing rear spar to nacelle attaching "e 1 
-2 146-32080-17 . . FITTING, Wing rear spar to nacelle attaching > 1 
-3 146 -32080-15 . . FITTING, Wing rear spar to nacelle attaching . . . . . + 1 
-4 146-32080-13 . . FITTING, Wing rear spar to nacelle attaching . . ers 1 
-5 156-63166-1 & -2 : FITTING, WCS aft bomb adapter rack support LH and "Ro. 1 
156-11004-100 . SPAR ASSEMBLY, Wing center section center . . m 1 
146-11006-1 . . DOOR INSTALLATION, WCS main spar fuel cell access. Dl. Ref 
146-11006-2 . . DOOR INSTALLATION, WCS main spar fuel cell access. . . . Ref 
6 146 -11006-11 + . . DOOR ASSEMBLY, WCS main spar fuel cell access LH... 1 
146 -11006-12 - . . DOOR ASSEMBLY, WCS main spar fuel cell access RH. . . 1 
-τ AN5-7A s ue we. BORD Se yan RA LSS ιν τς κε SES I 37 Meo o 1. ce ώς ον eo jas «35 
-8 AN960D516 si Fe e “WASHER ouod cue c» Ἂν ARAN oS ὃν ο eh a «5 
~9 AN6-12A XO να. Um BOLDT gs oh στ, Fhe O Wi ere RA ark a δρ d E 
-10 AN960D616 x» ον ο WASHER ο BUE Ue us X E AA A es, ἂν e TE we Quo . “42 
-11 ANT -13A ART ο Nd ος S M 2 
-12 AN960D716 A WASHER . ανν tae δι ee Per δε 6 2 
156-11332 è RIB INSTALLATION, wes station o forward Rea oU O δή, 
-13 160-11296-11 . . FITTING ASSEMBLY, WCS station O hoisting ο δν Bit τῷ, ub GE Ge 1 
-14 146-11295-3 - . . INSERT, Wing station O hoist fitting. ........ “η 

(supersedes 146-11296) 
-15 146-11299-3 . . TEE, Wing station O bomb shackle support LH. ...... 1 
-16 146-11299-4 . . TEE, Wing station O bomb shackle support RH. . . . . .. 1 
196- 11330-100 . PLATE INSTALLATION, WCS station O upper splice. . . . Ref 
-17 6-31389-1 . . FITTING ASSEMBLY, Jet engine duct door fus sta 298 LH. . 1 
-18 146-31389-2 . . FITTING ASSEMBLY, Jet engine duct door fus sta 298 RH. . 1 
-19 NAST5 -7 -004 . . . BUSHING, Plain press fit steel. . . a ο. 1 
-20 160-11297 . . .FITTING, WCS station O to fuselage side "load werde Rs E “oe 1 

(supersedes 146-11297) 
156-11331-200 . PLATE INSTALLATION, WCS station O lower splice. . . . . . . Ref 
-21 146-11023-1 . FITTING ASSEMBLY, WCS station O forward support. . . . . 1 
-22 NAS75-6-012 . . . BUSHING, Plain press fit steel MER. WWE δαν 1 
NAS75-6-010 Ὁ. τ . BUSHING, Plain press fit steel (aft) ACE 1 
-23 175-48159-15 . . FITTING ASSEMBLY, Wing fuel bay area forward drain SN Ὁ 1 
-24 156-63157-1 & -2 i . ANGLE ASSEMBLY, Bomb shackle wing station O LH and RH. . 1 
146-11064-1 & -2 . RIB INSTALLATION, Wing center section sta 64.5 LH and RH. . Ref 
-25 153-52604 . . BEARING ASSEMBLY, Flap torque tube complete. . . so 1 
153-52608 - . . BEARING ASSEMBLY, Flap torque tube. . . 1 
146-11108-1 . DOOR INSTALLÁTION, Wing ¡station 43.5 to 100 leading edge "LH Ref 
146-11108-2 . DOOR INSTALLATION, Wing station 43.5 to 100 leading edge RH Ref 
-26 146-11108-41 . . DOOR ASSEMBLY, Wing station 43.5 to 100 leading edge 1 
146-11108-42 + . DOOR ASSEMBLY, Wing station 43.5 to 100 leading edge . 1 
-27 146-11107-1 . . . HINGE ASSEMBLY, WCS sta 43.5 to 100 LE access door LH 1 
146-11107-2 . A . HINGE ASSEMBLY, WCS sta 43.5 to 100 LE access door RH 1 
-28 146-11107-3 - . . . HINGE, WCS sta 43.5 to 100 LE access door LE half LH 1 
146-11107-4 «+. . HINGE, WCS sta 43.5 to 100 LE access door LE half RH 1 
NAS221 -9 . . . SCREW, Brazier head Phillips recess alloy steel 10-32. 12 
-29 146-11107-5 - . . . HINGE, WCS sta 43.5 to 100 LE access door half LH 1 
146-11107-6 - . . . HINGE, WCS sta 43.5 to 100 LE access door half RH 1 
-30 146-11107-7 e . . ΕΝ, WCS sta 43.5 ο 100 LE access door hinge. . 1 
-31 NAS205-11 - . SCREW, 100? flush head Phillips recess alloy steel 10-32. 38 
AN509-10R9 s . SCREW . . s 2 
146-11301-1 & -2 | DOOR INSTALLATION, Wing lower surface station 39-1/8 to | | Ref 
station 89 fuel access LH and RH 

-32 146-11301-31 + . DOOR ASSEMBLY, Wing lower surface.station 39-1/8 to. . . 1 

station 89 fuel access LH 
146-11301-32 + . DOOR ASSEMBLY, Wing lower surface station 39-1/8 to. . . 1 

station 89 fuel access RH 
146-11301-11 - . . DOOR SUB ASSEMBLY, Wing lower surface station bs d exe ws 1 

"39-1/8 to station 89 to fuel access 
-33 146-11301-67 . . . . DOOR, Wing lower surface station 39-1/8 to... . 1 
station 89 fuel access 

-34 146-11301 -63 - . . CHAIN, Wing lower surface sta 39- did: to 89 f fuel access 1 
5R10 - . . RING, Retainer (NA) . . . . . . . . . . 1 
-35 AN509-616-9 à è . SCREW. . . . NE RES PES 14 
-36 146-11100-11 . . . DOOR, Wing center section access... . . . . . 2. . 2 
-37 146-11311-11 $ «Ὁ CUP ASSEMBLY, Tie rod support . . . . . . . . . . . . 2 
-38 ΑΝ6-ΤΑ coq SBOE ο ως ο ο e ο x duis ocu. Hue ο ος 
AN5-7A i-r ον, ντ νυν, νην, ea νο ue 
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FIGURE 11 - WING CENTER SECTION STATION 157 TO STATION 285 FITTINGS AND COVERS 












T ROUES & ~ PART == 53) vs Si ee i UNITS USEABE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 Ñ NOMENCLATURE PER ASSY. CODE 
11 No Number WING CENTER. SECTION STATION 157 to 285 FITTINGS AND COVERS . . Ref 
(see figure 10 for next assembly) 
146-11040-1 . FITTING INSTALLATION, Wing joint center spar inboard. . . . Ref 
146-11040-2 . FITTING INSTALLATION, Wing joint center spar inboard. . . . Ref 
34 
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PART 
NUMBER 
146-11041-1 
146-11041-2 
146-11042-1 
146-11042-2 
146-11055 
146-11050-1 
146-11050-2 
146-11051-1' 
146-11051-2 
146-11030-1 
146-11030-2 
146-11031-1 
146-11031-2 
146-11032-1 
146-11032-2 
12B098 
2W2SP37 -31-95 
146-11033-3 
NAS143-9C 
NAS149-31 
12B108 
2W2SP41-34-95 
146-11033-5 
NAS143-10C 
NAS150-32 
160-11305-1 
160-11305-2 
146-11305-3 
146-11305-4 
160-11205-11 
160-11205-12 
160-11205-13 
160-11205-14 
ABC1001 
NAS143-12C 
146-11285-1 
146-11285-2 
146-11285-11 
146-11285-12 
146-11057 
146-11285-77 
146-11285-78 
NAS221-12 
AN960D10L 
146-11285-21 
146-11285-22 
146-11058 
146-11285-97 
146-11285-98 
NAS221-11 
AN960D10L 
156-11110-101 
156-11110-102 
156-11116 
AN509-10R9 
146-11078-1 
146-11078-2 


'146-11286-1 


146-11286-2 
146-11287-1 
146-11287-2 
146-11211-101 
146-11211-102 
169-18500-31 
169-18500-32 
146-11211-21 
146-11211-22 
146-11212-11 
169-18500-41 
169-18500-42 
146-11211-81 
146-11211-82 
146-11212-11 
169-18500-41 


169-18500-42 
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UNITS USEABLE ON 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
. FITTING ASSEMBLY, Wing joint center spar upper inbd LH. . 1 
. FITTING ASSEMBLY, Wing joint center spar upper inbd RH. . 1 
. FITTING ASSEMBLY, Wing joint center spar lower inbd LH. , 1 
. FITTING ASSEMBLY, Wing joint center spar lower inbd RH . . 1 
. . BUSHING, Wing joint center spar fitting . . . . . . + . .2 
FITTING INSTALLATION, Wing joint rear spar inboard. . . . . . Ref 
FITTING INSTALLATION, Wing joint rear spar inboard. . . . . + Ref 
. FITTING, Wing joint rear spar inboard IH . . . . «κο e 1 
. FITTING, Wing joint rear spar inboard RH . . . . . . +. > +. 1 
FITTING INSTALLATION, Wing joint front spar inboard . . . . . Ref 
FITTING INSTALLATION, Wing joint front spar inboard . . . . . Ref 
. FITTING, Wing joint front spar inboard LH. . . . . +... +» 1 
. FITTING, Wing joint front spar inboard RH. . . . +. . +. +. + 1 
. PLATE, Wing front spar mating LH . . ο ο nen cer eet Sars 2 
. PLATE, Wing front spar mating RH . . .... s^ der de pol ese 2 
. NUT (EN) Ne νον Ges cet or “ee uo» ve I ο. 
. WASHER, Thrust (NA): $ c ο ή ντ sec X p ead ὃς cor e RT us 2 
. WASHER, Wing joint front spar "mating ο E ο AS 4 
% WASHER, X4130 or equiv 125,000 to 145,000 psi countersunk, 2 
. BOLT, Internal wrenching steel 9/16-18 . . . . . . . . . + 2 
. NUT (EN) . qe Τῷ ah oa eR νο O 
. WASHER, Thrust (NA): Es Sule: ME ὃν ο ao, RE 
. WASHER, Wing joint front spar "mating a . ς E 4 
. WASHER, X4130 or equiv 125,000 to 145; 000 psi countersunk. 2 
BOLT, Internal wrenching steel 5/8-18. . . . . . "E 2 
FITTING INSTL, Wing to alighting gear outbd fwd attaching . » Ref 
FITTING INSTL, Wing to alighting gear outbd fwd attaching . . Ref 
. FITTING, Landing gear attachment station 157 forward LH. . 1 
FITTING, Landing gear attachment station 157 forward RH. . 1 
. FITTING, WCS LG attachment LH (make from 160-11205-31) . . 1 
. FITTING, WCS LG attachment RH (make from 160-11205-31) . . 1 
. FITTING, WCS LG attachment LH (make from 160-11205-31) . . 1 
. FITTING, WCS LG attachment RH (make from 160-11205-31) . . 1 
. BOLT (AADZ). a νην νε wh dy et A ss acm WE 
. WASHER, X4130° or equiv 125,000 to 145,000 psi countersunk. 4 
RIB INSTALLATION, Wing station 285.25 LH. . . . . . . . . . . Ref 
RIB INSTALLATION, Wing station 295.25 RH. . +. +. +. . . . . . . Ref 
. SUB ASSEMBLY, Wing station 285.25 LH . . . . +... . +. +.» + 1 
. SUB ASSEMBLY, Wing station 285.25 RH... QUAE pO OS IUS 1 
+ . SUPPORT, Wing joint pin pulling cylinder. E ᾳ- 2 
. . DOOR, Control mechanism and wing closeout LH. . . . +. + 1 
. . DOOR, Control mechanism and wing closeout RH. . . . +. + 1 
+ . SCREW, Brazier head Phillips recess alloy steel 10-32 . 22 
. `. WASHER. . . + oie el Yeo, Ste ay 00 
. SUB ASSEMBLY, Wing station 285, 25 LH a as ara ο RSE 
. SUB ASSEMBLY, Wing station 285.25 RH . . PER RES 1 
. . SUPPORT, Wing joint sta 285.25 pin pulling cylinder fwd 2 
+ . DOOR, Wing joint station 285.25-closeout LH . . . . +. + 1 
. . DOOR, Wing joint station 285.25 closeout RH . . . . .. 1 
3. «ὦ SCREW, Brazier head Phillips recess RE steel 10-32 . 17 
. WASHER. ... ori gee Sh E 
PANEL INSTALLATION, μον sta 167. 828 to 291. 125 LE LH. os. Ref 
PANEL INSTALLATION, WCS sta 167.828 to 291.125 LE RH. . . . . Ref 
. DOOR ASSEMBLY, WCS lower surface lines access. . . . . .. 3 
+ SCREW. . . . s . ο 
STRUCTURAL INSTALLATION, Wing station 285. 25 to 292 LH. «on BOE 
STRUCTURAL INSTALLATION, Wing station 285.25 to 292 RH. . . . Ref 
. FITTING, Outboard flap outboard hinge bracket upper. . > 1 
backing LH 
. FITTING, Outboard flap outboard hinge bracket upper. . . . 1 
backing RH 
. FITTING, Outboard flap outboard hinge bracket lower. . . . 1 
backing LH 
. FITTING, Outboard flap outboard hinge bracket lower. . 5 1 
backing RH 
SHROUD INSTALLATION, Wing sta 164 to 291 landing flap LH. . Ref 
SHROUD INSTALLATION, Wing sta 164 to 291 landing flap RH. . . Ref 
. HINGE INSTALLATION,WCS outboard landing flap center LH . . Ref 
(see figure 16 for detail breakdown) 
. HINGE INSTALLATION, WCS outboard landing flap center RH. . Ref 
(see figure 16 for detail breakdown) 
. SUB ASSEMBLY, Wing sta 164 to 291 landing flap LH. e 1 
. SUB ASSEMBLY, Wing sta 164 to 291 landing flap RH. . reps 1 
- . SUB ASSEMBLY, WCS landing flap shroud... $ s 1 
. . HINGE ASSEMBLY, WCS outboard landing flap center. LH : 1 
(see figure 16 for detail breakdown) 
+ . HINGE ASSEMBLY, WCS outboard landing flap center RH . 1 
(see figure 16 for detall breakdown) 
. SUB ASSEMBLY, Wing sta 164 to 291 landing flap LH. EI U 
. SUB ASSEMBLY, Wing sta 164 to 291 landing flap RH. . . . . 1 
. . SEAL ASSEMBLY, WCS landing flap shroud. . . ee 1 
+ . HINGE ASSEMBLY, WCS outboard landing flap center LH $23 1 


(see figure 16 for detail breakdown) 


HINGE ASSEMBLY, WCS outboard landing flap center RH. 


(see figure 16 for detail breakdown) 
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FIGURE 12 - WING CENTER SECTION SKIN PANELS AND BOMB EQUIPMENT 
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-25 


a A ON 
PART UNITS USEABLE. ON 
.NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
No Number WING CENTER SECTION SKIN PANELS AND BOMB EQUIPMENT .... Ref 
(see figure 10 for next assembly) 
156-11102-300 PANEL INSTALLATION, Wing center section lower forward skin. Ref 
156-11098 . DOOR ASSEMBLY, Wing center section station 101. 6 
fuel drain access 
156-11097 . SEAL, Wing center section cell sump drain access door. 2 
146-48157-21 . FITTING ASSEMBLY, Outboard wing cell overflow to skin. 2 
i attaching 
146-11100-13 . DOOR, Wing center section access . . 2 
NAS221-9 è SCREW, Brazier head Phillips recess '10- 32. 2 Ὁ 2 
3F2-6 . FITTING, Bulkhead union (NA) R sata a 2 
AN365-624 . NUT. E DIM I a εν " — é 2 
AN960D616 | WASHER... ο” MM 2 
NAS143-6C . WASHER, Countersunk. Ñ O as et ος 2 
NAS146-30 . BOLT, Internal wrenching steel . . πα προ. 2 
146-63325 . POST, Bomb bay adapter front sway brace... 2 
146-63164 = A FITTING, Wing center section forward bomb adapter “rack 2 
support 
ATTACHING PARTS 
AN4-13A ; ox BOUT αυ uem od dere e de c 4 
AN960D416L S “WASHER 42641 αὐτοὶ ο oe lie 09 SORE es 8 
AN365 -h28 NUT so bo ορ once ο fee ck ! 4 
ος αυ 
AN365-428 zo. πρ Sok E A AE oe 28 BJ 
ANQ60D416 . . WASHER . se ie è 56 BJ 
3H2-4-2 . HOSE (NA). P z ὁ od 8 BJ 
AN4-13A . BOLT .... Slat CS e thes ἂν we eae qe EL, Gus 12 BJ 
AN174-6A . BOLT... , 16 BJ 
184-42229 ANGLE, Turbo supercharger “hoisting device. . . 16 BJ 
184-42226 EYE ASSEMBLY, Turbo supercharger hoisting device 8 
160-11202 PANEL INSTALLATION, WCS lower intermediate skin ; Ref 
160-11202-6Τ . DOOR, Wing center section station 28 fuel access IH. 1 
160-11202-68 . . DOOR, Wing center section station 28 fuel access RH. 1 
NAS221 -10 ; SCREW, Brazier head Phillips recess 10-32. . . "t 16 
160-11202-63 . .. DOOR, Wing center section fuel pump access LH. A 1 
160-11202-64 . . DOOR, Wing center section fuel pump access RH. . . i 1 
AN509 -10R8 . . SCREW. . ο ο JM 28 
156-11213-1 . . FITTING ASSEMBLY, "wes station 41.375 fuel bay drain LH . 1 
156-11213-2 |: . FITTING ASSEMBLY, WCS station 41.375 fuel bay drain RH 1 
160-11202-85 . . DOOR, Wing center section fuel gage access LH. A 1 
160-11202-86 . . DOOR, Wing center section fuel gage access RH. 1 
AN509 -10R9 x SCREW. . 20 
146-11292-1 . . FITTING, Stringer "to rib attaching station 285. 250 1 
lower LH 
146-11292-2 FITTING, Stringer to rib attaching station 285.250 . 1 
lower RH 
156-11098-31 . . DOOR ASSEMBLY, WCS station 54.5 fuel drain access. 2 
3F2-4 . . FITTING, Bulkhead union (NA) . 2 
184-71050 . . COVER PLATE, Receiver transmitter “APN- οὐ clóseout. 1 CB 
AN507 -10R9 SCREM. . 27 CB 
160-11101 PANEL INSTALLATION, Wing “center section upper fud skin. Ref 
146-48113-1 BASIN ASSEMBLY, Tip tank to wing tank fuel level 1 
control valve seal LH 
146-48113-2 . . BASIN ASSEMBLY, Tip tank to wing tank fuel level 1 
$ control valve seal RH 
146-11100-3 . . DOOR, Wing, center section access 10 
NAS205-9 . . SCREW, 100? flush head Phillips recess 22 
146-11100-7 . . DOOR, Wing center section access . . zw wow ὁ 8 
NAS205-9 . SCREW, 100? flush head Philiips recess 10-32 . . 8 
146-11100-7 . . DOOR, Wing, center section access . . SUN 2 
NAS205-10 . . SCREW, 100? flush head Phillips recess 10-32 2 
146-11100-9 . . DOOR, Wing center section access AFECTA 4 
NAS205-9 . . SCREW, 100? flush head Phillips recess 10-32. 4 ..« 4 
160-11101-61 . . DOOR, Wing center section upper forward skin LH. . . 1 
160-11101-62 . . DOOR, Wing, center section upper forward skin RH. 1 
NAS205-10 . . SCREW, 100? flush head Phillips recess 10- 32 ο, Ὁ, d 20 
146-48101-31 . . BASIN ASSEMBLY, Fuel filler wing center section LH 1 
146-48101-32 . . BASIN ASSEMBLY, Fuel filler wing center section RH 1 
146-48101-33 . . BASIN ASSEMBLY, Fuel filler wing center section PH 1 
146-48101-34 . . BASIN ASSEMBLY, Fuel filler wing center section RH Ἶς 
175-48156 "DOOR ASSEMBLY, Wing fuel filler (supersedes 146-48156 . 4 
for future procurement) 
156-48112 be E HINGE ASSEMBLY, Wing fuel filler door (supersedes. 4 
146-48155 for future procurement) 
175-48335 vor uut uu LOCK, Fuel filler cap handle safety. 4 
H5000-091-218 i. VR. ο LATCH ASSEMBLY νο Mfg. Co. ‘a 4 
231 . . JACK ASSEMBLY (NA) . - : 4 
146-73551 . . LUG ASSEMBLY, Safety life “Line ; 6 
AN! -10A V. i <8 BOLT . . . . . μοι όνος 6 
AN960D416L é P A WASHER . . . sx 12 
NAS75-4-014 . . . BUSHING, Plain press fit steel 6. 
AN365-528 2.0. . Ντ. 3 6 
1416-3553 LUG, Safety πάρε line. . P R 6 
160-11201 PANEL INSTALLATION, WCS upper intermediate “skin ς è Ref 
146-11291-1 . . FITTING, Stringer to rib attaching station 285. 250 > 1 


# 
# 
# 
# 
# 
# 
# 
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FIGURE & PART UNITS USEABLE ON 
___ INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
12 146-11291-2 e . FITTING, Stringer to rib attaching station 285.250 . . . 1 
upper RH 

-42 146-11100-3 + *. DOOR, Wing center section access . . . . . . . . . . . . 9 
-43 146-11100-5 + . DOOR, Wing center section access . . . . . . . . . . . . 2 
AN507 -1032-10 5 si MOGREWES a ο ο ανω ia is ος Ὁ δὲ E E ἃς 4 
-44 ## 146-63011-101 . BOMB EQUIPMENT INSTALLATION, Wing center section. . . . . | Ref 


(see figure 13 for detail breakdown) 





NOTE: # Denotes incorporation of Service Change No. 371A 
## Denotes incorporation of Service Change No. 440 
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FIGURE 13 - WING CENTER SECTION BOMB EQUIPMENT INSTALLATION 
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μούεα PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
13 # 146-63011-101 BOMB EQUIPMENT INSTALLATION, Wing center section. . . . . » + Ref 
(see figure 9 for next assembly) 
-1 # 184-63720 . NUT, Single point hoisting bomb shackle support . . . . » + 1 
-2 169-63149 i WASHER, Bomb shackle nut bearing. . e . e ss s ὁ νο eee 1 
-3 146-63135 * FITTING, Single lug bomb shackle support. . . s.. see 1 
ATTACHING PARTS 
AN365-624 A AA E Rom v a o Ns ue we is 8 
AN960D616 . WASHER. . . . . ee «ον 16 
AN6-51A 3 E 4 
AN6-15A ; JBOLT. . .... Y o4 9 eS e ὁ A 4 
E, κ 

-4 160-54192 . BRACKET ASSEMBLY, Single lug bomb shackle limiter mounting. 1 
-5 ## 184-63805 . SPRING, Tension . . . . ess sss eee te ee ο...» 2 
-6 AN393-381 e OPINO. 45e Se Set 3079) 08 S€ Uy 08 OD ο ο στ 2 
AN960D10L . WASHER. > . ο 1 

-7 ## 184-63803 7 ROD ASSEMBLY, Combat tank upper shackle actuator. , ; : : . 1 
-8 44 184-63806 . BRACKET, Combat tank actuating spring . . .. e . ++ ees 1 
-9 # 1h6-63251-201 . ACTUATOR ASSEMBLY, Bomb shackle . . . . ο se © © e e oos n i 

ATTACHING PARTS τ 
AN3-10A s. BOUT. o ᾱ Ὁ ὁ ο e A AI 2 
AN960D10 . WASHER. ... ο Sinton evel sen, WX MU uw Per wr be 4 
NAS75-3-16 . BUSHING, Plain press "Pit steels sas ete 20.3 Veg o gees 2 
AN365-1032 NUT x uUo ο Ὁ e$. 7 o 0 mem De? i Cm ος ὃς οἱ ος m μυ (αι ver Sé 2 
---ᾱἘ--- 

-10 AN364-428 e ocu. AUTS ο ο es tede E E ie ISL dar Ads, 15 2 
-11 AN960D416L > . WASHER . . 4 «4 5 ὁ 2 e © ὁ Ὁ ὁ ο ο se... Ὁ ὁ » ο 4 
-12 1993-16-16 + . SPACER, Bolt Lx ο ο et ay le ο ο ο ο I 
-13 483-416-26 . . SPACER, Bolt (NA). . . « +. « e 4 ee ew ee ew we m tm] ng] 1 
-14 ANY-23A fw, BOE xz κ οἰ. τῷ POG A Go ται RE I PENES 2 
| -15 146-63268 . . GUARD, Bomb shackle actuati ng upper pulley Ree Be ταὶ τος is 1 
-16 AN210-3A s . PULLEY. . x se er m πῶ; Φε se Uer a wise im (oul ο τῷ; ok α 1 
-17 146-63265 .. . SPRING, Bomb shackle actuator cable. . .. . . ο eee 2 
-18 AN3-6A a wu BOLL x ο x. νο A e a A US 1 
AN960D10L 2^0. WASHER. $2 » 9 5 5 o» €* 04 * Wo* RR ν oo 4 ας 9 
AN365-1032 a y AA wwe o ὁ eie ϱ ὁ 2€] € A UN om ve 9 ο 1 

-19 AN210-1A e . PULLEY ... ο ο ο ο 9 ὁ 9 e ο . * © c ὁ c t ο t] |] |] «ο ο 3 
-20 AN3-5A . . BOLT.. ne ο e Σο {αὶ ο ο (6.0 eh eee 2 
483-10-4 + . SPACER, Bolt (NA) ο. 20 ci ans, e e 2 
AN960D10L e . WASHER . . . « ο . ο © ὁ e © © © © © © ο ὁ oe oo ος t£ 2 
AN365-1032 «s x. ης ea e κ.α A AAA coe Im cy ὁ Φα 2 

-21 146-63253 . . LEVER ASSEMBLY, Bomb shackle actuator adjusting. . . . . 1 
-22 AN364 -1032 ο ΠῚ; ο; Ὁ fat a chew ο te pe ο ο ο V I. ο ο. 2 
-23 AN960D10L . ο WASHER . . . ο ο ο «ssc e e ο © ὁ © © 8 © 9 ο oe e 4 
-24 AN960D10L - . WASHER . . . . 1 ὁ . ὁ © ο ὁ . oh om om om ee ο looo‘ AR 
-25 453-10-28 + . SPACER, Bolt (ΝΑ). . . « « +... ee ee ee ewe ο on n n 2 
-26 AN200K3L . . BEARING. . . . A MODEM CN RR 2 
-27 NAS221-42 + . SCREW, Brazier head Phillips recess 10-32. . . . . . . o 2 
-28 4583-10-20 . . SPACER, Bolt (NA). . ο . ο ο ἃ 9 
-29 ## 184 -63802 . . LUG ASSEMBLY, Combat tank shackle release. ai quu! qot Ὁ 1 
-30 146-63254 + . SLIDE ASSEMBLY, Bomb shackle actuator. . . ὁ . . . s eè 1 
-31 146-63254-3 . . . PLATE, Bomb shackle actuator slide side . . . +. . . . 2 
-32 AN365-1032 GNE o AEDEM M 4 
-33 AN960D10L Seo è WASHER: soea wo E A hsc 6 8 
-34 AN200K3L . . . BEARING... pres end ου” v a ο Φ 4 
-35 NAS221-11 e >. + SCREW, Brazier “head Phillips recess lo- ο ο 4 
-36 AN364 -1032 de E wo NUP να cw ᾱ μι Ψ Wok ᾳ) e Cha e te ῳ Xe 2 
-3T NAS221-41 e . + SCREW, Brazier “head Phillips recess 10-32 uc νῷ, Lar "re e 
-38 3596-69 . + + SPACER, Rivet Mh Sui ob vie ο ο αν πο atas e 2 
-39 # AN365-1032 . . NUT. "C CQ 1 
-40 ἡ 2w18-10 ` l WASHER, Flat (ΝΑ). . . . : . - ο ο prs 2 
-41 # NAS43-3-48 . . SPACER, Screw and bolt . . . es sos 4 eee onn n 1 
-42 # MB κ oi PULLEY (AMRO). . . . . +... honos vA 
-43 # NAS43 -3-52 + . SPACER, Screw and bolt οἱ e ο, Tw ος ον 9: ον ο “δὶ ο 1 
-4} # AN3-24A . . BOLT. ... . np" 1 
-45 146-63264 + . CONNECTOR, Bomb shackle actuator cable ον, TA 1 
-46 146-63262 . . CABLE ASSEMBLY, Bomb shackle actuator. . . . . es . . «. 1 
-47 146-63242 . . CABLE ASSEMBLY, Emergency bomb release LH aft. . . . . . a 
-48 # 184-63721 . . GUARD, Bomb shackle actuator lower pulley. . . . +. +... 1 


NOTE: 4 Denotes the incorporation of Service Change No. 440 
## Denotes the incorporation of Service Change No. 340 


i ν.μ 
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AN 01-60AAB-4 


WING (Cont) 


















H-184-11-3 


FIGURE 14 - WING CENTER SECTION FITTINGS SHROUD AND BEAM 
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Section [| 


ΑΝ 01-60AAB-4 Group Assembly Parts List 


E WING (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
14 No Number WING CENTER SECTION FITTINGS SHROUD AND BEAM. . . . +. . . +. . + Ref 
. (see figure 10 for next assembly) : 
146-11035-101 . FITTING INSTALLATION, Wing to fuselage attachment LH. . . . Ref 
146-11035-102 . FITTING INSTALLATION, Wing to fuselage attachment RH. . . . Ref 
-1 146-11036-1 . . ANGLE, Wing to fuselage attachment LH. . . . . . . . +. + 1 
146-11036-2 . . ANGLE, Wing to fuselage attachment RH. . . .. . 1 
-2 146-11022-1 A BRACKET ASSEMBLY, WCS sta 35 fwd fitting outboard “LH 1 
146-11022-2 . . BRACKET ASSEMBLY, WCS sta 35 fwd fitting outboard RH . 1 
NAS75-8-012 - . . BUSHING, Plain press-fit steel. 1 
-3 160-11103 . . FITTING, Wing to fus attaching fwd (supersedes “146- 11103) 1 
-4 156-11105-5 . . FITTING, Wing to fus attaching rear (turis 146- auos] 1 
156-11105-6 . . FITTING, Wing to fus attaching rear (supersedes 146-11105 1 
-5 169-63523-1 . . BRACKET, Sway brace strut fitting reinforced LH. 1 
169-63523-2 . . BRACKET, Sway brace strut fitting reinforced RH. . . 1 
-6 169-63524-1 . . FITTING, Sway brace strut attaching LH ....... 1. 
169-63524-2 . . FITTING, Sway brace strut attaching RH . . š 1 
-7 170-48307 - . PIN, 120 gal. drop fuel tank wing strut attaching. 4 
disconnect 
-8 AN6-12A ο A A E DR COE CUT 1 
-9 AN364 -524 μμ ο ο ο ο dv O 1 
ATTACHING PARTS 
-10 AN6-14A 2.0. BODTS ο eS ce SR. ye SB ο es de E 2 
-11 AN5-13A 5 menle a ΕΕ x M" 1 
-12 AN364 -624 . s ΝΟΤ'.., fap ο ο ἂν lean wl im ο” ες ἠὲ, Tat το Set SA a ας 3 3 
---*--- 
160-11204-1 . FITTING INSTALLATION, Wing to LG inboard fwd attaching LH . Ref 
160-11204-2 . FITTING INSTALLATION, Wing to LG inboard fwd attaching RH . Ref 
-13 160-11206-3 : FITTING, WCS inboard forward landing attachment LH EN 2 
160-11206 -4 . . FITTING, WCS inboard forward landing attachment RH . . .. 2 
-14 160-11205-9 . . FITTING, WCS LG attachment LH a from 160-11205- 30 A 1 
160-11205-10 . . FITTING, WCS LG attachment RH (make from 160- 112057 31) . 1 
-15 NAS149-41 . . BOLT, Internal wrenching steel 9/16-18 . . . 8 
NAS149-41 . . BOLT, Internal wrenching steel 9/16- 18... .. 4 
. (magnetic inspected) 
NAS 149 -43 . . BOLT, Internal wrenching steel 9/16-18. . . . . . . + 4 
(magnetic inspected 
-16 146-11208 . . RETAINER ASSEMBLY, Station 114 LG attaching bolt . . . 4 
-17 2W10-9 ; WASHER, Countersunk (NA) . . . M seris 8 
160-11405-1 | FITTING INSTALLATION, Main LG truss to "wing rear spar .. . Ref 
attaching LH 
160-11405-2 . FITTING INSTALLATION, Main LG truss to wing rear spar... Ref 
attaching RH 
-18 160-11407-1 . . FITTING ASSEMBLY, Wing to LG rear attachment outbd LH. . 1 
160-11407-2 . . FITTING ASSEMBLY, Wing to LG rear attachment outbd RH. . 1 
-19 160-11406-1 . . FITTING ASSEMBLY, Wing to LG rear attachment inbd LH . . 1 
160-11406-2 . . FITTING ASSEMBLY, Wing to LG rear attachment inbd RH. . 1 
-20 160-11409-5 . . . BUSHING, Wing to LG outboard attachment fittings. . . 2 
-21 160-11408 . . LUG ASSEMBLY, Wing to LG rear attachment fittings. . . 2 
drag brace f 
-22 160-11409-3 . . . BUSHING, Wing to LG rear attachment fitting drag. 2 
brace 
-23 146-52608 . . BRACKET ASSEMBLY, Flap drive shaft bearing . . . . . « 1 
-24 153-52604 . . . BEARING ASSEMBLY, Flap torque tube complete : 1 
153-52608 R . . BEARING ASSEMBLY, Flap torque tube . . . ; 1 
146-11210-101 i SHROUD INSTALLATION, Wing sta 35.5 to 114 landing flap “LH . Ref 
146-11210-102 . SHROUD INSTALLATION, Wing sta 35.5 to 114 landing flap RH . Ref 
146-11210-71 . . SUB ASSEMBLY, Wing station 35.5 to 114 landing flap LH . 1 
146-11210-72 r . SUB ASSEMBLY, Wing station 35.5 to 114 landing flap RH . 1 
169-11064-1 D'i RIB ASSEMBLY, WCS station 64.5 flap shroud LH ... 1 
169-11064-2 . . . RIB ASSEMBLY, WCS station 64.5 flap shroud RH . 1 
-25 153-52604 . . . . BEARING ASSEMBLY, Flap torque tube complete. 1 
153-53608 rn e a . BEARING ASSEMBLY, Flap torque tube. . . . . +. 1 
169-11111-1 7 ν . RIB ASSEMBLY, WCS station 102.6 flap shroud LH. . . 1 
169-11111-2 . . . RIB ASSEMBLY, WCS station 102.6 flap shroud RH. 1 
-26 153-52604 - . . . BEARING ASSEMBLY, Flap torque tube complete. 1 
153-52608 2 P 5 A . BEARING ASSEMBLY, Flap torque tube. s 1 
146-11210-21 . . . SUB ASSEMBLY, Wing sta 35.5 to sta 114 landing “flap LH 1 
146-11210-22 . . . SUB ASSEMBLY, Wing sta 35.5 to sta 114 landing ΠΡ RH 1 
-27 146-11212-1 κ 1 . SEAL ASSEMBLY, WCS landing flap shroud . . ; 1 
146-11015-1 è BEAM INSTALLATION, WCS sta 12.5 lower intermediate LH . . . Ref 
146-11015-2 . BEAM INSTALLATION, WCS sta 12.5 lower intermediate RH . . . Ref 
-28 146-11018-1 . . FITTING ASSEMBLY, WCS sta 12.5 outbd fwd attaching LH. 1 
146-11018-2 . . FITTING ASSEMBLY, WCS sta 12.5 outbd fwd ΠΕ RH. 1 
-29 146-11016-1 . . FITTING ASSEMBLY, WCS sta 12.5 outboard ΙΗ... . vs 1 
146-11016-2 . . FITTING ASSEMBLY, .WCS sta 12.5 outboard RH". . . . . . . 1 
-30 NAS75-4-008 - . . BUSHING, Plain press fit steel. . OQ. E E 1 
-31 146-11017-1 a . FITTING ASSEMBLY, WCS station 12.5 inboard LH. . 1 
146-11017-2 - . FITTING ASSEMBLY, WCS station 12.5 inboard RH. . 1 
-32 NAS75-8-008 - . . BUSHING, Plain press fit steel. . . . . . . . 1 
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Group Assembly Parts List ΑΝ 01-60AAB-4 
WING (Cont) 





Β-184-18-1 


FIGURE 15 - INBOARD WING LANDING FLAPS AND HINGES 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. CODE 
15 INBOARD WING LANDING FLAPS AND HINGES 
146-18001-1 + FLAP ASSY, Wing inbd landing LH eee fig. 3 for next assy). Ref 
146-18001-2 + FLAP ASSY, Wing inbd landing RH (see fig. 3 for next assy). Ref 
-1 146-11212-31 + - SEAL ASSY, Wing center section landing flap shroud . . . 1 
-2 NAS204 -10 + + SCREW, 100? flat head Phillips recess alloy steel 8-32 . 18 
NAS204 -8 + .. SCREW, 100° flat head Phillips recess alloy steel 8-32 . τ 
-3 AN960-8 ps ᾱ WASHER s- e a ea te ES 0 ος 09 role mpm ade Dow Se m leue BD) 
-4 AN365-832 s ee NU Side ου ο ποι ο ο is che 6 ios Uae et dw ue. “96 
-5 146-18001-39 + . STRIP, Seal retaining outboard . . s. s s . . . . e E 1 
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Section Íl 


ΑΝ 01-60AAB-4 Group Assembly Parts List 


WING (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
-15- 146-11212-21 SEAL ASSEMBLY, Wing center section landing flap aoe * 1 
-T NAS220-8 SCREW, Brazier head Phillips recess alloy steel 8-32 24 
-8 AN960-8 WASHER ον.» ολο doa MR a EA oe m . 25 


κ. BOLT . 4 3290€ a ru . . . 
. WASHER... ΝΡ ο δν ορ ον a . 
. STRIP, Seal retaining inboard. " A * 
. HINGE INSTALLATION, Wing inbd landing flap inbd ΙΗ. . 
. HINGE INSTALLATION, Wing inbd landing flap inbd RH... + 
+ . TUBE, Inboard landing flap inboard hinge inbd torque. . 
. . CLIP ASSY, Inbd landing flap barrel nut upper retaining 1 


-11 146-18001-33 . 5 

146-18002-11 e 

.146 -18002 -12 ο 
-12 146-18022-3 z 
-13 146-18027 - . 
-14 - 146-18028-1 n 
146-18028-2 ; 


. 
. 
LP . . . 


. CLIP, Inbd landing flap barrel nut lower retaining LH 
. CLIP, Inbd landing flap barrel nut lower retaining RH 
. NUT, Barrel 5/8-18 thread (magnetic inspected) (NA). 


-15 1N4-1018 
. HINGE INSTL, Wing inbd landing flap outboard LH. . . 


146-18003-11 
146-18003-12 
-16 146-18012: 
-17 NAS75-10-316 
-18 SP1561-832-8 
-19 NAS220-7 
-20 146-18001-51 
146-18001-52 
146-18002-1 


HINGE INSTL, Wing inbd landing flap outboard Rh... + 
. TUBE ASSY, Inbd landing flap outboard hinge torque. 
. . BUSHING, Plain press fit steel... . .. . >» © 
SCREW ASSEMBLY (SH). . . > ; 
SCREW, Brazier head Phillips recess alloy steel 'g- 232 " 
FILLET ASSEMBLY, Wing inboard landing LH . . . . + + + 
. FILLET ASSEMBLY, Wing inboard landing RH . . 8 . 
HINGE INSTALLATION, Wing inboard landing flap inboard LH. 
(see figure 92 for next assembly) 
146-18002-2 +. HINGE INSTALLATION, Wing inboard landing flap inboard RH. . .,Ref 
` (see figure 92 for next assembly) 


ee ee 2] ο 9 oe 


-21 146-18021-3 


. . TUBE, Inboard landing flap inboard hinge inboard torque. . 1 

-22 146-18020-1 . . ARM ASSEMBLY, Inboard landing flap inboard hinge LH. . . . 1 
146-18020-2 . . ARM ASSEMBLY, Inboard landing flap inboard hinge RH. . .. 1 

-23 HASB6C + . + BEARING, Spherical (AP) anar oes ο ο 8s mre ss 1 
-24 NAS2-101 . >. . FITTING, Lubrication. . . or a a 1 
-25 146-18024-1 - . . FITTING, Inbd landing flap inbd hinge to actuator LH. . 1 
146-18024 -2 . . . FITTING, Inbd landing flap inbd hinge to actuator RH. . 1 

-26 AN365-524 . . . NUT (magnetic inspected). . . . es . oce κ. eee 1 
-2T AN960D516 . > . WASHER... w^ Ὁ, e s AN TES 2 
-28 AN5-32A + o. . BOLT (magnetic “anspected) S 2. Ὁ ῳ wr Bee mass. Wm . ᾱ 
-29 AN365-428 . + . NUT (magnetic inspected). . . . . . - ee eee ee ee 1 
-30  ANQ60D416 . . . WASHER. . . M DIT TRUM Ie. 
-31. AN4 -32A . » « BOLT (magnetic "inspected) αν μα UH SER 1 
-32 4B17-5-44 .'. . BUSHING, Flanged press fit bronze (NA). . . . . . . . . 2 
-33 NAS2-101 . > . FITTING, Lubrication. . . . « » esoe ο © © ee on on on ng 2 
-34 AN365-524 re NUT; cea en ia al le 79. a e ὁ; ἐν ce 5 
-35 ΤΕ > o WASHER e ον «φον μον c ce dera eo δὲ δι, 35 
-3 A E ϱ αἱ αν. E E 4 
-37 κα 5516-28 + + SCREW. . . . . . ὁ ο e we ο ο om ο ο ο. 9 ὁ m ὁ . ο snm 9 ο 1 
-38 'AN320-6 s oe NÚRIA AAA AAA 1 
-39 AN960D616 +=. e. WASHER 4 4 4 9 4 0 x0 o © Ww © wo? * €» X*x * » * ο ee 2 
-40 AN6-15 + . BOLT. . o ot τα . ë κ. € sw; δ. τῳ ee 1 
-41 146-18025 . . STRIP, Inbd landing flap inbd hinge inbd rubbing ..... 1 
-42 146-18026 * STRIP, Inbd landing flap inbd hinge inbd rubbing . . . .. 1 
146-18002-21 P HINGE INSTALLATION, Wing inbd landing flap inbd LH. . . . . . Ref 

(see figure 3 for next assembly) 
156-18002-22 . HINGE INSTALLATION, Wing inbd landing flap inbd RH. . . . . . Ref 
(see figure 3 for next assembl 
-43 NAS150DH32: . . BOLT, Internal wrenching steel 5/8-18 (magnetic Sapete) 2 
-44 NAS143-10C e . WASHER, 4130 steel countersunk . . . . ο 2 
146-18003-1 . HINGE INSTALLATION, Wing inboard landing “flap outboard LH . . Ref 
2 (see figure 8 for next assembly ) 
146-18003-2 . HINGE INSTALLATION, Wing inboard landing flap outboard RH . . Ref 


(see figure B for next assembly) 


-45 160-18008-11 . . ARM ASSY, Wing landing flap ninge (supersedes 146- 18096) x 1 
-46 HASB6C . . . BEARING, Spherical (AP). ren E ον sil 
-47 NAS2-101 . . . FITTING, Lubrication. . . V EE" 1 
-48 146-18011 + + . INSERT, Inbd landing flap outboard "hinge arm. . . ;; 1 
-49 146-18009 . . . BUSHING, Inbd landing flap outboard hinge arm . . . . + 2 
-50 146-18006 . . FITTING, . Inboard landin; flap outboard hinge . . . . . +» + 1 
-51 AN365-524 . . NUT (magnetic inspected) . . .. o... . eee ee eee 4 
-52 2W2SP20-20-62 . . WASHER, Thrust (NA). "rc Wu EE" 8 
-53 AN5-6A . . BOLT (magnetic inspected). wi ue E E 4 
-5h AN310-6 . . NUT. Sox e gral lm E soap cm wis das OL 
-55 2W1-25-40-64 sx WASHER, "plain (NA) . a z ie iat R ο a Ts 1 
-56 146-18007-1 $7 4 Vs FITTING, Inboard landing flap outboard stop LH . . . . = e 1 
146-18007 -2 . . FITTING, Inboard landing flap outboard stop RH . . . . .. 1 
-57 AN315-5R s ta, NUP tad δν ών a 4 IA 2 
-58 AN960-516 . . WASHER . . .. . E mou ' Xe 
-59 5B3-21 . BOLT, Adjustment 5/16-24 2- 1/8 long “(aj . "p 1 
146-18003-21 . HINGE INSTALLATION, Wing inboard landing flap outboard LH. . Ref 
- (see figure 3 for next assembly) 
146-18003-22 . HINGE INSTALLATION, Wing inboard landing flap outboard RH . . Ref 
(see figure 3 for next assembly) 
-60 AN310-10 a Ok NUT: * AAA ο ο Ne usos A acus --ὠν ds den bore RR 1 
-61 2W1~40-40-64 $ εν WASHER, Plain (NA) . n MEE 1 
-62 146-18010 + . SPACER, Inboard landing "flap outboard "hinge am. ;. . . . . 2 
-63 NAS143-10C - . WASHER, 4130 steel countersunk. . eine αμ 1 
-64 NAS150-91A . . BOLT, Internal wrenching steel 5/8- ον Ee edic a e 1 


I 
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FIGURE 16 - OUTBOARD WING LANDING FLAPS AND HINGES 
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AN 01-60AAB-4 
WING (Cont) 


Section II 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
EX NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
16 OUTBOARD WING LANDING FLAPS AND HINGES 
146-18501-1 . FLAP ASSY, Wing outbd landing LH (see fig. B for next a) . Ref 
146-18501-2 . FLAP ASSY, Wing outbd landing RH (see fig. 8 for next assy) . Ref 
-1 AN507 -1032-7 + © SCREW. . « . ο wire eu es ον ος tos ο Ne cred, 220 
-2 146-18501-27 . . DOOR, Outboard landing flap access. ius xs > E ὃς wre e 2 
146-18623-1 « . RIB INSTALLATION, Outboard landing flap sta 223 LH .. » « Ref 
146-18623-2 . . RIB INSTALLATION, Outboard landing flap sta 223 RH . . . . Ref 
-3 160-18520-3 + . TRACK, Outboard landing flap center hinge . . . . +. +» » 1 
ATTACHING PARTS 
-4 146-18523 . . . FITTING, Outboard landing flap center hinge track... 2 
-5 AN365-624 v hee gk SNUG ο ο ο ο ee ο IRE a Zee eo uw. ο cres 1 
-6 AN960D716 ai Ἵφ,» £4 WASHER. ww. woo] so. ον te iue ο ον ο.” 
-7 AN6-17A oer s BOLTS: ος bee Se ειν AS dw ow UO SAA DE οφ Sen ed ee se 1 
-8 AN365-428 «ost S. A A PH 
-9 AN960D416 « « o WASHER. .... 5, tery a? ge Yee Wr Ye, ο ο Xu ris ο ο er ee 8 
-10 AN4-13A ME e BOLT. x e$ ὁ 1. w^  -ὁ ον ο ο MC Cer μμ CIT ve 3 
AN4 -14A NES. E BOLT ix exec Se ὦ ὦ, δὲ em rfe nie Cua ος 1 
pem, iae 
146-18506-1 . . FILLET INSTALLATION, Outboard flap to nacelle lower LH . . Ref 
A 146-18506-2 . . FILLET INSTALLATION, Outboard flap to nacelle lower RH . . Ref 
-11 146-18506-21 . . . FILLET ASSEMBLY, Outboard flap to nacelle lower LH. . . 1 
146-18506-22 . . . FILLET ASSEMBLY, Outboard flap to nacelle lower RH... 1 ‘ 
-12 146-11212-41 v. ve r . SEAL ASSEMBLY, WCS landing flap shroud . . . . . .. 1 
146-18503-1 + . HINGE INSTALLATION, Outboard landing flap outboard LH. . . Ref 
146-18503-2 + . HINGE INSTALLATION, Outboard landing flap outboard RH. . . Ref 
-13 146-18530-1 . . . ARM, Outboard landing flap outboard hinge LH. . . . .. 1 
146-18530-2 +. « . ARM, Outboard landing flap outboard hinge RH. ..... 1 
-14 146-18533 . > . STOP, Outboard tending flap outboard hinge arm. . . ... 1 
-15 AN315-5R e. . NUT ECL E 2 
-16 .2W1AL21-22-91 $^ des os WASHER, Plain (NA). PS % D 2 
146-18502-11 + . HINGE INSTALLATION, Wing outboard jánding "flap inbd LH . . Ref 
146-18502-12 . . HINGE INSTALLATION, Wing outboard landing flap inbd RH . . Ref 
-17 146-18511 . « + TUBE ASSEMBLY, dutboard landing flap inbd hinge torque. 1 
-18 4B17-14-62 ἃ . BUSHING, Flanged press fit bronze (NA) . . . . . . . 2 
146-18503-11 5 HINGE INSTALLATION, Outboard landing flap outboard LH... . Ref 
(see figure 10 for next assembly) 
146-18503-12 . HINGE INSTALLATION, Outboard landing flap outboard RH... . Ref 
(see figure 10 for next assembly) 
-19 160-18531-11 + . FITTING ASSY, Outbd landing flap outbd hinge support LH. . i 
160-18531-12 +. FITTING ASSY, Outbd landing fian outbd hinge support RH. . 1 
-20 NAS2-101 . . + FITTING, Lubrication. . . EX wk E κ αμ ὁ ος A 1 
-21 Ņ4B20S7 -003 . « . BUSHING, Press fit flanged qui w-w. ver radices Cere ὧν 797 ο 1 
4B20S7 -004 + . . BUSHING, Press fit flanged (NA)... : 1 
-22 146-18532 + . FAIRING ASSEMBLY, Wing outbd landing flap support "fitting. 1 
-23 NAS146-35 . . BOLT, Internal wrenching steel 3/8-24 (magnetic a 1 
NAS146-30 . . BOLT, Internal wrenching steel 5/8-24 (magnetic inspected 2 
-24 AN960D616 "E" WASHER.. "m »ow e ARDOR OL RE ή OG o. E LOO ὁ 3 
-25 2W10-6 + . WASHER, Countersunk (na) . iode ο e. rec AIR. δι UNI cR ue . 3 
-26 AN365-624 NE" ΝΟ Ses ο NE 
146-18503-21 . HINGE INSTALLATION, Outboard “landing flap outboard. e. « « « Ref 
' (see figure 8 for next assembly) 
-27 AN320-5 . . NUT (magnetic inspected) . ... . .. ee ee eee eee 1 
-28 m 18534 2 BUSHING, Outboard landing flap outboard hinge. Oeo Bea ὃς ον 1 
-29 AN5-10 . . BOLT (magnetic inspected IH 2 ο, 1 
146-18502-1 . HINGE INSTALLATION, Wing outboard landing flap inboard LH . . Ref 
(see figure 8 for next assembly) 
146-18502-2 . HINGE INSTALLATION, Wing outboard landing flap inboard RH . . Ref 
(see figure 8 for next assembly) 
-30 160-18008-21 + . ARM ASSEMBLY, Wing landing flap hinge. . . . . . . s ss « 1 
-31 AB20B5-016 . . . BUSHING, Press fit flanged ti εν oom * se Wel ever B 
-32 4B20B14-018 . > . BUSHING, Press fit flanged (NA). oe ee ew ww 3. «ᾧ 2 
-33 HASB6C . . . BEARING, Spherical (HLF). . est mod ce VEL e imis da 1 
-34 146-18514 . « . FITTING, Outboard landing flap 1nbd hinge to actuator . 1 
-35 NAS2-101 κ. Woo PITTING, Lubrication. e... e mesa aa 3 
-36 AN365-428 e « « ΝΟ (magnetic inspected). ER d uer βλ ο Miu. us Ve 
-37 AN960D/116 e « ^» WASHER. . α . « 2 2 » ὁ ὁ ὁ ὁ 4 * ὁ * ὁ 4 ὁ 4 . * 4 ὁ ο 2 
-38 AN960DH 161, E “se . WASHER, . . . . o Ec ao ο ος 2 
-39 ΑΝΗ-10Α - . . BOLT (magnetic inspected) . t IS I Ac LE PE INS 
-40 AN310-14 . . NUT (magnetic inspected): « $4 ο ο um apa ο ο ον 1 
-41 AN960D1416 . . WASHER. . 4. 909 sm a [M le οι ὁ a οφ ο ss 1 
-42 2W10-14 . . WASHER, Countersunk (ua) : . ERES 1 
-43 AAFOH -56 . . BOLT, Close tolerance aircraft 7/8- 14 (magn netic inspected) 1 
-44 160-18007-3 . . WASHER, Inboard and outboard landing flap. . . . . . . +. + 3 
-45 160-18007-5 + . WASHER, Inboard and outboard landing flap. . . . . . . . + 1 
-46 AN5-10A . . BOLT (magnetic inspected). "a 3 "Nac CE LEO 
-47 160-18006 + . FITTING, Inboard landin; flap outboard hinge AS a pr 1 
-48 AN310-6 + +. NUT (magnetic inspected). ο 44 24 Ὁ ο. το) eiue Sera ra! ᾱ---ᾱ 1 
-49 2W1-25-40-64 * . WASHER, Plain (NA "EE Rs E A ως “al δν 1 
-50 AN365-624 +. NUT (magnetic inspected) 1 2.4. 9 wow e RE Se 9 3 
-51 AN960D616 κ. WASHER . κος xt ον «ῷ es «τῷ, ο ia 3 
-52 AN960D616L . . WASHER . . . . e. d . o S. ο ανα 21:84. i Ὁ 3 
-53 AN6-15A . . BOLT (magnetic inspected). ὃς αἱ “8 $ ο ο 3 
-54 146-18517-11 + . SUPPORT ASSEMBLY, Outboard landing flap actuator LH. . . . 1 
146-18517-12 . . SUPPORT ASSEMBLY, Outboard landing flap actuator RH. . .. 1 


a e a 
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Section [| 





Group Assembly Parts List 


FIGURE & PART ` UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
16-55 4B17-5-25 + . . BUSHING, Flanged press fit bronze (ΝΑ) ........ 1 
magnetic inspected 

4B17-7-25 . . . BUSHING, Flanged press fit bronze (NA) ........ 1 
169-18500-1 . HINGE INSTALLATION, WCS outboard landing flap center LH. vo. Ref 

(see figure 10 for next assembly) 
169-18500-2 . HINGE INSTALLATION, WCS outboard landing flap center RH. , , Ref 

(see figure 10 for next assembly) 
-56 AN365-428 . . NUT (magnetic inspected). . .............., 2 
-57 AN960D4 16 s ox WASHERS p aa cita ο Ὁ a ον > Ἴψι δὲ AUS Je 4 
-58 ANY-11A + . BOLT (magnetic inspected) . . . . . .. . .. . a 2 
-59 AN365-624 . . NUT (magnetic inspected). . ............... 2 
-60 AN960D616 so. WASHER. Ta ec e a ri a ar ee a eee Y 
-61 AN61-13A . . BOLT (magnetic inspected) . . . . . .. . .. . ων rn 2 
169-18500-31 + HINGE INSTALLATION, WCS outboard landing flap center LH. . . Ref 

. (see figure 11 for next assembly) 
169-18500-32 . HINGE INSTALLATION, WCS outboard landing flap center ΒΗ... Ref 

(see figure 11 for next assembly) 
-62 AN365-428 +. NUT (magnetic inspected). . . . . . ... . . . . ων ων 1 
-63 AN960D416 sw "HASH ev mou ah te ο aa a Vae BOLD “SSE EL a eus 2 
-64 NAS42-8C56 so ^ BRAOBR, BRiVetols ood sede ce τῳ coles E te DS ο Dae ο, a 1 
-65 AN4-21A . . BOLT (magnetic inspected) . . . . . ... . .. ... n 1 
-66 146-18522-1 + . SUPPORT, Outboard landing flap center hinge roller. . . . 1 
-67 146-18522-2 - . SUPPORT, Outboard landing flap center hinge roller. . . . 1 
-68 AN365-624 . . NUT (magnetic inspected). . . . . . ... ee ee ee ss 1 
-69 AN960D616 sou. WASHER uoo oe aa a me de lacio ον Ὁ, ὧν e 2 
-70 AN960D616L ο -ᾱ-. WASHER Sodas <5. a a ἕῳ, e e 2 
-71 AN6-21A . . BOLT (magnetic inspected) . ............... 1 
-72 RDC74220 + . BEARING, Outboard landing flap center hinge (RBC). . . . 1 
169-18500-41 . HINGE ASSEMBLY, WCS outboard landing flap center LH. .... 1 

(see figure 11 for next assembly) 
.169-18500-42 HINGE ASSEMBLY, WCS outboard landing flap center RH. . . .. 1 

(see figure 11 for next assembly) 
-73 146-11223-1 + . FITTING, Wing outboard landing flap center hinge rear . . 1 

spar attaching LH 

146-11223-2 + .». FITTING, Wing outboard landing flap center hinge rear . . 1 
-74 146-18521-3 + . ANGLE, Outbd landing flap center hinge roller support LH. 1 
. 146-18521-4 + . ANGLE, Outbd landing flap center hinge roller support RH. 1 
-T5 146-18521-6 + . ANGLE, Outbd landing flap center hinge roller support RH. 1 
146-18521-5 + . ANGLE, Outbd landing flap center hinge roller support LH, 1 
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ΑΝ 01-60AAB-4 
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Group Assembly Parts List 





10 5» u 
FIGURE 17 - WING CENTER SECTION FUEL CELL LINERS 
PART UNITS 
NUMBER ] 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
WING CENTER SECTION FUEL CELL LINERS 
146-48130-1 &-2 LINER INSTL, WCS fuel LH & RH (see fig. 8 for next assy). Ref 


146-48181 
146-48184-1 &-2 
146-48182-1 &-2 
146-48183 
146-48166 
146-48161-5 
146-48165-1 &-2 
146-48169 
146-48170 
146-48168 
146-48162-1&-2 
146-481654 -1&-2 
146-48161-3 
146-48163-1 
146-48172-2 
146-48173-1%-2 
146-48171-5 
146-48171-3 
146-48175-1&-2 
146-48172-1 
146-48163-2 
146-48167-1&-2 
No Number 


156-11037-101 & 102. 
156-48185-1 & -2 . 
156-48187 : 
156-11077-1 & -2 . 
156-48186 ; 
156-48188 n 
156-11089 . 
156-11091-1 & -2 . 
146-48176-3 è 
146-48176-5 m 
156-11135-1 € -2 . 
156-48175 . 
156-48176 A 


. LINER, Aft wing fuel cell upper. . . . . . 
LINER, Aft wing fuel cell aft LH & RH... 
LINER, Aft wing fuel cell lower LH & RH. . 
LINER, Aft wing fuel cell door . . . . . . 
LINER, Front main fuel cell door . . . . 
LINER, Front main fuel cell upper. . . 
LINER, Front main fuel cell aft inboard “LH & RH 
LINER, Front main fuel cell aft inboard end. . 
LINER, Front main fuel cell center inboard end 
LINER, Front main fuel cell forward inboard end. 
LINER, Front main fuel cell inboard lower LH & RH 
LINER, Front main fuel cell forward LH & RH. 
LINER, Front main fuel cell upper. ... 
LINER, Front main fuel cell lower door LH. 
LINER, Outboard fuel cell lower RH... 
LINER, Outboard fuel cell forward LH & RE. 
LINER, Outboard fuel cell upper. . . . . 
LINER, Outboard fuel cell upper. . . . . 
LINER, Outboard fuel cell aft LH & RH. . 
LINER, Outboard fuel cell lower LH... . 
LINER, Front main fuel cell lower door RH, 
LINER, Front main fuel cell outboard aft LH & RH 

ING STATION 40.437, 76.538 € 135.44 FUEL CELL LINERS 

(see figure 10 for next assembly) 

. RIB INSTALLATION, WCS station 40.439 LH & RH 

+ . LINER ASSY, Aft wing fuel cell end sta 40. 315 LH & RH 

+ . LINER, Aft wing fuel cell sta 40.437 supplemental end 

. RIB INSTALLATION, WCS station 76.538 LH & RH . . 

- . LINER ASSEMBLY, Aft wing fuel cell end wing sta 76.6. 

+ . LINER, Aft wing fuel cell sta 76.538 supplemental end 

. RIB INSTALLATION, Wing center section station 89 .... 


e... ....... 0. 
e... 9 ο c9 ο 9 ο 


9 9 9 9 9 9 ο 9 9 9 9 9 i$ 9 9$ 8 ο ο 5$ i$ ο ο f 


Erro... . 0 ooo». o... 4 9 ο ὁ 0 ο 


. RIB INSTALLATION, WCS 89 intermediate LH € RH . . . 

- . LINER, Outboard fuel cell end station 89 . . . . . 

+ . LINER, Outboard fuel cell end station 89 . . . . 

RIB INSTALLATION, WCS 135.44 front to center spar LH& RH 

. LINER, Outboard fuel cell end station 135.5 . . . . . 

A LINER, Outboard fuel cell wing station 135.44 . . 
supplemental end 


Am 
© 
ο HR RRP RHEE HPP | RPE EPH PRP RPP REE 


Ref 
1 
1 
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USEABLE ON 
CODE 
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FIGURE 18 - LH AND RH WING TIP FUEL TANK RELEASE MECHANISM INSTALLATION 





ΑΝ 01-60AAB-4 
WING (Cont) 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
18 146-48751-1 MECHANISM INSTALLATION, Wing tip fuel.tank release LH. . . . . Ref 
see figure 4 for next assembly) 
146-48751-2 MECHANISM INSTALLATION, Wing tip fuel tank release RH. . . . . Ref 
(see figure 4 for next assembly) 
-1 146-48752 MECHANISM ASSEMBLY, Tip tank release. . . . s . . . . . ο ο 1 
ATTACHING PARTS ] 
-2 AN365-524 . NUT 2" TET 6 
-3 AN960D516 * WASHER. "M $a HK ως o AO ae αν να A 
-4 AN5-23A : . BOLT (magne tio” inspected) πο a A ο”. 4 
-5 ANS5-24A . BOLT (magnetic inspected) . . . . . . «νο νο. ο κ. 2 
pan PAPA 

-6 146-48754 . . HOUSING ASSEMBLY, Tip tank release . $- 19 ^. tuque Ὁ 1 
-7 5B12DH + . BOLT, Adjustment (NA), M. $e ο De. ο la e Vol cR e . 2 
-8 NAS51-43 + . RING, External retainer. πα νιν 4 
-9 146-48765 . . PIN, Tip tank release mechanism lug. D. ve i Va ος. 2 
-10 NAS73-7-014 MA BUSHING, Clamp up steel cadmium plated S ιν See Var Yay iier Der ee 2 
-11 146-48767 + . PIN, Tip tank supporting lug . . . sas es s e . . . .. 2 
-12 146-48760 vod LUG, Tip tank supporting . . . . . ea UP EE 2 
-13 NAS51-43 + . RING, External retainer. . . Vic ο ο 2 
-14 146-48766 - . PIN, Tip tank release mechanism link sie. ce. We Ne Dr ce: pte 1 
-15 146-48761 TN LINK, Tip tank release mechanism upper . . . . . . ο» ο 1 

-16 146-48762 + . LINK, Tip tank release mechanism lower . . . . . . . . . 1 > 
-17 AN394 -13 . $59 PIN; a. d.e . . . . "4 *? 4 Φα ὦ 1 
-18 146-48763-3 +. LINK, Tip tank release mechanism operating a en cd 1 

(supersedes 146-48763) 
-19 146-48764-10 + . ARM ASSEMBLY, Tip tank release mechanism operating.. . . 1 
(supersedes 146-48764) 
-20 484 -8-36 zal SORCERY poa ETE ο ον με παν 1 
-21 48h -6-36 e « SPACER; Rivet (NA) . 4 s e s sa s ee woe a Ὁ 
-22 AN3 10-4 ar NUT o anaa ο ο eps) se: ο ο ο ο oy απ. 
-23 AN960-416 . WASHER. .... s 5 de SO Rire de ia Aer "ea ket ο. 
-24 146 -48768 ; BUSHING, Tip tank release mechanism control shaft . . . . . 1 
-25 146-48770 . HANDLE ASSEMBLY, Tip tank release mechanism control .... 1 
-26 146-48773 . SPRING, Tip tank release mechanism TOCKING ος ene? A ο e e 1 
-27 146-48772 . GUARD ASSEMBLY, Tip tank release cable. . . . . . . . . . . 1 
-28 146-48771-1 . SECTOR ASSEMBLY, Tip tank release cable LH. . . . . . . . . 1 
] 146-48771-2 . SECTOR ASSEMBLY, Tip tank release cable RH. . . . . . . . . 1 
-29 156-48755-1 . FITTING, Tip tank front support LH. . . . . . . . . . . o. 1 
156-48755-2 . FITTING, Tip tank front support RH. . . .. . . . . .. .. 1 
ATTACHING PARTS 

-30 AN365-524 . NUT cx rr E 
-31 AN960D516 + WASHER. . | . ο A E E ον λος ο 
-32 AN5-13A - BOLT (magnetic inspected) E DERE EET 4 
-33 AN365-428 . NUT Ru m πο LB TS ese be i onlin UL uod p tim e per d 
-34 AN960DHl 16 . WASHER. a ge DA ah, Tee A A ο ολο ον λα 8 
-35 AN4-10A . BOLT (magnetic inspected) οκ ὡς e Ser ak Mey ον ks a ος ον SO, ie 2 
-36 ANY-11A - BOLT (magnetic inspected) . . . . . . . TE ο ντ. 2 


——ek ——— a 
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FIGURE 19 i LH AND RH DROP TANK NACELLE SECTION FUEL AND AIR LINES 
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H-184-48-12A 








nour & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
19 No Number FUEL AND AIR LINES DROP TANK NACELLE SECTION LH AND RH . . . . Ref 
(see figure 20 for next assembly) 
-1 175-48862-174 + LINE ASSEMBLY, Tip tank wing center section fuel CO mt αν «ὁ 1 
outboard cell LH 
-2 AN833-12 - ELBOW . . ooo ooo... AL IIA A 1 
-3 AN9284 -12 AE UA ο πμ”... ο) er Ισ RS ο. Fan αι d 1 
-4 2W18-1716L + WASHER, Flat (NA) ........... l.l ll ln NC 1 
-5 175-48864 - LINE ASSEMBLY, Tip tank fuel LH nacelle drain section... 1 
-6 AN815-12 s CUNION 2 40. 16 € 4 x 33 96 ὦ Wl 4» "ο 4 € (M. m] -ᾱἳ (V (à 3 
-τ 175-48807-85 - LINE ASSEMBLY, Tip tauk fuel drain section 1 LH nacelle . . 1 
-8 175-48804 -109 - LINE ASSEMBLY, Tip tank fuel drain section 2 LH nacelle , . 1 
-9 AN823 -4 e ELBOW. . ,. . . . .. . νι ο ο Wi el VW ^w rer el CRI (Riu CET ar rai Ὁ 1 
-10 AN815-4 - UNION ......oo.o.oo.o.o. A E ie, ies dee Ser ec ao Uu 3 
-11 146-48208-17 - TUBE ASSEMBLY, Tip tank fuel and air line nacelle drain ae 2 
-12 K9500A1 + VALVE ASSEMBLY, Nacelle drain line (ΚΟΕ). . . . . . . a «Ὁ 
(supersedes KA9500051A) 
-13 AN816-4D Ἢ ΝΙΡΡΕΒ 227v 3^2 12 22e wae οἱ, vue ο 4 
-14 175-48862-169 + LINE ASSEMBLY, Tip tank wing center section air nacelle . . 1 
Section LH 
-15 AN815-6D a UNION ;, ο 4. 2 4 o wong. A DIOE E ον Sa ο αν. ον SP ET 6 
-16 184-48129 + LINE ASSEMBLY, Fuel wing tip tank LH nacelle drain. | | ce 1 
Section air 
-17 AN823-4D » ELBOW © o e ana a ayy wy o vog κ. πὰ, να. do M DK οκ TWICE κε 1 
-18 175-48804 -107 + LINE ASSEMBLY, Tip tank air drain LH nacelle. | | . . ον Sethe 1 
-19 AN815-4D c UNIONIS IE Fee a aS eee Oy Μες ο ο ο να δν 
-20 146-48208-11 + TUBE ASSEMBLY, Tip tank fuel and air line nacelle Grain. . 2 
-21 175-48804-115 - LINE ASSEMBLY, Tip tank wing center section air nacelle , . 1 
Section RH 
-22 146-48867-11 - LINE ASSEMBLY, Tip tank air nacelle drain section πο 1 
-23 AN822 -4D A RN ο «. 1 
-24 175-48804-111 - LINE ASSEMBLY, Tip tank air drain RH nacelle. . UN ak pfe vu ue 1 
-25 175-48862-181 - LINE ASSEMBLY, Tip tank wing center section fuel to ο, Ἕν «ο 1 
outboard cell RH 
-26 146 -48864 -36 - LINE ASSEMBLY, Tip tank fuel nacelle drain section RH . . . 1 
-27 175-48804 -113 + LINE ASSEMBLY, Tip tank fuel drain nacelle RH . . "AUR 1 
-28 ANB16-4 SCNIBPLE.7. 45104255 V ve 3t af ἃ Sitter οφ. INC INE I CLEA 1 
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FIGURE 20 - LH AND RH DROP TANK WING CENTER SECTION AND FRONT FUSELAGE FUEL ANE AIR LINES INSTALLATION 


Revised 15 August 1955 
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Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
20 160-48621-5 Drop tank wing center... . Ref 


FUEL AND AIR LINES INSTALLATION, 





160-48621-6 
160-48621-30 


NAS54A6 
146-48629-11 
146-48632 


MS29512-12 
146-48633 
MS29513-114 
146-48637 
527-12D 
AN832-6D 
AN924-6D 
MS29513-111 
175-48862-164 


146 -48863-11 
K9500A1 


AN816-4D 
175-48862-165 


AN931-4-7 
175-48862-162 


175-48862 -163 
175-48862-177 
175-48862-178 
175-48862-167 
175-48862-168 
175-48804-117 
184 -48852-47 


AN821-6D 
175-48862-172 


175-48862-161 


175-48862-117 
AN815-12D 

## AN815-6D 

## AV11B1318 

## AN834-6D 

## AN833-6D 

## MS29512-6 

HH ANQ24-6D 

## 160-48860-203 
175-48862-151 

## AN824-6D 

## 160-48860-191 

## 10-1744-75 

## 160-48860-193 

## ANO26-6D 
184 -48508-3 
RS117-040 

# 160-48860-197 

AN837-6D 
AN902-6 
ANQ24 -6D 
175-48862-154 
175-48862-153 
175-48862-158 
AN931-6-16 
184-48852-51 


184 -48852-49 


AN931B10-14 
175-h8862-157 


175-48862-156 
No Number 


NOTE: 


Revised 15 August 1955 


Section LH (see figure 8 


for next assembly) 


FUEL AND AIR LINES INSTALLATION, Drop tank wing center. . . . Ref 
Section RH (see figure 8 for next assembly) 
FUEL AND AIR LINES INSTALLATION, Fuselage front . . . . . .. Ref 
(see figure 69 for next assembiy) 
BOLT, Close tolerance. . . . , ος δι ad 4 
CONNECTION ASSEMBLY. No Sel SON at. ο ee E qud Ode Ve Se 1 
. FITTING, Tip tank fuel and air lines hinge connection 1 
inboard 
GASKET. 4 ὃν era $3 ; 2 
NIPPLE, Tip tank fuel line. 5 P 
PACKING ..,...... ; 1 
NIPPLE, Tip tank air line 1 
CHECK VALVE (PA). . . . . . . 1 
UNION. A Lou) «€... nus 1 
NUD LC ρα όν IO Se Ὃς 1 
e PACKING ο ο poe us RU vos ”--- A 1 
LINE ASSEMBLY, Tip tank wing center section air hinge. 1 
connection forward RH 
LINE ASSEMBLY, Tip tank fuel hinge connection forward RH . 1 
VALVE, Tip tank hinge connection fuel line (KOE) ΜΠ 1 
(supersedes KA900051A) (RH only) 
NIUPBEE 15v coast eg ανα cue ove sor a dels P Pto iin gy Nar Re 1 
LINE ASSEMBLY, Tip tank wing center section fuel drain 1 
wing section 285 RH f 
GHOMMET, 745.2 2.2 rp Wr se E Ma ME yia TM, Wace es 1 
LINE ASSEMBLY, Tip tank wing center section fuel hinge 1 
connection forward LH 
LINE ASSEMBLY, Tip tank wing center section air hinge. 1 
connection forward LH 
LINE ASSEMBLY, Tip tank wing center section fuel wing. 
station 285 inboard LH 
LINE ASSEMBLY, Tip tank wing center section fuel wing. 
station 285 inboard RH 
LINE ASSEMBLY, Tip tank wing center section air wing 
station 285 inboard LH 
LINE ASSEMBLY, Tip tank wing center section air wing . . , 


station 285 inboard RH 


LINE ASSEMBLY, Tip tank wing center section 
section LH 
LINE ASSEMBLY, Tip tank air nacelle section 


ELBOW 


jee on -5 assembly only 
used on -5 assembly only 


LINE ASSEMBLY, Tip tank wing center section 
fuselage to nacelle RH 
LINE ASSEMBLY, Tip tank wing center section 


LINE ASSEMBLY, Tip tank air wing to fuselage tee RH. 


UNION. 
UNION. 
. VALVE 
« TEE. . 
. ELBOW. 


GASKET . 


NUT. 


LINE ASSEMBLY, Tip tanx air solenoid valve to cross vent RH 
LINE ASSEMBLY, Tip tank air solenoid and forward fuselage. 


ΤΕΕ. 


LINE ASSEMBLY, Ti 
CHECK VALVE (PA) 
LINE ASSEMBLY 


TEE. 


fuselage to nacelle RH 
(GCO) (fuselage section only). 


CAP ASSEMBLY, Pressure seal flared tube fit 


CHAIN 


LINE ASSEMBLY, Tip tank 


ASSEMBLY (RYY) . 


p tank air by-pass check valve to tee 


, Tip tank fuselage air chéck valve to tee. 


“fuselage air station 22% and art 


air nacelle. 


LH . 
‘air. 


alr. ici. 


ting. 


ELBOW (fuselage section only). . 

GASKET (fuselage section only) } 

NUT (fuselage section only). a ο ο ο bailo Es Ea de 4 

LINE ASSEMBLY, Tip tank fuselage air station 224 and fwd 1 

LINE ASSEMBLY, Tip tank fuselage air under step closeout 1 

LINE ASSEMBLY, Tip tank fuselage air hose to fitting 1 

GROMMET. um ο ο μμ P as ο οὐ. 1 

LINE ASSEMBLY, Tip tank air nacelle section LH A 1 
used on -30 assembly only) 

LINE ASSEMBLY, Tip tank fuselage alr thru fuselage station 1 
158 (useá on -30 assembly only) 

COME Totoro a a a Goce "S 1 

LINE ASSEMBLY, Tip tank fuselage air fuselage station. 1 
158 forward 

LINE ASSEMBLY, Tip tank fuselage air compress aft. . . . . 1 

FUEL AND AIR LINES, Drop tank nacelle section LH and RE. . Ref 





(see figure 19 for detail breakdown) 


# Denotes the incorporation of Service Change No. 340 
f Denotes the incorporation of Service Change No. 411 





51 








Section | | 


Group Assembly Parts List ΑΝ 01-60AAB-h 


WING (Cont) 





H-184-48-10 


FIGURE 21 - LH AND RH DROP TANK OUTER WING PANEL FUEL AND AIR LINES INSTALLATION 
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ΑΝ 01-60AAB-4 Group Assembly Parts List 


WING (Cont) 


PART UNITS USEABLE ON 


& 
INDEX NUMBER NUMBER 12 3/4 56 7 NOMENCLATURE PER ASSY. CODE 
21 146-48620-15 LINES INSTALLATION, Drop tank outer wing panel fuel and. . . . . Ref 


air LH (see figure 4 for next assembly) 


146-48620-16 LINES INSTALLATION, Drop tank outer wing panel fuel and. . . . . Ref 
air RH (see figure 4 for next assembly) 
sl 146-48630-11 + CONNECTION ASSEMBLY, Tip tank fuel and air lineS. . . a 1 
hinge inboard 
-2 146-48631 + . BRACKET, Tip tank fuel and air lines hinge . 1 
connection mounting 

-3 NAS51-106 + + RING, External retainer. ........ ...... A ; 1 
zi 2W1AL70-52-40 e. + WASHER, Plain (NA) + 24 202 Ro x o. mox ο, 2 
-5 160-4863 * + CONNECTOR, Tip tank fuel line hinge. | ; IJI! 1 
-6 AN6227-17 v; CRACKING, Te μον Bee eat εκ ος cecal 1 
-7 146-48630-3 + - PAD, Tip tank fuel and air lines hinge... δι ce" ay a ; 1 
-8 NAS51-68 + + RING, External retainer... .. . , . ο ος Eos 1 
-9 2W1AL45-40-40 ++ WASHER, Plain (NA)... .. 2.2.2.7, ο 055% 2 
-10 160-48635 + + CONNECTOR, Fuel tip tank air line hinges. usi 2 
-11 AN6227 -12 ec. PACKING o w 2 o. νο, Αα We et con as Mohn "a 1 
-12 146-48630-4 + PAD, Tip tank fuel and air lines hinge . . ETS 1 


ATTACHING PARTS 


-13 NAS54 A6 BOLT, Close tolerance alloy steel . . . . , . rer nulo Dr ο 3 
PR οι . 
-14 160-48860-7 - LINE ASSEMBLY, Tip tank outer wing panel air LH. . . ,. , 1 
160-48860-8 - LINE ASSEMBLY, Tip tank outer wing panel air RH . . . . . , 1 
-15 160-48860-3 - LINE ASSEMBLY, Tip tank outer wing panel fuel LH. . . na 1 
160-48860-4 + LINE ASSEMBLY, Tip tank outer wing panel fuel RH. . , EU 1 
-16 AN815-12D SS UNION tae ei Oa Ὁ x^ o o D Doo S t s? axe di 2 
-17 AN6271-12-11 + HOSE ASSEMBLY . . . . . . , . πο ο” ae ests ies ws — 1 
-18 10-1744-75 - VALVE ASSEMBLY ο... πο ο ὃς a Two 1 
-19 AF902-6 e PACKING (supersedes AN902-6). . . . . σα cee ο ὃν He 6 
-20 AN926 -6D e TEE QOO 0.09 ow Ql vg T" P 2 
-21 AN815-6D so UNION 4. o wo νων ον ee eo ne "e 4 
-22 160-48642 - NIPPLE, Drop fuel tank fuel line. . . . . . . . | uer E 1 
-23 2W1SR72-56-187 + RING, Plain rubber (NA). ......2.,.,.2 Εν Wek ols cs 2 
-24 2W1AL74-60-125 + WASHER, Plain (NA). αν. Xx cA ne IRALA AP AAA 1 
-25 NAS51-112 . RING, External retainer... MCN P cedg eee ok 1 
-26 1600-48641 + NIPPLE, Drop fuel tank air line . ..... SS ώς MER Wena ο 1 
-27 2W1SR56-48-187 + WASHER, Plain rubber (NA)... . o Igp? «Xue = he 
-28 2W1AL58-52-125 + WASHER, Plain (ΝΑ)... .. . . ... 2. ο ο D ου 1 
-29 NAS51-87 . RING, External retainer. . . . . . . . | SMa μμ t Yer var ος 1 
-30 AN6227 -19 + PACKING. ....... . .. ο ο deo AR τν RE A m c Ὁ 2 
-31 AN6271-6-7-1/2 + HOSE ASSEMBLY . . . . . . . ,. , Sa ο MERECE 1 
-32 146-48862-123 + LINE ASSEMBLY, Tee to overboard LH wing tip. . 4.5... 1 
1486-8862 -120 - LINE ASSEMBLY, Tee to overboard RH Wing tip a 5 4 054 3... 1 
-33 144-48150 - VALVE ASSEMBLY, Fuel air pressure System suction relief and . 1 
: fuel thermal expansion (make from PA drawing No. 527-6D) 
-34 146-48862-19 -, LINE ASSEMBLY, Tee to valve wing CID eR ged o Mg 1 
-35 AN825 -6D E Ur e hse οι h EDEN xx EE 1 
-36 AN912-5D S REDUCER: =s 4 uso oor wo cur Auc. cc 1 
-37 7-2847-78 + VALVE ASSEMBLY, Check ball type special 404GG-1/20 (PA) . A 1 
-38 AN816-6-8D s NIPPLEL se. Το em se) τῷ ἂν ιτ, vo. E SO) ώς doce sah vert for τω Gos See be ος 1 
-39 146-48862-127 + LINE ASSEMBLY, Tee to line tee LH wing tip. . . . P 1 
146-48862-124 + LINE ASSEMBLY, Tee to line tee RH wing tip. . . , E whe Ὁ 1 
-40 AN6271-6-10-1/4 . HOSE ASSEMBLY . . . . . . sioe DA. uw) atc. Ru "EI eis E. Ve. 4 φ. 4. Dh gr ος 1 
-41 AN6271-12-10-1/4 . HOSE ASSEMBLY ......4... ou, So κ. νη 3 1 
-42 AN931-6-10 + GROMMET ........ Sw Les cU des d WO Teide d al 
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FIGURE 22 - COMPLETE LH AND RH EXTERNAL AUXILIARY FUEL DROP TANK INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
22 146-48601-11 TANK INSTALLATION, External auxiliary fuel drop LH... . . . . Ref 
146-48601-12 TANK INSTALLATION, External auxiliary fuel drop RH . . . . . . . Ref 
146-48696-4 . FAIRING ASSEMBLY, Drop fuel tank to wing bottom fwd RH... . 1 
146-48696 -3 . FAIRING ASSEMBLY, Drop fuel tank to wing bottom fwd LH. . . 1 
146-48696-40 . FAIRING ASSEMBLY, Drop fuel tank to wing tip RH..... . 1 
(supersedes 146-48696-22) 
146-48696-39 . FAIRING ASSEMBLY, Drop fuel tank to wing tip LH . . . . +. + 1 
(supersedes 146-48696-21) 
146-48696-12 . FAIRING ASSEMBLY, Drop fuel tank to wing top forward RH... 1 
146-48696-11 FAIRING ASSEMBLY, Drop fuel tank to wing top forward LH... 1 
ATTACHING PARTS 
-1 SP1561-832-8 . SCREW ASSEMBLY, Drop fuel tank fairing (SH) . . . . +. +. + 21 
win m σος 

-2 146-48696-6 + . FAIRING, Drop fuel tank to wing bottom forward RH. 2 Δὲ 1 
146-48696-5 - . FAIRING, Drop fuel tank to wing bottom forward LH. NY 1 

-3 5w1-8-54 PEE WEATHERSEAL, Bottom forward (NA) . . . . . irs oS 1 
-4 146-48696-34 - . STRIP, Drop fuel tank to wing bottom forward RH. oe" 1 
146-48696 -33 - . STRIP, Drop fuel tank to wing bottom forward LH. . $4 3 S H 

-5 146-48696-38 oo τὲ FAIRING, Drop fuel tank to wing tip RH . . .. .. .... 1 
146-48696-37 . . FAIRING, Drop fuel tank to wing tip LH.. . . . . . . +... 1 

-6 5w1-8-6 τι. WEATHERSEAL, Wing tip (NA) . . tds 1 
-7 146-48696-14 + . FAIRING, Drop fuel tank to wing top "forward "RR ο ο 1 
146-48696-13 + . FAIRING, Drop fuel tank to wing top forward LH . . . . .. 1 

-8 5W1-8-54 να G WEATHERSEAL, Top forward (NA). bebe oa Sieg lec Sel bea Obese! Se 1 
-9 146-48696-36 + . STRIP, Drop fuel tank to wing top forward RH : A ος ies 1 
146-48696-35 + . STRIP, Drop fuel tank to wing top forward LH . MIR μαι Ὃν 1 

-10 175-48650 . TANK ASSEMBLY, Wing tip drop fuel . . .. "ESTE 1 
No Number A MISCELLANEOUS FITTINGS FOR EXTERNAL AUXILIARY FUEL saos Ref 

DROP TANK (see figure 23 for detail breakdown ) 

-11 146-48652 . . GLASS, Drop fuel tank position light "PES v 1 
-12 134-54208 ο a BRACKET ASSEMBLY, Wing tip fuel tank position BP ag Pitas cogs DE 1 
light ΝΕ 
-13 AN3032-5 +. LIGHT ASSEMBLY. . E sd Noh A IAE RA A A nee 2 

2250-2 + . RING, Bonding (CED). ο ur ον en tac A ο ET TO Κλ Nee CES 2 
-14 AN3122-1524 e « LAMP . . .. B^ wet fer tet 59^ t3. "ar^ sue" Rad Toy ler οφ tse E, ο val κ da 2 
-15 AN3042-1 . . COVER ος 4 ὁ os Wo tow te ETE ο ο ο l 
-16 AN3 042 -2 seh UCOVERCUBDPeen). «e eo eo ee a a E car er Ὁ ες Ye A 1 
-17 AN507-440R7 soc. SCREWS a “er so! Te τὸ Gar alegre Ὁ ο el er ae (mone Dei Wee ᾱ owl Ner erie! ὧν Se IR 4 
-18 AN515-4-8 κ. a SCREW; 4^ cerca? ο” δι ee ὃν ὃς Ss ῳ TRO ee we Te (16 RR. S 1 
AN515-4-10 + . SCREW... A MA A TE LR 1 
-19 NAS202-632BC7 + +. SCREW, Round head Phillips recess low carbon steel . . .. 4 
and brass 
-20 AN365-632 E PA ERA AR 8 
-21 146-48668 - . ` FITTING ASSEMBLY, "Drop fuel tank release . | ον ως She τς o 2 
-22 RL56SB11 + . . LOCK RING, Two piece locked-in insert (ROSN). ο 1 
-23 R310SH12 - ο . INSERT, Two piece locked-in insert (ROSN) . . . . . . . 1 
-24 AN8H11 eee SOI TA Lr oo + eo » « 4 
-25 AN960D816 & wu “WASHER τς Rl Se ee Se Ge, RIS UE ete: WOES RISE δν CU oa ie 4 
-26 AN6227-9 + . PACKING. . +. . — ur 1 
-27 146-48675 . . BOLT, Drop fuel tank release adjusting ΩΝ 2 
(make from NAS148DH39) 
-28 NAS59-160 soa RING, Internal retainer: sis 4 Ὁ e € 2397409 eee ἃ 1 
-29 146-48686 + . PIN, Fuel drop tank jettison... DA rat ete ee 1 
-30 146-48688 I te SPRING, τ fuel tank jettison (make from MHSC part No. . 1 
M70 
-31 146-48681 . . SCREW, Drop fuel tank “jettison ας οὐ τῷ. ο ο ie ts 1 
-32 AN507 -632R8 > e SCREW; ν ο «0... . — —— a it tos a a a 2 
-33 146 -48677 + . COVER, Drop fuel tank jettison tube. . i rir. de Vaude 1 
-34 146-48682 . . NUT, Drop fuel tank front support pin retaining E. αι. ΠΡ 1 
-35 2W1P4O-24 -32 Dol WASHER, Plain (NA)... . elite ΙΟ 
-36 146-54206-5 - . CONNECTOR ASSEMBLY, Wing tip fuel “tank light σι. τὸν 5, ἃ 1 
-37 146-54206-6q + . CONNECTOR ASSEMBLY, Wing tip fuel tank light . . . . 5g 1 
-38 MS29513-116 . . PACKING. . . . 5 * 0 ο ὁ ο 9 ὁ ο ο ^ ο . 1 
-39 146-48693 PIN ASSEMBLY, Drop fuel” tank E a na je όν. τ is, OE 2 
ATTACHING PARTS 
-40 AN364 -1032 CAU MD ρα κά. ὃς Tx 4 
-41 AN520-10R7 a v. COCREW scia τέ. μα ie ὅν cem ο να ο ο ος κ. 4 
-42 AN530-10-8 τν ο ο edle e ik Gay a Da ea: vor en a Wess a ute a a Ye 4 
-43 NAS221-10 + . SCREW, Brazier head Phillips recess alloy steel 10-32. . Y 
---ᾱ--- 
175-51024-1 . INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Fuel quantity . . . Ref 


see figure 30 for detail breakdown) 
175-51024 -2 . INSTRUMENT SYSTEM EQUIP. INSTL, Fuel quantity gage system. . Ref 
tip tank RH (see figure 30 for detail breakdown) 


ie: system tip tank LH 
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FIGURE 23 - MISCELLANEOUS FITTINGS FOR EXTERNAL AUXILIARY FUEL DROP TANK 
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H-184-48-16A 


A 


Xl 


PART 
NUMBER 


No Number 


AN909-16 
AN900-16 
146 -48700 
146 -48700-3 


146 -48699 
AN913-1 

134 -48331 
ΑΝΟΟΟ-34 
120-48528 
134 -48332 
AN500A416-12 
146 -48757 
146-48756 
AN515-10R10 
AN936B10B 
20087 


120-48526 
146-48658 
146-48659 
AAF39B54 35 
AAF39A240 
134-48285 
AN900 -24 
175-48650-3 
175-48650-51 


175-48650-7 
175-48650-13 


146 -48685 
AN500A10-12 
ΑΝΟΘΟΡΙΟ 
146-48759 


146-48769 
146-48774 
146-48775 
146 -48662 
146-4868. 
MS29513-216 
134-48302 
AN500A8-10 


AN960D8 
NAS43-3-8 





1 2 3 4 


ΑΝ 01-60AAB-4 
WING (Cont) 


6 7 NOMENCLATURE 


MISCELLANEOUS FITTING FOR EXTERNAL AUXILIARY FUEL DROP. 


TANK 


(see figure 22 for next assembly) 


PLUG (Installation in top of tank only) 


GASKET 


CARTRIDGE ASSEMBLY, 
CYLINDER ASSEMBLY, 

inhibitor cartridge 

Drop fuel tank corrosion inhibitor, 


CAP, 
PLUG 
PLUG, 
GASKET 


STRAINER ASSEMBLY, : 
Combat fuel tank strainer . . 


GASKET, 
SCREW. 
NIPPLE, 


FITTING, 


SCREW. 
WASHER 


ADAPTER ASSEMBLY, 
(supersedes 134-48305 for future procurement) 
Drop fuel tank filler . . . . LIE greg 


GASKET, 
GASKET, 
RING, 


CAP ASSEMBLY, A 
Fuel tank filler cap chain (UAAT) 


HOOK, 


PLUG ASSEMBLY, 


GASKET 


TANK ASSEMBLY, 
TANK SUB ASSEMBLY, 
compartment) 

TANK SUB ASSEMBLY, 

TANK SUB ASSEMBLY, 


Drop “fuel tank “corrosion. 
Drop fuel tank corrosion. 


Combat fuel tank strainer retainer. 


“prop fuel tank 


Drop fuel tank fuel and air connector 
Bree fuel tank fuel and air transfer 


Combat fuel tank filler (UMAT) 


Tip tank fuel filler. . . 
Tip tank fuel filler attaching. 


Fuel tank filler (UAAT) 


Combat fuel tank drain . . . . . : 


"Wing tip drop “fuel : : "ni : : : s. fs 
Wing tip drop fuel “(forward 


Wing tip drop fuel (center. 


inboard) 
FITTING, Drop fuel tank aft support 
SCREW. . V EDS ας aaa o's 
WASHER . . . 


LINE ASSEMBLY; Drop fuel tank fuel and air. 
tank station 70.437 

LINE ASSEMBLY, Drop fuel tank fuel and air. 
tank station 76 

LINE ASSEMBLY, Drop fuel tank fuel and air. 
tank station 72.437 

LINE ASSEMBLY, Drop fuel tank fuel and air. 
tank station 74 

CONDUIT ASSEMBLY, Drop fuel tank position . 
light wire 

PIN, Drop fuel tank front support . . 

PACKING. 


GROMMET, Combat fuel tank conduit support 
SCREWS <a. e Va ee ORG o o ECKE T Wo e Xo Rx 
WASHER s X Ὁ d ᾱ y 
SPACER, Screw and bolt. 


Wing tip drop fuel (center sect.). 
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AJ-2-4-48-15A 


FIGURE 24 - LH AND RH WING CENTER SECTION FUEL VENT INSTALLATION 
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LH AND RH WING CENTER SECTION FUEL VENT INSTALLATION 













































FIGURE & PART UNITS USABLE S/C 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
24 184-48009-1 VENT INSTALLATION, Fuel wing center section LH ------------------------- Ref 
(see figure 8 for next assembly) 
184-48009-2 VENT INSTALLATION, Fuel wing center section LH ------------------------- Ref 
(see figure 8 for next assembly) 
-1 3H2- 28-23 z HOSE (NA) --------------------------------------------------------- 19 
-2 175-48862-3 . LINE, "Y" assembly to tail --------------------- 2 
-3 146-48879-1 ἃ "Y" ASSEMBLY, Fuel vent line nacelle junction LH -- 1 
-4 146-48879-2. 5 "Y" ASSEMBLY, Fuel vent line nacelle junction ΒΗ --------------------- 1 
-5 175-48862-12 . LINE ASSEMBLY, Hose rear spar to "Y" assembly LH 1 
-6 175-48862-13 5 LINE ASSEMBLY, Hose rear spar to "Y" assembly RH 1 
-7 295134-36A . GROMMET, Plastic (MKL) ----------------------------------------- 1 
-8 184-48852-27 A LINE ASSEMBLY, Front spar to rear spar LH vent -- 1 
-9 175-48862-123 s LINE ASSEMBLY, Front spar to rear spar RH vent -- 1 
-10 3H2-24-23 a HOSE (NA) 3 
-11 AN815-28D , UNION ----------------------------------------- 3 
-12 175-48862-10 " LINE ASSEMBLY, Hose to "Y" assembly nacelle LH -- 1 
-13 175-48862-11 s LINE ASSEMBLY, Hose to "Y" assembly nacelle RH -- 1 
-14 175-48862-87 - . LINE ASSEMBLY, Aft wing fuel cell check valve to --------------------- 1 L 
nacelle vent LH 
184-48852-88 ; LINE ASSEMBLY, Aft wing fuel cell check valve to --------------------- 1 - BA 
nacelle vent LH 
-15 175-48862-88 . LINE ASSEMBLY, Aft wing fuel cell check valve to --------------------- 1 
nacelle vent RH . 
184-48852-88 LINE ASSEMBLY, Aft wing fuel cell check valve to --------------------- 1: 
nacelle vent RH 
-16 1111-517020 . VALVE, Check (PA) ------------------------------------------------- 2 
-17 184-48852-7 i LINE ASSEMBLY, From siphon "B" section aft vent nacelle LH --------- 1 
-18 184-48852-25 . LINE ASSEMBLY, From siphon "B" section aft vent nacelle RH --------- 1 
-19 184-48311 . LINE ASSEMBLY, Fuel vent line LH nacelle siphon breaker --- - 1 
-20 AN914-2D : ELBOW - 1 
-21 AN911-2D . NIPPLE - 1 
-22 AN5830-2 . VALVE - i 
-23 AN822-6D i ELBOW - `1 
-24 184-48852-19 i LINE ASSEMBLY, Nacelle siphon breaker valve to "Y" ----------------- 1 
fitting section 1 LH t 
-25 184-48852-3 ‘ LINE ASSEMBLY, Fuel cross vent section 1 level control----------------- 1 
valve forward LH 
-26 AN931-12-23 . GROMMET --------------------------------------------Ξ------------- 1 
-21 AN821-12 s ELBOW --------------------------- 2 
-28 184-48852-69 s LINE ASSEMBLY, Fuel vent drain LH - 1 
-29 AN815-8 š UNION --------------------------- 1 
-30 146-48878-17 è LINE ASSEMBLY, Fuel vent drain -- 1 
-31 K9500A2 . DRAINCOCK (KOE)  --------------.-.----------.------ 2 
-32 AN816-7D . NIPPLE ---------------------------------------------- 1 
-33 146-48880 è LINE ASSEMBLY, Nacelle fuel multiple 2 
-34 AN931-8-13 . GROMMET ------------------------------------------ 4 
-35 AN806-8D á PLUG  --------------------------.----------.--------- 1 
-36 184-48852-33 . LINE ASSEMBLY, Fuel cross vent section 2 level 1 
control valve LH 
-37 AN815-12 ἃ UNION ------------------------------------------------------------- 4 
-38 184-48852-11 η LINE ASSEMBLY, Fuel cross vent section 2 union --------------------- 1 
thru fireseal LH - 
-39 184-48852-24 š LINE ASSEMBLY, Nacelle to fuselage leading edge LH di 
-40 175-48807-17 A LINE ASSEMBLY, Fuel cross vent section 3 thru wing 1 
leading edge LH 
-41 184-48852-29 . - LINE ASSEMBLY, Fuel cross vent section 4 union to ------2-----2---- 1 
check valve LH | 
-42 AN815-24D ^ UNION ------------------------------------------------------------- 2 
-43 184-48312 * LINE ASSEMBLY, Fuel vent line RH nacelle siphon breaker 1 
-44 525GG1/4D à VALVE, Swing check soft seat type internal pipe thread (PA) 1 
-45 184-48852- 39 à LINE ASSEMBLY, Fuel cross vent section 1 level control----------:------ 1 
valve forward RH 
-46 184-48852-41 a LINE ASSEMBLY, Fuel cross vent section 2 level control----------------- 1 
f valve forward RH 
-47 184-48852-13 "s LINE ASSEMBLY, Fuel cross vent section 2 union thru ----------------- > 1 
fireseal RH 
-48 184-48852-17 E LINE ASSEMBLY, Siphon breaker valve to "Y" fitting RH 1 
-49 AN822-6D n ELBOW -------------------------------- 1 
-50 184-48852-21 : LINE ASSEMBLY, Fuel vent drain RH 1 
-51 AN919-12 . REDUCER ------------------------------------------ 1 
-52 146-48878 > LINE ASSEMBLY, Fuel vent drain ---------------------- 1 
-53 AN826-6D , ΤΕξ-------------------------------------------------- 1 
-54 175-48807-7 š LINE ASSEMBLY, Fuel cross vent section 3 thru wing 1 
leading edge RH 
-55 175-48862-4 5 LINE ASSEMBLY, Nacelle {ο fuselage leading edge RH 1 
-56 184-48852-10 n LINE ASSEMBLY, Leading edge to fuselage LH ---------- 1 
-57 184-48852-5 E LINE ASSEMBLY, Fuel cross vent section 4 union to --------------------- 1 
check valve RH 
-58 AN815-12D 5 UNION -------------------------------------------------------------- 2 
-59 184-48852-32 $ LINE ASSEMBLY, Fuselage to leading edge LH --- s 1 
-60 3H2-16-23 A HOSE (NA) ------------------------------------- 1 
-61 175-48871 E LINE ASSEMBLY, Fuselage fuel cell vent ----------------------------- 1 
-62 184-48009-3 . CHAFING STRIP, Fuel wing center section vent ------------------------- i 
.-63 3H2-16-31 : HOSE (NA) --------------------------------------------------------- 1 
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FIGURE & PART UNITS 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
24-64 175-48807-73 LINE ASSEMBLY, Fuel vent siphon breaker section Z ----------------- 

-65 3H2-12-23 HOSE (NA) --------------------------------- ------------ 2 
-66 184-48852-86 LINE ASSEMBLY, Fuselage siphon breaker hose to overboard------------- 1 
-67 175-48142-51 LINE ASSEMBLY, Fuel vent first section forward RH ----------------- 1 
-68 3H2- 24-23 HOSE (NA) --------------------------------------------------------- 2 
-69 184-48850-66 LINE ASSEMBLY, Tanker climb vent  --------------------------------- 1 
-70 175-48807-69 LINE ASSEMBLY, Fuel vent siphon breaker RH ------------- 1 
-71 175-48807-71 LINE ASSEMBLY, Fuel vent siphon breaker LH ---------- 1 
-72 175-48141-51 LINE ASSEMBLY, Fuel vent first section LH --------------- 1 
-73 AN914-3D ELBOW ------------------------------------------------------------- 2 
-74 AN911-3D NIPPLE ---- 2 
-75 AN5830-3 VALVE ---- 2 
-76 AN816-8D NIPPLE ---- 2 
-717 AN833-12D ELBOW --------- 2 
AN924-12D NUT------------- 2 

AF934-97 ‘PACKING 2 

-78 184-48852-45 LINE ASSEMBLY, Fuel cross vent section 5 check valve to ------------- 1 

weld assembly 
-79 160-48860-201 LINE ASSEMBLY, Fuel cross vent section 5 tee to --------------------- 1 
weld assembly RH 

-80 AN926-12D ΤΕξ----------------------------------------------------------------- 1 
-81 MS29512-12 GASKET ---- 3 
-82 AN815-12D UNION ------ 1 
-83 AN919-18D REDUCER 1 
-84 1-245-75 VALVE (PA) 2 
-85 160-48430 PLUG, Fuel ferry tank forward vent line disconnect (removed by S. C. 515) - 1 
-86 AN815-8D 2 
-87 AF939-12 3 
-88 AN926-8D 1 
-89 AN919-19D 1 
-90 AN822-8D  Ὢ.. ELBOW ------ i 
-91 AN816-6D | — . NIPPLE ------ 1 
-92 3H2- 24-26 HOSE (NA) 1 
-93 3H2-28-26 HOSE (NA) 1 


USABLE s/c 
ON CODE NO. 


515 


411 


411 
411 
411 
411 


515 


E € MM I. 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 8 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
25 WING CENTER SECTION FUEL SYSTEM EQUIPMENT 
175-48008-1 . FUEL SYSTEM INSTALLATION, Wing center section LH. . . . +. + Ref 
(see figure 8 for next assembly) 
175-48008-2 . FUEL SYSTEM INSTALLATION, Wing center section RH. . . . + + Ref 
(see figure 8 for next assembly) . 
No Number e . FORWARD INBOARD WING FUEL CELL FITTINGS. . . +. +. +. +. + + Ref 
(see figure 27 for detail breakdown) 
No Number . . A FORWARD OUTBOARD AND REAR WING FUEL CELL FITTINGS. . , + Ref 
(see figure 26 for detail breakdown) 
-1 160-48861-71 . . “LINE ASSEMBLY, Fuel junction to LH nacelle strainer. . . i 
160-48861-74 . . LINE ASSEMBLY, Fuel junction to RH nacelle strainer. . . 1 
-2 AN6264-16D41-1/4  . . HOSE ASSEMBLY. . +... . . +. . «9 eee wee o om on on 1 
AN6264 -16D84 « o. “HOSE ASSEMBLY... s -ᾱ- ὁ e ὁ να ὁ es ο ὃς we ὁ 1 
-3 AN815-16D «+. UNION. a. Q- qe cQ E 1 
-4 175-48046-15 + . STRAINER ASSEMBLY, Fuel "system R2800 engine. Dre. fe εἴν, τὲ 1 
(see figure 49 for detail breakdown) 
ATTACHING PARTS : 
-5 AN365-428 NU a ο ο ος Ue. ird 9 
-6 AN960D416 . . WASHER... A A A MD 4 
-7 453D416-34 + . SPACER, Bolt (NA). λα tw Le . 0 9 0 ο ο ο ο ο ο ο 2 
-8 AN4-31A sr Par, ΟΡ, BO ο ο αμ ae ο SG. ὑφ, ζῶν τᾷ; Er 9 
Soe, ασ 
-9 175-48807-49 . . LINE ASSEMBLY, Emergency fuel pump air balance line LH . 1 
175-48807-43 . . LINE ASSEMBLY, Emergency fuel pump air balance line RH. 1 
-1ο 175-48807-79 . . LINE ASSEMBLY, O11 dilution strainer to solenoid .... 1 
section 2 LH ᾿ 
175-48807-81 . . LINE ASSEMBLY, Oil dilution strainer to^solenoid . . è 1 
section 2 RH 
-11 AN832-4 € ^ UNION nece ae AE EE AR A AAA A ᾱ A 1 
AN924 -4 2 "uw NU E diner “ok VIT κ a. da? do Me ο μα ο. 1 
-12 AN833-4 . . ELBOW. . . . ———— arc 1 
-13 175-48807-77 . . LINE ASSEMBLY, 011 dilute strainer to solenoid section 3 1 
-14 AN6264 -16D37 e ᾱ HOSE ASSEMBLY. .. αὶ κ * osooso oos’ e 1 
AN6264 -16D41-1/4 + . HOSE ASSEMBLY. . ὁ ὁ « «© ο © e» 9 e ὁ © ο ο 0. ο ο ο n n 1 
-15 AN924-16D à ow NUD, a AR A κ.α a AA 1 
-16 AN902-16 - . GASKET . ο ... ow LS A Ue T vli ceo. Re ας e TOT C εν Ὁ 1 
-17 175-48030 . . ELBOW, Main fuel iine station 263.91}, . . . . ο . . we i 
-18 K9500A1 + . VALVE ASSEMBLY, Drain (KOE). . . es +... . . +2266. 1 
-19 AN815-4D e ve ὍΝΙΟΝ; 2 $04 $e aa ο ο o do Ὁ c Le 1 
-20 AN6264-16D19 e . HOSE ASSEMBLY. . . ο . +... ο e © ὁ ο oe ὁ we ὁ ww ο 1 
AN6264-16D17-1/4  . . HOSE ASSEMBLY. ES . Ss eave 1 
-21 175-48862-135 . . LINE ASSEMBLY, Naceile fuel line strainer overboard drain 1 
-22 175-48807 -67 + . LINE ASSEMBLY, Nacelle fuel line overboard drain LH. . . 1 
175-48807-59 + . LINE ASSEMBLY, Nacelle fuel line overboard drain RH... 1 
~23 AN815-4D « . UNION, -— . c 4 
-24 175-48807-93 + . LINE ASSEMBLY, Fuel” Junction to LH nacelle aa de “o 1 
(supersedes 175-48807-47 for future procurement) Β 
175-48807-91 + . LINE ASSEMBLY, Fuel junction to RH nacelle . . . . ug 1 
(supersedes 175-48807-45 for future procurement) E 
-25 AN931-6-16 a o GROMMET.) να o wo ὦ AR wi d^ RU νι οὗ ο 1 
-26 184 -48852-35 + . LINE ASSEMBLY, Fuel vapor return forward section nac LH. 1 
184 -48852-37 + . LINE ASSEMBLY, Fuel vapor return forward section nac RH, 1 
-27 AN815-6 : . 4 CUNION. 2 74241 ea sev ee :4 $57 E 9,99 C8, οὐ € 1 
-28 AN823-6 e « ELBOW. ο . ο oo oo o,o ο ο n ec ο ο . P 1 
-29 AN926-4 * . TEE. e 9 ὁ ο 0 ὁ ο ο e... ο ο ο 9-0 ο ο υὁ ο 1 
-30 AN913-1D a PLUG (LA Oniy) A NN TR DC .1 
-31 AN365-1032 g “gy NUS ὦ ὃν ACARREAR A A τ 2 
-32 AN960D10 & ῳ WASHER αφ ρα... 5 κω α, OKT ROO δ πα AAA 2 
-33 AN3 -5A κ. >. BOLT 3x 5 . "NS . ἂν tartan ὃς ο ο 2 
-34 146-48047 . . ADAPTER, Carburetor ventilator line firewall A 1 
-35 175-48807-65 + . LINE ASSEMBLY, Emergency fuel pump air balance line. . . 1 
section 2 
-36 175-48807 -63 + . LINE ASSEMBLY, Emergency fuel pump air balance line. . . 1 
` section 1 x 
-37 175-48807-61 . . LINE ASSEMBLY, Emergency boost pump seal drain ..... 1 
-38 ANÓ -10A s οπου S ices ene, soa ene Saleh με ο sas ὀρ ces A 4 
-39 AN960D616 - . WASHER . . lel e di Sey «δν "ὦ; τώρ ον 4 
175-48045-30 1 | PUMP ASSEMBLY, Fuel emergency boost. . . . . . ; : . s 1 B 
-40 AN823 -16D ο” :- . ELBOW . . . . cw. ο ο ο Ue 1 
-41 175-48047 <. . . FITTING, Emergency fuel pump “outlet . de Reo s aude a 1 
-42 AN823 -4 s oe ge BEBOW v 4 a Ὁ Ὁ, δω dep ο ο TE e το a a a 1 
-43 AN816-4 e « ». NIPPLE. . .. E 9 ἵῳ 1 
-44 TFD11900-6 - . . PUMP ASSEMBLY, "Fuel transfer. unit electric. PECIA. 1 
motor driven (TP) (supersedes TF11900-3 for 
future procurement 
- -45 TFD10290 - . . . MOTOR ASSEMBLY (TP). . . . +... ... 2. ee wee 1 
AN913-1 η. ν. PLUG. ώς 2i un e ml tpe m wr Ble ee ον λος, δ ur 1 
-46 AN928-16D as IELBOWZ Aoa Vol Κρ ᾱ a 6 ο doas a ense ee SS 1 
AN924 -16D A RI ie I Le See Ses Yen. ο 1 
MS29512-16 eo usc GASKET ours Se fel ow a AR D 2 
-47 AN815-16D «cuve UNTON oe We sr ara o ER. ens € κ.ε ο ο ο ο AA ος 1 
-48 AN4143-1 x uo AMWALVE. 40. E AA AREA AA A νὰ 1 
-49 AN816-4-4D S Ves NIPPLE Αθ ty un quld uU Um ων eo ner ad 1 
-50 ΑΝ822 -4-4D + . ELBOW. ο Ue ο ον. E lay 1 
-51 AN6264-15 . . HOSE ASSEMBLY w^ om “Ὁ, ο ασ woe. UB is M. e ἃ; οι ogee ow, a 1 
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FIGURE 25 - WING CENTER SECTION FUEL SYSTEM EQUIPMENT 
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AN ESOO Group Assembly Parts List 
WING (Cont) 
ᾱ-------------------------------------π-----------------------ο-----π 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMSER NUMBER 1 2 3 4 5 6 7 | NOMENCLATURE PER ASSY. CODE 
25 + . HOSE ASSEMBLY. . . Rr. ye? Ve ruere) CO WINS ἵθὲ IS. wo s 1 
-52 AN842-4D . . ELBOW es -6-2D used on `RH). ο ος ο ο κ ο 1 
-53 AN822-4D . . ELBOW (RH only). Quay Mar koe ο SE ED eor v ο ο 1 
AN816-6-2D . . NIPPLE (LH only). de il ve e DA RA ds 1 
-54 3G1-8-12 . . GROMMET (NA) . . . + 5 αρ RE 1 
-55 175-48111-1 . > VALVE ASSEMBLY, “Tip tank to "wing tank fuel level 21 1 
control LH (see figure 29 for detail breakdown) 
175-48111-2 . . VALVE ASSEMBLY, Tip tank to wing tank fuel level . . . l 
control RH (see figure 29 for detail breakdown) ` 
-56 ANTH -4 » 5 BOLT 4x sees a e A dm 090 o ο va 12 
AN960D416L e c4 WASHER, c s ο. wo i ree E AI 12 
-57 AN502-416-10 + . SCREW (outboar fuel cell filler) . . . . . . 4. 4. es 8 
-58 AN502 -416-20 . . SCREW (outboard fuel cell filler). . "dé. “Rese Heh ven se J et 8 
-59 AN960D416L +.» WASHER... SC) Sex Kn. se μα. ο. 16 
-60 146-48150 . . CAP ASSEMBLY, “Puel cell “Piller O /-φι-νῳ RE NET 2 
-61 146-48149 . . GASKET, Wing and fuselage cell filler cap. $09 a Ue gi 5 
(only two used on inboard tank) 
-62 160-48150 . . SPACER, Wing and fuselage cell filler cap. . « . . . +. . 2 
-63 AN7A-3 s SO A A 16] ae αἱ. ο) -ᾱ oe 36 
-64 AN960D416L + ο WASHER . o... ο $ s 2 "M 36 
-65 146-48190-1 . . DOOR ASSEMBLY, Outboard "wing fuel “cell access e: τω 1 
146-48190-2 . . DOOR ASSEMBLY, Outboard wing fuel cell access RH . . « ο 1 
-66 AN509-8-14 | i . SCREW (AN507-832R10 used on RH door). ........ 2 
-67 146-48192 "S SPACER, Outboard wing fuel cell access. . . . . . s 1 
-68 146-48149 . . . GASKET, Wing and fuselage fuel cell filler. . . . . . 2 
-69 146-48191 . . . RING, Outboard wing fuel cell access. . . a taf eee 1 
175-48008-11 . FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section LH. Ref 
(see figure 10 for next assembly) 
175-48008-12 . FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section RH. Ref 
(see figure 10 for next assembly) 
-70 175-48862-133 . . LINE ASSEMBLY, Wing inboard cell scupper overflow wing . 1 
section LH 
175-48862-134 . . LINE ASSEMBLY, Wing inboard cell scupper overflow wing . 1 
section RH 
-71 AN821-6D è a ELBOW. . . « eee 2 
-72 175-48862-131 + . LINE ASSEMBLY, Wing “outboard cell” scupper "overflow . . . 1 
wing section LH 
175-48862-132 + . LINE ASSEMBLY, Wing outboard cell scupper overflow . . . 1 
5 wing section RH 
-73 AN815-6D UNION. + e xk o» e X AA A AA 1 
ATTACHING PARTS 
AN365-1032 < NUR & 4 we o*o€ 4 03 OK X* κ. Να OX UK CEDE U& A we -ᾱ - ὁ 8 
AN960D10L x. WASHER: 6-8: wal a West aa a A DR e ὦ e τς ὦ 8 
AN520-10R10 . SCREW x » κιν PPP" E 8 
-74 175-48234 > SUPPORT, Nacelle emergency “boost. pump fuel 1 inch line. . . 2 


A M M 
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H-184-48-18 





FIGURE 26 - FORWARD OUTBOARD AND REAR CELL WING FUEL FITTINGS 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
26 No Number FORWARD OUTBOARD AND REAR CELL WING FUEL FITTINGS . . . . . +. +. Ref 
P (see figure 25 for next assembly) 
-1 146-48004 -1 CELL ASSEMBLY, Forward outboard wing LH .........-. 1 
o (see figure 28 for detail breakdown) 
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ΑΝ O1-60AAB-4 Group Assembly Parts List 


WING (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 3 PER ASSY. CODE 
2 146-48004 -2 CELL ASSEMBLY, Forward outboard wing RH pita? µ. 1 
(see figure 28 for detail breakdown) ` 
-2 146-48005-1 CELL ASSY, Rear wing LH [5-5 fig. 28 for detail “1 presto. 1 
146-48005-2 κ CELL ASSY, Rear wing RH (see fig. 28 for detail breakdown). 1 
-3 146-48105 i . ADAPTER ASSEMBLY, Inboard wing cell fuel check valve. . . . 2 
ATTACHING PARTS i 
-4 -AN74-20 BOLT na ona uev ME A we ehh Hu. eimi og 4 
-5 AN960D416L wo, WASHER: 0039. oc woe cites A a ue 4 
-6 2W1AL17-17-081 . WASHER, Plain (NAL) A παω d verse 4 
dn ME anas 
-T NAS51-25 . RING, External retainer. . . Wc dL D UAE DAC ge Yeo 1 
-8 146-48145 . . PIN, Inboard to outboard wing “cell fuel check valve. 1 
-9 146-48107 - .. ARM, Inboard to outboard wing cell fuel check valve. . . 1 
-10 146-48108 - . DISC, Inboard to outboard wing cell fuel check valve . 1 
-11 146 -48109 - . WASHER, Inboard to outboard wing cell fuel check valve 1 
-12 2W1C9-38-43 - . WASHER, Plain (NA). . 2 1 
-13 146 -48106 . ADAPTER, Inboard to outboard wing “cell fuel “check “valve. 1 
-14 146 -48104 D INTERCONNECTOR, Inboard to outboard wing cell fuel and. . . 4 
vent upper and lower 
ATTACHING PARTS Σ 
-15 ANT4-17 s BOLTO aA ou owes a Bos A Adee 20 
-16 AN960D416L s πιουν μα”. 
μεν ος . 
-17 146-48151 ADAPTER ASSEMBLY, Outboard wing cell fuel sump drain. . . . 2 
ATTACHING PARTS 
-18 ANT4-4 ο it a teas Mv hen Boer tap Bat Se ee BO A 8 
-19 AN960D416L os WASHER g cod leas e de a ο ds qne μμ. 8 
en PA 
-20 146 -48144 ADAPTER, Outboard wing cell fuel sump drain. . . . % 1 
-21 CCA4850 VALVE ASSEMBLY, Draper (CTAD) Soll woes cap BP Seer geen eos I 
-22 AN365-428 NUT. ς sue ww Emu “Ἕν, τᾷ ο -; Sette TE 2 
-23 214 . WASHER, Eccentric " (NA) "LOS Vi eR E ο το et terse” E 2 
-24 130-48111 . STUD, Fuel fuselage cell support. EE κ ο... 2 
-25 AN935-416L .'. WASHER? OS. wow ws eh elm Ὁ qe Wek los ως ep ο URS ρα οἱ το ος Ab 2 
-26 AN960D416L . «> WASHER κ cda ace a wow a we aie το. -ᾱ (8 ὅν ri 2 
-27 AN3H10A BOLT i κ 4 ox ee le a "Rua ο ο we τῷ. ος 4 
-28 AN960D10L . WASHER . . . ΚΝ DE eee 1Φὲ tan tad a ον ie 4 
-29 175-48143 . ADAPTER, Aft wing cell “fuel vent outlet elbow wies) Yau tet Gee ue 1 
-30 169 -48333 - GASKET,, Fuel cell wing aft vent outlet elbow. . . . . . . . 1 
-31 AN6227 -31 . PACKING. . . Wi fel ae E. dai nei ο ais ο πο 1 
-32 146-48116-21 . ADAPTER ASSEMBLY, Aft wing cell fuel vent . . . . . PETI 1 
ATTACHING PARTS : AM 
-33 ANHHSA F BOLT y Stee A i DR ο ο... 2 
-34 AN960D416L WASHER . V ese δι a Tm Lev s OR νο va tu ο ον ο ο E ο. 10 
-35 AN74-4 . BOLT... PES : ιν νον 5 " 8 
Mi ot in «ον 
-36 NAS51-25 . RING, External retainer. . . PLU ἂν 1 
-37 146-48145 - . PIN, Inboard to outboard wing “fuel check valve | . . . 1 
-38 146-48119-11 - . SPRING, Aft wing cell fuel vent outlet . . . . . . . . 1 
-39 146-48118-11 . ARM, Aft wing cell fuel vent outlet. . .. MEM 1 
-4o 146-48108 + DISC, Inboard to outboard wing cell fuel cheek valve . 1 
-41 146-48109 WASHER, Inboard to outboard wing cell fuel check valve 1 
-42 2W1C9-40-43 . . WASHER, Plain (NA). . . . νο iet jus mes 1 
-43 146-48117-10 . . ADAPTER, Aft wing cell fuel vent outlet. . | S es 1 
-44 TF31400-14 . PUMP, Fuel booster (TP) (contains WXL ALQA6097 motor). : 1 
ATTACHING PARTS 
-45 ANT4-6 BOLT ; 449 e m eee ae ^ HaT id " A f: 8 
-46 AN960D416L A TE ο καὶ νι ο E A 12 
-47 AN502-416-14 s SGREW ο ole Ge a le 7o > wes at a . "E Y 
-48 146-48127 -1 . SUPPORT, Aft wing cell booster pump LH. . . . . . : v s 1 
-49 146 -48127 -2 SUPPORT, Aft wing cell booster pump RH. . : . A τῳ 1 
um m ls 5 
-50 146-48199 . ELBOW, Main fuel cell booster pump seal drain . . . . . . . 1 
-51 160-48861 -67 . HOSE ASSEMBLY, Fuel aft wing cell to fuselage adapter . . . 1 
-52 160-48126 . ADAPTER, Aft wing cell fuel line to fuselage. . . . . . . 1 
-53 AN365-1032 wr NUT uuu e O A iuh cR. Te ο ον Deo a qe 4 
-54 ` AN9GOD1OL as WASHER 6 e κ νο ο he Ὁ ο. ο a area iae m dus 8 
-55 AN3-6A S BOLT o 0x61 Se Sie? EE ὡς ae è e e o o ETa 4 
-56 AN924-16D μμ... νον , S IE uu RIS 1 
-57 AF934-101 . PACKING. . . b.e ex όν at i e - x ¿e S 1 
-58 AN837-16D e “ΕΕΚ τν ορ Se «κ ον Se e a ats τος 1 
-59 146 -48240 . SPACER, Aft wing fuel cell booster pump : E ous 1 
-60 146-4824] - GASKET, Aft wing fuel cell booster pump — Op 1 
-61 AN310-4 o NU a a ο ο nu νυν ιν AOS Zen es 3 
-62 AN960D416 s- KWASHER “od τᾷ; Potente as das ο ο ο μον ο 3 
-63 2. 14 . WASHER, Eccentric (NA). A Ὥς ὃν ; LEN ος 3 
-64 NAS181 -4 -5 STUD, Fine thread . . . " : i yes 3 
-65 146-11314 FITTING, WCS fuel cell tie “rod “upper support. κ L5 l 
-66 AN502-416-8 SCREW. . . eU. TE icy. d Ν τὴ ον vis È a 6 
-67 AN960DA16L WASHER . . es Et 6 
-68 146-11315 FITTING, WCS fuel cell tie rod lower "support. Pp PM 1 
ATTACHING PARTS » 
-69 AN502-416-8 "no ED" 6 
-70 AN960DA416L s WASHER: e S 4 s tulle e vesc mL Uy, Ue Rave ade Do «φωτο, D Se UR ow 6 
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FIGURE 27 - FORWARD INBOARD WING FUEL CELL FITTINGS 
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FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. CODE 
27 No Number FORWARD INBOARD WING FUEL CELL FITTINGS. . . Ref 
(see figure 25 for next assembly) 
-1 146-48003-1 CELL ASSEMBLY, Forward inboard wing LH. . 1 
(see figure 28 for detail breakdown) _ 
146-48003-2 CELL ASSEMBLY, Forward inboard wing RH. 1 
(see figure 28 for detail breakdown) 
-2 175-48122-1 ADAPTER ASSEMBLY, Forward fuel cell vent line outlet LH 1 
175-48122-2 . ADAPTER ASSEMBLY, Forward fuel cell vent line outlet RH 1 
s ATTACHING PARTS 
-3 AN4H22 BOLT a οι τῶ va ος bo Ὁ set ee ὃν ee a is BAG vq Λες ain ὃν RAR 1 
-4 AN960D416 ο ο πμ A E IIA is ATA at 
“5 ANÓ227 -5 ot “PACKING qo. e πεις a WIS NIS eni se 1 
a, PAE . 
-6 146-48123 GASKET, Forward fuel cell vent line outlet. . . 1 
146-48823-15 ADAPTER ASSEMBLY, Forward fuel cell vent line to "cell. 1 
attaching complete (NOTE: 146-48823-15 together 
with 175-48220 cup, 175-48127 gasket and The. 48228 
ball supersede 146-48223 adapter assembly for 
future procurement) 
" ATTACHING PARTS 
-7 AN74-17 BOS ο A E ee DL ex 8 
-8 AN960D!16L 2 MASHER. 01 9 2 mownsiea ov wwe die 8 
οσο, RE 
-9 AN507-632-6 . SCREW. . . . αν αν C 2 
-10 146-48224 . ADAPTER, Forward fuel cell vent line upper outlet. V δω re 1 
-11 146-48227 . GASKET, Forward fuel cell vent outlet. ; PLA 1 
-12 146-48226 SPRING, Forward fuel cell vent conical s 1 
-13 146-48225 . . PIN, Forward fuel cell vent line upper adapter vs 1 
-14 146-48222 v SPIDER, Fwd fuel cell vent line to cell lower movable . 1 
-15 146-48221 . ADAPTER, Forward fuel cell vent line lower outlet. 1 
-16 146-48228 BALL, Forward fuel cell vent outlet . . . : 1 
-17 175-48220 CUP, Forward fuel cell vent outlet. . . Se Ye 1 
-18 175-48127 GASKET, Forward fuel cell vent ball retaining cup US 1 
146-48134-11 . ADAPTER ASSEMBLY, Forward wing cell gravity outlet. $ ars 1 AC 
146-48134-13 . ADAPTER ASSEMBLY, Forward wing cell gravity outlet. . . .. 1 CD 
ATTACHING PARTS 
-19 ANT4-4 . BOLT (Must be selective fitted to assure correct depth. 8 
of bolt in dome nut) 
-20 ΑΝΟΘΟΡΗ 161, WASHER, ..-ᾱ. Uer Ue E «κ UE ὃς τῳ UE) τώ νὰ 5 8 
-21 146-48136 . . ADAPTER, Forward wing cell gravity outlets -i cre m e a% 1 
-22 AN900 -21 . . GASKET .. ΓΝ 1 
146-48132 2 . STRAINER ASSEMBLY, Forward wing “cell gravity outlet. 1 
-23 1146-48139 - . . ADAPTER, Forward wing cell gravity outlet strainer 1 
-24 146-48146 . . . SLEEVE, Forward wing cell gravity outlet strainer. 1 
-25 146-48148 | A a STRAINER, Forward wing cell gravity outlet 1 
146-48103 - INTERCONNECTOR ASSEMBLY, Forward to rear fuel cell. 1 
ATTACHING PARTS 
-26 ANTh-2T £^ BOLT. E RO ο πο 8 
-27 AN960D4161, WASHER D κάν: τν, DR oe See -ᾱ . 12 
-28 AN4-HA BOLE: 207: rn See cnt x, 4 
si ος PRA 
-29 146-48103 . INTERCONNECTOR, Forward to rear fuel cell SABE TRE. 1 
-30 12D10-0h8 D NUT, Splined (EN). . . . 4 
146-48102 . INTERCONNECTOR ASSEMBLY, Forward to rear cell fuel “vent 2 
ATTACHING PARTS 
-31 ΑΝΙ-6Α . 2. BOB a dt wa 3 
-32 AN960D416L WASHERS Qo € a RT A AR AE AA 11 
-33 AN7T4Y-27 AA A NS 8 
---*--- 
-3h 146-48102 . INTERCONNECTOR, Forward to rear cell fuel vent (casting) 2 
-35 42D10-048 . NUT, Splined (EN). ; 3 
-36 146-11314 . FITTING, Wing center section fuel cell tie τος upper “sup. 4 
ATTACHING PARTS 
-37 AN502 -416-8 SCREM iZ s πο ο σας PA eL LO: Dp XV e A 6 
-38 ANQ60D416L WASHER. . . . . . 4 we e e e . . om . om om . om . . . m n n on 6 
imam A emm «- $ 
-39 146-11315 . FITTING, Wing center section fuel cell tie rod lower sup. 4 
ATTACHING PARTS ΄ 
-ho AN502-416-8. SCREW ^u. cA elu Sem A oe 6 
-41 ANQ60D416L WASHER. . . ..... . . . s . . . +. +... 6 
-—— a 
-42 146-48128-11 . VALVE ASSEMBLY, Fuselage to wing tank fuel level control. 1 
ATTACHING PARTS 
-43 AN74-4 . BOLT. . de is οὐ wie: σῷ 12 
-44 AN960D416L . WASHER ie. de DE . 15 
-45 AN3 -4A . BOLT. ... ο "ν΄ 3 
-46 146-48133 . CLIP, Fus to "wing tank fuel level control valve mounting. 3 
ΡΕ, να 
-47 TF21400-13 PUMP, Fuel booster (TP) ......... 1 
A19A6097 5 MOTOR (WX) 0 2 € ae ae wer τος παν EG 1 
- ATTACHING PARTS 
-48 AN502-416-10 . -SCREW . EP : 4 
-49 AN960D416L . WASHER. x 5. Ὁ = 12 
-50 AN74-4 BOLT. νον Ξ 8 
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PART UNITS USEABLE ON 


FIGURE & 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

27-51 146-48125 e CETE o a WV e BF S EAR AEN za ET 2 
πως οσα S 

-52 146-48199-2 . ELBOW, RH main fuel cell booster pump seal drain. ..... 1 
-53 ANTA-4 ee BOLT ας ο o es iR NEU O TY SN oe νο tado ad v VB 
AN960D416L y WASHER: uo me rah xc A ta de e vas. 3s 18 
-54 AN310-4 < SNUDS ὃς RAR 2 ty 4 
AN960D/116 ο unc a De ν΄ meum 4? ο to ce thes sg 4 
2W14 +. WASHER, Eccentric (NA). . E ο 9 ode use oues Boe 4 
NAS184-4-5 . STUD, Fine thread . . . . . . . . .. .. 4 
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FIGURE 28 - WING CENTER SECTION FUEL CELLS 
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FIGURE & PART = UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
28 WING CENTER SECTION FUEL CELLS i 
146-48003-1 . CELL ASSEMBLY, Forward inboard wing LH . . . . . . . . . . Ref 
(see figure 27 for next assembly) 
146-58003-2 . CELL ASSEMBLY, Forward inboard wing RH . . . . . .. .. . Ref 
(see figure ?7 for next assembly) 

-1 146-48003-3 . . CELL, Forward inboard wing LH 1 

146 -48003-4 . . CELL, Forward inboard wing RH... 1 
-2 146 -48003-5 . . FITTING, Forward inboard wing cell vent and m 

interconnector 

-3 146 -48003-7 . . FITTING, Forward inboard wing cell tiedown. 4 
-4 AN4130- 22 x w ORITTING à ρα ο αν ας Dem Xo e OY ` 4 
-5 AN4130-6 v. d RITIN G 4 aae ο aaa 9*6 Woo see SO ας eG De XA 3 
-6 AN4130-26 x « PREIS RA A SEE A AAA A ᾱ 1 
-7 146 -48003-11 . . FITTING, Forward inboard wing cell interconnector . 1 
-8 146-48003-9 . . FITTING, Forward inboard wing cell vent ne: 2 
-9 146 -48003-15 + . OVAL HOLE COVER, Forward inboard wing cell. . . 1 
-10 146-48003-13 . . FITTING, Forward inboard wing cell access e 1 
-11 AN4130-23 zo wn a 6-6 εἰς fe ο Φα eod 0 € 3 GE a Ux NS Da 4 
-12 AN4130-7 ir a ΒΙΟ ΣΙΝΘΙΕ. wel. See tee ος ος sad vx eles at 1 
-13 AN4135-1 i oW PIPING co e cle boxed cm ox Uva E ος δω Ὁ 1 
-14 146-48003-20 . . FITTING, Forward inboard wing cell guage. ate Le o 1 
-15 146-48003-17 . . BAFFLE, LH forward inboard wing cell. . . . . . . . . . 1 

146-48003-18 κ BAFFLE, RH forward inboard wing cell. . . . . . . . . . 1 

146-48004-1 . CELL ASSEMBLY, Forward outboard wing LH (See fig. 28). 1 

146-48004 -2 . CELL ASSEMBLY, Forward outboard wing RH (see ne. 26 1 
-16 146 -48004-3 . . CELL, Forward outboard wing LH. > oft "a3. 1 

146-48004 -4 . . CELL, Forward outboard wing RH. . V x73, ὃν 1 
-17 146 -48004 -9 . . FITTING, Forward outboard wing cell tiedown 2s κά 3 
-18 AN4130-7 . FELINOS wow sw Ra A A 1 
-19 AN4130-22 5 s ἘΠΠΤΙΝΩ., 0 τε, ο Sao ts ο; ο δια ον Ne, fos τῶ, den e oe καν. car Kan Cw ἐς. το -ῷ 1 
-20 AN4130-6 o cao IBIMTING 205 x3 ν΄ Seok vee ae wee ie e ὦ ‘ 1 
-21 146 -48004 -7 . . FITTING, Forward outboard wing cell vent and. 4 

interconnector 

-22 AN4130-23 be Ὁ. 5 Sa ασε nol, ο νας TT ο. ο he 1 
-23 146 -48004-5 . . FITTING, Forward outboard wing cell drain . ο... 1 
-24 146-48004-10 n FITTING, Forward outboard wing cell access. . . wd 1 

146-48005-1 | CELL ASSEMBLY, Rear wing LH (see fig. 26 for next assy). 5 1 

146-48005-2 . CELL ASSEMBLY, Rear wing RH (see fig. 26 for next assy). . 1 
-25 146-48005-3 . . CELL, Rear wing ΤΗ. . . . . . . . Sse ae us ος Mele 1 

146-48005-4 . . CELL, Rear wing RH. . . . . 5 0 ee ewe νο ο 1 
-26 AN4127-6 š e πα Νας «o y dew O A AO A “Ge ee 1 
-27 146-48005-6 . . FITTING, Rear wing cell drain . . E oe 1 
-28 AN4135-11 of, - TATTINGS 43 ας 90 m ο) Ὁ E Ew 1 
-29 AN4128 so ue ARAN Sg. as Or ee eR a ο Ge με ROR AA ES VAT A OX, 1 
-30 AN4131 y "εἷς, PTTTINGA: οτε. οὐ ae ee au AA E deco hus te ub e 1 
-31 AN74-3 τ" a BOM RAR A Ue Ub WS A ven JW ee Cae, Sr HSE wo Ὁ 22 
-32 AN4130-6 εν Se SPITTING s: x4 ana ce a bese elke EC ο ο ον dh Ue 1 
-33 146 -48005-7 . . FITTING, Rear wing cell fuel interconnector ...... 1 
-34 146-48005-5 . . FITTING, Rear wing cell vent interconnector . . . . a. 2 
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Group Assembly Parts List 











AN O1-60AAB-À 


WING (Cont) 


FIGURE 29 - FUEL LEVEL CONTROL VALVES ASSEMBLIES 


PART UNITS 


H-184-48-14A 


FIGURE & USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
29 FUEL LEVEL CONTROL VALVE ASSEMBLIES 
175-48111-1 . VALVE ASSEMBLY, Tip tank to wing tank fuel level control. . Ref 
(see figure 25 for next assembly) 
175-48111-2 . VALVE ASSEMBLY, Tip tank to wing tank fuel lever control. . Ref 
(see figure 25 for next assembly) 
-1 AN815-6D 5^ Ὁ UNTON «ovo ne lel ο Be eS SORIA SUS X ove ede Ὁ 1 
-2 MS 29513-111 s uw BACKING E 404.0876 conl eod cm oo taa τῳ eB COURS oes Id 1 
-3 AN815-12D 4^ ae UNION e e a a deste, a de τῳ 2 
-4 MS29513-119 - . PACKING . . 3 
-5 K1880D . . VALVE ASSEMBLY, Fuel level control (KOE). . : 1 
-6 175-48110-1 . . ADAPTER, Tip tank to wing tank fuel level control. . : 1 
175-48110-2 x ADAPTER, Tip tank to wing tank fuel level control. . . . 1 
146-48128-11 . VALVE ASSEMBLY, Fuselage to wing tank fuel level control. . Ref 
(see figure 27 for next assembly) 
-7 AN837 -16D e. e ἜΤΡΟΝ 2 4-4 S Se. ee 9 Bow wv € e ώς a Hod 1 
-8 ANQ24-16D » . NUF wie veh τς ο ο ιδ; o ο Ss Sens Gr ο 1 
-9 MS29513-123 . . PACKING . . Be gee wen Be Se^ Wh. το"... 1 
-10 K1880D1 . . VALVE ASSEMBLY, Fuel level control (KOE). . . . . . . 1 
-11 MS29513-119 A . PACKING . . dioc Ae ο A UNE dE QU Ie ME imo ἂν TN 1 
-12 146-48334 . . ADAPTER, Fuselage to main cell fuel transfer valve 1 


eo y 0 O DO O DO νι DI À— 
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ΑΝ 01-60AAB-4 Group Assembly Parts List 
WING (Cont) 
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H-184-51-12A 
FIGURE 30 - LH AND RH TIP TANK FUEL QUANTITY GAGE INSTRUMENT EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 





175-51024-1 INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Fuel quantity . 
gage system tip tanks LH (see figure 22 for next 
assembly) ` 
175-51024-2 INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Fuel quantity . Ref 
gage system tip tanks RH (see figure 22 for next 
assembly) 
-1 38100640179 . TANK UNIT ASSEMBLY ia a Mr eh fe ed de a αἳ A 1 
-2 381006A0180 . TANK UNIT ASSEMBLY (854).................. 1 
-3 AN737RM74 PEUm UU AIT ceu 8 
-4 384010-32 . LEAD ASSEMBLY, 400 (SA) .. .. .. .. .. .. . . . 1 
-5 384002-32 . CABLE ASSEMBLY, Coax (SA) . . .. .. . .. .. .. 888 1 
-6 384010-23 . LEAD ASSEMBLY, 400 (54). ................ 1 
-T 384002 -23 . CABLE ASSEMBLY, Coax (54ὁῆ................ 1 
-8 384038 . PITTING, Feed thru 400 (SA) .. .. .. .. .. . .. 1 
-9 384005 . TEE, Lead 400 (SA). . . . . . . . . . 1 
-10 UGHO92A U . FITTING, Feed thru coax (SA). . .. 1 
-11 UG27Ł40 . TEE, Lead coax (SA) . . .. . . +. + 1 
-12 384010-12 . LEAD ASSEMBLY, 400 (SA) . . 1 
-13 384002 -12 . CABLE ASSEMBLY, Coax (SA). 1 
-14 384035 . ADAPTER, Bulkhead [EE 1 
-15 385036 . ADAPTER, Bulkhead (SA). 1 
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Group Assembly Parts List AN ΟΙ GORD ES 


WING (Cont) 


37 ps 


ROTATED 30° 














H-184-51-5 


FIGURE 31 - LH AND RH WING FUEL QUANTITY GAGE SYSTEM INSTRUMENT EQUIPMENT INSTALLATION 


τε 








PART 
NUMBER 


175-51021-1 
175-51021-2 

175-51054-75 
175-51054-79 


A3044F -3 
175-51068-1 
175-51068-2 
175-51068-3 
175-51072 
175-51069 
175-51070 
175-51098-1 
175-51098-2 
AN392 -27 
AN960-CÀ 
AN520-10R 
AN960C 10L 
AN345-10 


AN520-416R8 
AN365 -428 


175-51061-9 
175-51061-11 
175-51054-35 
175-51054-39 
175-51061-7 
29513! -16A 
UGA92A 

UG306 
175-51061-5 
175-51054-37 


175-51054-41 
175-51054-47 
175-51054-63 
175-51054-49 
175-51054-65 
175-51054 -43 
175-51054-59 


175-51054-45 
175-51054-61 
175-51054-51 
175-51054-67 
175-51054-53 
175-51054-69 
175-51054-55 


175-51054-71 
175-51054-57 
175-51054-73 


175-51061-3 
A3Ollip -h 
381001H0171 


175-51057 -1 
175-51057-2 
175-51058-1 
175-51058-2 
ΑΝΠΗ͂ΞΑ 
ANHHÓA 

AN507 -1032B8 
AN960D416 
38100360170 
175-51059 
381003H0172 
175-51056 
381003H0173 
175-51062 
ANS20-1032-10 


{ 
1 


INSTRUMENT EQUIPMENT INSTALLATION, 
INSTRUMENT EQUIPMENT INSTALLATION, 


ATTACHING PARTS 


ΑΝ 01-60AAB-4 
WING (Cont) 


NOMENCLATURE 


Wing fuel quantity gag 
system LH (see figure 3 for next assembly) 
Wing fuel quantity gag 
system RH (see figure 3 for next assembly) 
LEAD ASSEMBLY, Wing tip disconnect to wingfold. 
terminal strip LH 
LEAD ASSEMBLY, Wing tip disconnect to wingfold. 
terminal strip RH 
CLAMP (TIN) . . MM LC C 
DISCONNECT ASSEMBLY, Tip tank fuel gage system LH . 
DISCONNECT ASSEMBLY, Tip tank fuel gage system RH 
. TUBE, Tip tank fuel gage system disconnect . . 
PLATE ASSEMBLY, Tip tank fuel gage system disconnec 
TUBE ASSEMBLY, Tip tank fuel gage system disconnect. 


2 3 4 5 6 7 


e 


e 


t 


SPRING, Compression. E Š 
. BRACKET, Tip tank fuel gage "system disconnect “LH 

BRACKET, Tip tank fuel gage sygten disconnect RH 

PIN ow: sl 6. cx " " n . 

WASHER. . . . . . . . . ὥ " á 
. SCREW... V? wo ος p " s " . 
. WASHER. . . ο ὁ 2. ο ο ‘ . e ous ἃ 

NUT. ux ας "Ἕν e " ν 
SCREW :. τν 7 Ὁ. λος E τῳ ας ειν e es . 
NUD. E a χο, - E " 
CONDUIT, Coaxial cable harness LH . 3 
CONDUIT, Coaxial cable harness RH . . τρ πο ο... 
LEAD ASSY, Wing tip disconnect to wingfold disconnect LH. 
LEAD ASSY, Wing tip disconnect to wingfold disconnect RH. 
CONDUIT, Coaxial cable harness. . . νά 
GROMMET, Wire protecting split (mL) ics A 
RECEPTACLE (IPC). . να a * 


RIGHT ANGLE ADAPTER irre) ο e. E^ ο ο das Se a: Ba hay oe 

CONDUIT, Coaxial cable harness. . . x 
LEAD ASSEMBLY, Wingfold disconnect to relay box at. 

fuselage station 254.645 LH 

LEAD ASSEMBLY, Wingfold disconnect to relay box at. . 
fuselage station 254.645 RH 

ASSEMBLY, Outboard wing cell probe to 
wing cell outboard probe LH : 

ASSEMBLY, Outboard wing cell probe to 
wing cell outboard probe RH 

ASSEMBLY, Outboard wing cell probe to 
wing cell outboard probe LH 

ASSEMBLY, Outboard wing cell probe to 
wing cell outboard probe RH 

ASSEMBLY, Aft wing 
probe LH 
ASSEMBLY, 
probe.RH 
ASSY, Aft 

ASSY, Aft 


LEAD inboard. 


LEAD inboard. . 
LEAD inboard. 
LEAD inboard. . 
LEAD 
Aft 


LEAD wing 


cell 
cell 


cell 
cell 


LEAD 
LEAD 


outbd wing 
outbd wing 


probe 
probe 


wing 
wing 


cell probe to outboard wing cell. 


cell probe to outboard wing cell. 


LEAD 
LEAD 
LEAD 
LEAD 


ASSY, Aft 
ASSY, Aft 
ASSY, Aft 
ASSY, Aft 


wing 
wing 
wing 
wing 


cell 
cell 
cell 
cell 


probe 


‘probe 


probe 
probe 


to 


inbd probe 
inbd probe 
inbd probe 
inbd probe 


inbd 
inbd 
inbd 
inbd 


cell LH. 
cell RH. 
cell LH. 
cell RH. 


LEAD ASSY, 
at fuselage station 254.645 LH 
LEAD 
at fuselage station 254.645 RH 
ASSEMBLY, 
strip at fuselage station 254.645 LH 
ASSEMBLY, 
strip at fuselage station 254.645 RH 


LEAD 
LEAD 


Inboard wing cell inboard probe to relay box. 


ASSY, Inboard wing cell inboard probe to relay box. 


CONDUIT, 
CLAMP (TIN) . 


TANK UNIT ASSEMBLY, 
entry top mounted pacitron , 


SUPPORT ASSEMBLY, 
SUPPORT ASSEMBLY, 
SUPPORT ASSEMBLY, 
SUPPORT ia 


BOLT a «.. : : 
BOLT... : os 
SCREW. ... 
WASHER . . 


TANK UNIT ASSEMBLY 


SUPPORT ASSEMBLY, 


wes 
WCS 
WCS 
WCS 


Coaxial cable harness. 


' Non compensated 3,500 BC 250MB dial 


“(Outboard wing fuel tank) (SA) 
WCS station 70.5 fuel 


sta 107-7 
sta 107-7/8 aft fuel gage probe RH. 
sta 107-7/8 forward fuel probe LH 

sta ur -7/8 forward fuel Probe RH 


age (SA) 


aft fuel gage probe LH. 


TANK UNIT ASSEMBLY (Aft wing fuel tank) 


SUPPORT ASSEMBLY, 


TANK UNIT ASSEMBLY, 


SUPPORT, 
SCREW. . . . . 


ES probe. 


WCS station 58-1/2 UM ene a 
(Inboard main wing fuel tank) (54). 
WCS station 20-1/4 fuel gage probe 


. . . νο 95 9 n9 
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Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 
Ref 
Ref 
1 
1 
1 


probe LH . 
probe RH . 


Inboard wing cell inboard probe to terminal. 


Inboard wing cell inboard probe to terminal. 


e PPWPOPPRPRPP WW  lIOIOIDIO P T E HP E [BÍ E EB. IB UO 


m 


PrP mu. 


ο... 
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Group Assembly Parts List ΑΝ 01-60AAB-4 
f WING (Cont) 


FIGURE 32 - OUTER WING INSTRUMENT AND ELECTRICAL EQUIPMENT 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
32 OUTER WING INSTRUMENT AND ELECTRICAL EQUIPMENT 
175-51012 . TRANSMITTER INSTALLATION, Remote compass (LH only). 
(see figure 4 for next assembly) : 
-1 No Number . . TRANSMITTER, Remote compass (stock No.R88-1950-50)(GFP). 
ATTACHING PARTS 
-2 AN515UB8R12 & Jw SOGREW, Lou a κ ο ο el Ὁ qne. mL RO ECT 
-3 ANQ60D8L io. WASHER . o. 93 me ee, Xs ναι ὦ 
-4 AN365B832 €. ur INU Iz Qusn eh a μέρας he -ᾱ τῳ oec mx s 
-— — — 
-5 175-51014 - . PANEL ASSEMBLY, Remote compass transmitter . 
-6 AN8008D2 . r 2. INSULATOR. ὧν. a i oa «Ὁ a ος wow 5 xv cw Us 
-T AN515UB8R14 ES uw. SORBEW. x x ον hice Yu ve m Wa Ime δν de a dU 
-8 AN8013D1 35 ο. AAA Ga Rus ez ο” 
184-54014-1 . EQUIPMENT INSTALLATION, Electric system wing outer panel. 
(see figure 4 for next assembly) 
184-54014-2 . EQUIPMENT INSTALLATION, Electric system wing outer panel. 
(see figure 4 for next assembly) 
-9 146-54237-7 . . CONDUIT, Electrical wiring harness ........ 
-10 146-54208 . . CUSHION, Wing tip tank electrical disconnect plug. 
-11 146-54206-3 Β . CONNECTOR ASSEMBLY, Wing tip fuel tank light 
-12 NAS50-106 . . RING, Internal retainer. . . . . . . . . . . 





H-184-54-138A 


USEABLE ON 
CODE 


i A A a 





o 





AN C. JOAAB-4 Group Assembly Parts List 


WING (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

32-13 BZTRQ1T . . SWITCH, Wing tip fuel tank (MCS). R : 1 
-14 AN365-632 we ak. A 74 ie. M Ue m. e κ . 2 
-15 2W1P9-10-32 . . WASHER, Plain (NA). . . . . . - ; 2 
-16 AN515-6R24 Lo. SOREW noz Wo. a e ae et A 7 a : 2 
-17 AN960D6L . . WASHER. . -—— : 2 
-18 AN3436-2-2 7 TERMINAL BLOCK ASSEMBLY . . | . 3 ` 1 
AN3434-1 cog STRIP s u boo a es ai eS : y 2 
-19 AN515 -6R2 . . SCREW ai II Ξ : . > 2 
-20 AN341-6 24 2m NUT pou rg Der Rae, ο ES M M + 2 
-21 AN936A6B da a "WASHER. 44 wx a We et da IET ie dew Ios 2 
-22 AN961-6 . . WASHER. . A -- ; x 2 
-23 AN3032-5 | 1 LIGHT ASSEMBLY. . . . oo A teas 1 
AN3122-1524 . . LAMP. RR n ; s s 48 1 
-24 AN3042-1 . . COVER [o “(LH only). LONE : a : ΠῚ 1 
AN3042-2 . . COVER (green) (RH only). . . . 5$ Ὁ τὲ . E 1 
-25 2250-2 . . RING, Bonding (CED) ae only) zs vos ἢ es 1 
-26 AN515-4R8 s uw ¿SCORE 2^. s 9 6 x Wo» ETE . vts 1 
-27 AN505-4R8 . . SCREW —— ; s 2 ^s : € 2 
-28 AN3106A14S2S . . PLUG (LH only) . sed e aia ς 3 $a P ae 1 
AN3057 -6Α . . ADAPTER (LH only). at we ns E i-o 1 
-29 146-54237-9 . . CONDUIT, Electrical wiring harness (LH only) : ος 1 
295134-16A . . GROMMET (LH only) (MKL). . . Z ope. ce dq. : S 3 
-30 AN3436-2-10 . . TERMINAL BLOCK ASSEMBLY . . . +. +. +. +... . ; Ms 1 
AN3434 -1 oo STRIP cow oer ο ο Ux lei O uw Ww Oe ᾱ. eren sis 1 D hs 2 
AN515 -6R8 . . SCREW.. à PE . ques 2 
AN341-6 ga tay (NUT dir ο αν. bu DN 10 
AN936A6B f. 4.WASHER. ια ὃς we €» 5, eset We eas ο te τῷ . R Lea 10 
AN961 -6 . . WASHER. . . x i $2 10 
-31 397-10 . . COVER, Electrical “terminal block “(HEGE) y z ΡΕ 1 
-32 AN3436-2-15 . . TERMINAL BLOCK ASSEMBLY . . . . : 5 . Ae 1 
AN3431-1 D a to 292 8 3 408 ca xoa a . x ES 2 
AN515 -6R8 . . SCREW 5 ` N : ; : S ος ? 
AN341-6 a ώς ΝΠ... ον νι ae 4 s ᾽ " é τ S ... 15 
AN936A6B . . WASHER. . s. » I EA v ο ES 15 
AN961 -6 . . WASHER. . yee 5 m DE ὁ 1 
-33 397-15 . . COVER, Electrical "terminal block ( HEGE) 2. -ᾱ ne 1 
-34 10C2B8-10 ο αι as Ente pec τα” 1 
-35 295246-10C . . GROMMET (MKL). . . . MS a {ρα 2 
-36 146-54237 -3 . . CONDUIT, Electrical wiring harness . . . . . . . . +... 1 
295134 -16A . . GROMMET (MKL). $$ 2 
-37 AN3436-2-1 Ὁ Ὁ TERMINAL BLOCK ASSEMBLY "(use on -2 assembly 'ony). n. 1 
AN3434-1 . . STRIP eed on -2 assembly only). . . . . FP ος 2 
AN515-4R8 . . SCREW (use on -2 assembly only). . QU akt 2 
2W18-4L . . WASHER, Flat (NA) (use on -2 assembly only) . $e. we oe e 2 
AN365-440 . . NUT re on -2 assembly only). . . . . SA M ea eid 2 
AN341-6 . . NUT (use on -2 assembly only). . . . . . . r e e . + 1 
AN936A6B . . WASHER ee on -2 assembly oniy} be we Si den εώς τν 1 
AN961-6 . WASHER (use on -2 assembly only) . M 1 
-38 295134 -8A . . GROMMET (MKL) (use on -2 assembly only) 1 
-39 ' 146-54237-5 . . CONDUIT, Electrical wiring harness . "M 1 
295134-10A . . GROMMET (MKL). . a ο ο gat PESE 2 
-40 AN3435-2-12 ` TERMINAL BLOCK ASSEMBLY . . . . . . e - 1 
AN3434-1 v d STRIP atin tip cr μα aa ra Lus a. xe haus E 2 
AN515B6R8 . . SCREW . ... lat ca ds A 2 
AN341-6 ze NUT i ο € ρα... . < 12 
AN936A6B ee WASHER G A A A NR 12 
AN961-6 . WASHER. . . . . . . : σος 19 
-41 295246-14C . GROMMET (MKL). . . . . . . . . . . . e . +. +. 1 
-42 AN3108-10SLUS io tere ο ee ee ess E E eh οσα 1 
AN3057 -4 . . ADAPTER eer Ue fee ο τε om oda 1 
-43 AN3436-2-3 7] TERMINAL BLOCK ASSEMBLY . . . ; ; ‘ 1 
AN3434 1 . STRIP... SAU SU er A : : 2 
AN515-4R8 ο ο ο ο mth is ko ee αν ο τν. ἃ 9 
ΑΝΟΘΟΡΙΗ, . . WASHER. x 5 E $ Σ τ 2 
AN365-440 soo. NUR sx x ue A ο... 2 
AN341 -6 ᾳ. AA 2*5 -ᾱ : 3 
AN936A6B . . WASHER. as κ s 3 
AN961 -6 . . WASHER. . s Adde d ου qe rta, bs 3 
-44 397-3 | 1 COVER, Electrical terminal block (HEGE) . . . . . 1 
-45 AN365-1032 . . NUT (ground stud). "TW per 1 
AN960D10L . . WASHER (ground stud) . . . . . +. +. ee ee ee eee 3 
AN340-10 . . NUT (ground stud). od OE ex ο WU m Ἂν e te AG le Bt 1 
AN935-10 . . WASHER (ground stud) pe LI tite Grats e Bees s erae ie Ie fat rt 1 
AN520-10R12 . . SCREW (ground stud). . . . . +... +... . . ... . . . 1 
-h6 AN3106A16815 s urne. PEIUS uuu neue vi tee i ture. Ον Ἦν ἵν ex en eT TS 1 
AN3057 -9A zi ADAPTER... ose voie we VE ad cdl ῥλ S ιν e th 1 
-47 AN365B440 Soie NUT. S Sg 2 d. de : s . š 2 
-48 ΑΝΟΘΟΡΙΗ, . . WASHER. . . . ; des ue cu m RUE A 2 
-49 AN936A4B . . WASHER. . . M "Du Ὁ εἴ "I ee Bede νὲ 2 
-50 AN515-4R8 +. . SCREW. . . . . . . 2 
-51 AN3092-3 . 4 LIGHT ASSEMBLY. . . 5 4 oe - 0e - 0 A 1 
AN3021-313 S SAMP 600.4 66s y ee Vhs Sak. ec os 1 
-52 A1258-3 . . LENS, Tail light “(red)” (LH only) σαν ia es 1 
il A1258-4 . . LENS, Tail light (green) (GMC) (RH oniy). WC ROS 1 
295131 -BA . . GROMMET (MKL). . . . ος ee kd ο αν 1 

A ο τς ο ο τα ας ΕΕ τι ος πως ιτ τς ον τι A ——————— S 
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WING (Cont) 





Β-184-51-15Α 


FIGURE 33 - WING CENTER SECTION INSTRUMENT EQUIPMENT 


76 





PART 
NUMBER 


175-51011 
No Number 


146-51039 
10834A 
146-51041 
A6939-632-375 
AN515-6R12 
AN822 -6-2D 
AN823-4D 

No Number 
146-51043-13 


146-51044-15 


P904M 
AN365-1032 
AN960D10 
AN3 -4 
AN960D10L 
160-51076 
AN912-1D 
AN826-4D 
AN818-4D 
AN819-42Z 


981 
146-51801-31 


AN816-4D 
146-51801-35 


156-51100 


AN 01-60AAB-4 
WING (Cont) 
NOMENCLATURE 


2 3 4 5 6 7 


INSTRUMENT EQUIPMENT INSTALLATION, wos... 


e... ee 9 ο 5 


(see figure 8 for next assembly) 
WING CENTER SECTION PITOT TUBE LINES. 


(see figure 34 for detail breakdown) 
GAGE INSTALLATION, Water injection pressure 


. GAGE ASSEMBLY, Type 0-1 pressure (ELA) 

+ BRACKET, Water injection pressure gage 

s NUT (ΤΝ) da e co te £929 4 9 0. ὦ 97 e 

e SCREW ων σον ον ὦν OR Le usc το 

we. ELBOW. o4 ono eo» 0 is wes ww 
ELBOW. . . . 
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Group Assembly Parts List 


ο ο 


BULB, Temperature (GFP) (Navy Stock No. R88B890). 


LEAD ASSEMBLY, Cylinder head temperature 1 
LH engine 


nstrument 


LEAD ASSEMBLY, Cylinder head temperature instrument 


. . © e ù 


RH engine 
PRESSURE SWITCH, Pilot's stall warning differential 
NUT AS acta oe ue aa er Lies γᾷ es Det e de^, ϱ 
WASHER. soe Ger re a 9. P «ὦν oe O a 
BOLT, ο ας ο ο ο. 
WASHER. ον .ᾳ. ον occ ας a νι ο 
BRACKET, Stall warning switch mounting. . 
BUSHING . ^d vox ow ιν 9; Ὁ «ῷ ως -ᾱ; e cogo e 
TEE. οἱ. ἐν ὦ, Que 1» ida ise vs ο. eS: A Ue 
NUT. avus e ο da I Duy Con E ue NE. reis 
SLEEVE. o:re: re ol 0.) ts ose lee ο) o ee 
SUMP, Drain (ΝΑ). ............ 
LINE ASSEMBLY, Stall warning drain tee to 


port section 2 
NIPBRDE. 24353 αν δώ. δν ο. RA ον ος co ite 
LINE ASSEMBLY, Stall warning drain tee to 
port section 2 
VENT ASSEMBLY, Stall warning static . . 


Heec t t n ο 


o 


Moe... »» » ο 


E 


Doo o a+»... 
Des e eee om ο ο 
u 


n 


static. . 


9. 0 ο c] 2 ὁ t t ο 


ee 9 c . ο . ο n 


o9 9 0 9 9 c9 » ὁ ο ο 
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Section HI 


Group Assembly Parts List ΑΝ 01-60AAB-4 
WING (Cont) 








H-184-61-16 
FIGURE 34 - WING PITOT TUBE LINES 
nouns a PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
3 


WING PITOT TUBE LINES 
NOTE: ALL EQUIPMENT LISTED USED ON RIGHT WING ONLY 
No Number WING CENTER SECTION PITOT LINES (see fig.33 for next assy) 


. Ref 
-1 1156-51108 . . SWIVEL ASSY, Airspeed static and pitot lines inboard . 1 
-2 156-51116 . . . NUT, Airspeed line swivel TM hen ah A Ake Oy 2 
-3 AN960-1016L ν * . WASHER . Reo S alg 2 
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ΑΝ 01-60AAB-4 Group Assembly Parts List 


WING (Cont) 






34 - x 2 . SWIVEL, Airspeed line . . a ees "IUE 2 
-5 156-51111 . . . SHAFT, Airspeed line. . . . . . . . . . ο» 1 
-6 AN6227-11 PACKINGS. um αν ose ο eae oe e : 4 
-τ 156-51113 . . BRACKET,’ Airspeed line swivel inboard 1 
-8 AN4H6A »' BOLT. e 25: ce. tes a oo EEN ϱ X oss : 1 
-9 AN365-428 : NUT voeem mr E 1 
-10 AN4-23A > BOLT. oyes f 1 
-11 146 -51801-58 ¿ LINE ASSEMBLY, "swivel drain tee to inboard swivel (pitot) 1 
-12 146-51801-60 LINE ASSEMBLY, Swivel drain tee to inboard swivel ο ος 1 
-13 AN824-4D TEE . 5 ` : 2 
-14 9S1 SUMP, Drain (Na): A ὃς. ος 4 
-15 AN819-4Z SLEEVE sce floc aaa de 4 
-16 AN818-4D NUD oe pened E ο) AP tS an wed κο a Na A a cem ru e Pn a 4 
-17 146 -58101-62 LINE ASSY, Inbd swivel to nac drain tee ord sect. l. 1 
-18 146-58101-70 LINE ASSY, Inbd swivel to nac drain tee (static) sect. 1. 1 
-19 AN832-4D z UNION tee ο ο fe, ea a ubt ete Heo ο 4 
-20 AN924 -4D μμ teat mace ο tends - 4 
-21 AN960D716 ο. WASHER ¿o eo» το e D Veo ο, ὃς A Se ee 4 
-22 146-51801-64 . LINE ASSY, Inbd swivel to nac drain tee (pitot) sect. 2. 1 
-23 146-51801-72 . LINE ASSY, Inbd swivel to nac drain tee (static) sect. 2. 1 
-24 146-51801-66 . LINE ASSY, Inbd swivel to nac drain tee (pitot) sect. 3. 1 
-25 146-51801 -74 LINE ASSY, Inbd swivel to nac drain tee (static) sect. 3. 1 
-26 AN815-4D UNION 4 2 ee iw ο ας δν ee δω ος oe a ο ος δ) Ὁ Σ 4 
-27 146-51801-68 . LINE ASSY, Inbd swivel to nac drain tee (pitot) sect. 4. 1 
-28 146-51801-76 . LINE ASSY, Inbd swivel to nac drain tee static) sect. 4. 1 
-29 AN824 -4D ΝΑ Seeds ge reed ἅγιος WOES ale is ‘ 2 
-30 146-51801-122 LINE ASSY, Nacelle drain tee to fus drain “tee” pitot). 1 
-31 146-51801-124 LINE ASSY, Nacelle drain tee to fus drain tee (static) 1 
-32 146 -51801 -80 LINE ASSY, Nacelle drain tee to fus drain tee (pitot). 1 
-33 146-51801-90 LINE ASSY, Nacelle drain tee to fus drain tee (static) 1 
-34 384-3 GROMMET, Line support. . s lie 15 

156-51106-1 SUPPORT INSTALLATION, Airspeed “boom WOP (see figure ἡ; Ref 
for next assembly) 
-35 156-51104 3 FITTING, Airspeed boom WOP main spar support $7 x 1 
-36 156-51105-3 . . FITTING, Airspeed boom WOP main spar support. . . 1 
156-51106-11 . SUPPORT INSTL, Airspeed boom WOP (see fig. 4 for next assy). Ref 
-37 156-51105-5 ; FITTING, Airspeed boom WOP front spar support. . . H 1 
-38 AN4 -30A $ BOLT. £4. PE Aak E cL ee ces as Ron 2 
-39 ANA -6A ae uw CBOLTG ege ος d ὃν deve Rs Low M P 2 
-40 AN960D416 . . WASHER. . . S £9 ES ο ο... v: fg 4 
-41. ΑΝΟΘΟΡΗ 161, š WASHER. . . κ οἱ ἓῷ uds ILES . "m 4 
-42 AN365-428 . . NT. afte. ον ep tt ὁ 4 
-43 156-51107 . . BOOM ASSEMBLY, Wing “outer "panel “airspeed : v dere 1 
-44 156-511007 -11 . . . BOOM ASSEMBLY, Wing outer panel airspeed. ài πα. 1 
-45 AN5816-2 :. TUBE (Navy stock No. R88T3305)..... ο. 1 
-46 AN507-640-4 SCREW. . . "Xe 0.5.5 Ref 
-47 156-51107-12 LEAD ASSEMBLY, "Wing outer panel airspeed. vw 1 
-48 AN815-4D "ES UNION ΜΗ. ie ων ο. ο ου ve 2 
-49 AN6270-4-9 . 5 . HOSE ASSEMBLY é eu 1 
-50 AN6270-4-10-3/4 . HOSE ASSEMBLY te QM P : 1 
-51 156-51115-3 SPACER, Wing outer panel “airspeed boom lines. 4 
-52 156-51115-5 SPACER, Wing outer panel airspeed boom lines. 2 
-53 156-51115-T . . SPACER, Wing outer panel airspeed boom lines. . . . . 2 
156-51112 LINES INSTALLATION, Wing outer panel instrument . . . . .. Ref 
(see figure 4 for next assembly) 

-54 AN6271-4-7-5/8 . HOSE ASSEMBLY . . . .:..... . +. + 5 2 
-55 AN927 -4D e ELBOW 4 ο, Ὁ 453g a a δν ε : 2 
-56 AN902-4 s GASKET... ceed o ον oe a Man E δε ος β-. SS s 4 
-57 AN924-4D - ux NUT ο Ta oe a δν we š A 2 
-58 AN815 -4D " . UNION . E τ 9 
-59 156-51109 à . SWIVEL ASSY, Airspeed “static and pitot lines outboard. ay 
-60 156-51116 . . . NUT, Airspeed line swivel . -- 2 
-61 AN960DIO16L E . WASHER... ο ο ο ο A En ο 2 
-62 156-51110 " SWIVEL, Airspeed “lines. . rc a A P 2 
-63 156-51111 í SHAFT, Airspeed line swivel νον " 1 
-64 AN6227-11 s $ PACKING. . . « « . ὁ © © ὁ © © © ὁ © ὁ ὁ ο we ξ 4 
-65 156-51114 . . . BRACKET, Airspeed line swivel outboard. A 1 
-66 AN365-1032 e Ww. NUT 2 w € € Me WC des vei cR. a Feo e ana DE SS . 2 
-67 AN960D10L . s WASHER. e 202 Lo a 9 e mo rm oos j 4 
-68 AN3-21A o ax BOLT: v4 aa A E E EE A 1 
-69 AN502-10-12 . SCREW... 5 νο ο ο ο 1 
-το 146-51801-52 . LINE ASSY, “outbd "wing drain tee to “swivel ο. 1. 1 
-71 146-51801-54 . LINE ASSY, Outbd wing drain tee to swivel (static) sect.1 1 
-72 AN824 -4D TEE a al € Ne. 25e aa S. a σον ας ος 2 
-73 AN818-4D κα Αμ μα ανα κα: 2 
-74 AN819-4Z SLEEVE. .. . NP Mee: ἂν ο ο μα ο RCN τά 2 
-75 951 SUMP, Drain (NA). ; ὦ gi gs 2 
-76 146-51801-56 LINE ASSEMBLY, Airspeed "boom to outboard wing “drain... 1 

tee (static) section 2 
-TT 146-51801-48 LINE ASSEMBLY, Airspeed boom to outboard wing drain. . . 1 

tee (pitot) section 1 
-78 AN821-4D ELBOW . . BAD va re ο Gat ο SE ο Vee Chae OG. BS 1 
-79 146-51801-50 LINE ASSEMBLY, Airspeed boom to outboard wing drain. 1 

tee (static) section 1 
-80 AN815-4D UNION ......- v Um oa τὂν A Se ets, Si acer δι Ee 2 


AAA AAA ee a πη 
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H-184-52-14 





FIGURE 35 - LH AND RH WING OUTBOARD PANEL SURFACE CONTROLS INSTALLATION 
80 
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-60. -4 
AN 01-60AAB Group Assembly Parts List 


WING (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
35 116-52006-1 SURFACE CONTROLS INSTALLATION, Wing outboard panel LH. . . . . Ref 
(see figure Y for next assembly) 
146-52006 -2 SURFACE CONTROLS INSTALLATION, Wing outboard panel ΒΗ... . . Ref 
(see figure Y for next assembly) 
-1 AN210-2A e PULLEY . . . . x vx cud . 2 
-2 146 -48826 SPRING, Tip tank release return . . | 1 
-3 146-48814 | CABLE ASSEMBLY, Tip tank release outboard τος 1 
-4 175-52318 . ROD ASSEMBLY, Aileron control wing break to boost |. . 1 
ATTACHING PARTS 
-5 AN310-4 NUTS. 7 09 ο ow δν 2 
-6 AN960D416 . WASHER . . . 4 
-1 NAS54-14 | BOLT, Close tolerance alloy steel 1/4-28 (magnetic inspected) 2 
—— 
.-8 175-52320 . . ROD END ASSEMBLY, Aileron control wing outboard. 2 
-9 AN316-8R v kv ANUE νων... ΝΙΝ κας. 9 
-10 - 175-52319 . . ADAPTER ASSEMBLY, Aileron control wing outboard rod. 2 
-11 AN310-4 e NOT ο ο ο ο ο ο ο RI M ο s Ug edo ο 2 
-12 AN960D416 .  . WASHER . . . . 2 
-13 NAS54-13 . BOLT, Close tolerance “alloy "steel "1/42 -28 (magnetic inspected) 1 
146-523168-1 . BELLCRANK INSTALLATION, Aileron control outboard LH . . . . Ref 
146 -523168-2 . BELLCRANK INSTALLATION, Aileron control outboard RH . . . . Ref 
-14 - 160-52339 ROD ASSEMBLY, Aileron boost follow-up. . . . . . +. . +. > 1 
ATTACHING PARTS 
-15 AN310-4 NUT (magnetic inspected) A a ὦ 1 
-16 AN174-13 . . BOLT (magnetic inspected). uw 1 
-17 AN960D416 . . WASHER. ....... 4 NS A teh See See. He BBS 1 
-18 AN960DH16L . . WASHER. . . . . . . A 1 
ο Vs 
-19 AREA . . . END, Bearing rod (SHA) . . . . .. . . . ος 1 
-20 AN316-5R A s NU TA Fu oe edat: fe χων ο Be oe “Ὁ A 2 
-21 169-52323 . . . BEARING, Aileron control push-pull rod. 1 
160-52339-3 . . . SUB ASSEMBLY, Aileron boost follow-up . . ES 1 
-22 146-523152 . . . . END ASSEMBLY, Aileron control inboard push-pull rod 2 
160-52339-5 ων . TUBE, Alleron boost follow-up. . . . . s soso ον 1 
-23 160-52386-1 S. ets BELLCRANK, Aíleron control outboard LH . . . . . . . . +. 1 
160-52386-2 BELLCRANK, Aileron control outboard RH . . . . . . . . . 1 
ATTACHING PARTS 
-24 AN310-5 NUT (magnetic inspected) "n 5 qu AM rS erae 1 
-25 AN175-42 . . BOLT (magnetic inspected). ο. O Sts eq 1 
-26 AN960D516 s os WASHER. Do 4.9 Ὁ x39 ee Ὁ —-— cs ES 1 
-27 AN960D516L a WASHER o 9399. wo δν ὃν ο) ος wo ορια: V 1 
---Β.-- 
-28 146-523107 . . CHANNEL, Aileron horn rigging. . . s ασ dp vA 1 
-29 146-52333-1 . . “SUPPORT ASSEMBLY,  Aileron control boost sector LH. . . . 1 
146-52333-2 SUPPORT ASSEMBLY,  Aileron control boost sector RH. es 1 
ATTACHING PARTS 
-30 AN365-428 NUT. ou ve A Bevel BPS ας BOR, See Be eter A 6 
-31 ΑΝΗ -ΤΑ . . BOLT (magnetic inspected). . . . 3... . ee ewes 4 
-32 AN4-11A E ce BOLT: Xo ck A O ARANA AAA 2 
-33 AN960D416L vo WASHER. sore gans oa a o e Tei ves ὁ, I ες ο. re ee Ὁ 4 
-34 AN960D!16 « s WASHEH. 4-5 wo 321403403 -ᾱ το 0$ iR ιν, Delle ος je cmo a Dm s 8 
e-— a mm 
-35 AN207D5 $t ag: SBEARING Saca 29 les es E RA As 1 
-36 AN200K5 . . . BEARING. . . eae e rossi false? ig τόν. ον 1 
175-520102-1 . LOCK ASSEMBLY AND INSTALLATION, Aileron surface control . . Ref 
175-520102-2 . LOCK ASSEMBLY AND INSTALLATION, Aileron surface control . Ref 
-37 AN960D616L sou WASHER 4360. xs wo ΜΗ xou el woes der e gel ee arid Deo 2 
-38 AN396-31 . . PIN... a Ανα ο ον Ωμ... ; 1 
-39 175-52094 . . BUNGEE ASSEMBLY, Aileron surface lock return . . . . . 1 
-ho AN320-4 zd E A leaped Roms eR a 1 
-41 ΑΝΟΘΟΡΗ16Ι, iod SWASHER sotir <6 aac St ee mn er e De δις, A da ; : 2 
-42 AN24 -22 . . BOLT... . $m moss RS aA ar 1 
-43 146-523121 ` | SPACER, Aileron lock arm. . ; 1 
-44 146-52397 -1 . . SPRING, Aileron control lock nook LH . es us 1 
146-52397 -2 - . SPRING, Aileron control lock hook RH. 7 1 
-45 146-52398-1 . . ARM, Aileron lock hook operating ΙΗ... . n 1 
146-52398-2 . . ARM, Alleron lock hook operating RH. . . . . . + 1 
-46 146 -52396-1 . . HOOK ASSEMBLY, Aileron lock LH. ......... 1 
146-52396-2 . . HOOK ASSEMBLY, Aileron-lock RH. . ΙΝ; 1 
-47 RBC4 . . . BEARING (RBC) . . . . +. +. +... ee ee . . 9 . ew 1 
-48 175-520109-1 . . SUPPORT ASSEMBLY, Aileron control lock ΙΗ... . . . . . 1 
175-520109-2 SUPPORT ASSEMBLY, Aileron control lock ΠΗ... . . . . . 1 
ATTACHING PARTS 
-49 AN365-1032 NUT ss. ο ο a SE eet, Se var LS 1 
-50 ΑΝΟΘΟΡΙΟ + . WASHER. . Eo ue E Woo δι ἃν Tn Cok do M ATA cx e o 9 
-51 NAS221-13 . . SCREW, Brazier head Phillips recess alloy steel. 1 
---ᾱα.... 
-52 AN364 -1032 ο A edo cde aes di ums e 2 
-53 ANQ60D10L ο WASHERS ο ο nk Seah Ae She Tae di wa bp Sree E PIE OT 4 
-54 NAS43DD3-10 . . SPACER, Screw and bolt . . . . . . . e . . . . . . .. 2 
-55 AN23-9A Ξ A NN . 2 
-56 AN210-2A . PULLEY POE ise ul ντ νιν Ter sip a, ee cde s ee 1 
-57 146-52330-1 . CONTROL INSTALLATION, Aileron outboard wing break LH. . . . Ref 
146-52330-2 . CONTROL INSTALLATION, Aileron outboard wing break RH. . . . Ref 


(see figure 36 for detail breakdown) 
Ss ee en A C MTM I RM A τς ο. 


81 





Section. 11 


Group Assembly Parts List ΑΝ 01-60AAB-4 
WING (Cont) 





FIGURE 36 - LH AND RH AILERON OUTBOARD WING BREAK CONTROL INSTALLATION 
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Section II 


Group Assembly Parts List 


I ης” τες 


USEABLE ON 


34 


PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
146-52330-1 CONTROL INSTALLATION, Aileron outboard wing break LH. . +. + : 
(see figure 35 for next assembly) 
146-52330-2 CONTROL INSTALLATION, Aileron outboard wing break RH. . +. » + 
(see figure 35 for next assembly) 
146-52318 š ARM ASSEMBLY, Aileron control wing break outboard folding 
ATTACHING PARTS 
AN310-4 «s NUIT a A A RN AR a A ees 
AN960-416 ë WASHER. . +. + ——— HQ 
NAS54-20 3 BOLT, Close tolerance alloy steel 1/4- 28. MER 
—— ÀÀ 
NAS77-4-37 X . BUSHING, Flanged press fit steel... e 
146-52366-10 . ROD ASSEMBLY, Aileron control wing break outboard . . . . 


ATTACHING PARTS 


(supersedes 146-52366) 


AN310-4 ο Iu wu esie S Gap a fe amb ras KS S 
AN960-416L 2. WASHER; ww» 94 46 9 Ὁ Ne mc oue am OS ee  Ἡ 
AN960-116 . WASHER, . . . . . us Ὃν χο de DD d ve 
NAS54-14 . BOLT, Close tolerance alloy steel eee DB. s Ld vat 
NAS54-13 . BOLT, Close tolerance alloy steel 1/4-28. . . . . . +. + 
πμ AA 
156-52302 > . BEARING, Aileron control push pull rod... 5 
AN316-5R F ὦ NUTS Ge a ο wol 9 δι RAR 
RE4FL5 . END, Bearing rod (FAR) . . +. +. +. +. eee +. + doi sw 
AN316-5L . S NUT. 8 era ο Ὁ ο (eod 09. 09 ο La AS Ὁ ΧΙ τὸ δ ὁ 
146-52340-3 A . END, Aileron boost follow up rod . . . . . . sse 
146-52340-4 » END, Aileron boost follow up rod : -— 
146-52391 T BELLCRANK ASSEMBLY, Aileron control outboard wing preak 
ATTACHING PARTS 
NAS54H23 Ρ BOLT, Close tolerance alloy steel 1/4-28, . . . . . + +. 
AN960D416 s CWASHBR. keoaoa xe ea a A αν wee -ᾱ 
ἘΠΕ, σα 

AN200K4 D . BEARING. . . ao τῶν der eke? Ser Perros 
4S7-5-813 τ . SPACER, Flanged “dual bearing (NA): 

146-523174-1 9 HORN ASSY, Aileron control wing break outboard "complete 


146-523174-2 

ATTACHING PARTS 
AN310-6 
AN960D616 $ 
NAS56-21 . 


AN310-3 
AN3-14 
ΑΝΟΘΟΡΙΟ 
AN960-10 
146-523164-1 
146-523164-2 
146-523162-1 
146-523162-2 


e 9 0 9 ὁ t 9] 9| 9 9 n 


HORN ASSY, Aileron control wing break outboard complete 


N uses ia a ο o ο. Unde E CR UE A E ας Ὁ 


WASHER e. € 99» es ὦ aa Eee deus δ Xo. uw os de ϐ 
BOLT, Close tolerance alloy steel 1/4-28. . . . . . +. + 
x NUR. « s è de EE paras 


WASHER . x 


. ..—. 


. BOT... . . . ee ee ee 


WASHER | . 2 ο o n 


«. oe 


ý PLATE, Aileron control wing break horn LH. E 
. PLATE, Aileron control wing break horn RH. . " 
. HORN ASSEMBLY, Aileron control wing break horn LH. 


. 
. 
. 
. 
. 
. 


HORN ASSEMBLY, Aileron control wing break horn RH 


ee ee t] 9] 2 t$ ὁ 9 9; t| 


K6A . BEARING (FAR). . . +... «ο ee ee et n n n. 

456-6-0.302 : SPACER, Plain dual bearing (NA). — t 

AN201KY4A . $ BEARING. . +. + . . . 

146-523146 SUPPORT, Aileron control "wing break Sector "outboard : 
ATTACHING PARTS 

ΑΝΙ-ΤΑ BOLT s wow c4 20 € Ὁ RA ο: Beer € 9. OD XD m A A 


Ui 
PER ASSY, 


oe eee 


ee ee 


e... o9 t] . 9 9$ 9 9 9 t$ 


NITS 


Ref 


Pee 


Ε.Ε μα να ο κ m|Bmbtopmpbm Hm 


Re 


HOP PrRrya 


ο PNENE FPP 02 


CODE 
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FIGURE 37 - WING CENTER PANEL SURFACE CONTROLS INSTALLATION 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
37 146-52005 SURFACE CONTROL INSTALLATION, Wing center panel . . . . . . . Re -" 
(see figure 8 for next assembly) 
-1 AN210-2A e (PULLEY. κι... o wl eS ve τῷ. Ea A ο. 18 
-2 146-48816 . CABLE ASSEMBLY, Tip tank release intermediate LH ..... 1 
84 
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ΑΝ 01-60AAB-4 
Group Assembly Parts List 


WING (Cont) 


FIGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
3T 146- 17 . CABLE ASSEMBLY, Tip tank release intermediate RH. 1 
-3 146-523134-3 . RETAINER, Aileron control sector cable. . . . . . . EM 2 
-4 ΑΝΘ31 -6-10 s. SGROMMET.. o ο ο a es oa οι S S T 2 
-5 146-523130 . CABLE ASSEMBLY, Aileron lock control outboard . a 5 9 2 
-6 146-523131 . CABLE ASSEMBLY, Aileron uplock control outboard . . Ν a 2 
-τ AN320-3 s GUT. X ik E δν wo ες 7 à 8 
-8 AN960D10L v WASHER 4 5 e ον ος ed Par ee) lese εδ) τῷ Ge ns (ος ον ; . 16 
-9 AN23-9 BO o ο ο ο ies de ο z : 4 
-10 AN23-10 . BOLT ie e Rai ο yhp aeos t ket ue RS τῷ, oS 2 
-11 AN23-13 . BOLT aft)... eni. es Verear s el O ce) τς 2 
-12 146-523106 | LINK, Aileron lock “gontrol Cables 1.5 os: oG ilaou 4 
-13 146-523102 . CABLE ASSEMBLY, Aileron lock. . ot pie bk: «5 2 
?S -C093-72-3/8 . . CONTROL ASSEMBLY, "Tru-way" push-pull (ACA). -—" a 1 
-14 146-523104 . . CLEVIS, Aileron lock cable inboard . . o da e δ 1 
146-523103 . . CLEVIS, Aileron lock cable outboard. . 1 
- “15 AN315-3R «^x NUI ra a a ο A A AA 2 
-16 AN310-4 s INUT. 4.25 9 x 09097390 2 
-17 ANA -22 . BOLT... . . "LEX ELEC 2 
-18 ANQ60D416L . WASHER . . . . +. +. + R s A 4 
-19 AN960D10L . WASHER . . A . iens 2 8 
-20 4S 3D416-10 | SPACER, Bolt (NA) - "E" 2 
-21 4s 3D416-34 . SPACER, Bolt NA " δι ο, ede Ces: AA y WIR. A οκ ορ de 3 
-22 146-523100 . LEVER ASSEMBLY, Aileron lock. eq Au. -ᾱ ew qd eee ee ee se 2 
-23 AN2O1K4A E =. BEARING 4 o 4o wo «οἱ c9 9, δα ον hom ue ie ie eo 6 Φ 7 1 
-24 AN3-6A . BOLT. ird . : i a 4 
-25 AN3-4A M BOLT oh, ο ter ev ο ο ew ο og ae Ss cede πο. 4 
-26 AN210-2A . PULLEY . ο a τὼν ὅν ae d MU TRI EL ES ere μας 2 
AN320-3 . NUT. E à Jut xd, ο. deu) 2 
AN23-11 . BOLT "(magnetic inspected) M Motels Bess, ο iiie me. i GA Soe wee ας φῶ) Ge 2 
AN960D10L Ss WASHER . . s ὦ Xo ὁ 39900. € ο Ge s dm -ᾱ- ο τᾷ ee ο ὋΝ 4 
-27 AN210-6A s- PULLEY . BA Veo eoe ος cb SECUN 2 
AN320-6 de (NUT A ee ο ood a us ie We, cg ted ets ist ien Tec Je ht uin p vs 2 
AN26-17 . BOLT (magnetic inspected) 4? gee eh ο. d) ous der fe i eos 2 : 
D AN960D616L . WASHER . . . « ο . . © «© + on t μα πο a mew e 4 
-28 AN210-4A τ. PULLEY ice) δ: ee el se, 909 es RS A 33:266 e vies C6 2 
: AN320-4 ἵν... ΝΙΝ ο μυ" E ο, -ᾱ ὃν CS 2 
AN24-15 . BOLT (magnetic inspected) . . . . . . . s atang 2 
AN960D416L . WASHER . . (cca. D^ Ee ΡΜ o> de . ο a ee β 4 
-29 146-52357 . CABLE ASSEMBLY ,. Aileron control center wing outboard. . . . 2 
146-52045 . . LOCK, 5/32 cable . . i ee wu A ο eh. Bs ans 1 
-30 160-52606 . UNIVERSAL ASSEMBLY, Flap ‘arive shaft. ο πο ο ο 2 
-31 160-52613 . . REDUCER, Flap drive shaft. . . 3... . . + Pons t ἃ 1 
-32 146-52067 -. . TONGUE, Flap drive shaft universal . . . . . $ $$ ον 1 
-33 AN320-3 ΜΕ we a de ιτ EC m XX) XO X «δι X Ree ας πρι ἃ -ᾱ- XR ex Ga wow 9 
-34 AN960-10L . WASHER . . . "E EN wo Ser nce: cie 2 
-35 AN23-15 1 BOLT (magnetic “anspected) . . λα user ο 2 
-36 184 -52603 . ACTUATOR ASSEMBLY, Outboard flap. ο a? San eae Ἠά Ὅς Ste Sete: 2 W 
1698E1 . ACTUATOR ASSEMBLY, Outboard flap (WGW) . . . +. +. +. +. + + 2 BQ 
-37 AN310-5 . NUT. i ἃ) ο Ro na 9. RD Ὁ αν a a se 2 
-38 AN5-24 . BOLT. "(magnetic “inspected) . Ld Ws ai γνῷ. ο dett 2 
-39 AN960D516L . WASHER . . A QM EM 4 
-40 146-52610 . BLOCK ASSEMBLY, Flap “actuator pivot universal . . . 2 
ATTACHING PARTS 
-41 AN310-5 NUT. 6546 A a aa a neus ots 2 
-42 AN5-25 ; BOLT (magnetic inspected) . . . . ....:..«::..'. 2 
-43 AN960D516L =. πιο o2. 0x ο a e A o ur οἳ ue ID e a Us 4 
-44 146-52611-3 . BUSHING, Flap actuator block bearing spacer . . e ος 2 
---8....- 
-45 NAS2-201 . . FITTING, Lubrication . Wi ME ue ee «φα 1 
-46 4B17 -7-50 . . BUSHING, Flanged press fit bronze (NA). A REPRE 2 
-47 4B19B5-104 . . BUSHING, Press fit plain (NA) . . πο ας ο tre 1 
-48 146 -52608 - . BRACKET ASSEMBLY, Flap drive shaft bearing. ; 4 wes 2 9 
153-52604 . . BEARING ASSEMBLY, Flap torque tube complete. ¿ z ; 1 
-49 NAS2-101 . . . FITTING, Lubrication. . . i oed τ 1 
153-52608 . . . BEARING ASSEMBLY, Flap torque tube. v e ; A 1 
-50 S5KDD . . . . BEARING (FAF). . . . xm s REM 5 2 
-51 AN365-1032 v. NU a aba οὐ a ies a ter Movers ao: Te e 6 
: -52 AN3-7A . BOLT (magnetic inspected) $ Durus AUI τοῦ elo ον Gee i 6 
-53 ANQ60D10L ; WASHER o — 2190303 oec om X wo ue ὃς a a ee wes s wi e 
-54 146-52601-19 . SHAFT ASSEMBLY, Flap drive. . . . . . es e © © © © © +... +. 2 
-55 156-52601-7 . SHAFT ASSEMBLY, Flap drive. . . . . e soe s «ee or +. on on n 2 
-56 146-52601-5 . SHAFT ASSEMBLY, Flap drive. . . d vw Le Why oi. Jas ORO E ο Jon ets 2 
-57 146-52603 . . COLLAR, Flap drive shaft LOCKS: τος ος eins GIGS EU 1 
-58 146-52604 . . SPRING, Flap drive shaft collar. ...... 2... >. +. + 1 
-59 146 -52605 . . PIVOT, Flap drive shaft bushing. ..... "oC 1 
-60 15456-52602 . . SLIDE, Flap drive shaft collar . . . . . . . EF at 1 
-61 AN210-1A . PULLEY... κι XS 5 ES 2 
AN210-1A. . PULLEY (station 120 right side) . NN 1 
-62 156-48801 . FAIRLEAD, Fuel tip tank release inboard (right 'side). a 1 
-63 156-48802 . FAIRLEAD, Puel tip tank release wing (right side) . E 1 
146-52329-1 . HORN INSTALLATION, Aileron control wing break 1nboard LH Ref 
E ! (see figure 38 for detail breakdown) 


146-52329-2 . HORN INSTALLATION, Aileron control wing break inboard RH. . Ref 
: (see figure 38 for detail breakdown) 


o —M—————————— 
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FIGURE 38 - LH AND RH AILERON CONTROL WING BREAK INBOARD HORN INSTALLATION 
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PART UNITS 


Group Assembly Parts List 





FIGURE & USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
38 146-52329-1 HORN INSTALLATION, Aileron control wing break inboard LH . . . Ref 
(see figure 37 for next assembly) 
146-52329-2 HORN INSTALLATION, Aileron control wing break inboard RH . . . Ref 
(see figure 37 for next assembly) 
el 146-52365-9 . ROD ASSEMBLY, Aileron control wing break inboard. . . . . Y 
ATTACHING PARTS 
-2 AN320-4 . NT... 2 
-3 NAS54-13 . BOLT, Close tolerance alley steel 1/4-28 (magnette inspected) 2 
-4 AN960D416 + WASHER . s e . bos a y po NUM 4 
Si cw PR κ 
-5 RE4F5 + . END, Bearing rod (FAR). . . . . . . . . . . . . . 1 
-6 AN316-5R . . NUT Ον ο μμ. E 2 
-7 156-52302 5 E BEARING ES QUAD. he τος τὰν depo. S 9 οῷν fw sel “νι Ve ώς Set OU τὰ 1 
-8 146-52365-5 5 ROD SUB ASSEMBLY, Aileron control wing break inboard 1 
-9 146-52364 | SECTOR ASSEMBLY, Aileron control wing break .... i 1 
ATTACHING PARTS 
-10 AN310-4 . ΝΤ... $T gue y 1 
-11 NAS54 -15 . BOLT, Close tolerance alloy “steel MA- -28 $ (magnetic inspected) 1 
-12 AN960D416 . WASHER . ....... axo NS 1 
ΕΠΕ, PRA 
-13 AN200K4 . . BEARING . . . . WE o ο ο 2 
-ih 486-4-0 094 D | SPACER, Plain dual bearing (ΝΑῚ . .. 2 2 2 2 2... 1 
-15 146-52375-1 . BRACKET ASSEMBLY, Aileron control bellcrank LH. A E 1 
146-52375-2 . BRACKET ASSEMBLY, Aileron control bellcrank RH. . . 1 
ATTACHING PARTS 
-16 AN4-12A . BOLT .... s 5 A tive : 1 
-17 AN4-6A . BOLT. ...... : : 2 
-18 AN4-5A inf BOLD sd S712 AS er “a? at cotes Gane out 1 
-19 AN960D416 . WASHER. . ES ς A 4 
E, PA 
-20 146-52317 . ARM ASSEMBLY, Aileron control wing break inboard. . . . . . 1 
ATTACHING PARTS 
-21 AN310-6 . NUT (magnetic inspected). . . c eure 1 
-22 146-523144 . BOLT ASSEMBLY, Aileron control “horn connecting. a i ire ie sence 1 
-23 NAS2-101 ao BETTING,  Dubrication s-e- i- ave a e ew a ναι we ore 1 
-24 2W1LB24 -20-16 . WASHER, Plain (ΝᾺ)................«... 2 
-25 AN960D16 > WASHER oe eg ον ἡ ο ας ORO O ROGER nde Rc κο E μάς HOS 1 
-26 AN960D16L o WASHER y ao xk we DEO εκ OS AAA ᾱ- -ᾳ Re Ren a 1 
—— A 
-27 NAS2 -301 se o FITTING; -Dubrication « 4 e 2 01 9 0.949 (ὁ ee e 1 
-28 NAS77A6--38 ef BUSHING o> ar a ο e Rer m ο e elias Tee ee 2 
-29 NAS77A4-50 Pet? a BUSHING 445 cu max Ge ο one νιν, νην 2 
-30 AN535-4-4 . . SCREW... RUM SOM a ο πας 2 
-31 146-52317-3 . . 'BRAZE ASSEMBLY, Arm assembly aileron control . . . . 1 
wingbreak inboard 
-32 146-523165-1 . HORN ASSEMBLY, Aileron control wingbreak inbd complete LH 1 
146-523165-2 . HORN ASSEMBLY, Aileron control wingbreak inbd complete RH 1 
ATTACHING PARTS 
-33 AN320-6 . NUT (magnetic inspected). . . . . . . . ee eee ew ee 1 
-34 2W2SP25 -30-65 " «s WASHER, - Thrust: (NA) s e eresi o9 a e a ὦ ων Ee ον 3.4 α 1 
-35 AN310-3 etw NUT. ο ver ies ο qe. eve vee ας 5ο ος 3 
-36 AN3-14 a wa A 06 70€ RR dw, S 3 
-37 AN960D10 onc OMASHER. mae va ache: Go 8; 72. 9. ως. Ὁ Sal, Ὁ uen ge Iles pe^ ss ee ee 3 
-38 AN960-10 è x MASHER 0 αὶ a a 04 0€ αλ eco. Sew tn ts raj etl ae δα 3 
-39 146-523164-1 + . PLATE, Alleron control wingbreak horn LH ....... 1 
146-523164 -2 . . PLATE, Aileron control wingbreak horn RH. . νο 1 
146-52363-1 + . HORN ASSEMBLY, Aileron control wingbreak inboard LH. 1 
146 -52363-2 . . HORN ASSEMBLY, Aileron control μόνος inboard RH. 1 
-40 K12A . . . BEARING (FAF)... ο ματ ας Cantata gha ὃ 2 
-41 437-15-0.670 2. . . SPACER, Flanged dual bearing (NA). . . . . . 1 
-42 NAS77-6-31 5 . BUSHING, Flanged press fit steel. , . . . . . 2 
-43 146-52316 : SUPPORT, Aileron control wingbreak inboard. a 1 
ATTACHING PARTS 
-44 AN365 -428 we κ "oae ου GÀ δ, τς ὃ, ἂν Rc a a 4 
-45 AN960D416 e WASHER) 04 wo 20 a e A ιόν ο ὥς τιν ox 4 
-46 ANH -TA «e. BOUE 4.03 05.2060» 0$ "e$ e. ik c) Cay RE" Rr oh ον ιδ -ᾱ- τ 4 
ee rn 
-47 6Bh . BUTTON, Adjustable stop bolt (NA). ba cocus th Nie 1 
-48 5B21 -428-26 . BOLT, Adjustable stop (ΝΑ) . . . . . .. .. .. ο . . . 1 
-49 AN316-4R wie μμ μμ Gan Day Ban a ta he Sa ο ο bt ae ete It s 1 
-50 146-523196-1 . STOP, Aileron control wingbreak horn LH . . . . . . 1 
146-523196-2 STOP, Aileron control wingbreak horn RH. . . . ... 1 
ATTACHING PARTS A 
-51 AN365-1032 Lo ΠΤ. ο ὃς x "ON EE a 3 
-52 AN960D10L . WASHER . . . . . . o. o. αἱ Ε 6 
-53 AN3-6A . BOLT a moco : ONCE ὧν youd PME 1 
-54 AN3-7A . BOLT T uw Uu e os 2-5 š . . 2 
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FIGURE 39 - WING CENTER SECTION HEAT AND VENT DUCTS INSTALLATION 
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HGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
39 175-53470-100 DUCTS INSTALLATION, Heat and vent system WCS heater fuel. . + . Ref 
line and turbo bleed (see figure 8 for next assembly) 
-1 175-53463 8 DUCT, Heat and vent system nacelle lower turbo bleed. . . . . 2 
-2 146-53321-7 5 CONNECTOR Heat and vent system duct. . . . . . . . . . . . . 12 
AN737RM98 + CLAMP (ΝΑ)... . . . . + . 24 
-3 146-53314 . NOZZLE, Heat and vent nacelle turbo bleed airflow limiting. 5 2 
-4 175-53472 E DUCT ASSEMBLY, Heat and vent system LH nacelle upper. . . . . 1 
turbo bleed 
-5 175-53467 ν DUCT, Heat and vent system RH nacelle to WCS turbo bleed... 1 
-6 175-53466-3 - DUCT, Heat and vent system WCS turbo bleed. . . . . . . . . . 1 
-7 AN837 -4 St οσο ce toc te ia ΝΥ ο rs RO 
-8 AN960D716 . WASHER: xx lj Woo A UMOR ο ως o d . 2 
-9 AN924 -4 . NT... ΝΡ ον. y 12 
-10 169-53312-5 y LINE ASSEMBLY, "Firewall bulkhead fitting to fuel fliter Weis Ὃν 2 
1i AN822-4 . ELBOW.. " . o id πο κ ict οκ; 
-12 450-0 . FILTER ASSEMBLY, “Fuel (skr) Mole EQ aM E a PS 2, 
-13 AN911-1D . NIPPLE. . . . fel -ᾱ- XD EL dede μα οὐ cel E cw CES ο οφ Ὁ 4 
-14 G104D6 - ' VALVE ASSEMBLY, Solenoid (πε) ανν ντο 2 
-15 525001 /8Ρ . VALVE ASSEMBLY, Check (ΡΑ).......... .. ee . . . .. 2 
-16 AN823-4 is ELBOW sie 2.7 ee tes €. (^10 ὦ ο s wn ο gr. ο Ai Nae ar Za tod iO ο 1 
-17 AN816-4 7 NIPPLE, . . . ` aseo e Qr DATUR τῷ 3 
-18 175-53474-25 A LINE ASSEMBLY, “LH nacelle firewall to station 24h ASA 1 
-19 169-53312-13 E LINE ASSEMBLY, RH firewall to fuel press relief valve PIECE 1 
-20 AN931B4512 è GROMMET . . . . ο ES 1 
-21 175-53309-153 A LINE ASSEMBLY, Cabin heater fuel LH nac to wing gta 2421 1/2. . 1 
-22 AN832-4 5 UNION ο ο μα ο va Le eue αμ. 1 
AN960D716 . WASHERS 422.8142 dde αν 23 32 ce e τὰς el Cok oper I SG BL OS BAR US Qu ο 1 
AN924 -4 š Μο ο ο ο ο e mir ire Dc “πα 1 
-23 AN815-4 r UNION... x $ ` " να 3 
-24 175-53309-149 τ LINE ASSEMBLY, Càbin heater fuel LH wing station. $e x etos os 1 
94-1/2 to fuselage 
-25 175-53465 i DUCT, Heat and vent system fus sta 250-7/8 turbo bleed. . . . 1 
175-53468 z DUCT ASSEMBLY, Heat and vent system WCS turbo bleed . . . . . 1 
air junction : 
-26 AN3H5A * .2OSBODT ou assy δισ ας ἂν ο ο ae σε, a wi tle. ἜΘ 
-27 AN960D10 x e ¿WASHER 2 4043€; ca wl3 € x De τα, "ow ο) a as Ce c re σι ως 2 
-28 AN365-1032 * EM UNE I EC 
-29 AN960D10L é e WASHER 4-3 urine 9o. os m ts BPS ον αι Ὁ} 
-30 AN3-5A 5 . BOLT... oes ww x δὲς » Kwon ^w δια ye s OBERE 
-31 175-53468-15 ; . GASKET, Wing center section air junction duct; . ον ΝΕ 
-32 175-53468-3 Ρ . WELD ASSEMBLY, Wing center section air junction duct | . . 2 
-33 90500-20 » . VALVE ASSEMBLY, 2-1/4 check wing center section air. . . . 2 
junction duct (AIR) 
-34 175-53468-5 A ‘WELD ASSEMBLY, Wing center section air junction duct . . . 2 
-35 175-53309-141 ν LINE ASSEMBLY, Cabin heater fuel RH wing station. . . . . . . 1 
91 to fuselage 
-36 AN824 -4D è TEE: sea o e “Wy yes cat ^R Ue eR i e A vm. ο a a 1 
-37 175-53466-5 . DUCT, Heat and “vent system WCS turbo bleed. . . . . . . . . . 1 
-38 175-53309-137 * LINE ASSEMBLY, Cabin heater fuel RH nacelle to wing . . . . . 1 
station 91 
-39 175-53464 . DUCT ASSEMBLY, Heat and vent system RH nacelle upper. . . . . 1 
turbo bleed 
-40 169-53312-21 * LINE ASSEMBLY, RH firewall fitting to fuel press relief... 1 
valve 
-41 175-53309-145 é LINE ASSEMBLY, Cabin heater fuel firewall tee to wing.... 1 
station 144 
-42 8182-10 A VALVE ASSEMBLY, Fuel pressure relief (AP). . . . . . . . . . 1. 
-43 AN917-1D 7 TEES fa'p figs RR ek Bee αρ), ος, tel Gh Soh cM 1 
8. 


89 





Section || 


Group Assembly Parts List ΑΝ 01-60AAB-h 
WING (Cont) 





FIGURE 40 - WING CENTER SECTION ELECTRICAL SYSTEM EQUIPMENT INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


Το 184-5%013 EQUIPMENT INSTALLATION, Electrical system wing center. . . . . . Ref 


section (see figure 8 for next assembly 


146-54203 . LIGHT INSTALLATION, Electrical approach LH. . . . . . . . . . Ref 
-1 AN507 -832R8 A SCHEW, Lv ay tek τη ΝῊ A ο ος 
-2 146-54203-10 + . SUB ASSEMBLY, Light installation electrical approach... 1 
-3 146-54203-6 + . . FRAME, Light installation electrical approach . . . . . 1 
-4 146-54203-5 + . . GLASS, Light installation electrical approach . . . . . 1 
-5 AN507 -632R8 ο COCREW eue Row iw ο ο ο ο ο ο he cs fie. dO 
-6 AN960D6 een wot “WASHERS SSi des elus eoe SW? “eh oues cler fel e e Good sowie 10 
-7 AN365-632 ο NUT Se: ses fe rence a ο CM, Ter ver tex ο 
-8 146-54203-7 +. . PLATE, Light installation electrical approach..... 2 
-9 146-54203 -8 - . +. GASKET, Light installation electrical approach. . . . . 4 
-10 AN365-832 ο ο eve ο cR lig Hm μα ο ο μα”. T de 4 
-11 AN960D8 vos We (WASHERS C. e a a δὶ ἃ anar ara e Ὁ cate Ὦ 4 
-12 AN507 -832R10 νην νο: c 
-13 146-54203-4 +. + BRACKET, Light installation electrical approach . . . . 1 
-14 146-54203-3 - . . BRACKET, Light installation electrical approach . . . . 1 
-15 NAF1024-2 - . LIGHT, Approach single contact (USN drawing 67883) . . . . 1 

ATTACHING PARTS 
-16 AN365-1032 s^ CNUTS ch usce ο ο viec uL esum Cu te ` 6 
-17 ΑΝΟΘΟΡΙΟΙ. ο) 6 “WASHER s. 39-909 Seo φ be a de ο, uel δν POR, on Vay ik fer a ιο. «10 
-18 AN520-10R7 inl Fas SCREWS. ΝῊ achat et cole Wah μα ο ο eh wo ida BE μα eee. vio. 
xus Ae, 

-19 AN3124-307 a ο νι PAM V et Ce Up ay A A οι des See ας I ea a Roe 1 
-20 156-54055-5 . CONDUIT ASSEMBLY, Electrical system wing center section LH. . 1 

156-54055-3 . CONDUIT ASSEMBLY, Electrical system wing center section RH. . 1 
-21 146 -54237-13 + CONDUIT, Electrical system wing center section LH...... 2 

146-54237-15 . CONDUIT, Electrical system wing center section RH. $e 1 
-22 146-54237-59 + CONDUIT, Electrical system wing center section. . . . . . .. 2 
-23 160-54019-3 . SUPPORT, Electrical system. . . . . . eses . sooo soo 1 

160-54019-5 . SUPPORT, Electrical system. . . Vows cei ο) ett oe cia Mey Ua 1 
-24 AN3106-10SL3S + PLUG, (LH only) . . . . . . ο ο ce ale Celta Jere Be. gee Se sig 2 
-25 AN3057 -4 o SADAPTERS uu a A a CRI ta -- 2 
-26 ΑΝ3108-16-105 ες ο CR a a -ᾱ 1 
-27 AN3057 -8 e: ADAPTER a. oL. a ο ow ο (92 y Pay E ei a ce 1 
-28 184 -54011-8 . LEAD ASSEMBLY, Electrical engine temp control (LH only)... 1 

184 -54011-7 . LEAD ASSEMBLY, Electrical engine temp control RH. . . . . . . 1 
-29 AN3100-16-13P s ou JRECEPPACDE .' e 4v a ee ete Ὁ a -ᾱ Se SD a 2 
-30 AN3057-8A s. ADAPTERS 2-2 4.3 ea at e Πα Qo μα] μον TRY οι ο 4 
-31 AN3106-16-138S C cs. εαν a RO Sor tee o ah ὅς 2 
-32 295134-20A « GROMMET: (MED) oia ee ve φον mo ws ιδ o BR αρ 1 
-33 AN931B4-7 e. GROMMET- 02 ο Sue eh esa te e I Mam ay BE iaa 5 
-34 295134-16A « GROMMET. (MÉL) > ν e a oe ve 9 mu ee a m Bes oie CO το ιο 2 
-35 9959486 -20Α oc. GROMMET: (MKL) 2.1 2409 as 9o so dh ο ver ος le νι ος ο) -ᾱ 9 
-36 295246-24A +- GROMMET (MED). 00 a a at ta a we ο 8 
-37 295216-20B S GROMMET... MKT Ji wv os eom 9m es ce 18 
-38 295246-10A ès GROMMET (MKL) 4 2 w were cae whom o οἱ Sink ὃν ον a o9, ᾱ JW Y ερ 4 
-39 295246-124 e- (GROMMET: (MKL): s 00 5. coe ye a as a o e 19 
-40 295134 -12A a (GROMMET (MKL) ο ane 6e ὁ 5 09. 79 9 90.039979 «κα ο Mats 3 
-41 295134-8A «GROMMET Jo 45e e ο Bs ο ra ο ο. 
-42 295134 -10A . GROMMET (MKL) . . « . ὁ ὁ 4 we wee nee we ww 252225. 32 
-43 295134 -28A +, “GROMMET: (MKD). ο. τα -ᾱ--ᾱ- Ὁ a er a ο ο) δν Ὁ e 2 
-44 295246-32A +." GROMMET: (MKE Jian vie oen Ὁ ο δν. laste bi eee” ode loe de woe eae Ὁ 

295246-8A 2 (GROMMET: (MKL) 45. 4 ο ce, em o ο as 1 
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FIGURE 41 - WING AND RUDDER TRIM TAB ELECTRICAL CONTROL BOXES 
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FIGURE & PART 
INDEX NUMBER NUMBER 
1 
175-54750- 
175-54750- 
-1 2W18-8L 
-2 AN500A8-8 
-3 175-54768- 
175-54768- 
-4 175-54768- 
-5 175-54768- 
-6 175-54768- 
175-54768- 
-τ 175-54768 
-8 AN365-632 
-9 AN960D6L, 
-10 175-54774 
-11 AN659-1 
-12 1HS3 
-13 2W1-8-12-3 


-14 175-54766 
-15 175-54751 
-16 AN253-2-53 
-17 175254753 


-18 AN500A8-10 
-19 175-54752 
-20 175-54756 
-21 2W1AL20-20- 


-22 175-54757 


184 -54719 
-23 184 -54717 
-24 AN515-6RT 
-25 AN936A6 
-26 2W18-6L 
-27 ΤΙΘΑΝΒΙΤΟ 
-28 52-022-094 
-29 175-54760 
-30 AN365-632 
-31 2418-61 
-32 ΑΝΡΟΤ -632R 
-33 175-54754- 


-34 175-54767 
-35 175-54763 


-5 : 


ΑΝ 01-60AAB-4 
WING (Cont) 


Ἱ 2 3 4 5 6 7 NOMENCLATURE 


WING AND RUDDER TRIM TAB ELECTRICAL CONTROL BOXES 
501 . BOX ASSEMBLY, Trim tab electrical control 


supersedes 175-54750-101 for future procurement) 
see figure 62 for next assembly) 

601 . BOX ASSEMBLY, Trim tab electrical control . . 
supersedes 175-54750-201 for future procurement) 
see figure 7 for next r- ansembIy) 

WASHER, Flat (NA). Ἐν μον δν ος τωρ. ἃν. οφ. στα 
SCREW . . ἃς πέρα ae he alse 


23 - . COVER ASSEMBLY, "Trim tab electrical control box. . . . 
25 - . . COVER SUB ASSEMBLY, Trim tab electrical control box 
3 - . . . FISH PAPER, Trim tab electrical control box. . 
(make from GE part No. 530) 
11 - . . . FISH PAPER, Trim tab electrical control box. 
(make from GE part No. 530) 
13 * . . . FISH PAPER, Trim tab electrical control box. 
(make from GE part No. 530) 
?1 - . . COVER SUB ASSEMBLY, Trim tab electrical control box 
-T - . . . FISH PAPER, Trim tab electrical control box. i 
(make from GE z pare) No. 530) 
+. NUT. μονη aa 
* à WASHER. TE 
è SCREW, Trim "tab "box “assembly limit switch mounting 
TERMINAL. . . * Sen ον S el e da : 
. . SWITCH (mes) | zx ο LR uit A ven μα at Bsa cw GAS 
2 . . WASHER, Plain (NA). i 


SCREW, Trim tab electrical control box adjusting 
SHAFT ASSEMBLY, . Trim tab electrical control box. 
PEN aore ia ΕΕ Ue Sot ο a “ve cal dal ερ cene 
GEAR, Trim tab electrical control box . 
s a SCREW bey eee vou. e ο ου cae ley, κος te ο S 
+ . CAM, Trim tab electrical control box switch. .... 
. FOLLOWER, Trim tab electrical control box switch . .. 
32 τ WASHER, Plain (NA). . . . ον Seats A ο δι κάν 
YOKE, Trim tab electrical control "box. a 


POTENTIOMETER ASSEMBLY, Electrical trim tab “pox. A 
è . SUPPORT ASSEMBLY, Trim tab electrical control... 
. box potentiometer 
edes cus GOSOREBM ISI νο e RR sees e FRE de ολ ain fel de 
&. ww WASHER. 3D maat eiie δα) Be te HE ERE ETATS EE 
A . WASHER . . ei s. e re et ο ος ον alere "νος 
. | . POTENTIOMETER (FAC) : Pre i το, ος e E uis 
-0625 . . . ROLL PIN (EN)... m ᾧ) ipo E 
- . `. GEAR, Trim tab electrical control box ασ ον ας Te 
. Νπ.. X. 9. ο ο ασ ar ERO de 
+ . WASHER, "Flat "(NA) | AUT ecu. E ο LM. Ce D τ νῷ 
12 . . SCREW.. ο ο e hav ο s PE ο ο ο”. 
11 . . BASE ASSEMBLY, Trim tab electrical control box 


. SUPPORT, Trim tab electrical control box wire à As 
. BEARING ASSEMBLY, Trim tab electrical box . . .. 


ATTACHING PARTS 


AN507 -440R 
2W18-4L 
AN365-440 


-36 175-54765 
-37 175-54755 
-38 AN931A6-10 
-39 AN3057 -8 


-40 AN3101A14S 
-41 AN3057 -6 
-42 AN3101A16S 


6 a? SCREW oi a 4 ced AS ie EAE EDEN us 
: WASHER, Flat (ΝΑ)... .............. 
NUE. 5.2024 2 93 wok 4 Sekine ces esl a 


BUSHING, Trim tab electrical control box shaft 
SUPPORT, Trim tab electrical control box switch 


ο ο a LU US as M καν αρ. 

. . ADAPTER. . δ ced y dA vens 

5P . . RECEPTACLE (used on 175-54750-601 'only). μὲ "δ. ire oi en ris 
- . ADAPTER (used on 175- 190 601 ΘΠ 24 νον, πε ταν Ὅν, reda cie 

1Ρ . . RECEPTACLE. . . . . . ο) ον μέ Ce Mags aah γῶν να 
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AN 01-60AAB-4 


WING (Cont) 











H-184-58-41 
FIGURE 42 - LH AND RH WING OUTER PANEL HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
42 156-58012-1 HYDRAULIC EQUIPMENT INSTALLATION, Wing outer panel LH. . . . Ref 
(see figure 4 for next assembly) 

156-58808-2 HYDRAULIC EQUIPMENT INSTALLATION, Wing outer panel RH. Ref 

(see figure 4 for next assembly) ` 
-1 MS28741-10-23 HOSE ASSEMBLY, Detachable end fitting medium pressure . 1 
-2 MS28741 -10-25 HOSE ASSEMBLY, Detachable end fitting medium pressure 1 
-3 AN815-10D UNIUN. uw E AR A ο ee, A TRO e LR 2 
-4 AN365-1032 S NUT -.. e το ο aa ο P ue us euis eue ντα, wal aa d did 6 
-5 AN960D10L = WASHER: 4-45 0€-€* € c3 AO AE A οί ος ο αν δν A UR 12 
-6 AN3-22A BOLT SU iSc die saa Mia, esr Te rae Karte ο e wi am ate πο μα 6 
-T 146-58333 SUPPORT ASSEMBLY, Wing outer panel hydraulic and fuel lines 3 
-8 146-58333-3 . SUPPORT, Wing outer panel hydraulic and fuel lines upper 3 
-9 146-58333-5 SUPPORT, Wing outer panel hydraulic and fuel lines center 3 
-10 146-58333-7 SUPPORT, Wing outer panel hydraulic and fuel lines lower 3 
-11 146-58333-9 . STRIP, Wing outer panel hydraulic and fuel lines . . . 3 
-12 156-58808-11 LINE ASSEMBLY, Hydraulic aileron up elbow wing station. . 1 

350 to union wing station 295 LH 
156-58808-13 LINE ASSEMBLY, Hydraulic aileron up elbow wing station. . 1 

: 350 to union wing station 295 RH 
-13 156 -58808-3 LINE ASSEMBLY, Hydraulic aileron up elbow wing station. 1 

350 to union station 259 LH 

156-58808-5 LINE ASSEMBLY, Hydraulic aileron up elbow wing station. 1 

350 to union wing station 259 RH 
-14 AN919-15D REDUCER. — Wigs. Poise: Biase ο” 2 
-15 MS28711-25 HOSE ASSEMBLY, Detachable end fitting medium pressure 1 
-16 MS28741-23 HOSE ASSEMBLY, Detachable end fitting medium pressure . y 
-17 AN837 -8D A AMO E E E MA E PES 2 
-18 AN6289-8D NUT, Flared tube universal fitting. . . . . . . . . A 2 
-19 AN6291-8 RING, Hydraulic fitting gasket back-up. . . . . . . ; 2 
-20 AN6290-8 GASKET, Straight thread tube fitting boss . . . .. : 2 
-21 AN893-151D BUSHINGS: co a wick? A e ARA ᾳ, a αἱ ἃ 2 
-22 AN6290-10 GASKET, Straight thread tube fitting boss . . . . . " 2 
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Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
EX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
R TION HYDR IC 
175-58111 HYDRAULIC EQUIPMENT INSTALLATION, Wing center section LH. Ref E 
(see figure 8 for next assembly) 
175-58111-10 HYDRAULIC EQUIPMENT INSTALLATION, Wing center section LH. Ref AR 
(see figure 8 for next assembly) 
No Number . HYDRAULIC AILERON BOOST WING HINGE SWIVEL ASSEMBLY. bi 
(see figure 45 for detail breakdown) 
-1 184-58808-49 LINE ASSEMBLY, LH aileron up reducer wing station. 1 
285 to union wing station 160 
-2 184-58808-51 LINE ASSEMBLY, LH aileron down reducer wing station. 1 
. 285 to union wing station 160 
-3 146-58185 SUPPORT ASSEMBLY, Hydraulic wing center section. . T 
` outboard leading edge lines 
-4 AN3-17A BOLT ihe a, Go ag er mere erret a RA e eT cA i 12 
AN960D10L WASHER. 30-9 Gr oue Oeo dX ο ως. ον Ae X7 WP WO A ou. αἰ Ἶῳ 28 
AN365 -1032 NUT i-e m ο ο va ue SE ο is e RS de em? d 
-5 AN3-36A BOLT. Sy τν Te ; κο ο ὅρος -β..ᾱ é : 2 
-6 AN815-5 UNION . . ο ο Brac ο ο Ρα. 5 
=7 156-58804 -39 LINE ASSEMBLY, Emergency brake pressure fuselage 1 
buttock line 33 elbow to wing sta 86 union LH : 
-8 156-58804 -27 LINE ASSEMBLY, Emergency main landing gear down. ` 1 
fuselage buttock line 34 tee to sta 79 union LH 
-9 175-58785 . SUPPORT ASSEMBLY, Hydraulic lines LH leading edge. 5 
-10 175-58786 . SUPPORT ASSEMBLY, Hydraulic lines LH wing leading. 1 
edge station 99.75 
-11 175-58825-39 LINE ASSEMBLY, Fairing door open tee LH wing . x 1 
intersection to union LH nacelle 
-12 175-58825-41 LINE ASSEMBLY, Fairing door close tee LH wing. . . . 1 
intersection to union ΤΗ nacelle 
-13 175-58825 -43 . LINE ASSEMBLY, LH aileron down union LH wing... . 1 
d intersection to union LH nacelle 
-14 175-58825-45 LINE ASSEMBLY, Landing gear down union LH wing . . . 1 
intersection to union LH nacelle { 
-15 175-58825-48 . LINE ASSEMBLY, Landing gear up union LH wing... A 1 
intersection to union LH nacelle 
-16 175-58825-49 . LINE ASSEMBLY, Boost suction union LH wing . . . . . 1 
intersection to union LH nacelle 
-17 175-58825 -27 LINE ASSEMBLY, Utility system pressure union LH. . . ` 1 
wing intersection to union LH nacelle 
-18 175-58825-29 LINE ASSEMBLY, LH aileron up union LH wing . . . .. 3 1 
intersection to union LH nacelle 
-19 175-58825-31 LINE ASSEMBLY, Boost system pressure union LH wing 1 1 
intersection to union LH nacelle 
-20 175-58825-33 LINE ASSEMBLY, Brake pressure union LH wing. . . .. 1 
intersection to union LH nacelle 
-21 175-58825-35 . LINE ASSEMBLY, Utility system by-pass union LH wing. 1 
intersection to union LH nacelle 
-22 175-58825-37 LINE ASSEMBLY, Utility system suction union LH wing. 1 
intersection to union IH nacelle 
175-58311 HYDRAULIC EQUIPMENT INSTALLATION, Wing center section RH. Ref E 
(see figure 8 for next assembly) 
175-58311-10 HYDRAULIC EQUIPMENT INSTALLATION, Wing center section RH. Ref AR 
(see figure 8 for next assembly) 
No Number HYDRAULIC AILERON BOOST WING HINGE SWIVEL ASSEMBLY. 1 
(see figure 45 for detail breakdown) 
-23 175-58828-41 LINE ASSEMBLY, Emergency landing gear down union wing. 1 
station 40 to union wing station 70 
-24 175-58810-71 LINE ASSEMBLY, Air vent union nacelle sta 384.75 to. 1 
union nacelle station 422 (RH side) 
-25 AN815-5D UNION... 4 
-26 156-58804 -41 LINE ASSEMBLY, ‘Emergency brake pressure “fuselage . 1 
buttock line 33 union to wing station 86 union RH 
-2T 175-58816-47 LINE ASSEMBLY, Emergency main landing gear down union. 1 
wing station 79 to tee wing station 137 RH 
-28 169-58806-51 . LINE ASSEMBLY, Arresting gear up union fuselage. 1 
station 392 to union fuselage station 424 
-29 175-58810-65 LINE ASSEMBLY, Air vent union fuselage station 364 τ 1 
to union wing station 102.6 RH i 
-30 175-58791 SUPPORT ASSEMBLY, Hydraulic lines RH leading edge. 1 
station 99.75 : 
-31 175-58790 SUPPORT ASSEMBLY, Hydraulic lines RH leading edge. 6 
Station 89 inclusive and 109.7 
AN3-34A AA A E τής DERE LA οὔ 21 
AN960D10L MASHER 00 soi. Ὁ ni) tac seo a δν ορ AR SRI NO SS TW y e s 21 
-32 175-58823-21 LINE ASSEMBLY, Fairing door close union in fuselage. 1 
to elbow in RH nacelle 
-33 175-58823-19 LINE ASSEMBLY, Fairing door open union in fuselage 1 
to elbow 1n RH nacelle 
-34 175-58823-23 LINE ASSEMBLY, Boost system pressure union in. x 
fuselage to union ín RH nacelle 
-35 175-58823-25 LINE ASSEMBLY, Main system suction union in fuselage 1 
to union in RH nacelle 
-36 175-58823-27 LINE ASSEMBLY,  Aileron up union in fuselage to . . 1 
union in RH nacelle 
-37 175-58823-17 LINE ASSEMBLY, Boost suction union in fuselage . . . 1 


to union in RH nacelle 
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H-184-58-22A 


FIGURE 43 - WING CENTER SECTION HYDRAULIC EQUIPMENT 
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ασε e Perse 
FIGURE & PART UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. s 
3-38 175-58823-15 . . LINE ASSEMBLY, Aileron down union in fuselage. . . . . . rca ex eria 
to union in RH nacelle 
-39 175-58823-13 - . LINE ASSEMBLY, Main system pressure union in. 1 
fuselage to union in RH nacelle 
-40 175-58823-11 - . LINE ASSEMBLY, Brake pressure reducer in fuselage. . . . 1 
to elbow in nacelle 
-41 175-58823-9 + . LINE ASSEMBLY, Landing gear down union in fuselage . . 1 
to elbow in RH nacelle 
-42 175-58823-7 - . LINE ASSEMBLY, Landing gear up union in fuselage 1 
to elbow in RH nacelle 
- 3 175-58823-5 - . LINE ASSEMBLY, Main system by-pass union in fuselage 1l 
to union in RH nacelle 
-44 175-58822-33 + . LINE ASSEMBLY, RH aileron up union wing station 161. 1 
i to elbow wing station 285 
-45 175-58822-31 + . LINE ASSEMBLY, RH aileron down union wing station 1 
162 to elbow wing station 285 
-46 146-58185 - . SUPPORT ASSEMBLY, Hydraulic wing center section. 7 
outboard leading edge lines 
-47 AN3-17A v og ο οκ «edu ntes ac Ισ ο.” 14 
AN365 -1032 wc S NU ae ο ATA το νὰ a Tee er Ee Re ve 14 
-48 175-58229 + . SUPPORT ASSEMBLY, Hydraulic wing folding station 2 
-49 AN3-30A a ^. BOLTE Ὁ Ὁ a ος A a ο) L^ š 2 
AN365-1032 PEECSEI ο EP a ο rel at ear Sey ναι E 2 
AN960D10L δι > a MASHER o Tani ο ο ο eaa CS aa coh ROS a VE al E 4 
-50 AN815-8D εν UNION 20$ ἡ ν΄ E . hee 1 
-51 AN833-10D " . ELBOW Sd vue ^ A . 5 TEn è s 2 AR 
-52 AN821-10D P . ELBOW D ce c ds s * toto κο 2 AR 
-53 AN3-27A A v BOLT 2 ara e ae 5 " v x δὶ “ο 2 
AN365-1032 at ag AU Wwe we A ; è » . à 4 
AN960D10L x « WASHER. -» 4 Ὁ & « . á S " a 4 
-54 AN6290-8 s cw “GASKET n fe € ᾱ- -ᾱ, .ᾱ- «ὶ ὃν Ken int Ga τς 3 ; δ, οὐ * 8 E 
-55 AN815-8 s. ox UNION 3. κ ὦ 9 A mn "ve Š . > Y E 
-56 AN919-15 «^£ -REDUCER ..2 0 wo» : : ο 4 E 
-57 AN927 -8 ; "s ELBOW 2. 3-4 xx Sets "m "UE 4 E 
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H-184-58-40 


FIGURE 44 - LH AND RH HYDRAULIC AILERON BOOST ACTUATING CYLINDER EQUIPMENT INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMSER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


Ay 146-58066-1 HYDRAULIC EQUIPMENT INSTALLATION, Aileron boost actuator . . . . Ref 


LH (see figure Y for next assembly) 


146-58066-2 HYDRAULIC EQUIPMENT INSTALLATION, Aileron boost actuator . . . . Ref 
RH (see figure ! for next assembly) 
-1 146-58033-113 . CYLINDER ASSEMBLY, Hydraulic aileron boost actuating. . . +. + 1 


(supersedes 146-58033) 
ATTACHING PARTS 


-2 AN5-23A s BORT; Sor We «tele ο ο ru Tee er ο 33 VU cot olm Ao ου 4 
-3 AN960D516L ace WASHER μαμα De ο S Den CR Ven y dst Pe cm eh Gs ruis ὦ ; z xosows B 
-4 AN365-524 s NU o e whist Ma ο οί εν 
-5 146-58418-1 . RETAINER, Hyd aileron boost cylinder elbow EH v s. xx ees 1 
-6 146-58418-2 . RETAINER, Hyd aileron boost cylinder elbow RH . . . . . . . + 1 
-7 AN179-17A μον μα a pen pes cR ossi aa Mai gy ec ep e A 
-8 AN960D916 . WASHER. . .. vm weder cd ov WE S 2 
-9 NAS73-9-005 . BUSHING, Clamp-up Steel cadmium plated. sso" oS el Pw Pee nes esce 1 
-10 AN365-918 ο μμ A RR A 0b 
---ᾱ--- 

-ιι 146-58415 + . END ASSEMBLY, Hyd aileron boost cylinder piston rod. . . . 1 
-12 HSB9COH ὃν série BEARING- (APD): 00 o os la δρ, Ὁ Ton vase el Qe e i 
NAS2 -101 ES Eo ue EUN TPA GAEL OG ya. ο φας GOK URS Os Re A A 1 

-13 AN924 -8 . . NUT. V lcu Gier igh 0, Ue lo cal Ne e ale 1 
-14 2W1AL12 $$ WASHER, “Plain” (na) : ἈΠῈ Be «δι step Ye o IS 1 
-15 146-58416 . . END, Hydraulic aileron boost cylinder. ; νη 1 
-16 AN6244 -4 EC RING PTT 9 
-17 AN6230-4 ο μι a a is ου BB ἰῷ Ge de ww L 
-18 AN6232C3 v ow BD gu oe ο ο Ne WE lor desse opos. μη. ROW UL CÓ c Ree I a 2 
-19 AN6227 -16 +. PACKING. . . . $ ο TES 2 
-20 169-58103 .« . PISTON, Hydraulic "aileron "boost actuator Cylinder. 4 2 κ 1 
-21 146-58405-3 + . RING, Hydraulic low friction piston. . . . . . . . . s œ 6 
-22 6730 : Ὁ VALVE ASSEMBLY, Solenoid operated shut-off (WAH) . . . .. 1 

(used on 146-58033- -113 only) 
-23 AN6227-25 «s a PACKING; αι. 9 τει ea οι won is us ο ο. 1 
-24 AN6227-18 s d PACKINGS 425-5 a a Do, cm ο Sy rng ——— 9 
-25 AN814-3D se PLUG AND BLEEDER &. ο a 4.» Ww c9 a ὦ 790 8) oe eG ο ee ὦ 5 
-26 AN290-3 & oe GASKET... SY ο Αν [αν κα 5 
-27 AN814 -4D ; oe PLUG AND BEEEDER $0109. 711111] Cur p DE 2 
-28 AN6290-4 s . GASKET .... . : : ο ο. ο de CSI Sah e 11. 24 1 
-29 156-58417 + . ELBOW, Hydraulic aileron boost ONLINE a 236 o. ὦ 2 
(used on 146-58033-113 only) 

-30 AN6246-11 at fats ια εν." cas eU ep GND ORD, co Wr By Ores ee ae Ee. Vi 
-31 AN6227-11 e >. PACKING. 00: 5 5 : dute τν we Ye 4 
| -32 146-15048 + . FITTING ASSEMBLY, "aileron hyd "cylinder attaching . IIS 8 
-33 146-15049 - > . BUSHING, Aileron hyd cylinder ο ας fitting «^ oca ο I 
NAS2-101 +. . FITTING, Lubrication. . . . ο πο 1 

-34 146-58410 + . CYLINDER, Hydraulic aileron boost “actuating. oi ibe δν ὃν Ta» dg os 1 
-35 146-54233 + . PAD, Electrical hydraulic cylinder heating... — 1 
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29 H-184-58-23A 


FIGURE À5 - HYDRAULIC AILERON BOOST WING HINGE SWIVEL ASSEMBLY 
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"FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 3 PER ASSY. CODE 
55 No Number HYDRAULIC AILERON BOOST WING HINGE SWIVEL ASSEMBLY. . . . . κ 


see figure 43 for next assembly) 


E: 
m 
^ 


-1 AN6292-8-17-1/2 . HOSE ASSEMBLY. . .. .. ...... l.l... . 08 1 E 
-2 AN6292-8-19-1/2 - . HOSE ASSEMBLY. . . . a E ae oh ax τω eres 1 E 
-3 AN833-8D . ELBOW. . . . . . . . . E aie oS ο OR ada ía 1 E 
~4 AN6289-8D e PNUD ie oa (us oh νο bl ts, Wow Se i š MUS 2 E 
-5 AN6291 -8 ge RING e μμ... REDIT E : Pe E 2 E 
-6 AN6290-8 . GASKET: . . . . . . .. s arises ἢ ΝΕ 2 E 
-T AN893-151D + BUSHING. . . . . . . . . .. . m EAT "LEES 2 E 
-8 AN832-10D s» UNION. 3 κ ο vw ος -ᾳ 5 à A Qe a ον 1 E 
-9 AN837 -8D . ELBOW. wr eas RU Ser ἐξο ο A M τν SUP Ne MSIE S 1 E 
-10 AN6289-10 NU € πρ” . < eo er Nau let ove 1 E 
-11 AN6291-10 . RING . PES, ο ο νῷ. ο A P WU d i E 
-12 AN6290-10 . GASKET E ο Cat ad . 3 be rez 4 E 
-13 AN814-10D . PLUG AND BLEEDER . . s . . . . .. . .. ο aset Ver de 1 E 
-14 AN926-10D s PEE. a 2.36 . E ο... 1 E 
-15 MS28741-10-236 . HOSE ASSEMBLY. . ... . è A Sig iat ον 1 AR 
-16 MS 28741-10-172 © HOSE ASSEMBLY. . . . . ος x 1 AR 
-17 AN815-10D * UNIONS 2 a a ᾷ ETR y 1 AR 
-18 AN6290-10 e “GASKET ερ ο αν ο $4 " A . αυ 2 AR 
-19 AN837 -10D . ELBOW. . «ow v v Ure z Η i5 νῶν τῳ], τε 1 AR 
-20 AN6289D10 S ΝΠ uS AX «ei nrc S. en ας δν Le ο δν EE ιο ας uen qe, s 1 AR 
-21 AN6291-10 e RING Vol 73 cexe-s e sd ο are. δ. pem M ο. WU ος 1 AR 
-22 146-58090-1 . SWIVEL ASSEMBLY, Hydraulic aileron boost wing hinge LH: . 1 
146-58090-2 . SWIVEL ASSEMBLY, Hydraulic aileron boost wing hinge RH. . 1 
ATTACHING PARTS 
-23 AN365-832 ο A s C e ἀν ober ἂν s MY 4 
-24 AN960D8 + WASHER}. ....... . . è TD ë è 8 
-25 2W1-11-32-63 + WASHER, Plain (NA). A . A SU NS n 8 
-26 AN515-8R18 «4 HSCREWA S a WOW x ete: vat . m x TEP ^ 2 
AN515-8R16 + SCREW. ...... ος or Nien) -ᾱἳ O i A Sue αὶ 2 
-——— owe 
-27 ΑΝ320-8 ο A ο ο --Ὁ τι, 6 
-28 146 -58488 + . RETAINER, Hydraulic aileron boost wing hinge swivel. . . 6 
body seal 
-29 AN6246-14 ig RING se m Ga dixe US ge αμ... a 24 
-30 AN6227 -14 s. xw RACKING! NS BO 
-31 146-58486-1 + . FITTING, Hydraulic aileron boost wing swivel end ΤΗ. . . 1 
-32 146-58486 -2 + .. FITTING, Hydraulic aileron boost wing swivel end RH. 1 
-33 AN502-10-12 2 ee ο ο κιν "Ην κ aed s mer i hes dt 19 
-34 146-58495 + . TUBE ASSEMBLY, Hydraulic aileron’ boost wing hinge. . . . 1 
swivel inboard 
146 -58493 + + . PLATE, Hydraulic ail. boost wing hinge swivel inboard 2 
146 -58494 + -'. TUBE, Hydraulic ail. boost wing hinge swivel inboard. 2 
-35 AN6227 -13 sos CPACKINGU. 47:103 O μα 4 
-36 146-58490 . - + SPACER, Hydraulic ail. boost wing hinge swivel inboard 4 
146 -58496 + . BODY ASSEMBLY, Hydraulic aileron boost wing hinge. 2 
swivel inboard center , 
-37 146-58485 + + . BODY, Hydraulic aileron boost wing hinge swivel... 1 
inboard center 
-38 146-58487 + + + PLUG,. Hydraulic aileron boost wing hinge swivel 4 
inboard body : 
-39 146 -58ἱ98 + . CONNECTOR ASSEMBLY, Hydraulic aileron boost wing... . 2 
hinge swivel : 
146 -58484 - + . END, Hydraulic 811. boost wing hinge swivel connector 2 
146-58497 + + . TUBE, Hyd ail. boost wing hinge swivel connector. 1 
-40 146 -58492-1 + - FITTING ASSEMBLY, Hydraulic aileron boost wing hinge 1 
Swivel center LH 
146-5819? -2 + . FITTING ASSEMBLY, Hydraulic aileron boost wing hinge 1 


swivel center RH 
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FIGURE 46 - MAIN LANDING GEAR HYDRAULIC BRAKE EQUIPMENT 
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` FIGURE & PART A UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
46 MAIN LANDING GEAR HYDRAULIC BRAKE EQUIPMENT 
175-58233 . STRUT, Main landing gear hydraulic adjustment installation . Ref Z 
(see figure 8 for next assembly) 
175-58233-3 STRUT, Main landing gear hydraulic adjustment installation . Ref BY 
(see figure 8 for next assembly) 
No Number - . LOWER MAIN LANDING GEAR HYDRAULIC BRAKE EQUIPMENT . . . . Ref Z 
(see figure 47 for detail breakdown) 
No Number . LOWER MAIN LANDING GEAR HYDRAULIC BRAKE EQUIPMENT . . . . Ref BY 
(see figure 48 for detail breakdown) 
-1 146-58179 . . TUBE, Hydraulic parking brake main landing gear strut . . 1 
146-58178 . . TUBE,ASSEMBLY, Hydraulic service brake main landing... 1 
gear strut ; 
-2 146-58178-3 - . . TUBE, Hydraulic service brake main landing gear strut. 1 
-3 146-58176-1 . SUPPORT ASSEMBLY, Hydraulic brake line main landing... 1 
: gear upper LH 
-4 146-58176-2 . SUPPORT ASSEMBLY, Hydraulic brake line main landing . . 1 
gear upper RH . 
AN3-43A κ ao A ο wo p A wey we RR S EX Sob νο wd 
2w18-10L + WASHER, Fiat (ΝᾺ)... 2 «2o vos Ὁ e e vos e 8 
AN365-1032 "EE ME" sm Qt E 
-5 AN6289-5 κ), NUERA res eis eese dot Lu 1 
-6 AN6291 -5 sow RING a 1e Romse 2b te! τῳ moe ^ue uit ig t ος MS 1 
-7 AN6290-5 s e GASKET os. ie τῷ Uso cur owe . EA ο Denim ἴεν ο”. 
-8 AN893-7 . . BUSHING ......... è as is a ο) 
-9 AN6290-6 . GASKET . . . . . . . ο DP MES o WU cay e ox Ogee Qe) a Se^ ie 1 
-10 AN894-6-5 ο), a. SBUSHING.. ose veu pron O DEC belive! SNS Se ος SO δν v ug. ad Ge 1 
-11 169-58805-3 . . LINE ASSEMBLY, Emergency brake pressure hose to i eu. 1 
landing strut tube 
-12 AN833-5 au woSELBOWO 2-23. 49e 3.08 φον a esu le re a eC TRI e 1 
-13 AN924-5 wol AND Se ο ο Rcx sete ο eue tens ο ο. TET oh cay τῳ i 
-14 AN924-8 A A A AR RA, s X 
-15 146-58181 . . CLIP, Hydraulic brake main landing gear strut tube 1 
-16 AN6290-4 s dw GASKET eet se ὅν om ads Ὁ, x ο ο a! I S ον OI τῳ "es y 1 
-17 AN919-10 « REDUCER .. : 2 ὃν ο ο 96 ὃν gr dira AB eS) Sam ca ie QNS. rare 
No Number . MISCELLANEOUS LANDING GEAR EQUIPMENT . . . . . ... Ref 
(see figures 51 and 52 for next assemblies) 
-18 AN6271-8-34-1/2 + « HOSE ASSEMBLY . . . . +... . ..... ο 0 ο o m eo we oo n 1 
-19 AN6271-5-35 s, 4 “HOSE ASSEMBLY: τος ὦ Wo ues (l4 eh α ας n TES ων. WE es va UR 1 
-20 175-58241 es: SPRING; (Tension eia e o e Ges ere HY aia 1 
-21 160-58182-3 + . SUPPORT ASSEMBLY, Hydraulic brake main landing gear... 1 
flexible line LH 
-22 169-58182-5 + . SUPPORT ASSEMBLY, Hydraulic brake main landing gear... 1 
flexible line RH . 
-23 AN833-8D es dw ELBOW ο wo W^ odes ο CRT eee ο tende A Κα 1 
-24 AN837-5 Sys VELBOWO ο Ge er hae SS: ιν se eee eS d ο ο ο.) 
-25 ÀN960D816 a: ^ WASHER. α. So! se ve ον msc m nO eine ta feb wee St dis 9. Duo e evt us 1 
-26 AN960D1216 +. WASHER ........ "X XE Sa ES: 
-27 AN924 -5 κ κ NUT wow» ᾱ ox ox wie E iet woe Vel Jw wo ο ο 1 
-28 AN924 -8D s « NUP . A E υἱῷ s e^ . EE e a (ee: 8 1 
-29 AN6292-6-9-1/2 . . HOSE ASSEMBLY .... E κ ο ὃς rs Ets «ae 
-30 AN6292-6-12 + . HOSE ASSEMBLY . .. ..... è Be atten AA Sy 1 Q 
AN6292-6-11 . . HOSE ASSEMBLY ........ ὁ aS) τν Ὁ Bee 1 BH 
-31 AN6292-6-10-1/2 + « HOSE ASSEMBLY . . . ... . a a eee th we ο ο ο νο ο 1 
-32 146-58184 + . ANGLE, Hydraulic main landing gear door cylinder .... 2 
flexible line support 
160-51835 . . SHIM, Hydraulic main landing gear door cylinder ..... 2 
; line support 
-33 AN924 -6D a- wo NUT a νι d A AA . . . . oe 4 
-34 AN832-6D . . UNION .... ku A μες Bod rra 18 
-35 AN6290-6 i GASKET . . . s so .-. ο ο... tei va .. 8 
-36 AN919-12D . REDUCER . ..... . . . ee ae a 2 
-37 AN926-6D D TEE ir eaa ad τα. ως -ὢ . ο e . j* . ο RD 2 
-38 AN815-6D ο” ar UNION: νο bar eo ες δ, τὴς Wes ot der σῷ δυο Za, 79, ον wan aire wat LOE Ne! Von ος 2 
-39 184 -58807-3 + . LINE ASSEMBLY, Fairing door open tee wing station 130 . . 1 
to wing station 142 
-40 184-58807 -5 + . LINE ASSEMBLY, Fairing door open tee wing station 130 . . 1 
to wing station 142 
-41 AN6291-6 x^ RING e e a E a a Bae DES Ld a ος 2 
-42 AN6289D6 ac cac ΗΠῸΣ a ο ο LR ars TA ee O ee. BR al Se Ca 2 
-43 146-58546 " FITTING, Hydraulic main landing gear to shuttle valve . . 1 
-44 AN833-5D os, JELBOWO 12$ ns ο D ia WS αμ κα ei la a vb 
-45 AN833-6D e . ELBOW ...... . RE aja οἱ v ter elo a 1 
-46 AN6289D5 " NUT. we κ.α 2€ Me eee SN ET * "e CN T: 1 
-47 AN6291-5 a RING κ ο € a a νο Bec terete XC" . δέ Cera 1 
-48 AN6290-5 »co. ΙΠΛΟΚΕΤ 10-1 020 x Wed cw demos κ ee E αν rere χε 
-49 AN893-7D . . BUSHING & 9-79 4.. 4. Ὁ Ὁ, Ὃν τς C ὑφ δὲ ce S eu «ct a s 1 
-50 AN6277-6 oy E. VALVE: ven eee ον ο ο ο ο μα. 1 
184 -58328 - . PLATE, Hydraulic main landing gear actuating cylinder . 1 


fitting locking 
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FIGURE 47 - LOWER MAIN LANDING GEAR STRUT ASSEMBLY H-184-58-110A 

FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
47 No Number LOWER MAIN LANDING GEAR HYDRAULIC BRAKE EQUIPMENT . +. . = +. . . Ref Z 

(see figure 46 for next assembly) 
-1 175-58802-63 . LINE ASSEMBLY, Brake pressure from elbow to elbow 1 VA 
in AN6277-6 shuttle valve 

-2 AN924-8 NU ΜΕ τε ca) tels) AE. We rebate 2 1 Z 
-3 AN6289-8 A NUT SS ui VS πες αν ο ei rene 5 1 1 Ζ 
-4 AN6291 -8 LOGRING co. ve e a E εν ie otek ο το a Dedi Ñ 1 Z 
-5 AN6290 -8 v GASKET. id ee e vw dae 2 Ζ 
-6 AN927-8 . ELBOW 4 45 wc δν : A N 1 2 
-τ AN919-12 e ¿REDUCER 5 ο ο ο E c LA div E Roe Us Be deg 1 Z 
-8 156-58101 -3 . SUPPORT, Hydraulic main landing gear strut . A 1 Ζ 
-9 AN365-820 as NUT ota Soe e a coe EP ὑπο A o Ross m rta a wet os 5, Soc wh s 4 Z 
-10 AN924-5 Pt NUT. 2S eR ὦν ο RR oe 1 Z 
-11 AN6289-5 e NUT ο. . Sch ος ο da ? 1 zs 
-12 AN6291-5 ¿RINGO X3 aee ο ον ος ih αν e a 1 Z 
-13 AN6290-5 ο GASKET- t orega e ο ο ο ο ο Ue ο r 8 Z 
-14 AN927-5 . ELBOW. Lid. oe auro τν, d -ᾱ ze 1 Z 
-15 AN919-7 S REDUCER 425 499 ρα οὗ rd M ode e decis sU Z 
-15 156-58101-5 . . SUPPORT, Hydraulic main landing gear strut. . i, E Z 
-1T '146-58180-3 . SUPPORT, Hydraulic brake shuttle valve . : 1 Z 
-18 AN833-6 S ος A μα RR μι» Ὁ Z 
AN6289-6 m NUT caa uu Se eke a 3037 N 0 ey eue Bere hat ar hae a meis ο κ. Z 
AN6291-6 DEus ο ο ο net ο ο Ὁ ale A ae ὦ 2 Z 
AN6290-6 i (BASKET o νων ο ο... 2 2 
-19 175-58802-81 . LINE ASSEMBLY, Elbow to tee on main landing gear . . 1 Z 
-20 AN919-7 ο: REDUCER c it aa a es re dece ea a a ad eats, TE 1 Z 
AN6290-6 . GASKET ... af αν pee eet 1 Zz 
-21 AN834-5 ie ΕΕ ο oy κος) et eb Yo. ὃν κα as ere τ 1 2 
AN6289-5 i'TNUT Qo ο ae ai sve ceo T ede Nel a ο μμ.” 1 2 
AN6291-5 wt RING? 02 eo Sah eae eh fe ins ies» QE dt a 1 Ζ 
AN6290-5 e “GASKET 122-9 Low Seca By BL OS AA ou e. e; a 1 Z 
-22 AN6277-6 . VALVE... . V f ο κ ió d AE Se T Ζ 
-23 AN833-5 . ELBOW. EUER > S z 3 Ἐν a . 1 2 
AN6289-5 NUT- e Ὁ 3.44 μας αν : - d : e . 1 Z 
AN6291-5 S RING oz God ας el ee x ς TE Z 
AN6290-5 s GASKET. Ln vol ld. E ae ο. Base e vs < d Z 
-24 175-58802-61 . LINE ASSEMBLY, Brake pressure from elbow to elbow š 1 2 


in AN6277-6 shuttle valve 
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PART 
NUMBER 


No Number 
175-58802-63 


AN924-8D 
AN6289-8D 
AN6291-8 


AN919-12 
156-58101-3 
AN365-820 
ANQ24-5 
AN6289-5 
AN6291-5 
AN6290-5 
ΑΝΟΟΤ-5 
AN919-7 
156-58101-5 
184-58180 
AN833-6 
AN6289-6 
AN6291 -6 
AN6290-6 
3H3-5-14 


AN919-7 
AN6290-6 
AN784-5 
AN6289-5 
AN6291 -5 
AN6290-5 
AN833-5 
AN6277-6 
175-58802-61 
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FIGURE 48 - LOWER MAIN LANDING GEAR STRUT ASSEMBLY 


12 3 4 5 6 


LINE ASSEMBLY, 


. e e o 


e.. > 


GASKET 


REDUCER... 


LINE ASSEMBLY, 


7 NOMENCLATURE 


LOWER MAIN- LANDING GEAR HYDRAULIC BRAKE EQUIPMENT. . 

(see figure 46 for next assembly) 
Brake pressure from elbow to elbow in. 
AN6277-1 shuttle valve 
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H-184-48-13 
FIGURE 39 - FUEL SYSTEM R2800 ENGINE STRAINER ASSEMBLY a 

FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
49 175-48046-15 STRAINER ASSEMBLY, Fuel system R2800 engine . . . . . . . . . . Ref 

(see figure 25 for next assembly) 

-1 U64OA + STRAINER, Type C-5A (0δ)})................,.,, 1 
-2 AN816-4D s. UNION Θα τα κ νι, νην, ip ea qoom Uu 
-3 K9500A1 + VALVE, Drain (KO) .. .. .. .. .. . . , ὅν ἀκα ὦν. Gode. ar ud. ^ “ἃ 
-4 AN912-1D $ αιωνας ο...” 
-5 AN91/-2D NS SELBOW o. iota By ὋΝ ο M ο UU ο μ. 
-6 175-47094 + FITTING ASSEMBLY, Oil dilution restrictor | Sel eves x di 
-7 AN822-16-12D e BLBOW y a ο A eek ewe Ημ Bee vea 7 ud 
-8 AN914-6D Y O ο ο ο a ο da oe gwd us. ab OS dj 
AN913-6D . PLUG ο αμ CM: iub» tud 
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H-184-58-27A 
FIGURE 50 - HYDRAULIC FLUID COOLER ASSEMBLY 
RE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
50 175-58205-3 COOLER ASSEMBLY, Hydraulic fluid (see fig.51 € 52 for next assy) Ref 
-1 175-46006 . ELBOW, Hydrolube cooling air duct . . . so s . . e . ua a a s o 1 
-2 E59081 -2 . OIL COOLER, 6 x 9 x 210 dia tubes (aluminum)(cross flow)(CLF) 1 
-3 AN815-16 or 7 YUN LONG ou ο ο αν Pr Sy tat Te tae TID Na Αα μα 1 
-4 AN6290-16 ME gg Cy CAT ο a aa Sat: Ga Sas RA aa BS oo 2 
-5 175-58069 . FITTING ASSEMBLY, Special 45° side outlet elbow (hydraulic) . 1 
-6 AN6289-16 e NUT ο UM GR x Gv aa due vel Εμ... 
-7 AN6291-16 é CRING? a oir 9 els ο πω Μο να; 1 
-8 AN832-6 . UNION ....... ; PME : be ο. 1 
-9 AN833-6D . ELBOW ........ ; ‘ sv Sa, yeasts Mar Aver Seine E 1 
-10 AN919-7 s MREDUCER 2 1 0 » € a . TIL πο 1 
-11 AN926-6 e PERS τα a «ιτ, ote ὁ E ει a Le ue οἱ ee as 1 
-12 AN6289-6 ο αμ” "Wu at Mek ο qe 1 
-13 AN6290-6 . GASKET iu . ë =, Ὁ ος a; Mert a do ας ὁ a 6 
-14 AN6291-6 "τοι: ο ο 0 veo La sd) id See e a a 2 
-15 AN3-3A . BOLT Sit Aa bibs es hot E ο. ο ο a ῥῷ 4 
-16 AN960D10L a, “WASHER vereri ate ce: prse, Uta rca ag WE ee ce Sophy "A 4 
-17 175-58217 . SHIELD, Hydraulic fluid cooler ........... "e 1 
-18 175-58211-2 . BRACKET ASSEMBLY, Hydraulic fluid cooler . . ole, ον . 1 
175-58211-101 . BRACKET ASSEMBLY, Hydraulic fluid cooler . . EM 1 
-19 AN6289D6 3c u NUTA VS rer err. ce Gente kr ies dune un Mad 1109 Nonio ος 1 
-20 184-58808-53 . LINE ASSEMBLY, Utility by-pass οἱ] cooler to check .... 1 
valve nacelle station 244 
-21 5-1649-75 CHECK VALVE, Overall hydraulic service No. 6 check valve 1 
on center swing type 527-6D (PA) 

-22 AN89hD6-5 do BUSHING cu lv ox. worst daw ere US e che ia νῷ 1 
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55 
58 H-184-58-264 
FIGURE 51 - LH NACELLE HYDRAULIC INSTALLATION 
FIGURE δ PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
51 175-58032 HYDRAULIC INSTALLATION, LH Nacelle (see figure 8 for next assy )Ref 
No Number . MAIN LANDING GEAR HYDRAULIC BRAKE EQUIPMENT (see fig. 46) . Ref 
-1 AN815-10D ιο So dos eet E alu ee ο ο ο το Ry e το HER oer oie 5 
-2 184 -58808-5 ` LINE ASSEMBLY, LH Aileron down union wing station 121 to. . 1 
union wing station 156.5 LH nacelle 
-3 184-58808-3 . LINE ASSEMBLY, LH Aileron up union wing station 105.5 to. . 1 
union wing station 156 LH nacelle 
-4 AN821D10 νο e ae cee ο a A a ese n 2, 
-5 184 -58808-9 ! LINE ASSEMBLY, Utility by-pass union wing station 113 to. . 1 


bushing nacelle station 244 LH nacelle 
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PART : y UNITS USEABLE ON 


INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
51-6 184-58808-7 . LINE ASSEMBLY, Utility suction union wing station 127.5 to. 1 
: 45° elbow at oil cooler LH nacelle 
NEP. AN815-16D sx UNION Vo uU RU sedare AN uve SP ets 3 
-8 AN919-15D s. REDUCER is) ο: a ea aa ai Ὁ a 1 
-9 184-58808-57 . LINE ASSEMBLY, Boost pressure reducer nacelle station 235 1 
aft and up to union LE and nacelle station 255 
-10  184-58808-95 + LINE ASSEMBLY, Boost pressure quick disconnect firewall LH. . 1 
.nacelle aft to union nacelle station 295 
-11 184-58808-21 . LINE ASSEMBLY, Boost suction union nacelle station 250 to . . 1 
union nacelle station 242 LH nacelle 
-12 184 -58808-23 + LINE ASSEMBLY, Boost suction union nacelle station 242 to.. 1 
bulkhead union nacelle station 217 LH nacelle 
-13 184-58808-61 . LINE ASSEMBLY, Utility pressure union station 235 aft to and, 1 
up to union at LE and nacelle station 255 
-14 184 -58808-59 . LINE ASSEMBLY, Utility pressure quick disconnect on firewall. 1 
LH nacelle aft to union nacelle station 255 
-15 175-58025-3 . COOLER ASSEMBLY, Hydraulic fluid (see fig. 50 for detail. 1 
breakdown) 
ATTACHING PARTS 
-16 ΑΝΙ-3Α vL BOLDT a vog ΟΝ O 6 
ANQ60D416L WASHERS 17/1040. E wah ος Be pes M et a PRA E la 8 
Sas Las. 
-17  184-58807-31 LINE ASSEMBLY, Variable volume pump suction union at cooler . 1 
outlet nacelle station 237 to union at nacelle sta 217 . 
-18 184-58807-33 . LINE ASSEMBLY, Variable volume pump return tee nacelle sta. 1 
226 to union nacelle station 239 RH 
-19 175-46003 . TUBE, Hydraulic cooler air duct flexible. . . e a enn 1 
-20 AN821D8 fp ELBOW αι out Sian ο ο M as cet aA RN ut Se aa ata 5 
-21 146-58183 . SUPPORT ASSEMBLY, Hydraulic nacelle lines . . . . . . . . . . 5 
AN3-13A ae BOLTS e ο ο ο eium Bel ων IL IS k ok e 20 
AN960D10L . WASHER. . . . . . ο ο we a IE) "er iig) . a aa ο 
AN365-1032 A A O 
-22 AN815-8D sS UNION. 4 D. a ad to SMO aT a aa e aa fa 7 
-23  184-58808-33 . LINE ASSEMBLY, Landing gear up elbow station 255 to union. . 1 
nacelle station 322 LH nacelle 
-24 184-58808-31 . LINE ASSEMBLY, Landing gear down elbow nacelle station 255, , 1 
to union nacelle station 314 LH nacelle 
-25 184-58808-29 . LINE ASSEMBLY, Pairing door close elbow nacelle station 255 , 1 
to union nacelle station 306 LH nacelle 
-26 184-58808-27 . LINE ASSEMBLY, Fairing door open elbow nacelle station 255. , 1 
to union nacelle station 306 LH nacelle 
-27 184-58808-25 . LINE ASSEMBLY, Brake pressure elbow nacelle station 255 to. . 1 
union nacelle station 296 LH nacelle 
-28 156-58125-40 . HOSE ASSEMBLY, Hydraulic main alighting gear actuating. ... 1 
cylinder (supersedes 156-58125-10) 
-29 3Η3-5-05 . HOSE ASSEMBLY, Plastic covered (NA) (supersedes 156-58125-20) 1 
-30 156-58125-30 . HOSE ASSEMBLY, Hydraulic main alighting gear actuating cyl. . 1 
(supersedes 156-58125) : 
-31 169-58805-23 . LINE ASSEMBLY, Emergency brake pressure union wing sta 116. . 1 
to elbow nacelle station 338 LH 
-32  184-58808-37 . LINE ASSEMBLY, Fairing door open union nacelle station 306, . 1 
to tee wing station 130 LH nacelle 
-33 184-58808-39 . LINE ASSEMBLY, Fairing door close union nacelle station 306 . 1 
to tee wing station 130 LH nacelle 
-34 | 169-58805-15 . LINE ASSEMBLY, Emergency landing gear down wing station 113 . 1 
elbow to union nacelle station 322 LH 
-35 AN815-5 ec PUNTONY a foo e i ve a Deme nese Torte Ne ac ETUR E Gata nee sa 1 
-36 AN821-5 s. ELBOW. ο εὐ. ο... νο κ fare Be oe Ta es Se WO cs Grn Ub 
-37 AN815-5D a UNION E 3. 9 vss ROLL RR δι E DATI. eas tg Gl, Tie τις l 
-38 184-58808-35 . LINE ASSEMBLY, Brake pressure union nacelle 296 to bulkhead . 1 
elbow at flexible hose nacelle station 338 
-39  184-58808-41 . LINE ASSEMBLY, Landing gear down union nacelle station 315. l 
to relief valve LH nacelle 
-40  184-58808-45 . LINE ASSEMBLY, Landing gear down flow regulator to bulkhead 1 
union at flexible hose LH nacelle 
-41  184-58808-47 . LINE ASSEMBLY, Landing gear up relief valve to bulkhead union 1 
at flexible hose LH nacelle 
-42  184-58808-143 . LINE ASSEMBLY, Landing gear up union sta 322 to relief valve. 1 
LH nacelle 
-43 AN832-6D O E ο ο ο ο ο de ο WR e sa ee rug 2 
-44 AN832-5 * UNION CQ 45s. zoe a a a Ven cé a ita ae l 
-45 | 156-58298-5 . BRACKET, Hydraulic main landing gear hose support . . . . . . d 
-46 146- p8298-3 . SUPPORT, Hydraulic main landing gear hose support . . . . .. 1 
-47 AN924 -6D s NU ea i ay ar a C ees ο ορ κ fan ας 2 
-48 AN924 -5 € NUT . . ο, φ ne om oe ο E, (ος a? RD De US Sue τς Cap we “Ue les -ᾱ 1 
-49 AN4-21A s-OBOLTi e a ο Ὁ 4. ᾿ᾱ'.ᾱ. de cw; AAA 2 
-50 ANQ60D416L s “WASHER... Qo. ο. a 0 νο we οὗ νι ον Be RES ATA 4 
-51 AN365-428 2 NUT ee a? Ὁ Ὁ ο ο LP nw: uiae -ᾱ ο docs WS Fei ο rp Pa greens 2 
-52 AN833-8D ο. "ELBOW. νο οι ος Os Rc Le ee a ὦ ο. νο n 1 
-53 AN6289D8 ZO NULTE ιο. EN tte wee ο Ομ”... x αι χε, eg ‘ 1 
-54 AN6291-8 i PRING o oer em soar eos Sa. ο Moe ο Bw. Χο οὐ ον a» dob κο 1 
-55 AN6290-8 s. GASKET ora e 45? Sac.) ton a Bo ος rie 2522 siu ut WT ὁ 6 
-56 Α6οτο-οἱ . VALVE ASSEMBLY, Relief (ΥΝΜΒ)................. 1 
-57 196-8-4.0 . REGULATOR ASSEMBLY, Flow 3000 psi internal ports (WAEC). . . 1 
-58  AN919-12D REDUCER X (2-2 Sx ο dm a a Ce Eel ok we Ce a DE 
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» ( Υ day, a 18 ROTATED 15° 
A ὧν ROTATED 15° H-184-58-25B 


FIGURE 52 - RH NACELLE HYDRAULIC EQUIPMENT INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
52 175-58232 HYDRAULIC EQUIPMENT INSTALLATION, RH Nacelle (see figure 8). . Ref 
No Number . MAIN LANDING GEAR HYDRAULIC BRAKE EQUIPMENT (see figure 46) 1 
-1 175-58024 . TUBE ASSY, Hyd reservoir vent line outlet RH nacelle. . E 
-2 3H2L8-15 . "HOSE-(NA) 4 4 4 eoo. So νο a ο ον ay te RSS 9 τό oe τς 1 
AN737RM30 "s SOLANE Boe SS tah AA Gy μα ai ma MM E 2 
3 175-58822-35 . LINE ASSY, Resérvoir vent bulkhead union nacelle station. 1 
384.75 to hose nacelle station 460 RH side 
-4 AN832-8D s UNION 046 9e E A E E, a τῳ De 2 
AN924-8D ac NUT e a e a a ο WES A EE 1 
-5 175-58810-69 . LINE ASSY, Air vent union nacelle station 365.5 to union. 1 
nacelle station 384.75 RH side 
-6 175-58810-67 . LINE ASSY, Air vent union wing station 102.6 to union. . 1 
nacelle station 365.5 RH side 
-T AN815-5D . UNION . « « 4. © . © © © © ὁ © © ο n 2 
-8 AN815-8D + UNION . « « « «© © © © ο © © © © © © © on ot m t] m] 0. poe ay ο) 4 
-9 169-58806-11 . LINE ASSY, Emergency brake pressure union wing station. . . 1 
104 to elbow nacelle station 338 RH nacelle 
-10 184 -58807-9 . LINE ASSY, Fairing door close union nacelle station 306 to. 1 
tee wing station 142 RH nacelle 
-11 184 -58807-7 . LINE ASSY, Fairing door open union nacelle station 306 to. 1 
tee wing station 142 RH nacelle 
~12 169-58806-3 . LINE ASSY, Emergency main landing gear down union wing. . . 1 
station 137 to union nacelle station 314 RH nacelle 
-13 184 -58807-29 . LINE ASSY, Brake pressure union nacelle station 296 to. . 1 
bulkhead elbow at flexible hose nacelle station 338 RH 
-14 184 -58807-15 . LINE ASSY, Main LH down union nac sta 315 relief valve RH . 1 
-15 184 -58807 -17 . LINE ASSY, Main LG up union nac sta 322 to relief valve RH. 1 
-16 156-58125-30 . HOSE ASSY, Hyd main LG actuating cyl (supersedes 156-58125) 1 
-17 3H3-5-25 . HOSE ASSY, (NA) (supersedes 156-58125-20) . . . . +. - . » + 1 
-18 156-58125-40 . HOSE ASSY, Hydraulic main landing gear actuating cylinder . 1 
(supersedes 156-58125-10) 
-19 AN365-428 μα ρα ο ο ee ES) ο ο ος ie oen 25 
-20 ANQ60D416L « WASHER. . . sss ὁ © © +. © © +. +. ο a Re οδοί 4 ὁ 4 
-21 ANA-21A . BOLT. oo 4o. e 4 3 0€ AAA 2 
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AN 01-60AAB-4 Group Assembly Parts List 


WING (Cont) 


FIGURE PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
52-22 146-58298-5 . BRACKET, Hydraulic main landing gear hose support . . . . + 1 
-23 146 -58298-3 . SUPPORT, Hydraulic main landing gear hose support Geog Mer s 1 
-24 AN832-6D O NA ο ο ο... ο πο 2 
-25 AN924 -6D 2° UNUT e do ay ak See te Set Bw 1€ EDU ee we A: 2 
-26 AN832-5 s UNTON o a aa “ee SE, e e II De RO a oS A 1 
-27 AN924 -5 e NUT. AS a Se Se is 3 1 
-28 184-58807-11 . LINE ASSEMBLY, “Main LG up relief valve to hose "RH nacelle 1 
-e9 184-58807-13 ΄ . LINE ASSEMBLY, Main LG down flow regulator to hose RH nacelle 1 
-30 146-58183 . SUPPORT ASSEMBLY, Hydraulic nacelle lines . . . Pes 6 
-31 184 -58807 -27 . LINE ASSEMBLY, Brake pressure elbow nacelle station PES 1 
; 255 to union nacelle 296 RH 
-32 184 -58807 -25 . LINE ASSEMBLY, Fairing door open elbow nacelle station. . 1 
. 255 to union nacelle station 306 RH 
-33 184 -58807 -23 . LINE ASSEMBLY, Fairing door close elbow nacelle station . 1 
. 255 to union nacelle statión 306 RH 
-34 184-58807 -21 . LINE ASSEMBLY, Main landing gear down elbow nacelle . 1 
station 255 to union nacelle station 315 RH 
-35 184-58807 -19 - LINE ASSEMBLY, Main landing gear up elbow nacelle . . . . 1 
station 255 to union nacelle station ΠΠ RH 
-36 AN821-10D Ve “ELBOW: 206 0o» o9 en Sl ᾱ ο [βήρεᾳ ο ο ο 3 
-3T AN815-16D . UNION. . . . ορ 2 
-38 175-58822-13 . LINE ASSEMBLY, "RH aileron up “union “wing station 120 . . 1 
to union wing station 161 RH nacelle 
-39 175-58822-15 . LINE ASSEMBLY, Utility pressure union wing station. . : . 1 
119 to union wing station 150 RH nacelle 
-40 175-58822-17 . LINE ASSEMBLY, Boost pressure union wing station 122. . . . 
; to union wing station 154 RH nacelle 
-41 175-58822-11 . LINE ASSEMBLY, RH aileron down union wing station 122 . . . 1 
to union wing station 162 RH nacelle 
-42 175-58822-9 . LINE ASSEMBLY, Boost suction union wing station 119 . . . . 1 
to union wing station 154 RH nacelle 
-43 AN821-16D s- ἜΤΡΟΝ.: e cee a cee Ek Beh «ος ión be SEP ας SO δι as Ρ 1 
-44 AN821-8D « ELBOWS 2.405 v ὁ s aa Ὁ ον a 09s qe ci ic moo rns 5 
-45 AN815-8D . UNION... τις E PEE Μα... 2 
-46 184 -58211 . SUPPORT ASSEMBLY, Hydraulic RH “nacelle “lines. ἈῊΡ ae Οἷς. ὁ 1 
-47 184 -58209 . SUPPORT ASSEMBLY, Hydraulic nac lines RH buttock line 126 . 1 
-48 184 -58206 . SUPPORT ASSEMBLY, Hydraulic nac lines RH buttock line 136 . 1 
-49 184 -58207 . SUPPORT ASSEMBLY, Hydraulic nac lines RH buttock line 148 . 1 
-50 AN919-15D . REDUCER. . . a ο ο us ο ER EA, ο rs e. “« E ο ο. 1 
-51 175-58822-19 . LINE ASSEMBLY, Boost suction union wing station 154 to. . . 1 
bulkhead nacelle station 255 RH nacelle 
-52 175-58822-23 . LINE ASSEMBLY, Boost pressure reducer wing station 154. . . 1 
to 45” bulkhead elbow nacelle station 255 RH nacelle 
-53 175-58822-21 . LINE ASSEMBLY, Utility pressure union wing station 150. . . 1 
: to 45° bulkhead elbow nacelle station 255 RH nacelle 
-54 175-58822 -25 . LINE ASSEMBLY, Boost suction bulkhead union nacelle . . . 1 
\ sta 255 to bulkhead union nacelle sta 217 RH nacelle 
-55 175-58822-29 . LINE ASSEMBLY, Boost pressure 45° bulkhead elbow nacelle. 1 
4 sta 255 to bulkhead union nacelle sta 217 RH nacelle 
-56 175-58822-27 . LINE ASSEMBLY, Utility pressure 45° bulkhead elbow nacelle. 1 
sta 255 to bulkhead union.nacelle sta 217 RH nacelle 
-57 175-58822-5 . LINE ASSEMBL Utility by-pass bulkhead elbow at oil... 
cooler to check valve nacelle station 244 RH nacelle 
-58 175-58822-3 . LINE ASSEMBLY, Utility suction elbow wing station 112 . . . 
to 45° elbow at oil cooler RH nacelle 
-59 175-46003 . TUBE, Hydrolube cooler air duct flexible. . . . . . . . . . 1 
AN737RM107. ^ “CLAMP 4 xo ie ὦ, ἴα. ep e der ο ιν. a st 2 
-60 157 -58025-3 . COOLER ASSEMBLY, Hyd fluid (see fig.50 for detail breakdown) 1 
-61 AN4-3A e BOLT. 2o a ος en e νον Tee Sa wh te SOB Aer tee ee 6 
AN960D416L a4 WASHER ιν Soe le Sage, te ὃς woe cm ες ϱ Ae a a ui ο 6 
-62 AN837 -10D . ELBOW. moe ο 0€ ses cm De ἵν χ.ο VEU ER ese er E 1 
ΑΝΟΟΗ- 100 ze NUD hid. ο ο ο ο a . . . Oe 1 
AN960D1416 s. WASHER νο 222 4 as de bn Tr 1 
-63 AN832-16D e UNION. eine? cor aio Ὁ ra οἱ E κ. ὁ 7 ^ è 1 
AN924 -16D es NUD -ᾱ-ῳ e ia May τς A "Em . . Ἀπ A 1 
AN960D2116 « WASHER , 4. woo a "EXE" 1 
-64 AN832-8D ` : UNION. . . . : «.. « α ο Ὁ enses aD NE divin 1 
AN924 -8D . NUT. -——— "Er 1 
AN960D1216 E WASHER n "EE ο πα al yvees ο ο form - 1 
-65 184 -58807 -33 . LINE ASSEMBLY, Utility by-pass tee nacelle station 226. 1 
to union nacelle station 239 RH 
-66 184 -58807 -31 . LINE ASSEMBLY, Utility pump suction union at cooler outlet. 1 
nacelle station 237 to union at nacelle station 217 
-67 AN815-10D - UNION: 2 o 4 c6. «ὁ 09 Ὁ ών, ἡ Ὁ m em De e, δον os E 4 
-68 AN833-8D . ELBOW... De ο ο Mele BA ae AS $ 1 
-69 AN6289-8D . NT... Mc" ag cee E cx E 1 
-TO AN6291-8 e RING: 6 e wd 9e e τῷ oe “Ὁ ues . "OP 1 
-71 AN6290-8 . GASKET . . . . . . IS . . ς nore ὑῶν ο 6 
-72 AN815-8D s UNIONS volat» cs Se fap, ebrei νῶν; Ὁ 2 
ΞΤ3 AN919-12D . REDUCER. . . ον E E 2 
-74 A6070-24 | VALVE ASSEMBLY, Relief Nine p οσον 2 2 
-75 199-8-4.0 . VALVE ASSEMBLY, Relief (WAEC 1 
-76 184 -58806-59 . LINE ASSEMBLY, Utility pressure RH “nacelle from firewall. 1 
station 217 to bulkhead union station 244 
-77 5-1649-75 . VALVE ASEMELE, Check (Pa). τν SOR A A 1 
-78 AN894D6-5 . BUSHING. a νεῶν νὰ E A A AA ES 1 
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FIGURE 53 - EMPENNAGE INSTALLATION ` 
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AN 01-60AAB-4 
EMPENNAGE (Cont) - 





Section 1I 
Group Assembly Parts List 





UNITS 


FIGURE & PART i g USEABLE ON 
INDEX NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
53 175-20001-101 EMPENNAGE INSTALLATION . . . . . « . ee e eee ns on n n n n o . Ref W 
184-20001 EMPENNAGE INSTALLATION . . . s . . . νυν ο ο ei sek REL BQ 
-1 184 -21001-1 . STABILIZER ASSEMBLY, Horizontal LH. is os La E He 1 W 
(see figure 55 for detail breakdown) 
184-21001-2 . STABILIZER ASSEMBLY, Horizontal RH. "NCC E Sy 1 W 
see figure 55 for detail breakdown) 
184 -21003-101 . STABILIZER ASSEMBLY, Horizontal aero balance LH . . . +. . + + 1 BQ 
(see figure 55 for detall breakdown) 
184 -21003-2 . STABILIZER ASSEMBLY, Horizontal aero balance RH . . . . . » ο 1 BQ 
(see figure 55 for detail breakdown) 
ATTACHING PARTS 
-2 AN365-1614 . NUT (magnetic inspected). . . . e . . ... ee ee ee ere 4 
-3 AN960D1616 . WASHER. . . I A A A A 8 
-4 AN186-54A . BOLT (magnetic inspected) ο an a a e aea a tee ere dee ᾱ. κ 4 
-5 AN365-624 . NUT (magnetic inspected). . . . . . . . VU eU Uso ue are Λος 4 
-6 2WlAL2À-36-91 . WASHER, Plain (NA)... ee des Sartre deu dU qiias νον ον 8 
-7 146-23411-5 ; BUSHING, Vertical stabilizer front brace and rear brace . . . 4 
i fittings 
-8 AN6-15A . BOLT (magnetic inspected) . . . . . s . . . . . a A ος 4 
-9 AN310-4 νον RA Sepa O ΒΩ ; 
-10 2W1-17-16-63 . WASHER, Plain (ΝΑ). . . . . 2 6 eee eee ee ee we . . 16 BQ 
-11 AN174-26 . BOLT. 5 νιν ας απο. BQ 
AN174-23 . BOLT (station I0) 29. cw ke EE: BQ 
---Ἐ-.... 
-12 169-22002-201 . ELEVATOR ASSEMBLY, Inboard LH l4 oS ο V de, CUM. ) ὁ ΙΝ US. Ὁ 1 W 
(see figure 58 for detail breakdown ) 
169-22002-202 . ELEVATOR ASSEMBLY, Inboard RH. Wa wol uw ab s US ue ee "E 1 W 
(see figure 58 for detail breakdown) 
184 -22004-101 . ELEVATOR ASSEMBLY, Inboard LH . . . . s s s . s es oo P 1 BQ 
(see figure 59 for detail breakdown) 
184-22001-2 . ELEVATOR ASSEMBLY, Inboard RH . . s s e s e es ss osoo 1 BQ 
(see figure 59 for detail breakdown) 
ATTACHING PARTS 
-13 AN6-55 . BOLT (magnetic inspected) . . . . . . . «ο ο ο m 4 
-14 AN960D616 e “WASHERS ow 439 E E ας KD 1 RO Ὁ εφ. κ.α κ.α μεν. AR 8 
-15 AN310-6 a NUDE AA OA 4 
-16 146-22305 . PIN, Elevator station 68 hinge attaching. . . . +. . . . . . «. 2 
-17 184 -22003-1 . ELEVATOR ASSEMBLY, Outboard LH. . . e es s +. +. +... +... we . +. 1 
(see figure 57 for detail breakdown) 
184 -22003-2 . ELEVATOR ASSEMBLY, Outboard RH. . . : +. +. +. E ἴδ. ο 1 
(see figure 57 for detail breakdown) 
184 -22005-101 . ELEVATOR ASSEMBLY, Outboard LH aero nose balance. . . . . . . X BQ 
(see figure 56 for detail breakdown) 
184 -22005-102 ELEVATOR ASSEMBLY, Outboard RH aero nose balance. . . . . . . 1 BQ 
i (see figure 56 for detail breakdown) 
-18 175-24002-100 . RUDDER ASSEMBLY, Lower (supersedes 175-24002) . . . . . . ¿+ 1 
! (see figure 61 for detail breakdown) 
‘ATTACHING PARTS 
-19 AN365-820 A ο ο. 2^4 ο ο ο ο a a de a 1 
-20 AN960D816 + WASHER. ο ο" ο a 6 © © © » oe E ἐφ ο oU Ὁ 1 
-21 AN365-524 . NUT ο ο E ος νο E ο 4. ο ο ο ο A 2 
-22 AN960D516 lo WASHER. . S) R eek ο νο RNG, bolas ἃν QE SE Wace ο tence vee OAS 
-23 AN310-3 | NUT (magnetic inspected). . . . . . . - νο 424... 2 
-24 ΑΝΟΘΟΡΙΟ . WASHER. 2 4 ok 9s £99 cm v9, aN ee e». ας en ο IN -Ὃ oo ὦ 2 
-25 146-24430 . BUSHING, Press fit. . . . + ο ia. LE) lut Uk Veo e e pis te «κ 1 
-26 AN3-6 . BOLT (magnetic inspected) τν SS PIS. Ob darin NE I PANE eee va 2 
-27 AN310-4 . NUT (magnetic inspected). . . . . . . ee ee eee eer wee 1 
-28 AN960D416 . WASHER. « . ο, ος 'Φ. Vel m S US. n κ en ^w e 2 
-29 AN! -10 . BOLT (magnetic inspected) bo ge ee a? ο HE Secr ces Ὁ Cep e eaa ας 1 
montons 
-30 175-24003 RUDDER ASSEMBLY, Upper (see figure 63 for detail breakdown) . 1 
ATTACHING PARTS 
-31 AN310-6 . NUT (magnetic inspected). . . . . . . +s ee. E 1 
---ᾱ--- 
-32 175-23002 . STABILIZER ASSEMBLY, Vertical . . ETE ο. 
(see figure 60 for detail breakdown) 
ATTACHING PARTS 
-33 AN310-9 . NUT (magnetic inspected). . . . so . . . 4. 4 4 4 ew ew ο. 1 
-34 2W1AL36-36-91 . WASHER, Plain (NA). . . . e se es eee ὁ ο ο . ο om ov . ο 2 
-35 AN179-24 . BOLT (magnetic inspected) . PEN Yo be a ee SA, 1 
-36 146-23410 . BUSHING, Vertical stabilizer center bushing fitting hinge . . 1 
-37 ANOH14A . BOLT (magnetic inspected) + i. woe oss δν τὰ m ea s ? 
-38 2W1AL36-36-91 . WASHER, Plain (NA). . . . erao m a a ee ane gea a . . . . we 3 
-39 AN365-1032 a GNUT ea ὦν ὁ το al as ος οφ, ἀργῷ A ο Ὁ 1 
-40 146-238425 . STOP, Vertical stab center fitting attaching bolt . . . . . . 2 
-41 AN3-30A kx BOLT. $ 3 ο bord ον ο ας ο es “ος 22 κ ο 1 
-42 AN310-6 . NUT (magnetic inspected). πο τον Ἕν μὲ, απο oes URS act Be 2 
-43 2W1AL24-36-91 +. WASHER, Plain (NA). . Ὁ η 4 
-44 146-23411-3 2 BUSHING, Vertical stab “front "brace “and” rear brace fittings. š 2 
-45 NAS56-13 . BOLT, Close tolerance alloy steel 3/8-24 (magnetic inspected) 2 
———— PA 
-46 175-25014-1 . RIB ASSEMBLY, Elevator to horizontal stabilizer close-out LH. 1 
175-25014 -2 . RIB ASSEMBLY, Elevator to horizontal stabilizer close-out RH. 1. 
-AT. 175-25008-1 . DOOR, Vertical to horizontal stab fuselage station 687.41 to. 1 W 
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EMPENNAGE (Cont) 


FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
53 175-25008-2 + DOOR, Vertical to horizontal stab. fuselage station 687.41 to 1 W 

station 691-1/2 lower fillet RH . 
175-25008-11 - DOOR, Vertical to horizontal stab fuselage station 687.41 to. 1 BQ 
station 691-1/2 lower fillet LH 
175-25008-12 - DOOR, Vertical to.horizontal stab fuselage station 687.41 to. 1 BQ 
station 691-1/2 lower fillet RH 
-48 175-25006-1 + FILLET ASSEMBLY, Horizontal to vertical stab fuselage... . 1 
t station 634.81 to station 682.41 lower LH 
175-25006-2 . FILLET ASSEMBLY, Horizontal to vertical stab fuselage . . . . 1 
station 635.81 to station 682.41 lower RH 
-49 175-25004-1 . FILLET ASSEMBLY, Horizontal to vertical stab fwd BH 5 1 
175-25004-2 + FILLET ASSEMBLY, Horizontal to vertical stab fwd RH . . . .. 1 
-50 175-25005-1 + FILLET ASSEMBLY, Horizontal to vertical stab fuselage . . . . 1 
station 634.81 to station 682.41 upper LH 
175-25005-2 . FILLET ASSEMBLY, Horizontal to vertical stab fuselage . . . . 1 
station 634.81 to station 682.41 upper RH 
-51 175-25007-1 . DOOR, Vertical to horizontal stab fuselage station 682.41 . , 1 W 
station 697-1/2 upper fillet LH 
175-25007 -2 . DOOR, Vertical to horizontal stab fuselage station 682.41 to. 1 
station 697-1/2 upper fillet RH 
" 175-25007-11 . DOOR, Vertical to horizontal stab fuselage station 682.!1 to. 1 BQ 
κ station 697-1/2 upper fillet LH 
SG 175-25007-12 . DOOR, Vertical to horizontal stab fuselage station 682.41 to.. 1 BQ 


Station 697-1/2 upper fillet RH y 
ATTACHING PARTS 
-52 SP1561-832-8 SCREW ASSEMBLY (SH) . . . . . 1 ee 2... 2... s... . 320 
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FIGURE 54 - LH AND RH ELEVATOR DUAL RATE SPRINGY TAB MECHANISM INSTALLATION 


PART 
NUMBER 


184 -52226-1 
184 -52226-2 


AN393-11 
AN960D10L 
AN161-16LL 
184 -52515 
AN393-13 
AN960D10L 
156-22632 
156-22611 
184 -52531 
AN23-11 
ΑΝΘΘΟΡΙΟΙ, 
ΑΝ36}-1032 
184 -52549-1 
184 -52549-2 
AN4-25A 
AN960D416 
AN365-428 
ANA -5A 

184 -52548-1 
184 -52548-2 
184 -52266 
AN161-16LS 
184-52516 
AN393-11 
AN165-16RS 
AN393-15 
AN23-12 
AN960D10L 





AN O1-60AAB-4 


EMPENNAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


MECHANSIM INSTALLATION, Elevator dual rate springy 


(see figure 58 for next assembly) 


MECHANISM INSTALLATION, Elevator dual rate springy 


(see figures 58 and 59 for next assembly) 
PIN « ο « ο ο ο © © © © © © © oe ee ee 0.0. 
WASHER. . . e esso ee ee . ee ee t t t9 ng] 
FORK. . +. + 
TURNBUCKLE, 
PIN .— ο a a ο o9 $e 
WASHER. . e +. +. +. +... © © oe κο 
CABLE ASSEMBLY, Elevator spring tab . 
SPRING, Elevator spring tab... * 


Elevator dual rate springy tab long 


LINK ASSEMBLY, Elevator spring tab. 
BOLT. e «© a o oo ooo . . 9 ot n. 
WASHER. . . +. e © © © rr . +... 

NUT 4. . . o... ...<6.- c t ο ο: on n 
BELLCRANK ASSEMBLY, Variable rate spring tab L| 
BELLCRANK ASSEMBLY, Variable rate spring tab RH 
BOLT. . . +. +. * a6 x RU e: lo 
WASHER. . + + . 
NUT... e c o. o os o νο ο. 
BOLT. . . . « o... . o o... . . 0. 

BRACKET, Variable rate spring tab LH. 
BRACKET, Variable rate spring tab RH. 
SPRING, Tension . . . . es essee 
FORK. . . . . . e e eo © om © ee otf tm t! n. 
TURNBUCKLE, Elevator dual rate springy t 
PIN. . oe ee . 

EYE . . . 
PIN. . z 
BOLT. . * 
WASHER. z 
NUT ese s ow 
LINK, Variable rate 


“LH 


. . 
oe «ο ..—.—... © o o 
. . 


. 
. 
. 
. 
. 
. 


Meee eevee 


t 


oe eee 


pring tab 


b sho 


a ee ae ὁ 


. 
. 
. 
. 
. 


tab 


tab 


PP... o9 | s 9 2 2 2 5] $9 8 $ $515 $|1: 295255 €* 


+... 9 ὁ 9 0 4 9 9 0 ο e 9 2 00 


$9 9 9 ὁ o9 9 9 9 0 4 ο t |] 6  ] | 9 9 | 9 t$ 


s.e $ $9 2 5 8 9 925259729 ..5»5..5’ 


.. o9 ο 9 90 t] ο νο. 


Section [| 


Group Assembly Parts List 





H-184-52-38 
UNITS USEABLE ON 
PER ASSY. CODE 
. Ref 
. Ref 
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H-184-21-1A 


FIGURE 55 - LH AND RH HORIZONTAL STABILIZER ASSEMBLY 
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ΑΝ 01-60AAB-4 
EMPENNAGE (Cont) 
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Group Assembly Parts List 





ROUTE PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
55 184-21001-1 STABILIZER ASSEMBLY, Horizontal LH . . . . s e . . . e . » « . Ref W 
(see figure 53 for next assembly) 
184 -21001-2 STABILIZER ASSEMBLY, Horizontal RH . . . . . . . . . . . . . . . Ref W 
(see figure 53 for next assembly) 
184 -21003-101 STABILIZER ASSEMBLY, Horizontal aero balance LH. . . . . . . ο: Ref BQ 
: See figure 53 for next assembly) 
184-21003-2 STABILIZER ASSEMBLY, Horizontal aero balance RH. . . . . . . ο» Ref BQ 
(see figure 53 for next assembly) 
184-21001-151 + STABILIZER SUB ASSEMBLY, Horizontal . . . . . . . e e +. +. .. 1 W 
184-21001-152 + STABILIZER SUB ASSEMBLY, Horizontal . , ο ο 1 W 
184-21003-151 . STABILIZER SUB ASSEMBLY, Horizontal aero balance. AI Rap! ce 1 BQ 
184 -21003-152 + STABILIZER SUB ASSEMBLY, Horizontal aero balance. . . . . +. + 1 BQ 
146-21301-101 - . BEAM ASSEMBLY, Horizontal stabilizer front LH. . . . . .. 1 
146-21301-102 + . BEAM ASSEMBLY, Horizontal stabilizer front RH. . . . . +. + 1 
-1 175-21420-1 - . . FITTING ASSEMBLY, Horizontal stabilizer front spar... 1 
inboard LH 
175-21420-2 . . . FITTING ASSEMBLY, Horizontal stabilizer front spar. . « 1 
inboard RH 
-2 4B19M-S8006 ^ . BUSHING, Press fit steel (NA) . . . . . . . . . .. 2 
146-21302-101 é BEAM ASSEMBLY, Horizontal stabilizer center LH odo Ὁ, E 1 
146-21302-102 . BEAM ASSEMBLY, Horizontal stabilizer center RH. . . .. A 1 
-3 146-21403-1 š CAP ASSEMBLY, Horizontal stabilizer center beam lower LH " 1 
146-21403 -2 - . CAP ASSEMBLY, Horizontal stabilizer center beam lower RH. 1 
-4 146-21402-1 + . CAP ASSEMBLY, Horizontal stabilizer center beam lower LH ., 1 
146-21402-2 + . CAP ASSEMBLY, Horizontal stabilizer center beam lower RH . 1 
-5 NAS75-16-101 e > . BUSHING, Press fit steel. . . . « .. . o ooo»... 1 
-6 NAS75-16-016 - . . BUSHING, Press fit steel. ........ $us NE 
146-21303-11 . BEAM ASSEMBLY, Horizontal stabilizer rear LH. . . . . . . . . 1 W 
146-21303-12 . BEAM ASSEMBLY, Horizontal stabilizer rear RH. . . . . . . . + 1 W 
184 -21305-3 . BEAM ASSEMBLY, Horizontal stabilizer rear LH. . . . . . . . . 1 BQ 
184-21305-4 . BEAM ASSEMBLY, Horizontal stabilizer rear RH. ees $e. e 1 BQ 
-7 175-21425-1 + . FITTING ASSEMBLY, Horizontal stabilizer rear beam inbd LH. 1 
175-21425-2 + . FITTING ASSEMBLY, Horizontal stabilizer rear beam inbd RH. 1 
-8 4B19M-S8006 - . . BUSHING, Press fit steel (ΝΑ)... . P E 2 
146-21042-21 . RIB ASSEMBLY, Horizontal stabilizer station ho: 75 aft LH... 1 W 
146-21042-22 . RIB ASSEMBLY, Horizontal stabilizer station 40.75 aft RH. . . 1 W 
-9 184 -21430 + . FITTING ASSEMBLY, Elevator station 41 hinge. . . . . . .. 1 W 
-10 AN200K8 . . . BEARING .. .. ας κ ρω taco αν W 
184 -21042-21 . RIB ASSEMBLY, Horizontal stabilizer station ho, 75 aft LH. . . 1 BQ 
184 -21042-2 . RIB ASSEMBLY, Horizontal stabilizer station 40.75 aft RH. . . 1 BQ 
-11 184-21437 . . FITTING, Elevator station 41 οι . 4. oe a 1 BQ 
146-21085-21 . RIB ASSEMBLY, Horizontal stabilizer station 83.75 aft LH. . . 1 W 
146-21085-22 . RIB ASSEMBLY, Horizontal stabilizer station 83.75 aft ΠΗ. . . 1 W 
-12 184 -21431 + . ‘FITTING ASSEMBLY, Elevator station 84 hinge. . . . . . . . 1 W 
-13 AN200K8 e . . BEARING . . . « « wr tae 6 1 W 
184 -21085-1 . RIB ASSEMBLY, Horizontal stabilizer station 83. 75 aft LH. sr 1 BQ 
184 -21085-2 . RIB ASSEMBLY, Horizontal stabilizer station 83.75 aft RH. . . 1 BQ 
-14 184 -21438 . . FITTING, Elevator station 84 ninge . . 3 ὃν 1 BQ 
146-21129-21 . RIB ASSEMBLY, Horizontal stabilizer station 128.75 aft RH. . 1 W 
-15 184 -21432 . . FITTING ASSEMBLY, Elevator station 129 hinge . . . . s s 1 W 
-16 AN200K8 e «o. BEARING > s e s 4s 1 W 
i 184-21129-1 . RIB ASSEMBLY, Horizontal. stabilizer station 128, 75 "aft! LH ἂν 1 BQ 
184 -21129-2 - RIB ASSEMBLY, Horizontal stabilizer station 128.75 aft RH .. 1 BQ 
-17 184 -21439 e . FITTING, Elevator station 129 hinge. . . . . . . . . . . . 1 BQ 
146-21174-21 . RIB ASSEMBLY, Horizontal ‘stabilizer station 173.75 aft LH . . 1 W 
146-21174-22 . RIB ASSEMBLY, Horizontal stabilizer station 173.75 aft RH .. 1 W 
-18 184 -21433 + . FITTING ASSEMBLY, Elevator station 174 hinge . . . . . . . l W 
-19 AN200K6 e > > BEARING . . . . oe e o 4. τῳ 1 W 
184 -21174-1 . RIB ASSEMBLY, Horizontal stabilizer Station 173. 75 aft LH σος 1 ΒΩ 
184 -21174-2 - RIB ASSEMBLY, Horizontal stabilizer station 173.75 aft RH. . 1 BQ 
-20 184 -21440 . . FITTING, Elevator station 174 hinge. . . . . . . . «ο ον 1 BQ 
-21 146-21436-1 . FITTING, Horizontal stabilizer inboard torque rib splice LH. 1 
146-21436-2 + FITTING, Horizontal stabilizer inboard torque rib splice RH. 1 
-22 146-21436-2 . FITTING, Horizontal stabilizer inboard torque rib splice RH. 1 
(upper LH stabilizer only) 
146-21436-1 . FITTING, Horizontal stabilizer inboard torque rib splice LH . 1 
(lower RH stabilizer only) 
-23 146-21439-1 . FITTING, Horizontal stabilizer inboard torque rib splice. . 1 
forward LH 
146-21439-2 . FITTING, Horizontal stabilizer inboard torque rib splice. . . 1 
forward RH 
-24 146-21439-2 . FITTING, Horizontal stabilizer inboard torque rib splice. . , 1 
forward RH (upper LH stab1lizer only) 
146-21439-1 + FITTING, Horizontal stabilizer inboard torque rib splice. . , 1 
forward LH (lower RH stabilizer only) 
-25 175-55007 . FITTING ASSEMBLY, Vertical stabilizer folding lower jack. . 1 
attaching ( LH stabilizer only) 
-26 175-55007-5 + . PIN, Vertical stabilizer folding lower jack attaching. . 1 
-27 4B19S10-020 ο; BUSHING, Press fit steel (NA). A E ο ο Bei τῷ 1 
-28 175-55009 + . NUT, Vertical stabilizer folding jack. attaching. Ns . 1 
-29 175-55007 -3 e “Ὁ FITTING, Vertical stabilizer folding lower jack attaching. 1 
(LH stabilizer only) 
-30 184 -21303 . DOOR ASSEMBLY, Horizontal stabilizer flexible shaft . . "E 1 W 
drive access 
184 -21304 + DOOR ASSEMBLY, Horizontal stabilizer flexible shaft . . . +. . 1 BQ 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
55 ATTACHING PARTS ae en IEEE ME 


-31 AN509-10R8 2 SORA ue τὰ A RS Bie ο ce ος e 6 
‘eat ae aioe oe 
-32 146-21311 - TIP ASSEMBLY, Horizontal stabilizer. . . . . . . . . . . , s 1: W 
184 -21311 - TIP ASSEMBLY, Horizontal stabilizer ... . . . . . . . . ; š 1 BQ 
ATTACHING PARTS 
-33 AN509-10-8 sa SCREW ο o os d d S CO Re αν ο ο ane xv BO 
inii a a Rm 
-34 710A90-7/8 . FLEX HOSE E MONUI EE SN a ta ac A W 
710457 -3/8 - FLEX HOSE (LA) (use on 184-21003-101 assembly only) . . . , . 1 BQ 
-35 THOA . RING ANGLE CONNECTOR, "L" unit with mounting lugs (LA). v is 1 
ATTACHING PARTS 
-36 AN3-6 ο BOIS er a A E a a χμ; ata Sov ie 2 
-37 AN960D10 as? WASHERS soy. 6? Sen; 46 US Lie” a aa ar Ὁ α RU s. De er τς 2 
Gi us μας 
146-21029-1 . RIB ASSEMBLY, Horizontal stabilizer station 27. . . . . . aE W 
aft intermediate 
146-21029-2 . RIB ASSEMBLY, Horizontal stabilizer station Qr ον wei ὃς eb 1 W 
aft intermediate 
146-21029-21 . RIB ASSEMBLY, Horizontal stabilizer station 27. . . . . . . . 1 BQ 
aft intermediate 
146-21029-22 + RIB ASSEMBLY, Horizontal stabilizer station 27. . . . . . . . 1 BQ 
E aft intermediate ^ 
-38 146-73553 + . LUG, Safety lifeline ............. +... 808-4 1 
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FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
56 184-22005-101 ELEVATOR ASSEMBLY, Outboard LH aerodynamic nose balance. . . . . Ref BQ 
(see figure 53 for next assembly) 
184 -22005-102 ELEVATOR ASSEMBLY, Outboard RH aerodynamic nose balance. . . . . Ref BQ 
(see figure 53 for next assembly) 
146-22068-1 + RIB ASSEMBLY, Elevator station 68-1/4 LH. . . . . . . . . . . 1 BQ 
146-22068-2 . RIB ASSEMBLY, Elevator station 68-1/4 RH. . . . . . . . . . . 1 BQ 
-1 146-22418 + . TEE, Elevator station 67-3/4 fitting support . . . . . . . 1 BQ 
-2 146-22416 + + FITTING, Elevator station 68-1/4 outboard attaching. . . . 2 BQ 
-3 146-22068-5 + . HALF HINGE, Elevator station 68-1/1. . . . . . . . . . . . 1 BQ 
146-22302-1 + BEAM ASSEMBLY, Elevator intermediate LH . . . . . . . . . . . 1 BQ 
146-22302-2 x . BEAM ASSEMBLY, Elevator intermediate RH . . . . . . . . . . . 1 BQ 
-4 146-22302-25 + . HALF HINGE, Elevator outboard intermediate LH. . . . . . . 1 BQ 
146-22302-26 - . HALF HINGE, Elevator outboard intermediate RH. ...... 1 BQ 
-5 146-22302-27 - . HALF HINGE, Elevator outboard intermediate LH. . . . . . . 1 BQ 
146-22302-28 - . HALF HINGE, Elevator outboard intermediate RH. . . . . . . 1 BQ 
-6 146-22405-1 + . HINGE, Elevator trim tab half LH ............. 1 BQ 
146-22405-2 + . HINGE, Elevator trim tab half RH . . . . . . . 2.0... 1 BQ 
-7 156-22647 -~ . HINGE, Elevator trim tab forward concentrated. ...... 1 BQ 
146-22068-1 - RIB ASSEMBLY, Elevator station 84-3/4 LH. . . . . . . . . . . 1 BQ 
146-22068-2 + RIB ASSEMBLY, Elevator station 84-3/4 RH. . . . . . . . . . . 1 BQ 
-8 146-22411 + . TEE, Elevator station 84-3/4 hinge support . . . . . . . . 1 BQ 
-9 AN3-6A ae BOLD as da e E ah uj bach 4 BQ 
-10 184-22410 + PIN, Elevator station 84-3/4 hinge. . . . . . . . . . . . ; 1 BQ 
-11 184 -22407 . FITTING ASSEMBLY, Horizontal stabilizer to elevator hinge . . 1 BQ 
-12 AN200KP8 . BEAHING. ο ο 4.0. 9 e a Hae ILU E LES LU e Wo Wo ro τα μος 1 BQ 
. 146-22129-1 + RIB ASSEMBLY, Elevator station 129-3/h LH. . . . . . . . . 1I BQ 
146-22129-2 - RIB ASSEMBLY, Elevator station 129-3/4 RH . . . . . . . . . 1 BQ 
-13 146-22413 + + TEE, Elevator station 129-3/4 hinge support. . . . . . . . 1 BQ 
-14 AN3-6A E BOLT S nd, c. αν VET VI V. De ce a ος 8 Pa tad E ὦ 4 BQ 
-15 184 -22412 + PIN, Elevator station 129-3/4 hinge . . . . . . . . . . . . 1 BQ 
-16 184-22407 + FITTING ASSEMBLY, Horizontal stabilizer to elevator hinge .. 1 BQ 
-17 AN200KP8 5 BEARING. 28 2329 hie ο. a a nl εἷος ELA Mara 1 BQ 
-18 184 -22414 + PIN, Elevator hinge station 174-3/4 . . . . . . . . . . 2... 1 BQ 
-19 AN3-6A - BOLT (magnetic inspected) . . . . . . . . . . 2... 0... 4 BQ 
-20 146-22403 - SUPPORT ASSEMBLY, Elevator hinge station 176-1/4. . . . . . . l BQ 
-21 146-24475-3 + . BUSHING, Elevator balance weight support . . . . . . . . . 4 BQ 
-22 AN364 -428 - NUT (magnetic inspected). . . . ... ... LL LLL 1 EN 2 BQ 
-23 AN960D!16 κ: ¡WASHER: 4. al φάτω ὁ 595-8. Vo Ὡς ος ὃς cse e 2 BQ 
-24 AN960D416L a WASHER n4 oo ee a a e κ Re BE ex Se! Aad ο ο ο.” 2 BQ 
-25 AN174-7A s; BOLT. ΟΝ νυν R09 les κ Ὅν ών Se ge ee 2 BQ 
-26 184 -22406 . FITTING ASSEMBLY, Horizontal stabilizer to elevator hinge . . 1 BQ 
outboard 
-27 AN200KP8 € V BEARING: retu a ouv ADU EUR Ye WO vv ὃς c as b BQ 
-28 184 -22022 + WEIGHT ASSEMBLY, Aerodynamic nose balance outboard elevator . 1 BQ 
station 68-3/16 to station 82-13/16 i 
-29 NAS221-12 + . SCREW, Brazier head Phillips recess alloy steel 10-32. . 2 BQ 
AN365-1032 s de μι ba a ο ae ου ο ο cs ai LUI tg y cwb eo 2 BQ 
, 2W1-13-14-63 + « WASHER, Plain (NA)... . .. . . «0... LL 2 BQ 
-30 2W1-13-14-63 + WASHER, Plain (ΝΑ). . ........... ο ο ats Cork a. ch. RR Re e 6 BQ 
-31 NAS221-12 a SCREW $ ο ws rl Be Ss A RS II Ie ον. 6 BQ 
-32 184 -22028 + WEIGHT ASSEMBLY, Aerodynamic nose balance outboard elevator . 1 BQ 
station 85 to station 103-1/2 counter weight 
-33 NAS222-14 + + SCREW, Brazier head Phillips recess alloy steel 1/4-28 , 3 BQ 
AN365 -428 iy ο ο a E E ο je a Bhd 4 απ a er ede a e 3 BQ 
2W1-16-16-63 - . WASHER, Plain (NA)... . 2... ee eee 3 BQ 
-34 2W1-16-16-63 + WASHER, Plain (ΝΑ)... ................:;: 8 BQ 
-35 NAS222-17 + SCREW, Brazier head Phillips recess alloy steel 1/4-28. . s 8 BQ 
-36 184 -22029 . WEIGHT ASSEMBLY, Aerodynamic nose balance outboard elevator . 1 BQ 
station 106 to station 127-13/16 
-3T . NAS222-19 + . SCREW, Brazier head Phillips recess alloy steel 1/4-28 . 3 BQ 
AN365 -428 A €. NUT. τ. πε ο xL ος ο € d. WV asck ο ο Y sole οἱ ὁ Wick τὰν ὁ 3 BQ 
2W1-16-16-63 - . WASHER, Plain (ΝΑ)... . . . . . . . a νο ο ο 3 BQ 
-38 2W1-16-16-63 - WASHER, Plain (NA)... . . . . .. .. . . . . . . +... 2 2. 8 BQ 
-39 NAS222-20 - SCREW, Brazier head Phillips recess alloy steel 1/4-28, . 8 BQ 
-40 184 -22035 + WEIGHT, Aerodynamic nose balance outboard elevator. . . 2 1 BQ 
Station 130 to station 152-3/8 
AN509-10R11 s SCREW εκ. 2 ο 3-0 [4 39; ον ok e el el ee Be 5 BQ 
-41 184 -22034 . WEIGHT, Aerodynamic nose balance outboard elevator. . . . | 1 BQ 
station 152-7/16 to station 172-13/16 
-42 184 -22019 . WEIGHT, Aerodynamic nose balance outboard elevator. . . . . ., 1 BQ 
station 175 to station 189-11/16 
AN509-10R10 ο ο ο ο cu τῷ ὁ! cel S qe ae oe ug η" 8 ΒΩ 
-43 169-22331 . STIFFENER, Elevator trailing edge . . . . . . . . . .. a> ἐς 4 BQ 
-44 175-22303-10 - DOOR ASSEMBLY, Elevator trim tab actuator access. . ασ 1 BQ 
ATTACHING PARTS 
-45 AN509-10R8 e SCREW 2 2 455 e a a a 18 BQ 
——— PA 
-46 AN365-440 Ἢ ο ο ο a te ar Oy MS ννννν la reque. m $A BQ 
-47 ANO6ODH : WASHER... ol te ai um νων or vo sop. d BQ 
-48 9C1-3-5 + . CHAIN, No. 1 safety (NA)... . . . αν ene ὃν ὃν ak Dus ον) τα BQ 
-49 AN507 -440R8 es: tele Ολο a ο ο ο onem πμ... BQ 
-50 169-71063-1 - TAB ASSEMBLY, Radio AN/ASA3 precipitation static discharger . 2 BQ 
elevator mounting 
169-71063-2 + TAB ASSEMBLY, Radio AN/ASA3 precipitation static discharger . 2 BQ 


elevator mounting 
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H-184-22-4 


FIGURE 56 - LH AND RH OUTBOARD ELEVATOR ASSEMBLY 
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PART 

NUMBER 
184 -22311 
AN509-10-9 





146-22501-301 
146-22501-302 


ATTACHING PARTS 


169-22003-35 
169-22003-37 


146-22502-1 
146-22502-2 
146-22502-5 
146-22502-6 
146-22502-7 
146-22502-8 
146-22507 
156-22546 
184-22514 
156-22649 
184 -52243-1 


184 -52243-2 


184 -52237 
184 -52239 
184-52241-1 
184 -52241-2 
AN365-428 
2wi8-416L 
NAS334PA12 
AN174-30A 
AN174-17A 
AN174-13A 
AN174-12A 


---ᾱ-..-- 


2 


TIP ASSEMBLY, Elevator station 189-3/4. 


AN 01-60AAB-4 


EMPENNAGE (Cont) 


3 4 5 6 


SCREW . . . . 
TAB ASSEMBLY, Elevator "trim LH. 
TAB ASSEMBLY, Elevator trim RH. 


7 


PIN, Elevator outboard. 
PIN, Elevator outboard. 


9 9 5 9 9! 8 t ο . 


BEAM ASSEMBLY, Elevator 
BEAM ASSEMBLY, Elevator 
Elevator 
Elevator 
Elevator 
Elevator 
Elevator 
Elevator 
HORN, Elevator trim tab 


. HINGE, 
HINGE, 
HINGE, 
HINGE, 
HINGE, 
HINGE, 


(28° and 5°) 


trim 
trim 
trim 
trim 
trim 
trim 





NOMENCLATURE 


trim 
trim 


tab 
tab 
tab 
tab 
tab 
tab 


. 9 oe 


tab forward 

tab forward 
forward LH . 
forward RH. 
forward LIH. 
forward RH. 
aft half , 


aft concentra 


operating. . . 
SCREW, Elevator trim tab pick-up ad just ing . 
MECHANISM INSTALLATION, Elevator outboard geared tab LH 


Section || 


Group Assembly Parts List 


LH. 
RH. 


ted 


. 
. 
. 
. 
. 
. 
. 
. 
. 


e... 9 2 9 ο £$; ο 


. 
. 
. 
. 


MECHANISM INSTALLATION, Elevator outboard geared tab RH 


(985 and 5”) 


LINK ASSEMBLY, Elevator outboard geared tab. 
LINK ASSEMBLY, Elevator outboard geared tab. 
BELLCRANK, Elevator outboard 
BELLCRANK, Elevator outboard 


NUT. .... 
WASHER, Flat 
BOLT . 
BOLT 
BOLT 
BOLT 
BOLT 


ee ο ος 


. 
. 


(NA): 


mM 


ee ο n 


geared tab LH 
geared tab RH 


e 9 . 9 2 9 ο, ο ο ο 


9 9 0 t |] 9 |] 7] 9 9 0. 


9 9 9 9 9 ο ew ο i$ 


HD ^mLBHERHHBmBHBHHBH Pe 
y w w 
Ὁ 9 Ὁ 


αλ κος A A 
tu 
2 
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H-184-22-1A 


FIGURE 57 - LH AND RH OUTBOARD ELEVATOR ASSEMBLY 
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-9 
-10 


-11 
-12 
-13 
-14 
-15 
-16 
-17 
-19 
-20 
-21 
-22 
-23 
-24 
-25 
-26 


-27 
-28 
-29 
-30 
-31 
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EMPENNAGE (Cont) 
PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
164 -22003-1 ELEVATOR ASSEMBLY, Outboard LH (see fig. 53 for next assy) . Ref W 
184 -22003-2 ELEVATOR ASSEMBLY, Outboard RH (see fig. 53 for next assy) . Ref W 
146 -22068-1 RIB ASSEMBLY, Elevator station 68-1/4 LH. . . . . . . . . 1 W 
146 -22068-2 . RIB ASSEMBLY, Elevator station 68-1/4 RH. a 1 W 
146-22418 TEE, Elevator station 67-3/4 fitting support . . 6 1 W 
146-22416 FITTING, Elevator station 68-1/4 outboard attaching. . 2 W 
146 -22068-5 . HALF HINGE, Elevator station 68-1/4. . : 1 W 
146-22302-1 BEAM ASSEMBLY, Elevator intermediate LH . 5 1 W 
146 -22302-2 . BEAM ASSEMBLY, Elevator intermediate RH... ose 1 W 
146 -22302 -25 . . HALF HINGE, Elevator outboard intermediate LH. ο. 1 W 
146 -22302-26 . . HALF HINGE, Elevator outboard intermediate RH. x 1 W 
146 -22302-27 HALF HINGE, Elevator outboard intermediate LH. Sa 1 W 
146-22302 -28 HALF HINGE, Elevator outboard intermediate RH. "m i W 
146-22405-1 HINGE, Elevator trim tab half LH . . : 2 ou 1 W 
146 -22405-2 HINGE, Elevator trim tab half RH... M. 1 W 
156-22647 HINGE, Elevator trim tab forward concentrated. NC Y W 
146 -22084-1 RIB ASSEMBLY, Elevator station 84-3/4 LH. . . ΚΝ 1 W 
146 -22084 -2 RIB ASSEMBLY, Elevator station 84-3/4 RH. . ο ρα. 1 W 
146-22411 TEE, Elevator station 84-3/4 hinge support de 1 W 
146-22410 š PIN, Elevator station 84- 35 hinge . . . EM Μπ 1 W 
AN3-6A * e, BOLT > uuu "er ENDS 4 W 
146-22129-1 ; RIB ASSEMBLY, Elevator station 129-3/4 LH . E 1 W 
146-22129-2 . RIB ASSEMBLY, Elevator station 129-3/4 RH . 2 1 W 
146-22413 . . TEE, Elevator station 129-3/4 hinge support. : 1 W 
146-22412 : PIN, Elevator station 129-3/4 hinge. . . . $ 1 W 
AN3-6A . » BOLT. ... SUUM oe ite d 4 W 
146-22414 . PIN, Elevator hinge station 174- 3/4 S δὴ ον ; 1 W 
AN3-6A BOLT (magnetic inspected) . . ow ME TR 4 W 
146-22403 . SUPPORT ASSEMBLY, Elevator hinge “station “1762 lA. NOS M 1 W 
146 -24475-3 . . BUSHING, Elevator balance weight support . 4 W 
146-22404-10 BALANCE ASSEMBLY, Elevator balance intermediate sta 2 176- i/i 1 W 
AN365 -428 NUT (magnetic inspected). ; ‘ 2 W 
AN960D416 WASHER . . . A 2 4 wW 
AN174-25A BOLT (magnetic “inspected) aoe V ἃ 2 W 
184 -22326 WEIGHT ASSEMBLY, Elevator sta 69- 1/4 to sta 81 “paddle Έσω 1 W 
184 -22327 WEIGHT ASSEMBLY, Elevator sta 69-1/4 to sta 81 paddle... 1 W 
146-22334 WEIGHT ASSEMBLY, Elevator sta 99-1/8 to sta 111-1/2 paddle. 1 W 
146-22333 WEIGHT ASSEMBLY, Elevator sta 114 to sta 126 paddle .... 1 W 
146 -22332 WEIGHT ASSEMBLY, Elevator sta 137-1/2 to sta 149-1/2. . : 1 W 
184 -22309-1 BRACKET ASSEMBLY, Elevator trim tab actuator attaching LH . 1 W 
184 -22309-2 . BRACKET ASSEMBLY, Elevator trim tab actuator attaching RH . 1 W 
184-22317 " FITTING, Elevator trim tab actuator ών ο... T W 
550FN . SCREWJACK (LA). ; : sis "mu E 1 W 
AN365-428 . NUT (magnetic inspected). dox Heck DAR we hake c vela 1 W 
AN960D416 WASHER... . ο ve E στ μπα ου 3 W 
146 -22330 . BUSHING, Elevator trim “tab actuator attaching q LIE 2 W 
AN4-11A .' BOLT (magnetic inspected ον eve net cae ἃ o sub recs i6 Oe 1 W 
AN320-4 NUT (magnetic inspected). te Te ες š A 1 W 
AN24-18 BOLT (magnetic inspected) "E POEM > 12 W 
175-22303-10 DOOR ASSEMBLY, Elevator trim tab “actuator access. "ax 1 Ww 
AN509-10R8 SCREW. ww" x L Ἕ.ιία $ w. SUN m, USED QU AD M, fh Jae an -ᾱ, ας 18 W 
AN365 -440 NUT . Qi κ doce, b's ως des ο As We 1 W 
AN960D4 WASHER. UP" V de t. κα. ger fuc ce. e) des des Cor yee QE ai ὃς ος Y 1 W 
9C1-3-5 Ἢ CHAIN, Νο. 1 safety (NA). x ολα ο) SU dA δ. coeur sot, τὸν ο 1 W 
AN507 -440R8 . . SCREW... κ. de OL ῳ, ψ € v. y oe ue ον S rete 1 W 
169-71063-1 . TAB ASSEMBLY, Radio ÅNJASA 3 precipitation static 2 W 
discharger elevator mounting 
169-71063-2 TAB ASSEMBLY, Radio AN/ASA-3 precipitation static 2 W 
discharger elevator mounting 
716A18-1/4 FLEX SHAFT (LA) . . . . .. oo 2... 1 W 
146-22311 TIP ASSEMBLY, Elevator station 189-3/4. . 1 W 
ATTACHING PARTS 
AN509-10-9 SCREW ως τς * o£. ο fal ο TA 10 W 
146-22501-201 TAB ASSEMBLY, Elevator trim LH. . . . . . . . . . +... ον 1 W 
146-22501-202 . TAB ASSEMBLY, Elevator trim RH. ECCE LER e 1 W 
ATTACHING PARTS 
169-22003-35 PIN, Elevator outboard. . i , . 1 W 
169-22003-37 PIN, Elevator outboard. . . . ... . . . . . eo 1 W 
Pe 
146-22502-1 BEAM ASSEMBLY, Elevator trim tab forward LH. $ 1 W 
146-22502-2 BEAM ASSEMBLY, Elevator trim tab forward RH. . . . . . 1 W 
146-22502-5 δν ον HINGE, Elevator trim tab forward LH . . . . . . .. 1 W 
146-22502-6 P HINGE, Elevator trim tab forward RH . . . . . ... 1 W 
146-22502-7 E HINGE, Elevator trim tab forward LH... ES 1 W 
146-22502-8 E HINGE, Elevator trim tab forward RH . . . . . . .. 1 Y 
146-22507 "S HINGE, Elevator trim tab aft half ... ε-ᾱ. Ὁ ὋΝ, να 1 W 
156-22546 soi HINGE, Elevator trim tab aft concentrated | | | > 1 W 
184 -22513 3 HORN, Elevator trim tab operating. . . aU He 1 W 
1156-22649 . SCREW, Elevator trim tab pick-up adjusting Shee οὶ αφ» φον. ἃ 1 W 
169 -29331 STIFFENER, Elevator trailing edge . . . . . . . .. . .. 8 W 
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FIGURE 58 - LH AND RH INBOARD ELEVATOR ASSEMBLY ; 
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RGURE δ. PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
5 169-22002 -201 ELEVATOR ASSEMBLY, Inboard LH (see figure 53 for " I Ref W 
next assembly) (supersedes 146-22002) 
169-22002 -202 ELEVATOR ASSEMBLY, Inboard RH (see figure 53 for Ref W 
next assembly) (supersedes 146-22002) 
-1 160-22402-3 FITTING, Elevator torque tube attaching . κα. 1 W 
-2 146-22429-10 TUBE, Elevator torque... Μαν ο SEY E s 1 W 
146-22021-101 RIB ASSEMBLY, LH station 21- 1⁄2 ο ο ο ο x 1 W 
146-22021-102 RIB ASSEMBLY, RH station 21- 1/2 NET " 1 W 
-3 160 -22301-1 COLLAR, Elevator station 21-1/2 rib to torque “tube 5 1 W 
attaching LH 
160-22301-2 2 COLLAR, Elevator station 21-1/2 rib to torque tube " 1 W 
attaching RH 
146-22041-1 . RIB ASSEMBLY, Elevator station 41- 3/4 IH. . . . ; " 1 W 
146-22041-2 . RIB ASSEMBLY, Elevator station 41-3/4 RH. ο. 1 W 
-4 146-22409 B TEE, Elevator station 41 hinge support x 1 W 
-5 146-22408 " PIN, Elevator station 41 hinge . . . . . . . . . . . ο . 1 W 
-6 AN3 -6A A «. “BOUT ο. <3 Wo A See ἐπὰν οὔ Pea He 4 W 
146 -22067-1 . RIB ASSEMBLY, Elevator station 'er- 3/4 LH. μον. ἐν Te Ὁ "m 1 W 
146-22067 -2 . RIB ASSEMBLY, Elevator station 67-3/4 RH. Pos την 1 W 
-7 146 -22418 A TEE, Elevator station 67-3/4 fitting support . . ο νεο 1. W 
-8 146-22417 : FITTING, Elevator station 68 inboard attaching . A 2 W 
-9 146-22067 -5 : HALF HINGE, Elevator station 67-3/4. ie bein ος, ahs ae 1 W 
-10 146 -22324-20 . WEIGHT ASSEMBLY, Elevator sta 4l- 3/4 to sta 53 paddle α΄ 6 2 W 
-11 146-22325 WEIGHT ASSEMBLY, Elevator station 55 to 67- 1/8 paddle a 2 W 
-12 146 -22636-20 WEIGHT ASSEMBLY, Elevator inboard station 27-1/8 to st Se 2 W 
station 38 paddle 
-13 156-22644 WEIGHT ASSEMBLY, Elevator station 12-1/2 to station . 2 W 
23-13/16 paddle 
-14 156 -22633 STOP ASSEMBLY, Elevator spring tab. . . ; ; 1 wW 
-15 184 -52226-1 MECHANISM INSTALLATION, Elevator dual rate “springy tab LH . Ref W 
184 -52226-2 MECHANISM INSTALLATION, Elevator dual rate springy tab RH . Ref W 
(see figure 54 for detail breakdown) 
156-22606-1 . BEAM ASSEMBLY, Elevator inboard LH. . . . . . . . . . +... +. 1 WwW 
156 -22606 -2 . BEAM ASSEMBLY, Elevator inboard RH. ... E E OA 1 W 
-16 156-22615-5 . . HALF HINGE, Elevator trim tab concentrated . . . . . . . 1 W 
-17 146-22405-3 . . HALF HINGE, Elevator trim tab half . . . .. n "EP 1 W 
-18 156 -22606-5 + . HALF HINGE, Elevator inboard LH. . . . . . . : V Sa! to 1 W 
156 -22606 -6 + . HALF HINGE, Elevator inboard RH. . . . . . + s oA ry 1 wW 
-19 156-22606 -7 7 HALF HINGE, Elevator inboard LH. . . . . . «ια. 1 Ww 
156 -22606-8 HALF HINGE, Elevator inboard RH. a wale asia ^. Sets 1 W 
-20 169-22002-21 x DOOR, Elevator assembly ......'........ nem 2 W 
-21 169-22002 -25 . DOOR, Elevator assembly ....... n s "ET E 1 W 
M ATTACHING PARTS 
-22 AN509- 10-7 SCREW i gerd ce oce en ο ο ο AA ra 4 40 W 
aotea 
-23 AN507 -440-8 e SCREW. ......... y "P πη 3 W 
-24 ANQ60D4 . WASHER . . . . . . ος ον EE £ ; ὃν ee 3 W 
-25 AN365-440 τ NUDA ο ders. er le oie ta $a να. 3 W 
-26 901 -3-3 . CHAIN, Νο. 1 safety (NA) . . « .......... E s 3 W 
-27 156-22645 . PIN, Elevator hinge... αι ane re ο a s πὸ 1 W 
-28 156-22603-301 . TAB ASSEMBLY, Elevator spring LH. EL AC ES iy «Ὁ e Jer ue 1 W 
156-22603-302 . TAB ASSEMBLY, Elevator spring RH. TE C FL 1 W 
156-22607 -1 " BEAM ASSEMBLY, Elevator spring tab forward LH. . να. 1 W 
156-22607 -2 ; BEAM ASSEMBLY, Elevator spring tab forward RH. . . . .. 1 W 
-29 156-22607 -5 : . HALF HINGE, Elevator spring tab forward LH. . . Lam 1 W 
156 -22607 -6 P HALF HINGE, Elevator spring tab forward RH. . . ted 1 W 
-30 156-22607 -7 7 HALF HINGE, Elevator spring tab forward LH. . . E 1 W 
156-22607 -8 " HALF HINGE, Elevator spring tab forward RH. . . 2 a 1 W 
-31 146-22507 ; HINGE, Elevator trim tab half . . A λα) 1 W 
-32 156-22615-3 . HALF HINGE, Elevator trim tab aft half. e 1 W 
-33 156-22625 : HORN ASSEMBLY, Elevator spring tab : a 5 1 W 
-34 169-22634 . SUPPORT ASSEMBLY, Spring tab weight. ος 2 wW 
-35 2W1-16-24 -32 z WASHER, Plain (ΝΑ). . : è 8 W 
-36 156-22635 . WEIGHT ASSEMBLY, Elevator spring tab . ; 2 W 
-37 AN365-428 . NUT $ ir y . if: te . Y W 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
59 -22004-101 ELEVATOR ASSEMBLY, Inboard LH (see fig. 53 for next assembly Ref BQ 
184-22004-2 ELEVATOR ASSEMBLY, Inboard RH (see fig. 53 for next assembly). Ref BQ 

-1 160-22402-3 FITTING, Elevator torque tube attaching . . . . . ERIS 2 BQ 

-2 146-22429-10 TUBE, Elevator torque . DIERUM S 2 BQ 
146-22021-101 RIB ASSEMBLY, LH station 21- 1/2 1 BQ 
146-22021-102 RIB ASSEMBLY, RH station 21-1/2 . . ES 1 Bo 

-3 160-22301-1 COLLAR, Elevator station 21-1/2 rib to torque tube . i. 1 BQ 

attaching LH : 
160-22301-2 COLLAR, Elevator station 21-1/2 rib to torque tube 1 BQ 
attaching RH 
146-22041-1 RIB ASSEMBLY, Elevator station 41-3/4 LH. . . . . . . . . 1 BQ 
146-22041 -2 RIB ASSEMBLY, Elevator station 41-3/4 RH. . . . . . . .. 1 BQ 

-4 146-22409 TEE, Elevator station 41 hinge support SET E 1 BQ 

-5 146-22408 PIN, Elevator station 41 unge ate WV dA ETAPA Sd 1 BQ 

-6 AN3-6A . BOLT... DN T à BQ 

-T 184 -22042 WEIGHT ASSEMBLY, "Aerodynamic nose balance LH inboard. . . 1 BQ 

elevator station 59-7/8 to station 68 i 

-8 NAS222-16 5» SCREW, Brazier head Phillips recess alter: steel Ae 28. 1 
2W1-16-16-63 . WASHER, Plain (NA). . . .. ; 1 BQ 
ΑΝ365 -428 ... NT. ee Ta 1 BQ 

-9 184 -22039 . WEIGHT ASSEMBLY, “aerodynamic nose balance LH “inboard. ee dd 1 BQ 

elevator station 41-31/32 to station 57-1/2 
-10 184-22044 WEIGHT ASSEMBLY, Aerodynamic nose balance LH inboard. 1 BQ 
elevator station 11-13/16 to station 39-13/16 

-11 NAS222-13 SCREW, Brazier head το recess stem steel is 28 7 BQ 
2W1-16-16-63 WASHER, Plain (NA). . σος i A ; 7 BQ 
AN365-428 . a Mri se is 7 BQ 

-12 184-22020 WEIGHT ASSEMBLY, “aerodynamic nose balance inboard . . . . 1 BQ 

elevator station 11-13/16 to station 39-13/16 

-13 184-22021 WEIGHT ASSEMBLY,  Aerodynamic balance station 41-32 to 1 BQ 

station 68 inboard elevator center 

-14 NAS222-17 . . SCREW, Brazier head ολ recess alloy steel Aa 28 . 9 BQ 
2W1-16-16-63 . . WASHER, Plain (NA)... 5. x. ; , ; A 9 BQ 
AN365-428 eov NUT. 5 A Jd 9 BQ 

-15 NAS222-19 . SCREW, Brazier “head Phillips ‘recess alloy steel i/i- 28. rare 22 BQ 

-16 2W1-16-16-63 . WASHER, Plain (NA)... πη s 22 BQ 
146 -22067-1 . RIB ASSEMBLY, Elevator station '67- 3/4 LH. eive ὑπ] el rok att, dE cat gs 1 BQ 
146-22067 -2 . RIB ASSEMBLY, Elevator station 67-3/4 RH. . . . . . . 3... 1 BQ 

-17 146-22418 : TEE, Elevator station 67-3/4 fitting sipport e ne 1 BQ 

-18 156-2917 . FITTING, Elevator station 67-3/4 ijv rd. TR S 2 BQ 

-19 146 -22067-5 > HALF HINGE, Elevator station 67- 3/4. a 1 BQ 

-20 156-22633 STOP ASSEMBLY, Elevator spring tab. PES 1 BQ 

-21 184 -52226 -2 MECHANISM INSTALLATION, Elevator dual rate springy "tab "RH 1 BQ 

: (see figure 54 for detail breakaown) 

-22 550FN SCREW JACK (ΓΑ)... . : —— ee 1 BQ 
156-22606-1 . BEAM ASSEMBLY, Elevator inboard LH, . . . 2 2 2 s s. 1 BQ 
156-22606-2 .' BEAM ASSEMBLY, Elevator inboard RH. m A fo ο) Ne 1 BQ 

-23 156-22615-5 . HALF HINGE, Elevator trim tab concentrated ο ο. 1 BQ 

-24 146-22405-3 HALF HINGE, Elevator trim tab half . . . . . . . . . . . 1 BQ 

-25 156-22606-5 HALF HINGE, Elevator inboard LH. P . 1 BQ 
156-22606-6 HALF HINGE, Elevator inboard RH. . . . . .. 1 BQ 

-26 156-22606-7 HALF HINGE, Elevator inboard LH. . . » 1 BQ 
156-22606-8 HALF HINGE, Elevator inboard RH. . . . . . . . . . . . . 1 BQ 

-27 169-22002-21 DOOR, Elevator assembly... ....... .. . . 0 2 eee 2 BQ 

-28 169-22002-25 . DOOR, Elevator assembly:;. . . . . . . . . . cs n 1 BQ 

ATTACHING PARTS 
-29 AN509-10-7 SCREW 2.27: nas ee τ tied eor et eb a rs ue Ld d rus la -οἳ τν 40 BQ 
o kcu 

-30 AN507-440-8 οι oe a> aie arx I uH 3 BQ 

-31 AN960DAÀ WASHER? {. ues) cm «αὶ igs UE ya Re e SÉ o re '3 BQ 

-32 AN365-440 NUD see ««ὐνο, By Pee d Eb Gee ke r Au ve, Dé . 3 BQ 

-33 901 -3-3 CHAIN, Νο. 1 safety (ΝΑ) . . oP ausus alt ee BS 3 BQ 

-34 156-22645 .PIN, Elevator hinge . . . νο κου ἂν ὃς 1 BQ 

-35 184 -22603-101 TAB ASSEMBLY, Elevator inboard "trim Se that T ab Vee er δν Far ie 1 BQ 

-36 156-22603 -402 TAB ASSEMBLY, Elevator spring LH. . . edes 1 BQ 
156-22607-11 BEAM ASSEMBLY, Elevator spring tab forward LH. MI 1 BQ 
1156-22607 -2 BEAM ASSEMBLY, Elevator spring tab forward RH. 1 BQ 

-37 156-22607-15 HALF HINGE, Elevator spring tab forward LH. 1 BQ 

-38 156-22607 -6 HALF HINGE, Elevator spring tab forward RH. 1 BQ 

-39 146-22507 HINGE, Elevator trim tab aft half . : 2 BQ 

-40 156-22607 -7 HALF HINGE, Elevator spring tab forward LH. $E a 1 BQ 
156-22607-8 HALF HINGE, Elevator spring tab forward RH. . . . 1 BQ 

-41 156-22615-3 HALF HINGE, Elevator trim tab aft half. ανα δες, ὦ 2 BQ 

-42 184-22516 ` HORN, Inboard elevator trim tab operating ΙΗ... . 1 BQ 

-43 156-22625 . HORN ASSEMBLY, Elevator spring tab RH. . . DIES 1 BQ 

-44 169-22634 . SUPPORT ASSEMBLY, Spring tab weight RH . : 2 BQ 

-45 2W1-16-24-32 . WASHER, Plain (NA) RH.. anim τ 8 BQ 

-46 156-22635 . WEIGHT ASSEMBLY, Elevator spring tab RH. or NI: 2 BQ 

-47 AN365-428 NUT, RH. . é R 4 BQ 

-48 THOA RING, Angle connector "L" unit with ? mounting ugs (LA) 1 BQ 

-49 8022Y -1014 FLEXIBLE SHAFT ΝΟ} 0 de xx δν ος, -πῷ Sire, Ue τος 1 BQ 

-50 8022Y-1301 FLEXIBLE SHAFT ΜΑ dad CU ME 1 BQ 
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H-184-20-3A 


FIGURE 60 - VERTICAL STABILIZER ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER |! 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ᾿ CODE 
ο 175-23002 STABILIZER ASSEMBLY, Vertical (see fig. 53 for next assembly). Ref 
-1 175-23311-5 - TIP ASSEMBLY, Vertical stabilizer (aft) . . . . . . . . . . 1 
ATTACHING PARTS 
-2 AN509-10R10 xus ro TM 24 
20 


-3 AN509-10R13 SORE 4: x. ο 00€, ous: a els 
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FIGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
60-1 175-23315 . DOOR ASSEMBLY, Vertical stabilizer light access . . . . : + 1 
ATTACHING PARTS 
-5 AN509-10R8 s SOREW τὰς Silat Rue IO IS BoE a gle Se AQ AE IS 18 
-6 901-3-3 . . CHAIN, Νο. 1 πάρ 3 inches (NA) . 1 
-7 AN3158-1 . LIGHT ASSEMBLY... . ass {ick ae Me 1 
-8 AN3158-2 . LIGHT ASSEMBLY ....... +... e 1 
ATTACHING PARTS i 
-9 AN515-4R8 SOREWS 6 4. @ cal oo eS Year ec 4 
Sook 
-10 175-23416 . FITTING, Vertical stabilizer rudder locking . 1 
-11 175-23420 . SCREW, Vertical stabilizer rudder locking . . 1 
-12 146-23336-10 . SPRING, Vertical stabilizer rudder lock tension . 1 
-13 AN392-17 . PIN. . V utu Gi vy Ἐν Soe ων cda te 1 
-14 AN320-3 μι A a ee a ee A ace 1 
-15 AN960D10 « WASHER. Look -ᾱ-ῳ quw ον. το d IN GC αν ιο τς CELLO ue ᾱ- Dar ue ce TU 2 
-16 AN3-7 . BOLT... ο Uae pr PLE qu ERU 1 
-17 146-23323 - BRACKET ASSEMBLY, Vertical stab. rudder locking support 1 
-18 4818-4-64 . BUSHING, Press fit (NA). . "νην. 1 
-19 146-23417 . FITTING ASSEMBLY, Vertical stab. rudder locking support 1 
-20 175-23418 . ROD ASSEMBLY, Vertical stabilizer rudder locking. . . 1 
-21 146-23419 . . ROLLER, Vertical stabilizer rudder Tocking rod i assembly. 1 
-22 AN365-1032 ΝΟ a oe. Ae ce a we 1 
-23 AN960D10L e x WASHER; ow wes ὠ ο co ve SU. ls 8 
-24 AN3-7A $ e BOLT as tee, RELE GM ces OR ue SION νο E 1 
-25 175-23418-5 . . FITTING, Vertical stabilizer rudder locking μι 25 1 
-26 175-23418-7 . . FITTING, Vertical stabilizer rudder locking (lower a 1 
-27 146-23324 x SPRING, Vertical stabilizer rudder locking compartment 1 
-28 175-51031 " ANTENNA ASSEMBLY, Broad band very-high-frequency radio. D 1 
(see fig. 64 for detail breakdown and Attaching parts) 
175-23001 : . STABILIZER ASSEMBLY, Vertical... 1 
146-23301-101 . . BEAM ASSEMBLY, Vertical stabilizer center. | | 1 
-29 160-23405 . . . FITTING ASSY, Vert stab. center beam to fus attaching. 1 
-30 14B20811-011 ER . . BUSHING, Press fit (NA). awe rue NIA να. 1 
-31 AN365-428 CP" ve NUTUS Loss A 18s δες αν δι ig tee Jay ορ Ie. E 2 
-32 AN960D416 ow C WASHER soe cecal ew ee Ας ae ος GK 4 
-3 AN4-11A è scs BOLT xov 2 
-3 175-23423 . . FITTING, Vert stab. ‘ninge 'rib to center beam attaching fwd 4 
-35 175-23422 . . FITTING, Vert stab.hinge rib to center beam attaching fwd 4 
-36 AN365-428 Sog. NUT. ο ο ο ae ar ου DA AS ce MC 4 
-37 AN960D416 esc WASHER. uo eoe he et a a EY a gold ὍΝ, ee TE ος n 8 
-38 AN4-13A 4o ο BOLT Rd ee mox α ce κ Να CE AR ροκ τς Ὁ ο ας ος Ὁ ao νῷ 2 
AN4-11A « » BOLT. « > ο ανα IS & AIR BER ος a: OS a Oe D 2° 
-39 156-23306 . . - DOOR ASSEMBLY, Vertical stabilizer bolting . VC Tre 1 
-40 146-23308 . . ARM, Vertical stabilizer starboard door potuating: "I 1 
-41 156-23309 . . CLIP, Vertical stabilizer starboard door Ea 1 
-42 AN960D4 . . WASHER. " 1 
-43 175-55008 +. . LINK, Vertical stabilizer ‘folding ‘upper “Jack attaching 1 
-44 AN365-624 + +. NUT. . erect ὦ $ wx 1 
-45 NAS143 -6C s 3 WASHER, “countersunk. UE er ae dE NAT 1 
-46 NAS143-6 . . WASHER, . Plain. . . D το ῥω ciel, ἐν Mea ia 1 
-47 NAS146-36 . . BOLT, Internal wrenching steel . . : 1 
-48 175-55005 . . FITTING, Vertical stabilizer folding Jack support. è 1 
-49 EBO64 . . NUT, Self locking: e αμ. d s E 1 
-50 AN960D616 . . WASHER. . . . E "ORE TN 2 
-51 AN6-12A + . BOLT. . A BS ah ts O ο ο 1 
-52 146-23401 . . FITTING ASSEMBLY, "vert stab. to fus front attachment 1 
-53 NAS75-8-008 "E . BUSHING, Press fit. . .. He" C e τὰ 1 
175-23302 Š . BEAM ASSEMBLY, Vert stabilizer lower aft š 1 
-54 146-23406-10 s : . FITTING ASSEMBLY, Vert stab. to fus rear ‘attachment 1 
-55 NAS75-8-008 ‘ . . . . BUSHING, Press fit... 1 
-56 169-71060 . . HOOK, Radio ext antenna vertical stabilizer "attaching. 1 
-57 NAS221-8 i . SCREW, Brazier head Phillips recess alloy steel. . 4 3 
175-23165 é . RIB ASSEMBLY, Vertical stabilizer station 164-3/4. 1 
: center beam to trailing edge canted hinge 
-58 175-23409 c ds . FITTING ASSY, Vertical stab. sta 164-750 hinge. A 1 
-59 175-23333 . . . . PLATE, Vert stab.sta 164-3/4 hinge bearing retainer 1 
-60 AN200KPÓ 20. . . BEARING. . 1 
175-23115 . . RIB ASSY, Vert stab. 114. 187 center "beam to "TE eanted "hinge 1 
-61 175-23408 3 : . FITTING ASSEMBLY, Vert stab. sta 114.187 hinge. V 1 
-62 175-23319 . . . . PLATE, Vert stab.sta 114. ier hinge bearing. retainer 1 
-63 AN200KP6 e. +. . BEARING . . . . . i ρα 1 
-64 AN365-1032 ‘Sr tis . . NUT ὧν ogee eV Wh. lu See te ο ata. Be | ος 2 
-65 AN960D10 ` r $ i WASHER. wi αν dee Us GS ae RT ᾱ- κ el ces al ὃς, SQ 2 
-66 AN509-10R18 ανα Lo aes ας sence d Se eh an δ, De te RTI c a a -- 2 
175-23104 . . RIB ASSY, Vert stab. sta 101- 5/8 center beam TE canted 1 
-67 175-55006 . . . PITTING ASSY, Vert stab. folding upper jack pubeching: 1 
-68 4B19S6-012 - i x . . BUSHING, Press fit plain.. 2 
-69 175-23313 DOOR ASSEMBLY, Vertical stabilizer antenna access. 1 
ATTACHING PARTS 
-το AN509-10R7 SCREW: 6: 4: dr us o c ee, ο usu ute ae eae a Boe. απ tem A 12 
ee, eee 
-71 175-23311-3 TIP ASSEMBLY, Vertical stabilizer (forward). τε ae ta? Sep ak 1 
ATTACHING PARTS E 
-72 AN509-10R10 A SCREW oa e 5 Pah eae kom A o ar {8} 
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FIGURE 61 - COMPLETE LOWER RUDDER ASSEMBLY 
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AN 01-60AAB-4 
EMPENNAGE (Cont) 


PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-2100? -100 RUDDER ASSEMBLY, Lower complete (supersedes 175- -21002) Ref 
see figure 53 for next assembly) 
No Number . LOWER RUDDER ASSEMBLY, Upper section. $ Ref 
(see figure 62 for detail breakdown) 
175-24501 . TAB ASSEMBLY, Rudder trim . E x 1 
ATTACHING PARTS 
146 -24469 PIN, Rudder trim tab hinge μαι $3 42 1 
146 -24470-3 PIN, Rudder trim tab hinge (upper)... 1 
AN365 -428 . NUT (magnetic inspected). . . . . . . . . . 1 
AN4-12A . BOLT (magnetic inspected) A 2 
AN960D416 WASHER — aa Uy ο a ee ae IRL νον 1 
146-24462-9 BUSHING, Rudder trim tab actuator M PE. " 1 
AN960DH WASHER +... ! 1 
AN392-9 PING OR να pue A es ' 1 
ΕΝ, σον 
175-24442 FITTING, Rudder trim tab position indicator. . . 1 
rod attachment 
175-24501 -9 s HINGE, Half continuous extruded. : 7 1 
175-24501-7 " HINGE, Half continuous extruded. , . a : 1 
175-24519 . HELM, Rudder trim tab... «τῶν αν as ide z 1 
175-24520 * BOOT ASSEMBLY,  Rudder trim tab Su. «φ . 1 
175-24312 z BOOT ASSEMBLY, Rudder lower SE 1 
ATTACHING PARTS 
AN509-10R8 . SCREW (magnetic inspected). 20 ü 
on em Me c 
AN931-24-28 {GROMMET ο νο oc o US d 1 
175-24327 . DOOR ASSEMBLY, Rudder removal access. 1 
ATTACHING PARTS 
AN509-10R8 & SOÑE L0. x hod eve 8 34 
iis ia PRA 
9C1-3-5 . CHAIN, Safety and bead (ΝΑ) . . s , 1 
175-24309 . DOOR ASSEMBLY, Rudder trim tab actuator access. A 1 
ATTACHING PARTS 
AN509-10R10 SCREW ο... FAA Sa : uw M us 19 
AN509-10R11 SCREW (magnetic inspected PUES TN 16 
mes d e 
9C1-3-9 . . CHAIN, Safety and bead (NA). f LOC e ὁ 1 
175-24408 . WEIGHT ASSEMBLY, Rudder balance . . . Babs " 1 
ATTACHING PARTS . , 
AN365 -624 . NUT (magnetic inspected). . . . . Ra s --- : à 
AN6-13A : . BOLT ane 16 inspected) ....... "E" 4 
AN960D616L s; WASHER μα. UE ee eR Re De E, c Ae ww! à . 8 
AN960D616 : WASHER . . 0.0. 2 4 ee NC RUE: 2004 
Lowers 
AN365 -1032 . A E TE $ "E 1 
AN509 -10R32 . . SCREW.. i.- s vex e — 1 
2W1AL13-32-64 . . WASHER, Plain (NA). ο . $ eov 4 
4B19S6-012 . | BUSHING, Press fit plain ο Rl να οι 4 
175-24408-3 WEIGHT, Rudder balance Š E urs 1 
175-24407 SUPPORT ASSEMBLY,  Rudder sta 53. igi weight. NC 1 
4B19S6-013 BUSHING, Press fit plain (NA)... A es s 4 
34548 ACTUATOR ASSEMBLY, Linear (AIR). . A 1 a 
{supersedes 175-954052-5 for future "wposubsment]. 
ATTACHING PARTS 
AN365 -428 . NUT (magnetic inspected). . . . . . . . g 1 
AN4-16A BOLT (magnetic inspected) poi . 1 
AN960D416 ΝΑΞΉΕΒ.......-«...... f 2 
146-24462-7 BUSHING, Rudder trim tab actuator Ξ 1 
—Á ρωσ * 
175-24416 . SUPPORT, Rudder trim tab actuator . è 1 
ATTACHING PARTS 
AN3-7A . BOLT (magnetic inspected) a Ps s a " 3 
AN960D10 WASHER 2-15 ub s i sete τῶν ve μεσον eo eS ἐς ee 3 
in: a «ην 
175-24029 RIB ASSEMBLY,  Rudder sta η e. canted hinge, 2t 1 
AN931 -66-22 GROMMET . . 2 4 1 
4B18-6-176 . BUSHING, Shoulder (NA). ἀν ιός. rv s 2 
175-24422 FITTING, Rudder station 2 thrust "CE . 1 
175-24402 . PIN, Rudder sta 89.875 hinge. 274 E 1 
ATTACHING PARTS 
AN3-7A . BOLT (magnetic inspected) . . . . . 5 4 
ος PAR 
175-24305 BEAM ASSEMBLY, Rudder lower . . . 1 
175-215 HINGE, Rudder sta 62.579 trim tab. : 1 
175-24305-7 HINGE, Rudder lower. . . . i . E 1 
146-54237 -61 CONDUIT, Electric wiring harness . 1 
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H-184-24-2A 


FIGURE 62 - UPPER SECTION LOWER RUDDER ASSEMBLY 
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Section || 
Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 56 7 NOMENCLATURE PER ASSY. CODE 
62 No Number UPPER SECTION LOWER RUDDER ASSEMBLY . . Wo US ee "edel vert. ve ww REL. 
(see figure 61 for next assembly) 


175-24406 . WEIGHT ASSEMBLY, Rudder Station 90.741 balance. 1 
ATTACHING PARTS 
AN365-624 - NUT (magnetic inspected). 1 i 4 
AN6-13A - BOLT (magnetic inspected) : PD 4 
AN960D616 SOMASHER . 2 1 1 1. ς : : 12 
m eas 
4B19S6-010 + + BUSHING, Press fit (NA). . 4 
AN365-1032 + + NUT (magnetic inspected) . . . ᾿ | 3g πώ ee 1 
175-24445 + SCREW, Rudder station 90.741 balance weight. 1 
2W1AL16-32-64 WASHER, Plain (NA). . . . . . . . . , "n 4 
175-24406-3 . + WEIGHT, Rudder station 90.741 balance. 1 
175-24405 - SUPPORT ASSEMBLY, Rudder station 90.741 . 1 
4B19S6-012 + . BUSHING, Press fit plain (NA)... " er os LS mier. de 4 
175-54750-501 BOX ASSEMBLY, Trim tab electrical control complete. . i 
Supersedes 175-54750-101 for future procurement ) 
s see figure 41 for detail breakdown) 
ATTACHING PARTS 
AN515-8R8 SAR 4 
AN960D8 WASHER ος Lov v os aa y xou i : 4 
---*.--- 
175-24326 + LINK ASSEMBLY, Rudder trim tab position indicator š 1 
AN392-17 aner MIN SU 254 gs. ος O 1 1 
AN960D4 é WASHER. . . . . . . η... νην 1 
146-24434 FITTING, Rudder trim tab position indicator. . . . . . . 1 
175-24443 FITTING, Rudder trim tab position indicator. 1 
175-24326-3 . TUBE, Rudder trim tab position indicator . . . . . . . . 1 
175-24318 +. LINK ASSEMBLY, Rudder fold forward lower, . Uh eae ος να er 1 
4B18B4-72 + e BUSHING, Shoulder (NA). . . . . . CRUCE a a 4 
AN310-3 . NUT (magnetic inspected). . . ,. , : . : 2 
AN3-6A - BOLT (magnetic inspected) . . 3 2 
AN960D10 + WASHER ......,~, a 9r n ce e : : A 2 
146-24430 - SPACER, Rudder fold link. . . NUR ο ο ο ον ου 2 
175-24320 - SUPPORT ASSEMBLY, Rudder fold link forward lower. I στο ον 1 
ATTACHING PARTS 
AN365-1032 - NUT (magnetic inspected). . . . TP 3 
AN3-5A - BOLT (magnetic inspected)... νο, ων νο ο TE A 1 
NAS221 -11 + SCREW, Brazier head Phillips recess alloy steel 10-32 . . , 2 
AN960D10 - WASHER . . . . . . νο, ΤΕΙ E ου 3 
AN960D10L + WASHER ........, € Rt Te m [eie 8: 377. ὃν Uer par ee Ge Eo i 3 
---ᾱ--- 
4B18B4 -64 + ¿  BUSHING, Shoulder (NA)... . . ., . ο 4 
175-24428 . SUPPORT ASSEMBLY, Rudder fold link lower aft. . E LR ve 1 
f ATTACHING PARTS 
AN3 -7A -, BOLT (magnetic inspected) . . . . ο epa Se mp sre rl n 3 
AN960D10 « WASHER . . . . , RM MANC TUI Cu 3 
---ᾱ-.- 
4B19S4-005 ; BUSHING, Press fit plain (NA). . .. : ES a 2 
175-24427 - LINK ASSEMBLY, Rudder fold lower aft. ` eI A ous. & R 1 
4B19S4-006 s + BUSHING,. Press fit Plain (NA)... .,. wn y = 
AN310-4 . NUT (magnetic inspected). . . . ... .., A 1 
AN4-10 - BOLT (magnetic inspected) ..., pts $ o 1 
AN960D416 ΝΑΒΗΈΗ..........ν. n ; S l 
175-24401 - PIN, Rudder station 52.625 hinge. ; : 1 
ATTACHING PARTS 
AN3-7A . BOLT (magnetic inspected) . 5 4 
=.. unn 
175-24305 BEAM ASSEMBLY, Rudder inner Ref 
175-24305-5 HINGE, Rudder lower. . . . . | ο ο tgs νη 1 
175-24333 - DOOR ASSEMBLY, Rudder trim tab position indicator access, 1 
* ATTACHING PARTS 
AN509-10R8 - SCREW (magnetic inspected). . , 14 
---*-.-- 
901 -3-3 : CHAIN, Safety and bead (NA) 1 
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FIGURE 63 - UPPER RUDDER ASSEMBLY 
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ΑΝ O1-60AAB-4 
EMPENNAGE (Cont) 


Section [| 
Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
63 175-2003 RUDDER ASSEMBLY, Upper (see fig. 53 for next assembly)... . Ref 
-1 175-24412 . WEIGHT ASSEMBLY, Rudder station 114.930 balance . . . . . + 1 
ATTACHING PARTS 
-2 AN365 -524 . NUT (magnetic inspected). . . . . . . D x 2 
-3 AN960D516L € “WASHER 6 tia nos e d. E a Sh hae Bae a : 4 
-4 AN25 -64A . BOLT (magnetic inspected) . . i... s vus 2 
---ᾱἘ..-- 
-5 AN365-1032 ahe ONUS V vw auge ELE «ἄν X x ada Soe . vd. al 
-6 2W1A113-32-64 - . WASHER, Plain (NA) ........ — x ΠΠ 4 
-7 AN509-10R40 . . SCREW . . .. E ue : EEE E . 1 
-8 175-24412-3 . | WEIGHT, Lead alloy cast. . . - s os EET n^ 1 
-9 4B19S5-010 : BUSHING, Press fit plain (NA) > A Es vios 4 
-10 175-24411 E SUPPORT ASSEMBLY, Rudder wei $i es desse oe ο n "Up 1 
-11 14B1955-008 z BUSHING, Press fit plain (o: : ne CES $a 4 
-12 175-24403 . PIN, Rudder station hinge . . ios κ ο ο "n 1 
ATTACHING PARTS 
-13 AN365-1032 . NUT (magnetic inspected). Bat. de v du qme. o orc 4 
-14 ΑΝΟΘΟΡΙΟ WASHER 4 ue s Ανα ox X ὁ ης ος s AU e. cs Uer ue. τῷ 4 
-15 AN3-6A BOLT (magnetic inspected) . . . Voce) e a? ώς, aaa νο 4 
-16 175-24410 WEIGHT ASSEMBLY,  Rudder station 164.75 balance. v κῷ 1 
ATTACHING PARTS 
-17 AN364-524 NUT (magnetic inspected). ... ¿ a μμ. 2 
-18 ' AN960D516L « WASHER 104 3 ο 4 x * ο Ὁ κ Ὁ Y Ko αν we ο gel yan δὲ 4 
-19 AN25-46A BOLT (magnetic inspected) .... Η WR HPLC 2 
ως ανν 
-20 AN365-1032 o NUT cs as SE A e a ig . Ὅτι ας A ὃ 1 
-21 2W1AL13-32-64 . . WASHER, Plain (NA) . . . . . . . ον "ai Gn wo ` EM 4 
-22 AN509-10R38 0. SCREW . . . . . $e . ME s ES 1 
-23 175-24410-3 , WEIGHT, Lead alloy cast. $ 3 " — Q^ G 1 
-24 4B1985-010 z BUSHING, Press fit plain (NA). L5 a Tw 4 
-25 175-24409 P SUPPORT ASSEMBLY,  Rudder station 16h. 15 balance weight. ; 1 
-26 4B1985-009 + . BUSHING, Press fit plain (NA). a OS ek” πο ο y E 4 
-27 175-24404 . PIN, Rudder station 164.750 hinge . αμ $ $ 1 
ATTACHING PARTS 
-28 AN365-1032 . NUT (magnetic inspected). ........ IPIE" " 4 
-29 AN960D10 a “WASHER s 010 9,4 x 7-09 ο WOW ον τρις ἑν US το ον. ος Two ee ταὶ τῳ Dr le 4 
-30 AN3-6A . BOLT (magnetic inspected) . . a ο ο. 4 
---ᾱ...... 
-31 AN4-10A . BOLT (magnetic inspected) . ................ 2 
-32 AN4-TA . BOLT (magnetic inspected) . . . . .0. o... . . . ο . . .. 4 
-33 AN4 -6A . BOLT (magnetic inspected) . . . . . . ... 2. eee 2 
-34 ΑΝΟΘΟΡΙΗ161, n WASHER ος ορ oe Ας 20'S, May ος eee lee oa ten dee τς 4 
-35 AN960D416 . WASHER . .. iem hy di tet tes qp occ re ea SP όνος s 8 
- AN365-428 . NUT (magnetic inspected). ο enfe uA ο SAVE DEC RS 4 
-37 175-24311 ., TIP ASSEMBLY, Rudder upper: μα a EENE ο”. -- 1 
-38 SP1561-1032-8 .\ SCREW (SH). . SEE ο er GE aa - 0 
-39 175-24319 | LINK ASSEMBLY, Rudder fold forward upper. A rang 1 
-40 4B18B4-64 E BUSHING, Press fit piain m PD : x E eni Bees 4 
-41 AN310-3 . NUT (magnetic inspected). s xs ο 9 
-42 AN960D10 «c WASHER ia da a ο um. ου τῷ, Ἔν oa 2 
-43 146 -24430 + SPACER... . s we. Le. “ad ο 5 2 
-44 AN3-6 . BOLT (magnetic “inspected) . - NR oe te 2 
-45 175-24317 . SUPPORT ASSEMBLY, Rudder: fold link forward upper. of τῳ e du 1 
-46 4B18B4 -64 . BUSHING, Press fit piain (NA).- 4 V Uwe aT el fas DAD 2 
-47 AN365 -1032 . NUT (magnetic inspected). " eu Eros "Lo 2 
-48 AN960D10 . WASHER 4-604 aa lares οι a E ne . PN E are 2 
-49 AN960D10L . WASHER . . . . ste We Var ters . S. ee Van Ter ee ete 2 
-50 AN3-5A . BOLT (magnetic '"Anspected) . a AR. 1 
-51 NAS221-11 . SCREW, Brazier head Phillips recess alloy steel 10-32 . : 1 
-52 175-24430 . LINK ASSEMBLY, Rudder fold upper aft. . . . . . . + s : 1 
-53 4B19S4 -006 . . BUSHING, Press fit plain (NA). o ET r Sorc 4 
-54 AN310-4 . NUT (magnetic inspected). . . . T Pcr des 2 
-55 AN960D416 +. WASHER .... Jers ο οσο ο” 2 
-56 AN4-7 . BOLT (magnetic “inspected) cis EE E 2 
-57 175-24432 . SUPPORT ASSEMBLY, Rudder fold link upper ‘aft. ees δὲ Se 1 
-58 4B19S4-005 . . BUSHING, Press fit oe (NA). . . . . s αἱ c. A 4 
-59 AN365-1032 . NUT (magnetic inspected). e ο ο E ah sa Sey y 4 
-60 AN960D10 αν WASHER cs: 2.4.0. Sk X voc A^ Ux ELE á A οἱ δ. ἃ: ο ν 4 
-61 AN3-6A . BOLT (magnetic inspected) . . . . . . . . . s d ce 4 
-62 146-24414-10 SPRING ASSEMBLY, Rudder fold. sar. m S AE . ο 1 
ATTACHING PARTS 
-63 AN365-1032 Mr CMM PDT ETE A è 2 
-64 AN960D10 a: WASHER 0205 0 ο e) ολο : — “ee : ; 2 
-65 AN3-7A BOLT " ra E MES . ὃ 4^ ws? Es 2 
προ es 
-66 ΑΝ392 -27 νος..." νον te cn, A ESOP AS in ur Io de metus Re 1 
-67 146-24416 . . PLUG, Rudder fold spring retaining . . . . . .. EN 1 
-68 175-24444 - . SPRING ASSEMBLY, Rudder fold Seu e ὧς. Ὁ MO ev mee ut 1 
-69 146-24417 . . PIN, Rudder fold spring. . . . . MN v ich 1 
-TO 146-24415-3 Š BARREL, Rudder fold spring retaining ο : das 1 
-Tl 175-24003-27 $ SHIM, Rudder assembly upper . . κ» Ὁ 1 
-T2 169-71062 . TAB ASSEMBLY, Radio AN/ASA3 precipitation discharger rudder 2 
-73 AN/ASA3 STATIC DISCHARGER (FLFR) ......... A os 1 
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Section li 
Group Assembly Parts List 


PART 
NUMBER 


175-71031 


175-71031-3 
175-71031-5 
175-71071 


AN365B428 
146-71057 
146-71055 
AN365B632 
AN960D6 
AN507B632-10 
AN500B6-12 
AN365B440 
AN960D4 
AN507B440-6 
AN515B6R6 
146-71051 
146-71053 


146-71054 
146-71052 
146-71056 





1: 


ANTENNA ASSEMBLY, 


AN O1-60AAB-4 


EMPENNAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


(see figure 60 for next assembly) 


ANTENNA SUB ASSEMBLY, Broad band very-high-frequency radio. 


PAD, Sponge rubber . . . . . . . . . . ο ο 
STRAP, Broad band very-high-frequency radio 
, antenna shunting 

NUT 


SCREW. . . . . . . . .. 


SCREW. . 


WASHER, Close out capacity protective . . . . 
GASKET, Radio frequency coupling attachment 
ΝΟΕ eue tier Se le) d ολο Wee Ὁ ae -ᾱ se we 4 
WASHER ........-..... * ν ὁ ὁ ὁ 3 
SCREM. ... ea € o2 x o ο ὁ κ 

SCREW c aia ie B ας a e È V^ s 
NUT; Su d decer dw -ῳ oe s κ e 
WASHER . . . . . . 2. ο ew ew ew 


CONNECTOR, UG22/0 panel Jack. 
antenna feed-thru 
RING, Insulator protective. . . . . . . . . . 


INSULATOR, Feed-thru conductor. . . . . . . , 
GASKET, Radio frequency coupling mounting . . 





CONDUCTOR, ‘Conductor broad band very-high-frequency 


. 


Broad band very-high-frequency radio . 


* 0 t ... 





UNITS 
PER ASSY. 


m 
O 


Ε.Ε τας ER OOHPHH pep 


H-184-71-31 


USEABLE ON 
CODE 


—————————————————————MÓÓÓMÀÀ—— M  —Ó 
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Section [| 


ΑΝ 01-GÓAAB- 4 Group Assembly Parts List 


\ FUSELAGE 


b. 
A —————— —————— P 'O————J — ο τον 
FIGURE & PART ` UNITS USEABLE ON 
65 COMPLETE FUSELAGE 
175-31001 . COVER INSTALLATION, Fuselage. . . +. . Ref 
184-31020 + . RADOME INSTALLATION, Fuselage station οἱ to station 51. . . Ref 
-1 184 -31020-101 + . . ΒΑΡΟΜΕ ASSEMBLY, Fuselage station 0 to station 51... 1 
-2 NAS336A11 . ο . BOLT, 100° Close tolerance high strength . . . +. +. + 4 
-3 184 -31694 - . . . PLATE, Fuselage station 50 radome attaching. +. ... - 4 
-4 AN365-428 Bo Pak ton ce NUTS tates Ros μα le RUN ee M werte am. 10 
-5 AN960DÀ16 S^ cun wx CWASHER na ο λεω ten e fa A, δν Beets "Er vade ee 8 
-6 AN509-416R13 eet wks “SCREW, os. woe ο. 2 Wo a 18 
-7 183-31080 + . DOOR ASSEMBLY, Crew entrance complete. ie wie fe ies ELLE AS og 1 
(see figure 81 for detail breakdown) 
ATTACHING PARTS 
-8 AN320-4 v NUT. Learn RA 2 
-9 ΑΝΟΘΟΡΗ16 ο ΜΑΘΉΒΗΙ, e eic ee Het Taree ο ο ο EY ov omo lev Ὁ. ο 
-10 AN960D816 «e. . WASHER... ο ὃν a [Wow Ivo ns he so. Sie Sols ce. «Φις 2 
-11 4B2184-123 - . BUSHING, Spacer " (NA rod, ο ο φής, i al ο ο a AS 2 
-12 AN960D6161L x b WASHER ai cs 6 e ox ee ac oR ae se ο d Tee ο. 
-13 AN960-1016L ο. το SWASHER we 73 0903.09 7 eo 0S κο. el ee ES EINE US ος ον 2 
-14 ΑΝΟΘΟΡΗ161, v^ .. WASHER . $4 44909 ca c9 9 03 ο ο a ee ὃς τοὶ 16) a 2 
-15 AN4-21 $ 0€ BOLT ce ο asco: φις ο Se Ges 1 Mee ow 9) Lm a a T V cee DA. aw 2 
——— —— 
-16 183-31050-100 . . DOOR INSTALLATION, Fuselage radio compartment equipment. . Ref 
183-31050-21 . DOOR ASSEMBLY, Fuselage radio compartment equipment . . 1 
ATTACHING PARTS . 
-17 AN365-428 κω NU ο ο αν a da fa Be Eu «8 
-18 ΑΝΟΘΟΡΗ161, O WASHER a Ai ie ορ αν ον. exe νο UE ανν ας ερ moe woes -Ἡ 
-19 ΑΝΙ-5 £s c ow BOLDE; ο ο. ο) ο ἂν 09 ο Ὁ νο, ον ὃν αφ O A 2 
mp μα . 
18353-31019 . e +. . DOOR ASSEMBLY, Fuselage radio compartment equipment. 1 
access aft 
-20 183-31049-3 ον ac "ue, .“νῷ DOOR, Fuselage radio compartment equipment . . . 1 
access aft 
-21 183-31049-5 e... . . HALF HINGE, Fuselage radio compartment equipment 3 
access aft 
-22 4700-091 -156 20. . . . FASTENER (HWL) . . ofc wA 
183-31047 + + +. . CHANNEL ASSEMBLY, Fuselage radio compartment ον aTe 1 
equipment access door support 
-23 183-31047-5 . « . . . HALF HINGE, Fuselage radio compartment equipment 6 
access door support 
183-31048-100 - + . . DOOR ASSEMBLY, Fuselage radio compartment equipment. 1 
access forward 
-24 183-31048-3 vue eS νι UE DOOR, Fuselage radio compartment equipment . . . 1 
access forward 
-25 183-31048-5 . . . HALF HINGE, Fuselage radio compartment equipment 3 
access forward 
-26 4700-091-156 νυν FASTENER (HWL) . . . sg 2 
-27 183-31050-5 . >e > + HINGE PIN, Fuselage radio compartment "equipment. a % 6 
access door 
-28 183-31030 . . DOOR ASSEMBLY, Fuselage fuel cell. ... Em 1 
(see figure 68 for detail breakdown) ' 
ATTACHING PARTS 
-29 NAS206-15 . . SCREW, 100° Flat head Phillips recess alloy steel 1/4-28 . 40 
ee PA 
-30 169-31076 : . . DOOR ASSEMBLY, Fuselage station 240.718 to station . . . . 1 
252.812 hydraulic lines access 
ATTACHING PARTS 
-31 AN509-416R12 2^ o£ SCREWS. a es qe ee Raley os e WIN Set TO 
——— — 
-32 9C1-3-12 + . . CHAIN, No. 1 safety (NA). . . . $e 1 
146-31011-201 .. . FILLET INSTALLATION, Fuselage to wing fuselage station . » Ref 
221 to station 362 bottom LH 
146-31011-2 + . FILLET INSTALLATION, Fuselage to wing fuselage station . . Ref 
221 to station 362 bottom RH 
-33 146-31011-3 - . . FILLET ASSEMBLY, Fuselage to wing station 221 to. . . . 1 
station 253 LH front 
146-31011-4 . . . FILLET ASSEMBLY, Fuselage to wing station 211 to. . . . 1 
station 253 RH front 
-34 146-31011-51 + . +. FILLET, Fuselage to wing station 253 to station . . . . 1 
315-1/2 LH bottom 
146-31011-18 . . + _ FILLET, Fuselage to wing station 253 to station . . . . 1 
315-1/2 RH bottom 
-35 146-31011-5 . . . FILLET, Fuselage to wing sta 315-1/2 to sta 369.681 LH. 1 
146-31011-6 . . FILLET, Fuselage to wing sta 315-1/2 to sta 369.681 RH. 1 
ATTACHING PARTS 
-36 AN509-10R9 e € ο. SCREW woe 9... 99 
-37 2w4-2 - . +. WASHER, Préssure countersunk 100? x 3/8 ip (Να) 2... 99 
won tome 
146-31010-301 . . FILLET INSTALLATION, Fuselage to wing fuselage sta 254 . . Ref 
to station 362 top 
-38 146-31010-175 . . . FILLET ASSEMBLY, Fuselage to wing fuselage sta. .... 1 
298-1/2 to station 359.83 LH 
146-31010-176 . > >. FILLET ASSEMBLY, Fuselage to wing fuselage sta. . . + + 1 
298-1/2 to station 359.83 RH 
-39 146-31010-105 . « . . DOOR, Fuselage to wing fuselage station 254 to... 1 


station 362 top LH 


a e 
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22 ROTATED 180? 


H-184-31-24A 


FIGURE 65 - COMPLETE FUSELAGE 
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Section [| 


Group Assembly Parts List 





PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
346-31010-106 DOOR, Fuselage to wing fuselage station 254 to. . . 1 
station 362 top RH 

AN509-10R8 R . SCREW... Wie wee: “ish ad 10 

9C1-3-5 x: . CHAIN, No. 1 "safety “αὶ | 7 v X a 1 

146-31010-279 . . . FILLET stp ASSEMBLY, Fuselage to wing "fuselage s i, trus 1 
station 254 to station 362 top LH 

169-63272 + . COVER ASSEMBLY, Bomb shackle support nut access . . 1 

ATTACHING PARTS 
AN509-10R8 ο ο ιο ao αν ο πο εφ ον. ο at Tee A ves ah a Aa De 37 
εν θα 

169-63275 - . . . . DOOR ASSEMBLY, Bomb shackle support nut access . 1 

98265-1-100 s" €» UU STUD. (ολο s xoxo aa ah mx μὢ en 2 

99836 s^ doe X xw - BIN {0} v 19 . E τες 2 

9C1-3-5 0. 5. . . . CHAIN, No. 1 “safety “(naj ; ξ V. use lal Ἐν 1 

169-63274 . . . l Ὁ LOCK ASSEMBLY, Bomb shackle support nut. | | |! 1 

9C1-3-10 - 0. . . . « CHAIN, No. 1 safety (NA). . . . . . . « Ὦ 1 

169-63273 eww o. e RIN ASSEMBLY, Bomb shackle support nut ἀν ΗΝ qose 1 

1οοκ locating 

9C1-3-7 : . . i . CHAIN, No. 1 safety (NA). "DE ; 1 

146-311201-101 R DOOR INSTALLATION, Bomb bay . . . » $ . Ref 
(see figure 98 for detail breakdown) 

No Number A FUSELAGE COVERS AND DOORS STATION 362 TO STATION 735.375 Ref 
(see figure 66 for detail breakdown) 

175-31701-201 2 . FUSELAGE ASSEMBLY, Complete . . , SY dB. uw cS dee ὅς AD can ve ce 1 

146-31101-500 es FRAME ASSEMBLY, Fuselage complete; v.e ο 1 

(see figure 69 for detail breakdown) ' 
184-71004 è . RADIO EQUIPMENT INSTALLATION, Fuselage . , . . Ref 





(see figure 325 for detail breakdown) ` 


139 





Section [| 


Group Assembly Parts List ΑΝ 01-60AAB-h 
FUSELAGE (Cont) 


FIGURE 66 - FUSELAGE COVERS AND DOORS STATION 362 TO STATION 735.375 
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H-184-31-29 


FIGURE & 
INDEX NUMBER 


66 


-20 


-21 
-22 
-23 
-2l 
-25 


-26 


-27 
-28 


-29 
-30 


-31 
-32 
-33 
-34 
-35 
-36 


-37 
-38 
-39 


-40 
-41 
-42 
-43 
-44 
-45 
-46 


-47 
-48 


-49 
-50 
-51 
-52 


-53 
-54 


-55 
-56 


-57 











AN. 01-60AAB-4 
FUSELAGE (Cont) 


PART ΄ 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
No Number FUSELAGE COVERS AND DOORS STATION 302 TO 735.375. 
(see figure 65 for next assembly) 
146-31351 . DOOR ASSEMBLY, Jet ertrance duet . . . . . . . . . . . +... 
ATTACHING PARTS 
AN310-4 NUT (magnetic inspected) . .............. 
AN960D416 . WASHER . . a a Bee GR Ble 
2W1-16-24 -64 . WASHER, Plain (NA) . . 
NAS72-4-303 | BUSHING, Clamp-up steel chrome plated. 
NAS72-4-003 . BUSHING, Clamp-up steel chrome plated. 
AN4 -36 . BOLT (magnetic ος τα]; $5 WA ὅ ; 
ANA -7 . BOLT (magnetic inspected ink 
A iu 
146-31351-65 . . SEAL, Jet entrance door 
146-31351-67 - . SEAL, Jet entrance door 
146-31351-91 . . SEAL, Jet entrance door . ... 
146-31351-85 . . RUB STRIP, Artificial leather jet entrance “door LA 
146-31351-87 . . RUB STRIP, Artificial leather jet entrance door... 
146-31351-93 . . RUB STRIP, Artificial leather jet entrance door . . . 
146-31447 A FITTING, Jet entrance door. . 
146-31076-1 . DOOR INSTALLATION, Fus station 362. 236 to “station. 375. ice 
flap actuator access LH 
146 -31076-2 . DOOR INSTALLATION, Fus station 362.236 to Station 375.5. 
flap actuator access RH 
9C1-2-7 . . CHAIN, No. 1 safety (NA). . . . 
146-31076-5 . . DOOR ASSEMBLY, Flap actuator access LH. 
146-31076-6 . DOOR ASSEMBLY, Flap actuator access RH. 
ATTACHING PARTS 
AN509-10R7 5 . SCREW . . 
146-31013-1 . FILLET INSTALLATION, Wing to fuselage aft LH 
146-31013-2 . FILLET INSTALLATION, Wing to fuselage aft ΒΗ... . 
146-31013-15 . . FILLET ASSEMBLY, Wing to fuselage aft LH. . ... . 
146-31013-16 + . FILLET ASSEMBLY, Wing to fuselage aft RH. . . . . . . . . 
169-31551-101 . DOOR ASSEMBLY, Fuselage station 538 to 603 . . . . . . . . . 


(see figure 67 for detail breakdown) 
ATTACHING PARTS 


184 -31526-5 BOLT, Fuselage engine.door installation. . . . . . . . .. 
184 -31526-3 . BOLT, Fuselage engine door installation. . . . . . . . . . . 
AN960D516L 5 WASHER dae 
NAS149-31 . BOLT, Internal wrenching Steel 9/16-18 (magnetic inspected). 
NAS143-9C ? WASHER, X4130 or equivalent countersunk. . . PU DOT 3 gs 
a ERE 
146 -31030-200 DOOR ASSEMBLY, Snubber access fus sta 603. 375 to sta 627.5 . 
ATTACHING PARTS 
AN509-10-10 2: SCREW oo ge ο ον ο UE Ἣν e ake roe iets he og 
AN509-10-9 2T SCREWS τ. ην Seacrest ad ως ώρες ον δν εαν ane 
pa, Lu 
146-31030-31 . . DOOR, Snubber access fus station 603. 315. to sta Due 5 
9C1-3-7 Eo CHAIN, No. 1 safety (NA). . 
146-31030-30 + . DOOR SUB ASSEMBLY, Snubber access 
146-31030-13 no DOOR, Snubber access . 
146-31030-21 ὃν x á HINGE PIN (make from AN253- -2- 300). ado 
146-31030-15 . . . HALF HINGE, Snubber access door. . . . . . . . . 
146-31030-17 - . . HALF HINGE, Snubber access door. : os 
141 -5000-051 -042 i LATCH, Door snubber access (HWL) . 
146-31032-7 DOOR ASSEMBLY, Fus sta 638 to sta 657 WP26- 1/2 RH. 
ATTACHING PARTS 
AN509-8-9 > SCREW. το ut noo TAS νι τὸν Dig elo Ὁ ος da fa rz 
AN509-8-10 : $& CREW > toL o3 ο o eeu a ho Ro Shee i Do wc BOR Fel UN Ge ia 
AN509-8-11 a, ο s 4 oor a Sis e φις 
--2-2.*.-- 
9C1P3-7 . . CHAIN, No. 1 safety (ΝΑ). . . . 
156-31026 . . DOOR ASSEMBLY, Air Speed drain access "e 
156-31026-9 - . . HALF HINGE, Air speed drain access door. 
156-31026-11 . . . HALF HINGE, Air speed. drain access door. 
AN253-2 -347 E j a PING 12). . Sco Gah 
KM680 = . . LATCH (CLC). zo τα cael 
156-31034-101 . DOOR ASSEMBLY, Fus sta 647. 5 to “sta "657. 542 WP15- 25 5/32 LH. 
ATTACHING PARTS 
AN509-10-9 te, SCREW ο TE νο ον ο ο ο 
AN509-10-11 ee “SCREWS: LO ossa ege ο cR eec a Nen ϱ 
we —— 
-9C1-3-7 ' . νιν CHAIN, Νο. 1 safety (NA). . 
156-31034 -5 . . DOOR, Fus sta 647.5 to sta 657.542 WP15 25/32 1 LH. 
175-31679 - . DOOR ASSEMBLY, Buda” sector access IH . . 
ATTACHING PARTS 
AN509-10-10 SCORE uoc vy ox wx hex ue wi 
---ᾱ--- 
9C1P3-7 - . CHAIN, No. 1 safety (NA). . a 
146-31029-101 . DOOR ASSEMBLY, Rudder sector access RH ; 
ATTACHING PARTS 
AN509-8-9 s SERENA ree s uum uus d X UAE poule as lu RES 
A115509-8-10 s SCREW oss dese e a da oce c o EE uw! ος ἃ πα νο στ οι 
σα πο 
146-31029-33 + . DOOR, Rudder sector access door RH. . . . . . 
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Group Assembly Parts List ΑΝ O1-GOAAB-4 


FUSELAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 ] NOMENCLATURE PER ASSY. CODE 













9C1P3-T ν CHAIN, No. 1 safety A A ο με 1 
-59 146-31027 . . DOOR ASSEMBLY, Fuselage rudder and elevator boost . 1 
inspection. 
-60 146-31027 -9 - . . HALF HINGE, Fuselage rudder and elevator boost 1 
inspection door . 
-61 146-31027-13 . . . PIN, Fuselage rudder and elevator boost inspection . 1 
door 
-62 146-31027-11 - . . HALF HINGE, Fuselage rudder and elevator boost . . . i 
inspection door 
-63 146-31027 -3 . . . DOOR, Fuselage rudder and elevator boost inspection. 1 
door 
-64 146-58211 . . . SPRING, Hydraulic emergency exit and canopy. .... 1 
valve lock 
-65 H4600-032-096 $ LATCH ASSEMBLY (HWL) . ο. ges 1 
-66 175-23327 -1 . DOOR ASSEMBLY, Fuselage TE WP19-19/32 to 31-3/8 LH . | . 1 
175 -23327-2 . DOOR ASSEMBLY, Fuselage TE WP19-19/32 to 31-3/8 RH . 1 
ATTACHING PARTS 
-67 AN509-10-10 κ. SCREW - co E RT AA 13 E AS A S 46 
-68 AN509-10-12 : κ. OREW ο a κ AE ᾳ ἡ AAA REA RA x 4 
me PES 
-69 AN365 -ἰμιο by tee ο 4 απο. κον Aas Ao a ee Pe Be 1 
-70 AN960D4 eg, “WASHER: ΙΟ κ κ de er XOU. gots a Re Sg he ολ 1 
-71 AN507 -440 . . SCREW... ME PIS 1 
-72 9C1P3-7 D | CHAIN, No. 1 “safety (NA) i1... a D ee 1 
-73 146-31026 . DOOR ASSEMBLY, Elevator sector access RH 1 
ATTACHING PARTS 
-74 AN509-10-10 ο DOREM. αν. ο ee ᾧ ο ᾧ A ω ᾱ DV XO A AS 26 
dis m PAR 
-75 9C1P3-7 . . CHAIN, Νο. 1 safety (NA)... 1 
-76 146 -31027 . . DOOR ASSEMBLY, Fuselage rudder and elevator boost . . 1 
insp (see index No.60 thru 65 for detail breakdown) 
-TT 175-23328 . DOOR ASSEMBLY, Fuselage TE WP41-3/8 to 61-5/16 . . . T 
ATTACHING PARTS à 
-78 AN509-10-8 ᾳ, ῬΌΠΕΝ: wia, εὉ ont ig te ee we A AA TM RA AAA ἃ 30 
E, PAR 
-79 - AN365-440 t :9 BD SS cw an ὡς ὧν, Αν δι κα ας -ᾱ- ἃς > e " 1 
-80 AN960D4 κ WASHER e dp 53k RT -ᾱ Ve de e e e » 1 
-81 ANS507 -440-8 zr ge coo ASE oe s -——— 1 
-82 9C1-3-5 . . CHAIN, Νο. 1 safety (NA) . . — e e 6 1 
-83 146-31033-3 DOOR, Control cable access . . . . . 3 5 2 
ATTACHING PARTS 
-84 AN509-8-7 iP AO ο αμ ο ν dency fa! ο ο chy say qui Diei cod AS ο. 12 
169-31612 . DOOR INSTALLATION, Fuselage station 670-17/32 WP56-5/8 . . Ref 
hydraulic access LH side 
-85 169-31612-7 . . DOOR ASSEMBLY, Fuselage station 670-17/32 WP56-5/8. . . 1 
hydraulic access LH side 
ATTACHING PARTS 
-86 AN520-10R4 Ε ὡς ΠΡΟΒΕΝ ouo d ὃς a a 4s κ Ὢ AAA ὃ Tu De TE en ws 8 
ας um A 
-87 9C1-3-7 . . . CHAIN, No. 1 safety (ΝᾺ).............. i 
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AN 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 











H-184-31-25 
FIGURE 67 - FUSELAGE STATION 538 TO STATION 603 DOOR ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 3 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
T 169-31551-101 DOOR ASSEMBLY, Fuselage station 538 to station 003 . . . . . Ref 
(see figure 66 for next assembly) 
-1 169-31606-1 . FITTING ASSEMBLY, Fuselage sta 603 engine access door LH. 1 
169-31606-2 . FITTING ASSEMBLY, Fuselage sta 603 engine access door RH. 1 
-2 169-31606-5 . . BUSHING, Door assembly fuselage station 603. . . . . 2 
(altered from (NA) 4B19SBO15) 

-3 146-42532-1 . DOOR ASSEMBLY, Engine fire access LH. . 1 
146-42532-2 . DOOR ASSEMBLY, Engine fire access RH. . ο... 1 
-4 169-31551-45 . HALF HINGE, Fuselage station 538 to station 603 TEC PEE 2 
-5 169-31551-33 . HALF HINGE, Fuselage station 538 to station 603 A ; 2 
-6 169-31551-39 . PIN, Door assembly fuselage station 538 to station 603. 2 
-7 146-42547 . BRACKET, Engine fire access door spring retaining D πο 2 
-8 AN310-3 & ZNUTI ela a σὰ. ᾱ. ata a ESSE, μα Ὁ Ὁ e $us ks 8 2 
-9 AN960D10 . WASHER... BP ui A ο ac - μα.” 4 
-10 1453D10-81 . SPACER, Bolt (na). E 9. A a Ver ᾱ 2 
-11 1453D616-18 . SPACER, Bolt NA ο. 2 
-12 146-42545 . SPRING, Engine plenum chamber pressure "relief door. 2 
-13 AN3-31 . BOLT . . .. x ol = ο pei Sark fers ο 2 
-14 146 -31553 . DRAIN, Burner compartment SU UMOR CUN 2 
-15 146-31553-1 | SCOOP ASSEMBLY, Jet engine cooling air LH . 1 
146-31553-2 . SCOOP ASSEMBLY, Jet engine cooling air RH. . 1 
-16 146 -31551-65 . DOOR, Fuselage station 538 to station 603 LH. . . . . . . 1 
146-31551-66 . DOOR, Fuselage station 538 to station 603 RH. . . . . . . 1 
-17 9C1-1-8 . CHAIN, No. 1 safety (NA) (LH door and RH τὰς m 2 
-18 AN6270-8-9 . HOSE ASSEMBLY. . . ‘ $ ὃν l 
-19 146-42540-40 . LINE E ERA Drain “tank outlet “extension. ο Seul E πα 1 
-20 3H2-8-14 A . HOSE (NA). ο αν. X tA "IPIE MEE 1 
-21 AN737-38 . CLAMP. . . "CENE 2 
-22 175-42509 . OUTLET ASSEMBLY, "Discharge “fuel drain tank κ μὴ eui , 1 
156-42509-20 . OUTLET ASSEMBLY, Discharge fuel drain tank (RH only). 1 
-23 AN4-16A x ΠΟ uw. ο Gr ee E Sree QE Ὁ X A. TR TUA Eoi κα. Aw Bee 4 
-24 AN365 -428 . NUT. . Bete Ta fee pays Ses, hn age ΕΝ Ve eee ο 4 
146-31547 . FRAME ASSEMBLY, Fuselage station 546-3/4 door . . . . . . . 1 
-25 AN832 -8D s UNION. o oL x Loc oc]u€-9 xi at ο ο. 1 
-26 AN924 -8D -: ΝΕΟ; aa e E ove 1 
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FUSELAGE (Cont) 


H-184-31-8 





FIGURE 68 - FUSELAGE FUEL CELL DOOR ASSEMBLY 
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-4 
=5 
-6 
-T 
-8 
-9 
-10 
-11 
-12 


-13 
-14 


-15 


--16 


-17 


-18 
-19 
-20 
-21 


PART 
NUMBER 
183-31030 
146-31262-5 
15456-31248 
146-31248-15 
146-31248-11 
146-31369 
134-31423 
146-48316-21 
3H2-6-23 
AN737RM26 
175-48862-90 
3H2-6-42 
175-48346 


1 


DOOR ASSEMBLY, Fuselage fuel cell (see fig. 65 for next assy 


AN O1-60AAB-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


GUARD, Fuselage hand hold sta 211-5/16 and sta 235-5/8 
DOOR ASSEMBLY, Fuselage station 235-25/32 hand hold. 


. DOOR, Fuselage station 235-24/32 hand hold. . . . . « 
. PIN, Fuselage station 235-25/32 hand hold . . . . . + 
. HINGE, Fuselage hand hold sta 211-5/8 and sta 235- -25/3 
é SPRING, Fuselage step... ID ee 
BASIN ASSEMBLY, Fuselage fuel cell filler. WU. ἰῷ ο Ὃν TR 
HOSE (NA). EAN yw NS E a 9 
CLAMP. . . . oves OF Vast o> A οσα 
LINE, Fuel cell “door scupper drain ο iw: ey ο ο ον 
HOSE (NA). πο E ES 
DOOR ASSEMBLY, Fuselage “fuel filler (Supersedes 146-48346 


ATTACHING PARTS 


AN960A10 
NAS221-8 

---*-- 
H5000-072-072 
175-48335 
156-48112 


156-48112-3 
156-48112-5 
156-48112-7 
156-48113 
183-51064 
183-51064-5 


WASHER... + 


κ. SCREW, Brazier head. Phillips recess ‘alloy’ steel “10- 32. 


. FLUSH LATCH ASSEMBLY, Torsion spring (HWL). . . . . 
. LOCK, Fuel filler cap handle safety . . . . . . . . 
HINGE ASSEMBLY, Wing fuel filler door. . . . 
(supersedes 14346-48155) 
. . HALF HINGE, Wing fuel filler door. . . . 
- . HALF HINGE, Wing fuel filler door. " 
A PIN, Wing fuel filler door... ilie 
νο ADAPTER, Wing fuel filler door hinge "EE 
SUPPORT ASSEMBLY, Fuselage fuel gage . . . . +. 
. DOOR ASSEMBLY, Fuselage fuel gage support . 


ATTACHING PARTS 


AN509-8-9 
Sr AA 
9C1-1-12 
183-51064-3 
146-31262-3 
146-31247 
146-31247-3 
146-31247-7 
146-31369 
134-31423 
146-31263 


. 
. 
. 
. 
. 
. 
. 
. 
. 


A Vw E eu E AR te a 


- . CHAIN, No. 6 bead (NA) . P RE 
- BASIN ASSEMBLY, Fuselage fuel gage "support. 


GUARD, Fuselage hand hold sta 211-6/16 and sta 235-5/8.. 


DOOR ASSEMBLY, Hand hold fuselage station 211-5/16 . . 
. DOOR, Hand hold fuselage station 211-5/16 . . . . 
. PIN, Hand hold fuselage station 211-5/16 door «3 
. HINGE, Fuselage hand hold sta 211-5/8 and sta 245- 
. SPRING, Fuselage step . . . 5 
DOOR ASSEMBLY, Fuselage fuel cell “vent outlet access 


ATTACHING PARTS 


AN509-8-8 


9C1-1-7 
Thee 18361 
231 


---*--- 


146-31232-15 
AN931-6-10 


. 


REW. ie. cls. νι cer der Sin tae nde dé de ρω ο) e te us" GA evs 

. ‘CHAIN, Νο. 6 bead (ΝΑ). . . . Vo όν Vere κ rg 

LINER, Fuselage fuel cell upper door ο ο E πο ος 

, JACK ASSEMBLY, Fuel nozzle grounding (NA). . . . . . . 
(supersedes 97-14055-5) 

FORMER ASSEMBLY, Fuselage station 232-1/4. . . . . .. 

«. 'GROMMET . ο $6 € ism oos ὁ ee ess 


25/3 


ce. Roe «νο ο s 


ee ο ot we 


= 
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FUSELAGE (Cont) 





H-184-31-1C 


FIGURE 69 - COMPLETE FUSELAGE FRAME ASSEMBLY 
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ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 
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Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. . CODE 
9 -31101-500 FRAME ASSEMBLY, Fuselage complete (see figure 65 for Ref 
next assembly) 
-1 175-31702-101 . FUSELAGE ASSEMBLY, Front. . z 1 
146-31107 . . DOOR INSTALLATION, Fuselage wheel well RH panel aft. . Ref 
-2 146-31107-3 : . DOOR ASSEMBLY, Fuselage wheel well RH panel aft 1 
146-31113 E DOOR INSTALLATION, Fus wheel well RH panel forward . . Ref 
-3 146-31113-17 $ DOOR ASSEMBLY, Fuselage wheel well RH panel forward 1 
-4 AN4 -5A é BOLT petia Ww a ve ees a US oes ολο oy A 32 
-5 AN960D516 5 WASHER... ου... 38 
183-31110-103 : PANEL INSTALLATION; Pilot's compartment steps. . . . . Ref 
-6 183-31140-67 : PANEL ASSEMBLY, Pilot's compartment steps . . . . . 1 
-7 183-31140-37 2 SEAL, Panel pilot's compartment steps . . . . +. +. + 1 
-8 183-31140-31 , SEAL, Panel pilot's compartment steps Σ 1 
-9 NAS?21-11 SCREW, Brazier head Phillips recess alloy steel '10- 32. T3 
-10 AN960D10L ; . WASHER . . ; $03 
184-31127 3 PANEL INSTALLATION, '"Puselage pilot's floor station. . Ref 
51 to station 79.5 
175-31201-101 FRAME ASSEMBLY, Fuselage front . . ἐν i re 1 
(see figure 71 for detail breakdown) 
146-31225-101 DOOR INSTALLATION, Fuselage station 224- 5/8 bulkhead . Ref 
(see figure 80 for detail breakdown) 
175-34001 AUXILIARY ALIGHTING GEAR INSTALLATION . . Ref 
(see figure 347 for detail breakdown) 
146-48330 LINER INSTALLATION, Fuel fuselage front. . . . . . . Ref 
(see figure 70 for detail breakdown) 
160-48621-30 FUEL AND AIR LINES INSTALLATION, Fuselage front. Ref 
(see figure 20 for detail breakdown) 
184-51031 INSTRUMENT EQUIPMENT INSTALLATION, Fuselage front. . . Ref 
(see figure 153 for detail breakdown 
184-51022 INSTRUMENT EQUIPMENT INSTALLATION, Fuselage fuel . . . . Ref 
: quantity gage system (see figure 15! for 
detail breakdown) 
175-52002-10 è SURFACE CONTROLS INSTALLATION, Fuselage front. . . . . . Ref 
(see figure 160 for detail breakdown) f 
184-52007 CONTROL INSTALLATION, Fuselage front secondary . . . Ref 
(see figure 168 for detail breakdown) 
184-53031 FURNISHINGS INSTALLATION, Fuselage front . . . . . . . . Ref 
(see figure 182 for detail breakdown) 
175-53301-100 7 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Fuselage. Ref 
front (see figure 190 for detail breakdown) 
184-54031 $ ELECTRICAL SYSTEM INSTALLATION, Fuselage station . . Ref 
O to station 224 complete 
(see figure 201 for detail breakdown) 
175-58031 -HYDRAULIC EQUIPMENT INSTALLATION, Fuselage front . . Ref 
: (see figure 237 for detail breakdown) 
184-71006 RADIO EQUIPMENT INSTALLATION, Fuselage station O to. . . Ref 
station 224-5/8 (see fig. 332 for detail 
breakdown) 
184-73301 OXYGEN SYSTEM INSTALLATION, Front fuselage Ref 
(see figure 321 for detail breakdown) 
169-58015-5 HYDRAULIC EQUIPMENT INSTALLATION, Air emergency exit . Ref 
door (see figure 255 for detail κά. 
175-53116 WIPER INSTALLATION, Windshield . . A * Ref 
. (see figure 89 for detail breakdown) 
-11 175-31703-101 FUSELAGE ASSEMBLY, Intermediate . . . EE -- 1 
175-31401-101 FRAME ASSEMBLY, Fuselage intermediate. Sys. sat ο E ἱᾱ 1 
(see figure 92 for detail breakdown) 
146-31089 DOOR INSTALLATION, Fuselage station 489 bulkhead ... Ref 
(see figure 96 for detail breakdown) 
146-31383-101. MECHANISM INSTALLATION, Jet engine duct door operating Ref 
(see figure 106 for detail breakdown) 
175-48302-10 FUEL SYSTEM INSTALLATION, Fuselage . Ref 
(see figure 114 for detail breakdown) ' 
146-48501-31 FUEL SYSTEM INSTALLATION, J33 engine. . Ref 
(see figure 364 for detail breakdown) ` 
184-51032 INSTRUMENT EQUIPMENT INSTALLATION, Fuselage intermediate Ref 
(see figure 158 for detail Wrentdonn) 
184-52003 . SURFACE CONTROLS INSTALLATION, Fuselage intermediate Ref 
(see figure 171 for detail breakdown) 
184-54131 ELECTRICAL SYSTEM INSTALLATION, Fuselage intermediate. Ref 
(see figure 227 for detail breakdown) 
184-58131 HYDRAULIC INSTALLATION, Fuselage intermediate. .... Ref 
(see figure 265 for detail cido 
-12 175-31704-101 FUSELAGE ASSEMBLY, Rear . . . . . κ ada ΟΡ 1 
146-31601-401 FRAME ASSEMBLY, Fuselage rear. . εν ὄν 1 
(see figure 108 for detail breakdown) ' 
169-31603-17 DOOR ASSEMBLY, Fuselage station 603.375 bulkhead . . . 1 
175-51200 INSTRUMENT EQUIPMENT INSTALLATION, Fuselage aft. . . . Ref 
594 (see figure 155 for detail breakdown) 
175-52004-10 SURFACE CONTROLS INSTALLATION, Fuselage rear. . . . + Ref 
(see figure 176 for detail breakdown) 
184-54231 ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station. . Ref 





489 to station 780 
(see figure 233 for detail breakdown) 








Section || 


Α 1-60, -4 
Group Assembly Parts List Moe 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
69 175-58231 + . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station. . . Ref R 


538 to station 683 
(see figure 272 for detail breakdown) 
175-58231-10 A + HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station . . . Ref BJ 
538 to station 682 : 
(see figure 272 for detail breakdown) 


175-58701-5 + . HYDRAULIC EQUIPMENT INSTALLATION, Rudder and elevator. . Ref R 
boost (see figure 273 for detail breakdown) 
175-58701-3 . . HYDRAULIC EQUIPMENT INSTALLATION, Rudder and elevator. . Ref BJ 
(see figure 273 for detail breakdown) 
175-58710 - . CYLINDER INSTALLATION, Hydraulic elevator boost. . .'. . Ref W 
actuator (see figure 287 for detail breakdown) 
175-58710-3 - . CYLINDER INSTALLATION, Hydraulic elevator boost. . . . . Ref BQ 
actuator (see figure 287 for detail breakdown) 
175-58705-3 + + HYDRAULIC EQUIPMENT INSTALLATION, Rudder boost actuating Ref 
(see figure 288 for detail breakdown) 
-13 146-31590-200 . FRAME ASSEMBLY, Fuselage dorsal fin . . . . . . . . . . . 1 
-14 146-31495 . SHROUD ASSEMBLY, Cable fuselage station 489 to station 549. 1 
169-31535 . FITTING INSTALLATION, Fuselage station 227-7/8 forward. . . Ref 
stabilizer tube lower attaching 
-15 169-31503-1 A . FITTING, Forward stabilizer tube to lower longeron . . . 1 
attaching LH 
169-31503-2 E . FITTING, Forward stabilizer tube to lower longeron . . . 1 
attaching RH 
-16 169-31511 . FITTING, Store hoist forward stabilizer tubes upper . . . . 2 
attaching 
-17 169-31515-1 . FITTING, Fuselage station 239-3/4 to side frame at upper. . 1 
longeron attaching LH 
169-31515-2 . FITTING, Fuselage station 239-3/4 to side frame at upper. . 1 
longeron attaching RH 
-18 169-31416-1 . FITTING, Fuselage station 239-3/4 side frame to upper . . . 1 
frame attaching LH 
169-31516-2 . FITTING, Fuselage station 239-3/! side frame to upper... 1 
frame attaching RH 
-19 160-31521-1 . FITTING, Fuselage station 242 equipment support LH. . . . 1 
160-31521-2 . FITTING, Fuselage station 242 equipment support ΒΗ. . . 1 
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H-184-48-5 
FIGURE ΤΟ - FRONT FUSELAGE FUEL CELL LINERS 
FIGURE ὁ PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. CODE 

το 146-48330 LINER INSTALLATION, Front fuselage fuel cell . . . (Jur wm n ROL 
(see figure 69 for next assembly) 

-1 146 -48362 : LINER, Fuselage fuel cell upper side. ......... 2 
-2 146-48363 - LINER, Fuselage fuel cell lower center. . . . . crete te Mas ἃ 1 
-3 146-48364 - LINER, Fuselage fuel cell lower side. . . . . . μα... 2 
-4 146-48365 LINER, Fuselage fuel cell lower aft 1 
-5 146-48366 LINER, Fuselage fuel cell forward . . . . . . . ᾿ ᾿ 1 
-6 146-48367 - LINER, Fuselage fuel cell aft 1 
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FIGURE 71 - FRONT FUSELAGE FRAME ASSEMBLY 
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PART E UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-31201-101 FRAME ASSEMBLY, Front fuselage (see fig. 69 for next assy Ref 
175-311110-101 FRAME ASSEMBLY, Fuselage station 51 to station 158. . 1 
(see figure 72 for detail breakdown) 
183-31186 FRAME ASSEMBLY, Fuselage station 158 to station 224-5/8 . 1 
(see figure 73 for detail breakdown) 
146-31266 COVER, Crew entrance door emergency operating thrust. 1 
ATTACHING PARTS 
AN365-1032 NUD ie eee? edes Xu t e T 
AN960D10 WASHER . . . . . . IRE at A zy 18 
AN3-4A BOLT .. s : ΡΕ Ρ : 5 6 
AN3-6A . BOLT .. νην MVP Lom m : 1 
παμε A 
146-31316-11 DOOR ASSEMBLY, Radio operator's floor . . . . .. 4 
ATTACHING PARTS 
NAS205-10 SCREW, 100° flat head Phillips recess alloy steel 10-32 60 
bie an ME on iem 
146-31323-11 . DOOR ASSEMBLY, Radio operator's floor station 163-3/16. 1 
ATTACHING PARTS 
NAS205-10 SCREW, 100° flat head Phillips recess alloy steel 10-32. 15 
moii od Mu ia ie 
AN365-428 NUT (magnetic inspected). . . . . . . .. . . ον ον sn 3 
AN960-416 WASHER . . . eis, i CN οκ ‘ 6 
AN4-10A BOLT (magnetic 1nspected) ta 3 
169-31266 . COVER ASSEMBLY, Crew entrance door emer operating strut 1 
ATTACHING PARTS 
AN365-1032 NUD ee e Binds er ies Ed. ra 14 
AN960D10 WASHER τις: ο wt ἂν το ee κο a a Ch GE ; 30 
AN3-4A BOLT mey Gas Sec ah warns m e ec ou 16 
dal i ua ση 
146-31319 . DOOR ASSEMBLY, Jack fitting station 160.75. 1 
KM610-32 , LATCH (COLON. Ὁ ado om ο m es Us 1 
146-31319-13 i HINGE ASSEMBLY, Jack fitting station 160.75. κ, ος bg 1 
146-31334 $$ . SPRING, Jack fitting station 160.75 . CNET 1 
ΈΒΟΤΟ . NUT, Self locking 7/16-20 (EN) (magnet ic inspected) ne 4 
AN960D616L . WASHER... 5 do ο ΟΙ ών αμ 4 
2W10-7 . WASHER, Countersunk " (NA) ; OCDE 4 
NAS 147 -27 . BOLT, Internal wrenching steel "7/16- 20 "(ma netic inspected) 4 
12B064 . NUT, Self locking (EN) (magnetic ποσα ο WO TEL Quas 2 
AN960D616 . WASHER . . 3 SUL AU Su a ο Gls aes Ge UR Tel I % 2 
2W10-6 . WASHER, Countersunk (Qu) | 2 
NAS146-23 . BOLT, Internal wrenching steel "3/8: 24 (magnetic inspected). 2 
183-31127-101 . FLOOR INSTALLATION, Fus sta 158 to sta 199-1/2 WP 7-1 is + « Ref 
183-31128-101 + . FLOOR ASSEMBLY, Fus sta 158 to sta 199-1/2 WP A 1 eo 1 
183-53020 . MOUNT ASSEMBLY, Entrance ladder stowage... $f i el sd E 
184-31739 . CONSOLE INSTALLATION, Third crewman... Sy. "es αὶ E Ref 
(see figure 74 for detail breakdown) ` 
183-31801-101 ENCLOSURE INSTALLATION, Pilot's cockpit complete. Ref 
(see figure 84 for detail breakdown) 
160-63002 . PLATFORM INSTALLATION, Bomb bay fuselage station 221 -5/8. Ref 


-33 


work (see figure 107 for detail breakdown) 
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ROTATED 90° 


H-184-31-5A 


FIGURE 72 - FUSELAGE STATION 51 TO STATION 158 FRAME ASSEMBLY 








FIGURE & PART UNITS US 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ‘cone 
το 175-311110-101 FRAME ASSEMBLY, Fuselage sta 51 to sta 158 (see fig. T1) . . . Ref 
-1 169-74110 . MOUNT INSTALLATION, ASB-1 radar fus sta 51 transmit receiver Ref 
184-31701 . CONSOLE INSTALLATION, Pilots center (see fig. 74) . . . . . Ref 
184 -31733 . CONSOLE INSTALLATION, Sta 79-1/2 to sta 125 RH (see fig.74) Ref 
184 -31713 +. CONSOLE INSTALLATION, LH pees fig. 74 for detail breakdown) Ref AC 
184-31713-101 . CONSOLE INSTALLATION, LH (see fig. 74 for detail breakdown) Ref CD 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
72 160-71026-101 . SUPPORT INSTALLATION, R101/ARN-6 radio compass receiver . . . Ref 
-2 AN365-1032 . e NOTS IR RR RA AA AAA AS «γος T 
-3 AN960D10 . ο οτι ο ο ο m s Ai cee LY oi Vr νο ο Ee T 
-4 AN960D10L . + = WASHER s. ioe pas ta. cle ee, NR ο v vm IE seco ver acp ο wv T 
-5 AN3-5A . . BOT... Š fut ὦ wr. et, ο ολο 7 
160-71026-100 . SUB ASSEMBLY, R101/ARN- 6 radio compass recelver support. . 1 
-6 160-71026-23 +. . ΗΙΝΟΕ, R101/ARN- 6 radio compass receiver . . . . . . . 1 
-7 160-71026-24 ` . . A HINGE, BIOL ARN 6 radio compass receiver ....4... 1 
-8 AW5-35 > . . FASTENER (DZ). ο A in ok A 
GA5-312 η - .  GROMMET (22)... .. E ο ere RL Los ce esi, ub 
S5-225 a zo SPRING (DZ);— 4.4 vo Ie Lemgo r9 Ue UE ας ο del VR 4 
-9 AN320-3 » se JNUT.S ο ο. --- E HEART 
-10 AN960D10 $ Se WASHER o 62 74cm] a 9 πο τς φις ede a wee 8 
-11 AN955-3 . e “WASHER: zoa τοὶ ce? ter ὦ; foe -ᾱ $e te! ee αυ ο uter Vs 4 
-12 AN960D10L P s “WASHER e o o ώς ας ti E d Sl ne é weis 4 
-13 AN3-6 ` A e BOLT ie E 5 δν, et Gel τς : . 4 
-14 160-71027 . . CABLE ASSEMBLY, Radio compass receiver support arresting . 2 
184-52028 . BRACKET INSTALLATION, Engine control and lock sta 51 inbd . . Ref 
-15 AN210-2B ; s PULLEY: 2 09e ta pane ο ο 9m as worm ow ο μα δ 
AN3-21A A ^. ABU Vw ὃν wee 9l ies ar ded ido κὰν τρ AG) Seta Va? ο πμ 1 
AN3-15A n s: BOLT voter us e ο e e sse a ο ea rcr ME, do te AMT LM, Du 1 
AN3-14A . EOL v sv oo x6 ee ο δι ea ak ον κ «ο ο ο Ὁ εφ ος $e «ὁ 3 
AN3-12A m e' BOLT ycas ete. en νι CU UN T. o ad ο € 1l 
AN960D10 +. WASHER.. EE καν "CLE 
169-74126-101 P SUPPORT INSTALLATION, ASB-1 radar modulator cia ee REÍ 
-16 169-74134 = . SUPPORT ASSEMBLY, ASB-1 radar modulator inbo ard track. . . 1 
-17 169-74133-5 . * ὦ TRACK, ASB-1 radar modulator support . . . . . . . . . 1 
-18 169-74135 : . SUPPORT ASSEMBLY, ASB-1 radar modulator outboard track . . 1 
-19 169-74133-3 : 2r oe TRACK, ASB-1 radar modulator support . . . . . . s . . 1 
-20 AN210-1A v: x. o PULLEY e 51e wa esce e ο c IU cs. c al, ce UR a det qur EC dpi ig 1 
-21 AN365-1032 6 . ΝΟΣ. ο ο IEEE CPC E 2 
-22 AN3-6A s «> BOLT. . v. w; ὃς αρ νο 2 
-23 146-74062 $ +. PLATE, Radar modulator latch spring “petainer | | | . i «πῶς τ 1 
-24 AN960D10 » . WASHER.. . . . a ee 1 
-25 130-53032 . . SPRING, Pilot's. seat fore and “aft “ad Justment lock. . . . . 1 
-26 146-74061 . . PIN, Radar modulator latch . . . ο πο. 1 
-27 146-74034-101 z . CABLE ASSEMBLY, Radar modulator support “release. ar vus 1 
-28 146-74063 : . HANDLE, Radar modulator release. . . ο. 1 
-29 NAS204 -9 e . SCREW, 100° flat head structural Phillips recess τος εδ eh ἐφ 1 
a alloy steel 8-32 

-30 NAS120Y125 . . KNOB, Control 3/4 spherical. . . $ "e A A ee 1 
-31 169-74115 E . MOUNT ASSEMBLY, ASB-1 radar modulator. ao dew ο 1 
-32 160-31870-10 A PIN ASSY, Cockpit enclosure sliding panel upper “track. n 1 
184-31144 , ADJUSTMENT INSTALLATION, Fuselage sta 89-1/2 water plane. . . Ref 

; 30 periscope (see figure 90 for detail breakdown) 
184-63401 . | COVER INSTALLATION, Fuselage station 89-1/2 periscope . . . . Ref 

.(see figure 91 for detail breakdown) 
-33 184-51063 ‘ STABILIZER ASSEMBLY, Pilot's instrument panel LH side . . . . 1 
-34 695211 .  . SHOCK MOUNT (RAI). : 5 A 
-35 146-31100-400 FRAME ASSEMBLY, Fuselage station “79. 500 to station '158. af ate 1 
internal (see figure 75 for detail breakdown) 

1175-53106 " HANDRAIL INSTALLATION, Fuselage cockpit stairway. ec ore Ref 
-36 175-53107 . HANDRAIL ASSEMBLY, Fuselage cockpit rds d "Ho IP EP NO EPUM 1 
-37 AN365-428 . : NUT. x Kesarea wl xat a varie LR f 970€ Va ye al ete 4 
-38 ΑΝΟΘΟΡΗ16 . . WASHER . . . . . . . a ο ο ο ο ο EET 
-39 5B6-12 z . BOLT, U (NA) .......... Da aes we és cet i ὧν E 2 
-40 AN365-1032 A o ANUT AA ο etg is aire) ων ο ο car. μα. 
-41 AN960D10 . « WASHER eos 4 x o 4» «wow x 4 . ο e ο e ο ο we 2 
-42 AN3-5A " ^ BOLT E 9 09 c: de Πα τῳ se EEE ee ee ee v 2 
-43 AN526-1032R9 á SCREW. . . . . . A . . è ΝΡ 2 
175-311109-101 " PANEL ASSEMBLY, Fuselage station 51 to station 158 RH side. . 1 
146-31108-300 κ PANEL ASSEMBLY, Fuselage station 51 to station 158 LH side. . 1 
160-31151-301 9 + LONGERON ASSEMBLY, Fuselage sta 51 to sta 158 upper LH. . 1 
160-31151-302 è . LONGERON ASSEMBLY, Fuselage sta 51 to sta 158 upper RH . 1 
-44 146-31159-1 5 e Tode FITTING, Station 158 upper longeron forward LH.... 1 
146-31159-2 é τν. «τῷ FITTING, Station 158 upper longeron forward RH . . . 1 
146-31152-1 E + LONGERON ASSEMBLY, Station 51 to station 158 lower LH. . . 1 
146-31152-2 . . LONGERON ASSEMBLY, Station 51 to station 158 lower RH. . . 1 
-45 160-31161-3 s n FITTING, Fuselage sta 158 lower longeron forward LH. . 1 
160-31161-4 . 2 Se FITTING, Fuselage sta 158 lower longeron forward RH. . 1 
-46 183-31140-105 . PANEL INSTALLATION, Pilot's compartment steps . . e . . Ref 
-47 183-31140-29 ο - SEAL, Pilot's compartment steps. . 1 
184-74141 . SUPPORT INSTL, ASB-1 τῶν fus sta 133 to 150 gyro € amplifier. Ref 
-48 184 -74142 -  . MOUNT ASSY, ASB-1 rdr fus sta 133 to 150 gyro € amplifier. 1 
-49 184 -74143 S - COVER ASSY, ASB-1 rdr fus sta 133 to 150 gyro & amplifier. 1 
-50 184-71150 . SUPPORT INSTL, APR/2A and. AN/ARG5S fuselage sta 136 to 147 . . Ref 
-51 175-31752-5 č FITTING, Fuselage station 51 tie down . . . . . . . . . . . 1 
-52 AN3-10A . BOLT τις opema A o κα C P FE 1 
-53 AN3-12A s BOLT (magnetic inspected). . μὲ ων E 1 
-54 160-71028-100 - SUPPORT INSTALLATION, AS-313/ARN-6 loop antenna | | | | . . . Ref 
-55 146-31472 . RING, Fuselage station 489 tie down . . . KEEN RE ES 1 
184-31690 x SEAL INSTALLATION, Βαάοπε.................. Ref 
-56 184 -31686 S . SEAL, Station 51 radome. . . is v Ἐν ιδιος νη 1 
-57 184-74110 $ SUPPORT INSTALLATION, Radar computer. . Cer Ue P MENS . Ref 
-58 184 -74111 : +. PLATE ASSEMBLY, ASB-1 computer securing. ον λατ “err en ie 1 
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FIGURE 73 - FUSELAGE STATION 158 TO STATION 224-5/8 FRAME ASSEMBLY 
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FIGURE & PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
73 183-311 FRAME ASSEMBLY, Fuselage station 158 to station 224-5/83. . . . Ref 
(see figure 71 for next assembly) 
-1 146-31183-500 . PANEL ASSEMBLY, Fuselage station 158 to station 224-5/8 . . 1 
LH side (see figure 77 for detail breakdown) 
-2 146 -31184-400 . PANEL ASSEMBLY, Fuselage station 158 to station 224-5/8 . 1 
RH side (see figure 77 for detail breakdown) 
183-31182-101 . FRAME ASSEMBLY, Station 158 to station 224- 5/8 bottom . ᾿ 1 
183-31218-101 . . LEFT SIDE FRAME ASSEMBLY, Sta 158 to 224- 1-5/8 bottom. . . 1 
146-31195-1 ? $ . BEAM ASSEMBLY, Catapult LH. ... pur s.s 1 B 
146-31195-101 7 š . BEAM ASSEMBLY, Catapult LH... ΤΝ 1 ΑΜ 
-3 146-31196-1 . . . . FITTING ASSEMBLY, Catapult beam “trunnion LH. 1 
-4 146-31196-5 +... . BUSHING, Catapult beam trunnion . . . . . 1 
-5 AN365-428 . . . . NUT (magnetic inspected) , Hi NIST S 2 
-6 AN960D!116 $e ok cx. WASHER. euo e A Pel ---- 2 
-T NAS206-12 . . . . SCREW, 100? flat head Phillips. recess alloy. 1 
steel 1/4-28 (magnetic inspected) 
-8 NAS206-14 . . . . SCREW, 100? flat head Phillips recess alloy. 1 
: steel 1/4-28 (magnetic inspected) 
~9 146-56719 . . . SUPPORT ASSEMBLY, catapult mechanism n actusting spring. 1 
-10 .AN365 -1032 zo. ο e ΝΤ V NS E 1 
-11 AN960D10 . pde Ts WASHER. B. xe O iesu cades. XE eh τὸς duces ous ecce de. I τῳ e 1 
-12 AN3-6A so ra $n ο BOLT uie ume hue a O A ele WE ο, Mec τι ὧν Pei δι κ 1 
-13 NAS75-3-006 - 5 s 5 . BUSHING, Plain press fit steel . . . . . . . . . . 1 
-14 160-56412-1 . . . STOP, Catapult hook door LH ..........:...., 1 
-15 AN509-416R12 C κ o> Ωμ ue εἐπ Vau να Va eol ο ie Mies det G 36 
-16 183-31218-33 . . . DOOR, Station 158 to 224-5/8 bottom left side og 3 
frame assembly 
-17 9C1-3-7 . . . CHAIN, No. 1 safety (NA). 3 
5R10 ὦ, τ RING, Chain retainer (NA) ο a BS a 3 
183-31219-101 Š 7 RIGHT SIDE FRAME ASSEMBLY, Station 158 to station. . . 1 
224-5/8 bottom 
146-31195-2 3:4 . BEAM ASSEMBLY, Catapult RH. EPIA eb cam να τως a τ 1 B 
146-31195-102 . . . BEAM ASSEMBLY, Catapult RH... e ET 1 AM 
-18 146-31196-2 A Ὁ FITTING ASSEMBLY, Catapult beam “trunnion RH. v6 ἃ i: 
-19 146-31196-5 . . . . . BUSHING, Catapult beam trunnion . . . . . . . . 2 
-20 AN365-428 . . . . NUT (magnetic inspected) . ............ 1 
AN960D416 +... +. WASHER. . E TE E ME 2 
NAS206-12 ©. . +. SCREW, 100°" flat head “Phillips recess alloy. ... 1 
steel 1/4-28 (magnetic inspected) 
NAS206-14 +. . . SCREW, 100? flat head Phillips recess alloy. . . . 1 
steel 1/4-28 (magnetic inspected) 
-21 160-56412-2 . . . STOP, Catapult hook door RH . . -— 1 
-22 146-31410 . . . FITTING, Fuselage station 211.5 "RH lower "longeron E 1 
$ attaching lower 
-23 146-321320 - . . DOOR ASSEMBLY, Oxygen filler valve. . . . . . . . . . 1 
-24 KM610-32 . . . . FASTENER (CLC). A 1 
183-31217-101 . . WEB ASSEMBLY, Water plane 27. 650 station 178- 1/2 a Vee 1 
to station 224-5/8 
-25 146-31316-3 . . . DOOR ASSEMBLY, Radio operator's floor . . 2 
-26 175-31276-3 - . . DOOR ASSEMBLY, Radio compartment floor buttock. 1 
. line 18-3/8 RH 
175-312101 . . PLATE INSTALLATION, Fuselage station 211-1/2 lower . . . Ref 
antenna cover (175-312101 supersedes 160-31251 
for future procurement) 
-27 160-31252 " . . PLATE ASSEMBLY, Fuselage station 211-1/2 lower. . 1 
antenna cover 
-28 184-63633 . . BRACKET ASSEMBLY, Special equipment mounting . 1 P 
184-63633-11 . . . SUB ASSEMBLY, Special equipment mounting bracket. 1 
-29 01055 š . Š . BUCKLE (NJ). . "TEES 1 
169-31508 ` . FITTING INSTALLATION, Fuselage station 194-7/8 . Ref 
stabilizer tube forward 
169-31501 i» ovs . BRACKET ASSEMBLY, Fuselage station 189 stabilizer . 1 
tube forward strut 
-30 169-31504 . . . . FITTING, Fuselage station 194-7/8 forward. . 1 
Stabilizer tube strut 
169-31506 . . . DOOR ASSEMBLY, Fuselage station 194-7/8 stabilizing 1 
tube forward strut fitting access 
-31 169-31506-3 . . . . DOOR, Fuselage station 194-7/8 stabilizing 1 
tube forward strut SAEVARG access 
-32 99836 20. . +. AIRLOCK PIN (UC) τος ού, λος νονός 4 
98265 -1-120 e. + . AIRLOCK STUD (UC). : A dM. 4 
-33 9C1-1-7 UE CHAIN, Safety and bead (NA) : 1 
146-31222-101 i. 6 FRAME ASSEMBLY, Fuselage station 224- 5/8 bottom. sow d i 
-34 146-311259 y SEAL, Bomb bay door frame . . . . . . . ... . . . . 1 
-35 AN3-6A e 07 cw BOLT s a Ta μα ος e 8 
-36 2W1AL12-20-91 : | . WASHER, Plain (NA). Sof Wb le ες Sut A ae aie 8 
-37 146-31305 . . . FITTING ASSEMBLY, Door “lock gr A A A 2 
-38 AN365-1032 dr AU a ο ο ο ο ο πο ο " A ; 2 
-39 AN960D10 κ. a wc «c WASHER: ca teo aaa ος A 0 ee ADA A $ 4 
-40 AN3-21A . Ὁ . BOLT 9 af oat -ῳ ae ae, -ῳ $ " 2 
-41 146-31305-7 . . . . STOP, Door lock fitting. Aa i s 9 1 
-42 AN320-6 . - x. € NUT QS 4L bree ὁ 15 Ὁ wow ον uw ὦ ot. wt oe τ - 1 
-43 AN960-616 Ὁ A a) ts WASHER ta ts ci ND a τώρ ta EE. EC a 6 
-44 AN960A616L +. . . WASHER .. ; ss en κ S d 2 
-45 AN26-28 - «+ . . BOLT (magnetic inspected) z ἐς s oS 5 1 
-46 6844 - _. . . BEARING TOR "ET PC . 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. CODE 
73 169-71065-200 SUPPORT INSTALLATION, T-47/ART-13 radio transmitter Ref 
-47 AN520-10R10 SCREW. . Sette: Be 26 ch ee WESCE UE re eh ο) IRE Tu As e s 4 
-48 AN960D10 WASHER . . ᾿ ᾿ ο ues δι um DES ον ος ante ose pr ος 4 
-49 183-31247-11 . FITTING ASSEMBLY, Inboard radio guard panel tube support. . 1 
-50 183-31248 FITTING ASSEMBLY, Outboard radio guard panel tube support . 1 
169-31230-101 PANEL INSTALLATION, Fuselage station 197-11/32 radio. Ref 
guard 
-51 169-31231 . TUBE ASSEMBLY, Fuselage station 198-5/16 radio guard 1 
panel 
-52 169-31232-151 PANEL ASSEMBLY, Fuselage station 197-11/32 radio 1 
guard panel 
-53 169-31232-41 . . DOOR ASSEMBLY, Fuselage station 197-11/32 radio 1 
guard panel 
-54 99836 PIN? ποσο ο s ος αὶ as Wu ete es C S a 2 
98292-2-170 STUD (UC). . . . . ou beer. dd s: 2 
-55 156-25009 ν SPRING, Jack attaching access “door "e 2 
-56 169-31232-37 PANEL ASSEMBLY, Fuselage station 197-11/32 radio A I 
guard panel 
184-71131 SHELF INSTALLATION, RH side station 199-1/2 to 211-1/2. . Ref 
radio and electric 
-57 184-71130 . SHELF τἀ ^ RH side water plane 5-3/8 station. . i 
199-1/2 
-58 184-71127 SHELF ASSEMBLY, RH side water plane 13-1/4 station . 1 
199-1/2 to 211-1/2 radio and electric 
-59 169-53111-1 LUG, Entrance ladder fuselage attaching LH. 5 ; 1 
169-53111-2 LUG, Entrance ladder fuselage attacning RH. ή é 1 
-60 - AN4-10A BOLT insane tse ο, oo A heu 9 š 4 
-61 AN4 -12A BOLT (magnetic inspected m —— DD ‘ 2 
AN365-428 NUT (magnetic inspected). . . . . . . . . . . .. 3 , 6 
-62 AN3-7A BOLT ee ο) ο ο ae terra uud ou d 5 A 2 
-63 AN3-6A BOLT (magnetic inspected TEENE are ee Beets a 4 
AN365-1032 NUT (magnetic inspected). . s η 6 
-64 175-31224-101 FRAME ASSEMBLY, Fuselage station 224. 5/8 side 5 " 1 AC 
(see figure 79 for detail breakdown) . 
175-31224-201 . FRAME ASSEMBLY, Fuselage station 224-5/8 side . . . . 1 CD 
, (see figure 79 for detail breakdown) 
-65 183-31181-201 FRAME ASSEMBLY, Fuselage station 158 to station . . ij 1 


254.645 top (see figure.78 for detail breakdown) 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
74 FRONT FUSELAGE CONSOLES ` 

184-31739 . CONSOLES INSTALLATION, Third crewman'S. . . . . . . . . . . Ref 
(see figure Τ1 for next assembly) 
-1 184-31742 . . PLATE ASSEMBLY, Third crewman's console fuselage . . . 1 
station 178-1/2 to 199-1/2 
-2 184-31743 . . COVER, Third crewman's console fuselage station.’ 1 
178-1/2 to 189-1/2 
-3 AN520-10R8 κ DOREM. v wox See « . e ere Yer RU ὁ 6 
-4 AN960D10L . . WASHER. . ο ο ο Be ee weet Le 6 
184-31701 . CONSOLE INSTALLATION; Pilots "center -— κ.α. ο esses as. ROT. 
(see figure 72 for next assembly) 
-5 184-56221 . LEVER ASSEMBLY, Arresting gear release handie. 1 
-6 AN393-31 - PIN. ο ee αρα wv E 2 
-τ AN960D10L 5 WASHER =a- i17 4997€ kb ον INS ie ος s 2 
-8 AN393-25 4$. BRING a x» (40$ Rcxe δ X re a oe 1 
-9 AN960D10 eor WASHER . 1 
--10 184-54042 Ὁ LEVER ASSEMBLY, "Electric limited arresting 1 
hook retract 
-11 AN365-440 ον.) k= te . NUT aret duct ay fats, mbar Mi. (Be egi. fia? ce ue 2 
-12 ANQ60D4 > . r » WASHER. κ; ον ας ῷ RNC rm 2 
-13 AN507B440R7 . SCREW... 3 s Vui onde 1 
-14 AN507B440R10 . SCREW... ν 1 
-15 184-54042-5 . NAMEPLATE, “Electric limited arresting hook. . 1 
retract lever 
-16 184-54042-21 5 » v . LEVER SUB ASSEMBLY, Electric limited. . 1 
, arresting hook retract y 
-17 AN3136-323 ; " : A" AMP ο at aa qiii iy ος bis οκ sud oe κα el 
-18 AN659-2 E Ὁ 3" DERMENAL > δα εδ ο tek oie ar le a ὦν ee 1 
-19 AN6227 -4 Ἐ A s PACKING . . 1 
-20 169-56218 i he we SPRING, Arresting gear release handle "torsion. 1 
-21 18h -56217 "ME: BRACKET, Arresting gear release handle retract- 1 
-22 184 -56132 bw EV κα RECEPTACLE, Arresting gear control handle. . 1 
-23 AN365-1032 Ε "NC NUT. μμ a E E ia nd d $6 «ᾷ 1 
-24 AN960D10 e^ Lee pis WASHER EUR ο Ww 1 
-25 169-56220 Ea BOLT, Arresting gear release handle "index. o Magee ον 1 
-26 AN393-9 so E^ ^ PIN. .. uv RAI] ας δν ξεν, eias Χα B ὃς ate, SELL Rc 1 
-27 AN960D10L FECE WASHER . . . . UE 1€ ος A 1 
-28 184-56215 . . . RATCHET, Arresting gear “release handle . . EIE: 1 
-29 184-56216 e... LINK ASSEMBLY, Arresting gear release handle A 1 
ratchet 
-30 184-31775 . . HANDLE ASSEMBLY, Engine control catapult hold (complete) 1 
-31 184-31772 R he a HANDLE ASSEMBLY, Engine control catapult hold. » 1 
-32 184-31773 x^ me κ BRACKET ASSEMBLY, Engine control catapult. E 
hold handle 
-33 184-31774 e''a a SPRING, Engine control catapult hold handle. 1 
-34 NAS51-50 D ik) Ay RING, Engine control μα hold handle. 1 
-35 AN520-10R16 2 uu o SSOREW? Sos UR vx 1 
AN960D10L Ὅν, τῶν. ο WASHER . . . . . + . 2 
-36 AN364-1032 e dea VUNUT. ο poe Same ar ο ee 9 13. ἃς de Το Ἢ cee (Ὃν ss 1 
-37 184-317845 . . COVER, Center console control cable LH side. . . . . 1 
-38 184-31746 . . COVER, Center console control cable RH side. EN 1. 
-39 184-31788 . . COVER, Engine control catapult hold handle . . . . 1 
-40 NAS221-8 . . SCREW, Brazier head Phillips recess T steel 10- -38. 14 
AN960D10L 5 : WASHER Een WS οφ εκ 2 A 14 
-41 7002P . . MOUNT, Met-1- flex unit (nai). x E 1 
-42 NAS221-11. . . SCREW, Brazier head Phillips recess alloy "steel "10-32. 4 
AN960D10 " s WASHER DE . di^ ο. πμ. 4 
NAS220-4 η... μμ... 1 
AN960D8L E . WASHER . . . . . . . A . 1 
: AN935-8L - . WASHER . . 1 
-43 184-41702 . CONSOLE ASSEMBLY, "Pilots center. o 1 
18454-31733 s CONSOLE INSTALLATION, Station 79- 1/2 to station 125 RH, Ref 
(see figure 72 for next cece, 
-44 AN520-10R7 è . SCREW: 4 4 aa 3539 αν ο δν A 12 
AN960D10 . WASHER . . — 12 
-45 184-31735 . . COVER, Fuselage "station '9i- -1/4 to 103 RH console 1 
-h6 184-31763 . . COVER, RH console fuselage station 114 to 125. : τος 1 
184-31713 . CONSOLE INSTALLATION, E fig. Τὸ for next assembly. . Ref AC 
184-31713-101 . CONSOLE INSTALLATION, LH (see fig. Τὸ for next assembly Ref CD 
-47 184 -31725 . . COVER AD LH eonsole station d 5 to n io TENES 1 
AN520-10R8 . . SCREW. . . . S à da ES E xe ipei 9 ον ος ας 6 
ANQ60D10L E . WASHER . . . » 6 
184-51083 . . INTERCOSTAL ASSEMBLY, “EH console instrument. . 1 
panel Supporting 
-48 7002P . . . MOUNT, Met-1-flex unit (RAI) 1 
-49 AN520-10R10 : t4 SCREW . a ow Ὧν. wen cues m. ο rwr e be ED TEL ο 4 
-50 AN960D10 “i wi ls WASHER 4-255 $5227 ο ο eee TE ο ου etos 8 
-51 AN365-1032 κ n 4 
-52 184-31783 a -αἳ SHROUD ASSEMBLY, LH “console ‘fuselage sta 125 to 158. 1 
-53 AN520-10R8 P S XSCHEW. :. ^L Wo τῳ το Tan a See tas AS P 12 
AN960D10L A . WASHER... 12 
-54 # 184-53045-201 . . CASE ASSEMBLY, Fuselage . station "103 “to station 125 1 
map and ash tray 
-55 # 184-53045-5 a onu ots DOOR, Fuselage station 103 to station 125 map and. 1 
ash tray 


o E S [ff σον a ————— 
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Group Assembly Parts List ΑΝ 01-60AAB-h 


FUSELAGE (Cont) 


ROTATED 180° 








ROTATED 180° 





AJ-2-4-31-1 


FIGURE 74 - FRONT FUSELAGE CONSOLES 


x: Revised 15 May 1955 


ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Section [| 
Group Assembly Parts List 


————————————————————————————————————— 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
74-56 # 184-53045-7 . . . HINGE, Fuselage station 102 to station 125 map and . 
ash tray A 
- 4 184-53045-9 E” HINGE, Fuselage station 102 to station 125 map and 
] ash tray 
-58 4 184-54045-15 i x PIN, Fuselage station 102 to station 125 map and 
ash tray 
-59 # 147-53008 A ls Sd SPRING, Navigators map and data case cover 


NOTE: # Denotes the incorporation of Service Change No. 340 


UNITS 
PER ASSY. 


1 


1 
1 
2 


USEABLE ON 


CODE 


AAA AAA AAA AAA AA AA A AAA eS SS 


Revised 15 May 1955 
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Group Assembly Parts List AN O1-6OAAB-l 
FUSELAGE (Cont) 





H-184-31-6A 


FIGURE 75 - FUSELAGE STATION 79.500 TO STATION 158 INTERNAL FRAME ASSEMBLY 
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Section [| 


ΑΝ 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1.2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


75 146-31100-400 FRAME ASSEMBLY, Fuselage station 79.500 to station 158 , . . . . Ref 
internal (see figure 72 for next assembly) 


184 -31779 . FRAME ASSEMBLY, Fuselage station 79-1/2 . . . . . . . . . . . 1 
-1 146-74033 + . FITTING, Radar modulator support latch . . aoo vr wy 1 
175-31220-201 + PANEL ASSEMBLY, Fuselage wheel well ΙΗ, ., . . . . . . . . . 1 
-2 175-31220-129 + +. RING, Fuselage wheel well LH ............... 1 
-3 175-31220-131 + +. GASKET, Fuselage wheel well IH .............. 2 
-4 175-31220-133 + . PLEXIGLASS, Fuselage wheel well LH ............ 1 
-5 4S4D4 -9 + > SPACER, Rivet (NA). .. .. . o... . e. 2.00222. 12 
-6 160-52213 + . STOP ASSEMBLY, Elevator control forward sector a RS 1 
-7 1P7 + + . PLUG, Control stop (NA) ...,............. 2 
-8 175-31220-119 χο COVER, Fuselage wheel well 1Η. .............. 1 
-9 AN3-4A O BOLT e ae a RN EE ee 1 
-10 AN960D10L 5. «ο. “WASHER 00 V ore we 45 bots: VEI ee oh τ ru ο E. ἑῷ, ὁ 1 
-11 130-53447-5 e . FITTING, Cabin air system pressure test line . S αν ο ἃ vie, 1 
-12 130-53455-5 + . CAP ASSEMBLY, Cabin pressure system test fitting ..... 1 
-13 130-53448-5 ++ . SEAL, Cabin air system test fitting . . . . . . . . . . 1 
-14 130-53456 + + PLUG ASSEMBLY, Cabin pressure system test fitting. . . . . 1 
-15 175-34351-1 - . FITTING, Auxiliary gear wheel door LH actuator mechanism 7 1 
attaching LH 
175-34351-2 + >» FITTING, Auxiliary alighting gear wheel door LH. M οφ. τς 1 
actuator mechanism attaching RH 
-16 175-34350 * . FITTING, Auxiliary alighting gear wheel door LH. 3534 os 1 
center forward ` A 
-17 175-34352 + . FITTING, Auxiliary alighting gear wheel door LH. . . m NES 1 
center aft : 
-18 175-53495 + . FITTING, Heat and vent system bulkhead union . . . . . . . 1 
146-34031-100 . TRUNNION FITTINGS INSTALLATION, Auxiliary landing . . . . . ; Ref 
gear fitting 
-19 160-34121 + . FITTING ASSEMBLY, Auxiliary landing gear trunnion. . . , . 1 
support LH i 
-20 160-34122 + . PITTING ASSEMBLY, Auxiliary landing gear trunnion. . . . . 1 
Support RH 
ATTACHING PARTS 
-21 AN365-428 + . NUT (magnetic inspected) . . . . .. .. 2... s.n 2 
-22 AN960D416 e e WASHER. ο ern eco va ah oes ο νων ide a aes 4 
-23 AN4-12A - +. BOLT (magnetic -inspected). . . ...... . . . . . 0... 2 
-24 AN365-524 + + NUT (magnetic inspected). . . . ..... .. 2... . 11 10 
-25 AN960D516 +». WASHER e-e . . ο ο «ο ον ee νο ο ο ων ο νο ο νο, 20 
-26 ANS-11A - + BOLT (magnetic inspected). . . . .. . aenn LL Ll. 10 
---ᾱ--- 5 
-27 AN365-1032 νυ n aya ο ΙΙ τν SSeS a OO 
-28 AN960-10L * oc a WASHER. is ay a ο ies ο a a ο e. wi De vee a ο lg 6 
-29 AN509-10-28 $ocs uw SCREW Ὃν... one Be e aa a e v 26 
-30 146-34126 + + + RING, Auxiliary landing gear trunnion support fitting . 1 
-31 146-34127 +. . SHIM, Auxiliary landing gear trunnion support . . . . . 2 
fitting bearing 
-32 146-34124 + . . RACE, Auxiliary landing gear trunnion support . . . . . 2 
fitting bearing inboard 
-33 146-34123 + «+ BEARING, Auxiliary landing gear trunnion support. . . . 1 
fitting 
-34 NAS2-201 + > . FITTING, Lubrication. . . s s . . . . . . . ο ο omoi l 
-35 160-34111-3 + « . FITTING, Auxiliary landing gear trunnion support LH. . 1 
160-34112-3 ++. FITTING, Auxiliary landing gear trunnion support RH. . 1 
-36 184-31126 . FLOOR ASSEMBLY, Pus sta 79.5 to sta 158 pilot's cockpit . . . 1 
(see figure 76 for detail breakdown) 
15456-34032 + DOWNLOCK INSTALLATION, Auxiliary landing gear . . . . . . . . Ref 
(see figure 349 for detail breakdown) 
175-31221-201 . PANEL ASSEMBLY, Fuselage wheel well RH. . . . . . OCDE En 1 
-3T 175-34355-1 + > FITTING, Auxiliary alighting gear wheel door RH. . EE 1 
aft hinge LH 
175-34355-2 + . FITTING, Auxiliary alighting gear wheel door RH. ..... i 
aft hinge RH 
-38 175-34354 + . FITTING, Auxiliary alighting gear wheel door RH. . . . .. 1 
forward hinge aft 
-39 175-34353 + . FITTING, Auxiliary alighting gear wheel door RH. . . . . , 1 
forward hinge forward ᾿ 
-40 175-34356 - . FITTING, Auxiliary alighting gear wheel door RH. . . . . . 1 
actuator mechanism forward attaching 
-41 175-34357 - . FITTING, Auxiliary alighting gear wheel door RH. . . . . . 1 


actuator mechanism aft attaching 
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Group Assembly Parts List Au sae POR 


FUSELAGE (Cont) 





H-184-31-7 


FIGURE 76 - FUSELAGE STATION 79.5 TO STATION 158 PILOTS COCKPIT FLOOR ASSEMBLY 
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PART 
NUMBER 


184-3112 


146-53054-3 
NAS76A5-009 
146 -53054-5 
NAS76A4-008 
146-31128 
AN365-428 
ANQ60D416L 
AN4-10A 

146 -53057 
146-31145 
AN365-428 
ANQ60D416L 
AN4-10A 
AN520-10R6 
184 -31869 
146-53076 


AN O1-60AAB-4 


FUSELAGE (Cont) 


2 3 4 5 6 


FLOOR ASSEMBLY, 
pilot's cockpit (see fig. 75 for next assembly) 


FITTING ASSEMBLY, 


. BUSHING, 


FITTING ASSEMBLY, 


. BUSHING, 
FITTING, 
NUT (magnetic 
WASHER 

BOLT (magneti 
FITTING, 
FITTING, 
NUT (magnetic 
WASHER... 
BOLT (magneti 
SCREW. . . . . 
COVER, 
TRACK ASSEMBLY 


ATTACHING PARTS 


AN365-1032 
AN960D10L 
AN509-10-10 
AN509-10-11 
AN365-428 
AN960D!16L 
AN509-116-11 
AN509-416-12 


AN365-1032 
AN960-10 
AN3-17A 
120-31837 
146-53076-3 
AN365-1032 
ΑΝΟΘΟΡΙΟ 
AN3-6A 
AN365-428 
AN960D416L 
AN509 -416-11 
AN509-10-14 
184-53018 
AN365 -1032 
AN960D10L 
AN509-10-10 
‘184 -53041-1 
184 -53041-2 
160-52326 
175-58009 
160-58112 
175-58008 
169-74148 


NUT (magnetic 
WASHER . . . + 
SCREW peret 
SCREW magnet 
NUT (magnetic 
WASHER .... 
SCREW. . . . . 
SCREW. . . . . 
NUT 42x 
. WASHER. . . 
. BOLT. xo. i 
. STOP ASSEMBLY, 
. TRACK, Pil 
NUT (magnetic 
WASHER . . . . 
BOLT . . : : . 
NUT. .. ... 
WASHER . . . . 
SCREW. . . . . 
SCREW. . . . . 
TRACK, Roller . 
WASHER . . +. 
SCREW. . . . . 
PLATE, Lock r 
PLATE, 


SPRING, 


7 NOMENCLATURE 
Fuselage station 79.5 to station 15 


inspected). 


c "Anspected) 


inspected). 


c "Anspected) 


» Pilot's seat. 


inspected). 


te inspected) 


ic inspected 
inspected). 


ot's seat. 
inspected). 


PM 


DT 


. 


eceiver LH . 


Lock receiver RH . . 
Aileron control Pie Sector “stop 


FITTING ASSEMBLY, 


WELL ASSEMBLY, 


. 
. 
. 
. 
. 
. 


. 


oe 9 5 ο 9 


e. 9 5 » 5 n 


Engine synchronizer control trough 


Pilot's seat actuator aft “supporting 
Pilot's seat actuator Xo iine " 





Section [| 


Group Assembly Parts List 


Pilot's seat floor attaching. 
Plain press fit bronze. . 

Pilot's seat floor attaching. 
Plain press fit bronze. z 
Pilot's seat forward supporting. 


Canopy. operating "mechanism "truck. 


. 


Hydraulic emergency brake handle 


Hydraulic emergency brake stop 


. 
. 

. 
eot 
. 

. 

. 

. 


. 


BEARING, Hydraulic emergency brake fuselage station 


FITTING ASSEMBLY, 


ASB-1 radar periscope mount 


a 108 : 


PLWH 


ΕΙ ΑΟΙΟΟΙΝΛΦΟΩ ΠΡ’ 4Ξ 5500 τ’ -! σνῸ Ον δΞ τὸ Ν᾽ ΝΟ 


Κα) 
Γ.Ε {4 ΟΙΟΙΟΟΞΟΟΟΟ 
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Group Assembly Parts List AN 01-60AAB-4 


FUSELAGE (Cont) 





H-184-31-12 


FIGURE 77 - LH AND RH FUSELAGE STATION 158 TO STATION 224-5/8 SIDE PANEL ASSEMBLIES 


16. 





FIGURE & 
INDEX NUMBER 


2 





AN Ol1-60AAB-l 
FUSELAGE (Cont) 


3 4 6 7 NOMENCLATURE 


Section [| 


Group Assembly Parts List 


TT 116-31183-500 PANEL ASSEMBLY, Fuselage station 158 to station 22-578 LH . . Ref 


146-31184-400 


146-31069-101 
146-31071 
146-31078 
146-31096 
156-31154-1 
156-3115h-2 
160-31161-5 
160-31161-6 
146-31340 


146-31341 


AN365-428 
AN960D416 
AN4-7A 
AN4-11A 
146 -31287 


146-31321 
169-53028 


146-31153-1 
146-31153-2 
146-31160-1 
146-31160-2 
184-58063 


146-31397-201 
146-31206-101 
146-31214 
146-31208 
146-31210 
146-31221 
146-31221-101 
146-31209-1 
146-31209-2 
146-31397-5 
146 -31206-5 
146-31397-7 
146 -31206-7 
AN393-27 
AN960A10 
146-31191-201 
AN365-1032 
AN960D10 
AN3-11A 
AN3-7A 
183-31116 
183-31115 
183-31117 
146-31173-201 
146 -31338 

146 -31339 
AN365-524 
AN960D516 

ANS -11A 
AN365-428 
AN960D416 
AN4-11A 
146-3137 3-300 
146-31409 
AN365-428 
AN960D416 
AN4-10A 

146 -311129-3 
146-311129-5 
169-31148-3 
169-31148-4 
169-31150 
169-31154 
AN365-428 
AN960D416L 
AN4-5A 
4B2184-100 
169-31152 
146-31234 
146-31249 
51026 
146-311103 


side (see figure 73 for next assembly) 


PANEL ASSEMBLY, Fuselage station 158 to station 224-5/8 RH 


side (see figure 73 for next assembly) 


SEAL INSTALLATION, Crew entrance door (RH side only). 


ANGLE, Crew entrance door seal frame splice. 
FRAME ASSEMBLY, Crew entrance door seal. ἣν τῷ 
. SEAL, Crew entrance door. . pe 


LONGERON ASSEMBLY, Sta 158 to sta 22À- 5/8 lower LH. 
LONGERON ASSEMBLY, Sta 158 to sta 224-5/8 lower RH. 


FITTING, Fuselage station 158 lower longeron LH. . 

FITTING, Fuselage station 158 lower longeron RH. 

FITTING, Fuselage sta 172-1/16 lower longeron upper. 
attaching (RH side only) 

FITTING, Fuselage station 172-1/16 lower longeron. 
upper attaching (RH. 8 side oniy)" 

NUT (magnetic inspected): 9) d cot «νο ν 

WASHER. . . . o. . © «© © © © © © ο ὁ 9 ὁ ὁ ὁ n 5 

BOLT o an 46 ὃς Ue BR «αν ᾱ se Ree 214 09.69. 40 τῷ πὰ 

BOLT. X245. o ote wea ore cm NE ee, RAP uS ο πο 

FITTING, Fuselage station 199-1/2 lower longeron . 
attaching upper (RH only) 

FITTING, Fuselage station 199-1/2 lower longeron . 
attaching lower (RH only) 

STOP ASSEMBLY, Special equipment fuselage station. 
204-5/16 (LH only) 


LONGERON ASSEMBLY, Station 158 to station 224-5/8 upper LH. 
LONGERON ASSEMBLY, Station 158 to station 224- 5/8 Hipper RH. 


FITTING, Station 158 upper longeron LH . 
FITTING, Station 158 upper longeron RH 


EQUIPMENT INSTALLATION, Hydraulic emergency Dr 


(see figure 256 for detail breakdown) 


STEP INSTALLATION, Fuselage station 205 (RH only) 


STEP INSTALLATION, 


PIN, Fuselage station 211l- 1/2 step pivot NEUE 
SPRING, Fuselage station 211-1/2 lower step. . . +. + + 
PLATE, Fuselage station 211-1/2 lower step . . . vs 
PAN ASSEMBLY, Fuselage station 211-1/2 upper step. 

PAN ASSEMBLY, Fuselage station 211-1/2 lower step. . . 
. SUPPORT, Fuselage sta 211-1/2 lower step side LH. . 
. SUPPORT, Fuselage sta 211-1/2 lower ded side RH. . 
PIN, Fuselage station 205 step. . " dt Seer a ue 
PIN, Fuselage station 211- 1/9" lower "step RC RES 


‘STOP, Fuselage station 205 step... — 3 


STOP, Fuselage station 211-1/2 lower step. «o πρ 
PIN: weis OE ος Au^ Φα erie ia Seta Ph oe x 
WASHER. . . ODE" 


FRAME ASSEMBLY, Fuselage “station 199-179 "RH 


NUT * A CR MEO ο.” 
WASHER. S.L. i$: EAT TA 99 LS ο ο Nu are e 
BOLT. EET 

BOLT. .530 3 a wo n opes ο dew ο ο Se ο - 
PLATE, Crew entrance door frame» assembly adjustable. 
PLATE, Crew entrance frame assembly fixed. . "m 
SEAL, Crew entrance door frame assembly. . 


INTERCOSTAL ASSEMBL Fuselage sta 158 to 199- 1/8 RH 'side 


FITTING, Fus sta ᾿1το- -1/16 intercostal attaching upper. 
FITTING, Fus sta 172-1/16 intercostal A lower. 
NUT (magnetic inspected) . . . . . . . 5 A 
WASHER. . . αρ ο 

BOLT (magnetic Inspected). D. Seis ο ο... 
NUT (magnetic inspected) . . . . . . e e u 
WASHER. . . ὃ; Ew ᾧ E pal a 
BOLT (magnetic inspected) . 


FRAME ASSEMBLY, Fuselage station 211. 5 "RH side. 


FITTING, Fus sta 211.5 RH lower ών, attaching upper. 


NUT. Αν EP S m de . 


WASHER SAA NA AA AN ος 


BOUT. y ea AA a AR α 
FITTING, Crew entrance door intercostal attaching . 
FITTING, Crew entrance door intercostal o e P 
BRACKET, Crew entrance door latch support . 

BRACKET, Crew entrance door latch support 

GUIDE, Crew entrance door latch . . . . . . . ece a :» : 
SPRING, Tension . . . +. . +. +. +... ew ee . +. . . . . . e 


NUT. l6 a e E Yel ᾱ- ἡ 
WASHER 09 €: -ᾱ- τς ose Ἔ δὶ a ᾱ Sw 
BOLT 43 . ο . 
BUSHING, Spacer " (NA) NS 

HOOK ASSEMBLY, Crew entrance “latch. 


. 


SUPPORT ASSEMBLY, Hydraulic emergency exit upper. 5 : à 
SUPPORT ASSEMBLY, Hydraulic emergency exit lower. 


PLUG, Button (UC) . HOP να κκ: 
TRUNNION, Crew entrance “door hinge Ds ὃν Pc 


Fuselage station 211-1/2 lower (RH only) 


et ὁ ο . 


Ref 


Ref 


f μα 
Hepe FB πι PENNO YP Οι ο 1ο! 


mu uu 
oo ©. 
Hh 5 


NEBR RB πα [1 FH S REP E E 4700 E79 E. HL TO TO τὸ EE OO OO I. ΠΛ)” [P B. i. E j| πλ -!-!-} TO 
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Group Assembly Parts List ΑΝ 01-60AaB-4 
FUSELAGE (Cont) 


ROTATED 90? 











H-184- 31-9 
“ FIGURE 78 - FUSELAGE STATION 158 TO STATION 254 TOP FRAME ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
78 183 -31181-201 FRAME ASSEMBLY, Fuselage station 158 to station 254.645 top. . Ref 
(see figure 73 for next assembly) 
-1 183-31174-1 . FITTING, Fuselage station 199-1/2 forward HL longeron LH. . 1 
183-31174-2 - FITTING, Fuselage station 199-1/2 forward HL longeron RH. . 1 
-2 183-31159-1 + FITTING, Aft fuselage station 199-1/2 fuel cell support LH. 1 
183-31159-2 + FITTING, Aft fuselage station 199-1/2 fuel cell support RH. 1 
183-31213 + STEP INSTALLATION, Fuselage station 211-5/16 upper. . . . . Ref 
-3 146-31214 + + PIN, Fuselage station 211-5/16 step pivot. . . . . . . . 2 
-4 146-31216 + + PIN ASSEMBLY, Fus sta 211-5/16 upper step spring guide . 1 
-5 11416-31217 + . SPRING, Compression. . ................:". 1 
-6 AN393-19 A Οδ ce ia th et ο Wise ce A (ow qur | 
-7 183 -31220 + + PLATE, Fuselage sta 211-5/16 upper step. .... . . . . 1 
-8 183-31221 + + PAN ASSEMBLY, Fuselage sta 211-5/16 upper step . . . . . 1 
-9 146-31218-1 + + . SUPPORT, Fuselage sta 211-5/16 upper step side LH. . 1 
146-31218-2 * + . SUPPORT, Fuselage sta 211-5/16 upper step side RH.. 1 
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ΑΝ 01-60AAB-4 Group Assembly Parts List 
FUSELAGE (Cont) 








H-184-31-10A 





‘FIGURE 79 - FUSELAGE STATION 224-5/8 SIDE FRAME ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
το 175-31224-101 FRAME ASSEMBLY, Fuselage station 224-5/8 side. . . . . . . . . Ref AC 
(see figure 73 for next assembly) 

175-31224-201 FRAME ASSEMBLY, Fuselage station 224-5/8 side. . . . . . . . . Ref CD 


(see figure T3 for next assembly) 


-12 146-54063 
-13 146-54062-5 
-14 146-54062-7 
-15 146-54062-3 
-16 175-54062 
ATTACHING PARTS 


-1 160-31354-5 . FITTING ASSEMBLY, Forward station bomb bay door idler strut 2 
-2 175-310165 + . BUSHING, Bomb bay door idler link attaching. . . . 2 
-3 169-31512 . FITTING, Store hoist forward stabilizer tube fwd attaching. 1 
-4 146-54062-11 . PANEL ASSEMBLY, Electric pressure power panel disconnect. . 1 
ATTACHING PARTS 
-5 AN365-1032 s NUT eoe ce. ο’ ὁ ee νο ο ο eer eerste: ole Mec. cw -ᾱ- c 20 
-6 AN960D10L s- WASHER; wx. lex ο ο eae TUE e Ne Tex a? m pese ο t res eo IO 
-7 AN3 -5A a BOLETA μιαν Ὁ. RRE AA a 68 
eon * woe η 
-8 AN365B624 NUT nea ο ο lu. chc d lb eo 9h92 9e Tes Ee hs 
-9 AN961-616 WASHER s reno! ies aa δν 9o Nes er a tap avin 9 fee da ok στ 
-10 AN341-616 ΝΠ... 5 ο ο ο ο ο E E 
-11 2W1B24 -28-125 WASHER, Plain (NA) . . 2.0. s III iiig 


BUS, Electrical pressurized power panel disconnect 
BUS, Electrical pressurized power panel disconnect 
PANEL, Electrical pressurized power panel disconnect 
PANEL ASSEMBLY, Electrical pressurized power panel disconnect 1 


de 
ΠΟΙΟ 


: STUD, Electrical pressurized power panel . . 


eee ee ee 2» 


-17 AN365-1032 oe NUT . 2 2. . 9 9 9 4 54 ὁ ὁ as sacada s ὁ sa 
-18 AN960D10L s WASHER. site ο ο ο κο». «. o 9 cm a jm “oe -ϱ Ue 19 
-19 AN3-5A . BOLT. . . 4. 2 2 2 we . e e ὁ ὁ ὁ o v2 2427222 22 


-20 AN365B624 eu NUT esc ο) ον τν a wr Sen eines eS). as 9 

-21 AN961-616 ο) WASHER νὰ cx cM 16 

-22 AN341-616 + . NUT. * . ο a, BP ο a a 36 

-23 2W1B2! -28-125 ο: fe WASHER, Plain (NA) . . E ο sie al glee δὲ, Roa ο.” 

-24 146-54063 . . STUD, Electrical pressurized power panel ἢ AMA 8 

-25 175-54063-3 - . BUS, Electrical pressurized power panel disconnect es 2 

-26 175-54062-3 + . PANEL, Electrical pressurized power panel disconnect . . 1 

-27 184 -63842 . BRACKET INSTALLATION, Combat tank adapter release handle. . Ref CD 
3811-3 + . SEAL, Control cable pressure (NA). . . . A 1 CD 
TR5 s wi RETAINER, Control cable pressure seal (NA) . a ade 1 CD 





167 











Section Íl ] 
Group Assembly Parts List AN 01-60AAB-4 
FUSELAGE (Cont) 





BEE 
Γ 3» | 
4 ¿QS 45 H-184-31-3 


FIGURE 80 - FUSELAGE STATION 224-5/8 BULKHEAD DOOR INSTALLATION 
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AN O1-60AAB-4 
FUSELAGE (Cont) 


Section 1I 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
ο -31225-101 DOOR INSTALLATION, Fuselage station 224-5 bulkhead is Rer 
(see figure 73 for next assembly) 
-1 146-31225-51 . DOOR ASSEMBLY, Fuselage station 22} -5/8 bulkhead. . . . . . +. 1 
ATTACHING PARTS 
-2 146-31038 . PIN ASSEMBLY, Fuselage station 224-5/8 door hinge . . . +. + + 2 
-3 146-31036 + . SPRING, Fuselage station 224-5/8 door hinge. . . . . +. . + 2 
pin retaining 
-4 146-31039 . RING, Fuselage station 224-5/8 door hinge pin . . . . . +. . + 1 
-5 9C1-2-5 . CHAIN, Safety No. O safety type II M AI. Lala ue a tol eve caia us ον 1 
-6 901-2-22 * CHAIN, Safety No. O safety type II (NA) . . . . . . . . ... 1 
an e 
-7 163-32773 + . SUPPORT, Nacelle forward horizontal firewall . . . . . . + 1 
aft support rod 
-8 175-31283 + . WINDOW ASSEMBLY, Fuselage sta 224-5/8 bulkhead door. . . . 1 
-9 AN364 -1032 e » . NUT ο ο ΜΜ Ημ 06. 76 Mey RA ο ο NA 3 
-10 AN960D10 "E à WASHER. ον y ο AE E A 
-11 175-31284 | i 1 HINGE ASSEMBLY, Fuselage station 224-578, . . . . 2 . 1 
` bulkhead door window 
-12 175-31283-13 . +. . SHIM, Fuselage station 224-5/8 bulkhead door. . . . . + 1 
-13 AN509 -10R9 es νι ὃς SCREW wo ue mer uo De wA εαν Bak. poe Seca) ue m 8 
-14 AN365-1032 go ve ο νυν RO 
-15 175-31285 + . . HANDLE, Fuselage station 224-5/8 bulkhead door window . 1 
-16 AN509-10R13 w s e SCREW . . . . αν αι ας 2 
-17 175-31283-11 : i 1 BRACKET, Fuselage station 224-5/8 bulkhead door . . . . 1 
-18 AN509-10R11 a va a. SCREW. Vr. oe ος A AA LOK LR A OK ο Eo Io 2 
-19 AN509-10R10 . « ο SCREW.... "EAS 4 
-20 175-31283-9 - . . RETAINER, Fuselage “station 224- 5/8 bulkhead door. ος 1 
-21 175-31283-3 - . . GLASS, Fuselage station 224-5/8 Dulkhead door . . . . . 1 
-22 175-31283-7 + ^. . SEAL, Fuselage station 224-5/8 bulkhead door. . . . . . 1 
-23 175-31283-5 CREDE" DOUBLER, Fuselage station 224-5/8 bulkhead door . . . . 1 
-24 AN365-832 ww NUDa ο ^ie a μμ O ita ο ο μας 3 
-25 AN960D8 + . WASHER... ete? τῶν Le τῷ -ᾱ "d A vedo ees 3 
-26 175-31287 . . SHIM, Fuselage station 224- 5/ bulkhead “door Du Se Es rie 1 
-27 AN509-8R15 «e . SCREW... ο το ας def, ee Ss a ορ. 3 
-28 w98292 -7-680 ew STUD, Fastener (uc): lc. uL 1 
-29 99836 sw PIN. Fastener (UO). 45-2 o 9o» 79 a α τό eee 1 
-30 99833-9-130 v3 P$ RECEPTACLE, Fastener (UC). . . . . 2 « ee we ee eens 1 
-31 295107 . . COVER, Fastener (UC). 3 ; R AAA 1 
-32 175-31286 + . SEAL, Fuselage station 224-5/8 bulkhead door window. . . . 1 
-33 146-31315 . . SEAL, Fuselage station 224-5/8 bulkhead door window. . . . 1 
-34 AN8022-1 + . COLOR CHART, Fluid lines identification. . . ες. ο de 1 
-35 146-31314 . . LATCH ASSEMBLY, Fuselage station 224-5/8 bulkhead ' door PY 1 
-36 146-31314-5 + . . PIN, Bulkhead door latch. . . s +. +... . +... .. eee 1 
-37 ANQ60D4 16 e . `. WASHER. ... ο ue 19 er wi fel Gall Denies Sie ee 1 
-38 146-31314-9 . . . PIN, Bulkhead door latch. . eee eurae ο o eoe 1 
-39 146-31346 . . . SHAFT, Fuselage station 224-5/8 bulkhead mechanism. . . 1 
-40 146-31314-7 .' . . HANDLE, Bulkhead door latch . . . . . +. +. +. + πο. 1 
-41 AN393-9 X κα co δις δν. αι ο A E UE πο 1 
-42 AN365-1032 E οι Tx NUN E aa e vU ELE A αν δυο A YES a 3 
-43 ΑΝΟΘΟΡΙΟ k τῷ e? WASHER. 4. an a a Sa ο e e o o 5 
-44 AN42-30A x oO «> BOBDT. 7 š 22 qt x. Kex ών S Vue rust Ὁ xe 1 
-45 146-31217 + > . SPRING, Fuselage station 211- 5/16 upper step. Be ese ofS. et 1 
-46 146-31345 . . . LATCH, Fuselage station 224-5/8 bulkhead door mechanism 1 
-47 AN960-516 5 e ue WASHER. «9 A RA AI A AAA A 4 
-48 AN960D516 « 5» ο. WASHER. . . . A Jav ye κ. a la qu We uu cor ie 2 
-49 4s4-6-11 + + +. SPACER, Rivet (NA): s ο δι Φιλ DICE 
-50 NAS221-13 . «  .» SCREW, Brazier head Phillips recess bronze “and alloy. . 2 
steel 10-32 
-51 146-31314-3 + . . BRACKET, Fuselage station 224-5/8 bulkhead door . . . . 1 
-52 AN365-1032 uo. NUT. 402 7x09 ὁ ον ο o 909 τος 09 l9 19D Gic ον ᾱ ο ο ο Sa ROO, αὶ 4 
-53 AN960D10 4 uc WASHER : ο ντ ο 04 ο 0004 EDO XC URS UR DOE ας EA ew 8 
-54 AN520-IOR10 + . SCREW... wow oe ο (ses 9-0 9 oo im ο 4 
-55 146-31225-19 . >. SEAL, Bulkhead door latch. r ar i ok as αἱ A E 1 
-56 146-31225-29 os HANDLE, Bulkhead door latch. . . . » . . » 4 «© «© © « oo 1 
-57 146-31225-45 + . PIN, Bulkhead door latch . . . « s see . +... © ο we we ewe 1 
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AN 01-60AAB-4 
FUSELAGE (Cont) 


FIGURE 81 - COMPLETE CREW ENTRANCE DOOR ASSEMBLY 










H-184-31-19A 








FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
1 193 -3 1050 DOOR ASSEMBLY, Crew entrance complete... . 272575725 o o Ref 
(see figure 74 for next assembly) 
-1 183-31179 . FRAME ASSEMBLY, Crew entrance door. . . . . ενώ, ο ere T 
(see figure 82 for detail breakdown) 
-2 AN310-6 P ^ de ο A "$^ iU. qe tad i; "6s GL ca, ο -ᾱ ἰῷ PO don, ἵν US a et are 2 
-3 AN960D616L ο ο X004 ele cpa? ο Oo ο a) νυν πα... . 4 
-4 169-31 144 . BELLCRANK ASSEMBLY, Crew entrance door emergency operating. 1 
-5 4B21S8-024 . BUSHING, Spacer (NA). . . ................. 2 
-6 156-31042 + BUSHING, Crew entrance door hinge . . . . . . . . . . . . . 2 
-7 AN6-31 oy ¡DOT iar sige! ο al Ν rx Deter a se lo de arn uw 2 
-8 183-31090 . LATCH ASSEMBLY, Crew entrance door. . . . . λος το RES 9 
-9 183-31111 + . HOOK, Crew entrance door latch assembly... . . . . . . . 1 
-10 183-31121 ο LINK, Crew entrance door latch assembly. e ο ο ο ο ο . 1 
-11 RPA52-048-250-0500 . + ROLL PIN (ΕΝ). . . . .. . . . . WONDER 2 
-12 183-31112 + . BELLCRANK, Crew entrance door latch assembly . . . . . . T 
-13 RPA52-048-250-0625 . . ROLL PIN (EN). . . . . ο 0. . SL. LLL LLLI 1 
-14 183-31113 + >» PIN, Crew entrance door latch spring . . . . s . . . ον 1 
-15 183-31114 . SPRING, Compression . . . . . . . . . A Ke" ease) on ὃ 2 
-16 AN960D516 a) WASHER. 4o. woo] de αἱ ns eoe τὰς a der Bie cel RSV o Ὁ dog 2 
-17 183-31119-5 + SHAFT, Crew entrance door latch . . . . s ees . νο, 1 
-18 183-31118 . HANDLE, Crew entrance door latch inner. . . . . . . . . . . 1 
-19 AN365-1032 at ο AU b AES κ ο ο ο με a) «κακό. celere μαμα oe 2 
-20 AN960D10 . WASHER, o 6 ο. 55 e so ο ο . . ο ο νο νο ος νο, ἃ 
-21 AN3-13A DOT a a a νε, dew oar a 2 
-22 183-31119-3 . SHAFT, Crew entrance door 1455α.............. 1 
-23 183-31091 + DOOR ASSEMBLY, Crew entrance door latch outer . . . . . . . 1 
-24 183-31091-11 + >» PIN, Crew entrance door latch Outer. . . . s ea es.. 1 
-25 62-53718-3 + . SPRING, Map case door hinge. . ............. 2 
-26 183-31091-7 + . HALF HINGE, Crew entrance door latch outer . . . . . . . 1 
-eT 183-31091-9 + . HALF HINGE, Crew entrance door latch outer . . a . . . . 1 
-28 183-31091-5 + . DOOR, Crew entrance door latch outer . . . . . . . . . . 1 
-29 AN365 -1032 s NUDO. 67e 4 Xo e wo, ros eom. Te m 9 s ED TD τῶν ας woe 2 
-30 AN960D10 z q WASHERS, ο xol ce ie ww els σα Ου. e 9 ὁ ο ο ο 4 
-31 AN3-13A $ JBODT. cl dw duh Ces eroe οω ec ta OD EO Russ moe 2 
-32 183-31122 - HANDLE, Crew entrance door latch outer. . . . . . . . . . . 1 
-33 183-31123 . HANDLE, Crew entrance door fixed. . . . . . . s soe s o ον 1 
-34 AN960D10 οι ο ο ο ell οτε ες, € ο cR Re EM Ὁ ια 
-35 AN3-6A 4 CBOLTZ ο ο ο aa E as odi 
-36 AN364 -428 a NUT, cw Seo E ὃν Ore? de ο ate ano ieri m LAE 
-37 AN960D4 16 e WASHER, ca ο ο Ales a Fes ur eh ο Cay eroe S Yer dy ux DE 
-38 AN24-17 ot BOLT ον $us ο Jo os ia, Wh dee ies RD ο reb ew. cel al RE ced OE 
-39 183-31081 - DOOR ASSEMBLY, Crew entrance deflector complete . . . . . . 1 
(see figure 83 for detail breakdown) 
-40 AN3-13A μα O Ὁ νο ενος νος ος 1 
-41 ΑΝΟΘΟΡΙΟ s; “WASHERS 3e rca ζω, a y fos nie), Tar ο ο e ο.” ο 
-42 AN365-1032 μα ο and e car se p ias «d 
-43 AN394-27 ο C Ime ο AE πρ 1 
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FIGURE 82 - CREW ENTRANCE DOOR FRAME ASSEMBLY 
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H-184-31-21 
FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
82-1 183-31179 FRAME ASSEMBLY, Crew entrance door . . . +... na tete ROL: 
‘(see figure 81 for next assembly) 

-2 183-31084 . HINGE ASSEMBLY, Crew entrance door lower. . . +. sass see 1 
-3 183-31083 4 HINGE ASSEMBLY, Crew entrance door upper. +. . +. - «+ e eo 1 
-4 183-31102 . . HINGE, Crew entrance door lower. . . . +--+ + e+ ee 1 
-5 AN364 -428 wl? NUT noe eke μα A a wale ot ο ο fa ος ο T 
-6 AN960D416L νην..." ο ΗΕ, 
-τ AN24-18A e . BOLT ...o o... «e e e ο ὁ eo e ο: «ο. 55:5: 2 
-8 RPA52-048-250-0750 . . ROLL PIN (EN). e « « o e e . ee νο...” 1 
183 -31082 . . TOGGLE ASSEMBLY, Crew entrance door hinge. . . +. +. += + 1 
-9 RPA52-040-187-0375 . + . ROLL PIN ES ASA λος ο αν O 
-10 RPA52-048-250-0375 . . + ROLL PIN (EN) . . ¿o e e eo s ec os eccesso 2 
-11 183-31104 . . . LINK, Crew entrance door jettison toggle. . +. +. +. + + 1 
-12 183 -31105 . . . BELLCRANK, Crew entrance door jettison toggle . . . + 1 
-13 183-31106 . . . PULL ROD, Crew entrance door jettison toggle. . . + » 1 
-14 183-31103 . . . HOOK, Crew entrance door jettison toggle. . « . « : : 1 
-15 AN365-428 κο ex" vr Ωμ eee ο ο ο 
-16 AN960D4 16 . WASHER. eesse © oe ο ο ο . νην 
-17 ANY-13A MET A E le mno rg ο xo ο ο 
-18 AN365-428 a NUT 2-6 «© 2 6 8 . o... ο ο Ro» A 12 
-19 AN960D4 16 . WASHER. . . 4 os oo © © © om © om ee m om m] m] t] tg] 9] t] t1 n o 24 
-20 ANI -6A . BOLT. . 2. ο ο » e e e ὁ ὁ © ο 0 9 oo ooo aoo 1 2 1:1 t 12 
-21 183-31092 . BAR ASSEMBLY, Crew entrance door latch shaft. . . . . » +. . 3 
-22 4B20B12-006 . . BUSHING, Press fit flanged (NA). 2 «» ew eh «ος. n 3 
-23 AN3-5A e BOL Pi a A A AA 8 
-24 AN960D10 . WASHER. . . & 4. e ὁ » © © © © © © © © © © t t] |] | c£]; eo eH 9| n9 8 
-25 183-31124-3 . ANGLE ASSEMBLY, Crew entrance door latch. . « « » ο «© + ο « ο 
-26 183-31124 -4 "ANGLE ASSEMBLY, Crew entrance door latch. . . . . ss... 2 
-27 4B20S4-006 . . BUSHING, Press fit flanged (NA). v-4 esce cw mme ἡ 4 
-28 ANH-11A z BOLT ον ο 2.4 ^... a le: ie ιδ. rai ιδ ος eri cS E o ates Pee ὁ 4 
-29 AN960D416 . WASHER. . . « +. e e e e © ο © © © . o... |] t] 0 ]| |] 9: 9 tà 4 
-30 183-31099 . CATCH, Crew entrance door to flap . . . ++ ++ . . + ees 2 
-31 AN365-1032 : NUT dolia A AA A A 4 
-32 AN960D10 . WASHER. . . . +... ο...” 8 
-33 183-31125 . SPACER, Crew entrance door latch... 09 ee ow ovo 2 
-34 AN3-1HA . BOLT. . . ......... om om om ο om ο ot t t o n t ot 5 Y 
-35 183-31179-57 . COVER, Crew entrance doOP . . e es s soe e +s ee ee es 1 
-36 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel . . . . + . 28 
-37 NAS221-9 . SCREW, Brazier head Phillips recess alloy steel . . . . . . 10 
. -38 183-31054 . SEAL, Crew entrance deflector door. . . s . . . 4 4 e rs 2 
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ANO WOSULAC WANT 


H-184-31-20A 


FIGURE 83 - COMPLETE CREW ENTRANCE DEFLECTOR DOOR ASSEMBLY 











FIGURE & 
83-1 


-2 
-3 
-h 


-5 
-6 
-T 
-8 
-9 
-10 
-11 
-12 
-13 
-14 
-15 
-16 


-17 
-18 
-19 
-20 
-21 
-22 
-23 
-24 
59 
-26 
-27 
-28 
-29 


-30 
-31 
-32 


-33 
-34 
-35 
-36 
-37 
-38 
-39 


-40 
-41 
-42 
-43 
-44 
-45 
-46 
-47 


-48 
-49 
-50 
-51 
-52 
-53 
-54 
-55 
-56 
-57 


PART 
NUMBER 


183-31081 


183-31107 
183-31096-2 
4B19B10-018 
183 -31089 
183 -31089-3 
AN364 -1032 
AN960D10 
AN23-17 
130-52084-2 
130-52084 -1 
AN364-428 
AN960DÀ 16 
AN24-21 

183 -31098 
4B19B10-018 
183-31096-1 
183-31088 
AN364-1032 
AN960D10 
AN23-16 
183-31097 
AN364 -524 
AN960D516 
AN25-25 
183-31095 
AN364 -428 
AN960D416 
AN24 -25 
183-31185 
183 -31088-3 


169-31132 
AN320-8 
AN960D816 
183 -31180 
AN365-1032 
AN960D10 
AN509-10-19 
AN509-10-20 
AN509-10-33 
AN509-10-34 
183-31085 
183 -31093 


183 -31093-3 
4B20B10-020 
183 -31093-5 
AN365-1032 
ΑΝΟΘΟΡΙΟ 
AN509-10-34 
AN509-10-35 
183-31086 
183 -31094 
183 -31094-3 
183 -31094-5 
183-31087 
AN365-428 
AN960D416 
ANO960DH 161 
ANG-14A 
AN4-11 
ANQ60D416 
4B2183-019 


AN 01-60AAB-4 
FUSELAGE (Cont) 


Group Assembly Parts List 


UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
DOOR ASSEMBLY, Crew entrance deflector complete. . . . . . e . . Ref 
(see figure 81 for next assembly) 
PUSH ROD, Crew entrance door jettison . . . x 
LEVER ASSEMBLY, Crew entrance door manual jettison control. 
BUSHING, Press fit plain (NA) . . . . EX 


e 9 9 ο 9 9 c9 9 9 ὁ 9 9 0 9 c9 4 ὁ c 9 9 9 c£ 8 9 ο 9 c 9 9 9 € 


ee ο 9 ο ο ew ο £3: 39 1 9 


. 9 9 $9 $5 $ 9 c$ ο $9 ο i$ 9 | 53 5| 9$ ο 


SHAFT ASSEMBLY, Crew entrance door jettison 
. TUBE, Crew entrance door jettison shaft. 


e 9 © © © © © © © © ο 9 © $5 o s 


WASHER . d sss oossoo « 
BOLT. vox EP. A 
SPRING, Control “lock releasing 5 
SPRING, Control lock releasing . 


ee we we 
eo» 9 o] t o... 9 ο 


NUT. . « « 6 ee e or on on «οι 
WASHER . +. . +... . . 2 we ο. 


. . . 
. . . 
. . . 
. . . 
. . . 
. . . 
. . . 


4 ο ο ο ο n ο 
e 9 9 9 5 t1 2 5 . 


po o. © . o 9 ο ο t9 9 n 


BOLT . . . : i as 
LEVER, Crew entrance. door jettison shaft manua a " 
BUSHING, Press fit plain (NA). . . . E 


LEVER ASSEMBLY, Crew entrance door. manual' jettison control 
ANDLE ASSEMBLY, Fuselage crew entrance door manual οκ, 


e... ὁ 9 ο 5 t ] | 9 ὁ 9 0 foo 06 9 0 9ο n n 5 5 


NUT. ο νο de i$. c9 oue. ο ο Φεφ' lea eo ο u$. o re Du] ϱ er us. 
WASHER . . . . «e © © © © © © © © 9 ο m ὁ ο ὁ 9 ὁ 9 9 ο 
BOLT .... ο ο ου. 
LEVER, Crew entrance door. jettison Shaft manual. NC τῳ; een. 
NUT, A. δν sere. olv εεὶ Τεν ο Αμα ο πο ο). νὸν ce 
WASHER . . . . e © e e © © © © .09 9 ο » « ο 0 ο 0 9 ο ο ο 
BOLT . . .. ΡΝ "IRI EE 
CLEVIS, Crew entrance door manual" jettison handle. E w^ uM 
NUT. V ο vw ο eue um wo ο Tm. αφ. ο ο na 
WASHER. e so. 4 o * € ὁ 0» ο 9 ROI οι ὃς ο Ces e orig) Iw us ὁ 
BOLT .... m 
CLIP, Crew entrance “door manual jettison handle Spring . . 
TUBE, Handle assembly crew entrance door manual. . . . ». + 


jettison control 


SPRING, Tension . . . . 4. . ss «© © © © © © © © 9 ὁ ο m m n ng 
NUT dle uw Ὁ ο ο de m De. Có RR Sod WO ο φ οὐ ον 
WASHER. MEC ο rl vo ο οφ, 6 ο le ep cuir e) CO ο e 
FRAME ASSEMBLY, Crew entrance deflector door. . . . . . . .. 
v NUT. oe ο ο ο ο Ne ο Ὁ. φ c Yee ey Se re ete φ- ϱ 
. WASHER. . +. +. + + ὃς -ᾱ. ϱ iles m Ὁ ΚΙ ο δι ος re e, 9^ e ὑφ le 
e SCREW. s s & ο ὁ Ὁ ο € ὁ κ 0€ ὁ 4 εκ ^l. ὁ ο ο m 6) ee 4 
we, SCREWS. ο: ο, Ὁ. «ὁ ER -ᾱ- a $08 19 ο ο ο Ὁ φις c S ος 
s. SCREW 4 v ο 791 κ A ο ο €, ᾱἳ οὐ. ο ο. 
- SCREW, ο ented 7 κ r EZ ar A d 
. HINGE, Crew entrance door wind deflector upper M NC ae e 
. BEARING ASSEMBLY, Crew entrance door jettison ...... 


shaft upper 
. HOUSING, Crew entrance door jettison shaft upper 
BUSHING, Press fit flanged (NA) . . . . . . . 
COVER, Crew entrance door jettison shaft upper. 


NUT. . « « ο ο o. e ooo... ο 9 9 ὁ m 9 o9 ο n 
WASHER . . . . « « © 4 ee oe ee . o. . . . on n ng] 
SCREW. . . . « « . ew « ὁ ο ο ο om ὁ ο ο ον: 9 n 
SCREW, .. . 


HINGE, Crew entrance door “wind deflector lower eo 
BEARING ASSEMBLY, Crew entrance door deflector shaft 
; HOUSING, Crew entrance door jettison shaft lower. 
. COVER, Crew entrance door jettison shaft lower. 
RATCHET ASSEMBLY, Crew entrance door 


e 9 9 ο 4 9 0. 39 9 46 4 ὁ 9 £3 ο 9 ο 
o 

. E Eo o... we wwe 
i o 

+... . mo s ο ο Poo... n tn t n9 


€ 9 c9 9 9 ο 6 c] 2 ὁ ο ο S $$ 9 ο ο 


z NUT. ον ον aros a οσο eta 0 <0. ὦ oe ο ο ο . 

. WASHER.  ὁ » » «© © «© © © «e ὁ © ὁ c.a ^2 ^55 . 

WASHER. +. . « ο ο © ο .... © ......1.1.0...0. ο " 

BOLT: -o a 7:03 a ο τὸ o Wil I Uere . 

BOLT 4 4 X. αν ο 9 ρα ο d m ο. δι ος οὶ IS. LS -ὁ . 

WASHER . . . © « . è o ο πο tai ο ο RN O E . 
acer (NA) . . A IE 


BUSHING, Spac 


1 nf FO 47 IO PEP FO iB (D i BO iS IB. ID. BD π! i. jS. "1-3 A TO fO FO A iS e (S EO 


ΠΟΣΟ ΠΠ 


PEEP PR PPP RPP 9 2 EER NDR 
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H-184-31-18A 


FIGURE 84 - COMPLETE PILOTS COCKPIT ENCLOSURE INSTALLATION 
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Section || 


AN 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


A ————————————————WNHS USEABIE ON 
UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
E 183-31801-101 ENCLOSURE INSTALLATION, Pilot's cockpit complete . . . . » » » + Ref 
(see figure 71 for next assembly) 
183-31806 . HATCH INSTALLATION, Fuselage cockpit canopy ditching hatch. . Ref 
(see figure 88 for detail ση, 
183-31805-1 . MECHANISM INSTALLATION, Cockpit enclosure sliding panel LH. . Ref 


(see figure 86 for detail breakdown) i 
MECHANISM INSTALLATION, Cockpit enclosure sliding panel RH. . Ref 
(see figure 86 for detail breakdown) 


183-31805-102 


183-31802-101 . ENCLOSURE ASSEMBLY, Pilot's cockpit complete. . . . +--+ ++ +» 1 
-1 AN365-1032 z NUTS 4 ow 6 AAA 1 
-2 AN960D10L veo « WASHER . e . 2 2 © © © +2 + eae ee v ον. vx ce ie oe 2 
-3 AN3-5A . » BOLT. .... oo. © ο wo oe ο ο ο wow wo» De να Ὁ s 1 
-4 AN365-428 a πο uu MEET LEE E E 3 
-5 ANQ60D416L 5 WASHER μμ αμ μμ a E. ace, UB 
-6 AN4-7A og BOLT oa -ᾱ- ee RAR CR xl Ὁ ee AS ORO A 1 
-7 AN4-10A s "e BOLT 4 ᾱ ο eines Ὁ A muy ao cec ο αμ ος. 1 
-8 ANA -14A vow BOLT e rr osse ο o 0 TE a E, eS 1 
-9 183-31811 ~» . FRAME ASSEMBLY, Cockpit enclosure fuselage station 178.5 . 1 
-10 183-31866 . . FRAME ASSEMBLY, Cockpit enclosure fuselage station 66.371. 1 
-11 183-31841 | | BOW, Cockpit enclosure station 56-3/4 RH . . . s.s eseo 1 
-12 183-31846 . . STRAP, Cockpit enclosure canopy station 44,047 rod... . 2 
183-31856-1 . . ROD ASSEMBLY, Cockpit enclosure canopy station 44,079. . + 1 
to station 66.371 LH 
183 -31856-2 . . ROD ASSEMBLY, Cockpit enclosure canopy station 44,079. . .. 1 
to station 66.371 RH 
-13 183-31856-21 . . . ROD SUB ASSEMBLY, Cockpit enclosure station 44.079. . . 1 
to station 66.371 LH 
183-31856-22 . . . ROD SUB ASSEMBLY, Cockpit enclosure station 44.079. . . 1 
to station 66.371 RH 
-14 AN486-1 za. POLEVIS Si e Ὅς ο ο. AR δε ας οι A 1 
-15 AN316-4 2. odes μα oe ο ο dm ne See ο ο AD RT Qe ο el aie, PR ce Bos 1 
-16 183-31844 "FRAME ASSEMBLY, Cockpit enclosure canopy station 44,079. . 1 
-17 146-31641 . . SPRING, Bombardier's astradome locking . . . + e e +... - 380 
-18 183-31821-101 " . FRAME ASSEMBLY, Cockpit enclosure canopy station 21.788. . 1 
-19 183-31828 . . BOW ASSEMBLY, Cockpit enclosure windshield . . . . +. +. +. + 1 
-20 160-31827-201 . . WINDSHIELD, Pilot's cockpit enclosure canopy . .. . ». +. + 1. ' 
(see figure 85 for detail breakdown) > 
-21 183-31803-45 . . GLASS ASSEMBLY, Cockpit enclosure canopy . . e.s es + +. 1 
-22 183-31870 . . PANEL ASSEMBLY, Cockpit enclosure removable. . . . +. +. +. +. 1 C 
184 -31872 | . . PANEL ASSEMBLY, Cockpit enclosure removable. . . . +. +. : : 1 ΑΝ 
-23 183-31803-41 . . GLASS ASSEMBLY, Cockpit enclosure canopy :. . » + + + sosse 1 
147-31641 . . SPRING, Bombardier's astradome locking . . . +. +. +. +. +. +. + 14 
-24 183-31803 -27 Ὁ GLASS ASSEMBLY, Cockpit enclosure canopy . . . . ss... 1 
183-31803-28 . . GLASS ASSEMBLY, Cockpit enclosure canopy . . . ees +. +. +. 1 
-25 183-31803-29 . . GLASS ASSEMBLY, Cockpit enclosure canopy . . +++ +++ + 1 
183-31803-30 . . GLASS ASSEMBLY, Cockpit enclosure canopy . e s ++ +++ +. 1 
-26 183-31803-31 . . GLASS ASSEMBLY, Cockpit enclosure canopy . - + + ++ ++ + 1 
183-31803-32 . . GLASS ASSEMBLY, Cockpit enclosure canopy . . + + + + +. +» + 1 
-27 183-31803-35 . . GLASS ASSEMBLY, Cockpit enclosure canopy . . e e ..::: 1 
183-31803-36 . . GLASS ASSEMBLY, Cockpit enclosure canopy +. . » +». » +++ + 1 
-28 183-31803-37 . . GLASS ASSEMBLY, Cockpit enclosure canopy +. . e ++ +++ + 1 
183-31803-38 . . GLASS ASSEMBLY, Cockpit enclosure canopy +. . s e eseese 1 
-29 183-31803-39 . . GLASS ASSEMBLY, Cockpit enclosure canopy . +. . + + s e p 3 1 
-30 183 -31853 . . SUPPORT ASSEMBLY, Sextant mounting canopy station 51-3/4 . 1 
-31 183-31803-189 . . GLASS ASSEMBLY, Cockpit enclosure Canopy +. . . . . - . +. + 1 
-32 183-31803-197 . . GLASS ASSEMBLY, Cockpit enclosure canopy . +--+ +. +. +. +. + 1 
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FUSELAGE (Cont) 





H-184-31-45 


FIGURE 85 - PILOTS COCKPIT ENCLOSURE WINDSHIELD ASSEMBLY 
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PART 
NUMBER 


160-31827-201 


160-31827-57 
160-31827-58 
175-31223 
160-31827-59 
160-31827-73 
AN364 -1032 
160-31827-77 
AN960D10L 
7813-1032C015A 
142-31871-17 
AN936A416B 
160-31827 -83 
1813-1032C15A 
175-54071 
AN363-1032 
AN960D10L 
160-31827-77 
7813-1032C16A 
AN365-1032 
AN509-10R16 
160-31827-27 
AN363-1032 
AN960D10L 
NAS43DD3 -36 
1813-1032C17A 
AN363-1032 
AN960D10L 
160-31827-77 
7813-1032C16A 
1813-1032C15A 
160-31827-51 
160-31827-71 
160-31827-53 
160-31827-63 
AN364-1032 
AN960D10L 
NAS43DD3 -34 
AN509-10R16 
160-31827-55 
160-31827-56 
160-31827 -69 
160-31827-41 
146-31825-1 
146-31825-2 


ΑΝ 01-60AAB-4 
FUSELAGE (Cont ) 


2 3 4 6 7 


NOMENCLATURE 





WINDSHIELD ASSEMBLY, Pilot's cockpit enclosure . 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


(see figure 84 for next assembly) 
RETAINER STRIP, 


RETAINER STRIP, Pilot's cockpit enclosure RH 
BOW ASSEMBLY, Cockpit enclosure windshield. 


STRIP, Pilot's cockpit enclosure. . 
STRIP, Pilot's cockpit enclosure. . 
NUT. 46 vov ev ο i 9 πας 
SPACER, Pilot's cockpit enclosure . 
WASHER. +. . 2 . « 4 © © © κ © . . n 
SCREW, 100? flush head corrosion res 
NUT, Fuselage cockpit enclosure . . 
WASHER. +. +. . es 
SPACER, Pilot's cockpit enclosure » 
SCREW, 100? flush head corrosion res 
SHIELD, Electric wiring canopy. . 
NUD 2-5 uo ue eo a stp 
WASHER. . . + oy 
SPACER, Pilot's cockpit enclosure . 
SCREW, 100? 
NUT Geta wy 6 A 19 eS τὲ 
SCREW... s 
FILLER, Pilot's cockpit enclosure è 
NUT 58e ος ο Ψ ὁ ο ος 
WASHER. . . « « © © © © © © ©  « 
SPACER, Screw . ; 
SCREW, 100? flush head "corrosion res 
NUT Ὁ eis ath ώς ο 
WASHER. PC n 
SPACER, Pilot's cockpit énclosure . 


. . 


SCREW, 100” flush head corrosion. resistant 
SCREW, 100° flush head corrosion resistant 


is 
is 


flush head corrosion resis 


sis 


. ο de PP δ᾽ m ce . E m 


RETAINER STRIP, Pilot's cockpit enclosure 
STRIP, Pilot's cockpit enclosure rubber 
STRIP, Pilot's cockpit enclosure cork 


TEE, Pilot's cockpit enclosure. . . 
NUT . 2. «e eee ὁ ὁ on ot ο ο 9 ο 
WASHER. +. . . « «© «© «© «© © ο. o. 
SPACER, Screw. . . . 6 sosoo 
SCREW... . 

RETAINER STRIP, Pilot's cockpit 
RETAINER STRIP, Pilot's cockpit 
STRIP, Pilot's cockpit enclosure. . 
SEAL, Pilot's cockpit enclosure . . 


. 
. 
. 


GLASS ASSEMBLY, Cockpit enclosure windshield LH 
GLASS ASSEMBLY, Cockpit enclosure windshield RH 


. 
. 
. 


ee ο t ο 


enclosure 
enclosure 


e Rs 


eo o... 9 2727] 5$ ο ο 


ant (NA 


Pilot's cockpit enclosure LH. 


ant (NA 


N 
N 


ant (NA 


N 
N 
N 


(αλ 


ΝΑ 
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e.. 9 9 9 9 o9! 9 ὁ ὁ s ο 8 9 3 51 c] 9 9$ 2 9 9 1 1 
5 9 © o9 ο 9 ο n 


e 9 9 9 ο ὁ . 9 o9 0 0 9 9 c$ 9 o... 9 9 9 9$ 3 5 ο. 
eseese ο 9 $ o9 t o9 o9 9] s 9] ο ο 9 ss. 


ee 9 3 9 3! ο ο 9 ο ο A. 9 9 Ne 9 9 9 9 X. 9 9 9 x9 9 09 om... 5 9 5 9 9 t$ 


e .. * 6 06 6 * 9 9» 6 ὁ à à ο à 6 9 9 9$ 06 9 9 9 0 9 9 9 9 ὁ 8 8 0 0 928959292260 ος. 


8$ 9 o9 9 » o9 9 9 6 o9 $9 9 c9 c] ο 9 ο 9 ο 1 t 


e... t o9 9 9 9 t] . 0 9 ο : ο 
9 9 9 o9 9 9 9 ο t] 9 ο ο n 

... o» 9 $9 +... o... | £|; £Í . 
Per 9 o9 $9 ο * 9 9 ο £1 c9 9 9 5 
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H-184-31-16A 


FIGURE 86 - LH AND RH COCKPIT ENCLOSURE SLIDING PANEL MECHANISM INSTALLATION 
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Section [| 
ΑΝ 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
86 183-31805-1 MECHANISM INSTALLATION, Cockpit enclosure sliding panel LH . . . Ref 


(see figure 84 for next assembiy) 


183-31805-102 MECHANISM INSTALLATION, Cockpit enclosure Sliding panel RH . . . Ref 
(see figure 84 for next assembly) 
-1 183-318143-101 + TRACK ASSEMBLY, Cockpit enclosure sliding panel mechanism . . 1 
lower LH 
183-318143-102 - TRACK ASSEMBLY, Cockpit enclosure sliding panel mechanism . . 1 
lower RH 
-2 183-318143-9 + . WELD ASSEMBLY, Cockpit enclosure Sliding panel mechanism . 1 
lower LH track 
183-318143-10 - + WELD ASSEMBLY, Cockpit enclosure sliding panel mechansim . 
lower RH track 
-3 AN3 -10A $- BOLT uii Sy E ο ede ecol SE NAT ds S EE IO A 8 
-4 AN3-5A er- BOLT oig aen Sen distance’: ο ο spied BV aa it sn. tye e eA v Ne eek ate 6 
-5 AN960D10 « WASHER. gc Se oov o. o "EP 97 wm. m uS ᾱ eae e eso 38 
-6 AN365-1032 NL ri cancers or ο. δε, ο xs Yah see Ade io c te er. qo QI nce e... 16 
-τ 183-318171 - SPACER, Cockpit enclosure sliding panel mechanism. . % A 8 
upper forward 
-8 NAS221-25 . SCREW, Brazier head Phillips recess alloy steel . . . . . . . 2 
-9 183-318169 - BUMPER, Cockpit enclosure sliding panel mechanism track . . . 2 
-10 183-318144-1 + TRACK ASSEMBLY, Cockpit enclosure sliding panel . . . . . . , 1 
mechanism upper LH 
-11 183-318137-1 + . FITTING ASSEMBLY, Cockpit enclosure sliding panel. . . . . 1 
mechanism upper forward track LH i n 
-12 183-318146-1 + . BRACKET ASSEMBLY, Cockpit enclosure sliding panel. . . .. 1 
mechanism canopy station 21.788 upper LH 
-13 183-318147-1 + . BRACKET ASSEMBLY, Cockpit enclosure sliding panel. . . . , 1 
mechanism canopy station 44.079 upper LH 
-14 183-318144-102 - TRACK ASSEMBLY, Cockpit enclosure sliding panel . . . . . . z 1 
mechanism upper RH 
183-318144-51 + . TRACK SUB ASSEMBLY, Cockpit enclosure sliding panel. . . . 1 
mechanism upper RH 
-15 183-318137-2 + *« . FITTING ASSEMBLY, Cockpit enclosure Sliding panel . . . 1 
mechanism upper forward RH 
-16 184 -31880 + + . BRACKET, Cockpit enclosure sliding panel. . . . . . . . 1 
, mechanism upper 
-17 * 184-31886-1 + + . FITTING, Cockpit enclosure sliding panel mechanism. . , 1 
upper track splice-fixed 
-18 184-31887 + + . FITTING, Cockpit enclosure sliding panel mechanism. . . 1 
upper track splice-moving 
-19 AN310-4 ὡς e -ᾱ uM MEE 1 
-20 AN24 -26 ο oe a BOLD a a gos a woe IS 81. τα a 1 
183-318144-61 + + TRACK SUB ASSEMBLY, Cockpit enclosure sliding panel. . | , 1 
í mechanism upper RH 
-21 183-318147 -2 + + + BRACKET ASSEMBLY, Cockpit enclosure sliding panel . . , 1 
mechanism canopy station 44,079 upper RH 
-22 184 -31882 + + + BRACKET ASSEMBLY, Cockpit enclosure sliding panel. . . 1 
mechanism canopy station 21.788 upper RH 
-23 184 -41886-2 ++ . FITTING, Cockpit enclosure sliding panel mechanism. . . 1 
upper track splice-fixed 
-24 9C1-2-3-1/2 ο ο ud al a 1 
-25 A41 + « . PIN (ACDE). . .. . .. . . δ οὐδε, ay E A E siii d 1 
-26 183-31804-101 + PANEL ASSEMBLY, Cockpit enclosure sliding LH. . . . . . ,. . $ 1 
(see figure 87 for detail breakdown) 
183-31804-102 . PANEL ASSEMBLY, Cockpit enclosure Sliding RH. . . . . . . .. 1 


(see figure 87 for detail breakdown) 


———————————————— ο ο. A ...., 
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FIGURE 87 - LH AND RH COCKPIT ENCLOSURE SLIDING PANEL ASSEMBLIES 
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AN 01-60AAB-4 


FUSELAGE (Cont) 


Section ΙΙ 


Group Assembly Parts List 





FIGURE & PART USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
87 183-31804-101 PANEL ASSEMBLY, Cockpit enclosure sliding LH (see figure 86. Ref 
for next assembly) 
183-31804-102 PANEL ASSEMBLY, Cockpit enclosure sliding RH (see figure 86. Ref 
for next assembly) 
-1 183-318116-1 FITTING ASSEMBLY, Cockpit enclosure sliding panel upper 1 
forward arm attaching LH 
183-318116-2 . FITTING ASSEMBLY, Cockpit enclosure sliding panel upper . 1 
forward arm attaching RH 
-2 AN3-10A v. BO a a ο A ο as 10 
-3 AN960D10 e: WASHER; for 3€ ο) e 99 3^ 3409 ra oS νῷ. cS Ge εν 20 
-4 AN365-1032 es NUT ck ο. è E 10 
183-318120-1 . ROLLER ASSEMBLY, Cockpit “enclosure sliding panel "forward. . 1 
183-318120-2 . ROLLER ASSEMBLY, Cockpit enclosure sliding panel forward. 1 
-5 183-318124 + . ARM, Cockpit enclosure sliding panel mechanism forward 1 
-6 184-318165 š SHAFT ASSEMBLY, Cockpit enclosure sliding panel roller . 1 
AN201KP4A a œ . BEARING . . cota 1 
-7 # 184-31895 + . SHAFT ASSEMBLY, “Cockpit "enclosure. sliding roller 1 
AN201KP4A å . . BEARING... ois wel 1 
-8 184-318166 + . SHAFT ASSEMBLY, Cockpit “enclosure “sliding” panel mechanism 1 
forward arm 
AN2O1KP4A &- Ὁ . BEARING . . . . » 1 
-9 # 184-31866-1 . . SPRING, Cockpit sliding panel “forward lower truck LH . 1 
# 184-31866-2 M SPRING, Cockpit sliding panel forward lower truck RH .. 1 
-10 AN316-6 . . NUT... ws Ν Qul ο. V x 1 
-11 £4 2W18-616M |o. WASHER, Flat (NA); . . . mI EX E eni i τομ. 1 
-12 # 4B19S6-004 f BUSHING, Press fit plain (ΝΑ), . . . . . 2 2 2 2 20 2. 1 
-13 NAS51-37 . RING, External retainer . . . 2 
183-318129-1 TIE ROD ASSEMBLY, Cockpit enclosure sliding panel mechanism 1 
upper LH 
183 -318129-2 TIE ROD ASSEMBLY, Cockpit enclosure sliding panel mechanism 1 
upper RH 
183-318129-9 . . SUB ASSEMBLY, Cockpit enclosure sliding panel mechanism. 1 
upper tie rod 
-14 183-318129-7 . . . TUBE, Cockpit enclosure sliding panel mechanism... 1 
upper tie rod 
-15 183-318129-3 . . ^4 SPACER, Cockpit enclosure sliding panel mechanism . 1 
upper tie rod 
-16 183-318170-3 - . ^. CLEVIS, Cockpit enclosure sliding panel mechanism . 1 
upper 
-17 183-318129-5 . . SPACER, Cockpit enclosure sliding panel mechanism upper. 1 
tie rod 
-18 183-318130-1 . . WELD ASSEMBLY, Cockpit enclosure sliding panel mechanism 1 
upper LH 
183-318130-2 + . WELD ASSEMBLY, Cockpit enclosure sliding panel mechanism 1 
upper RH 
ANQ44-101 e ο». FITTING. . . . 1 
-19 183-318163-3 + . SPRING, Torsion cockpit “enclosure “sliding” panel "mechanism 1 
-20 183-318170-5 - . CLEVIS, Cockpit enclosure sliding panel mechanism tie rod 1 
upper 
-21 AN23-10 "ES: or Mc" 4 
-22 AN320-3 sc NUT e oo. 4 
-23 183-318118-1 . FITTING ASSEMBLY, Cockpit enelosure sliding panel upper ; 1 
aft arm attaching LH 
183-318118-2 . FITTING ASSEMBLY, Cockpit enclosure sliding panel lower . . 1 
forward arm attaching RH 
4B20B6-014 «e . BUSHING, Press fit ΓΕ (NA). c μα πο 1 
AN944-101 e x FITTING. ο» E ge haha DT 1 
183-318122-1 . ROLLER ASSEMBLY, Cockpit “enclosure sliding panel mechanism. 1 
aft 
¿ 183-318122-2 . ROLLER ASSEMBLY, Cockpit enclosure sliding panel mechanism. 1 
-24 183-318126-1 - . ARM ASSEMBLY, Cockpit enclosure sliding panel mechanism. 1 
E aft 
-25 183-318126-2 + . ARM ASSEMBLY, Cockpit enclosure sliding panel mechanism. 1 
aft 
-26 183-318165 ; SHAFT ASSEMBLY, Cockpit enclosure sliding panel roller 1 
AN201KP4A os . BEARING. . . . . . . 44 uu Ry ᾱ . . 1 
-27 AN316-6 . . NUT. d . e 1 
-28 183-318111-1 . FITTING ASSEMBLY, Cockpit enclosure sliding panel lower av t 1 
forward arm attaching LH 
183-318111-2 . FITTING ASSEMBLY, Cockpit enclosure sliding panel lower . 1 
forward arm attach RH 
4B20B6-014 + . BUSHING, Press fit flanged (ΝΑ). ............. 2 
AN944-101 eee BITPING. 2$ 04 52 e eee Sire "ο je Eu OR. a 1 
183-318127 . TIE ROD ASSEMBLY, Cockpit enclosure sliding panel mechanism 1 
-29 183-318127-3 - . TUBE, Cockpit enclosure sliding panel mechanism tie rod. 1 
-30 AN481-8P * s CLEVIS e, as ee . "E ew 1 
-31 183-318128 a ROD, Cockpit enclosure sliding panel mechanism lower ΟΕ 1 
-32 AN486-4 de Y CLEVIS ENS ee 1 
-33 183-318117-1 . FITTING ASSEMBLY, Cockpit enelosure sliding panel lower 1 
aft arm attaching LH 
183-318117-1 . FITTING ASSEMBLY, Cockpit enclosure sliding panel lower . . 1 
aft arm attaching RH 
4B20B6-014 . . BUSHING, Press fit flanged (NA). ............ 2 
AN944-101 E RATINGS ο OA cu A ROO αλ a Get Re DE 1 
-34 AN3-5A AM A ο ο ο opel sd US oboe nd 2 
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Group Assembly Parts List 
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FUSELAGE (Cont) 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
87 183-318134 TORQUE TUBE ASSEMBLY, Cockpit enclosure sliding panel 1 
mechanism 

-35 NAS221-17 à SCREW, Brazier head Phillips recess alloy steel. T 

-36 AN960D10 > WASHER i 4 » s x wo» ὁ x o» es cm RO Wo Se 1 

-37 AN365-1032 » NU ve E AN E. Um E e νι A, as Le de xe aS DV oue 1 

-38 183-318134-3 A TUBE, Cockpit enclosure sliding panel mechanism torque 1 

tube 

-39 183-318135 de ARM, Cockpit enclosure sliding panel mechanism torque. 1 
tube upper 

-40 183-318136 : ARM, Cockpit enclosure sliding panel mechanism torque. 1 
tube lower 

-41 147-31641 . SPRING, Bombardiers astradome locking . . . . . + " 26 

-42 183-318168-1 . SEAL, Cockpit enclosure sliding panel LH. . . . . 1 

183-318168-2 . SEAL, Cockpit enclosure sliding panel RH. . . . . .. " 1 

-43 183-31803-43 . GLASS ASSEMBLY, Cockpit enclosure canopy LH . . . . + 1 

183-31803-44 . GLASS ASSEMBLY, Cockpit enclosure canopy RH . . . . . 1 

-44 183-31808 s- SPRING, ‘Tension s 4 4 9 e a o£ ε.α ον Ὁ 9 mv om 1 

NOTE: Denotes the incorporation of Service Change No. 446 


a TS 


180B 


Revised 15 August 1955 








Section |! 


AN O1-60AAB-4 Group Assembly Parts List 


THIS PAGE LEFT BLANK INTENTIONALLY 


Revised 15 August 1955 181 











Section || 


Group Assembly Parts List —Ț ΑΝ O1-60AAB-A 


FUSELAGE (Cont) 








25 
| B-184-31-15 


FIGURE 88 - FUSELAGE COCKPIT CANOPY DITCHING HATCH INSTALLATION 








Section [| 


ΑΝ 01-GOAAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
183-31806 HATCH INSTALLATION, Fuselage cockpit canopy ditching hatch . . . Ref 
(see figure 84 for next assembly)) 
183-31807 . HATCH ASSEMBLY, Fuselage cockpit canopy ditching hatch. ... 1 
183-31146 + . SPRING, Fuselage cockpit canopy ditching hatch . . . . . . 10 
183 -31803-33 . . GLASS ASSEMBLY, Cockpit enclosure Canopy . . . . . . . - . 1 
183-31880 - . SEAL, Fuselage cockpit canopy ditching hatch . . . . . . + 1 
147-31641 . . SPRING, Bombardier's astradome locking... oe ο l2 
183-31881 . HANDLE ASSEMBLY, Fuselage cockpit canopy ditching hatch . . . 1 
183-31881-3 + . HANDLE ASSEMBLY, Fuselage cockpit canopy ditching hatch. . 1 
183-31883 + . LINK ASSEMBLY, Fuselage cockpit canopy ditching hatch. . . 2 
183-31884 + . BEARING ASSEMBLY, Fuselage Ὃ γη canopy ditching hatch . 2 
4B20B6-020 - . . BUSHING, Press.fit flanged (NA) . . . . Ρ s 1 
183-31885-11 + . CRANK ASSEMBLY, Fuselage cockpit canopy ditching hatch 5 5 2 
183-31886 - . SPACER, Fuselage cockpit canopy ditching hatch . . . . . + 2 
CR12CP - « CAM, Follower TOR) fog! ο ο ο ο Web vel ret οὖς 2 
AN364 -624 E ο ο cee sa, Ὁ, ob BE ο or ντο HO) os ο μου. 2 
AN960C616 e . WASHER. . .. E 2 
183 -31887 - AXLE ASSEMBLY, Fuselage cockpit canopy ditching hatch . . . . 1 
183-31887-3 . . AXLE, Fuselage cockpit canopy ditching hatch. . 5 Sey ie 1 
183-31883 + . LINK ASSEMBLY, Fuselage cockpit canopy ditching hatch. . . 2 
183-31884 - . BEARING ASSEMBLY, Fuselage MT canopy ditching hatch . 2 
4B20B6-020 . . . BUSHING, Press fit flanged (NA)... eo 1 
183-31885-9 . . CRANK ASSEMBLY, Fuselage cockpit canopy ditching hatch AE" 2 
183-31886 . . SPACER, Fuselage cockpit canopy ditching hatch... . . . 2 
CR12CP + . CAM, Follower (TOR). . +. +. +. . +. ee ee ee «αι... 2 
AN364 -624 s c» A ὁ cen ο We a ο wey lee See OLR el ee d 
AN960C616 . . WASHER . . .. PEDIR ο ο ο 2 
183-31888 . HANDLE ASSEMBLY, Fuselage cockpit canopy ditching hatch... 1 
183 -31888-3 . . TUBE, Fuselage cockpit canopy ditching hatch handle. . . . 1 
5H1-3 ws e HANDLE (HE). 03:30 ον ο κιών doc ON 09.08) ο Tm ey LU ος το Ὁ 1 
1R12-6-049-428 scs ROD END (IR) er 09 a omo. de De esie ey ος 1 e 1 
AN315-4 a NUDO ἃ: ο ie Vy 1 
AN481 -4P e c» CEEVIS x o ών κ αι Ἔα A ARA AAA AE 1 
AN960D4,16 e. >» WASHER. . . . . NES . ο Ta ος l 
183 -31890 . TRUCK ASSEMBLY, Fuselage cockpit canopy ditching hatch. me 2 
183-31890-3 . . FITTING, Fuselage cockpit canopy ditching hatch truck. . . 1 
183-31892 . . SPACER, Fuselage cockpit canopy ditching hatch . . . . .. 1l 
AN364 -624 w ο Μι ατα ορ a AR ee κ. ο, οἱ. E Ὁ ως Ὁ RA AR 1 
AN960C616 . . WASHER... κ Αν ο OR. i CONSUE e OON VAS ae ese 1 
CR12CP . . CAM, Follower (08): ιδ νο 
183-31893-1 . TRACK ASSEMBLY, Fuselage cockpit canopy ditching hatch LH . . 1 
183-31893-2 . TRACK ASSEMBLY, Fuselage cockpit canopy ditching hatch RH. . 1 
183-31894 . AFT LOCK ASSEMBLY, Fuselage cockpit canopy ditching hatch . . 1 
183-31879 . BEARING ASSEMBLY, Fuselage cockpit lock canopy ditching hatch 2 
183-31895 . ROD ASSEMBLY, Fuselage cockpit canopy ditching hatch. . . . . 2 
183-31895-3 + . TUBE, Fuselage cockpit canopy ditching hatch rod . . . a.. 1 
1R12-6-044-428 cw. ROD END (IR). 4 4 b ου ὃς E scm. ο τὸ im ο e τς Vue ος) ve tes de de 1 
AN316-4 a a NUD a OI AA A A A A ee Ὁ Ὁ et A Les ἃ 1 
ANU81-4P sc ECLEVIS A o3 ιν. τούτα sora m VELIE e aer Gia Dea E adel. “Se 1 
AN486 -4 é ao OLEVIS 2 2 νο . o 03 100 e A 0 Xs A 1 
36-53070 s (SPRING, “Map: Cast. w . ο ceca 9 09 09 dcm UE ves o ar ὦ -ᾱ- τς 1 
183-31882 . STOP, Fuselage cockpit canopy ditching hatch. . . . . . . . . 2 
AN310-3 . NUT a Wire (€. 09 3» 0€ ὁ 9. wo 9. ο 4] A A «ὁ ο 4 ὦ» ate κω. Qe nie 5 
AN23-12 e BOLT: soa 404 44 ὦ 91x] 9] Ὁ a οί les aa [mi 9s ὁ 5 
AN365-1032 s ΝΤ. : : 1.1 0 ο. 6 ὁ Ὁ omo (sm. ο o 4, 4 6, Ὁ -ᾱ- 4 9 ὁ, ἡ, ο 8 
AN3-10A a BOLT Sis nero, ο ο fay le ne "Er S ο hm iile ce) Re cce ue ee YS 
AN960D10 a. WASHER. doe Ge. Ὁ όν ο δι ιτ. a oj wo zoe Qv Ἣν v c 20 
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Section Íl 
Group Assembly Parts List 








ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


FIGURE 89 - WINDSHIELD WIPER INSTALLATION 


H-184-53-14B 





nouns & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
89 175-53116 WIPER INSTALLATION, Windshield (see figure 69 for next . . . . Ref 
assembly) 

-1 B17320 +. CONNECTOR AND RADIO NOISE FILTER OQ). μα. A . > 

-2 AN365-832 . NUT RIS νυν E a ae ὁ ; s 

-3 AN960D8L . WASHER. . ος $$ Me, ce e a : $ ; 

-4 AN515-8R8 SCREW... A " Doe de 

-5 D17167 MOTOR AND MOUNT ASSEMBLY, 1/6 hp 27 volts de. 10, 000 RPM (MQ) 


AN365-428 
AN960DÀ 16 
B17315-6 
D16955-18 
175-53458 
AN507-428-7 
AN960D10L 


AN935-416L 
175-53119-5 
175-53119-7 
AN509-4 16R34 
AN509-416R35 
A17463 
A17462 
AN73-4 
D17562-8 
AN960C6 
B17500-9 
D17438-3 


184 


*o* c$ c5 9 585 $9 9 c3: 5$ 1 


NUT . a a PPM 
WASHER. . > : . 


. e ο o 


DRIVE CABLE ASSEMBLY, (Braided a (κο) 


WINDOW UNIT CONVERTER MQ). . . . . 
PLATE, Windshield wiper converter adapter 
SCREW. . S es 
WASHER. . . Ν 5 a 
BOLT. . " é 
CAP NUT, Self locking 550° F ' (NUS 
LOCK WASHER . . 5 š 
SPACER, Windshield "wiper. 1-1 8. : 
SPACER, Windshield wiper 15/1 
SCREW . E : . 
SCREW... E 
MOUNTING PLATE ASSEMBLY (Mà): 25 
GASKET (MQ) . 
T. : 
ARM ASSEMBLY, Drive (và): 
WASHER. A : 
ROD ASSEMBLY, Tie (ma). . 
BLADE AND CHANNEL ASSEMBLY (MQ) 


9 ο ο ο . . ο 


. © e o o ο 


e. t| | 9 ο 


. e ο è ο o 


ολ λα. | | p IO ο IO JE η 


Pp 
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ΑΝ 01-60AAB-4 Group Assembly Parts List 
FUSELAGE (Cont) 








H-184-31-46A 
FIGURE 90 - FUSELAGE STATION 89-1/2 WP-30 PERISCOPE ADJUSTMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
90 184-31144 ADJUSTMENT INSTALLATION, Fuselage station 89-1/2 WP-30 . . . . Ref 
periscope (see figure 72 for next assembly) 
-1 AN365-1032 r MIA Ic EE 
-2 AN960D10 - WASHER. ^e x Ck che Ὁ ek Ges a e wow c Boe e Cm oce CH od oeque 6 
-3 AN509-10-10 s ΘΟΠΕΝ,. Ὁ ο στ ELEME 
-4 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 10-32 . , 2 
-5 146-31327-11 . PLATE, Periscope adjustment base. . QU S. dS. ale an vs D YS 1 
-6 146 -31328 . RING ASSEMBLY, Periscope adjustment positioning . . 5s 1 
-7 AN365-1032 νι. νυν A qox. BC mi Xr Me 6 
-8 AN960D10 e WASHER ο edt ο ο fec ee WD a F 4 
-9 AN509-10-15 2» SCREW ο cate aw ο ο Sats ek 2) Sees a os ee E è 2 
-10 NAS221-13 . SCREW, Brazier head Phillips recess alloy steel 10-32 " 4 
-11 AN3-4A A A Laie BAe ee . ; 2 
-12 146 -31330 . BRAZE ASSEMBLY, Periscope aft adjustment fit. . . . , : 2 
-13 14546-31332 + BOLT, Periscope adjustment locking. . . .. rl wide 3 
-14 AN365-1032 AAA A E ο ο... DP 3 
-15 AN960D10L s» ~ WASHER (o VT oue wok d νι Up De iat a NA 2 
-16 NAS221-13 + SCREW, Brazier head Phillips recess alloy steel 10-32 . . 3 
-17 AN3-4A ο: BOLE a a t rd ay δι tae Sete IR NUN AT ος ho μας 1 
-18 ΑΝΟΘΟΡΙΟ μισο ο A Se a es! ο χι 1 
-19 146-31329 . BRAZE ASSEMBLY, Periscope adjustment fitt: Z. NO AA H 
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. AN O1-60AAB-h 
Group Assembly Parts List 


FUSELAGE (Cont) 





AJ-2-4-63-3 


FIGURE 91 - FUSELAGE STATION 89-1/2 PERISCOPE COVER INSTALLATION 


186 Revised i5 August 1955 











FIGURE & 


ND NUM A A A A A A eee ee NUMBER 


91 


PART 
NUMBER 


184 -63401-101 


184 -63409 
184-63402-201 
184 -63402-3 
184-63402-5 
184 -63402-7 
184 -63402-9 
184 -63402-71 
184 -63402-73 
184 -63402-79 
184 -63402-55 
184 -63402-57 
184 -63402-105 


184-63402-45 
184 -63402-107 


184-63402-51 
AN320-3 
2W18-10 
AN23-10 
AN23-13 
AN23-15 

184- 63405 


4B18B3- 125 
184 -63416 
4B18B3-125 
184 -63406 


AN364 -428 
2W13-h 
AO 


184- Té3406- 5 
184 -63406-7 


4B18B3-125 
72A47B5-1/2 
AN486-3 
fee: 3 
2W18-10 
2W18-10L 
AN23-9 
AN23-10 
AN23-16 
184 -63410 
184-683105 
184-63411 
184 -63414 


184-63413 


Revised 15 August 1955 





AN O1-60AAB-H 


FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


COVER INSTALLATION, Fuselage station 89.5 periscope. 


(see figure 72 for next assembly) 


FAIRING INSTALLATION, Fuselage station 89.5 periscope cover 


SHELL ASSEMBLY, Periscope cover fuselage station 89.5 
. SHELL, Periscope cover fuselage station 89.5 
SHELL, Periscope cover fuselage station 89.5 
SEAL, Periscope cover fuselage station 89.5. 
SEAL, Periscope cover fuselage station 89.5. 
SEAL, Periscope cover fuselage station 89.5. 
SEAL, Periscope cover fuselage station 89.5. 
SEAL, Periscope cover fuselage station 89.5. 
LINK, Periscope cover fuselage station 89.5. 
LINK, Periscope cover fuselage station 89.5. i 
SHELL BS. ASSEMBLY, Periscope cover fuselage station A 
9.5 
. LEVER, Periscope cover fuselage station 89.5. 
SHELL SUB ASSEMBLY, Periscope cover fuselage Station 
9.5 
. LEVER, Bere cope cover fuselage station po 9 
NUT V cx " 
WASHER, Flat (Qu). 
BOLT. . . " 
BOLT. ο, ck δν 
BOLT. . 
LINK ASSEMBLY, “Fuselage station 83. 875 outboard periscope 
cover actuating 
. BUSHING, Shoulder (NA) . 
LINK ASSEMBLY, Periscope cover actuating. 
. BUSHING, Shoulder (NA) . e 
LINK ASSEMBLY, Fuselage station ài. 315 ' inboard periscope. 
cover actuating 
NUT. . 
WASHER, “serrated (nA). 
WASHER . . . +. + 
BOLT .. : 
LINK, Fuselage station à. 375 "Anboard ‘periscope. cover. 
actuating 
LINK, Fuselage station 84.375 inboard periscope cover. 
actuating 
BUSHING, Shoulder (NA) . cee Se a 
TENSION LOCK, Flexible control IU MN 
CLEVIS. . . . ole ο + "m 
NUT... . ge by le Rr o fV gu O lg din 
WASHER, Flat “ia ΙΕ ας ο... 
WASHER, Flat (NA ο ο E G τ EE Em 
BOLT v ον ο ees ee: Be E om m Hes deus X ar EIE ορ 
BOLT. -4 2-6 ee £e a o woo oy 
BOLT. & 4 Ede A 
EYE, Periscope cover "spring lower 
SPRING, Refueling boom actuator mechanism compression 
EYE, Periscope cover spring upper . 
SEAL, Periscope cover control handle 'füselage Station 
96.188 
SHIM, Periscope cover control handle fuselage station 
96.188 . 


MM ———————————————————————————————————  - UNIS USEABE ON 
PER ASSY. 


Ref 


Ref 
1 


πμ PEPE BPP Pee 


HRWN PENH 


Ἐπ! 0 


- ο ο ο ος ο 5 HB FPNNNY 
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Group Assembly Parts List 


USEABLE ON 


CODE 
πα — - 84-63h01-101 — COVER INSTALLATION, Fuselage station 89.5 periscope. . . . . . Ref fl 
a 


NN 
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Group Assembly Parts List AN 01-60AAB-h 
FUSELAGE (Cont) 





CS 


H-184-31-41A 


FIGURE 92 - FUSELAGE INTERMEDIATE FRAME ASSEMBLY 


188 








-6 
-T 


PART 


1753 1401-101 


146-31422-201 
146-31402-401 


146-31402 -402 
146-31403-301 
146-31404-300 
146-31380-300 


156-31501 
146-31380-33 
146-31380-83 
146-31380-27 
146-31380-31 
NAS221-9 
146-31380-29 


146-18002-1 & 2 


146-31353 








ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 


(see figure 93 for detail breakdown) 


NOMENCLATURE 


FRAME ASSEMBLY, Fuselage intermediate. . . . . . . . . . © 
(see figure 69 for next assembly) 
WEB ASSEMBLY, Fuselage frame station 424-5/8. . . . 
PANEL ASSEMBLY, Fuselage station 224 to station 538 
(see figure 93 for detail breakdown) 


Section [| 
Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 
Ref 
Eo bt ve d 1 
LH side . 1 


PANEL ASSEMBLY, Fuselage station 22! to station 538 RH side . 1 
1 


PANEL ASSEMBLY, Fuselage station 362.236 to station 538 top . 
deck (see figure 97 for detail breakdown) 


ATTACHING PARTS 


AN365-428 
ANQ60D416L 
ΑΝΗ -ΤΑ 
AN4-10A 


146-31353-3 
NAS75-7-013 
169-31526 


169-31529-1 
169-31529-2 
169-31527-1 


169-31527-2 


169-31522-3 
169-31522-4 
169-31528-3 


146-52385 


AN4-11A 
ANQ60D416 


146-52377 
AN320-4 
4S3D416-16 
AN24-50 
146-52382 
DW4 
146-31524 -3 
AN3 -6A 
AN960D10 
AN365 -1032 
146-31524-5 
AN3-6A 
AN960D10 
AN365-1032 
146-31525 
AN4 -7A 
AN960D4 16 
AN365-428 
AN5-7A 
AN960D516L 
AN365-524 
AN5-10A 
AN960D516L 
AN365-524 
AN3-5A 
AN960D10 
AN960C10L 
AN365-1032 
ANU-6A 
ΑΝΟΘΟΡΗ16 
AN365-428 


ATTACHING PARTS 


FRAME ASSEMBLY, Fuselage station 424-5/8 to station 538 . . . 1 
bottom (see figure 95 for detail breakdown) 
WEB ASSEMBLY, Fuselage station 362.236 to station 424.625 . . l 
+ SOCKET ASSEMBLY, Aft hoist stabilizing tube adapter. . . . 1 
. DOOR ASSEMBLY, Automatic pilot access door . . . . . . . + 1 
. . SUB ASSEMBLY, Automatic pilot access door . . . +. + ν 1 
A HALF HINGE, Automatic pilot access door . . . . a xl 
x. C HALF HINGE, Automatic pilot access door . . . . .. 1 
e i ug SCREW, Brazier head Phillips recess alloy steel . . 19 
Bo μι, NS PIN, Automatic pilot access door. . . . . . eso 1 
HINGE INSTALLATION, Wing inboard landing flap inboard LH. . . Ref 
and RH (see figure 15 for detail breakdown) 
FITTING ASSEMBLY, Bomb bay door idler strut attaching . . . + 2 
fuselage 
NUT 5. ο πμ 7,8 A «Cr Ὃν tee ds eru ores Ἕως 8 
WASHER nd bi ΝΑ Ημ citro ο αι baie ALD 
BOLT. . w 04 ἐν € ο ο 28d € 7089 ΝΤ ᾱ 8-9 OR de m e 6 
BOLT. uie per et be Sate ο Aor! 6) ο airo p we ue. a 2 
. FITTING, Bomb bay door idler strut attaching fuselage. . . 
. BUSHING, Plain press fit steel. . e 


FITTING INSTALLATION, Fuselage statio 


stabilizer tube lower attaching 
. ANGLE, Fuselage sta 424-5/8 longeron to lower frame LH. . 
. ANGLE, Fuselage sta 424-5/8 longeron to lower frame RH. . 
. BRACKET, Fuselage lower longeron aft stabilizer tube . . . 


attaching LH 


. BRACKET, Fuselage lower longeron aft stabilizer tube . . . 


attaching RH 


. PITTING, Fuselage sta 424-5/8 longeron to lower frame LH . 
. . FITTING, Fuselage sta 424-5/8 longeron to lower frame RH . 
. BRACKET, Fuselage station 424-5/8 aft stabilizer 


lower center attaching 
DIVIDER ASSEMBLY, 


BOLT. . . e © © © © © © ooe’ 
WASHER. +. +... ..«.«..... 


BRACKET ASSEMBLY, Aileron lock cable wing root 


$4 NUT A ο. 
. SPACER, Bolt 1/4-28 (NA). 
se SBODTUS $949 


PULLEY ASSEMBLY, Aileron lock cable divider. 


+ . BEARING (FAF).... 


Aileron lock cable. 


ROD ASSEMBLY, Plenum chamber fuselage 


BOLT (magnetic inspected) . . 
WASHER. . . e e «© « © «© o o ο ο 
NUT (magnetic inspected). . . . 


. 


. 


ROD ASSEMBLY, Plenum chamber fuselage 


BOLT (magnetic inspected. . . . 
WASHER. +. +. +. o «© «© © «© oes’ 
NUT (magnetic inspected)... . 


. 


ROD ASSEMBLY, Plenum chamber fuselage 


BOLT (magnetic inspected) . . 
WASHER. . +. +. +. +. o «© a a 
NUT (magnetic inspected). 
BOLT (magnetic inspected) 
WASHER. a è è © © © » eos 
NUT (magnetic inspected). 
BOLT (magnetic inspected) 
WASHER. . . e +. «© © o è o 
NUT (magnetic inspected). 
BOLT- (magnetic inspected) 
WASHER. . . . 2. ee ee 
WASHER. . . « 2 2 «ο 
NUT (magnetic inspected). 
BOLT (magnetic inspected) 
WASHER. . +. + 
NUT (magnetic 


. . 


inspected). . 


eo 8 9 o9] t 9 9 9 9 ὁ 9 t] ο. 


5 9 9 o9 9 t$ 9 ο ο t 5 1| | ο 


station 50 


Station 50 


station 


n 42425/8 to rear. . . . Re 


. 


tube. . . 


ec] © © © ùo o o 


e 5 © © © © ù o : 


5 5 . 9 t 9 n 


. ο me 
oll 
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i » -h 
Group Assembly Parts List AN O1-60AAB 


FUSELAGE (Cont) 


ROTATED 180° 





f H-184-31-42B 


FIGURE 93 - LH AND RH FUSELAGE STATION 22! TO STATION 538 PANEL ASSEMBLIES 
4 


190 








FIGURE & 


INDEX NUMBER 


93 


PART 
NUMBER 


146-31402 -401 


146-31402 -402 


169-31239-201 
169-31239-2 
169-31482 


169-31484 


169-31482-3 
169-31484-3 
NAS221-15 
AN960D10L 
NAS43DD3-26 
NAS43DD5-16 
156-31487-1 
160-31488-3 
AN960D10 
AN365-1032 
146-31259 
160-31255 


1 
PANEL ASSEMBLY, Fuselage 


PANEL ASSEMBLY, Fuselage 








AN 01-60AAB-4 
FUSELAGE (Cont) 


NOMENCLATURE 


station 224 to station 538 LH . . 
see figure 92 for next assembly). 
see figure 94 for additional breakdown) 
station 224 to station 538 RH . . 
see figure 92 for next assembly) 
see figure 94 for additional breakdown) 
FRAME ASSEMBLY, Fuselage station 239-3/4 side LH... . 
FRAME ASSEMBLY, Fuselage station 239-3/4 side RH. ... 
FITTING ASSEMBLY, Fuselage station 239.75 LH store . 
hoist support 
. FITTING ASSEMBLY, Fuselage station 239.75 RH store . 
hoist support 


2 3 4 5 6 7 


. . FITTING, Fuselage sta 239.75 LH store hoist support 


SPACER, Serew and bolt. A πο 
SPACER, Screw and bolt. . . . X aA “5 
SPRING, Fuselage bomb bay Store hoist hatch $ δ 

LATCH, Fuselage station 239.75 store hoist support 
WASHER. s UU ow ne mw ο m 5, AR IE. ero Shar oe tell as 
NUT. ασ ter ue τος . RR ο ur 
FITTING, Fuselage station 254.645 lower... wine. 
FITTING, Fuselage station 256.145 wing attaching. was 


ec 9 9 ο ὁ 9 n 


ATTACHING PARTS 


AN365-524 
AN960D516L 
AN5-7A 
AN5-11A 
AN5-13A 
AN5-11 
AN5-10A 


175-48621 
146-311215-1 


146-311250 
146-311214 Á 


146-311250 


146-311815-5. 
146-311215-3, 


146-311250 
160-48425 

184 -48210 

184 -48210-11 
H5000-040-142 
184 -48211 
169-54126-101 


AN3100A28-9S 
AN3100A28-11S 
AN3100A32-78 
AN3057-16A 
AN3057-20A 
175-48319 
175-51532 


TOTO-1R 

184 -48214 
146-31302-101 
146-31302-201 
146-63368 
146-63369 
175-63040 
175-63039 
169-31337-101 
169-31337-102 
184 -31480 


169-31480 
184 -31480-3 
169-31480-3 
NAS221-17 
AN960D10L 
AN960D10 
NASH3DD3 -26 
NAS43DD5-16 
AN365-1032 
156-31487-1 
160-31488-3 


eee ee n n9 


eo 9 9 ο t ο 5 ee ee ο ee 


e 6 e o.o sooo ο oe . è 


WASHER. . . . + . 
BOLT (magnetic inspected) . 
BOLT (magnetic inspected) . 
BOLT (magnetic inspected) . 
BOLT. . « « A 
BOLT (magnetic "inspected) n 


eee t ο we 
ee t ο we 
e... ο 9 09 n 
ee ο ot 9 ο n 
9 9 ο 0 ο 5 n 


eo ee 0 ο ο n 
eee eee 
..... 


FITTING ASSEMBLY, Fuel vent siphon breaker fuselage . . 
overboard intake (LH only) 

HINGE ASSEMBLY, Upper bomb bay door to longeron . . .. 
intermediate attaching 

. BUSHING, Upper bomb bay door hinge attaching . . . . 

HINGE ASSEMBLY, Upper bomb bay door to longeron center. 
attaching LH and RH 

. .BUSHING, Upper bomb bay door hinge attaching . . . . 

HINGE ASSEMBLY, Upper bomb bay door to longeron . . . . 
intermediate attaching LH 

HINGE ASSEMBLY, Upper bomb bay door to longeron . . . .- 
intermediate attaching RH 

. BUSHING, Upper bomb bay door hinge attaching... 

TUBE ASSEMBLY, Fuel ferry tank level outlet (LH only) 

DOOR ASSEMBLY, Fuel tanker filler access (LH only). 

. DOOR, Door assembly fuel tanker filler access. . . 
LATCH (Hartwell Mfg. Co.) . . eos 

+ . HINGE ASSEMBLY, Fuel tanker filler’ access door. . 

BRACKET ASSEMBLY, 
(LH only) 

^ RECEPTACLE . . . 

. RECEPTACLE . . . 

. RECEPTACLE. . . 

. ADAPTER. . . . . 

ADAPTER. . . «. . 

TUBE ASSEMBLY, Dive vent outboard (LH only) A " 

BRACKET ASSEMBLY, Fuel and oil pressure transmitter å 
(LH only) 


s... 


ee ee 
oe ee 


. . 


^ VIBRATION MOUNT (BLC). . ............... 


NIPPLE, Fuel tanker filler (LH onl 


. PITTING, Fuselage sta 239.75 RH store hoist support 
SCREW, Brazier head puce recesS . . . « «2 « 
WASHER. . . +. . EMT LP Rr 


1 


Bomb bay special wiring power receptacle 


ec] ee 9 n9 n 


Jure e batir voy O E es dee 
LONGERON ASSEMBLY, Fuselage sta aiy) 5/8 to 424-5/8 lower LH 
LONGERON ASSEMBLY, Fuselage sta 224-5/8 to 424-5/8 lower RH 


. FITTING, Bomb bay adapter longeron station 254 drag. 
. FITTING, Bomb bay adapter longeron station 254 drag. 
- PLATE, Bomb rack longeron fitting attaching. . . . 

. FITTING, Bomb bay adapter longeron station 254 drag. 
FRAME ASSEMBLY, Fuselage station 337-1/2 side LH. . . . 
FRAME ASSEMBLY, Fuselage station 337-1/2 side RH. . . . 
. FITTING ASSEMBLY, Fuselage sta 337.5 store hoist . . 

support LH 


FITTING, Fuselage sta 337.5 store hoist 
FITTING, Fuselage sta 337.5 store hoist 
SCREW, Brazier head Phillips recess . . . . . . . 
WASHER. ο ο ο er de. πα DE) -ῷ s. ὁ T 
. WASHER. 5 ECCE M . 
+ SPACER, Screw and bolt. . . 2 . A 
. SPACER, Screw and bolt. . . .. τ 
. NUT... vw . " 
. SPRING, Puselage “bomb bay store hoist 7 2 
. LATCH, Fuselage sta 239.75 store hoist suppprt 


. . 6 . 
. 


e... ot n 


4 9 t νο 9 n 


. 
. 
. 
. 


FITTING ASSEMBLY, Fus sta 337.5 store hoist support RH 
support LH 
support RH 


. 


ec os we 9 n 
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H-184-31-43B 


FIGURE 94 - LH AND RH FUSELAGE STATION 224 TO STATION 538 PANEL ASSEMBLIES 
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ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 





PART 
NUMBER 


1 2 3 4 5 6 7 NOMENCLATURE 


UNITS 


PER ASSY. 


USEABLE ON 


CODE 


94 146-31402-401 PANEL ASSEMBLY, Fuselage station 224 to station 538 LH... . . Ref 


-1 


-2 





146-31402-402 


146-31362-201 
146-31362-2 
146-31355-1 
146-31355-2 
146-31303-1 
146-31303-2 
160-31532-3 


160-31532-4 


146-31304-1 
146-31304-2 
AN6-7A 
AN960C616 
AN960D616L 
AN365-624 
AN5-6A 
AN960C516L 
AN960D516L 
AN365-524 
AN3-7A 
AN960C10 
ΑΝΟ6ΟΡΙΟ 
AN365-1032 
146-31911-1 
146-31911-2 
AN320-6 
AN960-616 
AN26-22 
146-31903 
157-31937 


134-31916 
157-31938 
134-31908 


160-31920-1 
160-31920-2 
146-31902 
146-31379-1 
146-31379-2 
160-31378-1 
160-31378-2 
NAS75-6-009 
146-31379-23 
AN365-624 
160-31377 
AN960D616 
AN6-15A 
146-31360 
AN365-524 
AN960D516L 
ΑΝΡ-ΤΑ 
AN5-7 
AN960D516 
4S4D10-83 
AN5-37A 
AN5-hOA 
184-31428-1 


184 -31428-2 


146-31429-1 
146-31429-2 
146-31367-1 
146-31367-2 
AN365-524 
AN960D516 
AN5-12A 
AN960D516L 
AN5-TA 
146-311216 
146-311250 
AN509-10-18 
ΑΝΟΘΟΡΙΟ 
AN365-1032 


(see figure 93 for addtional breakdown) 
PANEL ASSEMBLY, Fuselage station 224 to station 538 RH... 
(see figure 93 for additional breakdown) 
FRAME ASSEMBLY, Fuselage station 362.236 center LH. . . 
FRAME ASSEMBLY, Fuselage station 362.236 center RH. . . . 
. FITTING, Fuselage station 362 frame to longeron upper L 


LONGERON ASSEMBLY, Station 424,625 to station 538 upper LH 

LONGERON ASSEMBLY, Station 424,625 to station 538 upper RH 

. FITTING, Fuselage station 538 upper longeron fwd and . 
aft LH (supersedes 146-31532-1) 

- . FITTING, Fuselage station 538 upper longeron fwd and . 

aft RH (supersedes 146-31532-2) 


. BOLT (magnetic inspected). . . . . . . . . 
WASHER v 5o 0x0 e e ; 
WASHER. © e ο 9 wx € £9 ὁ . 
NUT (magnetic inspected) a 
BOLT (magnetic inspected) : 
WASHER . . . « . ο» © ο © . 
WASHER . 4 x74 a . 
NUT (magnetic inspected) : 
BOLT (magnetic inspected) a 
WASHER . . . . . . . «© +. $ 
WASHER... . . ee ο +. s 
NUT (magnetic inspected) 3 les 
SUPPORT ASSEMBLY, Engine main trunnion fu 
fu 


SUPPORT ASSEMBLY, Engine main trunnion 

. NUT (magnetic inspected). .... 

» MASERATI UK 
. BOLT (magnetic inspected) . . . . . . 


eee MMe » © we we . ο on on ο on 


in 
in 


BOLT, Engine mount hinge eye. . . . . . . . 
NUT ASSEMBLY, Engine trunnion support locking . 

assembly attaching (supersedes 134-31918) 
a "WO dest Ge RING, Drop chain attaching. . . . . . . . . o. 
ο ον ον» CABLE ASSEMBLY, Engine support locking nut drop 
"s NUT, Lower engine mount socket to upper socket. 
assembly attaching 


e 9 9 9 9 c9 9 .. t9 9? ο ο ὁ ο ο £32 ὁ ο ο ο 


e.s ο ο MMe e e ... ὁ ο ο on n 
σι 
m 


9. 49 9 9 9 9 c» 9 9 ὁ ο c9 c9 ο ο ο ο ο 


e > . FITTING, Jet eng mount support 
e . + HINGE, Engine main trunnion . . . . . . . . . eeo 
. SUPPORT ASSEMBLY, Fuselage sta 383 inboard flap pivot LH 
. SUPPORT ASSEMBLY, Fuselage sta 383 inboard flap pivot RH 
Zu FITTING ASSEMBLY, Fus sta 383 inboard flap pivot LH. 
x FITTING ASSEMBLY, Fus sta 383 inboard flap pivot RH. 
. BUSHING, Plain press fit steel. . .. . . . . 
FITTING, Fuselage station 383 inboard flap pivot 
NUT ie ria 33: τῳ, 8D Sow nae as E pay ΟΡ al, RIS 
WASHER, Inboard flap pivot fitting serrated. 
WASHER as 79 oe uw 28 c9) we de e c OU 
Se BOET verter “ὁ SS cw) Xen chen m eI a). ο. 
FITTING, Wing attaching fuselage station 360-3/4 
NUT (magnetic inspected)... . ` 
WASHER. . . . . . . . oo 
BOLT (magnetic inspected) . 
BOLT. oso ο o οι 6 v rw 
WASHER. . . . . . 2. «ο ο 
SPACER, Rivet (ΝΑ)... . . 
BOLT peace m ο) s 
BOLT (magnetic inspected) . . . E «ο 
FITTING, Fuselage station 424-5/8 lower 
` upper LH (supersedes 146-31428-1) 
. FITTING, Fuselage station 424-5/8 lower longeron splice . 
upper RH (supersedes 146-31428-2) 


. 
. o oe 
ee «. 
PE . 
«. ee 
o . ee 


. 
. 
«. 
oe 
. 


e: 


. FITTING, Fuselage sta 424-5/8 lower longeron splice lower 
. FITTING, Fuselage sta 424-5/8 lower longeron splice lower 
. TIE, Fuselage station 362 upper LH. . . . . +. . . +... +. 
. TIE, Fuselage station 362 upper RH. . . « +. + > cue 
. NUT (magnetic inspected). . . . . .. ............. 
+ “WASHER: 2 60 wo. is φον. o δ ὦ ὑφ ον Sa οὐ Bh, del Ken Ceo τν 
. BOLT (magnetic inspected) . . . . . . s. Ro ens. d ur ὃν us 
s "WASHER. 4. 4 4.0.68 o£ o9 $09; τρ ο. 99 ο ο ο 
. BOLT (magnetic inspected) . . . . ............ 
+ HINGE ASSEMBLY, Upper bomb bay door to longeron end attach 
+ . BUSHING, Upper bomb bay door hinge attaching . . . .. 
e SCREWS o e 2-4 ὡς 4c» ρε oo moy lY Ow o 8 b UE vU Els Ὁ ο 
v. WASHER 0 cs Saye: ον ος Se ο ώς μ.. BuU A Yelle Ss ns o 
e NUT Ll a ο ο ο ei Ye cED ove ὁ ο ae Sas ee M ο pet De? ao δ 


H 


. FITTING, Fuselage station 362 frame to longeron upper RH 


LONGERON ASSEMBLY, Fuselage sta 424.625 to sta 538 lower LH 
LONGERON ASSEMBLY, Fuselage sta 424.625 to sta 538 lower RH 


ee ee eo 5; £5; 


+ .. FITTING, Jet eng mount support ο ος VUE ET 


eee ο ο. ο 


supersedes 146-31540-2 


ee ee we 


= 


E 


9 9 0 ὁ hot . om 9 ο n 


J 
eee MEE" 


Ref 


HH HD Í|ISUMO CH FE dLITGASIDIRHEBHEBHHHE HR BEBE FI IH IH E IH HE RPE ER BE pra A 
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48 B-184-31-404 * 


FIGURE 95 - FUSELAGE STATION 424-5/8 TO STATION 538 BOTTOM FRAME ASSEMBLY 


PART UNITS 


NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. 

146-31404-300 FRAME ASSEMBLY, Fuselage sta 424-5/8 to sta 538 bottom... . . Ref 
(see figure 92 for next assembly) 
156-31037-1 *. DOOR ASSEMBLY, Fuselage plenum chamber fire access LH . . . . 1 
156-31037-2 . DOOR ASSEMBLY, Fuselage plenum chamber fire access RH... + 1 
ATTACHING PARTS 
15456-31805 -43 . HINGE PIN, Fuselage sta 424-5/8 to sta 538 bottom frame... 1 
---κἘ..-- 

156-31037-7 . . HALF HINGE, Fuselage plenum chamber fire access door... 1 
156-31517-1 . DOUBLER ASSEMBLY, Fuselage plenum chamber door LH . . . . . . 1 
156-31517-2 . DOUBLER ASSEMBLY, Fuselage plenum chamber door ΠΗ͂. . . . +. + 1 
156-31517-5 + . HALF HINGE, Fuselage plenum chamber door doubler . . . . . 1 
146-42545 . SPRING, Engine plenum chamber pressure relief door. . . . . . 1 
AN310-3 hs NUT V cv so O ο λα ὦν IB κοι. of Vetus ge e ο. 
ΑΝΟΘΟΡΙΟ 2 COWASHER. rci yet δι αι e E ee e ta e ae E. οτος, δν xe 
483D10-81 « “SPACER. Bolt. (NA) 26 co cet 9 e ο Ge de le ο o ad 
AN3-31 O ο ΙΡ O E EA fe Rao ᾱ. α 











σα, 


-43 


-h6 


- -61 


-70 


# 
# 
# 
# 
# 
# 
# 
# 
# 


14 
146- ΟΝΕ 
146-54264 -23 
146 -54264-15 
146-54265-1 


146 -54265-2 


1146-31430 
146-31430-23 


ATTACHING 


146-31430-11 


PARTS 
. HINGE PIN, Fuselage fuel filter access door. . . +. e e +» 


AN 01-60AAB-4 
FUSELAGE (Cont) 


RECEPTACLE INSTALLATION, External power . . . 


PIN, External power receptacle . . . 


access door (lower LH) 


access door (upper RH 


DOOR INSTALLATION, Fuselage fuel filter access. . . . . ». . Re 
DOOR SUB ASSEMBLY, Fuselage fuel filter access . . . . + 


DOOR SUB ASSEMBLY, External power receptacle . . . 
DOOR SUB ASSEMBLY, External power receptacle. . 


E^ px SPRING, Electric external power receptacle 


SPRING, Electric external power receptacle .... 


Section [| 
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ee ο ο n 
eee ο 
m 


H 
1 
1 
l. 
f 
1 
1 
KM610-51 . . . FASTENER (CLC). wo now ue ue Dee Rel ehh 2 
146-31430-9 . . HALF HINGE, -Fuselage fuel “filter access door . . . . . ο 1 
146-31430-25 s HALF HINGE, Fuselage fuel filter access door . . . . . » 1 
146-31468 > RING ASSEMBLY, Fuselage station 489 tie down. . . . . . .. 1 
ATTACHING PARTS 
AN365-624 . NUT (magnetic inspected). . . . s o ee e eee n . . . +. 4 
AN960D616 . WASHER. . , . a νο e Cad fae ee A te 8 
AN6-12A . BOLT ota “anspected) οσον ο en a E οφ, LS ος 2 
AN6-13A . BOLT (magnetic inspected) . . . . . «ο + ee ee ee ee 2 
—— E a: 
AN310-5 . . NUT (magnetic inspaeeso) εν Vo ONT ο μας. 9 
AN960D516 . 7". WASHER. . a 1 gh ver d. A τν” ο uos Ὁ 2 
2W10-5 2-2 CMASHERS Plain (NA) i Inu Wow TR s EN 2 
NAS145A29 . . BOLT, Internal wrenching steel 5/16-24 (magnetic insp) a 2 
146-31471 A Sa COVER ASSEMBLY, Fuselage station 489 tie down ring . . . 1 
11416-31473 . . FITTING, Fuselage station 489 tie down . . . «.»:«: 1 
146-31472 . . RING, Fuselage station 489 tie down. . a $ «ὦ 1 
146-31475 . WALK ASSEMBLY, Fuselage station 463-1/4 to. station 489. iw 1 
146-31488-201 . FRAME ASSEMBLY, Fuselage 489 lower fuselage... + PEN 1 
160-42528-1 - . BRACKET ASSEMBLY, Jet engine drain tank support IH a 1 
160-42528-2 . . BRACKET ASSEMBLY, Jet engine drain tank support RH . . . 1 
AN24 -21 e e Ue = (0) 0 isc € o 4 9 ο ve, wo ve As 1 
AN310-4 $ Ὅν ο. NUL "Ec W xd bw Ax x Ὁ 1 
AN960D416 "n WASHER. EC ο ο ο Se 1 
NAS25-36 . . . TRUNNION, Tank strap. threaded E S cw O 1 
NAS25-3R . . . TRUNNION, Tank strap threaded . . . se + 2 « 2 . . . 0. 1 
NAS27-3-18 . . . TURNBUCKLE, Tank strap. . s. s ese es tb nh th n + l 
146-31492 . `. BEAM ASSEMBLY, Fuselage station "489 lower, . . . ee ee 1 
AN365-1032 d Ua Ὁ. A O 09. 9€ Oe e Φι δ) m (en; ete 1 
AN960-10 e . . WASHER, . . « 6 © © © © © © © © © om o. ee ee ee 1 
483-1C16 += + . SPACER, Bolt GUY: νι ο ice ο ο ο ο Bt GP ast Ge 2 
AN3-17A e . >» BOLT. . . . 5 ay oven cals 1 
146-31483 . . . SPRING, Fuselage “station 489 door safety stop . ος 1 
147-31490 . . . STOP ASSEMBLY, Fus sta 489 bulkhead door safety Lie 1 
9C1-2-5 . . . CHAIN, No. O safety (NA). . Suc dps ὡς 1 
146-31440 . BEAM ASSEMBLY, Fuselage station lol - 5/8. to station "463-1 /^. 1 
holdback trunnion support 
146-56621 . . TRUNNION ASSEMBLY, Holdback support. . «. +. + +. +. + « » 2 
NAS77-20-106 . . . BUSHING, Flanged press fit steel. . . ie το δν 1 
146-31423 . FRAME ASSEMBLY, Fuselage station 424-5/8 bottom im et Aet. lac Ces fn 1 AC 
146-31423-201 . FRAME ASSEMBLY, Fuselage station 424-5/8 bottom. . . s. 1 CD 
146-31305 . . FITTING ASSEMBLY, Door lock. . . . . . . . ο... . n 1 
6844 . . . ROLLER (TOR). . +... +... e e . ο «ο...» 1 
AN320-6 MO .o*NUT ο o ὁ. ας, 9 Desc O9 (Ὁ A ἴδ. ὁ Φ' res C8 1 
AN960A616L . . « WASHER. . . . e e e e e te ee te oh m m . ot! |! | t n9 ng: 2 
AN960-616 . . . WASHER. .. . a ue ο ce ο ο ia 6 
AN26-28 . . . BOLT (magnetic inspected). eds qe ce ie eta 1 
AN365-1032 sa C NUT .2 e a as 0€ RA ee 4 
AN960D10 . . ^. WASHER. . . . . 4 «4 © © © e © © om om . om ee . . . 0.0. 8 
AN3-21A s a e BOLT. κ & o € 9x € oo € OBS € καν ο ο AO 2 
AN3-5A e. « BOLT. ... ee ee UE. a a e ee ο τῳ τν 'Φ', cR. 2 
146-31305-7 . . . STOP, Door lock fitting . . » . ee ee ee ee . ot on 1 
146-31305-3 - « . CHANNEL, Door lock fitting. . +. +. . +. +. +. s esaer 1 
146-31305-5 + . . ANGLE, Door lock fitting LH . . . . +. ee ο...” 1 
146 -31305-6 ῳ. de ANGLE, Door lock fitting RH . . . . + + + + + e +. + 1 
146-31306 $5 us PLATE, Door lock adjusting . . . ee s ee ee ee on ot n 2 
146-311259 . - . SEAL, Bomb bay door frame. . . E i feels Gone: eate 1 
156-42510-10 . INTAKE ASSEMBLY, J33 engine fuel drain tank air . . . we ὁ 1 
175-31427 . DOOR ASSEMBLY, Fuselage manifold drain access . . +. . . e . 1 
175-31427-9 - . HALF HINGE, Fuselage manifold drain access door. . . . . 2 
175-31427-13 . . HINGE PIN , Fuselage manifold drain access door. . . . . 1 
KM610-64 . . FASTENER (CLC)... ae er eae) 1 
184 -48852 -83 . LINE ASSEMBLY, Fuel wing "center Section vent. EET 1 CF 
AN837 -84D . ELBOW . . . . . 4 ee ο à ὁ oom om om oe mom om om m n tg. n] t n9 n 1 CF 
AN960D716 . WASHER. . . . . . 4 4 © e e ο ὁ om ο ο 9 . . . 9 om] n] tg ο.” 1 σΕ' 
ANQ24 - ria . NUP . . . . . e ο . . «<<... . . . c c] ο ο . ο ο. ο. 1 CF 
AN929-4 x OAP sw . κ Se ον εφ) ο ο 1 CF 
184 -48852-81 . LINE ASSEMBLY, Fuel wing center section vent. . . . . . . . 1 CF 
AN742-6C s ΘΤΑΜΡ a Cep το UIS ο A δν is 2 CF 
AN520-10R8 . SCREW... . . «4 © © © © © © © © ὁ o9 om om on o, n ot ο ο. 9” 2 CF 
AN960D10L . WASHER. . . . . . . ee . © © © oe momo . os tm ο: tf | t0] t7 2 CF 


NOTE: # Denotes the incorporation of Service Change No. 340 
Revised 15 May 1955 
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8 
H-184-31-13 
FIGURE 96 - FUSELAGE STATION 489 BULKHEAD DOOR INSTALLATION 
FIGURE & — PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
96 146-31089 DOOR INSTALLATION, Fuselage station 489 bulkhead . . . . s ae ο Ref 
(see figure 69 for next assembly) ! 
146-31089-31 . DOOR ASSEMBLY, Fuselage station 489 bulkhead. . . . . . . . 1 
ATTACHING PARTS 
-1 146-31089-25 ` . HINGE PIN, Fuselage station 489 bulkhead door . . . . . . . 2 
i anak wee 
-2 146-31089-21 + . HALF HINGE, Fuselage station 489 bulkhead’door..... 1 
-3 146-31089-23 + . HALF HINGE, Fuselage station 489 bulkhead door . . . . . 1 i 
-4 146 -31089-27 + . HALF HINGE, Fuselage station 485 bulkhead door...” 1 r 
-5 146-31498 - + BLOCK, Fuselage station 489 door handle bearing. . . 2 
-6 AN365-1032 ο e NUT ο as y a ar do es "Pd qu LR 4 
-7 .  AN960-10L + . WASHER... ........ Seles cat ἔπιεν IM ο Γρ. "I. 
-8 NAS221-12 + . SCREW, Brazier head Phillips recess alloy steel 10-32. 4 
-9 146-31469-1 + . FITTING ASSEMBLY, Fuselage station 489 door handle LH. . 1 
-10 146 -31469-2 - . PITTING ASSEMBLY, Fuselage station 489 door handle RH. 1 
-11 146-31485-1 + . SPRING, Fuselage station 489 door handle LH. . . . . . . 1 
-12 146-31485-2 + . SPRING, Fuselage station 489 door handle RH. . . . . . . 1 
-13 146-31496 - . HANDLE ASSEMBLY, Fuselage station 489 door . . . . . . . 1 
-14 146-31497-11 + . CABLE ASSEMBLY, Fuselage station 489 door latch. . | . . 22 
-15 AN365-832 τ» ce μοι E RN E o6 comp εὐ, 5. "SML 
-16 AN960-0 +. WASHER... . ... .. ee ee ve irse vi e yoy Oe ce 4 
-17 AN509-8-14 * Yet SCREW e o6 ως τα) cei vou! ο Ieee ee ο ο ο PER e. 4 
-18 146-31484 + + SPRING, Fuselage station 480 door latch. . . . . . . , . 3 
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. H-184-31-39 
FIGURE 97 - FUSELAGE STATION -326.236 TO STATION 538 TOP DECK PANEL ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
97 146-31403-301 PANEL ASSEMBLY, Fuselage station 362.236 to station 538. . . . Ref 
top deck (see figure 92 for next assembly : 

-1 146-31012-1 . FILLET ASSY, Fus to wing stud fus sta 362.236 to 399-7/8 1 
146-31012-12 . FILLET ASSY, Fus to wing stud fus sta 362-236 to 399-7/8 RH 1 
146-31363-201 . FRAME ASSEMBLY, Fuselage station 362.236 top. . . +. +. . +. + 1 

-2 146-31366-1 . . CAP, Fuselage station 362.236 upper LH. . ow ERES o 1 

-3 146-31366-2 - . CAP, Fuselage station 362.236 upper RH . . . . . . . . . 1 
146-31508 . FRAME ASSEMBLY, Station 509.5 upper . . . « . essee sœ 1 

-4 146-31910 + . SUPPORT ASSEMBLY, Engine forward steady. . . . . . . . . 1 

ATTACHING PARTS 

-5 AN365-428 4 e NUT wo. pow A E A A A ANA AAA 4 

-6 ANQ60D4 4 46 μι je cer Ser woe te Ta cel ο set ο ο Rie) te ce 4 

-T AN960DÀL .. w WASHER ο κ O ee as ἃ ᾱ- κ ς 4 

-8 ΑΝΗ -ΤΑ + . BOLT eiie inspected). ; v 3 2. ao fon en 09.3 90 νος. Ὢ 
AN4-10A + . BOLT (magnetic inspected). . . . Soes .. o se we we eee 2 

-———— — ee 

-9 AN320-6 - . +. ΝΤ (magnetic inspected). . . . . . . . . . . . . o. . 2 

-10 AN960D616L a a o a WASHER s hee sla A AA AAA 4 

-11 AN26-26 + . . BOLT (magnetic inspected) . ............. 2 

-12 146-31903 - . . BOLT, Engine mount hinge eye. . . . . . . . . . o... 1 

-13 157-31937 + . . NUT ASSEMBLY, Engine trunnion support locking . . . . 1 

(supersedes 134-31918) 

-14 134-31916 + = . +. RING, Drop chain attaching. . . . . . . . .... 1 

-15 157-31938 e. als CABLE ASSEMBLY, Engine support locking. . . . . . 1 

-16 134 -3 1908 ο”. ἀπ ο NUT, Lower engine mount socket to upper socket. . 1 

assembly attaching 

-17 146-31904 + . . HINGE, Engine forward steady support. . . . . . . . + 1 

-18 146-31901 e . . SUPPORT, Engine forward steady. . . . . s a s s c o 1 
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FIGURE 98 - BOMB BAY DOOR INSTALLATION 








FIGURE & PART 2. UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE . 
9 146-311201-101 DOOR INSTALLATION, Bomb bay (see figure 65 for next assembly) . . Ref 
-1 146-311202-101 A DOOR ASSEMBLY, Upper bomb bay . . . . «+ ee © © © n he . . ng 1 B 
(see figure 100 for detail breakdown) 
J 146-311202-201 P DOOR ASSEMBLY, Upper bomb bay . . e e ee ee © © net ot t! o. . 1 ΑΜ 
(see figure 100 for detail breakdown) 
ATTACHING PARTS ` RE 
-2 146-311213-11 n PIN ASSEMBLY, Bomb bay door hinge 45 s.e. «««:«:::-: l 
-3 y 146-311213-21. E PIN ASSEMBLY, Bomb bay door'hinge . . . . +... . e+ eee ee 1 
-4 146-311213-31. . PIN ASSEMBLY, Bomb bay door hinge . . . . ++ +s .. + ee ee 1 
A ---Ἆ--- 
-5 146-311203-101 . DOOR ASSEMBLY, Lower bomb bay LH. . . +. + e +. © © e e ee eo l 
(see figure 101 for detail breakdown) 
146-311203-103 è DOOR ASSEMBLY, Lower bomb bay RH. . . +. +. e o © © © seee 1 
(pee figure 101 for detail breakdown) 
ATTACHING PARTS 
-6 146-311213-41 : PIN ASSEMBLY, Bomb bay door hinge . . es . ++ s+ eee ee 1 
-7 146-311213-51 "PIN ASSEMBLY, Bomb bay door hinge . . . . . +6 +e eee ee 1 
-8 156-311213-61j s PIN ASSEMBLY, Bomb bay door hinge . . . . es ss ese eee 1 
---ᾱ--- 
-9 146-63404 ; LINK ASSEMBLY, Bomb bay door actuator . . p e.s essees 1 


(see figure 99 for detail breakdown) 
ATTACHING PARTS 


-10 AN320-7 ; NUT (magnetic inspected). . . . s es ee eee ee ee ens 2 
-11 AN960-716 1, UC MON ο βρόμον, sia Ver Oh ψηφίο E. «6 
-12 ΝΑΡΤΟ-Τ-οος * BUSHING, Clamp up steel chrome plated . . .. . + + ss eee 2 
-13 AN27 -23 . BOLT (magnetic inspected) . . . . ++ ee eee eee . . .. 2 
oe at ee 
-14 146-63403 . STRUT ASSEMBLY, Bomb bay door idler . . . . . sss eee . 2 
ATTACHING PARTS 

-15 AN320-7 . NUT (magnetic inspected). . . . . . eee eee ee . . . .. 2 
-16 AN960-716 νον. νην νυ ο irs ce πο 
-17 146-63429 "BUSHING, Bomb bay door idler strut lower. . . . ee . . . . . 4 
-18 AN27-34 "BOLT (magnetic inspected) . . . sec ee eee eee ee ee 2 
-19 AN320-7 ; NUT (magnetic inspected). . . es + eee ee ee ee . n n n 6 
-20 AN960D716 5 WASHER. Ll 0260. νιν, άν ΗΡΙ ΗΝ 
-21 ΑΝΟΤ-28 . BOLT ο. ΤΕ ο ο ο ο ως ο: “αἱ 

AN27-29 : A BOLT (magnetic inspected) . . . 2 2+ + ee ee ο. eee 1 
-22 146-63428 .  . END ASSEMBLY, Bomb bay door idler strut. . . . . . . .. . 1 
-23 NAS2-101 V^ h FITTING, Lubrication . . . . . ss ee ee . . . . on n 1 
-24 HSB7COH . . . BEARING (AP)... +. .-.:.:.....-....--.--.2ν 1 
-25 AN316-12R τν, νων ο ο O ΙΡ 
-26 146-63425 . . TUBE ASSEMBLY, Bomb bay door idler strut . . . . . ..»: 1 
-27 HSB7COH nt 4. ας σσ πμ s e bow ox eae ee el ee ee eee” ud 
-28 NAS2-101 . . .  PITTING, Lubrication. . . . . . . ee ee . . . . L 
-29 AN535-2-4 . - O&O ο μα a a aa ee ee See ob 
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PART 
NUMBER 


146-63404 


AN392-33 
AN503-416-8 
146-63436 
146-63433 
146-6343} 
NAS2-101 
146-63435 
146-63432 
AN535-2-4 
146-63431 


FIGURE 99 - BOMB BAY DOOR ACTUATOR LINK ASSEMBLY 


1 


2 3 4 5 6 7 NOMENCLATURE 


LINK ASSEMBLY, Bomb bay door actuator. ... 


(see figure 98 for next assembly) 
PIN ^. € 404.8 wes qom. Wo MD ατα, Pe ue [ο 
SCREW: eo . i x. 9.3 Ὁ ο 309.0 Ὅν ou 
NUT, Bomb bay door actuator link lock . 
CLEVIS, Bomb bay door actuating link. . 
PLUG, Bomb bay door actuating link. . . 
FITTING, Lubrication. . . . . . . . . . 
BUSHING, Bomb bay door operating link .. 
SWIVEL ASSEMBLY, Bomb bay door actuating 1 


s SCREW ες αυ νεο 09.09 08 τῷ ος 
BODY, Bomb bay door actuator link , 


: 9 fro. m 9 ὁ 9 n 
3 
e... δν ο 9 ot .. n 


9 9 o9 9 ο 9 5 5$ ο £3 


e 8 t 2 t$] 75 $ t$ ο o‘ 


.o 9 2 2 9 5 5 9 ο 


se t ee 


UNITS 


PER ASSY. 


F2 a IU | ο κο pl RR 


H-184-63-4 


USEABLE ON 


CODE 
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FIGURE 100 - UPPER BOMB BAY DOOR ASSEMBLY 
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AN 01-60AAB-}4 
FUSELAGE (Cont) 


Section 11 


Group Assembly Parts List 


a — — M — M ——— MÀ 


PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
-311202-101 DOOR ASSEMBLY, Upper bomb bay (see fig. 98 for next assembly). Ref B 

146-311202-201 DOOR ASSEMBLY, Upper bomb bay (see fig. 98 for next assembly). Ref AM 
No Number . BOMB BAY DOOR LOCKING MECHANISM. . . 4 rm Ρ Ref 
(see figure 105 for detail breakdown) 
No Number BOMB BAY DOOR ACTUATING MECHANISM. . . Ref 
(see figure 102 for detail breakdown) 
146-311204-1 FAIRING ASSEMBLY, Upper bomb bay door LH. . . 1 
146-311204-2 . FAIRING ASSEMBLY, Upper bomb bay door RH. . . 1 
146-311204-25 . . DOOR, Upper bomb bay door fairing ΙΗ... « 1 
146-311204-26 . DOOR, Upper bomb bay door fairing RH . . ~ 1 
ATTACHING PARTS ; 
AN509-10R8 e Ὁ SCREW ce cde E ο ο ate πον desde 10 
a δ ak d i a 
184-58130 HYDRAULIC EQUIPMENT INSTALLATION, Bomb bay door Ref B 
(see figure 389 for detail breakdown 
184-58130-10 HYDRAULIC EQUIPMENT INSTALLATION, Bomb bay door Ref AM 
(see figure 390 for detail breakdown 
146-311217 HINGE, Upper bomb bay door upper end. . Bo hace! Yo ae 2 
146-311218-5 HINGE, Upper bomb bay door upper intermediate ..... 1 
146-311219 HINGE, Upper bomb bay door upper center . . . . . 1 
` 146-311218-3 HINGE, Upper bomb bay door upper intermediate . . . 1 
146-311220 . HINGE, Upper bomb bay door lower forward continuous . . . i 
146-311221 . HINGE, Upper bomb bay door lower center continuous. . . . 1 
146-311222 . HINGE, Upper bomb bay door lower aft continuous . : 1 
175-311115-3 SEAL, Bomb bay door. . è Sea So ; 1 
175-311115-5 SEAL, Bomb bay door ... n τ H 1 
175-311115-7 SEAL, Bomb bay door. . A > κ ᾱ ον Ἔριν φ E $ 1 
51155-17 PLUG, Button (UC). 7 * 4 ` 2 
142-61043 RING, Boresight target peepsight. —€—o ae a ` 2 
9c1P1-2 CHAIN, No. 1 safety (NA) . DS. “cay Sat IN 2 
146-311287-1 BRACE, Upper bomb bay door lower spar forward "ES 1 
146-311296 FITTING, Upper bomb bay door removable. . e ον 1 
160-311261-11 FITTING ASSEMBLY, Bomb bay door lock support “beam LH. 1 
(supersedes 146-311261-1) 
160-311261-12 . FITTING ASSEMBLY, Bomb bay door lock support beam ΒΗ. . . . 1 
: (supersedes 146-311261-2) 
146-63468 . STABILIZER, Upper bomb door open position . . . . . +... + 2 
146-63466 . BRACKET, Bomb door open position stabilizer ES ae 2 
ee . PLATE, Bomb door detent lock. . DM MR cies κ aig Se) te 1 
160-63481 . BRACKET, Bomb door servicing lock . . . . . . e+e ee eee 2 
146-63477 . DETENT, Bomb door lock. ons i DEMO ur 2 
146-63482 . PIN ASSEMBLY, Bomb door servicing lock. . . . Ef Γη 2 
142-61043 . . RING, Boresight target peepsight . . . SEM SA τε i 1 
146-63483 . . SPRING, Bomb door servicing lock pin return. . . . . . 1 
146-63482-13 . . PfN SUB ASSEMBLY, Bomb door servicing lock . . . . . + 1 
9C1-3-19 . . CHAIN, No. 1 safety (NA). HQ ETE ο ο ανα 1 
146-311210 . DOOR ASSEMBLY, Upper bomb bay door access . . . ee ... 2 
; ATTACHING PARTS 
NAS200-632-6 . SCREW, Flush head 100° countersunk Phillips recess low. . 2 
carbon steel 
---ᾱἘ--- 
146-311273 . COVER, Bomb bay door actuator upper . . . . . e + s s . 3 2 
ATTACHING PARTS 
NAS223-11 . SCREW, Brazier head Phillips recess alloy steel 5/16-24 . . 2 
NAS223-12 . SCREW, Brazier head Phillips recess alloy steel 5/16-24 . . 2 
NAS221 -9 SCREW, Brazier head Phillips recess alloy steel 10-32... 32 
PA T 
146-311271 . COVER ASSEMBLY, Bomb door actuator lower. . . . . . . . so 1 
ATTACHING PARTS 
NAS221-9 SCREW, Brazier head Phillips recess alloy steel 10-32... 20 
NAS221-11 SCREW, Brazier head Phillips recess alloy steel 10-32... 19 
AN960D10L . WASHER . . . « ὁ  ὁ . $E UL ὁ E ος d^ decks u$ οι e AL δν Ὦ 39 
wont — us 
160-63483 COVER ASSEMBLY, Upper bomb bay LH . . . . . . . eee ees 1 
146-311202-54 COVER ASSEMBLY, Upper bomb bay RH . . . . . . . . . ων +. + 1 
ATTACHING PARTS 
NAS221-9 SCREW, Brazier head Phillips recess alloy steel 10-32 . . . 6 
NAS221-10 . SCREW, Brazier head Phillips recess alloy steel 10-32 ... 26 
NAS221-11 . SCREW, Brazier head Phillips recess alloy steel 10-32 . . . 19 
NAS221-12 SCREW, Brazier head Phillips recess alloy steel 10-32 . . . 26 
NAS221-13 SCREW, Brazier head Phillips recess alloy steel 10-32... 19 
AN960D10L WASHER > . . . . +. . + Ὃν 4 a ο Ομ το. 89 
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FIGURE 101 - LOWER BOMB BAY DOOR ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
101 146-311203-101 DOOR ASSEMBLY, Lower bomb bay LH ER fig. 98 for next SES Ref 

146-311203-103 DOOR ASSEMBLY, Lower bomb bay RH (see fig. 98 for next assy Ref 
-1 146-311205-1 FAIRING. ASSEMBLY, Lower bomb bay door LH. . . . areas Αι "ἃ 1 
-2 146-311205-2 . FAIRING ASSEMBLY, Lower bomb bay door RH. "m 1 
ATTACHING PARTS 
-3 AN50T -1032-9 + SCREW. "m " x A ‘ : 20 
-4 AN365-1032 E ΝΟΕ, Q4 x ox A . . . ἃ " 6 
-5 AN960A10 T. WASHER Seo ο ο ο wl ο os SI ος ο 4 
2W1AL13-20-64 . WASHER, Plain (NA). . š " 2 
AN960D716 so WASHER Sa oum mot dc -ᾱ Ὁ A 2 
---ᾱκ--- 
-6 175-311115-13" SEAL, Bomb bay ἃοοτ............. 1 
-T 175-311115-17 SEAL, Bomb bay door aft . . . =e . < s e e . ee ew ee s 1 
-8 175-311115-19 SEAL, Bomb bay door forward . . . v. Roy ζω -Ἔ- oe gn Ἕ, E ιᾷ E 
-9 184 -31176 ^ COVER ASSEMBLY, Lower bomb bay door un Ven E Dese s 1 
ATTACHING PARTS ; 
-10 AN509-10-5 SCREW. E RES wi Ceu ο ur πο eds fis να 17 
A3235-020 WASHER (TIN). . . . P A : ‘ 17 
-11 AN520-10-5 SCREW. Q^ ος a τῆς .5 P 5 ë 9 93 
AN960D10 WASHER . . . +. +. % E 23 
A, ieee 
-12 175-311115-21 . SEAL, Bomb bay door. . . EE E t 1 
-13 160-63407-3 FITTING, Lower bomb bay door “Adler strut LH 1 
(supersedes 146-63407-1) 
160-63407 -4 . FITTING, Lower bomb bay door idler strut RH 1 
(supersedes 146-63407-2) 
ATTACHING PARTS ! 
-14 AN365-428 NUT (magnetic pia ο d ae Rpts ae ioe aloes ανα ον ες 8 
-15 AN960DH16 WASHER . . . . . . . + ο ο wis co xe io bh vv er AE vw η 8 
-16 AN960D416L WASHER . . . gU A els 8 
-17 AN4-10A . BOLT (magnetic inspected) ο. 8 
DA ia 
-18 146-63408 FITTING ASSEMBLY, Lower bomb bay door adapter . . . . 1 
ATTACHING PARTS 
-19 AN365 -624 . NUT (magnetic inspected). . . . . . . ee ew ee ee lees 4 
-20 AN960A616 ot “WASHER AS O λάλον 8 
-21 AN6-11A . BOLT (magnetic inspected) . .. . . . 4. ο ee . . . oer e 4 
---ᾱ--- 
-22 160-63414-7 š FITTING ASSEMBLY, Lower bomb bay door actuato 1 
(to be stocked as an assy only) (supersedes δι -63414) 
-23 AN365-428 . . NUT (magnetic inspected). . .᾿. ..... . . 5 9 
-24 AN960D!16 " WASHER i. corsa! ow rs NUT εν ye aO arts i Vg is E 4 
-25 AN4-14A ye BOLT 4.4 x EP $m. 2 
-26 160-63414-5 . . CAP, Lower "bomb bay door actuator link. . . . ae 1 
. (matehed part not to be stocked separately) 
-27 AN310-7 . NUT x . A ον E ES se. e$ rie 1 
-28 2w2s29-27-91 9 WASHER, Plain (NA). ; ο ος 1 
-29 ato-o54uy . BAR, Lower bomb PEY door actuator fitting. "OE Em 1 
-30 HSB80H . BEARING τα P uie We e “oo τα. n EID 1 
-31 HSB10COH . BEARING ΑΡ) . L vat m cen ὃς μεν vs Ver {αὶ τῳ, a 1 
-32 AN944-101 FITTING supersedes "NAS2- 101). s X 2 
-33 146-63466 BRACKET, bomb door open position stabilizer be s Θ 
-34 ANU-SA BOLT (magnetic inspected i uu «EO. iu Say dai tec 4 
-35 146-63467 STABILIZER, Lower bomb door open position Vows τῷ “Ὁ ο «να 2 
-36 AN4-14A BOLT (magnetic inspected) ον Αμ... , τον ος 2 
-37 146-63469 BOLT . . . . . so VT "eri ere ueris πρ de . XA 2 
-38 146-311224-5 HINGE, Lower bomb bay door control end. $ : ` 1 
-39 146-311223 HINGE, Lower bomb bay door control center i d 5 1 
-40 146-311224 -3 HINGE, Lower bomb bay door control end. s s 1 
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FIGURE 102 - BOMB BAY DOOR ACTUATING MECHANISM 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
102 No Number BOMB BAY DOOR ACTUATING MECHANISM (see fig. 100 for next aney}. Ref 

-1 146-63402 . ACTUATOR ASSEMBLY, Upper bomb bay door. . . . . NE 1 


(see figure 108 for detail breakdown) 
ATTACHING PARTS 


-2 AN365-720 NUT. Miele: ο ο σος HS Y 
-3 AN960DT16L 3 WASHER κ Αν ο dodo ce D Son d e E^ 8 
-4 AN7T-14A s DOUT o is te cel far ο vw vw ο NA EE) τα, ὁ "S 2 
-5 AN7-12A x BOLT. ον . š d τῷ 2 
-6 NAS145DH21 . BOLT, Internal ‘wrenching “steel "5/16- 2. "e ΕΝ 2 
-7 NAS 145 -5C . WASHER, X130 or equivalent 125,000 to 145, 000 "psi. ο 4 
countersunk and plain types 
-8 146-311298 . PLATE, Upper bomb bay door diaphram flange. . 2 
-9 AN960D516L . WASHER... (E 4 
-10 NAS 146DH23 . BOLT, Internal “wrenching "steel "3/8- 24 Poe $5 eee 2 
-11 NAS143-6C . WASHER, X4130 or equivalent 125,000 to 145, 000 "psi. SS Ast te 2 
countersunk and plain types 
-12 AN960D616L s WASHER ΜΑ ο tS ONE USUS UA dry ta a ος 2 
-———— one 
-13 AN320-6 τ Μο cx oA elu ow ο WE A mtr * e dw eo tdi eps δὶ ο DAS 3 
-14 AN960D616L s “WASHER vos ip: Mio aia φον AN es ge! hc de Quse Mq Pt ve T 6 
-15 AN26-25 «v. BOLT oie a Ν' «οι, A e dev CRY A p By Meh uai de, οφ ος 2 
-16 169-63120 . BOLT, Bomb bay door strut special . . . . . . . . . «ο ο» 1. 
-17 NAS72-6-010 . BUSHING, Clamp up steel chrome plated ........ RS 3 
-18 146-63419 . LINK ASSEMBLY, Bomb bay door lever. . . . . . . . . . EE 1 
-19 NAS75-9-019 . . BUSHING, Plain press fit steel. . . . . . à ovs 2 
-20 NAS2-201 . . FITTING, Lubrication. . eri πο ou 1 
NAS2-301 . .. FITTING, Lubrication. . . . . . o o... ο e s 22 1 
-21 146-63439 . LINK ASSEMBLY, Bomb bay door actuator strut . . . . . . . . 1 
-22 NAS76A9-019P . . BUSHING, Plain press fit bronze. . . . . . +... e . . . . 2 
-23 NAS2-101 . . FITTING, Lubrication . . . . . ete ὁ o. o... «© ὁ on ο n n 1 
NAS2-201 . . FITTING, Lubrication. . . . a s ο ee « © © © © n ng 1 
-24 AN6H15A 2 BOLT cara a a RA IR AIR 1 
-25 AN960D616L . WASHER . . . 6... V Xa dye Dec ae eta", ege 1 
-26 NAS72-6-011 . BUSHING, Clamp u Steel chrome "plated ORDRES ae σὸν con a ie 1 
-27 1N4-624 . NUT, Barrel (NA)... UA aA εὖ 2' wt η 1 
-28 AN3210-1 s “SWITCH. X € a a ey we we S.L νο. a. f) Lad aliler: RES “tele τὰ 1 
-29 AN3169-1 . ACTUATOR . . «. « e e © . « 9 te ὁ ο m ο n Hr ἐς ον 1 
-30 AN365-632 ο μα ο A a O 2 
-31 AN960D6 >. WASHER? ο ο ον ee ee aa ο μας. 4 
-32 AN936B6 . WASHER... oo οφ veh (τε οι ας over ce. Top AED do ὁ wr erum ids 2 
-33 AN960D6L ;« WASHER ον ἐν oe eR ce EIE ORE Siue τα E. vus cs fe 4 
-34 NAS202-632-17 . SCREW, Brazier head Phillips recess low carbon “steel a ος 2 
146-54112 . SWITCH INSTALLATION; Bomb bay door lock open. . : .. . Ref 
-35 AN515-6R18 +. . ‘SCREW ..... Ss Mage vom Gy 5, SIXEOSGCAE wine a ο σα”. 2 
-36 AN960D6L e. WASHER $c Gan tears eve ct ARD na (ds eon a 2 
-37  ΑΝΘ6ΟΡ6 . . WASHER. . . E nda xs 2 
-38 151-54426 . . PLATE ASSEMBLY, “Inflatable canopy “seal emergency : n 1 
dump switch 
-39 AN3210-1 i « SWITCH. . « ο . ο 4 4 « . ὁ ὁ ew ὁ ὁ 0. ὁ os ο ο c n n 1 
-40 AN3169-1 . ACTUATOR. . . . a 1 
-41 146-63406 : STRUT ASSEMBLY, Upper bomb “bay “door hydraulic actuating er 1 


(see figure 103 for detail breakdown) 
ATTACHING PARTS 


-42 AN365-524 NUT. he Goa, Ne ο ο ο Ὁ) ο Vut ndr a] τῶν ο. 5 
-43 AN960D516L V WASHERS 2-25 lvi an pet ae olor Wen m baud ok NGL wo M E MR aee US 6 
-44 NAS145-20 . BOLT, Internal wrenching steel 5/16-24. . . . . . . . . . 2 
-45 AN960D516 . WASHER. . 2 
-46 NAS207 -19 . SCREW, 100% flat head Phillips "recess alloy steel 5/16- “2h 2 
-47 146-311228 . WASHER, Upper bomb bay door actuator fitting. . . . 1 
-48 NAS145-21 . BOLT, Internal wrenching. steel ο 0l. 2:709 35 1 
-49 AN365 -428 . NUT. Stes Rab An τῶν owe. ὧν, oie WIDE TV ts Se uaa eS 1 
-50 AN960D/t16 n WASHER NE —— το 1 
-51 NAS206-17 . SCREW, 100° flat head Phillips recess alloy Steel 1/4-28. , 1 
-52 146-311294 . SUPPORT, Upper bomb bay door lower spar τυ. $602 Huit δ 1 
-53 146-311294 . SUPPORT, Upper bomb bay door lower spar (aft) . . . . . . 1 
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FIGURE 103 - UPPER BOMB BAY DOOR HYDRAULIC ACTUATING STRUT ASSEMBLY 
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FIGURE & PART h USEABLE ON 


δι 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

103 πας 63106 7 STRUT ASSEMBLY, Upper bomb bay door hydraulic actuating. . Ref 
(see figure 102 for next assembly) 
-1 AN365-428 . NUT. a νι ος δρ δν Tg "EE wn Wok Aor reir e eer aet Ὁ 4 
-2 AN960D416 ST ο μμ Μα A bd lee Wo rh RS CT TENE 8 
-3 AN4-10A . BOLT $- Tuus ers bed pub PAD CU UA 4 
-4 AN4 -7A . BOLT... 5 Te A A is E 2 
-5 AN365-428 & NUT i i. voe » 4 
-6 AN960D416 « WASHER: e ce Ge ο ο Bis δεις RO ox Erg hens 8 
-7 AN4-30A a BOLT A si νη 4 
-8 146 -63437 . BRACKET, Bomb bay door “actuator mounting. . E 2 
-9 146-63449 , . PLATE, Bomb bay door actuator tube bushing retainer . 2 
-10 146-63448 . BUSHING, Bomb bay door actuator tube. CEN 8 
-11 146-63447 .. : TUBE ASSEMBLY, Bomb bay door actuator : : 2 
-12 AN504 -4-4 5 OCRE MEME ως “Se a A ΠΝ - ere 2 
-13 AN960-416L s WASHER A ar a id iu > " I 
-14 AN394 -25 Ss EPIN: a ta A a ὃς á 5 al 
-15 FT4 . BEARING (ror) | C Verre. " 1 
-16 146-63475 . PLUG, Bomb bay door detent lock So et oim š 2 
-17 M71 . SPRING (MHSC) . . . EN K 1 
-18 146-63474 . PLUNGER, Bomb door detent lock. : 3 2 
-19 AN310-3 ^ NUTS Alte uw iw x. a A . VD ος IU SP TuS UE 1 
-20 AN960-10 . WASHER . . . . de E š 1 
184-63464 . . ARM ASSEMBLY, Bomb door lock “operating. e 2 
-21 184 -63464-9 E ν ARM SUB ASSEMBLY, Bomb door lock operating . . . . 1 
-22 AN320-4 e Ar Ip M aoe ee 1 
-23 AN960-16 "is WASHER S "LM 1 
-24 KP4R16-2 . . . BEARING (FAP). ; ur τὸν ος re 1 
-25 184 -63464-7 . . SPACER, Bomb door lock operating arm a xb omn e 1 
-26 NAS335 -12-5 - . BOLT, 100° close tolerance high strength . . . . . . . 1 
AN24-21 . . BOLT. ^ R . αν “hee Go wer eas δις «os 1 F 

-27 AN365-48 ZANUDINIUI E Ri E tay Se - ο feet ad ος Pa ων ᾱ 2 
-28 AN960-416 ο. WASHER: V 44 4 βρω ᾳ- το τς 5 την 2 
. -29 AN4-7A . BOLT... me , š 5 be ein ak o 2 
~30 146-63478-3 . CAM, Bomb doór lock actuating á ; ο d utr hs t T. 2 
-31 AN320-10 . NUT. $m. «οι ας ἴω; IA. eb Dep. e BP GROB. lm UE ιν. do qe Soe e WV 4S 1 
-32 AN960-1016 WASHER ο ο eu ο lai zer se ED «4 T elim ο e m. φως URS us MORET 1 
-33 AN30-23 . BOLT . . s ο ο ects κ ον τ ρα E Se 1 
-34 146-58044 . CYLINDER ASSEMBLY; Hydraulic bomb door actuating. . . . .. 2 
-35 TR2-21D + . RETAINER, Gland (NA). . . . . . 4. 4... a . . eee 2 
-36 AN6231-11 ο. Τρ. WIPERCG ο ο WU (cmo s Us edel GORE la Wee SP ens 2 
-37 2W1ALP73-49-64 - . WASHER, Plain (NA). ον asian id ris SNC dere 2 
-38 AN6232C4 > œ FELT: + 4 A ae Ma SE ar τὰν -ᾱ, EE de? ἃν Ne νὰν DEAS 2 
-39 7R3-21D . . RETAINER, "Rod που “ping (N A). ^d ERU V eue (4 Su we 2 
-40 AN6246-21 E^ aes RIN ou Ὁ ο νο ο a xl lus em HEEL AR E" s. 4 
-41 AN6227 -21 - . PACKING . . "ES ο ο ο.” 2 
-42 146-58327 . . END ASSEMBLY, "Hydraulie bomb door actuating cylinder . . 1 
-43 NAS2-101 e 0. 4. PITTING, Lübrication. . . . 6 o9 vo. 0 x 0€ ο Y ovg I 
-44 AN6244 -8 ar pa RING 0 0 we ο ae. BETE AX es gh ae ST sok an ca ee Pee a 4 
-45 AN6230-8 ου κο μα e na ο ^S A Αι a et ve 2 
-46 AN6246-31 ahr yeh RING ο ο oes oe OO πο. 2 
-47 AN6227 -31 m . PACKING . . PECTORE APER NOME ERN 1 
-48 146-58325 + . PISTON ASSEMBLY, Hydraulic bomb door actuator en A 2 
-49 AN316-10R . NUT rug 5 1 
-50 146-58328 è LINK, “Hydraulic “bomb door "actuating “cylinder κος 1 
-51 146-58349 : .NUT, Hydraulic bomb door actuating cylinder barrel lock. 2 
-52 146-58329 + . CYLINDER, Hydraulic bomb door actuating. . . . $ 1 
-53 146-58326 - . HEAD, Hydraulic bomb door actuating cylinder . 1 

+ xS 

4 Re 
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FIGURE 104 - UPPER BOMB BAY DOOR ACTUATOR ASSEMBLY ) 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
104 146-63402 ACTUATOR ASSEMBLY, Upper bomb bay door (see figure 102). . . . Ref 
-1 146-63417 . ARM ASSEMBLY, Bomb bay door actuator complete . . esse 1 


ATTACHING PARTS 


-2 AN34A CU BOLTI Qo ο ο A ο ses er a ο ο ο. 1 
-3 AN36A ." BOLT. .; da. 5 4 7e ο αφ κ) ο ο.” --- 1 
-4 4B12-8 t BUSHING, Tapered (NA)... eee ee ee n t ot trees 4 
-5 AN365-428 e NUDE je (y ον δει ο ο ue Ro Ces ο α΄ οἱ ον "η . 2 
160-63421-7 . . ARM ASSEMBLY, Bomb bay door (supersedes 146-63421) . . + 1 
-6 160-63421-3 | | . ARM, Bomb bay door (not to be stocked separately. . . 1 
matched with 160-63421-5) 
-7 AN4 -21A ο ου BOLT. ere ο ο ο E ο O ara MM E: 1 
-8 ANA-14A T oe ce BOLT soane ena o mo i e αἰ M ος ο Ἢ δ᾽. δὲ 5 oco on drm 1 
-9 ANQ60D416L "| | WASHER. . 2 4 ee ee ee ee m n m hm mt t]! ct n tg t. 8 
-10 AN365-428 $ fe veNUT μι ο ο ο CAN IR EAS Bee It n 8 
-11 160-63421-5 |o. . ARM, Bomb bay door (not to be stocked separately. . . 1 
matched with 160-63421-3) 
-12 AN310-8 ο ῳ ΚΟ ος om eom ih. ce Eo s E -ᾱ- 4 Φ VEO ms de s E NUES Ae 1 
-13 2W2833-32-125 ` i WASHER, Thrust (NA)... ee eee ot t t gg t1 t1 t8, st 1 
-14 HSB12SCOH Ὁ BEARING (ΑΒ)... «e e e ee ee te ttm ttttt t nt 1 
-15 146-63410 : | BAR, Bomb bay door actuator arm. . . . + + +e et t t t 1 
-16 HSBBCOH " i BEARING (AP). . serosa a o nm mtf! ttt ttt 1 
-17 NAS2-101 . . FITTING, Lubrication . . . e e ees eee t t tt t t t 3 
-18 156-63418 ` LEVER ASSEMBLY, Bomb bay door strut . . . . +++ sete 1 
-19 AN4 -27 a BOLT: E 4. 79 T $e m ο 4 Ἂν δι a να 2 
-20 4B12-8 | BUSHING, Tapered (NA). . . ss ee eee te ee t t gt tn n 4 
-21 AN365-428 . NOT... 2.2 ee ee eee eee eee t ox Wu o I « 2 
-22 149 - 63416 ; SHAFT, Bomb bay door actuator . . e e e s e ee . eo. ξηῇ 1 
-23 160-63423-5 . HOUSING ASSEMBLY, Bomb bay door actuator(supersedes 146-63423) 1 j 
160-63423-3 ' . HOUSING, Bomb bay door . . . e e e e e e t rr tt ttt 1 
-24 146-63443 . . BUSHING, Bomb bay door actuator arm pivot lower. . . . . 1 
-25 146-63442 "7 BUSHING, Bomb bay door actuator arm pivot upper. . . + + 1 
-26 146-63441 : 1 BUSHING, Bomb bay door actuator arm. . . . +++ +--+ 2 
-27 NAS2-101 |, FITTING, Lubrication... 4 roto d 
NAS2-201 * : FITMNG, Lubrication , . ss e f n n n n n n n1 68r P 
-28 146-63420 . M, Bomb bay door actuator yoke. . . ++ e eet t t t n 1 
-29 AN320-8 T ENUT ARA O ο dme ο 1 
-30 2W1AL33-28-42 | WASHER, Pisin (NA) e e s e s e eis ee ee ee 1 
-31 146-63440 . SHAFT, Bomb bay door actuating arm pivot. . A a eae i 
-32 AN320-5 v NUE ών os qe) E ο ο Δὲ Prim ο 1 
33 2w1021-22-42 : WASHER, Plain (NA) . + eee e ee reet roto ttl i 


| 
| 
} 
Y 
D 
P 
1 
i 
i 
i 
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A D | 
UA μας 





8 
INDEX NUMBER NUMBER 1 2 34 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
105 No Number BOMB BAY DOOR LOCKING MECHANISM (see fig. 100 for next assy) Ref 
-1 146-63460 . BAR ASSEMBLY, Bomb bay door lock ..... er ο A 2 
-2 146-63460-3 E WASHER, Bomb bay door lock . . . . . . E EIA pow 1 
-3 146-63462 ο...“ SPRING, Bomb bay door lock operating . . . . . . . zo. 1 
-4 146-63460-5 + . TUBE, Bomb bay door lock . . . . . PIE TOREM E ο κα 1 
-5 146-63461 : BAR, Bomb bay door lock ............... : 1 
-6 146-63460-4 è WASHER, Bomb bay door lock . . . . . . . τν Geet iu, 10° <a 1 
σ΄ AN364 -1032 5 NUT . Vo. 2 4 vw fein ier es ES dm i p ἃ ιαἳ Ὁ ye CT CRI a Cho E (ἃ 1 
- 483-10-1 á SPACER, Bolt (NA) E RE deo A 4$ ο c9 AR τὰ i 
-9 ANY2-15A š BOLT 4... ote. Oh ο οὐ αἱ 9 1€ ο: Ὁ 4: ah ᾱ aa Ger sen. 1 
-10 484 -4-16 7 SPACER, Rivet (NA) iUe LI ο Tat ο ο ο.” 1 
-11 146-63455-1 . CABLE ASSEMBLY, Bomb bay door lock operating arm IH... 1 
-12 146-63455-2 . CABLE ASSEMBLY, Bomb bay door lock operating arm RH... 1 
-1 146-63456 . CABLE ASSEMBLY, Bomb bay door lock operating bar . . ο 2 
-1 AN155-168 s BARREL 4.5 wo aa da hee το τς Aa a de 2 
-15 AN393-9 e BIN. ἐς ον A ο ο E E a a 2 
-16 ΔΗΠΦΘ-31 e PIN. a a 4! Se) chive AS ο ο ο ο ο 4 
-17 68 . BEARING (T0) ........ E ιο ας ο a Non ee 4 
-18 AN396-35 s; PIN a ets SiC ay a ο ο ο e cM, JE ο metis ur Dat d > 2 
-19 AN960-616L . WASHER . voe ett ot n n DII ο ο ο er a er E E S 6 
-20 NR6L12 . BEARING (PAF)... . . . ata at eee . . . ee eee .. . 2 
-21 AN365-428 6, cNUT να Ὁ a cas a E «ο ee E αν ο ow . ο 2 
-22 AN960D416L s WASHER & nea a ae T EE 4 
-2 ANI -15A s 4BOLT L0. us ο ο e ice i ^ a IR ο. 2 
-2 146 - 63163 + CAP ASSEMBLY, Bomb door lock support hand MEM 2 
-25 146-63465 BRACKET ASSEMBLY, Bomb door lock cable pulley . . . . .. 1 
ATTACHING PARTS 
-26 AN3-5A le BOET ue uiuo fae cas) à vw. d tat as UR TR) ο α Áo αν κ να ὪἝ 2 
-27 -AN960D10L , - WASHER . . . . . . . Sy fel er AA ὃς οι Se 2 
---ᾱ-.-. 
-28 146-63465-3 - - . BRACKET, Bomb door lock cable pulley ...... mios 1 
-29 AN392-15 : ΡΝ, Ἢ. alte. μμ μμ ας as ο 
-30 AN392-29 . PIN ος ο ον ος qus mo l8 NE rel ecu Ye Nick. due ds ὁ 2 
-31 AN310-3 š NUT- ate o ον fal A a a age ών 2 
-32 AN9GODÍO WASHER... 223 0x dera Ve 4 ας ὃς ρα deta ὃς : 4 
-33 AN3-7 . BOLT . .... ar. κ dk A Ue τα ὁ T s 


-34  AN?10-2A ια ON E eS SES ο D 
KU UI ee ee RM 
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On 


H-184-31-23 


FIGURE 106 - JET ENGINE DUCT DOOR MECHANISM INSTALLATION 




















10 


146-31383-101 
146-58042 


ΑΝ320-8 
AN960-816L 
NAS72-8-006 
AN28-26 
AN310-8 
AN960-816 
NAS72-8-005 
AN8-21 


146-58129 
HSB80H 
NAS2-101 
AN316-8R 
2W11A8 
TR2-13D 
AN6231-4 
2W1ALP45-35-64 
AN6232C2-9-16 
TR3-13D 
AN6246-13 
AN6227 -13 
146-58128 
AN6246-18 
AN6227 -18 
146-58130 
146 -58126 
146 -58402 
146-58127 
HSB8COH 
NAS2-301 
146-31392 
160-31385 -5 


AN365 -428 
AN960D416 
AN4 -22A 
146-31391 
AN202K29B 
146-31384 
NAS75-7-012 
AN364 -624 
AN960D616L 
AN960D616 
AN26-40A 
146-31386 
AN202K29B 
146-31392-5 
146-31392-3 
146-31381 
NAS75-7 -005 
NAST5-11-004 
AN310-5 
AN960D516 
4B2185-212 
ANS-32 
146-31390 
NAS75-7-005 
NAST5-11-005 
AN310-4 
AN960D416 
NAS72-4-011 
AN4-12 
146-31561 
146 -31382 
146-31393 
NAS75-7 -006 
AN316-7R 
146-31394 
146-31395 
AN310-5 
NAS72-5-003 
NAS335-15 


MECHANISM INSTALLATION, 


ATTACHING PARTS 


AN 01-60AAB-4 
FUSELAGE (Cont) 


(see figure 69 for next assembly) 
CYLINDER ASSEMBLY, 


NUT (magnetic inspected). . . 
WASHER... uo eei Sed ead aa ος EAN ce ie Me 
BUSHING, Clamp up steel chrome plated . . , 


BOLT (magnetic inspected) . . = Na 
NUT (magnetic inspected). . . . | PN 
WASHER . . E ΠΚ 


BUSHING, Clamp up steel chrome plated : ᾷ 
BOLT (magnetic inspected) . . . . . . . 
END ASSEMBLY, 


++ BEARING (AP). . .. .. .. . , 
FITTING, Lubrication. Eok a τῷ, OS 
NUT 2 es Sule eco re art teas 
WASHER, Tab-lock (NA) at ee Ὁ 
RETAINER, Gland (NA). . . . . . . . , 
WIPER ca e ce ea 
- WASHER, Plain (NA). I CQ gt Se! Se 
roa ο ο ο os la ig Ce dg o en 
+ RETAINER, Rod "O" ring (NA) . . . 4 
RING. 4 e νο as a A 
PACKING 3 oa ne unt Rar arsi AS ss ores ud. ce 
END, Hydraulic Jet engine door actuator. 
RING. .0| 4008 3 49 x po. αι or 


S -PACKING o: 4 2.2 o5 542 "M 
+ PISTON ASSEMBLY, Hydraulic Jet 
+ CYLINDER, Hydraulic jet engine 
. NUT, 
+ HEAD ASSEMBLY, 
* BEARING (ΑΡ)... . . . cM a τς -- 
-__. FITTING, Lubrication. , . E 
TUBE ASSEMBLY, Jet engine duct door... , 
- BELLCRANK ASSEMBLY, Jet engine duct- door 
(supersedes 156-31385] 

NUT (magnetic inspected) . . . , . TR 
ΝΑΒΗΕΗΕ,............ we Αν Ww ὦ. ue 
BOLT (magnetic inspected). . . ᾿ . |. 
SUPPORT ASSEMBLY, Jet engine duct door 
. BEARING. ........., Sia οτος“ 
BELLCRANK ASSEMBLY, Jet engine duct door 
. BUSHING, Plain press fit steel. . 
NUT (magnetic inspected) . - 

ΝΑΒΗΕΕ.,..........: NES 

WASHER, ες V v eer 42x 2 E 8 a 

BOLT (magnetic inspected)........ 
SUPPORT ASSEMBLY, Jet engine duct door . 


9. 9 ο ο 


. BEARING. .......... 
+ SHIM, Jet engine duct door . $ 
. TUBE, Jet engine duct door ο) PP 
LINK ASSEMBLY, Jet engine duct door . 
BUSHING, Plain press fit steel. 
. BUSHING, Plain press fit steel d 
NUT (magnetic inspected). . . . . . , 
ΝΑΒΗΕΕ...............; SMe a 
BUSHING, Spacer (ΝᾺ)... .. .. PNE 
BOLT (magnetic inspected) ο OS 
LINK ASSEMBLY, Jet engine duct door . . . . 
- BUSHING, Plain press fit Steel ...., 
. BUSHING, Plain press fit steel ETE 
NUT (magnetic inspected). . . . . . E 
WASHER . . .... ........ ο 
BUSHING, Clamp up steel chrome plated . , 
BOLT (magnetic inspected) ...... 
SPRING, Fuselage jet engine duct door 
ROD ASSEMBLY, Jet engine duct door. , 
. ROD ASSEMBLY, 
BUSHING, 
END, Jet engine duct door lower rod. 
END, Jet engine duct door lower rod. 
(magnetic inspected). . Aie A 
Clamp up steel chrome plated 


Plain press fit steel. 


NUT 
BUSHING, 
BOLT, 

(magnetic inspected) 


Hydraulic jet engine door actuating. 


Hydraulic jet engine door actuating rod. 


engine door actuator. 

door actuator . . . . , , 
Hydraulic jet engine door actuator cylinder lock. , 
Hydraulic jet engine door actuator. 


outboard LH : : 


outboard. 


over-travel . . . , 


Jet engine duct. door upper rod i 


100° close tolerance high strength 5/16-24. 
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FIGURE & PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


Jet engine duct door operating . . 


Ref 


e 


ΞΟ ΓΓΑ) 


e. e è è ο 
o 8 © 6 ο . 


oe 8 ὁ ο o 


Or NPR REP BEWARE DHE Bey 


ee we ο ς 


DL 


P 


SUIS. E E C. -ᾱ- ἃ 


se ee 
CI RE 


δν EPR EERE NRE EE ΡΕ ΡΗμώ ΝΟ 


A O 


tot 9 5 9| 55. s. ο n 
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H-184-63-19 


FIGURE 107 - FUSELAGE STATION 224-5/8 BOMB BAY WORK PLATFORM INSTALLATION 


i ——— M ——— OS... μεσον 
FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER 1 2 3 5 6 7 NOMENCLATURE PER ASSY. CODE 
107 160-63002 PLATFORM INSTALLATION, Bomb bay fuselage station 224-5 » +» + Ref 
work (see figure 71 for next assembly) 

-1 AN364-1032 o NUT. . . . o ooo oo.» ο t! ng. 5. ὁ ο Wh! E ο 
-2 AN960D10L a WASHER . +. . 4 +. +... eo n s . — 4 
-3 AN3-24A , BOLT .. . . ee ew ee n n, t9 Su US Moe te tet ies uc eS τὲ 2 
-4 AN365-1032 v "NUT ule ο ο”... ia MM A 4 
-5 AN960D10 . WASHER . . . +--+ + +. © Nr fos al. di cere z ο ο Das E NO 8 
-6 AN3-6A . BOLT. i a edens $ 4 
160-63002-300 a PLATFORM ASSENBLY, Bomb bay fus uselage “station 224- 5/8 work . 1 

-T AN365-1032 . + NUT $4 EA ἃ š PECE A à è 4 
-8 AN960C10L DEDE C A ee FP Ma E EM UE 8 
-9 AN3-5A e e BOM, nl oh d dea ca Sto δα) ER work piatfòrm LH. s 4 
-10 160-63002-27 |! . BRACE, Bomb bay fuselage sta 224- 5/8 work platform LH. . 1 
-11 160-63002 -7 "| BRACE, Bomb bay fuselage sta 224- 5/8 work platform RH. . 1 
-12 ANQ60D416L . . WASHER. . . . 4 ee ee oo om om om 9 tr n t t n! t n9 ΕΕ 4 
-1 AN394-75 κο ο PIN .. Ἢ ae A E A Ὃς a 2 
-1 AN365-428 204. NUT νο ων 24 9 we om o9 om ο ο ee ngo t 9] 09 t9 tg ΠΠ 8 
-15 AN960D416L . . WASHER. . . 4. 6 2 ee +. + + ο. . PADS 16 
-16 ANA -10A > oo» BOLT. |. 2 4 e eon . ott dor A "- in 8 
-17 160-63003 . . FITTING, Bomb bay platform hinge . . . ; b 2 
-18 160-63004 . . FITTING, Bomb bay platform κ hinge NOME ; 2 
-19 AN3684 -1032 ο ws NOT κ aoe A ER AR re a x * 8 
-20 AN960D10 . a WASHER, . . . e ee ee omo omo m oe ot tr m t n t] t! t] t1 t . 3 
-21 NAS43C5-20 . . SPACER, Screw and bolt . . . . » «4 e ee on t ν 1 
-22 NAS43C3-30 . . SPACER, Screw and bolt... Pd 2 
-23 NAS221-16 . . SCREW, Brazier head Phillips recess alley “steel “10- 32. * 1 
-24 AN3-10A . . BOLT.. » ws . ΠΡ 1 
-25 160-63006 . . SPRING, "Bomb bay platform Prace vol ake ὃν ; 1 
-26 160-63005 . . LATCH, Bomb bay platform brace . ue 1 
-eT 160-6300? -100 . . PLATFORM ASSEMBLY, Bomb bay fuselage sta 224- 5/8 work. . 1 
-28 160-63002 -200 : 1 PLATFORM ASSEMBLY, Bomb bay fuselage sta 224-5/8 work. . 1 
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3 
B-184-31-34 
FIGURE 108 - FUSELAGE REAR FRAME ASSEMBLY 
ROUTE A PART UNITS USEABIE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
1 146-31601-401 FRAME ASSEMBLY, Fuselage rear (see figure 9 for next assy). . Ref 

-1 169-31626-201 - FAIRING ASSEMBLY, Fuselage station 603-3/8 to 697 bottom. . 1 

-2 169-31626-303 - FAIRING ASSEMBLY, Fuselage station 603-3/8 to 697 bottom. . 1, 

ATTACHING PARTS 
-3 AN509-8-17 Mio D: Pp ο AS & te Ls 99 
-4 175-31651-101 - FRAME ASSEMBLY, Fuselage station 538 to 697.5. . . . "m 1 


(see figure 109 for deta11 breakdown) 


213 
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B-164-31-35 





FIGURE 109 - FUSELAGE STATION 538 TO TRAILING EDGE FRAME ASSEMBLY 


214 





FIGURE & PART 
INDEX NUMBER NUMBER 
109 175-31651-101 
169-31630-101 
175-52209 
146-31674-51 
-1 146-31684 
146-31610-39 
146-31610-40 
-2 160-31532-5 
160-31532-6 
-3 146-31642-1 
146-31642-2 
146-31610-49 
146-31610-50 
-4 146-31643-1 
146-31643-2 
169-31638-201 
169-31638-301 
-5 160-31639-1 
160-31639-2 
-6 146-21437-1 
146-21437-2 
-7 NAS75-8-012 
169-31603-201 
169-31603-151 
-8 169-31607-1 
169-31607-2 
-9 32-1452-098 
-10 5B1-6DH 
-11 169-31607-5 
-12 169-31607-3 
169-31607-4 
169-31676-101 
-13 146-56129 
-14 4B17-10-500 
-15 146-21410 
-16 146-21411-3 
-17 146-21411-5 
-18 160-21412 
-19 NAS75-16-101 
-20 146-23404 
-21 NAS74-11-014 
-22 146-23403-100 
-23 146-23403-3 
-24 AN365-1032 
-25 AN960A10 
-26 AN3-37A 
-27 32-1505 -098 
-28 175-31673-1 
175-31673-2 
-29 146-23402-10 
-30 NAS75-8-006 
-31 146-23407 
-32 NAS75-8-006 
-33 175-31658 
175-31682 
-34 146-21438-1 
146-21438-2 
-35 NAS75-8-012 
175-31653 
-36 175-31657 
-37 175-23003 
175-23003-100 
-38 146-31679-31 
-39 146-23305 
-40 146-23305-9 
-41 146-23305-5 
-42 146-23305-7 
-43 156-53082 
-44 156-53082-13 
-45 156-53082-9 
-46 156-53082-11 
---.Τ 156-53083 
-4 KM610-51 
160-31612 
-49 160-31612-5 





1 
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ΑΝ 01-60AAB-4 
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UNITS 


3 3 4 5 6 7 


WEB INSTALLATION, Arresting gear support see fig. 111). 
SUPPORT INSTALLATION, Elevator boost cylinder . . . . . .. 
(see figure 112 for detail breakdown) 
WEB INSTALLATION, Lower rudder hinge support. . "TE κ. 
. FITTING, Fuselage station 682.41 rudder Sector support 
LONGERON ASSEMBLY, Station 538 to station 657.542 upper LH 
LONGERON ASSEMBLY, Station 538 to station 657.542 upper RH 
- FITTING, Fuselage sta 538 upper longeron fwd and aft . , 
+ FITTING, Fuselage sta 538 upper longeron fwd and aft . 
- FITTING, Fuselage sta 638.31 upper longeron fwd LH . . 
FITTING, Fuselage sta 638.31 upper longeron fwd RH... 
LONGERON ASSEMBLY, Station 538 to Station 657.542 upper LH. 
LONGERON ASSEMBLY, Station 538 to station 657.542 upper RH. 
FITTING, Fuselage sta 638.31 upper longeron aft LH . 
. FITTING, Fuselage sta 638.31 upper longeron aft RH.. 
FRAME ASSEMBLY, Fuselage station 638.31 . . . . . . as 
FRAME ASSEMBLY, Fuselage station 638.31 . . . . . . . . . 
FITTING, Fus sta 638.31 lower longeron to bulkhead LH. 
FITTING, Fus sta 638.31 lower longeron to bulkhead RH. 
FITTING, Fuselage to hor stab. front beam attaching LH . 
FITTING, Fuselage to hor stab. front beam attaching RH . 
f BUSHING, Plain press fit Bteel. κας AAA 
BULKHEAD INSTALLATION, Fuselage station 603.375 . . . . . . 
BULKHEAD SUB ASSEMBLY, Fuselage station 603.375. . . . . 
+ FITTING ASSEMBLY, Fuselage station 603-3/8 engine . . 
access door attaching fuselage LH 
FITTING ASSEMBLY, Fuselage station 603-3/8 engine . . 
access door attaching fuselage RH. 
+ + + BARREL NUT (ἐνλ.................. 
+ + + BOLT, Adjustment (ΝᾺ)... ....... M ox 
- + + BUSHING, Fuselage station 603-3/8 engine . .., 
access door attaching fuselage 
+ + + FITTING, Fuselage station 603-3/8 engine . . . . ., 
access door attaching fuselage LH ` 
- + + FITTING, Fuselage station 603-3/8 engine . . . . νι 
access door attachi fuselage RH 
TUNNEL INSTL, Fus sta 657.542 to 682.41 arresting hook. . 
. FITTING ASSEMBLY, Arresting gear bumper Stop trunnion. 
+. BUSHING, Flanged press fit bronze (NA) S uos osos 
SPLICE ASSEMBLY, Horizontal stabilizer center beam. . , 
. FITTING, Herizontal stabilizer center beam splice. . 
FITTING, Horizontal stabilizer center beam splice. . 
+ FITTING, Horizontal stabilizer center beam shear . . 
. BUSHING, Plain press fit steel . . ο, ὥς E en ne oor Ge (φῦ a 
FITTING ASSEMBLY, Fus to vert stab.center beam attaching hinge 
. BUSHING, Plain press fit steel .......,. ο DROP 
FITTING ASSY, Fus to vert Stab.center beam attaching bolting 
FITTING, Fus to vert stab. center beam attaching bolting 
NUT : : 


. 
. 
. 
. 


LOL ο οι c se ο s o 


WASHER... . 2... ...... +... a Ie dur px ge e. οφ) cus 
BOLT. . . . mo. o ooo. . 
. BARREL NUT (EN). . . . . . . . . ; s! xis ο ο eu Ue cir 
FITTING, Fus sta 638-310 water plane 98 rib cap splice LH 
FITTING, Fus sta 638.310 water plane 98 rib cap splice RH 
FITTING ASSEMBLY, Fuselage to vert stab. front attaching. 
. BUSHING, Plain press fit steel A Wok. Reo. «ιν ο ug 
FITTING ASSEMBLY, Fuselage to vert stab. rear attaching . 
- BUSHING, Plain press fit steel a a Ke ee ee 
FITTING, Fus sta 682.410 water plane 98 rib splice aft. 2 
BULKHEAD ASSEMBLY, Fuselage station 682.011. . . .. . 4. 
+ FITTING ASSY, Hor stab. rear beam attaching canted LH. , 
- FITTING ASSY, Hor stab. rear beam attaching canted RH. . 
+. BUSHING, Plain press fit Steel, . . . ra 179 as 
RIB ASSEMBLY, Fuselage sta 661.104 to sta 682.41 at wl 97 
- FITTING, Fus sta 682.410 water plane 98 rib splice fwd . 
FRAME ASSEMBLY, Fuselage sta 682.41 to trailing edge. . . . 
(see figure 110 for detail breakdown) 
FRAME ASSEMBLY, Fuselage sta 682.41 to trailing edge. . . 
(see figure 110 for detail breakdown) 
WEB INSTALLATION, Fuselage sta 661 to sta 682 at w1 41-3/8. 
(see figure 110 for detail breakdown) 
DOOR ASSEMBLY, Vertical stabilizer cénter beam hinge. . . 
+ PIN, Vertical stabilizer center beam hinge ... . . . . 
HALF HINGE, Vertical stabilizer center beam hinge. M 
: HALF HINGE, Vertical stabilizer center beam hinge. . . 
DOOR ASSEMBLY, Horizontal stabilizer access ladder clamp. 
PIN, Horizontal stabilizer access ladder clamp ...., 
. HALF HENGE, Horizontal stabilizer access ladder clamp. 
-- HALF HINGE, Horizontal stabilizer access ladder clamp. 
SPRING, Horizontal stabilizer access ladder clamp door. 
FASTENER (CIC). τν νην, 
DOOR INSTALLATION, Fus sta 670 to wl 56 hyd access LH side. 
DOOR, Fuselage sta 670 to wl 56 hyd access LH side A 


NOMENCLATURE PER ASSY. 
FRAME ASSEMBLY, Fus sta 538 to trailing edge (ne fig. iu. . Ref 


Ref 
Ref 
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Group Assembly Parts List 


USEABLE ON 
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CODE 


-50 901-3-7 Liu CHAIN, Bead (NA) ο 75 26 hy EON ie ee EC 
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FIGURE 110 - FUSELAGE STATION 661 TO TRAILING EDGE F 








RAME AND WEB ASSEMBL:" 





FIGURE & 
INDEX NUMBER 


PART 
NUMBER 


146-31679-31 


AN365-524 
AN960C516 
AN5-13A 
175-31671-1 
175-31671-2 
175-31672-1 
175-31672-2 
AN365-524 
AN960C516 
AN5-50A 
175-31670 
175-31668-1 
175-31668-2 
175-31669-1 
175-31669-2 
175-23003 


175-23003-100 


AN365-820 
4B2188-6 
4B2188-19 
175-24420 
175-24417 
AN365-624 
AN960D616 
175-24433 
4B19S10-011 
175-23401 


AN365-1032 
AN960D10 
AN509-10R17 
AN509-10R24 
175-23347 


AN207DP8 
175-23052 
175-23403 
AN200KP8 
175-23089 
175-23402 
AN200KP8 
175-52072 


AN365-1032 
AN960D10L 
AN3-4A 
175-52065 


NAS42DDU -28 
175-52066 


NAS42DD4-28 


t 


ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Section [| 
Group Assembly Parts List 


p UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
FUSELAGE STATION 1 TO TRAILING EDGE FRAME AND WEB ASSEMBLY 
: WEB INSTALLATION, Fuselage sta 661 to station 682 at wl . . Ref 
41-3/8 (see figure 109 for next assembly) 3 
a OG PD seam: et Ne, da T EA gh E o eS ve D da 4 
τ ος WASHER a ο Ar ae erg age --- 4 
. a, «BOLT. ta ao le en AY ΝΗ PEDE 2 
++ FITTING, Fus sta 682.41 wl 41-3/8 forward reinf LH 1 
, PITTING, Fus sta 682.41 wi 41-3/8 forward reinf RH ; 1 
FITTING, Fus sta 682.41 wil 41-3/8 forward reinf LH 1 
FITTING, Fus sta 682.41 wl 41-3/8 forward reinf RH 1 
NUT. coe Sys no p s ADMI IIL κος. x "UM 2 
scc “WASHERS. 4 a vo c. ο rev Y eom -—— s 4 
- . BOLT. SS ele E o πο ο ου. 2 
: + SPACER, Fus sta 657.542 to sta 661.104 wl 37-3/32. 2 
++ FITTING, Fus sta 657-542 wl 37-1/4 upper longeron fwd LH 1 
+ . FITTING, Fus sta 657.542 wi 37-1/4 upper longeron fwd RH 1 
* . FITTING, Fus sta 657-542 wi 37-1/^ upper longeron aft LH 1 
- . FITTING, Fus sta 657.542 wl 37-1/4 upper longeron aft RH 1 
- FRAME ASSEMBLY, Fuselage sta 682.41 to trailing edge. Ref 
(see figure 109 for next assembly) 
FRAME ASSEMBLY, Fuselage sta 682.41 to trailing edge. . . Ref 
(see figure 109 for next assembly) 
- BUSHING, Spacer Rie Mer A Bal il on vote wet Gan Se cnn on aap ο 
- BUSHING, Spacer NAJE a Cae cor os - 
Rudder station 28 hinge : 


Vr. OPIN, 


- HORN ASSEMBLY, Rudder actuator 
ο ee NUTS se se Wee Sak voy . 
A WASHER .... 


PIN, Rudder horn to rudder attac 
BUSHING, Press fit plain (NA). 
FITTING ASSEMBLY, Fuselage trailing 
hinge support 
WASHER. e olo. dote daa ἃ 
s (SCREW se Ss Ge ete uo e a qos a 
+ SCREM. ........... n. 
- PLATE, Fuselage trailing edge wl 
bearing retainer 
e BEARING. o . . . e s sra e soaa 
+ RIB ASSEMBLY, Fuselage wl 52-5/8 tr 
+ . FITTING ASSEMBLY, Pus trailing e 
$^ 8 BEARING 4. da ao dba 
RIB ASSEMBLY, Fuselage wl 89-7/8 tr 
+ FITTING ASSEMBLY, Fus trailing e 
. BEARING . . . . . . . . . .. 
+ BRACKET INSTALLATION, Elevator and 
Surface lock cable pulley 
κ WASHER ........ .. LL 
+ . BOLT .(magnetic inspected) . . | 
+ . BRACKET ASSEMBLY, Control surfac 
fuselage station 693 pulley 
. . + SPACER, Rivet. . . . .. a 
+ . BRACKET ASSEMBLY, Control surfac 
fuselage station 692 pulley 
SPACER, Rivet. . . . . . ἐν “ὁ 


oe we we 


se | 9 9 os 


o OU A 
“edge w1 28 : 


9. δ 7.4 0l 6o Ὁ 


. e... 9 ὁ , ο 


‘28 hinge | | l] 
ailing edge | . . | | 
dge wl 52-5/8 hinge 

alling edge | | |. | 
age wl 89-7/9 hinge . 
rudder control. : : ; 


e lock cable. | || 


e lock cable. 


V PF PN END Yee PHEANN PENNNARA ΡΟ 
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H-184-31-37 


G GEAR SUPPORT WEB INSTALLATION 


FIGURE 111 - ARRESTIN 
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Section [| 


AN 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


PART UNITS USEABLE ON 


ἵνα μάς i NUMBER 1 2 3 4 5. 6 7 NOMENCLATURE PER ASSY. CODE 
111 109-31030-101 WEB INSTALLATION, Arresting gear support (see eyes 109 . Ref 
169-31630-63 . WEB ASSEMBLY, Arresting gear support. . . ZI 1 
169-56031 + . FITTING INSTALLATION, Arresting gear trunnion “support. EDD 
-1 AN365-428 . . . NUT (magnetic inspected). ..... Be pes eu ασ. 8 
-2 AN4-7A - . . BOLT senectt inspected) ANM AT BP ο... 6 
-3 AN4-10A . . . BOLT (magnetic inspected) .............. 2 
-4 AN960D416 sonas A A O RUD. EnA daa ο ome dO. 
-5 AN960D416L . x . WASHER . . DLL Mu 4 
-6 146-56153 κ . . FITTING ASSEMBLY, Arresting gear actuating cyl trun . 1 
-7 146-56183 . . . . BUSHING, Arresting gear uplock bracket ..... 2 
-ᾱ 146-56154 . . . PITTING, Arresting gear bungee trunnion . 1 
-9 EBO64 . . . NT (EN). . . . Pv er. 4 
-10 NAS146-47 - . . BOLT, Internal wrenching "steel Me- 20 TP 2 
-11 2W10-6 - . . WASHER, Countersunk (NA)... 2 Vo AI. Ὁ 2 
-12 AN960D616 +. . WASHER .. 4 
-13 NAS 336A26 . . . BOLT, 100? close "tolérance "high strength 3/8- ^el 2 
-14 AN509-616-40 - . . SCREW (magnetic inspected). . . " 2 
AN365-624 - . . NUT (magnetic inspected). . . . . . . . . . . . 2 
AN960D616 s v . WASHER... M me δι qe te 6 at iat ος Ἆς 2 
-15 AN365-624 e. . . NUT (magnetic inspected). a ὃς ας Bs 2 
-16 AN509-616 -48 - . . SCREW, LH side (magnetic inspected). ; Baad 1 
AN509-616-45 $2 3 0» SCREW, RH side (magnetic inspected) v ox A al 
AN960D616 . . . WASHER . . . . P ee ME sso ot os Y s 1 
-17 4B2156-011 - . . BUSHING, Spacer “(naj ο τ d ο... 1 
-18 169-56201 - . . LUG, Arresting gear emer release “spring attaching 1 
-19 EBO80 +. . NT (EN). . . . eC we $ os 4 
-20 NAS148-59 . . . BOLT, Internal wrenching “steel "1/2120 de E 4 
-21 AN960D816 0. . WASHER . ...... rt a AS 4 
-22 2w10-8 . . . WASHER, Countersunk (NA) . . . 12.272 000° 4 
-23 AN6-17A - . . BOLT (magnetic inspected bove! Te σον οφ uo are el xs Y on 4 
AN365-624 . . . NUT (magnetic ο ος s Από coal aol "ο Ve TE BP ee ϱ- ὃ 4 
AN960D616 GRE LER "MR cM ERR E NO 8 
-24 EBO64 0. . NUT (EN). ο ο M c 4 
-25 AN960D616 š 2. æ WASHER oie « ο a νο VAL wu 4 
-26 2W10-6 . . . WASHER, Countersunk (NA) : ai Maes de Mel tives. Seo 4 
-27 NAS146 -25 - . . BOLT, Internal wrenching steel “1/22 1 τς, 2 E 4 
-28 AN509-616-27 ++. + SCREW ns inspected). . . -.......... Y 
-29 AN509-616-20 . . . SCREW (magnetic inspected KC 2 
-30 AN6-12A - . . BOLT (magnetic inspected) -— μα ο. 9 
-31 AN365-624 . . . NUT (magnetic inspected). . . "x UP ES 8 
-32 AN960D616 . - .» WASHER . . .. I fuis Rr er i LO 
-33 NAS146-39 - . . BOLT, Internal “wrenching "steel 1/22 A MR 2 
EBO64 0. . NUT (EN)... — DDR 2 
2W10-6 . .^. WASHER, Countersunk “(naj oh fle ο. μα... 2 
AN960D616 « κ . WASHER ; V vo. ο ο lie Be pla, fae --- ΕΙ 2 
-34 AN6-24A . . . BOLT (magnetic dnepected) ον UL Sens E. AQ kg 2 
-35 AN6-26A - . . BOLT (magnetic inspected ο, We er fu. Ἐν ᾱ 2 
-36 AN6-27A . . . BOLT (magnetic inspected) . . . . . . . . . . .. 2 
AN365-624 - . . NUT (magnetic inspected). . . . . . . . . . ..... 6 
AN960D616 £e) w WASHER s 2 0x ὁ CRUCE A a Sie «Ὁ 12 
-37 169-56169-1 . . . FITTING ASSY, Arresting gear drag link trunnion LH. . 1 
169-56169-2 - >. + FITTING ASSY, Arresting gear drag link trunnion RH. . 1 
-38 169-56124 +. . . BUSHING, Arresting gear drag link trun fitting 1 
-39 160-56137-1 +. . BRACKET ASSY, Arresting gear door hinge attaching LH 1 
160-56137-2 + + . BRACKET ASSY, Arresting gear door hinge attaching RH . 1 
-40 160-56202 +“ . +. SHIM, Arresting gear support fittings . . . . . . ? 2 
-41 169-56196 - . . FITTING, Arresting gear drag link trunnion. Sure 1 
support center back-up 
-42 AN6-13A - . . BOLT (magnetic inspected) .............. 6 
AN365-624 +». . NUT (magnetic inspected). NR Uer AEN vie qi ο eg 6 
AN960D616 . © ο WASHER . . . . NS εν ἵν, 12 
-43 NAS146-27 - . . BOLT, Internal “wrenching “steel 1/20 οτι 4 
EBO64 A s . NUT (EN). . "ca 4 
2W10-6 . . . WASHER, Countersunk (NA) TECNICI MP 4 
AN960D616 «0. . WASHER . . . . ντ. Gee Son OEE Ze eer EE 4 
-44 169-56197-1 . . . FITTING, Arresting gear drag link trunnion support. 1 
: outer back-up LH 
169-56197-2 + . . PITTING, Arresting gear drag link trunnion support. 1 
outer back-up RH 
-A5 ANU-5A . . . BOLT des dg Merten) "PEE i 4 
-46 AN4-6A - . . BOLT (magnetic inspected) . . a, ὦ 2 
AN365 -428 - . . NUT (magnetic ροκ we Gow Te eat da Um E ene ia 6 
AN960D416 . a - WASHER. . . . : 5 $5. uw *e- we 12 
-47 160-56200-1 . . . FITTING, Arresting gear drag “Link trunnion support. . 1 
upper attaching LH 
160-56200-2 - + + PITTING, Arresting gear drag link trunnion support. 1 
upper attaching RH 
-48 169-56121 e. .  . FITTING ASSY, Arresting gear vert brace trunnion LH. 1 
169-56122 " . . FITTING ASSY, Arresting gear vert brace trunnion RH. 1 
-49 ASB20COH . o. . . BEARING m $E am ; . 1 
-50 ASB12C0H E : e . BEARING (AP)... SO ue POL cet Wt Ven, wee exe 1 
-51 NAS2-103 à $ n . FITTING, Lubrication ΝΣ 2 
-52 169-56198-1 - >. . FITTING ASSY, Arrest gear drag ζην trun “aft "back- -up “LH 1 
169-56198-2 , - FITTING ASSY, Arrest gear drag link trun aft back-up RH 1 
-53 169-31634 ; FITTING, Puselage arresting gear support beam web aft . . 2 
ASAS SE ee μμ Μέσο Ενα 
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ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 














E-104-53-30 
FIGURE 112 - ELEVATOR BOOST CYLINDER SUPPORT INSTALLATION 
AGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
112 175-52209 SUPPORT INSTALLATION, Elevator boost cylinder. . . . " . Ref 
(see figure 109 for next assembly) 
-1 AN365-1032 . NUT (magnetic inspected). . . . . N y i , A 2 
-2 AN3-10A . BOLT (magnetic inspected) . . . 7 A " A a Ὁ 
-3 AN960D10 . WASHER. . . . 4. eee eee sowie š 3 , A . 6 
-4 AN365-428 . NUT (magnetic inspected). " E x ; 3 E r 4 
-5 ΑΝΟΘΟΡΗ16 + WASHER. . . . ee ess po ` . . E 8 
-6 AN4Y-13A . BOLT unc E mop me Sa dr τ i ; . e 
-7 AN4 -11A . BOLT (magnetic inspected) . . . . . +. + $ a d . 2 
175-52209-10 . SUPPORT ASSEMBLY, Elevator boost cylinder 3 f % A 1 
-8 AN365-428 . . NUT (magnetic inspected) . . . so eee tee +. e . 10 
-9 AN960D416 . WASHER. . . . © s s . s eo o 3 A a ; . 80 
-10 ANL -7A . . BOLT (magnetic eel A 6 
-11 ANA -10A . . BOLT (magnetic inspected). . . . a a " ; 2 
-12 ANA -6A . . BOLT (magnetic inspected). . . . P ME 5 . 2 
-13 175-52218-1 . . HINGE, Elevator control aft LH . s : a : $ 1 
-14 175-52218-2 . . HINGE, Elevator çontrol aft RH . ο E e ne e . 1 
-15 AN365-428 . . NUT (magnetic inspected). Eu d κῷ ` ; . "ER 
-16 AN4-32A . . BOLT (magnetic inspected). : " : : 2 
-17 ANQ60D416 += . WASHER. . . . . ee +. E τ 7 y 4 
-18 NAS43DD4 -160 . . SPACER, Screw and bolt. E : : ὅς. 
220 
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ΑΝ 01-60AAB-4 Group Assembly Parts List 
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H-184-48-26 
FIGURE 113 - LH AND RH WING FUEL SIDE JUNCTIONS ASSEMBLIES 
FIGURE δ. PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
13 146-48325-11 "JUNCTION ASSEMBLY, Wing fuel side LH . . . . . . . . . . . . Ref 
(see figure 114 for next assembly) 
146 -48325-12 JUNCTION ASSEMBLY, Wing fuel side RH . . . . . . . . . . & e £s Ref 
(see figure 11! for next assembly) 
-1 146-48326-1 . ADAPTER, Wing fuel side junction LH . . . . . . . . . . . . 1 
146 -48326-2 - ADAPTER, Wing fuel side junction RH . . . . . . . . . . . . 1 
-2 AN503-10-10 s SCREW scut hana Ves) Go a A Rid ο Ὁ RUE ος A 12 
-3 AN960D10L ve WASHER... ὦ ος eso. D Fore y ver ον Ὡς ως TR ed oe d es i26. Ὁ 12 
-4 146-48344 . GASKET, Fuselage fuel junction check valve. . . . . . . . . 3 
-5 146-48327 - VALVE ASSEMBLY, Wing cell boost pump to side junction... 1 
-6 NAS51-25 - . RING, External retainer. PC ο dete. ο -- 1 
-7 134-48068 e . PIN, Auxiliary to main tank interconnector check . 1 
ο. PT valve adapter τ 
-8 146-48329 + . ARM, Auxiliary to main check valve adapter . 1 
-9 146-48343 o. . DISC, Fuel check valve flapper . . . . . . 1 
-10 2W1C9-30-43 - . WASHER, Plain (NA) . ........... ο ο 2... 1 
-11 134-48067 ] - . WASHER, Auxiliary to main tank interconnector check. 1 
F valve adapter 
-12 14166-48328 - . ADAPTER, Wing cell to side junction valve. . . . . . . . 1 
-13. AN924 -16D P UM αν ο μα εἴ, ta do bese, ae ee ke MM NE 3 
-14 AF934-111 + PACKING (supersedes AN902-16D)........2.2.... > Ὁ 3 
-15 AN832-16D zc UNION 203 ο ἃ ο δ) a Maw ne el e oem g Vu oN iene 2 
-16 ANQ24 -20D μμ sacs ο he de ius ch gii ORY eo coe. ARI D β- ἄν. ἃς e 1 
S -17 AF934-116 - PACKING (supersedes AN902-20D). . . . ... . . . ο ο LL 1 
-18 AN832-20D 2, SUNTON κος ts oat VU Comin «ολο Se oh afte ek dm s ο. 1 
-19 AN833-16D y ELBOWS Ν.Ο NaIT aA eda a G a tai a anea AN nd αμ ο E 1 
A € E A κανα κας RUE GEI. PESE μμ ο A IEEE 
. 221 
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FIGURE 114 - FUSELAGE FUEL SYSTEM INSTALLATION 


222 Revised 1 October 1958 





p 


No Number + FUSELAGE FUEL CELL AND FITTINGS (see figure 115 for detail breakdown) 
-1 184-48130 A LINES INSTALLATION, Fuel booster pump cell bay and scupper drain ------ 
(see figure 116 for detail breakdown) 
-2 160-48861 -32 + HOSE ASSEMBLY, Fuel J33 engine forward -------------------------.....-.... 
-3 160-48861-35 - HOSE ASSEMBLY, Fuel fuselage adapter to side junction --------------- — 
4 146-48325-11 - JUNCTION ASSEMBLY, Wing fuel side LH (see figure 113 for detail breakdown: 
146-48325-12 - JUNCTION ASSEMBLY, Wing fuel side RH (see figure 113 for detail breakdown) 
-5 AN3-5A το ΒΟΙΙ------------------------------------------------------.......--.-...'. 
-6 AN960D10L DARSE A e Maa a M aaa 
-7 160-48861-52 + HOSE ASSEMBLY, Fuel side junction to main junction ΠΗ-------------............. 
-ᾱ 160-48861-39 - HOSE ASSEMBLY, Fuel J33 engine αἲ ------------------------------........΄..''.. 
-9 160-4886149 - HOSE ASSEMBLY, Fuel side junction to main junction LH---------.— --——. -- 
-10 146-48324-12 . JUNCTION ASSEMBLY, Main fuel RH (see figure 118 for detail breakdown) — 
ATTACHING PARTS 
-11 AN3-4A 7 
AN3-5A . 
AN3-35A A 
-12 NAS43DD3-16 - SPACER, Screw and bolt --—----———— LLL A LLL 
-13 ΑΝΘΘΟΡΙΟΙ, - | WASHER--— -----------------.--— A ος ll LLL LA le LL — 
---ᾱ--- 
-14 175-48304 - ADAPTER, Fuel upper bomb bay tank transfer "Y"--—-—--— co. 
-15 AN960D10L - | WASHER---—-----—---------—-————- ee 
-16 AN526 -1032R9 SCREW 
-17 AN365-1032 NUT -------—--—--—--------—-— --- -----— - ο ο .. LL LL Lc — 
-18 160-48861 -85 - HOSE ASSEMBLY, Fuel transfer "Y" to main cell LH === === — 
-19 160-48861 -46 A HOSE ASSEMBLY, Fuel transfer "Y" to main cell RH --—-------~--— —--- 
AN737RM26 - CLAMP -------------—--——-— =  . . LL Lees c LL — 
-20 175-48803-3 - LINE ASSEMBLY, Fuel self ττττ--------------------------------- 
-21 1111-516685 VALVE OVERALL, Swing check size 16 AND10056-16 inlet and AND10050-16 
Outlet (PA) ` 
AF934-22 - PACKING ------~---—-— Mam aM LL LLL aiaa 
AN924 -16D e  NUT----~--------~---~-~--------— e eaaa ae LL aa aaa a . 
-22 146-48199-10 - ELBOW, RH main fuel cell booster pump seal drain 
-23 175-48862-128 - LINE ASSEMBLY, Fuel vent and fuel v 
-24 AN815-4D - UNION -------------------------------------------.....----..... 
-25 146-48323-31 + JUNCTION ASSEMBLY, Main fuel LH (see figure 118 for detail breakdown) -- 
ATTACHING PARTS 
-26 AN3-10A - .ΟΙΤ--------------------------------------...------ -------π----------- 
AN3-42A BOLT ---------------------------------- 
-27 AN960D10 WASHER-----—-------------.- --------------------------------- 
-28 NAS43DD3-30 - SPACER, Screw and bolt -—------—. ττ-------------ς----------- 
NAS43DD3-50 - SPACER, Screw and bolt ------------------------------.------..-............ 
ee ο) 
-29 160-48853-41 - HOSE ASSEMBLY, Cross feed adapter (supersedes 160-48853-31 for future— 
procurement) 
160-48853-57 - BOSE ASSEMBLY, Cross feed adapter ---------------------------------- 
-30 160-48853-51 - HOSE ASSEMBLY, Cross feed fuel ferry tank tee to RH junction τος --—--—— 
-31 AN825-21D -. ΤἸΈε---------------------------------------------.... ----------------------- 
-32 12-1343-83 - CHECK VALVE, Center swing type 585GG16D No. 16 (PA) --------------- — 
-33 AN913-8D + PLUG (used on ships not having S. C. 515 complied with) --------—--—— 
-34 R2808 -20-267 x :------------------------------------------------ 
-35 175-48862-129 P Fuselage boost pump seal drain pump section ------— gem 
-36 AN815-4D Š ----------------------------------------------------- 
-37 AN823-8D -. Ἐῑρού------------------------------------------.-------..΄-----..... 
-38 160-48853-41 - HOSE ASSEMBLY, Cross feed adapter ——— ==>... 
-39 ANB15-20D NN A A A LLL A LLL LL lle LLL 
-40 175-48803-19 - HOSE ASSEMBLY, Fuel fuselage cell gravity cross feed 
-41 160 -48861 -89 - HOSE ASSEMBLY, Fuel fuselage cell gravity cross feed Γῃ------------------ 
-42 160-48430-7 - PLUG, Fuel ferry tank forward vent line disconnect 
3H2-20-13 - HOSE (NA) --- 
AN737RM58 -. ΕτΑΜΡ-------------------------------..------..-.--.΄΄-΄΄΄΄........-- 
43 160-48861-37 - HOSE ASSEMBLY, Fuel main wing cell gravity to junction ------------------..... 
44 AN822-4D -  ELBOW--—---—-——-—-—-— A A A IL Lll . . . . . scc 
45 169-48426-21 - LINE ASSEMBLY, RH upper wing sump ἁταίη----------------------.--............ 
-46 ANB15-4D MN A A A A LLL LLL LLL cul 
47 169-48426-23 - LINE ASSEMBLY, RH lower wing sump ἁταίη-----------------------............... 
-48 AN316-4-4D - NIPPLE --—-—---------—-..--. LLL LLLI LLL . . . ccn 
AN910-20 Oo o wn rar mn on on ne ee eae ate nee enn ann e a ee ra ai a a 
AN912-1 ` ττττ-------------------------------------------------- 
-49 K9500A1 - VALVE, Drain (ΚΟΕ) —-----—-—-—----------— LLL -n 
-50 169 -48426-25 - LINE ASSEMBLY, LH upper wing sump drain-----—-—--——-.-..—.----—- 
-51 169-48426-27 - LINE ASSEMBLY, LH lower wing Βαιιράταϊη------------------------------ 
-92 AN833 -20D - ELBOW--—-----—-------~-— -—--— -— -— τ--------------------- 
-53 AN924-20D - NUT---~-----~----~---------—- A A A A  . . Ill 








AN 01-60AAB-4 
FUSELAGE (Cont) 


FUSELAGE FUEL SYSTEM INSTALLATION 


UNITS 


and figure 120 for additional breakdo: 





















ASSY. ON CODE 


FIGURE & PART USABLE 

INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER NO. 

114 175-48302-10 FUEL SYSTEM INSTALLATION, Fuselage (see figure 79 for next assemhiy----— - Ref 515 
wn) 
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PIGURE 115 - FUSELAGE FUEL CELL AND FITTINGS 
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Section 11 


AN 01-60AAB-4 Group Assembly Parts List 
FUSELAGE (Cont) 


No Number FUSELAGE FUEL CELL AND FITTINGS. . . . . Ref 
E see figure 114 for next assembly) 
-1 146-48002 . CELL ASSEMBLY, Fuselage St NAM M. τς 5 m 1 
ATTACHING PARTS 
-2 AN365-428 Aer" ew Gee 45 
-3 2w1lH + WASHER, Plain (ΝΑ)... .....--;:; νυ. νην 15 
-4 NAS184-4-5A + STUD, Fine thread . . . ..... 2... 8 dé s oq --. 15 
poem IS 
-5 146-48002-7 - . FITTING, Fuselage fuel cell NANGEN. us Ai Fe Boe, Sh a 15 
-6 146-48002-5 + . FITTING, Fuselage fuel cell access . . ᾿ . . . Je tui s 1 
-7 AN4130-1 s KG PITTING. AU e s Re due Erw E mr xoa boe A αυ... 1 
-8 AN4130-3 v. ox κ 9 LER p are dos te A a ο aoe νην 1 
-9 AN4130-6 ee FITTING. 2 uu. 2.5 a ο a Ro a I i 
-10 AN4135-11 eo GS UITTING. 10:1. ὃν det . Vous 1 
-11 CCA1À50 . DRAIN VALVE (CTAD). . . . . D iMi be aou Ne 1 
-12 AN74-4 -- A πω usd CEPI 3 4 
-13 AN960D416L eOWASHER. 2... ... .. τ ΣΤ SANS S 4 
-14 146-48336 - ADAPTER ASSEMBLY, Fuselage fuel cell drain. . . CENSURE 1 
-15 AN74-5 ο E A MEE 
-16 ANQ60D416L x WASHER. ......... A cA M 12 
-17 146-48315 - SUPPORT, Fuselage fuel cell booster pumps a e .ᾱ 2 
-18 TF31400-14 . PUMP ASSEMBLY, Submerged booster fuel electric, 1 
motor drive (TP) 
-19 AN74-4 s SBOLT Wc $0864 £o equ a E wh ET νά A 2 
-20 AN74-5 s BOLT Oe aah gee Vox (Queso > . 3 
-21 AN960DA16L . WASHER. . . . .. . a‘ PEE à E wg . 6 
-22 AN74-20 : BODT. ss S A ὃν Ta ate) Geel a ce Wy ος 1 
-23 ΑΝΟΟΟ -2 eOGASKET. s ada ene ana a uae era a a e T 1 
-24 146 -48303 . ADAPTER, Fuselage fuel cell vent outlet... 1 
-25 AN7A-3 A que tpm ο a P eee ara i πε 
-26 AN502-416-10 5, DEREN cer Seog ο αμα cane ce eee 8 
-27 AN960D416L ο πα AY ο νο 44 
-28 146-48150 . CAP ASSEMBLY, Wing and fuselage fuel cell filler. . . . ,. . 1 . 
(make from NAF1152-2) / 

-29 160-48150 - SPACER, Fuel cell wing and fuselage filler cap. . woe 1 
-30 146-48149 - GASKET, Wing and fuselage fuel cell fillep. ; 4 x $3145 3 
-31 146-48318 . DOOR ASSEMBLY, Fuselage fuel cell access. a ae a te τὰ 1 
-32 146-48418-9 + + DOOR SUB ASSEMBLY, Fuselage fuel cell access SAP a usd seta 1 
-33 146-48322 + . GASKET, Fuselage fuel cell access door BOGE. 2 2. 175 1 
-34 146-48308 + - RING, Fuselage fuel cell access door gage. . . . . . .. 1 
-35 146-48149 + + GASKET, Wing and fuselage fuel cell filler | ` απο. 1 
-36 146-48307 - - RING, Fuselage fuel cell access door filler. s 1 
~37 AN502-10-10 ty fees SCREW αν aay So te πα Pa eat, sete ο DEC O 8 
-38 Τ513-839-6Α +: SCREW, 100° countersunk (NA)... . 11. | s: EM 2 
-39 AN3-5A. is CEU dog dup ο ο μμ κκ ο Ghd de ce A oe 6 
-40 AN960D10L | x MASHER. eor χει wlan exea uo d mm S cr E EPA 6 
-41 AN74-5 ΕΕ ο ο να ο κ te ey de eee M 8 
-42 AN960D416L s, WASHERS: S RI rs ο ο να d RE T ΠΣ 8 
-43 146-48347 . CUP, Fuselage fuel cell gravity outlet sump retainer. EC ss 1 
-44 146-48149 + GASKET, Wing and fuselage fuel cell filler. . MM re 1 
-45 146 -48313 + ADAPTER ASSEMBLY, Fuselage fuel cell gravity outlet upper . 1 
-46 169-48308 + SCREW, Gravity outlet fuel check valve (rework) . . . . . . 6 
-47 2W1AL12-10-64 « WASHER, Plain (NA). o cee Vb a Ge a ke : . 6 
-48 CCA4850 - PIPE DRAIN VALVE INSTALLATION, 1/8 inch (CTAD). , » . 1 
-49 169-48310 . STRAINER ASSEMBLY, Fuselage fuel cell gravity outlet. i 1 
-50 AN900-42 JE o OPEN QU DEN E EM ο E 1 
-51 169-48309 + GASKET, Fuselage gravity outlet fuel check valves e ῳ a 4. 1 
-52 146-48312 + GASKET, Fuselage fuel cell gravity outlet check valve nz 1 

169-48304 - VALVE ASSEMBLY, Fuselage gravity fuel check ......., 1 
-53 * AN500A8-5 νι. Ευ ών MM 6 
-54 AN960D8L e + WASHER, 12... LLL LLL LL I ΤΣ; RIEN 6 
-55 146-48305 + . GASKET, Fuselage gravity fuel valve adapter. ...... 1 
-56 1111-516653 » . VALVE ASSEMBLY (PA). . . . so aie REC wai Nt EP 1 
-57 169-48306 + + ADAPTER, Gravity outlet fuel check valve assembly. ` 1 
-58 # AN929-20 ro CAP ASSEMBLY 5S μμ αρ 00 esi e a AS zs 1 
-59 # AN815-200 τ. Ν.Ο eg a es enema 1 
-60 # AFQ34-116 x EACE NO e de πμ ee ο ei m 2 
-61 f 184-48250 - FITTING, Fuel tanker cross feed to disconnect . . . . . . , 1 
-62 # AN924-20D quocp Tu M Qd aM πάν d: 1 
-63 # AN833-20D Gi ο ο αμ oe ο Ce age Oe, uk ect 1 


NOTE: # Denotes the incorporation of Service Change No. 340 
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FIGURE 116 - FUEL BOOSTER PUMP CELL 
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FUEL BOOSTER PUMP CELL BAY AND SCUPPER DRAIN LINES INSTALLATION 


c“—- ἲ eee 
Roe em TARA ON ο... .. 
















































FIGURE & PART UNITS USABLE S/c 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
116 184-48130 LINES INSTALLATION, Fuel booster pump cell bay scupper drain----------- Ref 

(see figure 114 for next assembly) 
-Y AN815-6 UNION 1 
-2 AN815-10 1 
-3 175-48804-51 à 1 
-4 AN832-10 E 1 
AN924-10 è 1 
-5 175-48804-25 š 1 
-6 AN832-6 5 1 
AN924-6 * 1 
-7 AN6264-6-23-1/4 s 1 
-8 AN6264-10-22-3/4 BOSE ASSEMBLY 1 
-9 8-378 - NIPPLE, 3/4 open with AND10057-5/8 tube connector (WIG)--- 1 
-10 8-376A - SOCKET ASSEMBLY, 3/4 open 5/8" end per AND10056 (WIG) - -- 1 
-11 175-48804-89 - LINE ASSEMBLY, Fuel bay drain fuselage station 489 aft ------- =< 1 
-12 AN832-10D - UNION -- 2 
AN924-10D . 9 Νυῖ-----------------------------------------------------------....-.. 2 
-13 175-48804-91 A LINE ASSEMBLY, Boost pump seal drain fuselage station 489 aft - ------- 1 
-14 8-151A - SOCKET ASSEMBLY, Open type 3/8" end per AND10056 (WIG) ---------- 1 
-15 8-160 NIPPLE, 3/8 open type 3/8" tube connector per AND10057 (WIG) 1 
-16 175-48804-97 - LINE ASSEMBLY, Boost pump seal drain station 424 aft ---------------- 1 
to station 489 
-17 AN832-6D A 3 
AN924-6D E 3 
-18 184-48444 5 WELD ASSEMBLY, Wing cell bay and tanker package drain connector ---- 1 
-19 184-48852-61 - LINE ASSEMBLY, Tanker drain station 424 to weld assembly ----------- 1 AC 
184-48504 - DRAIN INSTALLATION, Combat fuel tank --~-------------------------- Ref 
(see figure 117 for detail breakdown) 
-20 184-48852-63 - LINE ASSEMBLY, Tanker drain station 399 to station 424----------~~--- 1 
-21 175-48804-31 - LINE ASSEMBLY, Boost pump seal drain aft through station 424-- ------- 1 
-22 AN815-6D - | UNION---------------------------..-.-2..-...--...- Ξ--------------- 11 
-23 175-48804-59 . LINE ASSEMBLY, Fuel bay drain aft through station 412--------.---...- 1 
-24 175-48904-33 - LINE ASSEMBLY, Boost pump seal drain aft through station 412----- - 1 
-25 175-48804-61 è LINE ASSEMBLY, Fuel bay drain aft through station 387------------ - 1 
-26 175-48804-81 ; LINE ASSEMBLY, Wing aft cell bay to tee assembly------------------.- 1 
184-48852-89 - LINE ASSEMBLY, Wing aft cell bay to tee assembly-------------- -- 1 BP 
-27 175-48804-35 ἃ LINE ASSEMBLY, Boost pump seal drain aft through station 362- -- 1 
-28 AN926-6D -. IE mm eee nee ene ee 3 
-29 175-48804-83 š LINE ASSEMBLY, Tee assembly to tee on main drain ----~------------- 1 
-30 AN815-10D " ΌΝΙΟΝ--------------------------------------------------.---------... 4 
-31 184-48852-65 - LINE ASSEMBLY, Tanker drain station 375 to station 399--------------- 1 
-32 184-48852-67 - LINE ASSEMBLY, Tanker drain from breakaway----------------------- 1 
-33 AN824-6D -. OM o nn nn nn wn en eo eee 5 ee ee 2 
-34 175-48804-99 A Wing cell bay drain RH tee aft through station 350----- 1 
-35 175-48804- 101 . Wing scupper drain tee to station 298 ---------------- 1 
-36 175-48804-39 s Fuselage tank boost pump seal drain station 254 1 
AN960D916L 7 2 
-37 AN919-6D " 3 
-38 MS29513-12 s 6 
-39 175-48804-41 7 LINE ASSEMBLY, Fuselage tank boost Pump seal drain from hose aft ---- 1 
-40 AN822-6D -  ELBOW------------------------------------ ο... 2 
-41 175-48804-119 - LINE ASSEMBLY, LH inboard wing scupper drain to RH scupper fitting -- 1 
-42 175-48804-43 - LINE ASSEMBLY, Wing forward boost pump seal drain tee to tee 1 
-43 ANT83D10 E TEE 1 
-44 AN926-10D s TEE----------- 1 
-45 AN919-15D -  REDUCER 3 
-46 MS29512-10 " GASKET --- 5 
-47 AN924- 10D - NUT 1 
-48 175-48804-103 LINE ASSEMBLY, Fuselage cell bay drain station 239 aft through 1 
Station 337 - 
-49 AN815-8D ONMON mm ο... 2 
-50 ANB821-8D ΕΓΒΟΝ---------------------------------------------------------------------- 2 
-51 184-48852-71 ` LINE ASSEMBLY, Fuselage cell bay drain fitting to RH side 1 
-92 175-48804-9 . LINE ASSEMBLY, Wing aft RH boost Pump seal drain to RH tee --------- 1 
-53 AN816-6-2D d UNION o o 22 1 
-54 AN804D6 a ΤΕΕ--------------- 1 
-55 MS29513-111 m PACKING ---------- 1 
-56 AN924-6D O Ντι----------------------------------.-----------.- 1 
-57 175-48811-11 a FITTING ASSEMBLY, Aft wing fuel cell bay drain LH - 1 
-58 3H2L8-22 . HOSE (NA) --------------------------------------------------------. 2 
-59 184-43852-75 . LINE ASSEMBLY, Wing center tee to LH wing cell bay weld assembly---- 1 
-60 ANT84D10 » ΤΕεε-----------------------------------------------------------------. 1 
-61 184-48852-77 LINE ASSEMBLY, Wing center tee to main drain tee -----------------.-. 1 
-62 184-48852-73 - LINE ASSEMBLY, Center wing cell bay to tee ------------------------. 1 
-63 > 3184-48852-57 Z LINE ASSEMBLY, Center wing cell bay aft to weld assembly -- ----- 1 
-64 169-48810-11 4 FITTING ASSEMBLY, Aft Wing fuel cell bay drain RH ------------------ 1 
-65 184-48852-79 * LINE ASSEMBLY, Main drain tee to RH weld assembly ------------ 1 
-66 10-1744-75 - CHECK VALVE (PA) -------------------------------...------- 1 ; 
ANS29-6 - CAP------------------------------------------- 1 515 
-67 1894-48423 - _BREAKAWAY ASSEMBLY, Tanker fuel drain line 1 515 
ATTACHING PARTS 
-68 AN365- 1032 ΝΌΤ------------------------------------------------------------..... 3 515 





AN73-6 
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Section Il 
Group Assembly Parts List FUSELAGE TOU 


noo ————— 


FIGURE & 
INDEX NO. 


ON 116-70 


-71 
-72 


-73 
-74 
-15 


-76 
-77 


-78 
-79 
-80 
-81 
-82 
-83 
-84 
-85 
-86 


PART 
NUMBER 


2W18-10 


175-48804-45 
184-48852-53 


175-48804-17 
175-48804-15 
184-48852-55 


AN822-6-2D 
AN832-6D 
AN924-6D 
169-48426-21 
169-48426-25 
AN815-4D 
169-48426-23 
169-48426-27 
K9500A1 
AN861-4D 
10C2B9-15 
AN822-4D 


FUEL BOOSTER PUMP CELL BAY AND SCUPPER DRAIN LINES INSTALLATION 


AN 01-60AAB-4 


2 3 4 5 6 7 NOMENCLATURE 
WASHER, Flat (ΝΑ) --..-------------------------------------------- 


LINE ASSEMBLY, Wing aft LH boost pump seal drain to RH tee --------- 

LINE ASSEMBLY, LH inboard wing scupper drain first section ---------- 
aft to station 359 

LINE ASSEMBLY, Fuselage scupper drain station 239 forward ---------- 
Second section 

LINE ASSEMBLY, Fuselage scupper drain station 239 upper ------------ 
first section 

LINE ASSEMBLY, LH inboard wing scupper drain second section -------- 
at station 359 

ΕΙΒΟΝΨ------------------------------------------------------------ 









LINE ASSEMBLY, RH upper wing sump drain 
LINE ASSEMBLY, LH upper wing sump drain 


UNITS 
PER ASSY. 


N fO Β9 0 S i N μέ pudo χα ee 


USABLE s/c 
ON CODE NO. 


AC 
AC 


τιιωΙπἝ͵δπππωτὗζὗὗὗζἲὗζὗὗώ---Γ--- 
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FIGURE 117 - COMBAT FUEL TANK DRAIN INSTALLATION 
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Section II 
Group Assembly Parts List 





AN 01-60AAB-4 
FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
117 # 18545-48505 DRAIN INSTALLATION, Combat fuel tank (see figure 116 for . . . Ref Β 


next assembly) 


-1 AN832-6D i. UNION να νη μ-- 2 

AN924 -6D Ὁ ἘΝ" ΙΙ Wt aie. ο P WES NS d UP ue 2 

\ 2W18-916 - WASHER, Flat (NA) . vo... o. oo. 2. . 0. ο ο ο ο ο ος 2 

} -2 184 -48508-3 + CAP ASSEMBLY, Pressure seal flared tube fitting . . . . . . a 

AN818-6D ta NUR πο o fats (Sines), co, vat ler ο μμ e a 1 

184-48508-7 sa, ww ARO Ses ter νην Ἣν, wo a ek 1 

-3 RS108-040 - CHAIN ASSEMBLY, Safety free swiveling (RYY) |... vi 2 

-4 184 -48550-57 + LINE ASSEMBLY, Bulkhead union station 350-7/16 to . . . . . l 
union at station 372 (approximately) RH 

-5 184 -48550-59 + LINE ASSEMBLY, Bulkhead union station 350-7/16 to . . . . . 1 
union at station 372 (approximately) LH 

-6 AN815-6D a UNION a actos 2 a φον eu. ος Ie ON des Sigel ὦ, IU 8 

-7 184-48550-61 + LINE ASSEMBLY, Union at station 372 (approximately) to. . . 1 
union at station 393 (approximately) RH 

-8 184-48550-63 - LINE ASSEMBLY, Union at station 372 (approximately) to. . . 1 
union at station 393 (approximately) LH 

-ο AN837-6D sA ELBOW sta a aa ο ο a € x ee ee RN IEEE 2 

AN924 -6D oP NUT Ae Γον όλο κακο) “Sh νυν αν «ο cist M vue. 2 

2W1A140-48-40 . WASHER, Plain (ΝΑ). ......... ο n ei Rr e a he? Two iw, 2 

-10 184-48852-91 . LINE ASSEMBLY, Tanker drain station 424 to weld assembly. . l 

-11 AN783D6 eh DEB e a acao Wolg m oy ος Mee E 234-49; ο δι Ter a E l 

-12 AN919-6D a C REDUCER: Q0 a a a moda moa» Ὁ ee oe sl . ο a! e a Mee 1 

2W18-916 - WASHER, Flat (NA). . 0... .. . . .. . ee ww, 2 

AN924 -6D ar NUI ΘΗ έν μι ο an dejar a 1 

-13 184 -48550-73 - LINE ASSEMBLY, Bulkhead elbow to float switch tee LH. . ` A 1 


(station 424-5/8) 
LINE ASSEMBLY, Bulkhead elbow to float switch tee RH. . 

(station 424-5/8) 
LINE ASSEMBLY, Float switch to cross drain. 
VALVE (ΚΟΕ) . . . . 
GASKET. . . .. Ὁ 5 
CROSS . . . . . è 
UNION . . .. 2... ee δν It e 
LINE ASSEMBLY, Cross to overboard . . . . 
LINE ASSEMBLY, Pump seal drain to cross . 


. 
. 
m 


-14 184-48550-71 


-15 184-48550-75 
-16 7501-1 
MS29512-4 
-17 AN925-4D 
-18 anB15-4D 7 
-19 184 -48550-83 
a, -20 184 -48550-81 


oe ο ο 5 .. ο o 


. 
9. . © s è ο ο . 
. 


. . 
. . . . 
e .—. e ο 525 o : . 9 ὁ ο . 
. . . 
. 
. 


9. 0 ..... c3 8 

9 5 we ee 5$ » . 
e e o c] 9 c5 $ c£! » ο 
e.. 9 © . ο . 
eo 9 c 0 0 c ο ο αι 


Y -21 184-48550-77 LINE ASSEMBLY, Float switch to cross vent . " 
/ -22 184-48550-79 LINE ASSEMBLY, Drain pump to overboard drain lin 
-23 184 -48506 + FLOAT SWITCH AND PUMP ASSEMBLY, Combat tank. . 
ATTACHING PARTS " 
-24 ANY -4A e BOLT ον ο ο ear eo Ate M. sre Wd. ο wl Dicis jid 
2W18-416 . WASHER, Flat (NA) . . . . . . «cet a a wo ο JE a cw 
AN365-428 νυν dee acid de ei E IT DT V εν C -ᾱ 


---ᾱἘ..-- 


-25 AN816-4-4D NIPPLE. . . «. 


. 


ΠΠ ΟΠ ΑΦΗ ΟΡ For PRP RP RPP E γι ο 


-26 27470 os PUMP, Fuel special underground (AP) . . . . . . . . . , 

-27 AN833-4D πμ ecos die το oh ale, case Ie X Barbi cel ck dose Du 
AN924 -4D PA RI re ο ο et E ο αμα Sure fe 
MS29512-4 νον eie ae ce es el BIS! de bond a 

-28 AN832 -6D v. tus UNION aee ο Je oce a e boe ae $ po D o o ELT 
AN925 -6D νυ DII —L Ta 
MS29512-6 ο . .. .. ee eee ee tll 

-29 ANTAA3 τν Ἔν UA ο ο ο μα ο Ημ M 
2W18-416 - + WASHER, Flat (NA)... .... eee et 

-30 AN815-4D s; $5. ΠΌΝΟΝ ο ο ο ο αμ αμα ops 
MS29512-4 e τ, GASKET wie el e ο e a aa a 

-31 AN784D6 - e Ον κ aid αρα. 
AN724 -6D ο κ tere ο AN dec id a Ὁ κ 
MS29512-6 + e GASKET, o... «ον «νο ων νο νο ως 

-32 AN833 -6D EE DL qc. 

-33 GF5000 e o SWITCH (ANS)... o. « LL LLL Lec ο 2... . a 

ATTACHING PARTS 

-34 AN4-5A ss BOLT S You ο ο a Se ο at an Ban Bid ve Gere ae eap is 2 
2W18-416 + WASHER, Flat (ΝΔ). ......... . . ee eee 4 
AN365-428 τον Ὃν Ὃν. νην MEM a 2 

NOTE: # Denotes the incorporation of Service Change No. 340 α 


---.--------------------.-ᾱ-----.-------..κ»....----ων---π--------.--.--. 
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Group Assembly Parts List AN 01-60AAB-4 


FUSELAGE (Cont) 





FIGURE 118 - LH AND RH MAIN FUEL JUNCTION ASSEMBLIES 
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μυ μμ ο ei E 














-1 ANSH4 
-2 AN960D516L 
-3 146-48320 
-4 146-48340 
-5 AN924-16D 
-6 AF934-111 
-7 AN833-16D 
-8 WE451-1-1/4D 
-9 AN501-516-8 
-10 AN960D516L 
-11 146-48339 
-12 AN924 -20D 
-13 AF931 -116 
-14 AN833-20D 
-15 24242 
-16 AN503-10-10 
-17 AN960D10L 
-18 146-48333 
-19 AN960A10 
-20 146-48341-11 
-21 NAS51-25 
-22 134-48068 
|-93 146-48329 
-24 146-48343 
-25 134 -48067 
-26 2W1C9-30-43 
-27 160-48337 
-28 146-48344 
146-48324 -12 
-29 AN837-16D 
-30 AN924-16D 
-31 AF934-111 
-32 ANSAY 
-33 AN960D516L 
-34 πο, ΠΑ 
-35 WE451-1-1 
-36 146-48320 
-37 AN503-10-10 
-38 AN960D10L 
-39 146-48333 
-40 146 -48342 -12 
-41 NAS51-25 
-42 134 -48068 
-43 146-48329 
-44 146-48343 
-45 134 -48067 
-46 2W1C9-30-43 
-47 160-48338 
-48 146-48344 
-49 24242 
-50 146-48321 
-51 AN837-20D 
-52 AN924 -20D 
-53 AF934-116 


. 
. 
. 
. 
. 
. 
. 


. 
. 
. 
- 
. 
. 
. 
. 
. 
. 
. 
. 
. 


` SCREW . 


ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


BOLT; a ᾱ ὁ wore de, tee Us 


WASHER. Lou s 4i c. v voa v d 
ADAPTER, Main fuel junction . . κ 
ADAPTER, Main junction shut-off’ 
NUT eo) ods iene ον ο δ, 2 
PACKING... .. .... ea ee 
ELBOW oy oie: eee eee e 
VALVE, Fuel shut-off (WTR). . . 
SCREW. ............ 
WASHER. . . 7 Aare 

e 


BOSS, LH main junction cross 
NUT ras Seis? ων Se dede Vr wi ο ie di 
ΡΑΟΚΙΝΣ.......... ; 
ELBOW. . . . . . . . .. e tus 
VALVE, Fuel junction drain (KOE) 
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o AJ TANKER KIT 
FIGURE & PART UNITS USABLE S/C 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
119 184-89700 KIT, AJ tanker (used on tanks No. 001-No. 012) -----------—---------------- Ref * 
184-89700-60 KIT, AJ tanker (used on tanks No. 013-No. 036) ---------------- Ref * 
184-89700-80 KIT, AJ tanker (supersedes basic on tanks 001-012) Ref * 
-1 No Number FUEL TANKER TELEFLEX CONTROL DISCONNECT AND CLIMB VENT--- Ref 490Α 
CHECK VALVE ASSEMBLIES FITTINGS AND ATTACHING PARTS 
(see figure 120 for detail breakdown) 
-2 184-48110 TANK ASSEMBLY, Inflight refueling complete (used on 184-89700 and------ 1 515 ü 
184-89700-80) (see figure 121 for detail breakdown) 
184-48110-10 TANK ASSEMBLY, Inflight refueling complete (used on 184-89100-60) ----- 1 515 Β 
(see figure 121 for detail breakdown) . 
-3 184-48122 ADAPTER ASSEMBLY, Fuel tank filler (used on 184-89700 and 184-89700-80) 1 
184-48122-101 ADAPTER ASSEMBLY, Fuel tank filler (used on 184-89700-60)------------ 1 
-4 184-48121 NECK, Fuel tanker filler 1 
451 -Τ5-6185 CLAMP (MAR) ----------------- 2 
-5 AN365-832 NUT--------------------------- 12 515 
-6 AN936C8 WASHER---------------------------- 4 515 
-7 2W18 -8L WASHER, Flat (NA) 12 515 
-8 AN515-8R8 SCREW -------------------------------------------------------------- 12 515 
-9 AN520-10R10 SCREW ------------------------ 4 515 
. -10 9918-10 WASHER, Flat (NA) 8 515 
-11 184-48400 PANEL ASSEMBLY, Fuel tanker breakaway complete (used on 184-89700--- 1 515 
and 184-89700-80) (see figure 124 for detail breakdown) 
184-48476 PANEL ASSEMBLY, Inflight refueling breakaway (used on 184-89700-60) --- 1 515 i 
(for future procurement 184-48476 supersedes 184 -48400) 
(see figure 123 for detail breakdown) 

è -12 AN397-23 PIN ----------------------------------------------------------------- 2 515 
-13 2W18-716L WASHER, Flat (NA)----------------- ---------------------------------- 2 515 
-14 184-51405 PANEL ASSEMBLY, Instrument flight refueling operators ---------------- 1 503, 515 

(see figure 134 for detail breakdown) 
-15 AN520-10R8 SCREW -------------------------------------------------5----------5- 4 515 
-16 184-51409 SUPPORT ASSEMBLY, Flight refueling operator control panel outboard ---- 1 515 
-17 184-48472 TUBE ASSEMBLY, Fuel tanker dive vent pullaway 1 
-18 3H2-28-23 HOSE (NA) ------------------------------------------------ 1 
AN737RM74 CLAMP------- 4 
-19 3H2-23-23 HOSE (NA)---- 2 $15 
AN737RM66 CLAMP--------------------------------+-------------- 8 515 
-20 184-48376 FITTING, Refueling tank forward tank 1 
-21 AN365-428 ΝΟΊτ----------------------------------------------------------------- 1 
-22 2W18-416 WASHER, Flat (NA)- nd 2 
-23 AN4-25A BOLT ------------------------------------- -- 1 
-24 184-48310 CASTER ASSEMBLY, Refueling tank forward ------------ -- 1 
-25 184-48310-11 . CASTER SUBASSEMBLY, Refueling tank forward -------------------- 1 
-26 6779-2 CASTER (ΒΑ) ----------------------------------------------------. 1 
-27 AN365-524 NUT---------------------------------- 4 
-28 2W1AL24-28 -91 WASHER, Plain (NA)-------------------- 4 
-29 AN509-516-15 SCREW -------------------------------- 4 
-30 AN365 -524 NUT ---------------------.---------..------- 2 
-31 2W18-516 WASHER, Flat (ΝΑ)-------------------------- 2 
-32 AN5-80A BOLT ---------------------------- 2 
-33 184-48349 CASTER ASSEMBLY, Refueling tank aft 2 
-34 184 -48349-21 CASTER SUBASSEMBLY, Refueling tank aft -- 1 
-35 6779-2 CASTER (BA) 1 
-36 AN365-720 4 
-37 AN960D716 8 
-38 AN'1-13A 4 
-39 AN365-428 |  . Νῦτ----------------------------------------------------------------- 4 
-40 AN960D4 = 2 . ΨΑΘΒΗΕΒ------------------------------------------------------------- 4 
-41 AN4-600 | | ΒΟΕΙ-----------------------------------------------------------5--- 4 
-42 184-48394 SPACER, Refueling tank hoist adapter beam ----------------------------- 4 
-43 184-48393-1 BEAM, Refueling tank hoist adapter LH --------------------------------- 1 
184-48393-2 BEAM, Refueling tank hoist adapter RH --------------------------------- 1 
-44 184-48423 BREAKAWAY ASSEMBLY, Tanker fuel drain line ------------------------ 1 515 
AF934-8 PACKING 1 515 
184-54504-1 HARNESS ASSEMBLY, Inflight refueling (wiring diagram)--- 1 515 
-45 AN3108B24-21S PLUG 1 515 
AN3057-16A ADAPTER ---- 1 515 
-46 AN3106B24-21S PLUG 1 515 
AN3057-16A ADAPTER 1 515 
184-54504-5 HARNESS ASSEMBLY, Inflight refueling (wiring diagram)--- 1 515 
-47 AN3108B28 -15S PLUG 1 515 
AN3057-16A ADAPTER -- 1 515 
-48 AN3106B28 -15S PLUG 1 515 
AN3057-16A ΑΡΑΡΤΕΒ------------------------------------------ 1 515 
184-54504-2 HARNESS ASSEMBLY, Inflight refueling (wiring diagram)--- 1 515 
-49 AN3108B28 -21S PLUG --------------------------------------------- 1 515 
AN3057-16A ADAPTER 1 515 
-50 AN3106B28 -21S PLUG ----------------------------τ----------- 1 515 
AN3057-16A ADAPTER 1 515 
184-54524 PANEL ASSEMBLY, Electrical circuit breaker tanker (used on tanks 1 515 
001-012) (see figure 139 for detail breakdown) 
184-54524-101 PANEL ASSEMBLY, Electrical circuit breakder tanker (used on tanks ----- 1 515 A 
013-036) (see figure 139 for detail breakdown) 
A 
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FIGURE & PART UNITS s/c 
INDEX NO. NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. NO. 
120 * No Number FUEL TANKER TELEFLEX CONTROL DISCONNECT AND CLIMB ---------- Ref 490A 

VENT CHECK VALVES ASSEMBLIES FITTINGS AND 
ATTACHING PARTS (see figure 119 for next assembly) 
-1 184-48231 VALVE ASSEMBLY, Fuel tanker disconnect --------------------------- 1 490A 
-2 AN5H5A 5 16 490A 
-3 AN960D516 18 490A 
-4 184-48235 SOCKET, Fuel tanker transfer from bomb bay disconnect 1 490A 
-5 WE451-1-1/4 SLIDE VALVE, Motor operated (WTR) ---------------------------- 1 490A 
-6 184-48242 CHECK VALVE ASSEMBLY, Fuel tanker from bomb bay------------ 1 490A 
-T7 AN500A6-4 SCREW ---------------------------------------------------- 2 490A 
-8 1111-518111 VALVE, Overall hinge adapter wing check size ---------------- 1 490A 
(fuel service) (PA) 

-9 184-48423 ADAPTER, Fuel tanker transfer to bomb bay check valve ---- --- 1 490A 
-10 184-48244 GASKET, Fuel tanker from bomb bay check valve ------------------ 1 490A 
-11 184-48247 ADAPTER, Fuel tanker transfer shutoff valve --------------------- 1 490A 
-12 102447 SLIDE VALVE, Manually operated (WTR) ------------------------- 1 490A 
-13 184-48231-3 SUPPORT, Fuel tanker disconnect-------------------------------- 1 490A 
-14 1HS1 SWITCH (MCS) ------------------------------------------------- 1 490A 

MS2'121 ACTUATOR, Auxiliary type M (MCS) ----------------------------- 1 490A 

ATTACHING PARTS 

-15 AN365-632 i 2 490A 

AN960D6 2 490Α 

AN515-6R28 2 490A 

Woo usn 

-16 184-48234 > 1 490A 
-17 AN363-1032 NUT 12 490A, 515 
-18 2W18-10L WASHER, Flat (NA) 24 490A, 515 
-19 2W18-10 WASHER, Flat (NA) 4 490A 
-20 AN365-1032 NUT------------------------- 2 490A 
-21 AN3-32A BOLT ------------------------------ 1 490Α 
-22 AN3-5A BOLT ---------------------------------------- 2 490A 

184-48254 CAP ASSEMBLY, Fuel tanker disconnect socket -- 2 490A 
-23 184-48254-3 CAP, Fuel tanker disconnect socket 2 490A 
-24 AN934-117 ©. PACKING 2 4904 
-25 AN3-5A BOLT ----------- 9 490A 
-26 MS28741-20-0130 HOSE ASSEMBLY-- 1 490A 
-27 AN815-20D UNION-- ---------------------------2---- 1 515 
-28 MS29512-20 GASKET --------------------------------------------- 2 515 
-29 184-48250 FITTING, Fuel tanker cross feed to disconnect 1 515 
-30 AN924-20D NUT--------------------------- 1 515 
-31 AN833-20D ELBOW-------------~~-~----------------------------- 1 515 
-32 184-48225 VALVE ASSEMBLY, Fuel tanker climb vent check 1 515 
-33 184-48226 BODY, Fuel tanker climb vent check valve ---------- 1 515 
-34 AF934-133 PACKING 1 515 
-35 MS29513-222 GASKET ------------------------------------------------------- 1 515 
-36 184-48236 SOCKET ASSEMBLY, Fuel tanker climb vent disconnect ------------ 1 515 
337 AN500A6-6 SCREW ---------------------------------------------------- 2 515 
-38 1111-518113 VALVE, Overall hinge adapter wing check size ---------------- 1 515 

(fuel service) (PA) 

-39 184-48233 P SOCKET, Fuel tanker climb vent disconnect ----- -------------- 1 515 

184-48253 CAP ASSEMBLY, Fuel tanker vent disconnect socket ------------------- 1 515 
-40 184-48253-3 CAP, Fuel tanker vent disconnect socket -------------------------- 1 515 
-41 AN934-121 PACKING ττ--------------------------------- 1 515 
-42 AN500A8-4 SCREW ------------------- 3 490A 
-43 2W18-8L WASHER, Flat (NA) 3 490A 
-44 184-48238 SUPPORT, Fuel tanker transfer electrical valve ------------------- -- 1 490Α 
-45 184-48239-1 SUPPORT, Fuel tanker transfer manual valve LH ------------------ -- 1 490A 
-46 184-48239-2 SUPPORT, Fuel tanker transfer manual valve RH ------ -- 1 490A 
-47 184-48229 1 515 
-48 AN945-3 1 490A 
-49 AN393-19 1 490A 
-50 AN486-3 1 490A 
-51 C6334-32 TELESCOPIC UNIT ASSEMBLY, Flared type threaded end (TEX) ---- = 2 490A 
-52 184-48300 WASHER, Fuel tanker teleflex control -------------------------------- 4 490A 
-53 A5023-140 CONDUIT (aft) (TEX)------------------------------------------------ 1 490A 

A5507-240 CABLE ASSEMBLY, Quick disconnect terminal (aft) (TEX)-------------- 1 490A 
-54 C6691 CONDUIT QUICK DISCONNECT ASSEMBLY, Bulkhead mounting --------- 1 490A 

threaded type (TEX) 

-55 A5023-260 CONDUIT (fwd) (TEX) ----------------------------------------------- 1 490A 

A5507-290 CABLE ASSEMBLY, Quick disconnect terminal (fwd) (TEX) ------------- 1 490A 
-56 C6946-32-11 PUSH PULL UNIT, Plain No. 2 aircraft round handle (TEX)------------- 1 490A 
NOTE: * S. C. 490A and S. C. 515 remóve the above parts from the tanker package 

and install them as permanent provisions on the aircraft. (See figure 114). 
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St 
COMPLETE INFLIGHT REFUELING TANK ASSEMBLY 

FIGURE & PART : UNITS USABLE S/C 

INDEX NO. NUMBER 1 2 3 4 s 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 

121 184-48110 TANK ASSEMBLY, Inflight refueling complete (tanks 001-012)------------------ Ref 515 


(see figure 119 for next assembly) 



























184-48110-10 TANK ASSEMBLY, Inflight refueling complete (tanks 013-036)------------------ Ref 515 
(see figure 119 for next assembly) 
184-48110-20 TANK ASSEMBLY, Inflight refueling complete (tanks 037 and subs) ------------- Ref 
(see figure 120A for next assembly) 
-1 184-48105 - CELL INSTALLATION, Fuel tanker (tanks 001-036) (see figure 125 for------ Ret 515 
detail hreakdown) 
184-48336 + CELL INSTALLATION, Tanker package fuel (tanks 037 and Bubs) ---------- Ref 
(see figure 125 for detail breakdown) 
-2 184-48301 - TANKER INSTALLATION, Refueling (tanks 001-012) ---------------------------- Ref 515 
(see figure 130 for detail breakdown) 
184-48301-201 - TANKER INSTALLATION, Refueling (tanks 012-036) ---~------------------ Ref 515 
(see figure 130 for detail breakdown) 
184-48301-301 + TANKER INSTALLATION, Refueling (tanks 037 and subs) ---—----—--------- Ref 
(see figure 130 for detail breakdown) 
-3 184-48347 " REEL INSTALLATION, Refueling tank boom actuator mechanism ---------- Ref 515, 534, 535 
(see figure 131 for detail breakdown) 539, 540, 542 
4 184-51401 . EQUIPMENT INSTALLA TION, Instrument flight refueling package ----- — --- Ref 
(see figure 122 for breakdown) 
-5 184-54501 - EQUIPMENT INSTALLATION, Electrical flight refueling package ---------- Ref 
-6 184-58226 - HYDRAULIC INSTALLATION, Tanker kit (tanks 001-036) -----—-----—.--- Ret 515 
(see figure 136 for detail breakdown) 
184-58346 - HYDRAULIC INSTALLATION, Tanker (tanks 037 and subs)------------— —- Ref 
(see figure 136A for detail breakdown) 
-7 184-48178 - TUBE, Fuel tanker hose reel venturi outlet -----------------------------— 1 
3 3601 -40D - PIPE CONNECTOR (WTG) -------------—--—--_-. 3 
M329513-333 - PACKING -------------------------------------------.. 6 
3601 -48D + PIPE CONNECTOR (WTG) ~-—--~--------- ο... 1 
MS29513-337 - PACKING — —  — ο... 2 
-9 18448143 +. VENTURI ASSEMBLY, Fuel tanker flowmeter ----------------------.----.-.......... 1 
-10 184-48850-10 . LINE ASSEMBLY, Venturi outlet ---—------------ LL LLL Ln 1 
184-48151 - DUMPING INSTALLATION, Fuel αηκ--------------------------------..΄------- Ref 
-11 184-48155 z REEL ASSEMBLY, Tanker fuel dump system -------------~----------_ 1 
(see figure 132 for detail breakdown) 
184-48 206 + . PULLEY BRACKET ASSEMBLY, Fuel tanker dump --- 2 
-12 AN364 -524 0. . NUT 1 
-13 AN960D516L -  . .  WASHER--- 2 
-14 AN175-10A - . . BOLT 1 
-15 AN220-1 + κ  PULLEY--------—---------—--- 1 
-16 184-48227 + . TUBE ASSEMBLY, Fuel tanker dump -- 1 
-17 AN365-524 © a «. Νυτ----------------.----------... 1 
-18 AN960D516L - .  WASHER------—----—-------- 2 
-19 184-48223 w^ wh g GUIDE, Tanker fuel dump cable --- ---- -- 1 
-20 ANS-7A . e + BOLT e o ο... 1 
-41 RA2258-4 uf 7% TERMINAL, Quick detachable fitting for 3/32 7x7 cable (ACA)------ 1 
184-48249 $4. CABLE ASSEMBLY, Fuel tanker dump ---------------------------- 1 
-22 AN393-13 ov. PIN ------------------------------------------- ---- 1 
-23 ΑΝΘΘΟΡΙΟΙ, ks E 1 
-24 AN310-4 dr “by 1 
-25 AN960D416 - . ΝΑΡΒΕΒ----------------------------------------------------------- 2 
-26 184-48420 - . CHANNEL ASSEMBLY, Fuel dump line throwout ----===--- 1 
-27 146-524122 i - SPRING, Rudder control forward sector bungee ----------- 1 
-28 184—48411 + - SPRING PLATE, Fuel dump tube throwout --—----------- 1 
-29 7814 -428 -42 - - SCREW, Round head corrosion resistant (NA)--- ---—-—— 1 
-30 184-48275 + + DUMP LINE ASSEMBLY, Fuel tanker dump --—-—-—---------------- 1 
(see figure 133 for detail breakdown) 
-31 AN837~4 . ELBOW --------------------------------------------------------------- 1 
-32 AN924-4D : 3 
-33 AN934-8 E 3 
-34 AN804-4 A 1 
-35 MS 28741 -4-0140 1 
-36 MS 28741 -4-0264 7 1 
-37 MS 28741-4-0281 . HOSE ASSEMBLY----~---------- ------------------- ---~-------------—- 1 
184-48474 5 REEL MOTOR COOLING INSTALLATION, AJ tanker (used on tanks 001 -036) Ref 
-38 *184-48473-10 . COVER ASSEMBLY, Tanker reel motor cooling ---—====—Ñ============ 1 
(supersedes 184-48473 for future procurement) 
-39 *325-625-31255 - * CLAMP (MAR) --------------------------------------------------.-.- 1 
-40 *DA15-178 +. TRAP ψΒ) --------------------------------------------------------... 1 
-41 3-2088 + + HOSE ASSEMBLY (ARW) (used on tank 001 only) ---------------------- 1 
184-48477 s . HOSE ASSEMBLY, AJ tanker reel motor cooling --------------~------- 1 
(used on tanks 002-012) 
3AX3 - . HOSE ASSEMBLY (ARW) (used on tanks 013-036)------- -----------.-.. 1 
*184-51422 " THERMOSTAT ASSEMBLY, Flight refueling reel motor oil overhead ---—--- 1 
-42 *184-51421 "e FITTING, Flight refueling reel motor oil overhead thermostat---------- 1 
-43 *AN806D8 © + PLUG ------------------------------------------------------ 1 
44 * AN5290-8 - . GASKET ----------------------- 1 
45 * AN3436-2-2 2 R 1 
-45 * ANS15-4R4 plz 2 
*AN341-6 doe 2 
*AN936A6B S.l 2 
*AN961 -6 s . 2 
-41 *397-2 P COVER, Terminal block (HEGE) ---- 1 
-48 * AN559-1 - TERMINAL ----------------------------------------------------..... 
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COMPLETE INFLIGHT REFUELING TANK ASSEMBLY ) 
FIGURE & PART UNITS USABLE S/C 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE DER ASSY. ON CODE NO. 
121-49 *M1S1-2A à A THERMOSTAT (EDI) 1 
-50 * AN832-8D s UNION 1 
-51 *AN6290-8 s GASKET -- 2 σας 
-52 *AN924-8D 5 NUT------ 2 
-53 * AN837-8D A ELBOW 1 
-54 *184-48850-67 LINE ASSEMBLY, Thermostat assembly to hydraulic coupling bracket -- 1 K 
-55 S14A790 7 VARIABLE SCOOP ACTUA TOR KIT (FLRE) (used on tanks 001 -012) -------- 1 


Note: * indicates parts used on tanks 001-012. Parts for tanks 013-036 included on Reel Motor Assembly 
R14A002 (FLRE). Parts for tanks 037 and subsequent included on Hose Reel Assembly 205000 (FLRE). 
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FIGURE & PART UNITS USABIE S/C 
INDEX NO. NUMBER 23 4 5 6 7 NOMENCLATURE FER ASSY. ον CODE y 
122 184-51401 EQUIPMENT INSTALLATION, Instrument flight refueling package --———-——- Ref 

(see figure 121 for next assembly) 
-1 10C2B8-160 - CONDUIT (ΝΑ) -------------------------------------------------------------------------- 1 
-ᾱ 184-51402-7 . LEAD ASSEMBLY, Refueling tank forward probe to aft probe ——---—-————- 1 
184-51402-9 - LEAD ASSEMBLY, Refueling tank forward probe to aft probe -—---——-—- 1 
-ᾱ 184-51402-3 - LEAD ASSEMBLY, Amplifier to refueling tank forward probe -—-—-———- 1 
(used on tanks 001 -012) 
184-51402-5 - LEAD ASSEMBLY, Amplifier to refueling tank forward probe ----------------- 1 
(used on tanks 001-012) 
184-54504-7 - HARNESS ASSEMBLY, Inflight refueling (wiring diagram) (used ------------------- 1 
on tanks 001-012) 
4 AN3106B20-27S - . PLUG (used on tanks 001-013)-----------------------------------------------------.. 1 
AN3057-12A - . ADAPTER (used on tanks 001-012)--------------------------------------------------..-- 1 
3 AN3106B14S9S - . PLUG (used on tanks 001-0132)------------------------------------------------- 1 
AN3057-6A - . ADAPTER (used on tanks 001-012)---——---—-—---—-—-——————-.— . 1. 
n AN3106B18-18P - . PLUG (used on tanks 001-012)----------------------------------------------- 1 
AN3057-10A - . ADAPTER (used an tanks 001-012)------------------------------------- 1 
-1 AN3106B14S2P - . PLUG (used on tanks 001-012)------------------------------------------------ 1 
AN3057-6A - . ADAPTER (used on tanks 001-012)-------------------------------------- ALL 1 
3 AN3106B14S5P - . PLUG (used on tanks 001 -012)---------------------------------------------. Hi 1 
AN3057-6A CAM! 1 
-9 AN3108B14S5S oy ας 1 
AN3057-6A " 1 
-10 AN3108B1482S e su 1 
AN3057-6A - . ADAPTER (used on tanks 001-012)------------------------------------------. — 1 
-11 9100-28-15P - . NIPPLE, Breakaway coupling (WIG) -------------------------------------- — 1 
AN3057-20A - . ADAPTER (used on tanks 001-012)-—-- 1 
-12 AN3106B28-21S - . PLUG (used on tanks 001-012)------------------------------------------------- ----- 43 
AN3057-16A - . ADAPTER (used on tanks 001-012) - 1 
184-54504-14 - HARNESS ASSEMBLY, Inflight refueling (wiring diagram) ------------------. — 1 
(used on tanks 013-036) 
-13 9100-28-15P - . NIPPLE, Breakaway coupling (WIG) ----------------------------------------- E 1 
(used on tanks 013-036) 
AN3057-20A - . ADAPTER (used on tanks 013-036)----------------------------------------------- ae 1 
-14 AN3106B28-21S - - PLUG (used on tanks 013-036) --------------------------------------- SET 1 
AN3057-16A - . ADAPTER (used on tanks 013-036)---—--—-—----—-— —--——-—-—— 1 
-15 AN3106B20-27S - PLUG (used on tanks 013-036)--------------------------__-_______ 1 
AN3057-12A - . ADAPTER (used on tanks 013-035) ——-—-——-—-—-—-—-- A 1 
-16 ANS3106B14S9S - -. PLUG (used on tanks 013-056)-------------------------------------------------------- 1 
AN3057-6A - . ADAPTER (used an tanks 013-036)------ 1 
17 AN3106B18-18P - + PLUG (used on tanks 013-036)——--—------—----——--——--—— — 1 
AN3057-10A - - ADAPTER (used on tanks 013-036)------ 1 
-18 AN3106B14S2P - . PLUG (used on tanks 013-036)-—--—-—--—---—- 1 
ΑΝΣΟ5Ί-6Α - . ADAPTER (used on tanks 013-036)----------------------------------------------------- 1 
-19 AN3106B14S5P - . PLUG (used on tanks 013-036)------------------------------------------------------ == 1 
AN3057-6A - . ADAPTER (used on tanks 018-036)---------------------------------------------------- 1 
-20 AN3108B14S55 - . PLUG (used on tanks 013-036 --------------------------------------------------------------- 1 
AN305'1-6A - . ADAPTER (used on tanks 013-036)----------------------------------------------------- 1 
-21 AN3108B14S2S - . PLUG (used on tanks Ο15-056)--------------------------------------------------------------- 1 
AN3057-6A - . ADAPTER (used on tanks 013-036)---------------------------------------------------- 1 
-22 184-51402-11 - . LEAD ASSEMBLY, Amplifier to refueling tank forward probe —-—-———- 1 
(used on tanks 013-036) 
184-51402-13 $ LEAD ASSEMBLY, Amplifier to refueling tank forward probe ——-—— 1 
(used on tanks 013-035) 
184-54531-11 HARNESS ASSEMBLY, Electrical flight refueling (used on tanks 036 -------- 1 
and subs 
-23 16512-1A - AMPLIFIER, Fuel flow (ECP) (used on tanks 001-012) -------------------------------- 1 
AN520-10R10 - SCREW (used on tanks 001-012) ------------------------------------------------------------ 3 
2W18-10 - WASHER, Flat (NA) (used on tanks 001-012) ----------------------------------------------- 3 
-24 16512-1A - AMPLIFIER, Fuel flow (ECP) (used on tanks 015-) ----------------------------------- 1 
AN520-10R10 - SCREW (used on tanks 013-) ------------------------------------------------------------ 3 
2W18-10 - WASHER, Fiat (NA) (used on tanks 013-) -— ——-—-—--— ——-——— 3 
-25 EK4A1 - FILTER (ECP) (used on tanks 001-012) ------------ 1 
AN520-10R10 - SCREW (used on tanks 001-012) --——---——---—--------— 2 
2W18-10 - WASHER, Fiat (NA) (used on tanks 001-012) --------—--————--——-—- 2 
-26 EK4A1 - FILTER (ECP) (used on tanks 013-) --------------------------------------------------- 1 
AN520-10R10 - SCREW (used on tanks 013-) --------------------------------------- ——— 2 
2918-10 - WASHER, Flat (NA) (used on tanks 013-) --------------------------------------------- 2 
-27 382000 - AMPLIFIER ASSEMBLY, Pacitron gage model "A" (5Α) ----------------------------- 1 
(used on tanks 001-012) 
384000 RACK ASSEMBLY, Amplifier bridge calibrated pacitron gage —-————— 1 
mounting (SA) (used on tanks 001 -012) 
385000 - CALIBRATOR ASSEMBLY, Pacitron gage model "A" bridge (SA) —————-— 1 
(used on tanks 001-012) 
AN520-10R10 - SCREW (used on tanks 001-012) ----------------------------------------------- -— 8 
2W18-10 - WASHER, Fiat (NA) (used on tanks 001-012) --------------------------------------------- 8 
-28 382000 - AMPLIFIER ASSEMBLY, Pacitron gage model "A" (SA) ——-—-—--——-— 1 
(used an tank 013-) 
384000 - RACK ASSEMBLY, Amplifier bridge calibrated pacitron --—-—-—-——-— 1 
gage mounting (SA) (used on tanks 013-) 
385000 - CALIBRATOR ASSEMBLY, Pacitron gage model "A" bridge (SA) —————— 1 
(used on tanks 013-) 
ANS20-10R10 SCREW (used on tanks 013-) ——---—-—-——---------—--————-.—————- 8 
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INSTRUMENT FLIGHT REFUELING PACKAGE EQUIPMENT INSTALLATION y 
FIGURE 4 PART UNITS USABLE S/C l 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
122 2W18-10 WASHER, Flat (NA) (used on tanks 013-) --------------------------------- 8 
-29 184-51415 BOX ASSEMBLY, Fuel flow meter density resistor junction ---------------- 1 
(used on tanks 001-012) ο, 
-30 184-51415 BOX ASSEMBLY, Fuel flow meter density resistor junction ---------------- 1 
(used on tanks 013-) 
. ATTACHING PARTS κ 
AN520-10R10 SCREW --------------------------------------------------------------- 2 
2W18-10 WASHER, Flat (NA) -----------------------------------------------5--- 2 
---δΚ--- 
-31 184-51415-11 BOX SUB ASSEMBLY, Fuel flow meter density ----------------------- 1 
resistor junction 
-32 184-51415-13 COVER SUB ASSEMBLY, Fuel flow meter density resistor ------------ 1 
-33 AN515-6R8 SCREW ----------------------------------------------------------- 2 
-34 AN960D6L WASHER 2 
184-51415-15 LEAD SUB ASSEMBLY, Fuel flow meter density resistor junction - 1 
-35 AN3057-6A ADAPTER 1 
-36 AN3106B14S0P PLUG 1 
-37 AN3057-4A ADAPTER 1 
-38 AN3066 -4 NUT --------------------------------------------------- 1 
-39 AN3064-4 CONNECTOR --------------------- 1 B 
-40 1013 RESISTOR (OM) 1 
-41 AN341-4 NUT ----------------------------- 2 
-42 AN936B4B WASHER ------------------------- 2 
-43 AN507B440R6 . SCREW --------------------------- 2 
-44 184-48107 SUPPORT, Fuel quantity transmitter ---- 4 
AN520-10R10 SCREW ----------------------------------- 8 " 
2W18-10 WASHER, Flat (NA) 6 
AN365-1032 NUT -------------------------------------------------------5-----5-55 8 
-45 381001J0275 TANK UNIT, Non-compensated 4000 BC 250 MB siugle -------------------- 1 
entry top mounted pacitron gage (aft) (SA) 
-46 381001K0276 TANK UNIT, Non-compensated 4000 BC 250 MB dual entry ----------------- 1 
top mounted pacitron gage (fwd) (SA) 
-47 184-51420 BRACKET ASSEMBLY, Flight refueling fuel pressure transmitter ---------- 1 
-48 AN8008D1 INSULATOR 4 
-49 AN515B8R20 SCREW --------------- 4 
AN8013D1 WASHER ------ 8 
AN365 -832 NUT ---------- 4 
-50 AN515-6R10 SCREW -------------------------------------------------------------- 4 
-51 7107-30-A51 TRANSMITTER. Fuel pressure (ECP) (supersedes 7703-30A5-2 (ECP) ------ 1 
for future procurement) 
-52 175-51073 PLUG, Booster pressure transmitter breather 1 
-53 AN924-4D NUT----------- ----- 1 
-54 AN934-8 PACKING --------------- 1 
-55 AN833 -4D ELBOW ----------------- 1 
-56 AN515B8R10 SCREW ----------------- 4 
-57 2W18-8 WASHER, Flat (NA) --------------------------------------------------- 4 
-58 7708-44-A12-1 TRANSMITTER, Differential pressure (ECP) (supersedes 7704-44A12-1 ---- 1 
(ECP) for future procurement) 
-59 AN832-4D 1 
-60 AN833 -4D 1 
-61 AN924-4D 2 
-62 AN934-8 2 
184-54513-17 1 515 
184-54531-11 1 
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COMPLETE FUEL TANKER BREAKAWAY PANEL ASSEMBLY 
FIGURE & PART UNITS USABLE S/C 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
123 184-48476 PANEL ASSEMBLY, Inflight refueling breakaway ----------------..---...---.. Ref 515 
(supersedes 184-48400 for future procurement) 
(used on tanker kits 013-036) (see figure 119 
for next assembly) 
-1 AN833-12D ELBOW 2 
2W18-1716 2 
AN924-12D 2 
-2 AN837-12D 1 
AN6289-12D 1 
AN6291-12 1 
AN6290-12 1 
-3 184-58809-35 1 
-4 AN919-18D 1 
AN6290-12 1 
AN6290-6 1 
-5 AN6280-6 |  .  VALVE----- 5 
-6 AN815-6D | .  UNION------ 1 
AN6290-6 GASKET 1 
-7 184-58809-59 LINE ASSEMBLY, Pressure tee in pressure line to tee in 1 
Selector valve 
-8 AN937-6D ELBOW-------.---.-.....--.. 1 
AN6289-6D 1 
AN6291-6 1 
AN6290-6 1 
-9 AN894D6-4 1 
AN6290-4 - 1 
-10 184-58809-51 LINE ASSEMBLY, Emergency pressure from accumulator to tee -------- i. 
in pressure line : 
-11 184-58809-45 LINE ASSEMBLY, Air line bulkhead elbow to tee in gage 1 
-12 AN833-6D ELBOW 2 
AN6289-6D NUT--------- 2 
AN6291-6 RING -------------- 2 
AN6290-6 GASKET 2 
-13 AN893-12D BUSHING 1 
AN6290-8 GASKET 1 
-14 175-58051 ACCUMULATOR ASSEMBLY, Hydraulic 60 cubic inches 1 
(see figure 137 for detail breakdown) 
-15 AN6280-12 ΥΑΙΝΕ----------------------------------------------------------.- 1 
-16 AN815-12D UNION ---- 2 
AN6290-12 2 
-17 184-58235-50 HOSE ASSEMBLY, Refueling tank breakaway panel 2 
-18 184-58235-20 HOSE ASSEMBLY, Refueling tank breakaway panel 1 
-18 184-58235-60 HOSE ASSEMBLY, Refueling tank breakaway panel 1 
-20 184-58235 HOSE ASSEMBLY, Refueling tank breakaway panel 1 
-21 184-58235-40 Refueling tank breakaway panel -- 1 
-22 AN926-12D 1 
-23 6020E12 1 515 
Y AN6289D12 1 515 
# AN6291-12 1 515 
# AN6290-12 2 515 
# AN939D12 1 515 
# AN815-12D 1 515 
-24 6020E12 SOCKET ASSEMBLY, Breakaway self sealing (WIG) 1 515 
* AN6289D12 NUT 1 515 
# AN6291-12 1 515 
$ AN6290-12 2 515 
* AN939D12 1 515 
8 AN815-12D 1 515 
-25 AN893-13D 1 
AN6290-12 1 
-26 6005D12 NIPPLE ASSEMBLY, Self sealing (WIG) - -- 2 515 
-27 AN833-4D ΕΓΒΟΝ----------------------------------.-.---.. 3 
AN6289-4D 3 
AN6291-4 3 
AN6290-4 3 
-28 AN833-4D 1 
2W18-716 1 
AN924-4D 1 
-29 184-58809-43 1 
-30 AN919-6D 2 
AN6290-4 2 
-31 11130-1 1 
-32 AN832-4D 1 
AN6289-4D 1 
AN6291-4 1 
AN6290-4 2 
-33 AN938D4 2 
-34 AN6290-4 5 
-35 AN6291-4 3 
-36 AN6289-4D 3 
-37 AN832-4D 1 
-38 AN833-4D 1 
-39 AN894D6-4 
241 
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FIGURE 123 - COMPLETE FUEL TANKER BREAKAWAY PANEL ASSEMBLY 
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COMPLETE FUEL TANKER BREAKAWAY PANEL ASSEMBLY 

















FIGURE & PART UNITS s/c 
INDEX NO. NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. NO. 
123 -40 AN6290-6 GASKET ----------------------------------------------------------- 3 

-41 AN6291-6 RING ----------------------------------------- 2 
-42 AN6289-6D NUT > MMMM 2 
-43 AN804-6D ΤΕε------------------------------------------------- 1 
-44 184-58809-55 1 
-45 184-58809-57 1 
-46 AN834-4D TEE--------------------~----------------------------+------- 17 
-47 184-58809-47 1 
-48 AN5771-7A GAGE --------------------------------------------- 1 
-49 AN924-10D NUT--------------------------- 1 
-50 2W18-1416 WASHER, Flat (NA) 1. 
-51 187-58334 ADAPTER, Hydraulic accumulator air valve-------------------- 1 
-52 AN6287-1 ΥΑΙΥ͂Β----------------------------------------------------- 1 
-53 600556 NIPPLE ASSEMBLY, Self sealing (ΝΠΩ)------------------------ 3 515 
-54 6020E6 SOCKET ASSEMBLY, Breakaway self sealing (WIG) - ----- 3 515 
# AN6290-6 GASKET 4 515 
# AN6291-6 RING ----- 2 515 
# AN6289D6 NUT------ 2 515 
# AN939D6 ELBOW--- 2 515 
# AN815-6D UNION------------ 2 515 
-55 AN919-6D REDUCER 1 
AN6290-6 GASKET 1 
-56 1V4-12-30 1 
-57 AN919-6D REDUCER 1 
AN6290-6 GASKET --------------- 1 
AN6290-4 ΟΑΡΚΕΤ--------------------------------------------- 1 
-58 10-1006 1 
-59 184-58235-70 HOSE ASSEMBLY, Refueling tank breakaway panel 1 515 
AN6292-12-72 HOSE ASSEMBLY---------------------------------- 1 515 
-60 AN161-46RL 2 
-61 AN155-46L 2 
-62 AN161-46LL 2 
-63 AN45-4A 2 
2W18-516 2 
AN365-524 2 
-64 AN784-12D 1 
AN6289-12D 1: 
AN6291-12 1 
AN6290-12 . 1-: 
-65 25670 VALVE ASSEMBLY, Shut-off pilot manually controlled 1 
normally closed (AP) 
-66 AN815-6D Ὀνιον------------------------------------------------------------- 1 
-67 184-48351-100 PANEL ASSEMBLY, Refueling tank breaka way fitting support 1 515 
184-58341 PANEL ASSEMBLY, Refueling tank forward breakaway (complete) ------- 1 515 
#* 184-58338 PANEL ASSEMBLY, Refueling tank forward ταση ἐ------------ 1 515 
fit support 
184-54504-3 HARNESS ASSEMBLY, Inflight refueling -------------------------- 1 515 
# 184-54513-13 HARNESS ASSEMBLY, Inflight refueling -------------------------- 1 515 
* 184-54513-21 HARNESS ASSEMBLY, Inflight refueling ------------------------------ 1 515 
-68 184-58809-53 LINE ASSEMBLY, Motor pressure from bulkhead elbow to tee----------~- 1 


in pressure line 


NOTE: f Indicates integral parts of 184-58341 panel added by S. C, 515 to aircraft 
not having tanker package 
* Added by S. C. 515 to aircraft having tanker package. Parts marked #, in 
this case, are integral parts of 184-48476 
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FIGURE 124 - COMPLETE FUEL TANKER BREAKAWAY PANEL ASSEMBLY 
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COMPLETE FUEL TANKER BREAKAWAY PANEL ASSE MBLY 





FIGURE 8 PART UNITS USABLE s/c 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
124 184-48400 PANEL ASSEMBLY, Complete fuel tanker breakaway--------- iene aay Ref 515 A 


(superseded by 184-48476 for future procurement) 
(184-48400 may be used with tanker kits 001-012) 
(see figure 119 for next assembly) 





-1 AN833-6D a URLBOW* A A  α οομο κοα-ς 
-2 AN6289-6D o Evo PEE A 
-3 AN6291-6 v.e URING ο πον αι on iere era 

-4 AN6290-6 . GASKET --------------------------------------------------- 

-5 1V4-12-30 . VALVE ASSEMBLY, Hydraulic one-way restrictor (NA) 

-6 AN919-6D . REDUCER --------------------------------------------------------- 
-7 AN6290-4 . GASKET ----------------------------------------------------------- 
-8 AN837-12D . ΕΙΡΟΥ͂------------------------------------------------------------ 
-9 184-58809-35 . LINE ASSEMBLY, Pressure shut off valve to 45% elbow----------------- 
-10 184-58235-10 . HOSE ASSEMBLY, Refueling tank breakaway panel --------------------- 


515 
AN6292-12-72 HOSE ASSEMBLY 515 i 









RB G4» bo bO B2 4» DO DO BO D BO i HY NE ορ BO e OW ον B9 








-11 AN815-12D 
AN6290-12 
-12 AN365-524 
-13 AN960D516 
-14 AN45-4A 
-15 AN395-19 
-16 AN161-46LL 
-17 AN155-46L 
-18 AN161-46RL 
-19 AN960D516L i 
-20 25670 . VALVE ASSEMBLY, Shut off pilot manually controlled------------------ 
normally closed (AP) 
-21 AN784D12 1 
AN6289-12D 1 
AN6291-12 1 
AN6290-12 1 
-22 AN919-18D 1 
AN6290-12 1 
AN6290-6 1 
-23 184-58809-33 τ 1 
-24 AN6280-6 - ΝΑΓΥΕ------------------------------------------------------ 2 
-25 6020E6 s 3. 515 
# AN6290-6 4 515 
# AN6291-6 2 515 
# AN6289D6 2 515 
# AN939D6 2 515 
# AN815-6D 2 515 
-26 6005D6 3 515 
-27 AN834-6D 1 
AN6389-6D 1 
AN6291-6 1 
AN6290-6 1 
-28 184-58809-61 LINE ASSEMBLY, Pressure tee in pressure line to 1 
selector valve 
-29 AN833-6D 3 
AN6289-6D 3 
AN6291-6 3 
AN6290-6 3 
-30 AN784-6D » 1 
AN6289-6D 1 
AN6291-6 1 
AN6290-6 1 
-31 AN834D6 1 
AN6289-6D 1 
AN6291-6 1 
AN6290-6 1 
-32 184-58809-31 LINE ASSEMBLY, Pressure selector valve to dump valve-- 1 
-33 11510 y VALVE ASSEMBLY, Hydraulic solenoid selector (MVEM)-- 1 
-34 AN815-6D i UNION------------------------ -- 1 
-35 AN833-4D . ELBOW- ------------------------------------ 1 
AN6389-4D i NUT ---- ---------------------------------------------- 1 
AN6291-4 : RING ------------------------------------------------- 1 
AN6290-4 , 6ΑΞΘΚΕΤ------------ττ-------------------------------- 1 
-36 184-58809-25 S LINE ASSEMBLY, Air line accumulator to gage 1 
-37 6005D12 ν NIPPLE ASSEMBLY, Self sealing (WIG)------------------------------- 1 515 
-38 6020E12 5 SOCKET ASSEMBLY, Breakaway self sealing (WIG) 1 515 
8 AN6290-12 è GASKET 2 515 
# AN6291-12 á RING ------------------ 1 515 
$ AN6289D12 s NUT------------------- 1 515 
# AN939D12 ‘ ELBOW------ 1 515 
# AN815-12D " UNION------- 1 515 
-39 AN815-12D i UNION----- 1 
-40 AN6290-12 i GASKET -- 3 
-41 AN926-12D $ TEE------ 1 
-42 AN6291-12 ‘ RING --- 1 
-43 AN6289-12D τ NUT------- 1 
-44 AN893-13D x BUSHING 1 
-45 184-48351 $ PANEL ASSEMBLY, Refueling tank breakaway fitting support 1 
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EM CEU A τι A ee 
AGURE 4 PART UNITS USABLE S/C 
124 184-58341 . PANEL ASSEMBLY, Refueling tank forward breakaway (complete) ------- 1 515 
#* 184-58338 . . PANEL ASSEMBLY, Refueling tank forward breakaway ------------- 1 515 
fit support 

184-54054-3 4 ; HARNESS ASSEMBLY, Inflight refueling 1 515 

4 184-54513-13 ” s HARNESS ASSEMBLY, Inflight refueling 1 515 

# 184-54513-21 . HARNESS ASSEMBLY, Inflight refueling ------------------------------ 1 515 
-46 155-58051 . ACCUMULATOR ASSEMBLY, Hydraulic 60 cubic inches ---------------- 1 

(see figure 137 for detail breakdown) 2 
-47 184-58235-40 . HOSE ASSEMBLY, Reíueling tank breakaway panel 1 
-48 184-58235-20 š HOSE ASSEMBLY, Refueling tank breakaway panel -- 1 
-49 184-58235 š HOSE ASSEMBLY, Refueling tarik breakaway panel 1 
-50 184-58809-27 - . LINE ASSEMBLY, Emergency pressure accumulator to tee 1 
-51 184-58809-60 x HOSE ASSEMBLY, Refueling tank breakaway panel 1 
-52 184-58809-23 5 LINE ASSEMBLY, Air line filler valve to gage---------------- 1 
-53 184-58235-50 HOSE ASSEMBLY, Refueling tank breakaway panel ------------ 2 
-54 AN804-4D 1 
AN6289-4D 1 
AN6291-4 1 
AN6290-4 1 
-55 AN5771-7A 1 
-56 AN6280-12 1 a 
-57 AN833-12D 1 
AN6289-12D 1 
AN6291-12 à 3 1 
AN6290-12 7 GASKET. 1 
-58 10-1006 5 VALVE ASSEMBLY, Hydraulic shut off (PAET) ------------------------ 1 
-59 AN6287-1 , . VALVE ----------- ÓN 1 7 

-60 187-58334 . ADAPTER, Hydraulic accumulator air valve 1 
-61 AN960D1416 1 
-62 AN924-10D 1 


NOTE: # Indicates integral parts of 184-58341 panel added by S.C. 515 to aircraft 
not having tanker package . 
* Added by S. C. 515 to aircraft having tanker package. Parts marked +, 
in this case, are integral parts of 184-48476 


———M———————— O Mee inno 
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e FUEL TANKER CELL INSTALLATION 
FIGURE & PART UNITS USABLE s/c 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE O. 
125 184-48105 CELL INSTALLATION, Fuel tanker (used on tanks 001-036)----------------- Ref 
(see figure 121 for next assembly) 
184-48336 CELL INSTALLATION, Tanker package fuel------------------------------- Ref 
(used on tanks 037 and subs) 
(see figure 121 for next assembly) 
No Number REAR FUEL CELL FITTINGS AND EQUIPMENT----------------------- Ref 
(see figure 126 for detail breakdown) 
-1 184-48111 CELL ASSEMBLY, Fuel tanker forward------------------------------- 1 
(see figure 128 for breakdown) 
-2 184-48850-63 LINE ASSEMBLY, Upper thermal relief------------------------------- 1 
-3 184-48125 PLATE ASSEMBLY, Fuel tank relief valve ---------------------------- 1 
-4 AN365-428 . Νυτ----------------------------------------------------------- 8 
-5 AN960D416 WASHER (used on tanks 001-036) --------------------------------- 8 
2W18-416 WASHER, Flat (NA) (used on tanks 037 and subs)- - -- - -------------- 8 
-6 AN4-13 BOLT --------------------------------------------------------- 4 
AN4-11 BOLT --------------------------------------------------------- 4 
-7 201AG1/4 LOCK-O-SEAL (WCFA) ----------------- - 8 
-8 AN762D20-24 ΕΙΒΟΥΨ---------------------------------------------------- - 1 
7 -9 AN756D24 ῬΙΑΤΕ---------------------------------------------------- - 1 
-10 184-48432 GASKET, Fuel tanker relief valve ---------------------------- -- 3 
-11 184-48127 PLATE, Fuel tanker relief valve ---------------------- -- 1 
-12 184-48454 FITTING ASSEMBLY, Pressure relief and transfer lines - -- 1 
-13 5067 VALVE, Relief (CAJC) - 1 
-14 AN815-8D UNION------------------------ -- 1 
* -15 MS29512-8 GASKET ------------------------------------------ -- 1 
-16 FCA25751 GASKET, Seal fuel only (USR) (used on tanks 001-036) -------------- - 1 | 
FCB25751 GASKET, Seal fuel only (used on tanks 037 and subs) -------- -- 1 
-17 184-48256 BRACKET, Fuel tanker level control valve and plate support - -- 2 
-18 AN4-5A BOLT --------------------------------------------------- - 4 
-19 AN960D416 WASHER (used on tanks 001-036) --------------------------------- -- 12 | 
2W18-416 WASHER, Flat (NA) (used on tanks 037 and subs)---- --------------- -- 12 
-20 AN365- 1032 ΝυΤτ----------------------------------------------------------- -- 13 
-21 AN960D10 WASHER (used on tanks 001-036) --------------------------------- -- 23 i 
2W18-10 WASHER, Flat (NA) (used on tanks 037 and subs)------------------- - 23 
-22 AN3-4A BOLT --------------------------------------------------------- -- 8 
-23 MS28741-20-21 HOSE ASSEMBLY (used on tanks 001-036) ------------------------- -- 1 
MS28741-20-021 HOSE ASSEMBLY (used on tanks 037 and subs)--------------------- -- 1 
-24 MS28741-20-23-1/2 HOSE ASSEMBLY (used on tanks 001, 003-007) -- - 1 
MS28'141-20-24-1/2 HOSE ASSEMBLY (used on tanks 002, 008-036) -- - 1 | 
MS28741-0244 HOSE ASSEMBLY (used on tanks 037 and subs) ------------- -- 1 
-25 184-48241 BAYONET, Fuel tanker transfer to bomb bay shut-off valve - -- 1 
-26 184-48246 BAYONET, Fuel tanker transfer from bomb bay ----------- - 1 
-27 AN3-21A BOLT --------------------------------------- -- 2 
-28 2W1AL14-42-064 WASHER, Plain (NA)---------------- -- 4 
-29 NAS43DD3-3 SPACER ------------------------------------------ - 2 
-30 AN3-5A BOLT -------------------------------------------- - 2 
-31 184-48257 SUPPORT, Fuel tanker disconnect bayonet ----------- - 2 
-32 184-48115 ADAPTER ASSEMBLY, Fuel tanker climb vent ------- - 1 
-33 FCB25727 GASKET, Seal fuel only (USR)-- -- ------------------- - 1 
-34 184-48131 SUPPORT, Fuel tanker climb vent elbow ------------------------------ 2 
-35 AN4H5A BOLT ------------------------------------------------------------- 4 
-36 3H2-24-33 HOSE (NA) (used on tank 4001) ------- - 1 
3H2-24-37 HOSE (NA) (used on tank #002) ---------------------- - 1 
-37 184-48228 BAYONET, Fuel tanker climb vent ------------------ - 1 
-38 MS29513-21 = . ΡΑΟΚΙΝΩ͂ ---------------------------------------------------------- 1 
-39 AN924-12D |  .. ΝΟΙ--------------------------------------------------------------- 1 
-40 AN837-12D — 1. ΕΓΒΟΥ------------------------------------------------ -- 1 
-41 MS28741-12-14-1/2 HOSE ASSEMBLY (used on tanks 001-036) ----------------- -- 1 i 
MS28741-0144 HOSE ASSEMBLY (used on tanks 037 and subs)- -- 1 
-42 AN815-12D ΌΝΙΟΝ--------------------------------------------------------- - 2 
-43 184-48850-57 LINE ASSEMBLY, Tanker cell transfer upper --------------------- 1 
-44 184-48850-55 LINE ASSEMBLY, Tanker cell transfer lower 1 
-45 MS29513-260 1 
-46 184-48144 1 
-47 AN945-3 2 
-48 AN3-12A 1 
-49 184-48429 CAP ASSEMBLY, Fuel tanker filler --------------- 1 
2651-1 CAP ASSEMBLY, 4 inch recessed type (RYY)---------- 1 
-50 184-48431 FILLER NECK, Inflight refueling tanker ----------- 1 
-51 AN4H7A BOLT -------------------------- ----- 16 
-52 AN960D416 WASHER (used on tanks 001-036) -------------------- 16 
2W18-416 WASHER, Flat (NA) (used on tanks 037 and subs)----------- 16 
-53 184-48123 GASKET, Fuel tanker filler nipple------------------------ 1 
-54 184-48120 SCUPPER, Fuel tanker filler ---------------------------- 1 
-55 184-48124 GASKET, Fuel tanker filler scupper ---------------------- 1 
-56 FCB25723 GASKET, Seal fuel only circular compression fittings (USR)- 1 
-57 MS29512-6 GASKET 1 
-58 AN924-6D NUT----------- 2 
-99 AN837-6D ELBOW------------------------------------ 2 
-60 184-48850-45 LINE ASSEMBLY, Filler scupper upper drain ------------------------- 1 
-61 AN960D916 WASHER (used on tanks 001-036) --------------------------------- i 1 I 
2W18-916 WASHER, Flat (NA) (used on tanks 037 and subs)-- -- ------- - 1 
-62 184-48850-47 LINE ASSEMBLY, Filler scupper lower drain -------- -- 1 
-63 AN4H3A BOLT -------------------------------------------- - 36 
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e FUEL TANKER CELL INSTALLATION 
FIGURE & PART UNITS USABLE S/C 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 

125 AN960D416 WASHER (used on tanks 001-036) --------------- rn 36 | 

2W18-416 . WASHER, Flat (NA) (used on tanks 037 and subs)----------------------- 36 

-64 FCB25'53 . GASKET, Seal fuel only compression fittings FCD20088 (USR) ---------- 1 

-65 AN310-4 i NUT---~-------------------------------+------- ————— 48 

-66 AN960D416 . WASHER (used on tanks 001-036) ------------------------------------- 96 

2W18-416 - WASHER, Flat (NA) (used on tanks 037 and subs)---- ------------------- 96 

-67 AN4-44 BOLT meses 48 

-68 AN4H3A BOUT EE 4 

-69 AN960D416 WASHER (used on tanks 001-036)------------------------------------- 4 

2W18-416 WASHER, Flat (NA) (used on tanks 037 and subs)----------------------- 4 

-70 K83501-1 DRAIN VALVE, 7/16-20 straight thread (ΚΟΕ}------------------------- 1 

-τι MS29512-4 PACKING ---------------------------------------------------------- 1 

-72 175-48483 FITTING, Fuel bomb bay tank sump drain ----------------------------- 1 

-73 FCB25714 GASKET, Seal fuel only compression fittings (USR)--------------------- 1 

-74 FCB25721 GASKET, Seal fuel only (Π8Β}---------------------------------------- 2 

-75 AN365-1032 NUT------------.--- ος ου τανκς σος 9 

-76 AN960D616L WASHER (used on tanks 001-036) ------------------------------------- 2 

2W18-616M WASHER, Flat (NA) (used on tanks 037 and subs}----------------------- 2 

-17 FCB20509 GASKET, Seal fuel only (18Β)---------------------------------------- 2 

x -78 MS29513-11 PACKING ----- AAS E T E E ONE 2 
-79 AN960D10 y WASHER (used on tanks 001-036) -- ----------------------------------- 2 i 

2W18-10 $ WASHER, Flat (NA) (used on tanks 037 and subs)---- ------ 2 

-80 174-48195 BOLT, Wing outer panel fuel tank vent line support--------------------- 2 

-81 175-51019 BRACKET ASSEMBLY, Fuel probe instrument support- - - 2 
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FIGURE & PART UNITS USABLE S/C 
INDEX NO. NUMBER 12 3 4 5 6 7 NOMENCLATURE - FER ASSY. ON CODE NO. 
126 ' No Number REAR FUEL CELL FITTINGS AND EQUIPMENT- -------------------------- Ref 


(see figure 121 for additional breakdown) 
(see figure 125 for next assembly) 
























-1 184-48112 - CELL ASSEMBLY, Fuel tanker aft ----------------------------------- 1 
(see figure 128 for detail breakdown) 

-2 184-48116 - . FITTING ASSEMBLY, Fuel tanker dive ------------------------------- 1 

-3 18448117 - . FITTING, Fuel tanker dive vent --—------------——---—---—-—-- 1 

E 1111-518114 3 1 

-5 AN500A6-6 - 3 

-6 FCB5719 E 1 

-Ἱ 184-48114 " 2 

-8 AN4H5A A 2 
AN4H4A : 6 

-9 AN960D416 - 8 
2W18-416 . WASHER, Flat (NA) (used on tanks 037 and subs)--— -—- = 8 

-10 AN929-8 . CAP ASSEMBLY- —-—-------------------------------—— ---— ------— 1 

-11 AN815-8D E 1 

-12 MS29512-8 - 1 

-13 184-48850-63 3 LINE ASSEMBLY, Upper thermal relief-- Ref 

-14 AN815-8D .  UNION-----------—-------------------- 1 

-15 184-48850-61 - LINE ASSEMBLY, Lower thermal relief ------------------------------ 1 

-16 C6252-2 - VALVE ASSEMBLY, Solenoid operated shut-off 1000 psi---—----------- 1 

1/2 tube size (WTR) 

-17 AN837-8D A -=m 1 

-18 AN924-8D S 2 

-19 MS29512-8 - 3 

-20 AN833-8D z 1 

-21 184-48850-59 s 1 

-22 184-48422 : 1 

-23 3H2LA-22 5 1 
AN737RM22 - 4 

-24 184-48427 k 1 

-25 AN815-4D t 1 

-26 184-48850-35 . LINE ASSEMBLY, Tanker drain pump to breakaway---------—----——- 1 

(used on tanks 001-012) 
184-48850-73 - LINE ASSEMBLY, Tanker drain pump to breakaway --------—-----—--- 1 
(used an tanks 013-) 

-21 AN5-11A - BOLT ---------------+----------------------------------------- — 16 
AN960D516 : 12 
2W18-516 - 12 
AN365-524 z 6 

-28 AN'I51-40 1 
181-48089 - GASKET, Single point refueling receptacle fitting ---------------------- 1 

(used on tanks 001-036) 
120254 - . GASK-O-SEAL (WFRC) (used on tanks 037 and subs)----------—-—-- = 1 

-29 184-48135 - MANIFOLD ASSEMBLY, Fuel tanker --------------------------------- 1 

(see figure 129 for detail breakdown) 
4G2-24 - GASKET, Swivel fitting flanged (NA) --------------------------------- — 1 
4G2-32 E 1 

-30 ANT4AT 2 4 
AN960D416 A 4 
2W18-416 r 4 
184- 48465 x HOSE ASSEMBLY, Fuel tanker emergency pump to manifold ------------ 1 

-31 .184-48463-3 - . BOSE, Fuel tanker emergency pump to manifold ----------------- = 1 

-32 R2000-24-90 - . ELBOW (RF) --------------------------------------------------- 1 

-33 AN'4A6 : 4 
2W18-416 š 4 
184-48462 : 1 

-3⁄4 R2000-32-90 E 1 

-35 184-48462-3 ; 1 

-36 R2000-32-45 ; 1 

-37 184-48850-13 - LINE ASSEMBLY, Main pump seal drain (used on tanks 001-012) ----— -- 1 
184-48850-75 - LINE ASSEMBLY, Tanker tee to cell bay drain tee ------------------ — 1 

fused on tanks 001-012) 

-38 AN804D6 $ ΤΕΕ--------------------------------------------------------------- 1 
AN960D916 5 - WASHER (used on tanks 001-036) ---------------------------------- — 1 
2W18-916 - WASHER, Flat (NA) (used on tanks 013 and subs)-------------—------ -- 1 
AN924D6 - Νυτ------------------------------------------------------------------- 1 

-39 184-48850-15 - LINE ASSEMBLY, Tanker cell bay drain (used on tanks 001-012) -------- 1 
184-48850-77 h LINE ASSEMBLY, Main pump seal drain to cell bay drain tee ----------- 1 

(used on tanks 13 and subs) j 

-40 AN833-60 - ELBOW (used on tanks 001-012) -------------------------------------- 1 
AN804-6D - ΤΕΕ (used on tanks 012 and subs)--—-- 1 ! 
MS29513-13 x PACKING (used on tanks 001-012) -—- -- 1 
MS29513-6 - PACKING (used on tanks 012 and subs) -------------------------------- 1 - 
AN924-6D . Νυτ---------------------------------------------------------------- 1 

41 184-48850-31 5 MINE ASSEMBLY, Tanker tee to tee drain (used on tanks 001-012) —--—- 1 

-42 ANTB3D6 : πεε----------------------------------------------------------- 1 

-43 AN960D916 - WASHER (used on tanks 001-036) -------------------------------------- 1 
2W18-916 - WASHER, Flat (NA) (used an tanks 037 and subs)--—-—-----—--—--—- 1 

44 ANS24D6 : NUT: cl A A A A c ll tcc 1 

-45 MS29512-4 < GARET AAA A 1l D A A 1 

-46 ΑΝΘΙ9-6Ρ . REDUCER ------------------------------------------------------------ 1 
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. FIGURE &. PART UNITS USABLE s/c 
INDEX NO. NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 

126-47 184-48850-11 1 
-48 AN833-4D 1 
AN924-4D 1 

MS29512-4 1 

-49 175-51019 1 
-50 AN365-1032 2 
-51 AN960D10 WASHER (used on tanks 001-036) 2 
2W18-10 WASHER, Flat (NA) (used on tanks 037 and subs) 1 9 

-52 FCB20509 GASKET, Seal fuel only ([88)---------------------------------------..... 2 
-53 MS29513-11 PACKING ------------------------. 2 
-54 AN960D616L WASHER (used on tanks 001-036) 2 
2W18-616M WASHER, Flat (NA) (used on tanks 037 and subs) ---- 2 

-55 175-48195 BOLT, Wing outer panel fuel tank vent line support-- 2 
-56 184-48147 ELBOW, Fuel tanie r emergency pump outlet ------- 1 
-57 MS29513-11 PACKING --------------------------------------------------------..- 1 
-58 AN960D616 WASHER (used on tanks 001-036) 1 
2W18-616 WASHER, Flat (NA) (used on tanks 037 and subs) 2 

-59 184-48152 BOLT, Emergency pump outlet elbow --------------------------------. 1 


—————— HÓA σπορ ο πα μμμμμμμμωμμωμμω E μοι 
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FIGURE 127 - REAR FUEL CELL FITTINGS AND EQUIPHENT 
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e REAR FUEL CELL FITTINGS AND EQUIPMENT . 

FIGURE & PART UNITS USABLE ς,ς 
INDEX ΝΟ. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
127 No Number REAR FUEL CELL FITTINGS AND EQUIPMENT------ --------------------- Ref 

(see figure 126 for next assembly and additional breakdown) 
-1 184-48447 . SWITCH ASSEMBLY, Tanker drain control ---------------------------- 1 
(used on tanks 001-012) 
-2 184-48448 - .  SUMP, Tanker drain switch (used on tanks 001-012)---------------- 1 
-3 184-48449 - . GASKET, Tanker drain switch (used on tanks 001-012)--- ----------- 1 
-4 1250 - x SWITCH ASSEMBLY, Liquid level limit external mounting ---------- 1 
(Phillips Aviation Co.) (used on tanks 001-012) 
-5 206AC8 - .  LOCK-O-SEAL (WFRC) (used on tanks 001-012)-------------------- 5 
-6 AN960D8 . . WASHER (used on tanks 001-012) 5 
-7 AN500A8-7 - .  SCREW (used on tanks 001-012) ----- 5 
-8 ANT8ADG - TEE (used on tanks 001-012) ------------ 1 
-9 AN924-6D . . NUT (used on tanks 001-012) ---- - 1 
-10 MS29512-6 . GASKET (used on tanks 001-012) -------- 3 
-11 AN893-2D - BUSHING (used on tanks 001-012)-------- 1 
-12 KB3501-1 . VALVE (ΚΟΕ) ---------------------------------------------- 3 
-13 184-48850-53 . LINE ASSEMBLY, Tanker drain tee to drain pump --------------------- 1 
(used on tanks 001-012) 
-14 2747 ` PUMP, Fuel special ungrounded (AP) (used on tanks 001-012) 1 
27461 . $ MOTOR (AP) (used on tanks 001-012) 1 
-15 ANT4A3 S BOLT (used on tanks 001-012)---- 4 
AN960D416 n WASHER (used on tanks 001-012) - 4 
-16 AN833-4D E ELBOW (used on tanks 001-012) ------ --- 1 
MS29512-4 . GASKET (used on tanks 001-012) ----------------------------- 1 
-17 184-48850-71 - LINE ASSEMBLY, Drain float switch to drain pump -------------------- 1 
A (used on tanks 013 and subs) 
-18 184-48850-69 . LINE ASSEMBLY, Tee to drain float switch --------------------------- 1 
(used on tanks 013 and subs) 
184-48150 - PUMP ASSEMBLY, Fueltanker drain -------------------------------- 1 
(used on tanks 013 and subs) 
-19 184-48479 - - SUPPORT, Tanker fuel drain pump ---- ----------------------.---- 1 
(used on tanks 013 and subs) 
-20 27470 - . PUMP, Fuel special ungrounded (AP) ----------------------------- 1 
(used on tanks 013 and subs) 
AN'4A3 - .. BOLT (used on tanks 013 and subs) ------------------------------- 4 
2W18-416 - - WASHER, Flat (NA) (used on tanks 013 and subs) 4 
-21 ΑΝ4-4Α - BOLT (used on tanks 013 and subs) 4 
2W18-416L - WASHER, Flat (NA) (used on tanks 013-036) ------------------- 4 
2W18-416M - WASHER, Flat (NA) (used on tanks 037 and subs)-- ----- -- ------ 4 
-22 AN815-6D . UNION (used on tanks 013 and subs) ------ --------------------- 1 
MS29512-6 - GASKET (used on tanks 013 and subs) 1 
-23 ANB833-4D - ELBOW (used on tanks 013 and subs)-------------------------- 1 
-24 AN924-4D + NUT (used on tanks 013 and subs)------ -- --------------------- 1 
-25 MS29512-4 + GASKET (used on tanks 013 and subs) 1 
-26 GF-5000 - SWITCH, Drain float (ANS) (used on tanks 013-036)------------- 1 
GF-5000-1 - SWITCH, Drain float (ANS) (used on tanks 037 and subs) ---------------- 1 
-27 AN815-6D . UNION (used on tanks 013 and subs) 1 
-28 MS29512-6 - GASKET (used on tanks 013 and subs) ---- ------------ 9 
-29 184-48180 “ PLUG, Tanker drain float switch vent 1 
(used on tanks 013 and subs) 
-30 MS29512-4 - GASKET (used on tanks 013 and subs) ------ --------------------------- 2 
-31 AN833-6D . ELBOW (used on tanks 013 and subs) ---- -- ----:--------------- 1 
-32 AN924-6D - . NUT (used on tanks 013 and subs)---- ------------------ 1 
-33 AN4-5A - BOLT (used on tanks 013 and subs) -------------------- 2 
-34 2W18-416L & WASHER, Flat (NA) (used on tanks 013 and subs)- --- -- 4 
-35 AN365-428 . NUT (used on tanks 013 and subs)-------- -- ---------- 4 
-36 FCB25714 . GASKET, Seal fuel only (USR)----------------------- 1 
-37 175-48483 - FITTING, Fuel bomb bay tank sump drain ------------ 1 
-38 MS29512-4 . GASKET ------------------------.-------------------------- 1 
-39 AN960D416 . WASHER (used on tanks 001-036) 4 
2W18-916 Š WASHER, Fiat (NA) (used on tanks 037 and subs) 4 
-40 AN4H3A . BOLT -------------------------------------------- 4 
41 TF51800-5 . PUMP, Submerged booster (TP)--------------------- 1 
TF51890 - . MOTOR, Leece Neville Model 2475M (TP)---- ---- 1 
TF2TI81-1 - GASKET, Outlet (TP) 2 
-42 FCB25725 . GASKET, Seal fuel only (USR) 1 
-43 153-48710 - GASKET, Fuel wing tip drop tank pump adapter cover 1 
-44 TF51281 . CAP ASSEMBLY, Internal outlet (TP)------------------------- 1 
-45 AN960D416 . WASHER (used on tanks 001-036) ---------- ------------------- 16 ^ 
2W18-416 A WASHER, Flat (NA) (used on tanks 037 and subs) 16 
-46 AN4H4A . ΒΟΙΙ------------------------------------------------------------ 16 . 
184-948063 - INSTALLATION REWORK, Transfer pump inflight refueling tanker ------ Ref 509 
-47 65-100838-4 - . TRANSFER PUMP, Hydraulic motor drive (NSH)------------------- 1 
(used on tanks 001-012) (see Technical 
Ñ Manual AN 03-10EN-12 for breakdown) 
65-1008-6 + . TRANSFER PUMP, Hydraulic motor drive (NSH)------------------- 1 509 
(used on tanks 013-021,024, 027) 
|. 65-1008-10 - . TRANSFER PUMP, Hydraulic motor drive (NSH)------------------- 1 509 
(used on tanks 022,023,025, 026,028 and subs) 
63-0114 - . . HYDRAULIC MOTOR (NSH) ---------------------------------- 1 
5044 - VALVE, Relief (CAJC) (used on tank 001) ----------------------------- 1 , 
63-0167 - VALVE ASSEMBLY, Relief (NSH) (used on tanks 002 and subs) ---------- 1 A 
-48 FCB25753 . GASKET, Seal fuel only (USR)---------------------------------------- 2 


= SS o SS AAA 
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FIGURE & PART UNITS USABLE S/C 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NA. 
127-49 AN960D416 š WASHER (used on tanks 001-036) ------------------------------------- 44 

2W18-416 " WASHER, Flat (NA) (used on tanks 037 and subs) 44 

-50 AN4H6A $ BOLT ----------------------------------------- 36 
-51 AN74A7 > BOLT -------------------------------- 8 
-52 102852 : FLANGE, Gask-O-seal special (WFRC) 1 
-53 AN919-6D . REDUCER 1 
-54 MS29512-4 £ GASKET --------------------------------------- 1 
js -55 K2500D A VALVE, Defuel (KOE) (used on tanks 001-036) ----- 1 
K2500D-1 i VALVE, Defuel (KOE) (used on tanks 037 and subs)- -------------------- 1 

AN4H5A 3 BOLT ------------------------------ 8 
AN960D416 3 WASHER (used on tanks 001-036) 8 

2W18-416 s WASHER, Flat (NA) (used on tanks 037 and subs) 8 
165-48126 s GASKET, Fuel cell defuel valve 1 
FCB25719 à GASKET, Seal fuel only (USR)---------------------------------------- 1 

-56 184-48293 $ TUBE ASSEMBLY, Fuel tanker transfer - 1 
-57 FCB25721 ^. GASKET, Seal fuel only (USR)------------ 1 
-58 184-48831 S TUBE ASSEMBLY, Transfer pump B-17 ------------------------- 1 
-59 AN815-24D s UNION-------- --- 1 
-60 K83501-1 à VALVE (KOE) - 1 
MS29512-4 ^ GASKET 1 

-61 AN815-12D . UNION --- 2 
-62 AN833-4D , UNÍON-- 1 
MS29512-4 " GASKET 1 
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FIGURE 128 - FUEL TANKER FORWARD AND APT CELL ASSEMBLIES 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

128 FUEL TANKER FORWARD AND AFT CELL ASSEMBLIES 
184-48111 . CELL ASSEMBLY, Fuel tanker forward. . . . ec ep «ο. S Ref 

(see figure 125 for next assembly) 
-1 184 -48111-3 : CELL, Fuel tanker forward. . . . . . . . . . eee eui 1 
-2 184-48111-5 2 FITTING, Fuel tanker forward cell. . . .. ο deh ο.” 
-3 184-48111-7 . . FITTING, Fuel tanker forward cell. . . . . . « e . eso 1 
-4 184 -48111-9 + . FITTING, Fuel tanker forward cell. 208.099 BA ας. es RO UE "n 1 
-5 184 -48111-11 . . FITTING, Fuel tanker forward cell. . .. . . . . . s 
-6 184-48111-13 κ FITTING, Fuel tanker forwará cell. b we e a dr ας 1 
-7 184 -48111-15 + . LOOP, Fuel tanker forward cell EHE . ... 18 
-8 184-48111-17 . . FITTING, Fuel tanker forward cell. . . κο ας καν. fi e ^x 1 
-9 184 -48111-19 . . FITTING, Fuel tanker forward cell. . . . . . . . e eee 1 
-10 184-48111-21 . . FITTING, Fuel tanker forward cell. . . . . . . eà e 1 
-11 184-48111-23 . . LOOP, Fuel tanker forward cell. . . . .. . . . . wre T 
184-48112 . CELL ASSEMBLY, Fuel tanker aft. . . .. 5 ES o. ο ο Ref 

(see figure 126 for next assembly) 
-12 184-48112-3 i CELL, Fuel tanker aft. < . . . s e . . ee ee ew ο» ο 1 
-13 184 -48112-5 x FITTING, Fuel tanker aft cell. .. . .. ....... . 2 
-14 184 -48112-7 z FITTING, Fuel tanker aft cell. . . . . . . . o... . ... 1 
-15 184-48112-9 + . FITTING, Fuel tanker aft cell. . . . . . . . . . . ο š 2 
-16 184 -48112-11 . . FITTING, Fuel tanker aft cell. ........... suo Ud 
-17 184-48112-13 + . FITTING, Fuel tanker aft cell... ο μον ο 1 
-18 184 -48112-15 . . LOOP, Fuel tanker aft cell. . .. PESCA ο ο os LA 
-19 184-48112-17 n FITTING, Fuel tanker aft cell. . . : ο τω s; Ace l 
-20 184-48112-19 . FITTING, Fuel tanker aft cell. . . . . . . . . . . . eee 1 
-21 184 -48112-23 é . a P η Us ο” 9 


. LOOP, Fuel tanker aft cell. . : : 
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H-184-48-43A 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


MANIFOLD ASSEMBLY, Fuel tanker . 
(see figure τη for next assembly) 





-1 ANSHYA . BOLT .. : V Rowe SOIN νιν νη 12 
-2 AN960D516 . WASHER . . . Wiss a v9 ws Muse rx - Ob 
-3 184-48138 . TEE, Fuel tanker main shut -off “valve. A A 1 
-à AN924 -8D s ο A 1 
-5 AF934-12 . PACKING. 1 
-6 AN833 -8D . ELBOW. DDR S NE qM CPP LESE 1 
-7 184 -48149 . GASKET, Fuel tanker shut-off valve. 4 
-8 ANTUAS v ABOLITA niss anos das VES wei e C UN E 8 
-9 ΑΝΤΙΑ6 . BOLT. ao aos e 6 
-10 AN960D416 t (WASHER? κ. c6. Lok a λα. τρ lee eh RTI 14 
-11 184-48141-1 . CLIP, Fuel tanker manifold mounting LH. 1 
-12 184-48141-2 . CLIP, Fuel tanker manifold mounting Ἡ RH. 1 
-13 AN5H14A . BOT... ; $ 12 
-14 184 -48137 . COVER, Fuel tanker manifold : : 1 
-15 184-48139 - GASKET, Fuel tanker manifold cover. . 1 
-16 101925 . VALVE ASSEMBLY, Motor actuated gate shut- “off. 2 ᾿ 
3 inch tube size Ακ 
-17 AN500A6 -4 . SCREW. .... 5 ada 4 
-18 ANOGOD6L . WASHER . . h 
184 -48134 . VALVE ASSEMBLY, Manifold (rework). | 1 
-19 184 -48134-3 . . VALVE OVERALL, Hinge adapter swing check size 28 B (PA). 1 
-20 184 -48133 - . EYE BOLT, Manifold valve (rework). 1 
-21 AN365-632 . . NT.. : 1 
184-48134-10 . VALVE ASSEMBLY, Manifold (rework) | . 1 
-22 184 -48134-5 . . VALVE εν; Manifold (rework). 1 
-2 AN43-6A . . EYE BOLT... 5 a ; 1 
-2 AN365-428 2 NUT i 1 
-25 184 -48163 | CABLE ASSEMBLY, Manifold valves 3 (rework). 1 
AN393- . PIN.. cg į 2 
-26 184 -48136 . MANIFOLD, Fuel tanker . 1 
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FIGURE & PART UNITS USABLE S/C 
INDEX NO. NUMBER 1 2.3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
130-1 184-48301 TANK ASSY, Refueling (used on tanks 001-012) (see figure 121 for next assy) ---- Ref 
184-48301-201 TANK ASSY, Refueling (used on tanks 013-036) (see figure 121 for next assy) ---- Ref 
184-48301 -301 TANK ASSY, Refueling (used on tanks 037 and subs) (see figure 121 for next assy) Ref 
184-48319-101 BULKHEAD ASSEMBLY, Refueling tank rear (supersedes 184-48319 for ---- 1 
future procurement) (used on tanks 013 and subs) 
-2 184-48388 . FITTING, Refueling tank rear bulkhead aft 1 
184-48316 BULKHEAD ASSEMBLY, Refueling tank intermediate --- 1 
-3 184 -48109 INTERCONNECTOR, Fuel tank cell ------------------------------- -- 1 
184-48302-1 PANEL ASSY, Refueling tank side LH (used on tanks 001-012 and 037 and-subs) - 1 
184-48302-101 PANEL ASSEMBLY, Refueling tank side LH (used on tanks 013-036) -------- 1 
184-48302-2 PANEL ASSEMBLY, Refueling tank side RH ---------------------- 1 
184-48303-1 BEAM ASSEMBLY, Refueling tank drag LH - 1 
184-48303-2 BEAM ASSEMBLY, Refueling tank drag RH ----- 1 
-4 184-48330 PLATE, Refueling tank drag beam adjusting - 4 
-5 184-48331 FITTING, Refueling tank drag beam ------- 4 
-6 AN4-5A BOLT ------------------------------ 8 
-7 2W1-17-16-64 . . WASHER, Flat (ΝΑ)-------------------------------------------- 8 
184-48308 PANEL ASSEMBLY, Inflight refueling tank bottom (used on tánks 001-012)--- 1 
184-48308 -201 PANEL ASSEMBLY, Inflight refueling tank bottom (used on tanks 013-036)--- 1 
184-48308-301 PANEL ASSEMBLY, Inflight refueling tank bottom (used on tanks 037 and subs) 1 
-8 184-48222 BOSS, Fuel tanker bay drain ---------------------------------------- 1 
-9 184-48318 1 
-10 AN365-428 14 
-11 AN960D416L 18 
-12 AN960D416 10 
-13 AN960D516 16 
-14 AN365-524 8 
-15 AN4-14A 2 
-16 AN4-11A 8 
-17 AN4-15A 2 
-18 AN5-12A 8 
184-48313 FRAME ASSEMBLY, Refueling tank forward sway brace ------------------ 1 
-19 184-48315 FITTING, Refueling tank forward LH sway brace---------------------- 1 
-20 184-48314 FITTING, Refueling tank forward RH sway brace---------------------- 1 
-21 184-4838" FITTING, Refueling tank rear bulkhead forward -------------------------- 1 
-22 NAS222-18 SCREW, Brazier head Phillips recess 1/4-28 ---------------------------- 2 
184-48323-101 SUPPORT ASSEMBLY, Refueling tank reel LH ----------—----------------- 1 
(supersedes 184-48323-1 for future procurement) 
184-48323-102 SUPPORT ASSEMBLY, Refueling tank reel RH---------------------------- 1 
(supersedes 184-48323-2 for future procurement) 
-23 184-4837" FITTING, Refueling tank LH aft sway brace 1 
-24 184-48378 FITTING, Refueling tank RH sway brace --- 1 
-25 AN8008D1 INSULATOR (LH only)-----------------------—---------------------- 1 
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FIGURE 131 - REPUELING TANK BOOM ACTUATOR MECHANISM REEL INSTALLATION 
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FIGURE & PART UNITS USABLE 5/ς 
e INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
131 184-48347 REEL INSTALLATION, Refueling tank boom actuator mechanism ------------- Ref 
(see figure 121 for next assembly) 
184-48202 COOLER INSTALLATION, Fuel tanker oil (see figure 140 for detail-------- Ref 
breakdown and attaching parts) 
-1 AN365 -428 8 
-2 AN960D416 16 ÉS 
-3 AN4-14 8 
-4 184-48326 CAP, Refueling reel support fitting ---- 4 
-5 184-48325 BASE, Refueling reel support fitting --- 4 
-6 NAS51 -75 RING, External retainer-----------------------------.--.--------------- 6 
-7 R14A001 HOSE REEL ASSEMBLY, Automatic type A-12A (used on tanks 001-012)---- 1 * 
(see NAVAER 03-30GB-509 for detail breakdown) 
R14A002 HOSE REEL ASSEMBLY, Automatic type A-12C (used on tanks 013-036)---- 1 * 
(see NAVAER 03-30GB-509 for detail breakdown) 
205000 HOSE REEL ASSEMBLY, Model A-12C-1 (used on tanks 037 and subs) ----- 1 
(see NAVAER 03-30GB-509 for detail breakdown) 
R14A100 HOSE, Reception coupling and drogue assembly (FLRE) ------------------ 1 
-8 AN320-10 ΝΌΤ------------------------------------------------- 1 
-9 AN960D1016 WASHER 2 
-10 AN10-16 BOLT ---------------------- - 1 
d -11 184-58227 CYLINDER ASSEMBLY, Hydraulic drogue actuating (used on tanks 001-036) 1 
i (see figure 138 for detail breakdown) 
184-58217 CYLINDER ASSEMBLY, Hydraulic drogue actuating (used on tanks 037 ----- 1 
and subs) (see figure 138A for detail breakdown) 
-12 AN960D1216L 2 
-13 2P6-12-26 1 
" -14 184-483101 LINK ASSEMBLY, Refueling boom actuator mechanism upper ------------- 2 
-15 184-483102 LINK ASSEMBLY, Refueling boom actuator mechanism idler ------------- 1 
-16 184-48371-1 HOUSING ASSEMBLY, Refueling boom actuator mechanism bearing LH----- 1 
-17 184 -48371-2 HOUSING ASSEMBLY, Refueling boom actuator mechanism bearing RH ----- 1 
-18 AN365 -524 ΝΌΤ----------------------------------------------------------5------ 1 
-19 AN960D516L a WASHER-------------- 3 
-20 4B21B5-120 a BUSHING, Spacer (NA) ----- 1 
-21 NAS43-7C76 . SPACER, Screw and bolt ----------------------------------- 1 
-22 AN5-33A " BOLT ------ ---------------------- 1 
-23 AN365 -1032 . | NUT----- -- ------------------- 1 
-24 AN960D10 .  WASHER----------------------------------- 3 
-25 AN3-33A τ BOLT -------------------------------- 1 
-26 NAS51 -43 A RING, External retainer---------------- 2 
-27 AN960D716L ." WASHER----------------------------------- 1 
-28 AN960D716 WASHER------------------------- 3 
-29 2P6-7-27 PIN, Retainer ring (NA) ----------------------------------------------- 1 
-30 184-48373 BELLCRANK ASSEMBLY, Refueling boom actuator mechanism ----------- 1 
-31 184 -48369 LINK ASSEMBLY, Refueling tank actuator mechanism -------------------- 1 
-32 AN310-3 NUT------------------- --------------------------------- 1 
-33 AN960D10L ΨΑΘΗΕΕΒ---------------------------------------------------------5--- 1 
-34 AN3-7 BOLT --------------------------------------------------------------- 1 
-35 NAS43 -3-170 SPACER, Screw and bolt ---------------------------------------------- 1 
-36 AN310-7 ΝυΤ----------------------------------------------------------------- 2 2 
-37 4B21B7-100 BUSHING, Spacer (NA) ------------------------------------------------ 1 
-38 NAS337-23-5 BOLT, 100° close tolerance high strength 7/16-20 1 
-39 4B21B7-108 BUSHING, Spacer (NA) ------------------------------------------------ 1 
-40 NAS143-7C WASHER, X4130 or equivalent 125, 000 to 145, 000 psi countersunk --- 1 
-41 NAS147A45 BOLT, Internal wrenching steel 7/16-20 -------------------------------- 1 
-42 184-48370 1 
-43 AN310-4' 4 
-44 AN960D416L 8 
-45 AN4-7 4 
-46 184 -48341 FITTING, Refueling boom actuator mechanism attaching 1 
-47 184-483103 HOUSING ASSEMBLY, Refueling boom actuator mechanism bungee--------- 1 
-48 2W1-24-20-64 WASHER, Plain (NA) 1 
-49 184-483105 SPRING, Refueling boom actuator mechanism compression-- 1 
-50 184-48365 PULLEY ASSEMBLY, Refueling reel hose-- ------ --------- 1 
-51 184 -48327 BOOM ASSEMBLY, Inflight refueling 1 
-52 184 -48368 HOUSING ASSEMBLY, Refueling reel hose pulley -------------------- 2 
-53 AN4A7 2 
-54 AN960D416 14 
-55 AN365-428 8 
-56 AN509 -416R24 2 
-57 AN4-15A 4 
-58 184-48367 | SHAFT, Refueling reel hose pulley ------------------------------------- 1 
-59 NAS51 -150 RING, External retainer----------------------------------------------- 2 
-60 AN365-1032 NUT τπτ ------ιι---------- 2 
-61 AN960D10 WASHER --- ~~ --~- A nnn oe nee 4 
-62 AN3-21 BOLT --------------------------------------------------------------5 2 
-63 184-48374 SHAFT, Refueling boom ------------------------------------- ---------- 1 
-64 184-48363 BLOCK, Refueling reel hose pulley housing assembly--------------------- 1 
© NOTE: *S.C. 490A, 515, 534, 535, 539, 540, 542 
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FIGURE 132 - TANKER FUEL DUMP SYSTEM REEL ASSEMBLY 
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FIGURE & PART UNITS USABLE 5/ς 
ΙΝΟΕΧ ΝΟ. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
132 184-48155 REEL ASSEMBLY, Tanker fuel dump system --------------------------------- Ref 
(see figure 121 for next assembly) 
-1 184-48162 PLATE ASSEMBLY, Fuel tanker dump housing -------------------.------- 1 
-2 184-48255 GUIDE, Fuel tanker dump line reel cable----------------.-------...-.- 1 
-3 4B20B9-014 BUSHING, Press fit flanged (NA) ------------------------------------ 2 
-4 184-48166 HOUSING ASSEMBLY, Fuel tanker dump reel-----------~------------------ 1 
-5 184-48224 a DOWEL, Tanker fuel dump reel ------------------------------------- 2 
-6 4B19B9-016 BUSHING, Press fit plain (NA) -------------------------------------- 1 
-7 4B20B10-014 BUSHING, Press fit flanged (NA) ------------------------------------- 1 
-8 4B19B6-012 BUSHING, Press fit plain (NA) -------------------------------------. 2 
-9 RAD207SH-7. 5L INSERT, Internal threaded type (ROSN) ------------------------------ 7 
RL33SB-9 RING, Locking (ROSN) ------------------------------.-----.. 7 
-10 RD208SH-9L INSERT, Internal threaded type (ROSN) 4 
RL38SB-9 RING, Locking (ROSN) ----------------------------- 4 
-11 184-48165 ANGLE, Forward tanker dump control mounting 2 
-12 AN6H5A BOLT 2 
-13 AN960D616L WASHER 3 
-14 124-48461 BRACKET, Electrical quick disconnect cable 1 
-15 ΑΝΘΗΘΑ BOLT ------------------------------------------- 2 
-16 2W18-616L WASHER, Flat (NA) 2 
-17 79-032-156-1000 ROLL PIN (ΕΝ)-------------------------------------------------------- 1 
-18 184-48159 CRANK WELD ASSEMBLY, Reel tanker fuel dump ------------------------ 1 
-19 AN396-21 PIN --------------------------------------------- 1 
-20 184-48271 BOLT, Fuel tanker dump cable attaching eye - 1 
-21 184-48167 HANDLE, Fuel tanker dump crank 1 
-22 AN365 -624 NUT------------------------------ 1 
AN960D616L WASHER---------------- 1 
-23 ANSH5A BOLT ---------------- 7 
-24 AN960D516 WASHER------------------ 7 
-25 184-48196 SHAFT, Fuel tanker dump ---------------------------------------------- 1 
184-48181 GEAR ASSEMBLY, Fuel tanker dump (184-48181 along with 184-48198-101--- 1 
supersede 184-48195 and 184-48198) 
-26 184-48195-3 GEAR, Fuel tanker dump (184-48195-3 along with 184-48193-3 --------- 1 
supersedes 184-48195) 
184-48197 BUSHING, Fuel tanker dump 1 
-27 AN565A10-8 . SCREW 1 
-28 79-028-125-1500 ROLLPIN (EN) ---- 1 
184-48198 -101 GEAR ASSEMBLY, Fuel tanker dump (184-48198-101 along with 184-48181--- 1 
supersede 184-48195 and 184-48198) 
-29 184-48193-3 BEVEL PINION, Fuel tanker dump (184-48193-3 along with 184-48195-3- 1 
supersedes 184-48195) 
AN565A10-8 SCREW ----------------------------------------------------------- T 
184-48194 . BUSHING, Fuel tanker dump ------------------ 1 
19 -022-094-1250 ROLLPIN (EN) ---------------------------------- 1 
-30 A010 THRUST BEARING (BGW) ------------------------ 1 
-31 184-48168 WORM ASSEMBLY, Fuel tanker dump -~--------~------------------------ 1 
4B19S6-016 BUSHING, Press fit plain (NA) ---------------------------------- 2 
GH1056 i % WORM GEAR, Steel (BGW) -------------- 1 
79-022-094-0750 ROLLPIN (EN) ----------------- 1 
-32 A011 THRUST BEARING (BGW) ---- 1 
-33 184-48174 SHAFT, Tanker fuel dump ------------------------------------ 1 
f 184-48262 PULLEY ASSEMBLY, Tanker fuel dump reel -------------- 1 
-34 184-4815" PULLEY, Fuel tanker dump ------------- 1 
-35 184 -48262-3 CABLE, Fuel tanker dump--- 1 
AN644C4 TERMINAL ----------------------------------- 2 
184-48204 WORM GEAR ASSEMBLY, Fuel tanker dump reel 1 
-36 184-48161 SHAFT, Fuel tanker dump drive----------------- 1 
-37 184-48169 WORM GEAR, Fuel tanker dump ---------------- 1 
-38 79-040-187-1250 ROLLPIN (EN) -------------------------------- 1 
-39 184-48154 KEY, Tanker fuel pump reel -------------------------------------------- 1 
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a € M 5 — κοπο — 
FIGURE & PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE . ς 





Fuel tanker dump . x 





DUMP LINE ASSEMBLY, 


: (see figure 121 for next assembly) 

Y AN4-10A BOLT . "n x^ s συ : 4 
-2 ΑΝΟΘΟΡΗ WASHER . 5 oy 4 20b Ss 6 
-3 ANB -TA BOLT . . .. . E enda ; 2 
-4 AN365-1032 NUT. . . > Pa. 12 
-5 AN960D10L WASHER . . A POTS Ὁ A 5 17 
-6 AN509-10R8 SCREW. . $ 4 
-7 184-48240 CHANNEL, “Fuel tanker “dump iine “bracket. eae ns 1 
-8 184-48418 SPRING, Fuel tanker dump valve positioning “tension. M 1 
-9 184 -48416 ARM ASSEMBLY, Fuel tanker sump valve positioning. sate 1 
-10 59-014-062-0625 ROLL PIN (EN). Ὁ EP ICE ME 1 
-11 ANY2-7 . BOLT... ο Ta lh Vale Neuss XL: i UM de. deter It d 1 
-12 NAS42DD6 -28 . SPACER, Rivet wh Rion ο sate Hoe Me HP ee to Μο οσα 1 
-13 AN960D10L . WASHER... QS. LO aeo ο o ες. Qo LN faa de ντ 1 
-14 184-48405 OUTBOARD BRACKET ASSEMBLY, Fuel tanker dump line. 1 

184 -48189 . . BRACKET ASSEMBLY, Fuel dump line swivel bearing. 1 

4B19B8-006 . . . BUSHING, Press fit plain (NA). . . . . . . . +. + 1 
-15 184-48413 T . ANGLE ASSEMBLY, Fuel tanker dump line. . . . +. . +. + + 1 
-16 184-48406 5 BRACKET ASSEMBLY, Fuel tanker dump line. . . . . . +. + 1 
-17 AN4-7A 5 BOLT enra? ο ο ο ο κ σος, ορ MON ο. τὰ 9 
-18 AN960DÀ16 s WASHER. . . . . 4. . + : 2 
-19 AN3-7A s BOLT BEF ο E Hi cat ο οσο sg 7 
-20 184-48185 HOUSING ASSEMBLY, Tanker fuel dump valve actuator 1 

shaft bearing 

LS12 R BEARING (HEC). . : 1 
-21 184 -48294 . TRIP ASSEMBLY, Fuel shut-off valve “actuating. : 1 
-22 79-028-125-1500 ROLL PIN (EN)... R Em NOSE . T 
-23 AN960D416 WASHER: 4 ο. oe a Aras a a RA A e rai SE A ος 8 
-24 ΑΝΙΗΡΑ BOLT μα ο he hee ο ο ο ο dO Ce ΙΝ De & 8 
-25 184-48192 . ELBOW, Tanker fuel dump swivel. . ... . . . . . + ee eee 1 
-26 AF934-135 e. “PACK ING". 12709 οἱ lee we Sighs ar, ο eal οφ -ᾱ ce, ἡ Αι a Αν es VES Lei De. Ls 2 
~27 R114D2 . DUMP CHUTE, Swivel joint style 20 assembly (CKN). . . . . + 1 
-28 184-48403 . BRACKET ASSEMBLY, Fuel tanker dump line RH. A 1 

184-48177 . ADAPTER ASSEMBLY, Tanker fuel dump valve . . . " 1 

4B19B8-006 . . . BUSHING, Press fit plain (NA). . . . . : 1 
-29 ANH-7A . e BOHT. x5 "IE desee ο. ed e reca! τ " A 2 
-30 AN960D416 - . WASHER. . . (ces ο ο el ale chos Hat ei Cats : 2 
-31 184-48404 š . INBOARD BRACKET ASSEMBLY, Fuel tanker dump line. ‘ 1 
-32 184-48413 A ANGLE ASSEMBLY, Fuel tanker dump line. . E ; 1 
-33 59-014 -062 -0625 * ROLL PIN (EN). ος ο ο ο ο EE š 2 
-34 184-48297 . ARM ASSEMBLY, Fuel shut-off valve actuating shaft . a 1 
-35 184-48296 . COLLAR, Fuel shut-off valve actuating shaft . . . . . . 1 
-36 184-48295 . SHAFT, Fuel shut-off valve extending arm. . . . . . + s 1 
-31 AN365 -524 NUT... 4 5 A Ὃν uxo πο ο ac Κρ SEP iar Sos stat Goan d A 8 
-38 AN960D516L WASHER . . ἐννννν νον . 16 
-39 AN5-21A . BOLT... ο Sos Pelea mu vei ο ης y 4 
-40 482-32 . GASKET, Swivel "fitting “flanged. (NA). Lx RR eL a Se : 2 
-41 WM390-2D . VALVE ASSEMBLY; Manual slide ERI A τ Made eee a: as 1 
-42 ANA -5A . BOLT ` " z ae . e 
-43 AN960D416L WASHER . . : ; 2 
-44 184-48284-3 BRACKET ASSEMBLY, Fuel “tanker dump “line > support A 1 
-45 AN5-10A BOLT . . PES ü 
-46 184 -48176 TUBE ASSEMBLY, Fuel tanker dump 1 
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FIGURE 134 - COMPLETE INSTRUMENT FLIGHT REFUELING OPERATORS PANEL ASSEMBLY 
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COMPLETE INSTRUMENT FLIGHT REFUELING OPERATORS PANEL ASSEMBLY " 
$ FIGURE ἃ PART UNITS USABLE $/C 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
134 184-51405 PANEL ASSEMBLY, Instrument flight refueling operators ------------------ Ref 515 
complete (see figure 119 for next assembly) 
184-51405-101 PANEL ASSEMBLY, Instrument flight refueling operators ------------------ Ref 515 
: complete (see figure 226 for next assembly) 
-1 184-54250-49 S KORRY LITE ASSEMBLY, Electrical indicator ------------------------ 1 
-2 184-54250-53 5 KORRY LITE ASSEMBLY, Electrical indicator ---- 1 
-3 184-54250-51 . KORRY LITE ASSEMBLY, Electrical indicator ------------ 1 
-4 184-54250-55 5 KORRY LITE ASSEMBLY, Electrical indicator ------------ 1 
-5 184-54250-57 š KORRY LITE ASSEMBLY, Electrical indicator ---- 1 
-6 184-54250-59 . KORRY LITE ASSEMBLY, Electrical indicator ---- 1 
AN3121-313 $ LAMP ------------------------------------------------------------- 12 
-7 312001 3 FUSE (ΠΤΕ)-------------------------------------------------------- 3 
-8 342001 7 POST, Fuse extractor (LTF)----------------------------- 3 
-9 184-51412-5 n NAMEPLATE, Flight refueling operator's control panel---- 1 
-10 AN515B6R7 š SCREW ------------------------------------------------------------ 8 
-11 AN931-6-10 š GROMMET (used on 184-51405-101 only) ------------------------------ 1 503 
-12 AN515-6R6 2 SCREW (used on 184-51405-101 only) ------------- 8 503 
-13 AN3157-4 x LIGHT ASSEMBLY (used on 184-51405-101 only) --- 1 515 
AN3121-313 š LAMP (used on 184-51405-101 only)------------------------------------ 1 515 
184-54513-19 A HARNESS ASSEMBLY, Inflight refueling (used on ---------------------- 1 515 
184-51405-101 only) 
-14 184-54072 s NAMEPLATE, Electrical inflight refueling tanker---------------------- 1 515 
(used on 184-51405-101 only) 
-15 AN530-6R4 . SCREW (used on 184-51405-101 only) --------------------------------- 4 515 
-16 184-58349 A NAMEPLATE, Tanker package emergency rewind system instruction --- 1 515 
-17 AN3161P5 . CIRCUIT BREAKER 7 
-18 AN3161P10 » CIRCUIT BREAKER 1 
-19 184-51412-3 > NAMEPLATE, Flight refueling operators control panel --------------- 1 
(used on 184-51405 only) 
-20 184-51412-11 A NAMEPLATE, Flight refueling operators control panel --------------- 1 
(used on 184-51405-101 only) 
-21 C100U3 . SWITCH, Push button momentary contact normally open (RHS)--- -------- 1 
-22 0410003 : SWITCH, Push button momentary contact single pole (RHS)------ 1 
-23 1625C2 A LIGHT ASSEMBLY, Control panel screw type indirect (WMAC) 6 
GE 327 A LAMP, Aircraft (GE) 6 
-24 AN3021-3 . 1 
-25 AN3021-3 1 
-26 AN3021-5 1 
-27 AN3021-7 3 
-28 AN3021-8 . 2 
-29 AN3027-2 * 3 
-30 AN3027-6 " 1 
-31 AN365B632 2 
-32 AN960D6L 2 
-33 AN507B6R8 2 
-34 8749K12 SWITCH, Four position three circuit common feed (CUT) 1 
(supersedes 8905K608 (CUT) for future procurement) 
-35 184-51411-9 5: DIFFUSER, Flight refueling operator's control panel -- 1 
-36 184-51411-5 ` DIFFUSER, Flight refueling operator's panel ----------- 1 
-37 A8939-632-091 ; SPEED NUT, Instrument mounting (TIN) 20 
-38 AN507UB6R12 .. 8ΒΟΒΕΝ'----------------------------------------------------- 3 
-39 AN507B6R12 .. ΒΟΒΕΨ'----------------------------------------------------- 9 
-40 B4751 E SHIELD, Instrument lighting fixture (GMC) 3 
-41 AN507UB6R14 E SCREW ---------------------------------- 2 
-42 AN507B6R14 E SCREW ------------------------------------------------------------ 6 
-43 B4760 . SHIELD, Instrument lighting fixture (GMC) 2 
-44 AN3201-A450 3 AMMETER ------------------------------ 1 
-45 No Number . INDICATOR, Footage (FLRE) 1 
-46 36704-13A3B3 s INDICATOR, Fuel flow totalizing (ECP) (supersedes ------------------- 1 ᾽ 
36704-13A3A3 for future procurement) A 
-47 38300B167 . INDICATOR, Fuel quantity (SA) -------------------------------------- 1 
-48 25101A30D1B2 5 INDICATOR, Fuel pressure (ECP) (supersedes ------------------------ 1 t 
21500A30D1B2 for future procurement) " 
-49 184-51406 - PANEL ASSEMBLY, Flight refueling operator's control ---------------- 1 
-50 5B16 x RETAINER, Bolt (NA) 1 
-51 AN365-428 2 NUT------------------ 2 
-52 AN8013-2 8 WASHER => --- - - oo nn en nr rrr nnn nner 2 
-53 R4737-2 . SPACER (ΒΑΙ)------------------------------------------------------ 1 
-54 5B15-64-26 R BOLT, Instrument panel mounting (NA) -- κκ a a a ana a: 1 
-55 AN515UB8R8 - SCREW (used on 184-51405 only) -------- A 1 
-56 AN515UB8R10 SCREW (used on 184-51405-101 only) --------------------------------- 1 515 
-57 AN515B8R8 . SCREW ------------------------------------------------------------ 1 
-98 AN960D8 . ΨΑΦΡΗΕΕ----------------------------------------------------------- 2 
-59 2W1AL12-18-.125 . WASHER, Plain (NA) ----------------------------------------------- 2 
-60 15053 s RHEOSTAT (OM) --------------------------------------------------- 1 
; 5100 - ΚΝΟΒ (OM) -------------------------------------------------------- 1 
-61 AN365B440 x NUT (used on 184-51405 only) ---------------------------------------- 5 
AN365B440 : NUT (used on 184- 51405-101 only) ------------------------------------ 4 515 
-62 AN960D4L ; WASHER (used on 184-51405 only) ------------------------------------ 5 515 
AN960D4L Ε WASHER (used on 184-51405-101 only) -------------------------------- 4 515 
-63 AN515B4R6 / SCREW (used on 184-51405 only) 1 515 
-64 184-51412-7 - NAMEPLATE, Flight refueling operator's fuel control panel ------------ i 515 





(used on 184-51405 only) 
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RGURE & 


INDEX NO. 


134-65 
-66 
-67 


-68 
-69 
-70 
-71 
-72 
-73 
-74 
-75 
-76 
17 
-78 
-79 
-80 
-81 
-82 


PART 
NUMBER 


AN365-832 
2W18-8L 
AN515-8R8 
AN507-832R8 
EAU237 
AN365-632 
AN960D6L 
2W1P 12-20-63 
AN515-6R28 
No Number 
AN515B4R7 
AN341-6 
AN936A6B 
AN961-6 
AN3433-2-2 
AN3433-2-3 
AN3433-2-5 
AN3434-2 
AN3436-2-17 
184-54504-12 
AN3106B10SL3S 
AN3057-4A 
AN3108B18-8S 
AN3057-10A 
AN3108B20-27S 
AN3057-12A 
AN3106B14S2S 
AN3057-6A 
AN3102A24-21P 
AN3102A28-15P 
AN3102A28-21P 
184-54070-10 


184-51407 
AN365-832 
AN960D8 
AN515-8R10 
6952-1L 
AN365B832 
AN507B832R8 
AN507B832R10 
7001L 


COMPLETE INSTRUMENT FLIGHT REFUELING OPERATORS PANEL ASSEMBLY 


1 


2 3 A4 5 


SCREW 


SCREW 


TERMINAL BLOCK ASSEMBLY 
HARNESS ASSEMBLY, Inflight refueling (wiring diagram) 


PLUG 


HARNESS ASSEMBLY, Inflight refueling circuit breakers 
(used on 184- 5140 5-101 only) 


NOMENCLATURE 









SCREW -------------------------------------------------------- 


UNITS 


PER ASSY. 


-. 
οσο δ HOD 


ἐπὶ ο μα μπα πα μα πὶ μα μα κά μα μὰ μα μα ΟΣ κά πο 89 


Nin TOF oO.» 


USABLE S/C 
ON CODE NO. 
515 


-..., UU Moo i —————————————J' E e ππακα 
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FIGURE 135 - ELECTRIC FLIGHT REFUELING PACKAGE EQUIPMENT INSTALLATION 


264 








Section ΙΙ 
FUSELAGE (Cont) Group Assembly Parts List 


I—————— eS ee ee OS AAA 4) 


ELECTRIC FLIGHT REFUELING PACKAGE EQUIPMENT INSTALLATION 


AN 01-60AAB-4 





FIGURE & PART UNITS USABLE S/C 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
135 184-54501 EQUIPMENT INSTALLATION, Electric flight refueling ------------~---------.- Ref 515 


package (see figure 121 for next assembly) 








































-1 184-54518 5 ACTUATOR ASSEMBLY, Refueling boom microswitch lower actuator ------- 1 

-2 AN365-632 . NUT 3 

-3 AN960D6 WASHER---------------- 4 

-4 NAS43DD1 -27 2 

-5 184-54517-1 1 

-6 184-54517-2 1 

-7 AN526-632R47 1 

-8 AN960-D6L 2 

-9 NAS43D1 -8 SPACER, Screw and bolt - 2 

-10 AN515-6R33 . SCREW ------------------------------------------------------------ 2 

-11 184 -54518-19 - CLIP, Refueling boom microswitch lower actuator LH ----------------- 1 

-12 184-54518-25 CLIP, Refueling boom microswitch lower actuator RH --------------.-- 1 

-13 1Η51 SWITCH, Hermetically sealed (MCS) 2 

-14 184-54518-21 ACTUATOR, Refueling boom microswitch lower actuator -------------- 1 

-15 NAS43DD1 -102 E SPACER, Screw and bolt 1 

-16 AN365 -428 NUT ---- ------------------------- 4 

-17 AN960D416L WASHER-------- 8 

-18 AN520-4R8 SCREW ---------------------------------------------------------------- 4 

5 -19 184-54519 ACTUATOR ASSEMBLY, Refueling boom microswitch upper actuator 1 

-20 AN365-632 ΝΌΤ------------------------------------------------------- 3 

-21 AN960D6 WASHER-------------------- 6 

-22 NAS43DDI -86 SPACER, Screw and bolt --- 1 

-23 NAS43DDI -48 SPACER, Screw and bolt --- 1 

-24 AN515 -6R41 SCREW ----------------------------------------------------------- 1 

" -25 184-54519-5 ACTUATOR, Refueling boom microswitch upper actuator --------- = 1 

-26 NAS43DDI -10 SPACER, Screw and bolt 1 

-27 NAS43DD1 -30 SPACER, Screw and bolt 1 

-28 NAS43DD1 -12 SPACER, Screw and bolt 1 

-29 184-54517-1 SPRING, Refueling boom microswitch upper actuator ------------------ 1 

-30 AN515-6R29 SCREW 1 

-31 AN515-6R24 SCREW 1 

-32 NAS43DD1 -8 SPACER, Screw and bolt ------------------------------ 1 

-33 1Η51 SWITCH, Hermetically sealed (MCS) 1 

-34 184-54521 -3 COVER, Electrical tanker package reel motor terminal (supersedes -------- 1 

184-54521 for future procurement) 

-35 2W18 -416 WASHER, Flat (ΝΑ) --------------------------------------------------- 1 

-36 AN365 -428 NUT-------------------------------2.---.---.------..---- 1 

-37 184-54526 STUD, Electrical tanker package terminal cover support ----- 1 

-38 AN315-4 ΝῦυΤ------------------------------------------------------------------ 1 

-39 A5065 -2-308 LIGHT ASSEMBLY, Yellow (GMC)---------------------------+----------- 1 

-40 A5065-2-308 LIGHT ASSEMBLY, Green (GMC) --------------------------------------- 1 

-41 TF51860-1 FILTER ASSEMBLY, Radio noise (ΤΡ)----------------------------------- 1 
184-54504-4 HARNESS ASSEMBLY, Inflight refueling (wiring diagram) (used on tanks ---- 1 

001 thru 012) 
184-54504-16 HARNESS ASSEMBLY, Inflight refueling (wiring diagram) (used on tanks ---- 1 
013 thru 036) 

-42 9100-36-5P NIPPLE (WIG) (used on tanks 001 thru 012) -------------------------- 1 
9300-36-5P NIPPLE (WIG) (used on tanks 013 thru 036) --- 1 
AN3057-24A ADAPTER 1 

-43 9100-32-9P NIPPLE (WIG) 1 
AN3057-20A ADAPTER 1 

-44 AN3108B16S1S PLUG ------- 2 
AN3057-8A ADAPTER --- 2 

-45 AN3106B28-15S PLUG ------- 1 
AN3057-16A ADAPTER ---- 1 

-46 AN3106B12S3S PLUG ------------------- 1 
AN3057-4A ΑΡΑΡΤΕΒ---------------- 1 

-47 AN3106B14S9S PLUG ------------------- 1 
AN3054-6A ADAPTER i 

-48 9100-28-21P NIPPLE (WIG)-- 1 
AN3057-20A ADAPTER 1 
184-54531-21 HARNESS ASSEMBLY, Electrical flight refueling (used on tanks 036 and subs) 1 

-49 184-54514 PLUG ASSEMBLY, Tanker relay panel electrical (used on tanks 001 -012) ---- 1 
9760-14G DUST CAP (AMP) (used on tanks 001 thru 012) ------------------------ 1 

-50 AN3436-4-2 TERMINAL STRIP ------------------------------ a CLE 1 
AN3434-3 STRIP ---------------------------------------- nein == 2 
AN3433 -4-2 BUS BAR--------------------------------------- πο == 1 

-51 184-54508 CLAMP, Electrical cable breakaway aft---------------------------------- 2 
AN520-10R40 SCREW ------------------------- 2 
2W18-10 WASHER, Flat (NA) 4 
AN365-1032 ΝυΊ---------------------------------------------------- 2 

-52 184-51419-13 CABLE ASSEMBLY, Electrical quick disconnect breakaway ---------------- 4 

-93 AN520-10R12 SCREW 1 
2W18-10 WASHER, Flat (NA)--- 2 
AN365-1032 . . ΝΙῦΙ-------------------------------------------------------------.....--. 1 


-——— € 5 5 μμ. 
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ο 
AN 01-60AAB-4 Section Il 
FUSELAGE (Cont) Group Assembly Parts List 
TANKER KIT HYDRAULIC INSTALLATION 
e FIGURE & PART UNITS USABLE s/c 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE A 
136 184-58226 HYDRAULIC INSTALLATION, Tanker kit (used on tanks 001-036 without—-—--- Ref 515 
O S. C. 515 complied with) (see figure 121 for detail breakdown) 
-1 MS28741-4-26-1/2 - HOSE ASSEMBLY ------------------------------------------------------------ 1 515 
-2 MOESIA . HOSE ASSEMBLY --------—-——-------—-----—— ——-——-—-—-—---—— 1 515 
3 AN832-4D 2 2 515 
-4 AN924-4D : 2 515 
-5 AN6290-4 x 2 515 
-6 AN893-2D 5 4. 515 
- AN6290-6 . GASKET -—--—-------------—-----------—-—--—--—————-—-—--. 5 515 
-θ 1V4-10-30 - VALVE ASSEMBLY, Hydraulic one-way restrictor (NA) (used on tanks —-- 1 515 
001 thru 002, 007 thru 002) 
1V4-12-30 - VALVE ASSEMBLY, Hydraulic one-way restrictor (NA) (used on tanks ———- 1 515 
003 thru 006, 009-) 
-9 1V4-8-30 . VALVE ASSEMBLY, Hydraulic one-way restrictor (NA) —-——--———— 1 515 
-10 AN919-6D E REDUCER 2 515 
AN6290-6 + GASKET —-- 2 515 
-il AN6290-12 . GASKET ---- 2 515 
-12 AN6291-12 s RING -— —- ——- 2 515 
-13 AN6289D12 . NUT-----—------ 2 515 
-14 ANB33-12D - ἘΕιροψ.------------------------------------------------------------- 2 515 
y -15 AN6291-6 - Εινο------------------------------------------------------------------ 1 515 
-16 AN6289D6 « +--+ - 1 515 
-17 AN833-6D .  ELBOW-—-------—-—-—-—-—-——~--------------------—- — —-- --—- 1 515 
-18 184-58809-21 " LINE ASSEMBLY, Drogue down from union at station 293 to bulkhead -——— 1 915 
fitting aft end of tank 
-19 184-58809-19 5 LINE ASSEMBLY, Drogue up from union at station 291 to bulkhead— ———— 1 515 
n fitting aft end of tank ἊΝ 
-20 184-58229 A SUPPORT ASSEMBLY, Hydraulic lines tanker aft ----------------------- 3 515 
(2 used on tanks 007 thru 008) 
AN3-20A - BOLT (12 used on tanks 007 thru 008) ----------------------------------- 18 515 
ΑΝΘΘΟΡΙΟΙ. . WASHER (12 used on tanks 007 thru 008) --------------------------------- — 18 515 
-21 184-58809-41 . LINE ASSEMBLY, Pressure from tee at station 294 to motor —-—-— — — 1 515 
-22 184-58809-39 . LINE ASSEMBLY, Return from tee at station 294 to motor --------------- 1 515 
-23 AN815-4D .  UNION—-----—-—------—------—-—---———————-————-—-——-— 2 515 
-24 184-58809-37 . LINE ASSEMBLY, Motor drain from union at station 299 to motor ----------- 1 515 
-25 ANB815-6D . UNION-—-—-—----——-———————————————— MM 1 515 
-26 184-58809-11 - LINE ASSEMBLY, Drogue down from bulkhead fitting forward end to union— 1 515 
at station 293 
-27 184-58809-9 - LINE ASSEMBLY, Drogue up from bulkhead fitting forward end to union —- 1 515 
at station 291 
-28 184-58230 - SUPPORT ASSEMBLY, Hydraulic lines tanker fo ———M— — 6 515 
-29 184-58809-5 P LINE ASSEMBLY, Return from bulkhead fitting forward end to union ———-— 1 515 
at station 295 
-30 184-58809-3 . LINE ASSEMBLY, Pressure line from bulkhead fitting forward end to ----- 1 515 
union at station 292 
-31 184-58809-7 * LINE ASSEMBLY, Motor drain from bulkhead fitting forward end to union — 1 515 
at station 290 
-32 AN832-12D : UNION--- — -— --—-—-—--——-------—----———————-—————————-— 2 515 
AN924-12D . ΝΟι----------------------------------------------------------------- 2 515 
-33 AN832-6D . UNION———-—-—-—-——-———————————————————————— 3 515 
-34 AN924-6D MA A e e aima a e e a eee 3 515 
-35 ANB94D6-4 . BUSHING —-—-------—-—-—-——--——--—-——--——--————— — 2 515 
-36 AN6292-6-18-1/2 . HOSE ASSEMBLY-——---—------——--——-—-——-——-——---—-— 1 515 
-37 AN6292-6-18 - HOSE ASSEMBLY -- — -—-—-—-— ——-----—------—--——----———-—- 1 515 
-38 AN6292-6-17-1/2 . HOSE ASSEMBLY--—-------—-——-——----------—-——-——-—-—-- 1 515 
-39 AN6292-12-16-1/2 . HOSE ASSEMBLY---------—---—-------—------—-——-—-—--———- 1 515 
40 AN6292-12-16 + HOSE ASSEMBLY —— —--—-—-——---——-—-—---—---—--—-——-—-—-—-— 1 515 
-41 AN834-12D . ΤἸεε---------------------------------------------------------------- 2 515 
42 AN6289D12 . Νυῖ----------------------------------------------------------------- 2 515 
43 AN6291 -12 - RING -—-----—-—-—-—-—---——-—-—--—--—-—-—-—-———-— 2 515 
-44 AN6290-12 . GASKET --—-----—--—-—----——-----——--—-—-————- —--—--—-—-- 2 515 
-45 AN6280-12 - VALVE --—-—------------——-—---—---—-—----—-—--—-——— — 1 515 
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FUSELAGE (Cont) 


Section Il 


Group Assembly Parts List 





TANKER KIT HYDRAULIC INSTALLATION 





RGURE & PART UNITS USABLE s/c 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
136A 184-58346 TANKER INSTALLATION, Hydraulic (used on tanks 037 and subs and -------- Ref 
on tanks 001-036 with S. C. 515 complied with) (see figure 121 
for next assembly) 
No Number TANKER PACKAGE KIT HYDRAULIC INSTALLATION, Underside ------- Ref 515 
and rear left side (see figure 136B for detail breakdown) i 
-1 184-58812-17 LINE ASSEMBLY, Emergency drogue down elbow in selector valve ------ 1 515 
to union at station 239. 5 
-2 184-58812-55 LINE ASSEMBLY, Emergency rewind elbow in selector valve to --------- 1 515 
union at station 239. 5 
-3 184-58812-25 LINE ASSEMBLY, Drogue down elbow in selector valve to union --------- 1 515 
at station 239. 5 1 
-4 184- 58812-19 LINE ASSEMBLY, Emergency drogue up elbow in selector valve------- =- 1 515 
to union at station 239. 5 
-5 184-58812-53 LINE ASSEMBLY, Emergency brake release elbow in selector ---------- 1 515 
valve to union at station 239. 5 
-6 184-58812-27 LINE ASSEMBLY, Drogue up elbow in selector valve to union ----------- 1 515 
at station 239. 5 ^ 
-7 AN815-4D ΌΝΙΊΟΝ:------------------------------------------------------------- 4 515 
-8 AN919-3D REDUCER ------------------------------------------------ 2 515 
-9 184-58813-15 LINE ASSEMBLY, Drogue down union on front of tank to union 1 515 
at station 330 E 
-10 184-58813-13 LINE ASSEMBLY, Drogue up union on front of tank to union at----------- 1 515 
station 330 
-11 184-58809-5 LINE ASSEMBLY, Return from bulkhead fitting forward end to ---------- 1 
tee at station 294 
-12 184-58812-21 LINE ASSEMBLY, Motor drain union at station 300 to check------------- 1 515 
valve at station 239. 5 
-13 184-58809-3 LINE ASSEMBLY, Pressure from bulkhead fitting forward end ---------- 1 : 
to tee at station 294 
-14 AN6280-6 ΝΑΙΥ͂Ε------------------------------------------------------------ 1 515 
-15 AN815-6D ὈΝΙΟΝ:------------------------------------------------------------- 1 515 
AN6290-6 GASKET -----------------------------------------------------τ------ 1 515 
-16 AN832-6D UNTON ooo o enn nn nnn nnn nn nnn rrr nnn rrr nnn cree 1 515 
AN924-6D NUT---------------.-------------------2-2-2-2-2--2-------------------- 1 515 
2W18-916N WASHER, Flat (ΝΑ)------------------------------------------------- 1 515 
Evi AN783D12 TEB------ ---- τπτ -- 1 515 
AN924-12D ΝΟτ--------------------------------------------------------------- 1 515 
AN893-4D BUSHING ---------------------------------------------------------- 1 515 
-18 AN833-4D ΕΙΒΟΥ͂------------------------------------------------------------ 1 515 
AN6289-4D ΝΙΤ--------------------------------------------------------------- 1 515 
AN6290-4 GASKET ----------------------------------------------------------- 1 515 
AN6291-4 RING -------------------------------------------------------------- 1 515 * 
AN6290-12 GASKET ----------------------------------------------------------- 1 515 
2W18-1716 WASHER, Flat (ΝΑ)------------------------------------------------- 1 515 
-19 184-58812-41 LINE ASSEMBLY, Return elbow in tee at shelf to check valve ----------- 1 515 
-20 AN832-12D ὈὨΝΙΟΝ------------------------------------------------------------- 1 515 
AN924-12D ΝΌΤ--------------------------------------------------------------- 1 515 
2W18-1716 WASHER, Flat (ΝΑ)------------------------------------------------- 1 515 
-21 184-58812-49 LINE ASSEMBLY, Pressure elbow in fuel shut-off valve to-------------- 1 515 
bulkhead union in shelf 
-22 184-58812-45 LINE ASSEMBLY, Motor drain bulkhead union in upper shelf ------------ 1 515 
to bulkhead union 
-23 184-58812-43 LINE ASSEMBLY, Return bulkhead union in upper shelf to tee ----------- 1 515 
in lower shelf 
-24 AN833-12D 1 515 
AN6289D2 1 515 
AN6290- 12 1 515 
AN6291-12 1 515 
-25 25670 VALVE, Shut-off pilot operated manual (AP) (see Technical 1 515 
Manual AN 03-30CL-121 for breakdo wn) 
ATTACHING PARTS 
AN520-10R32 SCREW ------------------------------------------------------------ 3 515 
2W18-10M WASHER, Flat (NA)----------- 3 515 
NAS43DD3-32 SPACER, Screw and bolt 3 515 
aa ee 
-26 AN'183D12 1 515 
AN919-18D 1 515 
AN919-6D 1 515 
AN6289D12 1 515 
AN6291-12 1 515 
AN6290-12 2 515 
AN6290-6 2 515 
-27 1V4-12-30 VALVE ASSEMBLY, Hydraulic one-way restrictor (NA) ---------------- 1 515 
-28 184-58812-33 LINE ASSEMBLY, Pressure tee in drogue selector valve --------------- 1 515 
to reducer in flow regulator 
-29 184-58812-47 LINE ASSEMBLY, Pressure bulkhead union in upper ------------------- 1 515 
shelf to bulkhead union 
-30 184-58812-39 LINE ASSEMBLY, Emergency pressure bulkhead union----------------- 1 515 
in shelf to reducer 
-31 AN832-12D 2 515 
AN924-12D 2 515 
2W18-1716 2 515 
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ero. Acme Parts List κκ σας 
‘TANKER KIT HYDRAULIC INSTALLATION : 

AGURE δ. , , PANT . ; ` . UNITS USAME . S/C. 
INDEX NO. NUMBER A PER ASSY.' OX CODE . NO. 
36A-32 AN832-6D Š 2 515 

AN924-6D « 2 515 
2W18-916M - 2 515 

-33 AN6292-12-16 * 1 515 
ANB806-12 . 1 515 

-34 AN6292-6-16-1/2 - 1 515 
AN806-6 - 1 515 

-35 AN6292-6-17 $ 1 515 
AN806-6 - 1 515 

-36 AN6292-12-17-1/2 E 1 ' 915 
AN806-12 - 1 515 

-37 AN6280-4 - 1 515 
AN815-4D . 2 515 
AN6290-4 .- 2 515 

-38 184-58812-37 a 1 515 

: to check valve 

-39 AN834-4D * 2 515 

-40 AN833-4D a 1 515 

-41 AN837-4D i : - 1 515 

-42 11130-1 Š VALVE, Solenoid operated four-way selector (WAH) (see ----—--------- 1 515 

Technical Manual NA 03-30DE-521 for breakdown) 
AN520-10R32 a - > 2 515 
2W18-10M κ 2 515 
AN6289D4 ' 5 4 515 
. AN6290-4 x 4 515 
` AN6291-4 - 4 515 
-43 184-58812-79 $ 1 515 
-44 AN919-7D - 1 515 
| 45 184-58813-21 è LINE ASSEMBLY, Return tee in rewind valve to tee in drogue valve- 1 515 
-46 7100 - VALVE, Hydraulic manual control four-way three-position- -- —--------- 1 " 515 

(Benton Corp., Detroit, Mich.) 

AN520-10R10 4 515 
NAS43DD3-12 * 4 515 
AN833-4D * 3 515 
AN834-4D = 1 515 
AN6289D4 A 4 515 
AN6291-4 " 4 515 
AN6290-4 - 4 515 

-47 184-58813-19 " 1: 515 

-48 AN919-3D * 1 15 

-49 184-58812-29 ἃ LINE ASSEMBLY, Return elbow in emergency drogue selector to reducer- 1 * 515 

-50 184-58812-35 z LINE ASSEMBLY, Emergency pressure elbow in emergency drogue------ 1 515 

valve to reducer 

-51 103425 5 VALVE ASSEMBLY, Manually operated rotary selector four-way---—---- 1 515 

three-position (WTR) (see Technical Manual NA 03-30EB-559 
for breakdown) 

ATTACHING PARTS r : 
AN365-1032 - 3 515 
AN520-10R26 " 3 515 
2W18-10M 7 6 515 
NAS43DD3-58 - 3 515 

---ᾱ---- 

-52 AN833-5D a 3 515 
AN6289D5 - 3 515 
AN6291-5 - 3 515 
AN6290-5 s 3 515 
ANB815-5D . 1 515 

-53 AN6292-4-27 E 1 515 

-54 AN6292-4-32 $ 1 515 

-55 AN6292-4-24 . 1 515 

-56 AN6292-4-14 : 1 515 

-57 1V4-8-30 - :1 515 
AN893-2D = ul 515 
AN919-6D . = 1 515 
AN832-4D » 1 515 
AN924-4D : 1 515 
ANG6290-6 * 2 515 
AN6290-4 E 1 515 
2W18-716M 2 1 515 

-58 1V4-12-30 - 1 515 
AN893-2D z 1 515 
AN919-6D È 1 515 
AN832-4D E 1 515 
AN924-4D , 1 515 
AN6290-6 N 2 515 
AN6290-4 ue 1 515 
2W18-716M 5 1 515 

-59 AN832-4D $ 2 515 
AN924-4D : 2 515 
2W18-716M 2 515 
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FIGURE & 
INDEX NO. 


136B 


-1 


-2 


-10 


-24 


-25 


-29 


-31 


PART UNITS 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
No Number TANKER PACKAGE KIT HYDRAULIC INSTALLATION, Underside and ------- Ref 
rear left side (see figure 136A for next assembly) 
184-58230 : - SUPPORT ASSEMBLY, Hydraulic lines tanker forward ----------------- 6 
ATTACHING PARTS 

AN3-20A BOLT ------------------------------------------------------------- 6 

AN3-21A μι ο εν νο ο ο ο ο ον ese eai 6 

2W18-10M WASHER, Flat (ΝΑ)------------------------------------------------- 12 

— ενας 
184-58229 . SUPPORT ASSEMBLY, Hydraulic lines tanker aft ---------------------- 1 
ATTACHING PARTS 4 

AN3-20A . BOLT ------------------------------------------------------------- 2 

AN3-21A . BOLT ------------------- 2 

2W18-10M WASHER, Flat (NA) 4 

ΓΕΝΝ, νι 

184-58812-81 LINE ASSEMBLY, Emergency rewind union at station ------------------ 1 
239. 5 to union at station 353 

184-58812-83 LINE ASSEMBLY, Emergency brake release union at ------------------ 1 
Station 239. 5 to union at station 353 

184-58812-85 LINE ASSEMBLY, Emergency drogue up union at ---------------------- 1 
Station 239. 5 to union at station 330 

184-58812-87 LINE ASSEMBLY, Emergency drogue down union at -------------------- 1 
Station 239. 5 to union at station 330 

AN834-12D 2 

AN6289D12 2 

AN6290-12 2 

AN6291-12 2 

AN6280-12 1 

AN815-6D i 

184-58809-63 LINE ASSEMBLY, Return from union at------------------------------- 1 
station 294 to union at station 346 

184-58809-65 LINE ASSEMBLY, Pressure from tee at ------------------------------ 1 
Station 294 to union at station 346 

184-58809-37 LINE ASSEMBLY, Motor drain from union at -------------------------- 1 
Station 299 to motor 

AN815-4D ΤΝΙΟΝ------------------------------------------------------------5 4 

184-58812-91 LINE ASSEMBLY, Emergency drogue down union at 1 
station 330 to shelf at rear of tank 

184-58812-89 LINE ASSEMBLY, Emergency drogue up union at ---------------------- 1 
Station 330 to shelf at rear of tank 

184-58812-15 LINE ASSEMBLY, Utility drogue down union at ------------------------ 1 
station 330 to restrictor at station 353 

184-58813-23 LINE ASSEMBLY, Drogue up at station 330 to ------------------------- 1 
restrictor at station 353 

AN6292-12-20 HOSE ASSEMBLY - 2 

AN815-12D UNION- ------------ 2 

AN815-4D UNION > ------- 2 

184-58812-63 LINE ASSEMBLY, Motor drain elbow in rewind ------------------------ 1 
hydraulic motor to union at station 353 

184-58812-61 LINE ASSEMBLY, Emergency rewind pressure cross ------------------ 1 
on reel unit to union at station 353 

AN784D12 1 

AN919-17D 1 

AN6289D12 1 

AN6290-12 1 

AN6291-12 1 

AN833-12D 1 

AN6289D12 1 

AN6290-12 1 

AN6291-12 1 

AN784D6 1 

AN919-6D 1 

AN6289D6 1 

AN6290-6 2 

AN6291-6 1 

184-58812-57 LINE ASSEMBLY, Return check valve to tee at ------------------------ 1 
fuel transfer hydraulic motor 

AN6280-4 1 

AN815-4D 1 

AN6290-4 2 

AN919-3D 1 

184-58813-31. LINE ASSEMBLY, Return elbow in emergency ------------------------- 1 
rewind motor to a check valve 

184-58812-75 LINE ASSEMBLY, Emergency brake release tee on -------------------- 1 
reel unit to union at station 353 

AN815-4D UNION------------------------------------------------------------- 1 

AN824-4D 1 

184-58812-73 LINE ASSEMBLY, Emergency brake release tee on 
reel unit to check valve 

AN6280-4 VALVE AAA st os A οκ αμα» αιωνας 1 

ANB15-4D ΌΝΙΟΝ-----------------------------------------------------------.-.. 2 

AN6290-4 GASKET Socorro 2 

184-58812-51 LINE ASSEMBLY, Emergency rewind elbow in selector----------------- 1 
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: , Ν z ο 4 
FUSELAGE (Cont) Group Assembly Parts List 
UNDERSIDE: AND. REAR. LEFT SIDE TANKER PACKAGE KIT HYDRAULIC INSTALLATION: 
e FIGURE & PART UNITS. USABLE s/c 
INDEX NO: NUMBER. 1 2 3 4 5 6 7 NOMENCLATURE: PER ASSY. ON CODE NO. 
136B-34. 184-58812-71 he LINE. ASSEMBLY, Emergency brake release tee on -------------------- 1. 515 
reel unit to elbow in bleed valve 
-35 AN833-4D- -.  ELBOW----------------- ------- - ---- I 515 
AN6289D4- ᾷ NUT---- - 1 515 
AN6290-4- . GASKET -- de 515 
AN6291-4- s RING --------------------------------------- - 1 515 
-36 184-58813-29- - LINE ASSEMBLY, Motor drain elbow in rewind------------------------ 1 515 
motor to.a. check valve 
-37 184-58812-67 x LINE: ASSEMBLY, Emergency rewind' pressure elbow ------------------ 1 515 
in: gear: shift to tee in pressure line : 
-38 AN919-2D A REDUCER ---- -- τ---------------------------------------- 1. 515 
AN6290-3 - GASKET --- ----- 1 515 
-39 AN815-4D- ᾷ ὈΝΙΟΝ-------------------------------------------------------------. 1. 515 
AN6290-4- s GASKET ---- 1 515 
-40 AN827-4D- E CROSS-------------------------------.---------2-.--------2----------- 1. 515 
-41 184-58812-65- - LINE ASSEMBEY, Emergency rewind pressure cross ------------------ 1. 515 
on reel unit to priority valve:on reel . 
-42 A6070-24- 4 VALVE,. Surge balanced outlet relief bleed type (VNMB) ---------------- 1 515 
(see Technical Manual AN 03-30DD-12 for breakdown) 
+ AN919-10D* š REDUCER 2 515 
] AN6290-8. . GASKET ----------------------------------------------------- Σ 515 
-43 1969-4-50 Š 1 -515 
AN833-4D* . ΕΙΒΟΥ͂:------------------------------------------------------------ 1 515 
AN6290-4- 2: 515 
AN6289D4' 1 515 
T AN6291-4- ; 1 515 
-44 184-58813-33 , i LINE ASSEMBLY, Emergency rewind pressure elbow in --------------- -- 1 515 
. rewind hydraulic motor to flow regulator 
-45 AN919-3D 3 REDUCER --------------------------------------------------------- 2: 515 
AN6290-5 . αΑβδίΕΤ------------------------------------------------------------ 2 515 
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H-184-58-79A 


FIGURE 137 - HYDRAULIC 60 CUBIC INCH ACCUMULATOR ASSEMBLY 











FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
137 175-58051 ACCUMULATOR ASSEMBLY, Hydraulic 60 cu. in.. . . . . . . . . . +. . Ref 
(see figures 123 and 12! for next assemblies) 
-1 165-58372-3 + CYLINDER END, Hydraulic 60 cu. in. accumulator . . . . . . . . 1 
-2 AN6230-14 - GASKET . . . . . . ΟΥ ο le. Ice Um Oli ου. 2 
-3 AN62l4 -14 v HIRING. ν᾿ UNO ov vm Les Se vet iere ο keeled Se ae LY 2 
-h AN6277-37 s> PACKING νο ο s id Ga ceri ae Yoon tel ὃν ἃ κε Ser ded 2 
a -5 5R16-37 + RING, Spiral back-up. (NA). . . . . . . .. . . . . .. . . e004 2 
-6 165-58122 + PISTON, Hydraulic 60 cu. in. accumulator . . . . . e . . . s . 1 
-T 165-58372-5 - CYLINDER END, Hydraulic cu. in. accumulator. . . . . . . . . . 1 
8 165-58121 + CYLINDER, Hydraulic 60 cu. in. accumulator . . . . s . . . . . 1 
—Ó—77777 Ő 
: 
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H-184-58-72 
, | 
FIGURE 138 - HYDRAULIC DROGUE ACTUATING CYLINDER ASSEMBLY 
FIGURE & PART UNITS ~ USABLE s/c 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE - PER ASSY. ON CODE NO. 
138 184-58227 CYLINDER ASSEMBLY, Hydraulic drogue actuating (used on tanks 001-036) ----- Ref T 
(see figure 131 for next assembly) . 
-1 146-58279-10 Y END ASSEMBLY, Hydraulic gear actuator cylinder piston rod -------------- 1 
-2 HSB12COH á " BEARING (AP) ---------------------------------------------------- 1 
-3 NAS2-101 - . .FITTING------------------------------ s 1 A 
-4 2W11A12 . WASHER, Tab-lock (NA) ----------------- -+= 1 
-5 AN316-12R s NU TS io o ii e in ic da "u 1 
-6 146-58275 : END, Hydraulic nose landing gear actuating cylinder ---------------------- 1 
-7 7R2-19D RETAINER, Gland (ΝΑ) ----------------------------------- 1 
-8 2W1ALP65-45-64 : 1 
-9 AN6232C3-9/16 . FELT ----------------------------------------------------------- 2 
-10 AN6231-9 . ΒΟΒΑΡΕΕ------------------------------------------------------------- 1 
-11 7P3-19D Ν 1 
-12 AN6246-19 © Εἰδο----------------------------------------------------------------- 2 
-13 AN622'1-19 . PACKING -----------------------------------------------------5------5 1 
-14 146-58274 - HEAD ASSEMBLY, Hydraulic nose landing gear actuating cylinder ---------- 1 
-15 4B20-10-25 y ᾷ BUSHING, Press fit flanged (NA) ---- -- ------------------------------ 2 
-16 1N6-34 1 
-17 AN6244-2 4 
-18 AN6230-2 : 2 
-19 AN833-4D 2 
-20 AN6289-4 2 
-21 AN6290-4 2 
-22 AN6291 -4. 2 
-23 AN893-1D 2 
-24 AN6290-5 è 2 
o -25 1456-58273 E CYLINDER, Hydraulic nose landing gear actuating -------- 1 
-26 175-58100 à PISTON, Hydraulic alighting gear actuating cylinder ---------------------- 1 
(supersedes 146-58278 for future procurement) 
-27 AN6246-29 «. Εινο---------------------------------γ------------------------------- 2 
-28 AN6227-29 © PACKING ------------------------------------------------------------- 1 
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AJ-2-4-58-9 


FIGURE 138A - HYDRAULIC DROGUE ACTUATING CYLINDER ASSEMBLY 
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E O 
FUSELAGE (Cont) Group Assembly Parts List 
A Ὕσμον μμ i i κκ οσα MR 
HYDRAULIC DROGUE ACTUATING CYLINDER ASSEMBLY 
A AAA A AAA υπο αμ AAA AAA _Ñ — « — »Q » <A ALL EE 
e FIGURE & PART _ UNITS USABLE s/C 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
a A MNEMEMDMEMLL1L1(. n n S C 
138A 184-58217 CYLINDER ASSEMBLY, Hydraulic drogue actuating (used on ---------------- Ref 
tanks 37 and subs) (see figure 131 for next assembly) 
-1 147-58279 . END ASSEMBLY, Hydraulic nose landing gear actuating ---------------- 1 
cylinder piston rod 
-2 HSB12COH à . BEARING (AP) ------------------------------------- 1 
-3 NAS2-101 . ^. LUBRICATION FITTING----------------------------- 1 
-4 2W11A12 . WASHER, Tablock (NA) --------------------------------- 1 
-5 AN316-12R "ων", ο ο see ts 1 
-6 146-58275 % END, Hydraulic nose landing gear actuating cylinder ------- 1 
-7 TR2-19D . RETAINER, Gland (NA) --------------------------------- 1 
-8 2W1ALP65-45-64 . WASHER, Plain (NA)------------------------------------ 1 
-9 AN6232C3-9/16 . FELT ------------------------------------------------- 1 
-10 AN6231-9 .  SCRAPER-------------.------..-------.---------------- 1 
-11 TR3-19D i RETAINER, Rod "O" ring ------------------------------- 1 
-12 MS28782-19 . ΕινΏ-------------------------------------------------- 2 
-13 AN6227-19 . PACKING ---------------------------------------------- 1 
-14 146-58247 ; HEAD ASSEMBLY, Hydraulic nose landing gear 1 
-15 4B20-10-25 . ^.  BUSHING, Press fit flanged (NA) -------------- 1 
-16 1Ν6- 54 . NUT, Cylinder lock (ΝΑ) ------------------------- 1 
-17 MS28783-2 å GASKET --------------------------------------- 4 
-18 AN6230-2 | βινΏ------------------------------------------- 2 
-19 AN365-1032 ΝΌΤ-------------------------------------------- 9 
-20 AN3-16A . BOLT ------------------------------------------ 2 
721 2W18-10M . WASHER, Flat (NA)----------------------------------- 4 
-22 AN365-1032 . Νυτ------------------------------------------------- 4 
-23 AN3-26A A A A o 4 
- -24 2W18-10M . WASHER, Flat (NA)----------------------------------- 8 
-25 NASA3DD3- 78 . SPACER --------------------------------------------- 4 
-26 184-58343 . SUPPORT ASSEMBLY, Hydraulic drogue actuating --------------------- 1 
cylinder shuttle valve 
-21 184-58345 . SUPPORT ASSEMBLY, Hydraulic drogue actuating - -------------------- 1 
cylinder shuttle valve 
-28 AN6289D4 2 
-29 AN6290-4 4 
-30 AN6291-4 2 
-31 AN815D4 2 
-32 AN833-4D 2 
-33 AN6277-4 2 
-34 184-58342 2 
-35 ΑΝ-6290-6 9 
-36 AN6289D4 2 
-37 AN6290-4 à 2 
-38 AN6291-4 . GASKET ----------------------------------------------------------- 2 
-39 146-58273 . CYLINDER, Hydraulic nose landing gear actuating --------------------- 1 
-40 175-58100 . PISTON, Hydraulic alighting gear actuating cylinder-------------------- 1 
-41 MS28782-29 9 2 
-42 AN6227-29 . ῬΑΟΚιΝΩ---------------------------------------------------------- 1 
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FIGURE 139 - ELECTRICAL CIRCUIT BREAKER TANKER PANEL ASSEMBLY 





H-184-54-285A 





184-54504-10 
184-54504-11 
184-54504-15 















HARNESS ASSEMBLY, Inflight refueling --------------------- ie 
HARNESS ASSEMBLY, Inflight refueling (used on 184-54524) - - --- -- 
HARNESS ASSEMBLY, Inflight refueling (used on 184-54524-101) -- 


FIGURE 4 PART UNITS USABLE s/c 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
139 *184-54524 PANEL ASSEMBLY, Electrical circuit breaker panel (used on tanks 001 -012)---- Ref 515 
(see figure 119 for next assembly) 
*184-54524-101 PANEL ASSEMBLY, Electrical circuit breaker panel (used on tanks 012-036) ---- Ref 515 
(see figure 119 for next assembly) 
*184-54524-201 PANEL ASSEMBLY, Electrical circuit breaker panel (used on tanks 037 and subs) Ref 515 
(see kit print 184-89954 for next assembly) 
184-54524-21 . PANEL SUB ASSEMBLY, Electrical circuit breaker tanker ----- -- 1 
-1 184-54524-3 PANEL ASSEMBLY, Electrical circuit breaker tanker--- -- 1 
-2 184-54524-5 A BUS BAR, Electrical circuit breaker tanker --------------- -- 1 
-3 184-54524-7 " BUS BAR, Electrical circuit breaker tanker --- <= 1 
-4 184-54524-9 COVER, Electrical circuit breaker tanker------------------ -- 1 
-5 D7236-1-350 SENSING CONTROL (SPTD) -- 1 
-6 AN520-10R10 . SCREW -------------------- moas 2 
2W18-10 WASHER, Flat (ΝΑ)---------------------------------------------------- 2 
“1 6141H104 CIRCUIT BREAKER (CUT) (interchangeable with NA part No. 184-54509) ---- 1 
-8 AN520-416R10 SCREW --------------------------------------------------------------- 2 
2W18-416 . WASHER, Flat (NA)- -= 2 
-9 AN520-10R14 SCREW -------------- ---- 2 
2W18-10 . WASHER, Flat (NA)---------------------- uec 2 
2W1-24-30-32 WASHER, Plain (NA)--------------------- -- 2 
-10 AN520-416R10 . SCREW -------------- -- 2 
AN365-428 ©  NUT----------------- -- 9 
2W18-416 WASHER, Flat (NA) -- 4 
AN3380-1 RELAY (used on 184-54524-201)----------- - 1 
AN3200-450 SHUNT (used on 184-54524-201) ---------- - 1 
1 
1 
1 
1 


184-54513-3 


HARNESS ASSEMBLY, Inflight refueling (used on 184-54524-201) ----------- 


NOTE: *S.C. 515 Removes the above parts from the tanker package and installs them as permanent 
provisions on the aircraft. 
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H-184-48-83A 
FIGURE 140 - FUEL TANKER OIL COOLER INSTALLATION 
FIGURE a PART UNITS USEASLE ON 
DEL MUMAER NUMBER 12 3 4 5 6 7 NOMENCLATURE FER ASSY. 
140 184-48202 COOLER INSTALLATION, Fuel tanker 011 . . . .--------- Ref 
(see figure 131 for next assembly) 

-1 4901 . OIL COOLER ASSEMBLY (TRA) . . . -------------- 1 
ANG60D416 WASHER... 1 ..- be et aS ee Se ole UA ᾱ ο. τα ο ο. 4 
AN365-428 NU ΜΕ et "uus Bice este νος (ue τόν cm wee - 4 

-2 AN833-8D ELBOW os os toe ot do ak Se ion ibe wee: EP ο δ) mores ο. 1 
ΑΝΟΟΗ- 80 μπα ρω eek ee ἵν ο ο Deum ο ege vesci m UE m e 1 
1S29512-8 i QGASKER a so atm m ores sce a BO Gu Seah ον οταν tee ee ee 1 

-3 184-58850-29 LINE ASSEMBLY, Tanker oil cooler. . . . .--«-«------- 1 

4 AN815-8D ONION ΛΑ cox e ir DS ia Bh ast ου Sw, ae 1 

-5 MS28741-8-874 . HOSE ASSEMBLY (used on tanks 001-012) . . . - . . - . ¿2 - + 1 
3H3-8-0874 . HOSE ASSEMBLY, Plastic covered (NA) (used on tanks 013) . . 1 

(S28741-8-0874 ) 

-6 És28711-8-600 . HOSE ASSEHBLY (used on tanks ay t IP oy ort ES 1 

3H3-8-0600 . HOSE ASSEMBLY, Plastic covered (NA) (used on tanks 013) . . 1 
(15287141 -8-0600) 

-1 AN837-8D πο 17; o IRA 1 
AN924-8D OU ΜΑ ΕΥ os ope wee a ea «Ὁ 1 
1S29512-8 a GASKET) o 20297309 Sy cbs we "ERR Sot te ae ο ας ους 1 

-8 18h-h8lh5T7 . CORD ASSEMBLY, Oil cooler elastic . . . .. . . . . 2. - > 1 
184-48465-3 . . EYE BOLT, Fuel tanker oil cooler hose cord . . . - . - - 1 
184-48465-5 . . EYE BOLT, Fuel tanker oil cooler hose cord .--.-- - 1 
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Mu cU A c KA TERRAE PE τπτ 
fIGUIE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
140A R1L4A002 HOSE REEL ASSEMBLY, Automatic type A-120 (BLRE). . . . . . . . Ref 
(see figure 131 for next assembly) 
14A076 . RING, Split lock (FLRE) (see figure inon for breakdown) 1 
RS 3438 . RING, Retaining spirolox e ) (aee figure ΠΝ 1 
RS 343C . RING, Retaining: spirolox ee) (RMS). 1 
(see figure 140H for breakdown) 
144114 . HOSE ASSEMBLY (FLRE) (see figure 140H for Decio 1 
14A027 . COUPLING ASSEMBLY, Model A-3 reception (FLRE) 1 
. (see figure 140A for breakdown) 
IHAO9O . . . DROGUE ASSEMBLY (FLRE) (see figure 140H for μμ, 1 
-1 200076 . SIDEPLATE ASSEMBLY, Drive (FLRE). : 1 
(see figures 140B and 140C for breakdown) 
-2 200071 . SIDEPLATE ASSEMBLY, Fuel (FLRE) . . E 1 
: (see figure 1100 for UR 

-3 14A319 . ADAPTER, Hoisting and pivoting (FLRE) . . . 6 

-4 NAS146-52 . BOLT, Internal wrenching steel 3/9-23 Sows “a "πη 10 

--5 AN960-616L . WASHER. . . . . . . + P Qo Am d «eed μαι ος ἂν 16 

-6 AN364-624A . NUT κ AUR. ces en p iod A: δ. ἃ 16 

-1 NAS51-75 | RING, Retaining . EP 6 

-8 200153 . WIND ASSEMBLY, Level (ΜΠΕ) : 1 

(see figure 1403 for breakdown) 

-9 144746 . "BRACKET, Spring guide (FLRE). 1 
ΑΝ3-ΤΑ A αμ des ο cae SEDED Lis 2 
AN960-10L i WASHER. 2 ooo τος ke e eo Sa a e e 2 
AN364-1032A . NUT "θη i 2 

-10 B14A745 | SPRING “(RLRE) | ο ασ 1 

-11 200081 . DRIVE ASSEMBLY, Bedplate "(FLRE) c à AD. WO ee 1 

(see figure 1408 for detail | breakdown) | 

-12 AN5H13A . BOLT. . .. NS OUS. ae gon 10 

-13 AN960-516L . WASHER. . 10 

-14 200085 . PANEL ASSEMBLY , Relay (FLRE) "(see fig. "1406 for breakdown). 1 

-15 AN507 -1032-14 . SCREW. . dud xs 4 
144589 ` COVER ASSEMBLY, Drive Side hub dust (FLRE). MEE 1 

-16 14A590 . . COVER, Drive side hub dust (ΕἸΠΕ). . SOR 1 

-17 144586 zi. a LEVER, Emergency brake upper actuating (FIRE). ML 1 

-18 144585 . . SPRING, Emergency brake lever (ΕἸΠῈ) . , S ALAS RN 1 

-19 144587 . . LEVER, Emergency brake lower actuating (FIRE). E, ias Sarge 1 

-20 144643 . | SCREW, Emergency brake’ lever headless (FLRE) . . . g 1 

-21 AN960-10L ge, (WASHER: i-us a 3 Ue (e ας md ὁ ὁ De εδ A ο” 1 

-22 AN364-428A ge? va, NUTS 20$ 4» 7s a ee ee um d IS oe Ep MES QU κα 1 

-23 AN931A8-13 . a4 GROMMET. . 6 2. 9 9 9 e m og ms os Ac 2 

-24 AN393-51 5 ae PIN ue vc οὐ a ον κῶν εν de ne olaa A 1 

-25 MS171530 ior PING u ον Soe A WU φον Ma α. οι ceo ee der ue eh 1 

-26 AN364-428A . NUT Εν λα ος. EN 4 

-27 AN960-!116L D WASHER. . . A 4 
200007 "PLATE ASSEMBLY, Limit switch "mounting (rini). — 1 

-28 144382 . . PLATE, Limit switch ασε (FIRE); A ο ο. 1 

-29 AN364-1032 . . . NUT. : κέν νον e rid. ee qe cet is 4 

-30 AN960-10L Dol WASHER . . f : ; s A 4 

-31 144383 . . STUD, Guiding "(FLRE) : : ; : 4, 

-32 Commercial . . NUT, Cap (No. 10-32, NF- ἘΠῚ 5 ; : 2 

-33 AN315-3R . . NUT. . ρα Ἡ a ; : 2 

-34 AN960-10L Do. WASHER . . ; : S x ὃ 2 

-35 144384 . . STUD, Adjusting “Limit switch (FLRE). 5 uo : 2 

-36 14A317 . . SUPPORT, Limit switch (FERE) s . , 2 

-37 AN3234-1 . . . SWITCH... S PE. en i-re, wu lits A 2 

-38 JVL ` 1 ACTUATOR (MSC) . κο... $ Ρ : 2 

-39 AN515-4-14 |o. . SCREW. . 2... . + ' ` s 4 

-4o AN960-4L . . MWASHER . . . . . . 5 e Y 

-41 AN365-440A . . NUT. ^s ο ai dl Oo 4 

-42 AN500A6-8 Z ol SCREW. , $a ὡς δρᾷ. Dane 4 

-43 A14A608 ‘> STRIP, Marker CBLRE) 20k aioz A3 φορα) 1 

-44 600A5 . ds BLOCK, Terminal (ΚΚΕ)... . . 4. 4 4 eee ee o oh or n 1 

-45 AN565A6H8 λα η ια Ιον ὦ τα GEE Mae ο ee DEOR LET 2 

-h6 AN3611 -632A ο "νά A πο 2 

-47 200008 . . HARNESS ASSEMBLY, Limit switch No. 2 indicator lights. 1 

cable (FLRE) 

-48 144376 . . HARNESS ASSEMBLY, Limit switch No. 3 mounting plate. 1 

cable (FLRE) 

-49 144255 . DRUM ASSEMBLY, Hose reel ATENE) μων fig. 140F for breakdown) 1 

-50 AN5-13A s BOLT. se νο ee ee v tes μον αμ cape wt Da, im 1 

-51 AN960-516L 2 WASHER. 203 eub BR oe eoe DEUM a a da 1 

-52 AN364-524A . NUT "νυν caue mn aere nr taf πέν” ή ea Mer 1 

-53 B14A371 | YOKE (FLRE) . ^ ean ae as eee m τῷ, Te m ee G 1 

-54 JYLC4033B2R | ACTUATOR, Gear "shift (Bec). — n 1 

-55 144688 . SPACER (FLRE) "P κα e ὃς Var ο 2 

-56 AN4-15A O A G 1 

-57 .ANQ60-416L ο (WASHER): Ὁ. ως Deom τα hos oce m ee 1 i 

-58 AN364-428A . NUT | 1 

-59 144689 | BAR, Gear shift actuating extension n (PERE). 1 

-60 HMA : BEARING, Rod end ο. 1 

-61 AN316-4R . NUT š i 5 μα ο ο πω. 1 

-62 AN4 -TA A MBOLRI 5. AE a γκο, e VUE A a a e μι a AS ET 1 

-63 AN960-416L £ WASHER): raint ta a td ο WE UE Ov DUE LE Nis 1 

-64 AN364-428A . NT.. . E Aue ook E οἴ δν MN 1 


e M 
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FIGURE & PART ν UNITS USEABLE ON, 
INDEX NUMBER NUMBER ' 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE . 
1ΠΟΑ -65 AN504-6-4 . SCREW . . ean re y Yos Ὁ MED RU οτος Ἔα τς ane m P 


AN 01-60AAB-4 





"EP + 1 
RN2-20 + CABLE ASSEMBLY (JH) cae : 1 
-66 AN6270-8-12-1/4 s HOSES os. ο ος v s oe τι s . 4 2 
-67 144306 . STRUT, Frame (FLRE) ...... e s 2 ^ 
-68 144471 - STRUT ASSEMBLY, Hoisting (FLRE) 2 1 x 
-69 AN364-524A E UNDE e A Rasta Ese d eem ga cn E ein eat 8 a 
-70 AN960-516L oh WASHER ice Bagi nyo So mele e mom ο ο RU. P LU. 8 "DE 
14A800 . ELBOW ASSEMBLY, Fuel (FLRE) . . . . . . 2.2... 111 s 1 e 
-71 144292 + - ELBOW, Fuel (FIRE)... . o... LL LLL LLL ο 1 > 
-72 14A401 * . SHIELD, Bearing (FLERE) .......2...... 3 1 
-73 42350 . CONE, Bearing (T1). iv ue wee ο ο ο μα”. 1 
-74 42584 - CUP, Bearing (TI)... . ... ... ; 1 
-75 144470 - ‘SPACER, Fuel seal (FLRE). . . . . . . . , 1 
-76 GU 3500 : SEALS OTL (GT). αυ... 1 
144078 - COLLAR, Hose (FLRE)(see figure 140H for breakdown). 1 
MS29513-260 +. PACKING (see figure 140H for breakdown) . . . . . . .. 1 
AN520-10-5 . SCREW (see figure 140H for breakdown) . . . . . . . . . 1 
AN936A10 - WASHER (see figure 140H for breakdown). . . . . . ος as τῷ 1 
AN520-10-7 - SCREW (see figure 140H for breakdown) 4r dn ew μοι ο ὦ 1 
MS29513-230 . PACKING (see figure 140H for breakdown) ......... 2 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER 1 2 3 4 $ 6 7 NOMENCLATURE PER ASSY, CODE 
140B 200076 SIDEPLATE ASSEMBLY, Drive (FLRE) (see figure 140A for next . Ref 

assembly) (see figure 140C for additional ο μα 
200096 . SIDEPLATE SUB ASSEMBLY, Drive (PIRE). 5 $ : 1 
-1 200000 2 SIDEPLATE, Drive (FLRE). $5 ο... ME ἃ 1 
-2 RAD207SB9 INSERT (ROSN). Lower SU Wi deos ore erg hu e ES 5 
NAS456-9 RING (ROSN). " πο. DES C ον, ἐφ 5 
-3 B14A396 STUD, Special ` (FLRE) : ROS AME Ss athe 3$ 2. 
-4 SF111-11SA12A 2 STUD (REN). PER E ee 6 
RL28SB8 2 RING (ROSN zd Ue s e os ο, ος, exe ης 8 = 
-5 MS171530 3 ΡΙΝ, Spring. ac E emis 1 
-6 200417 | TUBE ASSEMBLY, No. 7 "Brake system assembly (PIRE) -—— Ἡν 1 
-7 AN824-4D Aa TERS V. & W ed. . QU STR. os αν 4 
-8 AN929-4 | CAP ASSEMBLY. . v Satis s 3 
-9 200118 . TUBE ASSEMBLY, No. 8 Brake "system assembly "(FLRE) os Sar was aar hh 1 
-10 AN834-4D s TEE 2.02 Seok, ve, Re Se et BOSS, ον m DE cepa ce Nee et pen ee δή oed το 2 
ANQ24-4D &. (NUT eni Swen Sete Ἕ fae x E , t ώς 2 
MS29512-4 . GASKET. . . . . WR RN 2 
-11 200126 . TUBE ASSEMBLY, No. 2 Brake "system assembly uus UE 1 
-12 200128 . TUBE ASSEMBLY, No. 1 Brake system assembly (FLRE EP 1 
-13 200447 . TUBE ASSEMBLY, Brake system ον. (FLRE) . x 1 
-14 AN837-4D ΘΗ... Sek κκ: "Tm o Na VL eur 2 
AN924 -4D ONU ο τοι ο αν II a δι «νο e e ο νο 2 
MS29512-4 . GASKET. . . . € ate 6 2 
-15 200129 . TUBE ASSEMBLY, No. Y "Brake system assembly FLIRE) wv 1 
-16 200124 . TUBE ASSEMBLY, No. 3 Brake system assembly (FLRE) . a Ve 1 
-17 200125 . TUBE ASSEMBLY, No. 6 Brake system assembly (FLRE t eius 1 
-18 AN832-4D . UNION... .... ae Noah κο ας, Bi ate CI anida 1 
AN924 -4D . NT.... 3s cs ah Bids hess Se O rer 1 
MS29512-4 o> GASKETS o ὦ ο... a er ws ἃ ο Be eet qut eran DS 1 
-19 AN815-4D = UNION 2 4 xus a ο. ᾱ os ο Bo Aaa orc We aimes 1 
-20 AN6270-4-12 . HOSE ASSEMBLY ......... o ο”... 1 
-21 AN821-8D zc ELBOW rias a Ἔσο, ας οδός ος No e 1 
-22 AN929-8 . CAP ASSEMBLY. . . . +. +. . da in Vase tars Gea bel ὃς DNE 1 
-23 200144 . TUBE ASSEMBLY, Drive side (FLRE). Pus ο gd. an Fe ie bog os 1 
-24 AN815-8D . UNION. b oai Us ασ “ο. 1 
-25 14A719 ο πο A Y A A A 1 
AN507 -1032-10 "Ec MEE "Iu ο Cee 2 
AN960-10L 2. WASHER: a ο ὁ -ᾱ- re 2 
AN364-1032A s GNUT- is idees a ein a cere st ο ο ο fo A Oe ee Lin 2 
-26 AN365-632A . NT. By ges, a DRM EM a E 5 
AN960-6L . WASHER. . . P NP vow xe ου 5 
200072 . RELAY ASSEMBLY, Drive assembly (PIRE) s 4 2 243 seo oe 1 
-27 SE3TA2H362 . . RECTIFIER, Selenium (BRA) cap να me ECL τς ἕῳ ws 1 
-28 650-3322 . . RELAY, Time delay (COE). DR PC UR EM a 1 
200006 . . CABLE HARNESS ASSEMBLY, Drive side (FLRE). . . . . . . ^. 1 
-29 AN3108B28-15P αν PLUG. .. . .. urs S v M EN ER 1 
AN3057-16 DOl ADAPTER 2 DDD! SEN m be a 3 1 
-30 AN3108B1253S e x» α PLUGS. Lo 5e oos NS ον ας, n x 1 
AN3057 -4 j vc» sa ADAPTER OS rs ; ; MEDIE . s 1 
-31 AN3108B14S5S . o. . PLUG. . ar ee fae Ὦ sd ive s 1 
-32 AN3106A14S5S e PLUG. -.. veu 1.» "ES ME 2 
AN3057-6 è ADAPTER . . qu 3 
-33 200009 HARNESS ASSEMBLY, Terminal block No. 3 - No. 4 cable (FLRE) 1 
-34 AN3436-2-3 TERMINAL BLOCK ASSEMBLY . s SE en ον MEE 1 
AN507 -440-12 SCREW . . . . «οι PECES More : . 2 
AN365-440A NUT... χα Ὁ > Sud 2 
-35 397-3 COVER, Terminal block (HEGE). MIS DS ee 1 
-36 144814 SOLENOID ASSEMBLY, Pawl stop (FLRE) . ES $ s 1 
ATTACHING PARTS 
-37 AN364 -428A s NUT ος odes «RD emn is 1 E 1 
-38 AN960-416L WASHER. . . . an : A 2 
-39 144388 BOLT, Pawl stop solenoid (FIRE) . ΝΗ A z 5 1 
-40 NAS51-25 RING, Retaining . . he a ^ ἐς s 1 
-41 AN500A10-12 . . SCREW... e i ‘ ; 4 
-42 13304 -1 1 1 SOLENOID ASSEMBLY (CAN). Ε . $ 1 
-43 144818 . . GASKET, Pawl stop solenoid base (PIRE) : A » 1 
-44 14A810 . . BASE, Pawl stop solenoid (PERE); : PENES ER 1 
-45 AN500A4 -6 i SCREW. . . . x 2 4 
144815 . . RECEPTACLE ASSEMBLY, Pawl “stop (PERE) n x. dius 1 
-46 AN3102-14S5P . . . CONNECTOR... s 5 Dr 1 
-47 + "140811 . . EXTENSION, Pawl sto solenoid “(FLRE) . Z ns 1 
-48 14A597 PLUG, Locking + eto A s 1 
-49 144817 SPRING, Solenoid return compression Gunz) : Di. 1 
-50 AN960-816L WASHER . . . n" i tee A 3 5 TR 1 
-51 NAS51-50 RING, Retaining. -———— ο. . z vus 1 
-52 AN316-4R NUT . . V derive e Ixus ; x 1 
200112 1 PAWL STOP ASSEMBLY "(FLRE) Seas a ae : DE 1 
ATTACHING PARTS 
-53 AN364 -720A - UNUS LU S3 e RM. G ώρας M. ^ ze a 1 
-54 AN960-716 WASHER. .... Ui ως ; E » 1 
-55 144335 BUSHING, Pawl stop “assembly mounting (FLRE) z a A i 
-56 144417 BUSHING’ (FLRE). D e ue ο ο κ μμ : ee 2 1 
-57 ANTCHSA BOT. .. . i... ls. n sexs : φ 1 
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FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


AAA € ewan 


FIGURE & 
INDEX NUMBER 


1408-58 
-59 
-60 
-61 


PART 
NUMBER ] 2 3 4 5 ó 7 NOMENCLATURE 

era eS. NU ος Wee ο... 
AN960-4+16L . . WASHER . . "E 
144338 . . SPACER, Pawl stop ' (FLRE) » 
AN! -13A . . BOLT... : 
144316 ` . PAWL STOP SUB ASSEMBLY (FERE). X 
144283 i. τὰ PAWL, Pawl stop nio s 
144305 e ag PIN, Bronze (FLRE). . . . . . + + 
144389 - . . PIN, Steel (ΕΒΕ) . . 
200113 o ee HOUSING, Pawl stop spring “(FLRE) | 
14 A426 . ROD, Pawl stop actuating (FLRE). . A 
144819 k SPRINGA 5-241 0 τς cda 
AN960-416 . WASHER... d. uere wis ο ο... 
200139 . BRACKET ASSEMBLY, Brake actuator (FLRE) 

ATTACHING PARTS 
AN364-524 A NUTS ο ο A A USE -ᾱ 
AN960-516L s WASHER; ra abs a a es e 
AN364-524A ου NUD oss ο τὰ E Ut ο ο ο. 
AN960-516L . . WASHER.. d grasa Tan 
144591 . . SHAFT, Brake actuator " (FLRE) Ses ere’ 
ANQ44-101A ` | FITTING. . . 
144537 . . BRACKET SUB ASSEMBLY, "Brake actuator (FIAE). 
144536 . . . BRACKET, Brake actuator mounting (FIRE) 
144538 "ES BUSHING, Bellcrank (FLRE) . . 5 
144539 wpe BUSHING, Guide (FIRE) E at E a a 
SF101-9SA14A ae STUD (ROSN) . . . VT NOTE: es Oe 
RL24SB7 "e RING, Locking (ROSN). A. Meu 5ο aus 
144722 $. es BRACKET ASSEMBLY EE Ντη 
144563 e NE BRACKET, Switch mounting (PERE). 
AN500A6-16 5 Suge SAS CREW. cha ce! 71 09 79 we Se, ᾧ Ὁ le “eee 
AN960-6L . . WASHER . . n PO HUNE 
1HS1 . . SWITCH, Limit (MCS). . ο. 
14A764 . . ARM, Brake (FLRE). ἘΝ 
144763 . . ARM, Brake reset bellerank (PIRE). s 
AN340-416 . . NUT... A ΤΉΝ 
144766 . . SCREM, Adjusting (FIRE). UE ο 
NAS51-18 . . RING, Retaining. ts ο... 
AN960-10L . . WASHER . . Ανα Ὁ eae ος ο 
144584 . . PIN, Clevis ` (FERE) QNI μα να 
AN101112 Y c3 μα AAA ους 
AN316C4R da asa NUT ο Ue) fa ο O ah ἃ 
AN960CH16 . . WASHER ο ith μ.ο. 
9430099 tie CYLINDER, “Master ἰοῦ). οτος εδ ashy γαῖ. decus s 
AN364-428A $c SNUD salah ATE as ο. ο DAE PCR 
AN960-416L . . WASHER... a d ος εν 
144564 . . CLAMP ASSEMBLY, "Brake “master cylinder 
14A541 ο, τὰ CLAMP, Brake master cylinder (FLRE) 
144539 a. Ὃς BUSHING, Guide (FLRE)....... 
AN364 -624A a^ ve ο ο ο a A αἱ ice 
AN315-6R . . NT... 
144544 . . RETAINER, "Brake actuator Spring "(FLRE) 
140562 . . SPRING, Brake actuator outside (FLRE). 
144560 . . SPRING, Brake actuator inside (FLRE) . 
14A540 at, fe RETAINER, Spring (FLRE). . ee ee 
200152 . . BOLT, Trigger spring (FLRE). ca e 
AN364-820A a oe NUT. ο 4. E 
144578 . . WASHER, Stationary sleeve " (FIRE) . Eris 
14A575 . . PIN, Brake actuator (FLRE) . . . ET 
14A576 : RING, Locking (FLRE) . "Pa 
200148 > TRIGGER ASSEMBLY, Brake "(FLRE) PB 
200149 s SLEEVE, Trigger sliding (FLRE). . . 
200150 : SLEEVE, Trigger P rd (FLRE) . 
200151 ὁ TRIGGER, Brake (FLRE) . . FE ας ee 
200145 . SPRING, Trigger (FLRE). VAR at Ὁ 
JYLC4031-1 ACTUATOR, Brake (BCC): Sis αν ο eae -- A 

ATTACHING PARTS 
AN364-1032A NUT... νο Ses se) Son Ye dues i 
AN960-10L WASHER: . 2 6 «ο... E nt 
1446548 SPACER, (FLRE). . . . . . é DENM 
14A647 . BOLT (FLRE) a^ vut A TS RE 2 

m ts ME PER 

144543 ROD, Guide (FLRE) . -— E 
JYLC4033A2R ACTUATOR, Brake reset (Bcc) ο... 

ATTACHING PARTS 
AN364-1032A i IONUTO. c 42608 47 37x; Re RO ek νά, 1 
AN960-516L . WASHER. . . . . x xs ME 
144328 . BOLT, Reset actuator "mounting (FLRE) ME. 
3502-16-02 š WASHER, Spring (SH) . . . . . +... +. + 
AN960-416L 7 WASHER. E κο ολο P 
144542 ROD, Guide (FLRE) J^. 7 ο. 
14ΛΡΟΤ PLUG, Locking (FLRE). | . . . . - - . . 
AN394 -27 PIN one is ge as Ae s secet Wee oe ος 
ANQ60-416L WASHER. . . a A 
144581 LINK, Reset actuating (FIRE). ; . 
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Section [| 
Group Assembly Parts List 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
140C 200076 SIDEPLATE ASSEMBLY, Drive (FLRE See figure 140A for next . Ref 

assembly) (see figure 140B for additional breakdown) 
-lc AN364-524A Β ολ ος ος CERE ROUEN τὸ via 8 
-2 AN960-516L . WASHER. . . . E τν Rede ge ο E aay 8 
14A379 . HOUSING ASSEMBLY, Hub (FLRE). dox zm cet M Ve) RO am 
-3 14A307 . . HOUSING, Hub (FLRE). rcu D EE UNES 1 
-4 144033 + . PLUG, Looking. {πε Saw poen Es ole νον Ἦν 2 
-5 AN565A416H4 > o. SCRE.... S agr er Ρα. ο 2 
-6 SF101-9SA11A 2. STUD (ROSN). Quy ο ο ο νοκ ας 4 
RL24SB7 the” ο Doce sy cs κ κ S RO S ER κ, 4 
-T MS171529 + . PIN, Sprin xm vasa AE ιν UE τῳ οκ ο ος ον UI ο «γι ROME Ὁ 1 
-8 142584 . CUP, Bearing [στὴ 5 , εν νην νον Gstaad Celta carder 1 
-9 144308 . NUT, Bearing ad usting (πιλα) die d (6 Ar μα e (à 
-10 94-30094 ; DISC, Brake (avy 5 ΄ ον Aa Ἐκ a: ο) Wor ORE τα, τις 1 
144293 A SEE REJ HUB ASSEMBLY, “Drum driven serving gear driving 1 
FLRE 
-11 144289 . . SPROCKET HUB (FLRE). ἃ ον ορ 1 
144812 7 DISC AND BEARING ASSEMBLY (FLRE) Ds ο ου - 1 
-12 144291 = . . DISC, Sprocket hub (FLRE) . . es e soso s ee eae 1 
-13 NAS144DH27 . . BOLT, Socket head. . . > ο a a ου 8 
-14 144244 D 18 SPROCKET, Drum driven (FLRE) συ er ο EN 1 
-15 14A290 . ` . BOLT, Brake disc anchor (FLRE) . . . . . . . . e e o ο ο 8 
-16 AN960PD616 soe (WASHER SQ ooo eco) o Ὁ 76) 1 Re Se όν Οδ! ος δι AK a ee a κ 8 
-17 ANQ60PD616L 4c WASHER s ο ο ον Wi ο (Φα) ο, Gow RO elie, e D le Ser ος ο) Να 8 
-18 AN364 -624A a ots μας ei e ο A € Del ο E <b 8 
-19 144339 . . SHAFT, Splined hub (FLRE). Sines veria ares αν Gat I mes MU as 1 
-20 RS1128S . > RING, Retaining ποσο ας (RMS). eo emo te ὃν te? ος 1 
-21 14342 . . STUD (FLRE). SOL. ο e Heh val ee pein de, Sees 1 
-22 144345 . . SPRING, Hub (FLRE) . tiet iS" ο qe etie o ας 1 
-23 144393 . . WASHER, Hub spring (rini). qiie eic ate λεν ο ο” 1 
-24 5000-150W + . RING, Retaining (WKI). μεν ο ο ale μου. 1 
-25 144318 - . NUT, Hub actuating aue ο ην ο ο en Sar Set tape eats 1 
-26 AN365-518A s μμ S e ru ο xe OQ eX RS e e ο ο ο ρου. 4 
-27 AN960-516L . WASHER. . . give E. ο dom Mete tet “or e b um ος Ὅν ος 4 
-28 144598 . SCREW, Shoulder (FLRE). -——P--—-— DN 4 
-29 94 -30088 e: BLOCK, Brake (GY) mios da mom) eel ο Um Del ο ο) cw ce 2 
144860 BRUSH ASSEMBLY, Grounding (FLRE). . . . e s ss es . . 2. 1 
ATTACHING PARTS . 
-30 AN364-1032A s NUT ο ο ο wr uy A νο « "m 2 
-31 AN960-10L s WASHER: aisi Ie ie m oie sa ar ve! ος Iw oe κ it (ο) ος τς (γω Ὅν, τς 2 
-32 AN507 -1032- EM ae SCREW- a ο ο κ ο crus Te de Gare ee A BY cer νο. 2 
-33 AN364-1032A se NUT. Sap es ae E ο ο ο wh Sale ELTE er due 2 
-34 AN960-10L Dol WASHER . . vele ioo fac (ET e estet a νην ο ο 2 
-35 144383 |o. STUD, Guiding (FLRE) ANT ο τς ο 2 
-36 144863 + . GUIDE, Grounding brush ERE: SR. ML de E E 1 
-37 144862 xz Le BRACKET, Brush support (FL ο aa E ο ας 1 
-38 144864 + . JUMPER ASSEMBLY, Brush (FLRE). . . . . s +... s ee eee 2 
-39 14A861 ; LEAF, Spring (FLRE). e ald Pee zw ο ο efor ves κ”. 2 
-40 AN5004A6 -4 sue (SCREW μα 6 4 09 WR Eme m δ εφ Le τα quise Tw. We Pel veh ie ce 4 
-41 AN364 -524A s. NUT daa a ος da ie) Conte. Vat a ο ο a a ὁ 1 
-42 144361 . WASHER (FLRE) . . . . . + -—— RE ek Mey 1 ~ 
-43 144299 . BUSHING, Serving gear idler spindle (FLRE). . . . . . . . . 1 
-4h AN960PD816 . WASHER. . . + «ce ausis oU aa a 1 
-45 144287 . SPINDLE, Serving gear idler (FLRE). "D nc ee Ga ο 1 
-46 144599 ] A SPROCKET, Serving gear idler (FLRE) . . . . . . . oc eoo 1 
-47 NAS51-50 . RING, Retaining Se Ὁ ἂν lal S tat Se ο ο” 1 
-48 200463 ; RESERVOIR ASSEMBLY (FLRE) . "E κ ος 1 
ATTACHING PARTS 3 
AN5OT -1032-22 ee SCREW ou AS ero. vU Tu) seh RT Celer aie a des Ὅλος ο) ae ey πα 2 
-—— θεος 
C14A271 . SPROCKET ASSEMBLY, Serving gear (FLRE). Se ne ant a τρ 1 
ATTACHING PARTS 
-49 AN364-428A ; A O Qus! ὦν πο Spi. pc a ο ο. qo RETRO TOP 2 
-50 AN960-416L e WASHER. 206-06 ws cas der Swe oe) ᾱι ee Y a πο. 2 
----...... 
B14A263 + . HOUSING ASSEMBLY, Serving gear (FLRE). . . . +. . . +. +. + 1 
-51 B14A262 + . . HOUSING ο Sore: Y eae O ὃ 1 
-52 SF101-9SA11A - . . STUD cr de be eh τ Ga Wee ak Ὁ ο πω 2 
RL24SB7 - . . RING (ROSN) : ο ο ο ο 2 
-53 144258 - . SHAFT, Serving gear splined (FLRE) has aah ο ου. 1 
-54 144260 - . WASHER, Serving gear retaining (FLRE). . X ger davies WOR) οἱ 2 
14A261 > . SPROCKET SUB ASSEMBLY, Serving gear (runs) DE ος 1 
-55 ` 14A259 - . . SHAFT, Serving gear sprocket (FLRE) . iot iow Es 9T ue 1 
-56 144248 - . . SPROCKET, Serving gear (FLRE) . . .......... 1 
-57 144268 . . SPRING; Serving gear compression (FLRE). . . . . . . . . 1 
-58 144277 + . WASHER, Serving gear felt (FLRE) . . s ......... 1 
-59 14A281 C WASHER, Serving gear (FLRE). .............. 1 
-60 1204SA + . BEARING, Ball (FE) . . ecs = ee 4. oaos dce l.l w doa 1 
-61 RR62S + . RING, Retaining spirolox an) il XXIe exe ve ue de -- 1 
-62 RR185S . . RING, Retaining ρε oe Br λος, Ore ee DC 1 
-63 NAS51-78 a oas RING, Retaining. . . ο Bad ATI Wy rel Duc πο ου” UE 1 
-6h 5103-37W : RING, Retaining (WKI). ο Gree per Hay: dd erdee tee ts 1 
-65 144300 T CHAIN, Serving gear drive (FIRE). POM MEN "REC BD EUER 1 
14A655 . GEAR BOX ASSEMBLY, Emergency rewind (FLRE). . 2. 4. 9 2 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
1400-66 AN364 -428A a we NU o a A A A Des oU 2 

-67 AN960-416L a a AWASHER e ο A να... 2 
-68 AN500A6-6 οἱ, S SCREW. ος δν ces ιν" wc ceu ug ais ure mte ce eke 6 
-69 ANQ60-6 & «e WASHER S ών ο co te a) ο ο Se cae cerca TE a Τα... 6 
-70 200130 + . COVER, Emergency rewind housing (FLRE) . . . . . . . . . 1 
-71 AN501A416-14 vs SCREW) ΟΝ ποσο ο re ae Gt te bees WEN 4 
-72 AN960-416L ... WASHER. ... ‘ a cist cr Mes e EE Rt 4 

144656 - . HOUSING ASSEMBLY, Emergency ‘rewind (FLRE). . . . . . . . 1 
-73 144680 + . . HOUSING, Emergency rewind (FLRE). . . . . . . . . . . 1 
-74 A744-5 ss a e “BEARING, Plaine (CC) ui era we a a Be eS 1 
-75 F512-2 5. ez - BEARING; Flanged (OO - $3 2.9 c ad ον ο ce Tw e 1 
-76 12068A - . . BEARING (FE). . . CIE V! Le Αα. de 
-77 144690 + ^. GASKET, Emergency rewind (FLRE). RETE ES 1 
-78 144665 - . SHAFT, Emergency rewind pinion (FLRE). V lé tA Ὁ. Ὁ ᾱ 1 
-79 144667 . . KEY, Emergency rewind (FLRE) . . . . . . . s . . . ων 1 
-80 144676 PES PINION, Emergency rewind rena ο degree iia eo vote lh Sea 1 
-81 AN960-616L 4.-« WASHER ια 201. ὁ -ᾱ- -ᾱ- te or 4, € ure EI. ὅς, Ὁ URL ο 1 
-82 NAS51-37 . . RING, Retaining. bo 8 a ος wie fe fos) wA wv qoe. 1 
-83 144668 . . CLUTCH, Emergency rewind driven (FLRE) xw gg ue. ue e 1 
-84 NAS50-87 . . RING, Retaining. PC ο ο e ὡς ce ve. a δν 1 
-85 14A670 + . SPRING, Emergency rewind clutch return ES 1 
-86 14A691 + . WASHER, Emergency rewind thrust arial, doh Gh vel An 1 
-87 NAS51-118 « . RING, Retaining. . . . .  ὁ ὁ «ο e νο . .. ο ο 9 2 
-88 144694 . . SPRING, Emergency rewind clutch Jista See na e δις 1 
-89 200489 + . SPACER, Emergency rewind (FLRE). 4 oat ca ci^ are el a 1; 
-90 200331 + . GEAR, Drive . ου 1 

144658 e PLATE ASSEMBLY, Emergency rewind mounting. (FLRE) . . . . 1 
-91 144684 - . +. PLATE, Emergency rewind mounting (ria) Were iw e eur or te 1 
-92 144693 PLE QE BUSHING, Emergency rewind detent (FLRE) . . . . . ... 2 
-93 RD206SB8 + . . INSERT (ROSN) . ALS ον δν mee ἐς SA td 8 
-94 RL28SB8 +. . RING, Lock (ROSN) ; a TS Aa ς 8 

144699 + . HOUSING ASSEMBLY, Emergency. rewind (FLRE). "AP 1 
-95 144696 + . +. HOUSING, Emergency rewind drive Sprocket. a eres urs 1 
-96 SF101-9SA14A e e + STUD ROSN — EPI 4 

RL24SB7 sw . RING (ROSN) . . . . 4" lw. a ee ae τ 4 
-97 14A660 . . CRANK, Emergency rewind “valve actuator (ΠΕ)... . . . 1 

3502-10-19 + . WASHER, Spring (SH). . . . . .... . . . ee we . . .. 2 
-98 144662 + . DETENT, Emergency rewind (FLRE). . ........... 1 
-99 14A681 + . SPRING, Emergency rewind detent (FLRE) . . . . . . . . . 1 
-100 AN960-4L +. WASHER . . . . RE 16. ψ δι. ὦ, δ -ᾱ-. wt Ser X ο) ὁ I 
-101 NAS50-31 . . RING, Retaining. 9€ € δι eye elie Ὅς lee. O 1 
-102 AN393-27 e PEN κι ον κ A E SN ee eo, AN 
-103 200490 + : VALVE: (FLRE) « ο a καὶ dris ο ο ο certe τῷ -ς 1 
-104 14A701 + .. SHIM (FLRE). E CR RT US Y 
-105 MS29513-10 « -a -~ PACKING. « a a 18 -, e ean Sel er eee Set oe er ww Scere 1 
-106 144697 . . SPRING, Valve (FLRE) . Ὁ drop De dw. Δ, ο; She φ. i 
-107 144683 sx PLUNGER, Emergency rewind valve actuator (FLRE). . . . . 1 
-108 14A710 + . BUSHING, Locating (FLRE) . . κ Yar arias ert far eti Qui Oo 1 
-109 ^ 144686 . . SHAFT, Emergency rewind drive. (FLIRE) . aoa ος v ος 1 
-110 144264 + . WASHER, Retaining (FLRE) . . . .. RNC APER. PES 2 
-111 144265 a . WASHER, Felt (FLRE). Pc 2 
-112  RR243S8 . . RING, Retaining spirolox (ams) . ir Sette! Male, Oe πᾶ, alc, Se, Ὃν 1 
-113 12068A | . BEARING (FE). E Spa Me, do cer ον a 1 

144695 - . SPROCKET ASSEMBLY, Emer ency rewind " (FLRE) A e 1 
-114 200123 . Ξ . SHAFT SPROCKET > Berger Xr 1 
-115 144249 e « +. SPROCKET, Drive (EERE). η. i wet ha E Bee eC 1 
-116 144301 . CHAIN, Main drive (FLRE). eue πο loe uA qui ον WN a tai e 1 
-117 AN364 -524A : NUT.. a ta ar O πα 1 
-118 144361 . WASHER (FLRE) . ὁ ο ο doli «6, 4 76, ahs es oe, ος 1 
-119 144298 . SPINDLE, Drive chain idlèr (FLRE) νον tee eee) a Se 1 
-120 14A286 5 BUSHING, Drive chain idler spindle (FLRE) . . . . . . . . . 1 
-121  1HA246 .. SPROCKET, Motor drive idler (FLRE). . . . . . . . . . . . . 1 
-122 AN960PD816 . WASHER. . .. ws nS = A εᾱ. du US E oe veo vue 1 
-123 NAS51-50 . RING, Retaining E acer Let het ο ο oe We aider V a be 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 


140D 200071 SIDEPLATE ASSEMBLY, Fuel T ο ea^ a DERE: 
(see figure 140A for next assembly) 





200106 . SIDEPLATE SUB ASSEMBLY, Fuel E Rats Bie! ο 1 
-1 200001 . . SIDEPLATE, Fuel (FLRE). . MOM RM s 1 
-2 140396 . . STUD, Special (FLRE) . μα. + 5 a ena 3 
33 SF111-11SA12A . . STUD (ROSN) . mo πεις. αν geet τοι ϱ s 5 

RL28SB8 . . RING, Locki (ROSN) | of fa wee ο ο yes Ante S XS I sr a 8 
-h RAD207SB9 Ὁ τ. INSERT (Rosny - A EM λα te Ἵν νυν 5 

NAS456-9. a RING, Locking ÉROSN) | Ee E i Ὅς. ος ` ; 9 5 
-5 RN2 | FILTER MOTOR ASSEMBLY (ση) " g 5 1 

200004 . CABLE HARNESS ASSEMBLY, Fuel side (GLAS). š 3 , 1 
-6 AN3106A24-288 κ. PROS ww ES Ze $ ; 1 

AN3057-16 νον iiil ; . 1. 
-τ AN3108B14S5S . . PLUG. debuts ο ο ds X a "EM s A " 1 
-8 AN3106B1482S A ey PUGS a a. ee Bie e e. ὃς ue ο A e XC "P s 1 

AN3057-6 L . ADAPTER . . TEM OE E . $e e. tee - 3S . 2 
“29 AN3108B16s8S "ντε: nove stes Rss Y ALIS x 1 

AN3057-8 P . ADAPTER . a E ee " . « te "I $ 1 
-10 c75 . . LUG, Terminal RN er Ipsos à $ s us ας é 1 
-11 RB853 . . LUG, Terminal (TOM) . . . ἃ " ro ED $ Al 

T133 s INSULATOR (TOM) . . . . . s i ies zx s 3 
-12 MS21919DG3 E CLAMP. Sp Pre dr ασ s 3 r Drs eeu . 1 
-13 MS21919DG5 e {CLAMP > s 0.2 2 26 959 το 2 : wi τῳ 5 ψ 3 
-14 MS21919DG6 . CLAMP. . . ve (ats sse εν A Us Y z " : 1 
-15 MS21919DG7 . CLAMP. . . NON: ; : rare . 2 

200133 | TUBE ASSEMBLY, Fuel side (FLRE). τ à ; . o1 
-16 200133-1 . . TUBE, Fuel side (ΕΙΠΕ). . : 5 ; ; -. α 
-17 AN818-8D . NUT. i uo SES acia ve e : ; . 2 

AN819-8D . SLEEVE. ......-. à * . k 2 
-18 AN815-8D se. UNION. 2 4 3609 a a E 2 7 > d 
-19 AN821-8D . ELBOW... πας S. MS » ‘ * . ; 1 
-20 AN929-8 . CAP ASSEMBLY PECES x * E f 1 
-21 MS29119DG8 . CLAMP. . c R 2 2 3 
-22 200142 GOVERNOR AND TRANSMITTER ASSEMBLY ` (FLREJ * 1 

ATTACHING PARTS 
-23 AN364-524A οπλο E cre Renan MY. pists deine ve αὖος ὁ I ECHO EXE. 3 
-24 AN960-516L < WASHER, oe 204 40 elE T 9€ REO BOE λος, φορ Som de) 03 
οσο να: 

200143 . . GEAR BOX ASSEMBLY, Governor and transmitter (FLRE). . 1 

14A836 - . . HOUSING ASSEMBLY, Governor gear box. ......... 1 
-25 14A837 - . . . HOUSING, Governor gear box. . i Be Sie ao aay ai meer ab “S 1 
-26 RD206SB8 eu, x INSERT (ROSN) . . Η i x É 2 
-27 RL27SB8 Dol 1 Il RING, Locking (ROSN). 2 1 2 
-28 F209-32 - . . . BUSHING, Flanged (USGR) . es é * H 3 
-29 AN500A8-6 * . . OSOREWZ 2 454.5. ἃ ιο. δν e RSS " A s 4 
-30 AN960-8 . P . WASHER... à " 4 
-31 144846 . . . COVER, Governor gear box (FERE). : : 1 
-32 144847 . . . GASKET, Governor gear box (FLRE) . Ὁ, πος 1 

144842 - . . SHAFT ASSEMBLY, Governor gear box “driving "(FLRE) 1 
-33 144843 n . . SHAFT, Governor gear box driving (FLRE) . . . 1 
-34 144844 5 x GEAR, Governor gear box pinion driving (FLRE) 1 
-35 144853 $ . GEAR, Governor gear box driving (FLRE). . "DA pre 1 
-36 ` No Number 7 l 1 PIN, Type A «1250 dia x .56210 (DLEC). . . . . . . . . 1 
-37 5008-87MF . . . RING, Internal retaining (WKI) . . . . .. . . . . . + 4 
-38 S3R-PP . . . BEARING, Ball (NH) . . 3 
-39 144845 . . . SPACER, Governor gear box “driving “shaft της) 2 
-40 144849 - . . SPRING, Governor and transmitter gear box (FLRE) V tels 1 

11/4483 . . . SHAFT ASSEMBLY, Governor gear box pinion (FLRE). . . . 1 
-41 144485 . . . . SHAFT, Governor gear box pinion ΠΕΙ bg να εῶν- Ὁ 1 
-42 14A500 . . . . SHIM, Governor gear box (FLRE), . $c ο, ας ρος 1 
-43 14A502 ον 4i GEAR, Governor gear box bevel (FERE). Rede veru: is 1 
-44 MS171439 aD e a BIN. 212 os : D rae bat vi EN ον ες vae. eo? Ves «Ὁ 1 
-45 NAS50-62 . . RING, Internal retainer. . . . :..-..... 2 
-46 C9APP . . . BEARING, Bali (NH) . 2 

144488 . . . SHAFT ASSEMBLY, Transmitter gear "box pinion "(FLRE) 1 
-47 1441489 <.. . . SHAFT, Transmitter gear box pinion (FURE) ie us 1 
-48 14A490 Sade -ᾱ PINION, Transmitter gear box (EIRE) > E ETEN 1 
-49 MS171435 o Αα. ὃν cx. PIN coas a ο A nw e See) Jas 1 
-50 NAS51-37 +=. . RING, External retainer. « deut Gar των 1 
-51 14A481 <<. . GEAR, Transmitter gear box worm "(FLRE) . 1 
-52 AN565D8H3 . . SCREW. . . 1 

200154 . - . WORM ASSEMBLY, Transmitter gear "box “(FLRE) | "RM 1 

200155 - . . . SHAFT ASSEMBLY, Transmitter gear box worm (FLRE). 1 
-53 200156 . . . . . SHAFT, Transmitter gear box worm (FLRE). . . . 1 
-54 144853 - . . . . GEAR, Governor gear box driving (FLRE) 1 
-55 200157 A . . WORM, Transmitter gear box (FLRE) fmt XY 
-56 14A849 - . . . SPRING, Governor and transmitter gear box x (FIRE). . 1 
-57 S-3-R-PP TEN BEARING, Ball (NH). e s o x. ae 1 
-58 MS171433 A * - τ 0 4: ὃς νὰ s se Uer ERU TE BS ewe, ο, 5 1 
-59 NAS50-125 ž RING, Internal retainer. ED ο ο ο e A A Se ce 1 
-60 144848 " COVER, Transmitter gear box E M. rum Sy ur ust fish ec ^is 1 

144492 E : TRANSMITTER ASSEMBLY, Complete FLRE : 3 A 1 

ATTACHING PARTS 

-61 AN500A8-10 à 5 SCREW A ο acd. «ο oe Me 2 
-62 AN500A8-8 ὃν. a SCREW, Vol ls mua ο i 2 
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FIGURE 140D - FUEL SIDEPLATE ASSEMBLY 
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FIGURE & PART USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 5 6 7 NOMENCLATURE CODE 

3 3.5 BIN xoxo ` 3 1 
-64 144493 = . . GEAR, Transmitter spur (FERE). s ^ P 1 
-65 144499 ο, a us GASKET, Transmitter (ΕἸΠῈ) . . e . 1 
-66 14A494 - . . PLATE, Transmitter mounting (FLRE) . κ fag 1 
-67 14A582 7 I 1 TRANSMITTER, Position (FIRE) e ES . DK 1 
-68 AN500A8-5 s.s SCREW. . . . . : : x S 2 
-69 x1413 jo. GASKET (PGC). . . y s 1 
144857 . . GOVERNOR ASSEMBLY, “Free wheeling "(FLRE) Β Ls x 1 

-70 AN500A416-12 Do. . SCREW. . s. €. e P E i 2 
-71 AN960-1416L . . . WASHER. Bags oo ἢ s 2 
-72 AN500A8-6 . . . SCORE... . . $ ae : > " e us " 
-73 AN960-8L . . . WASHER. /. ὃ : Ls 4 
-74 144413 . . . COVER, Governor actuator (FERE). i "EC 1 
-75 144556 LL GASKET, Governor actuator (FLRE) . Ν soe 1 
-76 144411 - . . HOUSING, Governor actuator (FLRE). E > 1 
-TT 144557 . . . NUT, Cap (FLRE). . ss È . : , 2 
-78 AN315-3R . . . NT. κα ος σης ο. : : s 2 
-79 AN960-10L lo. l WASHER... ee V.P R 
-80 144558 . . . SCREW, Ad justing governor “actuator (PERE) m N 1 
-81 AN960-6L ο. «ὦ WASHER . . 5 e Aa Aa Ν 1 
-82 14412 As Us LEVER GOVERNOR ACTUATOR. . . " s Drs E 1 
-83 AN515-6-12 ee OS SCREW. . . . . . . A 3 Β : nd > 1 
-84 AN364-632A . . . NT. io au as Au 7 . ss E l 
-85 200454 1o. SPRING (FLRE). : mE ο ο 1 
-86 144555 . . . NUT, Governor actuator r spring (Ε118} PO EN 1 
-87 AN960-10L DOl ol WASHER.. O "n i 1 
-88 14A715 ` . . . SCREW, Set (PERE). "e ; 1 
-89 AN500A2-8 . . . SCREW. . i : D 3 2 
-90 352 . . . ACTUATOR (mcs) . MM 3 1 
-91 144625 3 | 1 INSULATOR, Governor “actuator r (PERE). ix E 1 
-92 AN530-4-8 . . . SCRW.. . na E 4 
-93 A6935-16-41 . . . RING, Rétaining (TINN) ; ; ε.α ο ον ὦ. move uU WE 
14A377 enid a HARNESS ASSEMBLY, Limit switch No. 6 governor actuator 1 

cable (FLRE) 

-94 AN3102A16S8P o ad CONNECTOR... = " R > : 1 
-95 1SMI . . . . SWITCH, Limit (mcs) : , A" : > 1 
-96 T133 +. . . INSULATOR (TOM) . ! R 4 
14A604 . E. E CLUTCH ASSEMBLY, Governor free wheeling. "E" . 1 

-97 AN960-416L 2.0. . . WASHER. .. E De we "ολ τὰ ες ack ανα a 2 
-98 AN501A416-32 20. . . SCREW nur Sh soa 2 
-99 GC 3010 Dol l1 1 GOVERNOR ASSEMBLY (pac) | à a ae 1 
-100 14A602 ... . . SPACER, Governor clutch (FERE) . área 1 
14A605 . . . . SHAFT ASSEMBLY, Governor clutch (FLRE). SESE 1 

-101 144601 av! an uh om SHAFT, Governor clutch (FLRE). . NC 1 
-102 52HUA «ὃν ue tug CLUTCH (High Precision Inc.) : 1 
-103 XA134R . . . . . BEARING (NH) . . s ? 
-104 14A600 . . . . . WASHER, Governor clutch (πε) % " 1 
-105 L323P . . . . . GEAR, Bevel (AMGM) n . i 1 
-106 XA134R . . . . BEARING (NH). . 5 1 
-107 144603 2 . RACE, Governor clutch outer (Fini): i 1 
-108 MS171502 E ο PIN SU uox lav i ο) ος αν es Ἡ A : 1 
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FIGURE 140E - BEDPLATE DRIVE ASSEMBLY 
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TA ee O ον ο M 
FIGURE PART UNITS USEABLE ON 
NUMBER 1 2 3 45 6 7 NOMENCLATURE PER ASSY. CODE 
200081 DRIVE ASSEMBLY, Bedplate .(FLRE) (see figure 140A for next. Ref i 
assembly) 
R14A278 . BEDPLATE (FLRE) ...... PIC j e$ UU 1 
AN5-12A . BOLT. . uM ο ο : Y ο απ 4 
AN960-516 . WASHER. E Con gue ως Ed $ ο fin a UE 8 
AN3611 -524A s NUT Soli ο Uv e ce s Nro A 4 
AN5H6A . BOLT. . by tis ο ο... = ος 1 (eu quse a. κ 4 
AN960-516L . WASHER. ` νο. , a : Ae ea ᾱ 4 
AN364-524A :. NUT a Se ος 2 3 ; MP 4 
AN960-516L D WASHER. |; mosse uf. ο eh iy! ose a Ae E ae ae ote 4 
144280 | BRACKET ASSEMBLY, Hydraulic coupling (FLRE) . . . . . . . 1 
14A236 . . BRACKET, Hydraulic coupling (FIRE) . PILIS 1 
SF111-11SA12A. . . STUD (ROSN) . m AM Fe > : v xu a 4 
RL28SB8 ; RING, Locking (ROSN) rs : 5 C 4 
AN924-8D . . NMT.. M er^ αμ... E "Lx TN 3 
MS29512-8 x ĢASKET. 0 00I ox A wok n UR 5 ο) ο ενω. 30 
AN837 -8D . ELBOW . . . . . . . . . . 5 5 $ 9 ES 3 
AN832-8D . UNION AS ο 3 EM Hp: 3 
AN939D8 . ELBOW V cu ia NONAS ieu je POPE TEN 1 
AN783D8 ο ΠΚΕ... ες s O A. ‘ MEN 1 
U4150-1 . VALVE, Thermostatic (46%) (UA) É za ; 1 
AN833-8D . ELBOW .. 1 
184-48850-67 . LINE ASSEMBLY, "Thermostat assembly “to hydraulic coupling. 1 
bracket 
184-51422 . THERMOSTAT ASSEMBLY, Flight refueling reel motor oil overheat 1 
(see a 121 for detail ο, 
D14A630 . TUBE ASSEMBLY . οκ. ; - ; λα 1 
D14A630-1 ο δα a) od Rid Leta Goch edo ds πον 1 
AN818-8D on AA BS e cer σας a o SOS R et S 2 
AN819-8D 6 Mo SLEEVE iv gw jaa ο) ὃν κ ὁ ΝΗ ΝΣ A 2 
MS21919DF8 lj CLAMP Q9 τ. a e 039 os e sso 5 ; 1 
AN520-10-8 .. SCREW . "νην. ee e, TN Star, Φίδι fe 1 
AN960-10L . WASHER. o 204 μ.ο. x 4.05 ὦ ε---ο οφ) im Us LEM 1 
AN364-1032A D. SNOUT e ce ee wre, ie UR. cx ies Dep ee ee ks cn sete 5. s 1 
AN520-10-20 S.OSCREW Μο ο Gk ο em va ο.” 1 
A14A547 : SPACER (FLRE) . . . . . o. o E δα, NUR 1 
AN960-10L or MASHER. v. A-2002 E os ο Uo Sot CN. ος db 
AN364-1032A s; NUT L. QI s. us vere: eoo a ο fa Be ie -- i: s 1 
A14A711 ο ο μπα ο E REL D LEE 2 
A14A712 . BOLT (ΠΠΕ}......... . ee eee As 2 
144330 . GASKET (FLRE) . ο odore S EE “Ὁ A 1 
144356 7 COUPLING ASSEMBLY, "Hydraulic "(FLRE) » EI 1 
SCR6 . . COUPLING, Hyd 8 inch (Hydraulic Coupling & Eng Co. LTD). 1 
144642 . . GASKET, Hydraulic coupling (FLRE). . MEM S UN 1 
144363 . . SHAFT, Driving hydraulic coupling (FLRE) ; M . 1 
DA55-2 . MOTOR, 9.5 HP (JH). . μυ. : : 1 
200375 . TRAP ASSEMBLY, Backfire (FERE). T M 3 1 
DA55-130 z TRAP (JH). . ο de de MN eh oy Uy 1 
200374 . . RING, Reinforcing "(FLRE) ας is XR ES va. es MNT 1 
A1HAGHO . SPRING, Motor shaft (FLRE). . . . . . : B 1 
A14A372 . WASHER, Slim (FLRE) . . . . . . .. . +. + A . AR 
AN364-524A . NUT ο cur Sy VS, el ο ο. ους A : 3 
AN960-:516L D WASHER. . A ib ees n 3 
200138 ` GEAR BOX ASSEMBLY, Reduction (FLRE) S ; i 1 
AN3-6A : BOLT 4 ο ο Ὁ ώς de 3 
AN960-10L Š WASHER | | I o DI iiid noe 3 
AN364-1032A E NUT ο a SR a a a ου” m 3 
140638 . . COVER, Reduction gear box (FLRE) . bra d 1 
140639 . . CASE, Reduction gear box (ΕἸΠΕ). . EN 1 
14A640 Se ος GASKET, Reduction gear box (PERE). 3s 1 
AN814-2DL AS AA RES cx dt ag eer hace : 3 
AN6290-2 . . GASKET . . . . . 3 
200136 | 1l PINION, Reduction. gear box (FERE). s 1 
19928 . . SEAL, Oil (CHI). . . . Nc E : 1 
S5R . . BEARING, Ball (NH) : Bo) css Ioan stoi 16 A 1 
200137 1 1 GEAR, Reduction (FLRE) E «γρ γᾷ 1 1 
1481 [Ol SEAL, O11 (OHT) τ 1 
S10R 5 BEARING, Ball (NH) . ig A i. Wow A ; 9 
144782 "ACTUATOR ASSEMBLY, Scoop "(FLRE) d ad 7 1 
EVLC4212 . . ACTUATOR, Rotary (BCC) ...... , 1 
AN364-1032A . . NT... νυν πη ; 1 
144785 . SPACER, Scoop “control (FRE) e eum ecd ἃς το ὃν ὦ : 1 
3515-18-01 . WASHER, Spring (5Η). d a de Fh bbe el ee ee : 1 
AN3-5A . . BOLT —— . š es a 1 
1HATB8T . . LINK (FERE). WR. ος Ρ z 2522 us 1 
AN364-1032A oo NUT 224: ee, ος ee ee Se s : "A 23 1 
3515-18-01 . WASHER, Spring (SH)... . +. . ο Xs ME 1 
14A785 . SPACER, Scoop control (rins). s A ae A 1 
14786 . SPACER, Scoop control (FLRE : P z rare 1 
AN960-10L <. WASHER. o o 2e c£ ας τς : ς $ M 1 
AN3-6A . BOLT... . s g 2 1 
144781 1 LEVER ASSEMBLY, Scoop (FinE). > Σ ΕΝ π΄ 1 
AN960-416 . WASHER. . . Via PS Me z ; e 1 
C14A370 | COUPLING (FLRE) . z i ἃ 1 
200082 . GEAR BOX ASSEMBLY, Two "speed “(RERE) |. 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 s 6 7 NOMENCLATURE PER ASSY. CODE 

140E 144354 Ρ HOUSING ASSEMBLY, Two speed gear box (FLRE). UT ὃς E! 
-69 144333 s ox HOUSING, Two speed gear box ERE) > —— ου 1 
-70 RAD207SB9 - . . INSERT (nosN) . CP S RUE. vo NA eMe ος 4 
RL33SB9 - . . RING, Locking (ROSN). . . 3 aes λος 4 
-71 14A449 - . . BUSHING, Gear box plunger (FIRE). TEES Ην 2 
-72 SF101-98A9A +. + STUD (ROSN) : e RA TOEIC suu e 
RL24SB7 - . . RING, Locking (ROSN). | . $e; OR ΜΝ woes. l8 
-73 AN364 -428A So w ΝΟΕ... 040 Wow £n. 99) 7. ὦ ο ον. tW osi at etus PPM 3 
-TÀ AN960-416L εν WASHER ou A a «Ὁ δι aa A 3 
-75 ANY-17A sed AAA E e $38 o 3 
-76 AN364-524A b κε Νας, de ee ete 9e ντο CX a ο Ze ο Beet O ο ο 1 
-TT AN960-6L B ae WASHER S Vox ὃν as oes ws V. Lem ὧν ὃν zu. d " 2 
-78 AN25-30A x US BOL a s Ξ : à PEN ` 1 
-79 AN364 -632A 5. Μα ode ον after ο. ὃς ο Pee IDEO MP NN MESS 2 
-80 AN960-6L . . WASHER . . ... Ar κ Bo ic A E 2 
-81 AN515-6-24 . . SCREW. : δ , A : MEN 9 
-82 144789 [o1 BRACKET; Scoop actuator (FLRE) ᾿ ; | PESTA s 1 
-83 200150 . . BRACKET, Gear shift lever (FLRE) . . . : , . ird 1 
144454 . . LEVER ASSEMBLY , Gear shift (FLRE). . . . . . . 3 k 1 
-84 14A452 . . . LEVER, Gear shift (FLRE). (UE Ae τς s PM 2 
-85 144453 κ ds SPACER, Gear shift lever tr} id a š a 1 
-86 200222 A 5 . SPACER, Gear shift lever (FLRE) . . . . . . . . . e 1 
-87 144451 Ὁ. PLUNGER, Gear stop (FLRE). ο ο a fa Se Be BONE 2 
-88 144457 . . PIN, Gear shift lever (FIRE) . . . . . . . . . . HAPUS 2 
-89 .14A392 ca e ‘WASHER, Gear shift plunger lain (FIRE). . . . . . ΠΝ 2 
-90 144456 . . SPRING, Gear shift plunger (PIRE). a Ot 5 i^ 2 
-91 AN6227B5 Dol PACKING. . . ο xi y 34 » DE 3 ο. 2 
-92 1HS6 . . SWITCH, Limit “(mes ) tte RS id . a s or 1 
ADH3721R > 1 ACTUATOR (MCS) . . do. ὅσ. µία» ο gy Eom ws 1 
-93 200223 . | SPACER, Plate (FLRE) ; . | . i. 4 a is 1 
-9h AN364-428A GS κ SONU Deg ο a ον Ne wks bk NO e ce E ο nay ee SOs, 12 
-95 AN960-416L . . WASHER . . . : ν — M ; . 19 
-96 144205 2 | COVER, Two speed gear box end "(FrRE) ὃς gots : ἃ 1 
-97 AN814-2DL . . PLUG AND BLEEDER . . . . . be eave rd. ar i 7 1 
-98 AN6290-2 τ μμ αμα σος ΜΜ ον. A 1 
-99 AN6230B28 . . PACKING. . . sow de τς i MEAS 1 
14A230 Doi. GEAR ASSEMBLY, High (FIRE) | M Αα. 1 ; ο. 1 
-100 144210 . . . HOUSING, High gear (FLRE) . 11.1512! : . 1 
-101 144214 - . . SPINDLE, Pinion (FLRE). . . . : : A 4 
-102 144207 . . . PINION, Splined two speed gear box (FIRE) a cg . 1 
-103 144216 . . . PLUG, High gear (ens ἃ στὸ wu SE s una ὃ 1 
-104 S3R + . . BEARING, Ball (NH). ........... s be ce s 1 
-105 STR - . +. BEARING, Ball (NH). . ον ως ος LONE ον . 1 
144228 «+. . PINION ASSEMBLY, High gear (ΕΠΕ) . | E Sects ; 4 
-106 144209 - . . . PINION, High gear (FLRE) . . . ; ς RAN 1 
-107 A628-12 a oto Ge BUSHING, Oilite (CC) ..... : x Sd : 1 
-108 60386 s o SEAL; 0013 (VM) . . 2 κ κο ο 2 ο 37. voy Rr -ᾱ ον , 1 
-109 S12R . . BEARING, Bail (NH). (UEM: -) ον κο Ὁ ο αν 1 
-110 RSHOO . . RING, Retaining spirolox (RMS) | 11112] a x 1 
-111 144215 ἂν eS WASHER, Ring gear (FLRE) ..... tt z E 2 
-112 9688 . i BEARING, Roller Ben. SA — ο αἱ ὅς Ὁ 2 τ οὔ 1 
-113 60096 . . GASKET (vm), fo; Vy ie SE να. : > 1 
-114 STR : . . BEARING, Ball πα) PUEDES E : k 1 
-115 AN933D1 Dp WHO o. PPS ED: z 2 
144234 . . GEAR ASSEMBLY, Low (FLRE). . . . . . . . A A : 1 
-116 144445 g m a HOUSING, Low gear (FIRE). Feit Date. ας το 3 ς x 1 
-117 144206 . . . SHAFT, Low gear (FLRE). "νην. ies. ORCI oC 1 
-118 NAS51 -62Ν s se ο RING, Retaining: «1.3 3 x 4 xo € 5.» (ox αν κ) ο αν τῶν τς 2 
-119 STR Dol Τι BEARING, Ball (NH). | i. κιών, a: Give, doe es ία, & το ο ὦ 2 
-120 144214 . . . SPINDLE, Pinion (FLRE). . $4 d olg RNC MEN 4 
144229 +. . PINION ASSEMBLY, Low gear (PERE) . lk T 4 
-121 144208 - . . . PINION, Low gear (ΕΙΠΕ). . Sue dr e ug x fa 1 
-122 A628-12 s)he? cum Ας BUSHING, Oilite qus NE E NAE à» lx 1 
-123 144446 . . GEAR, Low gear ring (FLRE) . . Wu as BS, de Que lue th ae o 1 
-124 144213 - . WASHER, Spindle retaining (FLRE). $ ts So eril Ἔρος ὃς PEN 1 
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AJ-2-4-48-9 
FIGURE 140F - HOSE REEL DRUM ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

140F 144255 DRUM ASSEMBLY, Hose reel (FLRE) (see fig. 140A for next assy) Ref 
-1 144201 . DRUM, Hose reel (FLRE). . . . . . ee ee eee te ee . +. 1 
-2 AN364-624A z 'NUP. . 216 $9 E Ria ew tet 5 ar ee ee eae 02 E 8 
-3 AN960-616L . WASHER. . . . . « e e ee ee . . . ew . . . o o ο...» 8 
144256 . PLATE END ASSEMBLY, Drum (FLRE) . . . . eso se e ee ees 1 
-4 14A200 . . END PLATE, Drum (ΕΙΠΕ). . es +... κ...” 1 
-5 SF121-12SA13A . . STUD (ROSN). . . .. ee ee e . n ο ο... . o. . . . 8 
RL33SB9 . . RING, Socking (ROSN) . . . « . . ess ete ee or t n n 8 
-6 SP101-9SA11A . . STUD (ROSN). .. . « 4 4 ee et ee om o nm m . . . n ng] 4 
RL24SB7 . . RING, Locking (ROSN) ... eee rr on t n n A Y 
-T 144463 . . GEAR DRIVING ASSEMBLY, Drum (FLRE) . . . . +... + +. +. + 1 
-8 AN501A10-12 a e SCREW, . . ais a ο o omm om m 2 » «5 ὁ ος ο ο 5 - 8 
-9 AN364-428A ` s NUTR. 2. 0. e eo x e ος 4 ο ο ο ὁ ο 5. ο ος ο Ὁ on 4 
-10 AN960-416L . WASHER. . &4 ον o 205 s 9 59 «ὁ 5.6 ο c v 6c oh 9 4 4 » 4 
-11 144254 . ADAPTER, Hose coupling drum (ΕἸΠῈ). . . . . + ee ee . +. + 1 
-12 MS29513-232 C PACKING: X 2 4 2.3400 dese e Ihn] ο Ie orm οὔ τῳ ia de e 1 
-13 AN364 -524A ο NUT o Ace ο ου ο ο ο 6 
-14 AN960-516L I WASHER; X 0.900 0.09 ow oom 08 1m 0909208. y noe Roe ue. us 6 
-15 A14A824 . SPACER (FLRE) .  « . . 4 s ο e e . ο... ες» ius 1 
-16 AN5-21A 5 BOLTS 1.9 660m: 60-3 3 0€43008) 1€) 8-0 ο ο ο a ee 2 6 
144257 . HUB ASSEMBLY, Drum splined (FLRE) . . . . . «νο. 1 
-17 144257-1 . . BODY, Drum splined hub (FLRE). . . . . . s sosse : 1 
-18 144297 . . PIN, Drum hub (FLRE) . . s. sss err ee ee 1 
-19 SF91-7SATA . STUD (ROSN) . a s ..: p o «ο ο 20. ο νο oom ο e ; 1 
RL21SB6 . RING, Locking (ROSN). . . +» +» + + e «ο» ο... we AVE. 1 
-20 14A076 RING, Split lock (FLRE) (see figure 140A for next assembly). . Ref 
-21 RS343S RING, Retaining spirolox (RMS) (see figure 150A for next assy) Ref 
RS343C RING, Retaining spirolox (alternate) (RMS) . . . . . . . : . . Ref 


(see figure 140A for next assembly) 
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AN 01-60AAB-4 
FUSELAGE (Cont) 


FIGURE 140G - RELAY PANEL ASSEMBLY 





FIGURE 8 UNITS USEABLE ON 

INDEX NUMBER NUMBER ] 2 3 4 5 6 7 ` NOMENCLATURE PER ASSY. CODE 
140G 200985 PANEL ASSEMBLY, Relay (FLRE) (see figure 140A for next assy) . Ref 

-1 AN520-10-12 A E aE SOs a EM Mc 6 

-2 AN960-10L s WASHER. CL ie. ο ον dero E edes ο) a eoe ve ες οπές, der pa 6 

144466 BOX ASSEMBLY, Relay (FLRE). . . . .. Eae δις, ον aid. ‘fae er ens 1 

-3 144458 - . CHASSIS ASSEMBLY, Relay panel (FLRE). . . . . + . +. +. + 1 

-4 144459 - . COVER, Relay panel (ΕΙΠΕ)... ... . . +... . ee eee 1 

-5 B14A652 A HINGE (FLRE). .. . « 6. 2 . . ee ewe . n πο. 1 

-6 B14A405 - . GASKET PE) D MM re 1 

ντ A14ANO9 s 4 GASKET: (PLRE) ο... Ὁ ce. er cei 9972.09. oe s dele ow Pe ieri 1 

-8 AN515-6-6 s SCREW g a at ceni δε αρ. ώρες E, ve el “Oe ud "νης 10 

-9 AN364-632A + NUT ο ο 3 Se es Ls Sc ws ος, E He) Ye) 759 ie. ER ato 8 

144595 . COUNTER ASSEMBLY (FLRE) . . . . +. +. +. +. + + E EC 1 

-10 MEA-N5-24D » COUNTER (PRIN). . . . . a es ee Vr τι ie da du. ye TES 1 

-11 T218 : SLEEVE, Insulation (TOM). . . . . . . . νην νιν 1 

-12 RA333 a Us TERMINAL (TOM). . . . . sess’ S ο ο ee LE. 2 

-13 NAS451-6 PON PLUG BUTTON . . . . . . © ee "νον. 1 

-14 144434 . GASKET (ΕΙΠΕ)... . . +... ee a ah ee αν ὃς ἆ E 1 

-15 AN530-4-8 a SCORE a ic o 4] 9 9 e 9 3 ὃν ο ο ce ue ticis do 36 
———————— —M————————————————M—————————————— 
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Section II 


AN 01-60JKC-4 Group Assembly Parts List 


FUSELAGE (Cont) 


A AA AAA AA A A AA A A το ο M — TIT Y TT: E 
FIGURE& ᾿ PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 

1406-16 A14A653 . PLATE, Cover (FLRE) . . e e s e ee ee eoo oom . es 1 
-17 A6935-20-41 . RING, Retainer (TIN). . . . + » + DT ds ο” 1 
-18 AN515-6-10 4 -SCREW e as A σοι ο. AS A τῷ a ος -ᾱ up 8 
-19 ΑΝΟΘΟ-61, T. WASHER. E δὲ ὡς κ e to ποιο 18 
-20 AN364 -632A Μο i go era m UE. Mi ο ας νο te ade es aia Terr Mie 8 
-21 600A2 . TERMINAL BLOCK ASSEMBLY (ΚΚΕ) . . +. +. . 2 6 ee ee coeso 2 
-22 14A716 . INSULATOR (FLRE). . . . e + + e s +... ee . . «ο . m nm n n 2 
14A450 . HARNESS ASSEMBLY, Relay panel (FLRE). . . +... +. . +... +. > 1 

-23 AN3102A20-288 S eg CONNECTOR: o v wow c eue 4) e € ο 6, οφ ce. δε ος, ὁ i 
-24 AN3102A20-7S 2 a CONNECTOR . ο. ὦ wo νο ον 0 ο) ϱ See Gwe ἡ 6 ο. 8 Ὁ 5 
-25 AN3102A20-338 ~ 5 SOONNECTOR uou de os qom ox Bice: iw US, Ios τος ᾱ A Ὁ 2 
-26 AN3102A14S6S V ts CONNECTOR . X6 Ses Ge ιν om o Eom CA Len (mA, Sw se] De oe e 8 1 
-27 AN3102A14858 - "5 CONNECTOR vor sete rl Rese 079 cd wt sie er ὦ eae ο ds 1 
-28 AN3102A28-158 ο ^. CONNECTOR a€ soa aoa sw d decim Bi es Sn eoe 2 
-29 AN3102A24 -29P «ox UOONNECTOR o ναι ὁ x06 3 oss We erp Qe so οὐ “τ 1 
-30 AN3102A16818 . . CONNECTOR . « . . . « 4 e om «9 om o9 ο o om om ot t ο 1 
-31 A6935-14-41 . . RING, Retainer (ΤΙΝ)... . . es +... eee ee nh on +. 2 
-32 A6935-28-41 . . RING, Retainer (TIN). . . ..««.«.:«.«::.ὋὋ- 1 
-33 A6935-24-41 . . RING, Retainer (TIN). . . . +... e e e erm +... +. 1 
-34 A6935-20-41 . . RING, Retainer (TIN). . . . +. eses soo esoo 9 +. ια: 8 
-35 442001 . . HOLDER, Fuse (LTF). . . . 2. ee ee ee ee ee . onm « 6 
-36 A14A654 . . PLATE, Fuse holder (FLRE) . . . +... +. ee eoe + + «e 6 
-37 RA333 . . TERMINAL (TOM). . . . . e 4 +... +... +... ο ος 5 
144881 . PLUG ASSEMBLY, A-12C (FLRE) . . . . +. + +. + ME 1 

-38 AN3106A20-29P Ωμ sh toy Ὁ μμ St he δ ues Wer νο ο τὰν ος 9 1 
-39  9760-343G s> CAP (ΜΡ... Ὁ ces a aa a e de e ὃς a Ee 1 
-40 9760-16G . CAP (AMP) -s s « « « ee ee ee ohm te eee te we . . t tm n 1 
-41 AN515-6-4 -. η ο ik owls See BS UA To das, DR ex ο ο ο ο E 12 
-42 AN936A6 . WASHER. 4 4 * wee os nom m 0€ «5. a AA 12 
-43 AN530-6-8 ^ JSOREW ev aaa atop ο ϱ ο ET ο ο ο ος 8 
-44 AN3306-1 . BPAY L6 ος Ὁ ο we s Be we eo Ὁ v ws 5 
-45 AN3308-1 , RELAY <b cee ats don dees OE -5 2 
-46 9760-144 . CAP (AMP)... ee ee eee eee m m om eee eee t] 9 n9 1 
-47 P30ZNB . CONDENSER (AEV) . . . sss ee ee eee ee te . . . . . +. 1 
-48 A14A825 . GASKET (FLRE) . . « «ο e e .. ee omo om om on om ot m t] n ng 1 
-49 14A706 . LEAD, Condenser a τς, δν lege lor ο Lect Soh, qe ie dey eh de iia 12A 1 
-50 14ATOT . LEAD, Condenser (FLRE). . . . es s eee ee et t n n n n 1 


"T ———-——————— ——— P — AE ANE ESSERE 
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FIGURE 140H - RECEPTION COUPLING DROGUE AND HOSE ASSEMBLIES 
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Section [| 


Group Assembly Parts List 


FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ὁ 7 NOMENCLATURE PER ASSY. CODE 
140H RECEPTION COUPLING DROGUE AND HOSE ASSEMBLIES 
144114 . HOSE ASSEMBLY (FLRE) (see figure 140A for next assembly). . f 
144112 . . ADAPTER, Hose assembly coupling end (FLRE). . . . +. + 1 
-1 14A075 2. . NUT, Hose adapter ἵειπεὺ πμ MENU κ ο αι 1 
-2 14A110 | i 1 HOUSING, Hose adapter cone (FIRE). . . . es es eo 1 
-3 144111 | | . CONE, Split hose adapter (FLRE). cow ο --Ἡ- 1 
-4 144070 . . . ADAPTER, Hose end (FLRE) . . +; eee ee n n n n 1 
-5 144073 . . . COLLAR, Hose adapter retaining (SIRE). . a ee ee 1 
-6 144071 Uo. . RING, Hose adapter (FLRE). . . . +. e+ ees AP 1 
-T AN565A416H4 . Ντη: mov x 353 ο ος ος Sum URDU n SL CELA De a ee O S il 
-8 144080 s | PROTECTOR, Coupling end hose (FLRE). . . . . + PM 1 
-9 144095 . . HOSE, Refueling (FLRE). ... ο ο ee etree 2 1 
-10 144078 Το COLLAR, Hose (FLRE) . . . +... gp eet ott ο tr trn 1 
144113 ` | ADAPTER, Hose assembly drum end (FLRE). . . . . . + 1 
-11 144075 : . NUT, Hose adapter (FLRE) . . . e eee s cott t t t 1 
-12 14A109 . . . HOUSING, Hose adapter drum end cone (FIRE) . . . +. + 1 
-13 14A111 |o. . GONE, Split hose adapter (FIRE). . V se eee + ++ 1 
-14 14 ΛΟΤο ‘ 1 l ADAPTER, Hose end (RLRE) . . .;«}..»...:' 1 
-15 144073 a κ COLLAR, Hose adapter retaining (FLRE). . . . + as 1 
-16 14A071 |o. . RING, Hose adapter (ΕΒΕ). s.es rr n s 1 
-17 AN565A416H4 Ν . SCREW. .. . . «.. on om om om snm st n EE 1 
-18 BO9A508 : RING, Locking (FLRE). . . . e e e + g e ap . els ees 1 
144027 . COUPLING ASSEMBLY, Model A-3 reception (FLRE)(see figure . f 
140A for next assembly) 
14.4063 . . COVER ASSEMBLY, Reception coupling (FIRE) . .... +. +. 1 
-19 144051 . . . COVER, Reception coupling ΠΠ νυν 1 
-20 14.0062 . . . RING, Reception coupling cover FIRE); 20.49 xig 1 
-21 AN515-416-8 C4 SCREW v ος ο « w Ὁ a ο y 5 ss 3 
-22 AN364-1032A 2 0X μμ ce eas car ce wc. e ου SL A Αρ τοῖς δ) D 1 
-23 AN960-10L . . WASHER. . . +. +. +. + Sepe ee nd ΝῊ νυν, S, c 1 
-24 AN520-10-20 2 Se SCREW EA Ge a a «ο ols A ays νον ear 1 
-25 AN735D48 "ον Gi oa ae -ᾱ- ον ele: een 9e i [ato 1 
-26 144088 |l RING, Split reception coupling (FLRE) . . . . +. . - +. + 1 
-27 144087 . . RING, Rubber reception couplin; (FLRE). .. « csse 1 
-28 144136 Z | BODY, Reception coupling (NIRE) . . ss ses +. +. +. + al 
-29 AN364-1032A MORE E O d M E M e 12 
-30 AN960-10 . . WASHER, . . . p e e nono omo om ο t] a s n tg ng] 24 
-31 AN3-14A 271 BOLT. . 2-2 0x4 o3, oe νο BS Bea ct me Me E 12 
-32 144043 Z 1 SUPPORT, Front reception coupling (FIRE). . . . +. + +. + 1 
-33 14A0h2 . . GASKET, Reception coupling (FLRE) ο E ae POE 1 
-34 14A050 “| COUPLING, Reception coupling universal FIRE) . . . . + 1 
-35 144031 . . RING, Reception coupling sealing (FIRE) .... n 1 
-36 144033 . . PLUG, Locking (FLRE). . . < e peer ttr t t t n t n 1 
-37 14A041 . . GASKET, Reception couplin (FIRE). ........ n n 1 
-38 ANG246-52 ο A E ο. 1 
-39 MS29513-349 $ Uu ει μμ 1520 ο v8 e A ta re e 1 
-40 144056 : COVER, Reception coupling dust (FIRE) . . . . . sss 1 
-41 RRAT2S k RING, Retaining spirolox (RMS)... e c e t n t 1 
-42 14.4150 . . VALVE, Reception coupling poppet OE ο ο ον. 1 
-43 14A151 . . SPRING, Reception coupling valve (FLRE) . . eg « «+ + 1 
144153 |: . GUIDE ASSEMBLY, Reception coupling valve (FIRE) . . . + 1 
-44 144149 ἃ GUIDE, Reception coupling valve (FLRE) . . . . +. + + 1 
-45 144152 $ «ὁ SLEEVE, Reception coupling valve (FIRE). . . . ... + 1 
-46 RRT362S ' i RING, Retaining spirolox (RMS)... - . . ++ ee ees 1 
-47 MS29513-237 . a4 PACKING: . 4 6 0e 0$ ου eee A 1 
-48 14.0058 ; SEAL ASSEMBLY, Reception coupling (ΕἸΠΈ). . . . + + + + 1 
-49 MS171648 T T ROLL PIN, s s-s aoa hs i αι... τα eo AC ers ie 3 
-50 MS171650 ¿a ROLL BING. cde ar νά Bs vei, AAA 3 
-51 MS171652 . ROLL PING oo ec oc wee ee a e as 3 
144147 ' ARM ASSEMBLY, Reception coupling (FLRE) . . . . + + + * 3 
-52 144138 ‘ARM, Reception coupling roller (SIRE). aa. seca 1 
-53 4NBC612 i BEARING, Roller (RBC)... +. s + er 0. ede atus vs 1 
-54 144137 . . RECEPTACLE, Reception coupling slide (FIRE) . . + fae 3 
-55 144139 . . SPRING, Reception coupling compression (FLRE) . . us 3 
-56 14A141 . BOLT, Reception coupling anchor (FERE). . .. . +... + 3 
-5T AN345-416 NUT S vox mc. ace omo es ο νο. . v gp ες 3 
-58 144142 . . SUPPORT, Reception coupling slide (FIRE). . . e s oog 3 
14A090 . DROGUE ASSEMBLY (FLRE) E figure 140A for next assembl ) 1 
-59 144085 . . DROGUE SUB ASSEMBLY (FLRE). . s s sso ees se t t t n 1 
-60 42NKEOTO NUT (EN), i... 4 2 oe m voy nomo ot eos m e mn 3 
14A106 . WASHER, Drogue static brush (FLRE). . «νο e+ ee eee 3 
14A105 ` BRUSH ASSEMBLY, Drogue static (FIRE)... . . +--+ ++ 3 
14A108 "| SCREW, Static brush (FLRE) . . . Mrs "I Ec 1 
-61 14A107 $ . BRUSH, Static (FLRE) . - +... . ++ RENTE 1 
-62 144877 ` | LIGHT ASSEMBLY, Drogue night (FLRE) . . . . . +... +. + 3 
AN507 -832-24 . . SCREW. . . . eee ee et tt tan t n αὐ. Ἐφ. sbi nate ps 6 
AN364-832A og ΚΠ. s. ο ον E 6c de ar τά 6 
-63 AN520-10-5 SCREW (see figure 140A for next assembly) ..... μα. Ref 
-64 AN936A10 WASHER (see figure 140A for next assembly). . . .. e ... : + Ref 
-65 MS29513-260 PACKING (see figure 140A for next assembly) . EY TK Ref 
-66 AN520-10-7 SCREW (see figure 140A for next assembly) . . . . . . . ος. Ref 
-67 144076 RING, Split lock (FLRE) (see figure 140A for next assembly) . Ref 
-68 RS343S RING, Retaining spirolox (RMS) (see figure 140A for next assy Ref 
RS343C RING, Retg spirolox alternate (RMS)(see fig. 140A for next assy) Ref 
-69 MS29513-230 PACKING (see figure 140A for next assemblyĵ uo wig POE ef 
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FUSELAGE (Cont) 


FIGURE 140J - LEVEL WIND ASSEMBLY 





AJ-2-4-48-8 








& PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
140J 200153 WIND ASSEMBLY, Level (FLRE) (see figure 140A for next assy). Ref 
-1 144373 . PLATE, Level wind support (ΕἸΠΕ). . . S - . 2 


14A295 
144296 
1207SA 
RR283S 
ΠΒ1378 
RS125S 
14A325 
200160 


NAS50-131 
144243 
MS171597 
14A242 
144241 
14424] -1 
-14A310 


WASHER, Serving gear retaining (FLRE) ie 


WASHER, Serving gear felt (FLRE). 
BEARING, Self-aligning (FE) . 
RING, Retaining spirolox (RMS). 
RING, Retaining spirolox (RMS 
RING, Retaining spirolox (RMS 
TUBE, Serving gear support (FLRE) 
FAIRLEAD ASSEMBLY (FLRE). . . 
FAIRLEAD (FLRE). . . ο è 
BUSHING, Support tube B 
BUSHING, Serving gear (FLRE 
- BUSHING, Follower (FLRE).. 
STOP, Level wind hose (FLRE). 
BAR (FLRE)........ 
RING, Retaining (WKI) . . . . .. 
FOLLOWER, Level wind cam (FLRE) . 
FITTING roe, A τὰν "οσα . 
WASHER, Thrust (FLRE) . . .. 
RING, Retaining (WKI) . . . . .. 
GEAR GUB ASSEMBLY, Serving (FLRE) 
PIN. απ dide wise re s ᾧ 
GEAR, Serving (FLRE) . . . . . 
SLEEVE ASSEMBLY, Serving gear 
. SLEEVE, Serving gear (FLRE 
PIN, Serving gear (FLRE). 


(FLRE) x 


5 5 $ c! ο 9 ο. 
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FIGURE 141 - COMBAT TANK CONVERSION KIT 








ΑΝ O1-60AAB-À 
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A == AE OM 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
141 184-89723 KIT, Combat tank conversion. . . e e e eee eee 2 ee eres 1 
-1 No Number . SHACKLE SUPPORT AND LOCKING MECHANISM . . . .. . . . s s o Ref 
(see figure 143 for detail breakdown) 
-2 184 -63810 . ADAPTER ASSEMBLY, Combat tank complete. . . ο ο 1 
(see figure 151 for detail breakdown ) 
153-63545 . PAD ASSEMBLY, Bomb bay adapter sway brace . . . .. +++ > 4 
-3 163-63059 . . BOLT, Bomb sway brace pad retaining. . . . . . « . +. +» + 1 
-4 2W1-17-28-32 . . WASHER, Plain (NA)... 2. ee ee ee eee + tg t 1 
-5 163 -63057 . . PAD, Bomb sway brace . «. ο es eee ee ee tte es 1 
-6 153-63546 . . SCREW, Bomb bay adapter sway brace . . . . « «e eee es 1 
-7 153 -63545-3 . . PIN, Bomb bay adapter sway brace . . . es es +e ees 1 
-8 AN316-10 ν΄. νων ΟΥΡ’ 4 
-9 184 -48803 . FITTING, Combat tank hoist. . . e Ὁ ο a wet -ᾱ--ῳ we ὦ 2 
-10 AN4 -26A "νην m ο ο E RV ο. 1 
-11 AN4 -274 a BOLT. a x ὃν ὃς EE ο EA ARA E SA 1 
AN365-428 NU a € 3o ο A ia fen ks 2 
2W18-h16 7 WASHER, Flat (NA) . . . ee e e ee tt ee rm mh m n n m 
-12 AN393-19 s -PIN 2 e wo 4 x» oce A AO 904) WORK € 4 S owe ow 1 
-13 184 -63840 . CABLE ASSEMBLY, Combat tank adapter manual release. . . . + 1 
-14 5H1-4 . HANDLE (ΝᾺ). « . « 4 e e e ee ee om oh m m n ο t tt! t1 t1 t9 1 
-15 176-68783 . SPRING, Emergency jettison handle . . . + ο wee uw s 1 
-16 151-33619 . GUIDE, Cable. . . +. s e e e e o o sso Oe Gd. eS el jer cay 248 1 
-17 184 -54390 7 CABLE ASSEMBLY, Electrical CP-707 . . . . .++ e+e ees 1 
i (see figure 149 for detail breakdown) 
-18 184 -48541 . HOSE, Combat tank filler neck... .. see . . . ο... 1 
-19 184-48542 . CONNECTOR, Combat fuel tank filler neck . . soe e eseese 1 
-20 3H2 -24-160 . HOSE ASSEMBLY tons * wow E ee A 6 D veh ks BO ee dE κ. 1 
-21 3H2-28-22 . HOSE ASSEMBLY (NA). +. +. + + +. © +. +. +... . +. EC a 7) ο 9 
~22 184 -48550-10 . LINE, Tank fitting to overboard dive vent . . . . e + esve 1 
-23 184 -54395-3 . WIRE HARNESS, Electrical aero 14A shackle extension... . 1 
-24 184 -54395-5 . . WIRE HARNESS, Electrical aero 14A shackle extension... . 1 
-25 AN3106-18-9P e ο PLUG . 2 6 20 4 « 4 9 ww je 9 9s ὁ mom 4 4ο 5 «ὁ wr ο 1 
-26 AN3101-18-9S . « CONNECTOR. . . . +. « e © e oso t t] n9 "Ri οφ) νι qe 1 
AN3057A10 . . ADAPTER. . . . . ὁ ο e ooo ooo om omo m o o o o | tg] ng. 2 
-eT 184 -54398 " CABLE ASSEMBLY, Electrical combat tank special armament . . 1 
-28 AN3106A28-9P eoa PLUG QW o4 0e A E E E E E Φ' m -ὁ- aer ue 1 
-29 AN3106A28-11P & a PLUG : ao 0. 4 €. $ € V a ar Fe often ye 1 
-30 AN3106A28-9S ew PLUG ας ο οι O O τ. Φ δ. he Φ... δὲ Ie ie 1 
-31 AN3106428-11S ide PLUG. v a es ὁ οῳ- 5 cR um (huma Blu e vci E A dm um 1 
025-488-00 . . DUST CAP (CED)... . 2. 2 ee ee ee ee ee rh . . t ng 4 
-32 AN3106A32-7P s o. PLUG . 229. O E ὃ ος c ϱ sm 1 
-33 AN3106A32-7S E e PLUG 2 ο 09 -ᾱ οἱ ὁ y. le e pa la | nem e 1 
025-489-00 . . DUST CAP (CED) a. .. ee ee ee ee ee nnt . . . +. 2 
AN3057-20A . .- ADAPTER. . . . +. «ο νυν ο GS aa 6 
-34 MS28741-6 . HOSE ASSEMBLY . . . . +. + +. © © © © . . © . . m t t t 0... tg 2 
184-54378 . CABLE ASSEMBLY, Electrical post landing test. . . . . . . +s 1 
184-89723 . KIT, Combat tank conversion... . e es eee ee on t ng ng 1 print 
. 184-48809 * GROUND HANDLING EQUIPMENT, Combat tank. . . . . +... .« . . Ref 
184-48801 . TANK ASSEMBLY, Complete combat fuel . . . . . es eses 1 
-35 184 -48701 . . TANK ASSEMBLY, Combat fuel . . . e.e e s e e s es oo 1 
(see figure 142 for detail breakdown) 
184 -48503 . . FUEL SYSTEM INSTALLATION, Combat tank. . . +. +. +. e s + +. Ref 
: (see figures 144 and 145 for detail breakdown) 
184 -48575 . . LINE INSTALLATION, Fuel system drop tank air . . . . . . Ref 
pressurization and pressure relief (see 
figure 146 for detail breakdown) 
184-5145] . . INSTRUMENT EQUIPMENT INSTALLATION, Combat tank package . Ref 
(see figure 148 for detail breakdown) 
# 184-54389-101 . . ELECTRICAL INSTALLATION, Combat fuel tank. . +. +. +. «+ > Ref 
(see figure 150 for detail breakdown) 
# 184-63830-20 . . CABLE INSTALLATION, Armament pullout . . e e +++ e . +. Ref 
(see figure 149 for detail breakdown) 
184 -89723 -30 KIT, Combat tank conversion (used with drop tank only) .... Ref 
-36 184 -48548 . TUBE, Droppable fuel tank to combat tank transfer . . . . . 1 
-37 3H2 -16-33 . HOSE (ΝΑ)... ee ee «ο ο ee tte tt mt ttn] 1 
-38 AN840-16D ADAPTER . . . . . s « © © © © © © © ο ο om o9 m o9] t] t1 t] 9 t9 t| 1 
-39 184-48528 . TUBE, Droppable fuel tank air pressure pullaway . +. . +. + + 1 
-ho 3H2-16-22 . BOSE (ΝᾺ). . . . 4 e e e ee ee rrt ttt tnt 1 
-41 184-48533 . FITTING, Droppable fuel tank pressurization . . . . . + +. + 1 
184-89723 . KIT, Combat tank conversion... . ees soes eceso 1 print 
NOTE: # Denotes the incorporation of Service Change No. 484 
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FIGURE 142 - COMBAT FUEL TANK ASSEMBLY 
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i PART 
INDEX NUMBER NUMBER 
142 184-48701 
-1 184-48773 
-2 184-48772 
184-48771 
-3 159-48070 
-4 184-48553 
MS29513-116 
-5 184-48732 
184-487 32-10 
184-487 33 
184-487 36 
184-48736-10 
AN4-LIA 
AN4-12A 
2W1AL17-16-64 
AN365-428 
-6 184-48778 
184-48740 
-T 184-48561 
MS29513-116 
-8 184-48776 
-9 184-48777 
184-48798-1 
184-48798-2 
-10 184-48762-1 
-11 184-48762-2 
184-48760 
-12 184-48557 
-13 184-48761-1 
-14 184-48761-2 
-15 # 184-48710-101 
-16 184-48775 
-17 184-48774 
## 184-63237-1 
HH 184-63237-2 
-18 ## 184-63237-3 
-19 44 184-63237-4 
-20 ## ΑΝ3-5Α 
## 2418-10 
-21 {4 184-63238 
{ή 107 
## 184-63236 
-22 # 668-3-6DR 
# AN515-8R8 
# 2W18- 
# AN365-832 
-23 # 184-48748-21 
# ΑΝΙ--5Α 
# 2W1AL17-24-32 
# AN935-4L : 
NOTE: 
Revised 15 May 1955 


## Denotes the incorporation of Service Change No. 








AN 01-60AAB-4 
FUSELAGE (Cont) 


1 2 3 4 5 6 7 


TANK ASSEMBLY, Combat fuel (see figure 141 for next πει 


. FITTING, Combat tank RH aft sway brace. . . 

. FITTING, Combat tank LH aft sway brace. . . 

. AFT ASSEMBLY , Combat tank . . 

. . SPRING, Wing center section “fuel. fitting suspension. 

. a FITTING, Combat fuel tank bay drain outlet aft . . . 

. «+ PACKING. . . 

. FITTING, Coubat banik “drag (used ón fus “sta "e78- 5/8 and. 
sta 254-1 

. FITTING, Combat tank drag (used on fus sta 336-3/8) 

. PLATE, Serrated drag fitting. . 


- PLATE, Combat tank deeg fitting (used on fus sta 278-5/8. 


and sta 254-1/8) 


. PLATE, Combat tank deas fitting (used on fus sta 336-3/8) 


. BOLT (Inboard) - ER ies 

. BOLT ος, ; WD 

. WASHER, Plain E Cas 
. NT.. a a δ κ, ον ὁ ; 
. SKID, Combat “tank aft ο. E 

PANEL ASSEMBLY, Combat tank. bottom. ΡΝ 

FITTING, Combat fuel tank TY. drain. 

PACKING. . . + " n 
FITTING, Bomb sway "brace ‘aft. ο ο. 
FITTING, Bomb sway brace forward. . . δ. ὃ 
FITTING ASSEMBLY, Combat tank lower drag LH s 
FITTING ASSEMBLY, Combat tank lower drag RH. 

FITTING, Shackle guide lower LH. . Zu 

FITTING, Shackle guide lower RH. . CS. 
BULKHEAD ASSEMBLY, Combat tank intermediate " 

INTERCONNECTOR, Combat tank. . τ 

FITTING, Shackle guide upper LH. . . . + + + y 

FITTING, Shackle guide upper RH. . νὰ 


FITTING, Combat tank RH forward sway brace. . . 
FITTING, Combat tank LH forward sway brace. . . . - 
SUPPORT ASSEMBLY, H20 gear upper LH . . . +. +. + + + 
SUPPORT ASSEMBLY, H20 gear upper RH . . . . + + +» 
. HOOK, H20 gear upper LH... . Eizo, hne ο... 
. . HOOK, H20 gear upper RA: Go a c οὐ aa ox xo a κ ο 
. . BOLT... Saadeh ο τος oth eh age Bt ee UTE ANI ος as 

. WASHER, Flat (NA). : ese LOU A ode 
. BELT ASSEMBL , H20 gear support bracket ARR 
. . BUCKLE (NJ). . V RU ο EUT E. ὁ 
A BRACKET ASSEMBLY, H20 gear "Lower. SR a ae Ὁ Ga). Saye Sad? os 
STRAP ASSEMBLY, Harness bolt type (42) aa . 
SCREW. ο ο ο. ey Yess Ca Kae Xe P Mun 
WASHER, "Flat IRR) Re opea vu eee ee 
NUT. 


ee eee 


ee ee 


CLIP ASSEMBL , Combat “tank . O E E ὦ . 
BOLT. (To ground T-28 equipment). λα MAIS 
WASHER, Plain (NA) (To ground T-28 p 3 
WASHER (To ground T-28 equipment). . . . +. + 


# Denotes the incorporation of Service Change No. nt: 
1 





SUPPORT ASSY, Combat tank (supersedes 184- 48710 for future. 
procurement)(see figure 143 for detail breakdown) 
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AN’ 01-60AAB-4 


FUSELAGE (Cont) 


Β-184-48-112 


FIGURE 143 - COMBAT TANK SHACKLE SUPPORTS AND LOCKING MECHANISM 


Section Íl 
Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
143 COMBAT TANK SHACKLE SUPPORTS AND LOCKING MECHANISM 
# 184-48710-101 SUPPORT ASSEMBLY, Combat tank (supersedes 184-48710 for Ref 
future procurement )(see fig. 142 for next assembly) 
-1 ` 184-48715 SUPPORT, Drag οτε shackle. . . . . ++ se ee on 1 
-2 AN365-1032 NUT. . . à . EL Wo fe a Mes ο αμ 1 
-3 AN970-3 WASHER CO. D LI μα M e Xo a Duo E 1 
-h AN50T -1032-12 SCREW. . ο ο... : 1 
-5 # 184-48711-11 SUPPORT, Wing to combat tank . . . . . eoo 1 a 
-6 184-48799-5 . WASHER, Microswitch base lock. . i 1 
-1 184-48799-3 . WASHER, Microswitoh base lock. 1 
-8 AN3167 ACTUATOR . . . + aii. A 1 
-9 AN3210-1 SWITCH . . .. 1 
-10 184-48713 SCREW, Lever arm microswiteh actuator. 1. ca 1 
-11 AN3HHA BOLT . . εφ. -ᾧ- οἳ Ins 2 
-12 184-48719 HANGER ASSEMBLY, Spring "retainer 1 qu VE 1 
-13 μα -16 SPACER, Screw and bolt... + GA Ὁ AA um 2 
-14 ANY BOLT .. DIM et -ᾱ 1 
-15 184-58718 HANGER, Spring retainer. DON T κ hae ον ο Nee 1 
-16 184 -48712 . . RETAINER, Spring . Le MNGU ae de 1 
-17 146-63133 . . SPRING, Single lug bomb “shackle 'snubber. ca mae Hel igre Te Dahir 1 
-18 184-48717 WASHER, Spring retainer. ον Maa eee 1 
No Number SHACKLE SUPPORTS AND LOCKING "MECHANISM. Εν as HOZ: 
p (see figure 141 for next assembly) 
-19 184-48819 . . LOCK ASSEMBLY, Bomb support nut. . . ss + c t ct t 1 
901 -3-10 : . CHAIN, No. 1 safety (NA). UN RES 1 
-20 184-48815 . KEY, Shackle support nut to shaft lock . . . oo +. - 1 
-21 184-8806 | NUT, Combat tank shackle support . . . . ++ seer 1 
-22 2W2B72 -64-62 | WASHER, Thrust (NA). . ig eae ο. 1 
-23 184 -48813 FITTING ASSEMBLY, Tank support E 1 
184-48816 . . . FITTING, Tank support housing lock. ? 
-24 184-48804 . . HOUSING, Tank support. . : 1 
-25 169-63149 . WASHER, Bomb shackle nut bearing T ἃ 1 
-26 184-48805 | . SHAFT, Combat tank shackle support . 2. 1 
-27 184 -63804 . . ROD ASSEMBLY, Combat tank lower shackle “actuator . . . 1 
184-63801 . . ROD ASSEMBLY, Combat tank shackle release. NET. 1 
-28 100A CLASP, No. 350 (HBDI) . ΝΕ 1 
-29 184-63801-11 ROD, Combat tank shackle “(release rod assembly) 1 
-30 R2X1A BEARING, Ball (ND). . . --.--::::.:::. 2 
NOTE: # Denotes the incorporation of Service Change No. 484 a 
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FIGURE 144 - COMBAT TANK FUEL SYSTEM INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER ! 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
144 1854 -48503 FUEL SYSTEM INSTALLATION, Combat tank (see figure 145 for . . Ref 

additional breakdown) (see figure 1/1 for next assembly) 
-1 AN839-6D OW umi κ O de eg Dal DIS 1 
AN924 -6D qo cR το πο μον E Pd καν a 1 
2W18-916 = (WASHER, Piat (NA) cU e it ety ais Gk Rd μιας 1 
-2 184 -48550-89 + LINE ASSEMBLY, Elbow at wl 12 to elbow at wl a νην 1 
Revised 15 May 1955 








NOTE: # 
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ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Denotes the incorporation of Service Change No. 484 





Section Il 


Group Assembly Parts List 


A A ———————-—————É  __ _ o A ON 

FIGURE & PART UNITS USEABLE ON 

νει. NUMNR 1341547 NOMENCLATURE, ΕΑ CO 
144 -3 AN837 -6D . ELBOW . . . . . . ee «4 ο e ὁ . ο om om . . o ο +... m t n 2 
AN924-6D NUT . ος SS see at δι EO We at She cay IA 2 
2W18-916 s WASHER, Plat " (NA) AS E : 2 
+4 184 -48550-87 | LINE ASSEMBLY, Elbow at wl 8115/16 to elbow at wi 19. 224 1 
-5 184-48550-85 . LINE ASSEMBLY, Filter neck elbow to elbow at wl 8-15/16 "n 1 
-6 ΑΝΠΗΘΑ . BOLT. ... E > μις PENES 8 
-τ 2W18-416 . WASHER, Flat " (NA) ; νην aiia ulis Ts 16 
-8 83501-1 . DRAIN VALVE, 1/16 straight "thread (KOE) . A as 2 
-9 MS29513-12 . GASKET. . . s oWu-w wg Sade) vs 2 
-10 175-48483 . FITTING, Fuel bomb "pay “tank sump "drain. i POE 2 
-11 159-48050 . GASKET, WCS fuel system tank drain and float access . . . . 2 
-12 FCB25714 . GASKET, Seal fuel only, circular compression fitting (USR) 2 
-13 ANHHTA . BOLT. . Αν tete. Ge va guest SIN Te Age de OSS 24 
-14 2418-416 . WASHER, Flat “aj . ΠΝ MS 24 
-15 TF51300-6 7 BOOSTER PUMP, Var press. submerged with noise “filter (TP). 2 
TF51390 A ze MOTOR ASSEMBLY, (TP) .... ο μμ σι E 1 
-16 ANT5- . BOLT. . .. oem s LO ὃν ee 8 
-17 184 -48518 . FITTING Booster pump fuel discharge. "n us 255 2 
-18 081453E . GASKET (WFRC) . . . i$ 1 
-19 FCA25751 . GASKET, Seal fuel only compression ‘fitting “Fec2o195 (USR) 2 
-20 AN919-6D * REDUCER EI A enr ier Lon $ S ο fos A 9 2 
-21 MS29512-4 . GASKET. o . . «νο « V. cw. i urs E s X 3 8 
-22 AN927 -4D s ELBOW uolo x x. €0€y ae x. s. he CIS : ‘ 2 
-23 AN832-4D . UNION . FACRIS , ids e $ ‘ 2 
-24 K2500D . VALVE, Defuel (KOE) a % sv A Eo ies : . 2 
-25 ΑΝΠΗ͂ΤΑ . BOLT... MEE Ss A ; n : 16 
2w18-416 . WASHER, Flat "(NA) . x 5 16 
165-48126-3 . GASKET, Fuel cell interconnector "wing Section to "fud fús. . 2 
FCB25719 . GASKET, Seal fuel only circular compression ος (USR) . 8 
-26 # 184-48550-99 . LINE ASSEMBLY, Bóost pump seal drain to tee LH. . or cbs κοὐ τ 1 
-27 # 184-48550-101 . LINE ASSEMBLY, Boost pump seal drain to tee RH. . . . . + + 1 
-e8 83501-1 . DRAIN VALVE, 7/16- 20 straight thread (KOE). ον kn Ba Bi o c 22 
MS29512-4 TO GASKET. o ao Za hy αἷς. SSeS eye CCS 2 
AN893-2D E eee 5 2 
MS29512-6 . GASKET. . . Uwe [el Kea dell ewe, oe TEE" 2 
-29 fj 184-48550-95 . LINE ASSEMBLY, “Tee “o bay drain fitting tee LH. . . jT a 1 
-30 f£ 184-48550-97 . LINE ASSEMBLY, Tee to bay drain fitting tee RH. . . . . .. 1 
-31 AN804-6D ο... A TATE E NES S ας "pe 2 
AN924 -6D . NUT iue ο we A MOTA TE αὶ Ὁ CAP ᾱ -ᾱ- deo AAA 2 
MS29512-6 ` GASKET. στ ο ο E ee «6 Lg SARS WE 2 
-32 4-2000 . VALVE, Check "(Sam) . cl n * woe Wes CO ACT ο Ὁ A 2 
-33 184 -48515-7 . TUBE, Combat fuel tank bay drain. . . . ο ο... 2 
-34 # AN833-6D . ELBOW c io a ος a AA οἱ 2 
-35 MS29512-6 . GASKET. ^y ye uw. ier fe is, . αν τν ἆ- ley Jas ce "s S uw s 4 
-36 AN926-6D we. UTEM a o ὃν a . * κ ως οφ ΟΝ — a a Ὅν ἃ 2 
-3T AN893-2D . BUSHING... 2 4-9 ο . S 2 
-38 83501-1 . DRAIN VALVE, 7/16 straight thread (KOE) s HET 2 
-39 # AN837-6D © SREBOW' νο ἐς. ος iei Ὁ αἱ ὃν De τν τα τος atv! eom e HE UST aL c ες τ 2 
-ho '# AN92h-6D . NT... Gh Nn deb ο et δν ος ας ον ὃν Ὁ 4 
-41 184 -48568 . PIN, Combat tank fuel cell “hanger Se, den BLE rari er Narco: Vt ο) ἃ 4 
2W1AL24-32-84 ` WASHER, Plain (NA): e o A ee eine uà νο ο Vet Tas ai Ue de 4 
-42 AN4H8A .. BOLT. . « « ο ο ο ο ey re. 8 
184 -48521 . ELBOW ASSEMBLY,' Combat “tank dive “vent is a as Cd M 1 
-43 184-48520 . . ELBOW, Combat tank dive vent... νο αρ τοι ses πλ A 1 
-44 AN500A6-6 . . SCRW. .. A ao fa ook aA s 2 
-45 1111-518114 - . VALVE OVERALL, Hinge adapter Swing check size 28 (PA a 1 
-46 165-48126-3 . GASKET, Fuel cell interconnector WCS to fwd fus . s 3 1 
-47 FCB25719 . GASKET, Seal fuel only circular compression fitting (usr) ; 1 
-48 184 -48564 TRANSFER ASSEMBLY, Drop tank to combat tank fuel. . . 1 

ATTACHING PARTS 
-49 ΑΝΠΗΘΑ . BOLT... St ef E oles dac ο ος. πο qe. - ο a rr ed c 12 
-50 2W18-416 . WASHER, Flat ια) : s E 5 16 
-51 163-48450 A GASKET, Aft fuselage “fuel cell “gravity. filter "s sum ps 1 
-52 FCB25721 . GASKET, Seal fuel only circular compression fitting (usR) 4 1 
-53 AN365-428 MU απλο ee ere ος E σαν. 2 
-54 ANG -SA SHOU A A A es ek 2 
ERA, 

-55 K1880D1 .. . FLOAT VALVE, Inverter type ird edat Jat, ο 1 
-56 MS29512-12 . . GASKET.. a a Sa ὦ 2 
-5T 1111-517715 - . VALVE OVERALL, Swing check size 12 (PA). NA ο es 1 
-58 184 -48545 . . FITTING, Drop tank to combat tank fuel transfer. . . . . 1 
-59 AN365-1032 voa NUL: OQ Ql. deci Serie ὁ 8 
-60 2W17-10 Z 1 WASHER, Corrosion resistant "steel (NA) ος να ρα 16 
-6ι AN3-7A . . BOLT.. i VN es: CES ui ud pee Yet τω. iu^ Sa EAS 6 
-62 450-515-16 1 l1 GASK-O-SEAL "(wERC) . i do Ges e 3 2 
-63 184 -48566 - . TUBE ASSEMBLY, Drop tank to “combat tank transfer er is. 5 1 
-64 184 -48546 - . SUPPORT, Combat tank to drop fuel line breakaway . . 1 
-65 AN3-20A . . BOLT. ... S. ve. pers» de 2 
-66 184 -48565 . . FITTING, Combat “tank árop "tank pullaway. τ Gh alas “oh Hare . 1 
-67 184 -48570 . . CAP, Puel combat tank drop tank put laway ὃ ae «οἱ A 1 
-68 MS29513-214 $ GASKET ILE Ὁ Give. at AN «5 » 1 
-69 184 -48515-5 E TUBE, Combat fuel tank bay "arain. ot Wk uh Wap en E Ln fa de z 2 
-70 184 -48515-3 . TUBE, Combat fuel tank bay drain. .^. . . . . . ο ο. z 2 
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Section 


Group Assembly Parts List 


n UNITS USEABLE ON 
CODE 


FIGURE & PART 
INDEX NUMBER NUMBER 
145 184 -48503 
-1 184-48510 
-2 184-48511 
-3 AN365-428 
-4 2W18-416 
-5 ΑΝΙ -7A 
-6 ΑΝΠΗ͂ΘΑ 
-T 184 -48567 
-8 184 -48534 
-9 184 -48532 
-10 FCB25727 
-11 AN837-6D 
-12 AN924-6D 
-13 MS29512-6 
-14 184-48550-11 
-15 AN4S-5A 
-16 184-48572 
-17 FCA25751 
5 184 -48562 
-18 ` ANIIH10A 
-19 2W18-416L 
-20 AN762D20 
-21 AN756D20 
-22 AN763-20 
-23 184 -48554 
-24 184 -48563 
-25 AN833-6D 
-26 AN924-6D 
-27 MS29512-6 
-28 184-48550-7 
-29 184-48550-3 
-30 184 -48550-5 
-31 1111-517707 
-32 184 -48519 
MS29513-218 
-33 184-48731 
FCB25753 
-34 ΑΝΗΗΡΑ 
2W18-416 
-35 AN365-1032 
-36 AN945-3 
-37 AN3-12A 
-38 NAS43-3-56 
-39 184 -48543 
-40 MS29513-258 
-41 2654-70 
-42 AN4H1OA 
-43 2654-68 
-44 FCB25722 
-45 184-48539 
-46 184-48540 
-47 AN760D20 
1848530 
-48 WE499-1-1/4D 
-49 AN365-440 
-50 2W18-4L 
-51 4S4D4-16 
-52 AN515-4R16 
-53 184-48571 
-54 450-515-20 
-55 R3570-20-24 
-56 ANA -22A 
-57 ANI -34A 
2W18-416 
FCB25727 
AN363C428 
-58 175-51019 
-59 174-48195 
2W18-616L 
MS29513-10 
2418-10 
AN365-1032 
-60 ΑΝΠΗΘΑ 
ο” 18-16 
163-48450 
FCB25721 
-61 181-48166 


Revised 15 May 1955 


δω EDM-491-2 


1 2 3 & 5 6 7 NOMENCLATURE PER ASSY. 
FUEL SYSTEM INSTALLATION, Combat tank. ...... sj Ne. -ϱ Ref 
eee figure 141 for next assembly) 
see figure 144 for additional breakdown) 
CELL ASSEMBLY, Combat tank forward. . . PE ov ον αι ώρα, 1 
(see figure 147 for detail breakdown) 
. CELL ASSEMBLY, Combat tank aft. Que S uela των 1 
(see figure ή for detail breakdown) | ; 
NUT d reser ἂν SEE oL NS 15 
WASHER, Flat (ña) > ον vege ο MU ds το 


Po 9 o9 o9 » Ὁ 9 9? 0 9 9 c3 9 9 9 3 9 9 


(C ELBOW. 2. eee f os τα. m 


. LINE ASSEMBLY, Check valve to "Y" fitting transfer. . . .. 


. GASK-O-SEAL (WFRC). . . ET c quisi d n κα 
HOSE ASSEMBLY, Resistorflex (RP). fae ο ER iei 








BOLT. .... be gene, at Ne EN dU ie E E T E E 
BOLT. ... ἂν wate cat, ὃς 
BRACKET, Combat tank "climb “vent fitting forward support . . 
BRACKET, Combat tank climb vent fitting side support. . .. 
ELBOW, Combat tank climb vent . . . "RP 
GASKET, Seal fuel only circular compression fittings “(USR). 
ELBOW foc Wow ove O9 ue ο Ὁ ee UR ae ο Ὁ φον ο. 
NUT μυ cher oa er eee na gp a Se Ds Nee om 
GASKET. . i a 
LINE ASSEMBLY, “Balance line "Y" fitting flange eo. 
climb vent 

BOLT. . , ΟΝ ἢ 
BRACKET, “Combat tank “fuel transfer “line fitting 
GASKET, Seal fuel-only compression fitting Ἐσσθοϊ9ό tas 
FITTING ASSEMBLY, Combat tank mid line... oe a 

BOLT . " "e ον ο ο 
WASHER, Flat Qu). dux Wu e rd v dev YEA MRD ο E 
ELBOW. . . . . SU ο ου. MUN JS ES , 
FLANGE . . . ea s s. moon om +... om om n ο... 9 t1 t| 
GASKET . . . > 
FITTING, Combat "tank transfer “line x . 
PLATE, Combat tank fuel transfer line ‘fitting “assembly : 


NUT ss. vee: ο 
GASKET . . ose MUS, ὦ 
LINE ASSEMBLY, "Elbow “to gate “valve "transfer line. "RD 


1ine RH 
LINE ASSEMBLY, Check valve to "Y" fitting transfer. . . 
line LH 

VALVE OVERALL, Check swing size 20 (PA) . : 
TUBE ASSEMBLY, 500 Gallon combat fuel tank "transfer s » 
GASKET. PILLE ποσόν. 
DOOR ASSEMBLY, "combat tank 'side Ani x 
GASKET, Seal fuel only compression fittings FCD22088 (ὔδη) 
BOLT. ο ss 
WASHER, Flat (NA). 
NUT i 
WASHER. "E a 
BOLT. a . . ... NUS NOCERE: 
SPACER, Screw and bolt (used on tank No. 2, No: uo wes 
SPRING CLAMP, Combat tank filler neck . . . +. - E. 9.08 
GASKET. . 
CAP ASSEMBLY, 3. 5 size “elevated bar handle (Gy). 
BOLT. . . . aa ως or) fe 1 
NECK, Fuel "tank filler 3. 50 size σα): ΝΕ 
GASKET, Seal fuel only circular compression fittings " (USR). 
FILLER NECK, Combat tank. . . S.» Owens. δ dep ἃ- τῳ. ον. ὦ 
GASKET, Combat fuel tank filler neck. "P 
CONNECTOR . . . £s) ες. CAU ος e 
VALVE ASSEMBLY, Combat “fuel transfer. 
. VALVE ASSEMBLY, Motor ο slide shut- off (WOR). 
. NUT. s s ese » 
. WASHER, "Flat (NA). ο ο vb. re axis, pel ο 

SPACER, Rivet (NA) . zou kd WS aonb cse SUR DE esL E; AUR Des SAT 
. SCREW. . . A hores de anu y Lo ey Re ὁ 
BRACKET, Combat tank “fuel transfer. “valve. š Pane 


"rl 


mH 
RI N 
μισο οσα ERP RP e εν εἰ RP RPP ΓΙ EPPO ΞΟ ΟΝ Π! | Οἱ 


. 
νι ο ο δὲ ο) 79.79. δι APP. "ἃς E ο Tec cer ce ove 


πο ο A AA NO AA AAA 


BOLT. . . 4. 69 0 ο» ο 5 5 z 
BOLT. . ον ος. ἆ,  -ᾱ oM οἱ Ὁ ὃς 

WASHER, Flat αλ) Sia teats 

GASKET, Seal fuel only circular compression fitting (usa) 


mm 


NUT 

BRACKET ASSEMBLY, Puel "probe “instrument support a 3 
BOLT, Wing outer panel fuel tank vent line P r 
WASHER, Flat (NA) . s E ; , "D 
GASKET. x Rr almo SES. EL κα ATO ow AL een 


WASHER, Plat " (NA) 5 X meni νε» 
NUT a ke cv ος des * . 

BOLT. A aS dme ια ον E 

WASHER, Flat ᾿(αα) ww 

GASKET, Aft fuselage cell gravity filler. ; 

GASKET, Seal fuel only circular compression fittings: (Gsm. 
SPRING, Fuel cell support 5-59/64 inch. 


Μι rH 
A HH 
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H-184-48-113 


FIGURE 146 - FUEL SYSTEM DROP TANK AIR PRESSURIZATION AND PRESSURE RELIEF LINE INSTALLATION 

















FIGURE & 


INDEX NUMBER 


146 


PART 
NUMBER 


184 -48575 


AN919-6D 
MS28741-6-350 


AN520C10R8 
2W18-10 
AN365-1032 
1369-6 . 

184 -48550-33 


AN783D6 
AN804D6 
AN924 -6D 
MS29512-6 
184 -48550-39 


184 -48550-37 


184 -48550-35 
MS28741-6-170 
184 -48573 


AN3-5A 
2W18-10 


AN816 -6 -8D 
7-2847-78M1 
AN816-6-8D 
MS29512-6 
AN927 -6D 
AN925-6D 


10-1744-75 (527-6D) 


AN832 -6D 
AN924 -6D 
MS29512-6 
AN833 -6D 
AN924 -6D 
MS29512-6 
AN837-6D 
AN924 -6D 
MS29512-6 
750-21-2-8 
AV11B1318 
AN3-13A 
2W18-10L 
NAS43DD3 -24 
AN365-1032 


ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


1 2 3 4 5 6 7 
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Group Assembly Parts List 


NOMENCLATURE 


LINE INSTALLATION, Fuel system drop tank air pressurization . 
and pressure relief (see figure 141) 


REDUCER. 4 ς-.ᾱ τῴ ο ο e aia 
HOSE ASSEMBLY. . . . . . . . . . . 
UNION. . . . 


Swivel mounting (AP 


SCREW. . . οσο mS dg 
WASHER, Flat (NA). C ες 
NUT. 


VALVE ASSEMBLY, "cousin and 10056 


LINE ASSEMBLY, Dump line fitting to reducer. s i 
SUPPORT CLIP, Lug type ro ο bonded one-hole 


os © è © o ù 


62. ο 


"style (RYY) 


LINE ASSEMBLY, Three-way valve cross to self , 
sealing coupling 
s TEE a a a ET A 
& TEE. εν 4x wow" qe ο xe Tet uersu ας 
. NUT. κ, δι τῶν dl wi ei ee" Yes Se Is. -ᾱ- e ek deo ἐξ «δ. qe 
5 GASKET EE RS Ένας xs v We ES ο. 
+ LINE ASSEMBLY, Pressure relief valve to dump 


tee fitting 


line 


. LINE ASSEMBLY, Suction relief valve to dump line cross 


fitting 


ee eee 


. LINE ASSEMBLY, Three-way valve to ον line tee fitting. 


+ HOSE ASSEMBLY. . . 


s... 


VALVE AND BRACKET ASSEMBLY, "Drop fuel” tank pressurization. 
ATTACHING PARTS 


. BOLT... OEIL E 
+ WASHER, Plat (NA). Br et wes 


e . NIPPLE... 

+= . VALVE ASSEMBLY, Check bali type 
bn oo NIPPLES 53.7409 ww € 5 . 
« . “GASKET, . 4 5 ο ἃ ὁ ο 


. 


ΕΙΒΟΝ.......... 
CROSS .. . T" 
VALVE 


ASSEMBLY, Nob valve 
SET RD (PA) 
UNION. τ 
NUT... κ 
GASKET, . 
ELBOW . E 
NUT .. R 
GASKET. 5 
ELBOW , . 
NUT - $ 
GASKET. H 
LINE SUPPORT, pen 
VALVE ASSEMBLY (aco ‘ 
BOLT. κ. « . 
WASHER, Flat “(naj : s 
SPACER, Screw and bolt 
NUT Q2 2 6 4 4x +... % 


ee 


....α» ο 


. 
. 
. 
. 
. 
. 
. 


* .. £9 9 ο ο α ο 
e 9 c9 ο ο 9 9 5$ ο 


9 9 9 0 o9 n om 9 ο ο ὁ n9] n n n 
EE REEERE EERE E E 
Φ' 9 9 ὁ «ο ο 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


+... o o Phe oo 9 ὁ c9 9 ια 
Fa] 

ef 9 9 ο (ho. . ὁ ὁ ὁ ο ο ο 
(o 

ee t ὁ (Qe 9 ο on ὁ ὁ onm n n 
[εἰ 


H 
e... .. ple 49 9 9 ο 2 ο ο 
< 
c 


Special hole Gl 


. . o . 
5 9 © © ο n 
eo © © © ο o 
. 8 o . 


on center 


. 


* 92 © © © Qe . « 5 : ο » : c5 
* 9 9 $9 $9 v «.» : ο ο ο 


onde 


a 
= 
po 
3 


E 


Rec. 
che « ο ο 
κα 


$ 9 9 0 o9 c ]* . 9 ο ο c ο ο ο 


Oe 


Deo. — 


* o9 9 c9 c9 c9 9 c3 5 9 39 c9? 9 19 9 


$9 9 9 9 c9 ο c ο c3 ο ο ο ο 


"y 
e... . pe 
= 
8 ...... 


o 


e .. t os ο «. 


UNITS USEABLE ON 
PER ASSY. CODE 


.—. . ο 9 s. 9 3 c* ο 


n 
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ΑΝ O1- 


60AAB-4 


FUSELAGE (Cont) 





H-184-48-114 


PART UNITS USEABLE ON 
NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
COMBAT TANK FUEL CELL ASSEMBLIES 
184 -48510 . CELL ASSEMBLY, Combat tank forward .... si € "o. ῳ Ὁ «Πες 
(see figure 145 for next assembly) 
184 -48510-3 + . FUEL CELL, Combat tank forward. . . . . . . . . . s .... 1 
184 -48510-5 . . FITTING ASSEMBLY, Compression 2.75 bladder cell . . . . . . 3 
through hole (USR part No. FCC20630) 
184 -48510-7 + . FITTING ASSEMBLY, Compression 4.75 bladder cell .... PENA 
dome nut (USR part NO. FCC20066) 

'*184-48510-9 A . FITTING ASSEMBLY, Compression (USR part No. FCD20088) ... e 
184 -48510-11 . . FITTING ASSEMBLY, Compression (USR part No. FCC20061) ... 2 
184 -48510-13 + . FITTING ASSEMBLY, Compression (USR part No. FCC20630) . . 1 
184-48510-15 . . HANGER ASSEMBLY, Through hole bladder cell . . . . . . . 2 

(USR part No. FBC20509) 
184 -48510-17 . . FITTING ASSEMBLY, Compression (USR part Νο. FCC20548) . . . 1 
184 -48510-19 : . HANGER ASSEMBLY, (USR part No. FCA28799). . . . . . . . . . 15 
, 184 -48510-21 + . HANGER ASSEMBLY, (USR part No. FCA28799). . . . . . zo» 2 8 
184-48511 . CELL ASSEMBLY, Combat tank aft . . . .. τν ιν ass «Βατ 
(see figure 145 for next assembly) 
184-48511-3 . . FUEL CELL, Combat tank aft. . . . e . . . . . . ...... 1 
184-48511-5 + . FITTING ASSEMBLY, Compression (USR part No. FCC20631) . . . 3 
184 -48511-7 . . FITTING ASSEMBLY, Compression (USR part No. FCC20450) . . . 3 
184-48511-9 . . FITTING ASSEMBLY, Compression (USR part NO. FCD20088) . . . 2 
184-48511-11 - . FITTING ASSEMBLY, Compression (USR part No. FCB20509) . . . 2 
184 -48511-15 - . FITTING ASSEMBLY, Compression (USR part No. O rta 3 
184 -48511-17 - . FITTING ASSEMBLY, Compression (USR part Νο. FCC20548) . . . 2 
181 -48511-19 + . HANGER ASSEMBLY, Combat tank (USR part No. FCC28799). . . . 9 
184 -48511-21 - . HANGER ASSEMBLY, Combat tank (USR part No. FCC28799). . . . 14 
184 -48511-23 + . FITTING ASSEMBLY, Compression (USR part No. FCB29958) . . . 3 
184-48511-25 + + SUPPORT STRAP, (USR part No. FCB29958). ........4.. 2 
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H-184-51-49 


FIGURE 148 - COMBAT TANK PACKAGE INSTRUMENT EQUIPMENT INSTALLATION 





INDEX NUMBER NUMBER 
148 184 -51451 
-1 3810030400 
37-3-2590 
-2 AN4H5A 
2w18-416 


-3 184 -51452-7 
-4 184 -51452-9 


2 3 4 5 6 7. NOMENCLATURE PER ASSY. CODE 


EQUIPMENT INSTALLATION, Instrument combat tank package. . . . - .Ref 


(see figure 141 for next assembly) 
TANK UNIT (sa) ou ο Gow ce Foor ο ο Ble ecu arcs ial Sete ta d 
. GASKET (SA) (furnished with 381001J0400). . . a ah La se τς . 1 
BOLD. πμ ad pe ο ο ο de^ ο ο a Le 
WASHER, Flat (NA). . . . . 4 e e e e e mor e eor n o... . S 12 
LEAD ASSEMBLY, Combat tank forward probe starboard side. . . . 1 


to aft probe port side 
LEAD ASSEMBLY, Combat tank forward probe starboard side. . . . 1 
to aft probe port side 


-5 295134 -10C . GROMMET: (MKL). . . . «e ee «κο «ο. . tt! t te 3 
-6 ` 381001K0401 . TANK UNIT TA e ο ο E ecu ο ο. 
37-3-2590 . . GASKET (SA) (furnished with 38100KO401) . . . . . . +... +. 1 
-T ANYHSA . BOLT E ο 18 
218-416 . WASHER, Flat (NA). . . . +. +. s +. eh eoe oe, mon n n S 12 
-8 184-51452-3 . LEAD ASSEMBLY, Amplifier to combat tank forward probe. . . . . 1: 
Starboard side 
-9 184 -51452-5 . LEAD ASSEMBLY, Amplifier to combat tank forward probe. >... 1 
starboard side 
-10 A3044P3 . CLAMP (TIN). . . ...... +... . +... om oh m . m . n . o. 28 
AN515-8R10 νην aches xD 
2W18-8L . WASHER, Flat (NA). . . . « ee ee asaro os aeos ee ew ee 54 
AN365-832 Š QE A ο ο ο το NE 
-11 385000 . BRIDGE CALIBRATOR ASSEMBLY, Pacitron gage model "A" (SA)... 1 
-12 382000 . AMPLIFIER ASSEMBLY (SA). + +. + + + + + +. ee ewe eee eee l 
-13 384000 . MOUNTING RACK ASSEMBLY, Amplifier bridge calibrator. . . . . + 1 
pacitron gage 
ATTACHING PARTS 
AN520-10R10 SCREW. tt mono rom. cB 
2W18-10 WASHER, Flat (NA). . . s «4 4 e eo et eee ee or fh ot t ng 8 


A M M —— 
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H-184-48-117A 





FIGURE 149 - ARMAMENT PULLOUT CABLES WITH COMBAT TANK INSTALLED 








FIGURE & P. UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
149 ARMAMENT PULLOUT CABLES WITH COMBAT TANK INSTALLED - 
# 184-63830-20 . CABLE INSTALLATION, Armament pullout (supersedes mcd Ref 
for future procurement)(see fig. 141 for next assy 
-1 f AN3-6A A A αμ alum oh e m dn 22 
# 2W18-10 + . WASHER, Flat (ΝΑ)... ...-..-........ p 44 
# AN365-1032 τος ο Εμ «λα M pori rnt ο ο. ας 22 
# 184-63831-223 - .: CABLE ASSEMBLY, Combat tank adapter pullout ...... 1 
f 184-63831-221 - . CABLE ASSEMBLY, Combat tank adapter pullout . . . . . . 1 
# 184-63831-219 - . CABLE ASSEMBLY, Combat tank adapter pullout . . . . . . 1 


[.€( _<-___——— __—_— y o _—____— παρ ee a et 
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A a 
FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. CODE 
149 # 184-63831-217 . . CABLE ASSEMBLY, Combat tank adapter pullout. ; d 1 
# 184-63831-215 . . CABLE ASSEMBLY, Combat tank adapter pullout. : z : 1 
# 184-63831-213 * . . CABLE ASSEMBLY, Combat tank adapter pullout. . . . . ἢ 1 
# 184-63831-211 .. . CABLE ASSEMBLY, Combat tank adapter pullout. . . . . : 1 
# 184-63831-209 . . CABLE ASSEMBLY, Combat tank adapter pullout. . . E 1 
# 184-63831-207 . -. CABLE ASSEMBLY, Combat tank adapter pullout. . . . . + + 1 
# 184-63831-205 . . CABLE ASSEMBLY, Combat tank adapter pullout. . . sN 1 
: # 184-63831-203 . . CABLE ASSEMBLY, Combat tank adapter pullout. . . . . +. + 1 
-2 # 184-63832-123 . . . TUBE ASSEMBLY, Combat tank adapter pullout cable. . . 1 
(used on 184-63831-223) : 
-3 # 184-63832-121 CN. TUBE ASSEMBLY, Combat tank adapter pullout cable. . 1 
(used on -184-63831-221) . 
-4 # 184-63832-119 - TUBE ASSEMBLY, Combat tank adapter pullout cable. . 1 
. (used on 184-63831-219) 
-5 # 184-63832-117 . . TUBE ASSEMBLY, Combat tank adapter pullout cable. . 1 
: . (used on 184-63831-217) j 
-6 # 184-63832-115 . . . TUBE ASSEMBLY, Combat tank adapter pullout cable. . 1 
(used on 184-63831-215) 
-7 # 184-63832-113 > . TUBE ASSEMBLY, Combat tank adapter pullout cable. 1 
᾿ ! (used on 184-63831-213) 
-8 # 184-63832-111 . . . TUBE ASSEMBLY, Combat tank adapter pullout cable. . 1 
(used on 184-63831-211) 
-9 # 184-63832-109 . . . TUBE ASSEMBLY, Combat tank adapter pullout cable. x 1 
f . (used on 184-63831-209) 
-10  £ 184-63832-107 . . . TUBE ASSEMBLY, Combat tank adapter pullout cable. $ 1 
7 : ` (used on 184-63831-207) : 
-11 = # 184-63832-105 . . . TUBE ASSEMBLY, Combat tank adapter pullout cable. 1 
(used on 184-63831-205) 
-12 # 184-63832-103 . . . TUBE ASSEMBLY, Combat tank adapter pullout cable. 1 
(used on 184-63831-203) 
-13 RA2487 -3 .. . . BALL (AMC). A ΕΝ A S m τς 2 
-14 - 4 184-63836-3 . . . STUD, Bomb arming pullout cable l... πεν 1 
-15 184-63835 Vr de ος PLATE, Arming pullout cable . . . . soso oe ee eee 1 
-16 # 184- 63837- 3 . . . NUT, Bomb arming pullout cable... ....:-::': 1 
-1 169-63836 . . . CLEVIS, Bomb arming pullout cable . . . . . soss so 1 
-1 TA711-10-.250 - . CLAMP (THAS) * x "IEEE 2 
-63855 . . PLATE, Combat tank adapter pullout cable . . . . . ocu. 8 
AN3-5A ο) BOLT A ών ο ο ST AS RE αὐ DES ce DAC aS 4 
2W18-10 . . WASHER, Flat (NA). .. . :. ο ro at ee beta SORE tE 8 
AN365-1032 v xc NUT. S ee ο ο Rr A ce 4 
-19: TA711-7-.250 . . CLAMP (THAS) oe so 6 4 . e «ο ον . . «ος. 1 
AN3-5A UC ARA ο ο ee eh, E T a Foe μον E Ve. τα Yeu Ls, -ᾱ 2 
2W18-10 . . WASHER, Flat (ΝΑ)... . s .. .::«.-«.::: 2 
-20 TA711-3-.250 . . CLAMP (THAS) le ee αἲ ᾱ δν, «ρε. ἐκ Et pene) δι τς ο) Se l 
AN3-5A . . BOLT "I A ok — ο... 2 
2W18-10 [Ol WASHER, Plat (NA)... x Sus at ay wees Ὃν 2 
-21 AN3-6A e ὁ BOLT O. «e. ofa: aha . "m 2 
2W17-10 . . WASHER, Corrosive resistant “steel " (NA) 5, er um Na "NE 2 
2418-10 . . WASHER, Flat (NA). να ολα PER ae 1 
-22 AN3-5A f BOLT... ^w. ο ο SS Na y η ES 4 16 
2W17-10 . . WASHER, Corrosive resistant steel (NA) . E M ; 16. 
2418-10: . . WASHER, Flat (ΝΑ)... . 6 eee eee ee o n o n ΜΕ 16 
-23 AN3-5A : oo tp ο ον ο ο ceo ο ο Ges E s 1 
AN504-10R8 zaen ΘΌΠΕΝ. o2 as wc as Ses dece «ὁ a -- A UE WA en, Whe 825 ce 1 
AN365-1032 » wn NUT: ν ety tai o a Im 1 
184 -54390 . CABLE ASSEMBLY, Elec CF- Tot (see fig. 141 for next assembly)’ Ref 
-24 AN3106A28-9P ar 4 PLUG s e a ο α al au W^ δι lw: wo. LA IE" ee ᾱ; Ὅν, o ecce 1 
AN3057-16A . . ADAPTER. . um, αἱ Ὁ le ee ο o -ᾱ-- αν DE 4 Oye ὁ ᾱ ee ey β΄ 1 
025-488-00 2x5 DUST: CAPS (CED) 22 cdc as Seda DW is ce ο”... 1 
-25 AN3106A28-11P e e. Ρα ο ο 4 «Ὁ 5 49 4 € € * 4 4 As T 
AN3057 -16A ve c ADAPTER. i ... 2 eoe 9 ο ο Ὁ des ὁ 0e ο ὁ 9; 6. ο oh ὁ 5 δα 1 
025-188-00 . . DUST CAP (CED)... . ee ee «ο. «ο on n n a dus X 
-26 AN3106A32-7P e et PLUG cx κα areias A a Xi ο ο Vac eat ROLL s ua n 1 
AN3057-20A e >» ADAPTER., . . . . +. +. PNE 474 7$ ῷ ο (s Pa 1 
025-489-00 . . DUST CAP (CED) . . . . ου. byt a. τῷ tet ya MES 1 
-27 10C2B7-11 Ὁ Ὁ CONDUIT (NA) . . . . . M OPEN MD MERO 2 
-28 10C2B6-11 < . CONDUIT (NA) . . . . + ^u a τν ὡς YR ο ὃν ye » 2 
-e9 10C2B8-11 +. CONDUIT (NA) . . . +. + E ES TA ANS a 2 
-30 10C2B3-40 . «+ CONDUIT (NA a E € ^. oue "P s r 1 
-31 AN3108A22-23P & a ΕΙ Ce xw ee Ro by a: moles Serre 4^ νι Suess mis 1 
AN3057012A a . ADAPTER. . . . . è +. + +. ... aos "E 1 
-32 025-486-00 . . DUST CAP (CED)... 5 ; REC 1 
-33 184-63848 . . YOKE, Combat tank adapter small arming pullout plug... 1 
AN500A10-8 2 uISOREMI 10.09 Ὁ 5X o£ o9 ἃ won € ὁ. ο 93 αν os p 4 
-34 AN3108A28-20P a evn PLUG RA cer. i ie : . 2 en 1 
AN3057-16A . . ADAPTER. . . . ο. 5 "m n noa PES 1 
025-488-00 + . DUST CAP (cED) . P ou . SON SA αλ ὃς τῷ "TEM 1 
-35 184 -63847 . . YOKE, Combat tank adapter 'smali arming pullout plug. . . 9 
AN500A10-8 MENGE 0 a i μμ. bres “Sig at tad τὲ ME 2» m 8 
-36 AN3108A28-15P 2 ἡ A δ A : A "n" 1 
AN3057-16A 5 ADAPTER. . . «uw zx . . 5 "S é 25 1 
025-488-00 n DUST CAP (cED) cw. eh ae ὢὶ HE ise e, Se, eo) -ᾱ TS » δν 1 
-3T AN393-21 ea ORAN. a a αν Κα Ln ἂν DE τας ας z Ὡς “ὁ .. 3 
NOTE: # Denotes the incorporation of Service Change No. 484 
Revised 15 May 1955 285 
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H-184-54-500B 


FIGURE 150 - COMBAT FUEL TANK ELECTRICAL INSTALLATION 
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ROURE & PART : 3 UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
150 # 184-54389-101 ELECTRICAL INSTALLATION, Combat fuel tank. . . . . . . . e . . Ref 

supersedes 184-54389 for future procurement) 
see figure 141 for next Ap ἀπέ 

-1 B3550 . DOME LIGHT ASSEMBLY (GMC)... + s +» +. 4 ee ee or eee 1 
AN3131-303 s DAME. s 9 ov ow con ROSS RE AAA de 1 
AN515-6R6 . SCREW... ο ο e ο ο del ο des de de hae ο 4 
2W18-6L . WASHER, Flat (a) ην a A ds ΝΗΡ 4 
AN365-632 . NT.. ge e ra E IR 4 

-2 A5255 1 INSTRUMENT "LIGHT, Clear lens (GMC). . . .. 4. 4 4 ee eee 1 
AN3141-301 A ο Ὁ ο Ὁ 0s ᾱ Se ο ο ο ο ο 1 
AN515-6R6 ve SCREW. ο ο soe te is cen ο 2E TE UR € ae RES Oe ὃν Bee, Les ie 2 

-3 AN515-8R8 . SCREW. . Hp oa, ο ο A 1 
2W18-8L . WASHER, Flat " (NA) MC" ο ο ο ο ee qa 2 
AN365-832 Μο A NS E 1 

184 -54381 . WIRE HARNESS, Electrical combat fuel tank . . . . . . eee 1 

-4 AN3108B1485S zx CONNECTOR; .. ο 3) c» wo moo Ὁ * o AA EL US, sos 1 
AN3057-6A a ou ADAPTER: ooe ὦ aoia Bele $- € wet Sie ww, Eo ὁ, Ὁ Os 1 

-5 AN3106B20-278 s e CONNECTOR: > ὦ 6 9 ce) cao ὁ € 0€ 0$ € 5.09 9 ox Ὁ ' nos 1 
AN3057-12A s 04 WDAPTER. 4 al aua x09 0e Ὁ le 4€ Ge A ee ὁ 1 

-6 AN3108-10S2S 2c CONNECTOR’. ὃς ceca? “Sp ff. o BY ὃν S ων dec νι de wt ο δε Seah 1 
AN3057-3A S OW. ADAPTER. ο ο ο τοι mo ve Ὁ Ὁ αν νὰ ο, ὃν Low δν ο αν celso 1 

-7 AN3106B28-21P soe (CONNECTOR 2 ox 0€ wow» A ow E e 1 
AN3057-16A s ws ADAPTER. vou aa a as te eae UR Ve 6 ο 4 ᾱ- ὁ 1 

-8 .AN3100A12838 s ode RECEPTACLE oce 206deo9 se Wo. 79. 19 o: sw Ὦ «ει er Yel Tele 1 
AN3057-4A Ν ADAPTER. . . μα brum qtd yz fete No IUIS ο 1S 18. De. te 1 

-9 668-3-3DR . STRAP ASSEMBLY, Harness bolt type | B rc 3 
668-3 -6DR . STRAP ASSEMBLY, Harness bolt type (AP). . . . . « ee eee 6 

-10 AN3436-2-1 . TERMINAL BLOCK ASSEMBLY . . . . +. +. +. +. +. ee ee ee . . n 1 
AN3434-1 - STRIP a o e cow o a A e e 2 
AN515-4R4 . SCREW.. αν ο ανω. 2 
2W18-4L . . WASHER, Plat “naj . i me Soe centur ce T X ας ο 2 
AN365-440 . NT... ZW] “eli teh Je pede Joliet We ο. 2 

397-1 f . COVER, Terminal block (HEGE). S a a a Hie oa tio ase) E S 1 

-11 295134-8A . GROMMET (MKL) , ο E Des y ve 3 
184 -54396 . BRACKET ASSEMBLY, Electrical combat tank special wiring . . 1 

receptacle 
ATTACHING PARTS 
-12 AN520-10R8 . SCREW.. BEP ay Wwe ο O νο τν νο ey τα, Ὁ 4 
-13 2W18-10L | WASHER, Flat (NA). Sok Bo wer ara Le ete ἃ ο ὦ A 
-14 184 -54396-11 . . BRACKET SUB ASSEMBLY, Electrical combat tank special . . 1 
wiring receptacle 

-15 TBF32-TPS . . BULKHEAD RECEPTACLE (CED). . « . » +. + +. eee ee eee 1 
-16 TBF28-9PS . . BULKHEAD RECEPTACLE (CED). . . +. +. +. +. eee +... . eee 1 
-17 TBF28-11PS . . BULKHEAD RECEPTACLE (CED)... . +. + +. +. + +. ee ee ee 1 
-18 AN515-6R8 . . SCREW. . dg oue RR Ν a IO X (ecd ο 12 
2W18-6L . . WASHER, Flat (NA). e ο ο PSL E --- 24 
AN365-632 +. NUT. ο NM A 12 

-19  184-54388 . COVER ASSEMBLY, Combat tank support limit switch. . . . . . 1 
# AN515-8R5 . SCREW.. oo Ὁ ᾱ- cm WOE BS € Rie ᾱ- Ὁ ον αἴ oue ὦ 5 

# 2W18-8L . WASHER, Flat '(NA) . ο e x ο AT ue. e ae Ὧν «φάθι tos e^ Se 5 


NOTE: 


# Denotes the incorporation of Service Change No. 484 


EIE A ne REE μα 
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AN O1-60AAB-À 
FUSELAGE (Cont) 


FIGURE 151 - COMPLETE COMBAT TANK ADAPTER ASSEMBLY 





H-184-63-47A 








Section I 


AN 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER à 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
151 184-63810 ADAPTER ASSEMBLY, Combat tank complete . . . . . s e . s e eG Ref 
(see figure 141 for next assembly) 
# 184-63811-101 . ADAPTER ASSEMBLY, Combat tank (supersedes 184-63811 for . . 1 
future’ ‘procurement ) (see figure 152 for detail : . 
breakdown) 
-1 184 -48547 . FITTING, Combat fuel tank to drop tank pressurization . . . 
MS29513-112 + PACKING... RUP EE REPE 
-2 184-48550-43 + LINE ASSEMBLY, “Pressurization hose “to pulllaway fitting . . 


(adapter assembly) 


^483D10-22 SPACER, Bolt (NA)... 


-3 AN832 -6D MEC o Dec MC MM αν OON SOM UR Hh 
AN924 -6D a NT... ο cue ins τῷ Soe We ο ο ste μα. 

-4 MS28741-6-120 . HOSE ASSEMBLY i Si set ο ο ο ο ο anol IMA torte 
-5 1012-6 e “NIPPLE (RYY):- os tea a oy a e ee 
-6 AN8-22 . BOLT... ο que mer UR TS eu Ie Y Ἕν nep a? HBA 1S 
-7 2W18-816 [o WASHER, Flat * (NA) sow le eis ro Ceo at Im Lac area ο ee wat ας 
-8 AN365-820 . NUT w.^e] we iw €» 09. 9:08 o 19 e V ο δν ms le. D D ce ον. “ὁ 
-9 BL8-3.900 . PIP PIN (Rowe Sales Co. } πο: ο οφ. ᾱ- φίλο, ο E πο 
BL8-4.050 . PIP PIN (Rowe Sales Co. fwd ; a Se TER. E Ted e 

-10 # 184-63829-3 . FITTING, Combat tank adapter shackle BEC lw ls 
-11 # 184-63828-3 . FITTING, Combat tank adapter shackle forward. . . . . . . ο 
-12 184-63853 . TIE ROD, Combat tank adapter release. . . . « . s ο» o ο ee 
ATTACHING PARTS ; 

-13 AN393-13 x OPIN S ο ον 9. ο ὁ © ο ο ο ο ο 
2W17-10L . . WASHER, Corrosive resistant steel (NÀ). Adee xu! yield ο E 

d—— ποσα 

-14 AN393-15 4 PINO ὁ RIE A Sere 
2W17-10L . WASHER, Corrosive: resistant steel (NA). A YE Le 

-15 49A233H1 . RACK, MK51 Mod 14 (government furnished and government. . . 

installed ) . 
-16 48A9H1 . ADAPTER KIT, Aero 1-A bomb rack(government furnished and. . 


government installed) 


-17 184 -63841 SPRING, Tension . . . . . 


PRP RRP οι RP RP RP RP EP NONE RP E Οοωω«Θ«ωωσο e PRR EN PRP RPNNFORFRRPHRPW PPE 


-18 AN4-15 e BOLT oe sy ler ol e vio ο tem ο c9 ve 19. 1729 8:491) ὄνῳ 
2W1AL17-16-51 >, WASHER, Plain (NÀ). 4. ss 6 ee bine) ὁ. RR ouo s ove * woe a 
NAS43DD4 -23 . SPACER, Screw and bolt. . . . eese eee eee eevee 
AN320-4 . NUT.. * X uowox c» cw CREO EEO. RR: UR ᾱ 

-19 147-63291 . BARREL, Bomb "bay: “adapter equipment support turn buckle. . . 

-20 HM4 & .ROD.END (HEC) s ne 4. ei toy ο τὸ cmo V. a wo Gene 

-21 HMLA . ROD END (HEC) . . +. + -— Ἂν A ee RAT γι 

-22 BL6-1.700 . PIP PIN (Rowe Sales Co. Jos ο E ep e XR ος ο. 
184-63821 . SWAY BRACE ASSEMBLY, Combat tank adapter. . . . . . «+e ο 

-23 184 -63825 ae Te FITTING, Combat tank adapter sway brace . . . . . ὁ ο » 

-24 Type 5 E -ῳ GROOV- PIN (GVP) . BU e OEC OR € CUR ORC ONU Ge E TE 

-25 AN500A8-12 . . SCREW... ν΄ ah, Kiar ο. 

-26 2W1-12-12-32 - . WASHER, Plàin (NA): A è $59 το nen Z9. Ss 

-27  . 184-63857 ον yo RETAINER, Combat tank adapter sway brace. πὶ ους EE: 

-28 184 -63827 te cis NUT, Combat tank sway brace tension . . . . . . . o. ο 

-29 No Number 4 % STEEL BALL (Dime) «Js ver eae oe Se -ᾱ- ὦν ες er aa (978 

-30 184-63826 A SPRING, Compression . »'. A ορ Νο 
184-63822 $5 e PAD ASSEMBLY, Combat tank sway "brace. μη, a ον ώς a 

-31 184 -63823 s “ὁ : PAD, Combat tank sway brace. . . . sso s ο ο ee 

-32 184 -63824 Ἐν Xe . STUD, Combat tank sway brace . . . . ess e ο ον 
169-54170 . WIRING DIAGRAM, Electrical lower bomb sway brace. . . . . ο 

-33 AN3106A18-9P E ο ο κ rele ten e c oe te ase erga etter Su e a 

-34 AN742D6C . . CLAMP . « «.« oo «ee e» 9 9 ο ο ο ο ο ο ο ο ο ο 
AN515-8R8 én a SCREW... . ο ee E ars αν ο a ee ae ae a 
2W18-8L - . WASHER, Flat (NA) $6 mig o οι ET, SOLET de 
AN365-832 . è NUL Roa ees E AN E 

-35 AN3106A14S5S NE PDUG. ο. ο ο 10€ ο ος e I se ο, 6 τν 9s ον. ϱ 
AN742D16C sor d CLAMP 4 2. 2973 0e τος) ο ο i-es. qe ο ορ” «Φα 
NAS43DD3-16 MEE SPACER, Screw and bolt. . . ... ... s esos sooo 
AN515-8R12 PEE SCREW a 5-9 ocu bis ο ο te ual ce] da Di ο ο 
2W18-8L ec € WASHER. — ILI 
AN365-832 . o NUT... an Far ο e r Va) a A ο ο ο E D. ος 


z 
o 
. 
+ 
Co 
E 
E 


NOTE: # Denotes the incorporation of Service Change 
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FUSELAGE (Cont) 








H-184-83-564A 


FIGURE 152 - COMBAT TANK ADAPTER ASSEMBLY 
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Group Assembly Parts List 








ΑΝΟΙ 60AAB-4 
FUSELAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER . NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
152 # 184-63811-101 ADAPTER ASSEMBLY, Combat tank (supersedes 184-63811 for 2 Ref | 
future procurement)(see fig. 151 for next assembly) ' 
184-63812 . BEAM ASSEMBLY, Combat tank adapter . . . . .. $ 1 

XT AN365-1032 . . NUT Ru p Lupe ο c fae lat ove? ο š 4 

-2 2W1G14-16-63 $n WASHER, Plain (wa): se , A 8 

-3 184-63816 EN BELLCRANK, Combat tank adapter “manual release . E 2 

-4 NAS43 -6-72 . SPACER, Screw and bolt. . . 2 

-5 184-63814-3 E BELLCRANK ASSEMBLY, Combat tank adapter manual "release. 1 

-6 AN393-15 . PIN..'.. A . ; 1 

-7 2W17-10L . WASHER, Corrosive resistant steel (NA). "E i 1 

-8 184 -63862 . LINK, Combat tank adapter manual release. . . . 1 

-9 184-63814-1 | BELLCRANK ASSEMBLY, Combat tank adapter manual release. 1 

-10 184-63813 . FITTING, Combat tank adapter suspension . . . . , 1 

ATTACHING PARTS an 

-11 NAS336-10 - BOLT, 100° close tolerance high strength. . . . La 8 
NAS336-12 . BOLT, 100? close tolerance high strength. . . . A 2 
AN365-624 EI AAN E A A . . 10 
ANQ60D616 x. WASHER ον... ο ος HOB SALTA OS Ὁ RO ds . 10 

-12 184-63866 PLATE, Combat tank adapter beam . . . . . . . . . ο 5 2 

-13 184-63508 : FITTING, Bomb bay tank sway brace hoist. . .. . . . . " 4 

ATTACHING PARTS 

-14 AN3-7A s BOLT ο re a te ee a IIR e v le a Ὁ * av. ος 348 4 

-15 AN3-6A BOLT... "ERR O E ο’ γῶν εὖ D a at τῶν 4 
2W18-10 WASHER, Flat (NA). . . . . ος ἂν get m ey Byte τς E s ots 16 
AN365-1032 NUT. 2 4 2. 44 4 ee o uerus ws ; ina 4 : 8 

-16 184-63809-1 FITTING, Combat: tank adapter forward LH. . . P 1 
184 -63809-2 FITTING, Combat tank adapter forward RH : A 1 

-17 184-63808-1 FITTING, Combat tank adapter aft LH. . . . .. 3 1 
184-63808-2 FITTING, Combat tank adapter aft RH. ....... : 1 

-18 184 -63817 FITTING, Adapter to combat tank sway brace forward . . i 2 

# 184-63820-101 BEAM ASSEMBLY, Adapter to stores hoisting (supersedes. A 2 
184 -63820 for future ης, 

-19 AN48-57 « BOLT... κα uU AV κ RAE τα. ike Ὅν. ὧν κ 1 
4B21S8-225 | l BUSHING, Spacer (νὰ). ο cu ο es -ᾱ 1 
2W1AL33-28-16 . . WASHER, Plain ΠΕ Se ete ee a ΜΡΡ x ae ae 1 
AN320-8 . NUT ER vox NE A 1 

-20 184-63863 BRACKET ASSEMBLY, “Combat tank forward stores . . . S e 1 

ATTACHING PARTS 

-21 AN4-6A BOT... Di a Met Se! adus DA AR A 10 
218-416 WASHER, Flat (NA). «o G GIDI i Ilg idaan 20 
AN365-428 NUT. .. x Tari δὲ ο ο ου 10 

-22 # 184-63870-1 SUPPORT, Bomb hoist outboard LH. ην εν ο“ 1 

# 184-63870-2 SUPPORT, Bomb hoist outboard RH. . . . ο αν 1l 
# 184-63571 SHIM, Bomb hoist support . . . . . . . e ee "PE 2 
-23 # 184-63868-1 SUPPORT, Bomb hoist inboard LH . Des 2s . Ue τῷ 1 
# 184-63868-2 SUPPORT, Bomb hoist inboard RH . . oa 9 M 1 
-24 # 184-63869-1 BRACKET, Bomb adapter pulley LH. d es a PA 2 
# 184-63869-2 BRACKET, Bomb adapter pulley RH. ^ & 5 Ρ ο. 2 
-25 # AN221-1 PULBEY . 2 . 0L £6 oko € ὃν $n es zs e ο... 2 
-26 # AN5-13A BOLT iQ oe) og a xd ου" $^ Vey nal “Ἐν τῷ . EA 2 
# 2W18-516L WASHER, Flat E NE Les Sx s e E ο 6 
# 2W18-516 WASHER, Flat (NA). . . E ere PP . « - e ο 2 
# AN365-516 NUT... ae ok ipe TREE : S ios 2 ; 2 
-27 # AN3-7A BOLT . . x s i a "^ . . A 12 
# 2W18-10 WASHER, Flat (NA). . . . . . . ; «ἃ > . ; . 24 
f AN365-1032 NUT. Ε ο. η A . . 12 

-28 # 184-63872 SUPPORT, Shackle lock cable guide. ED ιά : , 1 

-29 # 184-63880 CLIP, Shackle ‘lock cable guide . S o ὦ s A 1 

-30 # ANU-67 BOLT... aM αμα Μα : 1 

# NAS43-4-388 SPACER, Screw and bolt . . . . . Pons m 2 1 
# 2W18-416 WASHER, Flat (NA). . . . . «ο ο 2 ee es A 1 
f AN310-4 κ ο a a e ar ja c a . 1 


NOTE: 


# Denotes the incorporation of Service Change No. 484 
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AN O1-6CAAB-4 


FUSELAGE (Cont) 


Section Il 


Group Assembly Parts List 


PART UNITS USEABLE ON 


FIGURE & 
INDEX NUMBER 


153 


-4 


NUMBER 
184 -51031 


No Number 
AN515-8R8 
AYOGOD8L 

No Number 
AN520-10R10 
AN960D10L 
184 -51044 
AN3100CK13P 
146-51547 
AN365-440 
AN515-4R8 
1882-51544 
97 -3109C16-412P 
156-51547 
AN365-440 
AN515-4R8 
184-51043 
AN3100C16-13P 
146-51547 
AN365-440 
AN515-4R8 
AN832-4D 
ANG60D716 
ANQ24-4D 
AN365 -832 
AN960C8 
AN509-8-10 
No Number 
120-51086 
AN900-10 
184-51801 -5 


184-51801-9 


364-3 
184-51055-3 


184 -51055-5 
184-51055-7 
184-51055-9 
184-51080 


No Number 
AN515-8R24 
NAS43DD3-16 
AN8013D1 

No Number 
AN365-832 
AN515-8R14 
AN960D8L 
385000-1 
385000 
382000 
AN365-1032 
AN960D10L 
AN520-10R10 
384000 

No Number 
No Number 
AN365-832 
ANQ60D8L 
AN515-8R10 
AN815-4D 
184-51801-3 


184-51801-7 


184-51801-45 
184-51801-47 
AN821-4D 
146-51801-3 
146-51801-95 
AN3658h28 
ANSO013D2 
R4737-1 

184 -51066 


1 2 3 4 5 6 7 NOMENCLATURE 
EQUIPMENT INSTALLATION, Fuselage front section instruments. 
(see figure 69 for next assembly) 

AUTO PILOT POWER JUNCTION BOX (R88B0856-100) (GFP) 
SCREW. i to ae, Mf ο ο ο”. 
WASHER . Wt ὅτ cuu ο πμ O e 
AUTO PILOT CHANNEL AMPLIFIER did MU (GRP), 
SCREW. . . . A ^ 
WASHER . . 

LEAD ASSEMBLY, Cylinder "head temp "RH engine “instl. 

. RECEPTACLE. . 

GASKET, Pressure bulkhead ‘thermocouple discharge plug. 

NUT. . ο κών 1a 

SCREW. 

LEAD ASS sEMBLY, Jet exhaust temperature instrument. 
RECEPTACLE ASSEMBLY (AMP) . . i 

GASKET, Pressure bulkhead thermocouple discharge Plug. 

NUT... a ο. ee aaa Re a D Ere A s 

SCREW . 

LEAD ASSEMBLY, Cylinder "head temp 'LH engine “instrument 
RECEPTACLE. . . . 

GASKET, Pressure bulkhead ‘thermocouple discharge Plug. 

NUT. α΄ $ 4 ra a 

SCREM, I Vg 

UNION; 

WASHER * ww 

NUT νο τῷ 

NUT cun νε ον cae οι -ᾱ 

WASHER . . . . . . .. 

SCREW. . . MEA 

THERMOMETER BULB (r88Bo890- 000) (GFP). 

CONNECTOR, Free air thermometer bulb 

GASKET . . 

LINE ASSEMBLY , Airspeed “indicator “to fuselage “section "3A 

drain tee (static) 
LINE ASSEMBLY, Airspeed indicator to fuselage section 3A . 
drain tee (pitot) 
GROMMET, Instrument lines support (NA) . . ig 
LEAD ASSEMBLY , Amplifier to fuselage station 224- 5/8 "s 
pressure bulkhead (individual) 
LEAD ASSEMBLY, Amplifier to fuselage station 224-5/8 .. , 
pressure bulkhead (individual) 
. LEAD ASSEMBLY, Amplifier to fuselage station 224-5/8 . . , 
pressure bulkhead (total) 

LEAD ASSEMBLY, Amplifier to fuselage station 224-5/8 . 

pressure bulkhead (total) 
. PANEL ASSEMBLY, Auto pilot control junction. . . . . . . 
(see figure 159 for detail breakdown) 
COMPASS AMPLIFIER (RBBA0199> eee) (GFP) Worm c 
SCREW. . . 5 x ος ο ος e] ΕΣ 
SPACER, Screw “and “bolt E EA 
WASHER . E a IS 
RESISTOR (n8680383-050) (GFP). . deat a 

NUT. n "E" s5 Te de . 63 Ile ; 

SCREW | > 7 
WASHER SE 
BRIDGE CALIBRATOR ASSEMBLY p ΚΙΝ 
BRIDGE CALIBRATOR ASSEMBLY (auxiliary GFP 

AMPLIFIER ASSEMBLY E SERI 

NUT. . . z 

WASHER.. uou a 


MOUNTING RACK "ASSEMBLY (GFP) E δα à 

AUTO PILOT COMPASS ADAPTER um 025) (GFP). 

MOUNTING SUPPORT (R88RO0050- +025) EU. : Da e 

NUT. . . . $3 doce. 9. eS 

WASHER: ο un sole) xr rere 

SCREW κ... 9 x de a ie πο. 

μα yee eatin ek ο O n ce Fe EET D oe 

LINE ASSEMBLY, Airspeed indicator to fuselage section 3. 
drain tee (static) 

LINE ASSEMBLY, Airspeed indicator to fuselage section 3. 
drain tee (pitot) 


LINE ASSEMBLY, Airspeed indicator to fus drain tee (static). 


LINE ASSEMBLY, Airspeed indicator to fus drain tee (pitot) 
ELBOW. . . ας ρε δν, E τῷ 


LIKE ASSEMBLY, Airspeed indicator to fus drain tee (static). 


LINE ee E a indicator to fus drain tee 
NUT. . a "E A A ce aee usd 
WASHER +... .. . ... 

SPACER (PAI) .. bie Win τὸν κ τὰς «Ὁ 
SUPPORT ASSEMBLY, “Stabilizer fuel “transfer panel 


pitot) 


ATTACHING PARTS 


4N365B832 
AN960D8L 
ANS51538R14 


Revised 15 August 1055 





NUT. 224 κ, ἃν 78 uu ox 
WASHER E ον ES 
SCREW. 1-3 Eu v Reh λος dom: τῷ χα, πα d 


PER ASSY. 


Ref 


Ed e E) EGER ERO PO TO d Pon pa pa qm deo pa qm pano gn qm eee 


Fr 
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WOW 
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FIGURE 153 - FUSELAGE FRONT SECTION INSTRUMENT EQUIPMENT INSTALLATION 
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Section ΙΙ 


AN 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Corit) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 





3 $ ας, ΝΤΕ. Z4 m κ πο. 
-45 AN960D8 - . WASHER. . . +. . 8 
-h6 AN515B8R8 - . SCRW .. κι 4 
-47 6952K1 : l SHOCK MOUNT (RAI) . . . 1 
-48 184-51066 -3 A SUPPORT, Stabilizer fuel "transfer panel 1 
-49 184-51005 E PANEL ASSEMBLY, Pilots instrument complete 1 W 
(see figure 156 for detail breakdown) 
184 -51005-20 . PANEL ASSEMBLY, Pilots instrument complete Y BR 
(see figure 156 for detail breakdown) 
184 -51005-30 . PANEL ASSEMBLY, Pilots instrument complete Y BY 
(see figure 156 for detail breakdown) 
AN515B8R8 . SCREW. 5 6 
-50 184-51015 . PANEL ASSEMBLY, “Electrical fuel "boost “switch E “1 
fee figure 159. for detail o) 
AN515B6R8 . SCREW. y - νῷ 4 
ANS15B8R8 . SCREM, 2 
-51 No Number | ACCELEROMETER (R88A0140- -050) (cre). 1 
A8938-632-061 . NUT (TIN). . . . . . . 3 
AN507B6R14 . SCREW. ον hg eee omy 1 
AN515B6R14 s SCREW: 2 a «oe 4g Ue AG, BO we BE ο 1 
AN515UB6R14 . SCREW. . : DONNA 1 
B4752 | LIGHT FIXTURE (ΩΜΟ). 1 
-52 No Number . CABIN ALTIMETER  (nBB0625- -000) (ar) ET στο 1 
A8938-632-061 se SNUR: V. o. οὐ ἐφ. Se UP Vr at δεις αι “ὁ “ο 3 
AN507B6R14 g “SCREW Ον > oe eer ῳ,ῳ aa ie he ee BO RA a νο ee διὰ, we 1 
AN515B6R14 Bir SOREWA tev noth ati $8 V a Ses, ο ος 1 
AN515UB6R14 . SCREW. . = κ 1 
B4751 | LIGHT FIXTURE "(GMC) . μμ.” t Ds 1 
-53 184 -51087 . PLATE, LH console panel fuselage station 83.5. we la 1 
AN365B632 SA NUT de WU dec A fe ET I a RRA ο 3 
ΑΝΟΘΟΡΕΙ, I WASHER OL. Sooke wots τ cu Ww a ce ee «Ὁ ου” i 6 
AN515B6R11 CEN. Hus E LC ο ο ο GS UES DE —— 3 
AN931-3-5 . . GROMMET. . . . -O— PEL 6 
-54 184 -51801-51 : . LINE ASSEMBLY, Airspeed “tnd to rar computer sect. 1 (pitot). 1 
-55 184-51801-49 . LINE ASSEMBLY, Airspeed ind to rdr computer sect. 1 (static) 1 
-56 184 -51801-55 . LINE ASSEMBLY, Airspeed ind to rdr computer sect. 2 (pitot). 1 
-57 184-51801 -53 . LINE ASSEMBLY, Airspeed ind to rdr computer sect. 2 (static) 1 
-58 AN6270-6-23 HOSE; ASSEMBLY. oo ao year as ας Rw ee Oe AA a aOR a 1 
-59 AN6270-4-23 ο: (HOSE: ASSEMBLY ος. Pon δν τὴ xS kom) s et τς Se eo ewe US 1 
AN806D6 σα ie Ges: ο Ne ea ae A Ze A a ee κεφ TA a 1 
AN806D4 . PLUG ο ο E RN 1 
-60 AN833-4D s ELBOW. ie) Midas Ses ρω 2 
-61«. AN927 -4D κ ΒΙΟΜ κ e a ὡς ὃς A  ν 1 
AN832-4D L UNIONS ο ος Se ai ies σα. Ge Bins, ees Sed ἅν d 1 
AN919-6D . REDUCER. 7 wl e νο, late ae EE: 1 
AN6290-4 . GASKET.. παν x 3 2 
-ANQ24 -4D . Ντ... . sn λα 9 
AN960DT716 . WASHER ο. MOM 4 
-62 AN834 -4D e A ιτ 4 Ww 5o D κ E ; $ . 2 
AN924 -4D . NUT. PASS ΙΟ 2 
AN960D716 " WASHER 7e 6g e 
-63 No Number COMPASS (RB88cOTT9- 525) (GFP) ο... 1 
AN515B6R12 . SCREW, . . k a ο da Ὁ, ος a 4 
-64 275-1 | SHOCK MOUNT (BLC). . . ο re σος 4 
184-51100 . PIN, Shock mounting instruments. ὍΝ EOS Se te αν ον 4 
2W1AL12-16-40 A WASHER, Plain (NA) . . ἐς 5 4 
-65 AN3021-2 . SWITCH . . 1 
-66 No Number . CONTROLLER (R88¢1500- 060) (GrP). 1 
AN515B6R10 « ‘SCREW... cocos ox os 4 
A8938-632-.061 . NUT (Em): sx erg 2 
A8939-632-.125 . NUT (TIN A E 2 
-67 184 -51010 SHROUD ASSEMBLY, Pilots ‘instrument panel A A a o 1 
ATTACHING PARTS 
AN515B8R12 i. SCREW occu bs ia o a ce a ο a a ao ca i 2 
AN960D8 w WASHER: L2. m ls as a ea es a ses Bay e E 2 
---ἕ--α- 
A5395 - . LIGHT UNIT (GMC). .... ................... 2 
A5-35 i--» STUD! (DZ) O oce ο ο ο” πα 4 
GA5-312 . . GROMMET (DZ). a UB 
# 18545-51118 . PANEL ASSEMBLY, Hydraulic "réservoir "high and low level ΜΝ 1 
warning indicator 
ATTACHING PARTS 
-68 # AN 515-8R7 . SCREW. . pie ο, Gy dk, wd ee e Be 3 4 
# 2QW1AL12-12-16 . WASHER, Plain (NA) . lu. Dh o o TA Wa mde on e 4 
---ᾱ--- 
-69 184 -51116 + . PANEL, Hydraulic reservoir high and low level warning . 1 
indicator support 
-70 184-51114 - . PLATE ASSEMBLY, Hydrau ie reservoir ed and low level. 1 
-71 MS25010-4 ... LIGHT ASSEMBLY. . . . 5 αν ταν ος 1 
AN3140-327 k . LAMP... END NI Ep ον 1 
-72 SP103-3} . . INDICATOR (nic) . ο ιο πει tae URDU XXE I ON E αρ 2 
AN507 -632R * . SCREW . . . . qu. edt Uf A ου ο era ose cues 4 


NOTE: # Denotes the Iñncarboration of Service Change No. 413. 
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E-184-51-294 
FIGURE 154 - FUSELAGE FUEL QUANTITY GAGE INSTRUMENT SYSTEM EQUIPMENT 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
154 184 -51022 INSTRUMENT EQUIPMENT INSTALLATION, Fus fuel qty gage sys . . . . Ref 
(see figure 69 for next assembly) : 
-1 38100140178 > TANK UNIT (SA). ;.--- 2 o oe ὁ ο ο ss. E ο αν 1 
-2 ANYH5A e A BOLT RT RA ο A TO A AA Bh ey 5 
-3 AN960D4 16 wf) WASHER boxeo oos UE AA cd) DPI 5 
-4 37-3-2090 < “GASKET (SA) . . 2 . ow 0 m ow oh ee ie 9. a ο. ὁ 2 
-5 175-51054-31 . LEAD ASSEMBLY,-Fus tank to relay box at fus sta 254.645 . .. 1 
-6 175-51054-33 . LEAD ASSEMBLY, Fuselage tank to terminal strip. ....... 1 
᾿ at fuselage station 254.645 
-7 AN931-5-9 s -GROMMET e aa OE dn, V i ee UE, de c. Ue δν AA A ee ον. 2 
-8 384040 . RELAY SWITCH (SA) . . . . . . . re Ad o Rar eG dia duel, m Sola 1 
-9 AN365 -1032 et NUT: or Jay Sere 85 ο Gata eee feng ON pedet aa? eee eo pe μα de Ner eet ugs eo lb 
-10 NAS43DD3 -64 . SPACER, Screw and bolt. . . . . . « wx si teu. Ver ver ο ο 4 
-11 AN520-10R24 « SCREW να a x 3^3 ἡ ee eR we ᾱ Ὁ exo ὡς fe l6: MI Li 4 
-12 AN341-6 a NUT κα». eee TN E O eh δι a we we 19 
-13 AN936A6B » WASHER. . . 4 4 ὁ ο ο ὁ a 4» DOM MEE soc “αν 
-14 AN961-6 w- “WASHER 6. uu oe cO. κ X o he E RRA ο Ge PSOE V A OD τν a a OB 
-15 AN3434-1 ee CSTR DP o e τό: 6.2107 79a e e ie ws E ο e Φ 4 4 4 ὁ 4 ὁ co ο « 2 
-16 AN3436-2-12 . TERMINAL BLOCK ASSEMBLY . . . . . . ο ο ^w 1 
-17 AN515-4R6 .. OSCREM, o 20 eoe $04. boxe ahd A κ Lali e ex ads E 
-18 ANQ60D4L 4^ "WASHER: sé! pad). ιών ο, Ὅλα: ee δν uet Sec oP Man ο) 24792 οὖν es eee een ia E 2 
-19 AN365-440 πι” heisse ο ην, νιν ο”... 
-20 175-51064-25 . LEAD ASSEMBLY, Fuel indicating system 400 cycle . . . . . . . 1 
relay connect 
-21 184 -51055-11 . LEAD ASSEMBLY, Fuselage station 221 -5/8 pressure ..... 1 
bulkhead to relay box at fuselage station 254,645 
184 -51055-13 . LEAD ASSEMBLY, Fus sta 224-5/8 pressure bulkhead to... . 1 
terminal strip at fus sta 254.645 
184-51055-15 . LEAD ASSEMBLY, Fuselage station 224-5/8 pressure. . . . os 1 
bulkhead to relay box at fuselage station 254.645 
184 -51055-17 - LEAD ASSEMBLY, Fus sta 224-5/8 pressure bulkhead to. . . . . 1 
terminal strip at fus sta 254.645 
Es -22 uG492A/U 3 “CONNECTOR: (SAJ ios αν @ x9 er el δ; State OO τν ele ema E 
384038 » CONNECTOR (SA). io... e 0o da ss ον 9 «v. 2 
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H-184-51-38 
FIGURE 155 - FUSELAGE AFT STATION 594 INSTRUMENT EQUIPMENT INSTALLATION 21 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
155 175-51200 INSTRUMENT EQUIPMENT INSTALLATION, Fuselage aft station 594. . Ref 
see figure 69 for next assembly) 4 
-1 AN515-8R14 SCREW. . εν Pas Ao, ο ο πας 4 
-2 AN8013D1 WASHER. ο ο. ο e Sev faites ee ο ee iR ος ο Ls δν uar cee a Ss 4 
-3 175-51075 BRACKET ASSEMBLY, Elev booster press. transmitter complete. 1 
-Y 175-51076 . BRACKET ASSEMBLY, Elev booster press. transmitter. 1 
-5 AN8008D2 INSULATOR. Bunt: Xs 4: ο ο e a, E fee Ber cu 4 
-6 AN515-6R15 ΘΟΠΕΝ ea e tay e ap piel os a ete 4 
-7 7600-23A5-1 TRANSMITTER, Elevator booster press. transmitter (ECP) 1 
-8 AN832-4D UNION . . . . . « o ooo « « o9 o9 +... ος ος»: t n| 1 
-9 AN6289-4 NUT . . —— aaa la ia 1 
-10 AN6291-4 RING. 1 
-11 AN6290-4 GASKET. E* S a e ee a E E a, e 1 
-12 175-51073 . PLUG, Booster pressure transmitter breather. . 1 
-13 AN515-8R1H ΘΟΠΕΝ... ... . . € 0 ο Im ox LEN ο a mo Se S e im 4 
-14 ANBO13D1 WASHER . . . . . . . . 4 4 +... o... ο: mon o9 n n 4 
-15 175-51077 BRACKET ASSEMBLY, Rudder booster press. transmitter complete 1 
-16 175-51078 . BRACKET ASSEMBLY, Rudder booster pressure transmitter. 1 
-17 AN8008D2 INSULATOR. ου 5 eo Pues ET. Rule. a DeL E VAT Ie in 4 
-18 AN515-6R15 SCREW. 5 oo tice ο A ο Cc He we βιό 8 
-19 7600-23A5-1 TRANSMITTER, Elevator booster pressure transmitter (ECP) 2 
-20 AN833-4D ELBOW . "SM MEE Pee ον M μα Sos a e ces 2 
-21 AN6289 -4 NUT . 2 
-22 AN6291-4 RING. . 2 
-23 AN6290-4 GASKET. ο eh OE E Ao As 2 
-24 175-51073 PLUG, Booster pressure transmitter breather. 2 
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H-184-51-11B 





FIGURE 156 - COMPLETE PILOTS . INSTRUMENT PANEL ASSEMBLY 








FIGURE & PART g UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
15 184-51005 PANEL ASSEMBLY, Pilots instrument complete . . . ..... + . Ref W 

see figure 153 for next assembly) 
184 -51005-20 PANEL ASSEMBLY, Pilots instrument complete . . . . . . . . + . Ref BR 
(see figure 153 for next assembly) 
18Η -51005 -30 PANEL ASSEMBLY, Pilots instrument complete . . . . . . . . .. Ref BY 
see figure 153 for next assembly) 
No Number . PILOTS INSTRUMENTS (see figure 157 for detail breakdown) . . Ref 
-1 184-51006-10 . PANEL ASSEMBLY, Pilots instruments. . . . . . . . . . +. + z 1 AH 
supersedes 184-51006 for future procurement) 
184-51006-20 . PANEL ASSEMBLY, Pilots instruments. . . . . .. "C δν ον Yad xe 1 BV 


296 








AN 01-60AAB-4 


FUSELAGE (Cont) 





Section il 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
156-2 184-51052 . COVER PLATE, Pilots instrument panel. Ti στα 1 R 

184 -51052-3 . COVER PLATE, Pilots instrument panel. ah es daw ἐς 1 BJ 

-3 AN365B632 . NT... LC: . . š ES v. lus CE e 5 

-4 AN960D6 - WASHER... ea . : us P EE 5 

-5 SK179BP6-8 1 SCREW (ASCO). . . . 5 . τ ως n hs 5 

-6 1101-1303 . CORD, External "power “source adapter retaining (ua). EE 1 

-7 11601 -1300 . CORD, External power source adapter retaining (NA). La 1 

-8 AN507B632R10 - SCREW. . . . . . . +. da, s A A ο "EET 2 
AN365B632 s NUTS ue D WEE s 2 

-9 146-51048-9 . DISCONNECT ASSEMBLY, Instrument panel stabilizer. . : 1 

-10 1486-5101 8-11 DISCONNECT ASSEMBLY, Instrument panel stabilizer. . 1 

ATTACHING PARTS 

-11 AN365B632 a- NUD -ῳ ο nex vet ον som Me "DE è P E 4 

-12 ΑΝΟΘΟΡ6 « WASHER . e 4 9 x wo . A Š IL 4 

-13 AN507B632R8 SCREW. A $e ke ο ον $ E Ca RE 4 

a coe ναὶ 
-14 ANQ60A416 WASHER. «4e ο ο ee BE a GE ο 2g 2 
-15 146-51052 SPRING, Disconnect assembly instrument panel . . Ss 1 
: Stabilizer 
-16 146-51051 SLEEVE, Disconnect assembly instrument panel 1 
stabilizer i 

-17 184-51050-3 . . BOLT, Stabilizer disconnect instrument (scd on -9 only) 1 
184-51050-5 . . BOLT, Stabilizer disconnect instrument (used on -11 en) 1 

-18 5B16 , BOLT, Retainer (NA). 1 

-19 146-51049 ¿ ROD, Disconnect assembly instrument "panel “stabilizer . . 1 

-20 AN6270-4-19 : HOSE ASSEMBLY. . . . . on nal be ; "e $ " «ios i^ 1 

-21 AN6270-4-21 . HOSE ASSEMBLY. . . . . 5 z : NES A s ο ον 1 

=22 AN6270-4-13 . HOSE ASSEMBLY. .... " : by ο Ρ n Dai 1 

-23 AN6270-4-15 . HOSE ASSEMBLY. . . . . : x rie ; $ Wi ^s 1 

-24 AN816-4D NIPPLE . . p . Deux ο μα ας 9 

-25 AN826-4D ΤΕΕ, . . ο ον a C Ve es > κ ολ 2 

-26 AN3436-2-2 TERMINAL BLOCK ASSEMBLY. . ας "One 1 

ATTACHING PARTS : 

-27 AN365BHHO ο ΝΙΝ ο Ὃν, id Pod 2 
241824 . WASHER, Flat (ΝΑ). . . 0 . . 4 . . ον ο . ο ο . . + 2 
AN507B440R8 © SCREW αμ toch oa de VR ο ce ο ο. HE ου 2 

eu uus 
AN3434-1 ws STRIP. Site dm A A A Je ς E Mok 2 
AN3434-2 -2 ve BUD. wie Less OO -ῳ ο E Ce IDE LE ως ος Ob I ORO ος o ὃς Φα; QAI Ko VELUM 1 
AN341-6 s OUT. RA xo A RE AR νι we veo κ eet 2 
AN936A6B s. WASHER. S. ο detuss ο a s I Bo ο LR IL ο ο. 2 
AN961 -6 a “WASHER ο e ow oue wo aca αρ DECORA RO AN EDU 2 

-28 AN365B632 s NU ο ο a ο a ο O, JUN 6 
AN960D6 a WASHER «o O $5.87 OS eer wees 8 6 
SK179BP6-14 | SCREW (ASCO)... . . 9 ο... 6 

-29 184-51051 . ADAPTER, Turn and bank indicator pilots instruments .... 1 

-30 184 -51053 . ADAPTER, Master directional indicator . . . . . +. . . sso 1 

-31 184 -51054 ADAPTER, Gyro horizontal pilots instruments . . . . . . .. 1 

-32 98292-3-270 STUD (UC) .. . . . . wei ο. S E RA γιοί ὦ 2 
99836 PIN (UC). . . 7 Peer . 9 E wa ge Sa 2 

-33 AN3436-4-4 TERMINAL BLOCK ASSEMBLY. . . τ . ES ΕΡΤ 1 

ATTACHING PARTS 

-34 AN365B440 NUT. Snes fee Fal" Tay “Ὁ Sra Μα ο y loe cde (e^ aa [oW Jn 2 
2w18-4 WASHER » Flat (NA) . . . . . . . . ο Μα πο ος 8 
AN5O7B440R8 6 GREW de m ee ie ERA UR . ww; v E 2 

d m o i 
AN3434-3 κ ον δ ho ο ο Ἃς ο ο ai ut iral tas Ὁ 2 
AN3434-4-4 x CBUS a) ib ο τῶν ie ἴοι er ᾱ; ο ον a ο et a al ecd, 1 
AN341-6 ME SIENTE "arc Ρ 4 
AN936A6B WASHER-, s Ghi A ο ο. ee IM ο, οὔ κο 4 
AN961-1 WASHER ....... ο ο E ED EE 4 
-35 AN3436 -2-8 TERMINAL BLOCK ASSEMBLY. "E rp . TET $ cw ^s 1 
ATTACHING PARTS 

-36 O NUT. αν ος, εφ. m . ο ο € o8 4 Jove, ep ο See δι 9 2 
2wi8-4 WASHER, Flat (NA) . . . . "Rr a da .. Pa ee E E ος 2 
AN507B440R8 SCREW. ore sh to uod eoe. Re Dp Im eos UE ροκ 2 
AN3434-1 ο μιαν oi a e a e Ae ο pts a ao 2 
AN3433-2-3 me BUG AA SR EN ee ος 2 
AN341-6 . NUT. . ieee ο ον tag ROK. Ts ca See cat ye Sh 2 ο σου. 8 
AN936A6B WASHER οι a ee Sor IR mv») OU De Ed. Were NE dr Ce, sa tae 8 
AN961-6 WASHER 3 ar a a o a tr οὐ ὦ E τς αἴ, Ὁ 8 

-31 AN931A5-9 GROMMET. . . . . . . a Jens] jw: ο ον δες Wig A yes ab arii 1 

-38 AN3436 -4 -5 TERMINAL BLOCK ASSEMBLY. AS ep aS fe A Ses a ua " 1 

ATTACHING PARTS 4 

-39 AN365B440 NUT. Peed St ο ^ $i a Ve ο) ass ee Gy ver Ὁ 2 
2W18-4 WASHER, Flat (NA) . . s ES ig. Cat et ο Ρο. 2 
AN507B440R8 SCREW =. ο δν 9 eus 29$ cs ο os 2 2 
AN3434-3 a STRIP: cos τὸ al ee tee ia UN us ο Wh wel «Her νο κ) 2 
AN3433-4-5 w DUE aie es Roe ck ao ἀν Be ας ον Sow. wood. wick for δὲ τὰς gs 1 
AN341-10 S ΝΕ sri a ey ne iy δν Se ιδ ere ws απο ο Vert set ο E 5 
AN936A10B + WASHER... . . . 4n s αἲ--ᾱ-- AR οσα, uw v a δν sw . 5 
AN961-10 WASHER . . . . . on # 2 ——À lesa ᾱ ot Se αι guod. θεος TA š 5 
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H-184-51-98 
FIGURE 157 - PILOTS INSTRUMENTS 
FIGURE £ PART Ν UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 






No Number PILOTS INSTRUMENTS (see figure 156 for next asembly). 











-1 SK1T9B6-16 go SCREW (CASCO). ue ο we as ἐν. τος E UR e τν Ὃν, ερ, κ Si ates Ἂν Us. ue 5 
-2 SK179BP6-16 . SCREW: (ASCO) w ko a aa AG se cm DR LR a we 88) Cee acne eal os 15 
-3 SK179BP6-14 e. SCREW: ASCO Ju a a a or mue oe te ar um we des Se, co εν we: ge Od 12 
-4 SK179B6-14 . SCREW (ASCO). . . . . . 2... v.d AA A uj eS 3 
-5 AN3157 -4 . LIGHT ASSEMBLY. 4 . &. 4 € 4 » ο 969 o9 9 a e 1 
AN3121-313 ο ο O a ο e ox yao f qe Dan SALUS 1 
--6 1090A/ARNÓ . RADIO COMPASS ο. No. R1612021-50) (GFP). . . . . . . . 3 
B4757-1 . LIGHT FIXTURE (GMC)... . 1... 2... ee 1 
AN365B632 "ML" οτι 3 
-7 No Number A ide τν air temperature (Stock No. R8812698-035). 1 
i GFP 
No Number . BEZEL, Mounting two inch size instrument. . . . . . .. .. Τα; 
(Stock No. R88B0200-00) (AN5809) (GFP) 
B4751-1 . LIGHT FIXTURE (GMC) ..................... 11 
A8943-632-375 . NUT (TIN) νυν ta, for west 4 
-8 184 -54250-29 . KORRY LIGHT ASSEMBLY, Electrical indicator. . 1 2 
184 -54250-99 . KORRY LIGHT ASSEMBLY, Electrical indicator. . 1 BY 
-9 184 -54250-31 . KORRY LIGHT ASSEMBLY, Electrical indicator. . 1 2 
184 -54250-101 . . KORRY LIGHT ASSEMBLY, Electrical indicator. . 1 BY 
-10 184 -54250-33 . KORRY LIGHT ASSEMBLY, Electrical indicator. . 1 Z 
ΑΝ3121 -313 a a DAMPE a ο ο eie ο ο ο. 6 
184 -54250-103 . KORRY LIGHT ASSEMBLY, Electrical indicator. . 1 BY 
204 . LIGHT BASE (red) (KOR). ....... us 3 BY 
-11 No Number . WHEEL AND FLAP POSITION INDICATOR . . . . . . . . . H 
(Stock No. R88I1800-000) (AN5780T3) (GFP) 
BATÓO-1 . LIGHT FIXTURE (GMC) . . . . . . . . . .. . .. .. 1 
-12 383000B101 + TOTAL FUEL INDICATOR (SA) . . . . . . . 1 
B4855-1 . LIGHT FIXTURE (GMC) . . . . . . . 1 
-13 384041 . FUEL SELECTOR SWITCH (SA) . . . . H 
B4850-1 . LIGHT FIXTURE (GMC) . . . . . . . R ee ud 1 
-14 AN3027 -7 A, El NN 1 
-15 No Number . CARBURETOR AIR TEMPERATURE (Dual) . . . . . . . 1 
(Stock No. R88I2700-010) (AN5795T6) (GFP) 
298 Revised 15 August 1955 





Section II 


ΑΝ O1-60AAB-H Group Assembly Parts List 


FUSELAGE (Cont) 


————————————————M——————————M—M————————————M——————Ó 
FIGURE & PART UNITS USEABLE ON 
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157 B4760 . LIGHT FIXTURE (GMC). A ee ee eee 1 
-16 No Number . OIL PRESSURE GAGE (Dual) (Stock No. 'RB811929-050) (GEP). se 1 
B4751-1 . LIGHT FIXTURE (GMC). P 1 
-17 No Number + CLOCK’ (Stock No. Rs8c0583- 011) (AN5743L1A) (erp) | «s 1 
B4752-1 | LIGHT FIXTURE (GMC). . ος 1 
-18 No Number . ELAPSE TIME CLOCK (Stock No. RBÓCOSTA- 000} (err) l 1 
B4752 -1 . LIGHT FIXTURE (GMC). s 1 
-19 No Number | RATE OF CLIMB INDICATOR "(Stock No. R8810750- -oioj (GFP) h 1 
B4760-1 . LIGHT FIXTURE (GMC). 1 
-20 No Number ` FUEL PRESSURE GAGE (Dual) (Stock No. R88I1931 -000) (or?) 1 
B4751-1 . LIGHT FIXTURE (GMC). . . . vid 1 
-21 184-54250-25 . KORRY LIGHT ASSEMBLY, Electrical indicator | . . . . . . . 1 2 
AN3121 -313 . LAMP.... ην. 2 
184 -54250-97 . KORRY LIGHT ASSEMBLY, "Electrical indicator | . 111111! 1 BY 
204 . LIGHT BASE (red) (KOR) . . WD 1 BY 
-22 No Number | CYLINDER TEMPERATURE INDICATOR (Dual) » ος eee 1 
(Stock No. R88I2662-010) (AN5536T2A) (GFP) 
B4760-1 . LIGHT FIXTURE (GMC). ο Meu Sy ce DEDOS wankers? la 1 
-23 383000B077 | INDIVIDUAL FUEL INDICATOR (SA) | |. . . . . ο DD ο; ;; 1 
B4855-1 . LIGHT FIXTURE (GMC). . :--—n MP 1 
-24 No Number sa dada ee ENGINE PLOWMETER (Stock No. RÓ811200-012). . | 1 
GFP 
B4855-1 . LIGHT FIXTURE (GMC). . . . > ο ο. 1 
-25 No Number | OIL TEMPERATURE INDICATOR (Dual) ου 1 
(Stock No. R881I?700-010) (aN579576) (GFP) 
B4760-1 . LIGHT FIXTURE (GMC). A . ο τετ a n 1 
-26 1D267(XN1)/ASB-1 ` POSITION DEVIATION INDICATOR (GFP) . 37111117 1 
B4750-1 . LIGHT FIXTURE (GMC). . ORE E" 1 
-27 No Number 1 GYRO HORIZONTAL INDICATOR (Stock, N No. R8S11325-015) (GFP) 1 
BhT55-1 . LIGHT FIXTURE (GMC). . . . i. Wn del πο ανα. T 
-28 MS25010-4 si SLIGHT ASSEMBLY Αν αμ. Ὁ al a a he des το e δν. δ e 2 
AN3150-327 . LAMP... NUR 2 
-29 No' Number "MASTER DIRECTIONAL INDICATOR (stock No. R88I1651-030) (GFP). 1 
B4755-1 . LIGHT FIXTURE (GMC). . Ecl te 1 
-30 No Number ? TURN AND BANK INDICATOR (Stock N No. . REI3150- lo15) (erp) | ; | 1 
B4755-1 . LIGHT FIXTURE (GMC)... . . . S ο ων RU YU ante) Vs og 1 
-31 L14016 . LIGHTER (CSP). $ onguan d μα. 1 
-32 184 -54250-27 ? KORRY LIGHT ASSEMBLY, Electrical indicator . ave Tad ri vel Se ς 1 AF 
AN3121-313 . LAMP.. vos πο... ο ο ουν 2 AF 
-33 D17333 7 RHEOSTAT ASSEMBLY " (m0) quet e ο ME 1 
-34 No Number . DIMMING RESISTOR (type RW31J710) (notched) (ου). κο. MEUS ue 1 
AN365B832 : AM A Re ede terse T NOTIOR A 1 
AN960D8L . WASHER... νο πα s. ar vae ο. 2 
2Ν1Ρ19-20-63 ;, WASHER, ο πι αμ oig iii i 2 
AN507B832R32 . SCREW. . : s s $ ss : NE 1 
-35 RP20003-37D15A2 1 TORQUEMETER "(EcP). 3 ——"——— PEN ? 
B4855-1 | LIGHT FIXTURE (GMC). S sets! Jut fec said os 2 
-36 1D14A/ARN ` RADIO ALTIMETER (Stock No. R1611976) (GRP) uou ede tS 1 AF 
BATT5-1 . LIGHT FIXTURE (GMC). NOME CC ERES 1 AF 
1D257 /APN22 . RADIO ALTIMETER peer £3036) (GFP). 1 1... onn 1 BR 
B4775-1 . LIGHT FIXTURE (GMC). "ση 1 BR 
-37 No Number . ALTIMETER (Stock No. R88A0351- 2011) Í AN5760L4B0) (GFP). . . . 1 
B4751-1 . LIGHT FIXTURE (GMC). . Ue 1 
-38 No Number . AIRSPEED INDICATOR (Stock. No. "R88I0474 -010) "(ANS863743 (GFP) 1 
B4760-1 . LIGHT FIXTURE (GMC). — 1 
-39 No Number "MANIFOLD PRESSURE GAGE (Dual) (Stock No. R8811585-012) (GFP) 1 
B4760-1 . LIGHT FIXTURE (GMC). , 1 
-40 No Number . TACHOMETER INDICATOR (Dual) "(Stock No. R8812380- 1012) (GFP) 1 
B4760-1 . LIGHT FIXTURE (GMC). 1 
-41 No Number ` FUEL AND OIL PRESSURE GAGE (Stock No. R88I1927-050) (GFP). 1 
B4850-1 . LIGHT FIXTURE (GMC). . wow oxi 1 
-42 No Number τος TACHOMETER INDICATOR (Stock No. "R6812600-025) (GEB); ll. . 1 
B4751-1 . LIGHT FIXTURE (GMC). . . . . 3 νε verde tuu «Ἵνα 1 
A8943-632-375 . NUT (TIN). . . . ele 4 
No Number . BEZEL, Mounting two “inch size. instrument . o 1 
. (Stock No. R88B0200-000) (215609) (GFP) | 
-43 No Number . TAIL PIPE TEMPERATURE INDICATOR δ ο εί κ ο y (GFP) 1 
B4751-1 . LIGHT FIXTURE (GMC). . . . . ο”, τὰ 1 
A8943-632-375 . NUT (TIN). . vU αν dice h 
No Number . BEZEL, Mounting two “inch size “Instrument oe 4. RARE 1 
(Stock No. R88B0200-000) (AN5809) (GFP) E 
-44 184 -54250-47 . KORRY LIGHT ASSEMBLY, Electrical indicator . . . . . . . . . 1 2 
AN3121-313 . LAMP.. ο us ο. E 2 
184 -54250-117 . KORRY LIGHT ASSEMBLY, Electrical indicator . . . . . er 1 BY 
204 . LIGHT BASE (green) (KOR) . ............ 5 πηι 1 ΒΥ 
[-45 AN507B632R16 24 ο ο μμ μμ απ ο νο ο : e ue 19 
-46 AN507UB632R16 7 screw, 2.2... $ : 3 : foe .. 12 
-47 AN515B6R16 . SCREW. . ον a ra NM .. 16 
-48 AN515B6R18 2 SCREW. L0 6o A ha s wd ο. ἃ 4 
-49 AN507B832R12 o> SCREW Sos. V  ὦ A owl ὦ eue τὸ 2 ο d fpes ὦ 1 
-50 AN507UB832R12 4. SCREW S. udo ο efie γε ied Hel ats κα Sa Ae Sel cae hp ay d is 1 
-51 ANS15B8R12 A o ο sac Byes Sa ο ο... V es . one 2 
-52 AN507B832R16 ο ο κ ο ο ο eon VUE ee A ue PES s EE 1 
-5 ANSOTUBG32R16 a SSCREW uu Go A wey το ab ο te) «δ. Sas ah ee va κα 4 PM 2 
-5 O we ISCREW Σο αν; co SN Silay tor ion ip bon Ow a E Us 5 AD 2 
-2 . LIGHT FIXTURE (GMC). . : E ee $ è a 1 
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H-184-51-13 


FIGURE 158 - COMPLETE INTERMEDIATE FUSELAGE INSTRUMENT EQUIPMENT 








ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 


Section Il 


Group Assembly Parts List 


FIGURE & PART υ 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
158 18h -51032 EQUIPMENT INSTALLATION, Instrument fuselage intermediate . . . Ref 

(see figure 69 for next assembly) 

-1 384-3 . GROMMET, Instrument lines support (NA) 1 

-2 AN815-4D . UNION. . . 4. eu w te Meee ote a ο E ps 2 

-3 175-51801-109 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain tee. 1 

station 311 (static) 

-4 175-51801-111 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain tee. 1 

station 311 (pitot) 

-5 AN832-4D UNIONS p sosca as ks 2 
AN960D716 z WASHER = moo 9.2 x o τς ue udis 2 
AN924-4D os UND Ss, V ο ον -ᾱ ie? See τον een ei v ὁ: s e RG οἱ, τᾱ- ᾧ 2 

-6 184 -51801-25 . LINE ASSEMBLY, Nacelle drain tee to fus drain tee (pitos) 1 

=T 184 -51801 -23 . LINE ASSEMBLY, Nacelle drain tee to fus drain tee (static). 1 

-8 AN815-4D . UNION. ... ο we e ο δ, Eum νῷ) ox Le as ἵνα 2 

-9 184-51801-19 . LINE ASSEMBLY; Nacelle drain tee to fus drain tee (statis). 1 

-10 184 -51801-21 . LINE ASSEMBLY, Nacelle drain tee to fus drain tee (pitot) 1 

-11 AN832 -4D s». UNION ee ..ὁ oRABGS * c x« ow Wo 730 x9 ἃ Oe $e A κ. «άν. οι. s me “ae, «ἃ 2 
AN960D716 . WASHER . ...... s Wk guy dox $a 2 
AN924 -4D ~ MUT. ο Ue ο suec ORA Wm victo ου 2 

-12 184-51801-15 . LINE ASSEMBLY, Airspeed drain tee to fuselage 1 

drain tee (static) 

-13 184 -51801 -17 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain. 1 

tee (pitot) 

-14 AN818-4D z^ NUT ww ο ο) ve xw) neue ead te m UDIN νο Ὁ c ND AO et te qe el ied ^w 2 

-15 AN819-4Z oot SLEEVE νο. 4^ Ὁ. τώ de τα le au οἱ κ Mee τα ϱ oum ο dw A ο δια 2 

-16 9S1 . SUMP, Drain (NA). 2$ 2 

-17 AN804 -4D at TBE g: Yo ile eo, χὰ 2s 1 "r a 2 

-18 AN924 -4D . NUT. ME EE, T . 2 

-19 AN960D716 i WASHER Ee. "νο, νη. νη Abit NAS Hae Ra NU ee DEL cu 2 

-20 184-51801-11 . LINE ASSEMBLY, Airspeed indicator to fuselage . . . . + 1 

drain tee (static) 

-21 184-51801 -13 . LINE ASSEMBLY, Airspeed indicator to fuselage . . . +. +. + 1 

drain tee (pitot) 

-22 No Number ADAPTER, Amplifier R88A200 (GFP) .. ........ eee 1 

ATTACHING PARTS 

-23 AN365-1032 Wu Dcos 4 
ΑΝΘΘΟΡΙΟΙ, a WASHER ο Q4. oc ἡ». αι 90$ 6 RA Ὁ ον Ὃν "o Rw κ 6 ᾱ ον 8 
AN520-10R8 ο SOREW. τες ον e Gee ο) ἃ ενω, ὃν. Jm D GUY ES NSE τν αἲ κ ια ah URL 4 

oa A 
-24 175-51080 . BRACKET ASSEMBLY,  Aileron boost press.-transmitter complete 2 
ATTACHING PARTS 

-25 ΑΝ365-832 Εμ ο ο o UM Sx ο ο ο Ὁ Ὁ πο OF ος 8 

-26 AN8013D1 ar WASHER ο ο a A E RA RR ᾱ  ᾱ e 8 

-27 AN515-8R14 SERE. 5 ace x dese oo 8b A ly See EIA RS. RA 8 

et eo 

-28 AN515B6R10 . . SCREW. . , x CE o 4 

-29 7600-23A5-1 do πν TRANSMITTER, | Autosyn pressure (ECP) iu Ὁ NI X ος ἃ 1 

-30 175-51073 . . PLUG, Booster pressure transmitter breather. E wok xod i 

(made from AN814-4D) 
-31 175-51081 . . BRACKET ASSEMBLY, Aileron boost pressure transmitter 1 
-32 AN8008D2 εδ . INSULATOR. . . ὡς ες emp τὸ A "e αν ο WM ο 8 4 
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H-184-51-7A 


FIGURE 159 - ELECTRICAL FUEL BOOST SWITCH CONTROL AND AUTO PILOT CONTROL JUNCTION PANEL ASSEMBLIES 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER Y 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
159 ELECTRICAL FUEL BOOST SWITCH CONTROL AND AUTO PILOT CONTROL 

JUNCTION PANEL ASSEMBLIES 
184-51015 PANEL ASSEMBLY, Electric fuel boost switch control Ref 
(see figure 153 for next assembly) 

-1 AN3021-2 SWITCH. . Ὁ. 0x Se * X58 le a Ἕ 4 
-2 AN3027 -2 SWITCH ο da de RE i) cath ae e 
-3 184 -51038 KNOB ASSEMBLY, Fuel transfer panel. 9 
-4 AN565D8-4 SET SCREW . . . & ¢ « « εν os 1 
-5 AN565D8-3 SET SCREW ΝΤ. ug 1 
-6 184 -51038-3 . KNOB, Fuel transfer panel. 1 
27 25532 SWITCH, Type 212 (OM)... 2 
Β ο MS25010-4 LIGHT. 0.0 s OD 5 
GE327 LAMP (GE) : ο Cage Gar ο wen TUN A 5 

-9 184-51017 REFRACTOR, Electric fuel boost switch control E 1 
-10 184-51016 BASE ASSEMBLY, Electric fuel boost switch control 1 
-11 AN515B6RT se SCREW ca i 5256 em eee E v ose ο ας ANA ο 8 
-12 5B16 BOLT, Retainer (ΝΑ) . . κα 1 
E -33 184 -51086 . . BOLT, Fuel transfer panel. . . . . . . 1 
184-51080 PANEL ASSEMBLY, Auto pilot control junction. Ref 

(see figure 153 for next assembly) 

-14 AN341-6 NUT S uox a aa as it x 56 
-15 AN936A6B WASHER . 2... 1. νε κ ον ee 56 
-16 AN961-6 WASHER E 56 
-17 AN365-440 NUT Oo a ao eee ee a SE a e 8 
-18 AN960-5 WASHER... . veo a SUR se 8 
-19 AN515-4R7 SCREW μα ο cs Gora SS 8 
-20 AN3436-2-12 TERMINAL BLOCK . . . . . + 2 
-21 AN3436-2-16 TERMINAL BLOCK Bey 2 
-22 AN365-382 MUT. Vo egeo poe ee eh Eo. ο 2 
-23 AN960-8 WASHERS m-re chos oa Ὅν ey ος CR XC LS 4 
-24 AN515-8R7 SCREW. S ο ο ud uM. ong E ο. 2 
-25 No Number RELAY, Caging (Stock No. R88R360 (GFP)). . . 1 
-26 184 -51080-3 PANEL, Auto pilot control junction. . . . . . 1 


NN ο ὀἁἃ--- ρω... OOO DO DO Do a 
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Group Assembly Parts List 


USEABLE ON 


PART UNITS 


INDEX NUMBER NUMBER 1.234567 NOMENCLATURE PER ASSY. 
160 175-52002-10 SURFACE CONTROLS INSTALLATION, Fuselage forward. +. . . . . . . Re 
i (see figure 69 for next assembly) 
175-52008 SEAL INSTALLATION, Surface control fuselage station Ref 
224-5/8 cable 
-1 146-520101 TUBE, Aileron elevator and rudder control fuselage 12 
station 224-5/8 
-2 146-520100-7 SEAL, Aileron elevator and rudder control cables 2 
fuselage station 22!-5/8 
-3 146-520100-3 SEAL, Aileron elevator and rudder control cables 2 
fuselage station 224-5/8 
-4 146-520100-5 SEAL, Aileron elevator and rudder control cables 2 
fuselage station 224-5/8 
-5 AN210-6B . PULLEY E ας; φᾷ. AS 14 
ATTACHING PARTS 
-6 AN26-27 . BOLT magnetic inspected) ............ 0886 1 
-7 AN6-20 BOLT (magnetic ed ο απ dir πώς ο 1 
AN6H20A BOLT (magnetic inspected) . . . . . . . . . . ll... €. 1 
-8 AN26-53 BOLT (magnetic i 1 
-9 AN26-19 BOLT magnetic inspected à 
-10 AN320-6 NUT o a ad E 6 
-11 AN310-6 MUT PLA no RE Am. os 1 
12 AN960D616 WASHER . . . . . . . . T 
-13 AN960D616L WASHER. ος ολο uero M ro an βόας, un S 9 
-14 4S 3D616-8 SPACER): Bolt (NA). ος o a do tg. 1 
eee 
-15 146-523153 . PIN, Aileron and elevator pulley guard. 1 
-16 AN392-49 bem PINa ον Pass rel See. Fej E es aR Sede Mae δε τν 1 
-17 175-52302 . SECTOR ASSEMBLY, Aileron control forward. 1 
-18 RD206SH6 . 5L $ . INSERT, Internal threaded (ROS). 2 
-19 RL28SB8 - . RING, Lock (ROS) . . . . . . . . a 2 
-20 AN201KP12A A BEARING . . . . . . . . 1 
-21 AN200KP6 x BEATING: tus wA os x cu tun ο Pi d Mas eye, er a Jd 
-22 1175-52306 . CABLE ASSEMBLY, Atleron control fuselage forward upper. 1 
175-52113 . CABLE ASSEMBLY, Pilots control column outboard aft aileron. 1 
-23 175-52307 . CABLE ASSEMBLY, Aileron control fuselage forward lower. . . 1 
175-52112 . CABLE ASSEMBLY, Pilots control column inboard aft aileron . 1 
-24 AN320-4 . NUT (magnetic inspected). . ὃ ee uui cater Pal oni deg 2 
-25 AN960D416L . WASHER . . E les ο Ims HAS ο A BS ce en -ᾱ a 2 
-26 AN24 -12 . BOLT (magnetic inspected) z Se ee ds dU A 2 
-27 AN392-19 PIN (magnetic inspected). . i Qu" ue Ον 1 
-28 AN96ODAL WASHER να e e CE η . 1 
-29 AN320-6 NUT (magnetic inspected). . . . . . . .. . a a n 1 
-30 AN960-616 WASHER 4 fs ve ck toes a an Ee το I bane 1 
-31 AN960D816 WASHER 2.0 ο 1006 me eo] σας hyp oe ἃ ρα. ο CEP EN 1 
-32 AN320-6 NUT (magnetic inspected). . . . . . . . . . "m 1 
-33 146-52308 PIVOT, Aileron control sector . . . . . .. "EM A 1 
-34 146-523151-3 SUPPORT, Aileron control forward sector . . ed E 1 
-35 AN365-428 NUT (magnetic inspected). . . . ο... x. y 5 
-36 AN960D416 WASHER via νος x29 Tert CI ¥ Sev aes A ας K 5 
-37 AN960D416L WASHER" 4124.45 ο ados iere da dec ο τ οι. ὦ 5 
-38 AN509-416-15 SCREW (magnetic inspected). ..... % 1 
AN4-7A BOLT (magnetic inspected) . . . . 4 
-39 AN320-4 NUT (magnetic inspected). es ης 2 
-40 AN960D416L WASHERS 2:7 ac het ee So Bisse a eno ay ος. ἐν. ss 2 
-41 AN24-12 BOLT ose a a en 9. UY. ες. Ὁ 2 
-42 AN365-1032 NUT. . a yan E des IONS et ne P νο VE SAT QU. os 2 
-43 AN960D10L WASHER ENS SW. dues 2 
-44 NASY3C 3-32 SPACER, Bolt. SA s V eau a AA a d 2 
-45 AN23-17A BOLE i ο a SE fep οὐ Ὁ tex ane Te P TE SP oben A τ 2 
-46 175-52234 CABLE ASSEMBLY, Elevator up control forward . . . .. 1 
-47 175-52235 . CABLE ASSEMBLY, Elevator down control forward . . . . 1 
ATTACHING PARTS 
-48 NAS427K20 . PIN, Pulley guard . . . . . . . . . . . 1 
-49 AN320-4 NUT (magnetic inspected). . . . . . . . 1 
-50 AN24-18 BOLT (magnetic inspected) . . . . . . . 1 
-51 ΑΝΘ6ΟΡΗΙ, WASHER ca e oT ὦ 0€. Se ο τον Sh ace 2 
-52 AN392-19 κα A ο ο Ου. 2 
------- 
-53 175-52233-50 DIFFERENTIAL AND SECTOR INSTALLATION, Elevator control fwd. Ref 
(see figure 161 for detail breakdown) 
175-52233-100 DIFFERENTIAL AND SECTOR INSTALLATION, Elevator control fwd. Ref 
(see figure 161 for detail breakdown) 
-54 146-52250 GUARD, Elevator control forward sector upper. 1 
-55 175-52236 . GUARD, Elevator control forward sector cable. . . 1 
ATTACHING PARTS 
-56 AN365-1032 ο as d E. a ὧν mote a A A 4 
-57 AN960D10L WASHERS 2: banca cia Αντ no re ae aS o ο 6 
-58 AN960D10 WASHER 1.439 v4 219 a τρ et aa? e e ar 2 
-59 AN3-4A BOLT ὡς, οἱ Wes O yen ae aca es d, e 4 
-- PE 
-60 175-52114 COVER ASSEMBLY, Pilots control column 1 
-61 175-52101 COLUMN ASSEMBLY, Pilots control . . . .. A 1 
(see figure 163 for detail breakdown) 
ATTACHING PARTS 
-62 AN310-5 NUT (magnetic inspected). . . . . . . . . . i 


BO 


CODE 


SEES 
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H-184-52-2A 


FIGURE 160 - FORWARD FUSELAGE SURFACE CONTROLS INSTALLATION 
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A gn _ _ —_  —= Y! 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 34 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
3 AN900D516L WASHER . . . . . . +. +... +. © +. á s " nn 2 
-6h AN175-16 . BOLT (magnetic inspected) ..........-. CES 1 
-65 AN365-1032 . NUT (magnetic inspected). . . . . ........ . . n + 6 
-66 AN960D10L . WASHER o . . © . © © © © © ὁ * ο à 5 * ο 59 ee ο ο”. 12 
-6T AN3-13A BOLT eri Topea ux side only). . . zw 3 
AN3-12A BOLT (magnetic inspected) (right side only) . . Since 3 
coats -- 
-68 169-52123 . GUARD ASSEMBLY, Pilots control column pivot .... + 1 
ATTACHING PARTS 
-69 AN520-10-8 z GSCREMW. ο τῳ. anie cw lel ore ter Gp en aE wee, A ο 4, RA m. OUS 11 
Eee Lum 
-70 146-52479 . GUARD, Rudder control forward sector outboard . . . - 1 
ATTACHING PARTS 
-71 AN515 -8R7 SCORE 1 caste ο CAN TE io NUN IR ο AER 2 
-72 AN365 -832 ee NUT Ss coy 98's ls a ο ος ὄν e rele el RI la ϱ 2 
-73 AN960D8L . WASHER . 4-5 2  ὁ | € Se 6 9 7 7 o ce ο oo coe -ᾱ ὁ 4 
a enun E 
-74 169-52467 . CABLE ASSEMBLY, Rudder left forward control . . . . . . +. +» 1 
-75 169-52468 . CABLE ASSEMBLY, Rudder right forward control. ....... 1 
ATTACHING PARTS 
-76 AN320-4 . NUT ee ο: ο ο ο uai pat tod A 1 
AN365-428 . NUT (magnetic inspected). . . . . . . ev ee ee on . . . . 1 
-TT AN960D416 eo WASHER ^. 24 4 Se cet a co ο cm o9 A A A 2 
-78 AN24-18 . BOLT eee ο μμ SW. doy ο ors ο ο re era SI Del at Tei TET Y 1 
AN! -10A . BOLT (magnetic inspected η ο έν ο ο ο 1 
ΕΕΒΕ, PS 
-79 146-52444 . ROD ASSEMBLY, Rudder control forward push pull. ...... 1 
E ATTACHING PARTS 
-80 AN365-428 . NUT (magnetic inspected). . . . . . ee er . . on n 1 
-81 AN24 -33 . BOLT (magnetic inspected) . . . . . 4. eoe eee 1 
-82 AN320-4 NUT (magnetic inspected). . . . . . ee ee ee ee . . on n 1 
-83 NAS338-11A BOLT, 100? close tolerance (magnetic inspected) . . . . +. + 1 
-84 AN960D416L WASHER ΡΕ eum m Roses RSs ο ο ο AURI Ses mos Ig 2 
wow we 
-85 REUFS s END ROD (FAR). . . . 4. ee 4 4 ee hon oh on n ο n t on ng 1 
-86 AN316-5R : αμ AS Rose ο ο EDAM wa cet we Aba ae m 1 
-87 146-52445 . . FORK, Rudder control forward push pull rod . . . . . +. . 1 
-88 146-52446-2 . . END ASSEMBLY, Rudder control forward push pull rod RH. . 1 
-89 156-52490-5 SECTOR INSTALLATION, Rudder control forward . . . . . . . . Ref 
(see figure 162 for detail breakdown) 
ATTACHING PARTS 
-90 AN365 -1032 e QUE. e 40.299 ὁ ὁ Ὁ es ϱ (Ὁ ᾱ- ὁ Ug. O ο Rr nn 1 
-91 4S 3D10-57 t SPACER, Bolt (NA) ον le x4 ira ος a ES a a cee 1 
-92 AN960D10L WASHER 4. 4 ο € 2.4 Ὁ. νε; ὁ ὦ m ὁ ὁ ὁ o9, a 1 
-93 NAS221-36 SCREW, Brazier head Phillips recess alloy steel 10-32 . . . 1 
s mun on DE PAE 
-94 175-52424 FAIRLEAD, Rudder control fuselage station 254.645 . . . . 1 
-95 AN3-4A BOLT fit 2 vox lee al ο ο μμ μμ ο a ec 2 
ΑΝΟΘΟΡΙΟΙ, WASHER 5 se var ta ο κ ο ο Ἐν α- Ὁ. E TK. UR νι Αγ A AA 2 
AN365 -1032 NES μα ο ο ο ο ο x EMEN XE E 2 
-96 184-52247 . ROD ASSEMBLY, Elevator control column to forward sector . . 1 BQ 
ATTACHING PARTS 
-97 AN174-12 o BOLT o. Ὁ ἡ 4 65 a e Te. a a 1 BQ 
-98 218-416 WASHER, Flat (NA) . . . . . . ee ee ee ee «ος 2 BQ 
-99 AN320-4 NUT. . Da Ai τῷ La) 19. a a “δ; EI ae E eh iS Ἂν ᾱ-. lA 1 BQ 
=. -k 
-100 AN316-8R : A ele vi MA Aum eue ds Boe ae ie on 1 EQ 
-101 FR5 i ROD END (SHA). . .. .. 44 4 44 en oh ο o om m on om mon 1 BQ 
184 -52247 -5 SUB ASSEMBLY, Elevator control column to fwd sector rod. 1 BQ 
-102 184-52247 -3 í . TUBE, Elevator control column to fwd sector rod . . . 1 BQ 
-103 184 -52246 š ROD END, Elevator control column to fwd sector. . . 1 BQ 
-104 169-52268 . . . CLEVIS, Elevator control differential aft . . 1 BQ 
146-52443-10 PEDAL INSTALLATION, Rudder control adjusting. . Ref 


(see figure 165 for detail breakdown) 
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FIGURE 161 - FORWARD ELEVATOR CONTROL DIFFERENTIAL AND SECTOR INSTALLATION 
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H-184-52-7 


FIGURE δ. 
INDEX NUMBER 


161 


PART 
NUMBER 


175-52233-50 
175-52233-100 


146-52214 
AN320-6 
AN960-616 
AN320-4 
AN174-12 
ΑΝΟΘΟΡΗ16 
169-52252 
AN316-6R 
FRA 
169-52252-5 
169-52252-3 
169-52268 
1R12P12-.065-624 
AN365-428 
AN960D416 
AN4-7A 
AN4-11A 

AN4 -6A 
169-52232-50 
AN320-4 
NAS464 -4-26 
AN960D416 
AN365-1032 
AN509-10R16 
AN509-10R13 
AN960D10 
AN365-428 
AN174-36A 
ANQ60D416 
169-52274-1 
169-52274-2 
169-52270 
169-52265 
AN20lKPlA 
175-52230 
AN2OlKPhA 
175-52253 


169-52253 


AN316-5R 
FRA-5 

FR5 
169-52254 
AN320-9 
AN960D916L 
175-52202 
AN201KP12A 
AN201KP8A 
B4 
RD206SH6.5L: 
RL28SB8 
AN365-428 
AN4-6A 
AN960DÀ16 
ΑΝΟΘΟΡΗ161, 
146-523151 
175-58858-3 
AN316-4R 
NAS428K4-16 
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AN O1-60AAB-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


DIFFERENTIAL AND SECTOR INSTALLATION, Elevator control 


forward (see figure 160 for next assembly) 


DIFFERENTIAL AND SECTOR INSTALLATION, Elevator control 


forward (see figure 160 for next assembly) 
PIVOT, Elevator control forward sector . . . 


μι ο A E ο ο. 
WASHER ... + e ας . soe Wwe ο τοὶ τα) πε e SS 
NUT δ» Ὁ ος. xw RU τς Xu ee ο ο cots Sov JS, “SE : 
BOLT i-us Val, wag ete ο) NO? ς E eae a E ο Me . 
WASHER .... CM WEM PEINE 
ROD ASSEMBLY, Elevator control differential aft .. 

NUT :...-- 2 se £89 v νο ο κ δι ο ce E 


ROD END (SHA) . . 


. SUB ASSEMBLY, Elevator control "aitferential aft ro 


+ . TUBE, Elevator control differential aft rod . 


ut a CLEVIS, Elevator control differential aft oe 
* RIVETING ROD END, Threaded (Na) $ Nese ue ado her αὐ 
NIE LC uoi de όρος URS Ὁ SR UR E & cw $ ‘ 
WASHER . ὧν HARE ah ilu AA 
BOLT Ὅν A ce ww λάβει δε Ας (EO OW, UST ACRES 
BOLT. mr ο tay “el neve ux IER ο, aigue ν᾽ 
BOLT . x "νην νιν νιον: 
DIFFERENTIAL ASSEMB LY, Elevator control forward . 


NUT. 2 x ο. 
BOLT, Close tolerance 


D . . eebo oss n 


: WASHER . . . 


.. © © © © s où 


SCREW .. s 


ee 9 ot ew ng 


BOLT .. 
WASHER . . A 
. STOP, Elevator control “differential ae aaa ió 
. STOP, Elevator control differential . . 
. FORK, Elevator control differential . . 
. LINK ASSEMBLY, Elevator control differential 


e ο © © © © © © £]|  ». 


5 9 0 ο ὁ n 


. 


. 
eot ο os ο t ο 


. BEARING... . 
SUPPORT ASSEMBLY, Elevator “control “differential 
. . BEARING . . . . 
ROD ASSEMBLY, Elevator control differential “forward 
(superseded by 169-52253) 
ROD ASSEMBLY, Elevator control differential forward 
(supersedes 175-52253) 


e. . ὁ o9 9 :» 9 o9 c5; 9 i£ 


e NUM ον e "νε νενονς ο ο ο a es 
. ROD END (sa) la A SH ο AA E ας 
« ROD END (SHA) . . At 
. ROD, Elevator control differential “forward E 
NUT 4$ o a a de 2€ ES a a ιό 
WASHER .. E E A 3 ss 
SECTOR ASSEMBLY, Elevator control forward a aya 

BEARING . « « « «© © « e oo o oo ooo = . 
« BEARING. $0. 3.29 90€ w e ee Ρ . 

BEARING (SHA) . : $ è á 


INSERT, Threaded | (ROSN) . . . 

LOCK RING, Threaded (ROSN) . P 
NUT 4. o Wo.» Ros Xo € Oe o -ᾱ- RU τ 
BOLT. i2 race κος Ὁ els . 
WASHER «. . . . . e © © or o onn d 
WASHER . s . 4 0 ὁ ὁ ὁ ὁ ὁ ο 9 ὁ ο 
SUPPORT, Aileron control forward sec 
SHIM, Elevator control forward . . 
NUT 6 -ᾱ. ὁ uim les ο e ἰδ ec Oe 
BOLT, Adjusting crowned hexagon head 


» ee ewe 
see 9 ο n 
ec] | . | t] |] | 95 9 | 9 n 
9 9 ot . t ο 
e$ 9 9 ο ο ο ο 


tor 


v (ιν ο « «α΄... 


ee ee we we ee 9 t 9 n] 


59 5... 2 . 


oe $9 ee 9 ο o 


e...’ 


ee ee ew ο ο 


* o9 9 o9 9 9 ο 9 9 ο 9 $2 5 £; o‘ 


Section [| 


Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 
Ref W 
Ref BQ 


por 


PPPREPPRRRRR HP PEF ENN τὸ Ν EFNNOFFOSNNFONNAWHEPHEHRPHEPENP RHEE 


a 
PPJP 


EEES 5 ZXEEXzEzzzzxzzzzzzzzzzzzzmzzuzzxzzzxxe 
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ΑΝ 01-60AAB-4 


Group Assembly Parts List 


: FUSELAGE (Cont) 










H-184-52-8 


FIGURE 162 - FORWARD RUDDER CONTROL SECTOR INSTALLATION 
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Section [| 


AN 01-60AAB-l Group Assembly Parts List 


FUSELAGE (Cont) 


EMEND A ————————————— MÀ 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMSER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ` CODE 
162 156-52190-5 SECTOR INSTALLATION, Rudder control forward. . . . . . . . . . Ref 
(see figure 160 for next assembiy) 
-1 156 -52448 à SUPPORT ASSEMBLY, Rudder control forward sector . . . . . 1 
ATTACHING PARTS 
-2 AN365-428 NUT L^ 2 uir As ος, te ο ον Ee Bee A CT 4 
-3 AN960DA16L 5 WASHER ᾿ ΝΑ πα Ure eae ce; xem e yl πα for ies ie be V. πο ων ey T 
-4 AN960D416 s WASHER. vi er Tete” as a a C oc E ie ος "S . 3 
-5 ΑΝΗ -ΤΑ . BOLT (magnetic inspected) . ................ 4 
-6 AN310-4 ΝΟ a iris tet chm ie ee on 8 è ο a O s, Ee 1 
-T NAS54-42 . BOLT, Close tolerance alloy. steel 14-28. . . . « ο. 1 


(magnetic inspected) 


-33 146-524132 
175-52425-7 


-34 AN310-4 . 


. SPACER, Rudder control forward sector bungee mounting. 
. SUB ASSEMBLY, Rudder control forward sector. ..... 
bungee spring 


-8 RL27SB8 M SC DEOR RING. πο ο ο δικα 2 

-9 R2065H8 . . INSERT (ROSN). ο ο ο ο tay μμ. 2 

-10 AN316-4R v -NUT πα ο ο ο ο ο ο 9 

-11 -5B21-428-32 . BOLT, Adjustable "stop (NA). Sheds SM ree B 2 

-12 6B4 . BUTTON, Adjustable stop belt (Na) VI m. A NLIS EDEN 2 

-13 AN365 -1032 a. NUT o ο ο tw th ee ecl Rma uie ο ο ce QE τῷ. ο ο CARAS E αν 2 

-14 AN960D10L © WASHER Sre a a a o dece som ee E ; EE 4 

-15 NAS221-11 . SCREW, Brazier head Phillips recess alloy steel 10-32 . . 2 
(magnetic inspected) : 

-16 156-52480 . GUARD, Rudder control forward sector. . -— A A 

-17 AN364-428 NUT is 40v ο, mons. ος η, fel meer ud ὁ) cR, αὶ oe dw Ey. Ceo Ss ewy 

-18 AN24-14 . BOLT (magnetic inspected) : ο ον ο dis Des me dea eco ος ο ες 

-19 AN365-428 NUDO ee ei ee ὃν Rm š Un : E ah ον 

-20 AN4 -20A . BOLT (magnetic inspected) . . . . Wate Le. ven (φις ὦ "EOS 

-21 AN960D416 € WASHER: js aia dus @ ο ο ο e aa ο e χφιοῦ 

-22 2W1C17 -20-50 . WASHER, Plain UE ο... αν ο «ρον ἡ Ενα Ἕν μι τὰ 

-23 2W1C17-20-25 . WASHER, Plain (NA ow vis . νο i-re so; Su DONT Pie 

-24 146-524129 . SPACER, Rudder control forward “sector bungee attaching. . . 

-25 156-52483 . SPACER, Rudder control forward sector bungee. . . . . . +. + 

-26 AN310-3 . NUT. &* Ue. tac αν ὃς ο δις, A TN E to τὰ 

-27 AN960-516 . WASHER . . AX tu occa E Mice 

-e8 AN3-24 . BOLT (magnetic "Anspected) $e : ὃς ἃ 

-29 175-52425-5 . SPRING ASSEMBLY, Rudder control forward Sector bungee INC 

-30 AN502-10-6 ic BORE ow oko αι A eR Ls 4. ᾱ 

-31 AN960D10L WASHER. 4543€ 0€ 09, E A A νο VES ὃς RIS ᾱ τὰ VE δι - ϱ ον Rh 


-32 146-524124 T ο PLUG, Rudder control forward sector bungee . . . 


HP HP HP Ov | | fOU) HP του OV) ο ο ij. i (B. in DPE | ae iH IO ITO IO TO ENP I I TO TO. i. jS jS Pe 


-35 AN316-4R Ea 4e Μας μ.ο Fe πὰ ο οὗ a us LR ge ο cl) ο Ὁ ο; holes 9e WE Teh «ὦ 
-36 AN960D416 . . . WASHER... PES n A 
-37 175-52427 . . . HEAD, Rudder “control forward sector bungee. e. en 18. i63 e 
-38 184-52477 a SPRING, Compression... 2 d lu are 
-39 175-52426 - . PLUG, Rudder control forward sector bungee spring S 
-40 146-524121 . . TUBE, Rudder control forward sector bungee. . . . .. 
-41 AN315-4R à Ρ ze NUTS uA. ο ο ὄνειον Sie sale fon xen Sar, ore LA 
-42 . 175-52428 . . . ROD, Rudder control forward sector bungee ...... 
-43 146-524133 . . . END ASSEMBLY, Rudder control forward sector bungee. . 
-44 AN365-1032 x «NUT S. a Pe αν a ΕΕ von tener a bie” hey sah) (8) Ter Rei ας: 
-45 AN960D10 . WASHER... ο ο ο ο ο ο ο el Ν᾽ 
-46 AN3-5A . BOLT (magnetic "Anspected) ae — Cie 
-47 146-524126 . SUPPORT ASSEMBLY, Rudder control "forward sector bungee. ls 
-48 AN200K3L ‘ . BEARING . . . ο ο ο 
156-52484 . SECTOR ASSEMBLY, “Rudder control forward complete. sank 
-49 AN365-1032 * NUT —— x le sel OS "E 
-50 AN3-7A ; o. BOLT (magnetic inspected). E der ο. Sos E Ta: rans 
-51 AN509-10-16 e o SCREW a Wo ὃν ο, ος ὃν m IRE ο ο ᾱ ὑφ iens € $uw ais 
-52 AN364-1032 elo NUT ο Sah do RAS ο πο AA A ας 
-53 AN23-154 . . BOLT (magnetic inspected). bx μα ο νο... 
-54 ANQ60D10L . WASHER. ... πο” ο 
-55 156-52481 . LUG, Rudder control "forward “sector bungee. Ne S. kee 
-56 156-52482 . . PLATE, Rudder control forward sector bungee attaching. > 
-57 156-52447 . . SECTOR ASSEMBLY, Rudder control forward. . . . . . . . . 
-58 AN2O1K4A eo" aS, ο BEARING; 2 23e o4 eo eire ends oo Wat “eed τῳ Se ns 
-59 197 -4-2 625 . . . SPACER, Flanged dual bearing (NA) .........- 
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AN 01-60AAB-4 


Group Assembly Parts List 


FUSELAGE (Cont) 


3 
L1 
5 
3 
7 
5 





FIGURE 163 - PILOTS CONTROL COLUMN ASSEMBLY 
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PART 
NUMBER 1 


175-52101 


130-52149 . 
AN996 -18 : 
130-52115 
AN960D1416L 
184-54713-1 


184-54710 


130-52117 

175-52111 

AN503-8-14 

AN960D8L 

AN502 -10-10 
AN960D10L 

175-52103 s 
AN503-8-14 e 
AN960D8L A 
175-54711 


175-54712 


6-140 " 
AN365-632 : 
AN960D6L 

AN526 -632R8 
160-52109 

130-52107 
2W1AL85-54-91 
AN202K21B 

130-52147 

NAS50-206 

130-52106 

AN365-1032 à 
AN960D10L : 
AN3-27A s 
175-54715 . 
175-54713 ; 
BllFA519 à 
175-54714 
175-52101-3 ; 
175-52102 i 
RL24SB7 ; 
RD205AH5 .5L 
175-52106 

175-52104 

RL24SB7 

RD205SH5.5L 
AN200KP5 1 
AN320-5 E 
AN960D516 ` 
AN25-26 

AN502-10-8 

AN960D10 

175-52109 

175-52105 

RL24SB7 

RD205SH5 .5L 
AN365-624 

AN960D616L 

AN6A34 

AN210-6B 

AN320-4 

AN970D428 

AN24-12 

175-52107 

175-52108 


COLUMN ASSEMBLY, 


AN 01-60AAB-4 





FUSELAGE (Cont) 


2 3 4 5 6 7 


NOMENCLATURE 


Pilots control. .. R 


(see figure 160 for next assembly) 


CAP ASSEMBLY, 
RING... 

NUT, 
WASHER . . : 
WHEEL ASSEMBLY, 


Pilots control wheel. . .. 


Pilots control wheel retaining : 


Electrical "control. 


. 
. 
ee ο ο 


supersedes 184-54710 for future procurement) 
see figure 164 for detail breakdown) 


WHEEL ASSEMBLY, 


RING, Bearing nut lock. 
NUT, 
SCREW. > 4 2 4 x» o 
WASHER . . . . . . + 
SOREW.- 1-4 a A 
WASHER . . . . . . . +. 
COVER, Pilots control 
SCREW. . . . . . . 
WASHER ick ces Y 
CLIP ASSEMBLY; Pilots 
block supporting 
CLIP ASSEMBLY, Pilots 


TERMINAL (CIN). 
NUT. α΄ ο o wo Ue 
WASHER . . . . . . . 
SCREW. . . a 
CHAIN ASSEMBLY, 
SPROCKET, 
WASHER, Plain (NA). 
BEARING. . . 
SPACER, 
RING, 
SHAFT, 


SHIELD, 
SUPPORT, 
STALL WARNING 
SUPPORT, 
SUB ASSEMBLY, 
. HEAD ASSEMBLY, 
RING (ROSN) . 
. INSERT (ROSN) 
TUBE ASSEMBLY, 
PIVOT ASSEMBLY, 
RING (ROSN) . 
INSERT (ROSN) . 
BEARING. . . 


(GLI) 


NUT 
WASHER . . 
BOLT 
SCREW. xo cas 
WASHER . . . A 
GUARD ASSEMBLY, 
BASE ASSEMBLY, 
RING (ROSN). . . 
INSERT (ROSN) . 


block TES 


Pilots “control “column bearing : f : 
Internal retainer . . . . . « . 
Pilots aileron control . .. . 


Pilots electrical | stall "warning sare. 
Pilots control column... s 
Pilots control column . . . 


Pilots control “column y 
Pilots control column, 


(magnetic inspected). M Sean 


Electrical control. . 
(superseded by 18Η -54713-1 for future “procurement 


Pilots control column “shaft "bearing. 


column head ο ] ] ES 
control column electrical 
lower 
control column electrical 
upper 


E o v 


Pilots control column d ia 
Pilots aileron control. . . . . . . . 


5. 5 ot ο o9 . t9 n9 


. 

. 0 s s ὁ V :« o‘ 
. 
. 


Pilots electric stall warning ‘ 
Pilots electric stall warning- forward. 


oe 8 8 oe ὁ ee ὁ 


oe . 


ee ee ο n 


(magnetic inspected). ον "νον 


(magnetic "inspected) MEN: 


Pilots control column cable 
Pilots control column. 


NUT 

WASHER . k 

BOLT (magnetic inspected ) > 

PULLEY . . . Dra, Deb dw ie 
NUT (magnetic inspected). MD 
WASHER . . . oU. Yet La 
BOLT (magnetic inspected) 


CABLE ASSEMBLY, 
CABLE ASSEMBLY, 


terminal. 


terminal. 


Pilots control column outboard “aileron. 
Pilots control column inboard aileron . 


Section [| 


Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 
Ref 
1 
1 
n 1 
1 
1 
T 1 


e 9 . . . . «Ὁ... 


2 HF fO FO fO FO HP rH F2 TO fO f- EP DO PO fO Ὁ PO PO τὸ fO i πη FI I HL EP π! HP -} (€ fO FO DO. π! PE NORE S COO CO OO 2 pa PRON-PEFNNAA 
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Section || 


Group Assembly Parts List ΑΝ 01-60AAB-h 


FUSELAGE (Cont) 














H-184-58-18A 
FIGURE 164 - ELECTRICAL CONTROL WHEEL ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
πι 184 -54713-1 WHEEL ASSEMBLY, Electric control cM AN Ref 
supersedes 184 -54710 for future rocurement ) 
see figure 163 for next οἰκο 

-1 175-54773-2 . CAP, Control wheel grip . . . . . ων πα 1 
-2 AN515-4R6 s οκ ὦ «ὅ-ἰῷε A ge τὸν be ο 1 
-3 AN515 -4R8 y SCREW riyo ᾧ -ᾱ. Sy fa i ie a ᾱ ον τῳ αν oue ὦ PT «Ὁ 1 
-4 AN340-6 z NUT a ae ο ud Si pat Sy o ο ο ο. 1 
-5 AN935-6L WE OC SNB ο Re DA RD RA A 1 
-6 AN507 -632-24 . SCREW. . . v gp egi. QUU Wo Αγορά μι a Wo 1 
184 -54772-1 - HOUSING ASSEMBLY, Control wheel electric switch —À 1 

-τ 184 -54769-1 + . CAP, Control wheel electric switch. . . . . . . . . . 1 
-8 184-54771-1 - . BUTTON, Control wheel electric switch. . . . pP 1 
-9 184 -54770 + . PIN, Control wheel electric switch cap . . š 1 
184 -54714 - . HARNESS ASSEMBLY, Elevator trim control wheel electric . 1 

switch 
184 -54714-5 - - . HARNESS SUB ASSEMBLY, Elevator trim control wheel 1 
electric switch 

-10 501801 +. . . SWITCH, Double pole snap action PSE); ο... 1 
-11 163-52134-3 . WHEEL, Pilot control. . . . . . . . . . . Ds ou cis 1 
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AN 01-60AAB-4 
FUSELAGE (Cont) 


Section 11 
Group. Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER L 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
165 146-52443-10 PEDAL INSTALLATION, Rudder control adjusting . . . A ; . Ref 

(see figure 160 for next assembly) 
-1 184 -52476 . CABLE ASSEMBLY, Rudder pedal position adjusting . . . . . . 1 
-2 AN310-3 μη. ος Εν ou dos ur ος linen iem wer CIC duri mda 5 
-3 AN3-5 . BOLT een za) MS νο τῷ ῳ ο "ο 1 
-4 AN3-6 . BOLT (magnetic inspected) . wd E hee Sh τᾳ at 1 
-5 AN960D10L z. “WASHER Cs κ... ος. eo S Cm E. do et τας y E " 5, - w 4 2 
-6 146-52498 . LINK, Rudder pedal adjusting cable. . . P E, rs 2 
-7 6B4 . BUTTON, Adjustable stop bolt (NA). . . . . . . πουν. 2 
-8 5B21-428-16 - BOLT, Adjustable stop (NA) (magnetic inspected) aV Ver x 2 
-9 AN316-4R ze PNUT ΝΎ νων ιν έν S Sou: l4 $e 2 
-10 146-52412 . TUBE ASSEMBLY, Rudder control forward push. . . D " 2 
ATTACHING PARTS 
-11 AN310-4 i WU Ds a a μυ” as aa 2 
-12 NAS5A -20 . BOLT, Close tolerance alloy steel 1/4-28. — QE 8 
(magnetic inspected) 
-13 AN320-4 PM CP DAL πο. S eS 2 
-14 AN24 -17 BOLT (magnetic inspected) . . . . . . v.s ο”. 2 
-15 AN960D416L WASHER ..........«..... ire S t. tb zw 4 
— wb eom 
-16 146-52413 FORK ASSEMBLY, Rudder control forward push tube. . i 1 
-17 AN2O1KHA $e Lass πι a ra o m a ALT 2 
-18 146-52414 . FORK ASSEMBLY, Rudder control forward push tube forward. 1 
-19 146-52436 . ROD ASSEMBLY, Rudder control forward link attaching . . í 2 
ATTACHING PARTS 
-20 AN310-4 Ὃ ο ο RA uem e 2 
-21 NASH64-4-15 . BOLT, Shear close tolerance (magnetic inspected). ..... 2 
=22 AN320-4 de NUD GG ok nd μα μμ ο ON μα Ghose ook a 2 
-23 AN24-25 .. BOLT (magnetic inspected) . . . . . . i s 7 2 
-24 AN960D4161L ^ WASHER 2 v 2d 440 ná ὦ Ξ is š 8 
uc un 
-25 REYES : . END, Rod (FAF) . . . . . . . . . EPOD oe 1 
-26 AN316 -5R i zc UNUTA νον, RR RA da tee 1 
-27 146-52438 . . FORK, Rudder control forward link rod. . . . oaoa. 1 
-28 AN316 -5L . V. NUT zen eA RI IO ο Lens Mai. Wa oils VE My ο a reri ο, eae ae Me 1 
-29 146-52437 -3 » . END, Rudder control forward link rod .......... 1 
-30 146-52437-4 + . END, Rudder control forward link rod . . . . . . . . . . 1 
-31 AN320-3 O A Cede ο 9 uidere Me. Pio Ea Dae Tua v ita et 1 4 
-32 AN23-21 . BOLT ος ο νη da EE ος ος νο ὃς ὃς 2 
-33 AN23-11 . BOLT magnetic inspected) . . . V S "aM uic ον TERES 2 
-34 AN960D10L - WASHER . e . a s a s u Comoe . . . . . . . . . . . . . 2... 8 
-35 146-33407 . SPRING ASSEMBLY, Pilots brake return. . . . . . . . . . . . 2 
-36 146-33409 + . SLIDE, Pilots brake return . . a. . . . 0... . .... 1 
-37 146-33408 + . SPRING, Pilots brake return. . . . . ο ο -- 1 
-38 146-33410 + . ANCHOR, Pilots brake return. . . . . . . . . . . . . . . 1 
-39 146-52415 . LEVER ASSEMBLY, Rudder control adjusting. . . . . i. penne 2 
ATTACHING PARTS 
-40 AN310-4 r ow ο S Nes Ro FR. ο 18. E δι E, DR E E E . ο”) E: 2 
-41 NAS54-20 BOLT, Close tolerance alloy steel 1/4-28. A RE 2 
(magnetic inspected) 
-42 AN960DÀ16L WASHER 443» sep see em e a eee . ο... 4 
ΗΝ, PRA 
-43 AN200KS4 : BEARING: ὅς uuvu CA -ῳ.. Row Ie oL κ) SN 1 
-4} AN207D4 S’ wee BEARING I νιν a epi XD Ga wha ace. DD aa a eRe 1 
-45 169-52418 . SECTOR, Rudder control adjusting. . . . . . . . e . . .... 1 
ATTACHING PARTS 
-46 AN365-428 NU A ο ο” mr x 2 
-47 ΝΑΘΡΙ-ΤΑ . BOLT, Close tolerance alloy steel 1/4-28. . . . . . R 2 
(magnetic inspected) 
-48 AN960D416L è. WASHER 4 — ο κ ο e ο, οτι o νῷ ES 4 
owe PAR 
-49 AN365-428 Z ΙΝ: aue E nde, Sa hes: ce of sb ee το μὲ a ieee κ οτε,” 4 
-50 AN4-7A . BOLT ert inspected) ........ νην, ta Ga de 2 
-51 AN4-6A . BOLT (magnetic inspected) . . $2 ο. ᾳ PEDE 2 
-52 ANQ60D416L ἐν WASHER vo ο o v τες, Saf ogy Sb ca Se By Oh eee Nae 6 
-53 146 -524163-1 . ROD, Rudder control forward brace tie LH. Ὃν fan ITE JR 2 
-54 146-524163-2 . ROD, Rudder control forward brace tie RH. X desi αμ Poh 2 
-55 AN155-22S ο μον ο dez ο μα RE e iby ee wi BLUE 2 
-56 146-52425 LOCK ASSEMBLY, Rudder control adjusting . . . L4 ὧν Je 1 
(see figure 166 for detail breakdown) 
ATTACHING PARTS 
-57 AN365-428 zx MINUTE zu sos η ο NE ce, aero tee. νι Wir ορ... es τς Na: en es EE 3 
-58 AN4-7A . BOLT (magnetic a ο x όν Ἕ EC πα 2 
AN4-10A . BOLT (magnetic inspected εγω es ere xs E Has? gs EE 1 
-59 AN960D416L WASHER... . 1... 2. ο μον ο... 6 
ο σα σε 
-60 146-52426 SPRING ASSEMBLY, Rudder control adjusting . . Ls 1 
(see figure 167 for detail breakdown) 
ATTACHING PARTS 
-61 AN310-3 AA ολ CL Ww Ane dd ο Cas ae a 1 
-62 AN3-7 . BOLT (magnetic inspected) . . . . . .. .. . 2... o... 1 
-63 ΑΝΟΘΟΡΙΟΙ, et SWASHEROZ κε’ a e ο OM ey. diea a ds a E 2 
-64 AN310-4 sINURBLI ΙΙ ΕΙΝ See 9 tah Te ey ea Led "m 1 
-65 AN4-11 . BOLT (magnetic inspected) ........2....,...... 1 
-66 AN960D416L ss WAS HER κκ we less! E Fees ese s "Aer 2 
eee 
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H-184-52-4A 


FIGURE 165 - RUDDER CONTROL ADJUSTING PEDAL INSTALLATION 
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Section 11 
Group Assembly Parts List 








FIGURE & PART UNITS USEABLE ON 
EX NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ý CODE 
5-07 AN320-3 DU OE SEP ο ἂν δν tra as GEE -ᾱ- a o a ; 2 
-68 AN23-19 BOLT (magnetic inspected) ......... o A 2 
-69 AN960D10L WASHER zou Ὁ X" Vue eel ima IE ROS els ; 4 
πο σος i 
-70 146-52401-1 PEDAL ASSEMBLY, Rudder control complete LH. . . Bais φον 1 
(see figure 166: for detail breakdown) 
146-52401-2 PEDAL ASSEMBLY, Rudder control complete RH... . ok 1 
(see figure 166 for detail breakdown) 
ATTACHING PARTS 
-71 AN310-4 ο μι πο ves: ο a o feta N . ; 2 
-72 NAS54-27 BOLT, Close tolerance alloy steel 1/4-28. . . . . 3 2 
(magnetic inspected) 
ΜΉΝ, aao. la j 
-73 146-52416 . SHAFT ASSEMBLY, Rudder control adjusting torque . . . . . 1 
ATTACHING PARTS . 
-74 AN310-4 A BE San ws DER wem om uerus od v el xs 2 
-75 NAS54-43 . BOLT, Close tolerance alloy steel 1/}-28. . . > 5 2 
(magnetic inspected) 
-76 AN960D416L WASHER wl x neces κ wet ME owed ogee ἰῷ, «Ἐν E" PN 2 
-77 ΑΝΟΘΟΡΗ16 . WASHER . . . . . «ο . αυ.” SE 2 
ee PA 
-78 AN200K4 ο BEARING 5 oo tense a as . 4 
-79 487-5-2.109 . SPACER, Flanged dual bearing (NA). ....... 0.0 ee 2 
-80 146-52417 . SUPPORT, Rudder control adjusting torque shaft. . . . . . 2 
ATTACHING PARTS 
-81 AN365-428 ον οι CE EP tah 8 
-82 AN4-7A BOLT ες a e , ο fs Ὧν. οι fad od 4 
-83 AN4-11A BOLT (magnetic inspected $e a de Se $2 % 4 
-Bi AN960DÀ16L WASHER. . . 2-2 x 29 wy a. hos Pon s a aA Wear y ue LED 
-85 2W1AL16-14-64 " WASHER, Plain (NA). . . . . . : 3 ἢ 5 E 4 
E PA 
-B6 146-524164 YOKE, Rudder control forward brace tie rod. ius ux 2 
-87 146-52439 . BEAM ASSEMBLY, Rudder control walking . . . . . + n Dy 1 
ATTACHING PARTS 
-88 AN320-5 ANUT a v ο ο ar p ο “γή; wel ο Us eet A e. JO pe Ρ 1 
-89 AN960D516L s. WASHER. το ues ο, sate RR. de ae wel, oa) «οὐ Tareas wR τῳ” de vi R^ n ; 1 
-90 ΑΝ -16 . BOLT (magnetic inspected) ...........0- as Casta 1 
---ᾱ--- 
-91 AN206DS4 zu BEARING: p 6: ο ο ay ου "e 2 
-92 DW5 xi ᾱ BEARING (FAR) s ooo a jS Doe ads e ο Ne tae 8 1 
-93 AN200KS4 2 ^u BEARING aa ὦ, Gag cR wc τς a e τὰς See ᾱ.-ῳ δι. ὃν κ oe κών, vat e is 1 
-94 146-52441 -1 . BELLCRANK ASSEMBLY, Rudder control brake LH . . . Ὃν lw Ne 1 
146-52441-2 . BELLCRANK ASSEMBLY, Rudder control brake RH . . . . . . . . 1 
ATTACHING PARTS 
-95 AN310-4 NUDE acute ems ad du e de. <b, ta Ais AO yb ve ὦ, 2 
-96 AN960D416 WASHER, a ve, καν ev ο Fat Sel vor Wer Ete ee een a τᾷ... ACLS Ma er ἃ 2 
-97 NAS 334 -40 ` BOLT, 100° close tolerance high strength 1/4-28 . . . . . . 9 
(magnetic inspected) 
--- οι. 
-98 AN201KÀA £r BEARING 200-1033 09 € ee δή os . e.. 2 
-99 4S7-4-2.438 + . SPACER, Flanged dual bearing (NA). . . . poa 1 
-100 156-52440 . BASE ASSEMBLY, Rudder control pedal . . . . D le το η 1 
ATTACHING PARTS 
-101 AN365-428 x^ NU a eer al ca ae A fae PX -- ac oe be as a: τῷ 7 
-102 AN4-14A BOLT (magnetic inspected) .... uss ο αμ... 2 
AN4-15A BOLT ‘(magnetic inspected PECES S des wmv e “ών SP TET 2 
AN4-16A . BOLT (magnetic inspected o 9 ὃν sare ie s ws s e da 1 
-10 AN4-7A . BOLT (magnetic inspected Sete bn a PEE s us : 2 
-l AN960D16L s. WASHER? ἡ VV V uw. ^ ove Rosse a Vel αὐ Ta a oe we we ο ος 10 
AN960D416 V WASHER. ox taa Us XE SC E Rr 4 
--105 AN365 -1032 a NUT πο sin ο M, Yar ea ees tates eh Sor Swe sep $e 9. EP, ee e 3 
-106 AN3-6A . BOLT (magnetic inspected) NES ilr : . P : í 3 
-107 AN960D10L . ΝΜΑΒΗΕΕ.......... gos αὐ ρος ο ο 6 
-- PR 
-108 AN200K4 + « BEARING . 2. 2 2 2.9 vo og ο $ ds gU. da S “ὁ 2 
-109 AN201K4A bc hve BEARING C uox τινων ow s GS see be as ο 9 
-110 RL27SB8 e 4. RING, Lock (ROSN). . . . . . . . d δν Pe κα. 2 
-111 R2068H8 INSERT (ROSN). . . . . . sie SS Ὁ. ἐκ alec EN 2 
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H-184-52-5 


FIGURE 166 - RUDDER CONTROL ADJUSTING LOCK AND LH AND RH COMPLETE PEDAL ASSEMBLY 
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Section [| 


AN 'O1-60AAB-4 Group.Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS - USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
1 RUDDER CONTROL ADJUSTING LOCK AND LH AND RH COMPLETE PEDAL ASSY 

1146-52425 - LOCK ASSEMBLY, Rudder control adjusting . . . . Ref 
(see figure 165 for next assy and attaching "parte) ` : 
-1 AN316-4R Sy x NUTA o x ο ὃς Wit} CDD 1 
-2 6B4 e. ος BUTTON, Adjustable stop bolt (NA). Poe os E 1 
-3 5B21-428-21 . . BOLT, Adjustapie stop "aj eB hse emai} So ole «νο 2 cS cet se 1 
-4 AN310-4 . . NT. : beue Gs Se cub ede ο tan fee S 1 
5 2W1AL17 -24 -64 . . WASHER, Plain “(naj κ. νο : a 1 
-6 146-52422 + . LEVER, Rudder control adjusting pawl τος 3-9 ἃ 1 
-7 NAS51-50 += . RING, External retainer. .. ο.” ο ES, ἕν 1 
-8 146-52423 - . SPRING, Rudder control adjusting pawl. ο. ο E iE 1 
-9 146-52421 + . PAWL ASSEMBLY, Rudder control adjusting. . . . . . . . . 1 
-10 AN4 -36 e ca OBOEPR.. xu ο E E NEU TELE πα Αα Nak ἐν 1 
-11 146-52424 . . SUPPORT, Rudder control adjusting lock . . OV at V rts Se 1 
-12 AN201KAA" νυ... τ 1 
-13 RBC4 . ++. . BEARING (RBC) . pees ο ο”... 1. 
-14 RL27SB8 . RING, Lock (ROSN) : EE ir are i age euh 1 
-15 R206SH8 INSERT (ROSN) . Sie αν ον νο ὃς s EC 1 
146-52401-1 PEDAL ASSEMBLY, Rudder “control complete LH. "I » e... Ref 
(see figure 165 for next assy and attaching parts s) 
146-52401 -2 PEDAL ASSEMBLY, Rudder control complete RH. . . à ... Ref 
(see figure 165 for next assy and attaching parts) 
146-52407 ROD ASSEMBLY, Brake control. . . e A S 1 
ATTACHING PARTS 
. -16 AN24-13 i BOLT (magnetic inspected). . .............. 1 
-17 AN320-4 ; NUR Oe ep Rie Sanc ini vee ey ο κο, Ὅς s uri ver VI 
--- A 
-18 REB3N "n END, Rod (PAR): s s κ ος το νο ων κ δι αν oU AR 1 
-19 AN316-4R ην Ἵν νε... ο, ο e Rp τς νο ο Se mI. Tel ve ao al ον 1 
146-52407 -3 a SUB ASSEMBLY, Brake control rod . . . . . . . . . . 1 
-20 1R4-10 wu ROD END, Threaded riveting (NA). . . . . . . . . . 1 
-21 146 -52442 +... END, Brake control rod . . . . . . . . . ee uae 1 Ñ 
-22 AN365 -428 a) sat E ον να... 1 
-23 146-52402-1 + . PEDAL ASSEMBLY, Brake control LH . . . . . . . . .... 1 
146-52402 -2 + . PEDAL ASSEMBLY, Brake control RH . . .. . . . . . . . . 1 
-24 146 -52449 - . +. PLUG, Brake pegan ολο ο ο ο “ο.” 1 
-25 AN320-6 κ. ΜΕ να EBRO Ue d ALA RU ye VEG Wa AUT AY qe x 1 
-26 2w1-24-22-125 - . WASHER, "Plain! (NA) . "m * se ἴα. ο” IRI CN 1 
-27 146-52405-1 + . LEVER ASSEMBLY, Brake “control LH ot eU A E ν 1 
146-52405-2 +. LEVER ASSEMBLY, Brake control RH . . . . ... . . . s e 1 
-28 AN201K4A $ de to BEARING: s a a 1 
146-52408-1 + . ARM ASSEMBLY, Rudder control ΙΗ............. 1 
146-52408-2 + . ARM ASSEMBLY, Rudder control RH. . . . . . . . . . νο . 1 
-29 AN201K10A - . . BEARING. . . . o wes at Ta elt - NA tern oe 2 
-30 487 -13-813 "TEE SPACER, Flanged dual "bearing (NA) | x πο“ 1 
146-52408-3 - . . SUB ASSEMBLY, Rudder control arm LH $ E E EO ων 1 
146-52408-4 "E SUB ASSEMBLY, Rudder control arm RH . . . . . . . . . 1 
-31 146-52409 . . . . PIVOT, Rudder control arm upper. . E TEM CEN 1 
-32 146-52406 e e TUBE, Rudder control arm... E NN 1 
-33 146-52410 CIEN HORN, Rudder control ο ο ο EU 1 
-34 146-52411 + - . +. PIVOT, Rudder control arm lower. . . . . . tens 1 
-35 + . SHAFT, Brake control pedal ............ "^ 1 


146-52404 
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H-184-52-6 
FIGURE 167 - RUDDER CONTROL ADJUSTING SPRING ASSEMBLIES 
μπε πως A A  . FCR ------------------------ο---ᾱ------------- 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
167 146-52426 SPRING ASSEMBLY, Rudder control adjusting. . Ref 
(see figure 165 for next assembly and attaching parts) 
-1 146-52434 . ROD, Rudder control adjusting spring link . . d 1 
-2 AN365-428 - NUT.. ‘ ; SE Stes wa) wig 1 
-3 146-52429 PLUG, Rudder control adjusting "spring le 1 
-4 146 -52428 . GUIDE, Rudder control adjusting spring. .......... 1 
-5 AN365-1032 ο μμ μμ ο DE Bo eee ο ο ο See qe BW ο Teo a 4 
-6 146-52433 . ROD, Rudder control adjusting spring guide. ........ 2 
-7 146 -52432 . COLLAR, Rudder control adjusting spring . . . . . . . . +. + 1 
-8 146-52431 . WASHER, Rudder control adjusting spring guide s uu Be Hane Oe ἃς H 
-9 146-52427 . SPRING, Rudder control adjusting. . . . . ἐν renew? ας οι ὦ) Ets 1 
-10 AN315-3R . NUT. . eod κ. Se 6 uos Ex s 1 
-11 146-52430 . SLIDE, Rudder control adjusting spring. di eat. ρα Tue E Ate Ὁ. ἐν 1 
-12 2W1AL13-40-64 . WASHER, Plain (NA). . . . - . + — Án—— m 1 
-13 AN365-1032 . NT.. zuviel gm Pu cd πὲ s 1 
-14 146-52435 ἃ ANCHOR, Rudder “control “adjusting “spring Ah. ων, a Veh ὃς αν ὦ 1 
p ———————M T 








Section !l 


AN 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


A ο. ο. οί EEE ΞΞ᾽-τ------᾽᾽--- 
UNITS USEABLE ON 


FIGURE & PART 

INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

168 184 -52007 CONTROL INSTALLATION, Fuselage front section secondary. . . . . Ref 

see figure 69 for next assembly 
No Number . FUSELAGE FRONT SECTION RH SIDE SECONDARY SURFACE CONTROLS. . Ref 
(see figure 169 for detail breakdown) 
-1 AN210-1B o PUDE dr A E ER AA Sy oS 9 
ATTACHING PARTS 

-2 AN23-30 . BOLT (magnetic inspected). ; : t : 1. 
!33D10-6 . , SPACER, Bolt e A τῶν τῷ : "n τ 2 
433D10-15 . SPACER, Bolt (NA): . . . . . . «+ . Ε ΓΗ R 4 1 
AN960D10L ct WASHER: 456-5: co vos cb Soa a, tse uou sos ius d ree de xm UB 
AN320-3 --. ΝΟ. Q2IQ-q ο ο ο dei FR ο ο de CAL ο” 1 

-3 AN23-42 . BOLT (magnetic inspected). . . . . . . . . eee eee ees 1 
4S 3D10-15 . “SPACER; Bolt (NA)... « s & o «9 4e m ee ο Ge τος δι woe Se 1 
48 3D10-14 . SPACER, Bolt (NA). . . « . 2 . « « 4 © e. ὁ ὁ ὁ ὁ om  « 1 
AN960D10L SOS WASHER. I uv. X08 9.920 ο ο Te Ἔτι NUM) peo ο ο. a sw s 2 
AN320-3 s. NUTS 2 a os ο tQ ow iut e iu σα ο οσο ο 1 

-4 AN23-16 . BOLT (magnetic inspected). . . . . . . . 4. . eee . . . . +. 1 
483D10-5 . SPACER, Bolt (NA). . . . . . +. . +... . les 7 2 
AN960D10L = WASHER. S o 0: 2 094 v oco dere P Roy daa : 2 
AN320-3 "ENRIQUE ιν ψ. ο ο ο ο ο ο πο το πὲ " s é 1 

-5 AN23-12 . BOLT (magnetic inspected). . . . . . . . . . . . . " % 1 
AN960D10L e WASHER 2-205 5 ο ον, αν πι RES far -ᾱ S ὃς ὃ es $ "E 2 
AN320-3 EE S IU ο ο νον MM 1 

am ¡EP 

-6 AN210-2B PULLEY. o caco a da ο de τὲς WES 31 

ATTACHING PARTS 

-T AN23-27 . BOLT (magnetic inspected). . . . . . . . . 4... eee 
AN960D10L <> WASHER cf oo) co os) a a a Fee a «oo ἃ Dow o ᾱ o9 eoe is 
AN320-3 s ΝΠ. uo 09b ies om wo Ele. -ᾱ- mum venom Slee ce? AO sel ev ert 

-8 AN23-28 . BOLT (magnetic inspected). . . . . . . . . - ο. 

NAS43DD3-22 ^. SPACER, Bolt . . ο ede a 5 X 
AN960D10L c WASHER e ἔφ. ο ce e Sn ο, ον etm ἕω, ICE δν e Me ve 
AN320-3 NOD IA AR 

-9 AN23-18 . BOLT (magnetic inspected). . . . . . . . . 4. es 
AN960D10 « WASHER 4. . «o «νἀ... εκ - $ PUE s xe s zi us » 
AN320-3 v. UI oe e ῳ ο) ERE oe d Scy ἃ 

-10 AN3-7A . BOLT (magnetic inspected). . . . P S : 
AN960D10 . WASHER <a p 2 xoxo αν 9€ e fs stare "e Vus de 
AN365-1032 e ΝΟ... $02 4 ae ο a ο e cw χι σα, a 

-11 AN3-16A . BOLT (magnetic inspected). . . . . . .. ; αὶ nA ; : 
AN960D10 v “WASHER. $4 τῳ. vm IUe ches CRI SUCRE Rice δν em. al e (^ erm ο 

-12 AN3-31A . BOLT (magnetic inspected). . . . . . . 4. 4. ee ee ee ο ον 
NAS43 -3-49 SPACER DOLG ο 174 er τοῦ 3e ta Ge RE τν; τὰ ὥς ouem Ὁ es ere 
AN960D10 ; "WASHER 4. 2 5 40 ο ο. ο Ὁ, 4 € ὃς ὃς. ὁ, ee w^ Us "A 

-13 AN3-16A . BOLT (magnetic inspected). . . . . . . + a $ Ὁ $ , 
NAS43-5-8 + “SPACER:,: Bolt as 4 10. a ees . A n . 
AN960D10 . WASHER. . "rn 3 ο . . ew i. 

-14 AN3-21A | BOLT (magnetic inspected). ER ; š 
NAS43-3-14 2 ‘SPACER, Bolt: -: :: sa 2 «. ο e $09 e " S 
AN960D10 T: WASHER cos 2 sx. Ww e £76 9- Ὁ ἡ 0v x d ᾱ s 

----...... 
-15 ' AN155-16L . BARREL . . . . $.39EDUÉC wo E esc ον A uh De sede Ca LIC ES 
-16 184 -52050- FAIRLEAD, Secondary “cabies fuselage station 156.25 lower . 


FAIRLEAD, Secondary cables fuselage station 156.25 upper 
SCREW, Brazier head Phillips recess. qi erras, 
FAIRLEAD, Secondary cables fuselage station "156, 25 lower 
FAIRLEAD, Secondary cables fuselage station 9p: 25 upper . 
SCREW, Brazier head Phillips recess. . ο) 6; καν d Oe te 
CABLE ASSEMBLY, Elevator trim tab up... +. + a s s + s so 
CABLE ASSEMBLY, Elevator trim tab down . . . A 
FAIRLEAD, Secondary cables fuselage station '323- 1/2. 

inboard lower 


3 
184-52050-5 
NAS220-28 

-17 184-52049-3 
184-52049-5 
NAS 220-23 

-18 184 -52526 

-19 184-52527 

-20 184-52048-3 


oe ot ot] 9 n 9 ο 5 


μ 
NOP EPEBHBHHHIBIIHBI-UDHIIHPHPH H HPHHIOHPPIOUFPHH PPP PPP BE PRP EBD PN ENN EF ENDED 


184-52048-5 . FAIRLEAD, Secondary cables fuselage station 123-1/2. 
inboard upper 
NAS220-23 . SCREW, Brazier head Phillips recess. . . +. +. . . . + e+ ee . 
-21 184 -52040-3 . FAIRLEAD, Secondary cables fuselage station 125 lower. . . . 
184 -52040-5 . FAIRLEAD, Secondary cables fuselage station λα uppen. 
NAS220-28 . SCREW, Brazier head Phillips recess. 5 
-22 3810-7 . SEAL, 3/32 cable elastic pressure (ta) . De 
-23 146-52081 . SEAL, 3/32 double cable. . . . . + Poa ETA, 
-24 AN320-4 . NUT. ee Vx de uam VU Pas ce co, ο VR Desc οἱ Del e De jas RO Den UR ὃ 
-25 AN960D416L A WASHER as ct À πο Sad ies a oe, tas ο. 
-26 AN24-17 . BOLT HERE inspected). "νυ πεν, Sh ne 
-27 AN24-9 . BOLT (magnetic inspected A —— A 
-28 146-33413 . ARM ASSEMBLY, Emergency brake lever. . . 
-29 146-33416 . CABLE ASSEMBLY, Emergency brake aft. . . 
-30 156-33414 . CABLE ASSEMBLY, Beergeney- brake lever. . 
-31 AN365-1032 - . NUT vA EI ERR qs τῶν, oe . es ue e 
-32 AN3-5A V. ο BOLT. Sc vam DEM μι ρίαν e, Ta wots uel fi Γον. m 
-33 4S 3-10-7. 2 SPACER Bolt (NA) || > 4 wie € wow και ke 
-34 AN315-3R - . NUT a Met o OA Ac A M V EE 
-35 146-33424 . . LINE “ASSEMBLY, “Emergency brake. i ota d $0» gu ναι ὦ 
-36 156-33114-5 z CABLE ASSEMBLY, Emergency brake lever . . . . i 
-37 AN23-9 $ BOLT E ο Mies eA τῷ δω ο) ο i 
-38 AN960D10L . WASHER L2. dono oe 39 (97 ze RR 


ae. Ἕν. ds 
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FIGURE 168 - FUSELAGE FRONT SECTION SECONDARY CONTROL INSTALLATION 
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Section II 


A Group Assembly Parts List 


FUSELAGE (Cont) 


A ee nt 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 





168-39 AN320-3 NUT. . . i eel a, eee 


-40 146-33420 . SPRING, Emergency "brake ‘lever. . | à 1 
184-52538 . POWER UNIT INSTALLATION, Elevator ‘trim tab control forward g Ref 
-41 4 184-52542-10 - . WHEEL ASSEMBLY, Elevator trim tab forward . . e. ο 1 
, (supersedes 184-52542 for future procurement) 
-42 M4770 . . POWER UNIT (AA) . . . 1 
184- 59501 . POWER UNIT ASSY, Elevator trim “tab “control "forward. 1 
-43 146-54285-3 - . POTENTIOMETER, Elevator trim tab inboard. . . e's 1 
-44 184-52051 .' CABLE ASSEMBLY, Auto pilot release forward . . . . . .. 1 
~45 184-48810 . CABLE ASSEMBLY , Tip tank release forward . . .. . ; 1 
-h6 184-33404 . CABLE ASSEMBLY, Emergency brake forward. ..... 1 
-47 184-52012-10 . PANEL ASSEMBLY, Secondary control handle . . . . . . 1 
184-52009 - . SUPPORT ASSEMBLY, Secondary control handle. . . . 1 
-48 162502 . . LIGHT, Fixture (WMAC ) ue ο Sars κάν LO ele 1e S AA 3 
-49 AN509-8-32 . SCREW (supersedes NAS204-8). . . . Snag 3 
-50 146-52048 . HANDLE, Secondary control. . 3 
-51 1146-52046 A RETAINER, Secondary control handle cable. 3 
146-48801 . . RETAINER, Tip tank release handle . . . 1 
-52 184-52024-10 . LOCK ASSEMBLY, Controls pees fig. 170 for detail breakdown) . 1 J 
184-52024-20 . LOCK ASSEMBLY, Controls (see fig. 170 for detail breakdown 1 AW 
ATTACHING PARTS 
-53 AN4 ΤΑ . BOLT (magnetic inspected). . . . . . . . . . . . .« . . . . 4 
AN960D416 fig MASHER μμ μμ... 4 
a, A 
-54 184-54251 . HANDLE ASSEMBLY, Arresting gear control elec illuminated 1 
-55 AN509-8R9 € cx, CREW Rie acr. ο Lat e Βν ro Tos 1 
-56 AN509-8R13 . . SCREW... "E B 
-57 184-54103 . . LIGHT ASSEMBLY, Electrical “arresting “nook warning AN 1 
-58 184 -54252 . . PLATE, Arresting gear release handle electrical 1 
illuminated 
-59 AN509-8R6 . . SCREW. .. 1 
-60 184-54253 . . SHIM, Arresting gear “control handle νη 1 
-61 184-56223 . . BUMPER, Arresting gear release handle shaft . . . . . . $ 1 
-62 AN629-2 - . TERMINAL. .... 3 2 
-63 184-54251-23 . . SUB ASSY, Arresting gear “control electrical illuminated 1 
f handle 
-64 ANG69L3LH ee e TERMINAL a x 58-2 E a ὁ de D a τον oy 1 
-65 AN664C3 - . . TERMINAL . . ... es 1 
184-54251-21 - . .. SUB ASSY, Arresting. gear control elec ‘illuminated. E 1 
handle 
-66 169-56222 . . . . SHAFT, Arresting gear release handle. E 1 
-67 184-56210 . . . . HANDLE, Arresting gear control. ......... 1 
-68 52-028-125-0818 E . ROLL PIN (EN) . 5 uc ο ασε 1 
-69 184-52085 | GABLE ASSEMBLY, Control lock forward upper ο E ειὰζς 1 ΑΝ 
-TO AN960D8L « WASHER αν τ. 9 xw ARA E. eV dieser mu τῷ 9 
-71 AN365-832 νη... ων εν. 2 
-72 ## AN219-2 PURLEY x.2 23x30 ad E A ο Se UE oe, a A I 1 
ATTACHING PARTS 
-73 ## AN1T5-10A . BOLT... IEEE 1 
HH 2W18-416M . WASHER, Flat (NA). s AR τὰς f Um "ἂν re UR ere iD ᾱ. TIR. μάς ie 2 
4} AN365-428 a NUT Loo o X NT E. C ESI νι νῶν ASI A 1 
A wet o a eo 
## 184-33408 . HANDLE ASSEMBLY, Emergency and parking brake . . 1 
-74 ## 184-33407 . . HANDLE, Emergency and parking brake . . i 1 
-75 ## 184-33406 . . TUBE ASSEMBLY, Emergency and parking brake handle . . . 1 
-76 ## 169-33411. . . PIN, Emergency brake handle stop. . . . . η 1 
ATTACHING PARTS 
-TT AN507-8R18 . SCREW. .. ues ᾱ., δν τ, να, eh ο e ed As 3 
-78 ## 2W18-8L | WASHER, Flat (NA). "D qp EE 1 
-79 ## AN365-832 o E AN MO A NAS 1 
---ᾱἘ-.- 
-80 ## 184-33409 . PLATE, Emergency brake handle back up. 1 


NOTE: # Denotes the incorporation of Service Change No. 431 
## Denotes the incorporation of Service Change No. 401 
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FIGURE 169 - FUSELAGE FRONT SECTION RH SIDE SECONDARY SURFACE CONTROLS 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
169 No Number: FUSELAGE FRONT SECTION RH SIDE SECONDARY SURFACE CONTROLS. . . . Ref 
(see figure 168 for next assembly) 
-1 3810-7 . SEAL, 3/32 cable elastic pressure (NA) . . . . . . . . . . 1 
-2 AN210-2B qeuusnocN M m E CDI UND MM 9 
ATTACHING PARTS 

-3 AN3H6 . BOLT (magnetic inspected). . . ὦ Wes de ον AR css e aad o. rd 
ΑΝΟΘΟΡΙΟΙ, x WASHER. zo 5e 3034.0 wow sm Ud ως 4^ ὦ d" zoe cef Gen, tor Ie, ig 1 

-4 AN23-12 . BOLT (magnetic inspected). . . . . . . . πα vb e 2 
AN960D10L s WASHERS . $4.3. Sie, ιο, ea e e e Sam a da - 
AN320-3 E μα coke O O » . ein, era ay 2 

-5 AN3HT . BOLT (magnetic inspected). . . . . . : x bee eee. ος 
ΑΝΟΘΟΡΙΟ σι ο νη a ate ὃς 2 

-6 AN3-7A . BOLT (magnetic inspected). . . . . . . . . ος ο αμ 1 
AN960D10L e “WASHERS. woe ὦ ο ο 4-04 vow aU vica . ὧν. vd, Der dei ar πϕι ἃν; 1 

“Ey AN3H6A . BOLT (magnetic inspected). . . . s. PP E 1 
AN960D10L >. WASHER, . . 2 e. wee a uw levi uus E Or ta ο ce ge 1 

-8 AN3-10A . BOLT (magnetic inspected). . . . . . . . οἱ δν ιο oo ee, .ἆ 
AN960D10 $5. WASHER LLS uve des oh eras cies ζω Mu Ὁ Š ο a^ τῶν FEO a l 

-9 AN3-11A . BOLT (magnetic inspected). . .... gaz pono ὁ Jeu τῷ 1 
AN960D10L ea WASHER: uo 4 a4 so le ο aa ins Ma δν όρο. a Ὁ ο πς * W. Te A 1 

ZONA. 
-10 AN21C-1B ει. Εμεις (2.45. a e ACE it ὧν “ὁ 5 $4 ee 0) 1^ σος φ,, eeu 3 
. ATTACHING PARTS 

-11 AN3H6 . BOLT (magnetic inspected). . : ; k - δ ig yp E 1 
ΑΝΟΘΟΡΙΟΙ, αἱ WASHER: V 0l ux o ον ορ xo : PES son e) iE rua 1 

-12 AN3-12 . BOLT (magnetic inspected). . . . . . . . . . . . .. ων ον 1 
ΑΝΟΕΟΡΙΟ . WASHER. . . .. . . . . .. ww wee a Ua z A ES 2 
AN320-3 κα RN $e e. ο πᾶν, των «δα, E ο 1 

-13 AN23-12 . BOLT (magnetic inspected). . . . . . . . Pm 1 
AN960D10L > WASHER, 202. νο 4 279 27. Ros ADOS fe sta a fnis Vue. 
AN320-3 πι: Ον ΝΙΝ be wae eae gotas c bt duode Sk 1 

E να 

-14 184-63233 . CABLE ASSEMBLY, Emergency bomb release forward RH. . . . . . 1 
-15 184 -63230 . PLATE, Bomb release spreader . . . . ν . . . . . . .. Ss 1 
-16 AN365-1032 s! NUT uro i iude OG, vents vet eiue abo bales o Dc ert grow Rg Sw 3 
AN960D10 a WASHER. Ooi) ο 1 τῇ. ril. ce tm ο cae vim rds e) cue ὦ "E 6 

AN3-6A . BOLT (magnetic inspected). . . ............... 3 

-17 184 -63234 . CABLE ASSEMBLY, Emergency bomb release forward LH. . . ον 1 
-18 184 -63235 . CABLE ASSEMBLY, Emergency bomb release cockpit control . . . 1 
-19 156-56920 . CABLE ASSEMBLY, Catapult hook intermediate . . . . . . . . . 1 
-20 146-56908 . CABLE ASSEMBLY, Catapult hook forward. . . . . . . . . a . . 1 
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FIGURE 170 - CONTROLS LOCK ASSEMBLY 


H-184-52-24 





-1 





184-52025 


AN365-832 
AN960D8 
AN515-832R10 
184-52037-1 
184 -52037 -2 
ADH3721R 
1HSL 
AN320-6 
ΑΝΟΘΟΡΘΙ6 
184-52032-1 
184 -52023-3 
1814 -52039 
AN26-36 
NASH27K30 
AN320-6 
AN960D616 
18} -52034-2 


184-52031-10 ` 


184-52034-1 
184-52023-5 
184-52019 
184-52022 
184 =52020 
184 -52023-7 
184-43101 
184-43102 
184-43112 
184 -52084 
184-43104 
184 -43105 
146 -52036 


NOMENCLATURE 


pulley 
NUT. 2. . ^ ^ «e e c ὁ ο ὁ ο eww t 9 we 9 . 
WASHER . . . +... . . te ee ee om . m o. n . . 
SCREW. . . . . 


CLIP, Cowl flap control switch mounting LH 
CLIP, Cowl flap control switch mounting RH 


oe ee eee 


ACTUATOR, Roller lever (MCS) . . . . . +. + 

SWITCH (MCS). . . s . . . 4. ee 288 : 
NUT... uz Giu ks ae area esas, Ae ον ϱ ο. 
WASHER... š $e 


PULLEY ASSEMBLY, Reciprocating throttle control . . 
SPACER, Lock and engine controls fuselage station 92 
PULLEY ASSEMBLY, LH engine throttle control. . . 


BOLT X ed ee de 0 Woo OX o. ee E ee AR AA 
PIN, Pulley guard. . . . . e ss e © © © © © ot t n8 t9 
NUT. uo. uA ce celo ο ας Uode A A AAA OK 
WASHER . . » . 


PULLEY ASSEMBLY, 


PULLEY ASSEMBLY, Control lock... . 


PULLEY ASSEMBLY, Jet throttle and mixture control RH . 


SPACER, Lock and engine controls fuselage station 92 
PULLEY ASSEMBLY, RH mixture control. . . . 


STUD, Lock and engine controls fuselage station 92 pulley. 


Jet ihrottie and mixture control LH 7 


. 
. 
. 


P 
. 


pulley. 


ROD, Lock and engine controls fuselage station 92 pulley . . 


SPACER, Lock and engine controls fuselage station 99 
CABLE ASSEMBLY, LH engine throttle control fwd . 
CABLE ASSEMBLY, RH engine throttle control fwd . 
CABLE ASSEMBLY, Jet engine throttle control fwd. 
CABLE ASSEMBLY, Control lock fwd lower . . . . . 
CABLE ASSEMBLY, LH engine mixture control fwd. . 
CABLE ASSEMBLY, RH engine mixture control fwd. . 
3 LOCK, 3/32 control cable . . . . . . . . . - 


9 9 ee t9 97 
9 9 0 9 ο 9 t8 


puli 


ey. 





Ul 


PER ASSY. 


NITS USEABLE ON 


CODE 


AW 


σὺ) HE BPE EPH 5} EP EEE PUNE a EEE 
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FIGURE 171 - FUSELAGE INTERMEDIATE SECTION SURFACE CONTROLS INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
171 184 -52003 SURFACE CONTROLS INSTALLATION, Fuselage intermediate ns Ref 

i (see figure 69 for next assembly 
No Number FUSELAGE STATION 362.236 SURFACE CONTROLS. . sg» Ὁ Terre Ref 
(see figure 173 for detail breakdown) 
No Number FUSELAGE STATION 239- 3/4 TO STATION 489 CABLE ASSEMBLY . . Ref 
(see figure 172 for detail breakdown) 
-1 AN210-6B Su PULLEY ux ντο eo es $464 "νος " ae s 8 
ATTACHING PARTS 
-2 AN26-30 BOLT (magnetic inspected) : eue dern ολ... 1 
AN960D616 WASHER . . . . a E AECA ο ο) rea RE 2 
AN320-6 NUT (magnetic inspected). ; M ova ed x PE E ; 1 
-3 AN26-34 BOLT (magnetic inspected] s; M RUE IE LUN tao Na t 2 
AN960D616 WASHER . . . pee s — t i 76 ; 4 
4S 3D616-12 SPACER, Bolt (Na) Bes ος ες. φ δ. φον. ο uus ; 2 
AN320-6 NUT (magnetic inspected). . Ὅν» “ta 40 m Wow ves me iy us 2 
-4 AN26-36 BOLT (magnetic inspected) st. Nee ; ο... Ρ 1 
AN960D616L WASHER . . . . Par af πο ανν de : e een Ἕ EDT 2 
4S 3D616 -20 SPACER, Bolt (NA) "Mn f aed 2 oie 1 
AN320-6 . NUT (magnetic inspected). . a PS 4s ds 1 
ας ας eT 
-5 AN210-1B PULLEY Z5. ρα κ 5 . ^ Pu 2 v 21 
ATTACHING PARTS 
-6 AN?3-38 BOLT (magnetic inspectea) να ο A a ELTE 1 
AN960D10L WASHER . . οφ wo» chus «5 usas tw RU. , e vxo ce ὃς 2 
AN320-3 NUT (magnetic inspected). s. WW Wee dtu d uw ner δν νο ὦ Ὁ ὢ 1 
-7 AN23-11 . BOLT (magnetic inspected] "IN ο λος an mad e τα ον ὦ 5 
AN960D10L . WASHER... S αν IB Ν δὶ ος Ὅν eb 8 10 
i AN320-3 . NUT (magnetic inspected). C D NOI an ea ded Bh E «οἱ ars 5 
-8 AN23-29 . BOLT (magnetic inspected) ο ο ο eS fe NUS ο fae So hares 1 
AN960D10L . WASHER . . . . x ues da ον 4p ee aluo La SEND ἐφ V. Ies LS 2 
4S 3D10-25 . SPACER, Bolt (Na) κ. (ccm E cw ο, ο FR Ded Julie wel ide 1 
AN320-3 . NUT (magnetic inspected). By TALL Blo Jo’. GEL. a ter 1 
-9 AN23-38 . BOLT (magnetic 1nspected) DG cue Get wi οσο E ie! Seber e Ves ues αὶ lu i 
AN960D10L s (WASHER s dat vue αν t Ga Ryn, ce ir ee οκ quy Ἔν ων ο ες cs 2 
4S83D10-11 . SPACER, Bolt ον ο Fary να ασ. 1 
À483D10-15 C “SPACER n BOlU UNA) Γιο ων «δν ιο. s dea, DA WI dI a Peet Jer boo ϱ CL ο 1 
AN320-3 . NUT (magnetic inspected). . . . . . . 2 2 ee ee eee 1 
-10 AN3-15A . BOLT (magnetic inspected) . ................ 1 
AN960D10 . WASHER . . . . επ Se ο φις. dia! OS ο.” 2 
4S 3D10-14 . SPACER, Bolt (maj ο ος ο Ha Gas ο ο αμ 1 
4S 3D10-16 . SPACER, Bolt (NA)... eee, ο ο at ο το) - 1 
-11 AN23-12 . BOLT (magnetic inspected ) Gh et) ρα ο feta ise Io. ὃν sh UE ena 4 
AN960D10L . WASHER... FEMME 8 
AN320-3 . NUT (magnetic inspected). ρα uou, Tp πι Ro he ai ML AM. ον eine 4 
τν ES 
-12 AN210-2B PULLEY-: ο uk eoe A at Ys a eta: ¿33 
ATTACHING PARTS 
-13 AN23-17 BOLT (magnetic inspected) . . . . . . : B® ο) Vs 2 
AN960D10L s> WASHER S 04. ae ta, ose ο a ο ο”. 4 
AN320-3 . NUT (magnetic inspected). . . . . . . ia e M PT ον ὃν 2 
-14 AN23-11 . BOLT (magnetic Inspected) δ i ο bah tee als ος τ 4 
AN960D10L «e WASHER... Ko Ven, Hat iene: VE a AAN Ade 28, 8 8 
AN320-3 . NUT (magnetic inspected). ήν. : AEE EOE |S 4 
-15 AN3-14A . BOLT (magnetite inspected) ο ο αν ον πο ses adas, P 1 
AN960D10 . WASHER . . . "EE a a ο ο ο 2 
NAS43DD3-21 . SPACER, Bolt. * ας ες πο ο ο ο ο far “eet gad Wat, ο 1 
AN365-1032 . NUT (magnetic inspected). E es ra hi LAM pz $e “Son ed 1 
-16 AN23-26 . BOLT (magnetic inspected) η” ο ah, lat fe v 2 
AN960D10L . WASHER... Wd) Ces ας ον vm. les RU t Lo, I de e ES ο κ 4 
AN320-3 . NUT (magnetic inspected). E Nc ian "poe το) και εἰς οι de 2 
-17 AN23-20 . BOLT (magnetic inspected) pide ie, --- νυ; 1 
AN960D10L . WASHER... à ὁ » ^ * ο € 4 4 ο ο »  * ο ο ^5 2 
AN320-3 . NUT (magnetic inspected). ανν cee DW iis AVI LE ue Dur o Ds 1 
-18 AN23-16 . BOLT (magnetic inspected) 3 sos doer ο ο Ορ... 1 
AN960D10L » WASHER . . " . ο ο tent eee ρα 2 
ΑΝ320-3 . NUT (magnetie inspected). h Άντι ἐλ» cot Lis ος «δι e 1 
mom «πα 
-19 175-52085 . GUARD ASSEMBLY, Surface control assembly. oo "um 2 
-20 AN3-4 . BOLT (magnetic inspected oy A OA ΗΝ 2s 4 
ΑΝΟΘΟΡΙΟ . WASHER... . e a e o ee.. 8 
AN365-1032 . NUT (magnetic inspected). A AA Ep D. Unsere: & ἂς 4 
-21 175-52327 . FAIRLEAD, Aileron control at fuselage station 367.807 LH. . 1 
-22 AN3 -7A s BOLT uM uU a ge ἃ E Aue (αὶ dde ms κά, μμ μας 2 
AN960D10L + WASHER . . . . . . . . . . TE ο πο de y s ce 4 
AN365 -1032 Ρο oso eue qn dopste ike ο ο OS. AU IE, E «ic dar WL A d 2 
-23 146-520134 + FAIRLEAD, Dual secondary cable. . . . . i — AA ae 2 
-24 AN515-8-10 e SCREW. μα... deu ewe 0* . . a lá . cM δέ νὰν αν ὦ 2 
AN960D8L WASHER . . « « . . . . . ane a eee "oe - 2 
AN365-832 NUT. . - So. A A a 2 
-25 AN320-3 NUT (magnetic inspected). ce Ὁ A MO 5 6 
-26 AN23-9 BOLT (magnetic inspected) . ὃν ον A, ; S X^ see ovre 6 
-27 AN161-16RS FORK . . . . aA uas ἐφ ὃς . 2 
-28 146 -48809 PLATE, Tip "tank release spreader. ο 2 
-29 146-52044 GUIDE, Automatic pilot release equalizer “pulley ο... 1 
-30 AN310-3 NUT (magnetic inspected). 5 2 HOME y as 1 
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@W1AL14-20-40 . WASHER, Plain (NA s 
-32 4S 3D10-16 . SPACER, Bolt (NA) . . MM ο πρ μ.μ. 2 
-33 AN3-7 . BOLT σας ΙΝ Br Tat ARA Pe ole 1 
-34 AN23-9 . BOLT magnetic inspected) ..... $4 . Y 
AN960D10L . WASHER 5 A 5 8 
ΑΝ320-3 . NUT (magnetic inspected). ; 1 
-35 184 -52534 s NUS BAD Elevator trim fuselage "station 350- -7/16 upper Y 
AN365-1032 . NUT. $ SP VI A 2 
AN960D10L WASHERS, QUI DON Se spero d men ae 4 
-36 AN3-4A . BOLT... κ. Ñ 2 
-37 146-520132 . RETAINER, Emergency auto pilot release cable. 1 
-38 AN365-632 . NUT (magnetite, Inspected) EN e τὸν cares 1 
-39 ΑΝΟΘΟΡΕΙ, . WASHER . . RA Ged Φώς Seer ated νο ο $a 1e UL s 1 
-40 AN507-632-10 » BOLT . , v9 SD ww e x WS 1 
-41 146-520129 SECTOR ASSEMBLY, "Emergency “auto pilot release 1 
ATTACHING PARTS 
-42 AN4H15 . BOLT (magnetic inspected) ...........4... 1 
-43 AN960D416 s “WASHERS aa a a as A a lal s un ἐν Ὅν τς T 
ama us 
-44 AN2O1K4A . . BEARING , ; 2 
-45 4s6-4 -0.485 . . SPACER, Plain dual bearing (NA). eee "——— 1 
-46 175-52321 . FAIRLEAD, Aileron control unlock fuselage Station 364.423 . 1 
-47 AN3-10A . BOLT (magnetic λα. AO ο MM ia la 2 
AN960D10 . WASHER . . E ον ο νο dris : 4 
AN365-1032 . NUT (magnetic inspected). " νην μα... 2 
-48 175-52011 . GUARD ASSEMBLY; Surface control cable More qub Lit ὃς ών κ. ceo poured 2 
-49 AN3-LA . BOLT... de μμ pl μμ ο Heater ee πω m 
AN960D10L a “WASHER GG ties ας mM μον ας οι e e aD S od ón o ὦ 8 
AN365-1032 WU NUR S xcu. EA A ARA πῶ. a 4 
-50 146-524117 . FAIRLEAD, Rudder control “fuselage station 324-1/2 . . . . . 1 
-51 AN3-4A . BOLT (magnetic Taspedteg) We as τῷ E 2 
AN960D10L . WASHER . . E E CES EN 2 
AN365-1032 . NUT (magnetic inspected). IB Sone Ὁ Cos 2 
-52 ` AN320-3 . NUT magnetic inspected ο ο a qus pr DD ORR. ος πα š 3 
-53 AN23-9 . BOLT (magnetic inspected) a Duaa a "e.c is > 3 
-54 146 -48809 . PLATE, Tip tank release spreader. . ᾿ ᾿ ᾿ 2 RSS A 1 
-55 AN320-3 A ec ce. Ss ay carer ey aL bog d wx x " mu g 2 
-56 AN960D10L zo WASHER e uo See at oe ais ἃ a ee š s E $3 2 
-57 AN23-38 s. BOLT ο e to? es ES eum SO es i toss) BER qe aac δ. n Nee “oe κ . 2 
-58 146-523190-5 . BUSHING, 5/16 Chin Wall. 4.24. a aa e ἃ 2 
-59 . AN960D10 s "WASHER: veg aa? eic QUSS ον ρω Ru reris rtm meo ch m (OMA ων dos 2 
-60 AN393-65 v ΘΙ͂Ν wot ος de ο duc OH de ee Mes diia OS ο ο Re Aeg 2 
-61 146-43122-3 BRACKET, Engine control fuselage station 253 upper LH . . . 1 
ATTACHING PARTS 
-62 AN365-423 NUD A Xu E ce dae xo os e eeu do ὃς μι HE 3 
-63 ΑΝΟΘΟΡΗ16 $: (WASHER) je) “at ae sae pa ὧν i9 e olm oo E ceo Oe Te Ue ας y ας ᾱ 3 
-64 AN960DÀ161, € GWASHBR sey ff oec E neun Gu eua eap he for Ge eu “et Riu he ne ger rà 6 
-65 AN4-7A al BODI sis a a AR eee ei wee d ey . 3 
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H-184-52-1A 
FIGURE 172 - FUSELAGE STATION 239-3/4 TO STATION 489 CABLE ASSEMBLIES 
mem eee 
FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
172 No Number FUSELAGE STATION 239-3/4 TO STATION 489 CABLE ASSEMBLIES . . . Ref 
See figure 171 for next assembly) 
-1 146-52099 . CABLE ASSEMBLY, Servo disconnect aft intermediate . . . . . 1 
-2 15456-52098 . CABLE ASSEMBLY, Control lock aft intermediate . . . . ee 1 
-3 146-52097-10 . CABLE ASSEMBLY, Control unlock aft intermediate Pm % 1 
-4 184 -52353 . CABLE ASSEMBLY, Aileron control lock intermediate . s " 1 J 
146-52394 . CABLE ASSEMBLY, Aileron control lock intermediate . — 1 AW 
-5 146-52036 M LOCK, 3/32 control cable. . . . . . . . . « à "— 1 
-6 146-52353 . CABLE ASSEMBLY, Aileron control fuselage aft. 5. τῳ, ee te. -ᾱ 1 
146-52045 ^ LOCK, 5/32 cable. . . . . . e ὁ es os sars ο 1 
-7 146-52095 . CABLE ASSEMBLY, Servo disconnect forward intermediate . . . 1 
-8 184-43110 . CABLE ASSEMBLY, Jet engine throttle advance intermediate. . 1 
-9 184 -52096 . CABLE ASSEMBLY, Control lock forward intermediate . . . . « 1 J 
-10 184 -52070 . CABLE ASSEMBLY, Control lock lower forward. . . . . . .  « 1 J 
184 -52086 . CABLE ASSEMBLY, Control lock forward intermediate . . . . . 2 AW 
lower and upper 
-11 146-56906 . CABLE ASSEMBLY, Arrestor hook intermediate. . . . . +. . +. + 1 
-12 184-43107 . CABLE ASSEMBLY, LH engine throttle retard intermediate. . . 1 
-13 184 -43109 . CABLE ASSEMBLY, RH engine throttle retard intermediate. . . 1 
-14 184 -43106 . CABLE ASSEMBLY, LH engine throttle advance intermediate . . 1 
-15 184 -43108 . CABLE ASSEMBLY, RH engine throttle advance intermediate., . 1 
-16 184 -43115 . CABLE ASSEMBLY, LH engine mixture rich intermediate . . . . 1 
-17 184-43117 . CABLE ASSEMBLY, RH engine mixture rich intermediate . . . . 1 
-18 184-43116 . CABLE ASSEMBLY, LH engine mixture lean intermediate . . . . 1 
-19 184-43118 . CABLE ASSEMBLY, RH engine mixture lean intermediate . . . . 1 
-20 146-48806 . CABLE ASSEMBLY, Tip tank release LH wing. . . + . +. +. +» +. + 1 
-21 146-48807 . CABLE ASSEMBLY, Tip tank release RH wing. . . + + ae sah td 1 
-22 146-43114 . CABLE ASSEMBLY, Jet engine throttle aft . . . . . . . . ee 1 
146-52036 . . LOCK, 2/32 control cable . . . . . .. o... +. 1 
-23 169-52485 . CABLE ASSEMBLY, Rudder right center control . que A 1 
-24 169-52486 . CABLE ASSEMBLY, Rudder left center control. . e£ £5] 5 1 
-25 175-52237 . CABLE ASSEMBLY, Elevator up control center, . . . . . . . . 1 
-26 175-52238 . CABLE ASSEMBLY, Elevator down control center. . . "hr 22m 1 
paa Oe ULUIIMEIMEAEEEEEEA2IEIóAKEEEMEENI Un ————— — À———————————————Ó——— 
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H-184-52-18 


FIGURE 173 - FUSELAGE STATION 362.236 SURFACE CONTROLS 
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Section 1I 
Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 6 7 NOMENCLATURE PER ASSY. CODE 
173 No Number FUSELAGE ON 362.236 SURFACE CONTROLS . E TE . . .Ref 
(see figure 171 for next assembly) 
-1 AN201-6B ve. PULLEY 2 4-6 a £09 3579 m 09S m i moche AA 3 
ATTACHING PARTS 
-2 AN320-6 . NUT οι. ο. ο t Φον» ος 
-3 AN310-6 . NUT (magnetic inspected) . . .. 1 . . . . . .. e rre ee . . 2 
-4 AN960D616L 5 WASHER a ο m er ο ος e epus: ο ο ο 911) 90 a Je 
-5 AN960D616 . WASHER. . . . dria mie S XR Cete ο κος. vm ο. 
-6, AN26-17 . BOLT pad inspected). ο ο ο El Gel Ones cac ow. oe ey 8 ois ae TE 
-τ AN6-13 BOLT (magnetic inspected PEDES uut ether Tene νο ve IND ο. Ὁ 
---Ἐ--- 
-8 AN210-2B 1e PULLEY , ο Sear de a δ... 4 ᾱ- ο . νος 
-9 AN210-1B . PULLEY... αν e ο... 2. 3 
-10 AN23-11 . BOLT (magnetic inspected). τν... sh we ο ο. 
AN960D10L . WASHER... eie We eec n et ο et Bade E ve . . 12 AM 
AN320-3 . NUT (magnetic inspected) . ` RN Le εν. Puer TO 
-11 149-52016-3 . SPRING, Auto pilot servo emergency release Spring. er nua A “να, να 
-12 149-52042 . CLAMP ASSEMBLY, Auto pilot servo emergency release spring. . . 1 
-13 RA2258-2 . FITTING, Quick detachable (ACA). . . . rA ο κας Tk 
-14 146-523166-20 . BOOST INSTALLATION, Aileron control fusela 6 Station 362 . . .Ref 
(see figure 174 for detail bréakdown) 
-15 AN310-5 . NUT (magnetic inspected). . . . . 6 ee fe . e . . ew . 0... 4 
-16 AN960D516 3 CWASHER e yoe 90$ Ql OR ves c TR τ "νιν 
-17 AN960D516L . WASHER. . . . E απ RO ο τερον 
-18 AN5-12 . BOLT (magnetic inspected). A REN κ ο Paper s esee Db 
-19 AN4O44-1 . GASKET . . . ὁ «ον. . . ο΄ ts Ve ose e ου 
-20 146-52617 . SHIM, Flap actuator gear box "Ἢν ννἮν, ο ο m Se SET ol 
-21 MF36-3909-20D2 Ὁ MOTOR ASSEMBLY, Hydraulic (VE) οι oov Pw a a OL 
-22 AN23-11 . . BOLT moe TEA e e cw ETS ο cef ure RI T a οὐ TE 
-23 AN23-9 . BOLT (magnetic inspected a RO ee ὺ MEE 
AN320-3 . NUT (magnetic inspected) . . . . Siue elo wo lie vis qoe de cer ik 
-24 146-52355 . CABLE ASSEMBLY, Aileron control LH center wing inboard . . . . 1 
-25 146-523127 . CABLE ASSEMBLY, Aileron control LH wing inboard. . . owe tee l 
-26 146-523128 . CABLE ASSEMBLY, Aileron unlock control LH wing inboard . . . . 1 
-27 146-523129 . CABLE ASSEMBLY, Aileron unlock control RH wing inboard... . 1 
-28 146-523126 . CABLE ASSEMBLY, Aileron lock control RH wing inboard ..... 1 
-29 146-52356 . CABLE ASSEMBLY, Aileron control RH center wing inboard... . 1 
-30: 1658E1 . DRIVE ASSEMBLY, Flap motor gear (ντ) á ος A ος ὃς. EE 
-31 No Number . POTENTIOMETER, Electric ^io. 180 flap ( "be purchased from. . 1 
HPT) (Design Spec. No. 0- 54953- “5 
-32 AN310-5 . NUT (magnetic inspected) . . uere vou vede eus ORE nrw eo? AL 
-33 AN960D516 ; WASHER X (0€ € ως 9e ο) a e δα, Sey Fo €) € so mo 
-34 AN960D516L . WASHER... €—— ACE 
-35 AN5-24 . BOLT (magnetic inspected). . ο ο Ze Si e LE 
-36 146-52610 . BLOCK ASSEMBLY, Flap actuator pivot universal. . . . . . . . . 1 
-37 NAS2-201 . . FITTING, Lubrication. . ο een Νν Uv case wm SE 
-38 4B17-7-50 . . BUSHING, Flanged press fit bronze (NA). sos ο fal feta, as ae 
-39 4B1985-104 . . BUSHING, Press fit plain (NA). $ , yore rye veru io d 
-40 146-52611-5 . BUSHING, Flap actuator block bearing Spacer. rn V κ E 
-41 AN310-5 . NUT (magnetic inspected) . . . . . . +. + " $us uris ee ue ar a Db 
-42 AN960D516L . WASHER... Vie Yes Mo ος 19 28h Yo" sen au BAS tea O 
-43 AN5-21 . BOLT (magnetic inspected). ‘i, hà I MEE NECEM 
-44 184 -52602 ` ACTUATOR ASSEMBLY, Inboard flap (make from D i NES W 
184 -52602-15 . ACTUATOR ASSEMBLY, Inpoard flap (make from 1647E1 WGW) . . . 1 BQ 
-45 146-523145 . GUARD ASSEMBLY, Aileron control sector fuselage station 362. . 2 
AN520-10-7 . SCREW (magnetic inspected) BEES A οφ s us ES A 
AN960D10L . WASHER . . ο Shaan Ma ic aia sh τῷ νον μα. 
AN365-1032 . NUT (magnetic “anspected) . m DM EC a a Ἔργα“ 
-46 146-523133 . RETAINER, Aileron control sector cable ree ο wii ie ο! gh fare le 
AN520-10-10 . SCREW (magnetic Inspected) AR "EE drei. f ue 
AN960D10L . WASHER... + . . a Seo eue ες αἱ O 
-47 146-523134-5 . RETAINER, Alleron control “sector cable πο Ὃν αρ ἐν. iy PE 
NAS202-632-9 . SCREW, Round head Phillips recess low carbon steel de bai tee vere ces LE 
(magnetic εἴτα 
AN960D6L . WASHER. . ους ei ey e — ru 
AN365-632 . NUT (magnetic "Anspected) . eM Bi se) ote a rh e ce. SEE, οπου. 
-48 160-52601-5 | SHAFT ASSEMBLY, Flap drive . . . . . eee ee . . . . . . . 2 
-49 146-52603 . . COLLAR, Flap drive shaft lock . . . . + eri eedem Dl 
-50 146-52604 . . SPRING, Flap drive shaft collar. . . s.s +++ +e eee 1 
-51 146-52602 . . SLIDE, Flap drive shaft . . +. +. +. +. +... ee ee ee ee we 1 
-52 146-52609-17 . . TUBE, Flap drive shaft, . . a pe oe ee | 
-53 146-52601-11 E UNIVERSAL, Flap drive (make from AN271B10). . . . . . . . . 1 
-54 160-52613 ‘ REDUCER... 5 . P AA at Se a l 
-55 160-52621 . UNIVERSAL ASSEMBLY, Flap drive inboard shaft D “ΑΔ. ac uw. e 
-56 160-52623 z ADAPTER, Flap drive shaft . . .. M uxo" 
-57 160-52621-5 s de UNIVERSAL, Flap drive inboard shaft A ος l 
-58 160-52622 . . TONGUE, Flap drive shaft universal. . . . . . . . . . . . l 
-59 NAS51-43 . . RING, External retainer... a Ro TW al e aeu Sar dE 
-60 160-52620 . SHAFT ASSEMBLY, Flap drive inboard . . . 2 2... 2 
-61 146-52603 . . COLLAR, Flap drive shaft lock . . . . . . . . . . . «ο» 1 
-62 146-52604 . . SPRING, Flap drive shaft colla” . . . . . . s sss. 1 
-63 146-52602 . . SLIDE, Flap drive shaft collar. . . ..... o... . . + 1 
-64 160-52620-5 + . TUBE, Flap drive inboard shaft. . . . . . re "TEN 
-65 160-52620-11 HIE UNIVERSAL, Flap drive inboard shaft (make from AN271B12). . 1 
-66 160-52623 2 ADAPTER, Flap drive shaft . . . . . . .. ο uso «1 
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Section || 


Group Assembly Parts List ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 





H-184-52-19A— 
FIGURE 174 - FUSELAGE STATION 362 AILERON CONTROL BOOST INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
174 146-523166-20 BOOST INSTALLATION, Fuselage station 362 aileron control. . . .Ref 
(see figure 173 for next assembly) 
-1 12359A . SERVO, Electric(GFP) (Navy stock No. R88S0150-005) (PR). 1 
ATTACHING PARTS 
-2 ANAH5 . BOLT (magnetic inspected). . . . . . . . . 3 
-3 AN4H11 . BOLT (magnetic inspected). . A τομ wh ος 2 
-4 ΑΝΗΗΘ . BOLT (magnetic inspected). . . . .-.............. 1 
-5 ΑΝΟΘΟΡΗ 161, ae WASHER oy oF nokcxk 72cm os E ὃς a ke. RS δν p κο ow 6 
---αᾱ--- 
146-520108 . DISCONNECT ASSEMBLY, Automatic pilot servo . 1 
ATTACHING PARTS 
-6 AN502-8-6 ο COCREW.- cire uc ui eru tee mU RN Neue See qw Hel lut ele. imo fu vo ve iE 
-T AN960D8L . WASHER 2 102 2 4 2 4 9 ee ee 4 
A. PER 
-8 AN663C2 ο ο PERMENALI. ia dec we uelim A e d 
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Section 11 


AN O1-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


A AA A  _ _——— ο A ο οποτε 








παρεα PART UNITS USEABLE ON 
INDEX NUMBER ee 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
174-9 TERMINAL. . . . Staats ir τα . 1 
-10 ME 520108-3 . . CABLE, Automatic “pilot servo disconnect . . . , ; e 1 
-11 DQ8 . . SERVO DISCONNECT (GFP) (Navy stock No. R88D134) (PR). . . 1 
-12 175-52325 . GASKET, Automatic pilot control. . . PLE ον č 1 
-13 184 -52354 . ROD ASSEMBLY, Aileron control auto pilots ο ο sous Srei 1 
ATTACHING PARTS 
-14 AN365-428 2 «NUTS al D uL EPI MIS. a elo SS ο e a κ wg 
-15 ANQ60D416L . WASHER. .......- νην . αρ 1 
-16 ΑΝΡΟΟ- 16-22 SCREW DEAE PEE 1 
-17 AN310-3 . NUT. S yer Yer εὖ» NS! DR ο πο ο 0? Swi He Vous a A co 
-18 AN960D10 " WASHER WA πο ο NO ο ne C (9^ vm "NEMPE 
-19 AN3-11 . BOLT (magnetic inspected). E $us cee ee d x Lb 
Πεν, mm 
-20 184-523217 + . ROD END ASSEMBLY, Aileron auto pilot control. . . . TAS 1 
-21 AN200KSY - . . BEARING. . . . "REPE seus. CI 
184-52354-3 . . SUB ASSEMBLY, Aileron control auto “pilot ET arx b 
-22 184-52354-5 å TUBE, Aileron control auto pilot rod . . . . . . . e.. 1 
-23 146-52446-2 ©.. END ASSEMBLY, Rudder control forward push pull rod... 1 
-24 184-523109 4 . FORK, Aileron control auto pilot rod ταν a a Ud. 
-25 AN316-5R e NT... a A poy se MS 1 
-26 146-523216 . LEVER, Aleron control automatic pilot a a e as ο 
-27 146-523117 . SUPPORT, Aileron automatic pilot servo motor . . . . . . xeu 
-28 169-5231 . PLATE ASSEMBLY, Aileron automatic pilot rigging. . . . . . .. 1 
-29 175-5232 - STOP, Aileron automatic pilot lever. . . . e . . . s wow xL 
-30 AN365-1032 z^ NUTS μα. μεν Ὁ a ο Xp ο δι, a "ex Del cm CRGO Φος E Lee nes $e d 
-31 ANQ60D10L . WASHER... + Dos A de Res κο ae! BOE ost ὃς 38 
-32 AN3-5A . BOLT (magnetic inspected). ο ος z ο. a ve E E. 
233 AN310-4 s NUT: ume ο κο αν αλα ο vie USE Sen veio ο Qe ANS a i 
-34 AN960D416 . WASHER . . . ra ee το . 2 
-35 NAS54 -31 . BOLT, Close tolerànce alloy’ steel "AL 28. (magnetic inspected). 1 
-36 175-58709 . VALVE ASSEMBLY, Hydraulic aileron boost. pale? ο ο.” 1 ΑΡ 
(see figure 278 for detail breakdown) 
175-58709-10 . VALVE ASSEMBLY, Hydraulic aileron boost. . . +. . sss s.s. 1 AE 
(see figure 278 for detail breakdown) 
ATTACHING PARTS 
-37 AN365-428 ο μα Serta ue WP Gy caw ο Ἂν rel ο ee Be By ADR ο... 
-38 AN960D!16 + WASHER . « . + xl bcm as He ee aa ce me Ὁ 
-39 ANI -16A . BOLT Ἐν ον ο inspected]. νηόν On desine IUE Sinn ο 
-40 AN4-31A . BOLT (magnetic inspected). . . . . . . eee ee ee «1 
soc aa AA 
-41 AN310-3 e NUT... un itt ο Bite Meee Mes a m SP 
-42 146-523180 . SPACER, Aileron control lock torque. να ο ο a das "XD 
-43 146-523114 E SPRING, Aileron control lock torque. . « . . . . . . . . . . . 1 
-hl 2W1013-16-42 . WASHER, Plain (NA) af be carne EL NEM M Ὁ (έν HELME! 
-45  AN320-3 Vr ANUT Sars wes Sas oim use το τόκο he aue ee Dy bord pos eoa. da 8 
-46 AN960D10L . WASHER. 4. o $03 3 o* ο 0$ ὁ πα See D6) ed ο 
-47 AN960D10 - WASHER... kom ver wee tow iiu era I Se. b 
-48 2W1-13-20-94 . WASHER, Plain PA "E e. e ed | ον ο eo be ο ο ο: 
-49 2W1-13-20-16 . WASHER, Plain (NA 5 μον ες κ; Soe Ἂν ο ο να ο 
-50 4S83D10-9 ` SPACER, Bolt (NA). . . "C το D a wl Le vee φρο. a ᾱ- «Ὁ 
-51 AN23-20 . BOLT einen inspected). €— pL 
-52 AN23-15 . BOLT (magnetic inspected "P Ὁ tas ^ NP bande hace ces τς ο 
-53 146-52384 . FORK, Aileron lock cable... ο de, ο ο ο ο 
-54 146-52383 . LINK, Aileron lock cable... EU Kc ο WC ORO E Eos τα 
-55 146-523177 . ROD ASSEMBLY, Aileron control lock ta a A leo alias ab 
-56 REB3N . END, Rod (FAF). SU Bi -ἆγ. Nur Gary EE s . € Ne ede Sab 
-57 AN316-4R . zr cNUT. eo Sere αν ο Ue "€ το O e ε 
-58 AN365-1032 s NUD S 04$; ὁ ie eom ο) ὦ «ο τα ο se eS a E 306b IAE e 
-59 AN960D10L «s WASHER... 4 20. 996 el Se AEN a . xd Su προ ἃ 
-60 AN520-10-10 + SCREW. . . . . ο ΕΙ λα MENE E A 
-61 146-523181 . STOP, Aileron control lock torque. προ ο αμ a ee 
-62 AN310-5 2, NU eeu o al ρα "woe AS ας A6 E E νο d 
-63 AN960D516 . WASHER... a «ὦ Ε 2 ze us ο”. 
-64 AN5-35 . BOLT (magnetic inspected). cms m Ge 3 : M EE ES 
-65 146-523179 . TORQUE ASSEMBLY, Aileron control locking.. A nre A r^ Vet, ei Sb 
-66 NAS2-101 5 FITTING, Lubrication. ΑΝ”... 
-67 LS3 . . BEARING (HEC) . di ος Aap. a “Ὁ ana Eo ἂν μες ue ιν, ὃν ,ε 
-68 146-523115 . SPRING, Aileron control lock torque return > o I 
-69 No Number ^ FUSELAGE STATION 362 AILERON CONTROL BOOST SUB ASSEMBLY AND. .Ref 
LEVER ASSEMBLY (see figure 175 for detail breakdown) 
-70 AN365-428 b ANU aces εν BOB es ο ak tia sh ος qu eon icio rd ται Saute gel af thee, tens 
-71 ANQ60D416 . WASHER. ... περ. ο edes ven ve sec 10 
-72 AN4 -10A . BOLT (magnetic inspected). a) (mt^ vao rae ο Verdi rar ar ecu s Pw 3 
-73 AN4 -11A . BOLT (magnetic inspected). . . . . . ον ME a A «e Ὁ 
-74 AN4-7A . BOLT (magnetic inspected). . . . . . . . . . . . «ο ος μον ο 
-75 ANQ60D416 . WASHER... . . 1^ nes. A area: Seen. eon 
-76 146-523161 . SUPPORT, Aileron control boost valve fuselage station 362. . . 1 
-TT AN310-À so NUTIS ο ο ο ο ο E ἃ Ὁ ο ας. ο ο τῶν. e 
-78 AN960D416 . WASHER . . . . . 2 
-79 NAS54-11 . BOLT, Close tolerance "alloy. steel 1/42 28 (magnetic inspected). 1 
-80 146-523159 . LINK ASSEMBLY, Aileron control boost lever . game le χο ος ar wer cb 
-81 146-523178 SUPPORT ASSEMBLY, Aileron control lock torque. . . . . . . . . 1 
ATTACHING PARTS 
-82 AN4 -6A . BOLT (magnetic inspected). . . . . wii ist Spanien d αν εκτ; GE eu 3 
-83 AN960DH16L s GWASHER ος xv Wow $9 5 δν ια τά ος οι is ge 73 
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-Group Assembly Parts List AN DIED 


FUSELAGE (Cont) 





H-184-52-20A 


FIGURE 175 - FUSELAGE STATION 362 AILERON CONTROL BOOST SUB ASSEMBLY AND LEVER ASSEMBLY 














FIGURE 4 


INDEX NUMBER 


175 


PART 
NUMBER 1 2 


No Number 


156-52303 

AN206DS3 é 
AN207D4 5 
AN200K5 
146-523166-5 
AN310-5 : 
AN960D516 , 
NAS335-34 2 


AN310-4 . à 
AN960D!16 $ - «Ὁ 
NAS334-20 oo. 


175-52310 

ATTACHING PARTS 
AN310-4 ; 
AN960D416 "n 
NAS334-13 os κ 


SUB 


175-52312 . “Ὁ 
AN316-6L el a 
175-52311 

AN316-6R 

FR4 . 
AN365-820 . 
2W1C33-36-63 . o 
146-523171 ot Ὁ 
146-523170 "P 
K10A . d 
146-523141 e. o 
146-523157 . ο 


K16A í 
146-523414 
K12A 
AN365-1032 
AN960D10 
AN509-10-10 
2W1AL49-38-64 
146-523140 
146-523172 


9 0 9 0 t ο ο ο ο 


ce... 9 ο ο ο 


LEVER ASSEMBLY, Aileron control boost valve. 





ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


34 4 5 6 7 NOMENCLATURE 


LEVER ASSEMBLY (see figure 174 for next ας 


BEARING: 2 36x ὃν 0$ € 0 3x e ο Rr Ὁ ὁ! ὃς 5 ἃ 
BEARING ο ιο od: cles ὁ cs uet sei HS τω 
BEARING. . . « ᾿ EA 
ASSEMBLY, Fuselage Station 362 aileron boost : 
MIT. Ro φις ow OO € Ὁ κ Wo ALME AR Sox 

WASHER . . . . si ies e 
BOLT, 100° close tolerance high “strength 5/16-24 ; 

magnetic inspected) 

NUT. zo. m. e 4 0x moy E Ας ve ᾱ-ῳ. ag 
WASHER . . . . 


BOLT, 100? close tolerance high "strength 1/4- 28. . 
(magnetic inspected) 
ROD ASSEMBLY, Aileron boost valve fuselage station 


NUBE ο tr A RE Baer eke 

WASHER. . . . 

BOLT, 100% close tolerance high "strength 1/4- 28. 
(magnetic inspected) 


. FORK, Aileron boost valve fuselage station 362. 
a NUT... 
ROD, Alleron boost valve “fúselage station 362 


END, “Rod. πη E κ ο obo ών 
NUT. . . ο M Saw ver cus din is 


WASHER, Plain (NA): P 

PIVOT, Aileron control Sector "fuselage station 362 

SECTOR ASSEMBLY, Aileron control dia to wing. 
BEARING (FAF). - 

SLEEVE, Aileron control sector fuselage “station "362; 


eee ο n 


FUSELAGE STATION 362 AILERON CONTROL BOOST SUB ASSEMBLY AND . 


ee ee o9 ο n 


SECTOR ec ENBE Aileron control wing fuselage station 
362 
. BEARING (FAF). αμα) dena Wes diaper Roue ο. 
. SPACER, Alleron control sector bearing. . . . . . . 
BEARING (FAF). .. i Wy dor & OX Mov mk rom m a 
NUT, Lu Ser RL ο ο a a ο. 
WASHER. 20x (o9 ολ nde a κα Ὁ des (4 RA 
SCREW. . . o ada Tee -ἱ, E unus) cas HD TEL Αν 9008 OV ο fes ie. €. 1s 
WASHER, Plain (NA). | . . . . . . "UD NOR 
CHANNEL, Alleron control sector fuselage station 362 g 
SUPPORT, Aileron control sector fuselage station 362 . 


UNITS 
PER ASSY. 


Eef 


πη» a ne) 


55” mí 


H|PIOUHOQOQOFMHÍI PRÁNrrRRrRpRpaApa 
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USEABLE ON 
CODE 
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ΑΝ 01-60AAB-4 


Group Assembly Parts List 





H-184-52-284 






τ 
is 4 
TIR 


J hi ac: 


FUSELAGE (Cont) 


FIGURE 176 - FUSELAGE REAR SECTION SURFACE CONTROLS INSTALLATION 


338 


FIGURE & 


INDEX NUMBER 


176 


-hó 


-48 


-49 


PART 
NUMBER 


175-52004-10 
175-52405 


AN320-4 
AN960D416 
NAS464-4-14 
159-52219-5 
175 -52406 
175-52405-3 
175-24316 


AN365-820 
AN960D816 
AN178-32A 
AN178-20A 
175-24435 
HSBG8 
ANQ44-101 
175 -24316-3 
175-2436 
HSBG8 
ANQ44-101 
AN316-10 
2W11-10 
184-52410 


175-52401 
175-52201 


AN520-10-26 
AN960D10 
NAS43DD3-74 
AN365-1032 
AN520-416-36 
AN960DÀ16 
NAS43DD4-112 
AN365-428 
146 -52016-3 
146-52042 
RA2258-2 
AN210-2B 
AN23-12 
AN960D10L 
AN320-3 
AN210-2B 
AN?3-11 
AN960D10L 
AN320-3 
AN210-2B 
146-52044 
AN310-3 
2W1AL14-20-40 
4$3D10-16 
AN3-17 
AN320-3 
ANQ60D10L 
AN23-9 
AN210-1B 
AN320-3 
AN950D10 
AN23-12 
146-52470 
AN365-428 
AN960D!!16 
ANH -12A 
146-52469 
AN365-428 
ANQ60D416 
AN4-12A 
AN210-1B 
AN23-11 
AN960D10L 
AN320-3 
146-52094 
146-56907 


AN320-3 
AN960D10L 
AN23-15 





ATTACHING PARTS 


Τσ BEARING, 


SCREW 
DONUT... E 
| FITTING, Quick detach 


| BOLT 
[o WASHER. 





AN O1-60AAB-4 
FUSELAGE (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


SURFACE CONTROLS INSTALLATION, Fuselage rear section . . 


(see figure 69 for next assembly) 


- . ROD ASSEMBLY, Rudder control boost follow-up. . . +. - 
ATTACHING PARTS 


NUT (magnetic inspected) i e aiee e aan ee aes 
WASHER. . . . : 
BOLT, Shear close tolerance (magnetic inspected). 


CLEVIS, Elevator control tube. . . . & * 
CLEVIS, Rudder control boost follow- up rod R 
TUBE, Rudder control boost follow-up rod 3 


ROD ASSEMBLY, Rudder actuator push , . .. 

NUT (magnetic inspected) . . . . . . . .. . o 
WASHER. . . s que 
BOLT (magnetic inspected). 

BOLT (magnetic inspected 


ROD END "ASSEMBLY, Rudder actuator push rod forward. 


(HLF) (supersedes 4B23-8). . . 
s FITTING; .: & : so ee 
TUBE SUB ASSEMBLY, “Rudder actuator “push roa y 
ROD END ASSEMBLY Rudder actuator push rod aft 
BEARING (HLF) (supersedes 4B23-8). . . . . 
FITTING . . . ο το. unie. ai τ 
NUT... By Ὁ, ο ορ 
WASHER, Tab lock (NA): eos : 


. SUPPORT INSTALLATION, Rudder control "boost “cylinder 


(see figure 177 for detail breakdown) 
MECHANISM INSTALLATION, Rudder boost control. .... 

(see figure 178 for detail breakdown) 
MECHANISM INSTALLATION, Elevator boost system.... 

see figure 179 for detail breakdown) 
SCREW (magnetic μι ww ὁ uus 
WASHER. . . . Š 
SPACER, Screw and bolt. » 
NUT (magnetic inspected) A 
(magnetic ο) 


. 


. . 
ee of ο n 
. . 


9 9 ee tg n 


WASHER. . . . 3 
SPACER, Screw and bolt. E 


9 0 9 9 ng 9 n 
eot ὁ ot  ε 


es ee ewe 


. 8 . 


SPRING, Auto “pilot” servo “disconnect 
CLAMP ASSEMBLY, Auto PACA). a emerge 
ACA). «oss 


Hoc o... ... 


ον 
PULLEY. > daroa κ 4 ορ τὰ νο ἐὰν, OR τῳ µε : š $c 
(magnetic inspected). . . . . . . o ὦ 
NUT (magnetic inspected) τς ας sates Gans 
PULLEY Q4 pita ser ο ο ο ae m 
BOLT (magnetic inspected). ο ο ο...” 
WASHER. . . she δει eu CN AR 
NUT (magnetic “inspected) Grass Seton E Pt ade) erie 
PULLEY. . . . oT ος «ἂν 
GUIDE, Auto pilot release equalizer pulley. 
NUT (magnetic inspected) ... E ; 
WASHER, 


SPACER, 


Plain 
Bołt 


(NA). . Lester τα... , 
(NA)... ν' DA MEE ae tes 2 
BOLT (magnetic inspected). » : 
NUT (magnetic inspected) . . . . . . . .. . . c. 
WASHER, . . . Vor dera ae der Own cen ἐφ det ee EESTI I LE 


. 
. 


BOLT (magnetic inspected). . 

PULLEY. . a Bt ο κ MOD ES 
NUT (magnetic inspected) ke a LS αμ... 
WASHER. . . . ww Ue uu uoce ite ricca 
BOLT 
CABLE ASSEMBLY, 


(magnetic inspected). a πο... 


Rudder right aft control . . . : 


NUT (magnetic inspected) . 
WASHER. . . « ὃν LAS Wy τῳ) πὰ λεὼ cw 
BOLT (magnetic inspected). ο. 


CABLE ASSEMBLY,  Rudder left “aft “control. HC EM 


. NUT (magnetic inspected) . .............. 
. WASHER. . . ED ETC RM 
2 BOLT (magnetic inspected). . . . . . . 22 0. 2. 2. 
PULLEY. . . a For ce? y «Ὁ» nt tal Gr wes ἰῷ k 
BOLT (magnetic inspected). δαν ο ον 
WASHER. . . gu m aD Tar S T -ᾱ J 
NUT (magnetic "Anspected) M $ 


. CABLE ASSEMBLY, Servo disconnect aft. d Pu e 
. CABLE ASSEMBLY,  Arrestor hook aft. . . . . 
| NUT (magnetic inspected) . . . . . . . . 
BOLT (magnetic Ansnectes): ο 
PULLEY. . . $ τω, 'α 
NUT (magnetic "1nspected) . adi 
WASHER. . . ae 
BOLT (magnetic inspected). zo; 


"ot o9 9 £s t t £5 


9 5 δν ο ὁ 9 ο n 


elief spring 


5 9 9 o9 9 o9 9 ο o9 9 5 £5; 9 ο ο α 


Section [| 


UNITS 


PER ASSY. 


PEEP 15115151: PEND peepee HNE 


ao W 
Φ O 
eo 


Ed 
M 
e 


PERN HEP EP EEE ERP ΙΝ HP 1-1 πὶ ΤῸ κ! μή ENB BPE πὸ ;5 EP Πο ΙΟ πμ! 1 }5 DPE ENE 5 0 Ὁ DEPP π1 "1-1 5-2 Ξ5 


Group Assembly Parts List 


USEABLE ON 
CODE 
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Group Assembly Parts List AN 01-60AAB-4 


FUSELAGE (Cont) 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
176-50 AN210-6B + PULLEY a wince) Eo RS ας um ὃς Rer WS e a 2 

AN320-6 | NUT (magnetic inspected). Ὁ Ἕν οί ο ος , XR n 2 
AN960D516 . WASHER . Ky Se Seats 2 “ὦ TE " 2 
AN26-16 . BOLT (magnetic inspected) E ώς i5 e "e 2 
-51 AN210-1B ο PULLEY. tia careció a ae om oe PA ek Ei Ae ολα d 2 
ΑΝ3-6Α . BOLT (magnetic inspected) . . . . . s RES A 1 
-52 AN210-6B $ PULLEY V Lo 9. 1 x ον te 4 xoc 3203 3 A k w 5 1 
-53 AN6H20 . BOLT (magnetic inspected) ...... ον 1 
AN960D616L a WASHER ro a cas Gk ee x wd 26 eS DE E > I 
-54 AN210-6B A A E NO 1 
-55 AN6H12 . . BOLT (magnetic inspected) . . . . . S a Vx 1 
AN960D616L . WASHER . . S SW Lee rp oe ui ies qus wie? le? ee fe 1 
-56 175-52076 . CABLE ASSEMBLY, "Elevator and rudder control. © s e s =e sà 1 
surface unlocking 
-57 175-52240 . CABLE ASSEMBLY, Elevator down control aft. . . . . . . . . . 1 
-58 AN210-2B . PULLEY... 6m o ig x wu ege A. ὃς 1 
-59 AN3H6A . BOLT (magnetic inspected] . ο ον a denm B vo 1 
AN960D10 . WASHER . . , VA me τῳ. Wc Te A 1 
-60 175-52239 . CABLE ASSEMBLY, "Elevator up “control. A a uw rte i 1 
AN365-428 . NUT (magnetic inspected). . ............. 9 
AN960D416 . WASHER . . . S. (a cz ce ο oak si λος 2 
AN4-7A . BOLT (magnetic “inspected) | m. S Se des ae sass 2 
-61 175-52077 . CABLE ASSEMBLY, Elevator servo disconnect "e : ¿a 1 
-62 175-52075 . CABLE ASSEMBLY, Elevator and rudder control surface “Lock — T 
-63 175-52074 . CABLE ASSEMBLY, Elevator and rudder control surface lock . . 1 
-64 AN210-2B 6, SPULGEY 2 uox a5 a dodo VEO a ue ο V. E lel mS τὰς τα d 1 
-65 AN23-11A . BOLT (magnetic irapéeted) s wA μὸν er Qi. Qi ᾱ- SCAN qu ae vo 2 
AN960D10 - WASHER . . . DECEM ED ED PES 4 
AN365-1032 . NUT (magnetic inspected). " e Es 2 
-66 175-52073 . MECHANISM INSTALLATION, Elevator and rudder “control. s s Ref 
surface lock (see figure 180 for detail breakdown) ` 
-67 146-52256 . LINK, Elevator servo disconnect spring . . . . . . . .. 1 
AN365-1032 . NUT (magnetic inspected). . . ....... . .. l.c. 1 
AN960D10L Ὃν. WASHER... 2 
NAS221-9 . SCREW, Brazier head “Phillips recess 10/52 (magnetic inspected) X 
-68 AN210-2B n PULLEY p. wa De “ο oe Da E. Ὢ er for a oe ae 1 
-69 AN23-11A . BOLT (magnetic. inspectea) — 1 RA V 1 
AN960D10 . WASHER... EAT ARABE AE Ro dele Er DE 2 
AN365-820 . NUT (magnetic inspected). | . 1111011] " d καὶ su κε J 
-70 M5310 . T DRIVE (AA). . . . i eR ee 1 . 
-71 184 -52508 .. CHAIN ASSEMBLY, Elevator trim tab control BL ο Suc NO 1 ` 
-72 NAS288-25LH . TERMINAL, Chain to turnübuclle; wa 0 a e E ας a ria 2 
184-52511 . GUARD INSTALLATION, Chains: 4 Vos e eo$* € πρ τὰ oe ει vla ROL 
-73 184-52512 a y SUPPORT, Elevator trim tab chain guard station 638.31. , 1 
-74 AN3-6A Wow. BOLT mra coi ve av dl Se), Gon ὃν ὃς Be ced Soa Bow ui d 4 
AN960D10 tu WASHER . . . 2 2 6 » € 4o we Saa € Ws 4 
AN365-1032 "E NUT. XB aen ede Moa Mok ei de 0353 ee EA š iow ARA x 4 
-75 AN392-17 $. BIN AENA ας a cir Meh. Io ον ὃς IR TA E. fe 5 ad «57 “ὁ yis 2 
AN960D6 > WASHERS S ue deos celu eel oe > Ὁ Up Ὁ ë. . ο . ο 2 
-76 AN392-19 i. PEN ο ege ο ο Εμ” - ν 2 
AN960DAL :OCOWASHERHUS Qu 94 a 49 oe  ϱ δν . . 2 
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H-184-52-25 
FIGURE 177 - RUDDER CONTROL BOOST CYLINDER SUPPORT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
177 184 -52410 SUPPORT INSTALLATION, Rudder control boost cylinder. Ref 
(see figure 176 for next assembly) 
-1 175-52429 . SUPPORT ASSEMBLY, Rudder control boost cylinder 1 
ATTACHING PARTS 

-2 AN365-428 ΧΌΤ ο se Re ο 2 
-3 AN960D4 16 WASHER. . . ARM 2 
-4 NAS143-4C WASHER, Countersunk . 2 
-5 NAS144-21 BOLT, Internal wrenching (magnetic ‘anspected) | 2 
-6 AN365-524 NUT ο oo 9 * 1 
-T AN960D516 WASHER. . . n y 1 
-8 NAS143-5C WASHER, Countersunk . 1 
-9 NAS145-27 BOLT, Internal wrenching "(magnetic "inspected) 1 

cacti 
-10 AN207DP8 BEARING. . . . x 2 
-11 NAS50-168 . RING, Internal retainer. z 1 
-12 175-52431 . SUPPORT ASSEMBLY, Rudder boost "mechanism “vertical 1 

ATTACHING PARTS 
-13 AN365-428 NUT fo eat ace ux a 2 
ANS60D416 WASHER. . . 4 
AN4 -7A BOLT (magnetic "Anspected) 

E I 
-14 AN365-820 NUT oo lu a 1 
-15 ANQ60D816 WASHER. . . : 1 
-16 AN178-34A BOLT (magnetic '"anspected) . ὃ 1 
-17 184 -52411 FITTING ASSEMBLY, Rudder control fuselage station 697. 5 1 

actuator yoke 

-18 175-52434 BUSHING, Rudder control actuator yoke. 1 


mr aa 


Revised 15 August 1055 
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FIGURE 178 - RUDDER BOOST CONTROL MECHANISM INSTALLATION 
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————————————————————————————————————— CHR GARIE DURO 
PART ᾿ INITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
175-52401 MECHANISM INSTALLATION, Rudder boost control AT ets A Ref 
` (see figure 176 for next assembly) 
-1 ANAHA . BOLT (magnetite inspected). . . ee ee ee . . . n n n s. 4 
-2 ANAH5 . BOLT (magnetic inspected). . . . . . 4. ee ee e . . . on ot n 6 
-3 ANQ60D416L . WASHER. .... i E a 30 
-4 156-52477 . BASE ASSEMBLY, Rudder’ auto “pilot servo "mounting e ο. 1 
-5 12349-1A | SERVO ASSEMBLY, Electric (GFP) (Navy: stock No.R88- 5-1) πὶ; 1 
-6 AN502-8-10 | SCREW (magnetic inapected) $us ο μα ο... 
-T ΑΝΟΘΟΡΒΙ, . WASHER. . . . . ESO We ο ο ο ο ο Αφ) Cv) cw cm Ὁ, Qe m 4 
-8 175-52325 . GASKET, Auto pilot “control. Ss Ix! ο) ροζ Nr ones 1 
-9 146-520108 ‘ DISCONNECT ASSEMBLY, Automatic pilot servo. . x sas 1 
-10 AN663C2 ᾳ ἃ TERMINAL. 2 e € * *o ox VEU PE EE MI n 1 
-11 AN664C2 e TERMINAL. . . ; νυν xcd m cs 1 
-12 146-520108-3 we de CABLE, Automatic 'pilot servo disconnect assembly. . . . 1 
-13 No Number DISCONNECT, Servo type DQ8 (GFP)... . . . .. ... .. . 1 
(Navy stock No, R88D134) (PR) 
-14 AN365-428 NUT (magnetic inspected) κο ο ο νο ον 2 
-15 ANQ60D416 . WASHER. . . . +. +... e ὁ ο 9 wt . . a m on tm t9 n] 5. t9 t] t9 2 
-16 ANÀ-15A . BOLT ΗΡΙ ορ ο): od ο ο... 
-17 AN4-15A . BOLT (magnetic inspected s — to eae Se are 1 
-18 1156-52402 . LEVER, Rudder auto pilot control. D E Ἐναν ; AE 1 
-19 156-52404 . ROD ASSEMBLY, Rudder auto τος control M RE Ra wk 1 
-20 REYFL5 . . ROD END (FAF). . . . Ὁ Ἂν τος dde ve ος Té ara 1 
-21 AN316-5L E NUT . . ο e. T uei i 1 
-22 156-52302 P BEARING, “Aileron “control “push pull “rod. A v i. PIN 1 
-23 AN316-5R x NUT 47v xs A δ ἰῷ. iw. ἃ OA ὁ ος 1 
-24 156-52401 A ROD, Rudder auto pilot “control. WM tate eral (ᾷ- ὃν Ὁ Sg. le. 1 
-25 AN310-4 ο NUT (magnetic inspected) . va 2 
-26 NAS54-35 . BOLT, Close tolerance alloy steel 1/4- eo inspected f 1 
-27 NAS54-10 . BOLT, Close tolerance alloy steel 1/4-28(magnetic inspected). 1 
-28 ANQ60D416L | WASHER. . . na mec e te 
-29 175-52403 . MECHANISM ASSEMBLY; Rudder "boost “control. ο ra a. ο. 1 
-30 AN365-428 sc ots NUT (magnetic ' inspected) νην MEE 2 
-31 AN509-416-22 . . SCREW (magnetic οσο le Mer ο a ο veli Wie 
-32 AN960D416 af “ὦ WASHER. . . . + wies cao fa Cei cue rc jan τὰς ne Do τὰ 2 
-33 175-52408 b SUPPORT, Rudder auto "pilot “control “rod. E οκ. 1 
-34 AN320-3 . . NUT (magnetic inspected) . .. . . ... + ee eee eee 1 
-35 AN386-18 ac οἷ PIN 44 aw 4X ὁ X. we Go. € de ος κ.α 4. AAA A 1 
-36 AN975-3 . . WASHER (magnetic inspected). . . ... +e + eee eee 1 
-37 AN310-4 . . NUT (magnetic inspectéd) . . . . . . . + ee eee eee 1 
-38 146-52457 "EV SHAFT, Rudder control boost torque. . . . s s s ee n 1 
-39 146-52456 ος. LEVER ASSEMBLY, Rudder control boost. . . ss s ++ ses 1 
-40 AN201KYA Ὃν d s BEARING... ο o4 wow cw cm e 2€ ᾱ- ος a eom "δ. 4) 6 1 
-41 AN200KS4 d oa BEARING. . . . A PL ο -ᾱ δ 1 
-42 146-52450 oa SECTOR ASSEMBLY, Rudder control boost | . . . . ss. H 
-43 AN201K8A ο, x . BEARING. . . +. + a τα a 8" e ο, Ne? ta) ος νο Sah. is 2 
-44 ΑΝΖΟΙΚΗΑ bs M . BEARING. . . a^») Dalle e ο de Maile 2 
-45 175-52404 SUPPORT ASSEMBLY, Rudder “control "boost "secto ΟἿ... ar 3.43109 ὁ, 9| ὁ 1 
ATTACHING PARTS 

-46 AN365-428 NUT ` (magnetic inspected)... . . .. ee ee . .. ew .« . 10 
-47 AN} -7A BOLT preen tie inspected]: rA Gris ἃ νος Mero ce ye iral 
-48 ANA -10A BOLT (magnetic inspected v Se hate ge won (rd bese A a ο. 
-49 AN960D416 WASHER., . . ο ee ὦ. Ya tard Je, ue E ου 
-50 ANL-6A BOLT (magnetic ρα ρ λα ρα 0 poca eR ele oo ee ee Αρ, OR 
-51 ΑΝΟΘΟΡΗ 161, WASHER. . . « « « « © ο © ὁ ὁ e » e 4 ὁ * ο à ὁ ὁ * 5 ο . 8 
-52 AN2O1KP4A " BEARING . a . . . © © © © © © © oe ο hom o mot m om o9 t] t] n9 ng: 1 
-53 AN200KP4 d BEARING . . . « ο «© « « » © ὁ » e ὁ ὁ * e * e * ο... 1 
-54 AN316-4R . ΝΟ... n w lac. Mel a) Pa Ce FE CES Wann Neg εν δι reser oce dec D CRI ee e 1 
-55 175-52414 . ROD ASSEMBLY, Rudder control boost valve. . . . . e . . +. è ù 1 
-56 146-52459 EA ROD, Rudder control boost valve... ........... 1 
-57 AN316-4L . . NT... Vm le μα... 
-58 146-52460  - A. ὦ FORK, Rudder “control boost “valve OA ae e 1 
-59 AN4-10A . BOLT (magnetic inspected). . . . . . . + ον τα io. See ο. 
-60 AN960D416L . WASHER. . . * xw TCR E 2 
-61 175-58721 . VALVE ASSEMBLY, Hydraulic rudder "boost. UE ο ο ο. 1 
1 





175-58721-10 


VALVE ASSEMBLY, Hydraulic rudder boost. . . . . . . . +. 
(see figure 279 for next assembly) 


339 





Section || 


Group Assembly Parts List AN 01-60AAB-4 
FUSELAGE (Cont) 


H-184-62-27A 





FIGURE 179 - ELEVATOR BOOST SYSTEM MECHANISM INSTALLATION 
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PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

175-52201 MECHANISM INSTALLATION, Elevator boost system. Ref 

(see figure 176 for next assembly) . 
No Number ELEVATOR BOOST CONTROL SECTOR ASSEMBLY AND ROD ASSEMBLY. Ref 

(see figure 181 for detail breakdown)" : 
1175-52212 HORN ASSEMBLY, Elevator control A ; 1 
AN207DP10 BEARING . . . +. ος ἂν ο ο, δν ον : g s $ è 1 
A6 BEARING (SHA). m Tr $ ets : ; 1 
175-52212-3 . HORN, Elevator control 4 x aM τῷ " ; 1 
AN310-4 NUT (magnetic inspected). oe ος A š : 1 
AN960D416 WASHER . . A ο. A . * 5g 2 
AN174-13 BOLT (magnetic "1nspected) bon le E INS s 1 
AN310-10 NUT (magnetic inspected). . . . . . . Ε P š 1 
AN960D1016 WASHER . . CN OE MC A gi xe . 9 
AN180-23 BOLT (magnetic "Anspected) Se fps s 1 
175- -52216 LINK ASSEMBLY, Elevator boost 7 x 1 
ATTACHING PARTS 
AN320-6 . NUT (magnetic inspected). . . . . .- ? š : 2 
AN960D616 WASHER 2 e 9 ocu 48 a 806 208 a ᾱ- ο... 4 
146-52259 BOLT (magnetic inspected) . . . . .. $ eo > 2 
Vai uw ui M A 
175-52215 . BELLCRANK ASSEMBLY, Elevator boost cylinder hinge A "P 1 
RBC6 ; BEING eee oo ae με... os 1 
ATÓ A BEARING TOR "E" vos. vel. e EN 2 
175-52208 . SPACER, Elevator bellcrank bearing HEP A oh sa 1 
A6 : BEARING (SHA). . . . E νο EI δ. 1 
175-52215-3 š BELLCRANK, Elevator boost 'eylinder hinge . . . .. s Se 1 
AN310-7 . NUT (magnetic inspected). T cig) oso Gs gh take cb) cw uie is de y 1 
AN960D716 . WASHER... oa 35 ces ὃν . 2 Ww woo o E 2 
ΑΝΙΤΤ-35 . BOLT (magnetic "Anspected) oval Hoe νος n 5 ae en 1 
AN320-6 . NUT (magnetic inspected). Po " : 4% 1 
AN960D616 . WASHER . . AUS v.s t 
NAS464-6-13 . BOLT, Shear close tolerance (magnetic inspected). ο E: 1 
184 -52240 . BRACKET, Elevator control valve A Pn 1 
AN365 -428 . NUT (magnetic inspected). . . . . tup s νιν νη 1 
AN960D416L . WASHER... 5 wi ο Wi Te τὰς κ Φ ο Ὁ CET 4 Re 2 
AN4-10A . BOLT (magnetic "inspected) ορ ο ο O 2 
AN365-428 . NUT (magnetic inspected). .... ila, ον εδω ο... 2 
AN960D416L . WASHER... ο μα ο ο ΩΙ Αι e 4 
ΑΝΗ-ΤΑ . BOLT (magnetic “inspected) O viride ds reru laa 2 
AN320-4 . NUT (magnetic inspected). . . . . . ee ee ee o on on n n 1 
ΑΝΟΘ6ΟΡΙ16 . WASHER . . . . . 4 à ο ο ο te te om om ὁ » . o9 m bo t] t] t] 9 t] n 2 
NASA464 -4 -16 . BOLT, Shear close tolerance (magnetic inspected). . . : . . 1 
AN310-4 . NUT (magnetic inspected). . . . . ...««::.: n n 1 
AN960D416L . WASHER. . x Ρ ο. 1 
NAS334-14 . BOLT, 100° close "tolerance high Strength 1/4 2280. ΜΡ 1 
SÍ (magnetic inspected) 
175-52214 . LEVER, Elevator control auto pilot. . bo eae a etek (A a 1 
AN502 -8-6 2 “SCREW: 2. 0.» 439] a as ο en eh ὁ "a 4 
AN960D8 . WASHER . . . Dota A 4 
146-520108 . DISCONNECT ASSEMBLY, “auto pilot servo : . 7 » 1 
AN664C2 A TERMINAL. . . . 7 ate. a a a 1 
146-520108-3 : CABLE, Carbon stéeeli o. 96.5 NS "o ; 1 
AN663C2 : TERMINAL. . . +. $7 2) :63 15€ 1 
Νο Number DISCONNECT, No. "1 servo “pioneer type No. Des (GFP) t E 1 
(Navy stock Νο. ο ο. ία 

AN4-6A . BOLT (magnetic inspected) Ñ D ν "e 6 
AN960D416 . WASHER .... s; ES A A 6 
146-52237 . SUPPORT, Elevator auto "pilot servo. ` Bs ons EC 1 
ANUHS . BOLT (magnetic inspected) . . . . E da s. : 6 
AN960D416 . WASHER . . s ; 6 
19359 -1Α . SERVO, Electric (GFP) (navy stock No. R888150) “(pR) . be cee Se 1 
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FIGURE 180 - ELEVATOR AND RUDDER CONTROL SURFACE LOCKING MECHANISM INSTALLATION 
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ilua ŘE 
USEABLE ΟΝ 


INDEX 


PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 


175-52073 MECHANISM INSTALLATION, Elevator and rudder contr 
: locking (see figure 176 for next assembly) 


οἱ surface. 


Ang ex 


. 
. 
. 
. 
. 
. 
. 
. 


e$] . œ 


ock releas 
locking. 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


surface lock. 


> lock cable. 


. e. o 


k bellcrank 


175-52010-3 . BUNGEE ASSEMBLY; Control surface lock return. 
ATTACHING PARTS 
AN320-3 NUT (magnetic inspected). os Ὁ us 
AN960D10 WASHER . . DES ELS 
AN23-13 BOLT (magnetic "Anspected) — -- 
AN365 -1032 NUT (magnetic inspected). Pis 
AN960D10 WASHER . . Ὅν LAA ins 
AN3-6A . BOLT (magnetic inspected] Mu vedr M ος, eras 
NAS430D3 -12 . SPACER, Rivet . . πο... 
175-520108 END, Rudder surface lock bungee rod. 
175-520105 . CAP, Surface lock bungee . . +. . . . . . . 
4B21S5-016 : BUSHING, Spacer (NA) . . . . . . . . ο ο» 
175-520104-3 ROD, Surface lock bungee . . . . +. + 3 
2W1P21-20-125 WASHER, Plain (NA) . . . . +. . + 
175-520106 SPRING, Compression. A eae 
2W1P21-20-156 WASHER, Plain (NA) . . κ 
175-520103 TUBE, Surface control lock bungee. à» κών, «ο 
175-52056 x LOCK ASSEMBLY, Rudder control surface . . . 
ATTACHING PARTS ` 
ANH -5A BOLT (magnetic inspected) . . . . . . . 
AN960D416L WASHER ο iho ce SR ea eR Se αν. HS, 
e a a 
175-52061 ARM, Rudder control surface lock A 
AN365-1032 NUTA a. πα ο ο E 
AN960D10 WASHER. . . . 
AN3-31A BOLT (magnetic inspected). ο eee eee " 
175-52063 ARM, Rudder control surface: lock return spr 
AN363-1032 A AR er ge eie , 
AN960D10 WASHER. o 4o woo wo ED RO. 9 Ὁ . 
AN3-13A . . BOLT (magnetic inspected). ...... s 
AN365 -1032 ο NUTUA ALT us hu. ον ο ο S A 
AN960D10L . . WASHER. . oras SR Tal. Ὁ διὰ; e “ο . 
AN3-14A . . BOLT (magnetic inspected). . . . . . . ss 
AN960D10 eoe WASHBR. i39 3*9 ο Rigs ο ο”. 
AN944-101 . . FITTING... A ᾱ. Eee ` . . 
175-52058 . . SHAFT ASSEMBLY , Rudder control surface lock. š 
175-52029 . . . PLUG, Rudder control surface lock shaft 
175-52069 . . . SHAFT, Rudder control surface lock. . . 
175-52048 . . COLLAR, Rudder and elevator control surf. 1 
17175-52050 . . SPRING, Rudder and elevator control surface 
175-52060 - . TONGUE ane aiden Rudder control surface locking. . 
AN365-1032 y ΝΟ Iur ο ον ο ο. 
AN960D10 . . WASHER. . . . DLE ο ο S 
NAS43DD3 -66 2557 SPACER, Rivet. ll ooo ns UI 
AN3-15A é . BOLT. . aa pet ie 
175-52057 BASE, Rudder surface control lock. à y 
175-52055 ROD ASSEMBLY, Rudder control surface lock ας 
ATTACHING PARTS 
AN365 -428 NUT (magnetic inspected). . . . . . . . . . . 
ANQ60D416L ιο Ue Gey S UE Ὁ, el ae Xy a TR 
AN174-13A BOLT (magnetic 1nšpēcted) ο iia Tw ὡς ἃ 
AN960D416 WASHER .... Ἐν, CC ο . . 
REÀF5 . . ROD END (FAF). site) Aes Exp sioe d he . 
1R12P12-065-524 ` | RIVETING ROD END, Threaded (NA). . ο. A 
AN316-5R . . NUT A E 
175-52055-3 aes TUBE, “Rudder control surface lock “rod. z 
175-52071 SUPPORT ASSEMBLY, Elevator and rudder control 
bellcrank 
ATTACHING PARTS 
AN4-4A . BOLT (magnetic inspegted) νην us 
AN960D416L . WASHER ..... veu e unire erus 
---ᾱἘ--- 
AN365-1032 NUT ο ο NA ας . 
AN960D10L WASHER. . . $ gnis AGA τέ: ο ; 
AN3-11A é BOLT (magnetic inspected) . V de: Gath “bi Ον 
NAS430D3-32 - SPACER, Rivet... 5 
175-52054 . . GUARD, Elevator and ‘rudder control surface 
AN365-428 200. NU a A ο στ E e 
AN960D416 . . WASHER. . . k wow φ' ᾧ on “ὁ 
AN4 -25A . . BOLT (magnetic inspected). ο. 
175-52053 5 BELLCRANK ASSEMBLY, Elevator and rudder “control. 
surface locking 
AN201KP4A BEARING. . . . a 
457-4-1.188 SPACER, Flanged dual bearing (NA) . 
175-52052 . SUPPORT, Elevator and rud control surf. “Loe 
1175-52047 . ROD ASSEMBLY, Elevator control surface lock 
ATTACHING PARTS 
AN960D416L WASHER . . . a Gel ene dad 
ΑΝ365 -428 NUT (magnetic inspected). p cote να ος 
AN174-13A BOLT (magnetic inspected) ο een he. wat NE: 
---*--- 
RE4F5 : END, Rod bearing (ΡΑΕ). . . . . . . . 


UNITS 
PER ASSY. 


Ref 


MEI PREM PRrPRnNrPrRRrRnr FF, 


m 


CM HOIHIDIDIDIOIDIO HH PNP BEBE ENP PPE NDP PNP RENNER UU PREP EPP PRR Peere 5 


CODE 
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-116 175-52048 
-117 175-52050 
-118 175-52044 


COLLAR, Rudder and elevator control surface lock “release. 
SPRING, Rudder and elevator control surface lock. . . . 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
į 180-68 AN316-5R . NUT πα TNR 

-69 175-52047-5 e oU ROD SUB ASSEMBLY, Elevator “control “surface “lock i ver. a : 1 
-70 REAP5 . . END, Rod bearing (FAF). . ο $us T ἵνα αμ πον qub 
-71 1R12-8-.035-524 7 5 RIVETING ROD END, Threaded “(naj e β- δ a ο a 2 
-72 175-52047-3 n . TUBE, Elevator control surface lock. ........ 1 
-73 174-520101 -5 " BUNGEE ASSEMBLY, Control surface lock return. 1 
ATTACHING PARTS 
-74 AN320-3 . NUT, (magnetic inspected) ....... gs E ΄ 1 
-75 AN960D10 A WASHER. we οφ “ial Corp Sep Lys " a το cas 2 
-76 AN23-13 BOLT, (magnetic inspected). pre $us ο. TEET 1 
-77 AN310-4 NUT, (magnetic inspected) . V. ao ES Cu! γι . Ὁ S t. 1 
-78 AN960D! 16 SJ WASHER) Ὁ, ο ον tae κος ier Ἡ ιν ιο, Y oie P 3 ος Pear 2 
-79 NAS430D4-14 . SPACER, Rivet . . ‘ TD: Φα $ s "ME 1 
-80 AN174-17 . BOLT, (magnetic inspected). ποπ... " . TS. ut 1 
e c 
-81 175-520107 RET END, Elevator surface lock bungee rod . . . . . . . . . . 1 
-82 175-520105 HS. CAP, Surface lock bungee. . . . . . . . . . . 2... 1 
-83 4B21-55-016 + . BUSHING, Spacer (ΝΑ)... . Pe ios μέλε e ars sU nb 
-84 175-520104-5 ἘΣ “Ὁ ROD, Surface lock bungee, etis z να d xi care 1 
-85 2W1P21-20-125 . | WASHER, Plain (NA) . "E. PENE A zs. cuu 
-86 175-520106 wu SPRING, Compression . . . . . . . . A ce ae ἂν γιός «Ὁ 1 
-87 2W1P21-20-156 - . WASHER, Plain (NA). Μο”. EI e £^. Ub 
-88 175-520103 EE TUBE, Surface control lock bungee . , ; ME ES 1 
-89 AN365-1032 . NUT, (magnetic inspected) . oe τς x : "ex ra 1 
-90 AN960D10 WASHER. oN te οι weve ΝΕ V b s "DES 1 
-91 AN42-4 BOLT, (magnetic inspected). ουν : ade ὦν “Ὁ δ; i 1 
175-52043 LOCK ASSEMBLY, Elevator control surface . k A " 30 1 
ATTACHING PARTS 
-92 AN365-428 NUT, (magnetic inspected) . . . . . . .. . . . . ...... 4 
-93 AN960D416 D WASHER, . . E Erie eee c ID 
-94 AN174-6A | BOLT, (magnetic inspected). Se ως οσο. “ene, Aenea, cel X, Oss . d 
-95 AN364-428 . NUT, (magnetic inspected) ...... ο, I ow ο ο wow ere. «Ὁ 
-96 ΑΝΟΘΟΡΗ 161, a WASHER. E ο As tá ες ; $e 4 
-97 NAS464 -4A5 . BOLT, Shear close to tolerance (magnetic inspected) . sa Ὁ 
-98 AN365-428 . NUT, (magnetic inspected) . . m,e . ... ee ee we ew ee 1 
-99 ΑΝΟΘΟΡΗ16Ι, . WASHER io Ὁ ele? es cw. Wm ROS oos RR P DN 3 
-100 AN174-6A . BOLT, (magnetic inspected). . τ: 2 
-101 AN365-428 . NUT, {magnetic inspected) « EE EE 
-102 AN960DH16L . WASHER. . . dn Rs dos aono sores ar i ο... 
-103 NAS144 -13 . BOLT, ntur “wrenching “steel 1/4-28 (magnetic inspected). . 2 
---ᾱ..... 
-104 AN365-1032 + . NUT, (magnetic inspected) . Ba bc ue as ot SE chew a τον, cub 
-105 AN960D10L s Uu WASHER. ENG A a i 2 
-106 AN3-12A . | BOLT, (magnetic inspected). S ο Ia me^ Nia. ere Mat vel ey LU 
-107 175-52046 ode ARM, "Elevator control surface lock. μμ ο. 1 
. -108 175-52051 ELS PLUG, Elevator control surface lock shaft . P ; e a 1 
-109 AN365-1032 e NUT, (magnetic inspected) . Vo wes e. Won Deere A a 1 
-110 AN960D10L " . WASHER, $i ορ aris Viet s ey 2 
-111 AN3-13A a BOLT, (magnetic inspected). E ο ὦ A a Rs 1 
-112 AN960D10 " WASHER. As . e: ers: 4 1 
175-52045 è SHAFT ASSEMBLY, Elevator control "surface lock 5, ἠὰ' ὧν, κ ον 1 
-113 175-52068 i . BUSHING, Elevator control surface lock . . . . . . . . 1 
-114 175-52067 ; . SHAFT, Elevator control surface lock . . . . . . $ 1 
-115 AN944-101 * n FITTING. ILU E . . " 1 
1 
1 
1 
1 


-119 175-52042 


E Eus ntn te O EE ian EE ee EU LLEEMOZLZLLG€AAXOLALLULULLEOBÜÜbe o RR RR MILK, xc rro Gott Sr. 


TONGUE ASSEMBLY, Elevator control surface lock. . . .. 
HOUSING, Elevator control surface lock. . . . . . . . . 
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FIGURE 181 - ELEVATOR BOOST CONTRUL SECTUR AND RUD ASSEMBLIES 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
181 No Number ELEVATOR BOOST CONTROL SECTOR AND ROD ASSEMBLIES (see fig. 179 Ref 

-1 1175-52210 . SECTOR ASSEMBLY, Elevator boost control . . . . . . . . . . 1 BQ 
175-52210-5 . SECTOR ASSEMBLY, Elevator boost control . . . . . . . e e 1 W 
-2 AN364 -1032 . . NUT (magnetic inspected) . ............... e 
-3 AN9T5-3 s «c MASHERuS ΤΟ 0) τας, οκ αν ο ο LET I v en Sy ve is 2 
-4 AN386-1-11A . . PIN ο. iere cea eere δα AA d. a 1 
-5 AN386-1-7A . . PIN (magnetic inspected) ..... « s e b ee ee eee 1 
-6 146-52206 . . SHAFT, Elevator control boost torque . . . . . . . . à 1 BQ 
184-52245 + . SHAFT, Elevator control boost torque . . . . . . . PET 1 wW 
175-52211 + . LEVER ASSEMBLY, Elevator control boost follow-up . . . . 1 
-7 B4 . . . BEARING (SHA) . iie - a o E jer 18) δὶ Ge. Jee cas, 1e 2 
-8 ΝΑΘΗΟΤ . . . FITTING, Lubricator 1/8 inch drive flush type . . . . 2 
-9 175-52211-3 - . . LEVER, Elevator control boost follow-up . . . en 1 
175-52231 . . SECTOR ASSEMBLY, Elevator control boost. . . . . . . . . 1 
-10 AN207DP5 $c € se SJBEARING. ο ο 4 a e κὰν is S 1 
-11 4s7-8-1.415 - . . SPACER, Flanged dual bearing (NA) . . . . . . . . . . 1 
-12 AN200KP5 a om P va BEARING S oo e de ds ee αν νι A ᾳ vA RAS A 1 
-13 AN201KP8A ca at” BARINAS CAS Ree DES IR A a ee AA 2 
-14 AN320-5 . NUT (magnetic inspected). . . . . . . . . . . Een μμ ce 1 
-15 AN960D516 o> MASHER. αἰ iTia Sanm ο Ceo, telo Ne a ου 1 
-16 NAS464 -5-47 . BOLT, Shear close tolerance (magnetic inspected). ::. . . . 1 
-17 AN310-4 . NUT (magnetic inspected). . . . . . . . . . . . ee eee 1 
-18 AN960D416 s WASHER) . Cien wey. te es aan a IN wu leti scm συ 5 
-19 AN174-13 . BOLT (magnetic inspected) . ................. 1 
-20 AN320-4 . NUT (magnetic inspected). . ................ 2 
-21 NAS464-4-11 . BOLT, Shear close tolerance (magnetic inspected). ..... 1 
-22 NAS334-21 . BOLT, 100? close tolerance high strength (magnetic inspected) 1 
-23 175-52203 . ROD ASSEMBLY, Elevator control boost follow-up. . . . . . . 1 
-24 FR4 p END Rod (SHA). es i: w νο eee a ng 1 
-25 AN316-6R ay Vem SND is, ον i xo E tase fore ο ο ο ο ο αρ ου. I 1 
175-52203-3 - . ROD SUB ASSEMBLY, Elevator control boost follow-up . . . 1 
-26 160-52235 - . . END, Rod elevator control boost follow-up . . ... . « 1 
-27 160-52258 . . . FORK, Elevator control boost follow-up. κο ο 1 
-28 156-52296 . ROD ASSEMBLY, Elevator auto pilot boost... EC SET EET 1 
-29 REWPL5 s e END, Rod (RAP) cs α..2..2------- eo) ae e de NEU το ες 1 
-30 AN315-5L a a UNUT et AT LR A DR Sr ὃ ode αν cae oe 2 
-31 156-52294-3 - . ROD, Elevator vài and auto pilot control Pe x 1 
-32 146-52258 . . END ASSEMBLY, Elevator auto pilot servo rod. . . . . . . 1 
-33 AN200KS4 e ele BEARING; ale goa ο € xo 04 ᾱ α Κ.Σ. Bh eds Har EP 1 
-34 175-52206 . ROD ASSEMBLY, Elevator control boost valve. . d oso ολ.” 1 
-35 175-52204 - . FORK, Elevator valve control rod . ο ο ον ου 1 
-36 AN316-6L go og NUT νο ο τὰ. 14 ie ο αν ν cartes fo 1 
-37 175-52207 - . ROD, Elevator valve control. . de ο ο ae | Ry es 1 
-38 AN316-6R ah RR RE ὁ. ὑφ ana da e e . 1 
FRY - . END, Rod (SHA) . . CERE NES REIR δν ES 1 
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D ROTATED 90* 


H-194-53-19B 


FIGURE 182 - FRONT FUSELAGE FURNISHINGS INSTALLATION 
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ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Section [| 
Group Assembly Parts List 


a ποστ τπτ τττοτο τς ττεατνεταιακανσ--ππκττσιοστττττακοττταρσττο-εππττπττταπτεπτητεττ-τττττττττττατεττττττττττττττττατοτν. 


NOMENCLATURE 






-50 
-51 


FIGURE & 
IDEX NUMBER 


184-53002 
AN310-5 
AN960D516 
AN5-12 
AN310-4 
ANQ60D416 
ANL-13 
184 -53033 
146-54080 
AN4-13 
ANQ60D416 
AN310-4 
ANH-12 
292002-2 
AN3021-7 
184 -53003 . 
184 -53029 


183-5300 -100 


169-53035 
169-53034 
AN230B20 
AN227-7 
AN227-6 
169-53034-3 
169-53034-5 
175-53105-1 
175-53105-2 
AN365-632 
AN960D10L 
AN515-6R10 
175-53105-5 
AN3195-3 
AN365-524 
AN960D516 
AN960D516L 
AN5-1HA 
NAF1201-8 
NAF1201-9 


oe ee o9 9 9 9 n t9 . 


2 3 4 5 6 7 

use 
(see figure 69 for next assembly) 

SEAT INSTALLATION, Pilots . +. . . . . . . . o 
NUT . . . .. t 

N WASHER. . 

š BOLT. .. 

. NT... 

. WASHER. . 
BOLT, , 4 ë 

SEAT ASSEMBLY, Pilots (see fig "184 for det 

P ACTUATOR INSTALLATION, Electric pilots sea 


ον ο ot 9 n9 


; . BOLT (magnetic inspected) o wa δαν 
. . WASHER . . Slag. οτε ανν 
|o 1 NUT (magnetic inspected). . . . . . - 
BOLT... πα aon ο at Rite. MENS 
ACTUATOR (AIR). . . ο ον o 
SWITCH , . . ON Tp 


SEAT "INSTALLATION, Navigators . 

SEAT ASSEMBLY, Navigators (see. fig "186 for 
breakdown) 

SEAT INSTALLATION, Third crewmans . . 

(see figure 189 for detail breakdown) 

FILLER, Pilots and navigators seat. 

FILLER ASSEMBLY, Pilots and ΠΡ “seatbac 
GROMMET . . . . . . .. . + ΟΡ 
SOCKET, 4. 4 ο wo» wc 09 ὁ ὦ ὁ ο οὐ ο ο 6 
BUTTON. . . . . 

FOAM RUBBER, Pilots and navigators seatbac 

FOAM RUBBER CUSHION (AMLP) . . . . . . + 
VISOR ASSEMBLY, LH pilot and navigator sun . 
VISOR ASSEMBLY, RH pilot and navigator sun . 


BELT ASSEMBLY, 
BELT ASSEMBLY, 


Lap safety 


NUT. cQ IA m ο Uem m voe deus 

: WASHER. . 2 v 20x c9 099 δι Ὁ 9 (ο ον ose 
pl SCREW... ong $ $ 
A ANGLE, Pilots and navigators | sun visor. . 
: FASTENER’ Ὃν το. Phe dite bee Ne! ος 
NUT. 4... 6 9 o9 A 
WASHER. . . . a +... ee on on n ng Ὃν ue? ο 
WASHER. . « « . © © © © © ο © n ο Ρον 
BOLT. . . . P — a Niort rita 
Shoulder safety. . ο ese 


ATTACHING PARTS 


AN320-3 
AN960D10 
AN960D10L 
AN23-12 
AN320-4 
AN960D416 
NAS42-8-12 
ANQ60D416L 
AN4 -6 
142-53035 


183-72001 ` 
183-72001-101 
No Number 
AN520-10R8 
AN960D10L 
AN960D10 
AN365-1032 
184. 53080 
No Number 
No Number 
No Number 
No Number 
M5100M16B82 
No Number 
No Number 
AN507-1032R12 
184 -53035 
9-196-650 
AN515-8R8 
AN960D1DL 
No Number 
No Number 


175-53011 
183-53025-100 


183-53025-200 


M5100M16-B 
02300 
146-53079 
AN365-1032 


NUT... . 
WASHER. . 
WASHER. . 


BOLT. . 
NUT . . 


ee eee 
.... 
. 
. 
s... 


WASHER. M 
BUSHING, Rivet. MS 
WASHER. . . . . . . 

oul 


BOLT. . . . ; 
PLATE, Pilots sh e 


der release “strap "attaching. 


AVIATION EQUIPMENT, Installation. . . . . . + 
AVIATION EQUIPMENT, Installation. 
MOUNT (Sextant) Havya stock No. 
SCREW 4 weu a ο xe om ὦ sog ο 
WASHER. ... τν a Tat δν ΠΠ ‘ 
WASHER. 
NUT... . 
CASE ASSEMBLY, Navigators instrument "stowage. 
NAVIGATORS CASE (Navy stock No. R88G18C649) ( 
COMPUTER (Navy stock Νο. R88C1121-000) (GFP) 
PLOTTER (Navy stock No. R88P0643-000) (GFP). 


BELT (AA). 
PARACHUTE, QAC "(GFP) "(Government "installea) 
RAFT, PK2 (GFP) (Government ieta tipas uk 
SCREW... . WU To a dv Adae a 
KEYBOARD, Third érewmans . δν Magee ο ο 
KIT, First aid (GPP) Μα i Cee oP Sete 
SCREW ον ο doom wee. ee B 
WASHER. ... 
COVER CANVASS (Navy Stock No, RT7hc300) 
CANTEEN, Water (USQMB428) (GFP). . 
(Government installed 
PLATE, Water canteen cover backing. .... 
TUBE INSTALLATION, Relief system. . . 
(see figure 185 for detail breaddown) 
TUBE INSTALLATION, Relief system. . . 
(see figure 185 for detail breakdown) 


(GFP) 


BELT (AA). ο δρ 4) di ao ο el Bey κοκ. 
SLIDE (NJ). E ο να 
LADDER ASSEMBLY, Main entrance. a ος 
. NUT . ;. . 4. . «οκ ο e 


R88M0300-025) (GFP). 


CHART PLOTTING BOARD (Nàvy Stock No. R88B065- 000) (GFP 


UNITS 
PER ASSY. 


USEABLE ON 
CODE 






3, te a ge -ᾱ Ref 
Ed o wes oce . 2 
te uir DH, da . 4 
a a EI 2 
AS 2 
e tene 4 
Wo ue Su o SU 2 
ail breakdown) 1 
tback . . . . Ref 
i Rm 1 
"Cm 4 
e Ur 2 
y ees E" 1 
lue E E Ὅς 1 
QE ys Ls 1 
" i ο ία -ψ Ref 
detail MP 1 
E DE Ref 
k ee errans 
k filler. 


e... on 


5 9 ὁ ot ο 0 ο 9 o9! t9 n 


ee ee ee 
ee ee t n9 


WANDDAANAWWWW LOCO OYVOYOYON D iB. ££ CO i7 i. B. E. B. [Ez [2 IO UU UO 


ma 
DD 
Frey 
w 
Ὁ 


P 


ο... 


oe 0 ὁ o om... 


E: 
Ώ 
H 


esses ο 5 9 n9 


e... 


ee oe 
oe ee 
ee ο . 
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Group Assembly Parts List AN 01-60AAB-4 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE . PER ASSY. CODE 
AN960D10L WASHER. Svs. cox. ως ο ας wl. Go aes πο -ᾱ 






-53 AN3-17 kc $. ο Wo ou pde qu ο RIES Gea ο Y ite 2 
-54 146-53085 + . BUMPER ASSEMBLY, Entrance ladder . Ei de. ον. Si ahs’ gee Be can τῷ 1 
-55 NAS221-13 EN SCREW, Brazier head Phillips recess alloy steel 10-32. , 2 
-56 AN960C10 E Jp ο ο a 2.2.0: αμ ως Wy A uw mios e AU E LO qe, 4 
-57 146-53084 - . SPRING, Entrance ladder bumper catch. . . . . . . . . 2 
-58 266018 - + DOME NUT (NUS)... νο κ νε νε νο 2 ο ο ος 2 
-59 AN960D416L vole WASHER =e ea o πα a A 4 
-60 ΑΝ} -23 τυ uea e e e foe en ιο ας ν΄. 2 
-61 146-52079-40 $. πό LADDER SUB ASSEMBLY, Main entrance . . . . . . . . . . 1 
-62 146-53081 E aae NINGE a 25 3 or colo ο ο ὦ E^ wet ee gp eae don al ae 2 
-63 146-53079-50 + . LADDER SUB ASSEMBLY, Main entrance . . . . . ou y 1 
-64 146-53080 euo cs HINGE” a a ds Dou 2 
-65 No Number š PERIODE SEXTANT AND CASE (Navy stock No. R88SO400-050) | . 1 
GFP : 
-66 No Number - WATCH BOX (Navy stock No. R88C0256-000) (GFP). . . . . . . 1 
No Number - NAVIGATIONAL WATCH (Navy stock No. R88W0510-000) (GFP) . , 1 
-67 183-53109-101 . SUNSHADE INSTALLATION, Cockpit .........4...... Ref 
(see figure 183 for detail breakdown) 
-68 146-53074 + PLACARD, Airplane leveling . . . ........... ao 2 1 
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ΑΝ 01-60AAB-4 
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PART 
NUMBER 


183-53109-101 
183-53105 
183-53105-3 
183-53101 
183-53102 
183-53105-7 
183-53105-9 
183-53104 
183-53103 
183-53110 
NAS221-10 
ANQ60D10L 
AN365-1032 
1N7-14 
ANQ36A416 
ANQ60D1416L 
ANQ60D416 
AN365-428 
ANQ60D416L 


3 4 5 6 7 


H-184-63-41 


FIGURE 183 - COCKPIT SUNSHADE INSTALLATION 


NOMENCLATURE 


Section [| 
Group Assembly Parts List 


΄ 


UNITS 
PER ASSY. 


SUNSHADE INSTALLATION, Cockp1t (see fig. 182 for next assembly). Ref 
SUNSHADE ASSEMBLY, Cockpit. . . 


SHADE (May be purchased from 
KNOB, Sunshade tension. . . 
HOUSING, Sunshade ball... 
PAD, Cockpit sunshade... . 
PAD, Cockpit sunshade. . . . 
SHAFT, Sunshade supporting . 
SEAT, Sunshade ball. . . s 
SPRING, Compression. . . . + 
SCREW, Brazler head Phillips 
WASHER . . . . . . 
NUT. ο 0 ο ος 
NUT, Check (ΝΑ) 
LOCKWASHER a he 


CY 
eo... seo 
eo. 5 ο ο ο 


Rohm & Haas). 


Ho o... 
o 
Qe 
M 
. .. © © © © $5 Me 9 » © 5 57 58 
a 
D. 
A μάν ee Sw ὦ ὁ 
p 
ec | s] we ete Ove we woe 
-- 


9 9 9 9 9 9 ο n9 


Se oh ee SH τὸν ὦ 3 
$4 is uw 1 

" à ο ο 4. 4 5 1 
a det ο es Carlen’ ves ie 1 
O 1 
€ 5 d» ο ο ἃ 1 
3 ης AS ο Ye 1 
4 decies ἂν ος xe 1 
ema ee Kapila, davis 1 
steel 10-32. . . 6 
Oils ο΄ ον X iS we e. 
ο wx e eres 5 
ο δὲ else: Ae ο 1 
A κά oa 
$ wt at lel te Jm -ᾱ 1 

3 au ἃν A τό 1 
: ONES E 
$e. e. -ῳ ta^ 1e Du. re 6 


{Νὴ HOES 


-— 
τὸ 


- 
> 





2 


USEABLE ΟΝ 
CODE 
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: H-184-53-1 
66 6 2A 


FIGURE 184 - PILOTS SEAT 
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AN 01-60AAB-4 


FUSELAGE (Cont) 


Section || 
Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
184 184-53033 SEAT ASSEMBLY, Pilots (see fig. 182 for next assembly). . . . . .Ref 

-1 146-53006-39 . HEADREST ASSEMBLY, Pilots seat . . . . . so e . s s s oeoo 1 
ATTACHING PARTS 
-2 AN960D416L ο ο ο ο. ο esos AA ο AS τῳ, το 1 
-3 AN391 -39 . PIN. . .. "pq" 
-4 NAS43DDÀ -60 . SPACER, Screw and bolt . . —————— Ra c 
-5 146-53058 * SPRING, Navigators headrest "retraction ο ο dey poe NE SO e OL 
-6 ANQ60D416L WASHER... 4. . 4.3 ος ee 9.109 ο Ὁ o9 6 ee ee Gwe ee 1 
-T AN393-7 PIN.. 4 4446 Ao Ga ie Ἔα, ᾱ, ο οἱ ge ο): cw κ.α Ok. wee ᾱ ee ub 
-8 AN960D10L WASHER 4 e 4€ *^ €* $3 AR ας ον τὲ tee ο ος e re tede usb 
-9 AN393-39 PIN. . . . : —— "C" 
-10 NAS75-3-102 BUSHING, Plain press fit steel ο A be one, ο ο... 
-11 146-53060-3 . LEVER, Navigators headrest release , i AMENS: 
-12 169-53059 SPRING, Navigators headrest release lever. a epee A να 
e Vr 
-13 146-53017 . . PAD, Pilots headrest. . . zoe cm ow dev ου ου we OL 
146-53006-43 ος, -ᾱ HEADREST SUB ASSEMBLY, Pilots Seat. aTe dece Wesce oer SIE 
-14 146-53020 +. . RETAINER, Pilots headrest. a ας ο . Eid 
146-53006-45 . . HEADREST SUPPORT ASSEMBLY Bd Gd MAE deer wies IR eens dure qum D 
-15 NAS42C4-60 e . SPACER, Rivet... + τν δοκάρι a OE qe eke Che. 
-16 AN393-13 CLEVIS PIN o & 4 4 5 30€ 79 o9 aces ο ο ου 
-17 AN960D10L . WASHER... in tae e Ia. gp WS «we Ie See A 
-18 169-53019-5 CABLE ASSEMBLY, 'Navigators seat back release . . o . . oo . . 1 
-19 169-53019-15 . CABLE ASSEMBLY, Navigators seat back release . . . . . . . . . 1 
AN393-7 ` & BIN OG ce. Foy Geet ο E ὁ ο ο EU EC ο”... 
AN960D10 x) WASHER s e s ο ον Rs oo em aoe ie ice erga dece wa vd 
-20 AN365-524 s! μα ο A ze> sei ο ο E oue γνώση Re Vost sel te e qur Ὁ 
-21 AN960D516L . WASHER. $ EE ολ. 8 2 eid sux woe, SS an ο 
-22 AN5-11A . BOLT . . . . . οὐ ce a cep cect te} tos, SRA O +e 
-23 160-53036-21 . BRACE ASSEMBLY, Návigators seat. DE ο Bde ear “Sn OS 
-24 160-53019 5 FITTING, Navigators seat brace. το το τος bru ἐς ον XE 
-25 169-53020 . . FITTING ASSEMBLY, Navigators seat brace πμ as go 
-26 184-53044 . SCREW, Adjustable armrest pilots . . . . . . . . s s ee su. l 
-27 184-53036-1 . FITTING, Adjustable armrest pilots LH. . . . . e . . . . .. 1 
184-53036-2 . FITTING, Adjustable armrest pilots RH. . . . +. +. +. es . . . . 1 
-e8 AN364 -1032 V NUT S deseo eoo ο ο, Ὁ ος το, ἃν αι cep URS ha Uh en; ο s e ο ου 
-29 AN960D10L ee WASHER A-a ace lek τν sme WE ο xw oe e ees ce τος Bs Ἔα. e 
-30 AN520-10R . SCREW... as bw cur te 0 ο ο cerit is y RE 
-31 184 -53042-1 . SPRING, Adjustable armrest pilots. "EET 
-32 NAS51-75 . RING, External retainer. . . wi cellier dent vit dele SLE ο 
-33 184-53019-1 . ARMREST ASSEMBLY, Adjustable pilots LH. 032949 te ἃ Ὅν οι Y 
184-53019-2 . ARMREST ASSEMBLY, Adjustable pilots RH . . . . . . . . νο.» l 
-34 AN365-1032 ar MU ο a a e dejen ie ο Ear yes apa de 
-35 AN960D10L E | Vee WASHER: aie da ο Ar s. ος r eU ο Es dea tt ceo ο 
-36 AN520-10R22 e « SCREW... wv S ες ας πέν tes ye τὸ a a cb 
-37 184 -53043 . . TUBE, Pilots “adjustable armrest μμ μμ 1l í 
-38 AN365-832 Ὃν NOT TOI a ME E "NP C e tay ος le «Ὁ 
-39 AN960D8 . WASHER . . . . . A “Ὁ 
-40 NAS220-25 . SCREW, Brazier head. Phillips recess “alloy steel “82 32 A A 
-41 146-53065 CLAMP ASSEMBLY, Pilots and navigators seat back. . . . . . .. 1 
release cables 
-42 ΑΝΟΘΟΡΗ 161, a “WASHERS V $04 2... 9 v. 09. Tw, a, a δη A 
-43 AN4-20 BOLT. y 0 a ο ὁ τρ) a 9 59 ος ος Ὁ A a ter Noh Yate ο, Y 
-44 AN960D10L a “WASHER wx xe yo ce de m cw ῳι Ὁ ew . ο ο ο ο ο. 
-45 AN3-20 « BOLT & 2. . Sd s c» ο ον. iS . oe e.. 4 
-46 $3388949-501-00 . INERTIA REEL ASSEMBLY, Personnel shoulder "harness (HTEC) PEL acl 
-47 AN365-1032 4. AUI. e 6 $9 o0 0$ 097» τα ο ο lel ο ο ο μυ.” 
-48 AN960D10L « WASHER G- 5. 2 € ue @ αι Soe wl ο woe WX C0 . x docu. TE 
-49 AN507-1032R16 . SCREW. . TA ^ Ὁ ον κ cw ee ο 5 n c PN 
-50 s3431905-17 . CONTROL ASSEMBLY, “Shoulder harness inertia reel (ΒΕΤΟ). . . . 1 
-51 AN320-5 . NUT. Oe πμ wey te ο απο ος ume e i-is Vous uw «Ὁ 
-52 AN960D516 2 WASHER. . . . ZG V^ qe a] ae cis eA Min μμ... 
-53 NAS145A39 . BOLT, Internal wrenching steel 5/16- 2h ` ο Cbs ο ορ.” 
-54 146-53053 : BRACE ASSEMBLY, Pilots seat hinge aft. . . . . . . . .. . . . 1 
-55 146-53071 . FITTING ASSEMBLY, Pilots seat aft hinge brace upper . ux LE 
-56 4B19B5-009 . . . BUSHING, Press fit plain (supersedes NAS76A5-009) (NA ). 1 
-57 146-53072 . FITTING ASSEMBLY, Pilots seat aft hinge brace lower. . . . 1 
-58 4B19B5-008 ; . BUSHING, Press fit plain (supersedes NAS76A5-008) (NA). 1 
-59 AN365-524 ^ μα 25450» Sos nia) ie ο ο ο ο ον κα UE, το Vani ate as. κο... 
-60 AN960D516 . WASHER. . v.e eris Mer ot E SES acc a utei o wr enu er Ὁ 
-61 ANS-14A c e BOUD Lc. wol uA δν ων. 0s ο ο a κ ο ο... 
-62 AN365-428 eo og Fy μοι Se ee ae e BG αν ahr de ade, Δι tee cise. AM 
-63 AN960D416 o "WASHER 9 ox ue e de ah ο ος Bese a ὁ E > 
-64 AN4-6A . BOLT... n "LPS ο b DER ave ae war et kn dy mr eara cA 8 
-65 146-53009 . CARRIAGE ASSEMBLY, Pilots seat EA E 4. ee a τε CHAT Cms OE 
-66 AN365-428 - . NUT ^e ος ος. M Ter ἐν 83 ος ιδ. Es μα Ὁ ο Xe 6l cal δν ο μι Ὁ 
-67 AN960-416 ws WASHER. ee A is A 
-68 NAS222-18 . . SCREW, Brazier head Phillips recess alloy steel 1/4-28. . . 2 
-69 146-53009-7 . . FITTING, Pilots seat carriage . . . BE. ο τα, νη; 
-70 146-53063 . FITTING, Pilots seat carriage attaching. 9 ο ο μίαν eae “ΣΦ 
-71 AN320-5 κ. NOD ng ο X ke ce at a ee a τῷ e st TW. > Ὦ 
-72 AN960D516 . WASHER. . elo) a LE. Ma] λος, οὐ were PIDE pa 2. 4 
-73 AN25-22 BOLT .... x « 4 Ὁ 
-74 117-31824-11 ROLLER ASSEMBLY, Cockpit enclosure sliding canopy truck. . . 16 
ae 146-53056 i TRUCK ASSEMBLY, Pilots seat carriage . . . .. d A Ue oe οῳ . 4 
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———ÀÀ——MMH———MMáÓÀ A a a a A A e μεν 
PART 





FIGURE & UNITS USEABLE ON 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
184-77 AN320-5 x MUT. eo xa ο oo ox «6 16 EA feos 8 v Www la Ὁ 

-78 AN960D516 e WASHER: sol μων ο. xg κεν Ὁ . S. Met Zeb ο μμ Vey cet ο 
-79 AN25-20 oe BOLT Suecus ects ee oe A ay ὦ — EP: 
-80 AN364 -428 ώ NUT xeu a à Eo νε A δὲ Be CAD Ue be ox E 
-81 AN960D416 s. “MASHER, s ο ο ου RA ata ee E 
-82 AN24-29A « BOLT.. *--— A € 4 9. -ᾱ WI elc mU ve te we 38 
-83 146-53051 5 BRACE ASSEMBLY, “Pilots seat bucket aft i sat ^ui wu vel oc 38 
-84 4B19B5-006 . . BUSHING, Press fit plain (supersedes NAS76A5- dee) m $ow «Ὁ 
-85 4B19B4 -008 + . BUSHING, Press fit plain (supersedes NAS76A4-008) (NA). . . 1 
-θ6 146-53050 + BRACE ASSEMBLY, Pilots seat bucket forward brace . . . . . . . 2 
-87 AN320-4 5 NUTS «ο. ὅτι td 9M cw ode eeu το ρω at d] 
-88 AN960AH16L £o ὁ: WASHER. eos oue € $$ ὁ ode de v wo wc» Te aaa Ὁ 
-89 AN24 -23 . . BOLT. a U 

146-53050-3 ον ^* FITTING ASSEMBLY, Pilots” seat bucket "forward "brace. O i 
-90 146-53050-7 - . . FITTING, Pilots seat bucket forward brace. . . E MEE 
-91 4B19B5-010 - ». + BUSHING, Press fit plain (supersedes NAS76A5- -010) (NA). 1 

146-53050-5 +. FITTING ASSEMBLY, Pilots seat bucket forward brace. - 1 
-92 146-53050-9 . a co» FITTING, Pilots Seat bucket forward brace. PECES d 
-93 4B19B4 -007 - . . BUSHING, Press fit plain (supersedes NAS76A4- 007) (ΝΑ) . 2 
-94 146-53052 . BRACE ASSEMBLY, Pilots seat hinge forward. , vow? 
-95 4B19B/-008 + . BUSHING, Press fit plain [ερ μα NAS76A4— -008} (xa). 5 1 
-96 4B19B5-008 - . BUSHING, Press fit plain (supersedes NAS76A5-008) (NA «mod 
-97 146-53007-200 . BUCKET ASSEMBLY, Pilots seat . . ο ο v wow cem b 

(see figure 188 for detail breakdown) 

-98 184-53032-3 . SEAT BACK ASSEMBLY, Pilots . . ο ο ds Gan Db 


(see figure 188 for detail breakdown) 
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H-184-53-20 
FIGURE 185 - RELIEF TUBE SYSTEM INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
185 183-53025-100 TUBE INSTALLATION, Relief system (see fig. 182 for next assy). Ref Z 
183-53025-200 TUBE INSTALLATION, Relief system (see fig. 182 for next assy). Ref ΒΥ 
183 -53025-3 . SUB ASSEMBLY, Relief tube . . . . . . . . ee eee νο . 1 
-1 AN8021-1 . . BRACKET . . . . . . . ο A cat Ah ο ο. 1 
183-53025-5 . SUB ASSEMBLY, Relief tube . . . . . . . . . 2 ee eee 2 BY 
-2 AN8021-1 . . BRACKET . . . . . . . . V. ον gis a refe se a cols DEL ὃν τα os 2 BY 
183-53025-9 . SUB ASSEMBLY, Relief tube . . . . +. +... . . . eee . 1 
-3 WM203 . . HORN ASSEMBLY (AA) . . +. +. + + +. . ee ee +. o. . o. ο . 9 1 
-4 183-53025-31 . . TUBE, Relief . . « « . « .. o. 4 e ee ὁ . . .. 9 om on 1 
183-53025-7 . SUB ASSEMBLY, Relief tube . +. +. . . . . . . ee ee eevee 1 
-5 WM203 . ~ HORN ASSEMBLY (AA) . . 4 x a τιν SS eae ος 1 
-6 183-53025 -33 . . TUBE, Relief ...... Qus iaa E DE Ned uv eL ce Se lee BO 1 
-T 295134 -12B . GROMMET (MKL) . .... MARS Mud t δες. ΜΕ ο ο 1 
183-53025-11 . SUB ASSEMBLY, Relief tube . . . +. . . . . + s oR Tetas AE ad wee 1 
-8 WM203 . . HORN ASSEMBLY (AA) . . +. +. + + +. eorr ee 1 
-9 183-53025-35 e ο TUBE; Relief... v oec οὐ a de da SG) DES ης -ᾱ 1 
-10 AN848-6D s ELBOWS woes. tees Meses a ον ο” 4. 
2W1P40-40-64 . "WASHER ‘Plain’ (NAJ. o Seha ce: noe ον ido vue ce cet a ον 5 
AN924 -6D eS NUP ος αν φον « m Uk eo ο”. QUT MEER E $4 5 
-11 183-53025-39 . TUBE, Relief. . . . . - + "qp E MERI S IRAM 1 
-12 183-53025-69 . TUBE, Relief. . . . . - Ls a Uu eoe ver Sees Sn δον 1 
-13 AN931-9-13 . GROMMET. . . . . ν΄”. Jr αμ aay da ae 1 
-14 AN8019-1 D SPER. 2-040 o3 αι -ὁ dei Vaiss. αν s de. Bo Maii cer e b eu. ον 2 
-15 183-53025-41 4 TUBE)? Relief. on αν tec wel ο a ο uml αι ὑφ εν ὄνος Er 1 
-16 183-53025-43 TUBE, “-Reltef > ος a - 0x wy m ce ce ewe Se qu a 1 
-17 183-53025 -47 . TUBE, Relief. . . . +. + e LS enu. Ου MEM 1 
-18 183-53025 -45 . TUBE, Relief. . . . + So ieee, nk EE αν Miete Be Gt Aye at ee ἃ 1 
-19 183-53025-49 «ΠΕ, Reliefi oes ὁ κ e ee a Se ο ae ὃς 235 ees 1 
a CL'LULTELOA-LüLLLAL LLLLEELLOLLCAILECÓCIZLZZZENIIBELIIILIII]n)—^];Ó)ZZ££2D)D)iÁALAMZAKDOLADDDODBNABm X)COCOCékOOQO,Ail|UnUnnqMM DÜÉDQDCA (A CCLLO|IDIDL COKLALODODO i|phÀRÀE O)€6€01 CK MON OR (AA PAAAAXZE 
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184-53-10 


FIGURE 186 - NAVIGATORS SEAT 
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Section 1I 


ΑΝ 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


r ——————————————  ——ÁNns C USEABIE OM 
FIGURE & PART UNITS 5ΕΑΒΙΕ ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

186 184 -53029 SEAT ASSEMBLY, Navigator (see fig. 182 for next assy). νο ο Ref 
-1 146-53006 -39 . HEADREST ASSEMBLY, Pilot and navigators seat. . . . sso 1 
-2 146-53017 . . PAD, Headrest assembly . . . . . . ee ee +... ++ 1 
146-53006 -43 . . HEADREST SUB ASSEMBLY, Pilots and navigators seat. . . 1 

-3 146-53020 . . RETAINER, Headrest pad EE ο μα. 1 
-4 AN960D416L x WASHER 4. $ 3$ as a eo . Wow wow Ὅν € 1 
-5 AN394-39 z. PIN ας Dm l - M 1 
-6 48 3P416-30 . SPACER, Bolt “(aj . ae UI 5 : 1 
-7 146-53058 . SPRING, Navigators “headrest retraction "ES : x Ὁ 1 
-8 AN960D10L . WASHER . . . . . . ee ee te ee om . m ot] + ng 3 ot i X 
-9 AN393-7 o PIN. E 97395 ee : ο, 1 
-ιο AN960D10L c WASHER $5 — 23 «5 Ὁ ale σόι τῳ evs š uc i l 
-11 AN393-39 s UPINS aa . Vox cw 5 5. 3 1 
-12 NAS75-3-102 | BUSHING, Plain press “pit steel (NA) . . . . E s 1 
-13 146-53060 . LEVER, Navigators headrest release. . . ls lov ow 1 
-14 169-53059 . SPRING, Navigators headrest release lever Dd ος 1 
-15 AN365-832 NU vo daa pe 8 6S Sl Wo BR PES 2 
-16 AN960D8L s WASHER. z x» ox δν ee ος είν οφ on 9-080 eoim ORO ee, S IW y 
-17 NAS220-26 . SCREW, Brazier head Phillips recess alloy steel 8-39. ος % 2 
-18 146-53065 . CLAMP ASSEMBLY, Pilots and navigators seat back . . . . : + 1 

release cables i 
-19 AN960D10 ¿ WASHER & 4 © 9 9 4.6 9 e 9090909. 9 ᾱ- ο m ee 1 
-20 AN393-7 > SPIN A A ο A ο ᾱ) “δν ιβ. E 1 
-21 AN393-13 zo BINA ode em Ceca ce $03 Ὁ Ὁ τὸν do oc ae do Des ho CR VeL Ten set δι A l 
-22 AN960D10L < WASHER & oux fie Ah daa E ONE 1 
-23 169-53019-5 . CABLE ASSEMBLY, Navigators seat back release. . . . . . . 1 
-24 169-53019-3 . CABLE ASSEMBLY, Navigators seat back release. . . . . +. + 1 
-25 AN365-524 s ΝΟ Q3 Sec el ep Re ee mou me DEVO U^ ET ο der e A Es 2 
-26 AN960D516L B RASHER s s eS eet wee ὃν RA AA AAA oe 8 
-27 AN5-11A . BOLT... do doe deb a eb qe κος 2 
-28 160-53036 . BRACE ASSEMBLY, Navigators seat . . . . . 4. + ee ee ee 2 
-29 160-53019 . . FITTING, Navigators seat brace . . E. ec Ba Ep det ui 2 
-30 169-53020 . . FITTING ASSEMBLY, Navigators seat brace. "um 2 
-31 184-53032-5 . SEATBACK ASSEMBLY, . Navigators . PECES " 1: 
(see figure 188 for detail breakdown) 

-32 AN3-20 . BOLT e & 4 ... "NNI EE E 4 
-33 AN960D10L LOADER αμ do d lectu Μος 4 
-34 AN4-20 SOBODE oar ei de Si ar ae A LT 1 
-35 AN960D416L . WASHER . . E $i Leld ο w^ ῳν ee wo ea E “τ 1 
-36 $3388949-501-00 . INERTIA REEL ASSEMBLY (HITEC) x woe 33x90 Se ee ve omo i 
-37 AN365 -1032 v Πο ο ως a V τα Ὁ ον eO «ᾱ IA IE m τος uS. cS) τν. acc 2 
-38 AN960D10L « WASHER 4 € « o o9 « © o9 Bs ᾱ ὢν A ἃ Vy Er E, ECC m. ο. ο. e - ὦ 2 
-39 AN507 -1032R18 . SCREW. ο Quer dE ἴδ. AS A AS 2 
-40 $3431905-17 . CONTROL "ASSEMBLY (mec). . ΜΝ Sx PA QUSE Mate tet. de ah 1 
-41 184 -53004 . BUCKET ASSEMBLY, Navigators seat. Lh uo se Tue 1 4 


(see figure 187 for detail breakdown) 
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39 38 


ZI 


H-184-53-17A 


FIGURE 187 - NAVIGATORS SEAT BUCKET ASSEMBLY 
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FIGURE & 
INDEX NUMBER 


-hó 


-44 





146-53046 -5 
AN365-1032 
AN960D10L 
NAS43C3-48 
NAS221-22 
NAS221-8 

156 -53089-10 
156-53088-10 


156-53088-5 
156-53086-10 
2W1-26-36-63 
NAS43DD9-26 
147-54212 
156-53088-7 
156-53087 
156-53088-3 
169-53025 
184-53025 
117-31825-2 
AN365 -1032 
AN960D10 
AN3-6A 
184-53024 
117-31825-2 
117-31824 
SF300N12 
184-53005 
4B1985-008 
184 -53023 
184 -53046 
184 -53039 
AN3-10A 
184-53004-13 
AN365-428 
AN960D416 
AN4-13A 

184 -53028 
4B19B5-204 
AN520-1032R14 
184 -53027 
184-53030 
NAS123B125 
AN507 -1032R8 
3Β1886 -69 
184 -53026 
184 -53026-3 
184-53026-5 
184-53026 -7 
184-53013 





Section Il 


AN 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 





1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. DE 





BUCKET ASSEMBLY, Navigators seat . . ο Ομ wens res 
(see figure 186 for next assembly) 
BUCKET ASSEMBLY; Pilots and navigators seat . . . . . . a. 
NUT eu Wese E ο ος ERU E cm ALAS D pod oye Jeers 

. WASHER . . . . ο ο ο ο νὲν τῷ. κ ο ος ο MEE Eu 

. BUSHING, Spacer a i o ον. 

. SCREW, Brazier head Phillips recess alloy steel io- i32 
SCREW, Brazier head Phillips recess alloy steel 10-3? . 
SUPPORT ASSEMBLY, Pilots and navigators seat back release 

HANDLE ASSEMBLY, Pilots and navigators seat. "M 
back release 
. PIN, Pilots and navigators seat back release handle 
. . ARM ASSEMBLY, Pilots and DONE MEE seat back release. 
. . WASHER, Plain (NA). . . . FTN CPC 
. . SPACER, Screw and bolt... P 
. . . SPRING, Trim tab switch assembly upper. é 
- . . PIN, Pilots and navigators seat back release "handle 
HANDLE, Pilots and navigators seat back release . . 
PIN, Pilots and navigators seat back release handle 
SUPPORT, Pilots and navigators seat parachute . . . . . 

. FITTING ASSEMBLY, Roller attaching front. . x 

. . PIN, Cockpit enclosure sliding canopy truck “roller x 
NUT ant cate eee tos: fos a. AKA λος. καὶ οὐ ees ee λε EE NAS ἕν. ος 
WASHERS Ge 6.14) utes ο ο reaa ο ος ^ ο ο ees ons 
BOLT 4223.5 P E N E A 
FITTING ASSEMBLY Roller “attaching rear oe ae 
. PIN, Cockpit ' enclosure sliding canopy truck “roller Jaya 
ROLLER ASSEMBLY, Cockpit enclosure sliding -canopy truck . . 

. . BUSHING, Superoilite (CC). . . . — qc A 

. FITTING ASSEMBLY, Seat back attaching rear. a De ΣΑ 

" BUSHING, Press fit plain. . .. Row cara e US ας. 
FITTING, Seat back brace. . κ ἅς wo 2K UR . 

. SPACER, Seat back brace fitting p age 

. BRACKET, Inertia reel control mounting. 


TO (c 


al 
NPPPNDNPPFAFNND-NO0ANNEFPNNNNDIOND»DODIENNA AA 5} RE -! {54 HS ΞΟ AWE 


ο BOLT A che is im cise ed Bs ase ee ee ; $ dw. ἃ 
. STOP, Navigators seat bucket. sa IN A delere 
A ο ο απ οφ μου 
EE gu M es Bane Beds Wel ee Be OL OES ται tas GE esa OD 
. BOLT... τν νιν se GA SBD cies We Ue τος hte τες ὁ 
| PITTING ASSEMBLY, Seat lock pin guide . . . νο ο . . . +. . 
. . BUSHING, Press fit plain (NA). . . . . +. +... . +. ee ae 
. SCREW. ... Qu. SS ver d sed is. Qo UI cer feno so e: US ie aq utt De, a ve 
| CLEVIS ASSEMBLY, Seat lock. . . . ο ο ο. 
. LEVER ASSEMBLY, Lock release. . . . . « . . ὁ «4 ο + ew @ + 
KNOB CONTROL, One inch diameter x 5/8 oval plastic. . . . . 
SCREW. 2 a a SER ta e der €. aaa ο κ ο ο 
BUSHING, Shoulder (NA). . . . . . ee eee . .. . .. . νο 
PIN ASSEMBLY, Seat lock . . . . . . . 4... e. ο τῷ ον 
PIN, Seat lock . . TA a red de "m 
PIN, Seat lock . * . . "EP . e.> 


` PIN, Seat lock . = ο μι BO ah a ee τος 
SPRING, Compression . m axe sare 
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H-184-53-11 





FIGURE 188 - PILOTS SEAT AND SEAT BACK ASSEMBLIES 
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INDEX 


188 


-42 


-50 
-51 


FIGURE & 
NUMBER 


PART 
NUMBER 1 


ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


PILOTS SEAT BUCKET AND SEAT BACK ASSEMBLY 


146-53007 -200 
146-53046-30 
146-53047-3 

156-53089-10 


156-53088-10 
156 -53088-5 
156-53086-10 
156-53086 -7 


2W1-26 -36-63 
NAS43DD9 -26 
147 -54212 
156-53088-7 


156 -53087 
156-53088-3 


AN365-1032 

ΑΝΟΘΟΡΙΟ : 
AN3-4A r 
169-53026 . 
169-53025 

169-53024 


184-53032-3 
184-53032-5 
AN365-1032 
AN960D10L 

NAS221-11 
184-53032-17 Ñ 
146-53045-11 3 
146-53045-12 Ν 
160-53043 : 
169-53044-1 . 
169-5304 -2 ` 
146-53045-31 s 
146-53045-32 : 
169-53043-1 : 
169-53043-2 
4B19B5-007 : 
169-53044-1 . 
169-5301 -2 R 
26c 048 

AN960D416 

AN394-15 

169-53009 

2660018 

AN960D416 

AN4-13A 

169-53007 

169-53021 

169-53008 

4B19B4 -006 

AN365 -1032 

ΑΝΟΘΟΡΙΟ 

AN509 -10R13 
AN509-10R25 
AN365-832 

AN960D8L 

AN515-8R14 

AN394 -23 

AN310-3 

AN365-1032 

AN960D10 5 
169-53011 . 
AN394-13 P 
169-53014 A 
169-53017 i 
4B19B4-008 . 
AN520-10-10 s: 
AN960D10 n 
169-53010 > 
4B18B8-125 5 
4B20B6-005 i 
169-53015 3 
169-53029 i 
169-53018 . 
169-53018-5 : 
169-53018-3 , 


BUCKET ASSEMBLY, 
BUCKET ASSEMBLY, Pilots and navigators seat. 
FRAME, Pilots seat bucket. . . Ὁ 
SUPPORT ASSEMBLY, Pilots and navigators “seat 

back release 
HANDLE ASSEMBLY, 
back release 
. PIN, Pilots and navigators seat back . 
release handle 
ARM ASSEMBLY, Pilots and navigators seat 
back release 
BUSHING, Pilots and navigators seat 
back release arm 
Pisin (NA) «s. 1 wow We Rom oe yos 
. SPACER, Screw and bolt . . $6 
. SPRING, Trim tab switch assembly upper 
. PIN, Pilots and navigators seat back... 
release handle 
. HANDLE, 
. PIN, Pilots and navigators seat back release 
handle 
NUT 22$ ox 9o. ο ee 
WASHER. e 49.60 ex 9 δι Uy oss 
BOLT. sanana m OR LAA OE D$ LV P ee 
BRACKET, 
SUPPORT, Pilots and navigators seat parachute. . . 
INTERCOSTAL, Pilots and navigators seat parachute. 
support 
SEAT BACK ASSEMBLY, 
SEAT BACK ΤΠ 


Pilots and navigators seat 


WASHER, 


Pilots (see fig. 18l for next assy 





) 


Pilots seat (see fig. 184 for next assy) 


Pilots and navigators seat back release. 


Pilots and navigators seat parachute support. 


NUT ..... 
WASHER. . . + 
SCREW, Brazier head “Phillips recess “alloy “steel “10-32. 


BEAM, Pilots and navigators. . . . . . s e e eo . 
BEAM ASSEMBLY, Navigators an seat back LH. ... 
BEAM ASSEMBLY, Navigators (only) seat back RH. . . 
FITTING, Navigators seat lower hinge. . . . 
FITTING, Navigators seat back brace support LH. 
. FITTING, Navigators seat back brace support RH. 
BEAM ASSEMBLY, Pilots seat back LH . . . . . +. +. +. 
BEAM ASSEMBLY, Pilots seat back RH . . . « 

. FITTING ASSEMBLY, 
. FITTING ASSEMBLY, 


. . 


. . FITTING, Navigators seat back brace support . . 
. . FITTING, Pn seat back brace νο s 
DOME STOP NUT (NUS). . . . +. + + we ne Aic xe re 
WASHER» «. e€ a € Q9 € ον ue 1€ e 9 c9 ee ο. 9e -ᾱ 
ΜΜ ο late tac Sat Seer E E CE E 
ROLLER, Navigators seat back release lock. 
DOME STOP NUT (NUS). . . . . . 4. . ee eee 
WASHER. 3 ie: a cy ο ο ο WO es ο Y, I m. ᾱ τ 
BOLD UA uo κά κ ον CORR τὰ» o VEDO, E δες Φος COR O 
BAR, Navigators seat back release lock . . . . + 


SPRING, Navigators seat back release torsion. . 

ARM ASSEMBLY, Navigators seat back release locking 
BUSHING, Press fit parm. (Na) Ομ... 

NUP . e €x 


. 


Pilots seat back lower "hinge “LH 
Pilots seat back lower hinge RH 
BUSHING, Press fit plain(supersedes NAS76A5- 007) (NA) 


Ρα cas ats eigen κ ώς 


SCREW . . . . e. 


μμ... 


oe 9 we t| 9| 9 $9 
. 
. 
. 
. 
. 


WASHER. . 

Navigators seat 

PIN e ae s a . 

Navigators seat back “release. 

LINK ASSEMBLY, Navigators seat back release. 
BUSHING, Press fit plain. (RA) sad inde ᾱ ens 


back release. € ler a ei e ; 


SCREWM . s . ......«.. E NC 


WASHER. . " $$ 7 9 9 ws 
BRACKET ASSEMBLY, Navigators seat back release 
BUSHING, Shoulder (NA). . ione σὲ lat η 

s BUSHING, Press fit flanged (NA) os 
. ARM, Navigators seat back operating mechanism. 
. SPRING, 
SHAFT ASSEMBLY, Navigators seat back release . . . 
FITTING, Navigators seat back release shaft . . 
SHAFT, Navigators seat back release . . . . . . 


linkage 


Navlgators (see fig. 186 for next v andy] 


eo] ὁ ot ot] t] . 9 998 n 


Pilots and navigators seat release meóh looking. 
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H-184-53-8A 


FIGURE 189 - THIRD CREWMANS SEAT INSTALLATION 
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PART 
NUMBER 


183-53004-100 


AN365-1032 
AN960D10L 
AN3-5A 
AN3-10A 
AN365-428 
ΑΝΟΘΟΡΗ161, 
AN4-7A 
AN3-23A 
AN4-23A 
183-53004-200 
183-53019 
146-53017 
146-53020 
183-53018-1 
183-53018-2 
183 -53007 -100 
183-53008-1 
183-53008-2 
183-53017 
183-53009-1 
183-53009-2 
183-53010 
AN365 -524 
AN960D516L 
AN5-13A 
183-53015 
183-53016 
183-53013-1 
183-53013-2 
AN5-15A 
AN960D516L 
183-53014 
183-53011 
169-53024 


146-53046-5 
AN365-1032 
AN960D10L 
AN23-10 


$3388949-501-00 


AN509-10R26 


53431905-505-17 


184 -53039 


SEAT INSTALLATION, 


ee ee 


e 9 9 9 c5 9 c9 c9 »»» 9 9 à» 9 * ὁ ὁ ὁ » 9 0 à ὁ 0 9 » » 


AN 01-60AAB-4 
FUSELAGE (Cont) 


e 7 NOMENCLATURE 


Third crewmans. . PEN 
for next assembly) 


2 3 4 5 


(see figure 182 
WASHER : 


BOLT .. 

BOLT .. nopi ata 

NUT. e 

WASHER . 

BOLT PP 

BOT... 

BOLT .. PM 

SEAT ASSEMBLY, Third crewmans seat. "m 
HEADREST ASSEMBLY, Third crewmans seat " 

. . PAD, Headrest . . S4 τῶν Sey “Ῥ. 

. . RETAINER, Headrest “pad. à 
ANGLE, Third crewmans headrest attaching 
ANGLE, Third crewmans headrest attaching 
SEAT BACK ASSEMBLY, Third crewmans . . . 

BEAM ASSEMBLY, Third crewmans seat bac 

. BEAM ASSEMBLY, Third crewmans seat bac 
+= . FOOT, Third crewmans seat rear . . 
- . FITTING, Third crewmans safety belt 
. . FITTING, Third crewmans safety belt 

. >. . FITTING, Third crewmans seat upper 

s -NUT ο ο A ra * "x3. Ὁ ᾱ ὦ 

vi WASHER, ὁ Ὁ wo x» ὃν, ὡς Se cele $9 4 e 
BOLT. ος €» e£ AS ml DS ον 
FITTING, Third crewmans LH seat to floor 
FITTING, Third crewmans RH seat to floor 
FLANGE, 


èe + v . . a ο 

. . > . e'e ο 

e 5 e ebo oo c£; ο ὁ ὁ ὁ ο 
- 9 > 2 ο - > . . . o 
. +. e... o 
e 5 es t o o 
m 


e... 9 tg ὁ n n9 


FLANGE, Third crewmans seat supporting RH. 
BOLT... cu ο coh om imp ae ist Voces - 4 
WASHER. . . 


"Third crewmans seat. ; 
Third crewmans parachut 
Pilots and navigators seat p 


. BRACE ASSEMBLY, 
. SUPPORT ASSEMBLY, 
INTERCOSTAL, 
support 
BUCKET ASSEMBLY, Pilots and navigators se 
ΝΟ» οὐ μμ τώρ μμ Tat rat vio figs 5 
WASHER! is. ara. κ. a ο mte Sei, νο ος a de 
CLEVIS. ... 
INERTIA REEL ASSEMBLY, 
(HTEC) 
. SCREW... 
. CONTROL ASSEMBLY, 
(HTEC) 
BRACKET, Inertia reel control mounting . 


` Personal shoulder 


"Shoulder harness inerti 


Third crewmans seat supporting LH. 


Section [| 
Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 
x ke umor se Ref 


Pp 


PH. 1-1: 5. ο. 
ML. Lu ub iu 
WTS a oe es 
"E MEME 


"attaching LH 
μπας RH . 


e X ὃς ἵει τῷ 
arachute. 


at. 


. ο 


ων 
| HM PREDP ΩΡΑ ΛΑ) {ΞΟΠ ΥΕΑ IP H |I PPE IH A μι OON £000 


harness . 


a real. . . .. 


C 
——M—————M—————————M——————————————— 
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Section || 


Group Assembly Parts List AN 01-60AAB-4 
FUSELAGE (Cont) 





H-184-53-31 


FIGURE 190 - FORWARD FUSELAGE SECTION HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1.2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
190 175-53301-100 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Forward fuselage . Ref 

section (see figure 69 for next assembly) 
175-53308-100 . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Fuselage sta. . Ref 
51 to sta 158 (see fig. 193 for detail breakdown) 
184-53308 . DUCT INSTALLATION, Heat and vent system periscope defrost. . Ref 
(see figure 193 for detail breakdown) 
. 146-5330 . HEATER INSTALLATION, Heat and vent fuselage station 103 to . Ref 
station 158 RH (see fig. 191 for detail breakdown) 
146-53305-400 . DUCT INSTALLATION, Heat and vent fuselage station 158 to , . Ref 
station 256 (see fig. 193 for detail breakdown) 
175-53460-200 . HEAT AND VENT EQUIPMENT INSTALLATION, Cabin air. . . . . . . Ref 
distribution system (see fig. 195 for detail breakdown) 
146-53434-300 . DUCT INSTALLATION, Heat and vent system vent and cooling . . Ref 
package air (see fig. 198 for detail breakdown) 
184-53483 . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Third man . . . Ref 
distribution system (see fig. 197 for detail 
breakdown) 
183-53311-100 . DUCT INSTALLATION, Heat and vent system canopy defrost and . Ref 
side outlet (see fig. 192 for detail breakdown) 
146-53310-200 . EQUIPMENT INSTALLATION, Heat and vent fuselage sta 79-1/2. . Ref 
to sta 114 LH side 
-1 13036-102 . REGULATOR o Fixed isobaric and ratio control . . 1 
AIR 
-2 AN3-5A te BOLT" x41 ον ατα ο ο Le ο ; 8 
-3 AN3-6A uw. BOLT e ue. ο ο οι ο. e E 2 
-h ANQ60D10L £2 SWASHER ο ο ee ο ο es Ue eee een” Δ 
-5 146-53320 e d GASKET, Heat and vent sta 8! cabin air pressure regulator 2 
-6 55000-3.00 ο. VALVE ASSEMBLY, Pressure relief (PC). 7 7 m3 . 1 
-1 AN365-1032 n RO μα ΜΕ uv eee. uto ο GERD Fe Sis d sue ce 8 
-8 AN960D10L à as "WASHER 5... ο ο ο exe ge venim fa lap Dur ee Te DeL en de 8 
-9 146-53339 ee is GASKET, Heat and vent fus sta 109 cabin air dump valve 1 
-10 146-53312-99 - . LINE ASSEMBLY, Heat and vent system cabin air dump valve 1 
and heater fuel 
-11 AN822-4D ° . ELBOW... 2 uox. ee νι e ed a m debug "lel Ein ie" oe 1. 











ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 


Section || 


Group Assembly Parts List 











5 
H-184-53-9 
FIGURE 191 - RH SIDE FUSELAGE STATION 103 TO STATION 158 HEAT AND VENT HEATER INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
91 146-5330 HEATER INSTALLATION, Heat and vent fuselage station 103 Ref 
to 158 RH side (see fig. 190 for next ρε 
-1 930B3 HEATER ASSEMBLY, Heat and vent system (SW)... ὃν ae SE en ἃ 1 
(supersedes 930B1 and 930B2) : 
-2 455-.750-8.2508 . CLAMP, Heat and vent heater support (MAR) . Seaton E 2 
-3 146-53358-5 . PAD, Heat and vent system heater support . . A 2 
-4 146 -53443 Š GASKET, Heat and vent system heater inlet and “outlet duct. ; 2 
-5 AN816-6 . NIPPLE . . . « i s . ; 2 
-6 146-53312-95 . LINE ASSEMBLY, Heater combustion Section overboard árain aft 1 
-T AN931-6-10 . GROMMET. . « . 2 o o . « o èo oo oa oo oo o o o oo ng] 2 
-8 146-53312-53 . LINE ASSEMBLY, Heater combustion section overboard drain aft 1 
-9 146-53423 . DUCT ASSEMBLY, Heat and vent system fuselage station 125 . . 1 
combustion air inlet 
-10 3H2 -24-9 Ὃν, dcs ΩΣ uude 2 
AN748-66 . CLAMP. . ο. 4 
-11 G475015A . VALVE ASSEMBLY, “Combustion air regulator "(sw) Ste Newly Ὅτι 1 
-12 3H2-32-10 . HOSE (NA). Mau ο wol UR qe ο e e s TRO ιν ὄν πόρρω ἃν 1 
AN748-82 a CLAMP ο ο e e aaa e 8-6 AAA 2 
-13 AN931-4-7 . GROMMET. . . da a C8 1 
-14 92501 . IGNITION ASSEMBLY, Heater δν) (supersedes 925A and 9250). . 1 
-15 AN6264-4-14-1/2 . HOSE ASSEMBLY, Detachable end fitting type swivel fittings . 1 
medium high pressure fuel 
-16 AN822-4D . ELBOW. ... ‘ ο E E ts «ὁ 1 
-17 G104D6 ` VALVE, Solenoid fuel Shut-off (MH) ; x aeg 6. o 9o X * ox 1 
-18 AN911-1D " NIPPLE... E “ὁ. 4 ο e 1 
-19 450-0 . FILTER, Fuel "(SkP). MM e EP M E REDE 1 
-20 AN816-4D . NIPPLE... . Φα d wu τος E τὸ ves v 5 
-21 146-53312-65 . LINE ASSEMBLY, Fuselage “station "152 ára in valve to filter. . 1 
-22 AN918-1D A E E E a ia i 
-23 AN911-1D . NIPPLE... EAT ITE ER 1 
-24 w6100-1/8D . VALVE ASSEMBLY, “Plug heater "fuel drain (WTR). ο 1 
-25 146- 53125 . SUPPORT, Heat and vent heater fuel line drain valve. av ec ve 1 
-26 146-53312-69 . LINE ASSEMBLY, Fuselage station 152 fuel line drain. . . . . 1 
valve overboard 
-27 103D6E . SWITCH, Fuel pressure (MCQ) (for a list of detail parts. . . 1 
refer to NAVAERO3-10-550) 
-28 146-53312-61 . LINE ASSEMBLY, Fuselage sta 152 to fuel pressure switch. . . 1 
-29 175-53309-117 | LINE ASSEMBLY, Fuselage station 224-5/8 to station 158 . . . 1 
-30 AN821-4D . ELBOW. . . ENS 1 
-31 175-53309-113 . LINE ASSEMBLY, Fuselage “station “158 to station 152 ο τα. ws ἃν «9 1 
-32 AN913-18 LUOPLUG ΑΜ qon μμ unas ο ο ο UM πος, ο ja 1 
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Section II 


Group Assembly Parts List 





FUSELAGE (Cont) 


AN O1-60AAB-4 





B-184-53-24 


FIGURE 192 - HEAT AND VENT SYSTEM CANOPY DEFROST AND SIDE OUTLETS DUCT INSTALLATION 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
192 183-53311-100 DUCTS INSTALLATION, Heat and vent system canopy defrost and . . Ref 

side outlet (see figure 190 for next assembly) 
183-53312-1 + DUCT ASSEMBLY, Heat and vent system side outlet and. . . . . 1 
canopy defrost LH | 
183-53312-102 . DUCT ASSEMBLY, Heat and vent system side outlet and. . . 1 
canopy defrost RH 
-1 183-53312-25 E WELD ASSEMBLY, Heat and vent system side outlet. . . . . I 
second canopy defrost LH 
183 -53312-27 P WELD ASSEMBLY, Heat and vent system side outlet. . . . . 1 
. Second canopy defrost RH 
-2 183-53312-15 $T a SEAL, Heat and vent sys side outlet second canopy defrost 1 
-3 AN737RM74 e CODAMP fu ο ο A Sates wore tes EN 1 
-4 AN737RMA4 ο ΟΛΜΕ 4 ο x ect os VIS ο ke Gad em en wi ο ος 1 
-5 AN520-10R18 juo oo. τον en rx Lc E ο 1 
-6 AN960D10L e; WASHERS 4 10200959 v9 ο y ete o alas UU RE, fel το e εἷς og 1 
-T 160-53333 . OUTLET ASSEMBLY, Heat and vent sys windshield bow line air . 1 
-8 160-53334 . SPRING, Heat and vent system windshield bow line air outlet. 1 
183-53319-1 . DUCT ASSEMBLY, Heat and vent system sliding canopy defrost . 1 
manifold LH 
183-53319-2 . -DUCT ASSEMBLY, Heat and vent system sliding canopy defrost , 1 
manifold RH i 
183-53319-101 . DUCT ASSEMBLY, Heat and vent system sliding canopy defrost . 1 ΒΗ 
manifold LH 
183-53319-102 . DUCT ASSEMBLY, Heat and vent system sliding canopy defrost . 1 BH 
manifold RH 
-9 183-53319-11 EE RIVET ASSEMBLY, Heat and vent system sliding canopy. . . 1 
i defrost manifold LH 
183-53319-12 oe RIVET ASSEMBLY, Heat and vent system sliding canopy. s 1 
defrost manifold RH 
183-53319-21 at s RIVET ASSEMBLY, Heat and vent system sliding canopy. . 1 BH 
defrost manifold LH 
183-53319-22 " RIVET ASSEMBLY, Heat and vent system sliding canopy. . . 1 BH 
defrost manifold RH 
-10 183-53314-1 FEES . BEARING ASSEMBLY, Heat and vent system canopy . 2 1 
defrost control valve upper LH 
183-53315-2 ΡΝ . BEARING ASSEMBLY, Heat and vent system canopy . T 1 
defrost control valve upper RH 
-11 183-53315-1 PES. . BEARING ASSEMBLY, Heat and vent system canopy . . . 1 
defrost control valve lower LH 
183-53315-2 ES . BEARING ASSEMBLY, Heat and vent system canopy . . . . 1 
defrost control valve lower RH 
183-53319-13 P RIVET ASSEMBLY, Heat and vent system sliding canopy. ; l 
defrost manifold 
-12 183-53316 s . SHAFT, Heat and vent sys canopy defrost control valve 1 
-13 183-53318 * ox . STOP, Heat and vent sys canopy defrost control valve. 1 
-14 183-53317 $9 PLATE ASSEMBLY, Heat and vent system canopy defrost. . . 1 
control valve 
-15 AN365-632 e. d NUT. . . , rui. ἵνα «το ed n doti D Ee e . l 
-16 AN960D6 > WASHER. ο Ὃ a EO nca eg 1 
-17 AN515-6R8 ME CES νι... CE RE a o e aja 1 
-18 146-53343-1 A KNOB ASSEMBLY, Heat and vent sys canopy defrost control. 1 
146-53343-2 "a KNOB ASSEMBLY, Heat and vent sys canopy defrost control. 1 
-19 3672 Sy od . FRICTION CATCH (ACH) .. .. ... . . eee wee 1 
-20 AN565A10-7 "P ο ο ο ο ae oan (wid Ge. ο. m de ee 1 
A a i αἁπαιςτπττ--ππζκααζσα-τζ-ται, 
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ΑΝ O1-60AAB-À 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


PART UNITS 


-1 
-2 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
FUSELAGE STATION 51 TO STATION 256 HEATING AND VENTILATING 
EQUIPMENT 
175-53308-100 + HEATING AND VENTILATING EQUIPMENT INSTALLATION, Fuselage. 


station 51 to station 158 RH side 
(see figure 190 for next assembly) 


. 


No Number 2 . COOLING UNIT AND MISCELLANEOUS HEATING AND VENTILATING. 
EQUIPMENT (see fig. 194 for detail breakdown) 
13050 . . SUPERCHARGER (STTC). ................. 
ATTACHING PARTS 
175-533112 + . SUPPORT ASSEMBLY, Heat and vent system cabin air . 
compressor outboard 
175-533111 + . SUPPORT ASSEMBLY, Heat and vent cabin air compressor 
inboard 
AN4-5A " s BOLT ο uu. us Iste ο UR als wed wy ay eh Gres’ fh eee 
AN365-428 os te, ANU ο μα Ι.Ν UE ide cht ue] VS? badd 
ΑΝΟΘΟΡΗ 161, ο. IWASHER σοι O x mob wd ae cho 
---*-.-- 
146-53328 - . DUCT, Heat and vent fuselage station 130 to station. 
155 turbo bleed air 
146-53321-9 + . CONNECTOR, Heat and vent system duct . . . . . . . 
AN737RM98 $8 CLAMP ο ο ο ο e e ek X ATI ves 
AN742DH6CB x ο CLAMP ai doe da ο a a a a i aa M 
MF10-3911-252E - _. MOTOR ASSEMBLY, Nine cylinder hydraulic (VI) . . 
ATTACHING PARTS 
AN365-524 LL NUT o TE ee A ase xd a xc 
AN960D516L ve ce WASHER: w ues a) Gog es wt x3 ον ον V RUN ο 
a, cn 
175-533113-100 . . DUCT ASSEMBLY, Heat and vent fuselage station 108. 
cabin supercharger discharge duct 
ATTACHING PARTS 
AN365-428 soe NUT ο ke Ge Sa ie ow S 
AN960D416L ο a a ο ο ο aces an) em ao a ad dae 
146-53376 . . GASKET, Heat and vent fuselage station 108 cabin . . 
supercharger discharge 
ον SEA 
146-53321-5 + . CONNECTOR, Heat and vent system duct . . . . . . . . 
AN737RM74 E RA wes odora μα ο ap, anco Cu ud Id 
175-53447 + . LINE, Heat and vent system fuselage station 100. . . 
Supercharger cooling air supply 
146-53321-25 + . CONNECTOR, Heat and vent system duct . . . . . . . 
AN737RM58 soc ο νο O A D RE 
175-53448 + . NOZZLE ASSEMBLY, Heat and vent system compressor . 
cooling air 
ATTACHING PARTS 
AN365-1032 eel us; NUD ο ο ARI ο A ου RR E Eee TR 
AN520-10R8 ese ο ο ο m we sare vet Wal ah el Sa? ord lease. a! Ki Oe sh Se Pe 
AN960D10L at tes WASHER. 22908 dara Seque capo, om e vc e a Tac i 
---ᾱ--- 
146-53364 + . NIPPLE ASSEMBLY, Heat and vent fuselage station 108. 
cabin supercharger discharge 
ATTACHING PARTS 
ANSHUA ο a as 3 
AN960D516L $ ον WASHER o 7h wo a A αρ a ιο) IUS 
-----... 
146-53331 + . ADAPTER, Heat and vent fuselage station 108 control. 
valve to shut-off valve 
W7946-2D + . VALVE ASSEMBLY, Shut-off (WTR) . . . . . . . . . . 
13301 - . VALVE ASSEMBLY, Cooling package by-pass (STTC) . . 
ATTACHING PARTS 
AN3-4A . . BOLT. . ο... Gaba e d 
AN960D10L - . WASHER, $^ ορ το ος s . $23 
AN365 -1032 dece ος ο ο ώς AEP μες PT QD 
AN3-5A a bis. BOLT 2 ca a^ ο Pe «φ) sai eS ey Lia! La dese. ee ce 
AN74-4 sx BOLT a og Se MG seers: «ἁπλῶι ee Sop ta tte oe ὃς de 
AN960D416L š s (WASHER 2 a a a A vio 
146-53378 + . SUPPORT, Heat and vent fuselage station 105 flow . 
control valve 
14546-53379 + . SUPPORT, Heat and vent fuselage station 111 flow . 
control valve 
A, PA 
146-53321-5 + . CONNECTOR, Heat and vent system duct 
AN737RM74 DE CAM. ο a LEM 
146-53370 +». DUCT, Heat and vent fuselage station 114 to station. 
136 flow control to combustion heater : 
146-53382 - . SUPPORT, Heat and vent fuselage station 125 flow 
control valve to heater duct 
146-53333 + . DUCT ASSEMBLY, Heat and vent combustion heater air . 
ínlet 


42189-10-8.73SH 
42189-12-8.73SH 


COUPLING ASSEMBLY, Ventilated band heater duct (MAR) 
COUPLING ASSEMBLY, Ventilated band heater (MAR). . . 


146-53335 - . DUCT ASSEMBLY, Heater and ventilator flow control. 
valve to heat exchange 

146-53380 GASKET, Heat and vent system duct. 

146-53321-7 CONNECTOR, Heat and vent system duct 

AN737RM91 R . CLAMP... ete Wo EISE. HAM ώς Mimi κας a G 


H ΕΣ PHEN B Jun H m 


PEE 


e PEFPREOJW Hr mn O "| σωω PEN HNH 


HOW 


οι ο ou. νο 
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Group Assembly Parts List ΑΝ 01-60AAB-h 


FUSELAGE (Cont) 


STA. 224-5/8 





H-184-53-1B 


FIGURE 193 - FUSELAGE STATION 5i TO STATION 256 HEATING AND VENTILATING EQUIPMENT 
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FIGURE & 
INDEX NUMBER 


193-43 


-44 


-70 
-72 


PART 
NUMBER 1 2 


175-53364-100 
175-53364-19 
175-53477 E 
175-53477-5 
175-53478 


175-53481 
ATTACHING PARTS 


AN3-HA 
AN960D10L 


175-53479 


ATTACHING PARTS 
AN3-7A $3 
AN960D10L 


175-53h80 


146-53321-11 . 

AN737RM107 $ Le 
AN742D50CB $c 
146-53361 . 


175-533114 


146-53368 2 ou 
146-53374 + xs 


10963E 

3H2LÀ -69 
3H2-1-59 
AN844 -4D 
AN840-4D 
K9000S1A 
146-53350-9 
AN737RM56 

146 -53305-400 


e 0 9 ο n, t ο ο n 


146-53305-19 . 
146 -53305-5 

146-53321-9 es 
AN748-98 s! <6 
146-53305-15 i 
175-53474-65 


AN815-4D ES 
169-53312-50 s. Ye 


175-53309-117 


AN 01-60AAB-4 
FUSELAGE (Cont) 


3 4 5 6 7 n NOMENCLATURE 


DUCT ASSEMBLY, Heat and vent system fuselage * 9 
station 120 wl 1-1/2 third manifold vent air 
DUCT SUB ASSEMBLY, Heat and vent system fuselage. 
station 120 wl 1-1/2 third manifold vent air 
DUCT ASSEMBLY, Heat and vent system fuselage station 
135 wl 1-1/2 third manifold vent air 
DUCT SUB ASSEMBLY, Heat and vent system fuselage. 
station 135 wl 1-1/2 third manifold vent air 
DUCT ASSEMBLY, Heat and vent system fuselage station 
142-1/2 wi 1-1/2 third manifold vent air 
GASKET, Heat and vent system nose wheel well LH wall 


BOUT ra a a E ALA ο ο 
WASHER. secs: 0l a Wee πο ᾱ τῳ. ον E Vy ὃς Ὁ 


DUCT ASSEMBLY, Heat and vent system fuselage station . 


152-1/2 below floor third manifold vent air 


BOLT y o anan ὅν A τῶ ar eae ned By νι δν” ον 
WASHER wo» e e ae ΚΠ (ων ee, φρο 


GASKET, Heat and vent system fuselage station 152. . 
below floor thirá manifold vent air duct 
CONNECTOR, Heat and vent system duct . . . . . . . . 
CLAMP nw αν Re RES aR a DEA AR ae BR ee RO ὁ 

CLAMP . . x "ak ur τς A Won dee ka TT ας ὦ 
DUCT ASSEMBLY, Heat and vent fuselage station 125. 
emergency ram valve 
DUCT ASSEMBLY, Heat and vent cabin supercharger. 
alr inlet 
GASKET, Heat and vent cabin supercharger inlet . . 
SCREEN ASSEMBLY, Heat and vent fuselage station 109. 
cabin supercharger air inlet 
SWITCH (STTC). . . . . . . . . . . 


HOSE UN Ya TI EE REP RD νο 
HOSE (ΝΑ Meets ος EN relatu us ; 
ELBOW . . . . . eee OEC: 


ADAPTER . . t AAN g 
DRAINCOCK, 1/8 pipe side (KOE)... 
DUCT, Heat and vent system flexible. 
CLAMP . 


. 


. . ὁ ὁ o 


DUCT INSTALLATION, Heat “and “vent fuselage station "158; 


to station 256 heater fuel line turbo bleed 
(see figure 190 for next assembly) 
. DUCT SUB ASSEMBLY, Heat and vent fuselage station 
158 to 256 heater fuel line and turbo bleed 
DUCT SUB ASSEMBLY, Heat and vent fuselage station 
158 to 256 heater fuel line and turbo bleed 
CONNECTOR, Heat and vent system duct. . . . . . . 
CLAMP. 1.4.4 e 4-5 ov 9 τϕ- ο ος δις 320 VUES a, de S 
TUBE, Fuselage station 211 to station 161 heat. . 
and vent 
LINE ASSEMBLY, Fuel line from fuselage station. . 
254-5/8 to station 224-5/8 
UNION . . 8 ο, et ος IE 
LINE ASSEMBLY, Heat “and “vent cabin air and heater. . 
fuel fuselage station 224-5/8 bulkhead 
LINE ASSEMBLY, Fuselage station 224-5/8 to station . 
158 (supersedes 169-53312-52 for future 
procurement) 


eo 9 5 . 9 on 


AN833-4D . ELBOW A E E 
AN924 -4D á NUT asg Sa 40€ τς Se qr d paa ese a ee ike e 
AN960D716 A WASHER i. 223-075 V co, seh. Subbu το s e rata ae 
184-53308 . DUCT INSTALLATION, Heat and vent system periscope 
defrost (see figure 190 for next assembly) 

184-53322 . DUCT ASSEMBLY, Heat and vent system periscope defrost. 
184 -53323 s DUCT, Heat and vent syatem periscope defrost . . . y 
3H2L8-12 A HOSE (NA). . . . . è ee ο an wa BeBe aes git gs 
AN737RM30 š CLAMP- a 4 0 o ue a a e a 9 0€ dose 


PER ASSY. 


Section || 


UNITS 
1 
1 
1 


-= πη” » PN PF ori OP 


μα κο 


NAAA κα κο ο νο 


HOW e H 


Group Assembly Parts List 


USEABLE ON 
CODE 
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Group Assembly Parts List AN 01-60AAB-4 


FUSELAGE (Cont) 


H-184-53-5 





FIGURE 194 - COOLING UNIT AND MISCELLANEOUS HEAT AND VENT EQUIPMENT 
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ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Section Il 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
EX NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
194 No Number COOLING UNIT AND MISCELLANEOUS HEAT AND VENT EQUIP (see fig. 193)Ref 
-1 13070 + COOLING UNIT, Air cycle machine cabin cooler (STTC). . . . . . 1 
ATTACHING PARTS 
-2 146-53383 . SEAL, Heat and vent system cooling package upper and lower . 1 
-3 146-53384 . SEAL, Heat and vent system cooling package entrance. . go tán Y al 
-4 AN960D10L μα WASHER OS ιν Ομ CMM T DK MNA MN RUE 
-5 AN960D10 WASHER MC ο ο ο ο ο ο ne KANE 27 
-6 AN3-5A BOLT M DIT: 
ues εν 
-T7 13127 . FILLER ASSEMBLY, Air cycle machine 041 το X πο, νῷ 1 
-8 W7947-2D . VALVE ASSEMBLY, Motor slide shut-off (WTR) . . avy, “αν οφ νῷ 1 
ATTACHING PARTS 
-9 ANSHAA 35, BUE fe cg) e ee Ar ae -ᾱ Ste -ᾱ $3 EIE) 
-10 AN960D516L WASHER . . . 4. . 4. ew ee eee eme S kie aea ndn B 
-11 ANY -40A BOLT. A a d ul ces ew ERO A sa Ὁ) sn ὅς κα v ed 
-12 AN4 -5A BOLT e ara aoe GO aha x .ᾱ i a « 9l els ace ci Ὁ 
-13 AN960D416L WASHER... 1. 1 ο ο wo ο A E p, te s s . 6 
-14 AN365-428 NUT. ο’ ἵνα. ανν. ο μον. «ὦ CMS vns τη a 
παει E nes d 
-15 AN502-10-8 ΩΜΟ an uo te, Me Te a iat to ο v el aie: Son. Ὁ ο ὦ «5 
-16 AN960D10L WASHER 24.05. a. xc om dU Re bos Ὁ 140 v» τς. (οι ose, Te Ces ϱ . 6 
-17 146-53372 GASKET, Heat and vent fuselage station 114 cabin . . . . . . 1 
supercharger ram air inlet duct 
-18 146-53373 VALVE ASSEMBLY, Heat and vent fuselage station 114 . . . vows d 
cabin supercharger ram air inlet 
-19 AN501A10-10 SCREW κ πο e idet ἧς ie D) leon Sar ee Seve. as CELER ἐν ας ο VE OD. 
-20 AN960D10L WASHER. . . . " Se Sy Ge ake EE: 
-21 90410-2 VALVE ASSEMBLY, Two inch” check (AIR). Sog si WU ο οι ee re ον - τὰ 
-22 146-53372 GASKET, Heat and vent fuselage station 114. κ... a sm «3 
Cabin supercharger ram air inlet duct 
-23 146-53373 -3 5 WELD ASSEMBLY, Supercharger ram air inlet duct. . . . . . . 1 
-24 146-53321-5 . CONNECTOR, Heat and vent system duct . . . . . s s e . . . . . l 
AN737RM74 . CLAMP. . . . A $ R . sw 3 
-25 146-53363 . ELBOW, Heat and vent cabin. supercharger ram air inlet duct sw ἃ 
-26 146-53391 : SUPPORT, Heat and vent ram air to supercharger duct. . . . . . 1 
-27 146-53334 . DUCT ASSEMBLY, Heat and vent combustion heater air . . . . . . 1 
discharge (contains No. 41666-800-07 MAR flange 
welded to duct) 
-28 42189-10-8.73SH . COUPLING ASSEMBLY, Ventilated band heated n a NO IESU 
-29 42189-12-8.73SH . COUPLING ASSEMBLY, Ventilated band heated (MAR). . . . . . . . 1 
-30 46B401-2 +. THERMOSTAT (VCH) . . & vj. ο OD dme ode cem ο “et Ee Gel Few CE 
-31 502D2NAS . SWITCH, Temperature control ' (McQ): κ Κερ. ae Age ae Ss ge, Ὁ 
-32 146-53321-11 z CONNECTOR, Heat and vent system duct . . . . . . . . νο» a. 1 
AN737RM107 . CLAMP. . . " - A OS 
-33 175-53431 . DUCT ASSEMBLY, Heat αμα vent cooling package discharger. . . . 1 
-34 175-53431-19 + . INSULATION ASSEMBLY, Heat and vent system duct. . . i^e tek τα 
-35 175-53431-27 è WELD ASSEMBLY, Heat and vent cooling package discharger kso cod 
-36 146-53321-11 . CONNECTOR, Heat and vent system duct . . . e s es > e "^ 
AN737RM107 . CLAMP. . . ae S. up y νο δι tes uo en Ὅς, “Ὁ 
-37 48B22-1 . THERMOSTAT (VCH) (1n 146-53431 duct) . . Sus i 
-38 146-53406 . GASKET, Heat and vent temperature control “duct thermostat. No] 
-39 AN502 -10-8 « (SCREW. 4 &  ὁ e f 5 Ro x Yon ox v dice E w ὑφ ro a ἃ 
-40 AN960D10L . WASHER . . EM ο ο de a ls sak ees, ὦν “Ἡ 
-41 48B20 . THERMOSTAT (vcn) (in 146-53434 dutt): RO: 
-42 AN515-6R8 èr ISCREW SS τος σπα ee um wey μας am «em RR ἐς, τον τν, de A 
AN960D6L EB c MATTEL 
-43 175- 23309- 109 + LINE ASSEMBLY, Nose wheel well to cooling package (011). . . . 1 
-44 AN816-40 τ ONZPPLEC 4 a as ᾱ ο a ο ον νο ν a do νε cl 
-45 AN911-1D » ΝΕΕΣ, E E A ὍΝ. ces mo C8 ce Gere OU uoo A od 
-46 146-53312-85 + LINE ASSEMBLY, Duct press switch station 62 to station . . . 1 
79-1/2 below floor (arrine) 

-47 AN931-4S7 . GROMMET. ... eee ο ὁ ews 1 
-48 146-53312-87 - LINE, Duct press Switch station 79- 1/2 to heater Ph τον NS: 
discharge duct (air line) 

-49 3H214-12 ο σαν κ ο e le A yog. RS ow We d da TO 

AN737RM22 . CLAMP. .. . di m SO we, ο 
-50 W7946-2D. VALVE ASSEMBLY, "Motor slide "shut- off (WTR) ο ο ο: 
ATTACHING PARTS 
-51 ANSHYA a” BOL ir γον a s ; PIPER 
-52 AN960D516L s WASHER? p ede lo αι uae Rh momo ir δ, hee Ὢ ar es eae rae a O 
-53 AN4-5A s BOLT ο ο ο ο ο... A MERCIER eta E 
-54 AN960DH 16L + WASHER . . . . . . . . . . P te XUL sp is "P . A 
-55 AN365-428 . NUT. Coen ο ο ου” * Ὁ . . a. 6 δε e 
— PA 3 
-56 _146-53364 . NIPPLE ASSEMBLY, Heat and vent fuselage station 108. . . . $e d 
cabin supercharger discharge 
-57 146-53419 - SUPPORT, Heat and vent air cycle machine Ra pass valve . . . . 1 
-58 146-53321-5 5 CONNECTOR, Heat and vent system duct . . . ο ο”. 
AN737RM74 σπα ο ον ο iy EAE ce, ae Me, a act ee fad Noe ae Te Ὁ 
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FIGURE 195 - CABIN AIR DISTRIBUTION SYSTEM HEATING AND VENTILATING EQUIPMENT INSTALLATION 
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ΑΝ O1-60AAB-4 


FUSELAGE (Cont) 


Section II 
Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
EX NUMBER Ἢ 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
195 175-53460-200 HEATING AND VENTILATING EQUIPMENT INSTALLATION, Cabin air. . .Ref 
᾿ S distribution system (see figure 190 for next assembly) 
No Number . HEATING AND VENTILATING CABIN TEMPERATURE CONTROLS . . . + . .Ref 
(see figure 196 for detail breakdown) 
-1 184-53316 . OUTLET ASSEMBLY, Heat and vent system navigator'S. . . . . . . 1 
foot warmer floor 
-2 80300 * ASPIRATING NOZZLE, Anemostat air defuser. . . . . . . . . l 
(type No. 5NC3) (ANE) 

-3 AN515-6R6 SCREW: ος eoo teh oe sw ο ο Ue ο ο E Ie ee ή 
ANQ60D6L WASHER ως eye ay et oe te ere oes ντ ον SRE ee? Mer Mee, nein E een es we 1 
AN365-632 . NUT. 5 axe cU 

-4 184 -53317 A REGULATOR ASSEMBLY, "Heat and vent "system navigator! S. xw ως, X 

foot warmer valve 
-5 184-53311 - HOUSING, Heat and vent navigator's floor warmer valve lower. . 1 
-6 184-53310 FLANGE ASSEMBLY, Heat and vent fuselage station 104-5/8. . . . 1 
cabin air distribution system floor j 
AN3-5A a SCREWS v 5. ecu OE EL RR USES Ae ο Je ο us depo Oe ει Ὁ 5 
AN960D10L s “WASHER “S20: wr ὑρ νι USD A XT ἃ ἃ οὐ. ὥς ᾱ CEA Qe κια e e 
AN365-1032 E S Sos. tese e e etre wish ορ Me dd LA ο. σεν, dede womit 28 

-T 146-53407 . DUCT, Heat and vent canopy defrost forward Se es ose Meta, Κα; can fet er. AL 

-8 146-53321-5 a CONNECTOR, Heat and vent system: os ja ev A e ο 53 
AN737RM74 4 CLAMP; a vw oo» 8 Ὁ Ὁ τὸ τόνο ο ο a 5 
AN742D18CB wi CLAMP” S. a Se eee at as aoe AR Dec ob -ᾱ e . ο τη τῷ Re» τὴν 
AN742D34C € CLAMP, vo. i 02 a a ο ϱ Atel οὐ Ὁ 

-9 160-53385-1 . DUCT ASSEMBLY, Heat and vent system cabin canopy defrost LH. . 1 
160-53385-102 . DUCT ASSEMBLY, Heat and vent system cabin canopy defrost RH. . 1 

-10 160-53307-3 . MANIFOLD ASSEMBLY, Heat and vent system windshield defrost . . 1 

LH front : 

-11 160-53307 -5 . MANIFOLD ASSEMBLY, Heat and vent system windshield . . . . . . 1 

defrost RH front 

-12 160-53307-7 . MANIFOLD ASSEMBLY, Heat and vent system windshield . . . . .. 1 

defrost LH rear 

-13 160-53307-9 . MANIFOLD ASSEMBLY, Heat and vent system windshield . . . . . . 1 

defrost RH rear 

-14 146-53321-7 . CONNECTOR, Heat and vent system duct . . . . . . s s s o ees 1 
AN737RM91 zs CLAMP 53 ο ο ee n. Te ui ties o a ο ο 
146-53412-5 . STRAP ASSEMBLY, Heat and vent windshield defrost ....... 2 D 

manifold support RH 

-15 146-53412-5 . STRAP ASSEMBLY, Heat and vent windshield defrost ....... 1 AQ 

manifold support LH 
184 -53324 . STRAP ASSEMBLY, Heat and vent windshield defrost . . . . . . . 1 AQ 
] manifold support RH 
-16 146-53323 . ELBOW ASSEMBLY, Heat and vent fuselage station 56 cabin. . . . 1 
air distribution system duct 

-17 146-53386 . ELBOW ASSEMBLY, Heat and vent fuselage station 56 duct . . . . 1 
146-53387 . GASKET, Heat and vent fuselage station 56 cabin air. . . . . . 1 

distribution system 

-18 146-53321-11 . CONNECTOR, Heat and vent system duct . . . . . . s . . Vas. di 
AN737RM107 . CLAMP. ... oe ο we wo « e as Ὁ 

-19 146-53402-100 . DUCT ASSEMBLY, Heat and vent cabin floor air outlet. cae d 

-20 146-53321-5 . CONNECTOR, Heat and vent o O ox 3*5 Xe 
AN737RM74 . CLAMP... cu mui s iria, 19 

-21 146-5332 . OUTLET ASSEMBLY, Heat “and "vent cabin air distribution. "IEEE 

system floor 
-22 80300 n ASPIRATING NOZZLE, Anemostat air defuser. . . . . .. ... 2 
(type No. 5NC3) (ANE) 
-23 14146-53405 . SUPPORT ASSEMBLY, Heat and vent fuselage station 88. . . . .. 1 
windshield defrost manifoid LH 
146-53405-10 . SUPPORT ASSEMBLY, Heat and vent fuselage station 88. . . . . . 1 D 
windshield defrost manifold RH 
184 -53325 . SUPPORT ASSEMBLY, Heat and vent fuselage station 88. . . . . . 1 AQ 





windshield defrost manifold RH 
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FIGURE 196 - HEATING AND VENTILATING CABIN TEMPERATURE CONTROLS 
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Section 11 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
196 No Number HEAT AND VENT CABIN TEMPERATURE CONTROLS . . . . . . . . . . - Ref 

; (see figure 195 for next assembly) 4 
-1 160-53394-200 . PANEL ASSEMBLY, Heat and vent system windshield . . . . . . 1 
and foot air control 
-2 NAS123B125 ud ὦ KNOB, Control one inch diameter x 5/8 dual plastic. . . 1 
-3 7813-1032-8A - .  SCREW, 100° countersunk (NA) . .;.......... 1 
-4 160-53394-15 5 ὦ HANDLE ASSEMBLY, Heat and vent system windshield. . . . 1 
and foot air control 
-5 61-3308 + +  . BULLET CATCH (NLC). ........... hs 1 
-6 AN365-1032 > NU Tacens ο paneer AD Yer, ο ee Ὁ tad era be 1 
-T AN960D10L sj s WASHER... vov e as a « a oi Aer Hoc, Ba cs 9; Ὃς 2 
-8 4B21B3-012 + + . BUSHING, Spacer (ΝΔ).............. if ᾳ 1 
-9 ΑΝ3-ΤΑ ὡς BOLTS ΟΝ ΙΙΙ νννἮνν ο μας "ET 1 
-10 AN515-8R7 A A ο μ.ο. 4 
AN515-8R8 SCREW. v.v. uh Tae” SER eee a tates Ge ὃς νη 3 
-11 AN960DBL WASHER V cen vc y oM uk is ce ce ο cw, ο TR S Sa ies dt 7 
-12 175-53474-81 LINE ASSEMBLY, Air line from station, 115 to pneumatic dump. 1 
valve atmosphere control 
-13 175-53476-77 LINE ASSEMBLY, Air line from station 115 to pneumatic dump. 1 
valve control 
-14 AN815-4D UNION, Q5 vec ο o ds ο n 2 
-15 175-53476-69 LINE ASSEMBLY, Cabin floor'to station 115 are μα S a 1 
-16 175-53476-73 LINE ASSEMBLY, Cabin floor to station 115 (air line). . . . 1 
-17 ANQ24-4D NUT einai ο e ο OE Ree Gh αμα ee σ΄ CCS 2 
AN9O02-4 GASKET. a ti a a a uem Si RI hie de 2 
-18 AN837 -4D ELBOW. Sie oat ad τὸ ος socks wd N Dee Cau rg Debs vb EU 2 
-19 146-53312-127 LINE ASSEMBLY, Cabin floor to pneumatic dump valve (air line) 1 
-20 146-53312-129 LINE ree μα floor to pneumatic dump valve atmosphere 1 
alr line 
-21 3H214-12 ¢ HOSE: (NA). 205 60626 Bee ow Re Rum de a eel Ao OS 4 
-22 146-53312-45 + LINE ASSEMBLY, Cabin floor to nose wheel well . . . . . . . i 
atmosphere fitting (air line) 
-23 AN816-4D s ONIRPLES: cia 02 o ris. ο ohh, das Dep as Vra 1 
-24 146-53312-49 . LINE ASSEMBLY, Cabin floor to radiomans floor (air line). . 1 
-25 AN823-4D g, ELBOW AA ο ο ο ο ο ο μα IRL AE ὦ 1 
-26 146-53312-107 . LINE ASSEMBLY, Nose wheel well fitting to radiomans . . . . 1 
floor (air line) 
-27 AN815 -4D a UNION ο a e a al er Pelle Bi 1 
-28 146-53410-7 . CONTROL ASSEMBLY, Heat and vent cabin air distribution, . . 1 
system flexible 
-29 AN393-13 ESPIN RA ο RE RR Rad 2 
-30 AN960-10L x, WASHER. 2 4e. x Ι.Ν A 8 
-31 160-53353 . ROD ASSEMBLY, Heat and vent fuselage station 60-1/2 . . .. 1 
windshield defrost control 
-32 AN486-4 Ρ CLEVIS: a a ο D re tatc ο ὦν ορ. 2 
-33 AN316-4R νιν’, τν Wea Wie, eee alo 2 
-34 160-53351 . SUPPORT ASSEMBLY, Heat and vent windshield defrost control. 1 
-35 AN365-1032 evo ANUT dos de cs ose qe A ake ο... 1 
-36 AN960D10L eS WASHER APP Ἦν ΟΥ sath atl Siow iC ace Bee 2 
-37 AN3-10A 5 9 BOLT. ο o ο ο NN 1 
-38 160-53355 : LEVER ASSEMBLY, Heat and vent windshield defrost control 1 
-39 4B21B3-016 : BUSHING, Spacer (ΝΑ). ................ 1 
-40 160-53352 : SUPPORT, Heat and vent fuselage station 60-1/2. . . . . 1 
windshield defrost control 
-41 AN365-1032 NUI ο a πο ο Αα tes Ga tah e 2 
-42 AN960-10 é- WASHER i. Ὁ, E A Ll s) e ia a as cto ia Vat rg 2 
- 3 146-53409 . BOLT, Heat and vent cabin air distribution system control . 2 
-44 146-53395 . BUSHING, Heat and vent cabin air distribution. . . .. 6 2 
system control 
-45 146-53322-100 + MANIFOLD ASSEMBLY, Heat and vent station 56 cabin..... 1 
distribution system 
-46 146-53322-31 MANIFOLD WELD ASSEMBLY, Heat and vent cabin air .... 1 
distribution system control 
-47 146-53322-37 A BELLCRANK WELD ASSEMBLY, Heat and vent cabin air. . å 1 
distribution system control 
-48 146-53322-19 ὃ DAMPER, Heat and vent cabin air distribution. . . .. . 1 
~ system control 
-49 146-53322-35 * SHAFT AND ARM WELD ASSEMBLY, Heat and vent cabin. . A 1 
air distribution system control 
-50 146-53322-25 DAMPER, Heat and vent cabin air distribution. . . . . . 1 
System control E 
-51 146 -53397 : LINK ASSEMBLY, Heat and vent cabin air distribution . . 1 
System valve 
-52 AN486-4 n CLEVES 1.6 40€ 0-9. Heo m. deer eie DANCE RES 2 
-53 AN316-4 da dá A A E Ese rks el DS Sar 2 
-54 46B377-2 >, THERMOSTAT (VCH) e ca. co St a sa Ta Mes ee ae ED e Y A 1 
-55 PG208AS3 . SWITCH ASSEMBLY, Air pressure (MH)... .......... 1 
-56 AN822-4D A A O ο. HE 1 
-57 146-53312-81 . LINE ASSEMBLY, Duct pressure switch pilots floor, . ; . .. 1 
station 60 to station 62 (air line 
-58 AN924-4D « NUT. Si gas cw UE οφ. de τῶν δι aia Se 5, σφι, DP Sores ὦ. k RE . 1 
-59 ΑΝΟΘΟΡΤΙ6 . WASHER. VES * Ὁ LUN MD ο ο ο EY 1 
-6ο ΑΝΟΟΡ- . GASKET Ze UP. wi de Tex w^ ας Se) (δι ve . By cat fol viet fee bet Seve a E cg 1 
-61 AN833-4D - ELBOW 2 NONE E C ds en Tai Ds 4 . E E Was Mae Mar dos 1 
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FIGURE 197 - HEAT AND VENT THIRD MAN DISTRIBUTION SYSTEM EQUIPMENT INSTALLATION 
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FIGURE & 


INDEX NUMBER 


197 


-1 


-2 
-3 
-} 


-5 
-6 
-7 


-8 


PART 
NUMBER 


184 -53483 


1/5-53487 
175-53487 -7 


AN3-4A 
AN960D10L 
146-53321-27 
AN737RM44 
AN3-7A 
AN960D10L 
175-53482 


184 -53484 
184-53484-21 
184-53484-3 


146-53321-5 
AN737RM74 
AN365-1032 
AN960D10 
AN3-4A 

184 -53485 


184 -53485-13 
184 -53485-3 


AN365 -632 
AN960D6 
AN515-6R14 
184 -53485-25 


184 -53485 -23 


AN960D716 
175-53489 


175-53496 
AN365 -1032 
AN960D10L 
AN960D10 
AN3-4A 
175-53491 


175-53493 
AN737RM44 
AN7T42D20 
146 -53321-25 
ΑΝΤ3ΤΗΜΡ6 
175-53488 
175-53488-9 
175-53488-11 
175-53488-17 
AN520-10R18 
AN960D10L 
169-53333 


160-53334 
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Section | 


Group Assembly Parts List 


UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
EQUIPMENT INSTALLATION, Heat and vent third man distribution . Ref 
system (see figure 190 for next assembly) 
OUTLET ASSEMBLY, Heat and vent system third man air foot. 1 
OUTLET SUB ASSEMBLY, Heat and vent system third. 1 
man air foot 
BOLT a. ΟΡ Geena it etn at dating χά 2 
WASHER . ὦ: αὶ ινε ες i, ee DW X vm. κ ον ὁ 2 
CONNECTOR, Heat and vent system aT 1 
CLAMP. V. s άν αν νε SU De ο» Se he 2 
BOLT Ma Re p; € d t x i ser Ὁ ᾱ Iri τ 4 
WASHER c= anel e a Sec ue Rs VIR T UE QUIE. GR ee fon Gee es -ᾱ 4 
GASKET, Heat and vent system station 152-1/2 above. 1 
floor third man vent air duct 
DUCT ASSEMBLY, Heat and vent system station 152-1/2 1 
third man above floor vent alr 
DUCT INSULATION ASSEMBLY, Heat and vent system . . A 1 
station 152-1/2 third man above floor vent air 
WELD ASSEMBLY, Heat and vent system station. . 1 
152-1/2 third man above floor vent air 
CONNECTOR, Heat and vent system . . . . .. κ η 2 
CEAMPS anan e ue A ros r 4 
Πενν ο αμ o e " 2 
WASHER τ. εν... ὤ κ 9x cx a MU .8 48. εν αν e E 4 
BOT... "X" E 2 
DUCT ASSEMBLY, Heat and vent system third man defrost . 1 
air side to window manifold 
DUCT INSULATION ASSEMBLY, Heat and vent- system third 1 
man defrost air side to window manifold 
WELD ASSEMBLY, Heat and vent system third man. 1 
defrost air side to window manifold 
Sou NUT GS II uan ον, $c τες» Ἕν. τὸ a UN 1 
seo. WASHER ὃν 005097 un 40€ mt mw a 2 
ὃ ye GROUT CF ers on ten Ap irt Cat WE. εὐ tah Mak ολο, Sr σον οι li X τῷ 1 
. . RETAINER, Heat and vent system third man defrost . 1 
air side to window manifold 
+. COLLAR, Heat and vent system third man defrost . . > 1 
air side to window manifold 
av. tax WASHERG e V no eue ume ο ὦ LAN RC UN COR I oe s 1 
+ . SPRING, Heat and vent system third man window. . . . A 1 
defrost valve 
. SHAFT ASSEMBLY, Heat and vent third man window defrost . i 
: NUT. o0. 4 ον ο ος pud an ug Ubro fie Pra t ; A 
WASHER : $c Ue τώ, eo 9 a de τῳ. Ve ws Vei th LU D e 4 
WASHER μα 1€ ο ο Dh orcas cate ο... š 4 
. BOLT .. a AO gs. ia 4 
. MANIFOLD ASSEMBLY, Heat and vent “system third man "E" 1 
Side window defrost air forward 
MANIFOLD, Heat and vent system third man side window. . l 
defrost air aft 
CLAMP. . . SES [ec ο ui “Ἔν a we ο fans “cos ay Te 1 
CLAMP. kho ο cle uS “ὃν d mug uev τὰ 2 
CONNECTOR, Heat and vent system PER 1 
CLAMP. . . 4X UR Leu oy καὶ. Bn ree ο οἷ) ο μμ... 2 
DUCT ASSEMBLY; Heat and vent system third man vent. 1 
air side outlet 
DUCT SUB ASSEMBLY, Heat and vent system third. . . 1 
man vent air side outlet 
DUCT SUB ASSEMBLY, Heat and vent system third. 1 
man vent air side outlet 
DUCT INSULATION ASSEMBLY, Heat and vent system 1 
third man vent air side outlet 
SCREW A E ο ο Velle A Se IU ve hers 1 
WASHER . . s 1 
OUTLET ASSEMBLY, “Heat and vent "system windshield. 1 
bow line air 
SPRING, Heat and vent system windshield bow line. 1 


air outlet 
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FIGURE 198 - HEAT AND VENT SYSTEM VENT AND COOLING PACKAGE AIR DUCT INSTALLATION 


FIGURE & PART . UNITS USEABLE ON 
CODE 





INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. 
198 14146-53434 -300 DUCT INSTALLATION, Heat and vent system vent and cooling . . . . Ref 
package air (see fig. 190 for next assembly 
-1 146-53432-10 . DUCT ASSEMBLY, Heat and vent fuselage station 94. . . . . . + 1 
to station 116 vent air 
-2 175-53453 $c DUCT ASSEMBLY, Heat and vent system fuselage station. . . 1 
90 supercharger cooling air take-off 
-3 146-53351 ets ADAPTER ASSEMBLY, Heat and vent fuselage station. .... 1 
114 supercharger inlet duct 
-4 146-53359 Ὅν La ADAPTER ASSEMBLY, Heat and vent fuselage station. . . . . 1 
y 114 emergency ram valve 
-5 146-53360 Ὁ y ELBOW ASSEMBLY, Heat and vent system fuselage station . . 1 
114 combustion air inlet duct 
-6 146-53440-3 . GASKET, Heat and vent system fuselage station 94 vent line. . 2 
-T 146-53440-5 . GASKET, Heat and vent system fuselage station 94 vent line. . 1 
-8 146-53440-7 . GASKET, Heat and vent system fuselage station 94 vent line. . 1 
-9 AN365-1032 ο μι μα AO ος 
-10 ΑΝΟΘΟΡΙΟΙ, oe WASHER. το Vet ser. τν τίς ed" GS «οἱ a ὃς O O ee Ὁ αν ep ον τῳ, is 44 
-11 AN3-3A s: ΘΕΈ... ο τω WA ο i ie, ac ee Fee, SO. $7 22 
-12 146-53433 . DUCT ASSEMBLY, Heat and vent system fuselage station. . . .. 1 
19-1/2 to station 95 vent air 
-13 325-0.625-6.3128 . CLAMP (MAR). . ........................ 4 
-14 146-53438 . CONNECTOR, Heat and vent system cooling package air duct... 2 
-15 146-53435 . DUCT ASSEMBLY, Heat and vent fuselage station . . . . . . .. 1 
79-2 to station 51 vent air 
-16 169-53434 . DUCT INSTALLATION, Heat and vent system vent. . . . . . . . . Ref 
and cooling package air 
-17 169-53441 . . BRACKET, Heat and vent system fuselage station 35 . . . . 1 
duct support 
-18 AN365-1032 Bo ow NUT IIS 0$ x wisi WD 40€ ; in rus ὦ : : μὰ ce 
-19 AN3-3A 24 uu. IBOUT ο E wee Ce: A e 
-20 AN960D10L ae d) CWASHERI-. Avo δν λος pel aah e Boom Fever es Sv Deu We er. oe 
-21 325-0.625-6.3125 . . CLAMP (MAR)... . . +. . + 2 4 eee ee ee .. . . . .. 2 
-22 146-53439 - . SEAL, Heat and vent fuselage sta 51 vent air pressure . . 1 
-23 AN365-832 iy ος ο CN . 8 
-24 NAS220-8 g^. ἕνα SCREW, Brazier head Phillips recess alloy steel . . . .. 8 
-25 AN960D86 E 5 WASHERS 'i0. 295 xm ον ολοι ete τν δὲ δ, ντ κ, ie Ὅν de SE το) τόν e 16 
-26 169-53437 - . DUCT ASSEMBLY, Heat and vent system fuselage station. . . 1 
30 to station 56 ram air 
169-53437-20 S xs . DUCT SUB ASSEMBLY, Heat and vent system fuselage . . 1 


station 30 to station 56 ram air 
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H-184-53-37 


FIGURE 199 - RADIO COMPARTMENT INSULATION AND LOWER FLOOR CARPET 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE ; PER ASSY. CODE 
199 RADIO COMPARTMENT INSULATION AND LOWER FLOOR CARPET 
18h-53527 . INSULATION INSTALLATION, Fuselage station 199-1/2 top . . . Ref 
(see figure 200 for next assembly) è 
-1 184 -53527 -3 . . PANEL ASSEMBLY, Fuselage station 199-1/2 top . . $ 1 
-2 184 -53521 . . PAD ASSEMBLY, Radio operators electrical console . . . . 1 
-3 175-53522 . . PAD ASSEMBLY, Fuselage station 199-1/2 frame insulating. 1 
175-53521-101 . INSULATION INSTALLATION, Vuselage station 224-5/8 . . . . . Ref 
radio compartment (see fig. 200 for next assembly) 
-4 175-53521-27 . . PANEL ASSEMBLY, Fuselage sta 224-5/8 radio compartment 1 
-5 175-53521-10 ' PANEL ASSEMBLY, Fuselage sta 224-5/8 radio compt RH. 1 
-6 175-53521-9 . . PANEL ASSEMBLY, Fuselage sta 224-5/8 radio compt LH. 1 
-7 175-53521-11 ' | PANEL ASSEMBLY, Fuselage sta 224-5/8 radio compartment 2 
-8 175-53521-13 ` | PANEL ASSEMBLY, Fuselage sta 224-5/8 radio compartment 1 
-9 175-53521-15 ' . PANEL ASSEMBLY, Fuselage sta 224-5/8 radio compartment 1 
-10 175-53521-17 "PANEL ASSEMBLY, Fuselage sta 224-5/8 radio compartment 1 
-11 175-53521-23 . . PANEL ASSEMBLY, Fuselage sta 224-5/8 radio compartment 1 
-12 175-53521-21 . . PANEL ASSEMBLY, Fuselage sta 224-5/8 radio compartment 1 
-13 175-53521-19 |: . PANEL ASSEMBLY, Fuselage sta 224-5/8 radio compartment . 1 
-14 175-53521-14 . "PANEL ASSEMBLY, Fuselage sta 224-5/8 radio compt RH. . . 1 
-15 175-53521-25 | 1 PANEL ASSEMBLY, Fuselage sta 224-5/8 radio compartment . 1 
184 -53523 . CARPET INSTALLATION, Lower floor. . . . + co... Ref 
(see figure 200 for next assembly) 
-16 184 -53523-3 . . CARPET SUB ASSEMBLY, Lower floor . . . . . . . 4 4 . +. + 1 
-17 AN227 -6 LoT ο E ο at e ger a aa a osi 88 
AN227-7 A57 SSOCKET ec a ok voz Doe wo 4e ESOS SUE a Sa uo Y eR m sos OOM 
AN227-8 Wc OH A ο ο wig ae αυ α΄ EN 


gS ee 
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FIGURE 200 - COMPLETE HEAT AND VENT SYSTEM INSULATION INSTALLATION 





H-184-53-32A 





FIGURE & 


INDEX NUMBER 


200 


-10 


-28 


-30 
-31 


PART 
NUMBER 


184-53500 
184-53523 


175-53521-101 
184-53527 
184-53519 


184-53519-5 
AN509-10R8 
A3235-020 
AN509-8R8 
A3135 
184-52519-3 
AN227 -6B 
AN227-7 
AN227-8 

184 -53519-7 


184-53519-17 
184-53519-11 


184 -53524 
184 -53524-19 
184 -53524-3 
184 -53524-5 
184 -53524-7 
184-53524-9 
AN227 -6B 
AN227-7 
AN227 -8 
183-53511-101 
183-53511-31 
AN227-6B - 
AN227-7 
AN227-8 
AN227 -9 
184-53520 


184 -53520-29 
184-53520-27 
184 -53520-25 
184-53520-23 
184 -53520-17 
184-53520-21 
184-53520-19 
184-53520-15 
AN227-6B 
ΑΝΟΟΤ-Τ 
AN227 -8 
184-53522 
184-53522-5 
184-53522-3 
AN227 -6B 
AN227 -7 
AN227-8 
175-53526-201 
175-53526-63 
183-53523 
183-53523-31 
183-53523-3 


183-53523-7 
183-53523-5 





ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


INSULATION INSTALLATION, Heat and vent system ος da 


CARPET INSTALLATION, Lower floor. . . PN e^ 
(see figure 199 for detail breakdown) 
INSULATION INSTALLATION, Fuselage station 224- 5/8 radio 
compartment 
INSULATION INSTALLATION, Fuselage station 199- 1/9 top 
(see figure 199 for detail breakdown) 
CARPET INSTALLATION, Pilots compartment fuselage. 
station 70 to station 136 
3 STRIP, Pilots compartment carpet LH rub 
š SCREW . . ανν «ὃς E μα Mél i6 se es 
. WASHER (vIn) ; Viet ee τν in ja A 
: SCREW... ἐν decue- SON yet Veces el ton cre ο. 
(tin) | MD "AC 
T STRIP, Pilots compartment carpet "RH rub ww 
. BUTTON. Si a ο ο NL Ue er ey ο uy y 
SOCKET: s a κ κ ο ο oe del o See DE UE τς Oe ϱ 
STUD. . . 
CARPET PANEL “ASSEMBLY, “Pilots compartment fu 
station 70 to station 136 
CARPET PANEL ASSEMBLY, Pilots compartment 
station 70 to station 136 
CARPET PANEL ASSEMBLY, Pilots compartment 
station 70 to station 136 
CARPET INSTALLATION, Third crewmans . . +. . . +. e s ù 
a CARPET SUB ASSEMBLY, Third crewmans . . . . +. +. + 
A . CARPET PANEL ASSEMBLY, Third crewmanS. . . . 
: . CARPET PANEL ASSEMBLY, Third crewmans. . « š 
A PANEL ASSEMBLY, Third crewmans carpet attaching " 
é PANEL ASSEMBLY, Third crewmans carpet attaching . 
; BUTTON Gie oe -ᾱ- ce elt. e 0 b ED UE S ον Te ο iia ο. ϕι τς 8 
s SOCKET, 5. 4 ο. ᾱ- 0 o9 2 09,79 09 09 DR] Ὁ e ος ο ο) De Ὁ 
STUD. és 


WASHER 


selage. 
fuselage. 


fuselage. 


INSULATIÓN "INSTALLATION, “Pilots compartment step. . 
INSULATION SUB ASSEMBLY, Pilots compartment step 
BUTTON. . . 49 € 09 RU 9) Um 4 « 
SOCKET. 5. 90e O ne e Le ὃς νι -ᾱ 
STUD fe ο το ὦ a m ο cer el asi τς 


o . ο on 


se ee ο . 


Do EYELET. | | 
INSULATION INSTALLATION, "Pilots compartment fuselage 
station 51 to station 199- 1/2 RH side 


* PANEL ASSEMBLY, Pilots compartment fuselage sta 51 
station 199-1/2 
> PANEL ASSEMBLY, Pilots compartment fuselage sta 51 
station 199- 1/9 
" PANEL ASSEMBLY, Pilots compartment fuselage sta 51 
station i99- 1/2 
š PANEL ASSEMBLY, Pilots compartment fuselage sta 51 
station 199-1/2 
. PANEL ASSEMBLY, Pilots compartment fuselage sta 51 
station 199-1/2 
. PANEL ASSEMBLY, Pilots compartment fuselage sta 51 
station 199-1/2 
PANEL ASSEMBLY, Pilots compartment fuselage sta 51 
station 199-1/2 
PANEL ASSEMBLY, Pilots compartment fuselage sta 51 
station 199-1/2 
BUTTON. . . « . « ο « e ο «e ce e c n n o ο ο ο ο ς n 
SOCKET: X doe qose ο ατα. 3h o κ σε ται A δι ας dO ας ο e 
STUD. . . s Ρ Σοφ’ ὁ 


INSULATION INSTALLATION, “Pilots compartment fuselage. 
station 125 to station 199- 1/2 side 
PANEL ASSEMBLY, Pilots compartment fuselage station 
125 to station 199-1/2 LH side 
è PANEL ASSEMBLY, Pilots compartment fuselage station 
. 125 to station 199-1/2 LH side 
$ BUTTON. ee a ri ee ee cer: δν ρεπό 
. SOCKET. . . . ooo we ew we we ee «ο» ο «ο ng 
. 5 ο. ου e le ee ee a RS doces Mo re δ - 
INSULATION INSTALLATION, Photo technicians compartment. 
à PANEL ASSEMBLY, Photo technicians compartment . . 
INSULATION INSTALLATION, Radio compartment equipment. . 
access door 


access door 


n . PANEL ASSEMBLY, Radio compartment equipment access door 
PANEL ASSEMBLY, Radio compartment equipment access door 
. PANEL ASSEMBLY, Radio compartment equipment access door 


(see figure 199 for detail breakdown) 


... ew ee 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


to 
to 
to 
to 
to 
to 
to 
to 


9 ο ο ο ο 


. 
. 
. 


INSULATION SUB ASSEMBLY, Radio compartment equipment 
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AN 01-60AAB-4 


FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
201 181-51031 INSTALLATION, Electrical equipment fuselage station O to. > Ref 

station 224- 5/8 (see figure 69 for next assembly) 
134-54095 . EQUIPMENT INSTALLATION, Electrical fuselage station 51 to Ref 
sta 224-5/8 LH side (see figure 205 for detail 
breakdown) 
184-54097 EQUIPMENT INSTALLATION, Electrical fuselage sta O to. . . Ref 
sta 224. 5/8 unpressurized section 
(see figure 223 for detail breakdown) 
184-54096 . EQUIPMENT INSTALLATION, Electrical RH fuselage station 51 , Ref A 
to sta 224-5/8 
184 -54096-100 . EQUIPMENT INSTALLATION, Electrical RH fuselage station 51 Ref AK 
to station 224-5 
No -Number X FUSELAGE STA 199-1/2 TO STA 224-5/8 RH ELECTRICAL . . Ref 
EQUIPMENT (see figure 203 for detail breakdown) 

-1 AN3106A18-10S "^ PLUGS siers e e al wow X. X 5. ὅ e. rug 27 τὸς ^s 1 
AN3057 -10A . ADAPTER , 4 4 w X 5 € cx, 9 ὦ αν T ada ERE 1 

-2 AN520-10R10 4 oUR » SOCREWS sea 0391.03 5 Ὁ es GM a ο ο τῷ er "I 4 

-3 F1616-2 E INVERTER (GFP) . . . . . . . . . . s A iE 1 

-4 AN3106A14S7S s PLUGS: 4x cx BE Ὁ Ἔα. A ών ας “ο DX MNT 1 
AN3057-6A A ADAPTER Sou eo ea AA . ^ μωρο ες -ᾱ 1 

-5 AN365-440 suc μμ el tw) d emos de ves Sh wie m s vere ke D 8 

-6 ANQ60D4L - . WASHER. eae oh seh αν at eh elton ES ὃ αν hae eee fy 8 AA 
2Ww18-A4L E WASHER, Flat (NA). . . . . . . . UE a ος quts 8 BZ 

-7 AN515-4R8 . SCREW: sis ios eru dne Were I Ies e imus ndis 5 νο ρα 8 

-8 AN3100C22-14P . RECEPTACLE. . . vox x Ὁ εν Ὁ κ. α x . E ος εν 1 ΑΑ 
TBF22-19PS RECEPTACLE (CED) . . . . . . . . EE V wo is 1 BZ 

-9 AN3106A22-148 PLUG. 2! λες) velie um ven ὃν oder ὃ a de M viet ed Aah Mar ᾖκ- ο ed. 1 AA 
AN3106A22-19S ὃν ον ρα io bie "A FEIN 1 BZ 
AN3106A22-19P aly PLUG ir A A . a ae ος αν - T BZ 

-10 AN3100C20-27P 9 RECEPTACLE; (7 ἐν οὐ ο ὡς ο ο, οἱ, ο de Ὁ, a . mue MS 1 A 
TBF22-14PS 5 RECEPTACLE (CED) ........+4... ήν 1 BZ 

-11 AN3106A20-18 $ ai PLUGS. vw vue ves ο ie wu uv ener oe See ο ο sev Ve se 1 Α 
AN3106A22-14S 5... Ὦ PLUG jupper ος A UI» TRO e el rm Ὁ 1 BZ 
AN3106A22-14P EA PLUG lower side). Da i a Ὃν ce Sod ws ο er Le TE 1 BZ 

-12 AN3057-12A s, 5 ADAPTER n dou ο τρ ey. A 4 

-13 AN365-440 η NUT m4; ο ao ο ο ov Mese rw. es πας 2 

-14 ANQ60D4L EC WASHER. ρα e pere a la s EN. caer ra T ἃς ier de Say ὧν. 9 2 

-15 AN515-4R6 NE SCREW. . Ἵν s "κ"... ννήΕύννηνη 2 

-16 AN3436-2-7 b 3 TERMINAL BLOCK ASSEMBL Nub» ο E NN RO A l 
AN3434-1 oi, -ᾱ STRIP: cay ο ra 1e ἃ ml wi By αυ PRT le 2 

-17 AN3433-2-3 So BUS ο αν ο ο ο ο ο Ve cay Ge: “em (opis 1l 

-18 AN341-6 "EE" NUT vu. ο veg ο ο ο ο ec 6, 5, we de EI edes Mere ds Dep: ἃ T 

-19 AN936A6B "P WASHER, mizor ν᾿. rera ee ο uec Se vee, lane e tes Xe T 

-20 AN961-6 "Rer WASHER. . Id s ο VELA E αν ο ο Due ote T 

-21 397-7 . i COVER, Electrical terminal block (HEGE) . . ; . . . .. 1 

-22 295216 -20A ων GROMMET (MKE) a . τα a ew ees ϱ m mos 1 

-23 AN365-632 ge AAA A ο ο Ου eh Ve Rai, Ye 2 

-24 ANQ60D6L F WASHER; ο ὃς O nk ia at on A a e 2 

-25 AN515-6R6 a 46 SCREW Tru πο αμ ο LEES 2 

-26 A5395 : LIGHT UNIT (omc) .. . IIIi iii χι," 1 

-27 AN3140-327 a LAMP. . . . .. . ο o 2 1 
184-54268 PANEL ASSEMBLY, Single” store bomb power distribution 1 

-28 184-54268-13 PANEL SUB ASSEMBLY, Single store bomb power. . . . 1 

distribution 

-29 PF3-1/2-38 es . . FASTENER (DZ). . . . . . . redes Ve ep die 4 
PS3-1/2 a i SPRING pa se dau ion ο AE ο 4 
PC3-1/2 soyai Od: Le SOUR (DA) (ux. μα PA cett, eve e lum al μετ 4 

-30 184 -54268-5 E e PANEL, AcryliG .-— 2 eo x9. Ὁ € "P . ο 1 

-31 AN3157-4 e . +. LIGHT ΑΒΒΕΜΒΙΝ..,,.......... dr s 2 

-32 162502 $4 . LIGHT ASSEMBLY (WMAC) . s Tis . Ὁ. πω Que ua id 2 

-33 AN507 -632R8 Me oc) SCREWS e dae es Oh D ο ο ee ee 4 

-34 AN3023-2 Ε * e -SWITCH + 0. s w «Ὁ . ο do) Δι, m ο, ϱ DT de 1 

-35 AN3161P35 ὁ ο CIRCUIT BREAKER. ο Ὁ . ats ody τ 1 

-36 184 -54066 A PANEL ASSEMBLY, Bomb adapter control RH vertical. S gu πὸ, 1 

(see figure 207 for detail breakdown) 

-37 295246-14A . . GROMMET A ; 1 

-38 184 -54267 + . PANEL ASSEMBLY, Electrical “single store bomb control. . 1 

instrument (see figure 206 for detail L breakdown) 

-39 AN365-832 Ρ NUD Te, ο ο der seed αν far καν ο xs "E 4 
AN8013D1 2 7 WASHER. o ο e e x 0$ ο Es πο Teese S. πὸ 4 
AN960D8 3 WASHER. . . . . . . . . ve a . > . a a πὶ 4 
AN515-8R14 . BOREW 4. πο & ee AD one GOR ae Au Wwe X) cw, CES Ye SS 4 

-40 AN3108A16S1S s.c οι E cons ae 1 
AN3057-8A le ADAPTER . . . . . 2 ον vied "a to e 1 

-41 184 -54270 E PANEL ASSEMBLY, Single store bomb control Qa a p. dete 1 AL 

(sse figure 202 for detail breakdown) 
184 -54270-101 n PANEL ASSEMBLY, Single store bomb control . . . . . . . 1 AJ 
: (see figure 202 for detail breakdown) 

-42 AN3426-2-2 x A TERMINAL BLOCK ASSEMBLY . . . . . +... . . «ων +... 1 

-43 AN515-4R6 E P SCREW REMEMAPEMINGORIM IL MEME 2 

-44 ANQ60D4L P s WASHER o QU lk ARA e AA ο A X oic (ec XE μα DX 2 

-45 AN365-440 ey E ο αν E ο ο αρ... 2 

-46 AN341-6 ite 16 NUR ee Ημ m los edd ο ο μμ δὶ Ὁ Ίο caca densi Bride 2 

-47 AN936A6B ism, A WASHER © Sata Reve the ᾱ- δν uL MES m εν ας, Ὁ Seu, m 2 

-48 AN961-6 "T WASHER d rire ο ο eria cole wi ERU) μα ο ο nat μα Si ser ος 2 

-49 397-2 EEA COVER, Electrical terminal block (HEGE) AE 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
201-50 AN515-6R7 Sp zs SCREW ; oo v2 x νο ο ος . "PED 2 

AN960D6L s s WASHER. . . μον ὁ é A Dr 2 
-51 SA4297D1 . . COCKPIT LAMP ASSEMBLY (SAI). o 1 
-52 AN507-632R6 . . SCREW . . . . . ΗΡΙ iy TUR orar da μμ 6 
AN960D6L . * WASHER. 2 939 ο donee n ja πλ φις ys . So νο ος 6 
AN365-632 ey x NUT. i , πο αρ MPO E NEP δ ὅν Ὃν 6 
-53 AN3037 -8 . . LIGHT ASSEMBLY. . . . . 0... . 3.8 Sera 1 
-54 AN515-6R6 s uv SCREW vm xoxce X tx és o s e πας. 2 
-55 AN3022-3 uw UE SWITCH A te qi ter eus v s š ed 1 
-56 AN515-6R8 sov SCREW d. $429) ei e e ot See v e ; S s.t vos 4 
AN960D6L - . WASHER. . . mp vx s HONOR 4 
AN365-632 s € NUT . UMEN RE s ο 4 
-57 G5825-1 $2 πώ CODER AND FLASHER (GMC). . . . Ὃν ὄν A xe 1 
-58 AN3108A28-168 vo. (PLUG A. ο a - 3 EP D 1 
AN3057-16A "P ADAPTER . 37 ua Ive ὃν αν e 1 
-59 AN3436-4-10 3 " TERMINAL BLOCK ASSEMBLY E ;ᾳ ο: 28 E δη ES 1 
-6ο AN3436-2-13 A r TERMINAL BLOCK ASSEMBLY . . . . ο τρίς ο ἃ Ὃς 1 
AN3434-1 V. STRIP: αν ὃς A duos» A O 2 
AN3434-3 $ š STRIP. s anano G. a Ὁ " * 5 Ie e te 3 
-61 AN515-4R8 E F SCREW. | esc, uw 9 ο, a e a e RES or Wes 5 
-62 AN960D/IL E WASHER xus Ge a οφ) ο "RP TES η ο ον 5 
-63 AN365-440 : NUT a WI ee ος ae ο, Pe M EVE Up ERES 5 
-64 AN341-10 E NUT. 2 WS ο ον Ke ee ος uy re yes e 10 
-65 AN936A10B ν WASHER, r0 ος ra κος A EM ος Seb et ον 10 
-66 AN961-10 A WASHER. . . e dein eva fed wae τῷ Cay RINGS Nod, a ey Soh Moe 10 
-67 175-54195-133 : COVER ASSEMBLY, Electrical terminal connector . . . .. 13 
-68 AN341-6 ν NUT. oog ais ws e eat us ο κ So ειν e Η 13 
-69 AN936A6B $ WASHER. 4. 4 4 v ον esse eus. * " 13 
-70 AN961-6 A WASHER. . EC Qe e . 13 
-71 397-13 s * .COVER, Electrical terminal “block (HEGE). . . ο 6 5 1 
-72 295246-10A .  GROMMET (MKL). . . . EM EC $ 1 
-73 184 -54269 š PANEL ASSEMBLY, Single” store bomb relay EFC T 7 1 
(see figure 206 for detail breakdown) 
-74 184-54265 "A COVER, Electrical single store bomb reley panel . . . 1 
-75 AN365-1032 e œ NUT. 4 , cars 2 
-76 175-54053-30 oa STUD, Electrical “panel” cover “support. A a ον ος 2 
-TT AN515-8R8 $6 SCREW m camere 7 
AN960D8L s 4 WASHER. 6 o> Segoe coc, ἐν E A ὃς le ue τῷ, Cei Sin ὦ 7 
2W1-13-16-63 . . WASHER, Plain (NA)... .... πμ. 6 
-78 AN3106A20A20S E se ερ eu oa ear οὔ οἴῳ Jo: Ὁ HBr teo Yo jlo! Tay sie? sei o τώ 1 
AN3057-12A or κα ADAPTER ὃν το, tee, as ταὶ. τὸν ee, eel δὶ je uso ἴα. bal € 1 
-79 184 -54054 δ, 13 CONSOLE INSTALLATIÓN, Electrical RH . . . . . . . . o. Ref 
(see figure 207 for detail breakdown) 
-80 AN3106A28-16P $ cu BEUG. ἃ... 3259606 τῶν ο ορ vw ὅτῳ a ον i woe ara hs 1 
AN3057 -16A ae = ADAPTER 05 27-05 BS ds MY, τος case Ie ας σας Brice . ὁ ο ὁ E 
-81 AN3106A22-148 O AAA Ps PLU 1 
AN3057-12A e Us ADAPTER . . c" Ia ets 4* m. Wo whe 1 
-82 AN3436-4-10 ë . TERMINAL BLOCK ASSEMBLY 3$ ον Cor (ο). ο . "M $e eU O 1 ΑΚ 
AN3434 -1 : . STRIP i Meis £9 we wes SS Us S oe * e 2 AK 
AN515-4R8 E . SCREW 4: --2 4-9 ος ss IT Ie n os . "P q 2 AK 
AN960DAL . ο WASHBR. sae. vo ος ὁ we . oe ο ο ο 2 AK 
AN365-440 . e NUT . 4: “τ τῷ, Willey as) E e E ase κάν. “el 2 AK 
AN341-10 ς NUT da coke; ο ο αρ . EE 10 AK 
AN936A10B e WASHER. mó uos dive Up Sec ες . PES 10 AK 
AN961-10 š . WASHER. . . è E e ο c] ο ο 10 ΑΚ 
175-54195-147 $0 COVER ASSEMBLY, Electrical terminal connector $23 i 1 AK 
-83 AN3436-2-13 + . TERMINAL BLOCK ASSEMBLY . . . . . "E 1 AK 
AN3434 -3 a STRIP 2 . ο A μα. ο Lice 3 AK 
AN515-4R8 Š m SCREW . . . . . ter es FS) es Neo VE. δώ. XR c, T St -ὁ oe ο on 3 AK 
ΑΝΘΘΟΡΗΤ, vi te WASHER. 1-20 posi ue de ον . ο . ο ο. 3 ΑΚ 
AN365-440 se & ΝΤ ο ο i> vas By ΟΕΕ ; ὅν ο. "δις 3 ΑΚ 
AN341-6 t . NUT $ PE ο ο ο. e ο νὰ τς 13 ΑΚ 
AN936A13B x . WASHER. . . ο ο ο ο ο ο 25 oe 13 AK 
AN961-6 š . WASHER. 04 0 ο ον » es ete E š 13 ΑΚ 
. . COVER, Electrical terminal block (HEGE) . . . . A 1 AK 
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H-184-54-188B 


FIGURE 202 - SINGLE STORE BOMB CONTROL PANEL "ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. . CODE 
202 185-54270 PANEL ASSEMBLY, Single store bomb control . . . . . . . . . . . Ref AL 

see figure 201 for next assembly) 
184 -54270-101 PANEL ASSEMBLY, Single store bomb control . . . . . . . . «. . . «Ref AJ 
(see figure 201 for next assembly) 

-1 184-54270-13 . PANEL SUB ASSEMBLY, Single store bomb control. . . . . . +. + 1 AL 

184 -54270-33 . PANEL SUB ASSEMBLY, Single store bomb control. i e as ον 1 AJ 
-2 PF3-1/2-38 MN 3 
PS3-1/2 pav MIRI LATA "—- Ice ETE 3 
. inet . . CUP (DZ $^ Me > a ; a 3 so cS 3 
-3 184 -54271 . NAMEPLATE, Single store bomb control . . . . . . . Pew 1 
-4 162502 . LIGHT ASSEMBLY (WMAC) . Soe f Grace Ma. ο ιο φώτο ον š eg οὖν 10 
-5 AN3021-7 . SWITCH... A de ES ο. RE 2 
-6 AN3157 -6 ` LIGHT ASSEMBLY . . . . . « 2 e e oho oom mom non 6 
AN3121-313 s COLAMPOSA ας ο E, 6 
-7 AN507 -632R8 . SCREW. . bites eite. ο δὲ te τῶν fee ος ο dt -ᾱ. ὄφι. cases 3 6 
-8 AN3161P15 . CIRCUIT BREAKER. wol» αν ος. δν Des UL Ge? dev S —G m 3 
-9 2B1-2-3 . BUS BAR (NA). . . . . . 2 eee RIA EA Sra 1 
-10 AN507 -632R8 « SCREW; . .  ὁ 6 9o. ὁ ο 99 09$ aioe Ne eese οἱ S Mey Got Us 2 
-11 AN3229-1 e GUARD. . . « « ο ο e © © © © ο on 4j αυ Deve v9. DES κα euer δν “κ 1 
-12 AN3226-2 . SWITCH . . U κ Ομ E sey a ο ο Je ον, ET 1 
-13 AN3157-2 . LIGHT ASSEMBLY er Wena! a ον, carey a, ie . ο e$: Dal ο ο 2 
AN3121-313 . LAMP... CECI RO A E . ifa . EC MEE NEN 2 
-14 HS2 " VOLTIMETER (Type MR26) (MAE) (use No. 79771 (RSM). . . . 1 

substitute) 

-15 AN3027 -3 «'OSNITUH au nou a ox ea α cm ᾱ εφ κ. es do ας UE CES A) wo ὁ 2 
-16 AN3021-8 « SWITCH . αν « e o£ a a o3 οσα ο wo 5 ο» vo C Uk 1 
-17 AN507-632R8 . SCREW... Dig E tan ie οκ. ο ο, Tabet ET ων ἃ 2 
-18 AN3160-25 . CIRCUIT BREAKER. by a ok «δν “ὁ e vale Verse “Sy nie cUm ads 1 
-19 AN3027-6 . SWITCH . . « « ὁ © © ooo «ος, ο ην. ο λος 1 
-20 AN3021-7 ᾿ . SWITCH... ὦν μάν. ae tue lee. de Èra ο ο ο ο ος 1 
-21 AN3157-3 . LIGHT ASSEMBLY $ X gets 4. 9 ey e ὡς ο ο ve lh. CO -ᾱ 3 
AN3121-313 a DAMP: aia ... -ᾱ τῳ, 0909 0 ὅν cer ds ax e Wh ai e MAR τι ο ὃς 3 
-22 AN3021-8 e SWITCH Xo. 0.5 221.09 oe ο ο Ὁ ο a IRR UA ᾱ- 3 l 
-23 AN507 -632R8 . SCREW. . . Gc e d ο ὁ O RO ο ο Ὁ 6 
-24 AN3160-35 . CIRCUIT BREAKER. erat, se; DECUS Ca ο PIER ο... "T 1 
-25 AN3160-20 . CIRCUIT BREAKER. . . . + $^ ῳ ὦ κ ep ος ος Ὁ, Ἂς er dh oe E 2 
-26 2B1-6-2 ¿BUS BAR. (NA). ο e ο ο ον αν Rita Ρ 1 
-27 HKP . FUSE HOLDER (BUS) . . . +. + +» + + - +. + +» + Jt Aa ade 1 
-28 AGS . FUSE (BUS). . . : 3 > EN NE 1 
-29 No Number . POTENTIOMETER (RV3ATFD252A) (JAN-R-94) Y. . . SA ὅς 1 
-30 184 -54240 . KNOB ASSY, Elec single store bomb control potentiometer. ὅν is 1 
-31 AN565D8-3 de τ SCREW. . . 2 
-32 184 -54240-3 E" x KNOB, Electrical single "store "bomb control potentiometer 1 
-33 184 -54240-5 eo rs INSERT, Electrical single store bomb control potentiometer 1 
-34 AN3157-4 . LIGHT ASSEMBLY a HE n MS et add Cei ες a aet uas 48 2 
AN3121-313 . LAMP νο EXPE NN AO 2 
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FIGURE 203 - RH SIDE FUSELAGE STATION 199-1/2 TO STATION 224-5/8 ELECTRICAL EQUIPMENT 
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ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Sectiorí 1I 


Group Assembly Parts List 


MM SC ABLE ON 
FIGURE 8 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
203 No Number RH SIDE FUSELAGE STATION 199- -1/2 TO STATION 224- 5/8 . Ref 
ELECTRICAL EQUIPMENT (see figure 901 for next 5 assembly) 

-1 AN365-440 . NUT. Vol αρ“. PES ; MEC 1 

-2 ANQ10D4L WASHER BN tee deen «iS. igh Seas a Se wise. tat! Sy va def: col nce ο. 1 

-3 AN515-4R6 . SCREW. . " " è A à 1 

-4 AN3436-2-2 . TERMINAL BLOCK ASSEMBLY. A x ν Pla 5 7 1 

-5 AN341-6° . NUT. — MM E 4 5 s 2 

-6 AN936A6B 5 WASHER vow ok cc». νῷν Ue d τν 5 . . 2 

-T AN961 -6 7 WASHER.... πα ον ο ο ER- 

-8 397-2 . COVER, Electrical temia block (HEGE). . . . . . .. . . 1 

-9 AN515-6R8 .: SCREW. ` QU AT bes Eh καὶ 1 AP DE M REEL T MEE 
AN960D6L TOWASHER) c/o: a. xe ο ο e er oon ey nels cate oe ON 8 
AN365-632 . NUT. DEDI ο ο 

-10 Aa24A9178-3 ` REGULATOR, Voltage (type AVP109C) (wx). di Wwe cvs eee fs 2 

-11 ΛΟΘΑΘΤΟΤ . MOUNT ASSEMBLY; γε πες regulator. shock (x) du. cas auiem E 

-12 AN520-10R12 « SCREW. 2 yos ý A Se O NET UE 5 
AN960D10 . WASHER . . % | do θες 5 

-13 184-54272 . PANEL ASSEMBLY, “Electrical RH poe "control “relay. ο ο ὃς 1 

(see figure 209 for detail οκ ση) 

-14 AN365-1032 . NUT. ie xs ο κ ος ce ORE $ 6 

-15 2W1-13-16-63 | WASHER, Plain "(aj . " MM DEC ee aes A 18 

-16 175-54053-20 . STUD, Electrical panel cover support us EC οσα 6 

-17 184-54273 . COVER, Electrical RH generator control relay " "ue 1 

-18 AN520-10R14 » SCREW. . 4 . 4 » 5: 5. « 5 ο Br αν ἐν A 12 
ΑΝΟΘΟΡΙΟΙ, . WASHER. . E TA 

-19 184 -54058 . PANEL ASSEMBLY, "Hydraulic “control “relay “landing. gear Voss 1 

-20 184-54058-21 . . SUB ASSEMBLY; Hydraulic control relay landing goar panel. 1 

-21 AN515-8R10 . . SCREW. « ο πο A E ox. τ e τρ 10 

-22 237EAU . . RELAY (iR). è . 5 

-23 184 -54058-9 . . BUS BAR, Hydraulic “control relay “landing gear panel ο. Ὅλ 1 

-24 AN365-440 . . NUT be ne qois el der vm ἅς I τ δ. δα κ άν ο: 9 

-25 ANQ60D4L “ar WASHER. Stes th nuevo a ERs ᾱ- Mi κο. Rites ο QN. Ὅς. ο ο... ae 2 

-26 AN515-4R9 . . SCREW . — 4 UR Ra wd dpi Care LEE Ξ 2 

-27 AN3436-2-15 . . TERMINAL "BLOCK ' ASSEMBLY eee X E " ci ET 1 

-28 AN3434-1 2o wo STRIP. s à ro 4 κε 0 A "E VU D ἐᾷ ote en, de 2 

-29 AN341 -6 aw ΝΤΟ A A OR ος κα V rs lupe ο avs c αν «2D 

-30 AN936A6B . . WASHER. . . ὁ ο . e © © © © © © © n] n $ S dd qud deir e rb 

-31 AN961 -6 . . WASHER. . . EC * NT Tx 

-32 # D379 . . RECTIFIER, Seleni blocking valve “(ITRC) . a od. m cel ede 1 1 

-33 # 184-54173 . . DECAL, Landing gear warning Light rectifier. . . . . . . 1 

-34 AN515-8R10 . . SCREW . . ... . es ew e ron n e E) ο ο ο ο“ 4 

-35 2069-900 . . RELAY (LR). MER ο a ο ο ede αν... 

-36 AN515-8R10 ome SOREW S 20 ee τῳ 5. She I jd im ccu ws seus B 

-3T AN3316-1 s Uo RELAY i1 44 454 4 s ὁ 09 9. Ὁ ᾱ 5 "e s» ἃ Ῥω 2 

-38 44B19-2(S690) . . RECTIFIER (VI). . . . . + % Sa πιῶ. eo vec ela. 8 
AN960D10L * WASHER. . . « ovr pc. LA ἴα." ἕν Ies 6 

-39 18h -54138 > PANEL ASSEMBLY, “Electrical bomb “relay. ; ο. 1 

(see figure 204 for detail breakdown) 

-40 175-584053 . STUD, Electrical panel cover ους ο ο “ους 8 
AN365-1032 . NUT. . OSA ο ay "ναί. qe fpe Ὡς ES " 8 
2W1-13-16-63 | WASHER, Plain " (NA) s à . 24 

-41 184 -54061 . COVER, Electrical hydraulic: “control relay ‘panel. " : 2 

-42 AN5-6A . BOLT . . « o... . ο «* V uie Se I 4 
AN960D516 . WASHER . ves ge hy y epi ο ο. 

-43 E1725-1 | INVERTER (J & H "r45-3) (aFP) . A a TU REN: 

-44 AN4 -12A ." BOLT ....-l κ ο ο ο ο o ο e πᾶ πα ο 5 1 
AN960D416 . WASHER . . . . . . +. +. or ee ot on Wo X e! AAA A A 2 
AN365-428 . NUT. bum ταν ο ο s ο a ο Yap ο ο ο Verse? Metis: «αλλα ; 1 

-45 AN515-6R6 x SCREW . EON è E ὃν de Ce c9 ο 8 

-46 146-54059-12 . COVER, Electrical pressurized | power "panel. 3 3 as 1 

-47 146-54061 . INSULATION ASSEMBLY, Electrical pressurized power "panel. 2 1 

-48 AN3108A14S2S . PLUG .... slow auct qa VV sie es E ο ο Ὁὂ nai fe . 1 
AN3057-6A . ADAPTER. . . . . 4 4 emo oho κ κ ο ο mom n m n t t! ng] «. 1 

-49 AN3108A14S2SX wee PEU Ge ὦ OR wR κα ος BE «κε A AOS . 2 
.AN305T -6A . ADAPTER. s . . ... a ee κ ο ο oot on "EE 2 

-50 AN3108A12S 3S . PING . 2. . . . «::«: ο gars Cees yah ο, “Te i. V το 2 
AN3057-4A . ADAPTER. . . « « 2 ο à ee ee © . m . t 9 0| 9: t1 tg: PH 2 

-51 AN3108A14S2SY i. APLUG: m.i araa e an -ᾱ.. ος. ὁ CELO EO ο... eco 1 
AN3057-6A . ADAPTER. . . 2 2 o 2 4 ο Sd Fi tas 2x NER. 1 

-52 29546-14C . GROMMET M vi poter δ s: : ο 2 

-53 29546 -16C . GROMMET (MKL). . . + + "UN 5 

NOTE: Denotes the incorporation of Service Change No. 455 
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H-184-54- 112 


FIGURE 204 - ELECTRICAL BOMB RELAY PANEL ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 ~ NOMENCLATURE PER ASSY. CODE 
204 184-54138 PANEL o Electrical bomb relay (see fig. 203 for next. . . Ref 

assy 
-1 184-54138-21 ; SUB ASSEMBLY, Electrical bomb relay panel . . . . . er a v 1 
-2 ' AN515-8R10 $ SCREW ig ο E aos αν. S a xU D 6 
-3 23TEAU : PELAT (LH). 2-52 ese d. vp wr ο. 45 wei e τῳ. 3 
-4 184-54138-9 $ BUS BAR, Electrical bomb relay panel. . . . Scie. ta Serie a Ae he 1 
-5 AN365-440 a ὭΝΟΡ ὁ ἐσ teh ο ο ο μαμα μα κο ο ο ive as 22 
-6 ΑΝΟΘΟΡΗ1, 0 WASHER, ©. 0 ee ee «νο νο «ον ων νο ον νο o, 2 
-7 AN515-4R10 e BCREW o. 2 2 ΙΙ e ee ee a A 
-8 AN3436-2-4 s TERMINAL BLOCK ASSEMBLY... . : VAS πα. 1 1 
-9 AN3434-1 νι... wo oo e al iT 8 
-10 AN341-6 z A a μ-- ο Nhu el E αυ.” 4 
-11 AN936A6B e. CWASHER. ὃν. uus ce ze qme e CR UR eT a ο, REN T: 
-12 AN961-6 s WASHER, ve ο ενος ous 9 umi moque RO να oso coy UM 
AN960D10L + WASHER. αμ...» ee ee . . .... +... . ww A i 
-13 44B5-2 . RECTIFIER (VI). . . . . . . . . . . . νιν es Wait et eR. d 2 < 
-14 AN515-8R10 EE C s a o ὃν ο e ae αν ος eg a ΙΙ Ἦν ae ee 
-15 AN3316-1 : RELAY ο 05742 ου... e νῶ teen δν ond ts 3 
-16 AN515~8R10 Ὁ ei sts: a! eee ey deste, es Ka ECCE O 
-17 184 -54138-5 * BRACKET, Electrical bomb relay panel LH . . . . . . ILI 1 
-18 184-54138-6 + BRACKET, Electrical bomb relay panel RH . . . . . . ος . . ο . 1 
-19 AN364 -1032 . NUT 24x Wow ο ο Ομ s d. eR τιν, due e cx 4 
-20 AN960D10L . WASHER. 4-4 4 2299€ e ον ος mo kg ο ιδια pere. αρ he PACK 8 
-21 AN520-10R8 . SCREW? J.. 5 4.50 o Xo3 x03 i S αν δις ; sx “Ὢ 
-22 A7933 + TIMER (HYAW). . . . . ... ..... E 
-23 AN515-6R10 : SCREW. . . . . λα, ον ESOS TRE 5 ou κ : S bein 4 
 -24 16446 . . RELAY (HYAW). . 2.4 Sinise, BJs A 2 ' A 1 
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KB T ης USEABLE OM. 
FIGURE & PART UNITS USEABLE OM, 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE ^ 
205 18h-5h095 EQUIPMENT INSTALLATION, Electrical fuselage station 51... . Ref 
to station.224 LH side 
(see figure 201 for next assembly) : 
No Number STATION 79-1/2 TO STATION 199-1/2 LH SIDE ELECTRICAL . Ref 
EQUIPMENT TUNNEL AREA 
(see figure 21l for detail breakdown) 
No Number STATION 158 TO STATION 224-5/8 LH SIDE ELECTRICAL. . . - Ref 
EQUIPMENT RADIO COMPARTMENT 
(see figure 212 for detail breakdown) 
No Number STATION 51 TO STATION 79-1/2 PILOT'S INSTRUMENT PANEL. . + . Ref 
ELECTRICAL EQUIPMENT 
(see figure 213 for detail breakdown) 
-1 184 -54053 PANEL ASSEMBLY, Electrical light and utility receivers. $ 1 
radio operating controls ; 
184 -54053-7 PANEL SUB ASSEMBLY, Electrical light and utility . 1: 
receivers radio operating controls . 
-2 184 -54053-5 ACRYLIC PANEL, Electrical light and utility receivers. 1 
τ radio operating controls 
-3 AN365-440 Ae GNUT C4 4 OLOR mov ο he alr Sr oe "A 8 
-4 AN960D4 . . WASHER. . . 4. 4 +... +... nm n oo © ο. 8 
-5 AN515-4-8 . . SCREW . .7. 4 ee ee te o m ο ος t tg] ο ρε νο eire 8 
-6 NAF1077 -3 . RECEPTACLE AND CAP. . . . +. +. + + ο tó PE a αυ 2 
-T AN3057 -8A . ADAPTER . . . .. +. « s. © © on om ot o o o ο οι νι τὰ he  ᾱ 2 
-8 15055 . RHEOSTAT ASSEMBLY, Jacor-Jenon (OHM). ο... 1 
-9 184 -54246 . KNOB, Electric lighted pointer . . . s .:.::::' 1 J 
184 -54264 . KNOB ASSEMBLY, Electric edge lighted panel . . . . +. +» + 1 AW 
-10 162569 "LIGHT ASSEMBLY (WMAC). . . . sos s e e e e 2 
-11 AN3021-2 . SWITCH. . . « « e ee et ee ee om ot o! s | tg t1 1 9 t9 t X 
-12 PF3-1/2-38 . FASTENER (DZ). .. . . + eee gl isi eRe do icis 6 
PC3-1/2 2 CUP (DZ) wu ru Eel a S CENT TET 6 
PS3-1/2 . SPRING (DZ). . . . +. + RU ME 6 
-13 AN365-1032 NUT. vos ae v ο ο oe ο ο ο... 4 
-14 AN960D10L WASHER η ies 3 Ὃν αὶ c SEES 8 
-15 AN520-10R13 SCREW. . . . 4 ee oce or om . n tn nt, n9 Vg ο. 2 
AN520-10R15 < SCREW: . ου Ge ο ur mum Ue Ie ho Te Te ο... 2 
-16 184 -54092 . SPACER, Electric lighting light bracket . . . . + s+ +s > 1 
-17 184-54093 . BRACKET ASSEMBLY, Electric lighting light canopy. « . : : + 1 
-18 AN365-632 ~ NUT. . αν, ἃ eee Ue ee ee. A Go oR n ο es 3 3 
-19 AN960D6L ~ PWASHER) a ... e a a al a EA ce et 3 
-20 AN507 -632R6 *oSCREM. . . ϱ3ϱ--. 3 
-21 AN3037 -8 . LIGHT ASSEMBLY . . . ss 4 e «ο ee om or m on n t t! |! ο t1 t1 t 1 
-22 AN515-6R6 :oSCREM. . . eoe ». Homo hoo omo a oho m on gon n tg! t n t| n 2 
-2 AN960D6L . WASHER. . PO o Re Acl 4c xs Ae mq a an re LR Des DM Sem TE AA 2 
-2 AN3022-3 . SWITCH . . . + + * ac τῳ tie v RT AU er Wo LG ο ο... 1 
-25 AN365-440 PS ONUT sb ge bs 0€ RA eere Del De 6 
-26 ANS60D4L WASHER . . . +--+ see ee lu UD UA, ALI ο ο ο 6 
-eT AN515-!R6 SCREW. e x e £0 G 5 ewe ÍA taf ο δν, Ge ae 6 
-28 AN3432-2-2 TERMINAL BLOCK ASSEMBLY. " a ο da as 1 
AN3434 -2 STRIP. $e us at CM LOW Oe Vue ο Baie. Φὶ «ο -ᾱ "m 1 
-29 AN341-6 NUT. . oA UE ett ee we ο... SCC 5 91 
-30 AN936A6B WASHER Sp ae ης δι ο ος LEE . 21 
-31 ΑΝΟΘΙ-6 WASHER . . o. ccc eR Rm m e fs grs ee ee ee ολ 
-32 397 -2 . COVER ASSEMBLY, Electrical terminal block (HEGE) " 5-7 1 
-33 AN515-6R7 . SCREW. ΙΕ el <a? “se Mus yu ντ ο . E E S 2 
-34 AN960D6L WASHER . d TP aima a ο “βλ νο 4 
-35 AN365-632 NUT. . « eo o eooo o ο ο ο oo’ 2 
-36 SA4297D1 COCKPIT LAMP ASSEMBLY (SAI) . . . .. +. + + + > s 1 
-37 184 -54034 PANEL ASSEMBLY, Electrical LH vertical console. : 1 S 
(see figure 214 for detail breakdown) 
184-54034-101 PANEL ASSEMBLY, Electrical LH vertical console. . . 3 1 BL 
(see figure 214 for detail breakdown) 
184 -54034-201 PANEL ASSEMBLY, Electrical LH vertical console. . . + XS 1 BY 
(see figure 21! for detail breakdown) 
-38 184-54046 PANEL ASSEMBLY, Engine flap control LH vertical . . . 1 
(see figure 214 for detail breakdown) 
-39 AN365 -632 μμ a x 4. oad ee hat ee D M et 4 
-40 ΑΝΟΘΟΡΘΙ, WASHER A ον] ολ Galle ἐς ὦ . . A ay ie. « 4 
-41 AN515-6R6 SCREW. . . . . +... or nont +. $e vs T $^ ᾳἳ “ὁ 4 
-42 A5395 LIGHT ASSEMBLY (GMC). . — ME e i de eg 3 
-43 1495 LAMP (BE)... ot oh t t n : ο... 3 
-44 AN3140-327 GAMP ...ᾱ. 0 a a a a τὰ ao. reno 1 
-45 B4876L INSTRUMENT LIGHTING FIXTURE (GMC) . . s . 95 
-46 184 -54028 CONSOLE INSTALLATION, Electrical LH . . .. + + + +s + . Ref 
(see figure 208 for detail breakdown) 
-47 AN3436-2-6 TERMINAL BLOCK ASSEMBLY. FEM UTILE 1 
AN3434-1 STRIP. so ge E NN “5; αὐ 1 
-h8 AN365-440 NUT os et aue ME d. ceca ἃ αν. pe ce a Be oe c 2 
-49 ΑΝΟΘΟΡΗΗ, WASHER e a oe 2 
-50 AN515-4R7 SCREW. a a e s ο ASK EA AA e s o r a Aa 2 
-51 397-6 COVER ASSEMBLY, Electrical terminal block (HEGE) os 1 
-52 AN3436-2-7 TERMINAL BLOCK ASSEMBLY. . +. + s so s © + + © © 0. n Sete 1 
AN3434-1 STRIP. Qs n) he Oe e ee SR che A ale ee κ e i 2 
-53 AN3433-2-3 BOS 1 
-54 397-7 COVER ASSEMBLY, Electrical terminal block (HEGE) . . 1 
-55 184-54032 ELECTR Center console . 1 


icon EQUIPMENT INSTALLATION, 
see figure 215 for detail breakdown) 
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FIGURE 20 


> - LH SIDE FUSELAGE STATION 51 TO STATION 224 ELECTRICAL EQUIPMENT INSTALLATION 
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AAA Pw  ————— A e A PICS 


FIGURE & 
INDEX NUMBER 


205-56 
-57 


-58 
-59 


"ccc A A μου σωστο UC EE E 


HE 


PART 
NUMBER 


AN3108A18-95 


1 2 3 4 5 6 7 
PLUG. . . . en n t 


NOMENCLATURE 


A3057-10A s. ADAPTER ο ο RARA $$ 
295134-8A . GROMMET (MKL) . zs " 
184 -54085 . BRACKET, Electrical center console hood light E 
AN515-8R8 sé CJSOCREW X. Low oes 590€ δ 9 6 o a EU De ο -ᾱ 
AN960D8L s». WASHER. 4 αἱ -ο- ce 9 ο 9 ο Ὁ ὦ 8 Ν οἱ Ὁ. Ie (ο -ὁ (4 
AN3106A10SL3S i ¿BRO ο A A € Ὁ SAA A 
AN3057-4A . ADAPTER... 7 v fe m 
184 -54383 . PANEL ASSEMBLY, Electrical combat fuel tank con 
: (see figure 231 for detail breakdown) 

AN3106B20-27S . PLUG. . . e lw lec ee γαι Ὁ ᾱ. ow. A Ὁ ιό Ὁ d. 
295134 -20A . GROMMET (MKL) š . 8 ο πο d He 
AN3436-2-10 . TERMINAL BLOCK ASSEMBLY erc SU ue m c9 Ve OU vus 
AN3434-1 . STRIP a BL wR £x 
AN515-4R6 S {SCREW εως wo» x ιν cs wis ο Ὅν vate. ἐφηιῷ 
AN960DÀL « WASHER. . « « « «© . © © © © © © © © © ooo o’ 
AN365-440 SONU a oe see ος See ten eos Gar te re? a ere «ᾱ ᾱ ο 
AN341-6 ec INUT ο ee: τῷ er cm E Ss E AAA 
AN936A6B > WASHER: Jer woe w a a e 
AN961-6 . WASHER. . . . ὁ ο « «© © © © © © © © © 0.0.0. ο ο 
397-10 . COVER, Electrical terminal block (HEGE) . . . . 
AN3121-313 e DAMP: o rea € AA AA c^ Φα. 8 
AN3132-308 2 A A O A 
AN3133-311 e BAME 1.2525 609 47€ Ce eS: a ds A 
334 Ὁ ARE ο πο dE 
1495 . LAMP (GE) . . w « « « ὁ e e © © © © © © © © ὁ ο 
295134 -20A . GROMMET (MKL) . . « « - © «© © © © © © © © ot t n 
295134 -26A . GROMMET (MKL) . . sss «»:«:.. «::.:α. 
295246-20A . GROMMET (MKL) . . « « « . © © © © © © ο ot oo 
295246-24A . GROMMET (MKL) . . « « © © «© «© © © © © © © © +. n 
295246-32A . GROMMET (MKL) . . > AE A 
146-54068 . GROMMET, Electric ignition switch . . e. s « ο 

NOTE: # Denotes the incorporation of Service Change No. 340 


Revised 15 May 1955 
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FIGURE 206 - ELECTRICAL SINGLE BOMB RELAY AND CONTROL INSTRUMENT PANELS 
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ΑΝ O1-60AAB-h 


FUSELAGE (Cont) 


Section {1 


Group Assembly Parts List 


i i se eS τμ 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 i NOMENCLATURE PER ASSY. CODE 
206 ELECTRICAL SINGLE BOMB RELAY AND CONTROL INSTRUMENT PANELS 
184 -54269 PANEL ASSEMBLY, Electrical single store bomb relay . . Ref 
(see figure 201 for next assembly) - 

-1 184 -54269-21 . . PANEL SUB ASSEMBLY, Electrical single store bomb relay. . 1 

-2 147-913 SL SOCKET, Tube (AMP) A x A πας 1 

-3 5-402 |, SHIELD, Tube (AMP). ; A 2 Bid ος 1 

-4 SM5DS . . RELAY (PBR) 3 1 ; ; lan Ne Led ze 1 

-5 AN3436-2-2 [ol TERMINAL BLOCK “ASSEMBLY | s; MI 1 
AN3434-1 2 ge STRIP! 4 49 9$ 7 s E cT a ὦ 2 
AN515-4R10 . . SCREW. E -— ο. be ta og saad 2 
2W18-4L . . . WASHER, Fiat " (NA) x side aes 5 EE Im 2 
AN365-440 eoa ΝΤ... "E ‘ f EA 2 
AN341-6 ἐπα τος, αμ...’ ^ ‘ glo a a 2 
AN936A6B i0 ae WASHER aaa 16) og A : ; i.d. 2 
AN961-6 . . WASHER. ο.) ἂν A s : "n 2 

-6 AN365 -632 255 NUT: 0 feat an et RAUS 3 a 6 
AN960D6 . . WASHER, . MM S $ ¿ Ñ s 6 

7 B8783-1 | RELAY (ADE) . . 5 ` i : : 2 

-8 AN515-6R24 . SCREW ..... . A A ; 1 
ΑΝΟ6ΟΡ6 . WASHER. . Ν οι stn Sh ο ου ; 1 

-9 No Number . RESISTOR (RB17K14361D) '"(MIL-R-93A) (use RB12A14361D . : 1 

(JAN-R-93) as substitute) 

-10 AN515-4R5 . . SCREW... .. . . +. 5 . às REDE 2 
ΑΝΟΘΟΡΗΗ, . . WASHER. . 2 E x A EA d eM ae 4 
AN365-440 ο UNUT OS. ie τὸ i E < " ο... 2 

-11 AN365-440 T wc NUT ὰ ο. --- s ANS wg rd οφ ἃ] ἡ 8 

-12 ΑΝΟΘΟΡΗ . . WASHER, es : " ο. μα ο... 2 

-13 AN515-4R10 . . SCREW , : MA St ze Ste M Yum eee S 2 

-14 AN3436-2-4 + . TERMINAL “BLOCK ASSEMBLY . . . NET FERME 1 

-15 AN3434-1 . « STRIP .....-. ere E ο ο 2 

-16 AN341-6 2! ος NUD ιο ος Oe τρ Sb 4 ek GS recs, “dy upset, ia 8 

-17 AN936A6B . a WASHER. . . . . +. + : B "ME ο EE: 8 

-18 AN961 -6 . . WASHER. ; ioi νον ΡΝ 8 

-19 No Number . . RESISTOR “(RC21BF1823) (zin Rail A DT. 2 

-20 AN515-8R24 mo ΒΟΠΕΝ. 28 ῳ τῷ, wes we, S Shel cae ο Sas hb ο M 4 
AN960D8 . . WASHER νην. ο ο πο 4 

-21 No Number Ὁ RESISTOR "(RW2364RO) (ian Αν ao RE CU a oh 2 

-22 AN515-4R5 . . SCREW . . . . . τ, A "etie μυ 8 
AN960D!IL 2 d MASHER. . voe eR e ο 9 UR cm ene € os woo eus Res ume. abe 
AN365-440 νο oe μα Gee Dee ο des Wan T E 8 

-23 AN365-632 "νην ο ο tee wr n eT ο ο... 
AN960D6 . . WASHER. . . +. + UV cs ue da A utei shee, a 8 
AN515-6R6 . . SCREW , EE NS “ντ, NOE ERE CERA, dete A 

-24 AN3102A24-9S HELM CONNECTOR ο ο ο εν Oa ο ο. 1 

-25 2209-9 . . DUST CAP (CEDIS Woo elu mowo$ ο ater seed oe 1 

-26 AN3102A28-20P . . CONNECTOR . . . . Mw pe E 2 

-27 2209-10 . . DUST CAP (CED). . M OPE IUD: ερ ας 1 

-28 AN365-440 a .Ἡ NU cone τν ον «να WES. Weck a eS $c 5 κ ay 5 
ANQ60D4 . . WASHER, . . — . * WI ao ex ο τὶ ἢ Se eee te 5 
AN515-4R6 . . SCREW πο US S : DERE S4 Sw e ὃν 5 

-29 AN3102A16-9S | i CONNECTOR . . . . . 2 νο AS s qe Sart adt ats 1 

-30 2209-5 . . DUST CAP eae aa ο ek ee ρα m 1 

-31 No Number . . RESISTOR (RW22J500) (JAN-R-26A) . M UE E 8 

-32 AN365-832 2 206 ο μμ ob $t E ο Ese pner 5 4 
AN960D8 . . WASHER. . . . +. + ἢ ας EE 4 

-33 9153 > TRANSFORMER Ue . . $4 a ο) eroe 1 

-34 AN515-8R10 ; SCREW . . . Wo ia ὃς -- ads Mei s 2 

-35 237EAU R RELAY (LR). l "E. 1 
184 -54277 " RECTIFIER ASSEMBLY, "Electrical single “store "bomb relay zy 2 

-36 1N58A RECTIFIER (SLE) . . . . E 1 
18h-5426T7 PANEL ASSEMBLY, Single store bomb "control “instrument . A Ref 

(see figure 201 for next assembly) 

-37 184 -54267 -13 . PANEL SUB ASSEMBLY, Single: store bomb control instrument. 1 

-38 AN365 -632 20». NUT. soos rede 8% PE M es "a : 16 

-39 AN960D6L . . WASHER . . MIS HUS λος os κ, 32 

-40 SK179-632-6 Σ SCREW (Asco) Seo Sandel βλ tan 10 Me v Gel co ds a κο "8 

-41 AN8008D1 $ INSULATION . . +. αν MEN 4 

-42 184 -54266 . NAMEPLATE, Single bomb “control “instrument eves te ne Το 1 

-43 MS25010-4 . LIGHT oca ad ANY, Fer etd AS 2 3 

-44 AN365-440 ΜΗ ος ος set uta 2035 Ὃ Ret ver An ais ρα “er 6 

-45 AN507 -440R8 SCORE o 202 74 e le ο de ο. iis 6 

-h6 51023848 . METER (WS). . . « : qtu ces sev LO a 1 

-47 AN365-632 e OUT o es PME "ντ. gs h 

-48 AN960D6 . WASHER, . s... a . A PES e s 8 

-49 AN507-632R14 SCREW... f ο ο E E ua uc 6s 4 

-50 6300C7A29A4 ! INDICATOR, Dual synchronizer (ECP). ducat On cs woh 1 

-51 AN365-440 vites μμ ad ven we SOG ears "ue $e d ; ; 2 

-52 AN507 -440R8 . . SCREW. E EE s ο... 2 

-53 AN3436-1-2 1. . TERMINAL BLOCK ASSEMBLY . . . . δα 1 

NOTE: Denotes the incorporation of Service Change Νο. 470 


Revised 15 August 1955 
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FIGURE 207 - RH SIDE ELECTRICAL CONSOLE AND BOMB ADAPTER CONTROL VERTICAL PANEL 








H-184-54-98A 








FIGURE & 
INDEX NUMBER 


207 


PART 
NUMBER 


184 -54066 


184 -54066 -13 
PF3-1/2-38 
PS3-1/2 
PC3-1/2 

184 -54066-5 
AN507 -632R8 
AN3023-1 
AN3022-3 
5100 
8918K545 
40A8419~-1 
321CA 
1625-2 
AN365 -440 
AN960D4 
AN515 -4R6 
AN3436-2-5 
AN3434-1 
AN3434-2 
AN3433-2-5 
AN341-6 
AN936A6B 
AN961 -6 
A2953 

AN515 -4R8 
ANQ60D4 
AN365-440 
NAF1077-3 


AN3057 -8A 
184 -54054 


04995 
184-54247 
184-5427 -7 
PF3-1/2-38 
PS3- 1/2 
PC3-1/2 
184 -54247 -5 
1625-2 
AN3021-2 
AN3021-3 
184 -54264 


15206 
AN365-832 
AN960D8L 
AN515-8R6 
175-54090 
AN515-8R22 
AN960D8 
No Number 
No Number 
No Number 


1 2 3 4 


5 


6 


AN 01-60AAB-4 


FUSELAGE (Cont) 


7 NOMENCLATURE 


RH SIDE ELECTRICAL CONSOLE AND BOMB ADAPTER CONTROL 
VERTICAL PANELS 

PANEL ASSEMBLY, - 

(see figure 201 for next assembly) 

SUB ASSEMBLY, 


Bomb adapter control RH vertical. 


Bomb ađapter control RH vertical 


FASTENER (DZ)... A 

SPRING (DZ) .. ......... 
ο. ΟΡ, CDZ)o ur she Ite. ERU NS er die eom -ᾱ 
ACRYLIC PANEL, Bomb adapter control RH vertical. 
SCREW . απο ο eh ο ο... 
SWITCH. εν ο ος ἃ αν ον νο opt ον CIS 
SWITCH. der τ 
KNOB (0M). . . . ια ο ο οὓς Προς 
SWITCH (CUT) .. 26s 


SOCKET ASSEMBLY 
LIGHT ASSEMBLY 
LIGHT ASSEMBLY 


. 


(INC). - ο ol 
(2. ανν Uus οι ἕω er cus Gh ἃ 
WMAC) . ος 22 


TERMINAL BLOCK ASSEMBLY . . . . . 2.22! 


STRIP 


STRIP . 


BUS . 
NUT 


WASHER. 


WASHER. 


LAMP CONTAINER; 


SCREW 
WASHER. 
NUT . 


RECEPTACLE AND “CAP, 


CONSOLE INSTALLATION, 


contact 
τ ADAPTER . 


Spare (OM) 


"Electrical connector 


5 . . è o 


Electrical RH ! : a κ αν -ᾱ 


(see figure 201 for next assembly) 
2 . CONTROL BOX, 


. PANEL ASSEMBLY, 
: SUB ASSEMBLY, 
FASTENER 


. . . 


. . 


SPRING 


CUP 


(DZ) 
ACRYLIC PANEL, 


Exterior light (GMC). A 
Light control RH console . E 
Light control RH console. . . 
ώς ο A 
(DZ). ου Se ey ees de 


.. . o 


Light “control "RH console z ; 


| | l LIGHT ASSEMBLY (WMAC) . . . . . 


4 Ὁ . SWITCH A 

. . . SWITCH s 
. . KNOB ASSEMBLY; a 

(supersedes 184-54246 for future Procurement) 


. 


. 


RHEOSTAT 


NUT . 
WASHER. 
SCREW 


PANEL ASSEMBLY, 
SCREW . 


WASHER . 
RES ISTOR 
RESISTOR 
RESISTOR 


| 


( 


E ο - ὁ ο c 


"Electrical edge “Lited “panel. 
Jacor-Jenon) άρον 


“Electrical resistor. . . . . . 


RW20G250) (JAN-R-26A 


RW20G220) ει 
RW20G450) (JAN-R-26A 


double. 


. 


.. t 9 . 9 t9 t s. ν n9 


95 ο 
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FUSELAGE (Cont) 
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H-184-54-25A 
FIGURE 208 - LH ELECTRICAL CONSOLE INSTALLATION 
FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE ΩΙ PER ASSY. CODE 

-5402 CONSOLE INSTALLATION, Electric LH. . . . .. . . .. .. .. . Ref 
(see figure 205 for next assembly 
-1 184 -54226 . PANEL ASSEMBLY, Elec primer oil diluter starter LH console. 1 
184-54226-7 - . PANEL SUB ASSEMBLY, Electric primer oil diluter. bs 4 1 
starter LH console 

-2 PF3-1/2-38 - . . FASTENER (DZ)... 4 
PS3-1/2 - >. . SPRING (DZ)... - 4 
PC3-1/2 S At. οὐ ο uos eR ο IE irem. qe ds AO nan 4 
-3 184 -54226-5 - . PANEL, Acrylic elec primer oil diluter starter LH console 1 
-4 AN515-6R10 st 80 κ κα x ECC ο ο ο a ορ m 2 
18) 54199 - . WASHER, Electrical panel transmitter mounting. . . . 2 


398 








FIGURE & PART 
EX NUMBER 1 
208-5 AN3227 -5 
-6 184 -54229 
-T AN507 -632R8 
-8 AN3022-7 
-9 1625c2 
-10 184 -54227 
184 51907 -7 
-11 PF3-1/2-28 
PS3-1/2 
PC3-1/2 
-12 184 -54227 -5 
-13 15211 
-14 162562 
-15 AN3021-2 
-16 15059 
-17 184-54246 
184 -54264 
-18 184 -54228 
184-54228-101 
184 -54228-7 
-19 PF3-1/2-38 š 
PS3-1/2 
PC3-1/2 
-20 184-54228-5 
-21 AN507 -632R7 
AN365-632 
-22 184 -54201 A 
-23 A8944 -632 . 
-24 AN507 -632R15 : 
-25 NAS43C1 -4 
-26 No Number 
No Number 
-27 162502 A 
-28 184 -54230 . 
184 -54230-7 . 
-29 PF3-1/2-28 Ne 
PS3-1/2 . 
PC3-1/2 E 
-30 184 -54230-5 . 
-31 162502 3 
-32 AN3022-1 . 
-33 45A7400-1 T. d 
-34 184 -54246 * 
184-54264 5 
-35 No Number š 
-36 AN833 -4D è 
-37 AN924 -4D . 
-38 AN902 -4 . 
-39 22350 . 
-40 AN365-1032 è 
-41 AN960D10L a 
-42 AN507 -10R24 . 
-43 AN365 -632 . 
-44 AN960D6L . 
-45 AN507 -642R18 
-46 146 -53392 
-47 PRA52-022-O44-1, 125, 
-h8 184 -54236 > 
-49 184 -54234 5 
-50 AN936A1016 : 
-51 AN3066 -4 x 
-52 184 -54233 . 
-53 184-54235 è 
-54 184 -54134 
-55 184 -54045 
-56 184 -54232 
-57 146-538400 
-58 BZ3YDT . 
-59 184 -54244 š 
184 -54244-10 . 
184 -54244 -7 A 
184 -54244-13 A 
-60 PF3-1/2-38 
PS3-1/2 š 
PC3-1/2 : 
-61 AN365-440 š 
-62 ΑΝΟΘΟΡΗ z 
-63 AN515-4-12 - 
-64 NAF 1077 -3 E 
-65 AN3057 -8A 
-66 1626559 
-67 A2953 


ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Section 11 


Group Assembly Parts List 


UNITS USEABLE ON 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
SWITCH. το Ce a m ue cm. δν. ἃ 1 
GUARD, Toggle switch two position. 1 
SCREW aa x Kar ο Chad de: ο ο ο 4 
SWITCH. . . E CR e (e ψεὶ 28s ο Sag s NS 2 
LIGHT ASSEMBLY (WMAC) . - "νον 2 
ΡΑΝΕΙ, ASSEMBLY, Light control LH “console. vi Ον S ARIS 1 
PANEL SUB ASSEMBLY, Light control LH console a Se 1 
FASTENER (DZ) . . . . + " DCUM" Pete Weg 4 
SPRING (DZ) 6 weve cece ο a RO" WR Vs y 
CUP (52)... . VECES 4 
PANEL, Acrylic light control LH “console. La 1 
RHEOSTAT ASSEMBLY (garor ο UR ο νο νὰ 1 
LIGHT ASSEMBLY (WMAC). . ; Se ig a a, CI UM AN te 2 
SWITCH. . DA 9€ 1 
RHEOSTAT ASSEMBLY "(Jacor-Jenon-Jetol No. 375) (0M) 1 
KNOB, Electric lighted pointer & e eS Pe Y 2 J 
KNOB ASSEMBLY, Electric edge . .. . 1 AW 
PANEL ASSEMBLY, Trim tab control console. . £D x Eod 1 Ww 
PANEL ASSEMBLY, Trim tab control console... . E 1 BQ 
PANEL SUB ASSEMBLY, Trim tab control left console. 1 
PRASTENER. (DZ) e Wed Se aa et Ue oe ο 6 
SPRING (DZ)... A Ὅτῳ. καν res Tita ed 6 
CUP (505). . . . 6 
PANEL, Acrylic trim “tab “control “vert console 1 
SCREW ον ue uomo οι. ος τος SAS SP ϱ 4 
ΝΤ... ο “ude Caa ο ter Weer mule M ο. 4 
SWITCH ASSY, Trim tab (see fig. 210 for detail breakdown) 1 
NUT- (TIN) «mu 2 xo X 0e Ep ok ὃς S φορ 4 
SCREW αμ ll de fM) ο Cee oe ο a va Bel a 4 
SPACER: $e uox e e a e τν S e 4 . 
INDICATOR, Electrical trim tab ES) (ies: -54057 - 10) S sg 1 W 
INDICATOR, Electrical trim tab (WS 183-954045) S ws l BQ 
LIGHT (WMAC) . . . E Tos ce 6 
PANEL ASSEMBLY, Electric "cabin “air "control. & "Esc p l 
. PANEL SUB ASSEMBLY, Electric cabin air control Gee d. ος 1 
: FASTENER Πο ο ο ο ο ο ο de. Tera melee de DR Mee 4 
.. . SPRING (DZ) oe κο. Me ἂν WOR a eat we UE reU ul 93 C^ - ie 270 d 4 
. . CUP (DZ). 5 P d iue IAS ef 4 
. PANEL, Acrylic electric “cabin air control. Bye Bae Sin tin Se: 1 
. LIGHT ASSEMBLY ist E 5 
. SWITCH. . . ba So Wen) πο A wet AS A ceris 1 
. SWITCH (cur) . p . ὃν $e s 1 
. KNOB ASSEMBLY, Electric “Lighted “pointer. ορ nape wee 1 J 
. KNOB ASSEMBLY, Electric edge lighted panel x R 1 AW 
. POTENTIOMETER ASSEMBLY, Electric heat and vent control , 1 
(Design Spec. 184-54132) (MAL) 
ELBOW (5: nr a Van e. T Er a er ον 2 
NUT dr a8 DA ADO on Svo Tr ο. 2 
GASKET. . . . ο e ο Ve c Tw ole dh VE ne A EC ud 2 
VALVE ASSEMBLY, Pneumatic dump (PC). . . . . . . . . . 1 
NUT... 5 Sous ο. quo άν RS αὶ a 2 
WASHER. . . . . . . E 2 
SCREW E REV á ; ese 2 
NUT es quce ve Des di ο; ὅλων Vee ae ο Mane e Gas Nat τὸν Gah eet ὢ 8 
WASHER S> arar ο Reo vs ai pe^ a. "RA tot! orien Sa sehe Ὃν Wee SOs 8 
SCREW, ΝΙΝ ο ORE, ted Pe aa eon A 8 
BLOCK, Heat and vent cabin air system emergency control. 2 
PIN (EN) . . a cat dd ἵει. ο ο ο ο Ped er vers ies Sar ey --ᾱ 1 
KNOB ASSEMBLY, Electric heat and vent emergency. 1 


PANEL ASSEMBLY, 
PANEL ASSEMBLY, 


cabin air control 

SHAFT, Electric cabin emergency air control. 
WASHER 4 ο a “ee Te es 1e. BRE Ὁ ου ο ο. 
NUT oe. E aa ae se ie ὁ 
BUSHING ASSEMBLY, Elec emer cabin air control panel. 

PIN, Electric emergency cabin air control panel 
PLUNGER, Electric emergency cabin air control. . . . 
SPRING, Electric emergency cabin air control 
CAM, Cabin air emergency control . . i 
SPACER, Heat and vent cabin air distribution system. . ο 
emergency control 

(MOS) ο o. oa ari 
Portable equip. 


ee eee 


SWITCH Qe far A tahoe Ree Bese 
receptacle ia αμ. ‘ 
Portable equip. receptacle (LH console) . 
PANEL SUB ASSEMBLY, Portable equip. recp ae a). ‘ 
PANEL SUB ASSEMBLY, Portable equip. recp (LH console). 
FASTENER τ VS RD nci ορίων το μος ος το Gay Cee ο κ 5 
SPRING (DZ) 2 ο... PD RR 
CUP (DZ). . 3 
NUT Ὅτ Mia αμ ο χο, i fat Mesa" eS San GS a! Swe παν 
WASHER. dolce αι τὦ 
SCREW... . . ο e E. RI AT ee οφ, Ue ου FON EE" 
RECEPTACLE AND CAP, Electrical connector double contact. 
ADAPTER . . -— E ee a - νο ΠΚ κα A 
LIGHT ASSEMBLY (wmac) . : be Sed ἐξν τε ο αμ. 
LAMP, Holder spare (GMC). rt 


DNRREEFFOODRAREN NYE RP HEN EH 
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FIGURE 209 - RH ELECTRICAL GENERATOR CONTROL RELAY PANEL ASSEMBLY 


PART 
NUMBER 


184 -54272 


184 -54272-21 
AN520-416R14 
67191-1 
AN520-10R12 
ΑΤΡΙΕ 
AN935B616L 
AN520-10R16 
AN3200-450 
184-54272-7 
AN507 -832R16 
146-54043-10 
AN341-616 
AN935-616L 
AN507B62!R32 
AN365B624 
AN960B616 
184 -54272-9 
184 -54272-15 
184 -54272-11 
AN520-416R14 
AN3380-2 
AN3370-2 
AN3371-2 

184 -54272-13 
184 -54272-5 
AN515-6R12 
456002 
414003 
AN515-8R12 
AN3316-1 


AN 01-60AAB-4 
FUSELAGE (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


PANEL ASSEMBLY, Electrical RH generator control relay. . 


see figure 203 for next assembly) 


SUB ASSEMBLY, Electrical RH generator control relay . 


SCREW. . . . . . « « B E 
RELAY (GFP) ......... 
SCREW? 4 ον wes cao owe ey See ae το 
CONTRACTOR (HEM). ...... 
WASHER. i. 4 4 4 2$ ww 
SCREW. . 

SHUNT. 


eo ο 


BUS BAR, Electrical RH generator control repay. : 


SCORE Moore usa ae Ἄγαρ, καν ον By E EE Lat κόκαλα 
PANEL ASSEMBLY, Electrícal 3/8 inch stud terminal . 
NUT. uri RR C a. ke 7€ d. A κ 

LOCK WASHER. . ον το ae 
SCREW: 4 ο 9 led; 
NUT. 2 


WASHER: 2... . aos a a e dar Sem 
. BUS BAR, Electric RH generator control 
BUS BAR, Electric RH generator control 
BUS BAR, Electric RH generator control 
SCREW; ος 66 1 0 3 $0635) de ee ο, DE cm A 
RELAY. v4. ο qnod ss 
RELAY. . .0Ln A a Ὁ 
RELAY αυτ Gao pee 8 «ὦ, 
BUS BAR, Electric RH generator control 
BUS BAR, Electric RH generator control 
SCREW, . . . . .. JM 
FUSEMOUNT (LTF). . . . . + + 
FUSE (LTF). . . . .-.:.:.::. 
SCREW, 2... .. . V . Wis 
RELAY. ura laa a wlox WR Ug 


relay panel. 
relay panel. 
relay panel. 


relay panel. 
relay panel. 








H-184-54-115 
UNITS USEABLE ON 
PER ASSY. CODE 
Ref 


PRE RP [Ὁ A 1-1 A A OA 5! ο ο IO AA A AA A 














FUSELAGE (Cont) 
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AN 01-60AAB-4 Group Assembly Parts List 


H-184-54-26 


FIGURE 210 - TRIM TAB SWITCH ASSEMBLY 


PART UNITS 

NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
184 -54201 SWITCH ASSEMBLY, Trim tab (see figure 208 for next assembly) . Ref 
AN515-632R6 « ijSCREW ο αν a ο Wege sw Ὁ 287 9. 9. ee) a ee 9^ gms s 6 
AN507-632R6 A v φον ο ο IN 6 
AN960-6 e WASHERS acara ο aa ο A a a ὁ ο Ὁ 6 
AN935-6 s. WASHER. 4 ey tere ος ου δι CCP a 9 v9 v. S Cho So ὅτι e Ve. ὢ 6 
AN3102-24 -5P . CONNECTOR , . . . +... +. πα ο ασ es Ete ο πο 1 
147-54220-3 . BLOCK, Trim tab switch receptacle mounting. . . . ess eo 1 
RPA52-028-125-0348 . ROLL PIN (EN)... $t Ge, τὸν le, cs e ues No TO τὰ cere za 2 
147-54209 . HANDLE, Trim tab switch control Wo Sie 29 8 ο σου l 
DD10189 . BOOT (MCS). : PE 1 
147-54367 . COLLAR, Trim tab switch boot "retaining. v. we S ο ο td See 1 
147-54679 . SCREW, Trim tab base attaching. . . . +. . . . +... ο ο ο 1 
147-54219 . BASE, Trim tab switch ο... a a ο. ὁ 1 
AN507 -632R è SCREW e s ο 4 το... ο ὁ ὁ E ο φ' Dm c 2 
147-54213 . SUPPORT, Trim tab switch upper "spring . 0 0 5 ο ο ο ο £1 ο ο 1 
147-54214 + PISTON, Trim tab switch upper actuator return....... 1 
147-54212 š SPRING, Trim tab switch assembly upper. . . . . . s s e. o 1 
147-54202-5 . SHAFT ASSEMBLY, Trim tab switch control . . . . . . . . èo 1 
147-54208 . BUSHING, Trim tab switch shaft. . . . . .. è o s © «© oè o 2 
AN507 -632R16 . SCREW... w S ο ο ο (Ro. ο ο AA e 4 
BZTDRT . SWITCH (MCs). ar) ο ον ο, et WU, a. δις "ὦ 2 
147-54222 . SCREW, Trim tab Switch support "mounting JO λος ον PO 4 
184 -54207 + PLATE, Trim tab switch mounting . +. . . s s e ο s ο ο ο ο n 1 
BZ7VDT | SWITCH (MCS). $ denis m xeu sus em ο ο ο [ας 
184-54217 + PLATE, Trim tab Switch guide. oe AE eee a er ee ee eee 1 
147-54215 f- PISTON, Trim tab switch lower actuator return. , . . . . . 1 
147-54211 . SPRING, Trim tab switch assembly lower. . . . . . . . . . ο 1 
147-54221 n SUPPORT, Trim tab switch lower spring . .. .. . .. . >» è 1 
147-54210 . COVER ASSEMBLY, Trim tab switch . . . . .. e e s ο ο «ο 1 


USEABLE ON 


CODE 
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H-184-54-73B 





FIGURE 211 - LH SIDE STATION 79-1/2 TO STATION 199-1/2 ELECTRICAL EQUIPMENT TUNNEL AREA 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1. 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
211 No Number STATION 79-1/2 TO STATION 199-1/2 LH SIDE ELECTRICAL EQUIPMENT. Ref j 
: TUNNEL AREA (see figure 205 for next assembly) y 
-1 184-51081 . COVER, - Auto pilot control junction panel assembly . 1 
-2 AN515-8R24 se ουν, ως UP ee aya de e νὰ Ss ει ο n 4 
AN960D8L ἘΠ WASHER e ala 4 x a ls -ᾱ n 4 
NAS43DD3-64 « SPACER, Screw and bolt. . . . s = . ao o o s e so 808848 4 
-3 No Number . REMOTE COMPASS AMPERE (Navy Stock No. R88A0499-000) (GFP). . Ref 
(see figure 153 for next assembly) 
AN3106A16S1S Sv GPLUG V ores νην: ο ee he dk ie en ETE Aa e 1 
AN3106A22-14P πμ E ο. ο”. δ ὅς." Tela fal ο ο ο 1 
AN3106A14S2P RA ο. A 2 
AN3057-6A s ADAPTER. Ve josie. be. al ts ay Ve, el Sh eS EET 2 
AN3057 -8A Cc (ADAPTER: VoL o i BE ee XO ο, οι eR Im uw de EUR iive URL τας “ee Tel ος 1 
AN3057 -12A h ADAPTERS τος ra oe τας Ὁ κα ο «αν. 1 
A UU EE UP ας. 
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FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
211-4 No. Number JUNCTION BOX AUTO PILOT να Stock Νο. πθθροβοέ- 100], . Ref 

AN3106A20-168 e PLUG. 24 3 i ο λα E 1 
AN3106A20-4S . PLUG à αν de) "T RP Lc 5 Sá ᾱ 1 
AN3106A1S2S « PLUG . : . . . . é > 1 
AN3057 -12A . ADAPTER. . . . . ὁ . e+ «ο . 2 
AN3057 -6A s we ADAPTER, Wo€eckowcecuutiet ues δι mex er πώ τῳ. TA ο ος lg 1 
-5 . AN3106A20-4S se PLUG n € e ὁ dr Roco ida e en Se AT 1 
AN3057 -12A . ADAPTER. . . ELS 1 
-6 385000-1 . BRIDGE CALIBRATOR, "Totalizer (δα) a Ref 
(see figure 153 for next s assembly) 
AN3106A20-27S PROA ο ο. . ei teat ente A E oak Ze 2 
AN3057 -12A . ADAPTER. . . Be Rs νο “yal ues er win) αν Ὑῷ 9 
-7 385000 . BRIDGE CALIBRATOR, “auxiliary δα) 3: ὑφ ad ads «ΘΕ 
(see figure 112 for next assembly) 
-8 No Number . ADAPTER COMPASS, Auto pilot (Navy stock No. R88A0209-025) . Ref 
(GFP) (see figure 153 for next assembly) 
AN3106A14S6S . PLUG.. ο ο. ον ο λος 1 
AN3106A1452S so UPEUGCS. sw es A o ie AR τς "ἂν E 1 
AN3106A15S1S e UPLUGO V 39x E E à x e οδόν E 1 
AN3057 -6A . ΑΡΑΡΤΕΗΒ............-... ; 2 
AN3057 -8A . ADAPTER. .. σας: d 1 
-9 184-54041 . COVER, Electrical AC “relay. panel p er P 1 
-10 AN365-1032 . NT... $19. 06 779 Uu US Au Meses OS Len er. WO qe RIS 9 
-11 2W1AL14-20-20 . WASHER, Plain (NA). D ele BAD’ Gott SP deese ax Tox ο eee bal car ae a be da 18 
-12 AN931A6-10 . GROMMET. . . . . St x Ge Week ο ο. 9 
-13 NAS43DD3-16 . SPACER, Screw and bolt. es : 9 
-14 175-54053 . STUD, Electrical panel cover support. 9 
-15 77832 . TIMER, Propeller feathering (GFP) . 2 
-16 AN520-10R8 6 SCREWS 22. x0 a di ces. aros 8 
AN960D10L . WASHER... We Suo ce ο ο “edie Ss rca WR EL Pep, Wak rar? I, Se 8 
AN935-10L 5 "WASHER 4.46 ον eed a sw ῳ woe oU a τῷ Uu) e WU de 8 
AN 365 -1032 oe, “NUT Se www see. 1e se ee oc Ὁ xvi 3D pe te Re et a USS E'S 8 
-17 AN3108A1485S . PLUG Gt τῷ» NY rd) dr AE UY Nes A TES . ο ᾧ 2 
AN3057 -6Α . ADAPTER. $. a ler Dey a οφ P a . E ere 2 
-18 AN520-10R8 4 SCREW. νὰ α r : "DE x : : a 4 
AN960D10L . WASHER . eL « V^. Cet. 1ο) Ge" νεὸς i Ἢ 4 
AN365-1032 . NUT. ο. ας πὰ t pes we NE τ E ἐς v Ur er UL we S A 4 
-19 AVR765D : RELAY (HEM) . . a ο σος CDS S m A 1 
-20 AN3436-2-17 . TERMINAL BLOCK . . . . : . dar Ir Ec ET ve τ 
AN3434-1 en ὍΚΗΤΕΝ ος WS . : gode Wn ah et “ae DA 3 
-21 AN341 -6 ο ο TRES S . Gera ο E ru cR μονος 17 
-22 AN936A6B ~ WASHER. ο εν ao ee 4 Š αν ἄνα. ο. z a ca τν he "-— 17 
-23 AN961 -6 o WASHER s ou 2 ορ 4 09 ος € πα A e ον. a κ OA wy 17 
-24 AN365 -440 a NUT a ata er ae ee a P A ο ^. "A 3 
-25 AN960DHL . WASHER . . EIC Ux λος λα “κο m AR νε” ος UC CEU ee e 3 
-26 AN515 -4R6 . SCREM. . -Á-——— nu xc ου 1 
-27 397-17 . COVER ASSEMBLY, Electrical terminal block £ (HEGE) ; A 1 
-28 AN515-8R8 2 SCREW gui x97 t. aw Won e. enger ca Yaa rudes 12 
AN960D8L . WASHER . . . a De Wc. ue 12 
-29 237EAU ` RELAY ASSEMBLY (Propeller sunchronizer) j απ). —— Ana 6 
-30 AN520-10R8 . SCREW. . . . ΟΝ ο LA s: 1a) a? (el Sees 6 
-31 AN960D10L . WASHER... . ` ο E E ὁ 6 
-32 184 -54037 . COVER ASSEMBLY, Elec center console terminal "strip panel. . 1 
184 - 5033 . PANEL ASSEMBLY, Center console terminal strip . . . . . .. 1 
-33 184 -54033-3 3 PANEL, Center console terminal strip . . . +. . . . . +. . 1 
-34 AN365-440 +. NUT ays Mer Ree Yea arise 394 Vei ο ο ο Bey Gin en pele αμ arse 18 
-35 ΑΝΟΘΟΡΗ1, . A WASHER. LUI LM 18 
-36 AN515-4R6 $ . SCREW . . δ) το E 18 
-37 AN3436-2-20 . . TERMINAL BLOCK “ASSEMBLY ο Row ο NECEM E 6 
-38 AN341-6 . se NUT woe die Ὁ a E ο ο ο a ac ^ leo 
-39 AN936A6B . 4 WASHERS i --- tas Ὁ a at A el A a a 20D 
-40 AN961 -6 A WASHER- c o See mee eL er a ss eue. LeO 
-41 AN3436-2-7 " TERMINAL BLOCK ASSEMBLY. FUP EET PU 1 
AN3434-1 e CBTRIB. x ον 0.) εδ, κας ja he ee Ss, ο S . τ 9 
AN3!1-6 mee TNUT ο e oo retos. ο E e . " τ " T 
AN936A6B . WASHER.. . . . . . AN . a κ T 
AN961 -6 . WASHER . . . +. + τ vo . . . τ 
AN365-440 be μμ.» " A ; 3.55 . 3 
ΑΝΟΘΟΡΗ1, . WASHER. . τ . NE h à " 2 
AN515-lR6 : SCREW, o s e oo a "ντ T T e ο E E Fay no n 3 
-42 397 -7 . COVER, Electrical terminal block (HEGE) E τ τς «5 ee 1 
-43 320400 . PROPELLER SYNCHRONIZER (HS) . Sow bites οτε, dw Ref 
(see figure 382 for next : assembly) 
AN3106A 14528 vs AAA es 2 ο, ιό, Ve Mee ον dev da, ae Ὁ 1 
AN3106A14S6S & "PLUG .-2 22-2 ss KORN eee N 1 
AN3106A14S5S . PLUG .. ^ «ow y . " 1 
AN3106A24 -28S ολα... pe . > zs n A 1 
AN3057 -6A v ADAPTER. . . . . . +. . . . d Xe 3 
ΑΝ3ΟΡΤ-16Α . ADAPTER. . . . St rio del Ὃψ, 90 ce 1 
-44 AN515-8R8 Ον, of ο A a E ea ad pee E Fa AES S E a 4 
ANQ60D8L . WASHER ..... $$ NES Tou Jantar are! 4 
AN365-832 oo NUT. > ο ο Ma ο TR de 4 
-45 237EAU . RELAY, Cover m a M RE ETE 
184 -54030 . ELECTRICAL EQUIPMENT INSTALLATION, Fuselage tunnel LH . . . Ref 
(see figure 217 for detail breakdown) 
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AJ-2-4-54-1A 


FIGURE 212 - LH SIDE STATION 158 TO STATION 221,625 RADIO COMPARTMENT ELECTRICAL EQUIPMENT 





FIGURE & PART 5 UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY., CODE 
212 No Number STATION 158 TO STATION 224.625 ELECTRICAL EQUIPMENT RADIO. . . Ref 
A COMPARTMENT (see figure 205 for next assembly) 

-1 175-54059-7 . COVER, Electrical pressurized power panel . . . . . . . . 1 

-2 AN515-6R6 4 SCREW, i 4I ας il. els c. Oro E ὃν ST ot CUR 4 

-3 ANQ60D6L se WASHER: onai E Yao ὁ AE ο GED qvem mE in ar da 4 

-4 175-54061 . INSULATOR ASSEMBLY, Electrical pressurized power panel. 2 

-5 184 -54050 . PANEL ASSEMBLY, LH generator control electric . . . .. 1. 

(see figure 222 for detail breakdown) 

AN520-10R12 OCRE a al Rum ce o ada ol aa «ο ο SEE he Se 11 

AN960D10L ec (WASHER: fs tare Was. ui Wa Bert E ο γα; vel wt ἐδ. Gy va der cel Pay sab CS amante 11 

-6 AN520-10R12 αν ο Pi. Ps va” ets itp ο E Un ο ah er ii. ce aa ted 9 
AN960D10L s NMWASHER 2.4 νι κο e Te πα αν tat gam ath Jad ant edie 9 

AN960D10 a “WASHER S χε, ur us urb. ο vico er at ds el o ace er See Ka] E ey eer C 18 

-T 184 -54019 . BOX ASSEMBLY, Radio operator's console. . . . . . . . . . . 1 
AN515-8R8 pou MM ο an τι cet asl A QE Ee 3 

AN515-8R12 a ΜΕ ο E ae he Tae Gels Se 3 

ANQ60D8L 4 WASHER. $202 o7 mz ανν ας Be eo ee Bs es Den v 12 

AN365 -832 ο μια oe jl ο m o D ο ο ο UA QE Ni d IT ag, MS end 6 

-8 AN3249-1 AAC 2.2 ul. A 4 

-9 AN3249-2 - ΟΆΟΚ. ο ka AN 4 

———— eee 
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Group Assembly Parts List 


A e e μου μμ "PM αυτ Ἕπτν 
SEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 
212 ΑΝΟ36Λ616 
AN960D616 
-10 AN3436-2-20 
AN3434 -1 
AN3434 -2 
-11 AN515-6R12 
-12 AN3433-2-2 
-13 AN341-6 
-14 ANO36A6B 
-15 AN961-6 
-16 AN515-8R8 
ANQ60D8L 


-17 184 -54049 
184 -54049-101 
184-54049-201 
184 -54049-3 
184 -54049-33 
184 -54049-43 


-18 123001 
-19 442001 
-20 414001 
-21 414002 
-22 414005 
-23 414020 
-24 414002 
442001 

-25 # 184-54394 
-26 # 414001 
# 442001 

-27 184 -54051 


184-54051-101 
~28 184 -54035 

184 -54035-101 

184-54035-201 


-29 AN253-2-2400 

-30 AN365-632 
AN515-6R6 
AN960D6L 

-31 SA4335A 

-32 B4876R 


-33 AN365-632 

-34 ANQ60D6L 

-35 AN515 -6R6 

-36 A5395 

-37 1495 

-38 86475 

-39 AN3436-2-2 
AN3434-1 
AN3434 -2 
AN515-4R6 
ΑΝΟΘΟΡΙΜΙ, 
AN365-440 
AN341-6 
AN936A6B 
AN961-6 
397-2 

-40 AN365-1032 
2W1AL13-16-63 

-41 175-54053 

-42 AN520-10R8 
AN960D10L 

-43 184-54074 


-44 184-5414 


AN3108B16S1P 
AN3108B16S1S 
AN3057-8A 
-45 AN515-8R8 
-46 JX3TA 
-47 AN781-4 
-48 CEA1C6516 
184-54150 
-h9 AN3106A18-6S 
AN3057-10A 
-50 AN3108A1283S 
AN3057-4A 
-51 AN520-10R8 
AN960D10L 
AN365 -1032 


1 


2 3 4 5 6 7 NOMENCLATURE 


WASHER. 

WASHER. . 5 

TERMINAL BLOCK ASSEMBLY : 

STRIP o ee! x 

STRIP s $5 «ὄνος, RES 

SCREW 4 ο ο o κ wv ox 

BUS: S ches s s 

NOD olde deu DEDOS AA SR deer dE 

WASHER: Lo in 9093.0 νο, ο. αν gy 

WASHER. 4 ὁ ὁ 0 4909 06 m9; ow 6 

SCREW . Ρ 

WASHER. " gos Net RARA 
PANEL ASSEMBLY, Electric AC fuses and radio operating 


PANEL ASSEMBLY, Electric AC fuses and radio operating `. 


PANEL ASSEMBLY, Electric AC fuses and radio operating 
. PANEL, Electric AC fuses and radio operating 
PANEL, Electric AC fuses and radio operating 
PANEL, Electric AC fuses and radio operating 
FUSE CLIP (LTF). Ord 
FUSE, Extractor 
FUSE (LTF)... a 
FUSE (LTF) . . . . . 
FUSE (LTF) . . . . . 
FUSE (LTF) . . . Ν 
FUSE (LTF) . . 
FUSE, Extractor "post (LIE) : 
NAMEPLATE Electric combat fuel” ‘gauge. 
FUSE (LTF) . . j 
FUSE, Extractor "post iLTF) : 
PANEL ASSEMBLY, Electric 3rd crewman' s "power. 
(see figure 216 for detail breakdown) 
PANEL ASSEMBLY, Electric 3rd crewman's power. 
(see figure 216 for detail breakdown) 


post (LTF) 


PANEL ASSEMBLY, Electric 3rd crewman's DC circuit breaker 


(see figure 216 for detail breakdown) 


PANEL ASSEMBLY, Electric 3rd crewman's DC circuit breaker 


(see figure 216 for detail breakdown) 


PANEL ASSEMBLY, Electric 3rd crewman's DC circuit breaker 


(see figure ος for detail acid 

HINGE PIN... "E ^ . v ys 

NUT κο κιν ο μον Roe ο deer m Ὁ m AP 

SCREW ον ον ας e woe VES. δν τν ον I ge coe EE a 

WASHER. . . ο ea e Pali ο. 

LIGHT BASE, Portable "(Sai). Ug lees qm cg 

INSTRUMENT, , Lighting fixture (GMG): ror 

NUT. Vos . ; 

WASHER. . . . . e. + 

SCREW . 

LICHT UNIT "(GMC). 

LAMP (GE) . . 

COCKPIT LAMP ASSEMBLY (SAT) 

TERMINAL BLOCK ASSEMBLY 

STRIP : 

STRIP... 

SCREW... 

WASHER. . . . . . . + 

NUT ο ὃν ἀλλα Ux 

NUT... ο 409 de Ta 

WASHER. . . . . + 

WASHER. . ο... 

COVER, Electrical terminal block (HEQE) 

NUT . ; s > : 

WASHER, Piain (NA). : 

STUD, - Electrical panel cover support. 

SCREW Rs IY 7 

WASHER. . 

PANEL ASSEMBLY, Electrical ‘cabin. temperature control. 
(see figure 218 for detail breakdown) 

COVER, Electrical cabin πο τν control 

CONNECTOR μευ ο . 

CONNECTOR . . . . + uu 

ADAPTER . . . . . +. š 

SCREW . . 

FILTER (SPR). 

NIPPLE. . . 13 

CAPACITOR (3AN- C- 125). xa 

BRACKET, Electrical capacitor mounting “hydraulic "pump 
noise filter 

PLUG: ame So eave, «Ὁ 

ADAPTER . . . . . . . 

PLUG. . . . . ee ee κ κ κ o om n m n n n 

ADAPTER . . . « . . . ee . ee or on or on 

SCREW Lou ata a μον Te Mv es 

WASHER. . . . . . . +. + 

NUT. :...----.-ο ος ος ον 


ee ee ee 


UNITS 
PER ASSY. 


8 


HW OW CO 


DAD 
OOo 


Bum 


σιν Iz dz PL) UU UU I I. fO HP i p d JR SEIÓ E ID IO TO 8... πι E. P ER E BO HB OT πλου OO τὸ π! τ} p [|i I) OO 


υ 


CODE 


σα 
BQ 
CD 
σα 
BQ 
CD 


CD 


ή 5 5 5 5 5 5 5 ———————M———————— 
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AN 01-60AAB-! 
FUSELAGE (Cont 


) 





FIGURE & PART g UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
— M ———————————————————M———————M————————————————LLL1LL1PERASSY. X COD Á— 
90195 . CONTROLLER ASSEMBLY ΕΞ ; ο, τὰ ο ο... 2 





212-52 ; E : 
-53 AN3108A20-228 PLUG Se p im os ; a Hari 2 
AN3057-12A ADAPTER 220 o ees 5 ξ Ντιν 2 
-54 AN3108A1685S PLUG las dene rat op tote Val ote i -ᾱ 5 : νο 2 
AN3057-8A ADAPTER... 1... . . .... : : Νες 2 
-55 AN515-8R8 SCREW x vx κ. 5 E : -—- 4 
ANQ60D8L WASHER ο ay we Ges a at es ; a ; E 4 
AN365 -832 NUT ee su oce sea A E > : τν 4 
-56 237EAU RELAY (iR): E Ἐν τς S s 2 δν βλ 2 
-57 A24 49178-3 VOLTAGE REGULATOR (wx); E r : S ridere 1 
-58 A28A8727 MOUNTING BASE ASSEMBLY (wc) Sud ; ; "e 1 
AN520-10R8 SCREW... ανα . A s 8 
AN960D10L WASHER ou ος oru Sus ο ee PES : E S 8 
-59 AN3106A20-11S PLUG. y $e AS bn oe s s c 1 
-60 AN3106A20-16S . PLUG. viduae. Sue Me REL NI Ms Nori ή ; E i ; 1 
-61 AN3106A22-14S E PEUG. ντ ο €x ee ή os Lu 2-9 s x Ν 1. 
AN3057-12A . ADAPTER . . . : ol D: 3 : 5 E 3 
-62 AN3106A14S6S PLUG. . . : oko. ge E : j 1 
AN3057-6A ADAPTER . πο . 5 s 1 
-63 AN3100C16-11P RECEPTACLE. . . .. 2... . eee : g : 1 
AN3057-8A ADAPTER ... A a A ‘ 1 
2209-5 DUST CAP (CED). . Mn : . 1 
-64 146-51547 GASKET, Press bulkhead ‘thermocouple ὁ dise plug. s Š 3 
-65 AN515-4R8 SCREW . . . . . . " PE REN 3 s 11 
AN515-4R10 SCREW Αα ΡΜ ο Seeds RSNA Ñ A pd 
ANQ60D4L WASHER. uo 4 ov Gel ας Se ae "E i 12 
AN365-440 NUT .. "MEO CM ον ο οι να ; 12 
-66 184 -54011-3 LEAD ASSEMBLY, “Electric LH engine temperature control A 1 
184 -54011-4 LEAD ASSEMBLY, Electric RH engine temperature control . . 1 
-6τ AN3108A28-15S PLUG. . . ened ds SON E CE: 1 
AN3057 -16A s ADAPTERS sj Ὃν. a e a a a Ὅτῳ 3 a s . XE 1 
-68 AN3058-6 5. COUPLING. a ce a ca --ᾱ- ὦ 7 "E 1 
AN3066 -6 NUTS S 4 ο ου aM Woo b qo vesc ie 3 eds s a A 1 
-69 # AN515-6R8 4 SCREW ZO o. $e € ox) Sen EC xoi ; ΜΕ x P. 4 
# AN960D6L : s WASHER. 26 luo zo X. oa ; s πο ᾽ ES 4 
# AN365-632 . NUT.. es WSs te εν : ste 4 
-70 # 2182-10-28 . DUMMY RECEPTACLE (CED). esten NT Dm πο 1 
-71 AN3106B28-21S PLUG. . Ap tere Putus. qo ο ως m os i A 1 CD 
AN3057-12A ADAPTER... . . . . .. Sui. qu etes s a i ud 1 CD 
-72 AN365-632 NUT Pe DIESE M 5 ; Seis 2 
-73 2W1AL16-12-64 WASHER, Plain (NA): ZW ες us qe fors 2 
-74 AN507 -632R6 SCREW V. fene do oin Lee E A 2 
-75 1022 DOMELIGH?, “Type A2 (958). e s ; 2 
-76 AN3132-308 . LAMP. Sep ο te ie? Ye. dt cae ke be Ν 2 
-77 295134 -26A . GROMMET (MKL) | 111111! 6 
-78 205246-24A . GROMMET (MKL) . . . . . . . s RCM -- 3 
-T9 295246-32A Ἢ GROMMET (MKL) . . SUN 4 
146-54060-20 EQUIPMENT INSTALLATION, Fuselage bulkhead station 224 -5/8 . Ref 
(see figure 226 for detail breakdown) 
HA 184-54117 PANEL ASSEMBLY, Electrical PDI synchro fuse. SET 1 
-80 ## 313.125 FUSE (LTF) . "E A ao 2 
## 342001 EXTRACTOR POST (ume). πω a α : . sx 2 
-81 44 414001 FUSE (LTF) . . o E κω A a 2 Δ 4 
-82 ## 414005 FUSE (LTF) . . ar te Be os - R ; s 2 
## 442001 EXTRACTOR POST (LoF) Bs uiam : E ; o 6 
-83 ## 313125 FUSE (LTF) . ERES κ A : ee 1 
## 121001 FUSE CLIP (ETF). ο”... K . : PES 2 
HH AN515-4R5 SCREW. . . Ss, H* on δι . H ; ss 2 
HA 2W18-4L WASHER, Flat (νὰ). vods 4 : - ; 8 
## AN365-440 NUT. , : Oh εν uw O Pe 4 ; : 2 
-84 ## 414001 FUSE (LTF) . BK Qe wr PEDIS, λες ; A 1 
## 123001 FUSE CLIP (LIF)... . . L1 ll . s 2 
## AN515-8R6 SCREW. . . . - ME EQ ζ : 2 
## 2W18-8L WASHER, Flat (NA). ΡΝ ο ea oe Be 5 : 2 
HH AN365-832 NUT. . αμ. ο : : 2 
-85 ## PLM120 CIRCUIT BREAKER (sPTD): elt Jen Be ars . 7 1 
## AN520-10R12 SCREW. . LG” eid YT ATE ; ` 2 
$4 2W18-10L WASHER, Flat “(Na) ο νο a D or i ; 4 
## AN365-1032 NUT . πμ.” : 5 2 
-86 ## RH25 RESISTOR, 150 OHM (DABU) vates Mager τὸν at 5 . 1 
## AN515-4R6 SCREW... SD O See ; A 2 
## 2W18-4L WASHER, Flat (ΝΑῚ. 2.2022 22202 3 4 
## AN365-440 NUT TERES 5 : 2 
-87 HH AN3436-2-5 TERMINAL BLOCK ASSEMBLY . . . . . . . . g 3 
## AN515-4R6 SCREW . . : dus πέν og x eae . 6 
## 9918-11, WASHER, Flat (wa) Ei Ds G ΝΡ i 6 
## AN365-440 NUT . 2 νυν νυν νον ` : 6 
## AN341-6 NUT . Bok e det mg x Ye IE m eS Ux Ne A O 15 
## ANO36A6B WASHER, | | A ο er Jon SURE i tan Sve 15 
## ANQ61-6 WASHER , "Εν ον LOT ov BOM ο 15 
NOTE: # Denotes the incorporation of Service Change No. 340 
B Denotes the incorporation of Service Change No. 450 
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Group Assembly Parts List 





H-184-54-52A 


FIGURE 213 - STATION 51 TO STATION 79-1/2 PILOTS INSTRUMENT PANEL ELECTRICAL EQUIPMENT 





& PART A UNITS USEABLE ON 
INDEX NUMBER NUMBER ι 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE - 
?13 No Number STATION 51 TO STATION 79-1/2 PILOTS INSTRUMENT PANEL ELECTRICAL Ref 

i EQUIPMENT (see figure 205 for next assembly) 
-1 AN3106A20-27 S ο PLUG X. 0. V o ο. κ e 4 » ο ο ὁ celo 73» € -ᾱ- Ὁ 2 
AN3057-12A - ADAPTER; ....... A SEM á a Bris eae, Te 
-2 AN3106A18-1S PLUG s.o Goa a ia ow 7 $565 ο et ο V ὃν ο 1 
AN 3057 -10A ADAPTER FETU . . . . . . 1 
-3 AN3106A14S5S PLUG le ο omo e e “ .». ... . 2 
AN3057-6A ADAPTER. . . . . . . ο . . . . . "m 2 
Y AN3106A14S2S PLUG: LU a.u xx . . ο . ο... 3 
AN3057-6A .. ADAPTER. . . . 5 EP . . ο . . o 3 
-5 AN3106A1681S PLUG oe ο.» . e o è . . AE ὄπα 5 
AN3057-8A ADAPTER. . ..... "m . . o . . ο ὁ 5 
-6 AN3106A1451S . PLUG . . . » . à» » ο 6 € ο ὁ . Ὁ ἃν e 1 
AN3057-6A ADAPTER. . . . . .  « w^ d . ES .». ο ὁ ο ο 1 
-7 AN3106A14S2S PLUG A Gol ei ών es Se “o. . . . e... n on 1 
AN3057-6A ADAPTER. . . « . . . a "E . $ 7» * ο ὧν cu ὦ 1 
-8 AN3106A14S6S PLUG .c...o.s... . o . . . e 9 ο ο ο ο 1 
AN3057 -6A4 ADAPTER. . . Fen $5 AS : s $ Pouwel e ue. 2b 
-9 AN3106A422-148 PLUG 102 12x. τς δε ο τος vs e 4 τ . . δ. * ὦ Ὁ . 1 
AN3057-12A ADAPTER. 4-02 o2 ox es 9 e e o e ο o ὁ ο o o o 1 
-10 AN3106A14S1S PLUG bis io AP eai E dE €. a . a vestes «δι * 1 
ΑΝ3ΟΡΤ-6Α ADAPTER. . . « « . we w sel e E ας . ο ο ο ω 1 
-11 AN3106A14S5S PLUG HP $9 . . s ^ © ο ο 1 
AN3057-6A ADAPTER. 4 ος L $6 .. e ᾧ * ee . «X 1 
-12 AN3106A14S1S . PLUG erm wr el Ges Yer Ge ey ὦ, ὦ . e e o o . . . ο o 2 
AN3057-6A z ADAPTER. . . 40 wie eae τᾱ " Š σος : . 2 
-13 AN3108A10S13S e “PLUG ee a xg. ὁ er ο ee, . PE I 
AN3057-4A ADAPTER. 5. else δρ ο Φ Φ ὦ. -ᾱ ὦ -ᾱ-.'Φ- -ᾱ ee € ο ὁ ὁ á 1 
-14 183-54061-101 PANEL ASSEMBLY, Instrument panel electrical terminal. y 1 
(see figure 220 for detail breakdown) 
183-54062 . COVER ASSEMBLY, Instrument panel electrical terminal . , . 1 
-15 AN3101B32-7S . RECEPTACLE . . . . . « . ee ο ο * 4 Ὁ, ἃ, SL | V το A wi is 1 BJ 
-16 AN3108B32-7P PLUG ο.” . . . Sa a. -1 BJ 
AN3057--20A ADAPTER. . . . . . .. . . A ο US αν νὰ 2 BJ 
-17 AN3108A20-278S PLUG Ὁ; Ask cok de et ar toy hte se S^ Se) E ο. Pe W ene er ae A 1 
AN3057-12A ADAPTER. . « . ν . . .. SEE πώ ο den, JE, "dne 1 
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FIGURE 214 - LH VERTICAL CONSOLE AND ENGINE FLAP CONTROL PANELS 
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AN 01-60AAB-h Group Assembly Parts List 


FUSELAGE (Cont) 








PART E è UNITS USEABLE ON 


FIGURE & 
INDEX NUMBER NUMBER - 1 2 3 4 5 4 7 NOMENCLATURE PER ASSY. CODE 
214 LH ELECTRICAL VERTICAL CONSOLE AND ENGINE FLAP CONTROL PANELS ` Β 
184 -54034 PANEL ASSEMBLY, LH electrical vertical console. . . . : Ref S 
. (see figure 205 for next assembly) . ; : 
184-54034 -101 . PANEL ASSEMBLY, LH electrical vertical console. . . . . . . Ref BL 
(see figure 205 for next assembly) 
184 -54034-201 . PANEL ASSEMBLY, LH electrical vertical console. . . . . . . Ref BY 
(see figure 205 for next assembly) 
184 -54034 -35 . . PANEL SUB ASSEMBLY, Electrical LH vertical console 1 S 
184-54034-135 - . PANEL SUB ASSEMBLY, LH electrical vertical console 1 BK 
zl . PF3-1/2-38 - . . FASTENER Γ A 8 7 
PS3-1/2 - . . SPRING (DZ) . να, d rires Ae αι ο κό epe πος eg (δε i 8 
PC3-1/2 . Wd RCOGURUCDZ) uulgus A um dones £t Ue Mode 8 
-2 AN3035-2 š . LIGHT ASSEMBLY . . S aT due ls 2 
-3 # 184-54064 + . PLATE, LH electrical vertical console. . . . . . 1 - B 
-4 184 -54034-13 . . PANEL, Acrylic LH electrical vertical console. y 1 . 
-5 184-54034-11 . . PANEL, Acrylic LH electrical vertical console. .... 1 
-6 184 -54034-9 EE PANEL, Acrylic LH electrical vertical console. . . . . 1 
=T ## 184-54291 + . PLATE, AC power switch LH vertical console . . . . . . 1 [| 
-8 A6939-632 : Εμ (TIN) 63) ce Μο. TM 4 
-9 AN507UB632R14 ὃ s OSOREWG lala a ο ο 2 ry . 2 
AN515B16R14 œ. SCREW... zs 2 E 
-10 B4751 ; . FIXTURE, Instrument "Mghting (onc) PME Pigs vale vente, dir goatee 1 
-11 6400A23A1A4 ὅν Xa INDICATOR, Outline single autosyn (ECP). . . . . . . 1 
-12 184-51100 . . PIN, Shock mounting instrument AM νην εν 4 
-13 275-1 jo. INSULATOR ΠΕ n% παρ ασ 4 
214 2W1AL12-16-40 . . WASHER, Plain (NA) . . See cae ta 4 
-15 184-51103 REA BRACKET, Fuselage station 103 "hydraulic pressure indicator 1 S 
184-51105 + . BRACKET, Fuselage. station 208 hydraulic pressure indicator , 1 BK 
-16 . AN3108A14s28 zs. PLUG Pos es qoe di ρα rm τ 1 
AN3057-6A we κ ADAPTER as ος ος A AAA νε ee: μι SE ο Ὁ 1 
-17 # AN515-6R10 + . SCREW. . ο τες e Geta te ον de 6 
-18 # 184-54129 . . . WASHER, Electrical panel transformer .. . . . Hcc 6 
-19 # AN9GOD6L ο AAN eee ES 6 
-20 . # AN3022-2 . . SWITCH... ee hey Sale elder UP GET ος DR ο LE 2 
-21 # 8784K3 . . SWITCH (cur) A Xe S478 Hb Yel RS GE Tus Xe» e pte oe als Wat Arcs A ον s 1 
~22 # AN3028-3 . . GUARD. . . ὃν Nei Sy By te on ker e ἴδε Mas ο”. a e. e σῷ 3 
-23 184-54264 . . KNOB ASSEMBLY, Electrical edge . . . . . . . . αἰ Ἢν As 1 
AN3211-2 EN SWITCH... e. Ea doli Wax que ONG S ove). 2 
-24 AN3027 -6 : SWITCH . . . ο e MUR UN etu S de YE ὃν ες ον 1 
-25 4 184-54250-123 . . ΚΟΒΒΥ LITE ASSEMBLY, Electrical indicator "(KOR). ο ὦ : nal 
-26 AN3027 -2 . . SWITCH .. A aea ο αν ee ee δν ο, WORT MI a τα AR 1 
-27 . 7674K3 . . SWITCH (cur) . s. km ALS se 1 
-287 MS25010-4 ο BBD aa cest γω ae a ge a ο ο ELI, Den cx cx a as γᾶν LA 9 
-29 AN507 -632R10 $ OP SCREW: a era e Ὅν ἂν ao mie da a ο iss ο Esca c 4 
-30 184- 54250- 5 . . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . . . 1 2 
184-54250-T79 . . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . . . 1 BY 
-31 184 -54250-9 + . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . ... 1 2 
184-54250-83 . . KORRY LITE ASSEMBLY, Electrical indicator (KOR). .... 1 BY 
-32 184 -54250-13 . .  KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . . . 1 Z 
184-54250-87 + . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . .'. 1 BY 
-33 184-54250-7 + . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . . . 1 Ζ 
184-54250-81 . . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . . . 1 BY 
-34 184-54250-11 . . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . . . Y Z 
184 -54250-85 . . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . . . 1 BY 
735 184-54250-15 + . KORRY LITE ASSEMBLY, Electrical indicator (KOR). .... 1 Z 
184 -54250-89 . . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . - n 1 BY 
-36 184-54250-41 . . KORRY LITE ASSEMBLY, Electrical indicator (KOR ah te? δή 1 Z 
184-54250-111 . . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . . . 1 BY 
-37- 184 -54250-3 += . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . . . 1 Z 
184 -54250-77 . . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . . . 1 BY 
-38 184 -54250-43 . . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . . . 1 2 
184-54250-113 . . KORRY LITE ASSEMBLY, Electrical indicator (KOR). . . . . 1 BY 
-39 44 184-54250-127 . . ΚΟΠΗΥ LITE ASSEMBLY, Electrical indicator (KOR). .... 1 
-40 ## 184-54250-125 . . KORRY LITE ASSEMBLY, Electrical indicator (KOR "s è 1 
-41 ## AN507-632R8 . . SCREW... ECOUTER SEDE SEA Vut te κ 24s . . 6 
-42 ## AN3226-3 <= . SWITCH... i^ 4p Ae Men WO n -ῷ "Er ce) fto) wow, τῶν Ὃν 9 
-43 ## AN3160-10 . . CIRCUIT BREAKER. "IE PEE . . . e 1 
-44 ## MS25010-3 «^ uw SBIGHPI 57 44€ ah See de, Sa Can, νὰ . " b Ὁ 
-45 AN515-4R8 . SCREW. ... Sint oe et Drago πεν Vh, oe uro . E . 3 
184 -54129 . . WASHER, Electrical panel transformer š MES s, e 3 
AN960DHL aw WASHER «224030574: de eu Re Ro deo CR ας ἃ « . ὁ Ee 6 
AN365-440 ^ NUT. . . " ee r 3 
184-54046 - PANEL ASSEMBLY, Electrical “engine flap “eontrol. . . 2. ος 1 
. (see figure 205 fjor next assembly) ᾿ 
184 -54046-7 . . PANEL SUB ASSEMBLY, Electrical engine flap control . . . 1 
-46 PF3-1/2-38 ου BASTENER (DZ) oo 6 
PS3-1/2 D w αν SPRING (IZ) O dtum Um βγῶ, ὁ ο der uà 6 
PC3 3-1/2 : . . .-CUP (DZ). : UNES 6- 
-47 184 -54046-5 ἐ. --ᾱ PANEL, Acrylic electrical “engine fap “control. DESEE 1 
-48 MS25010-4 ecce ΩΗΡ 7.2190. ὃν ο Met eral eat 8 à AT E A a T 
-49 AN515-6R10 - . SCREW. . rra der uet cuc cuf Ug ee ing v cs AT D 12 
-50 184-54129 ." . WASHER, "Electrical "E ο ον. E "P de 12 
-51 AN960D6L 2 s “WASHER 00 e m νι 4e ὦ a A E νῷ 12 
-52 — ΑΝ3028 -3 a oe GUARD; dug τα desees ee ΠΝ e xci e 2 
-53 AN3022-3 s GLLSWITCH-IS n s Seley οι es . sx EE . 2 s 
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A A A A A A AAA AAA A A AAA A it 
USEABLE ON 


FIGURE & PART k UNITS 

INDEX NUMBER NUMBER A 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
214-54 184 -5406-9 . . . GUARD, Electrical engine flap control. . . . . . . . . . 4 
-55 8747K3 sx SWITCH (CUD): x ufi We a a a Wa Tex ἃ 4 


NOTE: # Denotes the incorporation of Service Change No. 335 
## Denotes the incorporation of Service Change No. 450 
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FIGURE & PART USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
215 184 -54032 ELECTRICAL EQUIPMENT INSTALLATION, Center console. Ref 

(see figure 205 for next assembly) 
## 184-54238-100 PANEL ASSEMBLY, Electrical engine emergency center pedestal 1 
184 -54238-7 PANEL SUB ASSEMBLY, Electrical engine emergency center -1 
pedestal 
-1 184 -54238-3 PANEL, Electrical cherne emergency center κο, 1 
-2 PF3-1/2-38 FASTENER (DZ) τν ος 8 
i p 1/2 SPRING (02)... ........ . 8 
PC3-1/2 CUP (DZ). . 8 
## 184 -54238-13 PANEL SUB ASSEMBLY, “Electrical engine emergency center 1 
pedestal 
-3 ## 184-54238-11 PANEL, Acrylic electrical engine emergency center . 1 
pedestal 
-4 184 -54133-5 A GUARD, Electric autops ice switch. 2 2 
-5 MS25010-4 s LIGHT. .. é ; E 8 
-6 AN3213-1A . SWITCH . E : 1 
-7 AN507 -632R14 ; SCREW. . . Roca. Ὁ, LETTER NA B 4 
NAS43C1-8 : SPACER, Screw and bolt . ......... y 4 
.-8 AN515-632R10 : SCREW. . . M : .6 
184 -54129 A WASHER, Electrical L panel transformer Ea . 6 
.AN960D6L " WASHER . . E" A 6 
-9 AN3028-3 r GUARD. ε.α; ο a a ora oP uad Ave SI 3 η. 
-10 AN3226-3- E SWITCH! ar ee, eo vs V ο Wo ες dev oer ὦ, σι ve Teque A 1 
-11 AN3226-1 * SWITCH ye cie e ο ο ο GR Net ao ot. ο I 2 
-12 67372-1 Ν SWITCH (HSP) (GFP) ο ο ον Senet aca ay A gem nema te 2 
-13 AN507 -632R8 P SCREW. Seta ο E AAE ο L ee ne ee p 4 
-14 66411 . SWITCH insp) (GFP) Shales ah ia ge “ἐν κ Tis are dr. RN 3 2 
-15 AN3027-1 . SWITCH . . ο ο ο xc Nei m ar uel de : 1. 
-16 71496 ᾿ 5 SWITCH (HSP) (GFP) : Ὃν Ην . 1 
-17 AN3157-4 5 LIGHT ASSEMBLY r 2 
-18 AN515-8R10 » SCREW vA η 2 
i 184-54129 WASHER, Electrical “panel transformer. : 2 
ANQ60D8L WASHER, . . z 2 
184 -54039 PANEL ASSEMBLY, Electrical “turbos cowl. flaps “ana “set. : 1 
master switches 
184-54039-21 PANEL SUB ASSEMBLY, Electrical turbos cowl flaps and 1 
Jet master switches 
-19 184 -54039-3 PANEL, Electrical turbos cowl flaps and jet master. . 1 
switches 
-20 PF3-1/2-38 FASTENER (Dz DL ο eid anh eee “her “BE ο. , 6 
PF3-1/2 SPRING (92) . M SNR απο νην 6 
PC3-1/2 . CUP (DZ). . 6 
184 -54039-23 PANEL SUB ASSEMBLY, "Electrical turbos cowl flaps and jet 1 
master switches 
-21 184 -54039-5 PANEL, Acrylic electrical turbos cowl flaps and jet’ 1. 
master switches p 
-22 184-55039-7 GUARD, Acrylic electrical turbos cowl flaps and jet 5. 
master switches ` ^5 
-23 AN3027 -3 . SWITCH . . . . . . E 3 
-24 MS25010-4 n ΟΠΗ. νο ca) ος τε το Ὁ 97€» 25. 79): ow 1 
-25 AN515-6R10 . SCREW... . RN Y 
184 -54129 . WASHER, Electrical μι transformer 4 
ΑΝΟΘΟΡΘΙ.. . WASHER elà Y 4 
-26 184-54039-9 GUARD, Electrical turbos cowl “flaps “and Jet "master 2 
switches ` 
-27 8747K3 SWITCH ΠΠ νυ A A, e 2 
-28 AN520-10R8 SCREW E er IP PIN AP e 3 
ΑΝΟΘΟΡΙΟΤ; :. WASHER. . . 3 ; 
-29 184- 54241- 101 PANEL ASSEMBLY , Electrical “center console bomb “control. 1 
supersedes 184-54241 for future procurement) 
E see figure 219 for detail breakdown) 
~30 146-54237-66:. CONDUIT, Electrical wiring harness: d 1 
-31 146-54237-67 CONDUIT, Electrical wiring harness. . 1 
-32 295134-8A ` GROMMET (MEL) . » 1 
-33 No Number ', RESISTOR (type “Ru2OI1N1) ‘(Jan R- 1-26) 1. 
-34 AN515-8R12 .SCREM . . . 2 
AN960D8 WASHER. 2 
AN365-832 NUT .. 2 
-35 184 -54084 PANEL, Electrical edge “lite auto “pilot control “center 1 
console 
-36 MS25010-2 . LIGHT. $ 2 
-37 No Number ὃν CLUTCH, Switch (Navy Stock No. R88S1378- 000) (655). 1 
-38 - 184 -54087 . GUARD, Electrical auto pilot switch. . 1 
184 -54088 . BASE, Electrical auto pilot switch ‘guara, αν ο, ts 1 
-39 AN3021-8 A SWITCH. τν aia el ΡΣ "ED 1 
-40 AN520-10R10 . SCREW... Πα πο 6 
# 184-54094-101 . CONTROL ASSEMBLY , Electrical “landing gear κ... » 1 
-41  £ 184-54094-51 . . CONTROL SUB ASSEMBLY, Electrical landing gear. 1 
-42 184 -54094-3 ` A PANEL, Acrylic electrical ‘Tanding gear . 1 
-43 MS25010-4 . LIGHT. . . . .. * s" δν de te 1 : 
-44 AN3021-2 2 SWITCH . . . . 1 
-45 184 -54264 2 KNOB ASSEMBLY, Electrical edge (supersedes i84- 54246 ^3 
for future ο. 
ANS 15-4R5 r SCREW; ος o ca ran aA ae ins i e X wie) AE 9 
AN960DÀL A WASHER. eos e RI a a GS 12 
207 
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FIGURE 215 - CENTER CONSOLE ELECTRICAL EQUIPMENT INSTALLATION 
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Section 1. 


-6 X 
ANCOT-GOAAB= Group Assembly Parts List. 


FUSELAGE (Cont) 














A A A A A A A A μμ A ο ο ηταν 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER . 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

215 AN365-440 ο we ΝΟ τας ο μμ ο μμ μμ νε... 9 
-h6. 15208 . . RHEOSTAT, “Jacor- -Jenon (ΟΜ i 1 
-47 15255 . . RHEOSTAT, Jacor-Jenon {ΟΜ $ 1 
-48 D153 . . RHEOSTAT, Hajim-Hanon (OM). x dz 
A -49 G3002 . . LEVER, Landing gear (JOHJ) n 1 
-50 `  184-55128 a de SPRING, Electrical Tunding gear control. 1 
-51 AN365-440 O AA eax 4 s : 4 
-52 ANQ60D4 < a WASHER . . o. να 3 9 ο ο Hoe (os 4 
-53 AN515-4R14 . . SCREW. .-. ο E L dU SA 4 
-54 BZ3YQIT . . . SWITCH (mos) ον ο A A SS 2 
-55 # AN365-1032 » « Ὅτ: re ae hot UE cs 1 
-56 ἡ H!B?21S3-008 MEE BUSHING, Spacer " (NA) ο παν " 4 
-5 # 2Ww1G20-16-32 . . WASHER, Plain (NA) . . . . ES E 8 
-58 £4 AN23-19 » & BOLT su SRI tae Gras 3 1 
-59 # 4B2183-010 . . BUSHING, Spacer. (Na) Mr " 2 
-60 # AN3-14A . . BOLT.. 4 wm er Mapes E We us 1 

-61 # 2W18-10L . . WASHER, Flat (νὰ). Aou kei dtu δρ, GP δ us ay Ὁ 
-62 # AN23-9 s ue BOLT 2 x 1 
-63 4 184-54055 . . HANDLE ASSEMBLY, Electrical “landing gear control T 
-6h # 4B2086-013 . . . BUSHING, Spacer (NA). . 1 
-65 # 184-54062 a . LATCH ASSEMBLY, Electrical landing geàr ‘control. . ` 1 
-66 # 184-54044 x . STOP, Electrical landing gear control assembly latch i ? 
-67 # 184-54047 A LA SPRING, Electrical pending gear control latch. 1 
-68 # AN365-h28 aa vp UT... es ! 1 
-69 4 2W1G17-20-32 . . WASHER, “Plain (NA) 2 
-70 H.4B21B4-016: E BUSHING, Spacer: (Na) 1 
-71 # ANQ60D416 . . WASHER... ο. 1 
-72 A AN4-11A το BOLT o -- x4 s. 1 


NOTE: # Denotes the incorporation of Service Change No. 455 
## Denotes the incorporation of Service Change No. 335 = 
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FIGURE 216 - THIRD CREWMANS POWER AND DIRECT CURRENT CIRCUIT BREAKER PANELS: 
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FIGURE & PART ed FAT AN II A εν d UNITS-———USEABLE-ON-— ---------- 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
216 THIRD CREWMANS POWER AND DIRECT CURRENT CIRCUIT BREAKER PANELS : 
184-54051 PANEL ASSEMBLY, Electrical third crewmans power ui uote Ref 2 
(see figure 212 for next assembly) 
184-54051-101 PANEL ASSEMBLY, Electrical third crewmans power Ref BY 
(see figure 212 for next assembly) 
. 184-54051-11 PANEL SUB ASSEMBLY, Electrical third crewmans power. 1 
: =i PF3-1/2-38 . . FASTENER (T2) . . A δ 12 
PS3-1/2 SPRING (DZ) . . . + + 12 
PC3-1/2 CUP (DZ). i «e s.s m me orgy Aum s š 12 
-2 # 184 -54290 . PLATE, Electrical third crewmans AC power. . . ; 1 B 
-3 184 -54051-7 ACRYLIC PANEL, Electrical third crewmans. power E 1 
-4 184-54051-9 ACRYLIC PANEL, Electrical third crewmans . . . 7 è 1 
. -5 48944 -632 NUT. V το re e mos mico ie es z : 12 
.-6 NAS43DD1-8 SPACER, Screw and bolt . . . . +. +. +. - 2 12 
-T AN507 -632R12 SCREW. . . 6 2 ... Scan earths: VETUS e 2 hale 12 
-8 AN3202-1 VOLTMETER. at ig Ps * 1 
-9 MS25010-3 . LIGHT ASSEMBLY . . . sses e e +. + ot t s e ot . S 3 17 Η͂ 
-10 184 -54264 "KNOB ASSEMBLY, Electric edge (supersedes 184-54246 for 1 
. future procurement) 
-11 AN3211-1 . SWITCH. seb xs wr ος αν ο “τῳ Leone a ᾱ- ϱ " è NS l 
-12 # 184 -54250-129 . KORRY LITE ASSEMBLY, Electrical indicator. 5 - eos 1 
-13 4 184 -54250-131 . KORRY LITE ASSEMBLY, Electrical indicator. 7 ` aoe T 
` # 204 LIGHT BASE (KOR) . ad σα τοι dL νο te . ἜΣ ο 2 
# AN3121-313 LAMP s 56968 ν΄. D. reme a! Rn ia A NOR, 2 
-14 AN507 -632R6 s OSCREW. . e « » α 5 ο a vei wes A 10 
-15 AN3022-2 . SWITCH . . . . «9 ». +. É ba ZU us 2 
-16 49-2035-2 . GUARD (CUT). . . . Ρ νι ΙΡ i. ἐν ES 1 
-17 AN3027-1 SWITCH . . . . +. +. wae η pis 1 
-18 AN3160-50 CIRCUIT BREAKER. . . . A ο ο ολ. 1 
-19 NAE1225-450 . VOLT, Ammeter (GFP). . . .. .«:«:::«:: at eens 2 
-20 184 -54250-29 . KORRY LITE ASSEMBLY, Electrical indicator. . . . . a es, 1 Z 
184 -54250-99 . . ΚΟΒΒΥ LITE ASSEMBLY, Electrical indicator. . . +. + ES 1 BY 
204 * t LIGHT BASE (KOR) . s « sor mue oh eor o εδ κ n n n 1l BY 
AN3121-313 . c6 AMP C 2 ana ον ea PUE AR Φ Ὁ sek 4 9 SN 2 
-21 AN3027-2 e o SWITOH V 204 2. Ὁ «Ὁ Ce δν ο c9 0 ο.” a de το -Φ 2 
-22 AN3227-5 ex. SWITCH s ene o0 ox ᾱ ε.α AA ae Oe "MO re 2 
-23 184 -54250-31 . . KORRY LITE ASSEMBLY, Electrical indicator. $ A κ 1 2 
184 -54250-101 . . ΚΟΒΒΥ LITE ASSEMBLY, Electrical indicator. :; E UN 1 BY 
204 . . LIGHT BASE (KOR) χορών, Ge MV E. AO DTE PORUM, ο Sci E 1 BY 
AN3121-313 2 two νη; "ν΄. etm can ο ο ο E o B. sas 2 2 
184-54035 . PANEL ASSEMBLY, Electrical third crewmans DC circuit breaker. Ref W 
(see figure 212 for next assembly) 
184 -54035-101 . PANEL ASSEMBLY, Electrical third crewmans DC circuit breaker. Ref BT 
- (see figure 212 for next assembly) . ' : 
184 -54035-201 PANEL ASSEMBLY, Electrical third crewmans DC circuit breaker. Ref CD 
(see figure 212 for next assembly) 
-24 184 -54035-11 PANEL SUB ASSEMBLY, Electrical third crewmans DC circuit . 1 AC 
breaker 
184-54035-21 . . PANEL SUB ASSEMBLY, Electrical third crewmans DC circuit 1 CD 
: breaker : 
-25 PF3-1/2-38 . 4. FASTENER (DZ) . ..... + ο ο ee + +“ sus 4 5 
- PS3-1/2 SPRING (DZ)... eor n t on n n & PIA 5 
PC3-1/2 CUP (DZ)... n zr zx od ES 5 
-26 ANS15B6R8 SCREW. . . . e + " "NC 5 n v. Tet us 172 
-27 AN3161P5 . . CIRCUIT BREAKER. .. . else » apy 6 fee γα, s 40 W 
-28 AN3161P10 . CIRCUIT BREAKER. . . . ο A s wow cs . 24 W 
AN3161P5 . CIRCUIT BREAKER. . . aye Pn $us . " 41 BQ 
AN3161P10 . CIRCUIT BREAKER. . . PEE x . 9 . " 93 BQ 
-29 # AN3161P5 . CIRCUIT BREAKER. . . . - . 9 . o 8 E P 1 
-30 # AN3161P15 . CIRCUIT BREAKER. . . cy n $i ade, 8 
-31 AN3161P20 . CIRCUIT BREAKER. . . ee ES . . "NE" 2 
-32 AN3161P25 . CIRCUIT BREAKER. . . ο) % Ss, "ET x το “δ 6 
-33 AN3161P35 . CIRCUIT BREAKER. . . e. Us v τὰ . ο ος ei re 2 
-34 AN3161P50 . CIRCUIT BREAKER. . os se on RIS «Ὁ gu A. 2 
-35 4 AN 515-6R8 . SCREW. . . eese’ è is s.s Ser Hiis 8 
-36 # AN3161P5 . CIRCUIT BREAKER. . S ey $5 x ΕΝ 8 3 2 
-3T # AN3161P20 . CIRCUIT BREAKER. . +. + + + ο ο . oe . o 2 
-38 | # 2B1B6-2 . BAR, Bus (NA). . . . + + E eet ο rs) te 2 
-39 AN515B6R8 . SCREW. . . . . » « © se @ - B τᾷ .. Sod de «5 . ry 2 CE 
-40 AN3161P5 . CIRCUIT BREAKER. . +. . + + .. ja ο 9-3 5s . 1 CE 
-41 2B2C7 . BAR, Bus (ΝΑ). . A . PP EAR oe? τ . ; i CE 
-42 ## 2B186-2 BAR, Bus (ΝΑ)... . e e +. + y η ot qum. “ο: 
-43 ?B1B6-3 BAR, Bus Rae κ... - "A e . i 23 
-44 2B2C12 . . BAR, Bus (NA). +. . +. +. . +. © = ra . > 9 9 
l -45 AN520-10R12 SCREW). ο ο ον τόν eek ο re ee lm 9 oe ES z A 6 
: AN365-1032 s c. NU x 6 4 9 ο were a . 2 ae m 5 6 = 
-46 PLM80 . . CIRCUIT BREAKER (SPT). . . . : beg a NA 1 
-47 PGM150 . CIRCUIT BREAKER (SPT). . . * . ee 5 r 1 
-48 9311-5A |. CIRCUIT BREAKER (SQ) . . . . : pas MK 1 
AN365-632 A . anak Sat dass ; P 2 
NOTE: # Denotes the incorporation of Service Change No. 340 
## Denotes the incorporation of Service Change No. 450 g 
o SSS SS ος 2 -_---_—_—=-__=--- === 
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Group Assembly Parts List 


FIGURE & 
INDEX NUMBER 
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ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 











. 


relay . 
breakdown) 


. 


seses 





Fuselage tunnel LH 


14 11 
FIGURE 217 - LH FUSELAGE TUNNEL ELECTRICAL EQUIPMENT INSTALLATION 
PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
184 -54030 ELECTRICAL EQUIPMENT INSTALLATION, 
(see figure 211 for next assembly) 
184 -54036 . PANEL ASSEMBLY, Electrical A.C. 
(see figure 221 for detail 
ATTACHING. PARTS 
AN520-10R8 . SCREW . ... —P ns ta ἃ 
AN520-10R12 ο: ors ο ο uoa Wada fe 
493D10-7 . SPACER, Bolt (NA) . . . . . . . . . 
AN520-10R10 vp SCRE Wie ^s. ie ο vi ETE AB Meee. adie, εὖ 
AN960D10 5 . WASHER . . . . Se ipa) at Smee ὃς Do 
AN960D10L + WASHER . . .-. 5 d oe A cs 
a κ e 
AN3150-2 . BATTERY (GFP) . PM cos cy κα 
. ATTACHING PARTS 
AN3156-3 . CLAMP .. ο πο. αν. 
AN365-1032 . NUT Vm ME DAS 
AN960D616L £ WASHER a (02 a ον dolo ϱ ve POI τς e α 
453D10-10 . SPACER, Bolt (NA) . . . . . . . . . 
AN3-6A BOLT . πο ο e di ο 
146-54307 STUD, Battery holddown . . . . . + 
νοκ AER 
11751 . PLUG, Quick disconnect (CED) . . 
11749 . RECEPTACLE, Plug (CED) . . . . « 
9555 . ELBOW, Battery vent (HPL) . . . . . 
184-54029 . TUBE, Electric battery air vent. . 
AN931 -10520 . GROMMET .............. 
AN265-624 «ΝΟ Os ὁ α πμ xà ας. Ὁ 
AN316-6RL - or ANUT us ou ὦ νο. DE Jt deer 
AN960D616L ` + WASHER . . . .. ο. Ha S e es 
AN960D616 WASHER ste ο τς io ον ο e e e 
5B4-11 BOLT, Adjustment (NA) . . : . . . . 
E1617-1 . INVERTER, Auto pilot (GFP) .... 
ATTACHING PARTS 
AN365-1032 . NUT ... ο ο foc ο 
ΑΝΟΘΟΡΙΟ + WASHER... . . . . . . . . 2 eee 
AN3-5A $ BOLT .. - Ae ces βρε eK fo 
ωρα PR 
184 - 54098 . MOUNTING ASSEMBLY, Electric resistor 
ATTACHING PARTS 
AN507-8R10 . . SCREW .. Ek ne νε, Gee EE RT, E 
AN960D8L . WASHER . Ὃν y wi gyn να. VR UR Ie ow 
AN365-832 s NUT =S ie a ο ie Pete 
Sos 
No Number RESISTOR (Type RW15G632 once. 
No Number RESISTOR (Type RW16G182) (JAN-R-26A 


. 


UNITS 
PER ASSY. 


Ref 


= berere 


FEF N FEF PRR RPI NPR VAPNEN 


Mm 


Po 54-75 














USEABLE ON 


CODE 


nn a -σποττττττοασοαστττετπττττ----ο“αα----πππποταατατη--πο-ποττν 


412 
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Group Assembly Parts List 











H- 184-54-77 
FIGURE 218 - ELECTRICAL CABIN TEMPERATURE CONTROL PANEL : 
FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
218 184 -54074 PANEL ASSEMBLY, Electrical cabin temperature control. .Ref 
(see figure 210 for next assembly) . 
184 -54074 -21 . PANEL SUB ASSEMBLY, Electrical cabin temperature control... 1 
-1 AN507 -440R5 ο μμ μμ be ok ο leon i di ο ο ο”... 
AN365-440 CONUS shine Ὁ οι πο ο ο ginem Cels reso de ertet αν το τᾶν ες eid 
-2 AN3436-2-6 . TERMINAL BLOCK ASSEMBLY, Electrical. . +. . . +. +. : + + AE 
AN3434-1 . «STRIP, Terminal block mounting nut insulator . . . +. +. es a 4 
AN961-6 z “WASHER xx ο ος 20m o3 36.09 3. ἴα M OUR uir dad Cere δι Le 
AN936A6B . WASHER ο ο; ἃ Ὁ 909 οι o Ro V A εφ ο 28 τῳ ds DE 
AN341-6 - A 3v 28e e BEL Sa aaa 
-3 AN515-6R32 . Bee ASCRE We μμ uu se o ο ο Re sey ae thes Gee a? Tae hs, fos κότος, tend co th 
-4 ΑΝΟΘΟΡΕΙ, ee WASHERS μμ ΜΕ ay VEU ec e uc ty ce: tar ο ο en eel Ee O52) ee a, E 
-5 2W1P10-20-62 . WASHER, Plain (ΝΑ)... = . s = +... +... +. s e +. ome... . . ee 2 
-6 No Number . RESISTOR, 200 ohms type RW31G201 (spec. JAN-R26A). . . . . . . 1 
-7 AN515-6R8 Wo RDUM asim, cas) wid ο ντ cal δε μύρο de a ane A 
-8 6469 . RELAY ASSEMBLY, Time delay (HYAW). . . . . . 6 ee ee ee ee 1 
-9 AN515-6R8 i SCREW aa E GR a des κ. το, αν a a aaa -Ἡ 
-10 6468 . RELAY ASSEMBLY, Time delay (HYAW). . . . soe . . . ee ee ee L 
-11 AN515-8R8 ο SCREW νι ο a eta ο OA darad Hee, SO, 

-12 237EAU . RELAY (LR) . . .. .:-:« omo . om Eai m 9 5 a . 3 
-13  AN515-8R8 MELOS PP" ο ον ee ee ο α- 
-14 2069-900 . RELAY, 24 volt DC coil (LR drawing.No. LC2900) (ER). . . . . . 2 
-15 AN520-10R8 a! "SOREWLZ αμ ue howe ce P ohn, Sar chs ο ο ο ee! ec 28, ο κα... 
-16 46ch12-1 . BOX ASSEMBLY, DC cabin temperature control (VCH) . . . . . . . 1 
-17 44B21-3 . JRECTIPIER (VE) « 2 0-9 e a ee oe Ga Bee Ga de 6 

AN365-1032 ο ΜΙΤ. Sooo nd ela Lx ac IE f 
AN960D10L SP WASHER) ue Ες λαο. Def ο ἃ ο ο ep ds um os. Ὁ 
-18 AN520-10R8 ` ο ο ΟΕ move Tele Die OW. BO lan e raS e ο”. 
-19 47C24 . BOX ASSEMBLY, DC heater control (VCH). . . . . . . . . . . . . 1 

-- το. τε: A cics md MEO MEM M M MEME NUM A EL 
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FIGURE 219 - ELECTRICAL CENTER CONSOLE BOMB CONTROL PANEL ASSEMBLY 
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Section 11 


Group Assembly Parts List 


mn ER 


FIGURE & 
INDEX NUMBER 


219 


-1 


-20 
-21 


-22 
-23 


-24 
-25 
-26 
-27 
-28 
-29 
-30 
-31 
-32 
-33 
-34 
-35 
-36 
-3T 


-38 
-39 
-40 
-41 
-42 
-43 
-44 
-45 
-46 
-47 


PART 
INDES NUMBER ΝΕ. — — | 2 3 4 S 6 7  NOMENCATURE ER ASSY. CODE 


{ 184 -54241-101 


184 -54241-27 

PF3-1/2-38 

PS3- -1/2 
PC3-1/2 

184 -54241-9 

184 -54241-29 


184- 54241- 33 


184 -54241-17 
184 -54241-19 
AN3021-7 
AN3027-2 
AN3021-2 
AN515-6R10 
AN960D6L 
184-54129 
AN3028-3 
AN3227-8 
MS25010-4 
C100U3RSH 
184 -54250-45 
184 -54250-115 
204 
AN3121-313 
184 -54241-25 
184 -54241-11 
PF3-1/2-38 
PS3-1/2 
PC3-1/2 
MS25010-h 
AN507-1032R8 
184-54241-21 
146 -63205-3 
AN515-8R10 
AN960D8 
AN364 -832 
AN565D8H3 
184 -54060 


AN365-1032 
AN96CD10 
483-10-28 
483-10-19 
AN520-10R32 
AN365-1032 
AN960D10 
4S4 -10-17 
4B19B3-108 
4854-10-15 
AN520-10R28 
AN392-7 
AN392-9 
142-68019 
184-63201 
184 -63201-3 
184 -63201-5 
AN392-19 
146-63204 
146-63203 
AN509-10-28 
146-63208 
146-63207 
AN501A10-4 
11512 
005-030-00 


NOTE: 


i 


PANEL ASSEMBLY, Electrical —219 Z 1b shah ciol PANEL ASSEMBLY, Electrical center onsole bomb control . . . . Ker ‘| 


NOMENCLATURE 

onsole bomb control 
(supersedes 184-54241 for future procurement) 

SUB ASSEMBLY, Electrical center console bomb control panel. 


2 3 4 5 6 7 


FASTENER (D2). IS m ο E ws * oy Br E 

SPRING (DZ). e We ud. MERI Ver ο ie fare ob: ib σος M 

CUP (DZ)... & a 

COVER, Electrical “center console bomb control panel. $. τῷ 

SUB ASSEMBLY, Electrical center console bomb control 
panel 


PANEL, Acrylic electrical center console bomb 
control panel 
GUARD, Electrical center console bomb control panel. 
GUARD, Electrical center console bomb control panel 
SWITCH u 0€ ον wow ον ϱ) -8- ch αν wm νι Cm Ce m.m hoses 
SWITCH... . wc Moo Tos αρ dino A 


SWITCH . xr 
SCREW. . 
WASHER . . 


WASHER, Electr 


panel t transformer A e" dp «μι. ο 
GUARD. . . . x τῷ νο a VR τὁ- E LUE C 
. SWITCH... 
s LIGHT. ... So rau. ΕΣ 
. SWITCH . . oue WR E OR OR 
. KORRY LITE ASSEMBLY, Electrical. indicator. ο ada Oe 
. KORRY LITE ASSEMBLY, Electrical indicator. . . . +. +. +. + 
BASE (green) (KOR) . . . . + A gn ϱἳ 
LAMP. . 
SUB ASSEMBLY, Electrical | center console bomb control. panel. 
COVER, Electrical center console bomb control panel. . 


Pr c: 


ica 


FASTENER (DI 4 wow “Ss es ee Mae da LOS O 

SPRING (p2). Y Xp Sere te. Ze? a ο ο ο 33 ey ο 

CUP (DZ) . BP ας ος we ver ὃν. a ώς. Tah So Set aa devi o an eee 
a ALIGHT; w l1 90x39 ra ο aa -ϕς a Sd 78 
SCREW... 

BOX ASSEMBLY, Electrical center console bomb control. panel. 
. PAIRLEAD, Cockpit bomb control handle shaft. . . . . . + 
. SCREW. . « «ο ο ο ο aaa “Ὁ 
s WASHER ο ο ο ο ο ὁ ο ος Ὁ E a m o) 9 coe os ss 

NUR. ο 4. e ο ο ο ο ο C Seale sie ου 
SCREW PAPE . . ET E 
GRIP, Cockpit bomb control "handle: (supersedes 156-63202 . . 

for future procurement] 

NUT. xs o> qv C at viv. ἃ RECEN st is SX we rs e 
WASHER. . . « ὁ « es ee se eee wes : 5 Meal Na ced ο 
SPACER, Bolt un ui αν ir ture μας -— p 
SPACER, Bolt (NA ta ΠΝ Το o... e lE ie 
SCREW . . . . . . "IE . v. "e τ . $5 os coh as 
NUT ο τῶν 9:4 sere μὲ en Sd te ays e Ge "να E 
WASHER. S. Du καὶ Mes 6} Durs T A oet ve 
SPACER, Rivet (NA). des MEM e eran 
BUSHING, Press fit plain (ña) ο MA S πο. i 
SPACER, Rivet (NA). . . . αὶ. ὃ» S M ce pe Ὃς ae S. ie οἳ 
SCREW: se: τῳ; ey v c» a το ᾧ Te. ta Ju rere πο 

PIN E vi o ο ο ο oe ves ο : 

PIN 2:5: . . . 5 
SPRING, Igniter wire "plug access “door ο ο de ο far τῶ . 
SHAFT ASSEMBLY, Cockpit bomb control handle ERA 

SHAFT, Cockpit bomb control handle . . . . . . 

SHAFT, Cockpit bomb control handle . . . +. . e . . eà 
PIN... "PE . ο» ο ο 
LEVER ASSEMBLY, Cockp1t bomb “control “handle Solenoid. RON 
LEVER ASSEMBLY, Cockpit bomb control handle release mus e 
SCREW . . . . PN: 
DISC, Cockpit bomb control handle solenoid "plunger. E 
PLUNGER, ώς bomb handle solenoid . IN ow rw ὦ. Le 
SCREW . . a ar “δὶ, Be πῷ 4o. Ru) ο ντ ae a wi 56 
SOLENOID (CED). ë ο e UE 
ARMATURE, Solenoid " (CED). vo. ο Woh aT a ο $ 


Denotes the incorporation of Service Change No. 335 


UNITS ` 
PER ASSY. 


ο ο ERB ο ο ERP ERE PEPE WP DNV E NEP PPP A RON NO AAA 


USEABLE ON 
CODE 


————————————————————————————————————————————————————————————— 
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FIGURE 220 - MIXING VALVE ACTUATOR AND ELECTRICAL TERMINAL PANEL 
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Section || 


Group Assembly Parts List 


A A — P P — —— Ema TREE STA Perm 
UNITS USEABLE ON 


FIGURE & 


INDEX NUMBI 


220 


-10 


-11 
-12 


-14 
-16 
-18 
-20 


-21 
-22 


-24 
-25 


-28 
-29 


=33 


PART 
NUMBER 


146-54084 -3 


AN393-23 
ANQ60A10L 
146-54084-15 
AN393-17 
AN960D10L 
29172-2 


AN365-1032 
AN960D10L 
AN3-10A 
146-54085 


NAS76A3-003 
AN365-832 
AN960A8L 
AN515-8R7 
12034-11 
AN365-632 
ANQ60D6L 
AN515-6R18 
AN3169-1 
AN3210-1 
146-54084-19 
146-54084 -21 
183-54061-101 


AN520-10R14 
ANQ60D10L 
NAS4#3-3-22DD 
183-54061-21 


183-54061-25 
183-54061-23 
295246-20A 
AN515-4R7 
ANQ60D4L 
AN365-440 
AN3436-2-11 
AN3434-1 
AN961-6 
ΑΝΟ36Α6Β 
AN341-6 
AN3433-2-2 
AN3433-2-3 
AN515-4R7 
ANQ60D4L 
AN365-440 
AN3436-4-5 
AN3434-3 
AN961-10 
AN936A10B 
AN341-10 

No Number 
AN520-10R12 
AN960D10L 
AN365-1032 


1 2 3 4 5 6 7 NOMENCLATURE 


MIXING VALVE ACTUATOR AND ELECTRICAL TERMINAL PANEL 
. ACTUATOR INSTALLATION, Electrical air conditioning 


mixing valve (See figure 223 for next gage) 
*- co» PIN. ον να ο. AU 560€ VOGE ver ιο ld ee νι, VEN E 
. WASHER . . . ee, Bip ον ο” 
ANGLE, Actuator ‘attaching. VU m Ak en AD aS de 
PINE ag tap ums 3 e$ se ede ας PX. Ec €. 0€ Ue Ἡ ἃ 
WASHER . . is. fd, ο. 
ACTUATOR ASSEMBLY, Linear "air valve. x. er (8 Ὧν ae 
(modulating actuator) (AIR) 
a πὰ NUT. ¿a a WIVES DOLUS 
s. ds WASHER z €x x ο el a αἱ ο soy LU e) sos 
M. oes BOLT .. 


ARM ASSEMBLY, "Electrical air conditioning "mixing : 
valve actuator 


: . BUSHING, Plain press fit bronze . . . . . . . . 
x NUT, ο a γα αν x Ie duet uro de gs uo de um us 
č WASHER 6 wu RR o ums τς δι a 
4 SCREWS- a ο ο Eo une ο τ απο 
FILTER ASSEMBLY, Radio interference noise (AIR) 
w^ % NUT e ver te) aps ahs ές, o BA ce de US » exer d vetus 
k^ ^x WASHER. & à να we ko * X x δυο. Sah ter a 
Py os SCREW; κ: κ ἡ lek poto we aT 5. ο ὁ w Ὁ £s 
"D. ACTUATOR o . . . . w . . s " . 
τ SWITCH . A ; 
BRACKET, Electrical air "conditioning mixing “valve. 


. ARM, Electrical air conditioning mixing valve. 
* PANEL ASSEMBLY, Instrument panel electrical terminal 
(see figure 213 for next ος, 
SCREW ei uw Gs a ww a ws us uter di Qe a ἐδ 
WASHER... ον. tec τὲ; Gis tendo Ge Tei So "φορ 28: 
ae SPACER, Screw “and “bolt 
E. PANEL ASSEMBLY, Instrument 
complete 
PANEL, Instrument panel electrical terminal . 
PANEL, Instrument panel electrical terminal 
GROMMET, Plastic (MKL) . . . . . À 
SCREW ο . 4 6 5. 6$ $$ 
WASHER. . . . ὁ ο © «© ο 
NUT .. 
TERMINAL “BLOCK ASSEMBLY 
STRIP . 
WASHER. 
WASHER. 
à ΝΟΕ s; 


. 
. 

. 
. 

. 

. 


see o o 


. 


$: 4o ae M E ce T9 


. BUS. 
. BUS; 
SCREW . 
. WASHER. 
. . NUT.. 
TERMINAL “BLOCK ASSEMBLY 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


. 
. 
. 
. 
. 
. 


5 9 ee ὁ 9 9 1 n n9 


. 
. 
. 
. 
. 
. 


e € 9 ὁ . | |] 92 52] | 2 »» 5 
5 9 ot . ot | n. 91. 95 n n tn 


5 9 9 9 ο 9 9; 9 » 1 


. 
. 
. 
. 
. 
. 
. 


5 9 5 ο 9 ο n 


oe ee 9$ t] o 


m ὁ 9 ο 9 ο 


. 
. 
. 
. 
. 
. 
. 


o. t ot ο 9 5 


oe ee ow E 
ee ee 9 9 0 9  ». 


. . . e o o o 


ta 
3 
H 
"y 
D 


. . e o 


WASHER. ... 
. NUT... 

ar 3 . RESISTOR, Type RW22J1RO . 
SCREW . . . . . . . 

. . WASHER... « . 6 2 se eee 
. . NUT 2. . we oo. ὁ ο ooo. 


panel electrical terminal 


9 9 9 9 . 9 9 9 9 ο ο 9 n 5 


PER ASSY. 


Ref 


ο. 


4-12 5! 


PPPM QE RP RPP FON 


CODE 
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FIGURE 221 
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- ELECTRICAL A-C RELAY PANEL ASSEMBLY 
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FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
221 184 -54036 PANEL ASSEMBLY, Electrical A-C relay (see figure 217 for . Ref 

next assembly) 

-1 AN515-8R10 v > SCREW eee ela cet Ὁ ὦ ; . "nem E sie m.s ; 4 
AN960D8L . WASHER. . ΝΕ "D a $ zw : 4 
-2 PA15 CIRCUIT BREAKER (SPTD): SY ei Dos "ae Me 1 3 2 
- -3 AN515-4R7 . SCREW.... At ον : : esd i et teins m 
AN365-440 . NT... : 2 s Su eet net, ο " A 
-4 AN3436-2-6 | TERMINAL BLOCK ASSEMBLY | . X τς Se, er Aires Pes a 2 
AN3434-1 A A Zp er See tg : Ὁ Se, etica Bale 4 

-5 # AN507-1032R10 . SCREW... - ο... . E 2 B 
-6 # 44B18574 . RELAY, Cireuit “single pole. “type Di. : i uem Gere . 1 
-τ AN515-6R8 SCREW . . 2 i s MES : 8 
-8 AN3436-10-1 TERMINAL BLOCK ASSEMBLY . . . . : ο ος x E A 4 
-9 AN520-416R9 SCREW 4. V2 a Oe a he E > Se Xo A S 4 
AN960DH 16L WASHER. . . . ous κ αι ἡ We ος ἃ s 4 
-10 AN3370-2 . RELAY, 200 ampere single “pole single throw. κι ος ο TE oe 2 
-11 184-54036-7 . BUS BAR, Electrical A-C relay panel assembly. . . . E A 1 
-12 184 -54036-5 BUS BAR, Electrical A-C relay panel assembly. . . bee 2 1 
-13 4 AN515-8R6 SCREW . . . « : MERO! vs ome : PD 2 
AN960D8L WASHER. . . . Pape š ον het Borne ; τ», ὦ 2 
-14 # 237EAU RELAY (LR). . Sonata eiua Ον s s EE Μπ 1 
-15 AN515-8R10 SCREW 2 . 6 4 wo eos x $ s πο. οκ. 8 
AN960D8L WASHER. . . . NE: a conde DS ο wu le f oe 2 
-16 PA1O | CIRCUIT BREAKER (sPTD). D Gui i S sẹ ihe Gone τα elk 1 

-17 # AN520-10R8 . SCREW... aries ος hie ο y s ο ο να ὃν HS hoc 

2W1AL13-14-16 . WASHER, Plain (NA). A . . 2s “ο A 8 
AN365-1032 . NUT. a ‘ ; EE Te wee v τῷ 4 
-18 EC70081 CAPACITOR (EACH). λαο. es 2 
-19 -AN520-10R8 s USCHEW o eta ar ah ος CR EELE St ο να ον οφ ϕ ὅτε 4 
AN960D10L £s WASHER. ΙΟ ο ον Low eom CES XC DOR OL T CPI DEI οι διά n us 4 
-20 ΡΗΡΤΑΙ . TRANSFORMER ASSEMBLY, Thermally fused (ECP) . . . . . . . . 1 

-21 AN520-10R10 « SCREW Εν sane e ος x) SR cw Ὁ : s wa ο A woe a n 2 B 
AN960D10L . WASHER. ..... 3 a y μας. 2 
-22 AN3320-1 ο RELAY 22 ος a a E z A V. ας a pap oat σκι c 1 
-23 AN515-6R40 + SCREW. . . . s ae ον s; ΗΝ E το 1 
-24 ANQ60D6L . WASHER. . . . τ Ανα . E E Jh. σος ος s 1 
-25 2w1P10-24-62 . WASHER, Plain (na). » A ο ο... 3 
-26 No Number . RESISTOR, 2 ohms type RW32D2RO- (Spee JÀN-R- 126). hu eius dira 1 
-27 AN515-8R12 . SCREW... Ms aw a Veen be Ven ci ie Sca ae ο ο. 6 
ΑΝΟΘΟΡΒΙ, . WASHER. . . st Ie es is ο abies hace μα 6 
-28 CP53B2EB405K . CAPACITOR (Spec JAN- ᾱ- 25) EA $m» ec wi Len SR 3 
-29 . AN520-10R7 Ὁ CURE VILE ue e De Tae WO να τς ovre ως Tanne rau Yee a T 4 
AN960D10L . WASHER. . . ah ο ες ο SSL eh 4 
-30 c124 AUTOMATIC TRANSFORMER “115 to 26 volt A-C relay panel (FREL) 1 
-31 Z95T34 -14A 1 GROMMET, Plastic ας : ——— MA. 1 
-32 AN515-4R5 + SCREW... , CORTE OS ο σον ο αμ ον 2 3 
AN515-4R6 a BORO x AO ae Re ce le τα os Ἢ DERART . 1 
ΑΝΟΘΟΡΗ1, . WASHER. . . . . + vars st be ο 2308. afar Cah ο... k 6 
-33 AN3310-1 ic RELAY 2 2160.0 9395s RS Si terae are e : κ ἴεν ἂν Ἢ 1 
AN3057 -12 . ADAPTER. . . . UE ads è ἐν αὐ) EE 1 
-34 AN3100A22-19S . RECEPTACLE. "E z ΝΣ ie apr Tus : d. αὐτὰ“. 1 
-35 AN520-416R10 . “SCREW s s s . 2) «δ ο AS Ke ο) ο at ee es A ars 2 
AN960DA16L . WASHER. . . as Vice c MEM E 2 
-36 D7230-80A . CIRCUIT BREAKER, 80A (SP). pen ; . S NES 1 
-37 AN515-4R6 . SCREW.. A ay n ο IV E S BEN iy 6 
2W18-4L . WASHER, Plat (na) . "s e. " E sos κ; ἃ : 6 
AN365-440 . NT... : ς ΝΗ wee ES 5 6 
-38  £ TMV10 . RELAY (G- V Controls Ine). ὦ ` wh te A è 3 

NOTE: # Denotes the incorporation of Service Change No. 450 
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2118 20 





H-184-54-79A 
FIGURE 222 - LH ELECTRICAL GENERATOR CON''ROL PANEL ASSEMBLY 

FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
| 222 1854-54050 PANEL ASSY, LH gen control elec (see fig. 212 for next assy). . Ref 

-1 184 -54050-31 . SUB ASSY, Electrical LH generator control relay panel. . . . -1 e 
-2 AN365-1032 AA ο ΡΜ κ “Se cal AN e Maire 8 
-3 2W1-13-16-63 è WASHER, Plain (NA): x cos a a coace om oe aa κ ο 40022. 24 
-4 175-54053 . STUD, Electrical panel cover supporting. . . . . . . . . . . 8 
-5 175-54050-15 . COVER, Electrical LH generator control relay panel . . . . . 1 
-6 AN520-416R14 SOBOREW ig eee er Ὁ ὁ ᾱ dw we a a ewe she ον Vous κών “Te ο 2 
-7 67191-1 P ¿REDAY GER) aut ala AUi d GR ca hoe ues S 1 
-8 AN515-8R16 e SCREW ο ο ie ge cm Iu ee ο) iat Gat eagle Ὁ ο) tops ta? τς 2 
-9 PA15 . ‘CIRCUIT BREAKER (SPT) ....... κο NUES ort 1 
-10 AN515-8R16 ος OSCRBEWs. vL ΙΙ ν᾿ a Se ο --- 4 
-11 237EAU . RELAY, Dpdt 24 volt DC coil (LR drawing Νο. LC5008) (iC) . . 1 
-12 AN515-8R16 e SCREW. 2 2 6 8 ws ko ox oho Echo ὃς ee το δν ος 4 
-13 AN3316-1 . RELAY. ... ο ο isis ces ο.” 1 
-14 AN3249-1 + JACK . b er arë CN o». l2 ἃ a iat Ss Oe Des a Se 1 
AN960C516L 5; "WASHER: So e ο ο a a bcs ol EDT DNI ορ ang 1 
-15 AN3249-2 e JACK. . . ... απο ο OS E ο ο ig! da 1 
AN960C516L . WASHER . . . . . 8204 Wo e TWO E 4) 6, uS WV E ιο E ee 1 
-16 AN520-416R14 è- SCREW. a 4v eee ws DIL RUM 2 
-1T AN3370-2 od RELAY; $2 ---- α: Ge Las Ου ο e ο elses Se = as Λα 1 
-18 AN520-416R14 . SCREW. .. A νῷν» s $ ος ᾱ- ar δ ig Pee wel A E ery 2 
-19 AN3371-2 A AS E RS 1 
-20 184-54050-13 . BUS BAR, Electrical LH generator control relay panel . . . . 1 
-21 184-54050-11 . BUS BAR, Electrical LH generator control relay panel . . . . 1 
-22 184 -54050-9 . BUS BAR, Electrical LH generator control relay panel . . . . 1 
-23 184 -54050-5 . BUS BAR, Electrical LH generator control relay panel . . . . 1 
-24 AN365B624 we ΝΕΤ e rs 0o] a ιν a 3 
-25 AN960B616 > "WASHER , s oa 09 e ὃ πα... 3 
-26 AN507 -832R16 ο I xc Vy sls 2 
-27 146-54043-10 . PANEL ASSY, Electrical 3/8 inch stud terminal. . . . . . . . 1 
-28 AN341-616 s^ «ες NUT a ia a at ου ο a εν. 3 
-29 AN935-616L "ER WASHER... x ve as eee o i e ww ον eo any ο Moy ce! 3 
-30 AN507B624R32 e7 eC ο uo Fi sehe Sei a aha Jans eat egy acier ee wo OSS, κ 3 
-31 146-54043-3 +» PANEL, Electrical 3/8 inch stud terminal ........ 1 
-32 146-54043-5 +. INSULATOR, Electrical 3/8 inch stud terminal panel . . . 1 
-33 184-54050-7 . BUS BAR, Electrical LH generator control relay panel . i. 1 
-34 AN520-10R16 eo ΘΟΕ ο xov cv mous slc s Rug e ἃ ὁ ισα, c de ee ρα cm h 4 
-35 AN3200-450 οι." νην an e da tama le e as e e α 1 
-36 AN520-10R12 νον τν d. een ie ah SR SNe RD el AL not ase pee ce 4 
-37 AT51E . . CONTACTER, Generator l00A28V DC (HEM) . .. . ....... 1 
-38 AN515-6R12 S a CREW ces νο v core eo ctw ue ο ο μα... 2 
-39 456002 . FUSEMOUNT (DTF)... 1 
-ho 414003 IA CUTE A E A E 2 
-41 44B21-3 ο “RECTIFIER! (VE). ade» e een te ο AS GER da he el Dess 1 
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FIGURE & 


EX 
223 


H-184-54-70 


FIGURE 223 - STATION O TO STATION 224-5/8 UNPRESSURIZED SECTION ELECTRICAL EQUIPMENT 


175-54301 
175-54327 


AN3021-8 
AN3223-1 
175-54029 
AN3106A1253S 
AN3057-4A 
295246-14A 
AN3106A14S78S 
AN3106A14S7P 
ΑΝ3ΟΡΤ-6Α 
146-54084 -3 


AN3106A1681P 
AN3057-8A 
AN3106A1hS7S 
AN3057-6A 
AN3106A16S1P 
AN3057 -BA 
AN3106A12S3S 
AN3057-4A 
295246-16A 
AN3106A16S1P 
AN3057-8A 
182XAX102 


1 2 3 4 5 


6 7 


NOMENCLATURE 





USCABLE ON 
CODE 


UNITS 
PER ASSY. 


EQUIPMENT INSTALLATION, Elec fus sta 0-224-5/8 unpressurized. . . Ref 
section (see figure 201 for next assembly) 


. SWITCH INSTALLATION, Electrical auxiliary alighting 


ear. . . Ref 


downlock (see figure 224 for detail breakdown 


. SWITCH INSTALLATION, Electrical auxiliary alightin 


gear. . . Ref 


uplock (see figure 225 for detail breakdown)" 


.^ SWITCH. . « ο ὁ . ὁ ὁ ὁ ὁ «<<... ο ο 5 
. BOOT. . . 2 « © oo oo... ὁ 9 ο ο oo 
" COVER, Approach light electrical switch 
. PLUG. ¿.... ὁ »»» « ee e ο ο ο n 
n ADAPTER . . . ο «© © © © © ο © © © ο + 
» GROMMET, Plastic (MKL). . . +. . ». » + 
. PLUG. . « 4 è o 2 >s o ὁ ὁ e. 4 . 
. PLUG. . «© « ο s « » « ὁ ὁ ο ο «2 « f 
s ADAPTER . . « . «© « © © © © © © © on 
. ACTUATOR INSTALLATION, Electrical air 
mixing valve (see fig. 220 for 
. PLUG. . . « ὁ o o oso caso ooo 
. ADAPTER . - « « « © «© © © © © © © © ng 
. PLUG. . « . ssar 2 4 e eo t t ot n ο 
. ADAPTER . ssas © © © © © © on on on 
. PLUG. . « « « © oo o ooo... t n 
A ADAPTER . . « . « «««« © © © © on ο 
A PLUG... e ete wne 9 ou We Rl e 
. ADAPTER . . . « 2 06 a © © © © ο» n 
. GROMMET, Plastic (MKL). +. +. + ». + + +» 
s PLUG. . . « « - « © © e © ot 0. oela‘ 
A ADAPTER . . . . . ooo +. © o o o oo 
. RELAY ASSEMBLY (stock Νο. 18071) (SD) 


eere ὁ 24» ΩΩ: ene 


n 
t 


e o9 9 ὁ o9 9 9 9 c3 | 9 » 9 » ὁ 4 9 9 n9 » 


m 
c 
8 
O 

e... ο ο ο ο ο n 9 ο fo s o n n n 9 n 


oe ee £2 ee ο 2» 
oe es 2] 2 2 t] ew ο 
e 9 © ] 2] 2 £t; ο s’ 


down 


€ 9 0 9 0 4 $9 9 39 9 ο 9? Mt 9 5 c£ 9 9 ο » : 9 


PEEP ERE HP ο ο BWP i ES i |. E 
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H-184-54-140 


FIGURE 224 - ELECTRICAL AUXILIARY ALIGHTING GEAR DOWNLOCK SWITCH INSTALLATION 
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FIGURE & 


INDEX NUMBER 


224 





PART 
NUMBER 


175-54301 
AN365 -1032 
AN960D10 
4B2183-023 
4B21$ 3-021 
AN3-22A 
AN3-26A 
175 -54304 


11B20B5 -007 
175-54306-3 


175-54306-13 
175-54305 
175-54303 
4B20B5 -008 
AN3-10A 
AN960D10L 
AN393-9 
175-54307 


AN3-7A 
175-54308 


175-54311 
175 -54309 


NAS43CS 3-44 
175-54310 


175-54331-10 
AN507 -632R6 
AN936D6 
175-54336-1 
175-54336-2 


4B20B4 -03 
175-54386 


175-54386 -3 
175-54389 
2W1F10-11-32 
AN931-6-10 
175-54387-5 


AN565A10H12 
175-54338-1 


175-54338-2 


1HS1 
175-5434 


175-54337 -5 
175-54334 
175 -54343 
175-54302 





AN 01-60AAB-4 


FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


SWITCH INSTALLATION, Electric auxiliary alighting gear 


downlock (see figure 223 for next assembly) 


NUT. . a ὁ $6; ο Ee dye ο ο ο. 
WASHER . . . . ss e e NECS . X 2 
BUSHING, Spacer Dar Z4 ος tae 8 

BUSHING, Spacer (NA)... . 5 " . 

BOUT cu ὃς al xm ο εφ) ο) SUED τος dx IQ ue a es ὃς ce es ο 8) Δ 
BOLT .. Pak T At tou" anta eu. ua. VE. Mat Mir Sr NI et es qe BS 
LEVER ASSEMBLY, Electric auxiliary alighting gear... 


downlock switch actuating 
BUSHING, Press fit flanged (NA). . $ ἔκ ο Ὦ 
CLEVIS, Electric alighting gear sequence “switch ο he οφ Ὁ 
adjustable link 
CLEVIS, Electric alighting gear sequence switch . . ... 
adjustable link 
BARREL, Electric alighting gear sequence switch . 
adjustable link 
BELLCRANK ASSEMBLY, Electrical alighting gear downlock. 
switch actuating 
BUSHING, Press fit flanged (NA). .........:.. 
BOLT. 3 V uo» dot ο ed e Rl ο a st Ger he 
WASHER 4 € € € cw ewe 09 a a 
PIN. 40 ev cx có, OR ear ᾳ τα σώ CCCo ο ο ο "ο. 
LINK, Electric auxiliary alighting gear downlock. . . . 
switch actuating 
BOLT . . . . 2 4 4 e e e eoe ooh moe oe e t ot n! ng. 
ARM, Electric auxiliary alighting gear downlock . . . . 
switch actuating 
SPACER, Electric auxiliary alighting gear downlock. . 
Switch bellcrank 
SPRING, Electric auxiliary alighting gear downlock. . . 
switch torsion 
SPACER, Screw and bolt... ` 
SPACER, Electric auxiliary alighting gear downlock. 9 
switch lever 
SWITCH ASSEMBLY, Alighting gear hermetically sealed . . 
sequence double 
. SCREW , . « ο we we ὁ ὁ we we m ὁ 0 ὁ 9 ὁ . m ο ο n . 
. WASHER. . . E E E ES O 
. COVER ASSEMBLY, Electric alighting gear hermetically 
sealed sequence switoh 
. COVER ASSEMBLY, Electric alighting gear hermetically 
sealed sequence switch 
. . BUSHING, Press fit flanged (NA) . . 
. COVER ASSEMBLY, Electric alighting gear “hermetically 
sealed sequence switch double 
. . COVER, Electric alighting gear hermetically ... 
sealed sequence switch 
. BOLT, Alightin ee hermetically sealed sequence 
. WASHER, Plain (NA ο ve hier a C1 Gli ον 
. GROMMET. . . ο ο ο Wn te! Spa utra ο 
INSULATOR, Alighting gear hermetically sealed . . 
sequence switch 
SCREW... a DE Sive ου 
ARM ASSEMBLY, Electric alighting gear hermetically . 
Sealed sequence switch mounting 
ARM ASSEMBLY, Electric alighting gear hermetically . 
sealed sequence switch mounting 
SWITCH, Hermetically sealed (MCS). na 
PIN, Electric alighting gear hermetically "sealed "A" 
sequence mounting 
CAM, Electric alighting gear hermetically sealed 
sequence 
CASE ASSEMBLY, Electric alighting gear hermetically. 
sealed 
. PIN, Electric alighting gear hermetically . . . . 
sealed sequence index 
BRACKET ASSEMBLY, Electric auxiliary alighting gear . . 
downlock switch mounting 


.- 


. ot 5 ο . 
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NON) η 


H-184-54-141 


FIGURE 225 - ELECTRICAL AUXILIARY ALIGHTING GEAR UPLOCK SWITCH INSTALLATION 
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e FIGURE & PART UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
225 175-54327 SWITCH INSTALLATION, Electrical auxiliary ος gear . . . Ref 
, uplock (see figure 223 for next assembly κ 
-1 AN960D10L . WASHER . . . . +... ee hue ο νο. $52 3 
-2 AN393-15 a PINS ο οι Ὁ i Ss ee 2 exte i ο i ley aoe 1 
-3 AN393-9 e PIN o 10.0853 A ἐν. Ser 1ο x EE JUSTE 2 
-4 175-54326 . SPRING o. e . . . ee eee tea ie seine He ibis Schad 1 
-5 AN365 -428 ο μμ D bx. ade orc 9r e ο BS Jel n 3 
-6 AN960DÀ16 . WASHER . . . . . +. + E ID T 
-τ AN4-11A s. BOLT Se -- ot ο ws Sue ener CS LUST ye 1 
-8 175-54348 9 ARM, Electrical auxiliary alight ing gear uploc K^ 3 ke 1 
switch actuating 
-9 175-54306-9 -. CLEVIS, Electric alighting gear sequence switch ...... 1 
adjustable link 
-10 175-54306-3 . CLEVIS, Electric alighting gear sequence switch ..... 1 
adjustable link 
-11 175-54305 . BARREL, Electric alighting gear sequence switch . . . . . . 1 
adjustable link 
-12 4B2184-119 . BUSHING, Spacer (NA). . eux Lom bee's xou» dec ui τὰ» τῳ duos 1 
-13 AN4-23A . BOLT. SAMO Te) e ο NUR) nare f ο μ.ο. 1 
-14 4B2154-022 . BUSHING, ‘Spacer (NA). i ο wete μι ο a e τ 1 
Ὁ -15 AN4-13A . BOLT... ia ru! wale? Sele 1 
-16 175-54329 . LEVER ASSEMBLY, Electric “auxiliary “alighting gear ..... 1 
uplock switch operating 
-17 4B20B6-014 . . BUSHING, Press fit flanged (NA). ae ben ge SE 2 
-18 AN365 -1032 ; NUD nota ter cae Si er οἷν ὁ S3 Qo di Sot Si yey eh aed Ar dea 8 He) Cei ας 6 
-19 AN960D10 . WASHER: νο 993 ` . ρου. ο. 
> -20 AN3-23A . BOLT vus wu s rese: Ae 3 ον τω ος 2 
-21 AN3-24A . BOLT AA ὦν Tas ΕΝ ΝΕ ο Φου αι ὃν τό 9 
-22 AN3-25A . BOLT. 5 > à us ο. 2 
-23 175-54331 . SWITCH ASSEMBLY, Alighting gear hermetically sealed ρα.” 1 
bea ᾿ sequence double 
-24 AN507 -632R6 s ο ο uS ROC ο ο vac ο CT ος ο MY Re ss TUR με. 4 
-25 AN936D6 . . WASHER. . €. νην a RB) ο πω... 4 
-26 175-54336-1 ` i COVER ASSEMBLY, Electric alighting gear hermetically . . 1 
. sealed sequence switch 
-27 175-54336-2 . . COVER ASSEMBLY, Electric alighting gear hermetically . . 1 
sealed sequence switch » 
-28. 4B20B4 -03 . . . BUSHING, Press fit flanged (NA) . . . a ρε 2 
-29 175-54386 + . COVER ASSEMBLY, Alighting gear hermetically "sealed "e 1 | 
Sequence switch double 
-30 175-54389 . . . BOLT, Alighting gear hermetically sealed sequence . . 1 
switch cover attaching 
-31 2W1F10-11-32 £o « WASHER, Plain (ΝΑ)... ὁ x ὃς δι a Ew 1 
-32 AN931-6-10 ο we. GROMMET; 20.02.26 9 3209 ο το ᾱ, SCR QR e ο - οἱ e 1 
-33 175-54387 -5 - . . INSULATOR, Alighting gear hermetically sealed . . . . 1 
εν sequence switch z 
-34 AN565A10H12 . . SCREW... —— A ο ο ie σι ο RE IE 4 
-35 175-54338-1 . . ARM ASSEMBLY, Electric alighting gear hermetically . . . 1 
sealed sequence switch mounting 
-36 175-54338-2 . . ARM ASSEMBLY, Electric alighting gear hermetically . . . 1 
sealed sequence switch mounting 
-37 1HS1 . . SWITCH, Hermetically sealed (MCS). . . . E ον 9 
-38 175-54344 . . PIN, Electric alighting gear hermetically “sealed . . .. 1 
Sequence mounting 
-39 175-54337-5 . . CAM, Electric alighting gear hermetically sealed . . . . 1 
sequence switch 
-ho. 175-54334 . . CASE ASSEMBLY, Electric alighting gear hermetically. . . 1 
sealed sequence double switch 
-41 175-5434843 . . . PIN, Electric alighting gear hermetically sealed. T» 4 


sequence index 
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FIGURE 226 - FUSELAGE BULKHEAD STATION 224-5/8 ELECTRICAL EQUIPMENT INSTALLATION 
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FUSELAGE (Cont) Group Assembly Parts List 
FUSELAGE BULKHEAD STATION 224-5/8 ELECTRICAL EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USABLE S/C 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
226 146-54060-20 EQUIPMENT INSTALLATION, Fuselage bulkhead station 224-5/8------------ Ref 515 
(see figure 212 for next assembly) 
146-54101-30 - SWITCH INSTALLATION, Electrical station 224-5/8 and---------------- Ref 
station 425-5/8 
-1 AN365-632 : 
-2 ANS15-6R6 š 
-3 AN960-6 à 
-4 AN3027-3 i 
-5 AN365-632 q : 
-6 AN960D6 E 
-7 AN515-GRG , 
-8 AN365-832 | Ξ 
-9 AN960D8L -. 
-10 AN515-8R6 3 
-11 146-54101-15 i 
-12 AN3021-3 : 
-13 AN3027-6 : 
-14 YHS40S6 5 
-15 AN520-10R10 E 
-16 ΑΝΘΟΟΑΙΟ 2 
-17 14147-71238 : 
-18 No Number > 
-19 No Number : 
-20 YHS100S6 - 
-21 AN520-10R10 " 
-22 AN960A10 : 
-23 404 3 
-24 No Number é 
184-54109 - BRA 
ATTACHING PARTS 
-25 AN365-632 i 4 
-26 AN960D6L . 8 
-27 AN515-6R6 : 4 
----. 
-28 184-54109-3 Ν DS TEN 1 
-29 AN515-6R4 P Em m 6 
-30 AN3157-6 : Es 1 
-31 AN3161P15 : be 2 
-32 AN3226-2 - . SWITCH on 1 
-33 TBF28-21PS - RECEPTACLE (ΒΕ)-----------------------------------------------------------------------. 2 515 
-34 AN365-632 > SERRE 8 
-35 2W18L - WASHER, Flat (NA)------------------------------------------------- 8 
-36 AN515-6R8 -. 8ΟΠΗΕΝ--------------------------------------------------------------.. 8 
-37 AN3057-4 ADAPTER (NHA 169-89600-10) -------------------. — 1 
-38 AN3100-10SL3P RECEPTACLE (NHA 169-89600-10)------ --------------------------- 1 
-39 2209-2 DUST CAP (CED) (NHA 169-89600-10) -—--------------------------------- 1 
-40 AN365-440 NUT (NHA 169-89600-10) ------—---------------------------—-------------- 4 
-41 AN960D4L WASHER (NHA 169-89600-10) ----------------------------------------------------------.. 8 
-42 AN515-4R8 SCREW (NHA 169-89600-10) --------—-----------------------—-- Es 4 
169-54518 HARNESS, Tow target electrical wiring (NHA 169-89600-10) --------- -- 1 
-43 AN3100-20-20S - RECEPTACLE -- 1 
AN3057-12 - ADAPTER --------------------------------------------------. -- 1 
-44 184-51405-101 PANEL ASSEMBLY, Instrument flight operators (NHA 184-89954) ----------- 1 515 
(see figure 134 for detail breakdown) 
ANS20-10R8 - SCREW (ΝΒΑ 184-89954) -------------------------------------------- 4 515 
2W18-10M - WASHER, Plain (NA) (NHA 184-89954) -----------------------.-.---... 4 515 
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FIGURE 227 - FUSELAGE STATION 221-58 TO STATION 489 ELECTRICAL EQUIPMENT INSTALLATION 
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FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 ὁ 7 NOMENCLATURE PER ASSY. CODE 
227 184-54131 ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 224-5 . Ref 

to station 489 (see figure 69 for next assembly) 
io Number . FUSELAGE STATION 224-5/8 TO STATION 489 LH SIDE ELECTRICAL . Ref 
EQUIPMENT (see figure 228 for detail breakdown) 
No Number . FUSELAGE STATION424-5/8 TO STATION 489 LH SIDE ELECTRICAL. . Ref 
EQUIPMENT (see figure 230 for detail breakdown) 
No Number . FUSELAGE STATION 489 ELECTRICAL EQUIPMENT. . . . κε. Ref 
-1 146-54061 . INSULATOR ASSEMBLY, Electrical pressurized power panel $i s 1 
146-54059-14 . COVER, Electrical pressurized power panel. . . . . EE 1 
-2 AN3106A14S2S gy. CONNECTOR νο ο Ιλ Ne d Ga 1 
AN3057 -6A . ADAPTER. . . . . : E ai EAEE 1 
184-54020-1 . SWITCH INSTALLATION, Bomb bay door open limit LH | | . . . . Ref 
184 -54020-2 . SWITCH INSTALLATION, Bomb bay door open limit RH . . .. . . Ref 
-3 AN515-8R8 . . SCREW. . ws pO ο. 6 
-4 2W18-8 . . WASHER, Flat "(Nj . of eA Bh ei wee 6 
-5 146-54121-1 Μο BRACKET, Bomb bay door switch. sta "eon 15/8. LH x 2 1 
146-54121-2 s dg BRACKET, Bomb bay door switch sta 224- 5/8 RE S a8 : 1 
-6 HO3LNO A HOUSING, LH (Mes AE PER ΕΣ ἃ 1 
HO3RNO . . HOUSING, RH (MCS M ο αυ rs , 1 
7 AN515-8R8 . . SCREW. . . NN EUR νην yes QT μα 6 
-8 2W18-8 oc WASHER, Flat (NA) o GG o Iip] 6 
-9 AN936B8 . . — WASHER . . E νομήν ae Fal e EU 6 
-10 BZ3YT ο ον USWITCH (MUS). x 2 4 2$ 9 vn RAD HER 2 
-11 AN345-10 fe A a he eee D et eo Ro 2 
-12 146-54123 "TOM STUD, Bomb bay door switch adjusting s ο o. a y 2 
-13 AN931-4-7 5 GROMMET . rada ον περ rd tent: fs : 2 
-14 AN3436-2-4 ; TERMINAL BLOCK ASSEMBLY, b's esa. "Jaca e vp e 3 
AN3434-1 e STRIP; aa . OR nU da : ο. 6 
AN515-4R6 e. SCREW.. 2 xxx es cg Ὁ Ὁ ο ο. E ο ο... 6 
ANQ60D4L . WASHER . . . «ο « ο Phe ae 5 sete, Ter Je cat Gets e Ne e ah 6 
AN365-440 . NT... onse uh δ ο reu SM ο. Da. ὁ a ρα Is 6 
AN961-6 € WASHER. 4 2526 4 we 0 9 νι ὃς c m ο φας TR κ. x v d? 
AN936A6B . WASHER . Rv im, Ὁ cer Sim ο το ἃν ROR Be wee 30 
AN341-6 . NUT.. M a Oelie e wel E eh Be 28 
-15 397-4 . COVER, Terminal block (HEGE). . . . . . . so +... cle n 3 
-16 AN3106A1l858 a? CONNECTOR. 4r wv. 8 wey elu REI ev wa ir Ir; Do ai δα τς φον 1 
AN3057-6A < "ADAPTER. ic as 9 oce 9.98. y y To o 9 ae vas Low Uo es X v 1 
-17 AN3108A14S5S κ CONNECTOR. .- ο. de ow ese sve a RI De es Re ee a ο ew ο 2 
AN3057-6A a. LADAPTERZ: tar us le Osh, η Temi wey a ea idas Les cer, πὸ) aid τος σῷ 2 
-18 AN3436-2-1 . TERMINAL BLOCK ASSEMBLY. . . . . . ee ee ee ew te . . ο ο 1 
AN3434-1 Be TERE ES A O 2 
AN515-4R7 so SCORE MEDI 2 
ΑΝΟΘΟΡΗΗ, Za uc AA —-------- m ο τᾱ teva 2 
AN365-440 s NU Diss εν 5. Qe enis Ὄρος. iets Tot ἃς ο Ja ος, pues ἂν Ρα 2 
AN961-6 z^ WASHER 4. 22,509 Mor cabos wee ou ale ee ud Kec e easel. £e tak vec lor Mae ie 1 
AN936A6B si WASHER 4.4.4, 4o ce ην e ο ο.» 1 
AN341-6 ο ΝΟΕ fe vie a ; κ ο Ὁ ea a ο D saia ἐῶν κ 1 
-19 397-1 . COVER, Terminàl block (HEGE). ο ο 1 
-20 184-54146-2 . GUARD ASSEMBLY, Electrical fuselage “station "324 to. oe. % 1 
station 337 wire bundle 
-21 AN515-8R8 g SCREW.: is ο Ὁ. νον ao αρ ᾳ ae ae e A a κ a aia o e a ος 4 
ΑΝΟΘΟΡΒΙ, s WASHER Mx EL PED 8 
AN365-832 . NUT. .... : ο ο μα. Ε 4 
-22 AN3436-2-3 | TERMINAL BLOCK ASSEMBLY. . s wa ic : NORIS : 1 
AN3434-1 v STRIP sc WW go oo es e š ο ο ο, ἴθ τν. ὃ 2 
AN515-4R6 a SCREW. . . . . . :—— vue ; 2 
ANQ60D4L . WASHER. . σή LR Ros r 2 
AN365-440 ο NUT ov Lok. ee vas db e wu e g o p ο 4 " 2 
AN961-6 . WASHER. . P ν ο ο μυ ο Bal tac to 3 
AN936A6B . WASHER Ue κο μ ee cmo MENS A $ 3 
AN341-6 a NUT. 20 Ρ Bin car), a LO? ο νο . os 3 
-23 397 -3 . COVER, Terminal block CEGE): Sie. Su, p a in a IM 1 
-24 AN3108A14S2S | CONNECTOR. . . . o. . . "n che dasha tah αν μας 1 
AN3057-6A . ADAPTER. . . τν 1 
146-54226 . TRANSMITTER INSTALLATION, "Electrical wing flap . . . . . . Ref 
-25 AN365-1032 Š NUT. .. ο ο a a deis E A I Se aa Ie ve cd a 3 
-26 2W1AL12-18-64 .. . — WASHER, Plain (wa). z M NES dyer seit ἐῷ 2 
-27 4S4D6-5 . . SPACER, Rivet (NA a a o dra e, a ea de a 1 
-28 483D10-9 +. SPACER, Bolt (ΝΑ)... . Biel ος ο ὃν λες 1 
-29 AN960D10L - . WASHER . . . . . . . . ; Wo E E E πννς, ὦ 1 
-30 AN3-10A wt. BOLT Qe. 04 10 a CLAMP ERES 1 
-31 AN960D10L e uw. WASHERS 4 wel Vs a —— EL 2 
-32 AN3-7A . . BOLT.. ο aure: gal ος ο RD bU ae ο κος 1 
-33 2W1AL12-18-64 . . WASHER, Plain (NAY. o ες ον οὐ kw ως ew GOK MEL 2 
-34 AN96OD516L e as UWASHER ο e e e ow la es eee er oe 6 ded hos 8 
-35 4shp6-9 AEN SPACER, Rivet (NA a πο dore IE apr Se Ὢ 1 
-36 4S3D10-2 . . SPACER, Bolt (NA) . . . +. +. +. +... «ων WS and q κο 2 
-37 AN960D10L . . WASHER . . .. . .. "η ο αμ... 1 
-38 AN3-13A $5 x BOT... T ra a δν ΝΠ ΝΕ κ 1 
-39 142-54122 a Ἂν ARM, Wing flap transmitter ο ο DEC νο 1 W 
142-54122-3 ee cs ARM, Wing flap transmitter . . . . . . . . m 1 BQ 
-40 5B1-4 E: BOLT, Adjustable (ΝΑ) x SACS εαν ο. 1 
-41 AN345-10 0. NUT.. ; -— (DP PPS 2 
` -42 2W1AL12-12-31 . . WASHER, “Plain” (NA). a Ae a JA Sy ο ο 2 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
227-43 142-54123 x CLAMP, Wing flap transmitter arm ΚΝ 

-44 146-54226-50 As ds TUBE, Electrical Ming flap. z τῳ ἃ 1 
-45 AN515-6R7 Do.  SCREW .. ΜΑΡ 4 
-h6 AN960D6L . . WASHER. . , 4 
-47 AN5785-1 + . TRANSMITTER ASSEMBLY (arp) . 1 
-48 AN3436-2-8 . TERMINAL BLOCK ASSEMBLY . . . . 3 
AN3434-1 s STRIP dev 3 ee τον τς ον 6 
AN365-440 s NUES ade SR νἯννν Mae se 6 
AN9GODHL z y WASHER: soa ao ca De a eas 6 

AN515 -4R6 . ‘SCREW. a . . . . . . es 6 

AN961-6 . WASHER, 24 
AN936A6B . WASHER, 24 

AN341-6 . NT... oe 24 

-49 397-8 . COVER, Terminai block (sor) : 3 
-50 AN3106A10SLÀS . CONNECTOR 4 atas 2 
AN3057-4A . ADAPTER serie is ataca € 9905 2 

-51 AN3106A18-1S . CONNECTOR... .... 2. eee 1 
AN3057-10A <` ADAPTER . ca ο) ek al ο 1 

-52 AN3108B10SL4S . CONNECTOR . . . . . . 4... s.n 1 
AN3057-4A . ADAPTER . . : 1 

-53 AN3108B14S9S e CONNECTOR 4 coc woe x 9 ees 1 
: AN3057-6A ; ADAPTER 4 a aia, Seow Be Gees 1 
-54 AN931C4-7 s (GROMMET: 2 s im lA ο wy 1 
-55 AN931-2-9 s. GROMMET . 2 s poe Se eee a 1 
-56 295246-10A . GROMMET, Elastic (MKL)... 2 
-57 295246-12A . GROMMET, Elastic (MKL) ... 8 
-58 295246-14A . GROMMET, Elastic (ΜΜ)... . 2 
-59 295246-20A . GROMMET, Elastic (MKL 9 
-60 295246-28A . GROMMET, Elastic (MKL 8 
-61 295246-32A . GROMMET, Elastic (MKL) . . ... 5 
-62 295246-40A . GROMMET, Elastic (MKL) ..... 4 
-63 295246-44A . GROMMET, Elastic (MKL) . . . .. 3 
-6h AN3177-1 . LIGHT ASSEMBLY. . . . . . . . . 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
22 No Number FUSELAGE STATION 224-5/8 TO STATION 489 LH SIDE ELECTRICAL Ref 

EQUIPMENT (see figure 227 for next assembly) 
-1 175-54061 . INSULATOR ASSEMBLY, Electrical pressurized power panels EN 1 | 
175-54059-9 . COVER, Electrical pressurized power panel . . . . Reus d 1 
-2 AN3108A14S5S > CONNECTOR 2 τ. VOD Ro. we ὃν uw DEC 1 
-3 AN3106A1485S zc CONNECTOR s: uA o ενα κ νο τν, er πο ο ος Pe Ὡς IER ὃ, ο 1 
ΑΝ3ΟΡΤ-6Α ADAPTER . . πα ο ο μα νο. 2 
-4 AN3436-2-1 ` TERMINAL BLOCK ASSEMBLY . . . . . . . . D evi trs aw eA SE 
AN3434-1 e STRIP o 1.06609 Sais é PO 4 Soe Wen α 4 
AN515-4R7 è -SCREW 4 . ο 9.0... 5 i rigo de vies Rain μον ο πο. Mid 
ANQ60D4L . WASHER, .. . . 4. e v i πεν μα etd Wage ta et vu 
AN365-440 . NUT. M rusa e s le. ᾱ ολ ο dem ha TS 4 
AN341-6 . NUT.. εν 3 DuAL e ΜΙ Ce MD LS s 2 
AN961-6 "WASHER. oos es ee A ; RA Dag ρα 2 
AN936A6B « WASHER o ώς cay ay ere eme I ou n Oo o. V ο ο wn ο.” 2 
25 397-1 . COVER, Terminal block (HEGE) . . . «ων ων o «κ . .. 2 
-6 AN3106B28-15P . CONNECTOR o . . . . . e. Ñ ο κο ο 1. 
AN3057-16A . ADAPTER . . . . . NEST ; Seb asser nig es m hee dU 1 
-7 AN3100A12S3S . RECEPTACLE, . . . Mes be DER : DM ος: 1 
AN3057 -4A . ADAPTER . . . . . . > s zs S Ruso; *» 9097» 0.09. Γῇ 1 
-8 9760-12G . CAP (AMP). . : ο ο. 1 
-9 146-54110 ` BOX INSTALLATION, Electrical ignition | | id .. . Ref 
(see figure 234 for detail breakdown) 
-10 An3106420-298 . CONNECTOR o ........ ἕνην» BAe! νῷ σίτῳ Λογος ος 1 
AN3057-12A . ADAPTER . Ην a a ους : "ον AE 1 
-11 AN3106A1681S . CONNECTOR... . . a e n ; QU UPS πα τον ade 1 
AN3057-8A . ΑΡΑΡΤΈΒ........... ; ορ. E e oy Med pst 1 
-12 AN3108A10S2S . CONNECTOR . s Ua ο A νην. πρ 1 
AN3057-3A . ADAPTER . . 3 2 "a Ue peer ce! wu Ui ie τν. 1 
-13 AN3436-2-12 | TERMINAL BLOCK ASSEMBLY | . , . . n ο... 2 
AN3434-1 se STRIP. V X45 Ὁ ο ἃ ar sa a a , 
AN3434-2 . STRIP : ote [ores A Rs 2 
AN515-!IR6 3. ο e ai 5 ο e VES Um Ue x qe qe ec 09 αἳ (αὶ TRIAL VEL js 6 
ANQ60D4L 2. WASHER; o ο a o UR. wo le Ma eas we Shela cee D 
AN365-440 so NUT ο vere Sth eles Ceo ee owe tee ερ "e ος s len ten Ws Ὅν Shay, av Ὁ 
AN341- e NUDES. ee ot ο νο κ Cae caelo rn ο c eres de πα. 
AN961-6 o WASHER. 3.3.6 6 sa eee ο ᾱ enina «εν 308 ὦ ο 1 4 oe e ὃς ee OL 
AN936A6B so WASHER ons aa algae TE a a uos ow ὦ a Ὁ8 
-14 7-12 . COVER, Terminal block (HEGE) . ................ 2 
-15 AN3436-2-8 . TERMINAL BLOCK ASSEMBLY . . . +. +. ... sos 4 4 . e . ον on n 1 
AN3434-1 e OTRIP 0l 5.8 ο ο 5 ᾱ- RE Ὁ 
AN515-4R6 . SCREW... . "Truc a a ο ds Sop eels 2 
AN96ODYL ο A A A ο ο”. 
AN365-440 a μυς 5. ντο. E Gad ae wen. Gee αρ ος ο ea ge te ane wu A 
AN341-6 νο E ο yds Cae ως Ὅν. τος A ο ος hp Soe. αν a e G 
AN961-6 . WASHER. . . . EN Med Me: πεν fa u.s Fe al te ον ο ο aa ete: GO 
AN936A6B . WASHER. . . νο Ὁ} ον. Ὁ Ἐν SS: μα... 
-16 397-8 . COVER, Terminal block (HEGE) ο ee πο P νιν eque Co. ος 1 
-17 c4910-201 . THERMOSTAT (SPT) . . .. . -——— ο ο -- | 
-18 AN520-10R8 & CSCREW 4$ i7 9 € o8 ο ος Ben xd uec E MEL OEC ei que O 2 
-19 AN960D10L v WASHER . Ὁ ὃν ον ος ο ο po ose e quee Lud ο ces μμ”... 
-20 AN365-1032 . NUT MIELE A τῷ ἴθ, a Wer NUM ο ο. -ᾱ- He ῳ ον. des Se 
-21 AN3100A20-29P 2 RECEPTACLE; aaa ch co a a Rod at Ce 
AN3057-12A . ADAPTER. . . . . . .. .. +... a Oe seta ου. 
-22 2322-7 . DUST CAP (CED) . . ie RP ECCE CERE ec ο ον ὃν, ο 
-23 Gea. 3-6DR . STRAP CLAMP (AP) .... a TEC i μα e ἕω Ἂν Sek το 6 CD 
-24 2322-10 . DUST CAP eas PIS Gee OO a rs — “iz fo, gee we 2 
-25 2322-11 . DUST CAP (CED). . PST —P 1 
-26 184 -54146-1 . GUARD ASSEMBLY, Electric “fuselage station 324 to. αἱ ορ are. ἃ 1 
station 337 wire bundle 
-27 AN515-8R8 A A e oce. aj. οι ee a ET ο A 
ANQ60D8L « WASHER. . 4. 2 6. 4 205 € a, oM bos BB a ο. 
AN365-832 . NUT bas Us RP PPP a “18 
-28 AN3436-2-3 | TERMINAL BLOCK ASSEMBLY . ; . | . a deu am γος ο suu ἃ. ὦν ον Ὁ Ge 
AN3434-1 STRIP ΟΕ V4 3-59 €x 9 rss O Ὁ ce cu De dec m etae vere o A 
ANS15-4R6 i SCREW ahari E ο ο ο ο... 
ANQ60D4L . WASHER, . RR τ. δ, MES ο ae ede a ο 
AN365-440 κί NOT gy ο ο alec ey ο ο il ο παν 4 
AN341-6 a: NUD ου” ο s ; $874. wo. vx Ww wm ἕως wo ϐ 
AN961-6 . WASHER, BAD ο he yah ak ας : go eo ai o rr Ὁ 
AN936A6B . WASHER 2 o unis : RUE ο Mia tte Lo. ο μα er GO 
-29 397-3 . COVER, Terminal block (FEGE y us A o iia 2 
-30 AN3436-2-2 | TERMINAL BLOCK ASSEMBLY . . . . . veu dA ELS e pal den peas 1 
AN3434-1 ME: A E A E. 
ANS 15 -4R8 ond SCREW A ον δν ον κ: ο ie ek CQ. 
ANQ60D4L è WASHER. ........ EE μας aus Duce ο Ve 
AN365-440 v NUT Lus ea wm e ^ Zn ow etx. Wi ac το arai, a 
AN341-6 s NUT i62 Ὃ Ὁ κο Mera o zoe m xe exe EU De ecu To d apo Ὁ 
AN961-6 s WASHER. x23 us oae UL OR ri θες ην νην, 
ANQ36A6B . WASHER. . πι. B . ΕΗ marse 8 
-31 397-2 | COVER, Terminal block (HEGE) . . . . . : e! 
175-54705 D SWITCH INSTALLATION, Fuselage sta 375-1/2 to sta 387- -11/16. . Ref W 
landing flap electrical limit 
175-540705-3 . SWITCH INSTALLATION, Fuselage sta 375-1/2 to sta 387-11/16. . Ref BQ 


landing flap electrical limit 
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FIGURE 228 - LH SIDE FUSELAGE STATION 224.625 TO STATION 484 ELECTRICAL EQUIPMENT 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY CODE 
228-32 AN340-6 NU erg ce gh, mox E OSS, E Y 
-33 AN935-6 J. WASHER Gc e ey ete: ου et a Tes ES 4 
-34 ## 2W18-10M . WASHER, Flat (NA). . +. soe 4 4 4 4 4 .. . . ο: + 8 
-35 AN515-6-18 . SCREW... A ο πο a CO E κ μα . 4 
-36 ## DT2R-A7 | SWITCH (MOS) . . . . . . . 1l 
-37 AN365-1032 . NUT. d. οὐ δὲ u^. cx . š 2 
-38 AN960D10 ΓΤ. WASHER τ s Sus may m Um AGE GY Se ROS 4 
-39 AN3-6A . . BOLT.. 2 2 
175-54709 . STRIKER ASSEMBLY, “Landing flap inboard hinge electrical. 1 
limit switch 

-40 175-54709-3 + . CHANNEL, Landing rrap inbd ninge. elec limit switch. . 1 
-41 AN364 -428 > ο ο ο ten A e . 2 
-42 AN960-416 v ox. WASHER. 0 e secs Sone A We CR te TA εν ὃν 4 

-43 175-54708 : SPRING. . . 2> 
-44 175-54707 BOLT, Landing flap taba: hinge striker assy “adjusting. 2 
-45 184 -54147 GUARD ASSEMBLY, Electrical fuselage sta 375.5 wire bundle . l1 
-46 AN515-6R20 SCREW . φᾷ. φαν Eur E ο γάλος e αν MEE 3 
AN960D8 WASHER. $ us ; s 6 
AN365-632 NUT . . κο ο 5 ‘ . 3 
-47 AN3106A22-14S CONNECTOR . . ; ; 1 
AN3057 -12A ADAPTER . . SUNL ταν aS Eo e «Ὁ -ᾱν el Fo wu «ρος ο ο 7 1 
-48 AN3106A18-1S CONNECTOR . ei late Oo O fe: 74. τῳ” See αν ah Rew Shae ο ” 1 
-49 97-3106-18-18 PLUG, Amplifier adapter (AMP) position two and five . . ΄ 2 
AN3057-10A ADAPTER . . C ο . 2 
146-54107-101 LIGHTS INSTALLATION, “Electrical bomb bay. πο ος a è Ref 
-50 AN515-8R8 . SCREW. . . . o. . ` ο E ο 3 H4 
-51 AN960D8 . WASHER... ο rt a “ 4 
-52 146 -54104. . BRACKET, Bomb "bay dome ligni TOC PN A 1 
-53 AN507-632R7 . SCREW... » ο We IS EL TOS «ο " s 39 
-5h ^4S3D6-3 . SPACER, Bolt (NA). se σι e. Horum εν EDU eem rue. eS . . 39 
-55 AN365-632 NUT. . . ον τν Bed Gut ο εως. «ο -Ἔο ἕο.  ο Ὁ à . 39 
-56 AN31335B311 LAMP . . .. νη. e ven Jp zoe D ην . . 7 
-57 AN3049-1 LIGHT ASSEMBLY ra X e TEC VEU E SES TTE Tue ce u$ CS ο ο ο > # 6 
AN3039-3 E LIGHT ASSEMBLY . . . . . . +. . E $e s . 1 
-58 AN3100A18-9S * RECEPTACLE. ο A te e ` wow. Fe 2 1 
AN3057-10A ADAPTER uere OS" a errs: Vey IE Vek wp ^re Q7 Sor aed Ses Rl ok Ὁ . 1 
-59 AN3106A14S2S . CONNECTOR... « a ο ἃ i4 ye Se . 1 
AN3057 -6A . ADAPTER . . 4 ο ο Sa A ο . 1 
-60 146-54154 . SWITCH ASSEMBLY, “Jet engine duct door mechanism upper . 7 1 

ATTACHING PARTS 
-61 A^N520-10R8 "Eno EMI ; 2 
-62 AN960D10L è WASHER, . 4. . ὁ ο ὁ ὁ ο ο se © © ὁ o on ὁ o ὁ 0 * « ο ΄ 2 
πας τα 
-63 AN365-632 ο μυ DR Jen Soe mS QU ο ο ο eg! 2 
-64 AN960D6L sca. “WASHER X020» 9-7 RI d. AS ο ο. . 4 
-65 AN515-6R16 s SCREW. . . . . . $5 NR ta cR NEC Sr ος s 2 
-66 134-54214 i COVER, Mieroswitch terminal | protector. ολο. i 1 
-67 BZ7RQ1T > SWITCH, Jet engine duct door upper (mes) o e: A 7 1 
-68 146-54154-3 K ANGLE, Jet engine duct door mechanism upper switch ἃ 1 
-69 4 184-54113 > BRACKET ASSEMBLY, Elec des ;eng. duct door switch h mounting. ν 1 
-79 # AN365-632 NUT . . . "m x 4 
-71 # 2W18-6 WASHER, Flat (Qa). -———— 5 ; s . 4 
-72 # AN515-6R6 SCREW . . ος i. ws» “αι πὶ $ 5 $ 4 
-73 # 2HA1LH1 > SWITCH (MCS). . . . . . š B zr εὐ è > 1 
-74 # AN365-1032 . NUT. Te . . n . 4 
-75  £ 2W18-10 : WASHER, Flat " (NA) anpi ο ras Mar Se oe Ρ 8 
-76 # AN520-10-24 SCREW. . E E X" wed τῶ. yy (Qn ua ο ναι 5 4 
-77 4 184-54112 ARM, Electrical jet duct door open switch . . . . . . . ; 1 
-78 # AN365-h28 a? NUP s. ο. A Sw δν ος EE ας A . s i 
-79 # 2W18-416 . WASHER, Flat "(NA) . we ο ja eser. ai CRT er er RI EIUS a . 2 
-80 # AN4-10A . BOLT... are eee ta Ὡς ντο το p å 1 
-81  £ 184-54111 . ROLLER, Electrical det “duet door open Switch. . : " 1 
-82 8 AN365-1032 . NUT... . $c IND Ten. A . . 1 
-83 4 218-10 . WASHER, Flat ΘΑ); οὐ ἀξ. ὃν.) “ἃ 5 aaa se " . 3 
-84 # 4B21B3-011 z BUSHING, Spacer (NA). * . ” . . . n 1 
-85 # ΑΝ2-ΤΑ BOLT... w s POEM. A . oe . ; 1 
-86 # 109-6300 . SPRING, Wing “bomb rack. é " E . . 5 r . 1 
-87 # AN365-1032 . NUT... ec ie τῳ pie . PEE ὦ, v»; . 5 1 
-88 # 2W18-10 . WASHER, Flat (NA) €. ver Soh μον . iss - ww . » 1 
-89 # AN3-11A BOLT. . . -ᾱ. -ᾱ . ET . gi i a . P 1 
-90 295246-10A GROMMET, Elastic (MKL). . 5 "τν ΜΡ é 3 
-91 295246-12A GROMMET, Elastic e A . . o oe 9 ο "m ο 13 
-92 295246-14A GROMMET, Elastic (MKL). ο. η s: "is . « $ s . T 
-93 295246-18A GROMMET, Elastic (MKL). . . . s. Ὃς οι ας 6 p “ο. «ὦ x 2 
-94 295246 -20A . GROMMET, Elastic (MKL). .... + di a vas νο . 2 
-95 295946 -οἳ Α . GROMMET, Elastic (MKL). . . . + + MEA ME . 3 
-96 295216 -26A . GROMMET, Elastic (MKL). . . . . . πο ο eee ; 1 
-97 295246-36A GROMMET, Elastic (MKL). . . - : a ως ἈΝ a 1 
-98 295246 -4HA . GROMMET, Elastic (MKL). . . . 5 "E "E v VE . 3 
-99 ANO31-2-9 s UGROMMET o ovo omo. νο -ᾱ 2 e M E " 1 
-199 AN931C4-7  GROMMET . 2 ari . r Es πμ. 1 
NOTE: # Denotes the incorporation of Service Change No. 461 
## Denotes the incorporation of Service Change No. 411 
Revised 15 August 1955 433 
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FIGURE 229 - FUSELAGE STATION 489 ELECTRICAL EQUIPMENT 
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Section [| 


-60AAB-4 
ος Group Assembly Parts List 


FUSELAGE (Cont) 


PART UNITS USEABLE ON 


FIGURE & 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


INDEX NUMBER 
229 No Number FUSELAGE STATION 489 ELECTRICAL EQUIPMENT . . ce κ κ ew . e.. Ref 





(see figure 227 for next ey) 

-1 AN6-12A e XBOLT . x24» ὃς ie $397 é ο ο id 1 
AN960D616 - WASHER . . a -ᾱ ον y x Bt “sain ds ο ο ar te a Oe 2 
AN365-624 . NUT. . a p . ον <b mids O sea hy 1 

-2 AN365-832 s NUT go gile v3 9s ὦ A Ρο... à 

-3 ΑΝΟΘΟΡΒΣ, + WASHER . . . . . . s. x : 3 ΝῊ ea a ee ee 4 

-4 AN515-8R8 . SCREW. ο E ee ae is rrr Reap a AS eed cd ο) Met τα”. ὧν τὸν -ᾱ 4 
169-54210-101 n RECEPTACLE ASSEMBLY, External electrical power ὅν. id 1 

-5 AN515-8R10 | SCREW. ο kl rues OB TY ve ov AUR wear E dett puso 4 

-6 AN960D8 3 WASHER A "ims 3 cise: “6 4 

-7 184-54511 z COVER, Electrical external power receptacle, S v rs 1 
169-54210-11 T: SUB ASSEMBLY, Electrical external power receptacle T 1 

-8 169-54210-3 lito ἐᾷ . BRACKET, Electrical external power receptacle . . . . 1 

-9 AN365-1032 "S NUT. A A Ws ow 4^ xs ο ο ve Ea s 2 

-10 AN960D10 í WASHER: 4 β. e ες 6 d cai ee e πο ων ο ας ted ELN 2 

-11 AN507 -1032R16 > SCREW: vov wo 4 e a e E ans ; ie hi 2. πας 2 

-12 AN2552-3A bos RECEPTACLE . . . . . 7 ‘ σα igh tele νο ARES 1 

-13 AN365-832 O AA Si ο me ee te OSA 1 

-14 AN960D8 w^. ο WASHER . . rie A de ὃν τ νο a tel cat Ve te 2 

-15 AN515-8R14 eo - τῷ SCREW. . . . . m b Xe x ὃν 1 

-16 169-54209-5 A INSULATOR, Electrical" external power receptacle. ur Larva Bes: 1 
169-54209-3 Vut us INSULATOR ASSEMBLY, Electrical external power. Gear Ne 1 

receptacle 

-17 169-54209-9 è -ᾱ INSULATOR, Electrical external power receptacle . . . 1 
169-54209-7 A . INSULATOR, Electrical external power receptacle . . . 1 

-18 AN931-3-5 L a OE ME NOME oa ωρες 1 

-19 AN365B624 "T NUT. .. V uoce deis rer eb er id μη ar Ce 2 

-20 2W1K25-24-65 . . WASHER, Plain (wa). |. . D000! iun Sar uer Si ου 1 

-21 AN961-616 w^ Og WASHER . . S SV oa ος wn rete 2 

-22 184 -54512 vx BUS BAR, Electrical “external power receptacle. NM 1 

-23 AN365B624 é z NUTS Uv ieiunio EAE Cat kl et e κ us $9 rs ὃν de urere 2 

-24 AN961-616 . . WASHER. ...... ο Nee aU wq ρα 4 

-25 AN341-616 "E NUT veio a a ο ο Seat ο Goan a oy 2 

-26 AN935B616L Xa Ὦ WASHER . . . . ee Le far. ο "ICD T 4 

-27 NAS467-6-22 . . BOLT, Brass hexagon. REPE S 2 

-28 AN365 -1032 NEU NUD zo 20x 32 xo ο e cw ο LE φᾷ) ia Tes δ. κ 2 

-29 AN960D10 rx WASHER ο ο ο ο ο DEL eR Bee, «Ὁ t ae τῷ 2 

-30 AN507-1032R14 E Nus SCREW. . . RT xx E ee ὡρ ᾱ 8 
169-54210-21 . . SUB ASSEMBLY, “Electrical external power receptacle , . . 1 

-31 AN341-616 E ía νο E ro tele gina ss ew een e wu ovr S 2 

-32 AN935B616L PR cs so WASHERZSS ο ο do as ο ο ο ο She aS Boa en le 2 

-33 AN507B624R32 aa . SCREW... * * —— 2 

-34 169-54210-13 κ) ος . INSULATOR, Electrical external” power "recepta ele κ. x. 1 

-35 169-54210-9 xw + PANEL, Electrical external power receptacle . . . . . 1 

-36 169-54210-5 BH BUS BAR, Electrical external power receptacle. ..... 1 

-3T CR2781C106A3 . CONTROLLER, Starter jet engine (GE) CES 4. Ue € ics 1 
169-54144 . COVER ASSEMBLY, Electrical jet starter controller, sve ahis 1 

terminal 

-38 10-54400-1 . DYNAMOTOR AND FILTER UNIT ASSEMBLY (SNT). . . . . . . . . . 1 

-39 10-54466-1 . LEAD (Dynamotor to exciter unit) SNE) SAT Garante νυν save 1 

-40 295246-8A . GROMMET, Elastic μα μμ ο ο” ο. δυνν PET 1 

-41 295246-10A . GROMMET, Elastic MELJ io. a: Wiel <b oe yr side ο eri 4 ee. Ge ces Du Coan 1 

-42 295216-28A GROMMET, Elastic (MKL). . . . . . . . . . . e. abr ο Fens 2 

~43 295246-44A GROMMET, Elastic MKL e ia a eT | 5 
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H-184-54-66A 
FIGURE 230 - LH FUSELAGE STATION 424-5/8 TO STATION 389 ELECTRICAL EQUIPMENT 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 f NOMENCLATURE PER ASSY. CODE 
230 No Number LH FUSELAGE STATION 424-5/8 TO STATION 489 ELECTRICAL EQUIPMENT. Ref 
(see figure 227 for detail breakdown) 
E -1 184-54020-3 + SWITCH ASSEMBLY, Bomb bay door open limit X 1 
-2 184 -54020-4 . SWITCH ASSEMBLY, Bomb bay door open limit .. 1 














ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Section II 


Group Assembly Parts List 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
230-3 184-5525 . SHIELD, Electrical wall disconnect panel assembly . . +. + . 2 CA 

: ATTACHING PARTS 
-4 AN>15-8R10 SOREWLL ACER E A A ο 6 CA 
-5 AN960D8 WASHER. 4 da ο ο e ϱ ern air Brush Men 6 CA 
T m 
-6 175-54154-15 . PANEL ASSEMBLY, Electrical firewall disconnect. . . . $ 1 CA 
ATTACHING PARTS : 

-7 AN520-10R12 £ ISORA AA ὧν δια c τς ARE AAA Y. eee 4 CA 

-8 AN960D10 £c MASTERS QE E ko3x XA URS RA A ο ιδ A SO EUR COR 8 CA 

.-9 AN365-1032 o 4 CA 

-10 175-54154-3 de “οἱ PANEL, Electrical firewall disconnect . . . . . . . . . 1 CA 

-11 175-54154-5 x “Ὦ PANEL, Electrical firewall disconnect . . . . . . è 1 CA 

-12 175-54154-9 $0 BUS BAR, Electrical firewall disconnect . . Xa arme: os 1 CA 

-13 146-54063 zo STUD, Electrical pressurized power panel. . DLE 3 CA 

-14 AN365B624 jc ο ο ο ον ο ΡΝ πεν Ret oe 6 CA 

-15 AN961-616 phu de WASHER. ο ο E E A qo uer wo DE UC Gh τῶ κ αρ δν COR CRI ak 9 CA 

-16 AN341-616 £e c AAA nde are ah se E arse DW esce) cR eR Ue LET ΡΥ" 6 CA 
146-54101-10 . SWITCH ASSEMBLY, Electrical station 424-5/8 . . . . . . . + 1 

-17 AN365-632 woo μον ο AI E S τες 2 

-18 AN960-6 nex ιο ο RE TP 4 

-19 AN515-6R6 . SUREW-Q AA A A ETA "A 2 

-20 146-54101-11 i BRACKET, Electrical station 424-5/8 . . . . . "APRES 1 

-21 AN3021-3 a ^i SWITCH. 40A ox ow ce ὁ Ὁ ἃν why Vela Sor E ο 1 

-22 AN3436-2-1 . TERMINAL BLOCK ASSEMBLY . . . . s +. +... +... +» «© e © # eee 2 
AN3434-1 b STRIP aW ο ος ο Ὡς wo χα ο wh coc τας ADU) d CEOs Sel reu 4 
AN515-4R7 A rae uoc E exe Sealey O ee T CRIT RC ο 8 
ANQ60D4L $ WASHER ee se qo» 4 Ὁ wx e wet er ο tenable erat si seh, da 8 
AN365-440 e NUT O ier ο Seddon s s —Á: Σα aq DEI δ τ 8 
AN341-6 wee NUT e X ο no cee a Bee apes ee ee OS ree ee Beg V πο πό Boos 2 
AN961-6 wit WASHERS: UR wot Jew e A EI A AAA D 2 
AN936A6B e SWASHERG: ο wu w Sg e ο c e ure hii eus Ol enw Denial O 2 

-23 397-1 . COVER, Terminal block (HEGE). vr rs n 2 

-24 AN3177-3 ; LIGHT ASSEMBLY. . «o4 ο 30e 9x9 es a a ie seo ie 1 

-25 184-54131-5 . FIRE DETECTOR, Electrical fuselage station 224-5/8 to... 2 ΑΡ 

station 489 (rework from 34216-2) (EDI) (superseded 
by 175-54276 for future procurement) 

175-54276 . BOX ASSEMBLY, Electrical fire detector unit (supersedes . . 2 CE 
184-54131-5 for future procurement) 

-26 AN515-6R8 a SCREW A E De de ο ον Arm 8 
ANQ60D6L s WASHER: ο ete a ο wee Oe BAR OR edo 9. Man ote Gea 16 
AN365-632 το... αν μμ κα αν ei Eo my VIE 8 

-27 AN3106A16-18 ae, | CONNECTOR Το uo ο, a Gre ee bee TTA le TRE d. A Ro τς η κ 2 

-28 AN3106A16-1S (Ww) « CONNECTOR; ca: ce. Ver ow tea a 9 a GE a ne OU]. Ry ος US 2 
AN3057 -8Α 2 "ADAPTER S 4509s νον ΙΙ ν᾿ a, ely 4 

-29 184 -54126 . PANEL ASSEMBLY, Electrical trim tab and jet starting relay. 1 N 

(superseded by 184-54126-30 for future procurement) 
(see figure 232 for detail breakdown) 
184-54126-30 . PANEL ASSEMBLY, Electrical trim tabs and jet starting relay 1 BF 
(supersedes 18541-54126 for future procurement 
(see figure 232 for detail breakdown) 

-30 AN520-10R8 a OCREW , 4 ὁ επ Ὁ ox ἃ νο ook QoS Co ὁ ον σφι το, τς -ᾱ- τῳ 6 
AN960D10L . WASHER. 1 κ ao ον ὁ € 9 9 οκ αἱ ιδ 5 προς 8 
AN365-1032 NU a a ate a oou à E ἃν Ον ϱ & 09 7 μα 4 2 

-31 AN3436-2-11 . TERMINAL BLOCK ASSEMBLY . . . " de ο; AW. i. len 2 
AN3434 -2 Sa STRIP 3. 2 δὶ το e iV wi ος κ . oe ο ολο athe ys 2 
AN3434-1 mE A weg €. de SE ARD a ates ae ἃ VEU UE 4 
AN515-4R6 τ SCREEN o0 τς ὦ ᾱ. ὁ oS, ο Ὁ Lese ο ο 6. E" s 9 ο 5 $9 3 9 ο 6 
AN960D4L . WASHER. VR. IS LI vi RNC AES as ve ον TS 9 9; del τά, εξ 6 
AN365-440 » NUT wc dew xU βὰν ὃς Ἂν UA ets "ur 6 
AN341-6 as NUT AC A dp ur. te A . “ο 22 
AN961-6 v WASHER. vois Soe uum Xi elu ye ϱ) Tere e eris 4 ^e 87 Ὁ ὁ ὦ 22 
AN936A6B . WASHER. . HN ο ο ην E νο 22 

-32 397-11 . COVER, Terminal block (HEGE) . . — SAI e. 1 

-33 JX3T7A . FILTER, Radio noise (SPR). . . . . . . o 4. 424. e s 1 

-34 No Number . CAPACITOR bed CP53B?EBAO5SK) (Jan -C62) . . . . . . . . . 1 

-35 No Number . CAPACITOR (type CE41C651G) (Jan-C62) . . . .. . . . «ο. 1 

-36 AN3108A18-6S . CONNECTOR... 4. . 4 ὁ ee oe ο » ^ 4 €? * ^ 9. ο ος. 1 
AN3057-10A 4. "ADAPTER. 4 44 40 23e o a 18. 0€ 9 04 ο € a 1 

-37 AN3436-2-5 . TERMINAL BLOCK ASSEMBLY . "N^ ο de ο 1 
AN3434-1 e ΘΕΑ ΤΕ ες, anche uta. erated Hor ve E . ον vias ie s, ws Bc. elle. SS 2 
AN515-4R6 . SCREW... ln Be pe IR AA a a τα ee Cd 2 
ANQ60D4L . WASHER. ede Bote σι Ve τόν ν κ. o ο C$ DR. ho ce 'Φ. Φ 4. ᾱ' ο 4 2 
AN365-440 à NUT o es ο κο wa? ee a? a A al kA ο E ο 2 
AN341-6 ANUE co Vag E ο ΙΝ cer A νο da Sei, as ο.” 5 
AN961-6 . . WASHER. Are stel Sa ο Sieh festa όν ve Ἂν rei res Coe Qu τὸ 5 
AN936A6B . WASHER. ..........--, S qw Sac ο. 5 

-38 397-5 . COVER, Terminal block (HEGE) . . . . . .. . . . .. . +. 1 

-39 295246-10A . GROMMET, Elastic MKL) 0.7 ο ο Ὁ ο RS minu 1 

-40 295246-14A . GROMMET, Elastic MT)... A RM ολο RES 2 

-41 295246-18A . GROMMET, Elastic MKL) 2c a de ea we Ν' ὁ 1 

-42 295246-20A . GROMMET, Elastic MKL a m. orm cic ο ο ο ο δι, whi ο «ον ἃ 2 

-43 295246-24A . GROMMET, Elastic MKL) 5 200x069. δι, ν.δ ο. Ὁ 5 οᾱ “Ὁ Ὁ 2 

-44 295246-28A . GROMMET, Elastic MKL) . .. « « « « « oo... ««:«:ι. 10 

-45 295246-40A . GROMMET, Elastic (MKL) ........ ο e a 1 
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FIGURE 231 - ELECTRICAL COMBAT FUEL TANK CONTROL PANEL ASSEMBLY 


438 Revised 15 August 1955 











Section [| 


λα Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE 4 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
231 184 -54303 PANEL ASSEMBLY, Electrical combat fuel tank control. . . . + . Ref 

(see figure 205 for next assembly) 

-1  £ 184-54383-31 . SUB ASSEMBLY, Electrical combat fuel tank control panel . 1 
-2 # PF3-1/2-38 |o. FASTENER (DZ)... . . ; i 8 

# PS3-1/2 (1 SPRING ο... 8 

# PC3-1/2 . . CUP (DZ). poa 8 
-3  £ 184-54383-9 . ACRYLIC PANEL, "Electrical combat fuel tank control. 1 
-h 44 18Η -54296 . PLATE, Turbo RPM increase electrical. ; , 1 
-5 ## AN515-6R8 . SCREW. . , 2 2 

## 2W18-6L . WASHER, Flat “(naj . s AUS 4 

HA AN365-632 . NUT.. ο ασ a ὃν 9 
-6 # AN3021-2 s SWITCH: 2 e o ο ο ὃς Ρ 3 
-7 ## AN3021-3 s SWITCH. owes 3 
- ## MS25010-3 S^ BIGHI A νο es ο e te ia ve 5 
-9 # AN515-8R10 . SCREW.. MMC CE 2 
l # 2W18-8L | WASHER, Plain (NA). ; . . ....... . 2 

# AN365-832 . NT.. MN 2 
-10 # 3160680 ` ASH RECEIVER ASSEMBLY (GDR) . 2x τᾷ 1 
: # 2C641 . . RETAINER (GDR). . eee 1 
-11 A 184-54250-119 : KORRY LITE ASSEMBLY, Electrical indicator . . . . 1 

# AN3121-313 . LAMP. . dec; up νι τῷ ME a 2 
-12 # C100U3 > NETO CHESTS 4 o e a ie rs dos 1 
-13 # AN507-632R8 ee SCREW ocea. ai ο ey 13 09D Ἦν ES UR AP AE ar Sae Sen vs 6 
-14 4 AN3023-3 . SWITCH. . . A AN . 9 
-15 # AN3226-2 . SWITCH. ... x 1 

# 184-54383-41 . SUB ASSEMBLY, Electrical combat fuel “tank control panel 1 
-16 # 184-54383-11 . . ACRYLIC PANEL, Electrical combat fuel tank control 1 
-17 4 184-54383-13 . . ACRYLIC GUARD, Electrical combat fuel tank control 8 

# AN507-4-440 2c we US OREW ue v αὶ ο) κῶν -ᾱ : d dy. 16 
-18 # AN515-6R12 ME RN Erat yc S M EDU d- 4 RACE 2 

# AN502-632R12 . SCREW... ο πῶ, οφ, Wed οφ. o uel Ue XX d ape. ἴδ. E vem, μα δν -ᾱ- v 2 
-19 # 48938-632-.062 . NUT (TIN) . or wem mer p SUA VR i 4 
-20 # B4751 . INSTRUMENT LIGHTING FIXTURE (omc) . a See Nigh! ο ο. ee ΡΝ 1 
-21 # 383004H228 . INDICATOR GAGE, Fuel capacitor (SA) PT P 1 
-22 # 184-51100 . PIN, Shock mounting instruments . . . . . . . 4 ee eee 4 
-23 # 275-2 5 BARRY MOUNTS (BLC). . . . . . "PCIE XE 4 
-24 # 2W1AL12-16-40 . WASHER, Plain (NA). . dud tive be e a 4 
-25 # 184-51456 . BRACKET, Combat fuel tank indicator mounting. πο 1 


NOTE: # Denotes the incorporation of Service Change No. 340 
## Denotes the: incorporation of Service Change No. 411 
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H-184-54-67 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
232 184-54126 PANEL ASSEMBLY, Electric trim tabs and jet starting relay . . . . Ref N 

see figure 230 for next assembly) 
184-54126-30 PANEL ASSEMBLY, Electric trim tabs and jet starting relay . . . . Ref BF 
(see figure 230 for next assembly) 
-1 184-54126-11 Ρ PANEL ASSEMBLY, Electric trim tabs and jet starting relay . . I N 
184-54126-13 5 PANEL ASSEMBLY, Electric trim tabs and jet starting relay . . 1 BF 
184 -54126-3 5 . PANEL, Electric trim tabs and jet starting relay ..... 1 N 
184-54126-4 ; . PANEL, Electric trim tabs and Jet starting relay . . . . . 1 BF 
-2 237EAU . . RELAY, Double pole double throw 24 volt decoil . . . . . . 5 
(LR drawing No. LC5008) 
-3 AN515-8RT7 . ee. 1 SCREW en: ἐς, οἱ UE ein oP a ον A κ, LO 
ΑΝΟΘΟΡΒΙ, i «WASHER? sa ο. ὦ. μις, ο ας wow oe aia ch ea) eo 16 
-4 A10FA " - RESISTOR, Adjusting 10 ohms with series 250. . . . . . .. 6 


mounting bracket (CLR) 


-5 AN3316-1 ; DEEP ο ο ο ο a ο ο ου 1 
-6 3127-3 . RELAY (ELSO) 4 νι ο. See esce aia Me EE EP 1 
-7 AYLZ2542P 7 . MICROPOSITIONER (BCC). . . . . . . . . . . ο ὁ ο a 2 
-8 AN515-6R12 ` οι DC a Se ο rra Ὧν 4 
-9 ANS60D6L . 4 "WASHER 4 5 ww ο ο ο ο ο wo ο Bee tay ea ου 8 
-10 NAS43DD1-8 y SPACER ώμο oo oe E SP ed op d.e er e Roa x 4 
-11 78RS8TM x . SOCKET, 3 position (AMP) . . . . . +. +... . +... ο ο ο ο ο 2 
-12 AN507 -632R8 . e Σο ο ὀρ», τον ο ο Ali “el tates e 4 
-13 295246-12A : + GROMMET, Plastic (MKL) . . . . +. + +. +... 4 «ee eee eee 1 
-14 A1OF P . RESISTOR, 400 ohms with middle tap (CLR) . . . . . . . . . 1 
-15 ΑΟΟΚΑ FE . RESISTOR, Adjusting 25 ohms with series 250. . . . +. +. .. 1 
mounting bracket (CLR) - 
-16 AN515-8R40 . s SCREWS Mea ο cat eh ο ο e a eek: CE, Oca, erie TRA a 5 
-17 ΑΝΟΘΟΡΒΙ, . a WASHER ><. ata a feo Ge ur a aan ταῦ a ca ὃς 5 
-18 2W1P12-22-62 š - ;WASHER,, Plain (NAY 4. . 2: 2 ea ea rwv s dO 
-19 No Number y . RESISTOR (epee No. RN eee ο RA e 1 
-20 No Number * . RESISTOR (Spec No. JAN-C-26 Type RW32G201) . . . . . . . 4 
-21 AlOFA ` A + RESISTOR, Adjusting 150 ohms with series 250 . . . . . . . 1 
mounting bracket (CLR) 

-22 44B21-3 s RECTIPIER (VI) a a lee e ay ub St, ee By 1 

AN364-1032 £ ο vL Wr ur des ver ο "Ν᾿ Ὃν aS ee S qe 1 
-23 No Number è - CAPACITOR (Spec. No. JAN-C-25) (Style No. CP53BIE-C250L) . 4 
-24 AN507B32R7 . OCRE piss. coe ia a ta a dec we dg 5 

ΑΝΟΘΟΡΒΙ, r WASHER. 0 o ia. a a cm eee ac c 5 
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FIGURE 233 - FUSELAGE STATION 489 TO STATION 780 ELECTRICAL EQUIPMENT INSTALLATION 
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E OO 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


233 184-54231 ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 489 to sta 780. . Ref 
(see figure, 69 for next assembly) 





-1 10C2E8-124 + CONDUIT (NA). E E a ee. Ὧι ale ἃ 5 
-2 AN520-465R12 $ SCREW s S νο Re doce Ve ὃν ο ο νι cies a etes Ὁ evum e dd late ο 

ANQ60D416 o WASHER. © 00€ or ae im 9 ee la BP ee ενα. a ME 

AN365-428 . NUT Ν Es κ : ο ο PIDE: 
-3 10-53700-1 . EXCITER UNIT ASSEMBLY, Jet engine ignition (SNT). . . . ees 1 
-4 10-54467-2 τ LEAD ASSEMBLY, Exciter unit to disconnect (SNT) . . . . . +. + 1 
-5 AN3106A28-11S 2 PLUG. 217.0 x ο Re ο ο E, uc o] ede ο ee Ὁ bel Bee ep ww 1 

AN3057-16A . ADAPTER. . ο ον "T E DR NOE 1 
-6 295246-20A - GROMMET m ex e ο ο ο ο UM ior ο. EE Carel νο πε 5 
-T 10C2E10-22 . CONDUIT m wb uc Ten S were Seals Sot «Ὁ re ee ee 1 
-8 AN365-624 a NUT IS, ος yet area le € ος ο ὃν 2 
-9 AN960D616 + WASHER... WO qw REA ες A: 
-10 AN6-12 . BOLT... exu Ue. e ο ο ο ο ο ο qe ο EU Si SN. ee O 
-11 35534-3 .  THERMOCOUPLE. (EDI). ia Wes. is ο ο ντ” 
-12 295134-8A 5 GROMMET (MKL) . , .. « « « ee ee ew we ww we ew we we we ew 19 
-13 AN3106A1lS2S $ κ ο αν ο e ο o eur "ín e Sere E Te αρ ο” 

AN3057-6A x ADAPTER (x ιο, epi aa Gros. cla s. ce ies Mene" .. «Ὁ 
-14 AN365-440 ο AO A ο ο cree Ὃν aw ο ο dris ser set ee dl 
-15 AN960DÀL $^ "WASHER... io cen ses cw νο SYP Se a τς dmm uw v. us carob, Ὁ 
-16 AN515-4R5 v "oSCBREW S ο coh Uk κ AP os Soca (oe AS ο ca ee ee ae | -ϱ 
-17 AN3100A12S3P e = RECEPTACLES 4 al ο Ir vel teh. ως ρε ο eee apa: εν ias ὦ 1 

AN3057-4A 5 ADAPTER . .. ο ο xo e ο ο ο ο ο. a ale ek 
-18 AN3106A1282S E PLÜG.-.. V wow mo ue X Se s χο "re E ο ος 1 

AN3057-4A è ADAPTER . . . . « «ον. d" P Sim bt dn ος ν RIA ale 8 1 
-19 AN365-632 e; ΝΤΟ tes. οσον 9 9 ο ἴεν Ὢ πε : Ru Jn we Le teste else 8 
-20 ΑΝΟΘΟΡ6 + WASHER. . . +... ew we «ος S us irae eu ο. σον. UO 
-21 AN507-632R6 ec SCREW X 2404.9 eee e OS ο δε’ Ὁ ina 2 
-22 175-54217 * SWITCH ASSEMBLY, Arresting gear guard retract elec trical. Ex 1 
-23 175-54217- -3 τ s “BRACKETS o wa ana x ον bus CaN ος ορ... 1 
-24 C1006 ; . SWITCH (RHS) . . . sesse is deme se uei ies ele ο 1 
-25 10C2EB-25 . CONDUIT NE. LE gus ον οἱ s δν φον Geil at oe: Use Je ee ee Bee 1 
-26 29546-16A +. GROMMET (MK). , ο) οτι, ᾱ- ι ὁ, “ey eo a ας Bere se 3 
-27 175-54383 » SWITCH INSTALLATION, Electrical arresting gear. . . . . . . . Ref 

downlock and forward uplock indicator 
(see figure 236 for detail breakdown) 

-28 AN3106A14S2S > PLUG. euius σα a κ ο cec rece, ο ae Ve QA Ἕν ᾱν πο ο. 

AN3057-6A wa “ADAPTER IS A A cm wr vw Rer ας οὗ, LIO, 
-29 AN515-4R6 s. SCREW AS e 1 wwe. Me. Way sr, ences ο οσο s kd ah aes ον erate a eh ο. cee ο 
-30 AN960DÀL ὁ- "WASHER. 47 woes ome 5. Sou. de Ge ot eve. ιδ, go eo ο τος Woes, AU ος δ ὅς. Db 
-31 AN365-440 + NUT ο reine Sige, ο cats wl Sy O Ge δν A 
-32 AN3436-2-2 ; TERMINAL BLOCK ASSEMBLY ο ο a ο ο ο" 3 
-33 AN3434 -2 er STRIP ad ΝΙΝ vet a: e e 2 

'AN3434 -1 sv CSTRIP-S ea a e a o de me. A ad a e 
-34 AN961-6 «-, WASHER. 4 Xe m la A a aa a CO 
-35 AN936A6B . WASHER. ..... 2. eee LOS ei Get AB "hr ER cde den at ιν eed 6 
-36 AN341-6 e ΝΕ ον . αν cup RN 6 
-37 AN3106A14S28S sS PLUG. ον ο 9^. e wh ον τος τα κ ο μα τος 1 

AN3057-6A - ADAPTER . . . . . o... ESSET ERE Gaa 1 
-38 295134-12A $ GROMMET (MKL) . . . . . . . 4E wwe M E DE 1 
-39 97-3108A18-18 . PLUG, Angle (AMP) . . . . . P Up ο αι αι Maree οἱ 

AN3054-10 e INUIT: A ο ο ο ceo m e dE ude nois. Bite PE deis O 1 

ΑΝ3 20-10 vs. BUSHING 4.4. ee a ke er τρ τος SS $e ὧν αὶ τῳ. νο νο τα 1 
-40 AN3108A18-1S x PLUG. 4. x 4 ο ο ls ET $e ἓν here: τε ο ce. ae 1 

AN3057 -10A > ADAPTER . . . 2 ¿ a οσο Wut s he Ce 1 
-41 175-54312 . SWITCH INSTALLATION, Electrical arresting gear indicator. + . Ref 


control (see figure 236 for detail breakdown) 
-42 175-54378 é SWITCH INSTALLATION, Electrical arresting gear hook aft . . 
prn (see figure 236 for detail breakdown) 


m 
I] 
"* 


-43 295246-14A E GROMMET (MKL) . . Prize var TON GP des xa idus 2e Coe Αλ ος lie ο wr Ss uy 3 
-44 AN3436-2-3 TERMINAL BLOCK ASSEMBLY . s.s "PA Wot; ra ta ar φόνος 1 
AN3434-1 ο μπα mites Toy whl wy Dey ἀῶ QN. ον ο hem tO. ΚΦ 
AN961-6 - WASHER. . 2 Jes «δ, ses eae es ος tga, λος isi ον at ας. EE νο3 
AN936A6B sc “WASHERS” zast Do ο ΙΝ Ην as av tee a TES Aer cel e sg 3 
AN341-6 a NUT $22 dus.) peceras cda cos Pep e, "d ta ο he! ab a 3 
AN515-4R6 e ESCREM ee. Ὁ eS cec 9 ca eS ces ον od Medias je a ο Most v^. pe 
AN960D5L +- “WASHERS. x50 wee cR 06 ο Cy IUS CERTE ο ον ὅν. 2 
AN365-440 Bo μα ου. ον ο A - 
-45 AN3436-2-4 a TERMINAL B BLOCK ASSEMBLY... . eie ο θὰ ο a «Ὁ 1 
AN3431-1 ο AA ο ο”. a ο λα δὲ ος δν ο πλην Ve 
AN961-6 ον WASHERS 2 ad o S. m ος ia ον de 4 
AN936A6B v - WASHERS 3074 x 09 mue vU ee si, acces ών nervis δα E νο dev Deleg 4 
AN341-6 : NUT νο ο we ος Beet te ere Suto dete, ορ 4 
AN515-4R6 ο’. “SCREW S uou Si ek ice. we cal desc αν ek woh da ey ist ΡΕ 
AN960D5L ὁ "WASHER. 5 0.5 Ὁ Behl Saree inne erie eu rue "m a o WU e Me 
-46 295246-32A - GROMMET τὴ ο oe το ο ο ced he Stilo ο μα.” 1 
-47 295246-10A + GROMMET (MKL) . >: d e . 4 2 4 . . . e ο . . ο» . ο ο ο 1 
-48 AN3106A16S1S : PLUG. 3550 de e ο πρὸς Pea M Suc bu ae. rei SET ος Ὁ ente 1 
AN3057-6A z ADAPTER v -a n 2 me 09 $e $9 "Ec 1 
-49 AN3101A14S5P . RECEPTACLE. . . . « . « . 4. . ο ο ο”... 1 
AN3057-8A k ADAPTER . 4. 2/6 5ο εἶτα οὐ gs "p SUE. Cae eir Od der quu -- 1 
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Section HI 


Group Assembly Parts List 


ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 





PART 
NUMBER 


146-54110 


AN365-1032 
146-54110-5 
TB2-13 
AW4-25 
146-54110-7 
146-54110-3 
AN315-3R 
AN935-10L 
AN96OD1OL 
AN520-10R12 
sB4-2 
AN3066-4 
AN3 064-4 
AN3066-6 
AN3064 -6 
AN515-4R6 
AN365-440 
AN340-4 
AN936A4 
ANQ60D4 
NAS45-6-2 


FIGURE 234 - ELECTRICAL IGNITION BOX INSTALLATION 
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SCREW. 2 μ.ο ο. 9€ € Ὁ € 
SPRING (DZ). . .. . . . 
NUT. 4. tera en wow Ὁὃ ὁ iw 
CONNECTOR. :. . . . . .. 
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CODE 








Section || 


AN 01-60AAB-4 Group Assembly Parts List 
FUSELAGE (Cont) 


H-184-54-156 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
- SWITCH INSTALLATION, Electrical arresting gear hook aft . . . Ref 
uplock (see figure 233 for next assembly 
-1 AN365 -1032 s s NUT uU Lo voc S vs ον ο.” 6 
-2 4B2183D10 . BUSHING, Spacer (NA) . . . . . . . . ο μα. 1 
-3 AN960D10 . WASHER. . . . . . « Kw dete e er ew Wild NT τι “ὁ Val vas de ον SRB δν ος ὃν 5 
-4 AN960D10L « WASHER. ο εν e a QJ ο) τν Se eS MEERA εν» ase Tan cR. «Ὁ 8 
-5 AN3-7A ᾿ e BOLT ee Sie δώ A NE AS $ 1 
-6 AN365 -428 ae NUT ede ces tah τος, νο ia bai" Bad ο ο... od 2 
-τ 4B21S4-116 . BUSHING, Spacer (NA) BOS VE a, oar eee +e 1 
-8 AN960D416L . WASHER. ....... . 2 
-9 AN960D416 . WASHER. . « . . . . . A 3 
-10 AN4-21A s BOLTS 29205» oW etes ce a μα 1 
-11 175-54379 . LEVER ASSY, Elec arresting gear hook aft uplock sw operated 1 
-12 4B20B6-014 . . BUSHING, Press fit flanged (NA) σαι ASA M Bey COR wot Ne. qe 2 
-13 AN393-9 AMEN ae ο ο a IL ‘cat el ay τῳ 2 
-14 175-54376-5 . CLEVIS, Electric arresting gear hook aft uplock. . 1 
switch adjusting link . 
-15 175-54377 . BARREL, Electric arresting gear hook aft uplock. . . 1 
Switch adjusting link ` 
-16 175-54376-3 . CLEVIS, Electric arresting gear hook aft uplock. . 1 
switch adjusting link 
-17 AN4-10A 5. BODE x .ὦ "A 1 
-18 AN393 -13 o> RENA Dese UNI da as Tel Man ο cero ο e eI ye ob 1 
-19 175-54381 . ARM, Elec arresting gear hook aft uplock switch actuating . 1 
-20 175-54398 3 “SPRING "Tensión. a sra e νο: ενω x9 0€ a we D$ De 1 
-21 AN3-22A . BOLT. . . . . ο ο e a tes ETS πο. 1 
-22 NAS43DD3-16 . SPACER, Screw and bolt ........ ο. ον. 1 
-23 175-54310-7 . SPACER, Electrical aux alighting gear downlock switch lever 1 
-24 AN3-15A Ce BOLET e L0 e a ο Raa ο cow. vo NOUS Ue ya eps ας 3 
-25 1HA1LH . SWITCH ASSEMBLY, Micro enclosed(supersedes 175-54352) (MCS) 1 
o ¿5 a a a À———————————————————————À————M 1 
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Section I! 


Group Assembly Parts List ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 





s ee : "i a 48 


B-184-54.157 


FIGURE 236 - COMPLETE ARRESTING GEAR INDICATOR CONTROL DOWNLOCK AND FORWARD UPLOCK INDICATOR SWITCHES 
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ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 





Section [| 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
236 COMPLETE ARRESTING GEAR INDICATOR CONTROL DOWNLOCK AND FORWARD 
UPLOCK INDICATOR SWITCHES 
175-54312 + SWITCH INSTALLATION, Electrical arresting gear indicator . . .Ref 
control (see figure 233 for next assembly) 
-1 2HA1LH - . SWITCH ASSEMBLY, Micro enclosed (supersedes 175-54331)(MCS) 1 
ATTACHING PARTS 
-2 AN365-1032 * ook NU sre ooo Ae αὐ OK "acc EE: 
-3 AN960D10L *« a WASHER. v e . 6 4 ώς ο χο ter e uud IE. ο NA MEE 
-4 AN960D10 ᾳ Ὁ WASHERS woe 009 09 09 ὃν ο Ὁ ος ο c o m τα RU ντ, Ro wo ο- 
-5 AN3-23A ο ο πο ο me as μα ων ο deser s er tea di 
dn Vn e M on i ot $ 
-6 AN365-1032 mo ἕῳ, NUL venan ο ο a a Ὁ RD A ud ο τς rl a πο ^S 
-7 AN960D10L xo. WASHER: £c» € ο κ € oo o cw SN (Qa SEI ae ο Gera «Ὃν O 
-8 AN3-7A "EE conoce EM 
-9 NASA 3DD3-12 ə « “SPACER, Screw and bolt. = s e e κ Ge ὁ ca uU ο ovo * ee d 
-10 4B21B3-007 + . BUSHING, Spacer (NA). . Ss er ue, Ve Nee τες aa eyes e cue Ὅς, Ar Se wes ods 
-11 AN365-1032 43 κ CNET wow GÀ CASU κος . a “al ος Ler τῷ, Sa? Vor ar Mol δις es A 
-12 AN960D10 +. WASHER. . ὁ ὁ ο ο ο «eee Ολα eL: 
-13 AN509-10-14 e. SCREW.... ww egit xm, US VS) VP πό! "EATER, ος. νῷν So ο ey ay tes, oak 
-14 4B21B3-007 + . BUSHING, Spacer (NA). s 7 . E Φ) ὁ i δν tur v 
-15 175-54314-5 + . CLEVIS, Electrical arresting gear indicator control ww we E 
switch adjusting link (make from AN165-22LL) 
-16 AN155-22S . . BARREL, Turnbuckle. . . . ο... 22 
-17 175-54314-3 Ρ CLEVIS, Electrical arresting gear indicator control , . 1 
Switch adjusting link (make from AN165-22RS) 
-18 AN365-428 we cu ΝΟ νο cR ανα ας XL de AA τὰ δν D RE a ντ τμ. E 
-19 AN960D416L E WASHER: £740 4 aa wm os a ar Ste we Y 
-20 AN960D416 A A E ὡς east CE 
-21 ANY-7A » x. BOLT- uox "XE 
-22 175-54317 . . ARM, Electrical gear "indicator. control "switch actuator. aise rk 
1175-54383 . SWITCH INSTALLATION, Electrical arresting gear downlock. . .Ref 
forward uplock indicator (see fig. 233 for next assy) 
-23 AN365-428 πο CNUT a i smi ae a eoe σου ο” ἃ 
-24 AN960D416 20 WASHER 4:6 69.9 Nro iu. a i. Wow w^ Wr e oe —— - 
-25 AN43 -30A να ie BOLT: ο ο ο aa ο ο A ο n cl 
-26 AN960D10L zuo WASHER δν ο δισ δ ος wA ον WIDE an rca -ᾱ Ὅς ec cw οί es AL 
-27 AN393-11 a le ΕΙΝ v0. š TE a O 
-28 175-54306-9 + . CLEVIS, Electrical alighting gear Sequen ce switch: . . . 1 
adjustable link 
-29 175-54305-3 + . BARREL, Electrical alighting gear sequence switch. . . . . 1 
adjustable link ` 
-30 AN960D10L soe WASHER. 1-16 208 ae Si ο oue Wolke. RON UNE Ὃν ja eher vod 
-31 AN393-2-2 e a PIN so exo e Qu 
-32 175- 54306-15 š - 'CLEVIS, Electrical alighting gear Sequence “switch iaa Ne E 
7 adjustable link 
-33 AN365-428 e.c NUT o v 74-9 ὁ ὁ Ὁ ON were tas eS e x M her S; 
-34 AN960D416 +. WASHER. s o o s sowa E A un eo 7 a ος Mat ον om te? ok 
-35 ΑΝΟΘΟΡΗ161, 4 us WASHER: 4.2 Y e$ a ges 92 8209 οφ a τον ων αν Ὁ ντος TL 
-36 AN4-7A ni se BOLT: wx 35 Pee en E E re . . ee 4» d 
-37 175-54355 vj. Ae ARs Main alight ing gear wheel door open switch actuating . 1 
-38 AN365-1032 ρα ο ο αν ο ie UE ο ο -ᾱς πο etn τα. OG 
-39 AN960D10 Er Μα E Ee αν" 
-40 AN960D10L 3 e “WASHERS nie: yo edi: os me ee e Cw MeN. ted Wed. 044 we o ος πας b 
-41 AN3-23A s ~@ BOLT. .. αἰ. " P e 9 2 ο ο £125 ccm ence dec e ae xo “ἡ 
-42 2HA1RH «+. SWITCH ASSEMBLY, Micro enclo Bed oko» we cm x US E e « 4 
(supersedes 175-54331) (MCS) 
-43 ΑΝΟΘΟΡΙΟΙ, eg wo WASHER, 4 € 04 x* *»o9o 09 5 . SiS NO sien, RANA ze 
-44 AN393-11 o£ ΕΝ s xx a Ty de oes τε cR ee SOR. ο ας, E 
-45 175-54376-3 +=. CLEVIS, Electrical "arresting. gear hook aft uplock . . . . . 1 
Switch adjusting link 
-46 175-54376-5 + . CLEVIS, Electrical arresting gear hook aft uplock . . . . . 1 
: : switch adjusting link 
-47 175-54377 + . BARREL, Electrical arresting gear hook.aft uplock . . . . . 1 
switch adjusting link + 
-48 AN365-1032 e «ΝΟΕ a 3:09 τῳ rn de de . "Ρας 
-49 ΑΝΟΘΟΡΙΟ +. WASHER. . . . . +. ο a de "qu Mp qt Ec 
-50 ΑΝΟΘΟΡΙΟΙ, « « WASHER. . « sanee o ο “eo. 1. DOS CN ne, ee a ae ws O 
-51 AN3-5A s ta BOLD. 6 x» aso o3 a oe a —— om * Uode. *-- o 3 3 
-52 AN3-15A & « BOLT... . oe € "aic Rhe. di rat ES 
-53 175-54390 . . BRACKET, Electrical ο δρα. gear uplock νη a T 
Ν switch mounting 
-54 1HA1RH - . SWITCH ASSEMBLY, Micro enclosed . . RM da Ao «3 
(supersedes 175-54332-10) (nes) ` 
-55 175-54395 + «SPRING; Tensión sis . 2 ¿00.2 cov momo] ον a a α 


445 








Group Assembly Parts List ΑΝ 01-60AAB-4 
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H-184-58-51B 


FIGURE 237 - FUSELAGE FORWARD SECTION HYDRAULIC EQUIPMENT INSTALLATION 
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ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 


Section |l 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
23T 175-58031 HYDRAULIC EQUIPMENT INSTALLATION, Fus. fwd section. . . +. +. +» + «Ref 
(see figure 69 for next assembly) 
184 -58030 . HYDRAULIC EQUIPMENT INSTALLATION, Fus sta 224-5/8 bulkhead . .Ref 
(see figure 247 for detail.breakdown) 
175-58027-3 . HYDRAULIC EQUIPMENT INSTALLATION, Crew entry compartment . . .Ref 
(see figure 253 for detail breakdown) 
184 -58028 . HYDRAULIC EQUIPMENT INSTALLATION, Fus lower fwd section. . . .Ref U 
(see figure 257 for detail breakdown) 
184-58028-3 . HYDRAULIC EQUIPMENT INSTALLATION, Fus lower fwd section. . . .Ref BN 
(see figure 257 for detail breakdown) 
175-58239 . HYDRAULIC EQUIPMENT INSTALLATION, Fus station 239-3/4. . . . Ref N 
bulkhead' (see figure 260 for detail breakdown) 
175-58239-10 . HYDRAULIC EQUIPMENT INSTALLATION, Fus sta 239-3/4. . . . . . Ref BF 
bulkhead (see figure 260 for detail breakdown) 
175-58015-10 . PANEL ASSEMBLY, Hydraulic emergency control. . . . ο» . . . .Ref V 
(see figure 239 for detail breakdown) 
184 -58015 . PANEL ASSEMBLY, Hydraulic emergency control. . . . . . . . . Ref BP 
(see figure 240 for detail breakdown) 
184-58017 . HYDRAULIC EQUIPMENT INSTALLATION, Emergency power system . . .Ref 
No Number . . EMERGENCY RESERVOIR HYDRAULIC EQUIPMENT . . . . +. +. +. +. + Ref 
(see figure 238 for detail breakdown) . 
-1 AN824 -6D 2 ΕΕ... ο ΙΡ cU ο νο al Sey A -ᾱ- 
-2 AN919-15D s 5 ο a bo mo a a ο... 
-3 175-58802-71 . . LINE ASSEMBLY, Emergency return from tee fuselage sta... 1 
214 to 45° elbow in radio compartment floor 
-4 175-58802-11 . . LINE ASSEMBLY, Hydraulic emergency suction from elbow... 1 
through radio compartment floor fuselage station 
209 LH to reducer fuselage station 214 . 
-5 AN924-10D 2 ve NUT a o ro da veto. egi me τ ο ca) iet a τά a ad 
-6 2W1V37-26-62 . . WASHER, Plain (NA). . . . +. . . +. +... +. a WA τῷ ea Vb 
-τ AN837-10D . ο ELBOW. ὁ ο . ὁ ο ὁ o. «ια ο WW IA Am wh wea Ὁ, red o E 
-8 AN924-6D IS A TN A E ar Seated Wes cena AN 
-9 2W1V57-36-62 co a WASHER, Plain-(NÀ). iu 90e $6 woe Sel caw Ww a ete oer oe CL 
-10 AN960D916 weer MASHERS ο o> fe seg ο Mela oc V “ete ο “Si ταὐτοῦ ea Ῥμ (dh 
-11 AN837 -6D wis ve. ELBOW <a co es tay Soc: "αν so" ax IE 
-12 AN929-8 ACA de e TEL Te. raras Ne Ny a a Ronee” hfe? ὑδ- ο oss. xl 
-13 AN832-8D So UNION aa ales “ete io ὦ Gaia nens δι do ter sie Ὅν Oe, ος 
-14 2W1V49-32-62 s uw WASHER, Plain (NA): encia 9 29 a ale Le les es le ο. LD 
-15 AN924-8D ο A O E AR 
-16 ΑΝ6290-8 E ASKED τν ail ο ο ο -— 
-17 AN894D8-5 ο une te Ce ο «τν up το este ο μα 
-18 AN929-5 de VICAR απ αμ ο aer ο atar jes ο. 
-19 175-58802-9 . . LINE ASSEMBLY, Emergency suction from union fuselage. . . . 1 
station 215 to union through radio compartment 
i : floor fuselage station 215 LH 
-20 175-58802-17 . . LINE ASSEMBLY, Emergency return from 45° elbow radio. . . . 1 
compartment floor to union fuselage station 215 
-21 AN815-6 e ue UNION $9. 2475-509. Ro 0$ 309 9 UE ve τς WS ὥς Ey ce n ον ue d. 
-22 AN815-10 sow. UNION . ox ca ok A OW a Ὁ E RA EUR UNS S 
-23 AN365-1032 y ANOT A soto ο ο dera lay ο ας ο Seele OC ιο] 
-24 AN960D10L xc WASHER; dew oe woe κ κ δν A αι aw δν 0 . . ο © ο ο 20 
-25 AN3-36A wow UBOLT. e RNE τῶ: we ot eee” O 
-26 175-58734 . . SUPPORT ASSEMBLY, Hydraulic lines fuselage station 158 to. 5 
station 224-5/8 LH : 
-27 175-58802-7 + . LINE ASSEMBLY, Emergency suction from union through . . . . 1 
bulkhead fus sta 158 to elbow fus sta 214 
-28 175-58801-17 - . LINE ASSEMBLY, Reservoir filling union fuselage station . . 1 
158 to elbow fuselage station 224-5/8 
-29 175-58802-19 + . LINE ASSEMBLY, Emergency return from union fuselage sta . . 1 
215 to elbow thru bulkhead fuselage sta 158 
-30 175-58801-23 + . LINE ASSEMBLY, Emergency nose gear down elbow fuselage. . . 1 
y : station 158 to elbow fuselage sta 224-5/8 
-31 AN832-10D pr UNION. ena a ο πο e ο Quos Man ee Yel Se 9 9. aa e 
-32 AN960D4 16 e la WASHER: d oae o URS a ae Ga T .. 499^ hw es Wr abl cence: 6 
-33 AN924 -10D μι NUT ο uox lw A DEUM DIS SP a ϱ ax mb atat 1g ba σου 
-3h AN833-6D s ^c GEBBOW ; 40€ See woe a ee τῳ DEDE as A 
-35 AN960D916 + .« WASHER. . . « en ο ow “ο uie) ue sx: te! «ο. ο. 
-36 AN92! -6D as a ΝΤ... . 24 ο ας ow φον δν ὃν moe uei wi UL a! es e) e ed 
-3T AN960D1416 s ue WASHER, a e cave. cod a et “aby Ον» Le a a ewe Cee εἷς 
-38 175-58188 + . SUPPORT, Hydraulic system filler line . Vest ia al Uae EL 
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Section [| 


Group Assembly Parts List 








FIGURE & _ PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
238 No Number EMERGENCY RESERVOIR HYDRAULIC EQUIPMENT . . "A" v Ref 

(see figure 237 for next assembly) 
-1 175-58010-13 RESERVOIR ASSEMBLY, Hydraulic emergency . . . "E 1 
(see figure 243 for detail breakdown) 
-2 175-58156 SHIELD ASSEMBLY, Hydraulic emergency reservoir. EE 1 
-3 AN520-10R10 SCREEN ^L e ἐν τι ταις UM a ώς S dw ow os μας or Gp DER κ eU 4 
AN960D10L s WASHER; αμ. ρα, ὡς Bt. ον κό οι We m ces a UNDAE e ded ts 4 
-4 AN833-10D s BLBOW; ο“. ---- 37 04 . ay ^ da, de. E ἃ ο. 4 
-5 AN6289D10 x NUT ae τῷ ve e ee . z ¿ALA ὦ 2 x 
-6 AN6291-10 e RENGA Sir “ie "P a e 9 
-T AN6290-10 +. GASKET . . ον 992.97 e eet & s Ἡ ls 2 
-8 AN833-6D ELBOW. . . . s'e . . . 5 a à " $i sos 2 
-9 ANG289D6 NUT. 24 6. RA δρ SS AAA LAA 1 
-10 AN6291-6 RING . 5 S. guis os yo es Us € ne ὃν E A Ἂν τί ie 1 
-11 AN6290-6 GASKET: 5... moo ay al lave. uM a ue aa ἴοι a UR ος da 1 
-12 175-58801 -13 LINE ASSEMBLY, Reservoir filling elbow emergency. . . . . . 1 
reservoir to elbow fuselage station 147 
-13 175-58802-3 LINE ASSEMBLY, Emergency suction from elbow in. E ow d L 
emergency reservoir to elbow thru web at 
fuselage station 142 LH 
-14 184 -58808-69 LINE ASSEMBLY, Emergency return union in filter . S τ 1 
to elbow in emergency reservolr 
-15 AN960D916 WASHER. s 20:5 o9 a 9 € a a αι xw V Ue ELO 2 
-16 AN924 -6D NUTS o Ὁ aa 0 3^ ws Jd ion tare ἐφ iy σὰν «άν ος) Ὁ 1 
-17 AN960D1416 WASHER . s! d abra Luo ME v WO καρ ας τῷ ge Tei ur TUA € 4 
-18 AN924-10D NUT. L0. wei let a O va μυ -- w ot 28) 8 
-19 175-58802-5 LINE ASSEMBLY, Emergency suction from elbow thru. E 1 
web at fuselage station 142 to union thru 
bulkhead fuselage station 158 3 
-20 175-58801-15 LINE ASSEMBLY, Reservoir filling elbow fuselage i: 1 
station 147 to union fuselage station 158 
-21 175-58802-21 LINE ASSEMBLY, Emergency return from elbow thru . de ered 1 
bulkhead fuselage station 158 to elbow thru 
web at fuselage station 145 LH 
-22 AN6234-2 a ELIDTER: ο. 0.509 9v X Ὁ, * $*X RARE COR AA 1 
-23 NAS43DD4 -32 .. SPACER, Screw and bolt. ELE ον E ὃς ME IET ee 2 
-24 AN960D10L s WASHER. S s ada ace a, ues E Ir Ste a mS QU οι. SEE ee 2 
-25 ANA -24A ο BOLT κ a A m ο «ὁ de ον ον caus ο a CRI reo A 2 
-26 AN815-6D + UNION. . . . . . .. " av wie Mur πω; a Shade a8 1 
-27 . AN833-6D «c ELBOWx :α, is ke d.a su οἱ r Ὁ $ la "E As SS 1 
-28 AN6289D6 s ον Sox ewe ees E GR E x x X X X» ROR ww o 1 
-29 AN6291 -6 TORINO a ura ceu mete axo ie Se. Rude lx ue m uc." oer QA 1 
-30 AN6290-6 4 GASKET maci E a ο ο ο Rue a ^ 2 
-31 175-58817 -85 . LINE ASSEMBLY, Emergency nose gear down bulkhead. . . . . 1 
elbow station 158 bulkhead union station 91 
-32 184 -58808-89 . LINE ASSEMBLY, Emergency return from filter to. 7 1 
bulkhead elbow station 146 
-33 AN924 -5D ν.. a iA mos dux eyes eee aie r o ONU a SEES 1 
-34 AN960D816 + WASHER . . a e a .. o. 5 s; Ver τᾷ SW x "Rr WE 1 
-35 AN832-5D . UNION. ο ον δν ος. uu cu. à «^om a E --ᾱ s. A 1 
-36 AN6290-5 e. GASKET . im ee. δι ο ς ; allie sep Ub im Lid . Sow δν ες 1 
-37 AN894D5 -4 s BUSHING: ο o9 $8 o9 . CP ra S 1 
-38 MS28741-4-10 . HOSE ASSEMBLY. . . . . . 5 Ss tow. 5 "EE 1 
-39 AN837 -5D a: ELBOW s ει xe. ie : TERTE , Ebr δν ox 1 
-40 AN960D816 è WASHER « v oe 6o x & = oY ox . Wi vmi pne οι. % ë E Ue, wg 2 
-41 AN924 -5 NUS ντ e a ὁ A ws Sees E Ὃς e. og 1 
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ΑΝ 01-60AAB-4 Section ΙΙ 


. 
FUSELAGE (Cont) Group Assembly Parts List 
a ο. .... 
HYDRAULIC EMERGENCY CONTROL PANEL ASSEMBLY 
e FIGURE & PART UNITS USABLE S/C 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
239 175-58015-10 PANEL ASSEMBLY, Hydraulic emergency control (see figure 241 for ----------- Ref v 


additional breakdown) (see figure 237 for next assembly) 









-1 175-58800-9 - LINE ASSEMBLY, Emergency pressure fromtee in flap valve -------------- 1 v 515 
to tee in female tee 
-2 184-58813-11 ; LINE ASSEMBLY, Emergency pressure tee on emergency ----------------- 1 515 
$ panel to tee on top of panel 
-3 184-58812-7 - LINE ASSEMBLY, Emergency pressure tee on emergency ----------------- 1 515 
: panel to tee on emergency panel 
-4 AN824-5D > E TEE om ες 1 515 
-5 184-58812-3 - LINE ASSEMBLY, Emergency pressure tee on emergency panel ------------ 1 515 
` to reducer at station 224 
-6 AN919-7D - REDUCER ---------------------------------------------------------...... 1 515 
-7 184-58812-95 E LINE ASSEMBLY, Emergency pressure reducer on 224 to bulkhead elbow --- 1 515 
in 224 
-8 AN833-6D 1 515 
AN924-6D pu ei 1 515 
2W1V33-24-62 - WASHER, Plain (NA) 1 515 
-9 175-58800-3 . LINE ASSEMBLY, Suction from elbow in filter to reducer in --------------- 1 v 
filler valve 
-10 175-58800-43 s LINE ASSEMBLY, Emergency flaps down from elbow in flap valve ---------- 1 v 
* to union station 223-5/8 LH 
-11 175-58800-79 š LINE ASSEMBLY, Emergency pressure from tee in accumulator to tee ----- 1 ν 
-12 175-58817-87 5 LINE ASSEMBLY, Emergency pressure tee to tee emergency panel 1 v 
-13 175-58800-59 . LINE ASSEMBLY, Emergency jet door close from elbow in landing 1 v 
gear and jet door valve to union station 224-5/8 LH 
-14 175-58800-73 7 LINE ASSEMBLY, Emergency pressure from tee in pressure switch -------- 1 v 
- to tee in accumulator 
-15 175-58800-45 à LINE ASSEMBLY, Emergency landing gear down from restrictor ----------- 1 v 
to union station 224-5/8 LH 
-16 175-58800-75 s; LINE ASSEMBLY, Emergency bomb doors open from reducer in ----------- 1 v 
t restrictor to union station 224-5/8 
-17 175-58800-55 » LINE ASSEMBLY, Emergency bomb doors close from reducer in ----------- 1 v 
restrictor to union station 224-5/8 LH 
-18 175-58800-39 3 LINE ASSEMBLY, Emergency return from reducer in female tee to tee ----- 1 v 
-19 175-58800-7 ; LINE ASSEMBLY, Suction from reducer to reducer in filler valve ---------- 1 v 
-20 175-58800-53 - LINE ASSEMBLY, Accumulator air pressure from tee in accumulator ------ i v 
to union in air pressure gage 
-21 175-58800-33 - LINE ASSEMBLY, Emergency return from check valve in landing ---------- 1 v 
gear valve to tee in female tee ` 
-22 175-58800-31 - LINE ASSEMBLY, Emergency retum from check valve in flap------—------ 1 v 
valve to union in female tee 
-23 175-58800-77 . LINE ASSEMBLY, Emergency bomb doors open from elbow in ------------- 1 v 
bomb door valve to reducer in restrictor 
-24 175-58800-15 z LINE ASSEMBLY, Emergency pressure from tee in female tee to ---------- 1 v 
elbow in filler valve 
-25 175-58800-49 A LINE ASSEMBLY, Emergency bomb doors close from elbow in bomb ------- 1 v 
door valve to reducer in restrictor 
-26 175-58800-35 x LINE ASSEMBLY, Emergency return from check valve in bomb ------------ 1 v 
! door valve to tee in female tee 
-27 175-58800-27 xg LINE ASSEMBLY, Emergency pressure from tee to reducer in ------------ 1 v 
two-way restrictor 
-28 175-58800-21 . LINE ASSEMBLY, Emergency pressure from reducer in check valve ------- 1 v 
to tee ` 
-29 175-58800-13 τ LINE ASSEMBLY, Emergency pressure from union in female tee ---------- 1 v 
to elbow in bomb door valve : 
-30 175-58800-11 , e LINE ASSEMBLY, Emergency pressure from tee in female tee to ---------- 1 v 
elbow in landing gear valve 
-31 ` 175-58800-51 τ LINE ASSEMBLY, Accumulator air pressure from elbow in air ------------ 1 ν 
filler valve to tee in accumulator 
-32 175-58800-17 ῇ LINE ASSEMBLY, Emergency pressure from tee in female tee to --------- 1 ν 
elbow in female tee 
-33 175-58800-5 : LINE ASSEMBLY, Suction from reducer in filler valve to elbow in pump----- 1 v 
-34 175-58800-19 - LINE ASSEMBLY, Emergency pressure from reducer in female tee -------- 1 v 
to elbow in relief valve 
-35 175-58800-29 E LINE ASSEMBLY, Emergency pressure from union in dump valve to -------- 1 Υ 
elbow in relief valve 
-36 175-58800-37 . LINE ASSEMBLY, Emergency return from elbow in relief valve ----------- 1 v 
to reducer in female tee 
-37 175-58180 - LINE ASSEMBLY, Hydraulic system filling ----------------------------.. 1 Υ 
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FIGURE 240 - HYDRAULIC EMERGENCY CONTROL PANEL ASSEMBLY 
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Section [| 


AoE κα Group Assembly Parts List 
FUSELAGE (Cont) 


————M——————————————————————————————————M———— 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


240 184 -58015 PANEL ASSEMBLY, Hydraulic emergency control (see fig. 242 for . .Ref BP 
additional breakdown) (see fig. 237 for next assembly) 
-1 175-58178 . SCREEN ASSEMBLY, Hydraulic system filling. . . . . . - . . . . 1 BP 
(see figure 244 for detail breakdown) 


-2 AN833-8D A V ος ον a ον RA BP 
AN6289-8D μον ws ve ris ο ο. BP 
AN6291-8 A RR λα is ο ο fec rne ο ο...” BP 
ΑΝ6290-8 s GASKET 22. to: unos Sy ^ a a e A ο ο ο” ΒΡ 

-3 7-6 ΜΑ ο πο e co hoo ee Pl: do να 3 BP 

-4 AN3436-2-6 . TERMINAL BLOCK ASSEMBLY. . .................. 1 BP 
AN3434-2 e (STRIP. 2 μα πμ eeu. d AUR MG» VE T€ OU cae Bee Ὁ a A 2 BP 
AN515-4 R6 νην ee ob ode ve Wut os voe d Soa ο. BP 
ΑΝΟΘΟΡΗ1, . WASHER . . . . . ο ee eee νι ον kan eg Elai a a Ὁ BP 
AN365-440 a ΝΠ; a a a a aa B BP 
AN961-6 + WASHER . . . . . . . ; Ξ PARU M ο EE c: BP 
AN936 A6B - WASHER . . . . 4... V 3 "V" τε AS lt aa ὃν G BP 
AN341-6 "ιν! fase sat tg BY ay fo wie ο QE ai ar e ος BP 

-5 AN833-5D s ELBOW: νην, ιν νι. La a La BP 
AN6289-5D ο μμ αμα ee v IE ce, ΙΝ .Ήνννννννν Seas ONE EU BP 
AN6291 -5 V. RINGS. A ο terii eed ox Rr ore va o ie hs cab Gil BP 
AN6290-5 < "GASKET s vow ew ne, νι ο ew WIL voe BS ο de eub ον slo BP 

-6 AN893-7D « BUSHING . 20x 9 3 8o S e Sg a ο νυν ΒΡ 
AN6290-6 AA v Loue ww. ᾱ ο Rd mcm ow δι μονος Te rs ub BP 

-7 AN6280-6 we VALVE. e ira dh wen ο ο ο ο ae ec m wea i BP 

-8 AN919-7D . REDUCER. ....... κ φον, Be Be Wh at tas EM EE BP 
AN6290-6 s UGASKET ; 5$ ως boven Ve δν en Bee Sass a ere AE MMC ος ΒΡ 
AN6290-5 s GASKET. o . . . . . . Suum dieci ον GS UE cre died ak ton oh οι BRE BP 

-9 AN926-5D A E Em BP 

-10 AN815-5D . UNION. Ll SAS S I τν SN... per A UTR ορ ο να ΒΡ 
AN6290-5 + GASKET ........ BAR, ο Ἔν coh ds ot κ ο. ΒΡ 

-11 AN834-5D 4 MEES g νιν ad ahs oe m ae jo, EIUS ο ο ie cel Se ee Bea UB BP 
AN6289-5D é OUT. ο eck Bae X0 l9. eS ui AA Gon eed O BP 
AN6291-5 ge RING 202 ο ban om ek Bs EY Je ln OS Ge Je neh bes ον wo UE BP 
AN6290-5 s GASKET I 2 16-10 ri os ce ee Sc: e re og ay τος ἂν a baie: “See ir. BP 

-12 MOD1530 . SWITCH, Pressure actuated (STB). . . ...........«.. 1 BP 

-13 ANBOl -5D s UTER. ο ο ο 93-3 25805 74 29 v be s de e Ὁ πα Soe, Ὦ BP 
AN6289-5D z SNUTE foe ce, le ee ews Rives € PU del wg ox eee Ὃν V UN. le ee a BP 
AN6291-5 as RENG o .. a cas ao. Te cae ete Oe oud Sev vate te ohh ey Be ae e eo pev «8 BP 
AN6290-5 s COASKETO. 41e vo elie us, MK Aor αν c ba ee Se ae es, d BP 

-14 AN919-3D a: REDUCER: V & veias te ο we asa ev im ο -- BP 
AN6290-4 . GASKET... . ie AD. A a ar pa ass O BP 

-15 1V7-29-30 . VALVE ASSEMBLY, Hydraulic’ two-way restrictor (NA). . . . . . . 1 BP 

-16 175-58051 . ACCUMULATOR ASSEMBLY, Hydraulic 60 cubic inch. . . . . . . . . 1 BP 

D Te figure 245 for detail breakdown) 
325-.626-3.8758 s. (CLAMP: (MAR) oc. me νε ca a dL cow ας we ος UE e wi BP 

-17 AN893-8D . BUSHING. dd dr fa ον ne cn cas eaten! cab tere ; 4. qo εν ἃς Ὃν 1 ΒΡ 
AN6290-8 é "GASKET o . x l1 nes 93, 09 e Γι ὧν τῳ -ᾱ : Son coy tats rem Ὁ οὐ ee ege Tb BP 

-18 AN919-7D . REDUCER. . . . . . . . . ο š Ka | BP 
AN6290-6 . GASKET . an ccd of Soh us RTL qr relay c6 ) 5 lec EE BP 

-19 146-58473-3 . RESTRICTOR, Hydraulic two-way fixed. . . . E s Seidel 3 BP 

-20 AN832-4D a. UNION. S. wave i ec dc UT ο, ἀπ οι Y ο m wo ss ene. CL, BP 
AN6289-4D "Eo ο xc ccc a her ey ee a i BP 
AN6291-4 ῳ. ΠΊΝΩ: 9L 9. ο ——22 $ cedes des od ecd BP 
AN6290-4 y A τὰς ο ας ὧν τς e I Reus sos MT E BP 

-21 AN927 -4D ey O A e ku US κο αν es eS $ . ee | BP 

-22 ANBO4-4D A b> ee go wen cm Im de e iet ete er ο BP 
AN6289-4D Μο ο”. a een Soya de Mos ας ο... BP 
AN6291-4 e RING eo τὸ ὃς te ee a ce bose BS oe ia a . DET BP 
AN6290-4 . GASKET... . . . . . . .. e "νον 2 i ox peel di BP 

-23 AN832-5D z UNION. X woe ο hii coe e Ue Gr eign fm ow os on ln ue ου i, BP 
AN6289-5D S ENUT Nen ts taa a an ote Uae VERE BP 
AN6291-5 . RING -€—— Pm > "E Bo δν dé ru fe sue. dE BP 
AN6290-5 . GASKET . . .... moD E PEN, Moe ah oh Ge “ah OR YR E 8 BP 

-24 AN919-7D x LREDUCER. M 3 lel a redada ae νὰ ο... 3 c BP 
AN6290-5 ar jGASKET o Lo us e. e Mertens der tora e fo Leni ty ο. 1 BP 

-25 AN919-3D a REDUCER. 4 ο πως λα ας ο la, eet ds y 1 BP 
AN6290-5 . GASKET... . b eee eds iras | BP 

-26 169-58422 . PUMP ASSEMBLY, hydraulic emergency -— a S hte . 1 BP 

(see figure 246 for detail breakdown) 

-27 AN894D8-5 s BUSHING? tas ο ο ey por osse ds ο IR Ho Ah ee aa? ο. BP 
AN6290-5 . GASKET... "P B 1 BP 

-28 175-58130-20 . SUPPORT ASSEMBLY, “Hydraulic emergency control “panel; ο e BP 

-29 AN919-3D ᾱ- REDUCER: ος sa co. ει. ο ο αρ... 1 ΒΡ 
ANÓ290-5 τ: OS Q- nos a aux ver til wie 94 duris Dn ete? ood s. b BP 

-30 AN919-3D + REDUCER. . . . . . . . . βοῶν -ᾱ . νην ten gor ts 4 BP 
AN6290-5 sc GASKET. 4) 20% 20 το fe a avn te cad BRS [DITE 4 BP 
AN6290-4 . GASKET, 2... . . . . WT ον ο ο M QE ΒΡ 

-31 AN6280-4 SONMADVES uL ο ο By v Gs ο ο ο BST mr e es Sas c ou ue esr Ὁ BP 

-32 AN815-4D «πον.......... > Eun : ἢ sod wes dw τα BP 
AN6290-4 s GASKET ο αν GU oe ο ο ο ο mele cr aie. x Tes ος Ὁ BP 

-33 AN815-8D a UUNION. 206m cence cay ce 9^ ὃς a -—-— ο bos Ὁ ο. κο. nb ΒΡ 

-34 AN6271-8-14 . HOSE ASSEMBLY. | . . : να Wa. i reis her Ve ce Soe AL BP 

-35 161-58117 . FITTING, Hydraulic áccumulator air valve mount . . . . . . 5. « BP 

-36 AN6287-1 so VALVES o qz Tz ο ο ο um dd m lena m Ud et Aan ee d e 1 BP 

-37 AN833-4D s ELBOW Q ig) Sor ib, a Blea £9 φις eS ο μα 3 ΒΡ 


a aaa a a τπτ 
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FUSELAGE (Cont) 


E TEE SE VS PI πω τε 


FIGURE £ 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
240 AN6289-4D s UD okie SPS aah ο at NA RR EO way τι tO, cas d BP 
AN6291-4 4 RING 2o ov. AXE ur Ving fis τὸ; Anis EE. BP 
AN6290-4 . GASKET, . . , 8 E πο ο Ei eel te: κῷν CHE, deri «3 BP 

-38 AN6279-4CD ο λα GL RE ΒΡ 
-39 AN834-4p e A a a ir aree ust BP 
AN6289-4D ti ac NUT owe “ce lad Se Sl. xx ανν i tie oe a LE Ke eka OP Nor τᾷ; οι καὶ er ον ἂν BP 
AN6291-4 v BEING Vous Soe e Ri m Ee RUD e -ᾱ ος 6 EA ο ο De. ο ΒΡ 
AN6290-4 . GASKET AAA A Ὅδ' ds ο Φ' Ὁ xoc Gov wow dh BP 

-40 24990 . VALVE ASSEMB MBLY, Hydraulic (SVL). . . . ον m Ww ec Μα. ο BP 
-41 AN919-11D + REDUCER. . ὃν Sep nel late ws $c Meh l9 ce RR ow Ὃν oisi cu BP 
AN6290-5 + GASKET.. eomm oem om om o9 om om o] m 9 n n n n 9 n8. n. n s. n n. s. 3 BP 

-42 AN927-5D . ELBOW... ^UE. esie cU s ILS eio. 8” τα ο, αν Cw «δ ὁ E Sel Mee a^ E ΒΡ 
-43 AN827-5D . CROSS, a eer ELS e dh deus. “ὁ Wwe δν ue d ie enum b BP 
-44 AN929-5 . CAP ASSEMBLY ........... . ο ο ο ΒΡ 
-45 20176 - VALVE, Manually actuated hydraulic shut-off (SVL): ae wow. Sd BP 
-46 AN919-6D ae AREDUCERS GE aos ta lla RE σος ON aa a On 1o WT BP 
AN6290-6 a Cin ο ο ΤΙ BP 
AN6290-4 - GASKET... ANTE ARA NO b BP 

-47 25000 . VALVE ASSEMBLY, “Manually operated rotary selector (SVL). . ... 1 BP 
-48 AN815-4D aio UNION g csi a tes Qe aoe ve Se a oe wt wk aad O ee ο BP 
AN6290-4 e GASKET > xe 8 yes wow ικα, uL oxi T A P E BP 

-49 ΑΝΡΤΤΙ-ΤΑ . GAGE.. ote, d ἴα; 9. le Ὁ woe Wr φας ας ὃν ο aa Y ΒΡ 
-50 1AT2 ? SWITCH ASSEMBLY (MCS). es cada Goh ο c US. Velit ον ο κ ον δεν. ο BP 
-51 AN919-7D a REDUCER; 2 ιν we. το e ei olv xov 7 . £d awe L BP 
AN6290-6 + GASKET... x4 " $9 woo b BP 

-52 25316 . VALVE ASSEMBLY, “Normally operated rotary selector (SVE). iw 4 BP 
-53 175-58179 . STOP ASSEMBLY, Hydraulic emergency jet door close valve. sete IW BP 
' | 146-58211 - . SPRING, Hydraulic emergency exit and canopy valve lock. . .' 1 BP 
AN253-2-25 4. we cOBIN $5 vue ve sb BP 

-54 25330 - VALVE ASSEMBLY, “Manually operated “rotary selector "(SvL). PES: BP 
-55 MS28741-5-124 s “HOSE. ASSEMBLYS sce a Ye, Se a ος ls we wee A ee oe. 1 BP 
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FUSELAGE (Cont) 


o 5  — — M — ———————————Ó—AÁNEARIE ON 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
241 175-58015-10 PANEL ASSEMBLY, Hydraulic emergency control (see figure 239 for .Ref V 
additional breakdown) 


21 175-58178 . SCREEN ASSEMBLY, Hydraulic system filling. a wile loin Ὅν ta a ar Oe E ν 
(see figure 244 for detail breakdown) 

-2 AN3436-2-6 . TERMINAL BLOCK ASSEMBLY. . i sek a ο “Re AA T V 
AN3434-2 c COSTRIP. X4 ῳ e ο ο isd te num im ο ο ae ee EN: d V 
AN515-4R6 MT Sele tele ος Yel ce Fee ο το Wad Se ανν, SSNS BYES, Se ν 
ANQ6OD4L c WASHER μμ Se cel ο ο aa aca e 90 a Seer 0 ν 
AN365-440 ge μα cess Se αν Sk a ο daw Mead ο Wwe OR) ο ολο. ν 
AN961-6 c^ WASHER < o v wow ec». a de Sm a ὁ; cm δ vee A A 6 V 
AN931A6B . WASHER. ..... ο ο αμ ο ωρα Shes ας ν 
AN341-6 c ΜΟΥ, xx uro eos . Sa IEEE ν 

-3 175-54195 . COVER ASSEMBLY, Electrical terminal connector. m sue xw I V 

-4 25330 . VALVE ASSEMBLY, Manually operated three-way rotary . e ώς c V 

selector (WTR) 

-5 AN919-3D .- REDUCER.' 4 4 € 4€ 9 Ὁ 4 ο $9 ο a c9] ὃς ᾱ- ἃ ὁ... A 4 V 
AN6290-4 so GASKET. i Q9 2. αν a Ue ipe Ras ο. dee im e ώς 4 V 

-6 AN6280-4 2 VALVE ow We! Ὁ e ao τῷ ᾱ- A :οἱ α΄ ὁ Mori, te a 5 V 

-7 AN833-5D s ELBOW. © e eoe 9 9 € ἃ α- ὁ 4 ὁ) 0€ 0$ ee eo Ὁ . eee 18 V 
AN6289-5D © NUTS) voz. ue al GR a y ie om a e ο be. V 
AN6291-5 . RING . « . «© © « © ο co. oo oe ee . ο ot n Ὃν Aie ος ο caer e V 
AN6290-5 . GASKET ο ο red iR. nds c4: Y V ο a E 10 V 

-8 AN893-7D P BUSHING. A O τς τῷ -ᾱν Se? 8 E πο ο... V 
AN6290-6 B GASKET oid eo oe lo ον Bom. moo omo S0 T ο προ [6 De Ev τει ad v 

-9 AN6280-6 e APNEA edis Ceux. wore ecco cio let m. ο. ος ο Seto 88 Gude, x wt e οκ ο V 

-10 AN919-7D 3. REDUCERS ἵν. bcd a US is e E A e ος V 
AN6290-6 s “GASKET! oL ο e] ο RS cen ka ο ο νον ἃ”. φι τ be ah) Pel lee et wo ie v 
AN6290-5 e GASKET o 6 wae Xe ok ος ὃν ος Ὁ Unc gota aia Jes e Dares re So ον ee δι Ve. V 

-11 AN926-5D ge CPEB gee 561v oU Ἣν UOTE a RL ο ae Be Tors “ο ο. V 

-12 AN815-5D Se UN TONS: oy ας ο ο ο ο ο A en Ge ier ο... V 
AN6290-5 s GASKET S uox «νον ο ced wo xe 9D eS E) em 9 os ie ES gs E. «Ὁ V 

-13 AN834 -5D e TEB; tar ioa A δν Ὁ do το νῷ "αρ wu) fasse ga e e Ὁ V 
AN6289-5D a NUT. ὁ ὁ ο. ow eS $9 € 9j ἴα. ᾱ- 4 ο τ cw gene CX ο τὰν τα WI «Ὁ V 
AN6291-5 SCORING s 04 402 e 9 $e ο ew 9 ὁ τὰς eee ww τον, ών κι I «δ -ῳ isa wol «Ὁ V 
AN6290-5 . GASKET. . . . de M ο ο ο ο κα.” V 

-14 1530 . SWITCH, Pressure actuated ` (STB) ia ERAS PU E V 

-15 175-58051 . ACCUMULATOR ASSEMBLY, Hydraulic 60 cubic inche X x: a sd ν 

see figure 245 for detail breakdown) 
325-.625-3.8758 «s UGBAMBCO(MAR)S. nose wine a ον Sr ο ος ο ο a a ο a 18 V 

-16 AN893-8D . BUSHING. . « « . « 2 © © © © ος vee Tal abs ο ο Se et a dl V 
AN6290-8 5 GASKET ο ο —E V 

-17 AN832 -4D 2 CJUNION. A A κ See ues DEI m ER. OL V 
AN6289-4D η he tee ee) NR oad eae we ites cet en E V 
AN6291-4 RENO sco Seay μα ee Jal iai qeu 14 oes ο dy Vaca ο dt UL V 
AN6290-4 πι, νιν. 4 ο lei is, ar te ο ο de nio b V 

-18 ANSOL -4D a IEE, y o ee ak Pol at vette Cup νι Er ο o c pee ο ο acce ο ο merce ee. Ob V 
AN6289-4D ΝΤ... A uec ος lal pap Mer λεν δν m Ven A ees 4 ν 
AN6291-4 « STRING e as ο ο ο ο Sess AT το esd er a ete fel sl ο. ο. V 
AN6290-4 & GASKET se co ae. (Se Sine, ae Gee a a BP κ So 9h ο aL V 

-19 AN927-4D 2 ELBOW: x.t i o οσον ει aS cei a τ ο es wow ee. Dl V 

-20 AN919-3D + REDUCER, . :.......:. ο ο ar Sel ο ο Se αφ DR, ies ν 
AN6290-5 i UGASKET X. 07... ο ο ο wa] ο Issuer οὔ: ia Ge xe V 

-21 AN926 -5D ο ΡΕ ο ο ο m Ue tesis ms a ο AL Rer er has i 2h V 

-22 AN919-7D +. REDUCER. .... « «© . e © = © © ο BP watever bes Wane eda. eie wie cap’ AL V 
AN6290-5D < GASKET a Ὁ» ο ο am e Ik ο ο IR is ο... V 

-23 AN832 -5D ΝΤΟ. νο δι ντος δ ο a ial ον Sol το πε. ορ, ος αμ ο a τος δν 3 ν 
AN6289-5D a μμ ο αν ———— ELI E ν 
AN6291-5 + RING... © ο «© © © © © o... ὁ 9 ο ο ο ο PEERS! ν 
AN6290-5 s v GASKET . ος s aa Tu d, cs τν ess ae eo qs o. v 

-24 AN815-5D . UNION. . . « 2 0 . * e : ο "DC MES Si ος re Rm au tatc er cei ον. eds V 
AN6290-5 e (GASKET 1... caia a Beas a d Due iR Ὁ mum m im οφ ode V 

-25 AN804-5D . TEE... « © oos ο ο Pe ee e ee ol Sopa ο ο ee, a V 
AN6289-5D a NUDa 020216 ie ase Big ο ο ο ο ο EE ν 
AN6291-5 + RING... © «© we we ww we ο φὰς eh τῷ ο. Ὧν ier eee wel is Sen A LL ν 
AN6290-5 + GASKET. " 7 wa ορ ἵν τς αν ἄρ τὰ é a" V 

-26 146-58473-3 M RESTRICTOR, Hydraulic two-way fixed, . . 00» ovo E . ἃ V 

-27 AN919-7D . REDUCER. . « « «ο © © © ὁ » ὁ © © » e ὁ e ὁ * ot] t! À] ο t1 . t g= u5 V 
AN6290-6 « GASKET . . . . Ww eros m OA ο ο” 1D V 

-28 169-58422 . PUMP ASSEMBLY, Hydraulic emergency d. A ον ος proe. cd V 

(see figure 246 for detail breakdown) 

-29 AN894D8-5 . BUSHING: 003.6 o4 c9 x 9 9o 9; e ὁ ὁ Rmo e 9 eru Υ͂ 
ΑΝ6290-5 « -GASKET o ο a 0 xo n . . A a) a ν 

-30 AN833-8D A ως αι ο τος e Ὁ fe hw με τς ae a κ οσον ον, 42 ν 
AN6289-8D ο NUTS a aia de Da e O ην. «Ὁ ν 
AN6291-8 s. RING: oey a κ κα X ο ιτ αν A Ἔα e . E E μας Vv 
AN6290-8 » GASKET o i1 wol xe 4 e ATREA z A O IM. Am «ϐ V 

-31 AN919-3D « REDUCER. . . . . . . . +. +» ον ο ος μ.ο ds loh ϱ c V 
AN6290-4 e. GASKET . ο 102 a ce Ὁ eee ο ei Lee mar ο. V 
AN6290-5 ^e GASKET ο ο ὦ woke de ᾱ. ο das s Wurm us v V 

-32 AN815-4D ^ UNION: 1 τος ο oe tet O, a ώς Se M owed Wis adver uhr d V 
AN6290-4 s GASKET o ter os ες ο e Se ᾳ è e Sess ο ος Me, 38 V 

-33 MS28741-5-124 . HOSE ASSEMBLY. . . . . . e : mu. ud V eat, Mik V 

-34 AN827-5D s CROSS μμ e m le e a a e ee a di v 

-35 AN929-5 we CAPICIIOLO. "xdi 1 V 

-36 175-58130-10 . SUPPORT ASSEMBLY, Hydraulic emergency control panel. . . . . . 1 V 
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FUSELAGE (Cont) 





H-184-58-57A 


FIGURE 241 - HYDRAULIC EMERGENCY CONTROL PANEL ASSEMBLY 
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FUSELAGE (Cont) 





FIGURE & PART : UNITS USEABLE ON 


e INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
241-37 . ANS15-8D UNION. . . . A nds a ; MEX gus 


R " τ ΠΡ Ε SUE ΝΗ Bg: ο, d ν 
-38 MS28741-8-140 + HOSE ASSEMBLY. . . s . - ee. κ l.l... l.l. c.v. ] ν 
-39 AA11324A - VALVE, Hydraulic relief (VI) ............ b's τῷ τώ,» ak ν 
-40 AN833 -4D e ο μμ dece woe e a τα, NE. V 
AN6289-4D s (NUTS aoa sep ete ο, Bk m. Ὁ OEC ME a SON ὑφ EA ὦ; ο ν 
AN6291 -4 *« RING s ale a iw 5 5 e e Wy S LS Ue Koc uS v ο δν, A V 
-41 AN837-4D s WEBBOW. o oo οἱ ο S x 5 Ww oe Ve" ve So's gh Fe Sr See Sey EIE: i V 
AN6289-4D s NUT. CS Wes ess eu" δι ie bg SARA we s X meos V 
AN6291-4 S RING Gc UG BO Ea S Ww s SO. iw de e ADU V 
AN6290-4 + GASKET. . . . . . . PEN -— DA AA a i. Kou teu V 
-42 AN814-4D - PLUG AND BLEEDER . . > $^ as PRAES v 
AN6290-4 s -GASKET + s a 27... 5 E E DE ο ο aL v 
-43 AN6287-1 NL ER O E RO sow her sert E M 
-44 | 161-58117 + FITTING, Hydraulic accumulator air valve mount . . . . . . 1 ν 
-45 AN927-5D 2 ELBOW. 2 02 a 9 w 2409 a κ κο UR dece eR IU νο sw ime ν 
-46 AN919-11D - REDUCER. . . . . . . . .. E eee Tat eee ον Wy τν ο vs «να 3 V 
AN6290-5 + GASKET . . gis det Sp cen ος, rie gis m BD οι tU EA ὃς ον αν uro 3 V 
AN6290-8 e GASKET . ee ο 2... e ὁ E ws x Sum e x «8 ν 
-47 AN815-4D > UNION. a € o. 9 o ss... "ON ο EO E E sw Ὁ V 
: AN6290-4 e (GASKET. is. ος αν tee ey ce ο de πο νι ν 
5 -48 AN919-6D + REDUCER. . . . . . . aos το ο Ὁ ος δ» .φ' uA «αν ναι ος ὦν Ὁ ὦ 3 V 
AN6290-4 s GASKET 2 e aa δ ο τν τῳ, κος ας 5 e a ota OD V 
AN6290-6 st GASKET S o Vy. ve Suc de e JG “Φ-χῷ, ἕν δὶ κ ᾱ.Ῥ. Ὅν ἃ ῳ.ῳ.α.- «Ὦ V 
-49 AN919-7D + REDUCER. . . . . 5 E SUE τ sk $us b V 
AN6290-6 s JGASKETU. ο ecu eV E e — 7 ek DE V 
-50 20176 - VALVE ASSEMBLY, Hydraulic (SVL). . . . . . . . . . 2... aov d v 
~ -51 25000 + VALVE ASSEMBLY, Manually operated four way rotary. ...... 1 v 
selector (STB) 
-52 25316 + VALVE ASSEMBLY, Manually operated four-way rotary. . . . . . . 1 V 
selector (STB) : 
-53 1AT2 . SWITCH ASSEMBLY (MCS). . .............. ον Ὁ E Ya Cb ν 
-54 175-58179 . STOP ASSEMBLY, Hydraulic emergency Jet door close valve. . . . 1 Υ͂ 
146-58211 + + SPRING ASSEMBLY, Hydraulic emergency exit and canopy. . . . 1 V 
valve lock 
AN253-2-25 $C pero PIN ΡΟΝ μυ. sub V 
-55 AN5771-7A s GAGE es 2o 2 ee woe mom 9 m9 ce mre S ele τει ὃν ὦ vw d v 
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WITH S.C. 515 INCORPORATED 
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H-184-58-908 


FIGURE 242 - HYDRAULIC EMERGENCY CONTROL PANEL ASSEMBLY 
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ΑΝ 01-60AAB-4 Section Il 














. 
FUSELAGE (Cont) Group Assembly Parts List 
mM —a_____—— a E ar 
HYDRAULIC EMERGENCY CONTROL PANEL ASSEMBLY 
e FIGURE & PART UNITS USABLE S/C 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
242 184-58015 PANEL ASSEMBLY, Hydraulic emergency control (see figure 240 for ----------- Ref BP 
additional breakdown) i 
-1 175-58800-13 4 LINE ASSEMBLY, Emergency pressure from union in female tee to elbow --- 1 BP 
in bomb door valve : 
-2 175-58800-15 " LINE ASSEMBLY, Emergency pressure from tee in female tee to elbow ----- 1 BP 
in filler valve 
-3 175-58800-11 τ LINE ASSEMBLY, Emergency pressure from tee in female tee to elbow ----- 1 BP 
in landing gear valve 
-4 175-58800-21 P LINE ASSEMBLY, Emergency pressure from reducer in check valve to tee -- 1 BP 
-5 175-58800-33 . LINE ASSEMBLY, Emergency return from check valve in landing gear valve- 1 BP 
to tee in female tee 
-6 175-58800-3 τ LINE ASSEMBLY, Suction from elbow in filter to reducer in filler valve----- 1 BP 
-7 175-58817-87 . LINE ASSEMBLY, Emergency pressure tee to tee emergency panel --------- 1 BP 
-8 175-58800-9 ν LINE ASSEMBLY, Emergency pressure from tee in flap valve to tee in------ 1 BP 515 
female tee 
-9 184-58813-11 x LINE ASSEMBLY, Emergency pressure tee on emergency panel to tee ------ 1 515 
on top of panel : 
-10 184-58812-7 ; LINE ASSEMBLY, Emergency pressure tee on emergency panel to tee ------ 1 515 
on emergency panel ` 
-11 AN824-5D « ΤΕΕ-------------------------------------------------- A -2-2-2 1 515 
* -12 . 184-58812-3 $ LINE ASSEMBLY, Emergency pressure tee on emergency panel to reducer -- 1 515 
: at station 224 T 
-13 AN919-7D 1 515 
-14 184-58812-95 1 515 
-15 AN833 -6D 1 515 
> AN924-6D 1 515 
2W1V33-24-62 WASHER, Plain (NA) ---------------------------------------------- -- 1 515 
-16 175-58800-79 n LINE ASSEMBLY, Emergency pressure from tee in accumulator to tee------ 1 BP 
-17 175-58800-73 Ἢ LINE ASSEMBLY, Emergency pressure from tee in pressure switch to tee -- 1 BP 
; in accumulator 
-18 175-58800-59 " LINE ASSEMBLY, Emergency jet door close from elbow in landing gear----- 1 BP 
and jet door valve to union station 224-5/8 LH 
-19 175-58800-45 " LINE ASSEMBLY, Emergency landing gear down from restrictor to----- ---- 1 ΒΡ 
union station 224-5/8 LH 
-20 175-58800-75 . LINE ASSEMBLY, Emergency bomb doors open from reducer in restrictor -- 1 BP 
to union station 224-5/8 . 
-21 ` 175-58800-43 ; LINE ASSEMBLY, Emergency flaps down from elbow in flap valve to union -- 1 BP 
station 224-5/8 LH 
-22 175-58817-89 Ἢ LINE ASSEMBLY, Emergency pressure tee to tee emergency panel ----- = 1 BP 
-23 175-58800-31 : LINE ASSEMBLY, Emergency return from check valve in flap valve to ------ 1 BP 
union in female tee 
-24 175-58800-7 è LINE ASSEMBLY, Suction from reducer in filler valve to elbow in pump ---- 1 BP 
-25 175-58800-39 E LINE ASSEMBLY, Emergency return from reducer in female tee to tee ----- Eos BP 
-26 175-58800-77 z LINE ASSEMBLY, Emergency bomb doors open from elbow in bomb door---- 1 BP 
valve to reducer in restrictor 
-27 175-58180 E LINE ASSEMBLY, Hydraulic system filling ------------------------------ 1 BP 
-28 175-58800-53 s LINE ASSEMBLY, Accumulator air pressure from tee in accumulator to ---- 1 BP 
union in air pressure gage 
-29 175-58800-17 i LINE ASSEMBLY, Emergency pressure from tee in female tee to elbow ----- 1 BP 
in female tee τ 
-30 175-58800-35 5 LINE ASSEMBLY, Emergency return from check valve in bomb door valve -- 1 BP 
to tee in female tee 
-31 175-58800-51 Ε LINE ASSEMBLY, Accumulator air pressure from elbow in air filler valve -- 1 BP 
to tee in accumulator 
-32 175-58800-5 " LINE ASSEMBLY, Suction from reducer in filler valve to elbow in pump----- 1 BP 
-33 175-58800-19 è LINE ASSEMBLY, Emergency pressure from reducer in female tee to elbow- 1 BP 
in relief valve 
-34 175-58800-71 A LINE ASSEMBLY, Emergency return from elbow in relief valve to reducer -- 1 BP 
in female tee 
-35 175-58800-69 : LINE ASSEMBLY, Emergency pressure from elbow in dump valve to tee ---- 1 BP 
in relief valve 
-36 175-58800-27 : LINE ASSEMBLY, Emergency pressure from tee to reducer in two-way ----- 1 BP 
restrictor 
-37 175-58817-91 kis LINE ASSEMBLY, Emergency bomb doors close from elbow in bomb door --- 1 BP 


valve to reducer in restrictor 


ποιες πως MUN A AA —— ——r HN. 
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H-184-58-56 


FIGURE 243 - HYDRAULIC EMERGENCY RESERVOIR ASSEMBLY 















FIGURE & PART 


INDEX NUMBER NUMBER 1 2 34 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
243 175-58010-13 RESERVOIR ASSEMBLY, Hydraulic emergency «ο... Ref 
(see figure 238 for next assembly) 

-1 175-58120 . PLATE ASSEMBLY, Hydraulic emergency. . . +--+ +++ ο ο rot rt t 1 
-2 175-58121 . GASKET, Hydraulic emergency reservoir gage . . + + . ss +s 3 
-3 175-58119 . WINDOW, Hydraulic emergency reservoir gage . . . es sosro 1 
-4 175-58122 . PLATE, Hydraulic emergency reservoir gage window . . . . . .. 1 
-5 200AC1O ᾿ . LOCK-O-SEAL (WRC) . . . - «ο. ο +... n e b. de ete te lace 10 
-6 NAS221-16 ! SCREW, Brazier head Phillips recess. . . . . . . +e e . +++ 10 
-T AN3-5A . BOLT . 4 2 eg a ^ ο 60€ ο ο wer ᾱ ὁ m Tee ce 3 
-8 AN960D10 ` “WASHER . . νιν... v s s o eon 3 
-9 AN814-4D * PLUG AND BLEEDER . . . « e eof nn f n  À f À nnn l 
-10 AN6290-4 T ο μα να a) lee» dee e Dip ace ie ecco, eve, ie red 
-11 175-58153 . ANGLE, Hydraulic emergency reservoir lower support . . +. +. -- 1 
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FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 





FIGURE 244 - HYDRAULIC SYSTEM FILLING SCREEN ASSEMBLY 





FIGURE A PART 


INDEX NUMBER NUMBER 
244 175-58178 


-1 175-58174 
-2 156-58107 
-3 AN6227-24 
-4 175-58172 
-5 AN515-8R6 


-6 AN935-8 

-T AN6290-8 
-8 175-58176 
-9 AN6227-12 


-10 175-58175 
-11 175-58177 
-12 ΑΝΟΘΟΡΗ16 
-13 AN310-4 





2 3 4 5 6 7 NOMENCLATURE 


SCREEN ASSEMBLY, Hydraulic system filling... . 


eo... 9] . 9 ο 5 t$ c3[| 93: 9 5 5 


(see figures 240 and 241 for next assembly) ` 
WELL ASSEMBLY, Hydraulic system filling screen . . 
STRAINER ASSEMBLY, Hydraulic NEM filling screen 
PACKING. . . . ele ove Tu oe 
COVER, Hydraulic system “filling screen . 
SCREWS. .. «4 x o9 9 Ὁ S x ἃ 
WASHER . . . . « 4. ee eh te νο o «ο 


GASKET . . . . 

BOLT, Hydraulic “system filling swivel. 
PACKING. 5: τῷ. s . 
SWIVEL, Hydraulic “system filling screen. . 
RETAINER, Hydraulic system filling screen s 
WASHER . . .. « ew e e e te . ο ο ος. 
NUT. 4 es ο, ο a e Ro esi RS S 


eo Boe ew wo we ο 5 
| 

e| Qro $$ $) cm.» 
vo 

oe ke ew t| 9 ew n 


. . . c]! 9 9 5 c9 9 c9 ο » 2 


9 5 9 oc3£ . 9 ο c] . ο £; »α 





H-184-58-66 
UNITS USEABLE ON 
PER ASSY. CODE 

.o. Ref 
ai x 
cae d 
xa e 4 
soi A 
EE 
cto dd 
a τῶν αν ub 
κ. ow 4 
T- 
αν «. ἂν 
x A € + 
e te A 
ο. ως ἂν V 
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FUSELAGE (Cont) 





H-184-58-67 


FIGURE 245 - HYDRAULIC 60 CUBIC INCH ACCUMULATOR ASSEMBLY 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
245 175-58051 ACCUMULATOR ASSEMBLY, Hydraulic 60 cu in. . . . . . . . . . ^. o. Ref 
See figure 240 and 241 for next assembly) 

-1 165-58372-3 + CYLINDER END, Hydraulic 60 cu. in. accumulator . . . . . . . . T 

-2 AN6230-14 s GASKET νη. νων, δρ, ee ων. wid Cel ior ος ede αν ον) Gi 2 

-3 ANG244-14 ο E A mug ae we x 2 

-4 165-58122 + PISTON, Hydraulic 60 cu. in. accumulator . . . . . s e s e e 1 

-5 AN6227-37 SA O de οὐ oh. Ὁ bo od heb cae Be 2 

-6 AN6246-37 ša ARENG aer zes sigs ter yar ο μα de ας ον raphe atthe wee nas oe acto ο μμ... 2 

-7 165-58121 . CYLINDER, Hydraulic 60 cu. in. accumulator . . . . . . . . . . 1 

-8 165-58372-5 + CYLINDER, End hydraulic 60 cu. in. accumulator . . . . . . . . 1 
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B-184-58-85 
FIGURE 246 - HYDRAULIC EMERGENCY PUMP ASSEMBLY 
FIGURE & PART UNITS USEABLE OM 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE - PER ASSY. CODE 
246 169-58422 PUMP ASSEMBLY, Hydraulic emergency. ....... gee teres wREF. 
(see figure 240 and 241 for next assembly) 
-1 AN365-1032 š OCCUPE es eh a Ἂν Rhos a aea ο ο ο... 
-2 AN960D10L s WASHER" siine na aa AD au a e qae ο ο ot Dar «a. ia 
-3 AN520-10R16 Me Ul. PE MM e ML MM 
-à 169-58500 - SHIELD ASSEMBLY, Hydraulic emergency pump motor splash . . . . 1 
-5 AN365-524 s- να ο ἀέρα ο ο ον Yers. Eee IR M ee. ee ae qs tul 
-6 AN960C516 2 WASHER: 2.7.41 a pen Siew is meh a dla ada δε 6 
-7 AN5-12A A 4l 12209 rone Bom eee ev P RIS e aw do lesse co SM 
-8 PF24 -3906-25ZH2 - PUMP ASSEMBLY, 9 cylinder fixed stroke (VI). . . . . . . . . . 1 
-9 75437 + GASKET, Mounting (VI). . ................-«-.:.:. 
-10 D820 . MOTOR, Hydraulic pump (HOQ). . . a o .... ........ 1 
OO I 
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H-184-58-11C 
FIGURE 241 - FUSELAGE STATION 224-5/8 HYDRAULIC EQUIPMEN T INSTALLATION 
RGURE & PART UNITS USABLE S/C 
INDEX NO. . NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
247 184- 58030 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage βἰβῆοη---------------- Ref 515 
224-5/8 bulkhead (see figure 237 for next assembly) 
No Number . HYDRAULIC FITTINGS, Fuselage station 224-5/8 bulkhead ------------- Ref 915 
(see figure 248 for detail breakdown) 
-1 184-58806-15 . LINE ASSEMBLY, Arresting gear retract from elbow on--------7-777777 1 
manifold to union at station 224 
-2 184-58808-91 . LINE ASSEMBLY, Parking brake pressure tee station 224 to ------------ 1 
. elbow station 224 
-3 184-58808-93 . LINE ASSEMBLY, Parking brake pressure tee station 224 to ------------ 1 
union station 224 ! = A 
Revised 1 October 1958 
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AN 01-60AAB-4 Section Il 
FUSELAGE (Cont) Group Assembly Parts List 


FUSELAGE STATION 224-5/8 HYDRAULIC EQUIPMENT INSTALLATION 


FIGURE 2 PART UNITS USABLE S/C 
INDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
247-4 184-58806-71 - LINE ASSEMBLY, Emergency landing gear down bulkhead -------------- 1. 

elbow station 224 to tee station 224 
fuse 






























-5 184-58806- 75 - LINE ASSEMBLY, Aileron boost reservoir filler elbow at---- 1 
lage station 224 to union at fuselage station 224 . 

-6 184-58806-3 - LINE ASSEMBLY, LH brake pressure elbow at fuse! ----------------- 1 
station 224 to union at fuselage station 235 

-7 184-58806-11 - LINE ASSEMBLY, Arresting gear return union at station -------________ 1 
224 to bulkhead tee at station 224 

-8 175-58826-51 - LINE ASSEMBLY, Arresting gear return reducer union to -——--- 1 

: union fuselage station 224-5/8 7 
-9 184-58803-25 - , LINE ASSEMBLY, Brake return from bulkhead elbow at ----------______ 1 340 
un station 224-5/8 to reducer station 235 and | 
: buttock plane 12-1/2 RH side 

-10 184-58806-37 - LINE ASSEMBLY, Brake Supply from union at station 230--------_______ 1 
to bulkhead elbow at station 224 i 

-11 184-58807-35 - LINE ASSEMBLY, Gage pressure tee in manifold to bulkhead ---~------- 1 
union station 224 

-12 184-58806-35 - LINE ASSEMBLY, RH brake pressure from bulkhead elbow at------- 1 
Station 224 to union at station 230 

-13 175-58803-81 - LINE ASSEMBLY, System pressure tee on manifold to fitting----------.. . 1 
on top of adjacent manifold ` 

-14 184-58806-31 - LINE ASSEMBLY, Brake pressure from union at station 230 ------------ 1 
to bulkhead elbow at station 224 

-15 184-58806-19 - LINE ASSEMBLY, Fairing door open from elbow in manifold --------—-__ 1 
to elbow regulator at station 224 $ 

-16 175-58803-77 - LINE ASSEMBLY, Nose gear up tee in manifold to reducer-------.— ... 1 
union at fuselage station 226 

-17 175-58803-29 - LINE ASSEMBLY, Return tee to elbow at fuselage station 226 ------..... ] 1 

-18 175-58803-59 - LINE ASSEMBLY, Cabin compartment motor pressure surge--------.... 1 
valve to female elbow at bulkhead 224 

-19 175-58803-61 E LINE ASSEMBLY, Nose gear up reducer union at fuselage ---------..... 1 
Station 226 to bulkhead elbow at station 224 

-20 175-58803-55 - LINE ASSEMBLY, Cabin compartment motor return bulkhead ------.. 1 

: elbow at station 224 to tee at station 226 

-21 175-58803-57 - LINE ASSEMBLY, Nose gear down bulkhead elbow station 224 ------_____ 1 
to reducer union station 226 

-22 184-58804-27 - LINE ASSEMBLY, Reservoir air pressure elbow an station 224-------------..΄΄ 1 

5 bulkhead to union station 224 

-23 MS28741-4-120 HOSE ASSEMBLY------------------- ττ-------------------------.---- 1 

-24 184-58806-49 LINE ASSEMBLY, Utility system pressure (to tanker package --------..- 1 
from priority brake valve Station 230 to fairlead 
station 224 

-25 175-58807-61 - LINE ASSEMBLY, Gage pressure snubber tee at manifold to --------.... 1 

, hose elbow at bulkhead fuselage station 224-5/8 

-26 175-58803-37 - LINE ASSEMBLY, Return elbow in bottom of manifold to ------------__. 1 
tee station 224 , 

-27 184-58806-65 + LINE ASSEMBLY, Bomb doors open union on manifold to -------........ 1 
tee station 230 i 

-28 184-58806-13 - LINE ASSEMBLY, Bomb doors close elbow in manifold to--------~--.-_. 1 
tee station 230 

-23 184-58804-29 - LINE ASSEMBLY, Reservoir air pressure union station 224 ---- 1 
aft to double filters station 239 

-30 175-58803-53 - LINE ASSEMBLY, Sy pressure elbow on priority valve to--=-=-=-=-- , 1 
tee on manifold : 

-31 184-58806-63 - LINE ASSEMBLY, Wing flaps down elbow on manifold to -----------.-._ 1 
reducer station 253 

-32 184-58806-61 - LINE ASSEMBLY, Wing flaps up elbow an manifold to ------------------ 1 
reducer statian 250 

-33 175-58803-47 - LINE ASSEMBLY, Landing gear down tee in manifold to ------ 1 
reducer union at fuselage station 226 

-34 175-58803-45 LINE ASSEMBLY, Cabin compressor motor pressure union --=====-===-- 1 
in manifold to surge valve station 226 

-35 175-58803-31 LINE ASSEMBLY, Return tee on manifold to tee at station 224----------- 1 

-36 175-58803-33 LINE ASSEMBLY, Tee to tee at fuselage station 224 -------- 1 

-37 184-58806-51 5 LINE ASSEMBLY, Utility return from union station 224 to 1 
tee station 224 n 

-38 184-58806-29 - LINE ASSEMBLY, Main landing gear down from tee at manifold --------- 1 
to tee at bulkhead station 239 

-39 184-58806-27 - LINE ASSEMBLY, Main landing gear up tee at manifold to ----------_-__ 1 
tee at bulkhead station 239 

-40 175-58803-11 - LINE ASSEMBLY, Jet door close elbow on manifold to union -------..... 1 
at fuselage station 242 ` ; 

-41 175-58803-13 - LINE ASSEMBLY, Jet door open union on manifold to union ----------__- 1 
at fuselage station 244 

-42 175-58803-35 - LINE ASSEMBLY, Return tee in bottom of manifold at tee-— oo. 1 
ai fuselage station 227 

-43 184- 58803-23 - ἨΝῈ ASSEMBLY, Fairing door close from elbow in manifold -~--------- 1 340 
to flow regulator at 224-5/8 bulkhead 

-44 175-58803-27 - LINE ASSEMBLY, Main system return tee at station 228 to --------..___ 1 
check valve 

-45 AN6292-12-72 τ BOSE ASSEMBLY---—-- 

-46 AN6292-6-29 x BOSE ASSEMBLY-- 

-47 AN6292-6-24 HOSE ASSEMBLY- 





AN6292-12-36 









HOSE ASSEMBLY -----——---- 
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H-184-58-128 


FIGURE 248 - FUSELAGE STATION 224-5/8 BULKHEAD HYDRAULIC FITTINGS 
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. 
AN 01-60AAB-4 Section ΙΙ 
5 . 
FUSELAGE (Cont) Group Assembly Parts List 
FUSELAGE STATION 224-5/8 BULKHEAD HYDRAULIC FITTINGS 
e HGURE & PART UNITS USABLE s/C 
INDEX NO. NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. ON CODE NO. 
248 No Number FUSELAGE STATION 224-5/8 BULKHEAD HYDRAULIC FITTINGS----------- Ref 
(see figure 247 tor next assembly) 

-1 184-58212 SUPPORT ASSEMBLY, Hydraulic lines 2 
-2 AN3-22A E BOLT 4 
AN960D10L . 4 
-3 AN824-5D 0 AM nn ee. 1 
-4 AN821-5D x 1 
-5 AN833-10D e 2 
AN924-10D . | NUT-------- 2 
AN960D1416 2 
-6 AN833-5D 5 “1 
AN924-5D . o NUT--------------------- 1 
AN960D816 . 1 
-7 AN833-8D x 5 
AN924-8D Q0 NU 5 
AN960D1216 5 
-8 AN833-6D 3 
AN924-6D 3 
AN960D916 3 
- -9 175-58104 i SUPPORT ASSEMBLY, Hydraulic lines -------- 2 
-10 AN3-31A : BOLT --------------------- 4 
AN960D10L i WASHER- 4 
-11 AN816-12D . UNION-----------------.-.. 1 

AN929-12 : CAP ASSEMBLY 1 515 A 
-12 AN919-12D à REDUCER -----------------------------..-....--...... 4 
-13 E106T8 : VALVE, Surge damping with check (Ν)------------------------------- 1 
` -14 AN824-10D Ὁ Τξε-------------------------------------------.--------.. ---- 2 
-15 175-58020 P MANIFOLD ASSEMBLY, Hydraulic selector and control valve ----------- 1 

(see figure 250 for detail breakdown) 

-16 175-58117 : SUPPORT ASSEMBLY, Hydraulic lines -----------------------............. 1 
-17 AN3-30A . 4 
AN960D10L 4 
175-58018 Ref 
-18 175-58021-3 1 
-19 175-58125 1 
-20 AN924-4D 1 
AN832-4D 1 
AN960D716 1 
2W1V29-22-62 1 
-21 AN926-8D 1 
-22 AN6290-8 3 
-23 AN919-10D 2 
-24 AN815-8D M 1 

-25 AN929-8 . CAP ASSEMBLY --------- 1 55 E 
-26 196-8-5 - FLOW REGULATOR, 3000 psi (WAEC) 2 
AN815-8D τ UNION 4 
AN6290-8 4 
-27 AN815-10D 1 
-28 AN919-13D 1 
-29 AN6280-12 1 
AN919-20D 1 
AN6290-12 1 
-30 AN834-4D 1 
AN6289-4 1 
AN6290-4 2 
AN6291-4 1 
NAS424-4D 1 
-31 AN833-4D 2 
AN960-716 2 
AN924 -4D 2 
-32 AN833-4 1 
AN6289-4 1 
AN6290-4 1 
AN6291-4 1 
-33 AN815-4D 1 
-34 AN815-5D 2 
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175-5001 


175-58146 
AN3H4 
AN365-1032 
AN96OD1OL 
7310-3 
7310 
1310-5 
9990 

7290 
NAS144DH28 
AN960D/16L 
NAS144DH44 
NASA3DDH -16 
169-58122 


175-58147 
169-58102 






ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 


STALLAT , Hydraulic utility system and... s... -= >> 


selector (see figure 248 for next assembly) 
GASKET, Hydraulic selector and control valve. . . ------ 
BOLT. a a οἴω 516 e a Ίο je τοι UN. aes 
NUT ....oo ooo oo ao.» a aa ve im im es 
WASHER. . . 2-2 ee ee ee eee ee ο. ο. ο 5| 21 7 
SELECTOR VALVE WAH). o ο A τῳ δ δ. ow wm - 
SELECTOR VALVE WAH) s o. aces o9 9 Le 99 69e 5.5 
SELECTOR VALVE MAH) . . $ 6 xoxo 9 90k 9o RR ew e. 
SELECTOR VALVE HAH) oa, Se es 5 ορ δὲ oom Ice δς 7ο ος, m oos 
SELECTOR VALVE WAH) . 4 zoe 992) ho»; oce ο δν ο) ο ο ο, αν 
BOLT, Internal wrenching steel 14-28 ..... τν” 
WASHER. . . . 2 ee «ο ο RR R$ ic) ] c] c] ο οσο t t t 
BOLT, Internal wrenching steel 1/4-988 rr ro? 
SPACER, Screw and bolt... 


HANDLE ASSEMBLY, Cabin compressor hydraulic valve corplete. . 
(see figure 251 for detail breakdown) 

GASKET, Hydrauiic selector valve. . ... .. -. στ τσ 

KNOB, Hydraulic control valve large . 








NN 
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H-184-68-39 


FIGURE 250 - HYDRAULIC SELECTOR AND CONTROL VALVE MANIFOLD ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 





INDEX. NUMBER NUMBER 1 2 3 4 5. 6 7 NOMENCLATURE PER ASSY. CODE 
:250 175-58020 MANIFOLD ASSEMBLY, Hydraulic selector and control valve . . . . Ref 
(see figure 248 for next assembly 
-1 175-58133 . MANIFOLD, Hydraulic selector and control valve . 1 
-2 AN834-8D v MTB Soe. $5159 9$ S ous ve. ο -ᾱ- Leld fel "οἱ ὦ 2 
-3 AN6289-8D ὁ ΝΟΕ 4 33 74 3 $5 V: Jas eL. ο ay, pom ο. LI 5 
-4 AN6291-8 € RING e cia a E E E E E E TO 5 
-5 AN6290-8 z GASKET! X. a € δις ο 08 oo ο ὃν veo E cese EURO led UR et we S ee 5 
-6 AN833-8D ia ή Ρο UIS ο Rr “Se τμ ο 1 
-7 AN837-8D x ELBOW: a ο ο ARA Ty ο DSL 9D 19 2 
-8 AN833-6D . ELBOW. .......-. νιν ο ο c Ie ADU SEDET P Ls le 2 
-9 AN6289-6 NÜT. V 1 v osos 2 
-10 AN6291-6 RING... ..... 2 
-11 AN6290-6 GASKET . . . E 4 
-12 AN833-10D . ELBOW. , a e Ὁ ἀν cR c 9 e a ο ο ο ο μάν Φ- [4 2 
-13 AN6289-10D e NUT Ss, ca ee ev te ο. $ ῳ ὁ da as aa DEUS 3 
-14 AN6291-10 s RING oo a Gee cea Sala t re e; 3 
-15 AN6290-10 GASKET .-. κ ol xoa ced re ο I ο ο ο ο Ὁ. αὶ δι ἃ, Ἵν, IE. De 6 
-16 146-58134-3 . SEAT, Hydraulic check valve. . . vo e s es es s s we ο ο 1 
-17 .AN6290-12 + GASKET . . . . . . . « S ial Ere eee " END. 1 
-18 AN6227-14 s PACKING: a a 4. ο ο € eui 06 Voy ο ἃ Ὁ e ος ee Ὁ 5 6 1 
-19 146-58135 . POPPET, Hydraulic check valve. . . « .... es e ee ewe 1 
-20 140-53425 . SPRING, Compression. . . a . . e 4 ee we ee te ee ο ο» 1 
-21 160-5813! . RETAINER, Hydraulic check valve spring . . . . . . . «ο ο 1 
-22 11D2 s JSNUBBER (OPS) :-. : ta wiw ow 960€ (ox lew ae a 1 
-23 AN832-4D x "UNIONS. 13 4 52203 we δν. A ea 1 
-24 ANQ27-4D . ELBOW, ..... sr Ὅ € ών a ο CO cep ue qe 97 IE. Ta 5s 1 
-25 AN6289-4 ο NUTS Q 45v 4 ὅς ο pais ος ; 1 
-26 AN6291-4 o RING ce 26 cs "σον ο. 1 
-27 AN6290-4 s. GASKET. ; .... ; .. e «.. . ο; ο E E e ο ὁ E 3 
-28 ANQ26-10D S TEECiQOTICQ e£. Pty cw ων "ήν να, ην; 1 
-29 AN919-20D x3 “REDUCER. a ia e it e 1 
-30 AN832-10D . UNION, . 4. 4. 2 2 2 el: ο Ru e ο ο osi is 1 
-31 AN815-10D s UNION. ...1 4 2 95 om ur ue. de SA. uw. mim ο celi ver tas ος i 
-32 AN814-6D . PLUG AND BLEEDER . . « . . . . . +. . . wi. 2 
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"-184-58-19A ^ 


FIGURE 251 - COMPLETE CABIN COMPRESSOR HYDRAULIC VALVE HANDLE ASSEMBLY 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
251 109-58122 HANDLE ASSEMBLY, Cabin compressor hyáraulic valve complete . . . Re 

(see figure pus for next assembly) 
-1 AN315-3R . NUT. "ΟΙ 2 
-2 160-58151 A HOUSING, “Hydraulic” emergency "tail surface boost control E: 1 
-3 AN316-10R DONUT.... QA Jb... Ge ο κια. ο ο ἐν ee, γι, LE 
-4 157-42028 . SPRING, Compression . . . : whee ee, OAL 
-5 160-58152 . PLUNGER, Hydraulic emergency tail surface boost control . . . 1 
-6 169-58126 . GUIDE, Cabin compartment hydraulic valve handle spring. . . . 1. 
-7 151-54350 5 SPRING, Electrical gun port door open indicator switch. . . . 1 
-8 169-58128 + STOP, Cabin compartment hydraulic valve handle spring . . . . 1 
-9 169-58123 . HANDLE ASSEMBLY, Cabin compartment hydraulic valve. . . . . . 1 
-10 AN509-10R38 E MM. 
-11 ANQ60D10L . WASHER, . ορ Aah wer μμ. do ο... 
-12 4B2153-101 : BUSHING, Spacer {ΝΑ}. a ea ws we IID DII d 
-13 AN365-1032 . NUT.. κο μαμα 
-14 4B2183-017 . BUSHING, Spacer (NA) | : : m ONE 
-15 169-58127 - š ECCENTRIC, Cabin compartment "hydraulic valve handle . . . . . 1 
-16 169-58125 . LEVER, Cabin compartment hydraulic valve handle . . . . . . . 1 
-17 169-58124 . BASE, Cabin compartment hydraulic valve handle. . . . . . . . 1 
-18 AN960-416L z. WASHERS 2 as a a oe rd io Aa wore sies ou 
——— —_———_—___———__ —_—__ _ ___ —__ _Q_______—_—_————_ 
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H-184-58-14 
FIGURE 252 - HYDRAULIC SELECTOR VALVE MANIFOLD ASSEMBLY 
a e 
FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
252 175-58021-3 MANIFOLD ASSEMBLY, Hydraulic selector valve . . . . . . e s e +. Ref 
(see figure 248 for next assembly) 
-1 175-58134 . MANIFOLD, Hydraulic selector valve . . ο o Maru urs 1 
-2 AN804 - 10D ο IBES q. 4 0€. v9 yes DÀ c4. ue. cal VAS To ιο ος ^l; . 2 
-3 AN6290-10 MET μμ ώμο αμ gc W QUE cS e Ey MU MH h 
-4 AN6291-10 . RING . "ru la De κιν ον 4 
-5 AN6289-10D . NUT. elle ww Ον ο ο Sn ef EL a E ys 4 
-6 AN833-10D e ELBOW: κ ον ἡ A HESS "^ , 2 
-T AN833-6D & ABBOWS x e OR RAE AA μας 1 
-8 AN6290-6 e GASKET 4 a. x4. x oe de ccs Ὡς E EE . a m ae 1 
-9 AN6291-6 . RING . λα ο ο ον ο τῶν Ρο E x 
-10 AN6290-6D . NUT. a ο ο ου . PEE ο. δν οὐ 1 
-11 AN833-5D . ELBOW. ... e 5... a A ο ο oe im ᾱ a 1 
-12 AN6290-5 s GASKET κ. ν, co ge rec Αν ώς Ὁ A hose - RO EN 2 
-13 AN6291-5 s RING LUG nc ὦ αν ας ὃν MEE νην 1 
-14 AN6289-5D x NUT; e s x ας ο ος % oe ο ο . ο. Am. a duos 1 
-15 AN815-5D . UNION. E Ὁ bs νο a erste η $^ i Re Soc 1 
-16 AN6227-12 . PACKING. ο, τα, τω. Geta e Mp SY ee Be « fe ee, ας «ο. Ὅν 1 
-17 175-58185 . FITTING, Hydraulic special universal . .. . e al 1 
-18 AN6227-11 . PACKING. . . . i oe e o ο "A 1 
-19 130-58449 . BOLT, Hydraulic “special “universal fitting. ees TW SCR TEX UE ce 1 
-20 146-58134-3 . SEAT, Hydraulic check valve. . . $C. ο) ος ὲ a 2 
-21 AN6227-14 . PACKING, E ο hay E ο ο ο ο E E τᾱ 2 
-22 AN6290-12 . GASKET . . . . κ ka Dh κακο 2 
-23 146-58135 . POPPET, Hydraulic “check “valve. E O ACA Cor ca E 2 
-24 140-52425 . SPRING, Compression. . . Ακ AA e I 2 
-25 160-58134 M RETAINER, Hydraulic check ‘yaive spring ἢ "A 2 
-26 175-58803-39 . LINE ASSEMBLY, Return tee in bottom of manifold to tee . . : 1 


in bottom of manifold 
-27 AN939-8D E O Ee s ὁ 


E 
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-184-58-2A 
6 H-184 
“FIGURE 253 - CREW ENTRY COMPARTMENT. HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
253 175-58027-3 HYDRAULIC EQUIPMENT INSTALLATION, Crew entry compartment . . . . Ref 
(see figure 237 for next assembly) 
-1 ΑΝΡΤΤΙ- ΤΑ . GAUGE, Single 1-7/8 dial pressure (GFP) ........... 1 
-2 146-58501 . BRACKET ASSEMBLY, Hydraulic utility system pressure gauge . . 1 
-3 AN515-6R12 w SCREW: 2-3. o c. ode ο ie cmo p to ep Minis ix Μο... 
-4 AN520-10R8 ο SCREW 4 a eera ter a (eu ν.δ) a A 4 
-5 AN960D10L s WASHER. 4-4... 09 οι ος. 9 08 219 099^ Ao o WS e τῳ “ο oct (6 ὁ; ie 4 
-6 146-58502 . NAMEPLATE, Hydraulic utility system pressure gauge. . De 1 
-7 AN832-4D 4 UNION GL... ο po iP m o9 Pc αφ ww Uode far o D 
-8 AN924-4D O a a a φ RA ως οι IA oe . 1 
-9 2W1V29-22-62 « "WASHER, Plain (NA) s i-e o6 ce eo yo aL 
-10 AN6290-4 s UTR Bie og arcE x πρ ἵῳ Sof DR ea ie ao ir Aa UK. AA E να 1 
-11 AN833-5D ὁ ELBOW ar a wo. oe M RA a oe we ο αι. . ο 5 Τ 
2W1V33-24-62 . WASHER, Plain (NA). μμ... ον ee ο b 
AN960D816 . WASHER. . . . +. +... e ^» ο 9 ὁ * 9 ^ ὁ S ue 5. Wo e ve αἳ ᾱ 1 
AN924D5 x GNUT 1401 RR RR o e ee? ο 
-12 184 -58804 -67 . LINE ASSEMBLY, Parking brake pressure bulkhead in parking . . 1 
brake valve to bulkhead elbow in 224 bulkhead 
-13 AN6290-5 s “GASKET. 0.2 0. ra Wie de d ο κ eR BO AA A ae 2 
-14 AN893-7D . BUSHING . -- wo a Le [4t IO ὙΦ a Cho ev ὁ. (ὁ . ο . ο ... 2 
-15 AN833-5D . ELBOW . . . . . d 4: 4e ο LW S. Ka) Ue ο ο ο” e ο ο we 2 
-16 AN6289D5 ac NUT so a ο ας τὰ E ἃ .... . .- « 8 
-17 AN6290-6 4 GASKET; 4. 449-9; xc CEU AAA oe Ὁ ᾱ oo 9 ο 9 9 ὁ 9 ο ὁ 2 
-18 AN6291-5 è: RING: Wu Ὁ -ῳ --ᾱ- ιός ος mo sl oce! ier Sie] ie δ) 4» ο ὦ J^ a Se 2 
-19 AN837 -6D ; ELBOW 2-26 ο «39 ec. Hw te! Ye se cies “Φὶ se "E du eg vani 6: wns 1 
AN6289D6 eo NUD S a ὧι ὁ μη αν Bdge ον ο λος κ ο νο, Ὦ I 
AN6290-6 i “GASKET Seca a ο a ο a der μον ο... 
AN6291-6 o κα 0e Sed ο ο ο ο. de d e d 
-20 AN3-5A ^ (BOLT. E De αρ. 5 San ο ο. 3 
AN520-10R10 . SCREW (Inboard aft only) . . . . ....-«...:. ca Ὦ 
AN960D10L s WASHER go Sulle AU creme ve E RU RM UA ert τω ον RD eee 0 
ΑΝ365-1032 2 μα IE aise το AA 4 
-21 4570 + VALVE (ΠΔΉ)......... ..--««α«:« Σα cn 1 
-22 184 -58808-75 . LINE ASSEMBLY, Emergency return union station 224 (buttock. 1 
line 10 LH) to bulkhead elbow in parking brake valve 
-23 184 -58808-77 . LINE ASSEMBLY, Emergency pressure bulkhead valve in parking . 1 
brake valve to tee on emergency brake 
-24 AN815-6D s^ SUNEON: «37s ET νο να, cai e, wiles TR hee ἄγος as raS © ue 
AN6290-6 at) GASKET 3 e rp (ha δι ὃν a ae bilo m a Lco ea Spe κών ARM, Sw Can e 4 
-25 184 -58808-73 . LINE ASSEMBLY, Emergency return union station 210 (buttock. . 1 
line 20 LH) to union station 224 (buttock line 10 LH) 
-26 184 -58808-71 . LINE ASSEMBLY, Emergency return tee station 210 LHto.... 1 


union station 210 (buttock line 20 LH) 
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5 H-184-58-17 
FIGURE 254 - HYDRAULIC AIR EMERGENCY EXIT DOOR EQUIPMENT PANEL ASSEMBLY 

FIGURE & PART ἃ UNITS USEABLE ON 
INDEX NUMBER NUMBER T1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
254 169-58013 PANEL ASSEMBLY, Hydraulic air emergency exit door equipment . . Ref 

See figure 255 for next assembly 
-1 169-58803-5 . LINE ASSEMBLY, Emergency air tee on panel to tee on. . . . . 1 

refill valve boss 
-2 AN924-4D a NUTS s yie ο ο ο ο Vel cm ds ade e es S -ῳ οτι ἃν ὃν u^ 1 
-3 AN960D716 a, T WASHERS ο ας tia E a a as de 1 
-4 AN834 -4 sie TEB o O ο ο ON WE A ek ο ο qe 1 
-5 169-58803-3 . LINE ASSEMBLY, Emergency air tee on refill valve . . . . . . 1 

boss.to elbow on pressure gage 
-6 AN833-4 ar ELBOW, ν᾿ ο 6S. ny ν᾿ ο” eu, viene 1 
-τ AN6289-4 s NUTS vo uo gc. ek fo es a a ey EE eS us gi te rms Mea ure ey fs 1 
-8 AN6291-4 wt RING ile es Ee ο ο ο oru RS veis be eat es ο. οφ, el eo e š 1 
-9 AN6290-4 y “GASKET . ... 2-9 ο το, a wh oem ο ια ee cel ος ος ἐν R 1 
-10 SK179BP6-14 . SCREW. (ASCO) . . . . . . . 4e. ων. ος μα. ο τὰ EE 4 
-11 ‘AN5771-4B er GAGE a νιν RS ge dere re ee is la e 1 
-12 ANBO4-4 να ο ο ο ο a e αν. A e aae ο adaa πο σος 1 
-13 AN6289 -4 . NUT... ο rc ο ο. idc ον Ls ον a 1 
-14 AN6291 -4 ο A AR 1 
-15 AN6290-4 s GASKET a ο dou a ο as ae So Gs a a ορ 1 
-16 AN6287-1 si VALVE z of: ο do cus Ao soe oS tale St eee! ἕο ο igre πμ 1 
~17 161-58117 . FITTING, Hydraulic accumulator air valve mount . . . . . . . 1 
-18 AN3-13A s SBOLT 2 2 is wc ενώ προς τὰ -ᾱ or YES UN teen Pp Sy am Soh ele ah -ῳ 2 
-19 AN960D10 a SWASHER το 20.024 voy woe o d. Ed ue ow τς, ρα oe μες ὅς 2 
-20 169-58156 . PANEL ASSEMBLY, Hydraulic air emergency exit door equipment. 1 
ee ÍI e 
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FIGURE 255 - AIR EMERGENCY EXIT DOOR HYDRAULIC EQUIPMENT INSTALLATION 








PART 
NUMBER 


169-58015-5 
169-58013 


AN520-10R10 
184-58802-41 


MS870149 
22870 


AN365-1032 
ΑΝΟΘΟΡΙ1ΟΙ, 
AN3-1HA 
169-58803-7 


AN833-4 
AN6289-4 
AN6291-4 
AN6290-4 
169-58803-13 


AN815-4 
AN6290-4 
MS840119 
AN834 -4 
AN6289-4 
AN6291-4 
AN6290-4 
169-58803-15 


175-58818-15 
175-58818-17 


AN804 -5-4 
AN6289-5 
AN6291-5 
AN6290-5 
AN894 -5-4 


ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


HYDRAULIC EQUIPMENT INSTALLATION, Air emergency exit door... 


(see figure 69 for next assembly) 
PANEL ASSEMBLY, Hydraulic air emergency exit door equipment. 
(see figure 254 for detail breakdown) 
SCREW.- Moses e weld ASIA Re We x wo αἷς Roc OY ve Se S 
LINE ASSEMBLY, Emergency air fitting on bottle station 160 . 
RH to tee on panel station 270 RH 
BOTTLE (WK) o 2 eee 4€ Ce ih oom Sar FW WU acm 
SUPPORT ASSEMBLY, 369 series double leg padded (MAR). . . . 
(supersedes 169-58157) 


NUT. xcu xsv. ocg* A Cw aa d 
WASHER ο ο ο ο E HAUTE ο ϱ eub X ep UE, US 
BOLT. . 


LINE ASSEMBLY, Emergency air tee on panel station 170 RH 
to elbow on control valve station 159 RH 

ELBOW. . . š 

NUT. ο κ II AO ae as a e BEE cee a ges ὧν e ET RUE Te a 

RING. 508 eh cos le ος ου A EL ον ee OM 

GASKET s “ο Ὁ e ο de ον: Se € 4e ο A Sa A ὁ 

LINE ASSEMBLY, Emergency air union on control valve station. 
169 RH to tee on bleed valve station 170 RH 


soe SY 


UNION. ei ο, oS le ww o v 9€ 1 ὢ Ὁ ἃν ᾱ- κ e IER 
GASKET re Ὁ. 2 2 0x36 2-450 ον. ἡ ROS A IAS LA Me ak CE S 
VALVE ASSEMBLY, Vent check bleeder 1/4 AN tube (WK)... 
TEES daa xw τῷ A ew" ὦ AA ο ος QU GU el Ὁ Ὁ Wm 
p xc 
RING. ος ο G2 Jos ο tebe vede. € κ $0 ENS Be ολο ο WO wo qud 
GASKET . . 


LINE ASSEMBLY, Emergency air tee on bleed valve station 170. 
RH to restrictor station 168 RH 

LINE ASSEMBLY, Emergency air tee on restrictor station 160 . 
RH to upper cylinder 

LINE ASSEMBLY, Emergency air tee on restrictor station 160 . 
RH to upper cylinder 

TEE. $3 ο . 

NUT. ο ον, es a 

RING PEE" 


ec] s s b s o 


. 
.. 
ee t: n. 
ee «9 ο 
9 ee ew on 
et ο ot n 
ec ee ewe 
oe ο ο ο 
ee t ο ο 
. ee we 
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Group Assembly Parts List 





AN 01-60AAB-4 
FUSELAGE (Cont) 


FIGURE 256 - HYDRAULIC EMERGENCY EXIT EQUIPMENT INSTALLATION 
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H-184-58-37 





-60AAB-4 
ο... Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART ᾿ UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 34 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
256 1854 -58063 EQUIPMENT INSTALLATION, Hydraulic emergency exit . . . . . . . . Ref 

(see figure 77 for next assembly 
-1 146-58057-3 . CYLINDER ASSEMBLY, Hydraulic emergency exit actuating... . 2 
ATTACHING .PARTS 
-2 AN5H4 τ SBOLT rid ο ο it ο dine, See her e Tk gee uu. .«8 
33 AN960-516 & WASHER: det at Uv vel os S daa 18 
-4 AN960D716L z y WASHER is το το ποτ σος hts o ὃς bd ee ue dendi Inf TE AE ια . AR 
ERE A, 

-5 146-58203 + . END, Hydraulic emergency exit actuating . . . . ο. 1 
-6 AN316-7R el A ο woke ο ο ο ο ο a ney CIOL xe a ELVIS 1 
-7 146-58204 > Y END, Hydraulic emergency exit actuating cylinder. . . . . 1 
-8 14546-58202 aa PISTON ASSEMBLY, Hydraulic emergency exit actuator. ... 1 
-9 AN6246-24 τι «ὦ RING el ΙΙΙ ΟΥ ad ο DAS a OR we ae Cy 2 
-10 AN6227 -24 κ cw. PACKING ie ος fa) $e ol ool κ ον. e cle ντα eee i οὐ teh is 1 
-11 146-58201 w cs CYLINDER, Hydraulic emergency exit actuator . . . . . .. 1 
-12 156-58205 > vs BOLT, Hydraulic emergency exit actuator . . . . . . . . . 1 
-13 AN6246-9 S42. οι κ Ιον I ce NL cll 
-14 AN6227 -9 Ἐν ee PACKING: veo». ο ee ο ο ue pes Bene. lw d ruo ο 2 
-15 AN3H6 COBOLTa v c2 ον Sel cd" oy tede te D un hiv. Ua ο Ls. ose Ho lei -ᾱ 1 
-16 AN960D10 s WASHER ^ uv sos cae τίς μον X Ue A fa, BEE a ut us OR τος carin EM 1 
169-58225 . HANDLE ASSEMBLY, Hydraulic emergency exit valve . . . . . . . 1 

A PEE 1 


-17 146-58207 > BUSHING, Hydraulic emergency exit and canopy. 
actuating handle 


169-58225-11 SUB ASSEMBLY, Hydraulic emergency exit valve handle 


-18 22K1-82 : ο Μο at, ο Wr oe νο Ὁ Or x 
-19 ΑΝΟΘΟΡΘΙ, " $ +, WASHER ες ἐς e Roe oux ce ον ὑ-ῳ ας A aa . 
-20 AN509 -8R36 $2 5 ο μμ ce η, Ee αὐτῷ v Ua. ο ας Ὁ EET 
-21 169-58225-5 arn HANDLE, Hydraulic emergency exit valve . . . . . . . . 
-22 169-58226 πο . KNOB ASSEMBLY, Hydraulic emergency exit valve lever. . 
-23 AN364 -832 M. ets c oi NUT ted ον e Spa te ^ A er de oe 
-24 AN960D8L eT a te, WASHERS 23> i n decur es tes ores an E a? ας AO ο fey So She eg 
-25 NAS220-15 ay Ss . . SCREW, Brazier head Phillips recess alloy . v 
steel 10-32 

-26 169-58227 : LATCH, Hydraulic emergency exit valve lever. . , 
-2T AN960D8 


.. 


-28 169-58228 SPRING, Hydraulic emergency exit valve lever latch 


D WASHER. . .. 
-29 169-58230 : 


KNOB, Hydraulic emergency exit valve lever. 


. 


4 

2 

2 

2 

1 

1 

1 

2 

1 

n é 1 

: . 9 

. % 1 

TP . . . 1 

-30 AN365-1032 e ο a a e a ών eer dr ig 2 
-31 AN960D10L V. WASHER. ἡ; -ᾱ- 0 eS! je inch eov] oy ος He ορ oe s Tes Oe Ὡς ἴον. OA 
-32 AN3-3A ο; CBODT. πο ο A core Data tw ost τῷ, t ο a E Go BO T RED ay e tia 2 
-33 169-58142 . FITTING ASSEMBLY, Air emergency exit bottle . . . . . . . . . 1 
34 4B20B6-25 afta BUSHING, Press fit flanged (ΝΑ)............. 1 
-35 AN960C716 e WASHER o ο ο ο a a Oh ra È 
-36 169-58145 . BELLCRANK ASSEMBLY, Crew entrance emergency air . . . . . . . 1 

bottle mechanism 
-37 169-58147 . LATCH ASSEMBLY, Emergency exit air valve mechanism lock . , , 1 
-38 AN392-13 νο PIN» 221 ο κ. ος ο ο μμ. 1 
-39 AN960C416L eo a WASHER, ^ 30s ο rd er οἱ aaao D SE Cw ohh ee eO ὁ 2 
-40 NASH2CH-14 es SPACER; RÁVEb lo. 2 v 4-09 ors eas a νο. α 
-41 169-58147-7 oS LATCH, Emergency exit air valve mechanism lock. ..... 1 
-42 169-58148 ws So SPRING, Tension. . . . . . . . . .. . ο e808 oo ee 1 
-43 AN393-15 ve PIN 2 $14 ο ΙΙΙ νυν ag SOT ever qe eoe e! DOE. 
-44 AN960D10L . s MASHER.. ο ο Wel tts ta ee. See, Τῷ ce ovs ceo eo ce AUN e Ron ie 4 
-45 169-58143 . CLEVIS, Crew entrance emergency air bottle mechanism. SM. 1 
-46 146-523103 . CLEVIS, Aileron lock cable outboard . . . . . . . e . a a e 1 
-47 AN316-4R A od ou seres incra E A e "I E 1 
-48 5B21-428-16 . BOLT, Adjustable stop (NA) ................. 2 
-49 AN365-1032 s NUT a LE iia 3 
-50 AN960D10 ae CWASHER $05 gx o Xx. ολες ος e... o oè "m . 3 
-51 AN3-15A A E ο cip s ο. μ.ο. . . 3 
-52 169-58144 . SPACER, Emergency air bottle valve mounting . . . ον, 1 
-53 MS840104 . VALVE, ἵμ two-way position 2000 psi. OS è 1 
WK 

-54 AN365-1032 ea NUD tiv GE Sait to: sorb ο ο a ο ο” --- 4 
-55 AN960D10 s WASHER. L.S LL. ο Garo nee She GP - es feu wi al ira, ein a UY ᾱἳ das da 8 
-56 AN3-3A s DO aa ire a a e e o Y 
-57 169-58146 . BRACKET ASSEMBLY, Emergency exit air valve supporting . . A 1 
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Section |! 


Group Assembly Parts List ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


H-184-58-53A 





FIGURE 257 - LOWER FUSELAGE FORWARD SECTION HYDRAULIC EQUIPMENT INSTALLATION 


FIGURE & PART | UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
257 184-58028 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage lower forward section Ref U 

(see figure 237 for next assembly 
184-58028-3 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage lower forward section Ref BN 
(see figure 237 for next assembly 
No Number + NOSE WHEEL WELL HYDRAULIC LINES . .... +. + + +. ee es . . Ref 
(see figure 259 for detail breakdown) 
No Number + NOSE WHEEL WELL HYDRAULIC FITTINGS. . . . +. + + + + + ο ο. φις REL, 
(see figure 258 for detail breakdown) 

-1 AN832-4D s UNION S Q0. 1 tar vk Sci apes ei parate edd 1 
AN924 49 zx NUT oo qe sul eei o ο ο Ku". E Ln tec ο uel ar arcus de 1 
ANQ60D716 to, WASHERS: op A ο od. ο κος a Reps PU EA M! ον an. οὐ πο cafe ead tel Maher ας ud 1 

-2 AN832 -6D Re UNTON ΑΟ Lo Gates Cage tae he rier Bit ep o9» Sa? Ne ον ον τς ρω. ὅν Be Fed Ed ed 3 
ANQ24-6D win NUT T A s A. ven δν AP tS: set saat ο Ap aa OU ee td 3. 
AN960D916 &- WASHER a το ursa iwi e) recu ims a IN Ὃν ax) e ο” ο” 3 

-3 AN832-8D s ''ὈΝΙΌΝ' τε, x ey, τῳ Ba tee (eo ain, ena Ὅρα EpL ο eds ος λίνα 5 
AN924 -8D ο ee fe a? wl TT 5 





478 








ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


AAA A ο συ μμ οσα ο i ERE i iW κκ e πε 


PART 
NUMBER 


AN960D1216 
AN821-10D 
175-58819-85 
175-58819-81 
175-58819-79 
175-58819-77 
175-58819-95 
175-58819-93 
175-58819-19 
175-58819-89 
175-58819-87 
175-58819-75 
175-58819-73 
AN833- 10D 
AN960D1416 
AN924D10 
AN833-10D 
AN6289D10 
AN6290-10 
AN6291-10 
175-58801-5 
175-58819-63 


AN919-15D 
175-58819-43 


175-58819-47 
175-58819-55 
175-58819-49 
175-58819-51 
175-58819-39 
175-58819-41 
175-58819-59 
175-58801-51 
ANS15-6D 
ANS24-8D 
175-58826-81 
175-58819-45 
1963-10-8.5 
AN919-15D 
AN6290-10 
175-58801-53 
175-58801-47 
184 -58806-87 
3H214-15 
AN737-22 
AN919-10D 
ANB37-8D 
AN6289D8 


AN6291-8 
AN6290-8 


175-58801-43 


: UNITS USEABLE ON 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

WASHER , ; u 4.6 a e £0. 7.9 1 ος eus ος qe μότο cet Ie Πα! het ei Ὁ 5 

ELBOW. $e Mo e uS ο iie e Cui. ο 1 

LINE ASSEMBLY, LH brake pressure bulkhead union station 158. 1 
to bulkhead elbow station 221-5/8 

LINE ASSEMBLY, RH brake pressure bulkhead union station 158. 1 
to bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Cabin compartment motor return elbow fuselage 1 
station 158 to bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Cabin compartment pressure bulkhead union. . 1 
station 158 to bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Brake pressure bulkhead union station 158 to. 1 
bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Brake return bulkhead union station 158 to. . 1 
bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Normal brake control LH brake valve to elbow. 1 
in brake selector valve 

LINE ASSEMBLY, Nose gear up bulkhead union station 158 to. . 1 
bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Nose gear down bulkhead union station 158 to. 1 
bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Air pressure bulkhead union station 158 to. . 1 
bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Cabin compartment motor return elbow emergency 
reservoir to elbow fuselage station 157 ᾿ 

ELBOW. «woo Bites Cel deos ὃς ὦ ἴω, σος Ce ὦν "Ὁ. de ποίᾳ. Sie? 4. Ὁ "δ. ο τ 

WASHER . . « « . ee ew te we ee Sd ea 

NUT. hou. ee. a a ο a AS es 

ELBOW. . « . . . ee e 9 . ο . ὁ 0. ὁ 9 5 ο ο 9 ο ο. ο 

NUD a ο ο ο ce ο Seis ο ο E Salwar ely va 

GASKET . . ; . 4 & € 9 ο ος 5 909 ο 5 ὁ ο ὁ ales 4 6 

RING. . 4 4. 9 ο -ᾱ 09 9^ α΄ ᾱ ο) c.m a 9) «δ ae Wee wo co o 

LINE ASSEMBLY, Cabin supercharger motor return elbow fuselage 
station 155 to elbow emergency reservoir 

LINE ASSEMBLY, Cabin compartment motor return reducer fus. . 
Station 130 to bulkhead elbow wheel well wall 


REDUCER, . « . ο ο © e 5 oos oo ὁ ὁ ὁ ὁ 0.02. oo olona’ 
LINE ASSEMBLY, Utility system pressure bulkhead elbow on . . 
wheel well wall to bulkhead union station 158 
ASSEMBLY, Return tee on wheel well wall to fuselage . . 
station 158 to bulkhead union 
ASSEMBLY, Brake supply bulkhead union station 158 to. . 
bulkhead elbow wheel well wall 
ASSEMBLY, Nose gear up fuselage station 158 bulkhead. . 
union to bulkhead elbow wheel well wall 4 
ASSEMBLY, Nose gear down bulkhead union station 158 to. 
bulkhead elbow wheel well wall 
ASSEMBLY, LH brake pressure bulkhead elbow wheel well. 
wall to bulkhead union station 158 
ASSEMBLY, RH brake pressure bulkhead elbow wheel well. 
wall to bulkhead union station 158 
ASSEMBLY, Cabin compartment motor pressure bulkhead . . 
union station 158 to flow regulator station 122 
ASSY, Air pressure cabin supercharger to union sta 158. 
UNION; 4: 20 o, 4 wl a m ve UE, EUR oce] AA SR i 
TEE. i. 452 Ὁ Ὁ ko 9 eoim i6 jm. Ὁ ls δι δι -ᾱ ὁ δὶ Ue ον cm Ae m muon 
LINE ASSEMBLY, Brake supply bulkhead elbow wheel well wall . 
to bulkhead union station 158 
LINE ASSEMBLY, Utility system return bulkhead elbow on wheel 
well wall to bulkhead tee on wheel well wall 
REGULATOR, Flow (WAEC). . . . . «4 e ero ot t t + t n 
REDUCER. . . . . 4 cosc . .. . . om om ο: ο...” 
GASKET . . . . « . . © ὁ ο ee . ὁ om we ee oeoo or olol 
LINE ASSEMBLY, Cabin compartment motor pressure compartment. 
motor to flow regulator station 130 
LINE ASSEMBLY, Cabin compartment motor return reducer station 
130 to 45° elbow compartment motor 
LINE ASSEMBLY, Cabin compartment motor drain 
to compartment motor 
HOSE (NA). 
CLAMP. . 
REDUCER. 
ELBOW. . 
NUT. . 
RING . 
GASKET 
TEE. . 
UNION, 
UNION.. 
VALVE. . 
ELBOW, . 
ELBOW. 
TEE. |.. ad 
LINE ASSEMBLY, 
side of 


LINE 


tee brake return 


s...’ 


oe eee 
κ 9 t n, 0 t1 »» 
"es 9 n. t 1: 9 t9 ng. 

e 9 5 νο |: | » 


s.e. 0 9 £t] £] we » 5 


. 


eo 9 © 9 © ew ee ee 
e... 2 ow 9 ο 2 | 9ο. 
e... ν o... 9 9 ο. 


e 9 0 t 9 t 9 ο ».» 
4 9 4 t 0 0 57 | | ο 9 $9 £5 
e... n. 4 2 9 ο 9 9 ο 
ee 9 . 9 oe 9 1 9 9$ 551 58 
e 9 9 9 t 9 9 ο ο 7] 9 » 
4 9 9 ν t£ 9 £9 ο... 
9 ee £2] we ο 9 ow ew ew 
9 9 t ο t 9 91: 90 9 5 


e 9 9 ὁ 0 ο 9 05$ c | 9 9$ 9 o 
e$ 9 9 9 2  », 5 9 » » » » 
oe ee 9 © 9 9 9 9 9 ο. 
e 6 9292] c] 55.4 9 t] £5 9$ 9 9 
9 0 c] 9 9 c] ο 4 9 £2 t$ 1 tos. 
. 9? y... 9 52$ ο ο » » 
e . 9 2 2 ] 2 $9 ο 972 t$ ο 


supercharger motor return 
to check valve on pressure side 


Che tee ὁ on o n | | |] ος 
O 

Oo. eee 

Oe 

3 

4 

O» 

E 


Cabin 
motor 











479 











Section [| 
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PIGURE 258 - NOSE WELL HYDRAULIC FITTINGS 


480 Revised 15 May 1955 





USEABLE ON 
CODE 


Section II 


Group Assembly Parts List 
UNITS 
PER ASSY, 
Ref 


NOMENCLATURE 


ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 
NOSE WHEEL WELL HYDRAULIC FITTINGS (see fig. 257 for next assy.) 


NUMBER 
No Number 


FIGURE & 
INDEX NUMBER 
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FIGURE 259 - NOSE WHEEL WELL HYDRAULIC LINES 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
259 No Number NOSE WHEEL WELL HYDRAULIC LINES. . . . . . ER aS ὦ Ref 
(see figure 257 for next assembly) 
-1 156-58807-23 . LINE ASSEMBLY, RH brake supply. RH master cylinder to. . . . 1 
f left buttock line 4-1/2 tee 
-2 156-58807-21 . LINE ASSEMBLY, RH brake presa RH master cylinder to . ... 1 
] left buttock line 4-1/2 bulkhead elbow 
-3 156 -58807-19 + LINE ASSEMBLY, LH brake supply LH master cylinder to. . . . 1 
left buttock line 4-1/2 tee 
-4 175-58819-15 + LINE ASSEMBLY, LH normal brake control elbow in selector. . 1 
valve to elbow station 79-1/2 
-5 175-58819-13 . LINE ASSEMBLY, RH normal brake control elbow in selector. ο 1 
valve to elbow station 79-1/2 bulkhead 
-6 175-58819-11 + LINE ASSEMBLY, Brake supply bulkhead tee buttock line . . , 1 
4-1/2 to bulkhead elbow at station 79-1/2 
-7 175-58819-29 + LINE ASSEMBLY, Utility system press tee on LH brake to. . . 1 
bulkhead elbow on RH brake valve 
-8 175-58819-27 + LINE ASSEMBLY, Return tee on LH brake valve to bulkhead . . 1 
elbow on RH brake valve 
-9 184 -58808-87 + LINE -ASSEMBLY, LH normal brake control brake valve to... 1 
elbow station 79-1/2 
-10 184 -58808-85 + LINE ASSEMBLY, RH normal brake control brake valve to... 1 
: elbow station 79-1/2 bulkhead 
-11 175-58819-31 . LINE ASSEMBLY, Utility system return tee in RH brake valve. 1 
to bulkhead elbow in wheel well wall ` 
-12 175-58819-33 + LINE ASSEMBLY, Utility system press tee in RH brake valve . 1 
to bulkhead elbow in wheel well wall 
-13 175-58819-37 + LINE ASSEMBLY, Brake press RH brake valve elbow to. . . . . 1 
bulkhead elbow in wheel well wall : 
-14 175-58819-35 + LINE ASSEMBLY, Brake press LH brake elbow to bulkhead... 1 
elbow in wheel well wall 
-15 156-58807 -59 . LINE ASSEMBLY, Nose gear up elbow at flexible hose to nose. 1 
. gear downlock cylinder 
-16 175-58818-33 - LINE ASSEMBLY, Nose gear down elbow at flexible hose to . . 1 
nose gear downlock cylinder 
-17 MS28741-5-19-4 - HOSE ΑΒΒΕΜΥ....................... 1 
-18 MS28741-5-21-4 + HOSE ΑΒΒΈΜΒΙ'Υ,.................-.-.-... 1 
-19 175-58818-35 - LINE: ASSEMBLY, Nose gear up bulkhead elbow wheel well wall. 1 
to gear downlock release 
-20 156-58807-17 - - LINE ASSEMBLY, LH brake press LH master cylinder to left. . 1 
buttock line 4-1/2 bulkhead elbow 
-21 175-58826-85 - LINE ASSEMBLY, Landing gear down bulkhead elbow in wheel. . 1 
. well wall to flow regulator 
[ -22 # 184-58806-89 + LINE ASSEMBLY, Landing gear down from flow regulator to tee 1 
NOTE: # Denotes the incorporation of Service Change No. 359 
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ΑΝ 01-60AAB-4 Section Ii 


FUSELAGE (Cont) Group Assembly Parts List 
FIGURE & PART ; UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
260 175-58239 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 239.75. . . Ref N 
bulkhead (see figure 237 for next assembly) 
175-58239-10 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 239.75. . . Ref BF 
bulkhead (see figure 237 for next assembly) 
No Number . FUSELAGE BULKHEAD STATION 239.75 LOWER HYDRAULIC EQUIPMENT. Ref 
: (see figure 262 for detail breakdown) 
No Number . FUSELAGE BULKHEAD 239.75 HYDRAULIC VALVES AND EQUIPMENT . . Ref 
(see figure 261 for detail breakdown) 
No Number : FUSELAGE BULKHEAD STATION 239.75 HYDRAULIC LINES AND. . . + Ref 
FITTINGS RH (see figure 263 for detail breakdown) 
-1 ANB15-16D S UNION. S DU: QUI hera te alo μα τα pce Sono c tod 2 
-2 175-58824 -3 . LINE ASSEMBLY, Boost system suction LH wing intersection. . 1 
to boost system reservoir 
-3 AN824 -10D » UTERE Vll) (ο; ο, E O 8. 79 CECI.) τᾱ E 2 
-4 AN815-8D ο πρ E ο ο ο 4 
-5 184-58802-13 . LINE ASSEMBLY, Brake pressure tee LH wing intersection to . 1 T 
fus sta 224-5/8 through buttock plane 21-1/2 LH 
184-58803-21 . LINE ASSEMBLY, Brake pressure tee LH wing intersection to . H BM 
fuselage sta 224-5/8 through buttock plane 21-1/2 LH 
-6 184 -58804 -33 . LINE ASSEMBLY, Boost system pressure union buttock line . . 1 
40 RH sta 239 to union buttock line ΠΟ LH sta 239 
-7 175-58824-57 . LINE ASSEMBLY, Landing gear up union LH wing intersection . 1 
to tee on landing gear dump valve 
-8 175-58824 -55 . LINE ASSEMBLY, Landing gear down union LH wing. . +. +. +. + + 1 
intersection to tee buttock plane 23 RH 
-9 175-58824-53 . LINE ASSEMBLY, Fairing door close tee LH wing intersection. l 
to fus sta 224-5/8 through buttock plane 32-3/4 LH 
-10 175-58824-51 . LINE ASSEMBLY, Fairing door open tee LH wing intersection . 1 
to fus sta 224-5/8 through buttock plane 32-3/! LH 
-11 175-58825-11 . LINE ASSEMBLY, Utility system by-pass union LH wing... . 1 
intersection to tee buttock plane 4-1/4 RH 
-12 175-58787 . SUPPORT ASSY, Hydraulic lines bulkhead station 239-3/4 LH . 1 
-13 AN815-5D + UNION . . . ὁ © ο ooo © © 9 ο ο ὁ ο * * ὁ ο ὁ ὁ ο 9 ο 5 5 1 
-14 175-58825-23 . LINE ASSY, Emergency landing gear down landing gear dump. . 1 
valve to fus sta 224-5/8 at buttock plane 30-1/4 LH 
-15 184 -58806-17 . LINE ASSEMBLY, Aileron boost reservoir filler from union. . 1 
at station 22! to reservoir 
-16 AN815-10D » UNION. 4603 Αα νι RN ας UC A EE ERA Om 5 
-17 # 169-58812-47 . LINE APA mt return from tee at 239-3/4 to union. . 1 
sta 224-5 
-18 184 -58804 -9 . LINE ASSEMBLY, Boost system pressure union station 243. . . 1 N 
forward and up to manifold station 239 
-19 184 -58804-17 . LINE ASSEMBLY, Boost system pressure union station 249. . . 1 
forward and up to tee in leading edge 
-20 MS28741-10-230 . HOSE ASSEMBLY . . « « ο . ο 9 9 e ο ew ὁ n on o 9 ο ο ο ο ο 1 
-21 f MS28741-10-104 è HOSE ASSEMBLY 4 κ 4 x» o£ s € o *—9- x « X» ᾱ ε.α α κ 4 ὁ ο Ἔα 1 
-22 175-58824-95 . LINE ASSEMBLY, Gravity brake supply boost system reservoir. 1 J 
fuselage station 224-5/8 
-23 184-58802-39. . LINE ASSEMBLY, Gravity brake supply utility system. . . . 1 AW 
reservoir to union at fuselage station 224-5/8 
-24 175-58824-85 . LINE ASSEMBLY, Brake pressure manifold to brake valve . . . 1 N 
-25 184 -58804-25 . LINE ASSEMBLY, Boost system pressure union station 244. . 1 N 
forward to reducer on manifold station 239 
-26 175-58824-39 . LINE ASSEMBLY, RH aileron down manifold to union RH wing. . 1 N 
intersection 
-27 175-58825-71 . LINE ASSEMBLY, Fairing door open tee waterline 42 to union. 1 N 
buttock plane 10 LH 
184 -58802-57 . LINE ASSEMBLY, Fairing door open union center line of ship. 1 BF 
to union LH (top center line of ship) 
-28 175-58825-69 . LINE ASSEMBLY, Fairing door close tee waterline 92 to... 1 Ν 
union buttock plane 10 LH 
184 -58802-59 . LINE ASSEMBLY, Fairing door close union center line of. . . 1 BF 
ship to union LH (bottom center line of ship) 
-29 175-58824 -21 . LINE ASSEMBLY, LH aileron up union LH wing intersection . . 1 
to manifold 
-30 175-58825-21 . LINE ASSEMBLY, Boost system pressure union LH wing. . . .-. 1 Ν 
intersection to check valve on manifold 
184 -58802-67 . LINE ASSEMBLY, Boost system pressure union in check... . 1 BF 
: valve to union buttock line 30 LH 
-31 175-58824-19 . LINE ASSEMBLY, Utility system pressure union LH wing. . . . 1 N 
intersection to tee check valve on manifold 
184 -58802-65 . LINE ASSEMBLY, Utility system pressure from check valve . . 1 BF 
to union buttock line 30 LH 
-32 175-58604 . SUPPORT ASSEMBLY, Hydraulic lines . . +. +. . s +. +. © +. +. «© s 1 
-33 AN824 -8D a> TEE s e era AR lk Re ας A ὁ ψ--ᾱ. a 2 
-34 AN821-8D . ELBOW . 2 a . . 2. . 2 4 4 em mtm on CE 1 
-35 AN824 -10D a TEBE ο RO αν A ᾱ-φ  -ᾱ--ᾱ κ ὁ. ᾱ Ἡ o We c 1 BF 
-36 184 -58802-3 . LINE ASSEMBLY, LH aileron up tee left wing to union . . . . 1 BF 
bulkhead 239-3/4 buttock plane 4-3/4 
-37 AN925-12D a CROSS: a cu αἱ ια oce omo ὁ. EO ee ee ee ᾱ 1 BF 
-38 AN815-12D UNION μμ io. Garter ο ο πο”... 2 BF 
AN6290-12 * d GASKET: a Shae ο αὶ ei ow ote; Mea Gr we OSS nse: See's: 4 BF 
-39 184 -58242 . SUPPORT ASSEMBLY, Hydraulic check valve station 239-3/4 . . 2 ΒΡ 
bulkhead waterline 43-3/4 
-40 184 -58802-5 . LINE ASSEMBLY, RH aileron down union on bulkhead 239-3/4. . 1 BF 
Revised 15 May 1955 483 





Section [| 


Group Assembly Parts List AN 01-60AAB-4 
FUSELAGE (Cont) 


1631 3319 1 
30 








AJ-3-4-58-4 


FIGURE 260 - FUSSLAGE BULKHEAD STATION 239.75 HYDRAULIC EQUIPMENT INSTALLATION 
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Section II 


AN 0L-60AAB-} Group Assembly Parts List 


FUSELAGE (Cont) 


o o a 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
260-41 184 -58802-7 . LINE ASSEMBLY, Brake pressure cross center line down to. . 1 BF 
union forward of 239 bulkhead 
-42 184 -58802-9 . LINE ASSEMBLY, Boost system pressure elbow at tee and το. : l BF 
; union station 244 
-43 AN833-10D 2c ELBOW OQ κ... e cox x eS. A wR Be Ie Ab l BF 
AN6289D10 V ONUT oz 4 ee νι ROUX οφ Ἡ 5 m e. a 8 1 BF 
AN6290-10 . GASKET. . . . « . «:«.::«:::.:: "EE 1 BF 
AN6291-10 e RING, a 0. ac Ὁ As δι α La a 1 BF 
AN894D10-8 + BUSHING . . +. ..: o o © © © © © © © ee 0... ng Step το ὡς er he 1 BF 
-44 AN938D8 in MEE Wu ο. ο, E E ASA NO A ee cA JR US l BF 
-45 184 -58243 . SUPPORT ASSEMBLY, Hydraulic check valve station 239-3/4 . . 2 BF 
bulkhead waterline 38-1/4 
-46 AN919-15D . REDUCER . . . sa . e ee +... om om om oe m om n tm n] n] ng ng: n 2 BF 
AN6290-8 s GASKET. . 2€ 4 €» Áo € 9 ter ή. «ας s el a κ 2 BF 
-47 184 -58802-11 . LINE ASSEMBLY, Boost system press tee left wing to union. . 1 BF 
aft of bulkhead 250 
-48 175-58065 . SUPPORT ASSEMBLY, Hydraulic lines . . . . ee . ee eee 2 
-49 AN919-12D . REDUCER . . « « . +--+. EE on © = Di 8 vw o£ Wow gs aes: 1 BF 
AN6290-12 . GASKET, . « . « . +. +. meu y ο νο E NR ον le 1 BF 
-50 AN837-10D a RDW fc ea e a a a a 1€ 00€ 6) 8 ee ὁ 1 
AN6289D10 . NUT... GP at οφ ren da ὑφ Ὃν AR ὃν ος e ΚΦ) e ls og I 
AN6290-10 . GASKET. . ——— 11.755 2 ES wow € 589. 09 τς ὧν Ὁ l 
AN6291-10 as RING; ae 309 a ο AED TE We. ο 19 ολ... 1 
-51 AN919-15D . REDUCER . . « . . « . «+e ο te wade ee Pair αἲ Φ, be um 2 
-52 MS28741-10-134 . HOSE ASSEMBLY . . . . +. +. © © © © © © © © © © ο ος. t1 ng 1 
NOTE: # Denotes incorporation of Service Change No. 340 A 
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Ed N FIGURE 261 - FUSELAGE BULKHEAD STATION 239.75 HYDRAULIC VALVES 




















ο. Group Assembly Parts List 
FUSELAGE (Cont) 
E PART ! UNITS USEABLE ON 
pecs FERNER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
1 No Number FUSELAGE BULKHEAD STATION 239.75 HYDRAULIC VALVES AND . . . . . Ref 
EQUIPMENT (see figure 260 for next assembly) 
-1 146-58290 - MANIFOLD, Fuselage station 239.75 hydraulic system. . . . . 1 N 
ATTACHING PARTS $ 
-2 AN3-30A Er BOLT ral ο ass Gi A um mr ο ο uu menlis m Gode à N 
-3 AN960D10L $& WASHEH-2 Lus ο ο ο oe e ο vut m VS SW rel dm dic Bo N 
+ NASA3DD3-72 - SPACER, Screw and bolt. ............-.....-..- AON 
5 AN783-10D να a e ETa ο ο queue So wo Eoi ES 2 
-6 AN893-19D s o BUSHING: 2: ο ο ο Be ο 5-5 we Ὁ es woe, ee ϱ a 2 
-T AN919-14D « “REDUCER: 202 02 x 028 € 9 4 o. £9 e $9 e we ο gs gee E 2 
-8 AN919-20D a REDUCER- 2 κ ος ος Xo: (€ eo ea iow ila elm d Bes 3 
-9 AN6289D10 e ορ A os vey ο ο Sere ees Wa ee αμ ώρα 2 
-10 AN6290-10 o GASKET 1-0 Oo Si te eh ee αν gs 1€ ves cel οι RA wa da OR See 12 N 
-11 AN6290-12 s GASKET ο Gob Si se uos νων OD ia de em τὸ T N 
-12 AN6291-10 sc RING Lo ices SP wo usi ie ο EU IIS US OU EIS 2 
-13 AN6280-12 2 MÁLWEL ieu ees ios ο as Sa a a 2 
ET! AN815-8D E UNIONS ο we m ο ρα ος Ser ο Go Emm Beanie uo ο ek ο σον eh mio 3 
-15 AN6280-8 SIWALVE. 5 |. ο ο ο ο ας κα lest mid Soe ge Ἡ 2 N 
-16 AN919-15D s REDUCER: 209 4 409 ateo a S e e e a 2 
-17 AN6290-8 s GASKET ος 0 dto a e a a da τς 6 N 
-18 ANS814-8DL. - PLUG AND BLEEDER . . . - « « « « e . . o... ο e484 ος 1 N 
-19 AN814-12DL . PLUG AND BLEEDER . - - « « « « .... . . . . . ec αν ο 1 N 
-20 AN819-10DL . PLUG AND BLEEDER . . . ..... .. ο . ... MERE, EUN 1 N 
-21 AN815-10D s UNION: -o i9 oo cw ὃς hem ο ws Ὁ ο ας σι ανν EN 2 N 
-22 AN833-10D v ELBOW 5. ay see ο cae ce ie Sete os we im Ss αι Sele Ven ces Se el ta es ντα 1 N 
-23 AN893-19D . BUSHING: 2.2 e s e a ee ke we e a e ee ee ee 1 N 
-2h AN6289D10 ο μι Ge vars: ar ο ο UR ees mom Boote Te a a ar a ερ 1 N 
-25 AN6291 -10 oi BINGO. ouem sve mer a ouv ov S tI m 1 N 
-26 HB1900-30 . VALVE ASSEMBLY, Reservoir relief (MM) ........... 1 
-eT AN815-4D ο ιο σώμα eS ee ee art eee ig 1 
-28 ANB33-6D : ἜΡΟΝ... Lu o SS Pits Acs br cR sk em S esce: e. fel Mae doe, ae Bi hades Vis 3 
-29 AN6289D6 se NUD ed ο "νε μμ. a Ὃν eter ec NIIS e 4 
-30 AN6291-6 s. HINGIGG Vox ο Ser Uae μα Bo daw ML ο lay els de 4 
-31 AN6290-6 . GASKET . . . . . . S urbe “ee Se se” Wer let le ο vere” iii fe 6 
-32 ANB15-6D . UNION. . 4 29 e - o: 09 x OO 9 ος 2 AA 1 
-33 1116-517126 - VALVE ASSEMBLY, Overall check cone type size 6 with .O4O. . 2 
orifice hydraulic service (PA) : 

-Y ΑΝΤΘΙ- 60 ve TEE om a co Ne ἵνα ώς ο οι ο ιο ος ee ee RE τὰ, ce τν 1 
-35 AN834-12D ΕΕ... ha fos cen νο, ee Se huc. WS ο) ο, mE ως a “Sy ἵω,.ὦ a 1 
-36 AN6289D12 e NUT. 22602 £999 S ως es abs fr WU e EA s — ὡς A τὰ 1 
-3T AN6291 -12 e “RING. ... so ὁ-- ο 9 € a € 39-6 αὶ Ses ie Cul. WE ^R. cA Nos wa de 1 

e J GASKET ie voco ο ο ο ο e dE elei SAU les ee doe 1 


-38 AN6290-12 
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H-184-58-6C 
FIGURE 262 - FUSELAGE BULKHEAD STATION 239.75 LOWER HYDRAU LIC EQUIPMENT 
FIGURE 2 PART UNITS USABLE s/c 
ENDEX NO. NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ON CODE NO. 
262 No Number FUSELAGE BULKHEAD STATION 239. 75 LOWER HYDRAULIC EQUIPMENT ---- Ref 
(see figure 260 for next assembiy) 
-1 AN815-16D 


UNION --------------------------------------------------------------- 


3 
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AN 01-60AAB-4 Section Il 
FUSELAGE (Com) Group Assembly Parts List 





FUSELAGE BULKHEAD STATION 239. 75 LOWER HYDRAULIC EQUIPMENT 


FIGURE £ PART UNITS USABIE 5/ς 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE FER ASSY. ON 


INDEX NO. CODE NO. 
ee E: SON CODE: ΝΟ. 
262 AN6292-16 GASKET ---------------------------------------------------------- 


-2 AN833-8D 

AN6289-8D š 

AN6290-8 τ 

AN6291 -8 n 
-3 AN837-10D 

AN6289D10 

AN6290-10 

AN6291-10 A 
-4 184-580065 - RESERVOIR ASSEMBLY, Hydraulic aileron boost ———-—-—-—-—— 

(see figure 264 for detail breakdown) 
184-58006-3 - RESERVOIR ASSEMBLY, Hydraulic aileron boost ------------------------------------. 
(see figure 264 for detail breakdown) 

5 AN6279-12CD - VALVE ----—-—-—-—-——-—-—--—-—-———-——————-—-—-—-——- 
-6 AN815-10D - UMON ---------------------------------------------------------------------... 

AN6290-10 . GASKET ------------------------------------------------------------------------------- — 
AN833-6D - ELBOW -------------------------------------------------------------------- 

ANG289D6 - NUT -------------------------------------------------------------------- 

AN6290-6 i 

AN6291-6 T 
-8 AN804-10D 
4 AN893-19D 
-10 AN6289D10 
-11 AN5290-10 
-12 AN6290-12 ^ 
-13 AN6291-10 . RING ---—-----—-—-—-—-—-—----------—-—--—-— ----- - ți ii 
-14 4175-58080 . - VALVE ASSEMBLY, Hydraulic emergency dump ----------------------------------------- 
-15 175-58219 s X BODY, Hydraulic emergency dump valve ~-—---——-—-—--——--—-____... 

175-58220 - 5 SLEEVE ASSEMBLY, Hydraulic emergency dump valve -—--—-—--— — 
-16 175-58220-3 A E - SLEEVE, Hydraulic emergency dump ναῖνε----------------------------------------- 
-17 175-58220-5 7 " 5 POPPET, Hydraulic emergency dump valve -------------------------------- — 
-18 AN622'1-10 s olg PACKING -------------------------------------------------------------- 
-19 AN6227-17 - .  PACEING --------------------------------------------------------------- 
-20 SR16-17 + >- RING, Spiral back-up (ΝΑ) ---------------------------------------------------------- 
-21 175-58218 " . SPRING, Οοπιρτεβεῖση ----------------------------------------------------- 
-22 AN893 -10D ; . BUSHING ----------------------------------------------------------- 
-23 AN6290-16 + .  GASKET------—-—--—-—-—--————-—--—--—-—-—-—-—-—--— — 
-2A ANB815-5D - UNION --------------------------------------------------------------. — 
-25 AN6290-5 - GASKET ------------------------------------------------------------ 
-26 ANB94D8 -6 . BUSHING ------------------------------------------------------------- 
-27 AN834-8D -. ΤΕΕ ------------------------------------------------------------------ 
-28 AN6289D8 . NUT ----------------------------------------------------------------- 
-29 AN6290-6 . GASKET ------------------------------------------------------------- 
-30 AN6290-8 - GASKET --------------------------------------------------------------- 
-31 AN6291-8 3 
-32 AN832-8D 
-33 AN925-8D 
-34 AN893 -8D 
-35 AN919-12D 
-36 AN919-15D 
-37 AN834-5D 
-38 AN6289D5 
-39 AN6290-5 
-40 AN6291-5 ‘ 
-41 AN893-12D . BUSHING -------------------------------------------------------------- 
-42 AN833 -6D . ELBOW -------------------------------------------------------------- 
-43 
-44 








μα pudo πω jh qub μὲ ih μά et CAD 


jua 
> 
g 


413 


LEER 








AN6289D6 ο ο ους αμα = 
AN6291-6 . RING--—--------—-—-------—----—-— A A A — 
-45 AN833-6D - ELBOW --------------------------------------------------------------- 
ANG289D6 - Νυτ----------------------------------------------------------------- 
AN6290-6 . . GASKET LLL 
AN6291-6 - Εινο------------------------------------------------------------------ 
46 AN'183D10 . ΤΈΕ------------------------------------------------------------------ 
-41 AN919-20D 
-48 AN929D12 
-49 AN815-12D 
-50 184-58809-35 * 
51 AN833-12D >. ELO ος o o — 
-52 AN6289D12 - Νυτ----------------------------------------------------------------- 
-53 AN6291-12 -. Εινο--------------------------------------------------------------------- 
54 AN6290-12 . GASKET -------------------------------------------------------- -------- 
-55 AN6280-12 - VALVE --------------------------------------------------------------- 
-55 AN337-10D - ELBOW -------------------------------------------------------------- 
ANS289D10 - NUT ---------------------------------------------------------------- 
AN6290-1C .  GASKET-----—-—-— LLL LLL LLLA LLL LLL τ 
AN6291-10 . Βινο---------------------------------------------------------------------- 
-57 184-58005 . RESERVOIR ASSEMBLY, Hydraulic main system ------------------------- 
(see figure 264 for detail breakdown) - 
184-58005-3 - RESERVOIR ASSEMBLY, Hydranlic main system --------------------------------- 
(see figure 264 for detail breakdown) 
-58 ANB833-12D e ELBOW ------------------------------------------------------------------- 
-59 AN6289D12 E NUT ------------------------------------------------------------- ------- 
-60 AN6291-12 E 
——————————————————————————————— —— MÀ 
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FIGURE 263 - FUSELAGE BULKHEAD STATION 239.75 HYDRAULIC LINES AND FITTINGS 


FUSELAGE BULKHEAD STATION 239.75 HYDRAULIC LINES AND . . . . . . Ref 


No Number 


FITTINGS (see figure 260 for next assembly) 


1 


Dump valve return tee on relief valve . 


to cross on landing gear dump valve 


LINE ASSEMBLY, 


175-58824-35 
175-58824-27 
175-58828-73 
175-58825-17 
175-58824-15 


175-58824-75 


-1 


1 


Bump valve return tee on relief valve . . . - 


LINE ASSEMBLY, 


-2 


1 


-1/2 RH 
Landing gear up tee on dump valve to. . . . . 


to tee buttock plane 11 


LINE ASSEMBLY, 


-3 
-ῃ 


5 
Æ 


-3/4 RH 


Air pressure pressurization valve to. . . . .- 


tee buttock plane 23 


LINE ASSEMBLY, 


1 


/A RH 


Utility system pressure union RH wing . . . . 


union buttock plane 15-3 


LINE ASSEMBLY, 


1 


plane 14-1/2 . . . 1 


4-5/8 


Air pressure union buttock 


intersection to priority valve 


LINE ASSEMBLY, 
RH to fuselage station 22 


Ago 
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FIGURE & PART ; UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
203-7 . ELBOW. ..... á E Aa kl o a 1 

-8 .  ANS15-12D So SUNTON νην en a is 1 
-9 MS28741-10-134 ; CHOSE “ASSEMBLY: . .. 09 35.09 ὁ Ὁ ee dy s el ee ete. ἃ 1 
-10 175-58825-7 . LINE ASSEMBLY, Utility system by-pass tee buttock plane . 1 
1/4 RH to union RH wing intersection 
-11 AN815-5D s UNION e xus Ree LE. EM. ος, do May cer Re Up yee 3 
-12 184 -58802-15 . LINE ASSEMBLY, Brake pressure union station 235 to. 1 
union RH wing intersection 
-13 AN821 -8D x EBHOWN oy ux a oe cee AAA e --.-ᾳ ον Xe dox ο -- 1 
-14 184-58808-81 . LINE ASSEMBLY, Flap motor drain union in female tee 234 . . 1 
bulkhead aft to bulkhead union station 254. 
-15 AN837 -10D s ELBOW: AA ewe AA ae et ανν Oe A Sr ο dk 1 
-16 AN919-13D 4 REDUCES... ον de dá ra o a an a 3 1 
-17 AN938D8 e A κ See Ce rue ic Fang A Va RESTE OS se . 1 
-18 AN6289D10 & ΝΤΟ 72 αν κ Ὁ 3 cx a ὦ Ε > 1 
-19 AN6290-10 . GASKET wi Men ΔΑ fe rt anne. os . x ry 3 3 
-20 AN6291-10 . RING. Sie (St VEU (ον -ᾱ C V. ys ce. ὧν ote, Jd e 1 
-21 AN919-20D « REDUCER. 4 X ὁ. € * E ES XA m ο ο 1 
-22 AN6290-12 . GASKET . DEM PE" $ . "UE E 1 
-23 AN832-8D « UNION. . a oem woe 4 NES FE CES š 1 
AN924D8 s NUT. « . ο YS, CLS. See z ~ Page "ELEC . 1 
AN960D1216 - WASHER TEX Cr" . » EDT . 1 
-24 AN832-4D . UNION. ὧν φᾷ ο ο VQ cia Ue. ἀλλ ον : K 1 
AN924 -4D A ο” ae) δ’ δι ο te Bees ον . . 1 
AN960D716L s WASHER: 0 Ὁ. a ala co 6! 6. See e anad a ra ee E ὦ, ο, ἐν won 1 
-25 175-58712 . SUPPORT ASSEMBLY Hydraulic lines bhd sta 239.75 RH side. 1 
-26 175-58792 . SUPPORT ASSEMBLY, Hydraulic aileron lines station 254 ts 1 
-27 175-58824-9 . LINE ASSEMBLY, Utility system suction union RH wire .... 1 
-28 AN815-16D v ¿UNION ὦ ος ss τῳ ο -ᾱ- δι UE Ze ον οχι a I DR ἕῳ ας lel a Us 2 
-29 AN815-10D ο ο aret ae Ae Cube: ο ο ο ο ο is e 7 
-30 184-58804-21 . LINE ASSEMBLY, Boost system return union station 249. . . 1 
forwará to union in flex hose station 242 
-31 175-58824-79 . LINE ASSEMBLY, Landing gear up tee buttock plane 23-3/4 , 1 
to union RH wing intersection 
-32 175-58824 -81 . LINE ASSEMBLY, Landing gear down tee buttock plane. .... 1 
23-3/4 to union RH wing intersection 
-33 AN824-8D ο BE rai DRE EAM. e a a er, a A al NA "2 
-34 AN815-8D κ ax Cot Veda ds ο er «ρα dalla ο fes a 8 
-35 175-58824 -37 . LINE ASSEMBLY, Boost system pressure check valve on.... 1 N 
manifold to union RH wing intersection 
184 -58802 -49 . LINE ASSEMBLY, Boost system union in check valve to... 1 BF 
` union buttock line 30 RH 
-36 175-58824 -41 . LINE ASSEMBLY, Utility system pressure tee in check valve 1 N 
: on manifold to union RH wing intersection 
184 -58802 -47 . LINE ASSEMBLY, Utility system pressure tee 1n check valve 1 BF 
to union buttock line 30 RH 
-37 184-58806-81 . LINE ASSEMBLY, Boost suction union in boost reservoir to. 1 
union in RH leading edge 
-38 184 -58805-39 . LINE ASSEMBLY, Fairing door close union buttock line 3-1/2. 1 N 
RH station 239 to union buttock line station 239 
184 -58802 -53 . LINE ASSEMBLY, Fairing door close union center line of. .. 1 BF 
ship to union RH (bottom center line of ship) 
-39 184-58804-37 . LINE ASSEMBLY, Fairing door open union buttock line 3-1/2 . 1 N 
RH station 239 to union buttock line 26 RH station 239 3 
184-58802-51 . LINE ASSEMBLY, Fairing door open union center line of . . . 1 BF 
ship to union RH (top center line of ship) 
-40 156-58124 . SUPPORT ASSEMBLY, Hydraulic lines fus sta 239-3/4 RH. ... 1 
-41 175-58810-23 . LINE ASSEMBLY, Air vent elbow fus sta 245 to union fus sta 254 1 
-42 175-58816 -87 . LINE ASSEMBLY, Vent from main system reservoir to elbow . . 1 
on Airex pressure valve 
-43 .175-58824 -91 . LINE ASSEMBLY, Utility system pressure tee RH check valve . 1 N 
on manifold to RH purge valve ον 
184 -58802-61 . LINE ASSEMBLY, Utility system pressure elbow in Airex... 1 BF 
valve to tee in check valve RH 
-44 175-58824-87 . LINE ASSEMBLY, Air bleed tee between purge valve to . . . . 1 N ; 
cross on landing gear dump valve . 
184 -58802-55 . LINE ASSEMBLY, Air vent tee between Airex valves to . . . . 1 ¿BF 
union in dump j PERN 
-45 175-58824-13 . LINE ASSEMBLY, Utility system pressure tee top manifold . . 1 N~ 
to union RH wing intersection 007 
184 -58802-43 + LINE ASSEMBLY, Utility system pressure union buttock. . . . 1 .BF 
line 30 RH to tee center line of ship ` . t 
-46 175-58825-19 . LINE ASSEMBLY, Overflow boost reservoir to utility. . . . . 1 : 
system reservoir 
-47 175-58824-5 . LINE ASSEMBLY, Utility system suction union LH wing . . . . 1 
intersection to utility system reservoir 
-48 175-58824-11 . LINE ASSEMBLY, Utility system pressure tee top manifold . . 1 
to elbow relief valve 
-49 175-58824-89 . LINE ASSEMBLY, Utility system pressure tee LH check . . . . 1 N 1 
valve on manifold to LH purge valve 
184 -58802 -63 . LINE ASSEMBLY, Utility system pressure elbow on Airex . . . 1 BF 
valve to tee in check valve LH 
-50 AN815-6D x τεμ ues τῷ aw HE VES AR ο ο ue ο 5ο ihe dy 1 
-51 AN919-12D y REDUCER o- 65 eu oe m τὰ; ok er PEU e Ὀφ- νῷ drca! ο. fel tds κο ὦ 1 
-52 175-58826-59 . LINE ASSEMBLY, Air vent reducer at station 248 to 1 


union at station 254 CORNER 
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FIGURE 268 - MAIN SYSTEM AND AILERON BOOST HYDRAULIC RESERVOIR ASSEMBLIES 
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Group Assembly Parts List 


A A A AAA A A Te 


SEABLE ON 


FIGURE £ 


INDEX NUMBER 


264 


-30 


4: MH od k 


PART : 
NUMBER 


184-58006 
184 -58006 -3 
184 -58005 
184 -58005-3 


AN814-4D 
AN6290-4 
2W18-10M 
AN393-23 
184-58521 
AN6227 -66 
AN365-428 
2W18-416M 
184 -58524 
AN6227 -44 
AN6236-2 
184 -58003 
184 -58520 
AN6230-41 
NAS50-143 
184 -58522 
NAS50-100 
2W1ALP46-31-32 
146-58521 
H676-1000 
184 -58523 
AN6227-19 
663-7.9208 
184 -58111 
184 -58111-3 
184 -58115 
184-58115-3 
184 -58252 
F7001 
AN3-6A 
2W18-10 
146-58572 
AN6227-20 


NOTE: 


Revised 15 August 1955 


1 


2 3 4 5 6 7 NOMENCLATURE 


RESERVOIR ASSEMBLY, Hydraulic aileron boost 


(see figure 262 for next assembly) 


RESERVOIR ASSEMBLY, Hydraulic aileron boost 


(see figure 262 for next assembly) 


RESERVOIR ASSEMBLY, Hydraulic main system . . . . . . . + 


(see figure 262 for next assembly) 


RESERVOIR ASSEMBLY, Hydraulic main system .. 


# Denotes the incorporation of Service Change No. 


(see figure 262 for next μα 

PLUG. so : 2 e x xs S Wod) y deu ap eqs 

GASKET Gne vox we ὃς SA ον. uk desde ode de Ax τ ο. 

WASHER, Flat (NA)... + +. ee eee eee $ 

PIN... : 

COVER, Hydraulic "réservoir "eiiter e housing ο ὃν ας 38 

PACKING A rd "um E ϱ 

NUT .. TE e Ἐν πᾷ . 

WASHER, Flat (a) | ος ud 

SUPPORT ASSEMBLY, Hydraulic reservoir filter. 

PACKING + « . FOE we 5 $ 

FILTER ELEMENT. a d . 

STUD, Hydraulic reservoir coarse “thread ος ος CEA 

HOUSING, Hydraulic reservoir filter vent. . . . . . . sa 

GASKET. . . 4 E RO a a way Sey ὃ 

RING, Internal retaining. pii "LX TAL τὸ 

VALVE ASSEMBLY, Hydraulic reservoir relief. 9. er. fe, ο PULS. 
RING, Internal retaining . . . +. +. + SA MSN, GIN ow eig 
WASHER, Plain (NA)... αυ”. 
SPRING, Hydraulic reservoir “relief valve a a αν 
POPPET, Hydraulic check valve (HYP). 5 

. CARTRIDGE, hexane reservoir relief valve. 

PACKING .... š "rx 

CLAMP ASSEMBLY (MAR). ο 

TANK ASSEMBLY, Hydraulic 

TANK ASSEMBLY, Hydraulic 


aileron "boost "réservoir. DIE 
aileron boost reservoir. . . . 
TANK ASSEMBLY, Hydraulic main system reservoir. . . . . 
TANK ASSEMBLY, Hydraulic main system reservoir. 

GASKET, Hydraulic reservoir high-low level switch assembly 
SWITCH, Float ον wow ο ο ο ο. 
BOLT. . . ο ο AS 
WASHER, Plat (ΜΑ) : . 
PLUG, Hydraulic reservoir signi gage “transparent. 
PACKING by ie E y ee wi να E ὧν ας 


eee ee ee ς 


9 . 
. . 
. . . 
. . 


413 


UNITS 
PER ASSY. 


Ref 


Ref 


WM COPPER i2 i E. FO. 2 8 I3. i2. E TO. TO. 2 I2. E E FO. 5’ E. PHENO 


U 


CODE 


J 
AW 
J 


AW 


AMA M —— —— M M — M M € M M ————— 
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FIGURE & PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
265 1841-58131 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate. - . Ref 

section (see ftgure 69 for next assembly) 
184 -58042 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate Ref 
RH (see figure 269 for detail breakdown) 
184-58043 + HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate Ref 
LH (see figure 266 for detail breakdown) 
184-58041 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate . Ref C 
Section upper 
184 -58041 -3 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate Ref AN 
section upper 
No Number UPPER RH HYDRAULIC EQUIPMENT STA 362.236 TO STA 375.5 Ref 
(see figure 268 for detail coa 
-1 AN832 -5D UNION . . . . . . er ; ss 4 
AN960D816 WASHER iru 3 ets. ο πον 4 
AN924 -5D . NUT .. iq. MS egre cxi ο ae Gar haan. e en UP. UR" "aT UG 4 
-2 AN833-5D T ELBOW EA 5 5 R 5 1 
AN960D816 á WASHER A A š 1 
AN924 -5D NUT... m eu, oe aon ο s Se. 18 ace ME es ceu eR 1 
-3 175-58828-23 LINE ASSEMBLY, Emergency brake pressure RH bulkhead. 1 
union at shear web LH to union RH side 
-4 175-58828-29 LINE ASSEMBLY, Emergency brake pressure LH bulkhead. 1 
union to elbow 
-5 AN821-5D . ELBOW . . A es niet ng ey) “en c Id AY Ρο πας 1 
-6 175-58828-43 . LINE ASSEMBLY, Emergency flaps down bulkhead union 1 
: RH to reducer in shuttle valve on flaps motor 
-7 175-58828-25 LINE ASSEMBLY, Emergency landing gear down bulkhead. 1 
union shear web LH to male tee 
-8 AN824-5D TEE . . > ο. 1 
-9 184 -58804-63 LINE ASSEMBLY, Emergency jet door close elbow at 1 
station 365 to flexible hose at station 370 
-10 AN815-6D . UNION... bE nS) vel ae caps ota cots sh Monae O ias io cam Sd 1 
-11 175-58828-27 . LINE ASSEMBLY, Emergency landing gear down male tee. ; 1 
LH to union RH A 
-12 AN833-5D ELBOW: 0108 a "Ὁ ος ceo py a a a Wess 1 
-13 AN6289-5D NT .. area ο Poa Donte A s Suas o oe 1 
-14 AN6290-5 E OASKET. os δι Moe os Bu das ido de “8 1 
-15 AN6291-5 RING. RI AA AA a et ar O jas Dei at ος Se 1 
-16 AN893-8D We BUSHING A eee ἃ Sos & Man Yer απ Vat saine. Dei 1 
-17 AN6290 -8 so. UGASKET. uo e i save Mabe ve ἴῷ te oe Hart orm "dt ος 14 
-18 AN6277-8 5 VALVE 6 aeg cc ER ο ο ὃς Sy «dat ey Noes See X Ss 
-19 AN6291 -8 s DIL PARE MENDA 3 
-20 AN6289 -8D DECUS Uu MEE LED "RR M gr a er ee oe a aa ἃ 2 
-21 AN833-8D 4^ oe) ΠΒΟΌΝ a ο o e Ie ow by όν ο rm 1 
-22 AN893-12D . . : BUSHING oes Cori ο τᾱ- ROME OE ώς ὃς δν, κάν DAL νι cte nl S a 1 
-23 AN6289-8D « . NUT ex Ye ο et sep ο ο tec Pah tay Jat BP ou el es i 4 T 
-24 AN832 -8D UNION . . p RI ον EC ETC a ὃ 1 
-25 175-58806-93 LINE ASSEMBLY, Wing flaps down bulkhead union to : R 1 
, elbow in shuttle valve 
-26 AN833-6D ELBOW 2 lo s νι Se Oo? as a V relie A A 2 
-27 AN6289-6D NUT as oe ο RC τὰ, "ας ¿a . . 3 
-28 AN6290-6 GASKET. . . . P x * 5 . 5 
-29 AN6290-4 GASKET. . . . . . . s; . 3 
-30 AN6291-6 RING. . a wee, e . . . 3 
-31 AN6277-6 VALVE . . . . . 4^ le ο A a A Ps oe . 1 
-32 AN919-6D . REDUCER . ο TR teh, σαν ην ; 1 
-33 147 -10-30 . VALVE ASSEMBLY, Hydraulic two-way restrictor (NA). : 1 
-34 AN89U4D6 -4 . BUSHING . . . SO so. Era iler Wet RE ο ο THE BP ate ὁ 1 
-35 AN832-6D UNION . . . . 3: 5 dx. "ET 1 
-36 AN832-6D UNION . . . . wo aeo ο sec Ἀφ. των λα TS vis 1 C 
-3T AN6289-6D NT... αν, «Ὁ š . . 1 σ 
-38 AN6290-6 GASKET. . . . . . . "a 5 . 5 ς 
-39 AN6291 -6 RING. wt. ζῷ τ. “ο Uu. de. BI CN κα A δν * è 1 ς 
-4c AN927 -6D Dn LE AA A a a A AA 1 C 
-41 AN6290-4 BASKET. du. αν e A De Se eee 2 σ 
-42 AN919-6D REDUCER . . ο erga ae ο T eee ad ae 2 C 
-43 147 -20-30 . VALVE ASSEMBLY, Hydraulic two-way restrictor (NA). . . 1 ο 
-44 AN928-6D a CEBO LO o REA AA a eas “αὶ 6 1 σ 
-45 AN815-6D a "UNION. . 4 a 8 eom Φα 4 4 4 q... PEE 1 σ 
-h6 AN832-6D UNION 4 5o: ο ο ee Bh eye ho A 2 C 
AN960D916 WASHER. . . . . . . . Sra : h- C 
AN924 -6D Ντ... ο ο ο. a ο πρ) άν lay RET De ναι eco 2 ς 
-47 175-58828-39 LINE ASSEMBLY, Jet door open aft bulkhead union RH | | 1 ο 
to 45° elbow in aft flexible hose 
-48 AN6292-6-18-1/2 . HOSE ASSEMBLY . . . . : ο) αὶ : ci 1 
-49 AN6292 -6 -19-1/2 . HOSE ASSEMBLY . . . . A ο προ cath 5 αμ 2 
-50 AN837 -6D = we ELBOW o 9G: s x a oe . x a 3 AN 
-51 AN6289D6 go oves NUES IL I Rm . D D 2 AN 
-52 AN6290-4 GASKET. ΑΕ sia cete Ge. aL LP a HEUS ο. ών τῶν ἂν d icd, ὁ 2 AN 
-53 AN6290-6 GASKET. ...... Se ORE ane: 3 AN 
-54 AN6291 -6 RING. . $ κα A ο ede IRI RI tae ο 2 AN 
-55 147 -20-30 VALVE ASSEMBLY, Hydraulic two-way restrictor (NA). . . . 1 AN 
-56 AN894D6 -4 =, “BUSHING ο as Ste (9 2m RM E od 2 ΑΝ 
-57 AN832 -6D » UNION . . ,. : 4. . 1. ο . — 1 AN 
-58 AN960D916 . WASHER. . . Ξ F x : i 4 AN 
-59 AN924 -6D NUD 2 cox oz . . E A % 2 AN 
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-167 


PART 
NUMBER 


184 -58808-83 
175-58828-37 


AN833-8D 
AN6280 -8D 
AN6290-8 
AN6291 -8 
AN815-4D 
AN6290-! 
175-58817 -77 


175-58806-81 


175-58806-89 
175-58806-95 


AN832-8D 
AN924-8D 
AN960D1216 
AN832-4D 
AN924-4D 
AN960D716 
AN815 -8D 
AN926-8D 
AN919-15D 
AN6280-8 
AN824-10D 
175-58878-33 


175-58878-25 


AN520-10R12 
AN960D19 
AN365-1032 
146-5840) 
AN833-10D 
AN6289-10D 
AN6290-10 
AN6291 -10 
AN837-10D 
AN6289-10D 
AN6290-10 
AN6291-10 
175-58828-19 


175-58828-17 
184 -58804 -45 
184 -58804 -43 


AN815-10D 
AN6240-10 
175-58878-55 


175-58878-37 
175-5880h-51 


AN837 -4D 
AN6289-4D 
AN6291-4 
MS28741-4-11 
AN821 -4D 
7710-1 
175-58806-57 


AN833-10D 
AN6289-10D 
AN6290-10 
AN6291-10 
AN894D10-8 
1152 
AN893-3D 
AN832-8D 
AN6289 -8D 
AN926-8D 
AN919-15D 


. 9 5 9 ο 59 9 t 


eof +... ο ot ο ο 9 £9 


* UNION . 


ELBOW . . . . 


AN 01-60AAB-4 
FUSELAGE (Cont) 


3.4 5 6 7 NOMENCLATURE 


LINE ASSEMBLY, Jet door open aft bulkhead union RH . . 
to 45° elbow in flow regulator 

LINE ASSEMBLY, Jet door closed forward bulkhead union. 
RH to 45” elbow in forward flexible hose 

ELBOW . . " A 

NT.. 

GASKET. 

RING. . 


. e ee s e o . 9 > e... > . 


. . ο 


. . 
. . 


oe oe 9 ο n 


GASKET. ET ee ve . > E ο 6 
LINE ASSEMBLY Aileron boost return by-pass valve. . 
fuselage station 375 to tee - 
LINE ASSEMBLY, Boost system pressure from tee fuselage 
sta 368 to elbow on valve assembly fus sta 375 
LINE ASSEMBLY, Drain flap motor to bulkhead elbow. . . 
LINE ASSEMBLY, Wing flaps up bulkhead ‘union to elbow 
in flap motor 
UNION . . 
NT... 
WASHER. . 
UNION . . 
NUT... 
WASHER. . 


. . . . ο . 


. 
oe eee 


UNION . 
TEE .. 
REDUCER 
VALVE . 
TEE... C D EVI ον δι AP 3 Ru ge E. τα 
LINE ASSEMBLY, Α11ετοη boost return tee fuselage . . 
station 369 to tee fuselage station 369 
LINE ASSEMBLY, Aileron boost pressure relief valve . . 
fuselage station 390 to tee fuselage station 369 
SCREW 4 sac a> ιο Qo ο ϱ Wo τῷ Ve lw δν ος το SP ται ae 
WASHER. . . +. . S 
NUT . 1 ο os ois 
SUPPORT ASSEMBLY 
ELBOW . 
Ντ... 
GASKET. 
RING. . 
ELBOW . 


oe 9 t ο 9 | n ια 
5 5 ο ο 2 9 2 t£ t$ 
. 9 t t n «ο. 


. 
. 
. 
. 


owe eee 
9 9 0 9 . α «. 
oe eee 


eee 9 9 2 we ο à 
. 


εφ $9 ο ο. 
. 
. 
. 


. 
. 
oe 


9 9 : 9 ο ο ο. n9 n 


. . 


e. o... 


“Hydraulic aileron boost lines. 


ra 8 © o oo : o PP 


NUT . . 

GASKET 

RING. . . —— P ree 

LINE ASSEMBLY, Aileron boost pressure: union buttock 
line "O" to union boost valve 

LINE ASSEMBLY, Aileron boost return reducer in check . 
valve to 45° elbow in boost valve 

LINE ASSEMBLY, Boost system pressure union in boost. 
valve to elbow at station 374 

LINE ASSEMBLY, Boost system pressure elbow station . . 
374 to union in boost valve station 363 

UNION «4 ος κ αἱ Ὁ a ON δ, το a aa 

GASKET. . . . es o ee ο o o o e noh ος σος 

LINE ASSEMBLY, Boost ¡system retainer relief valve. . . 
fuselage station 377 to tee fuselage station 368 

LINE ASSEMBLY, Boost system retainer from tee fuselage 
station 369 to elbow fuselage station 363 

LINE ASSEMBLY, Emergency rudder boost pressure from. . 
‘pressure snubber to pressure transmitter 


, 
. 
. 
. 
. 
. 
. 
. 


oe 0 ο ο n 
e . ee we we 
ee 5 ο o9 n 
ee ee oe n9 
eo... 9 n9 
. ο . 9 ο 


. 
. . . 
. "D . «. 
. . . os 
. . . . 
. . . . 
. . . . 


. > 


.. sesoses 


5 5 ο ot 9 9 t$ 


. 
. . 
. . 
. . > 
. . 
. . 
. . 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


ο 


NUT . « «« ο, e n on 
RING. ..... 
HOSE ASSEMBLY . . . 
ELBOW . . . . . . oo . 
VALVE ASSEMBLY (WAH) . . . . +. +. + + PEE 
LINE ASSEMBLY, Aileron boost system gage pressure. 
from snubber fuselage station 376 to elbow 
fuselage station 3TT 
ELBOW . . . . 
NUD? 23 oe 
GASKET. . . 
RING. . . . 
BUSHING . . 
SNUBBER (OP. 


e . o . 
eo . 55.5: . . 
. ο e e . 


eo . - o o oo. 
. . . 
. . 


. e ο... . 


BUSHING 
UNION . 
NUT .. 
TEE . « 
REDUCER 


— 
eo 0 . +. 9 5 9 9 9 £9 n 
e| o9 . 9| 9 9 t] n9 n 
$8 4 9 .. . ο, 2 1| . 
9 3 . 9 ο 9 9 o 
4 t] . 91 9 ο 5 


. 
. 


e...’ 
e...’ 

. . 
eee ee 
e| t 9 ο. 
oe on 


ΓΗ ΕΕ HR BP BRP RPP PRP ΕΟΟ KP ΓΕΝΟΠ ΓΓΑ PH 


eu 6 o9 ee n9 
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FIGURE 266 - LH INTERMEDIATE FUSELAGE HYDRAULIC EQUIPMENT INSTALLATION 


l 496 








ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
266 184-58043 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate. . . . Ref 

LH (see figure 265 for next assembly) 
No Number . FUSELAGE INTERMEDIATE LH HYDRAULIC EQUIPMENT INSTALLATION. Ref 
(see figure 267 for additional breakdown) 
-1 AN815-5D . UNION. ... E . 20 
-2 184 -58805-7 . LINE ASSEMBLY ; "Emergency “LG down “tee “aft of station e 1 
239-3/4 to union below bulkhead 239-3/4 
-3 AN824-5D νο ag?) stay atlas sie IRIS DA UI ότι, ος τς See la. κος Cee qai pied κος SNAG, ων 1 
-4 AN815 -4D . UNION... a pi curie LC ο VOS. um Mer Wwe cel en τὰ; ta eo “ay eode e T 
-5 184-58237 . SUPPORT ASSEMBLY, Hydraulic bomb bay lines station. . . . . 1 
239-3/4 lower LH 
-6 184 -58238 SUPPORT ASSEMBLY, Hydraulic bomb bay lines station. . . . 
239-3/4 upper LH 
-7 184-58805-93 LINE ASSEMBLY, Emergency LG down union bulkhead station . 1 
224-5/8 to tee fuselage station 241 
-8 184-58805-91 LINE ASSEMBLY, Emergency wing flaps down union bulkhead 1 
station 224-5/8 union fuselage station 245 
-9 184 -58805 -89 ` LINE ASSEMBLY, Emergency jet door close union bulkhead. X 1 
station 224-5/8 to union fuselage station 240 
-10 AN924 -5D . NUT. δ’ ενα, κ iia ie dU e WAT A os de ME ὅν Ges 2 
-11 2W1V33-24-62 | WASHER, Plain (NA). M us UA ο ο AS. fate JGR Bi Gat ἐς» αι able 2 
-12 AN960D816 « WASHER 4. 2% 4 ον 2 io * mea z Se ea ο ea pa αἲ ὅς; ᾱ 2 
-13 AN832-5D UNION. ce e a es A a ΗΝ 7 2 
-14 AN6290-5 v GASKET A A RR καὶ, SO 4 
-15 AN893-7D » BUSHING- ... ὦ Ge ος Ee enw e 7 AMA Gn a οι αν peu "ὁ eos 4 
-16 AN6290-6 . GASKET . . ο CPP ο ο np - Mp ; 4 
-17 196-6-2.0 . FLOW REGULATOR Men C" a A a de i 1 
-18 196-6-2.2 . FLOW REGULATOR WAEC o sr de ὄν. Ce veh, Yi è 1 
-19 AN6291-5 ο Se SG A ete aoa) ey BC Bea de LU 5 2 
-20 AN6289-5D x UES ca a ας Ὁ Ὁ ο ee ma DI he ee Ge te ta BO. ke dy τα «Ὁ ἅτ 2 
-21 AN804-5D Σ.Ε Ne ie eee e ol WE VO ο ο” DAI ο ER SE a Se 2 
-22 AN832-5D e UNION; ο ο or 0€ Uer ὁ V e es cw ὦ eG." iet aS. n τὰ 2 
AN960D816 s WASHER ogi ὧν. ο ore. Using BF ὁ sid eee Ra ta? RG Ue A AA ο ὁ 2 
AN924 -5D v OUT. a ο a 9 Wey ο a. tus ο ο te ο BS Sl ne 2 
2W1V33-24 -62 < WASHER; Plain: (NA) onz «xo cw ee m e we e ος Ὁ ὦ ἃ 2 
-23 AN832-4D ο UNION: ες es ev ο δὲ ig ee τὸ ον RRS, URL des ο ος Re Y ROS, ER E HEC a 1 
AN960D716 = “WASHER? V uox is ο; ᾱ- ik δν ας ὡς δν αν de. den WDR δι ος vey ee ὁ 1 
AN924-4D ο | μι GS RAR RO a AR A 1 
2W1V29-22-62 . WASHER, Plain (NA). a S a à > suy s 1 
-24 184 -58805-3 . LINE ASSEMBLY, Emergency bomb doors open aft bulkhead . . . 1 
928 5/8 22h -5/ to elbow in breakdown on longeron 
224-5 
-25 184 -58805 -5 . LINE ASSEMBLY, Emergency bomb doors close tee flow. . . . . 1 
regulator aft of station 224-5/8 to elbow in 
: breakdown on longeron 
-26 AN832-4 y HUNTON a ας Lee ας TR aes Sole AA ae ea A BS 2 
-27 AN924 -4 O E ο Wa δα os ο ae ees Ga α á ws ^ 9 
-28 AN927 -4D . ELBOW. . . . . . . . . . & wx XS m d ὦ ws ste 2 
-29 AN919-3 . REDUCER. . ὁ « . . o. o. $e τ 5 "^ ὦ z 2 
-30 AN6290-4 GASKET es a ui AS . . é Se st . a 4 
-31 AN815-6D UNION. . . Mop ο RE αμα εως 3 
-32 184 -58805-9 LINE ASSEMBLY, Emergency doors open on flow regulator . 1 
to union station 268 
-33 184 -58805-19 LINE ASSEMBLY, Emergency: bomb doors close tee on flow . 1 
regulator to union fuselage station 269 
-34 184 -58805-53 . LINE ASSEMBLY, RH emergency brake pressure union. . 1 
fuselage station 246 to union fuselage sta 289 
-35 184 -58805-69 LINE ASSEMBLY, Arresting gear retract union fuselage. . 5 1 
station 242 to union fuselage station 282 
-36 184-58805-37 . LINE ASSEMBLY, Emergency LG down tee aft of station . . . . 1 
239-3/4 to union fuselage station 275 
-37 184 -58805-29 . LINE ASSEMBLY, Emergency wing flap down union fuselage. 1 
station 245 to union fuselage station 290 
-38 184 -58239 . SUPPORT ASSEMBLY, Hydraulic bomb bay line upper LH. . . : 9 
-39 184-58805-61 + LINE ASSEMBLY, LH emergency brake pressure union fuselage 1 
Station 250 to union fuselage station 297 
-40 184 -58805 -79 . LINE ASSEMBLY, Arresting gear return union fuselage . . . . 1 
f station 242 to union fuselage station 278 
-41 181 -58805-45 . LINE ASSEMBLY, Emergency jet door close union fuselage. S 1 
station 240 to union fuselage station 275 
-42 184 -58805-47 . LINE ASSEMBLY, Emergency jet door close union fuselage. 1 
. Station 275 to union fuselage station 335 
-43 184 -58805 -63 LINE ASSEMBLY, LH emergency brake pressure union fuselage 1 
station 297 to union fuselage station 346 
-44 184-58805-55 LINE ASSEMBLY, RH emergency brake pressure union fuselage 1 
station 289 to union fuselage station 342 
-li5 184-58805-71 . LINE ASSEMBLY, Arresting gear retract union fuselage. . . 1 
station 282 to union fuselage station 331 
-46 184 -58805-81 LINE ASSEMBLY, Arresting gear return union fuselage . . . 1 
station 278 to union fuselage station 335 
-47 184-58805-39 + LINE ASSEMBLY, Emergency LG down union fuselage station . 1 
A 275 to union fuselage station 330 
-48 184 -58805-31 . LINE ASSEMBLY, Emergency wing flaps down union fuselage . . 1 
Station 290 to union fuselage station 333 
-49 184 -58805-21 . LINE ASSEMBLY, Emergency bomb doors close union fuselage. 1 


station 269 to union fuselage station 292 
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FUSELAGE (Cont) 


FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
266-50 1604-58005-11 . LINE ASSEMBLY, Emergency bomb doors open union fuselage . . 

station 268 to union fuselage station 291 
-51 175-58209 - SUPPORT ASSEMBLY; Hydraulic nacelle lines RH buttock. . 3 
line 12 
-52 184-58805-23 . LINE ASSEMBLY, Emergency bomb doors close union fuselage. 1 
station 292 to union fuselage station 344 
-53 184-58805-13 . LINE ASSEMBLY, Emergency. bomb doors open union fuselage . . 1 
station 291 to union fuselage station 343 
-54 184-58805-15 . LINE ASSEMBLY, Emergency bomb doors open union fuselage . . 1 
station 343 to union fuselage station 380 
-55 184-58805-25 . LINE ASSEMBLY, Emergency bomb doors close union fuselage. 1 
station 344 to union fuselage station 381 
-56 184 -58805 -33 . LINE ASSEMBLY, Emergency wing flaps down union fuselage . . 1 
station 333 to union fuselage station 367 
-57 184 -58805-41 . LINE ASSEMBLY, Emergency LG down union fuselage station . 1 
330 to union fuselage station 372 
-58 184 -58805-49 . LINE ASSEMBLY, Emergency jet door close union fuselage. . . 1 
i station 335 to union fuselage station 369 
-59 184 -58805-73 : . LINE ASSEMBLY, Arresting gear retract union fuselage. . . 1 
Station 331 to union fuselage station 369 
-60 184 -58805 -57 . LINE ASSEMBLY, RH emergency brake pressure union fuselage 1. 
station 342 to union fuselage station 372 
-61 184-58805 -65 . LINE ASSEMBLY, LH emergency brake pressure union fuselage . 1 
station 346 to union fuselage station 365 
-62 184-58805-83 . LINE ASSEMBLY, Arresting gear return union fuselage . . . 1 
Station 335 to union fuselage station 370 
-63 184-58805-59 . LINE ASSEMBLY, RH emergency brake pressure union fuselage . 1 
station 372 to union top of station 375 
-64 184 -58805 -43 . LINE ASSEMBLY, Emergency LG down union fuselage station . E 
372 to union top of station 375 
-65 184 -58805 -67 . LINE ASSEMBLY, LH emergency brake pressure union fuselage 1 
station 365 to union top of station 375 
-66 184 -58805-35 . LINE ASSEMBLY, Emergency wing flaps down union fuselage 1 
station 367 to union top of station 375 
-67 184 -58805-51 . LINE ASSEMBLY, Emergency jet door close union fuselage. . . 1 
station 369 to union top of station 375 
-68 175-58241 e SPRING ce e ο al rom as as v UOS à 1 
AN742D8C si CLAMP. A uu a Meta πα ο ο ^e oe CE A Sy Sik EU fale gs Sy 2 
-69 184-58136 . RUBBER STRIP, Hydraulic bomb door hose, . . . . . . . . . . 1 
-70 3H3 -4-23 . HOSE ASSEMBLY, Plastic covered (MS28741) (NA) . . . . . . . 1 AS 
AN6271-4-29-1/2 s -HOSE ASSEMBLY. 05x. da Ger κ οἱ wit, et ee ees ee Go ak es ee κα 1 F 
-71 . 3H3-4-22 . HOSE ASSEMBLY, Plastic covered (MS28741) (NA) . . . . . . . 1 AS 
AN6271-4-26-1/2 siv “HOSE ASSEMBLY... e a ss € Ὅν. το aa ἵν Me 1 F 
-T2 AN815-8D UNION Lis merce κ. Ὃν. The UR ο ο ο al ο ο ἐς, δὲ ο -ῳ EROR a 3 
-T3 AN832-8D e UNION; ne wo» 4s e O ο’. αἱ tas A De TU e Cer a fe ντ 1 
AN924D8 "MD ο E ls e 2 
AN960D1216 e WASHER as sse e Wi si a ía 2 
-74 184-58803-11 + LINE ASSEMBLY, Elevator and rudder boost return union . . . 1: 
station 352 to union at station 377 
-75 184 -58803-9 . LINE ASSEMBLY, Elevator and rudder boost return union... 1 
station 312 to union at station 352 ; 
-76 184 -58803-7 . LINE ASSEMBLY, Elevator and rudder boost return union 1 
station 284 to union at station 312 
-77 184 -58803-5 . LINE ASSEMBLY, Elevator and rudder boost return union . 1 
station 245 to bulkhead union at station 284 
-78 184 -58803-3 . LINE ASSEMBLY, Elevator and rudder boost return union. . 1 
station 239 to union at station 245 
-79 AN815-10D μον ο ο YA at o Ντο go ds 2 
-80 184 -58806 -83 . LINE ASSEMBLY, Boost system pressure restrictor station . . 1 
346 fwd to union station 243 
-81 184-58806-85 . LINE ASSEMBLY, Boost system pressure restrictor station . 1 
350 fwd to union station 249 
-82 196-8-4.0 . REGULATOR FLOW, 3000 psi service (WAEC) . . . . . . . . . . 2 
-83 AN919-15D 4 SREDUCER l3. p OY xe BS AP Ue og e νο ο Wr TRU UL Ma S Y, e monis 4 
AN6290-8 ο QGASKET 4L P po. ee οἱ Qo Vu Rial wi, Ὃν ser τῷ By az Εμ... 4 
-84 184 -58804 -49 . LINE ASSEMBLY, Boost system pressure elbow at station . 1 
374 to the restrictor at station 350 
-85 ' 184 -58804 -47 . LINE ASSEMBLY, Boost system pressure elbow at station . 1 
374 to the restrictor at station 350 
-86 AN833-10D 4 HEHBOW. 254 ὦ ες 4.4 2€ 6.25 Ὁ OR, Gee eyes e ee τᾷ ώς. ee α 2 
AN924D10 a NU A a dd ΙΙ ο O ρα crop € 2 
AN960D1416 ο A A RN 2 
-8T 175-58792 - LINE SUPPORT, Hydraulic aileron lines . . . . . . . . . . +. 2 


-88 AN919-3D s REDUCERS. 4 e oR nd qe oe Γι ο) m] η Rw Rol del denn 
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H-184-58-113 


FIGURE 267 - LH INTERMEDIATE FUSELAGE HYDRAULIC EQUIPMENT INSTALLATION 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
267 No Number FUSELAGE INTERMEDIATE LH HYDRAULIC EQUIPMENT INSTALLATION . . . Ref 

(see figure 266 for next assembly) 
-1 AN815-8D SUOUNIONS ο ο ο ο US ο τρ. 2 
-2 AN833-8D a ELBOW s 0 αν e o AA, a at ay ares tai de 1 
-3 AN815-5D . UNION. . . . a * -ᾱ 4 è 2 
-4 AN815-4D αν UNION his sare ar Ὁ A αρ) ae τ 4 
-5 AN815-6D zs UNTON i 2 ον O IRL RID IL c αμ e AED Ut 4 
-6 184-58803-13 . LINE ASSEMBLY, Elevator and rudder boost return union . . 1 
station 377 to union at station 414 
-τ 175-58815-51 . LINE ASSEMBLY, Arresting gear retract union station 485 . . 1 
forward to union station 455 
-8 175-58815-53 . LINE ASSEMBLY, Arresting hook up station 485 forward to 
union station 455 
-9 184 -58805 -75 . LINE ASSEMBLY, Arresting gear retract union fuselage. . . . 1 
station 369 to union fuselage station 410 
-10 184 -58805 -85 . LINE ASSEMBLY, Arresting gear return union fuselage .... 1 
station 370 to union fuselage station 409 
-11 184 -58803-15 . LINE ASSEMBLY, Elevator and rudder boost return union... 1 
station 414 to bulkhead 90° in 424 bulkhead 
-12 184 -58805-77 . LINE ASSEMBLY, Arresting gear retract union fuselage. . . . 1 
station 410 to union bulkhead station 424 
-13 184 -58805 -87 . LINE ASSEMBLY, Arresting gear return union fuselage . . . . 1 
station 409 to union bulkhead station 424 
-14 AN832 -4D ge UNION S 6 leat te tb See ἃ Ὅν OS RO πε Ἕ ¿os ον τὰ Ὃν ὅσια 1 
AN924 -4D kc NU ce? a è r οι EA . i 1 
AN960D716 . WASHER . . DNE ELM ED M QD : 1 
-15 AN832 -6D κ UNIONI να Wo νι G€ 00 X 0 UE e e γα A * A 1 
AN924 -6D a MTS a de a RR AR A RO ALGO. AA A 1 
AN960D916 X: WASHER ou ose RU A τα ROA RR WS DA 1 
-16 175-58815-49 . LINE ASSEMBLY, Arresting hook up bulkhead union station . 1 
424-5/8 to union station 456 
-17 175-58815-47 . LINE ASSEMBLY, Arresting gear retract union fuselage. . . . 1 
station 455 to bulkhead union station 424 - 
-18 175-58815-53 . LINE ASSEMBLY, Arresting hook up station 485 forward. . . . 1 
to union station 455 
-19 175-58815-51 . LINE ASSEMBLY, Arresting gear retract union station . . . . H 
485 forward to union station 455 
-20 184 -58210 . SUPPORT ASSEMBLY, Hydraulic lines sta 489 intermediate LH . 1 
-21 175-58816-37 . LINE ASSEMBLY, Arresting gear retract union fuselage. . . . 1 
station 547 to union station 485 


-22 175-58816-35 . LINE ASSEMBLY, Arresting gear retract union station 485 . . 1 
to union station 546 
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FIGURE :268 - UPPER RH FUSELAGE STATION 362.236 TO STATION 375.5 HYDRAULIC EQUIPMENT 


FIGURE & PART UNIT: USEABLE ON 








INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
268 No Number UPPER RH FUSELAGE STATION 362.236 TO STATION 375.5 HYDRAULIC. . Ref 
EQUIPMENT (see figure 265 for next assembly) 
175-58073 . PANEL ASSEMBLY, Hydraulic relief and by-pass valves . . . . 1 σ 
complete I 
175-58073-3 . PANEL ASSEMBLY, Hydraulic relief and by-pass valves . 1 AN 
complete 
-1 175-58072-10 - . PANEL ASSEMBLY, Hydraulic relief and by-pass valves. . 1 AN 
-2 AN6279-12CD so. VALVE s ο... se ey ο αν το εν» V QS e DEN UA 1 AN 
-3 AN6290-12 s ue GASKET 6 og V Ὁ ος ok ee ee Ὁ μυ a uà 1 
-4 AN893-19D s . BUSHING > so s e sa ee s en SS Ma ead i a 1 
-5 AN6290-10 s> oe OGASKET o2 ο E osé νι oe o us v 1 
-6 AN6291-10 Be A RINGE X lat fa hoe ee en E ον ὃν Se 1 
-7 AN6289-10D νυν. Re a VK e eas da E πα ο 1 
-8 AN833-10D A NA do 1 AN 
-9 175-58878-53 + . LINE ASSEMBLY, Boost system return relief fuselage . . 1 AN 
Station 390 to relief valve fuselage station 377 
-10 AN919-15D REDUCER . > so s + + se eee S ο ah e αμα A 1 
AN6290-8 ote GGASKET. Lux a eta is 1 
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FUSELAGE (Cont) 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 





AN933-10D . ELBOW . . . . . . ; r 5, «Ὁ 2 1 AN 
AN6289-10D a ΝΟ 4e Ὁ E E à e " s 1 AN 
AN6291 -10 n a RING: 4 X. eg δὶ ἃ è r 5 5 1 ΑΝ 
AN6290-10 . . GASKET. .... ooo 3 S S Uu. " v as AN 
-12 AN894D10-8 - . BUSHING .. .. . . . . A ; Ñ : 1 AN 
AN6290-8 eso GASKET. ο can ces cos ο ο wh aay lees ρα. s 1 AN 
-13 23621 . . VALVE, Hydraulic relief (AP) . . . . . . . . . .. Sei 1 
-14 AN833 -8D E a -ELBOW o laca e ai oy à r a 1S ee 1 
AN6289 -8D » «NUT Au A V sme "E . 5 » * en G 1 
AN6291-8 . eo RINGo acce ος Ὁ UO Rue iue fet : ee 1 
AN6290-8 - . GASKET. DR νο rs NP HE ο πο “νο 1 
-15 AN815-8D 5. x UNION to We Seo set vay xs oe Ai νῷν δν Tee y uo Lehr ok Ne PD 1 
AN6290-8 ὃ . GASKET. . ter aee νην ο s.s 1 
-16 175-58878-59 + . LINE ASSEMBLY, Boost system return by-pass valve . A 1 ΑΝ 
station 393 to relief valve station 390 
-17 25036 . . VALVE ASSEMBLY, Hydraulic by-pass (AP) . . . 1 
-18 AN833 -6D vox» ΩΡΩΝ τν νι de oes Ge Mee TX os eo E es Bae x 1 
AN6289-6D αμ MUT. C. Te a Xn R si δν ος » 1 
AN6291 -6 eo ae. SRING 9 6x99 iua) vs s è CE T 
AN6290-6 s zo GASKET. o uw. AAA ox m es à - 1 
-19 AN919-12D " . REDUCER . . . . +. +. $e dS NUS A $ $ 1 
AN6290-6 . . GASKET. . . y . s : "E "e 1 
-20 AN833-8D 5 . ELBOW HL : wots E 2 k 1 
-21 AN6289-8D NU αν οὐ oo 2 R oe : 1 
-22 AN6291-8 . . RING. LA ο ο ferner Ml iue od e 1 
-23 AN6290-8 so (GASKET. dese, RV soc On le CP a Ge oat os 1 a 
-24 AN894D8-6 ste “BUSHING 02 yeaa! di E AA RA το 1 
-25 AN6290 -6 £e og GASKETS: CDU etm 4s RAE XS Acceso w,. RU. cL uw 1 
-26 AN804 -10D s s PEE w 6. 3.79 E neue εδ set Ven ο γῷ. 1 ΑΝ 
AN6289-10D ~ s NUT ο A A x sos á . z 1 AN 
AN6291 -10 è V RIENG ο A vastus PIU " i AN 
AN6290-10 se SOASKESD a a ero M. ας Ae RUIT δὲ ορ ων Tal Ua? dsl rec ES x AN 
-27 AN893 -10D de ie? e BUSHING x RR A ὦ a 5. ο) E a de. Wy: SK 1 AN 
AN6290-12 . . GASKET. e, Pa σα], ο πο μα. 1 AN 
-28 175-58072 . . PANEL ASSEMBLY; Hydraulic relief and by-pass valves. . . X C 
-29 AN834-10D abw TEE. 5 EE ἃ wu ας E, A ai A OR o 1 C 
-30 AN814-12D . . PLUG AND "BLEEDER. a a A EA 1 σ 
AN6290-12 siye (GASKET μα ο ο μασ ο ο αμ οίκο» IET ya 1 σ 
-31 AN919-20D ον ο (REDUCER.- woaNoe o E Nue IRI Cal δν det cua den δα ton eet ta a 2 C 
AN6290-12 . . GASKET. . . ος τὸ, Si ie, Ves. dh DEL eis 2 C 
-32 AA11362A - . VALVE ASSEMBLY, "Hydraulic "relief: (vi). a Me νο. 1 σ 
-33 175-58878-13 + . LINE ASSEMBLY, Boost system return relief valve. . . . . | Te 
fus sta 390 to relief valve fus sta π 
-34 AN919-15D εν REDUCER, ii ὃς a m ue cer E E A e 1 C 
AN6290-8 . . GASKET. . . $ d, c8. Tat rte zig 1 C 
-35 185-58878-15 . . LINE ASSEMBLY, Elevator “and "rudder boost return from . . 1 C 
by-pass valve fus sta 393 to relief valve fus | 
sta 377 i 
-36 175-58878-71 . LINE ASSEMBLY, Boost system pressure by-pass valve. . . 1 
station 393 to elbow station 400 
-3T AN833-8D wu «ELBOW ot κ. Ser ay ἀν" de τς aie Soll ee Tey -ᾱ- WR «ῷ rep, Sy owns iso A ἂν «ὃ 1 
AN924-8D ο ο ας ο RS SO ox. a ee a XO dh a Ὁ ἃ Sy ο”. ων . ^ 1 
AN960D1216 . WASHER "I" 3 CAN DE" EM 1 
-38 AN832-6D . UNION. 5 O . " : ES ΠΝ 2 
AN6290-6 . GASKET . . y: Gne stie nt v de ire ú oo a ΠΠ 2 
AN960D916 . WASHER $us pr “αγ αἰών iv . . . By i As . à 
ΑΝΟΟΙ -6D . ΕΝ pe ο ον ο we ae ᾱρ ο e ων ; ος ἂν e a 2 
-39 AN894D6-5 . BUSHING. ο, ete . αὐ 3 » . avy V σῷ 2 
-40 AN919-20D . REDUCER. ute ui RI c s P a Η 1 
AN6290-12 so “GASKET: uu e v oos A . i . . 1 
-41 38428 . FILTER (PUP). . . . . 2 a E : δ : 1 
-42 AN893 -19D . BUSHING. ER A . Y 4 r 7 E 1 
AN6290-12 . GASKET L4 ἂν o τα ? . οὖν ἃ "ES è os 1 
-43 AN784-10D . TEE. ο εν ur ^d A . k a dea * SP he . 1 
AN6289-10D . NUT. . v “ar Wake ae . ast e ED A ος : 1 
AN6291-10 . RING er RI a Ses tel. ντ . e ie «s . ο ow lev ὦ. ὦ 1 . 
AN6290-10 . GASKET e Due ν΄ αν 4g A $e mS " è A 1 
-44 AN833-10D . ELBOW. 4l ww IS ade AS . . 4 ο ο Wi δὲ ιά 7 1 
AN6290-10D ait NUTA d. ue ROTE cw Caper . . . ο " 5 1 
AN6291-10 av RUNG Gola orta ael Ge ROTE ο ὅς κος ὦ A A 1 
AN6290-10 . GASKET i xs ὅς à . . . . 1 
-45 AN919-12D « REDUCER; ower eo ak en UE ee ἃ . . € ode ο 1 
AN6290-6 + GASKET ME, . S i ea or ο) ο ὦ 1 
-46 466645 . PLOW DIVIDER (BARB) . . . . .. : LN aa 1 
-47 AN919-15D ». REDUCER. a.a. aessa ο κος " ο . 1 
AN6290-8 + GASKET . . . e ος 1 
-48 184 -58804-51 . LINE ASSEMBLY, "Boost system pressure “elbow “fuselage I 1 
station 363 to relief valve fuselage station 373 
-49 175-58878-69 . LINE ASSEMBLY, Boost system pressure by-pass valve. . . . 1 
station 393 to flow divider station 393 
-50 184 -58804 -55 . LINE ASSEMBLY, Boost system pressure tee at station... 1 
387 to relief valve at station 377 
-51 175-58878-67 . LINE ASSEMBLY, Aileron boost pressure flow divider. 1 Ἶ 
fus sta 393 to relief valve fus sta 390 
-52 184 -58804 -59 . LINE ASSEMBLY, Boost system pressure union at station... 1 


382 to filter at station 387 
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FIGURE 269 - RH INTERMEDIATE FUSELAGE HYDRAULIC EQUIPMENT INSTALLATION 
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ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 





FIGURE & PART [ UNITS USEABLE ON 
INDEX NI NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
269 184-580H2 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate. . Ref 

RH (see figure 265 for next assembly) 
No Number RIGHT HAND UPPER INTERMEDIATE FUSELAGE HYDRAULIC EQUIPMENT Ref 
(see figure 270 for detail breakdown) 
-1 AN919-14D . REDUCER. . ο ee δ) ied ur νιον κ , A 4 
-2 AN6290-6 e ‘GASKET . 2. 2. : . s 11 
-3 ΑΝΟΟΤ -6D . ELBOW, ET NO Vr wet Cay Us κ à 5 . 1 
-4 AN924=6D πρι A Ὅν. C eR ee er ee μυ. 2 
-5 AN832 -6D . UNION. Wc LS €. Ce cao viele να val e Um » " E ^ 2 
-6 AN815-5D UNION. . . . 2 
-T 184 -58801 -43 LINE ASSEMBLY, “Emergency “bomb bay door open reducer at. 1 
fuselage sta 422 to union at fuselage sta 422 
-8 184 -58801 -45 LINE ASSEMBLY, Emergency bomb bay door close reducer at 1 
fuselage sta 422 to union at fuselage sta 422 
-9 184-58801 -31 . LINE ASSEMBLY, Bomb bay door open union at fuselage 1 
station 422 to elbow at station 422 
-10 184 -58806-73 LINE ASSEMBLY, Bomb bay door close union at fuselage. . 1 
station 422 to elbow at fuselage station 422 
-11 AN919-3D REDUCER. . . PEL CERERI P RUE A LE 2 
-12 184-58801-41 LINE ASSEMBLY; Emergency bomb bay door close elbow at 1 
fuselage sta 422 to reducer at fuselage sta 422 
-13 184-58801 -39 LINE ASSEMBLY, Emergency bomb bay door open elbow at. AW 
fuselage sta 422 to reducer at fuselage sta 422 i 
-14 AN833-4D ELBOWS x I 4g» a 09 m narar IS m Mer BE Ww le oe UO XS x 2 
-15 AN924 -4D NDS a Heg Is Cert Ta a de 2 
-16 AN815-10D UNION. ο κ ο ο PE ae 13 
-17 184-58136 RUBBER STRIP, Hydraulic bomb door hose. : 3 
-18 184-58801-57 LINE ASSEMBLY, Bomb door close union station "380 ‘aft. 1 
to union station 406 (RH side) 
-19 184-58801 -55 LINE ASSEMBLY, Bomb door open union station 380 aft . . 1 
to union station 406 (RH side) 
-20 184 -58801 -63 LINE ASSEMBLY, Bomb door close from union at station. . . 1 
358 to union at station 370 
-21 184 -58801 -23 LINE ASSEMBLY, Bomb bay door open union at fuselage . . . 1 
station 354 to fuselage station 392 
-22 184 -58801 -25 LINE ASSEMBLY, Bomb bay door close union at fuselage. 1 
station 356 to fuselage station 392 
-23 184 -58801-21 . LINE ASSEMBLY, Bomb bay door close union at fuselage. . 1 
station 316 to union at fuselage station 356 
-24 184 -58801-19 LINE ASSEMBLY, Bomb bay door open union at fuselage 1 
station 318 to union at fuselage station 354 
-25 184-58801-17 . LINE ASSEMBLY, Bomb bay door close tee at fuselage. . . . 1 
. station 280 to union at fuselage station 31 
-26 184 -58801 -15 . LINE ASSEMBLY, Bomb bay door open tee at fuselage . . . . 1 
/ station 277 to union at fuselage station 318 
-27 ρα» 20 . HOSE ASSEMBLY, Bomb bay pressure line hydraulic . . . . 2 AS 
AN6292 -6 -31-1/2 SHOSE ASSEMBLY... ο cod m e Ge Oe Ut ED Um i$. S 2 F 
-28 175-58241 SPRING TENSION . . es δίνη A d ne A we ew ea ον αν SE 3 
-29 184 -58801 -27 LINE ASSEMBLY, Bomb bay door open at fuselage station 1 
. A 392 to union at fuselage station 422 
-30 . 184 -58801 -29 LINE ASSEMBLY, Bomb bay door close union at fuselage. 1 
: station 392 to union at fuselage station 422 
-31 AN6271-4-26-1/2 « HOSE ASSEMBLY. 4 . . 2 £4 . ow w* o£ o£ * ow e c4 coord 2 1 F 
MS28741-5-26-1/2 . HOSE ASSEMBLY. ..................... 1 ΑΒ 
-32 AN6271 -4-29-1/2 . HOSE ASSEMBLY. . . . +. .:. . 4... e s š 1 F 
' MS28741-5-26-1/2 HOSE ASSEMBLY. 4 ie 2 A CE O A RA 1 AS 
-33 184-58038 HOSE ASSEMBLY, Bomb bay pressure line hydraulic . . . 1 AS 
AN6292-6- 31-1/2 HOSE: ASSEMBLY. ρω 4 » * a x x * 4 4 X X 0 οι ον à 1 F 
-34 184-58038-10 HOSE ASSEMBLY, Bomb bay pressure line hydraulic T 1 AS 
AN6292-6 -31-1/2 HOSE ASSEMBLY. . . . . . . . dis $E E RENS 2 1 F 
-35 ANB24 -10D "TER. 2 O Ὁ ᾳ- κ. d ESOS ο 6. ὁ ἃ ϱ di "nm 3 
-36 AN929-10 CAP Laa woe cx, Te Mel RA a a a SS . X 
-37 AN834 -10D TEB S E ο ea Ga, DEA er δν αὶ L US 1 
-38 184 -58801-11 LINE ASSEMBLY, Bomb bay door open union at fuselage ... 1 
station 262 to tee at fuselage station 277 
-39 184 -58801 -13 . LINE ASSEMBLY, Bomb bay door close union at fuselage. 1 
station 260 to tee at fuselage station 280 
-40 184 -58806-67 LINE ASSEMBLY, Bomb door open tee station 230 aft to. 1 
union station 248 
-41 184 -58801 -9 LINE ASSEMBLY, Bomb bay door close tee at fuselage. 1 
station 230 to union at νο. station 260 
-42 AN919 -6D + REDUCER. . . . . . . .. +. s . 2 
-43 AN6240-1 . FILTER... . oe x τῷ 2 
-44 5-1649-75 . VALVE, Overall "hydraulic “service No. 6 check valve on . 2 
center swing type aet. 60 (PA). 
-45 AN926 -6D ELBOW. ... Lnd Wem queue nés μα ie uw v ced Leip i Uy 1 
-h6 AN814-6D PLUG AND BLEEDER . . . de ο ο μι. 1 
-47 184 -58806-77 . LINE ASSEMBLY, Bomb bay door close elbow at fuselage. . . 1 
station 224 to tee at fuselage station 232 
-48 184 -58806-79 . LINE ASSEMBLY, Bomb bay door close elbow at fuselage. 1 
station 224 to tee at fuselage station 230 
-49 AN832-10D <, UNTON o ta E οι ας αι ἂν A rta ες ee 2 
-50 AN924-10D x - JUTG A A RA A CRI» AP UD 2 
-51 AN927 -10D S ELBOW ο ο Wade ο ο ο S RICH e: x On 2 
-52 AN6290-10 GASKET .. . . . s. : : 4 
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FIGURE 270 - RH UPPER INTERMEDIATE FUSELAGE HYDRAULIC EQUIPMENT 
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ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


E e —————————ÓHRCCUSEABE ON 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
270 No Number RIGHT HAND UPPER INTERMEDIATE FUSELAGE HYDRAULIC EQUIPMENT. . . Ref 
(see figure 269 for next assembly) 
-1 AN833-8D ELBOW. . . . . 4 ο «κ ο ο ο ο om oh κ κ ο ο n n m t t] n7 2 
AN960D1216 WASHER .j i20 owns ata ος Ia A ον cm ὧν cd, 2 
AN924D8 A A O A O 2 
-2 175-58810-57 LINE ASSEMBLY, Rudder and elevator boost pressure elbow 1 
fuselage station 404 to elbow fuselage station 424 

-3 175-58815-9 LINE ASSEMBLY,: Jet air duct door close union station. 1 
369 to bulkhead union station 399 

E 184-58801-85 LINE ASSEMBLY, Jet door open from union station 375 to. 1 
union station 400 

-5 AN833-10D ELBOW. 4 2c 0 e m e Io m yore wire Ὁ Hw e 
AN92!ID10 NUT. ο ον 6. Ὁ ιο ο Ον τι τι, s. eoe.» AS 2 
AN960D1416 WASHER oa ERE ον ia ο 2 

-6 AN815-5D UNION- és GONG oe ee Be FREI a, Tries es ao fu e Se, f 6 

-7 175-58810-63 LINE ASSEMBLY, Air vent elbow fuselage station 362. 1 

to union fuselage station 364 
-8 AN815-8D UNION. $ aaa orde a a a T 
-9 AN815-4D UNION. . νην eri Ré cei tul de sds Salta Vout welt st elt ο l 
-10 184-58801 -69 LINE ASSEMBLY, Flap motor drain union station 360 . 1 
to elbow station 375 

-11 184-58801 -67 LINE ASSEMBLY, Wing flaps down from union station . 1 
360 to elbow station 375 

-12 184-58801-65 LINE ASSEMBLY, Wing flaps up from union station 360 . . . 1 
to elbow station 375 

-13 184-58801-71 LINE ASSEMBLY, Wing flaps up from flow regulator. ... 1 
station 324 to union station 360 

-14 184 -58801 -73 LINE ASSEMBLY, Wing flaps down from flow regulator. . . . 1 
station 324 to union station 360 

-15 184 -58801 -77 LINE ASSEMBLY, Reservoir air vent from union station. 1 
254 to union station 364 

-16 196-8-4.0 REGULATOR, Flow 3000 psi service E TAY 2 wW 
196-8-2.0 REGULATOR, Flow 3000 psi service (WAEC 2 BQ 

-17 AN6290-8 GASKET .. &. 4 ο aon i e m m le δι. ο os. ἃς y 4 

-18 175-58792 SUPPORT ASSEMBLY, Hydraulic aileron boost lines seal. : 5 
AN3-14A BOLT. ads Cer we aa oc il ος ὦ Uude E oh Ss ve CS εφ: ὧς οὶ ag 10 
AN960D10L WASHER . . . . . © © © © © © © © © © ὁ ὁ oe ο ὁ om . . 0. 9. 10 

-19 184 -58801 -79 LINE ASSEMBLY, Wing flaps up from union station 250... 1 

to flow regulator station 324 

-20 184 -58801 -75 LINE ASSEMBLY, Flap motor drain from union station 360. 1 ^ 

to union station 270 ° : 

-21 184 -58801 -81 LINE ASSEMBLY, Wing flaps down from union station 250 . . 1 

to flow regulator station 324 
-22 . 184 -58801 -47 LINE ASSEMBLY, Jet door open union fuselage station... 1 
: 245 to union fuselage station 290 
-23 184 -58801 -49 LINE ASSEMBLY, Jet door close union fuselage station. . . 1 
245 to union fuselage station 292 

-24 184 -58806-45 LINE ASSEMBLY, Emergency jet door close union fuselage. . 1 
statión 3l? to union fuselage station 368 

-25 184 -58806-47 LINE ASSEMBLY, Arresting gear return union fuselage . . . 1 
station 368 to union fuselage station 392 

-26 184 -58804 -19 LINE ASSEMBLY, Boost system return elbow station 362. 1 
forwará to union station 249 

-27 184 -58804-23 LINE ASSEMBLY, Boost system pressure elbow station. 1 
362 forward to union station 244 

-28 184 -58801 -83 LINE ASSEMBLY, Flap motor drain from tee station 270. 1 
to union station 254 

-29 AN824-4D TER. 0 e woe £4 Ὁ 0 c9, Ia ὁ ὁ . 1 

-30 AN929-4 CAPe MEME a e e ὦ ee ἂν ᾱ Pas . 1 

-31 AN815-10D UNION. . « . « o oo « « on om om ὁ n ο n8 n t9 t9 . 2 

-32 AN815-12D UNION. . . . « .. . ee n e ue tren. ο . 1 

-33 AN6290-12 GASKET . . . . . à. . ὁ ὁ ὁ ὁ ὁ ὁ ο ὁ € ὁ ὁ ο wololo 3 

-34 A6010 VALVE, Balance outlet inverted rellef (ΝΝΜΒ). . . . ; 1 

-35 160-58137 SUPPORT ASSEMBLY, Hydraulic pressure priority valve . . 1 

-36 AN784D12 TEE. Me ον CENTS να, E ee D ο ασ 1 

|-31 AN833-12D ELBOW : - v As ο ον ως A es a a Ne οι o A cae τ) ue 1 

-38 AN6289-12D NUT. doe ΤΣ OSE oue 5 . . ο wo Ὁ ue e's 2 

-39 AN6291-12 RING os ser bate » 2 
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FIGURE 271 - TOW TARGET PACKAGE PERMANENT HYDRAULIC EQUIPMENT 
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ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


ΔΤ  υυἱυὐὕὑὕἧ“«Ὅ-θθθθἜξθθθθθθθθθθθθθθτ SEABLE ON 
FIGURE δ PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
271 TOW TARGET PACKAGE PERMANENT HYDRAULIC EQUIPMENT 
(NHA 169-89600-10) 
-1 AN929-6 CAP ee &' Er. lup Us ei EE t 5 ifr: πὲ ον δὴ 2 
AN929-4 . CAP APG) co ers s $4 e ww ck iR 2 
-2 AN814-6 . PLUG μας ο ο ο ie ο νυν Ded enr . 2 RUN 2 
AN814-4 . PLUG (Aft). . . . +. +. + Santer oer tS yw he oue 2 
-3 AN6290-6 GASKET eda es Nt wes E HD ντο wet ators ον. 2 
AN6290-4 GASKET (Aft). . . . . 4 4 e e e eoo Ro. oom o m n t] n 2 
-4 184 -58810-3 LINE ASSEMBLY, Tow target package drain union in check. 1 
valve to tee 
-5 AN815-40 © "UNION. . sica : 6e 50920979 9 5 ὁ  ὁ o9 ο δ. - ὁ es 1 
-6 AN6290-4 α GASKET Ὥς oe eer ds οφ. ο a ο. 2 
-τ AN6280-4 ΝΑ vL vo e S v^ eee ide n ασ κ. 1 
-8 AN919-30 REDUCER. . . . . . 4 ee ee +... o... oom om o mo on . ot t n 1 
-9 18h-58810-5 LINE ASSEMBLY, Tow target package drain drain coupling tow. 1 
target disconnect panel to reducer in check valve 
-10 15584 -50 COUPLING HALF AQ) ...6—. m; 19 “ὁ. RR ox LR. XR oem 5 1 
-11 15554 -10D COUPLING HALF |» EIE MEC E EM 1 
-12 15584 -8D . COUPLING HALF AQ). s € 4o ᾱ- As ls ὃν ὁ, Ὁ 1 
ATTACHING PARTS 
-13 AN520-10R10 SCREW see . 46 ege) s ae ES Tec Ten ο” eoe o e 59» ove ϱ τ cw vw. ᾱ de 9 
AN960D10L WASHER . . . . a 4 ο 4 © © © . © ο: om . m a . . t9 tg 18 
AN365-1032 ΜΙΤ V v. aa a P le CETUR ON CI a 9 oes ue 9 
PR me 
-14 15586-5 DUST CAP AND CHAIN (AQ) . . « « + ee ee n . on . o. 1 
-15 15586 -12 DUST CAP AND CHAIN AQ Sige a UP ο. 1 
-16 15556-8 DUST CAP AND CHAIN (AQ)... .. + ee eee eee eee 1 
-17 169-58614 . CHAIN ASSEMBLY, Tow target package hydraulic safety . a 1 
-18 184 -58810-7 . LINE ASSEMBLY, Tow target package return return coupling. . 1 
tow target disconnect panel to reducer in check valve δ 
-19 AN919-20D REDUCER. . c a e ee © © e © ee ew om om om . . o] m] t] m t] t ng 2 
-20 AN6290-12 GASKET Q^ ο eden 6, rele ος) ας HC rA n irs 2 
-21 AN6280-12 y VALVE saoe ee owl. è Loue A E Ἔα 1 
-22 AN6290-10 . GASKET . . . .. 4. 2 eee 27M Bc BE ο wp 2 
-23 AN783-10D ΕΕ Ss a si A a utia 2 
-24 AN919-15D . “REDUCERS «X ux ox a a er a οἱ -ᾱ- ey ο, ὁ 1 
-25 184 -58810-9 . LINE ASSEMBLY, Tow target package press reducer into. . . 1 
. pressure coupling on tow target disconnect panel 
-26 184-58810-11 . LINE ASSEMBLY, Bomb doors open union at station 262 . . . 1 
to tee at station 277 
-27 184-58810-13 . LINE ASSEMBLY, Bomb doors close union at station 260. a 1 
ή to tee at station 280 
-28 169-31332 . FITTING, Fuselage bomb bay lower longeron female aligning 1 
-29 AN4-11A ο BOLT cos cer 204) ew ewe ο RE, νεῖ GY died See: 85 5 : 4 
AN960D416 . .WASHER . . . . . ὁ ee ee ee moo om . ον.» 2 ue 4 
-30 169-55052 . EYE ASSEMBLY, Tow target reel hoist track forward . . . + 1 
AN5-20A v C. BOLT sog xx; ge ων eae 9e ο A win ES eS νε vs 1 
AN960C516L WASHER. Ὁ ο ο ia A ο. c9 wo chos de LS, ὁ 2 
AN365-524 μι. A E E te: Nal 6/709. plan Sa dal . 1 
-31 169-48863 -97 LINE ASSEMBLY, RH inboard wing scupper drain to tee . x 1 
-32 169-55049-1 FITTING ASSEMBLY, Tow target reel hoist track aft . 5 1 
support LH side 
169-55049-2 FITTING ASSEMBLY, Tow target reel hoist track aft 5 1 
support RH side 
ATTACHING PARTS 
-33 AN4-7A BO voce? ο A ο οφ Ge A A RS ode A 4 
AN960D416 WASHER . . . . we we ee ee te m o] om m n] f m t] n , 8 
AN365-428 NUTS erue vr e ή Senses ah duce A RS AS " 4 
L Lou 
-34 AN365-1032 Vta ONUT 2o 4 o mo 00 9 ο ο ὡς Xe ον ο 8 «τὸ 6 zc ας. A 1 
AN960D10 : . WASHER. . . « 4 4 4 +. 4 ee ee et m ο» RUE 1 
NAS43DD3-16 . . SPACER, Screw and bolt . . . . . . sses eso » 1 
NAS43DD3-26 . . SPACER, Screw and bolt... κα ts ar Bis * 1 
AN509-10-14 S a4 “SCREW 12-43. Wo c ο mri ὁ. Ὁ, i "ών, T ον, CAPTA. α΄ ὁ- Bee 1 
-35 160-31488-3 : LATCH, Fuselage station 239-3/4, 324-1/2 and 337-1/2 . 1 
store hoist support 
-36 156-31487-1 . . SPRING, Fuselage bomb bay store hoist latch LH Lc 1 
156-31487-2 . . SPRING, Fuselage bomb bay store hoist latch RH . κ 1 
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FIGURE 272 - REAR FUSELAGE HYDRAULIC EQUIPMENT INSTALLATION 
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ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


a r a a —  ——— 


FIGURE 4 
INDEX NUMBER 


272 


-10 
-12 


-15 


PART 
NUMBER 


175-58231 
175-58231-10 


AA11324-A 
AN6200-6AB 
AN6280-4 
AN3-20A 
NAS43DD3 -32 
AN814-4D 
AN832-4D 
AN926 -4D 
AN815-4D 
AN833-4D 
AN834 -4D 
AN6289-4D 
AN6291 -4 
AN6290-4 
AN815 -4D 
AN832 -6D 
AN960D916 


-AN924 -6D 


AN832 -4D 
AN960D716 
AN924-4D 
AN821-4 
196-6-1.2 
AN815-6D 
AN893-2D 
AN804-4D 
AN6290-6 
AN833-6D 
AN960D916 
AN924 -6D 
AN833-4D 
AN960D716 
AN924 -4D 
MS28741-4-15-1/2 
156-58813-3 


184 -58804 -53 
156-58808-19 
184-58804-61 
156-58805-61 
175-58816 -39 
175-58816 -41 
175-58816-43 


AN815-4 
AN6290-4 


. 


2 3 4 5 6 7 NOMENCLATURE 


HYDRAULIC EQUIPMENT INSTALLATION, Fuselage rear. . . 


(see figure 69 for next assembly) 


HYDRAULIC EQUIPMENT INSTALLATION, Fuselage rear. 


(see figure 69 for next Bepenblan) 
RELIEF VALVE (VI) . . .. y uer ae da A 
RELIEF VALVE... . . "ET : 
VANE X wo. ὃς ᾱ- τα ᾱ 
BOLT os x aa Xx 
SPACER, Screw and bolt 
PLUG AND BLEEDER . . . 
UNION. ο s» ϱ 
πες ῳ. ᾳ s 
UNION. . . . 
ELBOW. 
TEE... 
NUT. 
RING 
GASKET . 
UNION. . 


. . 9 9 t! ο n 
. 


eot of o9 o9 o9! 9 9 9. 9 n9 


. 9 9 9 5 5 


. . 9 5 9 ο ο 
oe ee 


oom . o9 t og; n ὁ n 9 9 9 i$ 
. 


oe ee 


ELBOW . . 
FLOW REGULATO 
UNION. 

BUSHING. 


Q 
> 
u 
ΒΓ 
+ He 


oe eee 


ELBOW. . 1 : ; ; : KU EU EUR E P AES 
A wm fe Oe G4 omo Oe es A NA 


. . o 


NUD e. ean ὦ 

HOSE ASSEMBLY. A ^s v ox xe de ον ; δι ος ón s 

LINE ASSEMBLY, Arresting gear snubber tee at restrictor . 
to relief valve pressure port . 

LINE ASSEMBLY, Arresting gear snubber tee at restrictor 
to relief valve pressure port 

LINE ASSEMBLY, Arresting gear snubber tee to check valve. 

LINE ASSEMBLY, Arresting gear snubber tee to check valve. 

LINE ASSEMBLY, Arresting gear retract return station. e 
603 elbow to station 627 elbow 

LINE ASSEMBLY, Arresting gear retract station 628 flow. 
regulator to station 603 bulkhead elbow 

LINE ASSEMBLY, Arresting gear retract bulkhead union. . 
station 546 to bulkhead elbow station 603 

LINE ASSEMBLY, Arresting gear retract return union. . 
fuselage station 547 to bulkhead elbow station 603 

UNION; 4. .& xe -ᾱ--ῳ ο A . $4 a b «ὁ 

GASKET dé do mie να a A XE Ὁ νο 5. ὦ is τᾷ 


e. o o o o o osoa LL 


9 0 . o] 9 n 9 9 n 


UNITS USEABLE ON 
PER ASSY. CODE 
Ref R 
Ref BJ 
š 1 R 
Z 1 BJ 
; 1 
e 4 
y 4 
š 2 
. 1 
" 1 
A 2 
n 1 
i 1 
A 4 
A 4 
. 9 
š 1 
. 1 
š 1 
n 1 
: 1 
" 1 
i 1 
. 1 
x X 
E 1 
A 1 
A 1 
` 1 
: 1 
A 1 
. 1 
; 1 
s 1 
a 1 
. 3 
i 1. R 
: 1 BJ 
a 1 R 
7 1 BJ 
1 
1 
1 
1 
1 
1 
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STA. 489 





1 : 
4 2 STA, 681, 104 


H-184-58-7C. 


FIGURE 273 - RUDDER AND ELEVATOR BOOST SYSTEM HYDRAULIC EQUIPMENT INSTALLATION 


——————————————— M ——————————————————————————M— 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
τ. Ol- HYDRAULIC EQUIPMENT INSTALLATION, Rudder and elevator . . . . Ref R 
boost system (see figure 69 for next assembly) 
175-58701-3 HYDRAULIC EQUIPMENT INSTALLATION, Rudder and elevator . . . . Ref BJ 
boost system (see figure 69 for next assembly) 
No Number . RUDDER AND ELEVATOR UPPER HYDRAULIC BOOST EQUIPMENT . . . . Ref 
(see figure 27! for detail breakdown) 
No Number . RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST LINES . . . . .. Ref 
(see figure 276 for detail breakdown) 
No Number - RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST EQUIPMENT . . . . Ref 
(see figure 275 for detail breakdown) ; 
-1 AN6271-4-9 . HOSE ASSEMBLY ................-.. 1 
-2 AN6271-4-8 i: GHOSE. ASSEMBLY 2... 206 xoxo he ia See 4c BO WE ως ος. ϱ 1 
AN821-4D ος ο m ος rm. eo ο ο ee ee et ue wae ve dV ls 2 
-3 AN821 -8D ELBOW . . . . . . . PNE NEC" > 2 
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Group Assembly Parts List 
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FIGURE & 
INDEX NUMBER 


273-4 
-5 


-6 
-τ 


-19 


-34 


PART 
NUMBER 


175-58877 -23 
175-58877-19 


AN815-8D 
175-58877-17 


175-58877-15 
175-58877-11 
175-58877-13 
was 

175-58876-31 
175-58876-29 
175-58876-27 
175-58876-25 


AN931 -6516 
175-58877-7 


175-58877 -89 
175-58877 -9 
175-58877-91 
175-58878-61 


175-58877 -83 
184 -58803-17 


184-58803-19 


ΑΝ821 -8D 
175-58877-85 


175-58877-87 
175-58876-23 
175-58876-21 
175-58810-81 
175-58876-19 


175-58876-9 
175-58810-79 


184 -58807 -37 


3H2-4-13 
175-58702-3 


175-58702-5 


ANA -hA 
218-416 
ΑΝ365 -428 
175-58703 


AN3-4A 
2W18-10 
AN365 -1032 
AN6271-4-30 
ΑΝΘΟ6 -4D 


2 3 4 5 6 7 NOMENCLATURE 


LINE ASSEMBLY, Normal rudder and elevator boost return. . 
from union station 638 to elbow station 645 

LINE ASSEMBLY, Normal rudder and elevator boost pressure. 
from union station 638 to elbow station 645 

UNION ege νῷ, τοὺ Ὁ eB ee ο ο A ο κ 

LINE ASSEMBLY, Normal rudder and elevator boost return. 
from union station 610 to union station 638 

LINE ASSEMBLY, Normal rudder and elevator boost pressure. 
from union station 610 to union station 638 

LINE ASSEMBLY, Normal rudder and elevator boost pressure. 
from union station 560 to union station 610 

LINE ASSEMBLY, Normal rudder and elevator boost return. . 
from union station 560 to union station 610 

GROMMET eu ese dB og oe MUR. Ὁ LOS cow le θέ. μα”, ze c p. ses SP ie 

UNION x) ο τῴ ο ries ο Bee dan οφ des | Sep t κ... 

LINE ASSEMBLY, Emergency hydraulic rudder boost return. 
from union station 610 to union station 654 

LINE ASSEMBLY, Emergency hydraulic rudder boost pressure. 
from union station 610 to union station 654 

LINE ASSEMBLY, Emergency hydraulic rudder boost return. . 
from union station 550 to union station 610 

LINE ASSEMBLY, Emergency hydraulic rudder boost pressure. 
from union station 550 to union station 610 

GROMMET sc . 4 oe «ὁ 3 79.09 08^ * 09) 09 e 9| ο ecg ws 

LINE ASSEMBLY, Normal rudder and elevator boost pressure. 
from elbow station 480 to union station 560 

LINE ASSEMBLY, Normal rudder and elevator boost pressure. 
from elbow station 480 to union station 560 

LINE ASSEMBLY, Normal rudder and elevator boost return. 
from elbow station 480 to union station 560 

LINE ASSEMBLY, Normal rudder and elevator boost return. 
from union station 480 to union station 560 

LINE ASSEMBLY, Normal rudder.and elevator boost pressure. 
from bulkhead elbow station 424-5/8 to union 
station 465 

LINE ASSEMBLY, Normal rudder and elevator boost pressure. 
from bulkhead elbow station 424-5/8 to union 
station 465 

LINE ASSEMBLY, Elevator and rudder boost return bulkhead. 
90? in 424 bulkhead to union buttock line 8 RH 
station 424 f 

LINE ASSEMBLY, Elevator and rudđer boost return union . . 
buttock line 8 RH station 424 to union at station 471 

ELBOW. . . 4. ὁ « à «« wo tt we 9 « ὁ 0 ο om o9 tlt o9 ng 

LINE ASSEMBLY, Elevator and rudder boost pressure union . 
station 47.1 to bulkhead elbow station 480 

LINE ASSEMBLY, Elevator and rudder boost return union . 
statton 471 to bulkhead elbow station 480 

LINE ASSEMBLY, Emergency hydraulic rudder boost return. 
from union station 489 to union station 550 

LINE ASSEMBLY, Emergency hydraulic rudder boost pressure. 
from union station 489 to union station 550 

LINE ASSEMBLY, Emergency. hydraulic rudder boost return. 
from pump assembly to union station 489 

LINE ASSEMBLY, Emergency: hydraulic rudder boost pressure. 
from pump assembly to union station 489 

LINE ASSEMBLY, Drain rudder reservoir assembly to skin. . 

LINE ASSEMBLY, Filling hand pump to check valve at... . 
pump assembly filter 

LINE ASSEMBLY, Filling hand pump to check valve at... 
pump assembly filter 

HOSE: o (NAJ og i ee ce εν ee mms] Beis a 

PUMP ASSEMBLY, Hydraulic emergency rudder boost . . 
(see figure- 277 for detail breakdown) 

PUMP ASSEMBLY, Hydraulic emergency rudder boost . . . . . 

(see figure 277 for detail breakdown) 


BOET:. 465 55566 uw oe A ac deed, ο, ae 
WASHER, Flat (NA) . . . . . s o. 
NUT a 01694 0 ο ee ce a ο δ, BS Ima ὧν τῳ, αν δι, WII RES ο 
PUMP ASSEMBLY, Hydraulic rudder boost filler hand . . . 
(see figure 285 for detail breakdown) 


BOLT... .... MENO edu oq. “ᾱ 
WASHER, Flat (NA). ph UE A 
A O A ο Hegre μας ἴοι σον : 
HOSE ASSEMBLY. . . . . +. + ire άν 
PLUO 2. x ο τος de a ο E a i 


UNITS USEABLE ON 


PER ASSY. CODE 

1 

1 

9 

1 

1 

1 

1 

4 

8 

1 

1 

1 

1 

2 

1 B 
1 AM 
1 B 
1 ΑΜ 
1 B 
1 AM 
1 


. 


AM 
AM 


BA 


BY 
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Section Il 


ΑΝ 01-60AAB-4 Group Assembly Parts List 
FUSELAGE (Cont) 


: . mE 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
274 No Number RUDDER AND ELEVATOR UPPER HYDRAULIC BOOST EQUIPMENT. . . - +. + Ref 
: (see figure 273 for next assembly) 
-1 AN6271-4-6 . HOSE ASSEMBLY . . . « e e e © © © © ο ο © t] t, we t]: t1 t . 1 
-2 AN832-4D . ELBOW... . . o. o o. . . ο ο... e, ims ῳ cose 1 
2w18-716 . WASHER, Flat (NA)... 2 
AN924-4D 2 CNURAS 2 xu b dore Deer suede, Dux. Lie exe OL exin I P RE UL dn 1 
-3 # 175-58707-55 . VALVE ASSEMBLY, Hydraulic elevator boost. . . . . + +++ +» 1 
(see figure 283 for detail breakdown) 
ATTACHING PARTS 
-4 AN4-27A . BOLT. ... ο « o eee ee ee ο t t ot! t! t$ t] t] ο..." 2 
2W18-416L ` WASHER, Flat (NA)... 2 
AN365-428 ME πο Boe teh et Cr wt 2 
εφ uxo 
-5 AN815-6D i UNION A eh So ορ ee: Se Es 3 
AN960D6 . GASKET, . .. « » e 9 mo ος os oy 9 o s m. e f ος. 6 
-6 AN833-6D . ELBOW a . . 4. -« e e e ee ee om om on om om t t m |! | t]  ]| 1 t9 t 5 
AN6289-6D SEN QE 5 
AN6291-6 s. RINGS ο ON A Rn, a gm, 6 5 
-T 184 -588ΤΤ -3 "LINE ASSEMBLY, Normal elevator boost pressure from tee. . . 1 
; wl 70 to pressure transmitter wl 89-7/8 
-8 175-58807-73 . LINE ASSEMBLY, Normal elevator boost pressure from tee. . 1 
wl 70 to control valve I 
-9 184-58877-7 . LINE ASSEMBLY, Elevator boost up from control valve to. . . 1 
by-pass valve 
-10 184-58877-5 . LINE ASSEMBLY, Elevator boost down from control valve . . . Y 
to by-pass valve 
-11 175-58807-75 . LINE ASSEMBLY, Normal elevator boost return from relief . . 1 
valve wl 61-5/16 to control valve 
-12 175-58877-39 . LINE ASSEMBLY, Normal elevator boost pressure from relief . 1 
valve wl 61-5/16 to tee wl 70 -ο 
-13 175-58877-33 . LINE ASSEMBLY, Normal elevator boost pressure from tee wl. 1 
52-5/8 to by-pass valve w1 72-1/4 
-14 AN926-4D ὦ MBE n os 020509. 0 0*0 e τα αι τς es e Ceres im 1 
-15 AN919-6D . REDUCER . . . +... ss 3 
-16 AN6290-4 . GASKET. . 1. « 2 « e ee ee ew ee m t t t] eee ee t| t] t1 ng£: 3 
πον 11502 . PRESSURE SNUBBER (OPS)... ee s s ee ee o n n ot gn t 1 
-18 AN6280-6 . VALVE . . . ο « . ο © © © 9 9 ὁ » 9 9 ο [2520252595551 2 
-19 160-58149-3 . VALVE ASSEMBLY, Relief type check . . . e s es + 2 ee . . E 
᾿ (altered from PA Part No. 10-1547-5) 
-20 AN6290-6 ο “GASKET, soe ο £04 9 9 ιν a τὰ 45 4: ὁ! ce, e 3 
-21 175-58877-31 "LINE ASSEMBLY, Normal elevator boost pressure from tee. . . 1 
wl 52-5/8 to relief valve wl 61-5/16 
-22 AN824 -6D ο, ΠΕ ο ο 2 eoo 5 €. € ow AA hos ὁ. ᾱ-. ὁ X 
-23 175-58877-29 - . LINE ASSEMBLY, Normal elevator boost peturn from check. . . 1 
valve wl 41-3/8 to relief valve 61-5/16 
-24 175-58877-27 . LINE ASSEMBLY, Normal elevator boost pressure from flow . . 1 
divider to tee wl 52-5/8 
-25 175-58722 . VALVE ASSEMBLY, Hydraulic elevator boost relief . . . . . + 1 R 
(see figure 282 for detail breakdown) 
184-58722 . VALVE ASSEMBLY, Hydraulic elevator boost relief . . . . +. + 1 BJ 
(see figure 282 for detail breakdown) 
AN3-21A . BOLT (3 required on 184-58722). . . e e » e e e ο « SEU 4 
NAS43DD3 -32 . SPACER, Screw and bolt (1 required on 184-58722). . . . . + 4 
NAS43DD3 -36 . SPACER, Screw and bolt. . e e e e e e e © © ο. ee t t! t1 t] 2 
2W18-10L . WASHER (6 required on 184-58722). . . . . s ee ο ο ο e . + 8 
AN365-1032 . NUT (3 required on 184-58722) . . . . . s . ss eropp? 4 
-26 ## 169-58712-11 ! VALVE ASSEMBLY, Hydraulic by-pass (supersedes 169-58712-1 . 1 
for future procurement) (see figure 281 for detail 
breakdown) 
AN3-13A . BOLT. . 4. « « « ο ὁ ὁ ὁ ο «e ο ο ο ο ο. ο ος. ο... 1 
2W18-10L . WASHER, Flat (NA) . . . « « ww "APRENDE δ ετών dex Ge 2 
AN365-1032 « NUT... ew we . ww EODEM ad ο eS yor Be le 1 
-27 AN8OĻ -6D ΠΕΡ 3 o9 eoe a e 5 8: 9 4) «4! a ᾱ IDEEN s ds 1 
-28 AN834 -6D - e ΠΕ... ο cas 0*5 472€) a le S9 is! Eee Ὁ «4ο Ὁ ms ὁ. 4 eS 1 
-29 175-58877-55 | LINE ASSEMBLY, Elevator boost up from by-pass valve to. . . 1 
cylinder 
-30 175-58877-57 . LINE ASSEMBLY, Elevator boost down from by-pass valve to. . 1 
cylinder 
NOTE: # Denotes the incorporation of Service Change No. 448 |. 
## Denotes the incorporation of Service Change No. 380 
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FIGURE 275 - RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST EQUIPMENT 
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Section II 


AN 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


Dg i a SS eo EON? 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
275 No Number RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST EQUIPMENT. . . + . Ref 
(see figure 273 for next assembly) 
-1 AN365-1032 NU νὰ A a AA 4 
-2 2W18-10L | WASHER, Flat (NA)... «e ee et ee ee ee ee es 8 
-3 AN3-12A Αα BOLTE oo ce. ahd Εν a SNA 4 
-4 466110 . FLOW DIVIDER (BX) . . « a ee ee ee t t t t Ing 1 
-5 AN833-8D iz. "ELBOW C1 ee ee a a αι a AR De del EA l 
-6 AN6289-8D ve Πα ee E ο a 5 DE eres δ) Ον 1 
-T AN6291-8 S'IRING. o el ace abe a A A A e ee oe 1 
-8 AN6290-8 . GASKET, . . . . . e e emo moo om om om o ο m n m n t] t n! n l 
-9 AN833-6D «. ELBOW ο ο ο ᾱ- a AAA AAA 7 
-10 AN6289-6D 2 NUT ος Gb ιών oo dme E VE. κ ας νὰ ey m mc A 10 
-11 AN6291 -6 c RINGS X 04 9x ow) ὦν οἱ om vw ouk De ΟΦ. Wi de. P A Le ο A 10 
-12 AN6290-6 TO GASKET, . . ae c e e oom om o oy om o, m m o noh oh t n n 38 
-13 AN919-6D * REDUCER . . . e « ee et RR Rmo ete n n t n 2 
-14 AN783-6D n TEE- s Ὁ A AA ἡ de Ow e RARA EA A 1 
-15 AN365-1032 A ὁ ο. E IT A E her AES 1l 
-16 2W18-10L . WASHER, Flat (NA) . . . ee ee ee ο ο ο ο t ot + +. e 1 
-17 AN3-14A T GBOUR. Sor μα E ο A 1 
-18 # 175-58706-3 | VALVE ASSEMBLY, Hydraulic rudder primary boost system. . . 1 
pressure by-pass (supersedes 175-58706 for future 
procurement) (see figure 281 for detail breakdown) 
(see T.O. NavAer 03-30CX-507 for additional 
information) 
-19 AN815-6D . UNION. . . « ο ο s eom hom o] om om «ον 9 n a t n] t] n9 14 
-20 AN894D6-4 . BUSHING . 4 6 . s 4 € 4c. κ $9 9 9o X o κ ee ee ov 2 
-21 AN6290-4 e GASKET; -.. 2 wo BS E A E ks ee ᾱ κ 7 
-22 160-58149-3 " VALVE ASSEMBLY, Relief type check (altered from (PA) part . 1 
No. 10-1547-51) 
-23 AN6280-6 so VALVE s. Wo ο 86 309 65 οφ o FERRE PETERE REY 3 
-24 AN3-15A . BOLT (3 required on 184-58724). . . . . e 5... . ot n + 4 
2W18-10C . WASHER, Flat ee (3 required on 184-58724) . . . . . ee « 4 
NAS43DD3-8 : . SPACER, Bolt (3 required on 184-58728). . . . « « soos 4 
-25 175-58724 . VALVE ASSEMBLY, Hydraulic primary rudder boost relief . . . 1 Β 
(see figure 286 for detail breakdown) 
184 -58724 . VALVE ASSEMBLY, Hydraulic primary rudder boost. . . . +. + + 1 BJ 
(see figure 286 for detail breakdown) 
-26 AN926-6D a TEE CQ. coe Son ο νο ο ο RR e om 3 
-27 AN832-6D . UNION . « .. « o... e... ο 0 f| t] 9 9 tg 1 
-28 AN919-12D . REDUCER . . « ο . ὁ e e e e ος © © © © . t] c] c] ο...” t 1 
-29 11D2 . SNUBBER (OPS)... 2 
AN6290-4 . GASKET: . . « ee ao a a et ae fee Ce ee 2 
-30 # 169-58712-11 | VALVE ASSEMBLY, Hydraulic by-pass (supersedes 169-58712-1). 2 
for future procurement) (see figure 281 for detail 
breakdown ) 
AN3-15A . BOLT. . . o e o o e © © © © osoo ooo bolas “EL ves a a “ὁ X 
2W18-10L . WASHER, Flat (NA)... 2-6 ee ee ee ee ee ee es 1 
-31 AN834-6D < A ο ω ὃς 3 0€ τς eel ον ος E TS 5 
-32 ANB80l -6D p EE 3-4 30 ο ὃς 0$ 15758 09. oo» 9, om 9o. e e ce se cé ne i 
-33 AN6280-4 a VALVE. e x eed les a om a δὲ a οἱ, ο e A e “β 1 
-34 ANO927 -4D . ELBOW s 2 2 0. « 4 * 6 o9 9 $04 a ο 4 5 κ ᾱ- -ᾱ- β 1 
-35 AN6289-4D . NUT . . 4 4 ο ὁ 0 we ὁ ὁ ο om ο ο: ος ο ο... t] t| 91 tg t 1 
-36 AN6291-4 . RING. . « « . « © © ee © n on ο sh mr icu ος NES". 1 
-3T AN832-4D < UNION s ει cee ee AR ES Κα ᾱ- RS m 9 es i 
2w18-716 . WASHER, Flat (NA) 5 ar aa TES tee . S dd view e. EN 1 
AN924 -4D . NUT . . . . o o e e or κο: «ος.» " PE Φ' 6 1 
-38 AN832-6D . UNION . . « « « © © © © e ee ot on n . 41:3; ^: "Te; Ge v 9 2 
2W18-916 . WASHER, Flat (NA)... 2. eee ee ee o ot + n n DS 2 
AN92! -6D «ΝΠ. . . « « ο o ooo» oo. ο |] t| 9| ο t1 ο 2 
-39 146-58473 -3 . TWO-WAY RESTRICTOR, Fixed . . . . . +. + αἱ. αν Ἔ ive vicis 1 
-40 AN832-6D . UNION . . « « « . © © © © : ooo’ CEP i 
AN924 -4D < NUT... « « « ο» o © © t ot ow we ew ο ar. Ce 5 4 $0 1 
-41 AN824 -4D v y a Coa A E E E NA URS es d A 1 
-42 175-58723 . VALVE ASSEMBLY, Hydraulic rudder emergency boost relief . . 1 R 
(see figure 284 for detail breakdown) 
184 -58723 . VALVE ASSEMBLY, Hydraulic rudder emergency boost relief . 1 BJ 
(see figure 28! for detail breakdown) 
AN3-14A . BOP το e a ος το y a a lecce ^ οφ, 78; 9 al qe oa 2 
2W18-10L . WASHER, Flat (ΝΑ). . . 4 4 see o nm tm trit rn 4 
AN365-1032 A ορ, ως νο m re es ΡΘΕ, ws aaa Male es atro 2 
-43 196-6-1.7 . FLOW REGULATOR (WAEC) . . . ss es eee isses Gok, hes NS 1 
NOTE: # Denotes the incorporation of Service Change No. 380 E 
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H-184-58-19B 
FIGURE 276 - RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST LINES 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
276 No Number RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST LINES. . . . . . . . Ref 
(see figure 273 for next assembly) 
=l 175-58877-59 . LINE ASSEMBLY, Normal rudder boost pressure from flow . . . 1 R 
divider to check valve at relief 
184 -58877-15 . LINE ASSEMBLY, Normal rudder boost pressure from flow... 1 BJ 
divider to check valve at relief 
-2 175-58877-25 . LINE ASSEMBLY, Normal elevator boost return from tee. . . 1 
station 665 to check valve waterline 41-3/8 
-3 175-58878-5 . LINE ASSEMBLY, Normal rudder boost return from by-pass. . . 1 R 


valve to cross at relief valve 








ΑΝ 01-60AAB-4 


Section [| 


Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
276 184-58877 -9 . LINE ASSEMBLY, Normal rudder boost return from relief valve. 1 BJ 
to tee station 665 
-4 175-58876-77 LINE ASSEMBLY, Normal rudđer boost return from bulkhead. . 1 
elbow at waterline 25 to cross at relief valve 
-5 175-58877-61 LINE ASSEMBLY, Normal rudder boost pressure from relief. . 1 Β 
valve tee to by-pass valve 
185-58877-17 . LINE ASSEMBLY, Normal rudder boost pressure from relief. , 1 BJ 
valve tee to by-pass valve 
-6 175-58878-7 . LINE ASSEMBLY, Normal rudder and elevator boost return . . . 1 
from relief valve to tee station 665 
-7 175-58877-21 . LINE ASSEMBLY, Normal rudder and elevator boost pressure . . 1 
from union station 665 to flow divider 
-8 175-58876-69 . LINE ASSEMBLY, Emergency rudder boost pressure from. . . . 1 
bulkhead union waterline 25 to by-pass valve 
-9 175-58876-63 . LINE ASSEMBLY, Emergency rudder boost return from control. 1 
valve to relief valve flow regulator 
-10 175-58877 -63 . LINE ASSEMBLY, Normal rudder boost pressure from relief, 1 R 
valve tee to bulkhead elbow at waterline 25 
184 -58877 -19 . LINE ASSEMBLY, Normal rudder boost pressure from relief, . 1 BJ 
valve tee to bulkhead elbow at waterline 25 Ἱ 
-11 175-58876-73 . LINE ASSEMBLY, Normal rudder boost pressure from flow. . . 1 
divider to bulkhead union at waterline 25 
-12 175-58876-75 LINE ASSEMBLY, Normal rudder boost return from control . . 1 R 
valve to bulkhead elbow at waterline 25 i 
184 -58877-13 LINE ASSEMBLY, Normal rudder boost return from control . . . 1 BJ 
valve to bulkhead elbow at waterline 25 
-13 175-58876-47 LINE ASSEMBLY, Normal rudder boost pressure from bulkhead. . 1 Β 
union waterline 25 to relief valve 
175-58876-81 LINE ASSEMBLY, Normal rudder boost pressure from bulkhead. . 1 BJ 
union waterline 25 to relief valve 
-14 175-58877-65 . LINE ASSEMBLY, Normal rudder boost pressure from bulkhead. 1 
at waterline 25 to control valve 
-15 175-58876-79 LINE ASSEMBLY, Normal rudder boost pressure from pressure. . 1 
snubber to bulkhead union 
-16 175-58877-79 . LINE ASSEMBLY, Normal rudder boost pressure from bulkhead. . 1 
union at waterline 25 to by-pass valve 
-17 175-58876-67 . LINE ASSEMBLY, Emergency rudder boost pressure from tee. . , 1 
waterline 25 
-18 175-58876-45 . LINE ASSEMBLY, Emergency rudder boost pressure from. ..... 1 
pressure snubber to reducer 
-19 175-58878-49 . LINE ASSEMBLY, Normal rudder boost pressure from relief. , . 1 
valve to pressure snubber 
-20 175-58878-51 . LINE ASSEMBLY, Emergency rudder boost pressure from. . . . . 1 
č pressure snubber to pressure transmitter 
-21 '175-58877 -67 . LINE ASSEMBLY, Normal rudder boost left from control . . . . 1 R 
valve to by-pass valve 
184-58877-21 LINE ASSEMBLY, Normal rudder boost left from control . . 1 BJ 
valve to by-pass valve 
-22 175-58877-73 LINE ASSEMBLY, Normal rudder boost right from control. . . . 1 R 
valve to by-pass valve 
184 -58877 -25 LINE ASSEMBLY, Normal rudder boost right from control. . . 1 BJ 
valve to by-pass valve 
-23 175-58878-43 LINE ASSEMBLY, Emergency rudder boost left from control. . . 1 R 
valve to by-pass valve 
185-58877-11 . LINE ASSEMBLY, Emergency rudder boost left from control. . 1 BJ 
valve to by-pass valve 
-24 175-58878-39 LINE ASSEMBLY, Emergency rudder boost right from control. 1 
valve to by-pass valve 
-25 175-58876-33 LINE ASSEMBLY, Emergency hydraulic rudder boost pressure . . 1 
from union station 654 to tee station 664 
-26 175-58876-35 LINE ASSEMBLY, Emergency rudder boost return from elbow. . 1 
Station 65! to relief valve 
-27 175-58876-41 LINE ASSEMBLY, Emergency rudder boost return from check. . . 1 
valve to flow regulator at relief valve 
-28 175-58876-65 LINE ASSEMBLY, Emergency rudder boost pressure from tee. 1 
station 67! to tee waterline 17-5/8 
-29 175-58878-45 LINE ASSEMBLY, Emergency rudder boost pressure from tee. . . 1 
waterline 17-5/8 to by-pass valve 
-30 175-58878-41 LINE ASSEMBLY, Emergency rudder boost right from by-pass . . 1 
valve to union 
-31 175-58876-49 LINE ASSEMBLY, Emergency rudder boost pressure from tee. . 1 
station 674 to control valve 
-32 175-58877 -69 LINE ASSEMBLY, Normal rudder boost left from by-pass valve , 1 R 
to union : 
184-58877 -23 LINE ASSEMBLY, Normal rudder boost left from by-pass valve , 1 BJ 
to union 
-33 175-58876-39 . LINE ASSEMBLY, Emergency rudder boost pressure from tee. . . 1 
station 674 to relief valve 
-34 175-58877-75 LINE ASSEMBLY, Normal rudder boost right from by-pass. 1 
valve to cylinder 
-35 175-58878-47 . LINE ASSEMBLY, Emergency rudder boost left from by-pass. . . 1 
valve to cylinder 
-36 175-58877-71 . LINE ASSEMBLY, Normal rudder boost left from union to. . . . 1 
cylinder 
-37 175-58876-55 . LINE ASSEMBLY, Emergency rudder boost right from union... 1 


{ο cylinder ————— —— - 
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FIGURE 277 - HYDRAULIC EMERGENCY RUDDER BOOST PUMP ASSEMBLY 
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ως. Group Assembly Parts List 


FUSELAGE (Cont) 









UNITS USEABLE ON 


1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 









to AN 03-30CH29) (VI) 


-19 87082 + + GASKET, Housing (VI). . ............. oues dp e 
-20 93139 + . ADAPTER PLATE (VI) . 

-21 175-58876-7 e LINE ASSEMBLY, Emer hyd rud boost press. from pump to adapter. 
-22 AN919-3 e REDUCER. . s ο 5 v 9 w so. ορ 0 voe ο ος ο D. ο 
-23 AN6290-5 e, GASKET 2 ο wies e e See we εως ον. μος 
-24 120-58243 + VALVE ASSEMBLY, Hydraulic. surface control booster relief... 
-25 AN919-6D + ow REDUCER . 2 20. 2 2 2 2 0. 404.05 «ο νον ὦ & Welt A de A 
-26 AN902-6 e, (GASKET SiL s e et broaden Wiese ο ων... Ute. τα 
-27 175-58711 + . SPRING, Hydraulic booster reservoir relief valve. . . . . . 


(supersedes 144-58269) 


277 175-58702-3 <J) PUMP ASSEMBLY, Hyd emer rud boost [ees fig 273 for next | . 
^ 175-58702-5 PUMP ASSEMBLY, Hyd emer rud boost (see fig 273 for next : 

=1 —AN919-6D«—-— —- * REDUCER n: 0.02 wo CIT VOS ος ος qo veo oe v ος qo T 
-2 AN814-4D . s PPLUGL. l4 S A Se ve NE AS δα old 
-3 AN926-4D A A | 
-4 AN6290-4 v BASKET ο ΟΙ Ἦν Uy! o ao Yers e e 8 
-5 AN832-4D * UNION. 4 ὁ Ὁ e E a a e Vo gy c] 
-6 AN9O1-4A - GASKET , A κ ου εν Bt, Tat al re verve sor fet ach. lk 
-7 AN924 -4D w OSNUT. eoa E ο ο e e e e iw ES ea AE 
-8 AN503 -416-14 si- SCREW, 202 o2 9. ee ew μονο ante ο... 
-9 AN503-416-18 sir CREWS a oven O ae ee etd "n τν... εντ 
-10 169-58421 + PUMP ASSEMBLY, Hydraulic surface control booster ara ee - 'Ἔ 
-11 AN310-5 A E NUT ο E ο eoe o αἱ Wo E μα etu μμ. Ὁ 
-12 AN960C516 s oe WASHER. 2 0s 000. 8 9 0$ ο aso. Bh ioo Row ο... 
-13 D820 + . MOTOR, Hydraulic pump (HOQ).......2.2.2.2...... 1 
-14 88985 + + RING, Sealing (VI). ...............,.,2,7° 1 
-15 75437 +. + GASKET, Mounting (ντ). . . . . . . ..... LL LLL. 1 
-16 AN310-4 ο NUTS S . ο mimi ο ers ie ele slay We m ox d Up oe non i 
-17 AN960C416 + + WASHER. . 4... ee... eee eee eww ww 
-18 AA19021A - . PUMP ASSEMBLY, Hydraulic (for a list of detail parts refer. 1 
1 

1 

1 

1 

1 

1 

1 

1 

R 


-28 AN960D10L 
-29 HL902 
-30 120-58244 
-31 AN814 -4D 
-32 AN894 -6-4 
-33 165-58300 
-34 165-58321 
-35 AN6227-3 
165-58322 
-36 AN818-10D 
-37 AN819-10 
-38 165-58322-3 
-39 165-58325 
-40 AN6290-6 


s "WASHER. . . 4 0v 5 9 Rh το ο oy ooo a LS 
© .POPPET (HFP). s es s € x ο 9 a se ο», si PES 
. BOLT, Hydraulic surface control booster relief valve 
PLUG. cerco o el de ο αμ SE we ove uo pl Do i 
BUSHING. . . . « ee eee ewe . ο ο ene eae NC 
GAGE ASSEMBLY, Hydraulic power control air purge sight 
. FITTING, Hydraulic power control air purge sight. . 
s PACKING 2-1 te απ ο ah πα μμ. 
TUBE ASSEMBLY, Hydraulic power control air purge sight 
E LE A ος 
ο.) SLEEVE e o a a a a 
+ . TUBE, Hydraulic power control air purging sight 
"TUBE, Hydraulic flight control air purging.sight. .- 
GASKET . . . . ooo. 


e... 9 ο 5$ ο 5 
seses‘ 


ee ee ο we ες ο 


. ο > . . e e ο ο . 


eo. . 9 tm 9 ο 5. ο 


. 
. 
. 
. 
. 


IC L8 9I E 6. φ φ! ie i Se Ὁ ο Wow ς 
EE AED IM EMEN NNI Cc 


-64 AN6227 -27 
-65 175-58767 
-66 175-58769 
-67 AN316-5R 
-68 175-58768 
-69 175-58771 
-το AN6290-20 
-71 120-58237 
-72 AN365-428 
-73 ANS60D416 
-74 175-58774 
-15 175-58782 
-76 120-58241-3 
-TT 175-58765 


PACKING 2 ο ο 10401 oW sce om taa ρος, 
ROD ASSEMBLY, Hyd emergency rudder boost compensator. . 
- ROD, Hydraulic emergency rudder boost compensator. . 


-41 AN927-6D ELBOW 2-0» see a aa eid! tbe we αἱ" eho! ο αν “a ἐς η 

-42 AN6291 -6 RING ae te. ει at σῷ ο ete wt. "e ue δ. YR. 4C ὦν ων, τὰ αὶ 

-43 AN6289-6 NUT... 2 ο m os ο lente ο I AU AO cw es veis Ὁ ας 0. R 

-44 AN832-6D UNION. a nd "EM DE 2 è 

-45 AN833-4D ELBOW, . ea Ea ᾱ; αὐ e aa τ E E E L 

-46 AN6291-4 RING omit nese Sse yee de 3 Gower x cw p wad og ra O: . L 

-47 AN6289-4D NUTS os cw eh fa ne es o ος ο το ποτ see Sete πο. > ο τῶ.» Ὁ x L 
AN815-4D UNION, tee ca X OSs e d E A A φ-ῳ. ϱ BA 

-48 AN6280-4 VALVE. ες δν ἃς οσο, Gey cx E ο όν ον e ο ο μυ 

-49 AN919-6D REDUCER Ss io. jr isi cede ce e a ο. ὃς a ee OO We ces E. ee 

-50 AN783-6D TEE. μας “Kio ο oe tie See se ae ei Se SS ie! ο, TR. en wo eh τῷ ορ sue 

-51 = AN833-6D | ο erik: ο tg. GW ο ο κα”. 

-52 ANBONDG-4 ----. BUSHING. i o 2. e Gal shine e trum e “Sent pep hg ok ο 

-53 175-58822-37 ° * LINE ASSY, Emer hyd rud boost return from filter to housing. 

-54 AN960D416L WASHER US tian ce! hoe Sak eid ον ὃν Dal ee τς * £5 Soo om ν.δ ιδ οφ 

-55 AN4-25A BOLT Vedia ne ne A E E -— 

-56 NAS43DD4-4D SPACER, Screw and bolt . 3E, ern ο ο TS ο“ 

-57 184 -58133 BRACKET ASSEMBLY, Hydraulic emergency rudder boost filter. . 

-58 AN6234 -2 ο ο ο ο ον ο a ee a Nee ον το uw) Mer ce dr Tei ϱ 

-59 17175-58766 _ HOUSING ASSY, Hydraulic emergency rudder boost reservoir . . 2 
175-58766-3 HOUSING ASSY, Hydraulic emergency rudder boost reservoir . . BY 

-60 AN365-428 ο ο Μο ο ο fer οκ μαμα e^ οφ ἰῷ 

-61 NAS50-187 RING, Internal retainep ................. 

-62 120-58239 RETAINER, Hyd surface control booster reservoir spring. . 

-63 120-58238 SPRING, Hyd surface control booster reservoir compensator Z 
184-5824) . SPRING, Οοπρο6β5105.................... BY 


- PISTON, Hyd emergency rud boost reservoir compensator. 
PLUG, Hydraulic emergency rudder boost reservoir. . . . 
GASKET E GE ο 5) har Ma Tia a RU D ve Cel τω ο ol 
- HOUSING, Hyd surface control booster reservoir mount. 
NUT. uin ο O de m BO SE zt — €: 
WASHER 24: vL oL Lieu EE Rupe seo Ὁ τς $e ws 
BRACKET, Emergency hydraulic rudder boost punp..... 
BRACKET ASSEMBLY ,» Hydraulic emergency rudder boost . . .. 
GASKET, Hydraulic surface control boost reservolr mounting 
SPACER, Hydraulic emergency rudder reservoir . ως ae we wee 5 
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H-184-58-73A 


FIGURE 278 - HYDRAULIC AILERON BOOST VALVE ASSEMBLY 
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AN 01-6OAAB-4 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


MM — — UNHS UA ON 
HGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
278 175-58709 VALVE ASSEMBLY, Hydraulic aileron boost .......- +++ + Ref AP 
(see figure 174 for next assembly) 
175-58709-10 VALVE ASSEMBLY, Hydraulic aileron boost . . . ss . . es +s Ref AE 
(see figure 17! for next assembly) 
169-58739 . SHAFT ASSEMBLY, Hydraulic aileron boost valve. . . . ++ + 1 B 
ATTACHING PARTS 
-1 AN310-3 bs INUTS A A m IO ο exei m ve Erg eene i 
-2 AN960D10L . WASHER . . . . . »«.»»α««. +. $ Ua de US DE" 2 
-3 4B21MS3-122 ` BUSHING, Spacer (NA). . νο «κ ων ο ο ee ee ee te ee 1 
-} AN3 -20 BOLT αμ ων κ ο μα. oa ο AÈ 
Hak: qus 
-5 AN364-1032 5 v- NUT ιο ος Se a με «4 th SU xe To ος ον ᾳ -ᾱ uet ταν UE ues ὃς 3 
-6 AN975-3 2 OW WASHER. s se s 42-9 € aa ος νο e leu S 
-T AN386-1-8A e . TAPER PIN. . vie O ο Ppr E wire κών" Es 1 
-8 AN386-1-7A o « TAPER PIN . co... e 9 0 oeoo ooo 9 € ὁ 9 * o ov 2 
-9 169-58740-3 . . LEVER, Hydraulic aileron boost valve operating. . . +. + + 1 
-10 169-58740-5 . . LEVER, Hydraulic alleron boost valve operating. . MM 1 
-11 146-58450 ; LEVER, Hydraulic aileron boost valve internal e. μιν 1 
-12 146-58449 . . SHAFT, Hydraulic aileron boost valve operating. . . . + + 1 
-13 AN6227-7 S PACKING. . 4 . ο o9 κ.α 49 € ᾱ κ o£» eee -ϱ o Pow. Ww. 2 
-14 ANYH25A e JODT-s2- a € ese wg. 18 . AA A RS 1 
-15 AN960D!16 . WASHER . . . . © © © © © ὁ ὁ ὁ ο ὁ tm ο n ο wol. Ser eee 1 
-16 AN5H25A e BOLT ier a Ὁ. ον hea ne í ο ο ca” E AE $ ey re Ve uy 1 
-1T AN960D516 . WASHER DERE 5 e ας m dede cum Dog ww" wk 
-18 AN814-6D . CORBDUGSA AO δ, κ. a rs ë 2 A κ EIE E E RE 2 
-19 AN6290-6 GASKET . . . . . +. ας αν CP SD " V s "E ώς api ᾱ 2 
-20 AN6227-6 . PACKING. . . . ο ὁ ο ὁ ο e a 0 9 ὁ ὁ ο ο t t! 9 9 n n9 t| 3 
-21 169-58737 . PISTON, Hydraulic aileron boost feel cylinder. . . . . . +. + 2 
175-58763 . SPRING ASSEMBLY, Hydraulic aileron boost valve centering . . 1 
-22 AN316-4R DE ΗΝ A EM EIE 2. 4 
-23 156-58156 . . NUT, Hydraulic aileron boost valve centering. . . +. +. + + 1 
spring adjustment 
-24 AN316-6R 2... NUT . « « ο ὁ oo... . ὁ ..... n t a ον. t 9 9 n 2 
-25 NAS43DD4 -28 . . SPACER, Screw and bolt. . . . . ὁ es eee oeo o eeo 1 
-26 175-58762 . | RETAINER, Hydraulic aileron boost valve centering spring. 2 
-27 175-58761 . . SPRING, Compression . . . . . ee e e es soe ro es sro 1 
-28 156-58155 . . ROD, Hydraulic aileron boost valve centering adjustment . 1 
-29 169-58742 . . CYLINDER,Hydraulie aileron boost feel . . . .. ««:: 1 
-30 156-58133 . ROD END, Hydraulic boost valve Stop. . . . eso es eee n n 1 
-31 AN520-10-5 . SCREW... «4 3 s € ο ο € a ue cR eee ο ti Ὁ Φος 4 1 
-32 AN935-10 πο μα ο a a So oe ο ου. 
-33 AN6204 -1 O λα... Ro a ae ata Od 
-34 156-58138 . PLUG, Hydraulic aileron boost valve. . . . . .:::::' 1 
-35 AN6227 -23 Αα τοι Qui ae tells μι ο ο a ee (8 
-36 2W1K52-34-62 7 WASHER, Plain (NA). ; 2.622 ee eee eee n n8 n8 n8 2 
-37 156-58136 ., ORIFICE, Hydraulic aileron boost valve . . . . . 14 ο. i 
-38 AN6227-7 e PACKING- 06. 35009 ᾱ ο ee facie m ch. oo. fo 97 Νέος ue e oe 1 
-39 156-58134 . SCREEN ASSEMBLY, Hydraulic orifice filter. . « ο o... ὁ ο ο 8 
-40 NAS50-43 . RING, Internal retainer, . . . sos e s soe erros C ou ie 2 
156-58129 SLEEVE ASSEMBLY, Hydraulic aileron boost valve . . +. e . :: 1 
-41 - 156-58139 . SLEEVE, Hydraulic aileron boost valve (selective fitted . 1 
use with 156-58140) 
-42 156-5810 i PISTON, Hydraulic aileron boost control valve . . . . l 
(selective fitted use with 156-58139) 
-43 1P6 . PLUG, Hydraulic (NA). s'e . ee eee on on n n + š : 1 
-44 AN6227 -3 . PACKING. . . . . « . © © © © © ο om mom om +. t! t! t] 91 t9 S κο 1 
-45 156-58126 . PLUG, Hydraulic aileron boost valve end. . tco ὦ ανν. 1 
-46 146 -58448 . PLUG, Hydraulic aileron boost valve assembly hole. . a Nive 1 
-47 NAS50-106 . RING, Internal retainer., . . . .....::::' ο”... 
-48 . AN6227-16 e PACKING. 4 46 6 € 278 ο € o£ 4 Wo 9 ὁ 5 ο X ox ᾳἩ wwe 1 
-49 169-58738 . CONNECTOR, Hydraulic aileron boost valve . . . . . . . . + + 2 
-50 ΑΝΘΟΟΤ-6 - IPAOKINQ. a c a x 0€ ὃν e ος Dm ih (ἕο ee ce 7e 4 
-51 169-58741 . FITTING, Hydraulic aileron boost valve . . . . ++ ++ +s 1 
-52 AN6290-4  UGASKET S. in a a A A a veu qe CES odes ct 2 
-53 156-58145 . PLUG, Hydraulic boost valve pressure port. . . E Don 1 
-54 AN6227 -T . PACKING. . . +... a ee om +... om n tn tg tg] ο. ae) er qe de 1 
-55 156-58144-3 . PISTON, Hydraulic boost valve load feel. . . +... + + . +. + 1 
-56 156-58144-5 . PISTON, Hydraulic aileron boost valve load feel. . . . +. : : 1 
-5T AN814-2D 2 PLUG Sis olde em es BAO OI: BOR Ye e aes s.o Ee 2 
-58 AN6227 -5 « “PACKING. τς κε A AO A AA we a ee 2 
-59 AN814 -4D PLUG- ua 4 o7. ο ο Ὁ ὦ, 08,9 ὢ 4-18 -ᾱ- Ce es * ας 3252 3 
-60 AN6227 -7 . PACKING. > . . a e «ο e © © © © © © © n t] t9. ng 4. ὁ "n 3 
-61 146-58444 PLUG, Hydraulic aileron boost valve return port. ... A 1 
-62 AN6227-10 . PACKING © ce ο ὁ Ὁ ὁ a 4 9 E. wu dores a . 1 
-63 156-58127-5 | BODY, Hydraulic aileron boost valve. . . . + +++ +++ ` 1 
-64 184 -58719 . SLEEVE, Hydraulic aileron boost valve. . . . . + + ses 5 1 ΔΕ 
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FIGURE 279 - HYDRAULIC RUDDER BOOST VALVE ASSEMBLY 
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AN 01-60AAB-4 


FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


MEER ΕΘ ttt Rt AAA AAA AAA —  _ _  _— a 


FIGURE £ PART 
INDEX NUMBER NUMBER 
279 175-58721 
175-58721-10 
-1 AN365-428 
-2 AN4 -55A 
-3 AN960D416L 
-4 AN960D416 
-5 175-52407 
-6 AN365-1032 
-T AN960D10L 
-8 AN960D10 
-9 AN173-10A 
-10 REB3N 
-11 169-58749 
169-58749-3 
-12 AN173-11A 
-13 AN960D10L 
-14 169-58748 
-15 AN200KS3L 
-16 AN815-6D 
-17 AN6290-6 
-18 # 175-58707-60 
-19 1N7-4A 
-20 184 -58740 
-21 AN320-4 
-22 2w18-416L 
-23 NAS464-4-22 
-24 175-58738 
-25 169-58735 
-26 ' AN6227-2 
-27 169-58734 
-28 .AN6227-11 
175-58742-5 
-29 169-58732-5 
-30 175-58744 
-31 5R16-11 
2 es -58746-5 
-3 AN6227 -3 
-35 144 -58240 
-36 AN6227 -5 
NOTE: 


Revised 15 May 1955 


1 2 3 4 5 6 7 NOMENCLATURE 


VALVE ASSEMBLY, Hydraulic rudder boost 
See figure 178 for next assembly) 
VALVE ASSEMBLY, Hydraulic rudder boost , 
(see figure 178 for next assenbiy:) 
NUT .- 2. s 
. BOLT. sow oq ο de m ue de 55 ὦ 
s WASHER, 4 . : 9 6 9 x ὁ v5 9099 6v 
. WASHER. . . s E és πα. 
SUPPORT, "Rudder “control boost valve 


WASHER. . . . 
WASHER. 

BOLT. . . 

ROD END (rar) . E 
BEAM, Hydraulic Tudder boost "valve. 

. BEAM, Hydraulic rudder boost valve. 

~ BOLT. oko» 4 ow ox X Xx c» 9 X 3 
. WASHER. . . 

. RETAINER ASSEMBLY, “Hydraulic “pudder 
a BEARING. . . . . . . +. a -— 
4^ UNION: e mox al ow € ow κ νι [I SU. 
. GASKET. 


VALVE ASSEMBLY, Hydraulic elevator "boost "(see NavAer. 


03-30CX- 508 for additional information) 
NUT, Check (NA). . ἥ 
SCREM, Oval point hydraulic "boost valve. 
NUT. . . ΟΝΕ ο. ἃν ew ον . 
. WASHER, Flat (NA): ac ὦ 9x “ὦ 
. BOLT, Shear close tolerance. 
LEVER, Hydraulic rudder boost valve “assembly 
PLUNGER, Hydraulic boost control valve 
PACKING. . . . 
. . RETAINER, Hydraulic "boost “control “valve. 
. . PACKING. . . 
. . SLEEVE ASSEMBLY, Hydraulic boost Sontroi 
SPOOL, Hydraulic boost control valve. .. 
wo x 4 SLEEVE, Hydraulic boost control valve . 
RING, Spiral back-up (NA). . . . A ; 
SEAT, Hydraulic boost control vàlve. 
PLUG, Hydraulic (NA) . . . . . +. + + 
PACKING. . . IP 8) ᾿ᾱ 
PLUG, Hydraulic “valve. a « 
PACKING. Sae "uy ος Se A “Ge 


. 
oe ot t n 


. 
eot ee 
. 


# Denotes the incorporation of Service Change No. 448 


NONE a e hk eG ομως. 





. 9 ee t] ο n 


r boost valve bearing 


.. ο ο o 9 n 9] 9 ο 9 5 


* ο ο c?! * ο o » 


9 9 ot n 


UNITS USEABLE ON 
PER ASSY. CODE 
Ref Z 
Ref BY 
2 
2 
2 
2 
1 
6 
6 
1 
1 
1 
1 2 = 
1 BX 
4 
AR 
2 
1 
8 
8 
: B 
2 
2 
1 
1 
1 
1 
2 
2 
2 
8 
2 
1 
1 
8 
2 
4 
4 
2 
2 
a 
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FUSELAGE (Cont) 





H-184-58-60 
FIGURE 280 - HYDRAULIC SHUTTLE VALVE ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER . NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


280 146-58089 VALVE ASSEMBLY, Hydraulic shuttle . . . . . νο. 
(see figure 289 for next assembly) 
-1 134-58335 RETAINER, Hydraulic shuttle valve. . 





-2 AN6290-5 BASKET Q2 4 214 $99 Sak xv 5l. i : 
-3 141-58334 SPRING, Hydraulic shuttle valve. | | ; a : 
-4 Commercial BALL, 1132 diameter stainless steel " ‘ s 


-5 146-58249 
ES TUBE 
- 141-58333 
-8 134.58331 a 


FITTING, Hydraulic shuttle valve . . 
SEAT, Hydraulic shuttle valve. . . . 
VALVE, Hydraulic shuttle . . . . . . . . ME 
(selective fit stocked with 146-58250 body) 
-9 146-58250 - BODY, Hydraulic bomb door shuttle valve. , “Κο 


(selective fit stocked with 134-58331'vá1vej 
ΜΗΝΑ a 


eo^ 9 9 52 5$; ο 
e...»  α 


FITTING, Hydraulic bomb door shuttle valve 


2 E 
5 ae er a oie 
RE dE RAS dee i 
ERA oos 
η 


M 
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ΑΝ 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 





H-184-58-63A 


FIGURE 281 - HYDRAULIC RUDDER PRIMARY-BOOST SYSTEM PRESSURE BY-PASS VALVE ASSEMBLIES 5 





FIGURE & PART z UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
281 # 169-58712-11 VALVE ASSEMBLY, Hydraulic by-pass (supersedes 169-58712-1 for. Ref 


future procurement)(see figures 274 and 275 for next 
assemblies) 

# 175-58706-3 VALVE ASSEMBLY, Hydraulic rudder primary boost system pressure Ref 
by-pass (supersedes 175-58706 for future procurement) 
(see figure 275 for next assembly)(see NavAer 03-30CX-507 
for additional information) 


-1 141-58158 . FITTING, Hydraulic by-pass and shut-off valve . 1 
-2 AN6290-10 . GASKET. . e . . . . « ὁ ὁ :« ot ὁ m tm t n ong ng 1 
-3 AN6227-10 . PACKING . . . « « ο © © © © © © ὁ © © ee ο 2 
-4 141-58155 . PISTON, Hydraulic by-pass and shut-off valve. 1 
(used on 169-58712-11 only) 
-5 175-58778 . PISTON, Hydraulic by-pass and shut-off valve. 1 
(used on 175-58706-3 only) Β 
-6 141-58157 . RETAINER, Hydrauiic by-pass and shut-off valve. Sx O ες 1 
-7 184 -58783 . SPRING, Compression ες on 169-58712-11 only) . . . . - 1 
184-58741 . SPRING, Compression (used on 175-58706-3 only}. Dara τὸ 1 
-8 175-58779-5 . BODY, Hydraulic rudder system pressure by-pass valve. 1 
(used on 169-58712-11) 
175-58779-3 . BODY, Hydraulic rudder system pressure by-pass valve? . 1 
(used on 175-58706-3 only) 
NOTE: # Denotes the incorporation of Service Change No. 380 A 


MEME Be a ——— 
Revised 15 May 1955 i 
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FUSELAGE (Cont) 











AA11324A 


PLUG AND BLEEDER `| 
GASKET . . 


DIS 


H-184-58-34A 
FIGURE 282 - HYDRAULIC ELEVATOR BOOST RELIEF VALVE ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
282. 1175-58722 VALVE ASSEMBLY, Hydraulic elevator boost relief . . : Ref R 
5 (see figure 274 for next assembly) 
184-58722 VALVE ASSEMBLY, Hydraulic elevator boost relief . Ref BJ 
(see figure 27! for next assembly) 
-1 AN894D6-4 . BUSHING. ..... 2.2... . ... +... . 1 
-2 AN6290-4 + GASKET , £o 
-3 AN919-6D . REDUCER, n b. E 
-4 AN6290-4 GASKET . $ 4 cA 
-5 AN926~4D TEE. . . . * a al 
-6 AN6290-4 GASKET , . 7 x ^d 
-T AN6291-4 RING . κ. 4 κε . . «ee 1 
-8 AN6289-4 ΝΕ en de eo 3s . s . κ ὁ d 
-9 ANB32-4D . UNION. EAN Le 3 : s Us 
-10 AN6290-4 . GASKET . . . . . . Eds ; zs d 
-11 ANS14-4D - PLUG AND BLEEDER , v Ue s : ale TÍ R 
-12 AN6290-4 + GASKET. . . . . . . . la sw lb R 
-13 AN919-6D + REDUCER. . ν . . . . . ES , ver x 
-14 AN6290-4 GASKET... . . . . E i La A 
-15 AN919-6D REDUCER. . . . . .. x : T 
-16 AN6290-4 GASKET ....... . . . l 
-17 AN926-4D - TEE.. . , x ο . . . 1 
-18 AN6290-4 + GASKET , x è ν 1 
-19 AN6291-4 - RING. a i * 1 
-20 AN6289-4 . NUT. , A ; : 1 
-21 AN832-4D » UNION. . * s 1 
-22 AN6290-4 + GASKET . 1 
-23 AN814-4D R 1 
e 1 
A 1 


RELIEF VALVE, Hydraulic (VI) | . . 


ANG279-4CD VALVE... .'. ie od DM RICE BJ 
ce T e a 


m 
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ΑΝ 01-60AAB-4 Group Assembly Parts List 
FUSELAGE (Cont). 





FIGURE & PART 
INDEX NUMBER NUMBER 
283 # 175-58707-55 
-1 AN320-4 
-2 2W18-416L 
-3 NAS464-4-22 
-h 1N7 -4A 
-5 184-58740 
~6 169-587 36 
-τ 169-58735 
-8 AN6227 -2 
-9 169-58734 
-10 AN6227-11 
-11 5R16-11 
175-58742-9 


-12. 169-58732-9 
-13 175-58744-9 
-14 175-58746-9 
-15 1P6 

-16 AN6227-3 
-17 144 -58240 
-18 AN622' -5 
-19 144 -58152-7 


NOTE: 


FIGURE 283 - HYDRAULIC ELEVATOR BOOST VALVE ASSEMBLY 


2 3 4 5 6 7 NOMENCLATURE 


VALVE ASSEMBLY, Hydraulic elevator boost . . 


(see figure 274 for next assembly) 
NUT uuo οὐ Be ey ee ἃ, Se eee Reus 
WASHER, Flat (NA) . . . . . 

BOLT, Shear close tolerance 


‘NUT, Check (NA) . . 


SCREW, Oval point hydraulic boost valve . 

LEVER, Hydraulic boost control valve. 

PLUNGER, Hydraulic boost control valve. 

PACKING . . . . . © © + © © © © ot 2 t rn 

RETAINER, Hydraulic boost control valve . 

PACKING . . . « 4 s a eo; on on om m t t t n 

RING, Spiral back-up (NA) +. . + + + + +. tes 

SLEEVE ASSEMBLY, Hydraulic boost control valve. 
SPOOL, Hydraulic boost control valve . $ 

. SLEEVE, Hydraulic boost control valve. 

SEAT, Hydraulic boost control valve . 

PLUG, Hydraulic (NA). . . . - - - - 

PACKING . . . « + e+ ror * 

PLUG, Hydraulic valve . 

PACKING . . . . . 4 ο © e ot ot © + eo 

BODY, Hydraulic boost control valve . 


# Denotes the incorporation of Service Change No. 


448 


UNITS 
PER ASSY. 


. . Ref 


EIN ΣΡΙ RPNOONNNENNRNH 


USEABLE ON 
CODE 
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AN 01-60AAB-4 


FUSELAGE (Cont) 


FIGURE 284 - HYDRAULIC RUDDER EMERGENCY BOOST RELIEF VALVE ASSEMBLY 





H-184-58-36A 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
284 175-58723 VALVE ASSEMBLY, Hydraulic rudder emergency boost relief . . . . . Ref R 
(see figure 275 for next assembly) 
184-58723 VALVE ASSEMBLY, Hydraulic rudder emergency boost relief . . . . , Ref BJ 
(see figure 275 for next assembly) ; 
-1 AA11324A . VALVE, Hyd R 


AN6279-4 
-2 AN814-4D 
-3 AN6290-4 
-4 AN919-6D 
-5 AN6290-4 
-6 AN926-4D 
-7 AN6290-4 
-8 AN6291-4 
-9 AN6289-4 
-10 AN832 -4D 
-11 AN6290-4 
-12 AN815-4D 
-13 AN6290-4 
-14 AN927-4D 
-15 AN6290-4 
-16 AN6291-4 
-17 AN6289-4 
-18 AN832-4D 
-19 AN6290-4 
-20 AN919-6D 
-21 AN6290-4 
-22 AN926-4D 
-23 AN6290-4 
-24 AN6291 -4 
-25 AN6289-4 
-26 AN832-4D s 
-27 AN6290-4 ; 


GASKET 
REDUCER 
GASKET 
TEE. 
GASKET 
RING 
NUT. . 
UNION. 
GASKET 
UNION. 
GASKET 
ELBOW. 
GASKET 
RING 
NUT. . 
UNION. 
GASKET 


'REDUCER 


GASKET 
TEE. 

GASKET 
RING 

NUT. . 
UNION. 
GASKET 


e e e è è >o 5| 5. ο o 


e * 9 es © © » ο e ο ο ο ο 
. e e 9 c5 s b c5 » os. 


$9 om. o "Ce Ὁ ο [€ 09... Ὁ. Ὁ ὁ Ὁ c 4 iv 


eot e e è o è ο» « c; 5 2 7 o 


e e © o © 5. 9 ὁ ο ο, « 


eot e s c ο » . ο $1 ὁ £1 5 


eo ee 


raulic relief (ντ)... . . . . . . ο πο... 


e c c] t 1 9 ο 5 5 ο - 5 5 5» 5 ο 5$ ο ο 


. e 9 è o t: o o osoa ο 
[EMI a E E E ο 
eo δν o a o o » 0 «Ὁ ὁ « ο «ο 

e.. e ù o è è 9 ὁ c^ « «Ὁ. 

E E A E r9. τὰ δι “Ὁ 
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κα Group Assembly Parts List 
FUSELAGE (Cont) 





H-184-58-70A 


FIGURE 1285 - HYDRAULIC RUDDER BOOST FILLER HAND PUMP ASSEMBLY 





FIGURE & PART ᾽ UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
285 175-58703 PUMP ASSEMBLY, Hydraulic rudder boost filler hand . . . . . . . Ref 
(see figure 273 for next assembly) 
-1 311398 . CYLINDER ASSEMBLY, 3/4 x 2-1/2 master brake and reservoir. 1 
filler pump (GPC) 
-2 AN310-3 Ὁ NUT. uo sS iet ο UR QE IND τὸν o Suevi wee ἐξ a eene cur! o 
-3 AN960D10L ο κο ELLE RR PEE NN RE AR dE 
-4 AN3-6 ~ oa BOLT v aoan PS 
-5 175-58776 . CLAMP, Hydraulic rudder boost "reservoir "filler pump. eere fee saco η]. 
-6 AN520-10R10 d SCREW. σον xxx 
-7 AN960D10L . WASHER . . . . R . A ἀφ᾽ τος. Ὁ 
-8 175-58777 . SHIM, Hydraulic ` pudder boost reservoir filler pump ο τὸ! Secus teo -ᾱ 
-9 175-5875 . BRACKET ASSEMBLY, Hydraulic rudder boost reservoir filler. . . 1 
pump - 
-10 AN919-6D ` e? REDUCER ο, e e a Ten ELIT Ia τά». ο ar A φαν 1 
-11 AN6290-6 . GASKET . . . ο νε: κι IE 
-12 151-58010-5 ` FILTER ASSEMBLY, Hydraulic 1/4 tube size . . . . 0... . . . 1 
-13 151-58313 - ADAPTER, m filter 1/4 tube size . . A See d 
-14 AN6290-6 . . GASKET. . . .. . ο da Soe 3d 
-15 141-58396 - . GUIDE, Hydraulic "two-way "restrictor valve filter - ete, at 
-16 151-58314 . BODY, Hydraulic filter A tube size. .. ded. ae Noe b 
-17 38909 . . ELEMENT ASSEMBLY (PUP). . κ. ο ᾱ tet ψ O AO A ub 
-18 . AN6290-4 íi; BASKET. 4 ὦ x ow κ € ας αἱ κε EET . Ca Wow cw Wo E 
-19 AN815-4D c UNION, x oc κ a cw oe soe ECL . ar «1:3 1, 
AN833-4D = MELBOWS μμ μωρο BA 
AN6289D4 s. ΝΟΤΗ ο ο τὸ oe, d. le Mer. ὦ, δν E a AO usw αν κᾱ «le. E ΒΑ 
AN6291-4 . RING.. 2: Ju. Wn ME “ar e . . A . e wo lup η BA 
-20 146-58535 . HANDLE ASSEMBLY, Hydraulic rudder boost reservoir. . . iex XE 
filler pump 
-21 AN310-3 e NUES us uv Vem “er glen Ὅν tet ο capes νο ο ως "IE 8 
-22 AN9GOD1OL -. A A SI E ο AN 
-23 AN3-11 . BOLT... ο a adas Ad NO! 
-24 146-58507-3 . LINK, Hydraulic "rudder and elevator boost reservoir. . ei hae ο 
filler pump 
-25 AN393-19 ο it ΔΙ ο ο reci ο ο NS Se eu ur e SE 
-26 ANO60D10 > WASHER OS ees Ae ντο es bm ae dis ee εν. ὃς A κ ωὲ ue oer: 23 
529 
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H-184-58-64B 


FIGURE 286 - COMPLETE HYDRAULIC. PRIMARY RUDDER BOOST RELIEF VALVE ASSEMBLY 
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AN, OT SOMBRA Group Assembly Parts List 


FUSELAGE (Cont) 


————— A AA ———— κος ο ——— κυρ μμ μμ ο A 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


286 175-58724 VALVE ASSEMBLY, Hydraulic primary rudder boost relief . , . . . Ref R 
complete (see figure 275 for next assembly) 

184 -58724 VALVE ASSEMBLY, Hydraulic primary rudder boost relief . . . . . Ref BJ 

(see figure 275 for next assembly) 





zr AN919-6D . REDUCER. , . . f Ug Lk uei pr a ο. R 
-2 AN6290-4 x GASKET uL quus chu. WO, Mete hua tase: Bie eee 2: 1 
-3 AN832-4D s "UNION. ae 4 a e A uer th ον oS ae ο Hees s 1 BJ 
-h AN6289 -4 sc | NUT Ss Coste dena ος "EE ers s. 44 i s d BJ 
-5 AN6291-4 zo RING ο ο ser ως Σο Ὁ š ὃ γην, ἡ ον ὃ. b ΒΖ 
-6 AN6290-4 s “GASKET στ og : ; AS CP -aL BJ 
-T ANQ27-4D ο -BEBOWS cQ 4 wns sus LEES v sects ue od c a 1 BJ 
-8 AN6290-4 S GASKET aca Soa erg o ne a Wh te Stee, cuo ος SUP be ee +A BJ 
-9 AN919-6D . REDUCER, . . . EE E Ege v oe αν ον E BJ 
-10 AN919-6D V REDUCER = ἃ: e 330694 i-o. 3 n "M a UE Va 1 
-11 AN6290-4 oe SG@ASKET 2-571 2o. 39x ice ‘ Gg See ο... Shoes 1 
-12 AN927 -4D . ELBOW. pp wn , pude Deme iS MW. es accru. cà ; i R 
AN783D6 Z TEES IUS ο pee es i ; A ; — eine A. s Al BJ 
-13 AN6290-4 . GASKET. . . . . . . 3 S S e.c: νου meg re Y R 
AN6289-6 νι, Ὁ Ρα. 5 23 us y "A 1 BJ 
-14 AN6291-4 e RING... wow eek e : Sita ES ces l BJ 
-15 AN6289-4 2 NUD coe Ber asy ος, on ας ὃν ον ος ας ce ᾱ VIS ss 1 Β 
AN6290-4 . GASKET ,........ i ξ Ἐς s . . 1 BJ 
-16 AN832-4D e UNION; e cata aa 3 « = a — 1 R 
AN89!ID6 -4 e BUSHING: 464 cee ee s ; DP P Jy ἐπὶ BJ 
-17 AN6290-4 s GASKET . 04 e ο ` Shee ος ος . zo E 
-18 AN919-6D . REDUCER. . . . . . . . EST di 3 š xw cx R 
AN894D6-4 . BUSHING. . . . . . νην è oe da ; 1 BJ 
-19 AN6290-4 2. SGASKET S Qe. Sa nee ae Sa, ree oe S She x. : ides A s 1 
-20 AN927-4D . ELBOW, μεν beater Keg toto MN iure exin os lub 
-21 AN6290-4 A pis, mee cider. ek o ο. ds ca so d 
-22 AN6291-4 A E A ο ος, Ὦ vds 1 
-23 AN6289-4 . NUT. . πμ νη Seth i a μυ μυ 
-24 AN832-4D μοι eee 0$ ee DRESS. es Ms he Son ο Ser isd ου 
-25 AN6290-4 y ASKED 204.2 ns ep ade e wie a a Y 
-26 AN925-4D & CROSS. now e wlecgsco kel eic ee ile SS See evan 4 wei cee ub 
-27 AN6290-4 ο GASKET e a van Be de lod vee aon ο las sedes ο de e De, rata 1 
-28 AN6291-4 κίε: ete c 0€ 095 0 EO, een S el vod ΥΜΕ; 
-29 AN6289-4 e NUT oos heen Se ck gll VR. OBR -ᾱ- Te αἱ aah ος e ox λοις a a ero. cb 
-30 AN832-4D Μο aS cee Pe ο ese hie, cal oe) φορ ο ee ee aoe ma ab 
-31 AN6290-4 6 “GASKET i ο cots, tee ee xxr E 
-32 AN833-4D s SEEBOW of ecu fae ο LIS M One Mee Lh ee e us tine ο R 
ER -33 AN6289-4 μμ Ser et ο ο <a) athe wb ο X00. We Dont Ab ta, μπω μου... R 
(2-35 AN6291-4 2: RING εὐ. αρ ο ο wel O ο ο as e qe το: Β 
-35 AN6290-4 og GASKET rice: co. tay Save, ce desig a a la tdo e ele ee TAL R 
-36 AN919-6D s: REDUCER ia con ώς a e a ὃν ο R 
-37 AN6290-4 4s ASE To το ors is «y τ ο τῷ ti αφ. E R 
-38 AN927 -4D go XEEBOW. ate gods fede E ; PEE ο. Β 
-39 AN6290-4 > GASKET y 2 4 ow wd » š ; Σ A 1 R 
-40 AN6291-4 GO RING io ve οὐ ῳ ὁ eaha HIE g " s 5 vow Ὢ Β 
-41 AN6289-4 . NUT. RT UNES A : Pus : sewn d R 
-42 ΑΝΘ32 -4D En UNION eig o o. e ; z ο ο ο”. Β 
AN919-6D . REDUCER. . . . . . — mi scu eve we ub BJ 
-43 AN6290-4 es GASKET o7 4 avo Rg: See ewe A E EY A oa as 1 
-44 AN919-6D . REDUCER. . ... . . xe A . ο ορ.“ ὦ ἝΝ ombra sd R 
-45 AN6290-4 S AGASKET. 2 2 29104 wo x95 : . αλα, da 3 ; . 1 
-46 AN832-4D . UNION o . 2 . 3 a. a ak " Ρ ; 1 BJ 
-47 AN6289-4 s NUTS o4 0899 uu Ὁ Sena ΠΠ ΜΝ ΕΔΕ «od BJ 
-48 AN6291-4 $. MEN πο τρ wired (he. tet ter ws ο NUES s E 4 l BJ 
-49 AN6290-4 s GASKET 0. e pins wok * δ ὦ μα. ES Vus rh vul BJ 
-50 AN927 -4D A AO A ον μι y o6 δρ, ο -- ο κε ah Hie ον κ... S UE BJ 
-51 AN6290-4 y GASKET l.i Lon we awe ο Dare a Ὁ ος «ο BJ 
-52 AN919-6D . HEDUCER. τ. brea Se? won al ο. k ο . 1 BJ 
-53 AN894D6 -4 . BUSHING. . . . . . » mm e ΚΕ : ius s l R 
AN919-6D . REDUCER. . . . . . -— Qv gs i v PC ; Sue so od 
-54 AN6290-4 . <GASKET qo ντ a -ᾱ rM A P Paa . Axe y a PE 
-55 AN927-4D 5 SELBOW n ᾱ- ὃς are $n s . p σόι, Ὢ 
-56 AN6290-4 s (GASKET 2 x2 4009s 5 2 , a a ic Ae? τ 
-57 AN6291-4 se RING 2 4 204 0. ee ee : 3 πο ο v Se ἐς xd 
-58 AN6289-4 . NUT. Gros oe, ---.- 5 . ἐν ο ο a TL 
-59 AN832-4D Lo ο μμ μα”... ἃ : s ο wi ἃ ὦ zu t 
-60 AN6290-4 . GASKET . . . . ea ; : e.c A e D) xe uw SÈ 
-61 AN925-4D a CROSS 2-209 dia e ^ PET d Spicer PNIS z 1 
-62 AN6290-4 . GASKET . sos acs o vow Zt de a E EE d οὔ. aes 3 1 
-63 AN6291-4 . RING. .... eee ; αλ... πμ. s cl 
-64 AN6289-4 2c ΜΕ tend. cao O : MEN πήρην ο... s. ub 
-65 AN832-4D «UNIONS ο οι 3e oe Sh A 26 TE ο. >o 
-66 : AN6290-4 ο GASKET oo gs cease ee we μα ς-. Ὁ > ος, ὃ ος δν sd 
-67 AN814-4D . PLUG AND BLEEDER . . . . . DE DNE a i Some sí R 
-68 AN6290-4 S GASKET ον ου ae. δι ce. ὦ Dad i yes ene MEE! R 
-69 AA11324A . RELIEF VALVE, Hydraulic (VI). ............ κ να. E Β 
AN6279-4CD s VALVE. μμ tac Ge dedu απο ο ο ο ο ie tees ios. SL BJ 
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FIGURE 287 - HYDRAULIC ELEVATOR BOOST ACTUATOR CYLINDER INSTALLATION 
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H-184-58-107 














AN 01-60AAB-4 
FUSELAGE (Cont) 


Group Assembly Parts List 


FIGURE & PART ` USEABLE ON 
INDEX NUMBER 


-11 
-12 


-14 
-15 
-16 
-17 
-18 


-21 
-22 
-24 
-25 


-26 
-27 


-33 


-46 
-47 


-52 
-53 


-62 


UNITS 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
175-58710 CYLINDER INSTALLATION, Hydraulic elevator boost actuator . . . .Ref W 
(see figure 69 for next assembly) 
175-58710-3 CYLINDER INSTALLATION, Hydraulic elevator boost actuator . . . .Ref BQ 
(see figure 69 for next assembly 
AN365-524 + NUT (magnetic inspected). . . . . . . "EM Ve eer «5, 
AN960D516 v “WASHERS ο ο. e ἐς 30) ο οὓς ος $39 x Ὁ 
AN175-10A - BOLT ος ο... οἱ 4 fy ην OPEM IU EL 
AN175-36A . BOLT (magnetic inspected) . τ. murs μμ πο ο 
NAS43DD5-160 + SPACER, Screw and bolt. . . . . . . . ., shat ovd, ga DE 
175-58760 - LOCK, Hydraulic elevator boost fitting. . s Um ο Iu a Y, jn Ὁ 
175-58708 + CYLINDER ASSEMBLY, Hydraulic elevator boost actuating. . . . 1 W 
175-52217-1 + . PLATE ASSEMBLY, Elevator boost cylinder hinge LH . . . . . 1 W 
175-52217-2 + . PLATE ASSEMBLY, Elevator boost cylinder hinge RH . . . . 1 W 
AN201K16A . 6 ts BEARING. ^ 25 ο elves an ο μα. * 2 W 
175-58758 + . FITTING, Hydraulic elevator boost cylinder straight. . . . 2 W 
AN6246-7 Saes RING . eU S ar e ο μμ Ιω a di W 
AN6227-7 s 0 PACKING ο ο ο ο s do ia QUAS Y s στὸ. db W 
175-58751 + . CLEVIS, Hydraulic elevator boost cylinder rod. .. Eyga ηέ W 
AN316-8R ο ΝΟ Ὅτ. uere As ie ον PCIE UP zw uero W 
2W11A8 + . WASHER, Tab lock (ΝΙΑΔ)................. PEST W 
175-58756 + . GLAND, Hydraulic elevator boost cylinder packing . . . . . 1 W 
175-58757 + . RETAINER, Hydraulic elevator boost cylinder packing. ... 1 W 
AN6232C2 se BED κα ο πα ο ΟΡ ο SP AW Lr m snc Ld mE. W 
AN6246-11 ee Ὁ RING cen ote ον Ode: 0 “er Boe > š E ar a a a «Ὁ W 
AN6227-11 e « PACKING. . . . . . . . . . "a fa ah dle “mar Ja, ας: Ὁ W 
7R2-11D + . RETAINER, Gland (NA) . . . . z ο O ds ce Fo W 
TR3-11D + . RETAINER, Rod "O" ring (NA). . . ens nd W 
2W1ALP37-31-64 + . WASHER, Plain (NA) . . . . . . σος ὃς tr reo Up e. de τας ee D W 
AN6246-27 s55& SRING μα ο Ss ee Be Be RI OI a ὃ ow νο «8 W 
AN6227-27 323 PACKING o 5 224 O wd. xD cU C. -ᾱ W 
175-58748 + +. CYLINDER END, Hydraulic elevator boost . . . . . . . . . . 1 W 
151-58344-11 + . RING, Hydraulic low friction piston. . . . . . . . . . . . 6 W 
175-58750 - . PISTON, Hydraulic'elevator boost cylinder. . . . . . . . . 1 W 
AN814 -2D + . PLUG AND BLEEDER . . . . .. ... ων ων ll. rn. -. 1 W 
AN6227-5 $5, “PACK ENG sho os E Geb es E νι ds te) E ο a LE d. ub W 
1P6 + . PLUG, Hydraulic (ΝΑ)............... Kot b W 
AN6227-3 $ C9, PACKING: 6 a ar a ὁ ο er Unius ox et is "E W 
175-58780-5 + + CYLINDER, Hydraulic elevator boost . 3 . . . . . . . . . . 1 W 
184 -58708 - CYLINDER ASSEMBLY, Hydraulic elevator boost actuating . . . . 1 BQ 
175-52217-1 + . PLATE ASSEMBLY, Elevator boost cylinder hinge LH . . . . . 1 BQ 
175-52217-2 + + PLATE ASSEMBLY, Elevator boost cylinder hinge RH..... 1 BQ 
AN201K16A v up ος BEARINGS 4 6 6 c» ie) do. sese ole πρ ον o8 9 ο ορ ο Eu cee, «Ὁ BQ 
175-58758 + . FITTING, Hydraulic elevator boost cylinder straight. . . . 2 BQ 
5R16-7 + 4. RING, Spiral back-up (ΝΑ)... .............. 4 BQ 
AN6227-7 e we “PACKING C S a oe es ube lies Se en κκ een LUE BQ 
175-58751 4, + CLEVIS, Hydraulic elevator boost cylinder rod. . . . . . . 1 BQ 
AN316-8R € UT. 2-3)... 41 wg oS OS aliss Ale ve ο ο ο hl M ao dar. EL BQ 
2W11A8 + . WASHER, Tab lock (NA). . .. .. . ... ..... 2 4$ α BQ 
175-58756 - + GLAND, Hydraulic elevator boost cylinder packing . . . . . 1 BQ 
175-58757 + . RETAINER, Hydraulic elevator boost cylinder packing. . . . 1 BQ 
AN6232C2 sos IBEURM 2 Ig £s 4509. 058 Φα mS uS QUE. Y Lae See orig ci dy 28 BQ 
5R16-11 + . RING, Spiral back-up (NA). . . . . . .. .. 2... .. 2 BQ 
AN6227-11 S ^ue RACKING om à cV eiie divas cen cim ve" We δρ D ce bue τοι ος ας. o en aU er ος . 2 BQ 
TR2-11D + . RETAINER,.Gland (NA) :...................1 BQ 
7R3-11D + . RETAINER, Rod "O" ring (NA)... . ... ......... 1 BQ 
2W1ALP37-31-64 + . WASHER, Plain (NA) . . .. ......... Cta e ke Ὁ. Ll BQ 
5R16-27 + . RING, Spiral back-up (NA). . . . . . posu ος Mie ek e ua i BQ 
AN6227 -27 a ter CPACKING. 07 ο ο O a ο le vao a a a da cl BQ 
184 -58748 + . CYLINDER END, Hydraulic elevator boost . . . . . . . . . . 1 BQ 
5R16-24 + . RING, Spiral back-up (NA). . . . . . ὃν ος ee ο A. EE. BQ 
AN6227-24 e PACKING: e e ον a a es ae Ch BQ 
184 -58782 + . PISTON, Hydraulic elevator boost cylinder. . . . . . . . . 1 BQ 
5R16-14 + . RING, Spiral back-up (ΝΑ)................. 2 BQ 
AN6227-14 a e (PACKING; 2L 09976 mz o. a woh ta E com oh Men το δι ye, fa 0% Se eed 1 BQ 
AN814 -2D + . PLUG AND BLEEDER. . « . « .. 4... ο ο ον ο 4 te luas ig 1 BQ 
AN6227-5 9. se PACKING; V a a κ Ὁ a ee See e € ο el y. ὢ 1 BQ 
1P6 + . PLUG, Hydraulic (NA) . . . . . . . . antes 6 presi a E 1 BQ 
AN6227 -3 € PACKING? V Wo x wi Lec4 δὲ τῷ x 9e e 1 a . ὁ ὁ: ο -ὁ 1. BQ 
175-58780-5 + . CYLINDER, Hydraulic elevator boost . A ERAN 1 BQ 
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H-184-58-108 


FIGURE 288 - RUDDER BOOST ACTUATING CYLINDER HYDRAULIC EQUIPMENT INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ΑΦδΥ. CODE 
. 288 175-58705-3 HYDRAULIC EQUIPMENT INSTALLATION, Rudder boost actuating . . . .Ref 

i cylinder (see figure 69 for next assembly) 
-1 AN365-720 NU ο cele a SS ο. 
-2 AN960-716 s .WASHERZ V car de e a de un e ο X9 a ἣν S dr c REC od RAUS Wr ο sdb 
-3 2W11B30-48-62 s "WASHER (NA) g νο a Se ie ae a αν, s Se αν οὗ AR 
-4 AN1 77-174 t BOLT; 4 νά Ae E sos sux. Tee eu Ge sess . 1S 
-5 " AN365-428 u NUT eg Ὁ Ὁ . 5... € 5 . " x "S eo wx >: 
-6 AN960D416L + (WASHER. ο woe e e a EE ei 4: ας B 
-7 AN960D416 + WASHER. . . . eo ow S . 5 —— Ee! 
-8 AN174-33A e BOLD. ο 0 Ὁ E ο. 9 $ aaa er Ὦ care v 
-9 AN320-4 . NUT (RH side only)... 2 G IGG gI g i i iili 
-10 AN960D416 - WASHER (RH side only) . C NL de Bete .. 90 
-11 NAS464-4-14 . BOLT, Shear close tolerance (RH Side. Only)... s x € x o0 d 
-12 AN316-6R . NUT (RH side only). PAREN 
-13 RE4M6 . END, Rod assembly (RH side only). (BAP): cas sra gp A 
-14 AN365-1032 ο μι ον ο Ρο τῶν D inn ο isis ο tee Dei doe cdi 
-15 AN960D10L 2. WASHER: uo ue sal ο ue én ves Se apy teh agp gessi Webs cs cb» x. Ὁ 
-16 AN3-11 s BODIES ux ova esee ue a wt BE ἄν, ολοι, 48 
-17 175-58735 . LOCK, Rudder boost “actuating cylinder που εφ... d 
-18 175-58704-3 . CYLINDER,ASSEMBLY, Hydraulic rudder boost t actuating LH and RH 2 
-19 7R2-13D . . RETAINER, Gland (NA) . . . . . . . "UP qe ἱφ- “δι. a eR ατα 
-20 2W1ALP45-35-64 . . WASHER (NA). νον URL Tenes «Oye ιν Ar were cap dey Geo woe e o 
-21 AN6232C2 -9/16 z e FELT ον os um a MO 
-22 175-58727 . . GLAND, Hydraulic rudder "boost actuating cylinder es δν ο ol 
-23 AN6246-13 s^. RING a aa Mec A EN 9 da ode de 
-24 AN6227-13 +. PACKING. ... oggy ae Ue 
-25 175-58726 . . PISTON, Hydraulic “rudder boost actuating cylinder. NS | 
-26 151-58344-13 . . RING, Hydraulic low friction piston. . . v o μα Ὁ 
-eT 175-58728 ^s GLAND, Hydraulic rudder boost actuating cylinder s WW 3m a 
-28 AN6246-27 so ENG ο ee Re ο ον ER ὃς, Ὁ 
-29 AN6227-27 +. PACKING. ... sow od 
-30 1175-58729 - . RETAINER, Hydraulic rudder boost actuating cylinder. ah 36 Uu. E 
-31 AN316-9R uode NUT £09 ο ο er tó Wee ona Sek HS. ENS: 
-32 2W11A9 . . WASHER, Tab lock (NA). a το Se Bia este Gal di. Qe ated as ad 
-33 175-58732 . . END ASSEMBLY, Hydraulic rudder boost actuating cylinder. . 1 
rod ; 
-34 LSS7 o tes ^ BEARING (HEC). . "EG WE E Rc.) € a ub 
-35 AN944-103 + © & FITTING. “6.055 A RARA ο ο. 
-36 1P6 - | PLUG, Hydraulic (NA) s € x09 cana e e da 3 
-37 AN6227-3 e . PACKING. . . ο ας ar RE WE T OE MIT ο ας 
-38 175-58730 . . FITTING, Hydraulic rudder boost actuating cylinder . . . . 2 
-39 AN6227-7 a “wo? ‘ PACKING Sa ο Site. te ὦ. Mat US ae ο S er ος de ορ δν ος ο eee! qub 
-40 AN6246-7 e ἡ -RINGo 8 004 — T 
-41 184 -24458 . . FITTING ASSEMBLY, “Rudder boost strut attachin DE d oss ek e 
-42 K12A sw e BEARING (PAF). e ος 
-43 175-58731-3 .\ +. CYLINDER, Hydraulic ` pudder boost actuator. τν ao ο. 
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FIGURE 989 - BOMB BAY DOOR HYDRAULIC EQUIPMENT INSTALLATION 
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H-184-58-61A 





156-58811 -23 
156-58811-21 
AN833-6 
AN960D916 
AN924 -6D 





ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 


LINE ASSEMBLY, 
LINE ASSEMBLY, 
ELBOW. . . ... 
WASHER . . . « 


Section [| 


Group Assembly Parts List 


“Bomb doors 
Bomb doors 


open elbow to reducer 
close elbow to reducer. 


e 0 © © ὁ « 9 © 9 9 9 5 


πο AAA A A A QC UE  — I 
που PART NITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
-58130 HYDRAULIC EQUIPMENT INSTALLATION, Bomb bay door. ν . Ref B 
(see figure 100 for next assembly) 
AN833-4 A yr Roo tI oh BS mas bust ο VE e 2 B 
AN924 -4D s^ NUTS a a Ὁ ο . à gud E $ xta ; 2 B 
AN960D716 σπα κ e ea ο Drs E qs e A SS Leelee US UM E 2 B 
156-58811-25 . LINE ASSEMBLY, Emergency bomb doors close elbow to union. . 1 B 
156 -58811-33 . LINE ASSEMBLY, Emergency bomb doors open elbow to union . . 1 B 
AN815-4D X TAUNTON ΜΕ ο bMS v ο aay deer e ο ο. 4 B 
156-58811-27 . LINE ASSEMBLY, Emergency doors close union to union . 5. ὁ 1 B 
156-58811-35 LINE ASSEMBLY, Emergency bomb doors open union to union . . 1 B 
156-58812-71 LINE ASSEMBLY, Emergency bomb doors close from union. ws 1 B 
to elbow on shuttle valve 
156-58811-37 . LINE ASSEMBLY, Emergency bomb doors open union to elbow 1 B 
on shuttle valve 
AN833-4D a GLBOW. 42 37.0 € £529 e ο ο ES 2 B 
AN6289-4 . NUT. Sw ἡ a ΚΝ a : ume s SEM 2 B 
AN6291-4 x, RINGS. Soi eofs9I4 αμ τὸ -ᾱ . - ο a ae 2 B 
AN6290-4 € GASKET 154 Je: or Ὁ Get elo. -ᾱ D la an ye "D αν cee ες EM 4 B 
AN832-10D s “UNIONS. vc ο ee Mr es He SS να m P OE “te. š 2 B 
AN6289-10D x μμ ar hd i a — 65 τὸ ο οὐ A δι TM “ὁ Ὁ 2 B 
AN6291-10 O IE 3 Aor rk at oe ee 2 B 
AN6290-10 a GASKET (. 2 653.49 :ᾱ- a ον. eh ep oy : «C s " αρ 4 B 
AN815-8D . UNION. E ὁ O qe ew e Yt o Η ον de 5 B 
AN6290-8 . GASKET . . . è i Peak ui vei nee: Cad cav ej, ο σα ler hs Caec ρω Ss 1 Β 
146-58089 . VALVE ASSEMBLY, Hydraulic bomb door shuttle ..... rs 2 B 
(see figure 280 for detail breakdown) 
AN832-8D ο. UNION. . . 2. ὦ x e: EE LEN AS s vé 1 B 
AN927 -8D . ELBOW. . . . . . . RUE wie Pu hee S ἴα». Sg 5 EK 1 B 
AN6289 -8D . NUT. ae ὃς e$ Be ee is SB at WG? uy ay tal "ᾱ» Ng A RN 2 B 
AN6291-8 . RING 2 "EIE a Ug 5 "NES x Da, ὦ 1 B 
AN6290-8 . GASKET . Snake ᾱ- εαν cw te sé ain ο ο e ο der US 3 B 
AN833 -8D 2 EBBOW.- ce a AEs eh aca e EE Bate, "ο ὦ πο... 1 B 
156-58811-19 . LINE ASSEMBLY, Bomb: doors open flow regulator to elbow. . . 1 B 
on Shuttle valve 
156-58811-13 LINE ASSEMBLY, Bomb doors close union to elbow shuttle. . . 1 HB 
valve g 
AN837 -8D .. ELBOW; o o a as RR AA EO A A AA ARA 2 B 
AN960D1216 ο WASHER z. 4o cia ο i60) ο; a cu T e a f wis CREME NEP 2 B 
AN924-8D . NUT. ae es ο ο a isi aw? ο e e μὴ 2 B 
156-58811-17 . LINE ASSEMBLY; Bomb doors open elbow to union . . . . . +. . 1 B 
156-58811-11 . LINE ASSEMBLY, Bomb doors close elbow to union. E da 1 B 
AN815 -8D . UNION. . . x x x Sr me bog ος ο A ee πὲ, εἴς 4 B 
156-58811-15 . LINE ASSEMBLY, Bomb doors open union to union . . . . . +. + 1 B 
156-58811-9 . LINE ASSEMBLY, Bomb doors close union to union. . ee igi 1 B 
156 -58812-45 . LINE ASSEMBLY, Bomb doors open flow regulator to union. . . 1 B 
156-58812-43 4 LINE ASSEMBLY, Bomb doors close reducer to union. . . ^g 1 B 
AN919-12D . REDUCER. . . Oe WE or UON. OE GELS. WI ORO ο ον. OE P οφ ον κ T 2 B 
AN815 -8D . UNION. ... uos: c. οἱ τά 5 . " δν εἷς cS 1 B 
AN6290-8 . GASKET... οἱ τι μοι. Tet 3. tah sat we de fad ex ED es "αν Se e d 2 B. 
196-8-5.0 FLOW REGULATOR (WAEC) . . . . . Rr 1 B 
AN919-12D REDUCER. . -. ο) "φας. é 1 B 
$ 1 B 
1 B 
2 B 
2 B 
2 B 
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FIGURE 290 - BOMB BAY DOOR HYDRAULIC EQUIPMENT INSTALLATION 














ΑΝ O1-60AAB-h 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
290 18/1-58130-10 HYDRAULIC EQUIPMENT INSTALLATION, Bomb bay door. . . . . . . . Ref AM 
(see figure 100 for next assembly) 
-1 AN833-4D ELBOW. e τος Se ο οί Tee ERP qe O9 Se se, le ast og ca Cw Ko del m 180,18 2 AM 
-2 AN960D716 WASHER 2 n -. ο Gn οι E κεφ ο ον τρ lm pm ο eh ch EA 2 AM 
-3 AN924-4D NUT. “oi ceo re ai oh ax seth O eM er cox wie we πα das Medes -ᾱ 2 AM 
-4 184 -58802-33 LINE ASSEMBLY, Emergency bomb door open union in bulkhead . 1 AM 
at station 9 to union at station 89 
-5 AN815 -4D UNION. . . . . iW. xu P 2 ο νὰν de 9 ΑΜ 
-6 184 -58802-23 LINE ASSEMBLY, “Emergency bomb door close union 1n , Ὃν ἐς 1 AM 
bulkhead at station 10 to reducer at station o` 
-T 184 -58802-35 LINE ASSEMBLY, Emergency bomb door open union at station. . 1 AM 
33 to union at station 89 
-8 AN919-6D REDIGER o> κο. ay 1b rae OARS eb uem Get rep su" καὶ Ve TUI RANAS A Se E RA NSIL HS 1 AM 
-9 184-5880? -25 LINE ASSEMBLY, Emergency bomb door close reducer at . . . . 1 AM 
station 90 to shuttle valve at station 92 
-10 184 -58802 -37 LINE ASSEMBLY, Emergency bomb door open union at station. 1 AM 
89 to shuttle valve at station 110 
-11 AN919-14D REDUCER. . . . . . . ooo DEC WP NON E a 2 AM 
AN6290-10 GASKET . . . $ ow uS Uode “ἃν a l AM 
-12 184-58802-21 LINE ASSEMBLY, “Bomb door close "shuttle “valve at station . 1 AM 
96 to actuating cylinder port 
-13 AN6277-6 VALVE V a) “ex we ae uh S SD ay € 09 RS oR SD 9 Y. EER ὦ 2 AM 
ATTACHING PARTS 
-14 AN3-16A BOLT 4 οἱ ο ών TIED rur. A A A A A ὃ 4 ΑΜ 
-15 ΑΝΟΘΟΡΙΟΙ, WASHER 4 x Se ve xoi de. R9 ᾱ Ὁ. ae ος De Tum cw I, de. ο. δν, ο 8 AM 
-16 AN365-1032 O RR A cg 4 ΑΜ 
ἂν mi M ea i 
-17 AN833-6D ELBOW. . . 24e. tee rear ai vs bes od 5 AM 
AN6289D6 NUT. wo ss) sea a a is ο τῷ. καὶ. ἳ -ῳ- Παν 5 AM 
AN6291-6 RING 4 e ss aaa -- ας ο. " δ a mE 5 AM 
AN6290-6 GASKET ; μ.ο: ὦ 9 9 3 e s aa a 5 AM 
-18 AN919-6D REDUCER. . . ὦ Nus Ὁ Sud o Ue E equo 1 AM 
AN6290-6 GASKET b R^. a ws E - -— Ber νι SS eos EP τὸς, Ὁ 1 ΑΜ 
-19 AN815-6D UNION. . . £s A è DLP" 1 ΑΜ 
-20 184 -58802 -19 LINE ASSEMBLY; Bomb door close union at station 111 to. . . 1 ΑΜ 
shuttle valve at station 92 
-21 184 -58802-31 . LINE ASSEMBLY, Bomb door open shuttle valve at station. . . 1 AM 
| 112 to actuating cylinder port 
-22 184 -58802-29 LINE ASSEMBLY, Bomb door open regulator at station 121-3/16 1 AM 
to shuttle valve at station 100 
-23 AN919-12D REDUCER. . . . « ooo. . NA E Settler sie Ou, ο PME 2 AM 
-24 AN6290-8 GASKET . . s^ dec RU a ῳ DN QA T al ο”. 2 AM 
-25 196-8-5.0 FLOW REGULATOR "(WAEC) | Š P E -- 1 AM 
-26 184 -58802-27 LINE ASSEMBLY, Bomb door open union in bulkhead at. 2, car 1 AM 
station 189 to regulator at station 121-3/16 
-27 184 -58802-17 LINE ASSEMBLY, Bomb door close union in bulkhead at . . . 1 AM 
station 190 to union at station 111 y 
-28 AN833-6D ELBOW +2 κως τω 06 3 e da n9 E UR AR RIAS 958-18 2 AM 
-29 AN960D916 WASHER. ui du a a e R9 r6 e Es BO dee, -ᾱ- ταὶ Yet ee ὦ 2 AM 
-30 AN924 -6D NUT... uo €» os deo -ᾱ «ο dé, a sai DAD UE. os Te 2 AM 
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H-184-54-215A 
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FIGURE 291 - BOMB ΒΑΥ REMOVABLE ADAPTER INSTALLATION 
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-28 
-29 


-32 


184-63300 
146-63301-200 


184-54400 

184 -54400-101 
184 -54400-3 
RNK -AL5- 2201/2. 
AN3057-6A 
AN3106A14S28 
184 -54400-5 
RNK -AL5 -22C1/2 
AN3057 -6A 
AN3106A14S28 
RNK-AL5-31SL 
NK-CL3/4B 
AN3057 -12A 
AN515-8R10 
AN960D8L 
AN365-832 
AN515-8R12 
AN931C 3-5 
AN3106A10S28 
AN3057 -3 
AN3310-1 
AN3100A22-198 
AN3057 -12A 
AN515-4R7 
ΑΝΟΘΟΡΗΗ, 
AN365-440 
381710 
AN3057-12A 
AN3106A22 -20S 
AN520-10R7 
AN960D10L 
AN365 -1032 
237EAU 
AN509-8-7 
AN960D8L 
AN340-8 
AN3107A20-298 
AN305T -12A 
AN3100A28-16S 
AN3106A28-16P 
AN3057-16A 
AN515-6R7 
AN960D6L 
AN365 -632 
AN3436-2-4 
AN3436-2-10 
AN3434 -1 
AN515-4R8 
ΑΝΟΘΟΡΗΗ, 
AN365 -440 
AN341-6 
AN936A6R 
ΑΝΟΘΙ -6 

397-4 

397-10 
AN3436-4-1 
AN3434-4 
175-54195-115 
AN515-4R10 
ΑΝΘΘΟΡΙΗ, 
AN365 -440 
AN341-10 
AN936A10B 
AN961-10 
AN3100A32-7P 
AN3108A 32-78 
AN3057 -20A 





2 3 4 5 


ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 


6 7 


ADAPTER INSTALLATION, 
ADAPTER ASSEMBLY, 





Section [| 


Group Assembly Parts List 


NOMENCLATURE 


Bomb bay removable 
Bomb bay removable 


(see figure 292 for detail ERE 


BOMB ADAPTER ASSEMBLY, 
BOMB ADAPTER ASSEMBLY, 

CONNECTOR SUB ASSEMBLY, 
Electrical connector (CED). 


PLUG, 
ADAPTER 
PLUG 


CONNECTOR SUB ASSEMBLY, 
Electrical connector (CED). 


PLUG, 

ADAPTER 
. PLUG. 
RECEPTACLE 


JUNCTION SHELL, 


ADAPTER . 
SCREW . . 
WASHER. . 
NT... 
SCREW . . 
GROMMET . 
PLUG. . . 
ADAPTER . 
RELAY . 


3 


9 ὁ . ο 9 9 9 n 


RECEPTACLE. 


ADAPTER . 
SCREW . . 
WASHER. 
NT... 
. SELECTOR 
. ADAPTER 
. PLUG. . 


Z PLUG. . 
RECEPTAC 


Si He ερ 


. . ο o 


Electrical connector wall "mounting (cED) š 
Electrical connector straight type (CED). 


e ot ot 5 n 


RS2) 


e 


9 9 . ot ot] nt ng 
Mom . 9 9 m t] «ο 98 ο n 
P 
9 ee 9 ο ὁ ο n 
m 


5. 9 9 o9 0 ο o9 9 9 n9 tg 9 n 
e ot tm ο n9 


TERMINAL BLOCK “ASSEMBLY ; 
TERMINAL BLOCK ASSEMBLY . 


STRIP . 
. SCREW . 
. WASHER. 
. NT... 
NUT .. 
WASHER. 
WASHER. . 
COVER, 
COVER, 


m 


. 


5 ο . 9 9 n 
. 
se ot ot! n 


3 9 9 om t£ n 


TERMINAL BLOCK ASSEMBLY . 


| STRIP.. 


COVER ASSEMBLY, 


SCREW . . 
WASHER. . 
NUT . . 
NT... 
. WASHER. . 
. WASHER. . 
. RECEPTACLE 
. PLUG. . . 
ADAPTER 


(MAL). 


Electrical terminal 
Electrical terminal 


"Electrical 


Electrical complete. . 
Electrical complete. . . . 
Electrical bomb adapter. 


eo 8 ot o 


. 


block 
block 


(HEGE 
( HEGE) . 


"Electrical bomb adapter. 


terminal connector. 


o9 ο . o9 9 o9 ot . +. 5 o9 n n n 


zB 
Ώ 
Γη 


PRP EP RPP 
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! 
4 
vU 
t 
] 


H-184-63-7 





FIGURE 292 - BOMB BAY REMOVABLE ADAPTER ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ο 7 NOMENCLATURE PER ASSY. CODE 
292 146-63301-200 ADAPTER ASSEMBLY, Bomb bay removable . . . . . . . . TT .. . . Ref 
see figure 291 for next assembly). 
No Number - BOMB BAY ADAPTER RACKS AND RAILS ASSEMBLIES. . . . . . . . , Ref 
(see figure 293 for detail breakdown) 
-1 146 -63304 + BEAM ASSEMBLY, Bomb bay adapter upper complete. ., , , , , 1 
-2 146-63304-125 + + COVER, Bomb bay adapter beam rivet access ed and aft). 2 


-3 146-63304-126 . - COVER, Bomb bay adapter beam rivet access (lower). . , 2 
542 l 





ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
292-4, NAS221-9 . . SCREW, Brazier head Phillips recess alloy steel 10-32. ΠΟ 

-5 NAS221 -11 - . SCREW, Brazier head Phillips recess alloy steel 10-32. 12 

NAS221 -21 . . SCREW, Brazier head Phillips recess alloy steel 10-32. 28 
-6 146-63308 . . LUG ASSEMBLY, Bomb bay adapter supporting. . . S we 1 
-T AN365-1032 a ee NUDE νο αν ο ο oi ο πο. DE . 16 
-8 AN960D10 s Gee WASHER. ο se A E De ιν Ἣν E T E I ue ee 16 
-9 NAS221-19 - . SCREW, Brazier head Phillips recess alloy steel 10-32. 4 

NAS221 -21' - . SCREW, Brazier head Phillips recess alloy steel 10-32. 12 
-10 146-63313-3 + . BRACKET, Bomb bay adapter drag brace center attaching LH. 1 

146-63313-4 . . BRACKET, Bomb bay adapter drag brace center attaching RH. 1 
-11 146-63326-1 - . BRACKET ASSY, Bomb bay adapter front bomb hoist pulley LH 1 

146 -63326 -2 . . BRACKET ASSY, Bomb bay adapter front bomb hoist pulley RH 1 
-12 146-63327-1 . . BRACKET ASSY, Bomb bay adapter rear bomb hoist pulley LH. 1 

146-63327 -2 . . BRACKET ASSY, Bomb bay adapter rear bomb hoist pulley RH. 1 
-13 146-63305-1 . BEAM ASSEMBLY, Bomb bay adapter upper center LH. £ 1 

146-63305-2 . . BEAM ASSEMBLY, Bomb bay adapter upper center RH. CREER X 

146-63304 -11 . . BEAM SUB ASSEMBLY, Bomb bay adapter upper complete se n 1 
-14 AN365 -624 Se vee μμ ην ο ο Liae κο μα Pa 1 

AN365-428 el c NUT ^. eeu Ὁ Ὁ ux cer nde REMO MES ql 3 
-15 AN960D616L PD WASHER o «uoce M ge CAR QS. len e dah cle teer rta n 8 1 
-16 AN960D416L A " WASHER . . . "OCEAN 7 A. τῶν. ος. e éi 4 
-17 AN394 -25 , s PIN. «© 2» μμ ον NEU RN dy E νῶν «ἃ 1: 
-18 146 -63333 > HOOK ASSEMBLY, Bomb bay adapter 252 LH "2000 lb bomb | 1 
-19 130-63065 * ; LATCH ASSEMBLY, 2000 lb - 4000 1b bomb hook . . . . . 1 
-20 130-63065-3 5 > LATCH, 2000 1b - 4000 1b bomb hook. . de 1 
-21 130-63066 Ὃν ο δ SPRING, 2000 ib - 4000 1b bomb hook latch. "Ec 1 
-22 ANU-10A EN BOLT.: 5.4 09 Bem e vide uu CM 2 

ANI -11A νην νε. οὐ ζω 4 1 

AN6-12A k .. . BOLT... . φάη. 1 

146-63304-21 . . BEAM SUB ASSEMBLY, Bomb "bay adapter. upper complete S. xar im 1 
-23 AN365-832 -- 48 . SV es eos Le a S. ak s 1 
-24 4s4-8-7 πα. SPACER, Rivet (NA). . K Be oh 1 
-25 146-63323-4 "e SPRING, Bomb bay adapter “hoist "beam latch ἂν Slave 1 
-26 146-63322 . . . LATCH, Bomb bay adapter hoist beam. . . . . rs 1 
-27 AN960D8 7 . e WASHER. e e αν ὦ a ela a, ARA ος ὃς Ὁ L 
-28 NAS220-14 . . . SCREW, Brazier head Phillips recess alloy steel 8/32. 1 
-29 146-63310-3 $^ ye FITTING, Bomb bay adapter front LH sway brace . . .. 1 
-30 146-63311-3 ae. a FITTING, Bomb bay adapter front RH sway brace . . . . 1 

146 -63304-31 7 | BEAM SUB ASSEMBLY, Bomb bay adapter upper complete . . 1 
-31 AN365-832 x. oae! Son BUE αν oe S- fey νὰν eR. “ὦ Wk QE BO Xo RID oe τὰ 1 
-32 4s4-8-7 Dol i SPACER, Rivet (NÀ). | . . e APE AE H 
-33 146-63322 . . . LATCH, Bomb bay adapter hoist bean. ο ater teeta τῳ 1 
-34 AN960D8 er s . WASHER... AL 1 
-35 NAS220-14 "C SCREW, Brazier "head Phillips recess alloy steel 8/32. 1 
-36 16-6332] $. τῷ SPRING, Bomb bay adapter hoist beam latch . . n 1 

146 -63304-41 | | BEAM SUB ASSEMBLY, Bomb ‘bay adapter upper complete AR 1 
-3T AN365-624 w- «χε NUT. 74x We dw ες Clad a? Pah Id a a e 1 

AN365-428 Sauer 2o NUT. 6S ὦ. a . a PE 3 
-38 AN960D616L ὃν F s U WASHER: 4^ ο αν Sere at ume, ES ο δ) ᾱ- ος. "e L 
-39 AN960D416L Sa cy ag. WASHER AA ΝΗ 4 
-ho AN391 -25 νο BIN a ο ο a E a 1 
-41 130-63065 os LATCH ASSEMBLY, 2000 1b - 4000 1b bomb hook . "EM 1 
-42 130-63065-3 è E . LATCH, 2000 lb - 4000 lb bomb hook . . . A 1 
-43 130-63066 E H . SPRING, 2000 1b - 4000 1b bomb hook latch. « . ο 1 
-44 146-63334 wo HOOK ASSEMBLY, Bomb bay adapter sta 282 2000 1b bomb 1 
-45 AN4-10A eoi BOLT «ovk ones Mae δεν CD LET Que ^. SOME De ey tO qun ας -ὢ’ UN 1 

AN4-11A eh cee BOET igo: sae coe (εφ: dr WES ο ο ο ο a τα 9 f, 2 

AN6-12A EP Uu BOLT 45 ο Ὁ ee ts ο ο m. LET Le "e 1 
-46 146 -63319-3. at ng FITTING, Bomb bay adapter rear sway brace LH. . πο 1 
-47 146-63320-3 . . FITTING, Bomb bay adapter rear sway brace RH . . AUN 1 
-48 169-63388 . . HOOK, Fuselage sta 294-1/32 bomb adapter beam hoist. . . 2 
-49 146-63321 . . SUPPORT, Bomb bay adapter center bomb hoist. RE 2 
-50 NAS144-26 . BOLT, Internal wrenching steel 1/4-28...... Moe a 4 
-51 AN365 -428 a πη’ ος. ud as ion nU ELS ανα . P 4 
-52 AN960D416L «4 os WASHERS? 4.276 94s) Ὁ a αι Byte 7 9 

AN960D416 * WASHER. . . . —" ws cee oe 2 
-53 156-63316-3 Š BRACE ASSEMBLY, Bomb "bay “adapter “drag (forward) es ees 2 

(supersedes 146-63316-3) 
-54 156-63316-5 . BRACE ASSEMBLY, Bomb bay adapter drag (aft) . . . . 2 
(supersedes 146-63316-5 

-55 AN316-14R a in ae "Rn NE κ κ» ἃ 7 1 
-56 156-63318 , FITTING, Bomb ‘bay “adapter “drag brace end . . . . . . ; 1 
-57 AN365-624 s NUT ο vo ο Ue ο eo la: LS ο ο ο E ote us 4 
-58 AN960D616L . WASHER. . . . . . —— ο. EI η ως κ. ᾳ. WO 
-59 AN6-11A se) BOT oa ataca a ώς ὃν M uus E haus at 4 
-60 AN320-6 . NUT... "o ὃν A A . ὅς κ ο, da BB 4 
-61 AN26-16 . BOLT 3. y ο ώς ὃς ἃ A a m aa 4g 4 
-62 130-63313-7 . RING ASSEMBLY, Mine static line attaching i ROLES 4 
-63 146-63372 . HOOK ASSEMBLY, Bomb bay adapter center bomb hoist . . . .. 1 
-64 146-63379 . PIN, Bomb bay adapter center bomb hoist hook. . η 1 
-65 146-63373 . BEAM ASSEMBLY, Bomb bay adapter hoist . . . . . . . . . . . T 
-66 146-63373-3 . . BEAM, Bomb bay adapter hoist . . . . . . . . . . leis 1 
-67 146-63374 . . HOOK, Bomb bay adapter hoist beam. ....... : : 1 
-68 146-63375 . . PIVOT, Bomb bay adapter hoist beam . . . . . . . E A 2 
-69 NAS378-2 . PULLEY, Heavy duty control. .... ee dal ou^ ob 3 2 
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FIGURE 293 - BOMB BAY ADAPTER RACKS AND RAILS ASSEMBLIES 
544 





ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 





Section [| 


Group Assembly Parts List 








FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
o Number ND RAI SEMBLIES . . . . . . . ο Ref 
. : (see figure 292 for next assembly) 
-1 146-63330-200 RACK ASSEMBLY,’ Bomb bay adapter left front. . . . . . . . . 1 
(see figure 294 for detail breakdown) 
-2 146-63340-200 . RACK ASSEMBLY, Bomb bay adapter right front ........ 1 
(see figure 295 for detail breakdown) 
-3 146 -63347 -201 . RACK ASSEMBLY, Bomb bay adapter left rear. . . . . . . 1 
(see figure 296 for detail breakdown) 
-4 146-63347 -202 . RACK ASSEMBLY, Bomb bay adapter right rear. . 1 
(see figure 297 for detail breakdown) 
-5 ΑΝ365- 28 ο NUR co Ck ct ο δι κο ο ΗΝ Spgs ue ce EC νιν ende ae De 6 
-6 AN960D416 - WASHER . . . . . . CRES Sige HAE, --- ; 6 
-7 AN4 -17A so BOLT: eu eee. ᾱ νο wee Ce ES. ce ὦ τ S cae daran D d 2 
-8 AN4-27A « BOLT « : eode SS Ro E os πρι Ye. MED κ e 2 
-9 AN4-33A . i CBORD 2.23 oven Ὁ Ὁ 94e E we WO SU ade 1 
-10 AN365 -624 ΗΠ, ο Re. ο a er Se P ἂν wis A -. 3 
-11 AN960D616L s WASHER.& -ᾱ- ο Us tens Jay ERU δι τς ἃ; ὃς δν, e v1. de $ 2 
-12 AN6-34A tyes BOLT eu ος ον Be ο ae (αν ae O UE 2 
-13 184 -63380 . FITTING, Bomb bay adapter station 282-31/32 LH drag . . . . 1 
-14 184 -63382 . SHIM, Bomb bay adapter station 282-31/32 LH drag fitting. . 1 
-15 184-63381 . SHIM, Bomb bay adapter station 282-31/32 LH drag fitting. 1 
-16 146-63357 -3 . RAIL ASSEMBLY, Bomb bay adapter left front removable. ο 1 
-17 184 -63337 . BRACKET, Bomb bay adapter left front rack hook brace. s es 1 
-18 ANT -12Α x BOVE a ο ο ο EC URSUS ESCALA ον ο EO DK) WU NEA DR ᾱ epe ra 3 
-19 AN960D716 > WASHER X a edes κ.α ας, E A ee es SENG GK 3 
-20 AN365-720 μι ο τῷ ο Sem ου ο nie ο Mec stata ine de ON SE ey ia o ao ae τῷ 3 
-21 184 -63338 . FITTING, Bomb bay ađapter left front rack hook brace. Lv: 1 
-22 184-63336 . BRACE ASSEMBLY, Bomb bay adapter left front rack hook... 1 
-23 NAS144-41 . BOLT, Internal wrenching steel 1/4-28 . . . . . . . . oe 1 
-24 AN960D616 sr WASHER So normes ο ο td igi Mon Gy Ie tel DELE. e ARE Rr Mey Be tee .-- 1 
-25 NAS224 -42 . SCREW, Brazier head Phillips recessed alloy steel 3/8-24. . 1 
-26 AN365-524 ww, NAI E Ὅς a AR EA A ἀρ A RA A tgs tee due ron id 1 
-27 AN960D516 . WASHER... wee he ο ο S. ce rra πὰ 1 
-28 NAS145-19 . BOLT, Internal “wrenching “steel '5/16- 2h. . "m So Wed Nie δὲ 1 
-29 146-63358 . RAIL ASSEMBLY, Bomb bay adapter right front read. m $ α 1 
-30 146-63358-5 . . HOOK AND LATCH ASSEMBLY, Bomb bay adapter right front rail 1 
-31 AN394-15 ca ow PING 2. a AS 1 
-32 146-63361 - . . HOOK ASSEMBLY, "Bomb bay adapter removable rail. . . . 1 
-33 130-63065 + . . LATCH ASSEMBLY, 2000 10 - 4000 1b bomb hook . . . .. d 
-34 130-63065-3 ο ἃ + . LATCH, 2000 1b - 4000 lb bomb hook... NE 1 
-35 130-63066 - . . . SPRING, 2000 lb - 4000 1b bomb hook latch. sd. Ro TA 1 
-36 146 -63359 . RAIL ASSEMBLY, Bomb bay adapter left rear removable . . . . 1 
146 -63360 . RAIL ASSEMBLY, Bomb bay adapter right rear removable. . . . 1 
-37 146 -63359-5 . HOOK AND LATCH ASSY, Bomb bay adapter left rear rem rail. 1 
146-63360-5 +. . HOOK AND LATCH ASSY, Bomb bay adapter right rear rem rail 1 
-38 146-63361 sf ch HOOK ASSEMBLY, Bomb bay adapter removable rail. ΚΕ 1 
-39 130-63065 . . . LATCH ASSEMBLY, 2000 1b - 4000 lb bomb hook vs 1 
-40 130-63065-3 +. + . LATCH, 2000 1b - 4000 1b bomb hook . . EE 1 
-41 130-63066 τ E SPRING, 2000 1b - 4000 1b bomb hook latch. s 1 
-42 AN304-15 A RIN ο ᾱ REC NEU. 1 
-43 146-63381-1 € -2 . . FITTING, Bomb bay adapter station 367 removable αν... 1 
bomb rail attaching LH and RE upper 
-44 146-63381-3 & -4 z FITTING, Bomb bay adapter station 367 removable . . . 1 
bomb rail attaching LH and RE lower 
-45 146-63382-1 & -2 FITTING, Bomb bay adapter station 353 removable . . . 1 
bomb rail attaching LH and RH lower 
-46 146-63382-1 5 FITTING, Bomb bay adapter station 353 removable 1 
bomb rail attaching LH upper 
146-63380 i FITTING, Bomb bay adapter rear RH removable bomb. 1 
rail attaching RH upper 
-47 146 -63368 . FITTING, Bomb bay adapter longeron sta 254 drag (fwd) . . . 4 
-48 AN365-428 ο ο ο ο Ts Ga ο ο πο ΙΡ ΟΝ ως Rp aa e 4 
-49 AN960D416 a o WASHER a aade p ARCA AAA AA A a ώς ἡ 4 
-50 AN509-416R23 MEC UUO ο ο ah 252, cal aE a a te a BS al agar ου 4 
-51 146 -63369 . FITTING, Bomb bay adapter longeron station 358 drag . . . . 4 
-52 AN365-428 v OUR. v ise oP, Tel ee ο RI E dA ORE uz a) αν cer eli eed ae ἃν “ᾱ 8 
-53 AN960D416 s WASHER, 4 c Gp iu ον τοι gi Via GA BNA WS Skee ἃν ar Oa eck ars 8 
-54 AN509-416R24 ‘SCREW. . . ο d. ο ο A RI riui a Sos eoe Uh 147 d 8 
-55 169-63389-1 € -2 . BEAM ASSEMBLY, Bomb adapter removable lower LH and RH . . . 1 
-56 169-63389-11 & -12 . BEAM ASSEMBLY, Bomb adapter removable upper LH and RH... 1 
-57 169-63390 . FITTING, Bomb rack adapter to mine and torpedo ..... 4 
support beam attaching 
-58 169-63387-3 € -4 . . FITTING, Removable beam bomb shackle support LH and RH . 1 
-59 169-63387-5 & -6 . . FITTING, Removable beam bomb shackle support LH and RH . 1 
-60 NAS378-2 . . PULLEY, Heavy duty control (used on 169-63389-11). 419 1 
-61 169-54056 + . WIRING DIAGRAM AND HARNESS ASSY, Elec rem bomb adapter . 1 
-62 AN365-624 s i! NUT-IIZ aided. οφ S. δις : "D as Wwe ee Gah ce as «κ. a 2 
-63 AN960D616L . . WASHER. . . . - Be ies Ser τῇ b ; : 8 
-64 AN6-23A Ὁ . BOLT. . ay ae She ah: ec o 5 $ 5 $ 2 
-65 AN6-14A D . BOLT. .. » 2 2 
-66 146-63352 . . LATCH, Bomb bay 'adapter "bomb shackle support hook. 4 2 
-67 146-63351-3 : HOOK, Bomb shackle support 4 " ; 2 
-68 146-63353 o SPRING, Bomb bay adapter bomb shackle “support “hook . κ 2 
-69 184-63383 . BLOCK, Bomb bay adapter forward RH rack drag bearing. . 1 
-το 184 -63386 . FITTING ASSY, Bomb bay adapter fuselage sta 252.968 LH drag 1 
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. FIGURE '29}4 - LEFT FRONT BOMB BAY ADAPTER REMOVABLE RACK ASSEMBLY 
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ΑΝ 01-60AAB-4 Group Assembly Parts List 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
294 116-63330-200 RACK ASSEMBLY, Bomb bay adapter left front . . . . . . . . . . Ref 

(see figure 293 for next assembly) 
-1 146-63330-3 . WEB, Bomb bay adapter left front rack . . . SP ey eee 1 
-2 146-63330-5 . ANGLE, Bomb bay adapter left front rack web Support piger) 1 
-3 146-63330-7 . ANGLE, Bomb bay adapter left front rack web support (lower 1 
-4 AN365-524 μα ο fae ai te rA erue ὅτις SD ah oat, “auc ο ο κ ών, 2 
-5 AN960D516 s WASHERS . pc) hoes κο, εν BL ee A Ew S cee. UE eel thee bet 4 
-6 AN5-7A . BOLT nd with 146-63331-6 rail enira $i. de m ds πο Ὁ 1 
AN5-11A . BOLT (used with 146-63331-3 rail only). . . . . . . . . . . 1 
-7 146-63371 . FITTING, Bomb bay adapter rack upper drag ......... 2 
-8 AN365-1032 O A A Oe νὰ, Ὁ κας 14 
-9 AN960D10 i 2 WASHER: ο ο ας orem oem um a eode a aa e ανν 98 
-10 NAS221-12 . SCREW, Brazier head Phillips recess alloy steel 10-32 . . . 14 
-11 146-54415 . BRACKET, Electrical bomb release unit receptacle. . . . . . T 
-12 146-63314-3 . BRACKET, Bomb bay adapter drag brace forward outboard . . . 1 
-13 AN365-624 NA 2E ug WS VET κος AA MR UN EC ιν να al ᾱ- ας 14 
-14 AN960D616 s WASHER S. a ou esie cem Moca os, da sh ώς ναι ο e m ες δίδει. ο RS ο. 208 
-15 AN6-17A . BOLT dues with 146-63331-6 rai1 one $U6 WT R € fel -ᾱ- a ws 7 
AN6-21A . BOLT (used with 146-63331-3 rail only is wie ok 7 
-16 146 -63351-5 . SPACER, Bomb bay adapter bomb shackle support hook. . . . . T 
(used with 146-63331-3 rail only) 
146-63354-3 . SPACER, Bomb bay adapter bomb shackle support hook. .... 7 
(used with 146-63331-6 rail only) 
-17 AN365-624 Se NUD Sater uei resi ο νο να Sa? WES On πο SS ea oe 13 
-18 AN960D616 s WASHER: «<> Oy voe uu sw eT ere οσο Gent es: Om US eee ες eon ds 13 
-19 AN960D616L «s WASHER 444m vmm. os αν OR VES i HL ὦ Ὁ WD Ses TE a S 13 
-20 NAS 224 -46 . SCREW, Brazier head Phillips recess alloy steel 3/8-24. , , 9 
NAS 224 -38 . SCREW, Brazier head Phillips recess alloy steel 3/8-24. . 4 
NAS 224-44 . SCREW, Brazier head Phillips recess alloy steel 3/8-24. .. 1 
-21 146-63364 -1 . BAR, Bomb bay adapter rear bomb rack rail reinforcing . . . 4 
(used with 146-63331-3 ra11 only) 
146-63363-1 . BAR, Bomb bay adapter rear bomb rack rail reinforcing... 5 
(used with 146-63331-6 rail only) 
-22 AN365-428 à; ONUS O Ὁ κο ᾱ, A A AA as Se da a 14 
-23 AN960D416 x WASHER o1 X4 Uwe So et te Syne ο”. ΡΣ 14 
-24 AN960D416L s WASHER o cita Si ὃς OS a, ds 14 
-25 NAS222-36 . SCREW, Brazier head Phillips recess alloy Steel 1/4 EN 4 
NAS222 -44 . SCREW, Brazier head Phillips recess alloy steel 1/4-28. . . 9 
NAS 144-42 . BOLT, Internal wrenching steel 1/4-28 ........4.. 1 
-26 146-63351-3 . HOOK, Bomb shackle support. . . Wee mem. ad 
-27 146-63352 . LATCH, Bomb bay adapter bomb shackle “support “hook a. cbt er ο 14 
-28 146-63350 . SPACER, Bomb bay adapter bomb shackle hook latch. ..... 14 
-29 146-63365-1 . SPACER ASSEMBLY, Bomb bay adapter rail (LH only). red dd τ 
-30 146-63365-3 . . SPACER, Bomb bay adapter rail. . ............. 1 
-31 146-63366 -3 . . FITTING, Bomb bay adapter rail spacer. .... ἡ. δι ἃν Ud 1 
-32 146-63366-5 . . FITTING, Bomb bay adapter rail spacer. . . . ο... 1 
-3 146-63353 . SPRING, Bomb bay adapter bomb shackle support hook. ο Us 15 
-3 146-63331-3 . RAIL, Bomb bay adapter fuselage sta 256.937 and 273.250 LH. 1 
-35 146-63331-6 . RAIL, Bomb bay adapter fuselage sta 256.937 and 273.250 RH. 1 
-36 146-63339-1 . BEAM ASSY, Bomb bay adapter front rack lower rail sup. LH . 1 
-37 146-63339-3 . . BEAM, Bomb bay adapter front rack lower rail sup. LH. . 1 
-38 AN365 -428 s. ox ο ο ας RN 8 
-39 ΑΝΟΘΟΡΗ 161, T en WASHER ἰᾱ. uer tegen gare Lap rhet O tee Das SETS ο 16 
-40 AN! -6A . . BOLT. ... š PU «ο. τς 87 
-41 146-63370 . . FITTING, Bomb "pay adapter “pack lower drag. ; 4 
-42 146-63377-3 . . CHANNEL, Bomb bay adapter lower beam fitting attaching 3 
-43 146-63378 . . CHANNEL ASSY, Bomb bay adapter lower beam removable. . . 1 
rail attaching 
-44 AN365-832 aa "NUTS taaa νῷ, ον δώ | ey. ο a We Mot καν ην O Wal κ ed ικα NR 24 
-45 AN960D8 2" WASHER a κ να ο A a Re, Ας ας αὶ CU, TRO ο oS s E et τῷ 48 
-46 AN509-8-19 do cup AI ov ve US. ο eR AI INL τῳ’ το ο 02 Ρα ο... 8 
NAS220-19 . SCREW, Brazier head Phillips recess alloy steel dde: EN 16 
-47 130-63302 . SPACER, A? fusing unit mounting . n b 
-48 4389887 . CONTROL ASSEMBLY, Bomb arming type ' AN-A-2 ; (GPE) 6 
-49 AN365-524 i μμ outa eae tap enw tN eh dos οἱ άλας ο Ge εως ἐν ον 4 
-50 AN960D516 e WASHER” foe vs “asa. en cal -ᾱ- Ye: ὧι ες; ο το el dy <a) fa] dur Gee a La 4 
-51 AN960D516L y SWASHERE co, le e κος αὐτο ωρες mole ope A a κο Ὁ nA ae dede ie edd n 4 
-52 AN5-10A . BOLT ed with 146-63331-6 rail ani A CAPUT 2 
AN5-7A . BOLT used with 146-63331-3 rail only ο. on 2 
-53 169 -63393-1 . STOP, Bomb rack adapter to mine and torpedo Support 1 
beam lower center LH 
-54 169-63394-1 . STOP, Bomb rack adapter to mine and torpedo support . . 1 
beam upper center RH 
-55 169-63397 - ANGLE, Bomb rack adapter to mine and torpedo support. 4 


beam attaching 
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FIGURE 295 ~ RIGHT FRONT BOMB BAY ADAPTER REMOVABLE RACK ASSEMBLY 


FIGURE £ PART 


UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
295 146-63340-200 RACK ASSEMBLY, Bomb bay adapter right front. ........ Ref 
: (see figure 293 for next assembly) | 
-1 146 -63340-3 . WEB, Bomb bay adapter right front rack. . . . . . . . . . . 1 
-2 146 -63340-5 . ANGLE, Bomb bay adapter right front rack web support poper) 1 | 
-3 146-63340-7 . ANGLE, Bomb bay adapter right front rack web support (lower 1 
-h AN365-52h τν αν ο 2 4. ur ate πω RR ERE P o e E 2 | 
—_——__—__ E τς ο ο ο ο ο ον τν ο er 
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Group Assembly Parts List 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
295-5 ΑΝΟΘΟΡΡΙ . WASHER . . P Ave vr rere d 

-6 AN5-12A . BOLT ee "with 146- 63331-4 oniyj E NR IDEE: zx 
AN5-10A . BOLT (used with 146-63331-5 only z seu ὃ ROMS 1 
-7 146-63371 . FITTING, Bomb bay adapter rack upper drag "e Hy ees 2 
-8 146 -63314-4 . BRACKET, Bomb bay adapter drag forward outboard . . "p 1 
(used with 146-63331-4 rail only) 
-9 AN365-524 S NUT. τ“. o ss ds ME ss Vive eee 6 
-10 AN960D516 . WASHER . pl .. 12 
-11 AN5-7A . BOLT pee with 146 -63331-4 and 146- 63341 rail only). E 4 
AN5-10A . BOLT (used with 146-63331-5 rail only). . . . p. 2 
-12 AN365-524 » JA ντος, ον ler ας e x κε í š 5 ο ο 14 
-13 AN960D10L s OMASHER zov ots. (ο dem fey τᾱ- a den m m n è ^ d 14 
-14 AN960D10 s WASHER x ο ο ο ce Wes iw Ie a ie ied eur a re Ie ee 14 
-15 NAS221-12 . SCREW, Brazier head Phillips recess alloy steel 10-32 . . . 14 
-16 146-54415 . BRACKET, Electrical bomb release unit receptacle. wo is T 
-17 146-63365-2 SPACER ASSEMBLY, Bomb bay adapter rail. . . . . . zs T 
-18 146-63365-4 SPACER, Bomb bay adapter rail. . ο eee ee 7 
-19 146-63366-6 . FITTING, Bomb bay adapter rail Spacer forging) LH... 1 
-20 146 -63366 -4 . FITTING, Bomb bay adapter rail spacer (forging) RH... 1 
-21 146-63331-4 . RAIL, Bomb bay adapter fus sta 256.937 and 273.250 RH... 1 
-22 146-63331-5 . RAIL, Bomb bay adapter fus sta 256.937 and 273.250 LH... 1 
-23 146-63341 . RAIL, Bomb pay adapter fus sta 251- 5/8 mient front. .... 1 
-24 AN365-624 ο μα VS ο a es š fee eaaa 24 
-25 AN960D616 . WASHER . . . . « .. SS veh Adon ος ie 5 A sie os . 32 
-26 AN6-17A . BOLT è Fa y; esu Ro ο e. s up Guts ide rien ος " 6 
AN6-21A . BOLT... s " ἂν οὖς ; T 
-27 146 -63354-3 SPACER, Bomb "bay adapter bomb shackle support hook. PA ς 7 
(used with 146-63331-5 rail only) 
146-63354-5 SPACER, Bomb bay adapter bomb shackle support hook. . . . . 7 
(used with 146-63331-4 rail only) 
-28 AN6-53A .2s BOLT cis rs O vuv c ry 5 fan tes κὸν «Ὁ 1 
-29 4S 3D616-107 SPACER, Bolt " (NA) W^ fg. cut ο δ ὦ . $2 ον gi τῷ z m 1 
-30 AN365-624 . NUT. CPS ο ΜΜ ον Hate dur a 5 * "P < vats » IT 
-31 AN960D616 δ WASHER ΕἸ wo δν ος τν νῷ, E . Ὅν Ἂς, -ᾱ $9 49. Vr s 15 
-32 AN960D616L . WASHER ο. è A ow] rao ; - 14 
-33 NAS224 -46 . SCREW, “Brazier head Phillips recess alloy steel 3/8- δ. ; ; 10 
NAS224 -44 . SCREW, Brazier head Phillips recess alloy steel 3/8-24. . , 10 
NAS 224-38 . SCREW, Brazier head Phillips recess alloy steel 3/972. ον. 3 
-34 AN365 -428 . NUT. V €. ar ane ee EA ON αν. ο 16 
-35 AN960D416 e WASHER v ον ca ο a wee των GIDL ὃν ae er el eo 1e S. τον xe t8; 18 
-36 AN960D416L e: WASHER: 21 je: fe ος Wee. Sei τόν ete a Gh ls we 14 
-37 NAS222-45 . SCREW, Brazier head Phillips recess alloy steel 1/4- 28. SEF 10 
NAS222 -43 . SCREW, Brazier head Phillips recess alloy steel 1/4-28. . . 1 
NAS 222-37 . SCREW, Brazier head Phillips recess alloy steel 1/4-28. . . 3 
-38 146-63363-2 . BAR, Bomb bay adapter front bomb rack rail reinforcing. . . 5 
(used with 146-63331-5 rail only) 
146-63364 -4 . BAR, Bomb bay adapter rear bomb rack rail reinforcing . : 5 
(used with 146-63331-4 rail only) 
-39 146-63339-2 . BEAM ASSEMBLY, Bomb bay adapter front rack lower rail ES 1 
support (RH only) 
-40 146-63339-4 . . BEAM, Bomb bay adapter front rack lower rail sup. RH . . 1 
-41 AN365 -428 TER liy EE πο ο ο ο λες ex, ue στο 8 
-42 AN960D416L i; 24: (WASHER d eo ὡς as ms Bo αρ κό. i sx Ws. T6 
-43 AN4-6A £c» BOLT ο. 4 09 κ pr p 8 
-44 146-63370 . + . FITTING, Bomb bay adapter "rack lower drag. ed : 4 
-45 146 -63377-3 + . CHANNEL, Bomb bay adapter lower beam fitting attaching 5 4 
-46 146-63378 . . CHANNEL ASSEMBLY, Bomb bay adapter lower beam. . = 2 1 
removable rail attaching 
-47 146-63351-3 . HOOK, Bomb shackle support. . . EP τρ, κ 14 
-48 146-63352 . LATCH, Bomb bay adapter bomb shackle "support "hook 2 . . . . 14 
-49 146-63350 SPACER, Bomb bay adapter bomb shackle hook latch wee uos 14 
-50 146-63353 . SPRING, Bomb bay adapter bomb shackle support hook. . . « . 14 
-51 AN509-616-21 a OREW μα μα uoi ο ο μα μμ Ways 1 
-52 AN4-11A a ΒΘ, ἐᾷς 4e an ise "n e ο ο ο ὁ ο 2 
-53 ΑΝ6-2ΤΑ a ἜΘΗ ος να, ον d A αν te ρε A RS ES NS AUS TAL ee 2 
-54 146-63343 . SPACER, Bomb bay adapter sta 251 cantilever bomb hook . . . 1 
-55 146-63342 . HOOK ASSEMBLY, Bomb bay dE 2000 1b cantilever bomb . . 1 
-56 AN394-15 ο PIN ο : EP 1 
-57 130-63065 . LATCH ASSEMBLY, 2000. 1b - ἠοῦο 1b bomb “hook oce: ὁ! a a es e 1 
-58 130-63065-3 . . LATCH, 2000 1b - 4000 1b bomb hook . . oe ος 1 
-59 130-63066 - . SPRING, 2000 1b - 4000 1b bomb hook latch. ον Nn 1 
-60 AN365-832 x NUTS ορ, woes th te Sac an EI A a Arden δν ντος we ἃς 24 
-61 AN960D8  ΝΛΟΗΕΗ sose t ato Br DO 4 vow A e TAS 48 
-62 NAS220-19 . SCREW, Brazier head Phillips recess alloy steel 8-32. ... 20 
AN509-8-19 . SCREW. . do gt ο ο ο αμ ο... 4 
-63 130-63302 . SPACER, Ae! fusing unit "mounting 2 PE 6 
-64 4339887 . CONTROL ASSEMBLY, Bomb arming type “AN-A-2 (GPE) . κ... 6 
-65 146-63345 . SPACER, Bomb bay adapter right front rack rail. . zs 2 
-66 169-63393-2 . STOP, Bomb rack adapter to mine and torpedo support . . . 1 
beam lower center RH . 
-67 169-63394-2 STOP, Bomb rack adapter to mine and torpedo support ... 1 
beam upper center RH 
-68 169-63397 . ANGLE, Bomb rack adapter to mine and torpedo support. 4 


beam attaching 
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ROTATED 180? 





FIGURE 296 - LEFT REAR BOMB BAY ADAPTER REMOVABLE RACK ASSEMBLY 





FIGURE & PART 





υ EABLE 
INDEX NUMBER NUMBER 123456 7 NOMENCLATURE PER ASSY. id: CODE . 
29 146-63347 -201 RACK ASSEMBLY, Bomb bay adapter rear LH. . . . . . . . . . . . Ref 
(see figure 293 for next assembly) 
-1 146 -63347 -3 - WEB, Bomb bay adapter rear rack . . . ........... 1 
-2 146 -63347-5 - ANGLE, Bomb bay adapter left rear rack web support (upper). 1 
-3 146 -63347 -7 - ANGLE, Bomb bay adapter left rear rack web support (lower). 1 
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PART 
NUMBER 
AN365-524 
AN960D516 
NAS55A12 


NAS55A10 


146-63371 
NAS55A13 
146-63315-3 
146 -63355 
146-63362 
AN365 -428 
AN960D416 
AN509-416-17 
AN509-416-29 
"AN! -16A 

ANA -10A 
146-63347-9 
AN394 -15 
146-63361 
130-63065 
130-63065-3 
130-63066 
AN365-1032 
AN960D10 
AN960D10L 
NAS221-12 
146-54415 
146 -63349-6 
146-63349-3 
146-63348-3 
146-63356-1 
146-63356-3 
146 -63377 -3 
146-63377-5 
146-63378 


AN365-428 
AN960D416L 
AN4-6A 
146-63370 
146-63365-1 
146 -63365-3 
146 -63366-3 
146 -63366-4 
AN365-428 
AN960D416 
NAS222-37 
NAS222-45 
AN365-624 
AN960D616 
NAS224-38 
146 -63363-1 
146-63364-1 
AN365-624 
AN960D616 
AN6-17A 
AN6-20A 
AN509-616-31 
146 -63354-3 


146-63354-5 


AN365 -832 
AN960D8 
AN509-8-19 
NAS220-19 
130-63302 
4339887 
AN365-524 
AN960D516 
AN5-10A 
AN5-TA 
146-63351-3 
146-63352 
146-63350 
146-63353 
169-63394 -1 


169-63393-1 
169-63397 


e. . . ὁ 9 9 9 9 9 5 


. 9 9 0 t9 £g t9 n9 


WASHER 
BOLT, 


AN 01-60AAB-4 
FUSELAGE (Cont) 


NOMENCLATURE 


Close tolerance alloy steel 5/16 DU MM QUE REN 


(used with 146-63349-6 rail only) 


BOLT, 


Close tolerance alloy steel 5/1 


A Lo. od. ae ὦ 


(used with 146-63349-3 rail only) 


HOOK ASSEMBLY, 
LATCH ASSEMBLY, 


Bomb b bay adapter removable rail. 


FITTING, Bomb bay adapter rack upper drag ....... 
BOLT, Close tolerance alloy steel 5/16 ron | desi Sees 
BRACKET, Bomb bay adapter drag brace rear LH. 
SPACER, Bomb bay adapter fus sta 334-1/8 and 337- 1/4 rail 
SUPPORT, Bomb bay adapter fuselage 335 bomb hook. . . 2 
NUT. niet news ko. QUT We A κ, De, CEA AS LEO rn AE ο 
WASHER ....... DET DNE LEES ro ee ee ae 
SCREW. oe se ee ee ae AAA BOK * ος ei. e 
SCREW. . . . va aloe. Pec jor ns a5 dei es erus 
BOLT "RNC DELE ὃν ὃς 
BOLT: tox ie: ven ue st Ue, cei es acer. ος 
STIFFENER, Bomb bay adapter left rear rack. . 3 a, sx 
PIN. "RN E š 7 . 
LATCH, 2000 1b - 4000 lb bomb hook . . MES . 
. SPRING, 2000 lb - 4000 lb bomb hook lateh. αν 
NUTS. ο ο ο το ο SEI mU εἰ. ᾱ -ᾱ Sto. age ve lg 
WASHER ¿a ea as xv o oy m ue di sus 
WASHER. e 25930 a ο, 9o ce τα. "ο 4 o9 deo eei δε m s κιν a 
SCREM, Brazier head Phillips recess alloy steel 10-32. 
BRACKET, Electrical bomb release unit receptacle. . . . 
RAIL, Bomb bay adapter fus sta 337-1/2 and 353.812 LH 


RAIL, 
RAIL, 


Bomb bay adapter fus sta 337-1/2 and 353.812 RH 
Bomb bay adapter fuselage station 334-1/8 . 
BEAM ASSEMBLY, 


2000 1b - 4000 lb bomb hook . . . . Ν . 


Bomb bay adapter rear rack lower support 





Section [| 


UNITS 


PER ASSY. 


m 
8 
1 


WH 


BPRBHAN FOND HPN NEP Ε.Ε» {9 --ᾱ --ᾱ --ᾱἶ --ἶ --ᾱ HHP AAA OPW PANOR H 


Group Assembly Parts List 


USEABLE ON 
CODE 


BEAM, Bomb bay adapter rear rack lower support 

. CHANNEL, Bomb bay adapter lower beam removable rail. 

. CHANNEL, Bomb bay adapter lower beam removable rail. 

. CHANNEL ASSEMBLY, Bomb bay adapter lower beam. . . . . 

removable rail attaching 

e UNUT S ο Uerum E mes vise nere itis e qe ne tee eite e P A Les 

a: WASHER. ο se) sete 4^ x 0m ο νι eo ta a Ὁ . "D 1 

. BOLT. . . ον ο. 

FITTING, Bomb "bay “adapter “rack our drag. "m "n 

SPACER ASSEMBLY, Bomb bay adapter rail LH . . . . « "m 

. SPACER, Bomb bay adapter rail. ... Wo wr dde RR & Cw 

. FITTING, Bomb bay adapter rail spacer 'LH κ... " è 

. FITTING, Bomb bay adapter rail spacer RH . . . . . . . 

NUT. 5 ig eh Iu) νο dor ο e ας ον ae Bs ος 14 

WASHER . . . . . 5 è 28 

SCREW, Brazier head “Phillips recess “alloy” steel uA 28 . 4 

SCREM, Brazier head Phillips recess MO. steel 1/4-28 . 10 

NUT. . FIC EM EE DP ode AW RI. : 14 

WASHER . ¿ 28 

SCREW, Brazier head “Phillips recess “alloy “steel '3/8- 24 i 4 

BAR, Bomb bay ađapter front bomb rack rail reinforcing LH A 5 

BAR, Bomb bay adapter rear bomb rack rail eee LH. . i 

NUT. αν Scar A ee cae a ὃς ος D ar ka a 

WASHER E το E cen EDO dec χὰ 14 

BOLT ο ᾱ- A al μις RASO ᾱ è . 2 . 5 

BOLT ο τς L er A αὶ $3 . 2 s 27s 5 

SCREW. . . . co... ὁ 9 ο « ο ο 9 

SPACER, Bomb bay ‘adapter "bomb shackle support hook. . . . . T 
(used with 146-63349-3 rail only) : 

SPACER, Bomb bay adapter bomb shackle support hook. . " 7 
(used with 146-63349-6 rail only) 

NUT. Bel ATI ο Go. cane a a 3 ae 24 

WASHER SE fév ο OS E β) τα eas "EP . $ ο 48 

CHEW MEME 4 

SCREW, Brazier head Phillips recess alloy steel 8-32. . . 20 

SPACER, A2 fusing unit mounting . "ce m 6 

CONTROL ASSEMBLY, Bomb arming type 'AN-A-2 (GFP) fame sy Ὦ 6 

NUT. nsn ox. NE αν fo, a ὦ). te 6 

WASHER 4.4 iR ο aes er κ. ας aN a X0 E E Eq 12 

BOLT ος es ra qe ese aa KAL τών οἴῳ a, E τς pe eee ὃς 2 

BOLT. eto $ x . 5 `; Weder. δες 4 

HOOK, Bomb shackle support. 2 ον ὃν fds 14 

LATCH, Bomb bay adapter bomb shackle “support “hook ο ον ο, TAO 14 

SPACER, Bomb bay adapter bomb shackle hook latch. . . . . . 14 

SPRING, Bomb bay adapter bomb shackle support hook. a a 14 

STOP, Bomb rack adapter to mine and torpedo support beam. . 1 
upper center LH 

STOP, Bomb rack adapter to mine and torpedo support beam 1 
lower center LH X 

ANGLE, Bomb rack adapter to mine and torpedo support. . 2 4 


beam attach 
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FIGURE 297 - RIGHT ΒΕΛΗ BOMB BAY ADAPTER REMOVABLE RACK ASSEMBLY 
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Section [| 


AN O1-6OAAB-h Group Assembly Parts List 


FUSELAGE (Cont) 


EGRE PRIETO 
PART UNITS USEABLE ON 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


146-63347-202 RACK ASSEMBLY, Bomb bay adapter rear RH . . . . . . e 
(see figure 293 for next assembly) 









zu 
O 
"5 





-1 146-63347-3 . WEB, Bomb bay adapter rear rack . . . . . . . . . . . . +. +. 1 
-2 146-63347-5 . ANGLE, Bomb bay adapter left rear rack web support (apport: E 1 
-3 146-63347-7 . ANGLE, Bomb bay adapter left rear rack web support (lower). . 1 
-4 AN365-524 . A t'a Ὅς e rie OÍ RR ο «ον τὸ ae Eo A er «8 be 4 
-5 AN960D516 z WASHER ee. η, A ΙΙ. ΙΗ μὲ Basion 18 
-6 NAS55A12 . BOLT, Close tolerance alloy steel 5/16-24 . . . . . . . . . + 1 
(used with 146-63349-5 rail only) 
NAS55A10 . BOLT, Close tolerance alloy steel 5/16-24 . . . .....:: 1 
(used with 146-63349-4 rail only) 
-τ 146-63371 . FITTING, Bomb bay adapter rack upper drag . . . . . . . ο.» 2 
-8 NAS55A13 . BOLT, Close tolerance alloy steel 5/16-24 . . . . . . . eso 2 
-9 146-63315-4 . BRACKET, Bomb bay adapter drag brace rear RH. . . . . . . +. + 1 
-10 15456-63355 . SPACER, Bomb bay adapter fus sta 334-1/8 € 337-1/4 rail... 1 
-11 AN394-15 « ‘PIN, Flat: head 1/7/l., s 4 e a albe nr a o9 e ο. ϱ ms 1 
-12 130-63065 è LATCH ASSEMBLY, 2000 1b - 4000 lb bomb hook . . . . 4. Ue E” 1 
-13 130-63065-3 r . LATCH, 2000 1b - 4000 1b bomb hook . . s . so s o so «ο: 1 
-14 130-63066 7 SPRING, 2000 1b - 4000 10 bomb hook latch. . . . . . . . . 1 
-15 NAS336A42 š BOLT, 100° close tolerance. . . . s . ee ee ee eee eee 1 
-16 NAS56A52 . BOLT, Close tolerance alloy steel 3/8-24. . . . soes .. . 1 
κ -17 AN960D616 è WASHER... se $299 aa je um a lo Ya see Ip. Ve rea 3 
-18 AN365-624 Si, E E RI TE 3 
-19 146-63344-3 . SPACER, Bomb bay adapter station 335 cantilever bomb hook . . 1 
-20 146-63344-5 s SPACER, Bomb bay adapter station 335 cantilever bomb hook . . l: 
-21 146-63342 : HOOK ASSEMBLY, Bomb bay adapter 2000 1b cantilever bomb... 1 
-22 AN365-1032 E pg "cr T 
-23 AN960D10 7 WASHEH. 1 Ge’ SS 0€ dé ow) a cm AY URL οφ ο 6 7 
-24 'AN960D10L * WASHER. . . . « © ο © © © © © © © © © oc ο ὁ 9 c£ 9 ο 9 9 9 ο 1 T 
-25 NAS221-12 5 SCREW, Brazier head Phillips recess alloy steel 10-32 . . . . 7 
-26 146-54415 ; BRACKET, Electrical bomb release unit receptacle. . . . . . . 7 
-27 146-63349-5 A RAIL, Bomb bay adapter fus sta 337-1/2 and 353.812. . . . . . 1 
-28 146-63349-4 $ RAIL, Bomb bay adapter fus sta 337-1/2 and 353.812. . . . . + 1 
-29 146-63348-4 3 RAIL, Bomb bay adapter fus sta 334-1/8. .... . . . sees 1 
-30 146-63356-2 . BEAM ASSEMBLY, Bomb bay adapter rear rack lower support . . . 1 
-31 146-63356-4 5 . BEAM, Bomb bay adapter rear rack lower support . . . . +. + 1 
-32 146-63377-3 .  . CHANNEL, Bomb bay adapter lower beam removable rail. . . . 2 
-33 156-6337 1-5 E . CHANNEL, Bomb bay adapter lower beam removable rail... . 2 
-34 146 - 63378 5 . CHANNEL ASSEMBLY, Bomb bay adapter lower beam. . . . . +. . 1 
removable rail attaching 
-35 AN365-428 νων"... E ο ου 
-36 AN960Dl16L L CIWASHER(2 ας ο ue oes ο ο ο m de re 6 
-37 AN! - 6A a . BOLT . . . 6 © © © © © e e ο * » ο ο ο ὁ ὁ ὁ οἱ | ὁ | ο 1 8 
-38 146-63370 : . FITTING, Bomb bay adapter rack lower drag. . . . . . . . + 4 
-39 146-63365-2 " SPACER ASSEMBLY, Bomb bay adapter rail RH . . . . +... es +. +. T 
-40 146-63365-4 5 . SPACER, Bomb bay adapter rail. . . . . . e + s eee eee 1 
-41 146-63366-5 ὦ . FITTING, Bomb bay adapter rail spacer LH . . . eso sso 1 
-42 146-63366-6 . . FITTING, Bomb bay adapter rail spacer RH . ουκ. 1 
-43 AN365-428 τ NUT 20 aaa ᾱ ᾱ Ὁ ο ος e Ὁ ὁ lem ῳς-6- A EA 14 
-44 AN960D4 16 s WASHER. 4 p ο e ο α΄ ὁ ὦ ὁ 4 € 9 Ue um uw cm ο ow ο I 6. o € 28 
-45 NAS222-37 z SCREW, Brazier head Phillips recess alloy steel 1/4-28. . . . 5 
NAS222-45 5 SCREW, Brazier head Phillips recess alloy steel 1/4-28. . . . 9 
-46 AN365-624 Ημ a aa tee an ee r Soe, ae ο M 
-47 AN960D616 $ WASHER. . . . . ο © e © © e © © © ο © ὁ 9 ο 5 9 9 0... ο» ο a lí; 28 
-48 NAS224-38 : SCREW, Brazier head Phillips recess alloy steel 3/8-24. . . . 5 
NAS224-46 : SCREW, Brazier head Phillips recess alloy steel 3/8-24. . . . 9 
-49 146-63363-2 ᾷ BAR, Bomb bay adapter front bomb rack rail reinforcing HH . . 4 
146-63364 -2 P BAR, Bomb bay adapter rear bomb rack rail reinforcing RH. . . 5 
-50 AN365-624 x) σα μμ One Wore μι πει κ A109 ^ A de ας 
-51 AN960D616 . WASHER. . . s e e © «© © . o ο φ, ter vu, ο a ls a LS 
-52 AN6-17A * BOLT. . « « © © «© «© © ο — Mia, a A δι ὁ 6 
AN6-20A . BOLT. coi ca: cca es we este at Dao -ᾱ e wa del a pa. E RM a a, "6 5 
-53 AN509-616-33 "EN us μμ piece) wn ee ee a ite ee Be ata Se ο a fre) See a US 
-54 146-63354-3 s SPACER, Bomb bay adapter bomb shackle support hook. . . . . . T 
(used with 146-63349-5 rail only) 
146-63354-5 Ρ SPACER, Bomb bay adapter bomb shackle support hook. . . . . . 7 
; (used with 146-63349-4 rail only) 
-55 AN365-832 . NUT ο ο Ὁ. 4709.47 ea (4. ἃ ve m^ le ᾳ ὁ 24 
-56 AN960D8 Μεν, ΟΙ. em η uie ete AB 
-57 AN509-8-19 s SCREW .. Sole: -ᾱ- ὁ wo ος ος ὁ ο Ὁ e le. τα 4 ᾧ ὁ, Ὁ, 4 4 
NAS220-19 2 SCREW, Brazier head Phillips recess alloy steel 8-32. . . . . 20 
-58 130-63302 : SPACER, A2 fusing unit mounting . . . . e s s ee ecs eses 6 
-59 43B9887 . CONTROL ASSEMBLY, Bomb arming type AN-A-2 (GFE) ....... 6 
-60 AN365-524 . NUT ο 29: € o» wo xw os DI) er bid: WGA dei πο ο A ay Bi dee ss LR 6 
-61 AN960D516 E WASHER. . . . . s . © e © © © © . 0. a vua der te ie 10 
-62 AN5-10A . BOLT. . . . ὁ « ο ο ὁ e ὁ  * ὁ e ὁ € ὁ ο ὁ 6 ο 4 ^ ο « ο ὁ ^ 2 
AN5-7A Lo E SL 2 4 Looney E Aer serbe! ο. ο... 
-63 146-63351-3 . HOOK, Bomb shackle support. . . . . . soer soeu . .. . . . . 14 
-64 146-63352 : LATCH, Bomb bay adapter bomb shackle support hook . . . . . . 14 
-65 12546-63350 s SPACER, Bomb bay adapter bomb shackle hook latch. . . . +. + - 14 
-66 146-63353 š SPRING, Bomb bay adapter bomb shackle support hook. . . . . . 14 
-67 169-63394-2 Ρ STOP, Bomb rack adapter to mine and torpedo support . . . +. . 1 
beam upper center RH 
-68 169-63393-2 . STOP, Bomb rack adapter to mince € torpedo sup beam lower RH. 1 
-69 169-63397 š ANGLE, Bomb rack ađapter to mine & torpedo sup beam attach. . 4 











Section [| 


Group Assembly Parts List χα 


FUSELAGE (Cont) 


ROTATED 180% 





H-184-63-18B 


FIGURE 298 - BOMB EQUIPMENT INSTALLATION 
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Section II 


Group Assembly Parts List 


UNITS USEABLE ON 


RGURE & 


IMDEX NUMBER 


298 


WS ki 


HAIR 


BR 


iHe HS 


Sha ete 


# 
# 


# 


PART 
NUMBER 


146-63001 
184-63101-201 


146-63101-101 


ATTACHING PAR 


AN392-19 
AN960D6L 


185-63716-1 
184-63716-2 


184-63102-5 
146-63102-21 
184-63102-9 
146-63102-2 
AN520-10R16 
2W18-10L 
184-63706 
AN365-428 
ΑΝΟΘΟΡΗ16 
AN509-416R22 
AN365-1032 
ANQ60D10L 
AN520-10R12 
AN365-440 
ANQ60D4 
AN515-4R14 
AN507-440R12 
146-63137 
9-11484 
AN3234-1 
AN320-4 
2W1-17-24-65 
241-40-36-25 
184-63125 
146-63125 
AN365-428 
453-416-70 
453-416-72 


146-63129 
184-63107-5 
146-63107-5 
1854 -63107-3 
146-63107-3 
146-63109 
AN395-15 
AN393-25 
AN960D10 
AN394-81 
AN394 -83 
146-63110 
156-63189 
156-63190 
146-63122 
AN201KP3A 
AN393-15 
AN393-81 
AN393-83 
NAS43C5-46 
4s4-12-30 
146-63123 
146-63121 
NAS43C6-40 
NAS42DD10-52 
156-63188-10 
184 -63188 
AN392-13 
ΑΝΟΘΟΡΗ 
146-63113 
146-63145 
c8001-1 


AN365-832 
ΑΝΟΘΟΡδΙ, 
NASA3C3-24 
4s3-8-12 
NAS220-15 
NAS220-16 
NAS43C3-20 


Revised 15 May 1955 


RE 


A 


** 


** 


3** 


1 


2 
BOMB EQUIPMENT INSTALLATION. . " 


NOMENCLATURE 


3 4 5 6 7 


SHACKLE ASSEMBLY, Single lug bomb (interchangeable. . : 


with 146-63101-101) 


SHACKLE ASSEMBLY, Single lug bomb (interchangeable. 


with 184-63101-201) 


PIN oss? Wohl ih ow ο SNe, 4 Qm CE UR. DSL IR TR os 
WASHER. . . . . . 4 ee ee «ο ο ο om om or m n t t! t] tg] t 
GUARD, Bomb shackle release lever ER lov ο ο. 

GUARD, Bomb shackle release lever RH... 


. 
. 
. 
. 
. 
. 
. 
. 
. 


BOT... 
WASHER, Flat 


(A): 1l. 


e... » » 


HOUSING ASSEMBLY, Single lug bomb shackle LH . . 
HOUSING ASSEMBLY, Single lug bomb shackle LH. -- 
HOUSING ASSEMBLY, Single lug bomb shackle RH . . . 
HOUSING ASSEMBLY, Single lug bomb shackle LIH.. 
SCREW. o ro aa ὁ ο a e ο ος ὃς τε E Ce A 
WASHER, Flat (NA). . .. .. e on n +. ο. 
COVER, Single lug shackle. . . . + - ο β΄ ες ο εν 
NUT. . 2 o9 3 £996 a le PE E EE ES 
WASHER . . . . + + +. ar eA a Ὅν ἐν NS 4 DS 
SCREW. vierte ο up os. E Ὁ ES ks 
NUT. 2-294 ees ow BONS ee m9 ce 
WASHER . . . . +. + dte ce EE: a 
SCREW. . « 2. es ee ee on n Si cee ayer Te ay s νὴ ος 
NUT. 2. we e eoo om te om om on tf m] 9 n n9 $c rs 
WASHER . . . 2. .. . ee + E Vs o ur 2 ox Jat a 
SCREM. o ον a 4 we he Se οἱ. ος ? E ie Us 
SCREW. . . . e e e ee s ee oaos ooe wher s 
SHIM, Single lug bomb shackle micro switch . κοκ 
ACTUATOR, Auxiliary (MCS). . . . . - . + - e 
SWITCH . . « . . . ee et ee «κ. n 
NUT. o . « oo... . om o ο ο t] n] t] 9 9 n s 
WASHER, Plain m ο A EU oe Apra e 
WASHER, Plain (NA Vo cote . 


BOLT, Single lug bomb shackle hook support 
NUT. . . . - . « 5 
SPACER, Bolt R 

SPACER, Bolt (NA 

BOLT . . . .. . e o... . soosoo . oo 
PIN, Single lug bomb shackle toggle link . 
LINK, Single lug bomb shackle tower toggle . . 
LINK, Single lug bomb shackle lower toggle . . + 
SPACER, Single lug bomb shackle toggle link pin. 
HOOK ASSEMBLY, Single lug bomb shackle . . . +. + 
HOOK ASSEMBLY, Single 
HOOK ASSEMBLY, Single 


. m m . 
o πώ ee ee ὁ. ὁ. Φ-, 4) E 
. . 


PEE . . eo 8 © ot n 


κ 9. 9 ὁ 9 ο ὁ ο ο 9 5 0 9 ο 9 9 
see ee we 


BOLT, Single lug bomb shackle hook support : 


4 9 9 o9 +. +... ος. 


lug bomb shackle . . . . +. + 
lug bomb shackle . . . . +. + 


HOOK ASSEMBLY, Single lug bomb shackle . . 

LINK, Single lug bomb shackle center . .-. 

PIN. ...... .. +. "ES e 5 . 7 
PIN. ο ee 7 we ᾱ mio 

WASHER . . . - es ee . + + E 

PIN. . oq e ο cry Ro Lore ^el. . 
PIN A 4 


LINK ASSEMBLY, Single lug bomb shackle upper... + 
LINK ASSEMBLY, Single lug bomb shackle locking . . . 

BLOCK, Single lug bomb shackle cocking link. . 
SPRING, Single lug bomb shackle tripping . 


BEARING. . . . . +. + + + . 7 ο ο) ον Ua ee 
PIN. . 2 . $2. ὁ ο ος. ο ὁ xD be οι, ον δ δε δι ο 
PIN. ; ο ο ow wo mo 36 3» € 160» ὁ δν x oe os 
PIN. a o2 os he ga ο ce Ba Tw TR ο rese ο 
SPACER, Screw and bolt . . . . . ο ee ο + ot t n 
SPACER, Rivet (ΝΑ) . . . so soo o o t t t n t n 
SPACER, Single lug bomb shackle rocker . . . . . +. 
SPRING, Single lug bomb shackle rocker . . A 
SPACER, Screw and bolt . . . . +. . - + oe a eee a 
SPACER, Rivet. . . - 


Pee 0 ὁ ο ο 1 9 9 t ο ο ο . | 9 5 


BLOCK ASSEMBLY, Single lug bomb shackle cocking link . 


SPRING, Compression. . . . +. +. + "EE" 
PIN. 1 3 o a ο Ao e ro E 
WASHER . . . . 2 s e te ee eo s ooe s t t] t! t] t 
ROCKER, Single lug bomb shackle locking. 
LINK, Single lug bomb shackle tripping . . . +. + > 
SOLENOID ASSEMBLY, Rotary single lug bomb shackle. 
tripping (LGHI) 
NUT. . . .......-.---.«-»” 
WASHER . . . . . s ee e e om oS om om oth t t n t] t t] n 
SPACER, Screw and bolt . ο) ντ το κο. 
SPACER, Bolt (NA). . +... e ee tt se et e rotos 
SCREW, Brazier head Phillips recess alloy steel 8-32 
SCREW, Brazier head Phillips recess alloy steel 8-32 
SPACER, Screw and bolt ο. s paa E ce 





. 5.» 299915 


PER ASSY. 


Ref 
1 


1 


H 


H 


CODE 


555 








Group Assembly Parts List ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 











INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
298-64 4 NAS220-19 * . . SCREW, Brazier head Phillips recess alloy steel 8-32 . 1 
# NAS220-15 ** . . SCREW, Brazier head Phillips recess alloy steel 8-32 , , 1 
-65 # NAS43C6-48 *. . SPACER, Screw and bolt . . . . .. .. .... .. L1 5 1 
8 146-63136 ** . . SPACER, Single lug bomb shackle solenoid . . . . . . . . 1 
-66 146-63120 + . SPRING, Single lug bomb shackle solenoid . . ; . . . . s 1 
-67 AN392-9 € uw PING. a da Ge a a ταν 1 
-68 146-63114 + . LINK, Single lug bomb shackle solenoid locking. . . . . 1 
-69 184-63112 . . LEVER ASSEMBLY, Single lug bomb shackle locking. . . . , 1 
# 184-63146 * . . THERMOSTAT ASSEMBLY, Single lug bomb shackle heater, . . 1 
# 146-63146 ** . . THERMOSTAT ASSEMBLY, Single lug bomb shackle heater. . . 1 
-TO # C3560-102 * . . . THERMOSTAT, Bomb shackle heater el «b xtate al * 1 
# C3560-1 ** , . . THERMOSTAT, Bomb shackle heater KLO) ὦ; ες wi L 
-71  AN364-632 wt ey μμ ο PME Os cee get un μα... 2 
-72 AN960D6 + e WASHER . . . . . ο 4. Var ος CA M qp Ge He, E 3 
-73 AN507 -632R5 £- je CREWS. ο ο ὁ ο ου o ωρες κ EE 2 
-74 AN364 -832 S Par e NUT, 2x ὁ Mx "c 1 
-75 AN960D8 ψ . WASHER . τν) ο νι de Ue Id Br Si Ves te ONU Il wi a ᾱ 1 
-76 AN509-8R4 «€ (SCREW ο ο ας Ge 0€ * 9 ο δν vey Ls. Slaw S" rq. S mis atone ον 1 
-TT 169-63119 + . SPRING, Single lug bomb shackle solenoid latch . . . . . 1 
-78 ΑΝΟΘΟΡΗ 161, we ος, WASHER μιν ως ἃ 09 ὃν κα a ον ως I E o VUE 1 
-79 $4 NASA43DDÀ-95 * . . SPACER, Screw and bolt . . . . .. . . . . .. ον Lr 1 
# NASH42DDJ -14 XX sv OSPACEHR.CHiIVet. 2 κ᾽. x» os a eee I WIS p SUIS e 1 
-80 AN394-81 s. uw MIN a τος ο, τν 1 
-81 184 -63714 + . LEVER ASSY, Single lug shackle actuating and solenoid. . 1 
latch 
-82 184 -63713 + + BUSHING, Single lug shackle actuating. lever support. . . 2 
-83 146-63117 + . LATCH, Single lug bomb shackle solenoid. ........ 1 
-84 146-63119 + . SPRING, Single lug bomb shackle solenoid latch . . . . . 1 
-85  AN393-43 A AN 2 
-86 184 -63719 - . SHAFT, Single lug bomb shackle support single point... 1 
hoisting 
-87 146-63105 + + SUPPORT, Single lug bomb shackle αρρετ.......... 1 
-88 4 184-63179 * . . TUBE ASSEMBLY, Single lug bomb shackle mechanism | | ᾿ : 1 
-89 # 184-63178 * . . GUARD ASSEMBLY, Single lug bomb shackle mechanism indicator 1 
ATTACHING PARTS . 
# AN520-10R6 Yos η CREW ss Anco tae! dE τν a μι Ers 8! τας VE Tu, d. aite 4 
# ΑΝΟΘΟΡΙΟ * eco “WASHER as a a «4 [wi i. e i ὁ 2 
# 5C2E12-4 *. . CLAMP, Welded tube (NA)... . .. .. νο . . . . . 2. 2. 2 
# 184-63177 * . . BLOCK, Single lug bomb shackle mechanism indicator . . . 1 
Support upper 
# 184-63181 * . . BLOCK, Single lug bomb shackle mechanism indicator . . . 1 
Support lower 
Cis. M Ls mis 
-90 # AN392-13 IM ERES du PNE ο D: ο ο ο =e τὰ 1 
-91 {4 AN392-9 AS ο μπα A D we Be ne AR A 1 
-92 # NASH2DD4-7 ** . , SPACER, Rivet... . . . . . . . .. Ww ule VEA Ei Jw το, eo^ e 1 
-93 # AN392-23 XN vu des PING A A ὧν Ser oll NS Meo D. "el cas Ts ὃν. WD Ug 1 
-94 # NAS42DD4 -14 ** , . SPACER, Rivet. . .  « . . . ο ο er alid. ο ας 1 
-95 # NASH2DD4-24 τει el SPACER; HiVet. ar doo pon ce ua ode ac Gone ας SIR Y ULM 1 
-96 # 156-63186 ** , . INDICATOR, Single lug bomb shackle. . . . III: 1 
-97 # 156-63181 ** . . ROD ASSEMBLY, Single lug bomb shackle indicator. . . ar 1 
# 156-63183 ** . . . ROD END, Single lug bomb shackle indicator. . . . . . 1 
# AN316-4R gee πα απ αμ cuta a Gas a ge ce ce 1 
-98 # 156-63178- ** . . LINK, Single lug bomb shackle indicator. . . . . . . ee 1 
# 156-63177 ** . . LEVER ASSEMBLY, Single lug bomb shackle indicator. . | | 1 
-99 # AN392-23 AM ie ne de BUNDLES En tE XA due Na hehe ae ah N ο, 1 eta oe; E ee 1 
-100 4 156-63179-5 ** . . . ROLLER, Single lug bomb shackle indicator lever TRECE 1 
-101 4 AN960-4L ** v.v cw. WASHER. ea a Ro el os ος we cc ο ως τῷ; ες. να AME 1 
-102 4 AN392-17 pian: A NA RN BO ole Qe a 817€ 1 
-103 4 NAS42DD4-13 XX e + SPACER, Rivet. ........... ME ret τῷ, i^ ο τς «ὦ 1 
-104 # 156-63185 ** . . SPRING, Single lug bomb shackle indicator link | | . vs 1 
-105  AN392-17 5. fe. BEN Grog ad? Ve, o Yos μα μα κ κ μμ... 1 
-106 AN3106-18-9P T ο μμ ο o IA. ENS Ρο ο ιν πλαν NIU TA E 1 
AN3057-10 sv te), ¿ADAPTER ro a te a Ὁ rer ce Ὁ ci Lu "INN 1 
-107 AN931-4B7 so. GGROMMER. rta 2 06 7e 706m v] UE EG ο ος τα, a 1 
-108 A6645 + . HEATER, Bomb shackle internal 58 watt (CLP). . . . . . . 2 
-109 A6649 + . HEATER, Bomb shackle jaw 120 watt (CLP). . . . . . . . . 2 
-110 AN520-10R12 : 2s. CREW s v uou eru Ὁ e ο ο ὃς d Ws UR VU ο. dd ve "ae" S 4 
-111  AN363C1032 ` WE ANU ra ο ο ο ο aa a ela a ο a vs, aa MM 2 
-112 AN509-10 « Ἡ SCREWS 4020.3 009.0. 04 Se Ws oL LUE τν 2 
-113. 2-7 oJ τν ¿PANEL (INS) v ο αν SoS δα σος ο ο XU n Es Ug 1 
-114 4 184 -63807 * . . BLOCK, Combat tank bomb shackle. . . . . . . 2. 2. 2. 1 
-115 . AN392-T7 ah Day BIN IW cot ay See SORE ο ce Ve e E de eR Soe Ου UD IE D az 1 
-116 # 184-63184 * . . SPRING, Single lug bomb shackle indicator. . . . . . . . 1 
-117 # 184-63180 * . . LEVER ASSEMBLY, Single lug bomb shackle mechanism. | | . 1 


indicator 


NOTE: * Used on 184-63101-201 
** Used on 146-63101-101 
# Denotes the incorporation of Service Change No. 440 
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169 -67-73A 


FIGURE 299 - TOW TARGET PACKAGE 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

299 169-67001 PACKAGE, Τον target . . . . . . 4. 4... 4. s 4. e rr. 1 

-1 169-67003 . EQUIPMENT INSTALLATION, Tow target package . . . . . . . . Ref 
(see figure 311 for detail breakdown) 

169-67031 . CONTROLS INSTALLATION, Reels tow target package. . . . . . Ref 
(see figure 308 for detail breakdown) 

-2 169-53126 . FURNISHINGS INSTALLATION, Tow target package . . . . . .. Ref 
(see figure 315 for detail breakdown) 

-3 169-73326 . OXYGEN SYSTEM INSTALLATION, Tow target package . . . . . . Ref 
(see figure 320 for detail breakdown) 

-4 169-71101 . RADIO EQUIPMENT INSTALLATION, Tow target package . . . . . Ref 
(see figure 310 for detail breakdown 

-5 169-54501 . ELECTRICAL INSTALLATION, Tow target package. . . . . . . « Ref 
(see figure 316 for detail presidawn) 

-6 169-51126 . INSTRUMENT INSTALLATION, Tow target package. ....... Ref 
(see figure 314 for detail breakdown 

169-58601 - HYDRAULIC EQUIPMENT INSTALLATION, Tow target package . . . Ref 
(see figure 318 for detail ολο) 

169-55026 . EQUIPMENT INSTL, Hoisting and handling tow target package. Ref 

-τ 169-31027 . FRAME ASSEMBLY, Tow target package . . . . . . . . . . . . 1 
y (see figure 300 for detail breakdown) 

.169-55040 . GEAR INSTALLATION, Tow target package transport. . . . .'. Ref 

-8 169-5501 - . GEAR ASSEMBLY, Tow target package transportation. . . . 4 

-9 169-55043 - . CHAIN ASSEMBLY, Transport gear lock pin . . . . . . . . 4 


————————————————————Ó———————— 
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169-31-1351 
FIGURE 300 - TOW TARGET PACKAGE FRAME ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 . NOMENCLATURE PER ASSY. CODE 
300 169-31027 FRAME ASSEMBLY, Tow target package . . . . . . o... . . . . . Ref 
(see figure 299 for next assembly) i 
169-67100-1 . CONSOLE INSTALLATION, Tow target package LH . . . . . . . . Ref 
169-67100-2 . CONSOLE INSTALLATION, Tow target package RH . . . . . .. . Ref 
-1 169-67101-1 . . CONSOLE ASSEMBLY, Tow target package LH. . . . . . . . . 1 
-2 169-67101-2 " . CONSOLE ASSEMBLY, Tow target package RH. . . . . . . e’ 1 
-3 169-55027 . HOISTING INSTALLATION, Tow target package . . . . . . . . . Ref 
-4 AN320-6 ο. NUT S ο ο ο. a EY Ro wien aute Ro us zl 4 
-5 AN960C616 s. ws WASHER ρε ας o ο; ος ος la R 12 
-6 AN26 -14 e se GOLPE i oo une ee ee 3 03009 ve τς 5 4 
-T 169-55035 . . LINK, Tow target package hoist . : 8 
-8 ANH6-12A X vac BOLD. το ape x RR ο ee 4 
-9 AN365-624 . . NT.. Pde ou» uM Tapa «ῷ 4 
-10 AN960D616 a ie “WASHER, ο Sn occas οτι, ee V ena 4 
-11 169-55031 - . FITTING, Tow target package hoist. . . 4 
-12 169-31029 . FRAME ASSEMBLY, Tow target aft. . . . . . . 1 
(see figure 301 for detail breakdown) 
-13 169-31028 . FRAME ASSEMBLY, Tow target package forward. 1 
(see figure 302 for detail breakdown) 
-14 169-31422 . HATCH ASSEMBLY, Observation . . . . +. +. - + 1 
(see figure 305 for detail breakdown) 
-15 169-31436 . HATCH ASSEMBLY, Towman's (see fig. 304 for detail breakdown) 1 
-16 AN3-12A . BOT... weh rien Sty gwd, ey bU e wth ο, is ὅς μα μμ Y 
-17 AN960D10 s WASHER . 204. ar e e eS ES P eS 4 
-18 169-67017-2 . RETAINER, Towman's hatch target leader RH . . 1 
-19 169-67017-1 . RETAINER, Towman's hatch target leader IH . . 1 


wins. m arisen 
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FIGURE 301 - TOW TARGET AFT FRAME ASSEMBLY 


ες KUM UME UNUS USEAMIE ON 








INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

' 301 169-31029 FRAME ASSEMBLY, Tow target aft (see fig. 300 for next assy). . Ref 
169-31039-1 . LONGERON ASSEMBLY, Tow target package aft LH. . . . . . + + 1 
169-31039-2 . LONGERON ASSEMBLY, Tow target package aft RH. . . . . . +. + 1 

-1 169-31331 . . FITTING, Tow target package longeron male aligning . . . 1 
-2 AN365 -428 NS MAIS a A RUNE! 2 
-3 ΑΝΟΘΟΡΙ16 εὐ et WASHER, s o e we το αν le ο Sos Ce leh calm, Oe: a 2 
-4 169-31333 . . WASHER, Tow target package aligning fitting tapered. . . 1 
-5 AN4 -10A AP cst BOLD τῷ τς ans ea ee aE «Ὁ δν A ον a Κολ τος E O EI BS 1 
-6 AN4 -6A ew BOUT «n ΜΕ ARA πο RE ae ear a ζῶ» alana 1 
-7 146-31218-3 . . HINGE, Upper bomb bay door upper intermediate LH . . . . 1 
-8 146-31218-5 . . HINGE, Upper bomb bay door upper intermediate RH . . . . 1 
-9 169-31371-1 . . HINGE, Tow target package attaching longeron end LH. . . 1 
-10 169-31371-2 . . HINGE, Tow target package attaching longeron end RH. . . 1 
-11 169-31326-1 . . HINGE, Tow target package attaching aft longeron LH. . . 1 
-12 169-31326-2 . . HINGE, Tow target package attaching aft longeron RH. . . 1 
-13 169-31032 . DOOR ASSEMBLY, Wheel fitting access . . . +. +. +. +. . . . . +. 2 
-14 AN253-2-200 PS 8 XL A CR RC ap πάν Ὁ 1 
-15 169-31032-5 . . HINGE, Access door Dep from AN ptc πμ - 1 
-16 169-31032-7 . . HINGE, Access door (made from ΑΝ 257HP4-1.88). . . . . . 1 
-17 98836 A A Ae be ot e m US Yes ο ER 1 
-18 98265 -1-090 ο STUD) (UC) e Aa a ca e a Se ie, BE es 1 
-19 169-31032-3 . . DOOR, Wheel fitting access . . . . . . . . ee we ee 1 
-20 9947 -130 . RECEPTACLE (UC) . . w e 2 4 2.0... «0. : ο ok om ο ο ο ο : : 9 
-21 169-31790 . HINGE ASSEMBLY, Observation hatch rear support. . . . . .. 2 
-22 AN320-T ot vas | NUT o sv aes E A A ον ele κ 1 
-23 AN27 -38 A A E A 5 he, Se S 1 
-24 AN960D716 > a- WASHER Ας sa των oe δὲ a a a dE m o A ὦ 2 
-25 169-31792 . . ROLLER, Observation hatch rear support ......... 1 
-26 169-31791 . . CAM, Observation hatch rear support. . . . . . . . . +. . 1 
-27 169-31432 . . HINGE, Observation hatch rear support. . . . . . . . . . 1 
169-31369 . FRAME ASSEMBLY, Tow target package fuselage station 415 , . H 

-28 169-67078-1 . . FITTING, Gear tow target transportation LH . . . . . . . 1 
-29 169-67078-2 . . FITTING, Gear tow target transportation RH . . . . . . +. 1 
-30 AN365-624 A A A ch eg en ee ον 8 
-31 AN365-524 να...” PES X5 δισ νο seek ai tae οι a See ee ^e 4 
-32 AN960D616 s we WASHER. ta u Gu ο Ὁ ο ο ο ο ο A cU D en es ο 16 
-33 AN960D516 a WASHER. 2 a m ejm car Boece A oc oce wi oo οὔρῳ τας ED Los 8 
-34 AN6-11A ον og ΒΩ ES ο a €) 5 haces wat es ο οι Ah Pe eee Se anes: EE 8 
-35 AN5-10A 5 t. BO e Sh. Goyal ed edo ma ο A VEL amt ver, ρος 2 
-36 AN5-7A cos νην ο bes Melee ο μμ eta Es 2 

πας επ a PEA LOC MS Kc ig C COGOR MC A A A cM στ ασ. 
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c SS 
ROTATED 180° : ROTATED 180* 
H-169-31-1350A 


FIGURE 302 - TOW TARGET PACKAGE FORWARD FRAME ASSEMBLY 
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AN 01-60AAB-4 Group Assembly Parts List 
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een eM. 
PART 


FIGURE & UNITS USEABLE ON 
INDEX NUMBER NUMBER | 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
302 169-31028 FRAME ASSEMBLY, Tow target package forward . . . .. Ref 

(see figure 300 for next assembly) 
169-31463-1 . WEB INSTALLATION, Towing reel supporting beam attachment LH. Ref 
169-31463-2 . WEB INSTALLATION, Towing reel supporting beam attachment RH. Ref 
169-31037-1 + . WEB ASSEMBLY, Towing reel supporting beam attachment LH. 1 
169-31037 -2 - . WEB ASSEMBLY, Towing reel supporting beam attachment RH. 1 
-1 169-31037-11 ν . COVER, Web assembly . . AE 1 
-2 NAS221-9 - . . SCREW, Brazier head Phillips “recess alloy steel ; 8 
169-31031-1 . . . BEAM ASSEMBLY, Tow target package reel support LH R 1 
169-31031-2 s . BEAM ASSEMBLY, Tow target package reel support RH . . 1 
169-31031-3 +. . BEAM ASSEMBLY, Tow target package reel support LH . . 1 
169 -31031 -4 - . . BEAM ASSEMBLY, Tow target package reel support RH . . 1 
-3 169-67014 : N REIR Tow target package reel attachment. . . . 2 
-4 AN365-1032 > NUT TR è 12 
-5 AN3-11A . BOLT ` [3 and o "assemblies only) en fe $ 12 
-6 AN3-7A μ BOLT 3 and -4 assemblies only) . . . . . . . 12 
-T AN960D10 " WASHER. . s" eios. ο fev, το..." . 24 
169-31038-1 | LONGERON ASSEMBLY, ‘Tow target forward LH. . . . ; . 1. ; 1 
169-31038-2 LONGERON ASSEMBLY, Tow target forward RH. . . ον 8 1 
-8 169-31331 FITTING, Tow target package longeron male aligning T2" 1 
ATTACHING PARTS 
-9 AN365-428 NUT Se o Orto att, rae ate sts E edu a far nan Disha an 2 
-10 AN4-6 2 BOLT. . IM νον τν. Ie ce Sid μμ... 1 
-11 AN4-10 ; ολ ο αμ ο et Suto Sat Sine ei. ch 1 
-12 AN960D416 : WASHER. . . . 2 
-13 169-31333 . WASHER, Tow target package aligning fitting “tapered. 1 
Pe, ινα 
-14 169-31371-2 HINGE, Tow target package attachment longeron end LH 1 
169-31371-1 HINGE, Tow target package attachment longeron end RH 1 
-15 146-311218-5 HINGE, Upper bomb bay door upper intermediate LH . . . . 1 
146-311218-3 HINGE, Upper bomb bay door upper intermediate RH . . 1 
-16 169-31327-1 HINGE, Tow target package attachment forward longeron LH 1 
169-31327 -2 HINGE, Tow target package attachment forward longeron RH 1 
-17 169-31346-1 WINDOW INSTALLATION, Tow target package sta 255 to sta. . Ref 
272 LH (see figure 303 for detail breakdown) 
-18 169-31346-2 WINDOW INSTALLATION, Tow target package sta 255 to sta. Ref 
272 RH (see figure 303 for detail breakdown) 
-19 169-31032 . DOOR ASSEMBLY, Wheel fitting access . . . . . . ο . . .. 2 
-20 AN253-2-200 e « ΣΝ Ὁ ο E ee ee ee ee XP 1 
-21 169-31032-5 : HINGE, Access door {make from AN257HPI.88) . . . . . . . T 
-22 169-31032-7 + . HINGE, Access door (make from AN257HP1.88) . . . . . . . 1 
-2 98836 S PIN (UC) Wo E, al gai ο ο hind) et IRR TRI Ie ma : 1 
-2 98265 -1-090 A STUD (UC). tee es ο ο gis e ar far eed 1 
-25 169-31032-3 . DOOR, Wheel fitting access » PET 1 
169-31374-1 BRACKET INSTALLATION, Sleeve and cable holder support Ref 
tow target LH package 
169-31374-2 BRACKET INSTALLATION, Sleeve and cable holder support Ref 
tow target RH package 
-26 AN365-428 NUT. 2.5.1: RO 2 
-27 AN4-12A BOLT. ο E ERI S AR ο HES cena ο euh ου 2 
-28 AN960D416 ” WASHER. . . SR M MEME MDC y ο. 4 
-29 169-31778 5 BUSHING ASSEMBLY, Cable holder tow target package. . . . 1 
-30 4B19B8-024 - . . BUSHING, Press fit plain (NA). . . . . . . . . a 1 
-31 169-31451-1 . FLOOR, Tow target package observation window LH I 1 
169-31451-2: . FLOOR, Tow target package observation window RH . . αμα. 1 
-32 NAS221-14 . SCREW, Brazier head Phillips recess s do steel 10- 32 NU EN 24 
AN960D10 « “WASHER T c ae! 207.8. e E ον απ ἃς ο... "ΒΘ 
AN365 -1032 NUT. ... Fes 24 
-33 169-53142 FITTING, Rest seat attachment forward outboard (a only). 1 
-34 AN364 -428 c. NUT. (LH only).. . ο al Coa lee is . . 2 
-35 ANA -6A . BOLT (LH only). QT GL aeg NO ee 00 pe Me re ea ce 2 
-36 AN960D416 . WASHER (LH only). 4 s 4 
-3T 169-53141 . FITTING, Rest seat “attachment aft outboard (m only). pa 1 
-38 AN364 -428 . NUT (LH only). Soler tie. e Marre. a s "M 2 
-39 AN4-6A BOLT (LH only). οπου IN οκ πο ο ο one OT Nev ned ος 2 
-ho AN960D416 . WASHER (LH only). —— C Ur 4 
-41 169-73339 . SPACER, Bolt retainer ; . dat amy ο νά, ο). 2 
-42 169-31350 . FLOOR, Tow target package forward Pda 1 
-43 NAS221-4 . SCREW, Brazier head Phillips recess alloy steel 10-32 . . 28 
AN960D416 WASHER: > s oae ἃ 5 $e 24 λα, τῷ ee, an ip. ace to. 56 
AN365-1032 NUT. . 5 a E 28 
169-31353 . FRAME ASSEMBLY, Tow target “package 'fuselage sta 236-5/8 . . 1 
-44 169-67078-1 . . FITTING, Gear tow target transportation LH. . . . . . . 1 
169-67078-2 . . FITTING, Gear tow target transportation RH. . . . . : 1 
-45 AN365-1032 . . NUT (LH only). "ντ ον E e δὲ S : 1 
-46 AN960D10 . . WASHER (LH only) εν To μα. > 1 
-47 AN3-6A . . BOLT (LH only) . . . . . . . . . . i : £ 1 
-48 AN365 -424 ευ NT. Mr un μες, hot a e z : 5 . 16 
-49 AN960D616 . ai WASHER. às as ae δν, e "Ee " 32 
-50 AN6-11A ; ο BOLT S . αν 040906 4 ga ου”. 16 
-51 AN365 -524 x der NUR ες ος ον . T 3 » x 8 
-52 AN960D616 . . WASHER. ....... > ae z ; 2 8 
-53 AN5-7A . BOLT 44 ea . Soda : 8 
-5À 999! TP 130 RECEPTACLE (Uc) |:| Se A È ΤΝ 2 
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169-31-1355 


FIGURE 303 - LH AND RH TOW TARGET STATION 255 TO STATION 272 WINDOW INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
303 169-313H6-1 WINDOW INSTALLATION, Tow target package station 255 to . . . . Ref 

station 272 LH (see figure 302 for next assembly) 
169-31346-2 WINDOW INSTALLATION, Tow target package station 255 to . . . . Ref 

station 272 RH (see figure 30? for next t assembly) 

-1 AN253-2-1650 . PIN.. .. š ΡΝ 

-2 169-31455 . HINGE, Tow "target package window. DEP EE , 

-3 AN320-3 κ CNUT. 2x x Xo» ee "RON MEE E 

-4 AN960D10 . WASHER . . . . . .  « 

-5 AN23-8 E . BOLT oe ο geret d EBS see τες... ὦ, οπου E 

-6 AN320-3 ee PNUD PASS let See e Tries cse ΣΣ ον a an ο. dE A ag 

-7 AN23-10 . BOLT μμ πως 

-8 AN960D10L - WASHER D PE MM IP 

-9 4B19B3-005 . BUSHING, Press fit plain (NA). sz". ...... 

-10 169-31406 . LINK, Tow target package window’ stop lower. . . 

-11 169-31406 . LINK, Tow target package windów stop upper. . . . . 

-12 AN320-3 μα ο μμ Som RU CUu οκ αμ d e 

-13 AN960D10 . WASHER . . . . . . . . κ΄ 

-14 AN23-14 s BOET Xo ην Woe ates 

-15 4B19B3-017 . BUSHING, Press fit plain (NA). z x 

-16 169-31410 . LINK, Tow target packáge window latch . ER 

-17 AN320-4 ῳ NU ve o e As ko S w NE 

-18 AN960D416 ot WASHER ss «x4 Gb de. Sh fas, ca Man Ὃς ον μυ sot on does! 

-19 AN4-20 άν ο OP tut sien. ob oe Ph, cg oh caus) μα. ieee ts 

-20 4B19B4-116 . BUSHING, Press fit plain (NA). . . . . . . 2... . 2 

-21 169-31409 . LATCH, Tow target package window. . . . . + è " 

-22 AN315-4R . NUT. . ια πα ρὲ de Tie ed οσον fas ς- s 

-23 AN316-4R . NUT. PM ww wow AU. RC ves ERIS δν τν € 

-24 AN960D416 . WAS R ya NU qu. A. sl LT ds tulo, ο E ge UST vane 

-25 AN960D10L . WA (Rc ues ^et wow RU AI uec iR ous TSE E V) De woes te ο qe qs 

-26 5B21 -428-14 . bod Adjustable stop (ΝᾺ)................ 

-27 AN365-1032 ο VND V a vesc ole A ο ος 

-28 AN960D10 e WASHER V ook oo AA ee ο CES ORI πρ αι AA 1 

-29 AN3-3A . BOLT $ BY Pains ο One a te REOR, fei ao O dlc A e 


-30 169-31552 
-31 169-31407 
-32 169-31407.-3 


BRACKET ASSEMBLY, Tow target package window latch . . . .. 
SUPPORT ASSEMBLY, Τον target package window latch . . . 
BRACKET, Tow target package window latch . . . . 


PP A A A [| 15} PRP PRP O AAA AA ONO RRE EEN -! ΠΝ 45 πὸ AR O A 1-! ΝΟ A 


-33 AN365-1032 ge NUT e A € om A Bet E RA LE e OR Cu 
-34 ΑΝΘ6ΟΡΊΟ WASHER. Sena ὁ tee a e ο ee we Ὡς το δέ τες δ. S e us 
-35 AN3 ΠΛ BOLT. dix GOST ay Hass yam tae SR πο αν ντ oi ου 
-36 169-31408 . HANDLE ASSEMBLY, Tow target package window latch. . . . . . 
-37 ,AN320- 3 we ANTE eat -ᾱ--ῳ cuo uec Chen lec own ας Ke CES χα US αν ORO EATER INSULE cas TOR ig 
-38 “ANQ60D10 e WASHER νο dock ᾱ- ο να κ wei um oa a ERG Seo ee Se om A 
-39 AN3-17 , BOLT oP qud ο ο wale fen ο che he αν pay ABT SY αμ ce 
-40 NAS43C3-90 7 SPACER, Screw and bolt. a a 2. 4 40€ € 4. € € να ο x 
-4f AN315-3R ο NUD ο Ter A ENE Ne O ανν μα ο ο ο... 
πρ AN960D10 i, "WASHER. 4 e ο ο ue oap uei a wes ο Pc ο OS Gets 
PAZ AN960D10L oe WASHER MEI (oe calcite es aE GS ὃμ eee Gee ο gee le ees 
-44 5B1-6 . BOLT, Adjustment d. (NA). iu cat ο arar t [ο Mase 
-45 ΑΝΟΘΟΡΙΟΙ, . WASHER . . . . . $ a an we ο ο We el tan SELON ο 
-46 AN393-15 .. OPIN: xx Cm 
-47 169-31404 . EYE, Tow target package window “spring ος VE s hs 
-48 169-31344 . SPRING, Compression tow target package window 
-49 169-31411 . CLEVIS, Tow target package window spring. š 
169-31401-1 . WINDOW ASSEMBLY, Tow target package towman's observation “LH 
.169-31401 -2 . WINDOW ASSEMBLY, Tow target package towman's observation RH 
169-31402 GLASS ASSEMBLY, Tow target package towman's window 
ATTACHING PARTS 
-50 AN365-832 NOT it er a Du Vus a A A a -ᾱ- ue 46 
-51 AN960D8 2.50 TO ο cx μα ο t Pe vx le fn ο μμ... 46 
-52 AN507 -832R12 s... (SCREW ac 3. Ge rt wae AT CA acia, de E 46 
xe yer 
-53 169-31402-3 . . . GLASS SHEET, Acrylic towman's observation window. . 1 
-54 169-31402-5 . . . CORK SHEET, Towman's observation window glass assembly 1 
-55 169-31402-7 . . . CORK SHEET, Towman's observation window glass assembly 1 
-56 169-31402-9 . . . CORK SHEET, Towman's observation window glass assembly 1 
-5T AN365-1032 ο er "NUTS ra: bis, a.” πὰς ο τῶν κῶν μμ er a= la . 3 
-58 AN960D10 ay a WASHER: a Ines e RI Dod A cs LIES ET Dele, DA m 6 
-59 AN3-4A ο TE AA A dore! A oe. aa sy ip Deu rd 5 
-60 169-31403 . . FITTING, Tow target package window latch . . . . . . .. 1 
-61 169-31401-19 . . SEAL, Towman's observation window. MINES O . 1 
-62 169-31401-12 . . STRIP, Tow target package towman's window assembly . 1 
-63 169-31501-13 . . STRIP, Tow target package towman's window assembly . 1 
-64 169-31401-11 . . STRIP, Tow target package towman's window assembly . 1 
-65 169-31401-15 . . STRIP, Tow target package towman's window assembly . 1 
66 169-31401-17 n STRIP, Tow target package towman's window assembly . 1 
-6 AN3-3A > BOLT iM αρ αλ κ eS μα Yet ο) ον Soh (Gt SS ies, Stee 2 
-6 AN960D10 s πιο cece, ee 5) ie ee SP Ae Del a ee Us . 4 
-69 AN365-1032 AN ο coy, ghd νο A ta 2 
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FIGURE 304 - TOWMANS HATCH ASSEMBLY 
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Section 11 ^ 


D | a 
AN O1-60AAB Group Assembly Parts List 


FUSELAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. CODE 

= owman's (see figure or next assembly E 

-1 169-67087 -1 BLOCK, Towman's target leader radius LH da er e τν 1 
169-67087 -2 . BLOCK, Towman's target leader radius RH 1 

ATTACHING PARTS 
-2 AN365 -1032 NUT. ;.. osos 4 
3 ΑΝΟΤΟ-3 WASHER PLIN 4 
-4 AN509-10R29 SCREW, νυν ο e vog 4 
C E 
-5 169-31562 FLOOR ASSEMBLY, Towman's hatch sta 317-15/16 to sta 368- -9/16 1 
-6 169-31560 FRAME ASSEMBLY, Towman's hatch sta 367-1/16 canted . . 1 
(see figure 307 for detail breakdown) 

-7 169-31436-23 DOOR, Towman's hatch assembly LH. e 1 
169-31436-24 DOOR, Towman's hatch assembly RH. 1 

-8 98265-1-120 SIUE DUO ν᾽... 4 
-9 99836 PIN (UC). . SUN ACT st νο a ο ee. peed " 
-io 999470130 RECEPTACLE (UC) ; 1 ; ; ; di 8 & πα μα 4 
-11 AN253-2 -838 PIN. V. ο δα. αν Im 2 
-12 NASH4O-YA-TT8.125 HINGE, Half continuous “extruded aluminum ‘alloy. m oris 2 
-13 NAS4O-4A-LL8.125 HINGE, Half continuous extruded aluminum alloy. . . . . 2 
-14 169-31443 SPRING, Tension hatch jettison. . . oS elmer ae 1 
-15 AN320-4 NUT. a Ut e $-c&R Ep B oe. ea or re os : x 1 
-16 AN960D416 WASHER a E A 7 $ 1 
-17 AN24-17 BOLT . So ie pee E Ε . 1 
-18 AN320-6 NUT. . CE" VI ᾳ à 2 
-19 AN960D616 WASHER m PENES r F, 4 
-20 AN26-23 BOLT . set n 2 
-21 AN365-428 NUT. . Z5 ow etu 4 
-22 AN960D416 WASHER A B 8 
-23 AN4-12 BOLT . 3. ic e " 4 
-24 AN320-4 NUD es uS ο ο ee hd MU -ᾱ. “eek, Dike en Sects 1 
-25 AN960D416 WASHER: ¿sisas tal ds Ne a ada ar JV he Dig 2 
-26 AN24-17 BOLT ο». PE ο ds πον yey, Lo ων Sig ο MSs, sat Nai eat μα, Oe » L 
-2 169-31579 ROD ASSEMBLY, Towman's hatch jettison . . . . . 1 
-2 169-31579-3 . ROD END BEARING, Towman's hatch jettison . . . . . . . 1 
-29 169-31579-4 . ROD END BEARING, Towman's hatch jettison . . . . . . . 1 
-30 AN155-32L s. BARREDA Bork μα RU ALI coc bobs 1 
-31 AN365 -428 Μο es Ay tra ot op. € Ἂ ο a Ὁ a aes 4 
-32 AN960D416 WASHER 4 tt a. Res ce! D) Dens vei Dee ἃ ea a A de ecd 12 
-33 AN4-7A BOLT .. Ut gla Test Rs AE e saben, Me otha} ἀν Tay (dy vo τῷ; «Ὁ 4 
-34 169-31440 SHAFT ASSEMBLY, Towman's hatch jettison control . . . . . . 1 
-35 AN320-4 E ue ο ts eee oe δ Od ere oe 2 
-36 AN960D416 5 O ον νο λες A J Suc 4 
-37 AN24-21 4 ABOUT. Vo tae Ὃν 2 
-38 169-31448 LEVER, Towmans hatch jettison ‘control. N 1 
-39 169-31442 BRACKET ASSEMBLY, Towman's hatch jettison control. 2 
-40 4B20B12-024 BUSHING, Press fit flanged (NA). i bate ος, ido Se bray «Ὁ 1 
-41 169-31440-3 TUBE, Towman's hatch jettison control. . ; ΡΝ 1 

hatch assembly 
-42 169-31439 HANDLE ASSEMBLY,  Towman's hatch jettison control 1 
-43 169-31044 END FITTING, Towman's hatch jettison handle . . . . 1 
-44 169-31439-3 TUBE, Towman's hatch jettison control handle. . 1 
assembly 

-45 169-31441 JACK SHAFT, Towman's hatch jettison ο.” 1 
-46 AN365 -428 NUT a a UE a aa e a a M Lien er a ἰδὲ «Ὁ 3 
-47 AN960D416 WASHER. Valeo uix ort MC Mc a ES 3 
-48 AN! -15A BOLT ΕΕ ο ο RD HR ο 1e UN C ween n Dé SR ee " 3 
-49 169-31578 LEVER, Towman's hatch jettison jack shaft outer. Σ 2 
-50 169-31458 TUBE, Towman's hatch jettison jack shaft . . . . Sais 1 
-51 169-31446-1 BRACKET ASSEMBLY,  Towman's hatch jettison jack shaft LH. 1 
-52 169-31446-2 BRACKET ASSEMBLY Towman's hatch jettison jack shaft RH. 1 
-53 AN315-5R «- NUT IV τος -ᾱ E SOE Tcp Pay Mw AIN 1 
-54 AN960D516 . WASHER... "c-r A 1 
-55 5B3-10DH . BOLT, Adjustment 3/16 (NA) |. i 1 
-56 169-31041 . BEARING ASSEMBLY, Towman's hatch jettison . RA 1 
-57 4B20B6 -020 BUSHING, Press fit flanged (NA) .. .. .. ... 1 
-58 169-31042 STOP, Towman's hatch jettison toggle. . . ο... 1 
-59 169-31444 : LEVER, Towman's hatch jettison jack shaft inner. a aS 1 
169-31557 FRAME ASSEMBLY, Station 338 towman's hatch. . . ο ος 38 1 

-60 AN931-14-20 . GROMMET . . . a ο ος. E ο aa 1 
-61 169-67016 TUBE ASSEMBLY, Tow cable “outrigger. a V6 oec eo ux Ros 2 
169-67016-23 TUBE SUB ASSEMBLY, Tow cable outrigger : BY, Artes τ. ας 1 

-62 169-67016-13 - RING, Tow cable outrigger tube assembly . 1 

(make from AN996-14) 

-63 169-67016-7 . PLUG, Tow cable outrigger tube assembly .... 2 
-64 1011SK INSERT (GFP) .... Tike ei Bete oe ge 1 
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FIGURE 305 - OBSERVATION HATCH ASSEMBLY 
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Section I] 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 


-ᾱ 
-2 
-3 
E 
5 
-6 
-T 


-8 


-9 ` 


-10 
-11 


-12 
-13 
-14 


-15 
-16 
-17 
-18 
-19 
-20 
-21 
-22 


-23 
-2h 


-25 
-26 
-27 


-28 
-29 
-30 


-31 
-32 


169-31415-2 S 
169-31414-31 ει. 
169-31414-32 


Towman's observation side window LH. 
Towman's observation side window RH. 


SUB ASSEMBLY, 
SUB ASSEMBLY, 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
305 1609-31402 HATCH ASSEMBLY, Observation (see figure 390 for next assembly]. Ref 
169-31770 - SEAL ASSEMBLY, Hatch observation. . . MN RENS 


2 
5W1-3-40-1 WEATHERSEAL (NA). : . 1 
169-31754 SPRING, Tension Jettison door A . 4 
169-31425 . TUBE, Observation hatch rear support. k 1 
169-31793-1 + INSERT ASSEMBLY, Observation hatch rear support LH. . 2 
ATTACHING PARTS 
AN364-428 NUP S$ ο hh Se ee hn BS So el Sel 4 
AN960D416 WASHER: Ὁ sess castum E ee ene a d le Bat ts 4 
AN24-23A ομιλεί Y 
ee PE 
AN394-25 PIN saa enar LR ου. š 1 
AN201KP4A BEARING 5 . 1 
169-31793-3 . INSERT, Observation hatch rear support LH. ; 1 
169-31435-1 DOOR ASSEMBLY, Hatch attachment aft LH. . . P 1 
169-31435-2 . DOOR ASSEMBLY, Hatch attachment aft RH. "ME NC NR š ἃ 
169-31435-9 Ν HINGE, Hatch attachment ἃοοτ............ i 1 
169-31435-11 HINGE, Hatch attachment door . . . . . . . . . . . . 1 
AN253-2-250 p PIN a a ο ir Sy ee x e 1 
169-31767-1 CHANNEL ASSY, Tow target package attachment hatch assy LH . 1 
169-31767-2 CHANNEL ASSY, Tow target package attachment hatch assy RH . 1 
5W1-12-7 WEATHERSEAL (NA)... . . A ο a N ae Sheet iy 1 
AN364-1032 NUTA ρα. aad GN Dan adat re qd A 38 
AN960D10 WASHER . . ο πρ) Wee Se Ve ame ole es σὰ à ΄ 2 
AN509-10R15 SCREW. lass ο AS ὁ $e s $ 38 
AN365-1032 NUT. o Tersus etus rg ot ; . 56 
AN960D10 WASHER os E * . 56 
AN509-10R16 SCREW. , . 5 A ; 56 
169-31423-1 GLASS ASSEMBLY, Observation tow target “package "LH 4 ; 1 
169-31423-2 GLASS ASSEMBLY, Observation tow ος package RH 3 1 
5W1-3-34 WEATHERSEAL (NA). . . UK : 2 
169-31759-1 CHANNEL ASSEMBLY, Tow target "package “towman's een Ts 4 1 
observation hatch LH 
AN365 -1032 ο ο μμ A a eo ο ia a δῷ. cee " 1 
AN520-10R14 a . SCREW... a 1 
169-31760 - . STOP, Tow target package towman's “observation. A Ρ 1 
hatch window 
169-31478 - . CATCH, Tow target package towman's observation window. . 3 
AN520-10R10 . . SCREW. DO NW ο οᾱ-, σον. 2 
169-31761 . . GRIP ASSEMBLY, Tow target package towman's observation . 1 
hatch 
AN509-10-7 + > SCREW... 7 3 
169-31577 -1 $ . STOP, Tow target package towman' 8 observation “hatch. ν 1 
roller LH 
169-31577-2 a STOP, Tow target package towman's observation hatch. L 
roller RH 
169-31412 WINDOW ASSY, Tow target package towman's observation window 1 
(see figure 306 for detail breakdown) 
AN253-2-1225 VENICE a cw ow . 3^ ug 2 
169-31762-5 HINGE, Side window “hatch “assembly » 5 2 
169-31414-1 WINDOW ASSEMBLY, Towman's observation side ΤΗ Sps 1 
169-31414-2 WINDOW ASSEMBLY, Towman's observation side RH - ds 1 
AN365-1032 NUT no ea, a aa eee eh dar DEL S 5 £x 23 
AN960D8 WASHER. . 040m Bo seo Rom ci e EN SE ες š 23 
AN5OT -832R12 SCREW Nas La 4492 m haa O IUS . 23 
169-31430 CATCH, Observation hatch side window latch " * 1 
AN365-1032 A E TR ώς . 2 
AN960D10 WASHER. . . . . . . lw. Ὅν lb E ο * 2 
AN520-10R10 SCREW . . . . Bi e cep cu qui ο ο. . 8 
169-31415-1 GLASS ASSEMBLY, Towman's observation side. i 1 
GLASS ASSEMBLY, Towman's observation side. š T 
i 
τ 1 
169-31762-3 "ES . HINGE, Side window hatch assembly . . ; 1 
169-31771 HANDLE ASSEMBLY, Observation hatch side window “hatch. 1 
ATTACHING PARTS 
AN365-1032 a WE 24 ae Be el Alle ole Ho Je «Ὁ ca G 4 
AN960D10 WASHER corso ta $e ue RO as RE e vm ie -ἷ uo ο τας ὦ 4 
AN520-10R10 SCREW i ruote i ο Boo rer ATS: ree a e gn e len o 4 
-—— ——— 
AN365-48 ge ve NU ic he Sa ος, nt le row ea tee 
AN960D416 . + WASHER. . . . . wide ee bie ο 
2W1AL26-20-32 WASHER, Plain (NA). μμ“ 
4B2184-025 BUSHING, Spacer (NA). Ὡς ας οποίες, ο 
ΑΝ! -13A . . BOLT. .. Stat we Be we! ο... 
169-31429 .. . MOUNT, Observation hatch side Window latch . 
169-31428 a HANDLE, Observation hatch side window latch. 
5W1-3-11-2 : WEATHERSEAL (NA). . . . κοκ 
E3675 - CATCH (Smith Brothers Hardware “Co. y: cate 
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3 Ἢ m 169-31-1354A 
FIGURE 306 - TOW TARGET PACKAGE TOWMANS OBSERVATION WINDOW ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
306 169-31412 WINDOW ASSEMBLY, Tow target package towman's observation . . . Ref 


window (see figure 305 for next assembly) 
-1 AN365-1032 


AAA A RR A a a ρα 

-2 AN960D10 s WASHER, ος κο ον ος hm ee Ce αμ ὁ oy cq nn uo ντ ν 60 
-3 AN509-10R19 "MN Mx 2 
-4 169-31383 . STOP, Tow target package towman's observation window. . . . 1 
-5 AN509 -10R16 s 16) μα Μα ce πμ e eism mis rm ορ v t 5D. 
-6 169-31413 . GLASS ASSY, Tow target package towman's observation window. 1 
-7 AN320-4 NU 272. aa a ata a ὃν ο iv νῷ 
-8 AN960D416 e. WASHER: oves ow ᾱ ο) ay I evi] e εἴ, Worm ue Sey aries e 1d 2 
-9 AN24-11 ο ο ο eure ia la RE CRT m e ew C9 RS te “op BY oed Ὁ 2 
-10 169-31418 . ROD ASSY, Tow target package towman'ts observation window. . 1 
-11 AN486-2 sca CLEVIS e τω; ay τῷ, τὰ, OSE eet tw o ο. «ᾱ 
-12 AN316-4 S e A O rana ορ od 
-13 AN3-11A s BOLT Cero a a a A Reeve te eee b 
-14 169-31420-1 . CRANK, Tow target package towman's observation window LH. . 2 
-15 NAS51-31 SA RING o. er 5ο. 09s 9 me ο ο ο ο αμ τα. {6 
-16 36-318117 . ROLLER, Cockpit énclosure panel ..,,........... 6 
-17 169-31419 . BEARING, Tow target package towman's observation window . . 4 
2W2B37 -24-78 . WASHER, Thrust (NA) . s = s e « e «o... ee . νο .... 4 

-18 169-31570-1 . STUD, Tow target package towman's observation window. . . . 1 
-19 169-31573 . PIVOT, Tow target package towman's observation window... 1 
-20 169-31470 . HANDLE ASSEMBLY, Tow target package observation window. . . 1 
-21 AN393 -29 4o PIN UG a a a e E E ea aN vy ve Da ee fe 1 
-22 169-31474 . SPRING, Torsional tow target package towman's . . . . . . . 1 

Observation window 
-23 169-31472 . LEVER, Tow target package towman's observation window... 1 
-24 AN393-15 Na E ao de uio ce ads Dacia ο ο ο μμ e aaa 1 
-25 169-31471 +. PIN, Tow target package towman's observation window . . . . 1 
-26 169-31475 - PIVOT, Tow target package towman's observation window... 1 
-27 169-31570-2 : - STUD, Tow target package towman's observation window. . . . 1 
-28 169-31420-3 - CRANK, Tow target package towman's observation window... 1 
-29 169-31575 - CONNECTING TUBE, Tow target package towman's observation. . 1 
window 
-30 169-31380-1 . SEAL STRIP, Tow target package towman's observation window. 1 
i LH 
169-31380-2 + SEAL^STRIP, Tow target package towman's observation window. 1 
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FIGURE 307 - TOWMANS HATCH STATION 367-1/2 CANTED FRAME ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1.2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
307 169-31560 FRAME ASSEMBLY,  Towman's hatch station 367-1/16 canted . . . . Ref 

(see figure 304 for next assembly 
169-67089-1 . GUIDE ASSEMBLY, Towman's target leader LH . 1 
169-67089-2 . GUIDE ASSEMBLY, Towman's target leader RH . 1 
ATTACHING PARTS 
-1 AN365 -1032 NU UA o in et QI 4 
-2 AN960D10 . WASHER ......... a 4 
-3 AN509-10R24 < ΒΟΕΕΝ.. 2 209 ον νο ο ὁ 4 
---ᾱἘ-.-- 

-4 169-67089-3 . . GUIDE, Towman's target leader LH . . . . s ao . +... + 1 

169-67089-4 . . GUIDE, Towman's target leader RH . . . . + + OS NN 1 
-5 5W1-3-9-4 . . WEATHERSEAL (NA) . . . . .. +... ee ee ee +. +. +. 1 
-6 AN320-5 a IJNUT A E A o a CN A τῷ ie 2 
-7 AN960D516 >. A WASHER occa i ο, «Αἱ... vun us Ee a δε ες δὲ ΦΙ ae, oe 4 
-8 AN25-16 e “BOLT On ue a € a a μια) CE τῷ. ο den A a ως ᾱ 2 
-9 169-31449 . "LINK ASSEMBLY, Towman's hatch jettison mechanism. .... + 2 
-10 169-31449-3 . . LINK, Towman's hatch jettison mechanism. . . . +. : +. +. + 1 
-11 AN316-6R . e ΝΤ 10 4x 99S E oo rw. hose A RE 1 
-12 HMÓ . . BEARING, Rod end (HEC)... . . . ee ee ee ee ees 1 
-13 AN320-5 e NUT. Lou ze 48 decus e iR. E Sa le δι ἀν e -ᾱ- Ὁ Αἱ -ᾱ 2 
-14 AN960D516 ə WASHER . . . . + A E A Φ..Δ- De ὦ Ts. Tes Jus eiat (Φα 4 
-15 AN25-18 iL BOE s ει ᾱ- a 03.055 7 ow τῷ cus. ar Set ο τας, OSes 19. A «co WS v» - -ᾱ 2 
-16 169-31445 . BELLCRANK ASSEMBLY, Towman's hatch jettison . . . . . . + + 2 
-17 169-31445-5 . . ROLLER, Towman's hatch jettison. . . . . ο e Mid ο ο 2 
-18 AB19B5-006 . . BUSHING, Press fit plain (NA). ......-.-.-.-..- 1 
-19 14818B5-188 . . BUSHING, Shoulder (NA). . . . . . +... . + +. +. + + 1 
-20 4B19B5-017 . . BUSHING, Press fit plain (NA) .. .. . .. +++ ees 1 
-21 169-31445 -3 . . BELLCRANK, Towman's hatch jettison . . . . . . . . + +. + 1 
-22 AN365 -428 S ZNUTO DU IA a Meee MEN EE ώς καλος ad Gna ϱ na αρ Psp eue 8 
-23 AN960DH16 COMASHER ος os oz ge 9 GU um A Ue AS we a cR Yom uos AG 
-24 ΑΝΙ-ΤΑ μα ας ο ο et το κὢ cag ange, uh dim e. da 8 
-25 169-31450 . BRACKET, Towman's hatch jettison bellerank. . . . . . . - . 2 
-26 5W1-3-11-5 . WEATHERSEAL μα Dy fo δει δῇ. ας E ήν δο, Siu ὃν Ost. το 2 
-27 5W1-3-11-3 . WEATHERSEAL NA): du-i1e ο RSS de ο ο ο. ο. 1 

A a 
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FIGURE 308 - TOW TARGET PACKAGE REEL CONTROLS INSTALLATION 





UNITS USEABLE O 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE à : 
308 169-67031 CONTROLS INSTALLATION, Tow target package reel . . . . . . . . Ref "a 
See figure 299 for next assembly) 
-1 169-67046-1 SUPPORT ASSEMBLY, Brake and clutch handle LH. ....... 1 
(see figure 309 for detail breakdown) 
570 


-39 


-42 
-44 


-48 


-49 
-50 
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PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
169-067046 -2 SUPPORT ASSEMBLY, Brake and clutch handle RH . . . . . . . 1 
(see figure 309 for detail breakdown) 
ATTACHING PARTS 
AN365-1032 NUT A ueste ο e i ener ta oe Tou sis 28 
AN960D10 WASHER Lau μον ο A EON e ele i. ον Be 56 
AN3-4A BOLT. ..... Vos ες . 8 
AN526-1032R9 SCREW τς z s A ; % 12 
AN526-1032R10 . SCREW E EE i 8 
ον PAIR 
AN320-3 :. NUT ep ee 8 as ΡΝ ΕΕΣ 2 
AN960D10 e WASHER. ij. «ων a ος 9 oe mc τν RÀ cR 4 
AN23-18 5 ABODT. ο. ὁ È 2 
169-67049 | TUBE ASSEMBLY, LH clutch control tow : target package. 1 
REB3N2 2; ROD END (FAF) .. .. zu E 1 
AN316-5R x NT... 1 
169-67049-5 - n TUBE SUB ASSEMBLY, ΤΗ clutch “control tow target package 1 
REB3N2 a ROD END (FAF). . š 1 
1R12P12-.049-524 ; RIVETING ROD END, Threaded (NA) . 2 
169-67049-3 3 TUBE, LH clutch control tow target package 1 
AN320-4 5 NUT A) νο ο x: 9 xo PEE ME 2 
AN960D416 5 WASHER} & ο 82 δι δι ο τα τα 4 
AN24 -56 i BOLT . . . . af OTE Ey για "T" 2 
169-67051-1 ' PELLCRANK ASSEMBLY, Clutch control tow target package LH . 1 
169-67051-2 BELLCRANK ASSEMBLY, Clutch control tow target package RH 1 
169-67051-7 ; BELLCRANK SUB ASSY, Clutch control tow target package LH 1 
169-67051-8 > BELLCRANK SUB ASSY, Clutch control tow target package RH 1 
169-67072 . . . HUB, Clutch bellcrank tow target package 1 
AN200KP4 7 BEARING. . + ww borea cq. UU, ο 7 2 
487-5-2:.032 k SPACER, Flanged dual "bearing (NA). i-is ay event Ss 1 
AN320-3 NUT x LIES e ue ο ο ος a ο RS ο. ο ο ο 4 
AN960D10 WASHER. . PEE è 8 
AN23-19 BOLT. . . s το, ar οὐ 4 
169-67050 TUBE ASSEMBLY, Clutch control tow target package MET 2 
AN316-5R NUT... ος . age ME "IPS irc. TII MO METUS 1 
REB3N2 s ROD END (FAF) FE: E 1 
169-6ΤΟΡΟ-5 . TUBE SUB ASSEMBLY, “Clutch control tow target package. q 1 
REB3N2 . . . ROD END (FAF). . ME A 1 
1R12P12-.049-542 ; . . RIVETING ROD END, "Threaded (uj. i tds ABs ες 2 
AN320-3 s NUT τὰ ae See Ὃν εν ο "ὦ, ὦ E d. eX ὅν ped tal τῷ 2 
AN960D10 WASHER. ὁ o. e 96 Rs (eo) o δι «ᾧ 4 
AN23-18 BOLT. s φᾷ; “ὦ 2 
169-67048 ` TUBE ASSEMBLY, RH clutch control tow 1 target package. OT 1 
REB3N2 “> ROD END (FAF). . . . . . Ἐν ans Se Scan” aun 7 1 
AN316-5R sod NUTS ececx "E" 1 
169-67048-5 . TUBE SUB ASSEMBLY, "RH clutch control tow target package 1 
REB3N2 ROD END (FAF). . y " o ah? as 1 
1R12P12-.049-542 ο RIVETING ROD END, "Threaded (NA) ; ae x oe a 2 
169-67048-3 A" TUBE, RH clutch control tow target package a WO IE 1 
AN320-3 sA NUT ;.. ν΄». a Ὁ ω!-ᾱ, ο E -- -ᾱ- ὦ ο ος bat τὸς ος 2 
AN960D10 WASHER. . . +. + . > 4 
AN23-22 BOLT. . . she ο s O ο ES O US) δὲ 2 
169-67039 TUBE ASSEMBLY, Brake control tow target. . . . . . . +. +. 2 
REB3N2 ROD END. (FAF) . . . . 4. 4 . +. +... +... . . oh . +. +. 1 
AN316-5R . . NUT. E BA ο ο Lue ο c vaL ο πο 1 
169-67039-5 . . . TUBE SUB ASSEMBLY, Brake control tow target . . . .. 1 
REB3N2 ; ROD ΕΝΡ.- (PAF Yaa 4. s aa eR r0» εν vt 1 
1R12P12-.049-524 RIVETING ROD END, Threaded (NA) .. .. .....-. 9 
169-67039-3 ‘ TUBE, Brake control tow target . . . . . . . e ee 1 
AN365-428 . NUT a 5 ues us EOM qe SA» Tate EU I as rg A . T 
AN960D416 . WASHER. . . +... © © © 4 © © © ο ο om on on $ 14 
ANA -5 BOLT. 146€. ek A Yo? Sie a ο -ᾱ . T 
169-67074 . FAIRLEAD, LH brake cable tow target package. . . : 1 
169-67075 . FAIRLEAD,. RH brake cable tow target package. . . i 1 
AN320-4 se ΝΟ 6.04 :.» de ceo EA RS E 7 4 
AN960C416 WASHER. .... wedi ΄ 4 
AN24 -18 BOLT. . . . .. ο ου ο "ο š 4 
AN162-4RL FORK. ... 6 «.: «.« ὁ - . 2 
AN155-32L BARREL. . . . E E we ups ie E 2 
169-67032 CABLE ASSEMBLY, LH brake control . . . . . . +. > 1 
169-67033 CABLE ASSEMBLY, RH brake control . 2 es er 1 
AN320-4 NUT ro e ió yet Us ος Ἐν ἐς 1 
AN960D416 . WASHER. . 4 . 4 6 2... . +... 2 
AN24-30 . BOLT. . A E DNE 1 
169-67055 - IDLER ASSEMBLY, RH clutch “control tow ‘target package EM 1 
AN200KP4 & BEARING. . . PEE $ ὃν a 2 
4S6-4-.368 : SPACER, Plain dual bearing (NA). . . αυ 1 
169-67055-3 . IDLER, RH clutch control tow target package NA 1 
AN320-4 ν: NUT 4 xx eo mom -- > - ο ο ο 1 
ΑΝΟΘΟΡΗ16 | WASHER. . . . nw ο πο M EOM Re h 
AN24-27 . BOLT... 3 2 
169-67114 BELLCRANK ASSEMBLY, "Tow target package brake control A 2 
AN200KP4 BEARING. . . . E A wii! Ὃν Mo er, eo d 2 
4s6-4-.166 : SPACER, Plain dual "bearing (NA). ο... 1 
169-67115 5 HUB, Tow target package brake control bellerank . . . . 1 
4B18Bb4 -352 BUSHING, Shoulder (NA). . ——— Ux g 1 
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169-67-71 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
309 169-67046-1 SUPPORT ASSEMBLY, Brake and clutch handle LH . . . . . . . . . Ref 

(see figure 308 for next assembly) 
169-67046-2 SUPPORT ASSEMBLY, Brake and clutch handle RH . . . . . . . ο Ref 
(see figure 308 for next assembly) 

-1 AN365-428 MD. CT rey Cole ο ο ο ο ο ο ο. 
-2 AN960D4 16 s WASHER: 4€ doe o fell m ow ὃς ο ας ως e a Gwe ων, Ὁ 
-3 AN4 -66Α el BOLTS Oa “Ὁ; uite ae rere ο Lus cete ο reel ο ομως.) 
-4 169-67036-1 . HANDLE ASSEMBLY, Brake control LH . . . . . . . s . . o ο» ο 1 

169-67036-2 . HANDLE ASSEMBLY, Brake control RH . . . . e s es es s e 1 

169-67065 + . ADAPTER ASSEMBLY, Brake control. . . . . . s νο ss e 1 
-5 AN200KS4 wy e ὁ: BEARING 6 ee ος τν a zo ee Swe e eve he: hk 1 
-6 169-67065-3 e .» . ADAPTER, Brake σοπῖτοι,............... 1 

169-67042 - . HUB ASSEMBLY, Brake and clutch control . . . ...,. .. 1 
-7 ΑΝΟΟΙΚΡΗΑ ὃς ο e BEARING 2 ore cote 749 low ον ος ο. ο Ὢ 
-8 487-4 -2.303 + + . SPACER, Flanged dual bearing (ΝΑ) . . . . . . . . .. 1 
-9 169-67042-3 +. . HUB, Brake and clutch σοπῖτοι,........... 1 
-10 169-67053-1 . HANDLE ASSEMBLY, Clutch tow target package LH . . . . . . , 1 

169-67053-2 . HANDLE ASSEMBLY, Clutch tow target package RH . . . . . . , 1 
-11 169-67066 - . ADAPTER, Clutch control tow target release . . . . . . . 1 

169-67042 + . HUB ASSEMBLY, Brake and clutch control ......... 1 
-12 AN201KP4A 2 oo o BEARING 2 ο. ο ὦ oe cee a o 9. ο 9. ov. αὶ ο ο νὰ 9 
13 457 -4 -2-303 - . . SPACER, Flanged dual bearing (NA) . . . . . . . . .. 1 
-14 169-67042-3 + . . HUB, Brake and clutch control . . . ......... I 
-15 169-6705h - > . PLUG, Clutch handle tow target package. . . . . . . . 1 
-16 169-67040 . QUADRANT, Brake handle tow target package . . . . . . . . . 1 

ATTACHING PARTS 
-17 AN365-1032 ΕΝ ta tec en on A IA ο ου 
-18 AN960D10 - WASHER. . edm i το. e a Gy te! Jer lene ee. Vd 
-19 AN3~6A + BOLT... . eoe: ο ΙΟΥ ace ete as av eee i wr. Ὁ 
Ες A 

-20 169-67038 - PAWL ASSEMBLY, Brake παπᾶὝῖε................ 1 
-21 169-67071 . ROD, Brake handle pawl actuating. . . . . . . . . . . . . . 1 
-22 169-67037 - SPRING, Compression +. +. . .-................ 1 
-23 AN365-1032 ὃ ὃς τς Φα. NDERIT CERE, 
-24 AN960D10 + WASHER, . . , eco ee ὃς ια ος ο A quos cal ce ew. ole “6 
-25 AN3-6A A A «ων ο ο ο κ cle ah ce ee eee, B 
-26 169-67043 . BRACKET, Brake and clutch handle. . . . . . . . . . . . .. 1 
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6 am)" ROTATED 90° 19-71-7934 
FIGURE 310 - TOW TARGET PACKAGE RADIO EQUIPMENT INSTALLATION 
ROURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
l 310 169-71101 RADIO EQUIPMENT INSTALLATION, Tow target package . . . . . . . Ref 
(see figure 299 for next assembly) 
-1 AN3106-108L3S Μις ο ΜΗ UOS: ules UM. RARO ο δ. e e 
AN3057 -4 . ADAPTER . . o... «© ο ο e o ο . $73 olm cab OL SS er ore o. Us 
-2 2182-2 . DUMMY RECEPTACLE (CED). . . « +. . « +. +. ee eee we eee 
-3 AN365-440 e NUT 4 4 ww ὁ 49 € eS ὁ, οἱ cm, 4. 4. ὁ P E 
-4 ΑΝΟΘΟΡΒ . WASHER. . ὁ ο ο ο « « » » ὁ » 5 ὁ ο ο ο « ὁ ο ο ὁ 9 ο 5 ο 
-5 AN515-4-5 . SCREW. . « . «4 «à « « wo ὁ » ww * 9 ὁ o c9 ὁ th ὁ ὁ ο ο 5 c! ο 
-6 ΑΝ3 36-20 -4 . TERMINAL BLOCK ASSEMBLY . . « . e s « +... ee © © © we o ο 
AN3434-1 s STRIP μα NC - aie: oe 
-7 169-71115 . CLIP ASSEMBLY, Portable mike switch and headset jack. . . . 
ATTACHING PARTS 
-8 AN365-832 . NUT . ,  ὁ ο « ο ο ο » ὁ ^» c ὁ ὁ o... tll tl lel tll ll 
-9 ΑΝΟΘΟΡΒ . WASHER. . . ο ο «à © ο ο ὁ » » e ^» ὁ e ο » 0 ὁ ὁ * e ο 9 c 5 
-10 AN515-8-8 e SCREW. . . ο ^ 4.» ὁ » » à ὁ e * ὁ 9 ο « ο ὁ * * ὁ e * ο ο 


-11 175-71041 
-12 175-71041-5 
-13 AN515-6R7 


BOX ASSEMBLY, AN/AIC4 portable mike switch and headset jack 
. COVER, AN/ATC4H portable mike switch and headset Jack . . 
SCREW: ο € 0v a 0€ 9 080-39 78. WE ον el ee, ἃ 


ο) LH [B 53 54 | | ARNO A PEN AR APURO FOF NNN FE EP πι πι 


-14 ANQ60D6L «cw WASHER. 4. 40269. Ὁ Ro Ue φωνῶ ER ο ο, le dm. ο. mL κα Dev P oer 
-15 175-71041-9 . . SUB ASSEMBLY, AN/AIC portable mike switch and headset jack 
-16 U561AR - . JACK GROUNDING (Picard Telephonics Corp) . . . . . . . + 
-17 AN507-440R12 * ^» SCREW essene oo a 9 9 ὁ e»? κ 4 ὁ ο ο ὁ 4 ο 
-18 A8006 + . SWITCH ASSEMBLY (RHS). . . . uc 
-19 1224-02 s -ὁ WASHER: (SH) ος v Lo. ce ο dea eX a a cher is τν dE 
-20 AN365-832 e Ue ΝΟ ὁ 39 ο ὁ ο m ο δι ον eser Ὁ ὦ 6 a Des UE a ^re 
-21 AN96OD8L 2. WASHER ce A AA wr 
-22 AT60-3-2-6 s d CLAMP (AP) 2. 6 s 19 02» 009 09 EE Le de αι e το) Ὦ 
-23 175-71041-7 - . SPACER, AN/AIC4 portable mike switch and headset jack. . 
-24 AN515-8R18 «LX COASOREWS i cw £n Roe ck € 2» QR) Mu ο us IRR. UM ο M Rr a 
-25 4020 + . CABLE, Koiled Kord (Jewel-Summer Co.). . . . . . :. « +. + 
-26 AN931-4-7 «s c QGROMMET. πο a ο ο UE C IUe dex cs 
-27 169-71049-10 - . CLIP ASSEMBLY, U56/ARSPC radio Jack supporting . . +. +. + 
-28 169-71049-5 - . . ARM, U56/ARSPC radio jack supporting. . . . . . . + + 
-29 169-710h9-9 - . . ARM, U56/ARSPC radio jack supporting. . . . . . . +. + 
-30 AN393-61 A è sc PIN a Ux. A woe dl vec ce o ο ο ο ο” 
-31 146-54411 - . . SPRING, Navigator's chart light retractable . . . . . 
-32 AN960D10L ^ o ox “WASHER. X owe ck ox s κ τα 407 Ke ORI UE κ. κ ᾱ AIT A OE 
-33 AN931-4-7 sn GROMMET ος νο ο ο los rds Se gs ος el aa I 
-34 AN931-3-10 s “GROMMET 4 a o A Se a Se om x a -ὁ 
-35 AN931-6-10 + GROMMET .. « . « . wt er e or on on sn T μαι Sei,“ . ο 
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FIGURE 311 - TOW TARGET PACKAGE EQUIPMENT INSTALLATION 
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PART UNITS 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
169-67003 EQUIPMENT INSTALLATION, Tow target package . AE g Ref 
(see figure 299 for next assembly) 
169-67011-1 . BOX ASSEMBLY, Target stowage LH . . ἐν EM EL er iy nex he Ne 1 
(see figure 312 for detail breakdown) 
169-67011-2 . BOX ASSEMBLY, Target stowage RH . : o. $i X 
(see figure 312 for detail breakdown) 
ATTACHING PARTS 
AN3-4A e ΒΟΏΤ:.» .ν ἡ oe Ὁ. ο ὁ ου ο ο e é A g l2 
AN960D10 . WASHER. . . . +... +. + " MES DAA a2 de v SEO 
πως ος 
R94Ac4168831 . BANNER, Target (GFP). . . . + ο ο ο ee eto ως " 6 
R94BUOÀ 39687 * . RELEASE (MK 7 Mod 3) (GFP). . PS ρα πα : 5 
RQ4BUO507202-1  * . SNARL CATCHER (Aero m (GBP) A. rv tue aU Ro e ESL "ek aris 10 
RQABUO448192 * . RING (MK 8 Mod ο) (GFP) . +... . . . eee μα. 15 
R94BUO330352 -9 * . LEADER [ο 1 Mod 0) (GFP) * ur νο δν ecu ev aereas E «Ἔ5 
R94BUOÀ 37820 . TARGET (MK 22) (ro4BU)440580" (Mk23) may be substituted) (GFP) 10 
R94BUO227451 . MESSENGER, Cable cutting (MK 7 Mod O) (GFP) . . . . . . . . . 10 
ROYBUOY23923 . MESSENGER, Target release (ic 9 Mod O or MK 10 Mod O) (GFP) . 15 
MK8 . TOOL KIT (GFP). ie a n τὸ ie "ie ο) IS το τῶ, per RO ta 70 1 
AN365-1032 oi, SNUT S ee ce ates Boe ya eter a a ἐν Migs eh ο Tel E m 6 % 8 
AN960D10 TS αν ster tee eae we ο dete Gr ο. i 8 
AN3-16A su BOLT a.a ὦ $* qw ο κ 1e μμ ο Or, te AT ο LU ο ο Ἵδρτοῳ 8 
3267719 > CABLE CUTTER (DG) . . MA OS το 
169-31396-1 . SHIELD ASSEMBLY, Tow target package armor . . ee αν Ὁ 1 
169-31396-2 . SHIELD ASSEMBLY, Tow target package armor . a2 S. το Nes se 1 
ATTACHING PARTS 
AN365-1032 a NUT. ορ cas ἃ οἵ een Ὁ Sl a? at c^ ὦ) js RE amate UI ET ERR 8 
AN3 -6A ο BOLT. 33 E € ο ο ο, he ve 8’ «ὦ — EE 8 
AN960D10 » WASHER. ο * coe € woe ρολ E μοὶ ἴα εφ’ Hae So Ἡ νο 36 
μις eire 
169-67029 . NUT, Tow target package reel mount. . . . . s . . . ν TE 8 
2W1AL98 -64 -64 . WASHER, Plain (NA). . e woe wu uw Ow ss: Ὦ 
169-67028 à SPACER, Tow target package “reel mount inboard PE $us. B 
169-67059 . CLAMP, Tow target package reel mount RH outboard. . . . . . 2 
169-67030 +. STRAP, Tow tanget package reel. mount. . . . soes « . . . . . 2 
EBO64 . NUT (EN)... « " iac. VB 
NAS143-6 ` WASHER, X4130 or equivalent 125,000 to 115,000 psi plain. . . 8 
NAS146-44 . BOLT, Internal wrenching steel 3/8- 24, Ea 8 
NAS143-6C . WASHER, X4130 or equivalent 125,000 to 155,000. psi “countersunk 8 
169-67022 $ SUPPORT ASSEMBLY, Tow target package reel mount LH outboard . 2 
AN320-3 2*5. NUD sc 5) am ean ο μμ m m ο ue e gid, ee? «Ὁ 
AN960D10 i WASHER. , 4 o 4 d ko ὁ ox € ὁ X ἆ Φα Κατα AAA 9 
AN23 -34 ο ῳ BOLT: 7€. 16:239 a 4 ὁ τῳ ο ο E E E E ANT 3 
AN23 -29 & os BOLT hae es X ws " paar” WU a goa δν ᾷ 3 
169-67061 + . INSERT, Tow target package Peel mount LH outboard. . . . . 1 
169-67026 . . INSERT, Tow target package reel mount. . . A 1 
169-67063 + . TUBE, Tow target package reel mount RH outboard, Dan πὸ. ἃ 1 
169-67023 . SUPPORT ASSEMBLY, Tow target package reel mount inboard... 2 
AN320-4 a cer NUD oie! ete ae, A ee" ee. E $3587 297. o9 qa ου 6 
AN960D! 16 ὁ Us “WASHER OZ 403 ὦ ᾱ, os s P ο EE 6 
AN24 -29 «. οὁ BOIT... EP METRE 6 
169-67027 + . INSERT, Tow target package reel mount inboard. M EO EN 1 
169-67026 . . INSERT, Tow target package reel mount. . . . . . es soe 1 
169-6702 . . TUBE, Tow target package reel mount... PN CN dU 1 
169-67062 . SUPPORT ASSEMBLY, Tow target package mount RH outboard EE 1 
AN320-3 : NUT. 10. 4 40. v ic μμ e moe Rete Eo io. Ὁ woe ρος Reo WO 
AN960D10 + ο WASHER. . « ο « 4 «© © rn ο ο ο E. ον ο ay, ο US. ος 9 
AN23-34 . « BOLT . . 2 ο eo we e see Se S ve tate ale ο wwe Medie «ὁ 3 
AN23-29 s o BOLT &. 27. 2 a “ὁ οἱ fe e ο e uS 3 
169-67026 + . INSERT, Tow target package reel mount, . . . . ar ae e 1 
169-67064 . . INSERT, Tow target package reel mount RH outboard. . . . . 1 
169-67063 . . TUBE, Tow target package reel mount RH outboard. . . . +. + 1 
AN365-428 CUNUTO S Qc n νο wh 9.3 μμ ο uie E «5 
ANH -17A v “BOLT. uode 09s οὐ ας "P" "ACC a νο, e αν. «16 
AN960D416 « WASHER. . . « « . ὁ 4 © © © © © © © o we on n +. "n 2. ἃ 
AN365-524 = NUT X Ὁ us» y Ὁ οὐ et “ay Um ja Sos Ge? "8 cin’ ie . S Ὁ 
AN5-17A 2 .BOBT. . wo. 4 ὁ, αἱ αι ὦ at ues ὁ «ο ὁ) Be oe gà ὁ ns M. αν IS s -καὶν s 2 
AN960D516 . WASHER, . . v res fan 3 . Qe. 4 
169-631028-1 . HOLDER, Tow target cable sation from GFP “5267307 118 (ore) A 1 
169-631028-2 . HOLDER, Tow target cable (altered from GFP 5267307)RH GFP) . 1 
169-67113 . SWIVEL ASSEMBLY, Tow target reel tachometer and counter . . . 1 
drive rework (altered from GFP R91WYE9601) 
ATTACHING PARTS 
AN365-428 . EX PEE a id T 8 
AN4-22A ο μμ ο al ο e ος XCTI EE 2 ὦ... € 
ANQ60D4 16 + WASHER. . . . « 4. . es © © . +. +. " * €. β΄. sb e ee 410 
---....-- 
169-67095 REEL ASSEMBLY, Tow target package LH. . . D s o 1 
(see figure 313 for detail breakdown) 
169-67095-10 REEL ASSEMBLY, Tow target package RH. . EE 


* 


(see figure 313 for 


detail breakdown) 


Stored in Loose Equipment storage box 


USEABLE ON 


CODE 
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FIGURE 312 - LH AND RH TARGET STOWAGE BOX ASSEMBLY 


169-67-70A 





2 3 4 5 6 7 NOMENCLATURE 


BOX ASSEMBLY, Target stowage LH eee fig. 311 for next 


BOX ASSEMBLY, Target stowage RH 


PIN ee Only) .. xs eso; tse LUCR ess 
PIN (RH only) . . . + 

HALF HINGE, Box assembly tàrget stowage (Rit only). 
DOOR ASSEMBLY, Tool box (RH only). $i ers 
. LATCH, Cadmium plated (NLC) (RH only). M 


. HALF HINGE, Door assembly tool box (RH only) 


` STRAP ASSEMBLY, 


STRAP ASSEMBLY, 
HALF HINGE, Box 
HALF HINGE, Box 
HALF HINGE, Box 


Target stowage. . . ο . 
Target stowage. . . .. 
Target stowage. . . .. 
assembly target stowage 
assembly target stowage 
assembly target stowage 


RH only 
RH only 
RH only 


FIGURE & PART 
INDEX NUMBER NUMBER 
312 169-67011-1 
169-67011-2 
-1 AN253-2-19.25 
-2 AN253-2-8.25 
-3 169-67003-67 
-4 169-67096 
-5 61-191 
-6 169-67096-5 
-7 169-67092 
-8 169-67093 
-9 169-67094 
-10 169-67011-59 
-11 169-67011-65 
-12 169-67011-71 
-13 AN253-2-6.75 
-14 82-126170 
-15 169-67003-61 
-16 169-67003-63 
-17 AN365-1032 
-18 AN960D10 
-19 NAS221-11 
-20 3L1 
-21 169-67012 
-22 169-67091 
-23 169-67013 
-24 AN253 -2 -41.750 
169-67013-17 
-25 15797 
169-67013-19 
-26 15797A 


576 


7 STRAP ASSEMBLY, 


AAA 9 9 9 » » 


PIN (RH only) .... 


SPRING, Outer wing external bomb “pack electrical conne t 


access door (RH only) 
HALF HINGE, Box assembly target stowage(RH only). 
HALF HINGE, -Box assembly target stowage (RH only) 


NUT A A E > 
WASHER. EM . . 
SCREW, Brazier head Phillips recess alloy steel * 
LOOP, Tie down (NA). See OG due 
CORD ASSEMBLY, Target retaining i on RH) ος . 
CORD ASSEMBLY, Target retaining (RH only) . . A 
BOX ASSEMBLY, Loose equipment stowage (RH only) ὦ 


. PIN (RH only). . . . 

SUB ASSEMBLY, Loose equipment stowage. (RH only). 
PULL CATCH (CCL)... . 

SUB ASSEMBLY, Loose equipment "stowage (RH only). 
.' CATCH STRIKE (CCL). ..........." 





see fig. 311 for next 


assembly 
assembly 


. 
. 
. 
. 
c 


Or ο ο ο ct s 9 ο ο 


r. 


e. 0 0 9 9 c$ 9 9 c » ο 9 » α 


| 


UNITS USEABLE ON 
CODE 


PER ASSY. 


Ref 
Ref 


Pee 
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FIGURE 313 - LH AND RH TOW TARGET PACKAGE REEL ASSEMBLY 





169-67.69A 


FIGURE & ^ PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
313 169-67095 REEL ASSEMBLY, Tow target package LH . . . . . . . . o . . o o Ref 

(see figure 311 for next assembly) 
169-67095-10 REEL ASSEMBLY, Tow target package RH. . .. se sss sooo Ref 
(see figure 311 for next assembly) 
-1 AN365-428 s NUT 1-6 ὁ set a o. cm Sr ar. a -ᾱ . ας ο ics A 2 
-2 AN960D416 a? "WASHER ο -ᾱ- δν ο ae sey δι i ο es . ο . ὃς δὲ c» ο g . 2 
-3 AN4 -13A s BOLTS nece. cao renha ο A eS . "m e 2 
-4 169-67052 & ¿LEVER, Reel 4 4-44 ee 99$ ο ὁ . 4 ο a 1 
-5 169-31395 . PLATE ASSEMBLY, Tow target package armor. . . e ir 1 
-6 169-31397 . CLAMP ASSEMBLY, Tow target package armor. . . e... 1 
ATTACHING PARTS 
-7 AN526-832R10 e “SCREW si a a ee a a αὶ α E ETA EY ^. 6 
-8 AN960D8 sr WASHER 42 wow xo ve a Me UK e DE ina ο 
---Ἐ.. 
-9 AN837 -4D > ELBOW ta 1e cw ak Ἕνα. o a a RU Ec 1 
-10 169-58621-85 . LINE ASSEMBLY, Drain union in motor to 45° in flexible. . . 1 
hose RH and LH 

-11 AN816-4-4 S UUNIBPLE. ο ὃς gar ὁ at Fe os Mees Xd "cR 1 
-12 AN816-10 o NIPPLE os a . * wo.» e 6 w- ὁ gae. E e 1 
-13 AN912-4 e JBUSHING: 03 aa το, sa we ὦ ER ον ο. 1 
-14 AN823 -8D , ELBOW . . 4. 4 ......... . $ vue; €. vw a τῳ 1 

AN816-8D oy πο wo τ ὦ lor Vio rum ο ο lap vel eh m m ο ὁ ψ..ὦ 1 

169-67044 . LEVER ASSEMBLY, Reel brake tow target package +. . . . . +. + 1 
-15 AN365-428 ^e WNUIÍ. 4 . cw o* ge 9 9. 9 oC 9 ὁ 4 ὁ ο ὁ 9 ὁ * ο ὁ « ο 1 
-16 AN960D416 » « WASHER... .. +. o α.. ὁ; «8 ἃν : a; luo a ο ca] rol 1 
-17 AN43-10A e^ wl BOLD e ον deen € 79 ο ee er ei a ow eS 1 
-18 AN960D516L w a, WASHER 2 ο ο x 09 9 a a a I Ὁ .-ᾱ 1 
-19 169-67069 + . HUB, Reel brake lever tow target package . . +. . . . +. + 1 

ATTACHING PARTS 
-20 AN365-1032 -. ὦ, NUT C9 E bee io “ . . . 4 
-21 AN960D10 I xc WASHERS ν΄ Ον», og ο ere e vw CUR 
-22 AN3-13A e e “BOLT ιν κε € ο ο 0 73 ἡ 4 ow « . . .. "T 4 
δν Mm 

-23 169-67073 + . LEVER, Reel brake tow target package . . . . . . . . . . 1 
-24 169-67035 . SPRING, Tension . . +. + + + + +. +. + A IA 1 
-25 AN500-416 -10 » SCREW. . . o... . . +... +... "S αν de m. τῷ. Tem Sey LA D 2 
-26 ANQ60D4 16 zc WASHER. ΗΕ x09) Rho] as LIUM ὦ να poem um c A 
-27 169-67034 . CLIP, Brake relief spring tow target package. . . . . . +. . 1 
-28 169-67095-3 A MK 8. ... i 


Mod O target reel) (GFP 
Cu μισώ ουν μον E Me diri n c e 


REEL ASSEMBLY, Tow target e d (Altered from 
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FIGURE 31/4 - TOW TARGET PACKAGE INSTRUMENT SYSTEM INSTALLATION 
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ΑΝ O1-60AAB-h Group Assembly Parts List 


FUSELAGE (Cont) 


L—————————————————————————————————————————Ó———— 


FIGURE & PART ; UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
314 169-51126 INSTRUMENT SYSTEM INSTALLATION, Tow target package . . . . . . . Ref 
(see figure 299 ?or next assembly 
-1 169-51150 . SUPPORT ASSEMBLY, Tow target package pitot head . . . . . . 1 
ATTACHING PARTS 
AN365-428 2 CNURG. A ee Sze ο e wir So ο ο. 
AN960DH 16 v WASHER. 4-329 om nies m a oum TR Άγ See ee e 
ANI -14A a ο ο ECC ow gabe winter CL 2 
i-e στ 
-2 AN520-10-4 so aub. SCRE νο τα ere Gin PUE ο lr ma LEN E OS eee 
-3 AN935-10 . . WASHER... Nok: ο. cs 4 
-4 169-51149 . . SUPPORT, Tow target “package "pitot “head Mop" de PEUT 1 
-5 169-51152-3 . . LINE ASSEMBLY, Tow target pitot head extending . we den ew 1 
-6 169-51152-5 . . LINE ASSEMBLY, Tow target static head ΠΕ ver Wet cel τῷ 1 
-7 AN5814-2 à TUBE . . oi Sere δν usi e A ον. de Ὁ ταὶ cen» 1 
-8 AN3436-2-2 Al TERMINAL BLOCK ASSEMBLY dcr ET . ΕΝ 1 
AN365B440 μμ ο Ve tae ve ο ον ο ο. 2 
AN515B4R7 s SCREW w $ $06: ὁ ai oe 0% ds oe ᾱ . "Tu . 2 
AN341-6 v CNOT UL ο ie αν te rs, Got cee QU. ο ο ος 2 
AN936A6B « WASHER. νο e s p wx la € 2 
AN961-6 . WASHER. s š : o m US. s 2 
-9 169-51137-21 . LINE ASSEMBLY, Drain tee to Support assembly sta "255 du 1 
-10 169-51137-23 . LINE ASSEMBLY, Drain tee to support assembly sta 255 (pitot). 1 
-11 ΑΝΟΡΗ -4D v4 NUTS ni ὃς ο) κὰν “eh 2 pe ke "LI 4 
-12 AN960D716 V WASHER. wa πον. ο ον e. Ao RE Nar e eC KR ees 4 
-13 ΑΝΘΟΝ -4D ο AREER oho ὑπ νο ο ο ου 4 
-14 AN818-4D O ος ορ eed ο Ὁ ο A "ος -Ψ' τος ey E 4 
-15 AN819-4Z e COLEEVE 605 ο AA A “ᾱ οὔ» a πο 4 
-16 951 . SUMP, Drain (ΝΑ). . ο ον μα ας ο. 4 
-17 169-51137-17 . LINE ASSEMBLY, Fuselage junction union to drain tee . . .. 1 
station 272 (static) 
-18 169-51137-19 . LINE ASSEMBLY, Fuselage junction union to drain tee . . 1 
station 272 ου 
-19 AN832-4D s UNION cae Ὁ 4 e Wc (e Veo Φος τς «δν ee ve «ΑΦ - oe Ὁ ο 2 
AN924 -4D . NUT ο Xs fate Rt ο ο ο ο ο ο e uw Yes “6h ος que 2 
AN960D716 ο WASHER. NES vts ἘΠ 2. 
-20 169-51137-13 . LINE ASSEMBLY, “union” to fuselage” Junction union suo LARA 1 
station 317-15/16 (static) 
-21 169-51137-15 . LINE ASSEMBLY, Union to fuselage junction union . . +. +. +. + + 1 
Station SM =15/16 ρου 
-22 AN815-4D 5. UNION... « B Αν CEPS 2 
-23 169-51137-7 . LINE ASSEMBLY, "Drain tee to union station 391- -1/2 static). . 1 
-24 169-51137-9 . LINE ASSEMBLY, Drain tee to union station 391- -1/2 (pitot) . . 1 
-25 169-51137-3 . LINE ASSEMBLY, Panel support junction elbow to. . . . +. + a 1 
drain tee (static 
-26 169-51137-25 . LINE MR). Panel support junction elbow to drain tee. . . 1 
pitot 
-27 No Number . DRIVE Cer d Right angle (Navy stock No. R94-BUO-602203) . 2 
GFP 
-28 C2140YA . SHAFT, Tachometer drive combination non-magnetic. . . . . .. 2 
flexible (WD) 
-29 AN515B6R1H e “SCREW ie: «ΣΣ ὦ 1£2.£ u.a move δω ον. Muy κι αἱ ον ος ue ϱ) ον wo bg 
AN365B632 + NUT.. . ' ον τς Papae ey ο a a^ ελ δ; GQ 
-30 No Number * TACHOMETER AND. CABLE ASSEMBLY, " (Navy stock NO ο ον 0 $4 e$ 2 
R94 -DML-SKD-7188-1) (GFP) 
-31 No Number . INDICATOR, Hydraulic pressure . —- ee τῷ ἃ Ὁ 1 
(Navy stock No. R88-G-640- 25) (GFP) 
-32 No Number . ALTIMETER (Navy stock No. R88-A-350-11) (GFP) . . . . . s 1 
-33 No Number . INDICATOR, Air speed (Navy stock No. R88-1-474) (GFP) . 1 
-34 AN826-4D a "TEE & ο Ὁ 9 x5. * ss a oa Vo utem TE^ ie . 1 
-35 AN816-4D » NIPPLE; . 0. 5 9 x09 ο ede Εμ... 
-36 169-51137-27 . LINE ASSEMBLY, Airspeed static “tee “to altimeter static nipple 1 
-37 AN6270-4 -20 . HOSE ASSEMBLY . . . . . 4. +. © «© © © © © © © © © © n +. Ἐς pet XS 1 
-38 AN6270-4 -22 . HOSE ASSEMBLY . . i MEN ere p a 1 
-39 AN833-4D . ELBOW. . . . ο «© © ο « . . oe à wo wo ΡΣ 7 2 
ANg24 -4D e NUT . . 4 e 99 99 wes e * a "m ads le . 2 
AN960D716 e WASHER, 4... e a oi ᾱ- e . ore fe a -ᾧ CET M 2 
-40 ANTH A4 . BOUT, . . « ὁ © e e e oo ο ο ο a è . h 8 
ANQ60D416L . WASHER. . . bs « © ο e es . DH . es a 8 
-41 AN365B428 a NUT ---. ο a Ix ee ᾱ, ἃ s oe PC a 4 
-42 AN8013D2 s WASHER. 4.590 cem 9 4 ee κ. ὁ ο ar 70) à 6 
-43 NAS43DD4 -6 . SPACER, Screw and bolt. . . . +. +. +. + +. . . . . 2 
-44 AN960D! 161, 9 WASHER. a 2 5 0.90€ a δν ee sin op: ie 5, ce ον ὑφ. tore, e « 2 
-45 AN520-416R22 SCREW- ce ο Ὁ ae m caries ehe Ce hah unes ls 4. se zo . 2 
-46 AN365-632 ο S Q0 ο a enne poi ο E SAES vae, NUDO 
-47 ΑΝΟΘΟΡΘΙ, . WASHER. . . . . «ο . +. s is us ΡΕ s δ Ee: 4 
-48 AN515-6R6 . SCREW.. E woe Veniet. x a. "E "n e.. o 2 
-49 5B16 . RETAINER, Bolt (NA) μα... os ἂν kar Pee en da) uo ás A 
-50 5B15-53-13 | BOLT, Panel (NA). . . . . m melee qu xr cte) ο). ον 
-51 169-51132 ‘ SUPPORT ASSEMBLY, Towman' 8 "instrument panel . . . . . . . wo 1 
-52 169-51148 - . BRACKET ASSEMBLY, ΠΕ panel stabilizer. . . R ENS 1 
AN8008D5 +. > INSULATOR... w^ iw thse QM eme ο; τς ae . 1 
-53 169-51147 . PANEL, Towman's instrument "rigid. irs P P 5 1 
-54 169-51146 . PANEL ASSEMBLY, Towman's instrument floating. ee eee ms 1 
AN8008D5 - . INSULATOR. . . +. +.» » + . e feto v5 . 2 


i —————————— 
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169-53-740 


FIGURE 315 - TOW TARGET PACKAGE FURNISHINGS INSTALLATION 














Section [| 


IS Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
315 169-53126 © FURNISHINGS INSTALLATION, Tow target package . . . . . . . . . . Ref 
(see figure 299 for next assembly) 
-1 169-53147 CASE ASSEMBLY, Manual cable cutter. . . . . . . . . . .. Lc. 1 
ATTACHING PARTS : 
-2 AN365-1032 s AAA duco ο ο as yon ex UE uM δι Δ. Ανα 4 
-3 AN960D10L vs ΝΑΘΗΒΗ,., z o4 cxx τῳ τῳ ο ο αρ... 
-4 AN520-10R7 è S YSCREW κ κ a a ον. ο ο ο dioe re Ce μυ. 
ion su ME ae un at 
-5 9C1-3-60 - . CHAIN, No. 1 safety (NA)... Su sb As eui vm ope ue ἄν end 1 
-6 No Number . CUTTER, Wire 14 inch (Navy stock No. R41N533) (GFP) . . . . . 1 
-7 169-53149 POUCH, Towman's hatch safety belt . . . . . . . . . . . . a 1 
ATTACHING PARTS 
-8 AN365-428 NU e Ie. e e AN A O RUN OP ον οὶ φας 2 
-9 AN960D416L s^ WASHERS) uec a la al a lea ως, κ’ V 
-10 AN520-416R8 i SCREWS: V. ovk ce See as ada beget Ro ven Op sy ol ae Y ος ον η 2 
---Ἐ--- 
-11 169-53148 . PAD ASSEMBLY, Towman's hatch floor. ............. 1 
ATTACHING PARTS 
-12 AN520-10R14 «^ CREW vo: ο ο ο Noh ae vee tai San Bee ο ο Ομ 
-13 ΑΝΟΤΟ-3 ai WASHERS μα ο ο ο ο ο ο le a TET QUA "EL Ten as 8 
d mn Ere am da 


-14 169-53148-9 
-15 AN7508-1A 
-16 M19h2 

-17 169-53135 
-18 AN365-632 
-19 AN960D6L WASHER. «o zw). Ga ea) ον 


- . PAD, Towman's hatch floor. 
-20  ANS15-6R6 2 SCREW... . 


BELT (GFP). : ᾿ 
ΟΑΝΤΕΕΝ, Water (Drawing No. B428) 
COVER ASSEMBLY, M1942 Canteen . . 
NUT qve O ο vue ων κ 


eee eee 
oe ee « 
eee eee 


Q 

e... y 
τ 
P 


-21 No Number KIT, First aid "(Navy stock "No. ᾿πὀτκθδοΐ) (GFP) 
-22 AN365-832 NUT 
-23 AN960D8L 


e e e o 5$ oo » ο :« . ὁ « ο . o 


WASHER. 5 xi e ᾱ- € ὡς € ο 4 30» ᾱ 
-24 AN227 -22 STUD FASTENER . . . . . 2. . «ον ο ο 
-25 169-53138 PANEL ASSEMBLY, Equipment mounting. . 
ATTACHING PARTS 


9 0 0 0 9 9 ὁ 9 «» ὁ 5 
5. 9 4 0 9 9 «ια 

ee 9 9 ew 9 9 ο t n9 ο n9 
9. 9 0 ὁ 9 9 9 9 »»» 51 
e... 0 5 9 ο ο 9] 9 9 t$; 
oe © o9 9 ὁ 9 ew $ 5| «ια. 
* 9 9 ο 9 s o9 o9 ο n9 n 


e NEN e WOW HY ANOA πρώ OW PAU m 


-26 AN365-428 A ne ο eh ο eae we Lu le ou d S 
-eT AN960D416 s- WASHERS ο ο ο a adela a a lan. Cb 
-28 AN4 -5A E 2e ο her ca. By E ο ο ο ο ae eise 
—— PE 
-29 AN6045-96 . FIRE EXTINGUISHER (αΕ5ὁ................... 
ATTACHING PARTS , 
-30 AN365-1032 M "MCA ts Ch Pes 
-31 AN960D10 s “WASHERS "LEE 
-32 AN3 -5A BOLT s Se set cel Bi ee Say Ὃν ο al A ES a a Se 
oed Seah. vh 
-33 NAF1201-8 . BELT, Safety (GPP): . s ................... 
ATTACHING PARTS 
-34 AN365-524 s3, NUTUS a ο ο ο ds oae Um eaae A eer Ge 
-35 AN960D516 | WASHERS ο ὁ ia ον εδ a a da 280. ata ον σα) Males 
-36 AN5-TA 5 BOLTE PT" ο ο M m Sel a 
«Wa 
-37 169-53130 + SEAT. ASSEMBLY, Towman's rest fuselage station 227 to. . . . . 


fuselage station 255 
ATTACHING PARTS 


-46 AN365-1032 
-47 AN960D10L 
-48 AN520-10R7 
-49 169-53127-5 
-50 AN931-10-14 
-51 WM203 


NUT. uod xs οφ -ω-ᾱ--ῳ ο Tete oe . . 


να. d e e 
+ SCREW. . . . . " ae 
- HOSE, Tow target package relief tube 4: el 


. ee 9 9 09 n 
ae we o9 we 


GROMMET. . e.s « seco 
HORN ASSEMBLY (An) : e... ο ο, ο ο 


-38 AN4 -6A ea e BOLT MCCC E ο e ep tele OO 

-39 AN960DH 16 a: “WASHERS 212 κ ο eoe mie i Re ata EI ae a omi UP 
PEE, m 

-40 2c641 . RETAINER (EN) . aede aaa Y 

-41 310680 . RECEIVER ASSEMBLY, “ash (EN) ο αν D pU AO! d? i. 1 

ATTACHING PARTS 

-42 AN365-832 e NUT e "aca A A ο”... 2 

-43 ΑΝΟΘΟΡΒΙ, s WASHER ο ο ο ο ο ο Mec e ear atte? etre lb 

-44 AN515-8R6 AAA ew cam: ἐπάν! fae τρ cartes dal at gl O Gee ores. e LL 12 
-———— Lee 

169-53127 . RELIEF TUBE INSTALLATION, Tow target package. ; . Ref 

-45 169-53139 š MOUNTING ASSEMBLY, Relief tube . V vos de : 1 

1 

2 

1 

1 

3 

1 


op t ο n 
9 8 2 . t 9 we 
ae . t 9 £t] 9 n 
ee we t we 

ee 9 9 9| ww s 
4 9 . ν 9 £9 5 α 
ee ee t9 n n 
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169-54-4590B 


FIGURE 316 - TOW TARGET PACKAGE ELECTRICAL INSTALLATION 
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AN 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE r PER ASSY. CODE 
316 169-54501 ELECTRICAL INSTALLATION, Tow target package. Ref 


(see figure 299 for next assembly) hee ME EM 


No Number - TOW TARGET STATION 227-1/2 TO STATION 317-15/16 ELECTRICAL. . Ref 
EQUIPMENT (see figure 317 for detail breakdown) 

-1 AN3436-2-3 . TERMINAL BLOCK ASSEMBLY . . . . . . . . a . . ο . . .. $ 2 

AN3434-1 e - SIRIP oe os dia Were <a er Stee se ea ο ὃν Ew n Bae Bre ο, — HE 
-2 AN365-440 ae μον ο ο ο ele et ar ees μα Po ted be ge Sa ae κ 4 
-3 ANQ60D4 s WASHER; x 0.08 ν ο -ᾱν ο e eG "CLE “ab 
-4 AN515-4R6 κ SCREW, uei. sow es Way vey τὰς ο) een gem ee vob wm d a LUE Ae ϱ E 4 
-5 397-3 - COVER, Electrical terminal block (HEGE) . . . . . . . . . . . 2 
-6 SA4297D1 . COCKPIT LAMP ASSEMBLY, Type CHA (SAT) ........0.... 2 

ATTACHING PARTS 
-7 AN365-632 è- NUT V6 Se. te ἃ BS aad Ge Med beg a ek wow A 
-8 AN960D6 oh. WASHER. S Dye. ν᾽. ο A E A LOU S dal CIN age Aen 8 
-9 AN515-6R10 «e (SCREW: 2 ο δ, ouwiss umo 9 03 o dm D ala SIUS a vo rd QU 4 
iioi M ue ad ais 
-10 AN365-832 e ANUT erat wo lm OO US MR BREA cu VU qd ded do. e va ae da 1 
-11 AN960D8 a. WASHERS s a ὃς Se: -ϕ a wee a ias τα ws a NO. oce αἳ ος Ὁ 
-12 AN515-8R8 s OR ος, uo due 9 cum ole VE) EN ec des Oum! wo soo a a UR da 1 
-13 AN515-6R7 a: SCREW 60 πο ο Lia ge: μμ el Deine te Slee A eee ae 6 
-14 ANQ60D6 a .MASHER. s κ ele) ο ae Wo 9 RS a ek wee we a y ox “Ὁ 
-15 AN3155-50-8 « BHBOSTAT. ο Sp dos ta o aa D gm qo lel 1 
-16 AN3022-3 s GSWITCH. Dos nexis ca^ qot un Bre ο ο Tre ce a ee boom s UP 
-17 AN3022 -2 ο. SOWETO Hs a im Mae ie eu a Se ven RA apa) ee XV URL NS pO 1 
-18 1169-54524 + NAMEPLATE, Left hand console electrical . . . . . . . . . . , 1 
-19 AN365-632 E WOCXR IW Doy bs ice ας ew οκ Cdi 
-20 AN960D6 s “WASHER; evi a E tata a a αι ος αι ΜΡ 
-21 AN515-6R10 s (SCREW o w € 9 30» ἃ κ eS ιν ο 9. € ὁ we Us μις oe ie ας 4 
-22 8872 + SWITCH, Push button aircraft (CUT). . . . . . . . . . . . . | 2 
-23 169-54531 - SPACER, Cable cutter switch . . . . I est da πον Ai 2 
-24 169-54521 - NAMEPLATE, Cable cutter switch. E po ees 2 
-25 AN520-416R22 s “SCREW . & € She wow iw Set ee Sa mw ovo ov vy ᾱ 
--66 AN960D416 s WASHER: 0369 09 a a a a a μα 9 
-27 169-54533 - SPRING, Compression target spotlight. . . . . . . . . . . . . 6 
-28 169-54527 + MOUNT ASSEMBLY, Towman's spotlight. . . . . . . . . . . . 2... 2- 
-29 AN365-832 $.d NUR e ee O ΙΝ un e e a AB 
-30 ΑΝΟΘΟΡΒΙ, s ne WASHER: uv ww. et νο οι δρ. ος Sp iam igh Deeds δν Uus wk Wes 1 
-31 ANS515-8R7 A A O O να ον ας 
-32 169-54527-5 +» CLAMP, Towman's spotlight. . . a . . .. . . . ... s +... 2 
-33 AN3 144 -4502 s w AMBOS SW A544 € 2 O ee D 
-34 169-54527-7 * . GASKET, Towman's spotlight . . . so soso ων ων ο ων ες 2 
-35 169-54527-9 + . SEAL, Towman's spotlight . . . . .. .. ......... 2 
-36 169-5452 -3 + 5. COVER, Towman's spotlight. . . s . . osoa . . . ... a 2 
-37 94-32357A .  RHEO-HEATED CLOTHING, Type Q1A (Shuster Electric Co.) . . . . 1 
ATTACHING PARTS 

AN365-832 NU A ο... 

AN960D8 a WASHER. . 2 e o9 809 a a i eo a A SU x 8 

AN515-8R6 κ: ΒΟΡΕΝ ο O atic, o v o] 

---ᾱ-.-- 

-38 AN3034 -2 . LIGHT ASSEMBLY. . . . . G III CU EM 
-39 HO3LNO .. HOUSING LH ISI wg By τές Ὃν ilis Ar GU cw RN 1 

HO3RNO « HOUSING RH (MCS). . 4 s.m... 2. 0... . ο +... ος 1 

YZR31 s SWITCH) (MOS) o a bos v OR a Cel an Bb a αν 2 
-40 AN345-10 ; oc! a ο a FB ο A “ae eh sek Merge eee, a A 
-41 5B1-6 . BOLT, Adjustment 10-32 (NA) . . s . ... ... ........ 2 
-42 AN931-4-7 s- GROMMET . V ος wae αἰ αὶ eroe ve sa ee ae om Ὦ 
-43 AN515-8R12 s ΒΟΠΕΝ o q ow vc» we e aa a 20 
-44 AN936A8 e WASHER, ooien o Bw e a aa a 10 
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E, 
ROTATED 180? - 
169-54-4589B 


FIGURE 317 - TOW TARGET STATION 227-1/2 TO STATION 317-15/16 ELECTRICAL EQUIPMENT 
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ος  θθθθ ὔθθύοοἨσ47σή4ή1ήή/ή/ὙὪθθθθθπτς ÁIÓSEABE ON 
AGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
317 No Number TOW TARGET STATION 227-1/2 TO STATION 317-15/16 ELECTRICAL . . . Ref 
EQUIPMENT (see figure 316 for next assembly) 
-1 94-32357A . RHEO-HEATED CLOTHING, Type Q1A (Schuster Electric Co.). . . . 1 
ATTACHING PARTS 
-2 AN365-832 e NUT. 2. 5. 9 ὁ 9 e... doe wages ο ο" 4 
-3 AN960D8 A ccc habe ena: cotta A Grob (ae cer “at aw Soule, Jer Ge ο enl ολ. DO 
-h AN515-8R6 et ο μμ AR so? hte ο ο ο gate A 
---ᾱἘ--- 
-5 169-54530 . BRACKET, Rest seat squipnent panen light. E $4 Sowers Ge. 1 
-6 AN365-632 . NUT o a A ο ο ο TS ὧς. “δι. "αν ο 8 
-7 AN960D6 e WASHER. . . . + . + +. + sr hit ae αμ She ue ο. of 
-8 AN515-6R7 . SCREW... for ie. Tw ο et, ος τν δος de ον. ο Ἔκ ο ως ο τομή, d 2 
-9 AN3034 -2 . LIGHT ASSEMBLY. aue. Ἴδε SE ἐν eig ιν ανν οι ον OUS σὲ 1 - ὃς ᾱ-- αὶ 1 
-10 AN3155-50-150 . RHEOSTAT. . « « « « « © e e 0 . e e e ew se eee c t 5» . 1 
-11 AN3022-3 + SWITCH. . . ... +. «ο esa si 4 ρα IS aia ει edt Be ιδ 7S . 2 
ATTACHING PARTS 
-12 AN515-6R7 > (SCREW wee ο tee ae m9 -ᾱ- 4 UN fee αι uy um Ὁ tal Oe. 4 
-13 ANQ60D6 à. “WASHERS s ora ence. ᾧ 9 79 oe wee eS E UR 9 o3 o8 as cr A 
---ᾱἘ--.- 
-14 169-54525 . NAMEPLATE, Rest seat equipment panel electrical . . . . +. . +. 1 
-15 295134 -12A . GROMMET a) νων. μμ Ah, Dace, ο EE: 
-16 295134 -12B . GROMMET (MKL) . . +. « +. +... oe ee om om . om om m mom tm t! t] t8 n9 1 
-17 295134 -10A . GROMMET (MKL) . . . « « e e ee te ew o m ο om . n t t |] tn ng 2 
-18 AN931-6-10 a GROMMET . . . « . e © e e © ὁ e e « © 0 ο ο 6 ο . ο... 6 
-19 AN365-632 z NUT X κος wc VR es τα. Ioue Μι A ο ᾱ δι Dn Fr IE -ᾱ 12 
-20 AN960D6 © CMASHER.CS 20e νομος £o nos a € a ea cote e ὮΝ 
-21 AN515-6R6 . SCREW... WIR Ges dun ater tede e de HE AR. EO ας. 
-22 AN3049-1 . LIGHT ASSEMBLY. ee. WE οφ. val e ome S que uw ο ο ο v Ser Ny Tis 2 
-23 AN3124SB307 4 ΑΜΒ; ewes τς Eo aw ks RE AR Sa ee RA 2 
-24 AN3057-12 . ADAPTER + & «e 4 4 € 6 € x» * αὶ κ ee Wo* £ » * 4 ἡ * ko α 1 
-25 AN3106-20-20P . PLUG. . aca ee ee eee A ο Yer (όν A cer a cw 1 
-26 2182-7 . RECEPTACLE, Stow wage (CED) . . uk eem TA RRA A AS rw 1 
ATTACHING PARTS 
-27 AN365-440 z NUT qoc. le ὁ οὐ ὦ «αἱ ν δ. Πα ᾱ ας, ἃ} αφ. E A Oe 4 
-28 ANQ60D4 . WASHER. . . sses e moe om om we e m . ον ο om 9 t] 9.» 8 
-29 AN515-4R6 SCREW? μμ de re mo wl Re e X od. Ste ο ade m c o 
-30 169-54508 . BOX ASSEMBLY, Electrical circuit breaker. . . . . . e+ + ees 1 
ATTACHING PARTS 
-31 AN365-632 NUT Ins Cesk ee d eu ντ Roe ae qos me ce e ias 
-32 ΑΝΟΘΟΡΒ . WASHER. . . . « « ὁ © © © © ο. ο ο: ss 8 
-33 AN515-8R8 O CSCREW 1.259 ὁ Je c3» 09 9,09 Rue o9 19 A e «ὁ EUR 4 
-34 NAS45-8-4 PANEL ASSEMBLY, Electrical connector . . +. +. +. + DUE ο 1 
ATTACHING PARTS' 
-35 AN365-440 πι... eo cae saree ee e ehh ates à, ee es decet. ο er Tu Agra ο. 
-36 ANQ60D4 . . WASHER . . . 6 4 4 e eo on te n nm ng siue ts ο O uat το de 3 
-37 AN515-4R7 ην. Άννυ wl ο eel ce m We) ο Ge y Cer ο... 
uo cii m πα 
-38 AN515-6-8 e « SCREW. . . + «© o. . +. +. A A ος cet ve 4 
-39 AN960D8 .. . WASHER . i E a adn Ge: cae RE γρ τὲ 4 
-40 AN3161P15 . . CIRCUIT BREAKER. Ὁ κὰ $^ us " Bo. Tuas a rias ae e s 1 
-41 AN3161-35 . . CIRCUIT BREAKER. . . . 5 5 ο 2. .... . 1 
-42 636049 . . RELAY, Series 295 (GN) ; MONET ee on Neder oth hes ; 1 
ATTACHING PARTS 
-43 AN515-4R3 e 4 SCREW. wo ο ο oo o oo imu a -ᾱ EC ECCE . 2 
-44 AN960DÀ e . WASHER . . . +6 «© © +... + + "P" . a era . . 2 
-———--- 
-45 AN931-5-9 . . GROMMET. . . . «© +. +. +. "E ο) ate a ra ο. 1 
-46 AN931-9-13 .. « GROMMET. . +. +... . . © on + e xs $ lal a ο} 1 
-47 AN515-8R10 e « SCREW. . « « « ὁ e ww ο ὁ a ο ο ο a a as ου 4 
-48 AN960D8 . . WASHER . dices o. ση) $c. ο οι Ὁ. ο ος See lE 4 
-49 2B1-6-2 . . BAR, Bus (NA). : a e Sear ie, a CE x9 pi 1 
-50 169-54526 $us NAMEPLATE, Electrical circuit "breaker panel. ο aaa Arid 1 
-51 169-54507 . . PANEL, Target tow electrical circuit breaker box ..... 1 
-52 169-54506 : BOX, Target tow electrical circuit breaker . . .... +. + 1 
-53 AN931-3-5 " GROMMET "Tc ια AA . 1 
-54 AN9314A3-5 . GROMMET . . . . +... . » + . a ob, ο AR vn Ss 4 
-55 AN931-5-9 . GROMMET . . e. ————————— ES 1 
-56 AN3436-2-2 . TERMINAL BLOCK ASSEMBLY σος ο vex at sal at Wie uu eT. ae fst 8 1 
AN3434 -1 . STRIP. . .. . eon eee ed παν ο ο ο. 
AN365-440 . NT... 3o e Ὁ ee ο ο ὁ ο a AA 2 
ANS60D4 . WASHER. eses + + . rte ο ο ο. 2 
AN515-4R6 . SCREW. esses © o oeoo ο ee Ue ο (αὶ δι ο -ὁ 9 
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189-58-1981A Εἰ @ 


FIGURE 318 - TOW TARGET PACKAGE HYDRAULIC EQUIPMENT INSTALLATION 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
318 169-58601 HYDRAULIC EQUIPMENT INSTALLATION, Tow target package . . . . . Ref 
(see figure 299 for next assembly) 
No Number TOW TARGET PACKAGE RH SIDE HYDRAULIC EQUIPMENT . . . . . . . . Ref 
(see figure 319 for detail breakdown) 
-1 AN815-8D s UNIONS Ὃν, eri So Sia DE ss 1 





586 








AN 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


—————— — ————————————— 


HOUN A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
v 318-2 AN832 -8D . UNION . . . d us sh Ede" SE. ; ; FM 1 
s AN6289D8 νιν ο nae Ga IE op, τα”. de ων “al 
-4 AN6291-8 . RING. . s ο MEET E ess : o wat 1 
-5 AN6290-8 . GASKET, MU UR š ; ; A 1 . 3 aoe 3 
-6 AN927-8D z ELBOW ο e ce e tw i mea ts R aa 1 
-7 AN833 -8D « OEBBOW Quoad» ell el Se ᾱ Ὁ Sen cg πα Ee? sXe : 3 š inns 1 
AN6289D8 E. NUP uu A as Sar λα ee ae αι πάς db i Ss Sconces : zt s 1 
AN6291-8 . RING. y Be ote ο ο”... ais Du us E "n 1 
AN6290-8 . GASKET d ss i sce Ms ZU edhe Sy ο ο ` n 1 
-8 AN833 -4D a ELBOW {ο ο ele) ok har E ο ο. τν νη shes MELLE 1 
AN6289D4 . NUT. de cay, Shon te ix E ED DD HE 1 
AN6291 -4 . RING. . ς ο ο ee > A RE S 1 
AN6290-4 . GASKET. k Φαν Ὃν ο ο ο. d : ES 1 
-9 3267767 . VALVE ASSEMBLY, Hydraulic speed control (DG) (GFP). κ... 1 
ATTACHING PARTS 
AN3-16A so BOLT ud wt οσα ορ ρω Denise e ae TES UR e RE A nd e Ad 2 
AN3-20A o onc. ο Fag 8 31€ wo ug wi OR 1 
AN960D10L e MASHERZ T. uve ele ο τοὶ τεῳ XD gro LACK ihr an se Φε Se ey oe a 3 
αμα DU gui s on 
-10 169-58621-15 . LINE ASSEMBLY, Pressure union station 317-15/16 to LH. . . . 1 
Speed control valve 
-11 169-58621-21 . LINE ASSEMBLY, Motor pressure LH speed control valve to . . . 1 


station 317-15/16 


-12 169-58621-45 LINE ASSEMBLY, Drain speed control valve to sta 317-15/16 LH. 


n 1 
-13 AN832 -8D + UNION . . . . . . 4 -——— "Pc 2 
AN924 -8D ae NUT ορ res a νε. hm am O μμ ος " 5 2 
AN960D1216 . WASHER. . . DRE E 1ο ος, ὃς . e Ue Wes A n 4 
-14 AN832 -4D . UNION. . . . ex) «ᾧ za tal af, 2a re 3604 εχ δὲ, ος ας ον idw 1 
AN924 -4D a NUT- e ue oarda do Ὃν . δρ” ο) v e de 7 4 l 
AN960D716 . WASHER. . . A el lag ὅν Tony er Asc νην res νι κά . . 2 
-15 AN6292 -8-26 . HOSE ASSEMBLY see fi y $ . Gey ains A 1 
-16 MS28741-10-31 . HOSE ASSEMBLY... 2 ος 5 Oo Be BEER EE 1 
-17 MS28741-4-24 . HOSE ASSEMBLY B 4, cadet. Ro E MM EC INE O 1 
-18 169-58621-81 . LINE ASSEMBLY, “Pressure station 290 buttock line 95 LH. . . . 1 
bulkhead elbow aft to bulkhead union station 320 LH 
-19 169-58621-75 . LINE ASSEMBLY, Drain station 290 LH to station 320 LH . . . . 1 
bulkhead tee to buikhead union 
-20 AN833 -10D . "ELBOW 4 X 34 9 6 4 ο ο $* 9 o0 o 9€ ο ος A ee 1 
AN924 - 10D A O eoe ga 0e X ος e.c. se? je Sek cu des PRU κά” 6 1 
AN960D1416 y CWASHER. κα... ose (ee Xo A A A RA 2 
-21 AN833 -8D apos "vcr 1 
AN924 -8D "EQ al a ο ο E ad a ο Ged «ον wh es cel eh ds Voy ἕο 1 
AN960D1216 » SMASHER. ον ec» AR OR MOL α εν ο AR A 2 
-22 AN8O4D4 ο cs ies ue Re Res Pelee? ὦ Rede aes αμα es CR e 1 
AN924 -4D Ser PNUD 6. ο a i νο ο νο ᾱ ο E ete ee 1 
ΑΝΟΘΟΡΤΙ6 . WASHER. . . . . . wwe Tele EET 2 
-23 169-58621-71 . LINE ASSEMBLY, "Drain ων line 30 LH station 990 to union 1 
buttock line 10 RH 
-24 169-58621-67 . LINE ASSEMBLY, Pressure buttock line 25 LH station 290 to. . 1 
buttock line 10 RH 
-25 169-58621-63 . LINE ASSEMBLY, Return buttock line 20 LH station 290 to . . 1 
union buttock line 10 RH 
-26 AN815-8D a: UNION y use woo uvm. ἃ a A ὦ ce HS, a ὃ 1 
-27 AN815-4D + UNION .  . «4 e © 4 ὁ ο » » ὁ ὁ ὁ 9 9 c 9 à 9 $9 9 ὁ ο ὁ ος 1 1 
-28 AN815-10D . UNION . . . . ¿E 1 
-29 169-58621-65 . LINE ASSEMBLY, “Return buttock line 10 RE to bulkhead "tee. 5 1 
station 290 buttock line 21 RH 
-30 169-58621-69 . LINE ASSEMBLY, Pressure union buttock line 10 RH to bulkhead. 1 
tee station 290 RH 
-31 169-58621-73 . LINE ASSEMBLY, Drain buttock line 10 RH to bulkhead tee . . 1 
buttock line 30 RH station df 
-32 AN804D10 yc EA ae ch AA 4 uw. Set) ca ή Ea ο de! Ose eae 1 
AN924 - 10D v ΝΟ S de ox οι ον. ο Ὁ ὁ, ο ος scu e — eee 4 s ο. 1 
AN960D1416 . WASHER. . . s . 6 © © wa . ah. ie . co... ο $ s 2 
-33 AN8O4D8 e: TEE Sey ἐν. KE ew ος) aa e See ioris Us Ayo. it «ο» Ow $$ 1 
AN924 -8D zs SNUT ο eng a ak le? nts EE Trio Ji ο. ES 1 
AN960D1216 . .WASHER. . . « 2 ο ὁ © © © ὁ ο . n . ο 9 ο E dp E ο. 2 
-34 ANQ24 -4D e NUT on ;, . 4. 9 «4... «να ds τῳ πο. E n. 1 
-35 AN960D716 » WASHER, . e o. 9 o9 9 ο 39 ο 9 9 ng $ V "hn «ο, -ᾱ "ET 2 
-36 AN783D4 s TED a A E Ne ΗΝ ΚΕΝ ο 1 
-3T AN6290-4 . GASKET. . "mr ου 2s δὲ Ἵν ον ἃ E ΕΝ 1 
-38 AN919-3D . REDUCER o IPRC ES i. I Vu 1 
-39 MS28741-10-40 - HOSE ASSEMBLY "e -ῷ “ E . * $i Sie ^ 1 
-40 AN6292 -8-38 . HOSE ASSEMBLY . . . " . n ο Du 1 
-41 MS28741-5-38 . HOSE ASSEMBLY ο ce eT, μὰ τον Ma denn eir gh wet ον. 20-5 T 
-42 15081-10D . COUPLING HALF (AQ). . ο TEN bias Raps “ὁ "T 
155-25-12 . NUT, Hydraulic coupling (AQ). de tier vei sed ο ο e ο ον a 1 
155s8-12 . PLUG, Hydraulic coupling dust (AQ). . . . . . . . . « xd A 
-43 15081-4D ; COUPLING HALF (AQ). dt Tae wa va ἂν σα S eiim. e ue uh 1 
155-25-5 . NUT, Hydraulic coupling (AQ). Seals fee ο a ο ο ο” 1 
15588-5 2 PLUG, Hydraulic coupling dust (AQ). . . .... . . . . . . . +. 1 
-44 15051 -8Ρ . COUPLING HALF (AQ). - ο ο eeen a aaa dd, Mo; ie sav vat Ὁ 1 
155-25-8 . NUT, Hydraulic coupling (AQ)... . . . . HRS ES gk 
15558-8 : PLUG, Hydraulic coupling dust (AQ). Vs ; n ο. 1 
-45 169-58614 á CHAIN ASSEMBLY, Tow target package hydraulic safety Ves ο τὸ 3 
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FIGURE 319 - RH SIDE TOW TARGET PACKAGE HYDRAULIC EQUIPMENT 


588 








FIGURE & 
INDEX NUMBER 


-20 


-34 
-35 


PART 
NUMBER 


No Number 


MS28741-10-38 
AN6292 -8-34 

MS28741-4-20 
169-58621-77 


169-58621-83 


AN8O4D4 
AN924-4D 
AN960D716 
169-58621-79 


AN833-4D 
ANQ24 -4D 
AN960D716 
AN832 -8D 
AN924 -8D 
AN960D1216 
AN924 -8D 
AN960D1216 
AN783D8 
AN919-10D 
AN6290-8 
169-58621-59 


169-58621-41 
169-58621-61 


169-58621-17 


AN833 -8D 
AN6289D8 
AN6291-8 
AN6290-8 
AN833 -4D 
AN6289D4 
AN6291-4 
AN6290-4 
AN6289D8 
AN6291-8 
AN6290-8 
AN832-8D 
AN927 -8D 
AN815-8D 
3267767 


AN3-16A 
AN3-20A 
AN960D10L 


ATTACHING PARTS 


-———--- 


1152 
169-58621-53 


AN833-4D 
AN924 -4D 
AN960D716 
169-58621-55 


169-58621-57 


AN837-4D 
AN924 -4D 
AN960D716 
MS28741-4-11-1/2 
AN837-4D 
AN6289D4 
AN6291-4 
AN6290-4 





AN 01-60AAB-4 


FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


TOW TARGET PACKAGE RH SIDE HYDRAULIC EQUIPMENT . . . . . 


+... 9 * 9 ο | £2 ο ο ο 


e 9 9 9 c] 9 5 6 9 ὁ 9 |; ο ο ο 


. WASHER. . « « « « «κ ee 


(see figure 317 for next assembly) 
HOSE ASSEMBLY Το ας wolle cw 9s Ὁ c ELS a ον ες 
HOSE ASSEMBLY . .. « « 4 4 4 4 4 we we ο ὁ te on on n 
HOSE ASSEMBLY . . . + 
LINE ASSEMBLY, 


Drain station 290 buttock line 30 RH aft 


bulkhead tee station 304 RH 
LINE ASSEMBLY, Pressure station 290 buttock line 25 RH. 

bulkhead tee aft to bulkhead tee station 320 RH 
ΤΕΕ»... ος αν ο m Ule ee πα”. 
NUT. L7 ο ο ο ο ο us s ο Oe μμ diri ον 
WASHER. . . . v ou^ Iw EU -- 
LINE ASSEMBLY, “Drain” station "303 "aft “to bulkhead. Sve 

elbow station 320 RH 
ELBOW 4 4 -ᾱ. 4.6 4 € 490 a ee "EE 
NUT ο eu o ο ο” PEE e 
WASHERS ο vede. ο ο ο ο ο Dus S67 Uia 
UNIONS. 4$ eis ie ο ο ο ος ἂν ο δὲ ο ον oy ETE SE «ῷ 
NUT I C44 God tw. ο VES Ee TS ο ce E ὃ 
WASHER. 2. 40 5€ Ὁ eee 9o $99 Bp gc ere e ον. Ὃν ο ie 
NUT. ο ο e πο το T LIE ve ο PES 
WASHER. - 49 hie |lwo en ces we UV da E WoW vss 
TEE. mieu δν 1 Yo ie: Meine ολ, res er OR 
REDUCER 4-3 αἰ a ο a wl» e den veo ο Se τω 79S 


GASKET. . . A 
LINE ASSEMBLY, Gage pressure reducer in female 
320 to pressure snubber station 384 


e 9 © © © © © |] ὁ o 


LINE ASSEMBLY, Drain speed control valve to sta 317-15/16 
elbow in valve station 364. 


LINE ASSEMBLY, Motor 
to tee station 320 
LINE ASSEMBLY, Motor pressure 
to station 317-15/16 
ELBOW. . 
Ντ... 
RING. . . 
GASKET. . 
ELBOW . . 
NUT... 
RING. . . 


pressure 


RH speed control valve. 


PP . . 


GASKET. 
NUT. . 
RING. . 
GASKET, 
UNION . 
ELBOW . 
UNION . . 
VALVE ASSEMB 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


$9 o9 . . 9 ο ο ο ὁ ὁ ο ο ο 
.. . 9 ὁ 9 ο t]: t1] 9 | 9 ». 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


Wye s oe m om os on om ο ο n n n ο 
e 9 © ee ὁ 9 ὁ ο 9 9] 9 $$ 1 
.o. . 9 9 9 9 ο ὁ 9 9 ο : ο ο 


— 


Qes ο ο 9 ο ο «αι 


~s 9 9 . 0 6 ὁ n 9 9 9 ο ος 
Qe 9 9 © © 9 n on 9 ew 9 9 ο ο 


Poo ὁ 9 . 9 ο om 9 ὁ 9 n9 9 ο 
y 


lc ο ο 


e 
A 
o 


ue 9 9 0 ὁ n ο ὁ ο ο ο ο n9 
Qe cec 2 seve ο 9 9 ο ο n9 
Meee ὁ ο ee ὁ we we ο n9 n9 ο 
"3 

owe o. 
o 
Que oe 9 5 ο « ο 5 o9 ο ο «e. 
Qe sees see on ὁ 9 £9 o. 
o 


H 


Door o... ὁ o... ια 


£ 


Que e ee © 9 ee 9 ο 0 n t 


αὶ 


εἰν 9 5.» os 9 9 9 t] ο ο ο n 


< 


Por 9 © ο ο 0 ew tm 9 9 9 ο 


Y, 


~~ 
~ 


BOLT. . . « . ὁ we we oo. 
BOLT. .. ........ 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


. 
. 
. 
. 
. 
. 


SNUBBER ASSEMBLY, Pressure (OPS). . 

LINE ASSEMBLY, Gage pressure union station “385 to 
station 415 RH 

ELBOW qo; ve le rio al 929 Que De νο a ὦ 

NUT. i ο ο ο fe ee ο es ¿a id 

WASHER. . . . A le 

LINE ASSEMBLY, “Gage ressure elbow station 415 to 
station 421-1/ A 

LINE ASSEMBLY, Gage pressure elbow station 421-1/8 to 
elbow in instrument panel 

ELBOW . . . . ὁ Vei. cw Ὁ D, en 

NUT ..... 

WASHER. . . . 

HOSE ASSEMBLY 

ELBOW. . 

NT... 

RING. . . 

GASKET. . 


. e e o . . 


. o ». . 
. . o ee . 

. . o ot . 

. . . 5 e . 
. . . . . o . 
. . . . o . 
. . . > . 


. .. 9 t| n s’ 
oe 9 ο 9] ο 9 


ee s ο 
oe ee 
. e e . 
. ο. 
ee s ο 
PP 


e 9 o9 we ο n9 
oe ο ο. 
e 8 t 9| n9 n 
ee eee 


. 





elbow 


. 9. . . 9 9 «Ὁ... 9 ο 


ΕΙΡΟΝ 


tee “station. 


$9 9 $9 9 9 9 ο ο £9 c] «ο 5$; i£ 


Ὁ ot t; n 


o 8 ee t n9 


$9 9 o9 e 9 $9 9 3 c] 9 £; i| 5$ . 
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pi 
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m 
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169-73-853B 


FIGURE 320 - TOW TARGET OXYGEN SYSTEM INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMSER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
320 169-73326 OXYGEN SYSTEM INSTALLATION, Tow target package . . . . . . . . Ref 

see figure 299 for next assembly) 
-1 2867A1B . REGULATOR ASSEMBLY, Oxygen (PR) (government furnished , 2 


and government installed) 
ATTACHING PARTS 


-2 AN520-10R8 SGREWL. eat! a he eR RIVER ON decet de eap er Rod 8 
AN960D10L e WASHER. e s 6 ο ον oh tee x 09 ον, γω χα co RA A ον M em ae x 16 
AN365-1032 S A ues aM ο ο E 8 

ee EETA 

-3 ΑΝΤΘΟ-3 . NIPPLE .. ^ οσο, οι «Bee A ἄν Aas “ὃν. ἐν CU 2 

-4 AN6003 -6A . TUBE ASSEMBLY. . να... 3 2 

-9 AN737RM44 . CLAMP. . "Dr" m 

-6 169-73328-11: . LINE ASSEMBLY, Tee union to hatch station . 1 

-T AN795-3 s TEB: . Se gt ο ο ITE: τῷ pl 

-8 169-73328-9 | LINE ASSEMBLY, Tee union to seat station. 1 

-9 AN931-3-5 « GROMMET; y n e sne Ὁ $99 4€ e 0d) 09 Bs a Ἡν ον ο cy -ᾱ- ἃ 1 

-10 EA ες 7 . LINE ASSEMBLY, Valve high pressure No. 3 to tee union . 1 

-11 327 . VALVE ASSEMBLY, High pressure oxygen check style (RYY) 1 

-12 169- 2 3908s 5 . LINE ASSEMBLY, Cable high pressure No. 1 to valve high. 1 

pressure No. 3 

-13 3272 . VALVE ASSEMBLY, High pressure oxygen check style (RYY) . 1 

-14 169-73328-3 . LINE ASSEMBLY, Cylinder No. 1 to valve high press. No. 1. 1 

-15 169-73328-21 . LINE ASSEMBLY, Tee union to valve check . . . . . . . . . 1 

-16 169-73328-17 . LINE ASSEMBLY, Valve high pressure No. 2 to tee union . 1 

-17 ΑΝΤΟΡ-3 x UBER. oc ο d0.2€ een e led gem e UE E ER MEL 1 

-18 175-73328-13 . LINE ASSEMBLY, Cylinder No. 2 to valve high pressure No. 2. 1 

-19 175-73328-15 . LINE ASSEMBLY, Valve high pressure No. 2 to valve high. 1 

pressure No. 3 

-20 134-73313 . CAP ASSEMBLY, Oxygen system filler. Y 

-21 3270 . VALVE ASSEMBLY, Check (RYY). . ERR San? or he bw al 

-22 No Number . CYLINDER ASSEMBLY, Oxygen (Navy stock No. SK1084-514) (GFP). 1 

-23 169-73335 SUPPORT ASSEMBLY, Oxygen cylinder . Wu ο Αμ eno Eg 1 

ATTACHING PARTS 

-24 AN365 -1032 ο μα ο se euh t Bate Sp TEE Hates We do OW ας 4 

-25 AN960D10L a.” (WASHER! de: Tio eq cw Ὁ 8 o 0 o Thee -ο- ὧν XE Ges m (Es [etw Oe ee A 8 

-26 AN3-6A v BOLT 224.9 229,9 a BR SES a ER ROO e 4 

ο A y à 

-27 ΑΝ365 -428 anro NU a a iE AS eh A a WOW de 4 

-28 AN960D416 s v WASHER: ως cs a 09 bree αν S RA E RS 4 

-29 AN4-10A oo oo BOLT. ances Ae ο. RR ος us 4 

-30 169-73339 . . SPACER, Bolt retainer. . . . . . . .. o. . 4 

-31 AN365-1032 οκ NUT ns τὰ ὃν Vv. o al IR AREE) AAA AAA OR 8 

-32 AN960D10L a c WASHER. coelo Gk San ϱ Phe c4 GE ος ote MEL Wa e mes Ow 8 

-33 AN3-12A oou ABONA 8 

-34 169-73337 . . SPACER, Oxygen cylinder retainer . . . . . . . . eo 8 

-35 169-73336 . . RETAINER ASSEMBLY, Oxygen cylinder . . . . . +... +. +. 2 

-36 169-73338 . . COLLAR ASSEMBLY, Oxygen ων ου 2 

-37 169-73338-5 . . . PAD, Oxygen cylinder. . . Dua ele: aede X. BO RA 1 

-38 169-73335-49 s PAD, Oxygen cylinder . . iow iss 4 

-39 169-7 3328-19 3 LINE ASSEMBLY, Tee union to valve high pressure No. $ š 1 
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H-184-73-3 


FIGURE 321 - FORWARD FUSELAGE OXYGEN SYSTEM EQUIPMENT INSTALLATION 


592 








Section [| 


-6 = 
AN 01-60AAB-4 Group Assembly Parts List 


FUSELAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMSER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
321 184 -73301 OXYGEN SYSTEM EQUIPMENT INSTALLATION, Forward fuselage . . . . Ref 

(see figure 69 for next assembly) 
-1 146-73313 . STRAP, Oxygen system fuselage ............... 3 
-2 D100-572-1 . OXYGEN, Radio tube assembly (DARL) ο VA XI de kín Gee 3 
-3 AN520-10R7 v SORER wow Ge Ge ει Sas as ἲ Ὁ ον. ee ο ES. CAES r 2 
-4 AN960D10 VS "WASHER 52 seo ara ο iE E a νι o Ὁ S 2 
-5 AN515-8R10 2. SOREW. o 5:6 E rem c ere ο ei Veter dun ο ο". 2 
-6 AN960D8L ο WASHER u, ari aee τς o -ᾱ. es A Ἅλον ETSI A ου 2 
-τ AN515-8R8 ¢ SCREWS o oyex A ΝΥ ae UE ee S el f 2 
-8 AN960DBL TO EN rate ο ο ule A ο 2 
-9 184-31770 . COVER ASSEMBLY, Oxygen regulator RH console "RM 1 
-10 ΑΝΤΟΙ -3 . ELBOW .. ον X dae Say at MO INT RO eti ca 1 
-11 2867A1B REGULATOR, Oxygen (PR) (GFP) : : 3 
ATTACHING PARTS 
-12 AN520-10R5 SCREW υ-ύῆ- 8 
-13 AN520-10R7 νη RA 4 
-14 AN920D10L SriWASHER SCS ce San te eee io eae lt o wh: δν Bee as. -ᾱ8 
sat ale στα» 

-15 . AN515-8R19 e SOREW. 42. x9 € οἱ wow oe 4 
-16 AN960D8 . WASHER. . . « ν «ο 4 
-17 NAS43DD3-56 . SPACER... $ 4 
-18 372-2 . SHOCK MOUNT (Bic) ; EM à 
-19 184-31764 . MOUNT ASSEMBLY; Oxygen regulator “RH console . . 1 
-20 AN515-8R8 . SCREW. .. ; s ua s - (νά δν AEN ee ο δι ος 6 
-21 ΑΝΟΘΟΡΒΙ, ιο 2.0 ec ο A ο Ve ο) αρ ος 6 
-22 AN520-10R7 c SCREW o ο Μα el A Wes ο a od e A Be ο ο ο 1 
-23 AN960D10L . WASHER . . νο ο να ο ο a, eS Tes κᾶν ο ο. 1 
-24 184 -7 3304 . COVER ASSEMBLY, Oxygen regulator LH console -——— 1 
-25 AN515-8R19 .. SCREW. . . ee ul e NET roa; Nite o 5 4 
-26 ΑΝΟΘΟΡδΙ, . WASHER... DARET 4 
-27 NAS43DD3-56 ` SPACER, Screw and bolt. Εν πα GP AD oe d 4 
-28 372-2 . SHOCK MOUNT (810) . . . OPE" 4 
-29 184 -73302 . MOUNT ASSEMBLY, Oxygen regulator “LH console ge? arit ve t de se 1 
-30 AN780-3 . NIPPLE.... SAA a ος car riy a Ένα ec ον 2 
-31 184 -73308-30 . LINE ASSEMBLY, “oxygen regulator . . .......-.... 1 
-32 184-73308 -40 . LINE ASSEMBLY, Oxygen odiis nis i ox lb tazas Φος r0 1 
-33 AN924-3D s NUES 4. A ὃς εφ ᾱ LEE αν. te ok 3 
-34 AN960D616 . WASHER... . ο ο ἃ σὲ! ο 3 
-35 160-73302 . FITTING, oxygen system 'fuselage Station 158 νη 3 
-36 184 -73308-34 . LINE SYSTEM, Oxygen distribution. . . . nt ον 1 
-3τ 184-73308-32 . LINE SYSTEM, Oxygen distribution. μα hee 5 1 
-38 Νο Number . CYLINDER, Oxygen (Navy stock No. SK1084 - 516) (GrP). 5 3 
-39 184-73308-20 . LINE ASSEMBLY, Oxygen distribution. . . S ecw yai E άν n 1 
-40 AN6018-1 . VALVE... $4 wh tee, Gig Fe, D ος 1 
-41 184-73308-12 . LINE ASSEMBLY, Oxygen distribution. νε A 1 
-42 184 -73308-18 . LINE ASSEMBLY, Oxygen filler. IS ος 1 
-43 184 -73308-8 . LINE ASSEMBLY, Oxygen filler. . . . . . +. ee ee . : : 1 
-44 184-73308-10 . LINE ASSEMBLY, Oxygen distribution. "ue da e ore 1 
-45 184 -73308-16 . LINE ASSEMBLY, Oxygen distribution. 1 
-46 AN6016-2 . VALVE. . . ES Nac u.s ο ο le A 1 
-47 184 -73308-42 . LINE. ASSEMBLY, Oxygen cylinder valve. 3 

AN6227 -3 . PACKING. & (Veo ϱ Uu Ge To us IN uro Tes E ο ο ο” 3 
-48 184-73308-14 . LINE ASSEMBLY, Oxygen filler. .- 4 a κ κ e. «Y Re Re 1 
-49 AN795-3 SUMEN le e E 3 
-50 184 -73308-6 . LINE ASSEMBLY, Oxygen filler. 1 
-51 184-73308-4 . LINE ASSEMBLY, Oxygen filler. . . 1 
-52 184-73308-22 . LINE ASSEMBLY, Oxygen distribution. : : 1 

160-73303-200 . SUPPORT INSTALLATION, Oxygen bottles fuselage station A 1 

178-1/2 to station 211-1/2 LH 

-53 169-73336 . . RETAINER ASSEMBLY, Oxygen cylinder . . . . . . . «εν. 3 
-54 AN931A3-10 a <GROMMBET IS 5 An ο Ss Mice, Ὁ A a 4). Oe, de t a ad εδ a 2 
-55 3270 . VALVE (RYY) ο hay oe ART E ade WR ea) E ο cae uv deo cs ui cde: nds 1 
-56 175-73316 . CAP ASSEMBLY, Oxygen filler valve . . . . . . 4 eee 1 
-57 AN805-3 ^ ow. NUT 290.4 μα Ve ncs TE e 1 
-58 ANQ60D4L ο WASHER aj eode Sis. nau νο ο EL fee ey Te ue ο... 1 
-59 AN515B4R4 E . SCREW . . IN MEER En: 1 
-60 175-73315 . .. COUPLING, “oxygen filler ‘valve nose... ον ον εν 1 
-61 9C1-3-6 . . CHAIN, Safety and bead (NA) . . . .. :..::::.: 1 
-62 184 -73308-28 . LINE ASSEMBLY, Oxygen regulator . . . . . . . . . +. ++. + +. +. 1 
-63 184 -73308-38 . LINE ASSEMBLY, Oxygen distribution. . . . . . . 4. . . es 1 
-64 184 -73308-36 . LINE ASSEMBLY, Oxygen distribution. . . . . . . sosoo oo + 1 
-65 146-73309 . FITTING, Oxygen system floor. . . . ...:.:::::::.: 1 
-66 184 -73308-24 . LINE ASSEMBLY, Oxygen distribution. . . . . . +--+ se 1 
-67 184 -7 3308-26 . LINE ASSEMBLY, Oxygen regulator ..... . . 4 + ee ees 1 
-68 AN520-10R5 a, JSGREW. d ou oue ος ee a, et ei Ee Sea ee ᾱ- 6, ᾱ 9 
-69 AN960D10L . WASHER . . a vc 1c E 9 
-TO 184-73305 . PANEL ASSEMBLY, Third crewman's oxygen regulator. . . . .. 1 
-71 AN515-8R12 5 MER ο ον ee αν ος ο ο ο ο ο ne ο ο ον ο ο 2 
-72 AN960D8L . . WASHER. ... c -— E 2 
-13 2c641 Z | RETAINER (GDR) . MOM RR ο μα κε. 1 
-74 310680 . . RECEIVER ASSEMBLY (GDR). ο O μα κ E EE O 1 
-75 AN515-6R8 . SCREW. . . . . . sx. ο ο ο er JI v t ARD P 12 

ΑΝΘΘΟΡΘΙ, SÍ ἩΆΘΗΡΗ..:.; a & xs iue ce WO τοὶ ο) egi τῳ δις aed th uae τὸ CN μας EDS 12 

AN365-632 pe NUPE 2 0. o A ISE A AAN IRA px Sox 12 
-76 134 -73311 . BAG ASSEMBLY, Oxygen Mask storage . . . . . . . . . es 3 

es ee a IQ KM X———————————————————H—————— 
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19 X 18 H-184-71-34 
FIGURE 322 - FUSELAGE STATION O TO STATION 224-5/8 RADIO EQUIPMENT INSTALLATION 
FIGURE & PART UNITS ο ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
322 184-71006 RADIO EQUIPMENT INSTALLATION, Fuselage station 0 Ref 
to station 224-5/8 
(see figure 69 for next assembly) 
No Number FUSELAGE STATION 79.5 TO STATION 199.5 LH RADIO EQUIPMENT. Ref 
(see figure 323 for detail breakdown) 
No Number FUSELAGE STATION 199.5 TO STATION 224-5/8 RADIO EQUIPMENT. Ref 
(see figure 324 for detail breakdown) 
-1 AN520-10R10 SCREW VU o lk Wrath oe oo. LEX νο. 19 
-2 AN960-10 WASHER: x 0l E a ee 24 
-3 Type A3 CLIP (BE). WR is d. em 4 
-4 YHS 10086 PANEL CONNECTOR (BE). ΚΕΝ í νο "ο... 1 
-5 130-51066 GASKET,  Pressurized thermocouple panel. > +s "DT 1 
-6 175-71061 PANEL ASSEMBLY, Radio interphone lighted control. vi^. 1 
(Allied Aircraft Co. or Robert Moline Co.) 
AN3108B24-288 PLUG . . . "ware Son hoe eae a eye 1 
-7 C685/ARA19 CONTROL PANEL (GPP) . . . . . . .. : 1 
AN3106B28-12S PLUG . . : Cdp RIDES NATRI RUE Gar Ss, t eti Ie Qai 1 
-8 C738/ARR2A CONTROL PANEL (GFP) . . ; ; ; ; 1 
AN3106B20-27SY PLUG . . uy Wa Gy ce. di AE e A ; 1 
-9 C629/APX6 CONTROL PANEL (GFP) νην 1 
AN3106B20-278 PLUG . . . ΕΙ x03 1 
-10 AN3101A14S2S RECEPTACLE ........ νην 1 
-11 169-71035 BOX ASSEMBLY, Navigator's radio microphone foot switch. d 
ATTACHING PARTS 
-18 AN515 -8R8 SCREW? So fol νο κο’ A ev “an nd M cds LP 5 
Β 2W18-8L WASHER, Flat (NA). . . . . . . 7 
mM ul 
-13 R101A/ARNÓ RECEIVER (GFP). . ......... 1 
CG4O5/ARN6 CORD (FCl). . . . . . . . . s na 1 
-14 PD5/ARA19 DRIVE UNIT ......... Be sey εὖ 1 
-15 AN3106B1681S PLUG ΝΕ V doce saa tinis uie Sa: TUA e I det vl Ee rel eA SET ese 1 
-16. ΜΤΟΤΙΑ/ΛΗΝ6 MOUNT (GFP) (MT274B/ARN6 may be used as substitute) 1 
ATTACHING PARTS 
-17 AN515-8R10 SCREW. . . . . . . . d 16 
a 2W18-8L WASHER, Flat (NA). Sr see onan det aU: het ta ea 32 
AN365 -832 NUT ee 4 45 O ο ο we caue νη eed 16 
-18 160-71028-55 . COVER ASSEMBLY, Eos 109p antenna . . . . . . . . . + 1 
-19 AS313B/ARNÓ . LOOP ANTENNA (GFP). . . . E ον, E tee WU dr eh ow 1 
-20 AN3108B16518. . PLUG... acc M O A 1 
-21 CG132/ARNÓ CORDS, WBDh)o unc E. PLE MN O oe 1 
-22 $0239 s. JRBECEPTACLE- (AMP) ο) ὃς ας E ox ede φρο tel Aedes ον l 
—————————— ας 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5.6 7 NOMENCLATURE PER ASSY. CODE 
323 No Number FUSELAGE STATION 79.5 TO 199.5 LH SIDE RADIO EQUIPMENT. Ref 

(see figure 322 for next assembly) 
-1 AN3106B18-30S PLUG Xu deus ies rar do λος 1 AG 
AN3106B-18-1P PLUG Low. e ας m e 1 ss E 
-2 AN3106B14-S2S PLUG . . "Cc M 1 
-3 175-71061 PANEL ASSEMBLY, Radio interphone lighted control. 1 
(Allied Aircraft or Robert Moline ce) 
AN3108B24 -28S PLUG: 5. ος, de το cm el ds ; 1 
-4 AN3101A14S2S RECEPTACLE . 1 
184 -71028 CONTROL, AN/ARC-27. radio set " (used 'CÓ65/ARC - 1 on. 1 
alternate installation) 
5 184 -71028-3 PANEL ASSEMBLY (make from C1015/ARC-27A) (GFP) 1 
AN3106B-28 . RECEPTACLE SHELL (CED) . 1 
-6 AN3106B28-21S PLUG (used AN3106R20-275 on alternate installation) 1 BD 
AN3100A28-218 RECEPTACLE . A 1 BJ 
C865/ARC1 CONTROL PANEL (GFP “and "government installed). 1 
(used 184-71028 on alternate installation) 
AN3106B20-?7S PLUG (use AN3106B28-215 on alternate installation). 1 
184 -71030 PLATE ASSEMBLY, Radio console closeout (on alternate. 1 
installation 184-71028, stow panel 184-71030 
on outboard surface of 184-31732 console cover) 
-T C744 /ARC5S CONTROL PANEL (GFP) . "ET" eru ms 1 
ARC9125 PLUG (ARC). . . . . 1 
-8 C734/APN1 CONTROL PANEL (ar?) 1 AG 
AN3108B1681S PLUG > z icis UM ον A aa Lome l W Jd 1 Αα. 
184-71035 PLATE ASSEMBLY, Radio console closeout LH . 1 BS 
-9 MT62/ARC5 MOUNTING BASE IT YS 1 
-io MT63/ARC5 NOUNT IMG τ MT271/ARC5 may be used as substitute). 1 
; GFP 
-11 R23A/ARC5 RECEIVER (GFP)... mE 1 
-12 MX21/ARC5 ADAPTER, Remote control (GFP). 1 
-13 DY2A/ARR2 . DYNAMOTOR (GFP) .. .......... 1 
-14 ARC9125 . PLUG CESA E a e AI E ὦ 3 
ARC9123 . PLUG ARC ο ο DELTA US LOU URS RC I) ee ο. T 
-15 RUA /ARR2A . RECEIVER (GFP). ο a wer ο Cee? ter AS E 1 
-16 C37/ARR2A . MOTOR TUNING UNIT (cFP) 1222) 2 DPD iit! 1 
-17 DY2B/ARR2 . DYNAMOTOR (GRP) aia e We ο RN a Gok ie pe lee da 1 
-18 CW/2ARC5 CAP (CFP) . ο ο she e ο νο A 2 
-19 PL259A . PLUG (AMP). . . . —— Pn 1 
M359A . ADAPTER (AMP) πο τρ 1 
-20 MX22/ARC5 . COUPLING (ARC6357) (λες): MODE 1 
-21 B33069-2 . PLUG (GFP)... ο 1 
-22 184 -71039 SHAFT ASSEMBLY, ARCS “radio αν 2.24 0x dex € ee 1 
-23 1256-00 INSULATOR pes ο d. dan Vie AI ο ους 1 
-24 1255-00 INSULATOR ROME: A a ae, cet δ gp es eas ce, Ἡ ος Ὁ ᾱΝ 1 
-25 c740/ART13 CONTROL PANEL (GFP) ©. ......... 1 
U6U PLUG (ΘΑ). . 1 
-26 184 -71044 CONTROL PANEL, Interphone (make f from '6136/A16 -i TW ᾿(α55)) 1 
AN3108B22-14S PLUG . . A 1 
-27 213265-1 TRANSMITTING KEY (GFP). . . x 
-28 R105/ARR15A RECEIVER (GFP) (government installed on ships 35. & "sübs). 1 BC 
MT461/ARR15A MOUNTING BASE (arp) (government installed on ships. 1 BC 
42 ἃ subs (ME 61A/ARR15 may be substituted) 
-29 AN3101A 14828 RECEPTACLE . . " be ne 1 
-30 183-71030 PLATE, Stand loff “insulator “mounting ra Ὅν. -ᾱ 4 
-31 1032-00 STAND-OFF INSULATOR (GCM) . 4 
-32 169-71035 BOX ASSEMBLY, Navigator's radio microphone "foot switch. 1 
ATTACHING PARTS 
-33 AN515-8R8 SCREW aulas ω ο Ὁ. ὦ 4 
AN960D8L WASHER . . . . . . . 4 
----ᾱ..- " 
-34 RT178/ARC27 RECEIVER TRANSMITTER (GFP) (use RT18/ARC1 on alternate. 1 
installation). 
-35 MT822/ARC27 MOUNT (GFP) (MT822A/ARC27 may be used as substitute). 1 
(use MT100/ARC1.on alternate installation) 
-36 AN3108B24-5S PLUG (use AN3108B20-27P on alternate icu ES 1 
-3T AN3108B24 -7S PLUG use AN3108A20-16P on alternate installation 2 1 
-38 UG21C/U PLUG (IPC) (use PL259A on alternate installation) . . 1 
UG27B ADAPTER. (IPC) -coto 352 uh won We ee yd a ως ae ον d 1 
RT18/ARC1 RECEIVER TRANSMITTER (GFP and government installed) i 1 
(use RT178/ARC-27 on alternate installation) 
MT100/ARC1 MOUNTING BASE (GFP and government installed). 1 
use MT822/ARC27 on alternate installation) 
AN3108B20-27P PLUG (use AN3108B24-5S on alternate installation) A 1 
AN3108B20-16P PLUG iue AN3108B24-7S on alternate installation) : 1 
PL259A PLUG (IPC) (use UG21C/U on aiternate installation). E 1 
-39 RT7/APN1 RECEIVER TRANSMITTER (GFP)... ΣΣ νε 1 
MT14/ARN1 MOUNT (GFP) (MT14A/ARN1 may be used as substitute). E 1 AG 
AM291/APN22 CONTROL AMPLIFIER (GFP)... AE 1 BS 
MT803/APN22 MOUNTING BASE (GFP) . . INS 1 BS 
-40 169-71026 PLUG ASSEMBLY, RT7/APN1 radio receiver. 1 AG 
AN3054-16 NUT... 1 
169-71026-3 DISC, RT7/APN1 radio receiver ‘transmitter “resistor plug. 1 
9774-16 GASKET, Rubber (AMP). . . . . PES " 1 
AN3106-24-19P PLUG. phili ο ee ον SS ar a cv ce a Ὅς, τῷ . 1 
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Section 11 


AN O1-60AAB-h Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. CODE 

323 RC21BF47J V GU RESISTORS CAB). co: Roxy S θα απ be eee 9 2 
-41 AN3108B18-30P - PLUG (Position 2j E ἂν ον * « x " Al AG 

-42 AN3108B18-31P - PLUG (Position 3) . . +. . s cus > Σ 1 

-ῃ3 AN3108B18-20P s BRUCE A A o s B Η 1 
-44 AN3108B18-5S s “PLUGS κκ. a SM agus τ ών ; 3 1 AG 

-45 PL259A x “PLUG: (CAMP). s e we ο sa $3 à 2 
-46 CA275X . CAPACITOR (MAL) . . . . +. + dote . 3; < 4 1 AG 

-47 AN3314-1 + RELAY... $$ y s $ . 5 . 1 

-48 1460-30 . COAXIAL SWITCH (TRPR) . A , E 1 

AN3106B14S5S sc MEUS e ads ο oe ate A ah. PSU Hep dh ὃν Gp “fd BS 1 

UG21C/U go BEUG IPC). iV Ups Ww S Boe qr πο Ee OM eo pda αν ei eu 5 

-49 183-71041 COVER ASSEMBLY, Radio junction panel. . . . . . . . . . . . 1 

ATTACHING PARTS 

-50 AN520-8R8 «s ο ΜΜ ο AA O AAO ο Sy yar re a ο 2 

-51 AN936A8 s (WASHER αν ῳ ae c we ee ETE κα ee i A Oye απ δες 2 

-52 AN960D8 e WASHERS e*t coos A A E TA Sey Seo TI ος 2 

EUREN. πας 

-53 183-71041-3 + . COVER, Radio junction panel. . vw tae Raus. ὁ 1 

-54 183-71041-5 «e . HALF HINGE, Radio junction panel cover ο ἕο; l 

-55 183-71039 . PANEL ASSEMBLY, Radio junction. . . +. +. +. +. . . . isr « 1 

ATTACHING PARTS 
-56 AN515-6R8 SCREW aoa ο ο 1 Sy ο ο E scu e es 6 
-57 AN960D6L e WASHERS 4 oot tos. ἡ είς, M LCS m oc eese ᾱ. ἅν e cate le ie 6 
a O. APN 

-58 AN515-4R10 s DOREW e <a: Sey οκ s πμ e^ TEN δ CHE. Varied fh ο LE A ie ny 15 

-59 AN3436 -2-12 . TERMINAL BLOCK ASSEMBLY O Ὅν Foe es yeh Se δι Me, “Bap Ge 5 

NAS44 -6-2 e JBUS BAR, Electrical o. er Gee. ον τῷ, uve! ow vor neo Te, ϱ 6 

-60 AT141/APC . ANTENNA μα, at SA a AE ο aa ο νη. "νην 1 

-61 UG21C/U . PLUG (IPC). . Siege ec LUN Ney oov gs E TR St E ος i 

-62 RT82/APX6 | RECEIVER TRANSMITTER (GFP) "(government installed) ; 5 1 

-63 ES . MOUNTING (GFP) (MT362/A may be used as substitute). . . Ὁ 1 

-64 UG59A/U x PLUG (IPC). © s e € s w A a wR ee % 1 

UG212A/U . ADAPTER (IPC) .... a Yio arate Ἐν E. E ἕω, IND ο ay ο νῷ 1 

-65 AN3106R14S58 s. IBBUG. w 2x Se ce cs -ῳ -ᾱ a Vous al ος "Pn s. 1€ DAD “ὦ 1 

-66 AN3106B8S1P è PLUG: 4x o e x ow € Ὁ s e ns Ede May ὧν Se Gh te ὅ Zoé τῷ ο i 

-67 AN3106B1881P x PLUGS a»pgckode €; 4A € eo we vu lw a LE da 1 

-68 AN365-440 . NUT di κ yu Od. αν PA Αν Oe Ὁ Φρα. ve TER BROCE Ὁ ος ᾧ δ Ὁ 2 

-69: AN960DÀL ; WASHER ee QU αμ gos jor ahs ley Gol Say veg ter DERE et. a isp leer ab 2 

-70 AN507 -440R7 » SCREW... D . T O Wee fam νι εδ Pai Sen -ᾱ 2 

-71 AN3436-2-3 . TERMINAL BLOCK ASSEMBLY .. ο m 1 

-72 397-3 . COVER, Electrical terminal block (sc) e AS SN 1 

-73 AN515-8R6 » SCREW. . X €. ὁ- τῷ 4 
-74 184 -71042 . PANEL ASSEMBLY, Radio antenna transfer “and ` ARN- 39 3 ος. St τῷ Se 1 AC 

sensitivity 

-75 AN3021-3 ΝΟΕ s α΄. sux . i-us : . . «uA ιν Am. o 1 

-76 AN3021-2 ko TOW LECH: A A vu eve . . sx 1 
-TT AN3100C20-29P . RECEPTACLE. . . Le dx E š E Mj de. as oe « 1 BS 
AN3106A20-29S v GBUDS ace ox κ. ας da be ee Ca NIS. το», Ὁ). o Be εἴν, αν δν ὃν ap 1 BS 

-78 183-71028 . ANTENNA ASSEMBLY, AN/ARC5 radio fixed canopy. . . . . . . . 1 

-79 # AN3436-2-4 . TERMINAL BLOCK ASSEMBLY TERA αι κ, a a σον. UAE 1 

f AN341-6 € NUT EA AAA ο 9$ δν x 4 

# AN961-6 . WASHER. . . . . . . . ; ND m 

# AN936A6B eo >WASHER EM ἃ ως. LA QERIIXSS E 4 

# AN365-44D 2o NUD S S š ii 2 

# 2W18-4L . WASHER, Plat (NA) τ τ A ον Ἐν τῷ ον Me; sia 8 

# AN515-4R10 . SCREW... Wi, tie Pd δρ nibh, ox diay Α΄ Sass 2 

-80 # 397-7 . COVER, Electrical terminal block. (HEGE) $ avs 5 1 

-81 £g 175-71041 . BOX ASSEMBLY, AN/AIC4 portable microphone switch and head-. 1 


set jack (see figure 310 for detail breakdown) 


NOTE: # Denotes the incorporation of Service Change No. 378A 
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Group Assembly Parts List AN O1-60AAB-À 
FUSELAGE (Cont) 














ROTATEO 135° 


H-184-71-37A 





FIGURE 324 - FUSELAGE STATION 199.5 TO STATION 224-5/8 RADIO EQUIPMENT 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32 No Number FUSELAGE STATION 199.5 TO STATION 224-5/8 RADIO EQUIPMENT . . . Ref 

(see figure 322 for next assembly) A 
-1 DY12()ART13 . DYNAMOTOR (GFP) (DY11/ART13 or DY17/ART13 may be used . 1 
as ease (πο 

MT164/ART13 . MOUNTING BASE (GFP «qu ασ ue du! ον ο Bohr a Soe E o ed A 1 
-2 U9/U ια eee AA : E . 1 
-3 U10/U 4' JPLUG' ο uoi e laos Ὁ - š os : 1 
-4 ον. . TRANSMITTER (GFP) ........ A ο E 1 

yr /ART13 . MOUNTING BASE (GFP) ....... : 2" τε A 1 
-5 X 5 LA te ο E 5 "e i 1 
-6 VA . PLUG (CED). MMC ATEM ! 2 d 1 
-7 cu24/ART13 . CAPACITOR ee No. 481628) (GFP). . PES 1 
--8 AM203/ARA19 . AMPLIFIER (GFP) ...... , . ; 1 

MT569/ARA19 . MOUNTING BASE (GFP) . . . . . . . : è ; ἢ 1 
-9 AN3108B18-18 . PLUG... p EMI Ve db g 3 : : 1 
-10 AM4O/AIC . AMPLIFIER (GFP) . i eG . a . 1 

MT51/UR . MOUNTING BASE (GFP) ia dieras ὦ $ 1: 
-11 AN3108B16S1S . PLUG .. ^ aT Dc . : 1 
-12 118/U . INSULATOR (GFP) . . 1 1... $ A A 1 
-13 MX941/A . ADAPTER (GFP) MALES . g 1 
-14 MX942/A . SLEEVE (GFP). . M eum μα, Wee oe " A 1 
-15 AM40/AIC . AMPLIFIER (GFP) e a Κι oati : » 5 5 1 

MT51/UR . MOUNTING BASE (ar?) SIS ug . , 5 1 
-16 AN3108B16S1S . PLUG... κ ος τς : $ 1 
-17 R122/ARN12 . RECEIVER (GFP). : Mo > . 1 

MT589/ARN12 . MOUNT (GFP) ee les ‘1 
-18 AN3108B18-9S . PLUG... O AS ον : ; κ 1 
-19 PL259A . PLUG (AMP) . a ONDES : ΡΝ 1 

M359A . ADAPTER (AMP) . . . n ο 1 . 1 
-20 UG21C . PLUG (CED). . . T ο i ; x » 1 

UG30 . BULKHEAD, Connector “(CED): AA ο ο ο ο ο 1 

2W1AL 40-28-32 - WASHER, Plain (NA) . . .. .. .. .... . . 2086 9 
-21 160-71035-10 . ANTENNA ASSEMBLY, AT134 radio marker beacon . η 1 
-22 160-71036 z COVER, AT134 ARN radio marker beacon antenna ; 1 
-23 149-71287 - . GASKET, AT134/ARN antenna flange ο μα” 1 
-24 169-71027 - . ANTENNA, AT134/ARN marker beacon . . . . . . . . . . . - 1 
-25 AN365-632 3 cx; Νο τν A E O) 
-26 ΑΝΟΘΟΡΕΙ, yas WASHER. νο ο tok oe A a a bacon ος ot 520 
-27 AN515-6R6 . SCREW . . δις 5 $2.2 τα vod M Rc EU WS von δικιά ων ἂν Sec xo 0 
-28 PL259A - μα. AR ως ch D ios deed 1 

M359A j ADAPTER”; (AMP) 4. ne ον mur οὐ ντος a iss P il 1 
-29 AN931-14-20 ἡ» GROMMET ois aal to ue cae aa a Lik ο Sec ce Alien Seb lea 1 

————M———————— MÁS P € 
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AN 01-60AAB-4 
FUSELAGE (Cont) 














Section 11 


Group Assembly Parts List 


FIGURE 325 - FUSELAGE STATION 224.625 TO STATION 697 RADIO EQUIPMENT INSTALLATION 








FIGURE & PART p UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 , NOMENCLATURE PER ASSY. CODE 
325 το .184-7100h5 RADIO EQUIPMENT INSTALLATION, Fuselage station 224-5 ‘to. . Ref αἱ 
station 697. (see figure 65 for. next assembly 
-1 UG21C/U PLUG. (IPC). w sco xo as a a s i 1 
-2 146-54237-65 CONDUIT, Semi-rigid electrical. . . . . . . . . o... «ο y 
-3 # TULOO TENSION UNIT (GFP) (MX-781/A (DCP) with 169-71061 may be. 1 
used as alternate installation) 
-4 # 169-71061 LINK, Radio external antenna MX781/A tension unit adapter . 1 
-5 # ΜΧΤΒΙ/Α TENSION UNIT (GFP) (alternate for TU100). . . . . . . . + 1 
-6 # AN365-428 NUT Sk προς. des Tar oe se ee Q9. SE US YES e νο 5 1 
-T # ΑΝΟΘΟΡΗ16Ι, WASHER ο. ο ο ο ορ” 5; cs . 2 
-8 # AN520-416R12 SCREW i; 4 κ 20 xxv — Mn 1 
-9 # IL7/U INSULATOR (GFP) . ............---... 1 
-10 # WS5C/U ANTENNA WIRE (approximately 3 feet) . . . . . : x 1 
-11 UG22C/U RECEPTACLE (IPC). . . . . ο ο To Tan de - 1 
UG27B/U ADAPTER (IPC) e acne e νο ήν δ ο ον $ 1 
UG21C/U PLUG αν ρα πο ο” . : 1 
-12 146-54237-57. CONDUIT, Semi-rigid electrical. E A ri 1 
-13 CX1301/AR EXTENSION CORD ASSEMBLY (GFP) . . . . . . . . . e Tate d 1 
-14 169-71029 ANTENNA, Radio I.P.P. (altered from AT234/APX). m 1 
-15 UG59A/U PLUG (IPC). . . . . . . . . MS Q κ απ κο ος 1 
-16 UG212A/U ADAPTER (IPC). . .. ari len ew etie 1 
-17 AN509-10R9 SCREW . . . . . . aduer te e er πο τν «Ὁ ati iu e aos αφ . EE 12 
118 295134 -8A GROMMET (MEL) . . . . . Ed e XL ME 4 
-19 295134 -12A GROMMET (MKL) . . . . . . oeer " es 4 
.-90 295134-14A GROMMET (MKL FIN Aq ο ο an o Me . 5 
-21 397-4 : 1 
-22 AN3436-2-4 1 
-23 AN365-440 2 
-24 AN960DÀL 2 
-25 AN515~-4R8 2 
-26 AN340-6 4 
-27 AN936A6 4 
-28 ΑΝΟΘΟΡ6 4 - 


NOTE: 


# Denotes the incorporation of Service Change No. 


———————————————M——————ÓÓÓ MM ———— 


Revised 15 August 1955 
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Group Assembly Parts List AN 01-60AAB-4 
FUSELAGE (Cont) 














ROTATED 180? 


FIGURE 326 - AN/ASB-1 BOMB DIRECTOR RADAR EQUIPMENT INSTALLATION 
600 





ROTATED 180° 


R-184-74-34B 











ΑΝ 01-60AAB-4 
FUSELAGE (Cont) 


Section HI 


Group Assembly Parts List 








FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32 -74001 RADAR EQUIPMENT INSTALLATION, AN/ASB1 bomb director. Ref 

(see figure ae for additional ών, 

-1 18333-23 . RECEPTACLE (CED). ie PUMA 1 
AN515-4R8 +. SCREW. ZR th νων cit Be ia ana a” ο. 4 
AN960DÀL ο τω... 8 
AN365-440 e NUT. Sox $ "OUR UE EE CURE ος 4 
156-74026-7 . GASKET, Pus sta 51 press. bulkhead radar disconnect plug. . 1 

-2 22300 . RECEPTACLE (ςΕ5).. .................. 1 
AN515-4R8 κ. SCREW. ος seo 30970 ος Ὅς ὁ ὁ es 4 
AN960DÀL » WASHER . . : 25 +. 9 9 09 e 8 
AN365-440 s SNUB cs : 4 
169-74076-9 GASKET, Pressure bulkhead radar disconnect ‘plug MEE 1 

-3 J335/ASB1 JUNCTION BOX (GFP). . . . . . . . . . Moe owes REMENE 1 

-4 CN100/ASB-1 GYROSCOPE ASSEMBLY (GFP). . . . . . gI ipii? 1 

ATTACHING PARTS 

-5 184 -74153 BOLT, ae 1 Gyro mounting. > soe E a ae 1 
AN176-14A BO as ώς ου ολ sd. ἂν δν, ος ὡς 2 
AN960D616 . WASHER . . . . . . . . . AR 
AN960D616L WASHER: 4 oa ντ αν 0 we Xo 4^ 79 Ἡ αἱ Αν κ Ae Ὁ «ᾷ . AR 
AN365-624 NUT. . x Wise dw. A . 7 * . 3 

mice ace 

-6 YHS 4086 . PANEL, Pressurized bulkhead connector (BE) ...... E 1 
147 -71238 . GASKET, Pressure radar connector panel. ea g N 1 
AX oe ο ο SBE RY ο... P 2 
A5 . CLAMP BE)... 4 €x 9. pode rore mesi Ue a E ett Ca] aN A 2 
AN520-10R10 . SCREW. a A E E afa A g 10 
AN960D10 "E WASHER: AM " 10 

-T CP66/ASB1 . COMPUTER, Bomb data (GFP and government installed). . . : 1 

(alternates with 184-74205) : 
-8 C528/ASB1 BOMB DIRECTOR CONTROL (GFP) 1 
ATTACHING PARTS 

-9 AN3-6A BOLT . Ohi c war. ns . 3 
AN96OD1OL ια κ O a a iw ye aa da Te te da " 6 
AN365-1032 ¿ NUT. ο κ Mme A 3 

. anum Mo um m um 

-10 AN3436-2-14 . TERMINAL BLOCK ASSEMBLY. . . . . . 4... . . . . +. — 1 

-11 -14 . COVER, Terminal block (HEGE) A -- m 1 " 

-12 AN365-440 se NUT o $0 4. τς ο δν ον oe ES. Ge ων Bee E me tet s 2 

-13 AN960DÀL GS WASHER πώ ae iuo Ue UP e ae dak Gain ας 2 

-14 AN515-4R8 . SCREW. . EM MIT : 2 

-15 ANSH 36-2 - -2-15 | TERMINAL BLOCK ASSEMBLY. . . . — Teh se EM : 1 
NASA . BUS BAR, Electrical ; : E tau ; 1 
ARIES LNG fs μμ. ee κ ο ο... 2 
ANQ60D4L . WASHER... eb Wu REN : μμ.” 2 
AN515-4R8 . SCREW. Vedi ii ο iat ae) cobs ο NE ded ted E, fie λον Leo 2 
97-15 COVER (HECE). . xol doe ula) ρω ie οι € Dey DR 1 

-16 MX940/ASB1 PERISCOPE AND TRACKING RECORDER (GFP) ......... 1 

-17 SA183/ASB1 SWITCH (GFP). . μα ο οφ ο μα 1 

-18 MK/IMOD2 INSTRUMENT DRYER ` (GFP). "Du 1 

ATTACHING PARTS 
-19 AN507 -420R10 , SCREW. A o. η 4 
-20 AN936B416 WASHER 5. e re Set. aia e Ce ORS eee ο ares 4 
---ᾱ--- 

-21 AN4-HA BOLT ..... ; 4 

-22 2W1AL18-28-64 WASHER, Plain (NA) . . ; 4 

-23 184-74134 PLATE, MK4 Mod 2 instrument dryer mount ing "AN/ASB1 radar. 2 

-24 AN816-3D NIPPLE NS E 1 

-25 184-784151 -15 LINE ASSEMBLY, Computer dryer inlet to "184274152 "bracket. 1 

-26 AN6270-3-23 HOSE ASSEMBLY. . . . . . . - . : © os whee oT GE eras ον ee es 1 

-27 AN833-3D ELBOW. E XU v Yards, us ο ο ο ο Ἄδγιῳ Se DD, ο 1 
AN924-3D NUT... wore] We E Sar E ορ” 1 
AN960D616 WASHER . . mide ME. RU NN AA 1 

-28 AN816-5D NIPPLE... ο ο LA im ral! farre RO O 1 

-29 184 -74151 -17 LINE ASSEMBLY, Computer dryer exhaust to 184-74152 bracket. 1 

-30 184 -74150-10 HOSE ASSEMBLY, Instrument dryer EA CIA δα 1 

-31 AN833-5D ELBOWS aio dee Ae a es Φον Kal a a E . 1 
AN924 -5D _NUT. . s ο Yer xa. MS! Tee SLs. e 1 
AN960D1016 WASHER . . dvd t Avr en aig se, wr 1 

-32 MK4MOD2 INSTRUMENT DRYER “(GFP). μμ ο πο. 1 

ATTACHING PARTS 
-33 AN507 -420R12 κ BORN α, ο ἃν RAR A 4 
-34 AN936B10 WASHER... o ie a ne e : t 4 
—————— 

-35 AN520-10R16 . SCREW. . . 4 

-36 184 -74135 . PLATE, MK4 Mod 2 “instrument dryer mounting “AN/ASB 1 radar | 2 

-37 AN816 -3D . NIPPLE . . > . 1 

-38 184 -74151-7 . LINE ASSEMBLY, Periscope dryer '"4nlet to bulkhead E . 1 

-39 AN815-3D . UNION. . . ee oed 6-4 Σο - . . 9.» 1 

-40 AN6270-3-20 . HOSE ASSEMBLY. ου fere ο dip ο Ser cm AS Mai ο ο “ο 1 

-41 ANB16-5D . NIPPLE . . voy us 1 

-42 184 -74151-9 . LINE ASSEMBLY, "Periscope ‘dryer “exhaust to bulkhead 9 f]; 1 

-43 AN815-5D . UNION. .. 5 E S κ nr 1 

-44 184 -74150 . HOSE ASSEMBLY, Instrument dryer ο --- $ 1 

-45 1P65/ASB1 . AZIMUTH, Range indicator (GFP) ............ ἃ 1 
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Group Assembly Parts List 


PART 
NUMBER 
C583/ASB1 
184-51108 


` 169-74139 


-59 
-60 


169-74139-100 
169-74139-17 
169-74139-19 
169-74139-27 
169-74140-1 
169-74140-2 
AN520-10R8 
AN960D10L 
AN365 -1032 
184-74208 
184 -74213 
184-74211 
184-74212 
184 -74210 
184 -74209 
184-74122 


184-74123 
184-74124 
184-74125 
184-74205 


MK97 
184 -74207 


1 





AN 01-60AAB-4 


FUSELAGE (Cont) 


2 3 4 5 6 7 


TRACKING LEVER (GFP). 

CONNECTOR ASSEMBLY, 

BRACKET ASSEMBLY, 
(alternates with 184-74122) 


NOMENCLATURE 


Auto “pilot "stowage "provision. 


ASB-1 radar tracking lever support . τ . 


BRACKET ASSEMBLY, 
BRACKET SUB ASSY, 
BRACKET SUB ASSY, 


ASB-1 
ASB-1 


radar tracking 
radar tracking 


ASB-1 radar tracking lever support. . 


lever support 
lever support 


BRACKET SUB ASSY,  ASB-1 radar tracking lever support 
FITTING, ASB-1 radar tracking lever support bracket 
FITTING, ASB-1 radar tracking lever support bracket 

SCREW. o a oe τα de ed gts xD Ὁ de καν. τὰ, ον ἐς n 

WASHER. fap ὦ: ο λος e ou ὧν ᾱ. VER τα, Grad, E ien ο ox 


a NUT. uL ο ο st τὲ «ὁ, ὧς. Stor A CA WU ie SG oy ve 

MOUNTING BASE ASSEMBLY, MK 97 model O stowage . . 

. COUPLING RING, MK 97 mounting base large . . . 

- ADAPTER, MK 97 mounting base large. . ὁ. οὖν es 
COUPLING RING, ΜΚ 97 mounting base small "RO 
ADAPTER, MK 97 mounting base small ...... 

. SCREW ASSEMBLY, MK 97 mounting base. . . 

MOUNTING FIXTURE ASSEMBLY, MK 97 model O computer 

(alternates with CP66/ASB1) 


ROLLER, MK 97 model O computer mounting fixture lower. 
track 

FITTING, MK 97 model O computer mounting fixture upper 
track and lock 

FITTING, MK 97 model O computer mounting fixture upper . 
track 


COMPUTER AND JUNCTION BOX ASSEMBLY , 
{alternates with 169-74139 

COMPUTER AND JUNCTION BOX (model 0). . . . . . 
PLATE ASSEMBLY, MK 97 model O junction box 


MK 97 model O 





= oH 


re 


HeH 


PON PDRPRRPRPRONONNOA An 





ΑΝ 01-60AAB-4 


FUSELAGE (Cont) 





Section || 
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H-184-74-36 
FIGURE 327 - RADOME RADAR EQUIPMENT 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
327 No Number RADOME RADAR EQUIPMENT E figure 328 for next assembly). . Ref 
-1 ML421(XN-1)/ASB-1 ELEMENT TEMPERATURE (GFP) aai a canis ENDE 1 
2W1ALT4 -66-91 WASHER, Plain (NA)... 1 
-2 AS473(XN-1)/ASB-1 . ANTENNA ASSEMBLY (GFP). 1 
ATTACHING PARTS 
-3 AN365-624 ah AS 4 
-4 AN960D616 . WASHER ος. io 8 
AN960D616L WASHER (Top). . . « . . 4. 4 ee eae 8 
-5 AN176-15A BOLT . A E De 5. ed ne um VET I ee 4 
---Ἐ.-.. 
-6 HD15/N . BLOWER UNIT (GFP) . 1 
ATTACHING PARTS 
-τ AN365-1032 ΙΟΝΙΟ ia A ae ceed 4 
-8 AN960D10L WASHER 2 4. . 0. 23 ος 8 
-9 AN520-10R8 SCREW.: . . s p 90e ὁ 4 
a aus E e cm 
-10 RG62/U CABLE, 23-1/2 inches (AMP). 1 
UG260/U PLUG (AMP). . . . . xo rd A oe, yon raj Eek ae Ἄθω, A 1 
-11 cu240/U DIRECTIONAL COUPLER (GFP) 1 
-12 776457 WAVE GUIDE (GFP). ....-... 1 
-13 RT170(XN-1)/ASB-1 . RECEIVER TRANSMITTER (GFP). . . 1 
ATTACHING PARTS ; 
-14 AN365 -624 NU atra ts fecus eh adis 4 
-15 AN960D616 WASHER ος els Se € 9.9285 4 
-16 2W1AL25-60-64 WASHER, Plain (SA) - 4 
-17 No Number WASHER, Snubbing (GFP) 4 
-18 ΑΝ6-1ΤΑ BOLT-;... iow ws ὡς ο 4 
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AN 01-60AAB-4 
FUSELAGE (Cont) 





7 H-184-T4-33A 


FIGURE 328 - AN/ASB-1 BOMB DIRECTOR RADAR EQUIPMENT INSTALLATION 
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Section [| 


-60AAB-4 
AN O1-60AAB Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE ὁ PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE. 
32 184-74001 RADAR EQUIPMENT INSTALLATION, AN/ASB-1 bomb director . . . . . Ref 

(see figure 326 for additional breakdown) 
No Number . INTERMEDIATE FUSELAGE AND WING RADAR EQUIPMENT . . . . . . Ref 
(see figure 329 for detail breakdown) 
No Number . RADOME RADAR EQUIPMENT (see fig. 327 for detail breakdown) . Ref 
-1 AN298/ASB-1 . ELECTRONIC CONTROL AMPLIFIER (GrP). QW pum NM box mae eR A 1 
ATTACHING PARTS 
-2 AN520-10R8 SIAS CREW re mo i by ἂν Mo οὖν Se ος ον ie sim ate νυν ΝΕ E ας ee εἰ 8 
-3 AN960D10L e WASHER: ο ο “SE ᾱ de A e ο ÀJ DN S e SCIT vee 8 
-—— nre 
-4 PP451/ASB-1 . POWER SUPPLY (ἀα15).................... 1 
ATTACHING PARTS 
-5 AN520-10R8 » SSOREW. onov a vues 8 
-6 AN960D10L + WASHER . . . . . . . . e. 8 
min ui FA 
-T SN71/ASB-1 . ELECTRICAL SYNCHRONIZER (GFP) . .. .. . . ... 1 
ATTACHING PARTS 
-8 AN520-10R10 EJUS "ccc 3 
-9 AN960D10L e WASHERS seie m Gh ay as ra a Soe Ben a 3 
uu kcu αφ 
-10 HD16/AP . PRESSURIZING UNIT (GFP) ............ 2 
ATTACHING PARTS 
-11 AN515-8R7 gr SCREW AA πο Rs Sean ae ee οτι 8 
-12 AN96OD8L e WASHER 00 v vein c en Ue a ο Ve S Ux 9 asa £s 36 
-13 AN365 -832 > a [o CREDE DIM «Qu δν ορ hn ὃς ος TQ 8 
να DE um am m 
-14 1D269/ASB-1 . TIME METER (α͵5)................. 1 
ATTACHING PARTS 
-15 AN515-8R8 A A ο ο cy ee wh ES ee ee ss 4 
-16 AN960D8L Μο ο πο Wak dede oh mids dude an Nera RE es 8 
-17 AN365-832 NU A a -ᾱ- E Ωμ αυ”. 4 
A, ARA 
-18 AN849-4D ve CONNECTOR. wog avals aa le A) Wee ia Ge μι e ac 2 
AN924 -4D v NU ICL a Ὁ δις ας Qm s 2 Spates los χολὴ: BP. ath ca 2 
AN960D716L . WASHER. . s xw ks πὸ» μα Ὁ ο, d — 4 
-19 3H2L4 -80 . HOSE d 9 ^s αν pr νι σον MS H s 1 
-20 3H2L4-120 . HOSE (ΝᾺ)... . EE ene ‘i de a BUS A 1 
-21 18331-43 . RECEPTACLE (CED). s ws —— οποια τῷ k 1 
-22 AN515-4R8 ai SCORE o G6. Ra ón mos T $i 12: 
-23 ΑΝΟΘΟΡΙΗ, e WASHER u wo € 6 wx ᾧ πο ο φον v eus ... 98 
-24 AN365 -440 ot UNUTS A A A T UA a a I pace E E 
-25 169-74076-7 . GASKET, Press bulkhead radar disconnect plug. . . . . . 1 
-26 18330-25 . RECEPTACLE (CED). . . . . . .. ... 4... νι k . 2 
-27 169-74076-5 . GASKET, Press bulkhead radar disconnect plug. . . D 2 
-28 169-74076-3 . GASKET, Press bulkhead radar disconnect plug. . . bo 1 
-29 AN515-4R8 > SCREWS uu Ae 4 x6 emake tes e eos m a ee Ὁ μία e ‘ B 4 
-30 ΑΝΟΘΟΡΙΗ, & WASHER veo x e τος αν δν ας P e Ὅτ ἢ x 8 
-31 AN365-440 a NUT: poa aed Bk ο ο ee Ge eh le, ee a 5 4 
'-3e HD15/U . BLOWER UNIT (GFP) . . 1 
ATTACHING PARTS 
-33 AN520-10R8 ois SSC REW mI το ο μυ. 4 
-34 AN960D10L S WASHER uS uU uw Ὁ τῶ cH UIS ο e lee it ovs ORA me ἃ ο 4 
a ome 
-35 RG62/U . CORD, 46 inches (ΑΜΡ).................. 1 
UG260 = PLUG (ÀMP).. 2 a A A eve a A ad 1 
-36 MD106/ASB-1 . MODULATOR (GFP)............... 1 
ATTACHING PARTS 
-31 AN6-17A s BOLT woe coro 9o. 0 Ὁ Ὁ AAA ux ca be TRU qe a 4 
-38 AN960-616 s WASHER νι n ὃς o a E a a a 4 
-39 No Number . WASHER, Snubbing (GFP) . ............-..-... 4 
— AL 
-40 3H2L4 -240 s HOSE (NA) & i-e ios ἕνα 04-5 Ὁ wae wes at 
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AN O1-60AAB-4 


FUSELAGE (Cont) 


ROTATED 180° 








B-184-74-354 





FIGURE 329 - INTERMEDIATE FUSELAGE AND WING RADAR EQUIPMENT 





FIGURE & 
INDEX NUMBER 


329 


PART 
NUMBER 


No Number 


DT38/ASB-1 
AN515B8R8 
AN960D8L 
169-74077 -3 
AN515-4R10 
ΑΝΟΘΟΡΗΗ, 
AN3436-2-5 
397-5 
AN931A5-9 
295216 -14A 
169-74077 -9 
AN931A7 -11 
397-10 
AN365-440 
AN515-4R7 
AN3436-2-10 
AN340-632 
AN936A6 
AN960-6 
169-74077-7 
AN515-4R8 
ΑΝΟΘΟΡΗΗ, 
AN365-440 
169-74076-3 
10C2A643 
295134-8A 
295134-10A 


|. SCREW . 


2 3 4 5 6 7 NOMENCLATURE 


INTERMEDIATE FUSELAGE AND WING RADAR EQUIPMENT . 


(see figure 328 for next assembly) 


COMPASS ASSEMBLY, Magnetic element with compensator (GFP). 


SCREW . . . . 
WASHER. 
CONDUIT, 


oe e e o o 


ec e e ο 9 5 


. 5 s o 


COVER, - Electrical terminal block (HEGE) 
GROMMET . . . « ὁ « . « n oo» .. 

GROMMET (MKL). . . . . . . . . νο ο ος 
CONDUIT, Radar wiring harness. 

GROMMET . ο que Ne LE te" ο. 

COVER, Electric terminal block (HEGE) 

NUT ... 2 :.; . oe ο ὁ ο $9 i$ o 3 PEN . 
SCREW . Cgc See rea Mt aoi, erc minui A 's 5 
TERMINAL BLOCK ASSEMBLY 3 2 
WASHER. z «Ὦ & ^s. e La E 
WASHER. . 2... 2 2 . . . . +. +. 5 
CONDUIT, Radar wiring harness. . . . . . 

SCREW 45 οτε o6 X o£ es e 

WASHER. os oe So το cal om usus 

NUT. $0: uou. ο. ς-, See oe a Wm Lal te vw" di (ei Me 
GASKET, Press bulkhead radar disconnect plug . . 
CONDUIT (ΝᾺ)... . + - - + E eroe. ws AB verve 
GROMMET m ὥς, τοι ww els 

GROMMET MKL). . o... non 





. 


κ... o 


UNITS 
PER ASSY. 


Ref 


pr 
σι 


PNNPPP?PNONNOFTNO 


He 
Frooo 


ΛΙΓΟ 


USEABLE ON 
CODE 


RH SSS SSS SSS SSS SS ατα οσα 
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Section 1I 


ΑΝ 01-6OAAB-h Group Assembly Parts List 


MAIN ALIGHTING GEAR 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCIATURE PER ASSY. CODE 
330 146-33001-20 LANDING GEAR INSTALLATION, Main .. Ref 

NOTE: QUANTITIES LISTED AS PER ONE LANDING GEAR EXCEPT AS "NOTED 
-1 15406-33555 - SPRING, Main landing gear wheel door sequencing cam . 1 
-2 146-33553 . STOP, Main landing gear wheel door sequencing cam. . 3 1 
ATTACHING PARTS 
-3 AN365-1032 . NUT . Qoare ο ο D Χα ες URL NT he, a ai ok Ley ` 2 
-4 AN960-10 SSUWASHER ‘es. ayaa Wer A ο coe aa de Be a a a arda . 2 
-5 NAS221-20 . SCREW, Brazier head Phillips recess alloy steel 10-32 . . , 2 
-6 146-3355 - PLATE, Main landing gear wheel door sequencing cam stop . . 1 
-7 156-33547 - SHIM, Main landing gear wheel door sequencing cam stop . 68 
-8 AN320-6 . NT .. "s "up VE EA 1 
-9 2w1 -24-24-40 . WASHER, Plain (να) νο, 2% x rar 1. 
-10 146-33543 - CAM ASSEMBLY, Main landing gear wheel door sequence * $c 1 
-11 B812 . BEARING OR). V qeu b WX X m X A LIU γον 1 
-12 2W1-24-40-62 WASHER, Plain (NA) .... do p ; 5 
2W1C24-40-125 WASHER, Plain (NA) ... s $ -- 3 
-13 146-33542 BUSHING, Main landing gear “wheel “door sequencing cam V d 1 
-14 156-33545 WASHER, Main landing gear wheel door sequence cam serrated. 1 
-15 156-33544 SHAFT ASSEMBLY, Main landing gear wheel door sequencing cam 1 
-16 146-33340-10 TUBE ASSEMBLY, Main landing gear wheel door stop . . ; i 
(see figure 340 for detail breakdown) 
ATTACHING PARTS 
-17 AN365-428 « NUT s Se acu Peaks a 8 ον A t να 1 
-18 ΑΝΟΘΟΡΗ16 ox WASHER 0 Αν κο τν Gace vd. cate Dem det ee E BAe Sb cer «ὦ es “wg ace ae 2 : 
-19 4B21S4-016 . BUSHING, Spacer (supersedes NAS72-4-008) (NA) . . . . . , 1 
-20 AN4-14 BOLT .. ο lie ο ο ER RS DE de rm m οφ et a Parcs E 1 
cow να 
-21 156-58048 CYLINDER ASSEMBLY, Hydraulic main landing gear door . . . . 1 
actuating (left hand door left and right nacelle) 
(see figure 338 for detail breakdown) 
156-58048-3 . CYLINDER ASSEMBLY, Hydraulic main landing gear door. . 1 
actuating (right hand door left and right nacelle) 
(see figure 338 for detail breakdown) 
ATTACHING PARTS 
-22 AN310-6 s ΝΟ “Ὁ ον lor ww SS 5. ὦν ο reus κά ον at I πο 2 
-23 AN320-6 . Ντ. DECOR M PES ὃν dv des zc UNS um ὃν wow lw ls 2 
-24 AN960D616 . WASHER ... . ον ον) τν va DTP 6 
AN960-616 . WASHER (lower outboard only) ; . . vatum E Gare at ὁ 1 
-25 AN6-13 . BOLT μα. e kk Se etek. a Ee ο.” ὁ. «β, A δι, ος) ὁ 1 
AN6-15 . BOLT iüboaPd): oo vs eee ow s Ei AIRE A 1 
-26 AN26-26 AAA ο ο ο RU οὐ BLUES τωι CEA ἐν ἄς. 2 
να που 
-27 146-33552-7 . STOP, Main landing gear wheel door actuating cylinder . . . 1 
adjustable (outboard) 
146-33552-8 . STOP, Main landing gear wheel door actuating cylinder ; 1 
adjustable (inboard) 
-28 AN996-22 s BRINGS. m Dt wy lettin  Κ eile de A Ite eb Er P ke 2 
-29 1146-3355] -5 . NUT, Main landing gear wheel door actuating cylinder . . l 
adjustable stop (outboard) 
146-33551-4 . NUT, Main landing gear wheel door actuating cylinder . . . 1 
adjustable stop (inboard) 
-30 175-33301-1 DOOR ASSEMBLY, Main landing gear wheel ΙΗ... . . NES 1 
(see figure 334 for detail breakdown) 
175-33301-2 - + DOOR ASSEMBLY, Main landing gear wheel ΠΗ. . . . . . P 1 
{see figure 334 for detail breakdown) 
ATTACHING PARTS 
-31 AN310-5 z-SNUT. e Ἵν, el la ye a IE vxo a Lira 4 
-32 AN960D516 . WASHER. ...... S adu ee pare een 8 
-33 4B2185-028 . BUSHING, Spacer supersedes NAST2- 5 a el uni á ee 8 
4B2185-1.04 . BUSHING, Spacer (supersedes NAS72-5-102) (aft ΝΑ) . = a 2 
-34 AN5-17 . BOLT £WA) . v... "E ao xe our «λε Rh De ne . “e 2 
AN5-21 . BOLT (aft)... $5. oS ους reru ο NONU LE 2 
ue uns ER 
-35 AN365-428 s INUT d a Ve Stet ome i Gee Mui Ro ot es 3 
-36 ANQ60-416 s WASHER? e νο s m ee 3l ρον ο πο MS 1 
-37 AN4-11A . BOLT. o Fon Sd qu ο. E. A a Σο) wns ie 
-38 4B21S4-010 . BUSHING, Spacer (NA) .... aa , D ο 2 
-39 AN4-16A ay “BOLT. e 3 e es ᾱ Ok oe 8 a a duo ον, Ge RE Ta ο ας -ᾱ. ae 1 
-40 4B21S4-020 . BUSHING, Spacer (NA) . A Soe E 1 
-41 AN4-12A . BOLT... ο CERTE QE TE 1 
-42 146-33525 . BUNGEE ASSEMBLY, Main landing gear uplock actuating . . i 1 
(see figure 340 for detail braakdown) 
-43 146-33555 BUNGEE ASSEMBLY, Main landing gear uplock actuating . $ 1 
(see figure 340 for detail breakdown) 
-44 146-33354 ROD ASSEMBLY, Main landing gear strut door actuating . . 2 
ATTACHING PARTS 
-45 AN320-4 A E A 4 
-46 AN960-416 e WASHER Στ as te Voie me Re ο ου vide vs OE ree = 4 
-47 AN24-13 e BOLT. ο ee ee ο ae eae 4 
ως μμ 
-48 AN486-1 + -as CLEVIS .......... n E vu n Nes 2 
-49 AN316-4R ; NUT a Oo Ne ah O RN 2 
-50 146- 33351 -20 DOOR ASSEMBLY, Main landing gear strut ..,,.. . E 1 


(see figure 340 for detail breakdown) 


a xMHHIIIMAA A AAA A uU A ο AA iy tica 
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Group Assembly Parts List AN 01-60AAB-4 
MAIN ALIGHTING GEAR (Cont) 





H-104-35-2 


FIGURE 330 - MAIN LANDING GEAR INSTALLATION 
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Section [| 
AN 01-60AAB-4 


- Group Assembly Parts List 
MAIN ALIGHTING GEAR (Cont) 


A NN ng nal 


AGURE A PART É UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
330 i ATTACHING PARTS 

-51 AN310-4 e πι ως Tate ey o ub aaa ο 
-52 AN960D416 a WASHER & 4e 60 e Soe oe oes de ee 4 
-53 4B2154-022 . BUSHING, Spacer (supersedes was72-4-O11) (inboard), (NA) : o 3 

. 4B21S4-026 z BUSHING, -Spacer (supersedes NAS72-4-013) (outboard) (NA) 7 1 
-54 2W2SP17-22-065 . WASHER, Plain (inboard) (NA) ...-- s+ + ee eee ee 2 
-55 AN4-14 2 SBOLT ve. oooh cede ter SF SE ege vem 3» 0€ ple) NR Ρ 2 

το πο 

-56 156-58046-20 . CYLINDER ASSEMBLY, Hydraulic main landing gear actuating 1 


(see figure 337 for detail breakdown) 
ATTACHING PARTS τ. 





-57 AN310-12 v NUE Ὁ AR i$ xus oS cR A S Sew cs è 4 á; 1 
-58 AN320-12 κα NUT oe A cg "^ "m PE 1 
-59 AN960-1216 . WASHER . . . . « . « «ο m rm é A e 2 
-60 AN12-22 . BOLT. . 5 "IR Φ' AG net, Ner e up. e 1 
-61 146-33534 . PIN ASSEMBLY, Main landing gear retracting cylinder . . . . 1 
attaching y 
-62 NAS2-101 . . FITTING, Lubrication . . . . . . +++ eee ee ee ee 1 
demum A 
-63 AN320-18 a ΝΟ ic A a LA a AR 2 
-64 2W25P73-60-125 . WASHER, Plain wa a a a το RE ae ye Qe al τν -ᾱ. ὁ 2 
-65 2W2SP73-68-125 . WASHER, Plain (NA) . ‘ ETE 
-66 146-33540 . SPACER, Main landing gear wheel door retracting cylinder . 2 
truss attaching clevis 
-67 146-33538 . CLEVIS ASSEMBLY, Main landing gear wheel door retracting . 2 
cylinder truss attaching 
-68 NAS2-301 . . FITTING, Lubrication. . "ED 1 
-69 146-33539 . . BUSHING, Main landing gear wheel door “retracting quis. τον ο ο 7 
cylinder truss attaching clevis 
-70 160-33537 . PIN, Main alighting gear drag brace truss attaching Shes ate 1 
-71 160-33532-5 . HOOK ASSEMBLY, Main landing gear uplock . . . Ὧν "τὸν ο "ὃν" ον Ne: 1 
-72 NAS2-301 " . FITTING, Lubrication . +. . +. . +. +. +. se sæ o o o... n 1 
-7 ATH . . BEARING (TOR) ... a κὰν οί ήταν sd 1 
-7 160-33533 . . BUSHING, Main alighting gear uplock "hook . ció 2 
-15 9030 . BRACE ASSEMBLY, Main alighting gear drag (CP) (NAA drawing. 1 
160- 933501) (supersedes (CP) No. 9031 NAA drawing 
156-33501) (see figure 332 for detail breakdown) 
-76 156-33506 . STRUT ASSEMBLY, Main alighting gear drag brace shock . . . 1 
(see figure 333 for detail breakdown) 
-77 AN501-516-10 . SCREW .. kw d 
-78 156-33524 . PLATE, Main alighting gear “drag brace shock strut lock . . 1 
-79 156-33525 . SHIM, Main alighting gear drag brace shock strut lock . . 1 
-80 NAS2-301 . FITTING, Lubrication ... ......-...... f... 1 
-81 AN364-918 NU SIC A e M E 1 
-82 146-33541 . NUT, Main landing gear retracting cylinder clevis stop . . 1 
-83 2W2SP37 -36-094 . WASHER, Plain (NA) . .. .......... c.c ee n. 1 
-84 146-33530 . ΒΕΠΙΟΒΑΝΚ ASSEMBLY, Main landing gear uplock actuating . . 1 
ATTACHING PARTS 
-85 AN320-10 & NUDE de «Φα Der Ὁ l 
-86 AN960D1016 . WASHER... $m ket | 
-87 160-33535 . PIN,. Main alighting gear “uplock actuating bellcrank te pe i$ 1 
ο attaching 
---ᾱ--- ΄ 
-88 NAS2-101 + . FITTING, Lubrication . « . . + . 1 
-89 4B20S16-018 . . BUSHING, Press fit flanged νεος NASTT- -16- 56) (NA) 2 
-90 4B20S14-028 2 BUSHING, Press fit flanged (supersedes 4B17-14- FST) (NA). 2 
-91 ATH " BEARING (TOR) s ο ο . s. dw. ls . 1 
-92 146-33531 p GLEVIS, Main landing gear retracting “eylinder ate s 1 
-93 146513M1 . WHEEL ASSEMBLY, Main 34 x 9.9 (146513 may be used) (PDI) . 2 
(NA Spec. No. 146- 33201) 
No Number . TIRE, 34 x 9.9 EHP type VII B (GY) . ID E 
(NA Spec. No. 146 33201) 14 ply rating) ` 
No Number .. TUBE, 34 x 9.9 EHP type VII B (GY) qa ος Νο. κα 2 
-94 146627M-ST . BRAKE ASSEMBLY, 3 rotor 34 x 9.9 (PDI) .. A d 
(NA Spec. No. 146-33201) 
ATTACHING PARTS 
-95 AN365-624 ο ton tes a aAa a a Red or: ΘΗ 
-96 AN960D616 - WASHER . . +... 24 
-97 ANÓ-13A e BOLT se a we ee os a ae 4$. Ὁ 
a —— 
-98 88018 . STRUT ASSEMBLY, Main alighting gear shock (CP) T drawing. 1 
No. 160- 933102) (supersedes (CP) part No. 8801A and 
8801 NA drawing 156-33102-10 and 156-33102) 
(see figure 341 for detail breakdown) 
-99 156-33504 . UNIVERSAL ASSEMBLY, Main alighting gear drag brace . . . . 1 
(interchangeable with (CP) part No. 8776A- 98) 
-100 NAS2-101 . . FITTING, Lubrication... . em use da. -ᾱ da CO v. ή eR 2 
160-33011 TRUSS INSTALLATION, Main landing gear UNT eu. Gh ος ιό eee REE 


(see figure 331 for detail breakdown) 





609 





Section. 11 


Group Assembly Parts List AN 01-60AAB-4 
MAIN ALIGHTING GEAR (Cont) 





H-184-33-3A 





FIGURE 331 - MAIN ALIGHTING GEAR TRUSS INSTALLATION 
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331 


-10 


-12 
-13 


-14 
-15 
-16 
-17 
-18 


-19 
-20 
-21 
-22 
-23 
-2} 


-25 
-26 
-27 
-28 


-29 
-30 


-31 
-32 


-46 


PART 
NUMBER 


160-33011 
146-33124 


ATTACHING PARTS 


AN310-8 
AN960-816 
AN178-20 


146-33127 
AN316-16R 
146-33128 


AN3 10-8 

AN960-816 
AN178-21 
146-33131 


AN316-14R 
160-33132 


ATTACHING PARTS 


AN3 10-12 
AN960-1216 
AN182-27 
AN182-37 
NAS72-12-100 


160-33135 
1N7-20 
146-33345 
1817-16-38 
NAS2-101 
146-33109-20 


---κ.-- 


146 -33109-10 


146-33110-20 


146-33110-10 


ATTACHING PARTS 


EB126 
AN960D1216 
AN960-1216L 
2W1LB49-42 -32 


AN365-428 
4B12M-9 


184 -33120 


ANA -42A 
156-33118-11 


156-33118-13 


AN365-428 
AN960-416 
156-33142 


146-33122 


146-33121 
146-33123 
146-33120 
4B19S8-021 
4B19S812-100 
NAS-201 
160-33145 


160-33144 
4B19S8-024 
4B1958-022 


160-33140 
146-33111-10 


1246-33111 


ATTACHING PARTS 


. 
. 
. 
. 


ee ee 


2 3 4 5 
TRUSS INSTALLATION, Main alighting gear. CA ADS kW ik 


+ NUT. 


AN O1-60AAB-4 


MAIN ALIGHTING GEAR (Cont) 


6 7 NOMENCLATURE 


(see figure 330 for next assembly) ` 


TUBE ASSEMBLY, Main landing gear forward diagonal . . 


NUT. . .. . . v.e. 


TUBE ASSEMBLY, "Main landing gear "truss. upper. Se^ tus 


NUT. zo won cn €. ο ο ο ο e ο ο. 

WASHER ss s ier se, ο A ο WISI UE. cT wi cel (w^ Ves oe 

BOLT. oce ος ιδ ος φῶ, δι αι ue a da! ele 39 

. END, Main landing gear truss upper tube adjustable 
clevis 

+ NUT... A ων 


TUBE ASSEMBLY, "main alighting gear truss lower. : : ς 


WASHER. > . « «© © © ὁ © 9 ὁ we we on ὁ on : "e 
BOLT. . « . . ὁ ὁ ὁ ο ο ο on ee Ὁ ¿ses EA 
BOLT V cx f ὃν τὸν το), S US d, rt Eq 
BUSHING, Clamp up Steel chrome plated . wl g^. ie mus ϱ 


. CLEVIS, 


NUT- 27 c0 ο et fen δι ox ο TRUE WI zie. 6 

WASHER. . . s eas © © ee +. + ww Š $us "S 

BOLT. . . . . ooo... s 5 4 Pe 
END, Main LG truss fwd ο ον tube ΒΡΕ clevis 





. NUT, Lock (NA)... 7 
UNIVERSAL ASSEMBLY, Main landing gear wheel door stop s 
BUSHING, Flanged press fit bronze (Na) a I “ὁ 

. FITTING, Lubrication... MM EMT 

TUBE ASSEMBLY, Main landin gear “truss "outboard e Wachs 
vertical LH nacelle να 146 -33109-10 
for future procurement) 

TUBE ASSEMBLY, Main landing gear truss outboard . . & 
vertical LH nacelle (oupersesed by 146- 33109-20 
for future procurement) 

TUBE ASSEMBLY, Main landing gear truss outboard . . .. 
vertical RH nacelle (supersedes 146-33110-10 
for future procurement) 

TUBE ASSEMBLY, Main landing gear truss outboard . . $ 
vertical RH nacelle (aunandeden by 146-33110- 220 
for future procurement) 


NUT (ΕΝ)... . . +. + 
WASHER. +. . +. . +. + 
WASHER. . . "PP 
WASHER, Plain (NA). 


. 
. 
. 
. 


ee we 
ee ee 
oe « 
oe ee 
... 
e.. 
ee ee 
oe ο n 
s.. 
s... 
. 


oe 
PP 
. 
. ο 


e 5 o.. ο v o . | o © o ο ùo o : ο 


BUSHING, Tapered (NA) (supersedes 184-33120. . . . 
for future procurement) 
. BUSHING, Main landing gear truss assembly. . . + 
(superseded by 4B12M-9 for future procurement) 
. BOLT (magnetic inspected). . . EM 
. FITTING ASSEMBLY, Main landing gear “trunnion ΠῚ 
LH nacelle 
. FITTING ASSEMBLY, Main landing gear trunnion... 
RH nacelle 
NUT Goes ery eh late ο a ο e cw. ο Me, ae τώ, 1e 
WASHER. oe e o e. eœ 
BOLT, Main lànding gear trunnion “bearing. oe » 4 
retainer nut keeper 
KEEPER ASSEMBLY, Main landing gear trunnion . . 
bearing retainer nut 
NUT, Main landing gear trunnion bearing retainer. 
RACE, Main landing gear trunnion. . +. . +. +. +. + 
BEARING, Main landing gear trunnion . . e i 
BUSHING, Press fit plain le Α) (LH side only). «os 
BUSHING, Press fit plain (NA) . . . sssaaa 
FITTING, Lubrication. . . 


attaching 
. FITTING ASSEMBLY, Main alighting gear RH truss . . 
outboard attaching 
BUSHING, Press fit plain M LH and RH . . . . « 
BUSHING, Press fit plain (NA) RH side only. . . - 
TUBE, Main alighting gear truss outboard vertical. . 


TUBE ASSEMBLY, Main LG truss inboard vertical LH. . . . 


nacelle (supersedes 146-33111 for future 
procurement ) 


TUBE ASSEMBLY, Main LG truss inboard vertical LH... . 


nacelle (superseded by 146-33111-10 for 
future procurement 


... 


FITTING ASSEMBLY, Main alighting gear "LR truss outboard 


ee ο on 


ee eee 


Main ες gear truss ¡lower tube adjustable. 


eo ee 


. 


Pp 
VANO Fre 





Section II 


Group Assembly Parts List 
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PRENDA 


12 
12 


PR py HDPE 


PO σι 
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. -6 zs 
Group Assembly Parts List AN 01-60AAB-4 


MAIN ALIGHTING GEAR (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


α 331 146-33112-10 . TUBE ASSEMBLY, Main LG truss inboard vertical RH nacelle. . . 1 
x (supersedes 146-33112 for future procurement) 
146-33112 . TUBE ASSEMBLY, Main LG truss inboard vertical RH. ...... 1 
nacelle (superseded by 146-33112-10 for 
future procurement 
ATTACHING PARTS 


-47 EBO98 a NUT- ΚΕΝ}. ο ο ὃς δν iR ee OR S vnl. 8 T. 
-48 sAN9OD916 s. “WASHER Locali se a a ds a a a wo m sov. OAR: 
-49 AN960-916L . WASHER. . . .. be, Sr tec Set at ge? 287. reos Se Que que ve p cer ο ο me 1D 
-50 2W11B37-34-32 . WASHER, PIGH (NAE. 4 2 0 μα coe Pe WR S ee 8 
-51 AN365-428 ο NUTS οσο ο ο) Re e ei ds mum also eV oe m wu. “Ὁ 
-52 4B12M-8 - . BUSHING, Tapered (NA) (supersedes 184-33120 for. . . . . . 12 
future procurement) : 
E 184-33120 + . BUSHING, Main landing gear truss assembly. . . v8 12 
(superseded by HB12M-8 for future procurement) 
-53 AN4 -24A - . BOLT (magnetic inspected). sf Ὁ " ενα, es: Sues 06 
-54 156-33118-9 + . FITTING ASSEMBLY, Main landing gear “trunnion a i UE S 1 
LH nacelle 
156-33118-7 - . FITTING ASSEMBLY, Main landing gear trunnion . . . . . .. 1 
RH nacelle 
-55 160-33117 . . FITTING ASSEMBLY, Main landing gear truss inboard. . . . . 1 
attaching LH nacelle (supersedes 146-33117) 
160-33116 + . FITTING ASSEMBLY, Main landing gear truss inboard. .... 1 
attaching RH nacelle (supersedes 146-33116) 
-56 14B1988-023 - . . BUSHING, Press fit plain A LH and RH . . . . . ee. 
-5T 4B19S8-021 + . . BUSHING, Press fit plain (LH side only). . . . . . 
-58 146-33136 5 TUBE, Main landing gear truss inboard vertical . . . . . . 1 
-59 160-33106-5 FITTING ASSEMBLY, Main landing gear truss aft ... "P 2 
ATTACHING PARTS 
-60 AN320-14 . NUT ὃν cw $ 3 dw. EDO Eu. Jes κα Φ v9) aaa 4 
-61 2W1-57-56-125 1^ WASHER, Plain (NA). ς es cd 
-62 160-33536 . PIN, Main alighting gear truss "aft "fitting attaching. "νη 4 
-63 160-33137 - . BUSHING, Main alighting gear drag brace truss. . . . . .. 4 
attaching 
-64 4B1988-024 . . BUSHING, Press fit plain (NA). . . . s . +. s ee ee wee 2 
-65 4B19S12-100 - . BUSHING, Press fit plain (NA). .............. 2 
p ος 1032 BP «ἐφ ae Lubrication Jj 4 2 κκ ο ο μα eha ο. νος» GÜDs (eis e 2 
- - s c Roos db ἃ: Ὁ The We UE e esca es De µας Αν OS Ee Ec e e ο ο) OE a 2 
-68 AN960D10 GREC ο ο ο LRL LL Aq 
-69 AN3-26A . . BOLT... ote e * € di ade 2 
-το 146-33138 + . BUSHING, Main landing gear retracting cylinder elevis. . . 2 
- -71 146-33139 - . PIN, Main landing gear retracting cylinder clevis anchor . 2 
-72 4B20S14-013 + . BUSHING, Press fit flanged (ΝΑ). . . . wo ww LB 
-73 160-33141 4 a BUSHING, Main alighting gear truss aft fitting upper sd H 
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Section 11 


ΑΝ 01-60AAB-4 Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 





H-184-33-4 
FIGURE 332 - MAIN LANDING GEAR DRAG BRACE ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4.5 6 7 NOMENCLATURE PER ASSY, CODE 
332 9030 BRACE ASSEMBLY, Main landing gear (CP NA drawing 160-933501). Ref 
, (supersedes C.P. part No. 9031) (see figure 330 for 
next assembly) 

-1 AN320-16 e. NU TD m ds E de) cb. οἴ! AE, τὰς ὁ, ή, 1 

-2 AN960C 1616 « WASHER 5 2 a ox A ἀν CAN qe σι “ὦ . 1 

-3 8776-97 . PIN, Universal upper end (cP). PEU eus 1 

-4 8776498 . UNIVERSAL (CP) (1nterchangeable “with Ν.Α. part No. e cx 1 

156-3350H) ! 

-5 NAS2-101A + FITTING, Lubrication . . . +. +. +... 4 2 . ew o. ... s . on on 5 

-6 AN320-16 s NUT: 2-2 a E a EA E NUM e 1 

-T 8776-76 . WASHER (cP). IEA δν AER d Mad OR ite, ώς, Ἂν A ον 1 

-8 8776-96 . PIN, Upper to lower brace (cP) | Sire a των τοὶ ud iris 1 

-9 8776A72 K BRACE ASSEMBLY, Upper (CP) . so s è € ww e ee a oe 1 Β 

-10 AN310-4 NU ate Wu ce ee ee ee ee $u- A Ὁ, ὃ: ὁ 1 

-11 AN960C416 μα a ανν, Sho ih ο NO ῳ A 2 

-12 AN4-27 d BOLE evo 10x04 5 ew oes e Se dede Ὅτῳ ο er πο. 1 

-13 AN565C10-7 s SCREWS a oe aaa ὁ UR E 9: weg ow wo. a ecd. a ds 1 

-14 9030-92 ' . PIN, Housing lock (CP) . « . ... aa’ a^ ας ορ, ας ος ns 1 

-15 8776-93 . PIN, Inner lock (CP) . . +. « -. . . ... F 1 

-16 8776-25 . SPRING, Lock pin (CP). . . . +. +. + "νέες 1 

-17 9030-94-1 . PIN, Outer lock (CP) . . « « ecse ....... "amt 1 

-18 HSB120HC s BEARING (HDLE). a soo. ος. € 9-9 Roe m. onse τς UE ESI 1 | 
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ΑΝ 01-60AAB-4 


MAIN ALIGHTING GEAR (Cont) 


Section 


Group Assembly Parts List 


a 


USEABLE ON 


FIGURE & 
INDEX NUMBER 


333 


-1 
22 
-3 
-à 


40 
-41 


-43 


-50 


ki πε 


PART 
NUMBER 


156-33506 


156-33519 
AN6246-5 
AN6227 -5 
AN6246-15 
AN6227-15 
160-33514 
AN6204-2 
AN502 -10-4 
156-33509 
AN6246-65 
AN6227 -66 
156-33521 
156-33517 


156-33517-3 
156-33516 


156-33515 
160-33559 
160-33560 
AN6246-29 
AN622T -29 
156-33510 
160-33562 


160-33563 


AN6246-60 
AN6227 -60 
1P6 
AN6227 -2 
156-33508-3 
AN6246 -44 
AN6227 -44 
AN960-416 
156-33520 


156-33512 
AN6246 -46 
AN6227 -46 
AN6246 -44 
AN6227 -44 
184 -33513 
AN6232C11-3/8 
156-33518 


AN6231A33 
156 -33507 


8776-7A 
156-33507-3 


AN500A3 
16193 
160-33529 
AN914-1 
AN6287 -1 
AN565D416H8 
Commercial 


NOTE: 


1 2 3 4 5 6 7 NOMENCLATURE 


STRUT ASSEMBLY, Main alighting gear drag brace shock. . . 
(see figure 330 for next τα) (see NavAer 
03-30ED-502 for additional information) 


PLUG, Main alighting gear drag brace shock strut pem rod. 


RING 4 o2 Sacer we Re we LX ᾱ kk A M 
PACKING. ο x. Dk ede 4 7. X 0X τὰ κ ο ας er GY OO ae 
RING oue Gn ο ο e TORTOR OR a S αν XD OK ο 
PACKING. . . + 4 $e Ks Si 
. NUT, Main alighting | gear drag. "brace “shock “strut. $^» «δὶ, -ᾱ 
y VALVE 4 ᾱ xov αρ” ow o LE κ δε EU X 
SCREW. . WU oc x 
CYLINDER END, “Main εως gear 'arag brace shock strut 
RING cy wee wie WL ᾱ φορα E aow e xx 2 
PACKING. . . . εν. νον MEER TEE 
. SPRING, Compression. 3 A ue I A 
ROD ASSEMBLY, Main alighting geàr “drag brace shock . 
strut indicator 
PIN, Main alighting gear drag brace shock rod... 
ROD, Main alighting gear drag brace shock strut . . 
indicator 
PIN, Main alighting gear drag brace shock strut . 


. 


PIN, Main alighting gear drag brace shock strut metering ; 


SHUTTLE, Main alighting gean mi brace shock strut. . 
RING u^ o ox cx ew x x κ Νο, 
PACKING. . 


PISTON ASSEMBLY ; Main 'alighting gear drag "brace “shock “strat. 


PLUG, Main alighting gear drag brace shock strut check 


. 


ter 


valve 
SPACER, Main alighting gear drag brace shock strut check . 
valve 
de RING ue WE er ce y Ie. wo e ee tay dep iw C et v 
. PACKING. . . Bie ie, use ζω ο ἕνηδι «οφ. μι I sov: us 
. .PLUG, Hydraulic "(Naj τν IS rr Soe eet er Soe ce noe pw oe. 
PACKING. . .: eer 
CYLINDER, Main alighting gear "arag brace Shock Strut ou 
3) GRING- eu 4€ 739099 ce D ο -ᾱ- Ge Sy Ces ter ο POIL SUI e 
vs PACKING: s aner m aa φοιτῶν mo πό ρε ας ια, hoe Tel κε eu Ὅτῳ ie 
. WASHER... . 
. PIN, Main te gear drag "brace "shock “strut "piston 
follower 
. PISTON, Main alighting gear drag brace shock strut floating. 
s -RING Ὁ ο occ da 9 mm os. ore ο, δν ὃς: ὃς I LL ses ite. Τά, ἃ 
so PACKING: so Φιν. πον 9 e d de 9o wore “ὁ ὁ, ὃν Ie cy Ls 5 cel ὦ 
v RING ο ο Ὁ gels sc qae odo ο ο WoW ο E woo is 
. PACKING. . . . DS "P 
BEARING, Main ‘alighting gear drag "brace shock “strut. 4: ο 


FELT, Strip packing gland. . . & ^w us -ᾱ 
. NUT, Main slighting gear drag brace "shock “strut. ar er ae 
bearing retainer 
SCRAPER. . . RE" 
CYLINDER ASSEMBLY; Main 'alighting "gear drag "brace. Eara 
shock strut inner 
BEARING (CP). . . e wow 
CYLINDER, Main alighting gear drag "brace "shock; . 
strut inner 
SCREW. uox ee -ᾱ- E A SS ὃς ὃς ος ev 
GAUGE (UG) . A ον “Wi gw a> ies, Sonia Fez Ὁ 
GASKET, Main alighting gear “drag brace shock strut gauge 
ELBOW. o4 0. ele A RA ALEA e AOS 
VALVE. ῳ Ὁ Ὁ oe a a E 9o 9 A AA . . . 
. SCREW, .. ών ος na 
. BALL, 3/16. diameter chrome alloy Steel : cd ; . 


# Denotes the incorporation of Service Change Νο. .434 


. 
. 
. 
. 
. 


UNITS 


PER ASSY. 


Ref 


ο ο ΤΟ HP EA TO IH TO HH 


PR mmbmPIUIUH HPIDHIDHIOPHIO Pe PRuYDRrr nr 


Pe 


PEPE Λ) π! -- 


CODE 


—M—————————————————————————————————————————————————————————————————————————————— 
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Section ll 


MAIN ALIGETING GEAR (Cont) 





FIGURE δ PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
. 334 175-33301-1 DOOR ASSEMBLY, Main LG wheel LH E figure 330 for next assy) . Ref 
175-33301-2 DOOR ASSEMBLY, Main LG wheel RH (see figure 330 for next assy) . Ref 
-1 AN365-524 . NUT dig π.μ δὲ i-e ye AR wa ies Vii TR τι mi eg te "a n 


-2 AN960-516 
-3 146-33326 
-4 146-33323-5 
-5 . - 146-33321-9 


WASHER. . . ; ; EN RD. ΟΝΕ 
WASHER, Main LG wheel door lock roller” serrated adjustable 


SPACER, Main LG wheel door lock roller clamp-up 


. . e o. 


ROLLER ASSEMBLY, Main LG wheel door lock. . . . 


-6 B98 . BEARING (TOR). ος e ooe e Ὁ ura AULAS 

-7 AN5-23A Αμα O αμ E E O ώς 

-8 AN365-1032 A E E E oca alte va a 

-9 AN960D10 WASHER. 0.0 tc di era eniro mcd Wl eu ar EE MEE. 
-10 ΑΝ3-ΡΑ IN ο ce A o e Qd ας e μασ 

-11  146-33315-1 BRACKET ASSEMBLY, Main LG wheel door front lock roller LH . 

-12 146-33315-2 BRACKET ASSEMBLY, Main LG wheel door front lock roller RH . 

-13 AN310-h NU wre ghee quM ο rl e Sherine S à 


-15 2W1-17-22-50 WASHER, Plain (wa). a " ον τα 
-16 NAS42C8-8 SPACER, Rivet 3 
-17 NAS43C4 -44 
-18 AN4-15 

-19 NAS43C4 -22 
-20 NAS43C4 -32 
-21 AN4-17 

-22 AN365-1032 
-23 AN960D10 
-24 AN960D10L 
-25 AN3-22A 

-26 146-33312-5 


supersedes igh -8-4- NA) 2 ; 
SPACER, Bolt (supersedes 483-416-22 NA) . 5 
BOLT. . . 7 
SPACER, Bolt "(supersedes '4832416- 11 Naj . 5 
SPACER, Bolt (supersedes 53-16-16 NA : 
BOLT. . .. Ee EE e 
NUT... š . 
WASHER. . " 
WASHER. . . 
BOLT. . 
SPACER, Main LG wheel door lock Stop “bolt a 


ee . ee 9 9 ο 


. 
. 

. 

. 

. 

. 

. 

. . 
T . 
. . 


. . 
. . 

oe > . . > . 
. . 


5-52 π}εΡε}ἑ1 λε} 6ΞΝ ΝΠ! π! ΟΝΟ σνπ' ΚΝ }5 κιτὸ ες! 


-14  ANOGO-416 1o WASHER. . . . ane 


Bo acter E Jar -ῳ, ο ο. 
. 


que 33312-7, -13, or -19 may be substitutes) 
-27 AN509-10-37 . SCREW (supersedes NAS205-37). . . ος QNO ος ος ο: [elo a 1 
-28 146-33312-7 . SPACER, Main LG wheel door lock stop “bolt E Eo ou ue Ne uuu 1 


(146- -33312-15 or 17 may be substituted) ` 


-29 146-33330 . SPRING, Main LG wheel door lock mechanism tension . . . . +. + 1 
-30 AN310- . nacer ο ο ὅν Rat Cer iau vas Teen ee ar Met NT, cre bey αὶ | cel 2 
-31 AN960-416 er WASHER. vox. eo ee οὗτος US DUI ia je 6 
-32 AN4-11 ως BOLT: G veh ies A de Ca) Gee el Gah coy Tec iow. Ye eram 8n 9. 1$ ὁ 1 
-33 AN394 -27 e εν Bed EI. uw) -ᾱν eh ο Vm Mie Vel Sy A πο ο 2 
-34 HRBHE a VEND; Rod (AP) 4$ ο το 29. ia es Be) o ds 1 
-35 146-33320 . END ASSEMBLY, Main LG wheel door front lock rod . . . . . .. l 
-36 HSBAC s 3 BEARING (AP)... 1o uod wo des a aaa as a CA 
-31 AN365-624 v INUT 4. ο See La ο Set Yenc ay a e ad e 1 
-38 AN960D616 s- WASHER: sranane a Oe ee ee ἡ ee 2 
-39 AN6-24 A . BOLT... « A O E ο ο ο c6 e νο ο 1 
-40 ΠΡΙ 33327 . HOOK ASSEMBLY, Main LG wheel door front . . . . . . . . . . . 1 
-41 BR612X + . BEARING (zon. ο] ta ο E ο ο ant, DU qe ο tee, Sh 
-42 AN4 -13 e BOLT us y ia a al A o is 1 
-43 HRBHYE . END, Rod (AP) . PACCO s ve ré ue X est tad Son sen Ra Jer os E cas ὦ 2 
-44 AN316-6R & NUT $3 ore A ο πο ο PE eee ve 
-45 - 146-33319-3 . BARREL, Main LG wheel door lock push rod. . . ss . 4. se eee 1 
-46 AN310-6 « NUT. . 2. 4 oo ooo.» « 9 ὁ ο ὁ ο ὁ ο .....0...< 9 9 3 1 l 
-47 AN960D616 .. WASHER, e.l’ a a ee ὁ αν δὶ A ιδ, "ον 1 
-48 2W1-24 -28-65 . WASHER, Plain (NA). a ei Ta E oe ee 1 
-49 AN960D616L + WASHER. . . . . . . NOCERE qr Lm 1 
-50 AN6-20 . BOLT. . oe ο « ο "EE . BC eae: 1 
-51 146-33322 . FITTING ASSEMBLY, Main LG wheel door actuating cyl attac hing. i 
-52 BR612-1X + . BEARING (TOR). . NC Be asia) ea $a e 1 
-53 AN509-10-12 . SCREW (supersedes NAS205- 212); v a ee α Ὁ D a ος 4 
-54 146-33308 . BLOCK, Main LG wheel door stop block. soleo τῷ. ἃ ο ο. 2 
-55 146-33309 . SHIM, Main LG wheel door stop block . . . . . . . . . . . . . AR 
-56 AN310-6 . NUT ee) Scher eer ww du c; sy po aS, cs Ve tpe. us 1 
-57 2W1C25-26-50 . WASHER, Plain (NA). fod n VICE 4 veh Aes 1 
-58 146 -33314 . TUBE ASSEMBLY, Main LG wheel door torque. a bao s anc Sete) yee 1 
-59 AN365-1032 . NUT foe GD uer αν as τόν» Bese, Sm a. ele) oe. Hig ας XO. μ.ο EE a S 2 
-60 AN960D10 . WASHER. "EP" $e be. io 4" Vel de 4. ο ο e: ο e, 2 
-61 AN509-10-12 . SCREW (supersedes NAS205- 212); s "Ἢν ο. lecum AS 2 
-62 146-33313 . RETAINER, Main LG wheel door front lock bearin DE... oe a ob ιο 1 
-63 AN3-6A . BOLT... — ο ο co ο ο ο Nor ERE 5 
-64 2W1AL12-14-16 . WASHER, Plain (NA). A A CE IE 5 
-65 146-33310 . FITTING ASSEMBLY, Main LG wheel door front “Lock hook support. 1 
-66 HSB10COH + . BEARING (ΑΡ) . an sr. Ud. vs Far ο var Ge) e ο ο cl me ee pol tu 1 
-67 NAS2-201 . > FITTING, Lubrication € ce Ὁ ὁ ο 79) 4 o Φ' ὁ Ὁ Φα ο ὁ ο .4- 4 1 
-68 AN6-22A s BOLT s esses cy tay ru Ic E 1 
-69 AN960D616L . WASHER. . ON ο ο m oq i 
-TO 146-33317 . STOP, Main LG wheel door "front hinge bellerank. E, ος) ἰᾱ 1 


(146-33317-3 or -5 may be substituted) 


-71 146-33305 . HINGE ASSEMBLY, Main LG wheel door front left . . . . . . . . 1 
-Te 11406-33307 . HINGE ASSEMBLY, Main LG wheel door front right. . +. + + + + + 1 
-73 NAS2-101 |. FITTING, Lubrication... . . . . . .. . ee ee ee . +. 1 

146-33305-5 . . HINGE, Sub assembly. +... s sos osos . . . . . eee eee 1 

146-33307-5 . . HINGE, Sub assembly. A Paice Lek ene, τη 
-74 4B20-8-010 - . + BUSHING, Press-fit flanged " (NA) (supersedes 4817-8-31). 2 
-75 AN3 -4A ο τ ΗΟ a os n 1E n. D ned tgs ο μα. 
-76 AN960D10 . WASHER. . . "νην, "νιν ee et 
-TT 175-33301-245 . COVER, Main LG “wheel door RH. . m 1 

No Number > MAIN LG WHEEL DOOR AFT LOCKING MECH (see figure 335). . . . . Ref 
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No Number 


AN365-524 
AN960-516 
146-33326 
146-33323-3 
146-33321-7 


146-33550 
B34X 
146-33548 
146 -33329 
146-33316 
AN320-3 
ANQ60D10 
AN960D10L 
146-33549-3 
146-33550 
B34X 
ANU-7A 
AN960DH16L 
AN365-428 
AN960-416 
ANS5O9-4 16-13 
146-33547 
AN365-1032 
AN960D10 
NAS43-3-78 
AN509-10-31 
AN365-1032 
AN960D10 
146-33312-3 


AN3-20A 
AN310-4 
AN960-416 
AN4-11 
HRBH4E 
AN316-6R 
146-33319-5 
146 -33328 


ATTACHING PARTS 


AN365-524 
AN960D516 
4B21-5-024 
AN509-516-35 


---*--- 


B812 

ANY-6A 
ΑΝΟΘΟΡΗ 161, 
146-33311 
NAS2-101 
HAB10COH 
146-33306 
NAS2-101 
146-33306-5 
4B19-8-010 
NAS220-8 
AN960D8 
AN509-8-8 
146-33301-87 
169-33368-1 
169-33368-3 
169-33369 
No Number 


AN 01-60AAB-! 





MAIN ALIGHTING GEAR (Cont) 


1 2 3 4 5 6 7 


NOMENCLATURE 
MAIN LANDING GEAR WHEEL DOOR AFT LOCKING MECHANISM . . . . . . . 


(See figure 33! for next assembly) 


NUT . . « . e ee .. . ο n 
WASHER. . . 3. ώς aa 

WASHER, Main LG wheel 
SPACER, Main LG wheel 


ROLLER ASSEMBLY, Main landing 
. BEARING (TOR). . . . +.» - 
πο πο a toda en πε eqs 
τ. κο. άρια αγορι δος 
WASHER. 1 2-2 νεο 
WASHER. . . . vum) 


BOLT, Main LG wheel d 
ROLLER ASSEMBLY 


. BEARING (TOR). m 


NUT . . . -..-«::.::: 
WASHER. +. +. +. «© «© er ron n 
WASHER. +. +. +. + 


ROLLER ASSEMBLY, Main 
. BEARING (TOR). . . . 


e£ 9 9 9 9 9 $9 c9 9 9 9 *» ὁ ο c9? 9? 9 9 85 9 $$ 9 51 ὁ ο ο 5 6 6 0ο 


HOOK ASSEMBLY, Main landing 


. e o © o s o soso o 


. WASHER. ... 
. BUSHING, Spacer (supersedes 
. SCREW. « . . ee ee ο . 


. BEARING (TOR). . . +. +. +. + 
BOLT. 2 2. x (uw wm E se 
WASHER. . . x : 
FITTING ASSEMBLY, Main LG 
. FITTING, Lubrication... 
. BEARING (AP) . . . + 


. “FITTING, Lubrication "RP 


WASHER. . . 

SCREW (supersedes NAS204- 28) . 
COVER, Main landing gear wheel 
RUB STRIP, Main alighting gear 
RUB STRIP, Main alighting gear 
RUB STRIP, Main alighting gear 
MAIN ALIGHTING GEAR WHEEL DOOR 


. 
. 


. 


wheel 


door séquencing 
Main LG wheel door 


. 


BOLT, Main LG wheel door "sequencing 
LG wheel door 


cam 


door . 


wheel door upper 
wheel door lower 
RELEASE MECHANISM. . . 


door iock roller serrated 
door lock roller clamp-up 
gear wheel lock . 


roller. 
sequencing cam 


` SUPPORT, Main LG wheel "door sequence cam “return roller, 
BRACKET ASSEMBLY, Main LG wheel door rear lock roller . 
BRACKET ASSEMBLY, Main LG wheel door rear lock roller 


cam roller. 
sequencing cam 


BOLT. 5 $69. 7 9-9 ο ο AA us 
WASHER. . . « « 4 « e ee ee «5. n. n 
NUT . . 6 . - ο» . « oh om ο. ο t! t9 9, ng 
WASHER. +. « 6 2 © © © e © ee ee we t] « ο 
SCREW  . ο « ὁ 9-9. Ὁ ο ὁ ὁ ὁ * is 
SUPPORT, Main LG wheel door sequencing cam 
NUT s 6 € wo ο 5 ος τοι dud ee ee 
WASHER. . « » ο © ὁ e ©» © ο e © ο ο ο ο n 
SPACER, Screw and bolt (supersedes 4S3-10- 
SCREW . . 4 6 x» « 9 9 o£» 109 9c m 5 om e. 
NUT... Ww v Ve ο cw. aa ος ος “δν ὁ 
WASHER. +. +. + w Ro. a tae 
SPACER, Main LG wheel door lock stop bolt 
(146-33312-9, -11 or -27 may be sub 
+. BOLT. . ο ο ο e . ο ο we wo ὁ ὁ ο ο ο ο 
e NUD oo ας.» ον ὁ ο ο ο. Ὁ ο ο ο e u.s 
. WASHER. . ο ο ὁ e e » © ec e 0. 9 ο ng 
. BOLT... AA as a AR 
. END,. Rod (Ar) A ο “es Sei inal ος ὁ 
. NUT MES . oe . . 
x BARREL, Main landing gear wheel door lock 


gear wheel-door rear. . 


NAS72-5-012) (NA) >... 


door rear lock hook 


HINGE ASSEMBLY, Main landing. gear wheel door. 3 y : 


. HINGE SUB ASSEMBLY, Main landing gear “wheel “door 
BUSHING, Press-f1t plain (supersedes NAS76-8-0 
SCREW, Brazier head pr recess alloy steel 


wheel door upper . 


Section 11 
Group Assembly Parts List 


. . > 
. 


. 


eet!!! n]! pe. 


. 
. 
. 
. 
. 
. 
. 
. 


P 


5 . . 9 9 9 9 | 9 n9 


. . t . t. t 9 £9 


e 9 ο 9 9 o£: 5 9 9 9 895 9 3 9 9 ο £5. 9 5 9 ο 5 91 5 $9 9 3 


. 
ο ο ο ο ου PRP ο ο ο ο να ο AA ANO APN AAA AA A O O A 


left roller. . . 
-39) (ΝΑ). . . . +. + 
tituted) 
push rod. i-e o aT a 
a woe ES EE 1 

ο 1 

by bres 1 

. Binks -—— 1 

€, n c wey. rom ὦ 1 
ne Ὅν. ὦ . 4 
ST ὃ z à 

su upport a 1 

e ο 9 © $9 9 ^ 13 1 i£ 1 
. . ο ε ο ο ο 1 
e ο ο ο 2 

ος 1 

ad. en eir ce 1 

10) (NA). 1 

8-32. . . . . 11 

29-7 ce ο la SS, b 
$e e εφ νῶν A 5 
"Pow ο ν.δ Δεν 1 
eo ο 5 1 

Σο, οἱ os 1 

ων. ος oh Oey DR qe 2 

aa xe REL 


(see figure 336 for detail breakdown) 
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AN 01-60AAB-4 


MAIN ALIGHTING GEAR (Cont) 


H-184-33-9 














η PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PERASSY. . CODE 
336 No Number MAIN ALIGHTING GEAR WHEEL DOOR RELEASE MECHANISM. . . . . . . . Ref 

(see figure 335 for next assembly) 
-1 AN394-27 F scs SO c9 ο ce du ο ο Shoe gh Vel e, a Car ὦ 1 
-2 AN960-416 . WASHER . . . . . ES E EE CCS KOC αν κ Ἕ-φ- Αα. ας κ RS I 1 
-3 AN394-31 s PINy ο a a Nek lo oa Boe eae Ἃ 
-4 AN960D416 + ΝΑΒΒΕΒ............... JO ME πο E ND. 2 
-5 HRBH4E e END, Rod CAE) A E B 
-6 AN316-6R ο ο ματ“. $. E ο ο ο Le eo nel «αὐ -ᾱ- el ce, 2 
-T 146-33319-9 . BARREL, Main landing gear wheel door loc push rod . . . . , 1 
-8 175-33324 . FITTING ASSEMBLY, Main landing wheel door emergency lock . , 1 
ATTACHING PARTS 
-9 AN310-5 τ... ΝΥ. ec d ror ee eb rely x. E 
. -10 AN960D516 se WASHER: L0 rnm Gil ν ceps x ee λος do UT cn SIDES 2 
-11 4B21-5-102 + BUSHING, Spacer (supersedes NAS72-5-102) (NA) > 2... 1 
-12 AN5-20 el BOLT 20. ow deg wo ND us Bey Me ek eek y ὃς a. hee Wow τὸν ο; eS 1 
= σωμα 
-13 B88 s e (BEARING (TOR). xe vis dob vh ove woe leg tag seth ees 2 
-14 ΑΝΟΘΟΡΙΟΙ, ο ο .... ee .. νο; πο I, APIS Laune 1 
-15 AN393-31 A Seb Se ng ο πα, By το) νο ο, τῷ a os όν 1 
-16 AN960D10 . WASHER... .. ... ...... νος τν 1 
-17 AN393-19 IN ο μπω. ο ο ο ο. 1 
-18 169-33360 . LINK, Main alighting gear wheel door release mechanism upper 1 
-19 AN364-1032 ο a QE a a ο en in on Sx Soke dé uw eo vw ο ὃν 1 
+20 AN23-17A A ecb od vb eke κ ο ο ὃς Ores E 8 Oe B LT ὦ, og 1 
-21 AN960D10L + WASHER . . . . EI aS ela Ὁ Ὁ Ee wee a κ! ὦ 1 
-22 ΑΝΟΘΟΡΙΟ eOWASHER . 2.2.2... eee eww. ο eh 9 a? εφ, ty 1 
-23 NAS43DD3-22 + SPACER, Screw and bolt . . . . . . . Ὃν δι, ὃν Oe. AES De Pays 1 
-24 175-33361 . LINK, Main alighting gear wheel door release mechanism lower 2 
-25 169-33367 . SPRING, Main alighting gear wheel door release mechanism . . 1 
-26 AN365-1032 a ER AS NO -ᾱ 
-27 AN3-17A "Ἐν. Row a vul AC EDEN 1 
-28 AN960D10L Ἐν ΝΕ, κ... Αα a D Lo S NR. 
-29 4B21S3-100 - BUSHING, Spacer (NA). sa os uos LIII IIO 
-30 169-33363 . HANDLE ASSEMBLY, Main alighting gear wheel doors release mech 1 
-31 169-33362-2 + . BRACKET, Main alighting gear wheel door release ..... 1 
mechanism handle RH : 
-32 169-33362-1 + . BRACKET, Main alighting gear wheel door release . . . . . 1 
mechanism handle LH X 
-33 93265-2-230 STUD, Fastener (UC). . . aoao oa a a ‘aa’ 2 
-34 99836 ; πο. 
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. . PIN, Fastener (UC)... ...... 


. 
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AN 01-60AAB-4 


MAIN ALIGHTING GEAR (Cont) 


FIGURE 337 - MAIN LANDING GEAR HYDRAULIC ACTUATING CYLINDER ASSEMBLY 


PART 
NUMBER 


156-58046-20 
175-58826-75 


AN6290-6 
146-58300 
AN924-6D 
AN815-6 
AN833-6 
AN6289-6 
AN6291-6 
146-58543 
AN316-12R 
2W11A12 
7R2-19D 
AN6231-9 
2W1ALP55-64 
AN6232C3-9/16 
TR3-19D 
AN6246-19 
AN6227-19 
146-58291 
AN6244 -13 
AN6230-13 
146-58296 


.156-58146 


18816 
NAS2-301 
AN6246-35 
AN6227-35 
146-58295 
146-58293 


AN6246-13 
AN6227-13 
1146-58294 
146-58295-11 


146-58292 


1 2 3 4 5 6 7 NOMENCLATURE 


CYLINDER ASSEMBLY, Hydraulic main. landing gear actuating. . 
(see figure 330 for next assembly) 
z LINE ASSEMBLY, Hydraulic main landing gear actuating. . 
cylinder elbow to anchor part : 
s GASKET. . . « ο o... e ὁ ὁ e 0. ew ew ο om om ot ο n 
` ELBOW, Hydraulic main landing gear actuating cylinder 
NUT...... 
UNION . 


. >o o è è o . ο» . o oe n 


. NUT s.es oo . 
* RING. i x x ὁ 2 
* ROD END, Hydraulic mai 
E NUT .. . 
. WASHER, 
. RETAINER, Gland 
. WIPER .  « ο 6 ο e où 
* WASHER, Plain (NA). . 
x STRIP ,  . «ο oo. 
. RETAINER, Rod "O" ring ( 
* RING. a . . «oo oo. 
* PACKING... 


R 
o 
Sos. 
NI 


. 
. 
. 


e 


p 
Mer 
o 


LEM 


Tablock NA). 
Na). 


e... . | 9 Ho oo». 
ee ee Be 6 ο ὁ 2 » 6 


wee « « ο ο 


A 


oe PEE pe... 


r act 


d 


* Que 9 © t 1 9 59 


o 


* » He e 5 e c . «e. * khe ο n 


“END, Hydraulic main landin 


| Mee ewe ee ο Me 


in 
ge 
RING. (oot au a a οτὸ μον 


oe Ree 


GASKET. eesosa oo p * 
NUT, Hydraulic main landing gear actuating cylinder 


nd 
j 


am 


. BEARING (HEC). se «© ὁ e+ © ο ὁ ee» «ο ww ο 
. FITTING, Lubrication . « . e . . ο +. ὁ ὁ 
RING. . . « « ooo o... ee ee ew on ng A 
PACKING . . . « . « cf . 


. . 
ee © è ο ο . 
. . 


PISTON ASSEMBLY, Hydraulic main landing gear actuating cyl 


. PLUG, Hydraulic main landing gear actuating cylinder 
floating piston rod 

RING eoh a a αἰνῶ; ο epis ree LR ISTE a es Be 

PACKING. . . +. + 


floating 
PISTON WELD ASSEMBLY, Hydraulic main landing gear. . 
actuating cylinder 


PISTON, Hydraulic main landing gear actuating cylinder 


tr. 


HEAD ASSEMBLY, Hydraulic main landing gear actuating cylinde 


Section || 


Group Assembly Parts List 


H-184-58-4^ 
UNITS USEABLE ON 
PER ASSY. CODE 
. . Ref 
"S 1 
ore 2 
. 1 
. 1. 
oe 1 
σα 2 
S us 2 
os 2 
"s 1 
«€ 1 
oe 1 
. 1 
>. 1 
"P 1 
s 1 
. 1 
ERAS 2 
"m 1 
. 1 
ei “8 4 
«. 1 
9: s 2 
x l1 
. 1 
. o 1 
PES 2 
PI 1 
e. 1 
ara 1 
s 2 
.» ο 1 
. o 1 
e 1 
1 


CYLINDER, Hydraulic main landing gear actuating . . . . +. .. 


v 
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AN 01-60AAB-4 


: MAIN ALIGHTING GEAR (Cont) 





156-58048 
156-58048-3 
169-58805-63 


175-58878-65 


AN834-6 
130-58508-3 


147-58383-3 


AN833-6 
AN6289-6D 
AN6291-6 | 
AN6290-6 
AN6227 -8 
146-58305 


HASB6C 
ANQ44-10 
AN316-12R 
7R2-14D 
AN6231-5 


2W1ALP49-37-64 


AN6232-2-3/4 
7R3-14D 
5R16-14 
AN6227-14 
146-58303 
5R16-26 
AN6227 -26 
146-58306 
5R16-18 
AN6227 -18 
146-58304 


146-58302 
NAS77-6-21 


NAS2-101 
146-58301 


FIGURE 338 - MAIN LANDING GEAR DOOR HYDRAULIC ACTUATING CYLINDER ASSEMBLY 


2 3 4 5 6 7 NOMENCLATURE PER ΕΣΥ, 
CYLINDER ASSEMBLY, Hydraulic main landing gear door. . . . . . Ref 
actuating (left hand door left and right nacelle) 
(see figure 330 for next assembly) 
CYLINDER ASSEMBLY, Hydraulic main landing gear door. . . . Ref 
actuating (right hand door left and right nacelle) 
(see figure 330 for next assembly) 
. LINE ASSEMBLY, Main landing gear door actuating cylinder. . . 
port "A" to cylinder anchor point (used on 156-58048 
only ` 
. LINE ASSEMBLY, Main landing gear door actuating cylinder. . . 1. 
"A" to cylinder anchor point (used on 156-58048-3 only) ° 
o TEE os: . A oe 9 we © ο ο ο 





BOLT, Hydraulic special universal fitting ; o. eseo’ 
(supersedes 130-58508) 
ELBOW, Hydraulic special universal fitting. . , 


(supersedes 147-58383) 
ELBOW e ai lei a tes BS ο ο εφ a mS το we ο ο“ 
NUT. 3.4 a C LE 
RING. e 90 9 oux ce Qe e δν Hen de 
» GASKET. o 2 . 9 . ὁ 9 4 4 ὁ . ὁ ὁ  ὁ ὁ 4 ο ὁ ὁ ὁ ὁ ὁ α o» 
PACKING 71.150 ο ie ο ο ο ο ο lm -- 
END ASSEMBLY, Hydraulic main landing gear door actuating. 
cylinder 

BEARING (AP)... 40 ada at ος τς «δν e 

s FITTING. ba a 479 e 9o e a Ὁ (9 99V ϱ ὁ 
μμ ον ο ο (0-13. a ο ο οσο 
RETAINER, Gland (NA) . . .. .. 2 eee eer ee νο» 
WIPER eter ο 1.6 va, m ο ο να’ ἃν ae es o ο ο ο. ὁ 
WASHER, Plain (NA)... . . . o... . . . or n n n ο 
STRIP rear eevee A VP TES CE wo Ta ο οσο. 
RETAINER, Rod "O" ring (NA). . . . . . . 4 +... ee νο 
RING, Spiral back-up (NA). toi ios ο es, veles e euh rv E κ 
PACKING 4; 2.576 9.23 hs -ᾱ- 0 S9 Fe τ Tou m DEL ο, ORC I CR VL ο a 
END, Hydraulic main landing gear door actuating cylinder. 
RING, Spiral back-up (ΝΑ)... .....»».:... 
PACKING? . . 4 2 9 9 e ae e e oe. LL ο e 
NUT, Hydraulic main landing gear door actuating cylinder. 
RING, Spiral back-up (ΝΑῚ)... . . « - 4. 4... . dh. 
PACKING . o . . 6 . ὁ . 2 a tet mot n oh o os «a... on 
PISTON ASSEMBLY, Hydraulic main landing gear door . . . . 


actuating cylinder t 
HEAD ASSEMBLY, Hydraulic main landing gear door actuating 


cylinder 
. BUSHING, Flanged press-fit steel . . . .. . . . . . « 
. FITTING, Lubrication... . . . 9 


CYLINDER, Hydraulic main landing gear door actuating. . . 





. 


o9 9 9 $9 c 9 0 9 9 v9 o? 9 » » »» 


HHN e PHONE ERP EEE EP Eee HHUÜUNIDH HP HH 


7 H-184-58-44 
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AN 01-60AAB-4 Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 




















| H-184-33-5 
μμ ποσα μα 
FIGURE 339 - MAIN LANDING GEAR CYLINDER ASSEMBLY 
FIGURE 4 PART U 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PERASSY, DE TT 
- 339 8801B102 CYLINDER ASSEMBLY (CP) (see figure 341 for next assembly). . . Ref 
-1 AN365-1032 O A ω αι αν αν ὃς Ὁ ἃ 25 udo dud tat αν iD 18S 
-2 AN960-10 o “WASHER! 123 ο e^ dut e EL Be ha mie e Ip ο da Desa ara: a uc. τ- 
-3 AN3-36A O sie cake Ser 1-399 € 4 0x 13D a UOS o κ Επ 2 
-4 8801-77 . NUT, Special cross shaft (CP) ........... "Ree 2 
-5 AN365-1018 SC NUD ὧν cs, See ak Ros ρα dS οἷν fot δι DM MEN 2. 4 
-6 AN960-1016 « WASHER . . . . . ο. . νε... ee EE A A 4 
-7 8801B78 . BOLT, Cross shaft lock (CP) ..... E πμ... 
-8 8801B175 . SHAFT, Cross (CP) .. .... νυν Wi eles inp drin usar τν 1 
-9 AN364 -1414 of NU ο ασ woran uo ish IE. die a er a A $ 1 
-10 8801-18 . BRACKET (CP). . . -- . τρ ο ο ον m dae ος der δν c 1 
-11 AN960-1416 a WASHER aun a a aras da aos ra a der e 1 
-12 AN6227-21 5 (PACKING. 2 2 9 2 €» 9 9 yox ὡς Wwe xD m. Ὁ 1 
-13 8801B126 . TUBE ASSEMBLY, Plunger SEE 5 ἣ 1 
-14 8801-19 . —. PIN, Plunger tube lock (CP)... . ... .. ..... 1 
-15 AN501A416-6 Be ue SCREW με... a: ail chan, a han ατα ea Teh CN NUT Mieres Were GS $ x t3 
-16 8801-23 - . PLATE, Orifice (CP). . . . . . . . ο see ons αι ar. b 
-17 8801B27 . . HEAD, Plunger (CP) ........ .... a rs 1 
-18 8801B270 . . RING, Plunger head (CP). . ........ O NAT 
-19 8801-26 > a- TUBE, Plunger. {ΟΡ}... ο 3 emue e os ow e p y e € 02 1 
-20 8801B2 . CYLINDER (CP)... +. + —— CD a ο ta rasa java? l 
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Group Assembly Parts List AN 01-60AAB-4 
MAIN ALIGHTING. GEAR (Cont) 





H-184-33-1 


FIGURE 340 - MAIN LANDING GEAR TUBE BUNGEE AND DOOR ASSEMBLY 
624 








Section [| 


ΑΝ 01-60AAB-4 Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 





FOURIE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 34 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
340 MAIN LANDING GEAR TUBE BUNGEE AND DOOR ASSEMBLY 
146-33340-10 . TUBE ASSEMBLY, Main landing gear wheel door stop. . . . . . . Ref 
(see figure 330 for next assembly) : 
-1 HF6 à i ROD. END μμ es ao a a Aa 
-2 AN316-6R Bee NUTS ο ο. αν ο a τα ον wre eae ὃν sal δε els ERES n. 9 es Meh οἳ zr eo y 1 
-3 146-33343 . . END ASSEMBLY, Main landing gear wheel door stop tube . . . 1 
-4 4B17-7-15 - . . BUSHING, Flanged press fit bronze (ΝΑ). . ....... 2 
-5 160-33346 + . PLUNGER, Main alighting gear wheel door stop . . . . . . . 1 
-6 160-33347 . . FITTING, Main alighting gear wheel door stop universal . . 1 
-7 AN26-19 ο O k- eU ie ie Je Be Gentes aah we ee θεὲ ο κὸν ος 1 
-8 AN960-616 ο s WASHER) κ owns ww ox ὦ δ.5 οι ὁ με τῳ ο ον ος D Deo mor ee Less oe 1 
-9 AN320-6 scs ΝΠ; 49e ws ο ce συ LE ο ου A o M8 ᾱ 1 
-10 ο UN 10 - . CYLINDER ASSEMBLY, Main landing gear wheel door stop tube. 1 
-11 AN3-10A $^ 4. AA O A "εν, NE NN 2 
-12 AN960C10L 2 as WASHER ciw wo. οφ s« 2 c d Να S - XR A ποτ. ας “α 2 
-13 AN365-1032 . . NUT. * x aiti o ο ο νο ο ο ay ver Aas O 
-14 NAS43DD6 -24 ὃν uU SPACER, Screw’ and "boit ο as Tap tu eli. Sel ον 1 
.146-33525 . BUNGEE ASSEMBLY, Main landing gear uplock actuating cs mos. Ref 
(see figure 330 for next assembly) 
-15 146-33529 . . END, Main landing gear uplock actuating bungee rod . . .. 1 
-16 AN316-4 R ο NUD οὐ aa a ο a ta a ᾱ Ὅν alee a ep Gis de 1 
-17 146-33526 . . END, Main antes gear uplock actuating bungee . . . . .. 1 
-18 ΜΙ5 ` $9 SPRING (MHSC). . . . . E οι XX TT τὸ l 
-19 146-33527 . . ROD, Main landing gear uplock "actuating bungee ο 1 
-20 146-33528 s. ^ BEARING, Main landing gear uplock actuating bungee rod .. 1 
-21 146-33525-3 . . HOUSING, Main landing gear uplock actuating bungee . . . . i 
146-33555 +. BUNGEE ASSEMBLY, Main landing gear uplock actuating . . . . . Ref 
(see figure 330 for next assembly) 
-22 146-33557 . . END ASSEMBLY, Main landing gear uplock actuating . . . . . 1 
bungee lower 
-23 4B19s6-8 - +. BUSHING, Press fit plain (Na) 5 WA ο ο αν μυ 
-24 M29 . . SPRING (MHSC). . . . ear Ya 
-25 146-33556 + . END ASSEMBLY, Main landing geàr "uplock actuating ο at ο οφ 
bungee upper 
-26 4B19S6-16 e . . BUSHING, Press fit plain (NA) . . . . . +... . .. .. 
146-33351-20 . DOOR ASSEMBLY, Main landing gear strut. . . . . . . . . . . . Re 
(see figure 330 for next assembly) 
-27 146-33352 HINGE ASSEMBLY, Main landing gear strut door . . . . . .. 
ATTACHING PARTS : 
-28 AN3-6A e oe BOLT a A AR A RR EA AA AA 
-29 AN960D10 s.c WASHER. e ο Vo atii 6.0 ah ως ns t yer MINE τς ολ ο ο ο M wp Cd 
———— 
-30 NAS2-101 . . . FITTING, Lubrication. . . PEE 
-31 4B17-7-25 : 2] BUSHING, Flanged press fit bronze (NA). . . . ; . . ; ; 
-32 146-33353 FITTING ASSEMBLY, Main landing gear strut door . . . . . . 
ATTACHING PARTS” ? " 
-33 AN3-6A Se ow. BOLTS usas dev ο i ο ο ο kl Gris es λος 
-34 AN960D10 wx x “WASHER 4 0x ο αν woo OO. τς αν ο ο Ὁ ο EA A 


— — 

-35 NAS75-4-008 
-36 ΑΝΟΘΟΡΙΟ 
-37 NAS42C6-8 
-38 160-33360-3 
-39 AN310-4 
-40 AN960C416L 
-41 AN960DÀ 16 
-42 ANY -50 
-43 146-33351-19 
Ad 160-33359 
-45 160-33360-5' 
-46 160-33357 

-4A 


. BUSHING, Plain press fit steel. ....... 
WASHER 4 2 eoa ὦ ὁ a 6. a a a e 6 
SPACER, Rivet. . . ... 
PIN, Main alighting gear Strut door. tab” link att 
NUT. ...o. ο ο o... ο 9 ο ο ο n ση. 
WASHER . . « ο « 6 © © © ο ο . ο . ο 
WASHER . . » ο «© © ee . ο 9 o. . 
BOLT . . « « « «ο ο . . * 
SPACER, Main landing gear strut. . ce eee 
SPRING, Main alighting gear strut door tab torsion . 
PIN, Main alighting gear strut door tab link attaching 
LINK ASSEMBLY, Main alighting gear strut door tab aft. 
BOLT . .  , ὁ ὁ » «e ὁ e « e e e 4 » e ο » * 6 9 * * ο 
WASHER . +. + +. . "E" x . . 
SUPPORT, Main alighting gear strut door "aft link ο ο 
. LINK ASSY, Main alighting gear strut door tab forward 
TAB ASSEMBLY, Main alighting gear strut door 
. SEAL, Main alighting gear strut door... 
. SEAL, Main alighting gear strut door LH . 
. SEAL, Main alighting gear strut door RH. 
SEAL, Main landing gear strut. . . . . . .. 


. oe 


achin 


. 
. 


ee ee ee (es. . 


AN3 

-48 AN960D10 

-49 160-33358 
-50 160-33356 
-51 160-33355 
-52 160-33355-13 
-53 160-33355-9 
-54 160-33355-10 
-55 146-33351-15 


m BHBÓEEHHBIDIDCÓEIDHBÓEBIDOIDBIHIDOPÍD CI NR Όσο Ὁ be PPN 


eo . 9 o9 9 . 9 9 9] ὁ 5 9 £] | ο ο ο 52 9 1 


oe ewe 
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FIGURE 341 - MAIN LANDING GEAR SHOCK STRUT ASSEMBLY 
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H-184-33-6 
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AN 01-60AAB-4 Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
341 8801B STRUT ASSEMBLY, Main landing gear shock (CP) Ref 

(NA drawing No. 160-933102) (supersedes 8801A and 
8801) (see figure 330 for next assembly) 
-1 ΑΝΤΡΟΘ -39 pte μμ a o ο ους 5 2 
-2 AN7503-3 + WASHER. . . . . +. + ; ; ν 2 ~ 
-3 8801 -63 . COLLAR, Axle (CP) Ρ 3 3 ἢ 2 
-4 NAS2-201A . FITTING, Lubrication . ; $ : 4 
-5 NAS2-101A . FITTING, Lubrication . ; . : 3 
-6 AN365-524 -. A φις os : De : : m 
-T AN960-516 . WASHER. . . . + κ... 5 : : 4 
-8 ΑΝΡ -30Α . BOLT. . ux teure fs FROM ; ; 4 
-9 88018409 . PIN, Torque arm end (CP). . : τ 2 
-10 8801BH6 . ARM ASSEMBLY, Torque (CP). » š 2 
-11 AN310-9 ο INUT A A dace Deas : 3 1 
-12 8801B41 i WASHER, Torque arm center (CP) . š , 1 
-13 8801B45 . BOLT, Torque arm center (CP) . “. δ A 1 
-14 8801B46-1 : ARM ASSEMBLY, Torque (CP). CARI YA s ; 2 
-15 8801 -53 : BUSHING, Torque arm center (CP) e ; 3 4 
-16 8801B51 A BUSHING, Torque arm end (CP). . do s 4 
-17 AN320-8 e ΠΤ... 6$ 3083 vos Her Να $ a : 1 
-18 AN960-816 . WASHER. . ο uto RR VR ANC S à 9 
-19 8801-65 . BOLT, Special uplock roller (CP). vs ; 1 
-20 8801-66 . ROLLER ASSEMBLY, Uplock (CP)... 5 ὃν E 2 
-21 B912 $ BEARING, Needle (TOR). . : om ; 2 
-22 AN365-624 SONUR O b wo SN E $8 : 2 
-23 AN960-616 . WASHER. . . 5 3 "E: 2 
-24 8801-90 . BOLT, Eye (cP). » y s 2 
-25 8801-71 . NUT, Drag brace (cP). ore 3 " ¿ 1 
-26 8801-69 . WASHER, Drag brace (cP) EE : . 1 
-eT 8801B70 . BOLT, Drag brace (CP) .. .... $ : 1 
-28 AN6287 -1 . VALVE ASSEMBLY. s P πῶσ Sich Sees β ` : 1 
-29 AN813-1A 2 CAP. . . ; " 2 l 
-30 AN809-1 ἢ CORE. e es $e 1 
-31 AN812-1 s BODY ...... κ) s 1 
-32 AN901-5C . . GASKET . . CT DC" Eu pa 1 
-33 143-6 . COUPLING ASSEMBLY, Hydraulic self-sealing gasket seal. . 1 
and elbow universal 90° connection (AQ 
-34 8801-104 . PISTON ASSEMBLY ee Vou ο eat ve οι, & g 1 
-35 8801-21 E POINT, Jack (CP ON ax ord a ‘ : PE : 1 
-36 AN364-1216 : NT. ... : ΝΗΡ . do de 5 1 
-37 8801-35 s RETAINER, Metering pin (cP). Ὁ Ον. aie : As : 1 
-38 8801 -13B ΡΙΝ, Metering (cP) . y s e > pare " 1 
-39 AN6227 -15 PACKING. . . Se fs 2 E , e . i 
-40 8801-24 PLUG, Piston (ορ). 3 i ο. ; 1 
-41 AN6227 -49 PACKING. μου. 3 ; js : 1 
-42 139-16 PIN (CP). : DP $us Ñ NE A 4 
-43 8801-3 HEAD, Piston. (CP). : Ε . 1 
-44 8801-5 VALVE, Recoil (CP) . i : 1 
-45 8801-10 FOLLOWER (CP) . ... . . . +... . s 1 
-46 8801-6 WASHER, Packing (CP) . . . . . B : 1 
-47 AN6227 -58 PACKING. . AM Rar g 3 1 
-48 AN6246 -58 RING . o, 0.0089 nta e : , x 1 
-49 8801-54 ADAPTER, Packing (CP)... . : : 1 
-50 AN6227 -61 PACKING. . . V xe “ος hy Us A N P 1 
-51 AN6246-61 RING «3 tre ος τῶν Wika . 1 
-52 8801-9 BEARING, Packing (CP). . 1 
-53 AN6232-1 . STRIP... 1 
-54 AN6231A47 . . WIPER (supersedes AN6231 "n. 1 
-55 8801-48 . NUT, Gland (CP). . e "pe 1 
-56 8801-4 PISTON (CP) . . 1 
-57 1250 COVER, Elbow oil cup threaded ` (or). : 1 
-58 8801B102 CYLINDER ASSEMBLY, (CP) (see fig. 339 for detail breakdown) 1 
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H-184-54-16$ 





FIGURE 342 - ELECTRICAL MAIN ALIGHTING GEAR WHEEL DOORS SWITCH INSTALLATION 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER ] 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
342 175-54366 SWITCH INSTALLATION, Electrical main alighting gear wheel. . . Ref 

doors (see figure 402 for next assembly) 
-1 2HA1LH . SWITCH ASSEMBLY, Micro enclosed (MCS). . . . . . . . . . &. 1 
(supersedes 175-54331-10) 
-2 AN365-428 NUDE A ar Mo ο. κ ee ae E 1 
-3 AN960D416L a -WASHER -s oo a a a ar a . 2 
-4 175-54367 . ARM, Electrical main alighting gear wheel doors . 1 
switch actuating 
-5 AN960D416 . WASHER . . . . . . . . $ 1 
-6 AN4-10A ar BOLD ο cat emacs GR de ear ο Λο. ὋΝ εἴ. αμα. 1 
-7 175-54370 . BRACKET ASSEMBLY, Electrical main alighting gear. 1 
wheel doors mounting 
-8 AN365-1032 : yk. e. Rt ie, evi al Tai -ᾱ won 4 
-9 -  AN960D10L . WASHER . πμ κ. m 
-10 AN960D10 . WASHER . . . .. . ων ο E í 4 
-11 AN3-23A s" BOLT. ο vu b μα”... 4 
-12 AN3-7A s BOLT, sool e Ὁ ee Mae Be erui. 4 
-13 AN960D10 ¢ WASHER Cs ec a τρ. ας τς 4 
-14 175-54372 . SPRING, Tension. . . . . . . . . . . . . . . . a 1 
-15 175-54368 + LINK, Electrical main alighting gear wheel doors. 2 
Switch operating 
-16 AN393-13 SEE A CN τες πον ES í 1 
-17 AN393-17 να. a a FRY Tos ce A 1 
-18 AN960D10L . WASHER . . eo RUIT b) ay AVE (e . A 2 
-19 AN393-33 PEN A a e A 1 
-20 AN960D10L . WASHER . HC a 1 
-21 AN393-25 EEN a ps 1 
-22 ΑΝΟΘΟΡΙΟ . WASHER’... . . .... 2 
-23 NAS43DD3-24 . SPACER, Screw and bolt. 1 
-24 AN960D10L . WASHER . . . . . . . .. . .. 1 
-25 AN394 -33 . PIN... 1 
-26 AN960D!116L WASHER Sioi O ce el e 3u Wa Bice ue qose RN Ta 1 
-27 175-54369 . LEVER ASSEMBLY, Electrical main alighting gear wheel. 1 
door switch operating 
-28 NAS428-3-11 + BOLT, Adjusting crowned hexagon head. . . 1 
-29 AN315-3 a NUT e a IN hv τα δες M Pr 1 
-30 AN393-33 + ΕΙΝ. soe 2 
-31 ΑΝΟΘΟΡΙΟ . WASHER , ea 2 
-32 AN960D10L . WASHER . n 2 
-33 AN486-3 . CLEVIS 1 
-34 AN316-4 s» NUS bn, cata Bret seo ie o ο ο gs iB Ie m ο ο ο”... 1 
-35 146-54353 - LINK, Main landing gear wheel door uplock electrical. 1 
-36 146-54351 . ARM, Main landing gear wheel door uplock electrical . 1 
Sequence switch 
-37 AN393-19 x OBENA S νο RR ο AN 1 
-38 AN960D10 x WASHER: it lía ον A a A δε cem i Ὁ 2 
-39 AN960D10L NS WASHER ο ll Ἔρος ee neh a Αρπ AL ird δ. ο τα "CR ο Be δὲ ea he 1 
See i a ee 
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FIGURE 343 - ELECTRICAL MAIN ALIGHTING GEAR ‘UPLOCK SWITCH INSTALLATION 








FIGURE & P. UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
343 175-5431 SWITCH INSTALLATION, Electric main alighting gear uplock . . . Ref 

(see figure 402 for next assembly : 
-1 AN365-1032 ο μι de ο. ο Wee ο νοκ o ce cae ᾱ oe 4 
-2 AN960D10L . WASHER . . . . . ei lias ee a aA e El ο ο dei Cap DE RT RU ve. e τῶν ode 4 
-3 AN960D10 . WASHER . . . . . e Le a E ^ an 4 
-4 AN3 -4A s BOLT A E cw Cp LE ae Ri ens i a e 2 
-5 AN3-5A + BOLT νο ο ο ο ος ο ο ο. dé 2 
-6 146-54428 . BRACKET ASSEMBLY, Main landing gear electric switch . η 1 
-7 AN365 -1032 S S NUTS ei der e ο ος ο ο Sep, x τν γα) Caen ο οὖ, ON. ay, eme Le 3 
-8 AN960D10 s WASHER 4 ue x64 * ἐς a a eS ^e Sw a ee In RI set Se 3 
-9 AN3-6A v BOLT: waa a teh be ος Cu AR tale ο Van Lo ο ο ο.” 3 
-10 175-54321 .. CLIP ASSEMBLY, Electric main alighting gear uplock. . . . 1 


switch spring attaching 


-11 AN365-1032 x'.* NUL &. εν: Sin gx. y ah ee 1 
-12 AN960D10 e a WASHER. < e wo pa wx ὁ 2 
-13 AN3-7A e sel OIL ter RA Πως he νε 1 
-14 NAS43DD3-24 + . SPACER, Screw and bolt . . . « « sse ca tw we ee ww s 1 
-15 1175-54320 . BRACKET, Elec main alighting gear uplock switch mounting RH. 1 
-16 175-54319 . BRACKET, Elec main alighting gear uplock switch mounting LH. 1 
-17 AN365-1032 NU. cta: e mL neh SO ele, Go tae ο ώμο 4 
-18 AN960D10 SA" WASHER S orar ο κ ei ο εδ. M Ἐν ος dae gh) τῷ LUN uel gale 4 
-19 AN960D10L S WASHER 4 4 Vo ve erum ae ve tere, το itus Pap da Je wi αἱ. ups dés us 4 
-20 AN3-24A « a BOLT s A mo ia L ds a e la ο. BB eile 4 
-21 2HA1RH . SWITCH ASSY, Micro enclosed (MCS) (supersedes 175-54331). 1 
-22 AN365-428 as TINUED RA RA A Ὁ 1 
-23 AN960D416 e WASHER 205 ava A a A AA AAA 1 
-24 AN4-7A O A O ANNO 1 
-25 175-54325 . ARM, Electric main alighting gear uplock switch actuating. . 1 
-26 AN960D10L at WASHER So τῳ -ᾱ ώς τὸν ο δν MC IS ο KE os ce aloe ze birds dep IR VEL GAL, Ὡς λος 3 
-2T AN393-15 X WING ο ο wages deco 1-3 lec ο 2 ο ο ο a al e, ove, De 3 
-28 175-54306-11 . CLEVIS, Elec alighting gear sequence switch adjustable link. 1 
-29 175-54305-5 . BARREL, Elec alighting gear sequence switch adjustable link. 1 
-30 175-54306-5 . CLEVIS, Elec alighting gear sequence switch adjustable link. 1 
-31 175-54324 . LEVER ASSY, Elec main alighting gear uplock switch actuating 1 
-32 175-54322 « SPRINGS -Tension Qo» a A AA 1 
-33 AN365-1032 ο NUTS Ig ο A e lay he a a a de ds See at ar d 1 
-34 ΑΝΟΘΟΡΙΟ e “WASHER: 41.2 Wt ως πε Ἂν X nos a Gr δν aa 1 
-35 2W1AL13-16-22 . WASHER, Plain (NA)... A 2E O 2 
-36 4B2153-014 . BUSHING, Spacer (NA) -............... l 
-37 NAS43DD3-26 +. SPACER, Screw and bolt. . . .............«.... 1 
-38 AN3-15A μμ ο Ὁ A ee γε E e 1 
-39 AN365-1032 s 'Ἠπτ-.τ-. Ὁ.» o tar Rav ADLER Vei A AS des d 1 
-40 AN960DÀ16 «s WASHER. Eos ov oti e ono Uy s PROS 1 
-41 AN960D416L «x WASHER A A A αυ D YE es dE 2 
-42 175-54310-5 - SPACER, Elec aux alighting gear downlock. 1 
-43 4B2154-013 . BUSHING, Spacer (NA) Wo x er A UP M Ὁ 1 
-44 AN4-15A sy BOLT < uan ο ο ο ο ind 1 
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-60AAB-4 
AN O1-60AAB Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 





FOURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
344 175-54365 SWITCH INSTALLATION, Electrical main alighting gear downlock Ref 
(see figure 402 for next assembly) 
-1 175-54364 . SWITCH ASSEMBLY, Electrical main alighting gear downlock. . 1 
(superseded by 175-543103. Interchangeable with 
175-543103 until stock is exhausted) 
ATTACHING PARTS 
-2 AN365 -1032 μα ο o a εὖ, Ὅτ 2 
-3 AN960D10L 4 WASHER. V Locas δν ai oc ue ὧν ώς ete i 3 
-4 AN3 -6A BOLT. ος ter τὰς vv. er ο ας ee hy S αἱ Ki US l 
---ᾱἘ--- si 
-5 175-54364 -7 . . SWITCH SUB ASSEMBLY, Electrical main alighting . . . 1 
gear downlock 
-6 2HA1LH SWITCH ASSEMBLY, Micro enclosed (MCS) 1 
(supersedes 175- 54331) 
-7 AN364-1032 TN AE τῷ MAC mom audies cepe ο πο. 4 
-8 AN960D10L WASHER. Sisk udp wis, Ca Del A UU MEA A φλας δν ὦ 4 
-9 AN960D10 WASHER ο ὃς 6 ᾱ Je ο dv Y. ve OmU. RA UI e We de Heo NI OPE 4 
-10 AN509-10-37 SCREW (x ee πα το 3 ὃν, Uo A x VE AR es E αν ἃ 4 
-11 175-54362 ARM, Electrical main alighting gear downlock switch. . . i 
bungee actuating 
-12 AN365 -428 NUT κω cue due ves x Op €, ον, δι ος WA SE ας ϱ CK, ORC ορ A AO AE τας ὦ 1 
-13 AN960D416L WASHER. 407 0x 4. o xs R4 A OX 2 
-14 AN4-7A BOLT. .... * PET "M 1 
-15 AN364 -1032 NUT. Se eine ννν 9» wks Be ugs e ve" oe 1 
-16 AN960D516L WASHER. . anie. so -ϕ 3 
-17 14B21B3-020 BUSHING, Spacer (NA). "s 1 
-18 175-54363 ROLLER, Electrical main 'alighting gear downlock. | . 1 
switch bungee 
-19 AN23-17A BOET t. reser ο ale em τὰς tay ARUM en νι te VS LIA qur, gs 1 
-20 175-54360 BUNGEE ASSEMBLY, Electrical main alighting gear. 1 
downlock switch 
-21 175-54357 CYLINDER, Electrical main alighting gear downlock 1 
Switch bungee 
-22 175-54359 BUNGEE END, Electrical main alighting gear. 1 
downlock switch ο; 
-23 175-54361 . . SPRING, Compression... "P ὁ Y 
-24 175-54358 i PISTON, Electrical main alighting gear “downlock PU 1 
Switch bungee cylinder 
-25 AN365-1032 «cU ΝΟ... molum Ge Gy oe oUm os IS i ee Tua ts 1 
-26 AN960D516L s o WASHER. . 5.07 09 s iei de P s Ὃν τᾷ 2 
-2 NAS43DD5 -46 . . SPACER, Screw and bolt : A ; αυ. A 5 1 
-2 4B21B3-101 . . BUSHING, Spacer (NA). . . ...........«.... 1 
-29 AN3-14A vows BOLT ds ο ὃν Ve i ta we cunc ος ee a, NAS de 1 
-30 AN3-6A pa toe DOLD oF ο, ey vty νο tar eee tate a GP ts OS αι. ον Bee te ee, da pS YES τὸ 1 
-31 AN960D10L . . WASHER. . . E TRO ae ant a Ey ὦν ca ts) 1 
175-543103 SWITCH ASSEMBLY, Electrical main “οποία gear. "Ln i 
downlock (supersedes 175-54363. Interchangeable 
with 175-54364 until stock is exhausted) 
ATTACHING PARTS 
-32 AN365-1032 NUT. . PEN "E 2 
-33 AN960D10L WASHER MeL Ὁ Vega v ο NES Id. ο ο. ο... 3 
-34 AN3-6A eS AS O RRE RN CE -ᾱ - l 
acetone m 
-35 175-543103-5 SWITCH SUB ASSEMBLY, Electrical main alighting gear. . . 1 
downlock 
ATTACHING PARTS 
-36 AN3-6A e τα BO ο a vue wr AA Tel s 1 
-37 2W18-10L . . WASHER, Flat (ΝΑ) .. » E oe e aceite 1 
-nnt —— 
-38 2HA1LH SWITCH ASSEMBLY, Micro enclosed (MCS) ........ 1 
(supersedes 175- 54331) 
-39 AN364-1032 NUT i dax RAS, Goa tee ta ASA 4 
-40 2W18-10L WASHER, Flat ρα] «πεν... BSS pe ο ο ο Ἂν ἃ. fon γα δ 4 
-41 2W18-10 WASHER, Flat NA Ré. wear. pes ve C - me. Ve, Ὅν ολο s 4 
-42 AN509-10-37 a DOREM S 60-0 ieee: A IRIURE, UR OA NCC ανα ιός UE SUNG oes EDT, UR 4 
-43 175-543102 . ARM, Main gear downlock switch actuating . . . . . +. + 1 
-44 AN365-428 s NDT ee, te ο ο πα ο πριμ ου 1 
-45 2418-4161 WASHER, Flat (NA) .. oo so swa wa ee a ccu o ai 2 
-46 ANI -7A μμ ο NIRO ae, Spe a dp Ne ο. 1 
-47 AN320-3 S NU ο Nate iis o ας tes Mat ο ον ο. 1 
-48 2418-10 - WASHER, Flat (NA) . . ...........-.-. A 1 
-49 2W1AL13-14-32 . WASHER, Plain (ΝᾺ)... ............:..:.α.. 1 
-50 482183-004 BUSHING, Spacer (NA). . .-.........».:... 2 
-51 AN23-15 BOLT. . . . i ra 1 
-52 175-543101 - ACTUATOR, Main gear 'áownlock Switch ‘actuating. -—— 1 
-53 AN365-524 . NT. os ha LR ὡς re hn Pat Se ης E 1 
-54 218-516 : WASHER; “Flat " (NA) "cL 2 
-55 ANYA-5A . EYEBOLT . . . . D I up 1 
-56 175-54361 - SPRING, Compression. x ca Ec ρε EE 1 
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H-184-54-166 
FIGURE 345 - MAIN ALIGHTING GEAR WHEEL DOOR OPEN SWITCH INSTALLATION 
+. FIGURE & PART UNITS USEABLE ON 
* INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
345 175-54351-1 SWITCH INSTALLATION, Main alighting gear wheel door open... Ref 
left side of left and right nacelle — 
(see figure 402 for next assembly) 
175-54351-2 SWITCH INSTALLATION, Main alighting gear wheel door open... Ref 


right side of left and right nacelle 
(see figure 402 for next assembly) 


-lc AN365-1032 ME CAE": P4 αν ο -- 2 
-2 AN960D10 . WASHER . δισ 06 64] Ro WO DV Wo οφ oe “eR LR κι wy 2 
-3 NAS43DD3-32 . SPACER, Screw and bolt. oaoa a e Ln 4 
-4 AN3-16A £ S BOLT a a x aa υ- μμ... 2 
-5 175-54354-2 . ARM, Main alighting gear wheel door open switch attaching RH 1 
175-54354-1 + ARM, Main alighting gear wheel door open switch attaching LH 1 
-6 AN393-9 EA RN οσο UR QD oe 1 
-7 AN96OD1OL +. WASHER 5; 102 cw e eo e tema rd a Ln os 1 
-8 175-54306-3 + CLEVIS, Electrical alighting gear sequence switch . . . . . 1 
adjustable link 
-9 175-54305-9 . BARREL, Electrical alighting gear sequence switch . . . . 1 
adjustable link 
-10 175-54306-9 . CLEVIS, Electrical alighting gear sequence switch . . . . . 1 
adjustable link 
-11 AN393-9 às RIN g ο ο ο woo. γαι TED ay em y ὅν (€ χὰ, ui! Ci, Ig 1 
-12 AN960D10L a DWASHER! 4v ΝΥ.» 4x o dl wi T Vo le uid. our 1 
-13 175-54355 . ARM, Main alighting gear wheel door open switch actuating . 1 
-14 AN365-428 νο ο Cc κο ο ey μμ PCM M 1 
-15 ANQ60D416L yo WASHER cus ioci ο em he gw οσο τῷ κια ere es denim 1 
-16 AN960D416 . WASHER . . . . . ο ο Sr άν σα > . 1 
-17 ANÁ-7A 2. BOLT vou ὧν ag fave A og LL ls PEE 7 1 
-18 AN365 -1032 . NT... PEG MMC RET νιν 4 
-19 ΑΝΟΘΟΡΙ ΟΙ, . WASHER AME Spd sey was. ay ae κ νο RA: » ius 4 
-20 AN960D10 n, WASHER IIIS M 4 
-21 AN3-15A s BOLT lu ο ὃν ο ow ur Tat eR ORO Ὁ Vo Rea) Fe cet DE Ke ROA 4 
-22 1HA1LH - SWITCH ASSY, Micro enclosed (MCS)(supersedes 175-54332-10). 1 
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H-184-54-165A 


FIGURE 346 - ELECTRICAL MAIN ALIGHTING GEAR GROUND SAFETY SWITCH INSTALLATION 








FIGURE A PART $ j UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
3 175-54373 SWITCH INSTALLATION, Electrical main alighting gear ground . . Ref 

safety (see figure 402 for next Banenbiy) 

-1 1HA1LH . SWITCH ASSEMBLY, Micro closed (MCS)(supersedes 175-54332) 1 
-2 175-54374 . BRACKET, Electrical main alighting gear ground. . . . . . 1 
safety switch mounting 
-3 AN365-1032 NU uH p eset ute ο O a a iere. Man Ge 4 
-4 AN960D10L . WASHER . . . . . . . A 4 
-5 AN960D10 a WASHER: <2) ome A hurt Vt da a ο ο ae Ped κάνη : 4 
-6 AN3-15A ^ BOUTS wA 167 hoa. qup -ᾱ. Zelt De pe pel χε’ τν maD AA : 4 
-T AN365-1032 me, NUD oes πο ο ο ο THO ο NO Te NEM o A à 2 
-8 AN960D10L κ. WASHER. 03 14. -- 4) is ela NE " 2 
-9 AN960D10 s WASHER 4-5 weg EDS Us Ip τών ο ig 3 2 
-10 ΑΝ3-6Α ε: ο ο ο Ted, b ο ο ο ο το ο Y ce aia 2 
-11 175-54375 . ARM, Electrical main alighting gear ground safety . . . 1 

' switch assembly 
-12 AN365 -428 κ. A ar eat «ώς ας τν τὰς Ὃν ος A 1 
-13 ANQ60D416L T.DWASHER-G- ε.α... e en Pe es mee ; 1 
-14 ΑΝΟΘΟΡΗ16 + WASHER 2 uc. o. ee Ge cx * . 1 
-15 AN4-7A ie PROD” v cu Es ope . . . 2 νὴ ui eels 1 
-16 AN393-11 da PING- ο, iu ἐν τα. $ 43 ο) ο. do A τς ah iie 1 
-17 AN960D10L x: WASHER v τς ow lake RÍE, RA αν ο ας δὲ Gy ar at OR 1 
-18 175-54306-17 . CLEVIS, Electrical alighting gear sequence switch . . 1 
adjustable link 
175-54306 -9 . CLEVIS, Electrical alighting gear sequence switch . 1 
adjustable link 
-19 175-54305-7 . BARREL, Electrical alighting gear sequence switch . 1 
adjustable link 
-20 175 -54396 . CLEVIS, Electrical alighting gear sequence switch . 1 
adjustable link 
-21 AN397 -7 e PIN $0. o6 νι c9 0 a te e 1 
-22 ANQ60D10L £. WASHER . io 4 Se aS ee Bo Oe al WE NIC ox . 1 
-23 160-54342-10 . BRACKET, Electrical main alighting gear down safety 1 


link attaching 
LÁALÁ————— ——— ——— — —— — e 
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FIGURE 347 - AUXILIARY ALIGHTING GEAR INSTALLATION 
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ΑΝ 01-60AAB-h Group Assembly Parts List 


AUXILIARY ALIGHTING GEAR (Cont) 


HR A A A AA A AAA A AA ο ο eee e — ——— 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
347 175-34001 _ AUXILIARY ALIGHTING GEAR INSTALLATION. Sy ey eo Shs ο eee ta, VR Ves Ref 
(see figure 69 for next assembly) 
No Number . AUXILIARY ALIGHTING GEAR DOOR MECHANISM . .....-+.. Ref 
(see figure 348 for next assembly) 
-1 AN320-10 . NUT (magnetic inspected). . . . . - + zig dtes. de 1 
-2 AN30-32 . BOLT (magnetic inspected) . D» come ο ο ie los is 1 
-3 . AN960D1016 . WASHER. . . aus RIS h 2 
-4 # 184-58078 . CYLINDER ASSEMBLY, “Hydraulic. nose landing zear actuating. 1 
(see figure 355 for detall breakdown 
-5 156-34527 LINK ASSEMBLY, Auxiliary landing gear uplock actuating. . 1 
ATTACHING PARTS 
-6 AN365-428 NUT (magnetic inspected). . is 2 . E τῳ ET 1 
-7 AN4-11A . BOLT (magnetic inspected) , . αι ere ὃ . 1 
-8 2W1-16-25-65 | WASHER, Plain (NA). ....-- +26 MESE ee 1 
-9 AN960D416 D WASHER. . . ο... games cue Sele eed E e LUE AN 1 
-10 AN365-428 . NUT (magnetic inspected). : : : A Wn PES 1 
-11 AN4-10A . BOLT (magnetic inspected) . ον ea ος Saa ᾽ 1 
-12 ANQ60D416 LOUWASHER. e 6746-9 dos cel ae c : 3 ο αν A í τ 1 
PONE IONS 
-13 F44-14 $ END, Rod (MTY) . QY εὖ, ο. a τὰν E . 2 
-14 AN316-4R . . NUT... Sete? deum ep ee ye kde are ee LR 2 
-15 156-34527-15 . . LINK SUB ASSEMBLY , Aux landing gear uplock actuating 5 1 
-16 146-34537 . SPRING, Auxiliary landing gear uplock hook return . : 1 
-17 AN365-1032 . NUT (magnetic inspected). . . soe ee ee eee δεις 1 
-18 AN960D10 . WASHER. . . vo ult ο ο m μυ. 1 
-19 ANH2-3A . BOLT (magnetic “anspectea) RR AR C 1 
-20 AN310-6 . NUT (magnetic inspected). . . . . - 4 4 eee o o on t n n 1 
-21 AN960D616 | . WASHER. . . ο musta ete ο ο, os e les whos ce uS 1 
-22 AN6-21 . BOLT (magnetic " inspected) . ο cade ai tác deje «Ὄρος 1 
-23 146-34531 HOOK ASSEMBLY, Auxiliary landing gear uplock. SUD ιν ας as 1 
-24 ATO BEARING (TOR). A IAEA MOTE Soha ote 2 
-25 146-34533-10 TUBE ASSEMBLY, Auxiliary “landing gear uplock hook support 1 
ATTACHING PARTS 
-26 AN365-1032 . NUT (magnetic inspected). EM ra $ WI 8 
-27 AN3-10A . BOLT le inspected] . of Ἂν, tel ask, Carte $e RT ede Moves 4 
-28 AN3-6A . BOLT (magnetic inspected — ORCI TEE — 4 
-29 AN960D10 . WASHER, . . . « +... +... .. +. + n . . a "REA 14 
-30 AN960D10L . WASHER. . . Vr iun 2 
-31 146-34535 . CAP, Auxiliary landing. gear uplock hook supporting. uM 1 
pressure seal 
-32 146-34526 . FITTING, Auxiliary landing gear uplock hook support . . . 1 
e μα 
-33 AN365-428 vu NUT. xeu owed se a AE Tree ecd cio Ὁ ο ο ᾱ. δν οφ οκ oA e 2 
-34 ANY -27A Loc. A BOLT ole a a A A οὐ ος oe es 2 
-35 AN960D416 . . WASHER... is 4 
-36 146-34534 . . . SOCKET, Auxiliary “landing gear uploek “hook support tube T 
-37 AN365-428 á NUT. . 2 ee ὁ x RS e 
-38 AN4-30A A á 2 
-39 AN960D416 . . WASHER . i 4 
-40 146-34532-10 E BRACKET ASSEMBLY, "auxiliary landing gear uplock. » 1 
hook support 
-41 NAS75-6-008 . . . BUSHING, Plain press fit steel. . AS 2 
-42 146-34533-5 i TUBE, Auxiliary landing gear ντος hook « support 5, % s 1 
-43 AN365 -1032 ` NUT (mag netic inspected). . . . s : 1 
-44 AN960D10 . WASHER (magnetic inspected z ὦ 1 
-45 NAS221-25 . SCREW, Brazier head Phillips alloy “steel 10- 42. 1 
-46 NAS75-3-100 A BUSHING, Plain press fit steel. . . πλ. A 1 
-47 2W1C97 -70-25 . WASHER, Plain M: ab eer cr yarn σῇ 2 
-48 2W1C97-70-18 . WASHER, Plain (NA "e 7 "x 4 
-49 146-56702 . SECTOR ASSEMBLY, Holdback catapult "system "E l 1 
-50 146-34201-20 . DAMPER ASSEMBLY, Auxiliary landing gear shimmy(supersedes 1 
146-34201 and 146-34201-10 for future procurement) 
‘ (see figure 356 for detail ο ας 
-51 146-56631 NUT, Holdback trunnion pin shear. : à 1 
-52 2W1-81-60-91 WASHER, Plain (NA leat set, VA IRE fer E . - 1 
-53 2W1-90-56-10 WASHER, Plain (NA). . . . 8 
-54 146-34225 SPACER, Auxiliary landing gear "shimmy damper “swivel . 1 
-55 9530392 NOSE WHEEL, (GY) 32 x 8.8 type VII (NAA spec. 146- 33201). 1 
[ -56 No Number . TIRE, 32 x 8.8 EHP type VII B (NAA spec. 146- 22 nii 1 
No Number . TUBE, 32 x 8.8 EHP type VII B (NAA spec. 146-33201 1 
-57 8802B Z STRUT ASSEMBLY, Auxiliary landing gear shock (cP) .. 1 
(NA 156- 34102- 20)(see fig. 354 for detail breakdown) | 
NOTE: # Denotes the incorporation of Service Change No. 373 


Revised 15 May 1955 
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FIGURE 348 - AUXILIARY ALIGHTING GEAR DOOR MECHANISM 
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AN O1-60AAB-À . 
Group Assembly Parts List 


AUXILIARY ALIGHTING GEAR (Cont) 





FIGURE PART UNITS USEABLE ON 





& 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
3 AUXILIARY ALIGHTING GEAR DOOR MECHANISM 
. (see figure 347 for next assembly) 
-1 AN365-4R8 . NUT (magnetic inspected). ................ 2 
-2 ΑΝΟΘΟΡΗ16 A WASHERS Go oa ΗΕ Ας ο πα κ ten ed ο μα PUN. dM I 4 
-3 AN4-27A . BOLT (magnetic inspected) . .............:... 2 
-4 4B21M-S4-205 . BUSHING, Spacer (ΝᾺ)... ...........«..... 2 
-5 AN365 -428 . NUT (magnetic inspected). Erw. won. e Ba ο ο Ox pim AY 2 
-6 AN960D!16L . WASHER... FEDES 2 
-T 175-34340 . SCREW, Aùxiliary "alighting gear operating arm attaching , 2 
-8 AN365-428 . NUT (magnetic inspected). . φορ we. at el τἂν chee 2 
-9 AN960D416 . WASHER . . . ο Πρ seu DET Ver ου 4 
-10 ANA -12A . BOLT (magnetic ' inspected) s μα: 2 
-11 175-34338 . ARM ASSEMBLY, Auxiliary alighting gear “door operating $ 1 
upper LH 
-12 AN944-101 x» ^ EICLING: o ter -ῳ 2) o ών ος ue Vie «ον A Ze aree Loan uk τρ rel «ὸ τέννις i 3 
-13 AN509-10R7 X142 SCREW μα cusp Seen tas Siar ee ap Thar ας ο πο ο ο. 1 
-14 4B20B6-016 . . BUSHING, Press fit flanged (ma) ο νο mue c e 2 
-15 LSs4 . . BEARING (HEC). . 2 
-16 175-34339 . ARM ASSEMBLY, Auxiliary alighting gear “door operating 1 
t upper RH 
-1 AN944-101 5 . FITTING . . Be Win tee ten ο uie cab. «ὅλα 3 
-1 4B20B6-016 i . BUSHING, Press fit flanged Pte eet na ο ο AT ον ὢ ο, SPINE 2 
-19 LSSA . . BEARING (HEC). 3 5 a a O ap eR Na m 2 
-20 AN365-524 . NUT (magnetic inspected). Us! vp a is Ai IA Rene 2 
-21 AN960D516 . WASHER... mE ο. τν 4 
-22 ΑΝΡ-12Α . BOLT (magnetic “anspected) HO ο αι ο 2 
-23 175-34304 . ARM ASSY, Auxiliary Bstentine gear “door e operating lower 2 
-24 AN316-6R So NOT... RCM UE š Me. pe LT eee 1 
-25 HMX5G 5 . ROD END Πες), ET 5... ee Ye Wecw ow 1 
-26 175-34331 . BUNGEE ASSEMBLY, Auxiliary 'alighting gear door. . NC NN ; 1 
-27 175-34332 . . FITTING, Auxiliary alighting gear drive bungee inner . 1 
-28 175-34333 . . FITTING, Auxiliary alighting gear drive bungee outer . 1 
-29 175-34334 . . SPRING, Compression. . DAS Sea 1 
-30 175-34301 . DOOR ASSEMBLY, Auxiliary alighting gear wheel LH. odo uu s 1 
(see figure 351 for detail breakdown) 
ATTACHING PARTS j 
-31 AN365-428 . NUT (magnetic inspected). . . . . . . . . . s 3 s; 2 
-32 AN960D416 . WASHER... s X. E vs . A ᾷ 2 
-33 AN4-20A . BOLT (magnetic inspected) eis eo da a eras la 3 "S 1 
-34 NAS72-4-104 . BUSHING, Clamp up steel chrome “plated αμ llli a Be Ὁ ᾱ 1 
-35 AN4-17A . BOLT (magnetic inspected) . . Sedis cups ea Dus less κος ὃς δρ a 1 
-36 NAS72-4-102 . BUSHING, Clamp up steel chrome lated cbse: E ONE aede ca 1 
-3T AN365-428 . NUT (magnetic inspected). . . κώνο, ted fas e 1 
-38 ANA -17A . BOLT (magnetic inspected) a ea RL SA FSS ig ο ee Se TR. e 1 
-39 2W1AL16 -22-64 . "WASHER, “Plain: (NA) x s eta la ta eR τῳ ums A 2 
-40 2W13-4 . WASHER, Serrated (NA). . . . . . . eee . . ee . . s 2 
-41 4B21M-S4-029 . BUSHING, Spacer (NA)... 2... . . . . eee e 1 
---ᾱ--- 
-42 175-34302 . DOOR ASSEMBLY, Auxiliary alighting gear wheel RH. 1 
(see figure 351 for detail breakdown) 
ATTACHING PARTS 
-43 AN365-428 NUT (magnetic inspected). . . . . . . ... . . . . 1 
-44 AN960D416 . WASHER... $ ced Dey los qt do dese SE cae DOS ᾱ-, πὲ 2 
-45 AN4-17A . BOLT (magnetic “inspected) ο a A ee 1 
-46 4B21M-S4-104 . BUSHING, Spacer (NA) .......2.. 2.2 2. ee ee ewe 1 
-47 AN365-428 . NUT (magnetic inspected). . . ............ « .. 1 
-48 AN960D416 . WASHER. . LM MN o NO παν) 2 
-49 AN4-15A . BOLT "(magnetic "Anspected) πο ot ue ign dei ipu ER Zens 1 
-50 4B21M-S4-029 . BUSHING, Spacer (NA) .. ......... 5 1 
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H- 184. 34-2 
FIGURE 349 - AUXILIARY LANDING GEAR DOWNLOCK INSTALLATION 
FIGURE & PART ᾿ = UNIT. TET 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER Assy. DE 
349 156 -34032 LOCK INSTALLATION, Auxiliary landing gear down . . . . . . . - Ref 
(see figure 75 for next assembly 
-1 AN365-820 NUT (magnetic inspected). . . . ..........«..... 6 


EH ........,,..........,,,,,,, A 





AN 01-60AAB-4 


AUXILIARY ALIGHTING GEAR (Cont) 


Section Íl 
Group Assembly Parts List 


a M ———————À 
2 


FIGURE & 


INDEX 


-62 


-64 





AN960D616 
2W10-6 
NAS146-25 
146-34501-10 
146-34509-10 
AN310-3 
AN960-10 
4B19S3-019 
AN3-10 
AN310-3 


:AN960-10 


4B19S3-029 
AN3-12 
AN365-624 
AN960-616 
AN6-14A 
AN310-3 
2W1-13-24-065 
2W1-21-24-065. 
4B2183-105 
4s4-10-6 
AN3-15 
AN310-4 
AN960-416 
AN4-11 
146-34504 


AN365-1032 
AN960D10 
146-34513 
146-34503 
AN365-1032 
AN960D10 
AN3-10A 
156-54039 


AN365-524 
AN960D516 
AN45-11 

146-34520 


AN320-2 
AN960-10 
4B2183-025 
AN23-17 
146-58056 


160-34502-50 


146-34511 
146-34507 

AT6 

NAS2-101 
AN365-524 
AN960D516 
AN35-7 

AN310-3 
AN960-10 
4B19S3-017 
AN3-10 
AN365-624 
2W1ALÀO-32-016 
2W1AL25 -24 -064 
146-34514 


AN365-1032 
AN960-10 
AN3-15A 
146-34510 
NAS2-101 
HASB10COH 
2W1C41-32-016 
NAS2-201 
146-34525 
146-34508 
AN960-516 
4S4D10-6 
AN365-1032 
AN960D10 
AN960D10L 
AN3-27A 


mE 






5 6 7 





NOMENCLATURE 





WASHER. . 


BOLT (magnetic inspected) . 5 


NUT (ΕΝ)... . Co... 
WASHER (lower). 


WASHER, Countersunk (upper) (NA). 









. . 
. . 
oe . . . 


BOLT, internal wrenching steel 3/8- 24 . ; 


LOCK ASSEMBLY, Auxiliary landing gear 
BELLCRANK ASSEMBLY, Auxiliary LG down lock actuatin 


ee ot ο ο n9 


NUT. uv e iue ον τς 
WASHER . . . +. +. 

BUSHING, Press-fit 
BOLT 4:3. : 1. 
NUT. 1.4 5 x 
WASHER . +. « +. +. + 
BUSHING, Press-f1t 
BOLT 4. 1... 5. ο 
NUT. . . 

WASHER . 


BOLT . 2. re 
NUT. oie 
WASHER, Plain nui 
WASHER, Plain (NA) 
BUSHING, Press-fit 
SPACER, Rivet (NA) 
BOLT. 4 ^e tes 
NUT. 6: -ᾱἱ ο; es Ὁ 
WASHER ...... 


BOLT . . 


PLUNGER ASSEMBLY, “auxiliary” landing gear down lock 


plain (supersedes NASTÓ- 3- 019) (NA 


plain 


oe ee 


plain 


down. complete 


e e ο ο esos’ 


oe ὁ ο ο Φ I. ὁ -* ὦ 


(supersedes NAS76-3-029 
(supersedes NASTS- 3-105 


(see figure 350 for detail breakdown) 


NUT. 2. .. «9 ο 
WASHER . . 





g 


STUD, Auxiliary lànding gear down lock plunger guide 
PIN, Auxiliary landing gear down lock stop . . . 


BOLT . . .. 


BRACKET, Electric "auxiliary. landing. gear down lock 


. ον ο o ` 


e . © ο s» o s o 
e . o o] oo o o o o 
. 


switch (supersedes 146-54039) 


NUT. . 2. 2. 2 ee © 
WASHER . +. . . +. . 
BOLT... . 


BUNGEE ASSEMBLY, Auxiliary landing: gear “gown lock 


e c. è s 


e | we ee 


eo ο © © © © soo o 


ec © © © © © |: a o 


(see figure 350 for detail breakdown) 


NUT. osese 
WASHER . . . 


BUSHING, Press- -fit plain (supersedes NAST5- 3- -025) (NA 


BOT... 


e c ο we f$ 


e . © © © © © © o s 


CYLINDER ASSEMBLY, Hydraulic nose “LG Gown lock y 
release (see figure 352 for detail breakdown) 
FITTING ASSEMBLY, Auxiliary landing gear down lock . 


(supersedes 146-34502 ) 


. BEARING, Aux LG retractable cyl bellcrank shaft. 


BUSHING, Auxiliary LG down 


BEARING (TOR). 
. FITTING, 
NUT. . .. 
WASHER . . . 
BOT... . 
NUT. . . +. . 
WASHER. . à 
BUSHING, Press-fit 
BOLT... Pars 
NUT (magnetic (is 


oe 


n 


WASHER, Plain (NA 
WASHER, Plain (NA 


PIN, Auxiliary landing gear “retracting 


Lubrication . 


ected) 


4 9 .... 


plain (s 


Sup 


lock plunger. 


ersede s NAS76-3-017 
cylinder. 


attaching bellcrank stop 


NUT. . e e e s so 
WASHER . . . +. +. + 
BOT... 


BELLCRANK ASSEMBLY, NS LG retracting cyl attaching 


.. e on 


. FITTING, Lubrication . 


. BEARING (AP) 
WASHER, Plain (NA). 


FITTING, Lubrication Lv a 
BELLCRANK ASSEMBLY, Auxiliary LG uplock actuating. 


LINK, πο LG 
WASHER . 

SPACER, Rivet ' (NA) 
NUT. . . 
WASHER . 
WASHER . 
BOLT .. 


down lock 


PP 


eo t t n n 

s.s. 

ee ee 
. 


e... © © © © ο. 
. 2 e s ee ο. 


plunger . σον 


t...‘ 
oe ο ο ο 9 n9 
. 
ee . ew we 
ee 9 ο 
e... s'e » 


sess Me 9 9 9 ο n 


9 9 9 9 9 n 


ο ο ο ο ο σος 


e...‘ e... 0 o] 09 ο ο 


ο 


"o? ο ο n . 


wo 9 9 o9 o9 9 o3 9 9 o9 06 o9 9 9 9? 9 9 9 c3 9$ 9 5$ 9 is 9 $ ο 


.o o. 9 o9 9 9$ c3; 5 . c5 5 9 i$ «ο 


U 
PER 


eo 9 9 o9 9 9 ot; 9 9 ο 9 ο ο o’ 


NITS 
ASSY. 





ps 
pie i H|p|pNYtHIDNCPCHU  H|H |HIDHIHHIOPHBPBÓ|PpDPmEHOTCT 


ο PNOANER HEH 


BP 


PH 51 5! κ} π1 RP 5’ [0 5! PEP 


> 


HEHHEE mHE H μα 


USEABLE ON 
CODE 
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H-184- 34-3 


FIGURE 350 - AUXILIARY LANDING GEAR BUNGEE AND PLUNGER ASSEMBLIES 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
350 AUXILIARY LANDING GEAR BUNGEE AND PLUNGER ASSEMBLIES 

146 -34520 . BUNGEE ASSEMBLY, Auxiliary landing gear downlock . . . . . Ref 
(see figure 349 for next s gd 
-1 CRE4-14F . END, Rod (CLEN)(AP HRBM4 or HEC F44-14 may be . . . .. 1 
substituted) 
-2 AN316-4L de ee NUD SS ss sol Sik ee ο A TW EA a re a C 1 
-3 146-34521 . . END ASSEMBLY, Aux landing gear downlock bungee small. . 1 
-4 146-34523 . . SPRING, Auxiliary landing gear downlock bungee. . . . . 1 
-5 146-34522 . . END ASSEMBLY, Aux landing gear downlock bungee large. . 1 
.  186-3h50h . PLUNGER ASSEMBLY, Auxiliary landing gear downlock. .. Ref 
(see figure 349 for next assembly) 
-6 AN45-7 £4 BOLL uo Ibo A ο ky ge AN ae aatar a d gend 1 
7 146-34506 - . ADAPTER, Auxiliary landing gear downlock plunger. . . . 1 
-8 4B2185-010 - . BUSHING, Spacer (supersedes NAS74-5-005) (NA) ..... 1 
-9 2W1-21-22-65 - . WASHER, Plain (NA). . . s = w a sea . . Be er eS Si 2 
-10 AN365 -524 soe INU Ὁ x- Ayo ee 4 x. 56 09.09 a a eSB kg ey row Me cs 1 
-11 146 -34505 - . PLUNGER, Auxiliary landing gear downlock. . . . . . . . 1 
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FIGURE 351 - AUXILIARY ALIGHTING GEAR WHEEL DOORS 








HGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
351 AUXILIARY ALIGHTING GEAR WHEEL DOORS 

175-34301 . DOOR ASSEMBLY, Auxiliary alighting gear wheel LH. . . . . . Ref 

(see figure 348 for next assembly) 

-1 175-34323 . . BUTTON, Auxiliary alighting gear door aligning . . . . 2 
-2 AN960D516 . . WASHER. . . EC ash ο μμ US Agree 2 
-3 146-34303 . . FITTING ASSEMBLY, Auxiliary landing gear wheel door. . . 2 

. forward and aft hinge 
-4 NAS2-101 . >. . FITTING, Lubrication. . . « * » E * e * $4 € 1 
-5 4B19B7 -010 . . . BUSHING, Press-fit platni (NA) ντ νη 2 
-6 AN365-428 &- wo AUT ας he er a xe κά . E ee νῷ ώς cm vey o 3 
μή AN4-14A "ο. μαμα μα ER A EI oe CO IRL feos ch 2 
- AN960D416L - . WASHER. .... $9.09: ν Ey dL ἀντι “ὦ Sel MET ed. 6} ιο. See 4 
-9 NAS43DD4 -28 . . SPACER, Screw and "boit PIN 2 
-10 175-34309 . . FITTING ASSEMBLY, LH auxiliary alighting gear “door center 1 
-11 4B19S5-004 ss BUSHING, Press-fit plain bra} DO a a var ο 2 
~12 4B20B6 -010 + >. . BUSHING, Press-fit plain (NA) . . . . . . . . . +... 2 
-13 AN944-301 . . FITTING. . . . € 19. uw. os 1 

175-35302 * DOOR ASSEMBLY, Auxiliary 'alighting gear wheel RH. a -φ. Ἓ Ref 

. (see figure 348 for next assembly) 

-14 ANH -6Α e c. ‘BOLT. 2.2 . Ra ae ar ee) 2 
-15 1175-34325 . . SOCKET, Auxiliary “alighting gear door aligning .... 2 
-16 1175-34303 + . FITTING ASSEMBLY, RH auxiliary a lighting gear door end . 1 
-17 4B19B6 -010 + «+. BUSHING, Press-fit plain τ os 4 VE ve Me se ΟΝ 9 
-18 ANQ44-201 - > . FITTING. . . . > οι mar Aa Ὁ κ ἃ 1 
-19 AN365-428 ΑΝ μα oo ae IAE μα κας ls zt 2 
-20 ANA -14A sv ο OL ο MA ο tuse mU a oe DA e εἰ 2 
-21 AN960DÀ16L - WASHER. ; : m Pape κ ee ΗΠ 4 
-22 NASA 3DD4 -28 - . SPACER, "screw and bolt $us " ijv. 2 
-23 175-34310 . . FITTING ASSEMBLY, RH auxiliary alighting gear door center 1 
-24 4B1985-004 «ο BUSHING, Press-fit plain pes 5 ος 2 
-25 4B20B6-010 REN BUSHING, Press-fit plain (NA) . . . . . . . . Τεν 2 
-26 ANQ44-201 m PITTING. cA cs BS Sse μμ T wel uo a : 1 
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184-58-28 








ETE PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
352 146-58056 CYLINDER ASSEMBLY, Hydraulic nose landing gear downlock. . . . Ref 

. release (see figure 349 for next assembly) 
-1 HRBH5 o BND; Rode (API): 4 astas ο e me im QM ῳ Seok ρω, La ve 1 
-2 AN316-5 A A E O 2 
-3 15456-58225 . ARM, Hydraulic nose landing gear downlock cylinder. . . . . 1 
-4 146-58216 . NUT, Hydraulic nose landing gear downlock cylinder gland. . 1 
-5 146-58227 . PLUNGER ASSEMBLY, Hydraulic nose LG downlock cylinder , . . 1 
-6 146-58571 . SPRING, Hydraulic nose landing gear downlock cyl plunger. . 1 
(supersedes 146-58220) 
-7 AN6246-9 ο Εμμ μμ oho 09. cence een ο tae μυ Ce Esa ONT s 4 
-8 AN6227-9 4 PACKING: Ας ος ο 2.4. a ον a BLAIS ete οφ ος 8 2 
-9 AN6246-14 e- RING: ο te fe faites ist ο ey ot ee ο e 8M a ws 6 
-10 AN6227 -14 at PACKING ο as 55. a ὅτε da a ο τως ο ο ais de Fei Te 3 
-11 1P6 . PLUG, Hydraulic (NA). .. .. .. 2 ee . ww wwe 2 
-12 AN6227 -2 s PACKING Tao a ον fei Pies του a A ὦ 5 RA ον ie 2 
-13 146-58217 . SEAT, Hydraulic nose landing gear downlock cylinder . . . . 1 
-14 AN6246-7 ο οσα ΝΙΝ, ον We alia Ον CEU DTE! fon Ye 4 
-15 AN6227 -T . PACKING , ei «οἱ, ως, δν τῶι, E E E CAICOS, “ae: Cs E ον 2 
-16 146-58218 . POPPET, Hydraulic nose landing gear downlock cylinder . . . 1 
-17 146-58219 . SPRING, Hydraulic nose landing gear downlock cylinder . . . 1 
-18 7R2-7D . RETAINER, Gland (NA)... . ων ων ο ον ο ο ον ο νο ος 1 
-19 2W1ALP25-64 . WASHER, Plain (ΝΑ) ...............'..... 1 
-20 AN6232C1 -9/16 v. STRIP OL v^ ux gus ο dcl c e d ade cr et ir ta μου”. 1 
-21 7R3-7D . RETAINER, Rod "O" ring (NA). ..............α.. 1 
-22 AN6246-7 ap RING ἐς, πο “Sy be ta ae ο Sey "9h ο ο e Ges Sg ea SOY re. cele LAS 2 
-23 AN6227-7 è PACKING + o tia ες, ο ο ο μμ.” 1 
-24 146-58222 . NUT, Hydraulic nose landing gear downlock cylinder ring . . 1 
-25 146-58215 . SLEEVE, Hydraulic nose landing gear downlock cylinder . . . 1 
-26 AN6246-20 e RING. 192.2604 ἰώ anaa aia a ce ay BN ee ee we Tal cL 4 
-27 AN6227 -20 KI PACKING ou ο ο docete eios sues a cec ο Be ce ese ceu en eom Lee 2 
-28 146-58214 . PISTON, Hydraulic nose landing gear downlock cylinder . . . 1 
-29 146-58213 . END ASSEMBLY, Hydraulic nose LG downlock cylinder . . . . + 1 
-30 4B20-5-006 + . BUSHING, Press-fit flanged (ΝΑ)... .......... 2 
-31 AN6246-27 zs RINGS ος, a an 5. a δ τα. ολ ον ος e ας Ve 2 
-32 AN6227-27 » PACKING 10.202 e 5. IT at e 1 
-33 146-58226 . NUT, Hydraulic nose landing gear downlock cylinder. . . . . 1 
-34 146-58228 . PLUG, Hydraulic nose landing gear downlock cylinder... . 1 
-35 AN6227-5 ο ώμου 1 
-36 160-58102-3 . CYLINDER, Hydraulic nose landing gear downlock actuating. . 1 
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FIGURE 353 - AUXILIARY ALIGHTING GEAR PISTON ASSEMBLY 














FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
353 8802-104 PISTON ASSEMBLY, Auxiliary landing gear (CP). . . . . . . . Ref 
(see figure 35! for next assembly) 

-1 AN365D820 Μο ον ον en IR Weve ek die eel e RD ος 1 

-2 8802-35 RETAINER, Metering pin (CP). . . . . . . . . . 08088088 1 

-3 8802-13B PIN. (CP) illut poe ο. RIS St tah T ο UR A 1 

-4 8802-24 > PLUG, Piston tube (CP) . « ............... 1 

-5 AN6227-11 ο PACKING ο ο ο ον ο o cw ο BE as “be la? D a Ve Me Xe 1 

-6 AN6227 -35 PACKING.. νο. esci Der acre RP aaa ort) ο νυν a Le) a 1 

-7 138-16 PIN; “Piston head: ACP) 3 2109 P e opos ii a Car ad “os Se 1 

-8 8802-3 HEAD, Piston. (CP). 4 2o 4o owe Ae ew e os eh 1 

-9 8802-5 VALVE, Recoil. (OB) ὃν . leas wo ws e Rows sae mU ος G 1 

-10 8802-10 s (FOLLOWERS GCP arar ee 2d) ge vas ος vec mie ως ae te Lees vs i 

-11 AN6227 -48 Be” AEACKING ev αρ sees fay iets cota ree ὃν, δν ὃς ds “BS So Peo ὧν αν ο ος hy 1 

-12 AN6246-48 s RING: es fare Ro ee uà tacts he ο a les ο ο pn ο nse Mat ho Me Ada SA 1 

-13 8802-54 ADAPTER, Packing (CP). . . . . . . . . . 5 e. 1 

-14 AN6227-52 PACKING 0 te io xj 304 c4 τις ek ese E cw a Va de ee 1 

-15 AN6246-52 RING; ο tae E Sar ee fe βαρ, aes erg he nee a ae εδ ert τῇ 1 

-16 8802-9 BEARING, Packing (σρ).................... 1 

-17 AN6232-1 STRIP ACIE 1 

-18 AN6231A37 s “WIPER 2 aaa mori Y. ee es aes Tel Ro dee Gee ο τι cee 1 

-19 8802-48 . NUT, Gland (CP). sca eeso 4 ... e Soe ο o . 1 

-20 612 . CUP e να eas, Boeke ο lé] Does ο e ere Dre Rene x ero Be gt ο. 1 

-21 742 o ο ου ο A DOE Se 1 

-22 NAS2-101 . FITTING, Lubrication. . . . . . . ...........«.. . 1 

-23 8802-37 . BUSHING, Shimmy damper support (CP). ........... 2 

-24 8802-4 ol PISTON (OP) 1233 ώς x m iE al oe nda aC e das δρα) ὦ H 
u———M————————M—M—MÁ E οσο s AAA Ui ie ο ο τι 
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FIGURE 354 - AUXILIARY LANDING GEAR SHOCK STRUT ASSEMBLY 
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A AA AAA A AA EE ON 
nous PART E: UNITS USEABLE ON 

NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
8802B "STRUT ASSEMBLY, Auxiliary landing gear shock (supersedes . . . Ref 

. C.P. part No. BBO2A (NA part No. 156-34102-20) 

(see figure 347 for next assembly) 

ANT502-39 . NUT, Wheel bearing retaining. ey nara VES S "See 
8802-86 . WASHER, Special axle (CP) . . . . - ο. η s Wo 
8802-63 . COLLAR, Axle (CP) . . . ::«:«::«::::: aha ats es E 
AN320-4 ΠΤ. Qa ov οφ νι ner Te m ἴδι ον σι νε ἃ Pup. A 
AN960-416 . WASHER . . . . . . + +. + ο ο e 5 A r4 a > 
AN24-46 . BOLT ...oo o oo oops... "ES s. us va wr we wo Eo ος κα 
8802-195 . ROLLER ASSEMBLY, Uplock (CP). . ο P "D : 
B610 . . BEARING (TOR). . . . ee ee ee o... +. í "e 
8802-96 . SPACER, Uplock roller (CP). . . SDE tel ο g 
EBO4S8 . NUT, Uplock roller bracket (EN) . . + +. .« +... +. + e 
NAS143-4 . WASHER, Plain . . . . . . . © © + © © + + o ο 
8802B36 . PLATE, Spacer (CP). . . . ro 
8802-94 . BRACKET, Uplock roller (CP)... - ο A IO αρ. 
NAS143 -4C . WASHER, Countersunk . . . .. s o s p ee ee et ees 
NAS144-30 | BOLT, Internal wrenching steel 1/4-28 . . . . . . ee es 
8802B15 . ARM ASSEMBLY, Door striker (CP) . . . +... . + + ο 
AN320-12 απ SS QR DN BAL O ΗΕ 
AN960-1216 . WASHER . . . . . osos ooo ο: gom ot n t t! n. S wo Y tu de 
8802-84 . BOLT, Shimmy damper connection (CP) . . s.s soso sos sees 
8802-67 . NUT, Fork adjusting (CP). ... . . + - ας 3 Me Gwar νο 
8802-66 . PLATE, Shimmy damper torque (CP). . . sss ++ ees xs 
8802-65 . SHIELD, Upper fork dirt (CP). . zoe com d der t) χ᾽ d 
8802 -83 . RETAINER, Upper felt ring (CP). ve cv ee R UN Te" 
8802-93 . RING, Felt upper fork (CP)... FEMA "e or 
623 . CONE (TI) .. .. . ee ee e ο... 
AN310-5 O A 090 o9 wo* € ὦ * " ‘ "^ de ie 
AN960-516 . WASHER . . . . . ». +. + + +. MEE πο FIT arts 
RT3 ; BEARING (TOR)... .... Ρ a a ΕΗ Ἢ Ὃν πρ κ 
NAS51-31 . RING, External retainer . ACE A RR e dass RAS ἃ 

02-68 . PIN, Cam retaining (CP) . , ss «4 ee tees «ras 
8802-69 . ROLLER, Cam retaining pin (CP). . . ss +++ +. + + $i 
8802-62 . STOP, Spring (OP) . . . : fie ee ee ee et EA 
8802- . «CAM, Centering e ο ος o ο ας tate a δν τς κος ος te ον ας s 
8802-42 . WASHER, Spring (CP) . . .,. s e +. +. +. ee t n ier 
M89 ` SPRING, Centering device (Cutting Tools, Inc.). . . arte 
8802460 . FORK (CP) o ee eee οκ ον ο nh . . o o . e. . . nt 
AN365-820 s NUT. S 44 9 o9 99] E ο c δ a d UR 
AN178H32A . BOLT . . . . . 4 e e ο ὁ νο: ον ο ο m n t] ο t] t1 tg] PET 
8802461 . GUARD, Barrier (CP)... . . ++ e+ eee ee n n -— 
8802-90 + PLUG, Fork for axle (CP). . . . 4 +... +... n n n n n 
8802-64 | SHIELD, Lower fork dirt (CP). . . . - -— € AO 
8802-92 . RING, Felt lower fork (CP). d πα DA οσο. > ya ὦ 


8802-82 * RETAINER, Lower fork ring (CP). . . . 
CONE, Lower fork (TI) . . . 


A E ee ὁ 5 4 4 Ὁ Ὁ Ὁ κα 4: Ὁ O ο. ce οἱ ο 4. Φ- αἱ ο 


YP EPP PPP PB PREPPED EE EDD EP DPE NRE PEPE A A Φον 


8802-71 . NUT, Special trunnion pin (CP). . ο ος MEE ΜΕ 
AN364-524 SNOT SS xz 0$ ate d Dep ΝΥ ο 4$ Sear s 
AN5H26 ο wo ΙΙ ο. ο... 
AN5H30 O a ο ο oir ο ου...» 
8802 -ΤΟΑ στ PIN, Trunnion (CP). . . . 4 ee e e e o n n t t t t ng. 
AN365-1216 LOSONÜT. 1.0 νυν. ην νιν gh Role iso Eom e we e ek a ies iR 
8802-73 | EYE, Tie down (CP). . . . ceos osooso ee n n m t t n 
NAS2-101 . FITTING, Lubrication. ^ a's, Jord tetas Fe X^ ae Fe ds δι ο 
AN364 -428 s NUT. : e ιο 69 € SE ο ο ο... 
AN24-27A BOM L a eoe esc unge mc ai e ο e BRR. de s 
8802-59 . NUT, Torque arm end (CP). . ο case ον Maa Ma ce CM 
8802-55 . WASHER, Torque arm end (CP) gie c Qe te ceu Um Rus — 
1380 * CONE (TI) . . . . e. e eoo Rhet tcn 
8802-40 . PIN, Torque arm end (CP)... s ee +--+ eters Vx ye 
8802-146 7 TORQUE ARM ASSEMBLY, Complete (CP)... -. +--+ + se sees 
AN310-6 T ES μμ ck ο ie οι ο ο ee NECS gee zd 
8802-41 | . WASHER, Torque arm center (CP) . . . ... +. +. +. + REM 
8802-45 Z | BOLT, Torque arm center (CP) . . . ... +. eee νι 
8802-46 «| ARM ASSEMBLY, Torque (CP). . - e es e eee et + n + 
8802-51 ` |, BUSHING, Torque arm center (CP) . . . . d ow ex Sos 
1328 a. é CUP, Torque arm end bearing TI). 4 9 0906 ος ῷ ὦ 
AN6287 -1 . VALVE. . . . 4 e e ο o om om mtn tg ng] anis re ios iet 
8802-102 | CYLINDER ASSEMBLY (CP) . . + +. + +. + + + + + eee 
AN364-918 eg UNUT L0. o. ὃν 3 03 ο o PR eo as ex s opes 
ANÓ22T -9 toI PACKING . . . 2 2 2 moro mom RR Ro ee mh tet! 4 ton 
8802-126 t| l PLUNGER ASSEMBLY, Tube (CP). . . ..-.-:»::::: 
AN501A10-6 fo Un SCREW coh ac uox 16 λος, ote inate ᾱ m Us E zu ὦ 
8802-270 . . . RING, Plunger head (CP). . . . . . . Ὃν ρα 
8802-27 MEN HEAD, Plunger (CP). . . . . . ο ο Ὁ μόνο ϐ 
8802-23 >. . PLATE, Orifice (CP) . . . . . hate ie BNE ava Π 
8802-26 . . . TUBE ASSEMBLY, Plunger (CP) . . S Mrd us νι 
8802-2 Z DO CYLINDER (CP). . :. e soso orog eeo o e 
1250 | COVER, Elbow oil cup threaded (GT). . . . . . . +. : s i 
-104 ο PISTON ASSEMBLY, Auxiliary landing gear (CP). . . . . +. + - 


(see figure.353 for detail breakdown) 
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Group Assembly Parts List AN 01-60AAB-4 


AUXILIARY ALIGHTING GEAR (Cont) 








AJ-2-4-58-3 


FIGURE 355 - HYDRAULIC NOSE LANDING GEAR ACTUATING CYLINDER ASSEMBLY 
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ΑΝ 01-60AAB-4 


AUXILIARY ALIGHTING GEAR (Cont) 


Section [| 


Group Assembly Parts List 


ὃς M ο... ἅθῑἅἱ--Ωθθθθφθθ---------- 


FIGURE & PART 
INDEX NUMBER NUMBER 
355 184-58078 
-1 146-58279-10 
-2 HSB12COH 
-3 NAS2-101 
-4 2W11A12 
-4 AN316-12R 
-6 TR2-19D 
-T AN6231-9 
-8 2W1ALP65-45-64 
-9 AN6232C3-9/16 
-10 TR3-19D 
-11 5R16-19 
-12 AN6227-19 
-13 175-58248 
-14 5R16-31 
-15 AN6227-31 
-16 175-58246 
-17 1N6-38 
-18 175-58247 
-19 4B20810-11 
-20 AN6291-5 
-21 AN6289-50 
-22 AN832-5D 
-23 AN927-50 
-24 # AN919-11D 
-25 # AN6290-5 
-26 # A6070-15 
-27 # AN893-8D 
-28 # AN6291-5 
-29 # AN6289-5D 
-30 # AN827-5D 
-31 # 184-58135 
-32 # AN3-21A 
# AN9GOD1OL 
# AN365-1032 
# AN742D22C 
NOTE: 
κ 


1 


2 3 4 5 6 7 NOMENCLATURE 


CYLINDER ASSEMBLY, Hydraulic nose landing gear actuating 


sw NUTUS od ὦ δν αι ο ος, ER αν πος ὅτῳ ὃς ee 
s. UNION ος ὁ wow mas o9 7 08.9 ᾱ ο φι ὁ) e 
e ELBOW 4 -& wo 6biw -ο ων οἱ a 7 
. REDUCER s Soe 4 ὁ Gel a aa ὁ . 
. GASKET, . do. duse [uos SS ὁ) A O 
. SURGE VALVE, Balance outlet relief bleed type (VNMB) 
s “BUSHING &. i ο & 29 ὁ δ. ἡ o ££ 1€ o» ᾱ- e Da ὃν xe des 
« RING. 4-4 4 4€ ὁ a Ὁ Ὁ x* αι Ψ 4 wow ew c 8. Ner: 
x NUT OL 4 wow ο δν o ode Ὁ ὁ 5. ὦ) ον modd A 
a ELBOW... € dw. Vein φὶ 6. Ww. Lv ν 79 ο ο i Ὁ ὁ 
- SUPPORT ASSEMBLY, Hydr raulic auxiliary landing gear a 
cylinder relief valve 
e BOLT. a δν e Ter € 1€ ταὶ AR A A 
5. WASHER. s 209 ο ο a ww 6 SH ww ὁ o» € 
ν. GNUT 204 Ὁ ἂν E 
& “CLAMP & 4-5. a cow € 39/09. o9 ᾱ ow a -ὁ 
# Denotes the incorporation of Service Change No. 373 


figure 347 for next assembly) 


(see. 


END ASSEMBLY, Hydraulic nose landing gear actuating... 
cylinder piston rod 
. BEARING (AP). . . .. . +. + +. +. + t o ot ο 
F FITTING... ο da Ru EIC PU wt dae Ἂν ND se Fak Ses Se: e 
WASHER, Lock (Naj Ara E a ο 
NUT κ a ο ο ο y a E 
RETAINER GLAND (NA) . 2... ο ee κ κ ee 
WIPER . . . DL ο ο ο ο νο ο...” 
WASHER, Plain (NA). Red a te ed. Lupa steer οφ, κθρ μον οί. ἱδνι κῶν CRY, τς, ter «ντ 
STRIP s 4 4 ο vulc tel ta a ο πο ate, Dive 
RETAINER, Rod "o? Rin ο ο decre «πο ID DS Bee 
RING, Spiral back up (NA) (interchangeable with MS28782-19 
ring) - 
PACKING . . . +. a le ie dq 9 6: Sot owe ie os ὦ 
PISTON, Hydraulic nose alighting gear actuating cylinder. 
RING, Spiral back up (NA) (interchangeable with MS28782-31. 


ring) 
PACKING . . . + 
CYLINDER, Hydraulic nose “landing. gear actuating 
NUT, Cylinder lock (ΝΑ). . . . 


HEAD ASSEMBLY, Hydraulic nose gear “actuating cylinder 


BUSHING, Press fit Plengad (NA) . 
RING. . . « 


Qe c c ὁ on os nm n n 
ct 


ee ee 


Panini 


9 ο ο 


Ho. oo. 
pr 


Do. . ὁ 9 9 9 ὐ 6 ο 6 5 00.90. 


UNITS 


PER ASSY. 


Ref 


m 


NP HPP HPP Ye ee 


PRE REP OR HE ERP ENE PRED ERA 


PRD 


USEABLE ON 
CODE 


ο € ——————————————— 
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Group Assembly Parts List ΑΝ 01-60AAB-4 
AUXILIARY ALIGHTING GEAR (Cont) 
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FIGURE 356 - AUXILIARY LANDING GEAR SHIMMY DAMPER ASSEMBLY 
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FIGURE & PART 

INDEX NUMSER NUMBER 

356 146-34201-20 
-1 146-34209-10 
-2 AR12 
-3 146-34210-10 
-4 175-34228 
-5 146-34207 
-6 AN6231-13 
-7 AN6232-4-3/8 
-8 146-34208 
-9 AN6246-23 
-10 AN6227 -23 
-11 AN520-10R8 
-12 AN6204-2 
-13 146-34204 
-14 146-34205 
-15 AN6244-9 
-16 AN6230-9 
-17 146-34206 
-18 146-34203 
-19 146-34201-11 
-20 AN6246-23 
-21 AN6227-33 
-22 146-34212 
-23 146-34222 
-24 146-34214 
-25 146-34226 
-26 AN565B6-4 
-27 146-34211 
-28 NAS50-106 
-29 146-34202-10 
-30 146-34201-9 
-31 79-012-062-0500 
-32 175-34229-3 
-33 175-34229-7 
-34 175-34230 
-35 146-34217 
-36 AN6227-16 
-37 AN6227-6 
-38 146-34215 
-39 2W1-21-22-63 
-40 146-34216 
-41 146-34224 
-42 146-34221 
-43 146-34219 
-44 146-34218-10 
-45 175-34226 
-46 175-34227 





AN O1-60AAB-4 


AUXILIARY LANDING GEAR (Cont) 


2 3 4 5 6 7 


NOMENCLATURE 


DAMPER ASSEMBLY, Auxiliary landing gear shimmy (supersedes. . . 
146-34201 and 146-34201-10 for future procurement): 
(see figure 347 for next assembly) 

END ASSEMBLY, Auxiliary landing gear shimmy damper. 


ee o ο 


piston rod 
BEARING (TOR). 


NUT, Auxiliary landing gear shimmy damper rod end lock. 


. 


. 


. 


WASHER, Auxiliary landing gear shimmy damper rod end lock 


NUT, Auxiliary landing gear 
SCRAPER . . . 2. 4. .. s @ 
FELT. 2.00 oe ob ο te 
RETAINER, Auxiliary landing 
RING. . . 2 . eror on 
PACKING . « . . «κο ee . 
SCREW . . « « «κοκ eoe 0. 
VALVE ..... . 
CAP, Auxiliary landing gear 
CAP, Auxiliary landing gear 
RING. O Vey Gah ο ο Se 
GASKET. . . 
NUT, Auxiliary lànóing gear 
CYLINDER, Auxiliary landing 
CYLINDER SUB ASSEMBLY, Auxil 
shimmy damper 
« RING... .. © © © o@ 
. PACKING. . . 
+ SCREW, Auxiliary landing 
check valve 
. SPACER, Auxiliary landing 
. SPRING, Auxiliary landing 
check valve 


.. POPPET, Auxiliary landing 


check valve 
SCREW. . . + 


shimmy damper gland 


gear shimmy damper gland 


shimmy damper swivel. 
shimmy damper . . . 

shimmy damper caplock 
gear shimmy damper. . 
lary landing gear. . 


gear "shimmy damper. : 


gear shimmy damper 
gear shimmy damper . 


gear shimmy damper . 


ORIFICE, Auxiliary landing gear “shinny damper piston 


Z RING, Internal retainer. 
. PISTON, Auxiliary landing 


gear Shimmy damper " 


PISTON SUB ASSEMBLY, Auxiliary landing gear shimmy 


damper 
ROLL PIN (EN). . . 


indicator rod 


indicator rod 


COLLAR, Auxiliary alighting gear shimmy damper 
COLLAR, Auxiliary alighting gear shimmy damper 


. RING, Auxiliary landing gear damper retainer . 


reservoir 
ir lw PACKING. . . . . . . 
ο E PACKING. . . + 


reservoir piston 
. WASHER, Plain (NA) 


. SPRING, Auxiliary landing. gear shimmy “damper 


indicator actuat 

UC indicator rod st 

. SPACER, Auxiliary landing 
indicator rod 


e 9 © © © © © |; ee s 


or 


ορ 
gear shimmy damper . 


PISTON, Auxiliary landing gear shimmy damper 


SPRING, Auxiliary landing. gear shimmy “damper 


SPACER, Auxiliary landing gear shimmy damper 


. RETAINER, Auxiliary landing gear shimmy damper . 


indicator rod 


. ROD, Auxiliary landing gear shimmy damper indicator. 
. PLATE, Auxiliary alighting gear shimmy damper filler 


cap warning 


. FITTING ASSEMBLY, Auxiliary alighting gear shimmy. . 


damper filler 


ee eee 
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Section 
f Group Assembly Parts List 


ΑΝ UL-bOAAB-4 


CATAPULT MECHANISM 





H-184-56-4A 


FIGURE 357 - CATAPULT INSTALLATION 
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PART 
JE NUMBER NUMBER 
357 156-56003 
160-56411 
-1 160-56411-5 
πο ΑΝ3-6Α 
4B21B3-006 
AN960-6 
AN365-1032 
-3 160-56409 
-4 160-56411-3 
-5 146-56412 
B47 
-6 NAS205-15 
-7 NAS205-23 
-8 - AN960D10 
-9 AN365-1032 
-10 146-56414 
-11 146-56415 
-12 AN393-11 
-13 146-56413-10 
AN161-16RS 
-14 AN3-7 
146-56416 
AN960-10 
AN310-3 
160-56401-5 
146-56401 
-15 160-56401-3 
-16 146-56402 


AN509-616R15 
-17 146-56403 
-18 146-56404-3 
-19 12B080 
-20 156-56718 
-21 AN4-12A 
AN960D416 
AN960D616L 
NAS75-4-026 
AN365-428 
-22 156-56717 
-23 146-56713 


-24 ANY2-35 
AN960-10 
AN365-1032 

-25 AN393-13 

-26 ΑΝΘΘΟΡΙΟΙ, 

-27 156-56720 

-28 AN393-11 

-29 146-56422 

-30 AN392-25 

-31 156-56721 

-32 AN392-13 


-33 156-56723 
-34 ΑΝΟΘΟΡΗΗ, 
-35 156-56722 


-36 AN3-13A 
AN960-10 
AN365-1032 

-37 2W1C41-32-30 

-38 146-56421 

-39 B108 

-ho 2W1Ch1-32-60 


-41 156-56418 
-42 146-56417 


ΑΤΗ 
-43 156-56420 
-44 AN392-21 


-45 146-56708 
-46 146-56707 
-47 B88 

-48 AN210-2A 
-49 146-56706 
-50 146-56705 
-51 146-56709 
-52 146-56710 
-53 146-56723 
-54 146-56714 
-55 146-56405 


-56 2W1C118-72-20 
-57 2W1C118-72-10 
-58 146-56406 
-59 AN320-16 





AN 01-60AAB-4 
CATAPULT MECHANISM (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 
CATAPULT INSTALLATION. . . . b Qe O οι 
. DOOR ASSEMBLY, Catapult hook. Hs We RA δν κ a dp ey 
+ . DOOR ASSEMBLY, Catapult hook (are) O e e τ 
. . BOLT... E ncs ο e AK CR cae oa 
. . BUSHING, Spacer (NA). as siren ci Nee EIS) e "n s 
s Ἐν WASHER Sou wig el ei ante ce eom Ryo e ris x " 


€ 9 c 9 0 0 9 ο ο ο $ ο * 0 ὁ * ὁ ο ο ο 


ee t ο n n 


ο ΝΤ, ox τν AE ee E ορ. OK 

. SPRING, Tension. nae "HEN 

. DOOR ASSEMBLY, Catapult "hook (rorwara) | ania: i 
. BEARING ASSEMBLY, Catapult hook door. ,'. . . .. 

e . BEARING, Small roll regulator (πα) | ERE 

SCREW, 1005 Flat head Phillips recess alloy steel 10-32 

SCREW, 1005 Flat head Phillips recess alloy steel 10-32 


WASHER acia ᾿ς ὁ ο ο a BE ete? ο” 
NUT o -. A O v 
JOURNAL, Catapult hook door hinge pin ere DIE A 
PIN, Catapult hook door hinge κ ο ο ο 5 επ Ὁ 0 e 
PIN «e O tet en eo ο 
LINK ASSEMBLY, "Catapult hook door Bo Cer ar ote ο τὰν i Gas -ᾳ 
POR 2 ἐν Φος aU poems ο Y eoe ο ο E oe 
BOLT. . . « xi o4. A 
BUSHING, Catapult hook door link’ assembly w Ca dit un OE Ore ce 
WASHER. 4 . 4 €» 9 ὁ ὦ) Ὁ τν - (Wr Mer E e c ος 
NUT . , 5 


HOOK ASSEMBLY, “Catapult ΝΕ (supersedes 146-56401 
future procurement 

HOOK ASSEMBLY, Catapult (superseded by 160-56401-5, . 
146- 56401 may be used until stock is exuausted) 

. HOOK, Catapult . . oe E a 

‘ SPACER, Catapult hook’ threaded oe a wow 

. SCREW. ... í d. te ES qur ὃς «ον 

. STUD, Catapult hook, ο ο κα Sele Ψ 

" SPACER, Catapult hook. . rix n EE 

NUT, Internal thread 1/2- 20° (EN). Dare " 

BRACKET, Catapult system release handle Support 

BOLT. uu WU Rue RO RU. EL da 

WASHER 3 v4. en area eq og 


ECL 


WASHER. . . "m Eu 
BUSHING, Plain press “pit "steel. .o€ eT "c PEE ey 
NUT . . bri : A $, Ta as $2 
HANDLE ASSEMBLY, Catapult system release. κ, κ. ὦ . 
SPRING, Holdback catapult system handle retaining iR 
BOLT ie 4 ο νο. ο ο yx ο “ο ὃ 
WASHER; whe eee Ger ener δι ὁ. ο ode Ga, Ὁ $ e 
NUT. uoc eei e ο Lay ο ο ο ο αρ A τέο, ος . ο 
PIN 2 5 cía ose ο A ο ο ο ἃ 
WASHER. y . ae He? A 
LINK ASSEMBLY, Catapult hook pulley actuator, . . . .. 
PIN .. : EC o... ο š . 
COLLAR, Catapult “hook actuating Shaft * "TOC Se Ce 
PIN 3 . 


BELLCRANK ASSEMBLY, Catapult "hook pulley “actuator E : 
PIN ο... ae a re -ᾱ 
STOP, Catapult hook actuating pulley cable. AR lee δι NUM 
WASHER. A ἃ 


PULLEY ASSEMBLY, “Catapult hook. actuating. Woe SL a . ὁ 

BOLTA al te -ᾱ- ὦ. x 0: es αν. να” e.’ 

WASHER g 12-9 ele ea E a ade IUS e . . 

NUT .. Pie cel Te a ος (he. T^ e esce . . 

WASHER, Plain (NA) . πι . 

HOUSING ASSEMBLY Catapult “hook actuating shaft . 
BEARING (TOR) ........ . 


WASHER, Plain (NA). à ETE 
BELLCRANK ASSEMBLY, Catapult “hook actuating rax λα 
LINK ASSEMBLY, Catapult hook actuating. . . . . + + 
. BEARING, Heavy duty needle (TOR). . . . . . . 


SHAFT, Catapult hook actuating. . . . . . . 2 . . + 


PIN l1 ee aena ur er Rcs a 
COLLAR, Holdbaek catapult system. takeup à x s 
BELLCRANK ASSEMBLY, Holdback catapult system “take-up. . 
BEARING, Small roll regulator (TOR) .. .... . 
PULLEY. . . . oe 
TUBE ASSEMBLY, "Holdback catapult system take- up ne 
SPRING, Holdback catapult system takeup . . . D" PIE 
LINK, foldback catapult system takeup . . . . 
CABLE ASSEMBLY, Holdback catapult system take- -up “stop x 
SPRING, Holdback stop cable take-up . . e... 
CLIP, Hold back catapult adds ον stop cable 
PIN, catapult hook pivot. . . EE ο 
WASHER, Plain BR PRESS 2s κ 1 
WASHER, Plain NA 
WASHER, Catapult hook pivot pin retaining 
NUT .. 


oe t n 


oe t ew . +... 


. o .. . 9 9 o 9 9 ο $ ο ο 5 


. . . 9 9 o9 9 ο o£ 9 ὁ 5 9 5$ ο 9 5$ n 
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UNITS 


PER ASSY. 


Ref 
Ref 


Ee ENP RPE EP PRP RP RP EEE A A AO O ΝΟ EDP RP EP BBP BRP PRP ERP DEP EEE RP ENR REE EER HP PRN ΛΙ ΠΠ 45 ΦΛΛΙΛ ΑΕ ID IO TO TO TO S 


Group Assembly Parts List 


USEABLE ON 
CODE 


x 


Section || 


Group Assembly Parts List 


FIGURE & 
INDEX NUMBER 


358 


PART 
NUMBER 
156-56004 
156-56602 








AN 01-60AAB-4 


HOLDBACK MECHANISM 


FIGURE 358 - HOLDBACK MECHANISM INSTALLATION 


1 2 3 4 5 6 7 


NOMENCLATURE PER ASSY. 


HOLDBACK MECHANISM INSTALLATION . + +. « 2 2 2 . 2 we see eee 


DOOR ASSEMBLY, Holdback 


e 9 © © © © © 9 * « « oso ::: 
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AN O1-60AAB-h Group Assembly Parts List 


HOLDBACK MECHANISM (Cont) 












rieure &- PARTO -- SSP ο οκ UN E EE Ro : τ E - + UNITS” USEABLE OM- —— — 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE ! PER ASSY.. CODE 
358 ATTACHING PARTS ; p 
-2 AN365-1032 . NUT. . i ο” "AE 3 
-3 AN960D10 . WASHER i ; ; i 4 
-4 AN960-10 . WASHER . . . . +. - š - » 2 
-5 AN3-22A . BOLT è a . C 5 2 
-6 AN3-21A . BOLT ος ολα” 3 1 
--7 ANAHA τ.» BOE a We EV. NE IE ο z 2 
-8 AN960D416 ~ WASHER: i-e. Wow 0 € m ὁ - » 4 
PS εναν 
-9 AN365-1032 n v NUT uuo ος μα aS ευ) E d δν ες K 2 
AN960-D1O x 3 WASHER. vo ad pe te See c xx 9 
2W1AL-12-24-065 . . WASHER, Plain (NA) . . . . . +. +. . .. 4 
AN509-10R13 τ 2 SCREW: νο ο e im Me uem. wok 2 
-10 156-56638 - . . BRACKET, Holdback door forward . . : 1 
-11 AN365-1032 E cc ENUT SI NC eser riis. a Ed o ξ 2 
AN960-D10 . ο, WASHER. τς ο 4; ο de i 09 ee ἆ, πω. ο) RUE ‘ 2 
* | AN509-10R19 42^ ο SSOREW? ῳ, uud oe σοι c Lum. DR May oa "νι ο πρβ ; 2 
-12 156-56618 . . BRACKET, Holdback door aft . . .. 1 
-13 ` 156-56616-9 . . STOP, Holdback door spacer . . . . . +. +. ee seers 1 
-14 AN960-D1OL s à WASHER. a4. 4.2%. 4 3s ROG ds e το. ὦ a ος, δὲ ἃ, AR 
-15 156-56620 . . SPRING, Holdback latch operating door hinge. be. us 1 
-16 156-56615 δ PIN, Holdback latch operating door hinge 1 
-17 AN365-1032 NU ΙΙΙ m de TEE Bu EIN S 1 
-18 AN960-10 : co MASHER 4-4 xo a -ᾱ Sh os TE 2 
-19 AN3-11A . BOLT... 5 DN fs 1 
-20 AN320-3 ; S NUTS à 5 ο ος. È Ὁ 1 
-21 AN960D10L . WASHER . . EN ee ων. ὄν " QE τόν E IR 2 
-22 AN23-13 . BOLT .. ο Αμ ot dn fay cse. 1 
-23 156-56637 . LINK ASSEMBLY; Holdback uplock actuating. 1 
-24 156-56637-3 . ¿ LINK, Holdback upiook ώς, TE E 1 
-25 AN316-4R « NUP. 3. De ο ο ο ο ο 1 
26 F34-14 . . END, Rod (HEC) Ms dedu one Uu ο hie hk ο ο. xl: 
-27 AN365-1032 ΝΟΣ. os e ic LN A ο Shei Da ο ce co as et 1 
-28 .AN960D10 . c WASHER: wo a we Ra 5’ ᾱ. ᾱ a a ᾱ- ας. eas σεν 3 
-29 AN3-11A a BOLT: “Ὁ cwn «ο Nec. A ENE 1 
-30 156-56635 . HOOK ASSEMBLY, "Holdback upiock. ο Vet ο As “She Ex LR ES 1 
-31 PN3A . . BEARING (TOR). . . IPIE ES 1 
-32 156 -56636 . FITTING, Holdback uplock "support. ΗΝ ο - 1 
--3 156-56619 ! "^ BRACKET ASSEMBLY, Holdback centering roller bs. εκ es ET Bo VERA Ut 1 
23 156-56619-3 . BRACKET, Holdback centering roller .... . . . see 1 
-35 AN365-428 UN AMEN te ee A AR "EX 1 
-36 AN960D416 e we WASHER. evoca ce te a RR οι ο ea e A Nr esce 28 1 Eus 
-37 AN509 -416 -34 : . . SCREW . a.u τῷ" xen woe me A ov E τών ws 1 
-38 4B2184-110 $a wx BUSHING, ` Spacer αλ) φ a V Ne νον Ee OS 1 ' 
-39 146 -56614 .\ . ROLLER ASSEMBLY, Holdback “centering. es RS ος 1, 
-40 B66 5 . BEARING (TOR). A voe MAR 2 
-41 156-56607 $ BUNGEE ASSEMBLY, Holdback ο ie ο ο ies 88 Sa Se ES 1 
ATTACHING PARTS παν - = 
-42 AN365-1032 . NT. .....- 2 "ES. E E 2 
-43 AN960D10 - - . WASHER . Os > ος ο ja 7 a 8 
-44 AN3-13A : . BOLT eae ᾳ. E" è ro " 1 
AN3-10A . BOLT upper). . ants E 5 1 
mom ME i * 
-45 M35 -14 2 de. ΝΟ, Roa (HEC)! e a a e ο eA 1 
-46 AN316-4R . πο ΜΜ AT x a ο ο ο ο a aN an rE e. UE CS 1 
-47 156-56609 . ` | CYLINDER ASSEMBLY, Holdback bungee .......-.. 1 
-48 156-56611 . . SPRING, Holdback bungee. . . . . Il. κ 1 
-49 483D616-100 . . SPACER, Bolt (NA). . 1 
-50 156 -56610 . n . PISTON ASSEMBLY, Holdback "bungee ^w OH 1 
-51 156-56608 . . BUNGEE END ASSEMBLY, Holdback. . . . . + 1 
-52 153 . . . BEARING (HEC) a MCN 1 
-53 AN320-4 E NUT. ο xw. e Stine? je RS 1 
-5h AN960D416 |o. WASHER . . πα μα in να, 1 
-55 4s4 -8-19 | SPACER, Rivet (NA). . PNEU GMAT EAE 1 
-56 146-56605 . BOLT, Holdback pendant "stop WOMENS ca Yes το δν wen Sy κὼν κω 1 
-57 AN320-16 . NUT (magnetic inspected). A ο 1 
-58 . AN960-1616L - WASHER... . he ο ο Lou ο ου 1 
-59 AN36-44 . BOLT (magnetic "Anspected) LIU Teu MI Hd mh DP μα ο 1 
-60 156 -56003 . FITTING ASSEMBLY, Holdback. . +. +. +. +. «::::::: 1 
-61 NAS2-101 a FITTING, Lubrication . . . . a .. +e e e s e ee 1 
-62 AN365-1428 . NUT (magnetic inspected). . . . . . «4. ee ee ee on + 1 
-63 AN960D416 . WASHER . . . . . ee o o a ee Roe os e e o9 om E o9 mom n t n. 2 
-64 ΑΝΗ -26A . BOLT (magnetic inspected) . . . - E 1 
-65᾽ 11416-56631 . NUT, Holdback trunnion pin shear. : 1 
-66 2W1AL80-70-91 . WASHER, Plain (NA). . . +. + » + + : 3 
- -6T 2W1-80-52-50 . WASHER, Plain (ΝΑ . E E P e AR 
-68 2W1-80-52-20 . WASHER, Plain (NA s ὦ - AR 
.-69 146 -56623 . PIN, Holábaok trunnion "(magnetic inspected] 2 1 
-TO 146-56622 . UNIVERSAL ASSEMBLY, Holdback. . . $ ls 1 
-71 NAS2-101 - . FITTING, Lubrication . A E Sa gcd an 2 
-72 AN365-1032 O usua Ὅν ου ο e OU E 4 
-73 AN960D10 > “WASHER. tata ο A ο Se) cM ce τ Ὁ 8 
-74 AN3-5A . BOLD 040]. as e c 30€ ὡς 90 0» wim as E18 UR RS vas eet Sree ος Lee e 4 
-75 146 -56624 . SHIM, Holdback centering cam. . . . . . . . . sss 4 
-76 156-56613 . CAM ASSEMBLY, Holdback centering. A ee 1 
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Group Assembly Parts List ΑΝ 01-60AAB-h 


ARRESTING GEAR 








B-184 -56-8 


FIGURE 359 - ARRESTING GEAR INSTALLATION 


FIGURE & PART ET 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASS 3 μὰ 
359 169-56001 ARRESTING GEAR INSTALLATION . . . . . . .. . . . . . . . . . Ref - 
-1 No Number . ARRESTING GEAR HOOK AND FAIRING DOORS, ......2.2.. E Ref 
(see figure 361 for detail breakdown) 
-2 AN320-16 . NUT (magnetic inspected) . . . . . . .. cpu as τν . 1 
-3 156-54040 - JUMPER ASSEMBLY, Electrical arresting gear hook bonding. . 1 
-4 169-56105 . BOLT, Arresting gear hook attaching. ..,....2..2.2.2.. 1 
-5 AN365 -428 . NUT (magnetic inspected). . . . . . .. . 4... . +... 2 
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Section [| 


AN 01-60AAB-4 Group Assembly Parts List 


ARRESTING GEAR (Cont) 





FIGURE 4 PART UNITS USEABLE ON 
INDEX NUMSER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 









9 . WASHE HEIDE EZ ΕΕ 2 
-7 AN4-21A . BOLT (magnetic inspected). ts Fi. Uy μα O ο 
-8 146-56144 . NUT, Arresting gear bellcrank trunnion pin. . | . | o2 
-9 2W2SP76-76-125 x WASHER, Thrust (NA) . . OM 4 
-10 146-56143 . SPACER, Arresting gear vertical brace "bearing. at? 22 
-11 169-56106 . PIN ASSEMBLY, Arresting gear bellerank trunnion. . . . . . . 1 
-12 No Number” . ARRESTING GEAR RELEASE MECHANISM . . Wigs φῶ δ; elle Be REL: 
ias figure 360 for detail breakdown) 
-13 AN320-16 . NUT netic inspected). . . . . . ο ο sehe. SS 
-14 AN960D1616 Š M magnetic inspected) Δ 
-15 146-56150 . . BOLT, Arresting gear vertical "brace. A SOSA 2 
-16 169-56301 SNUBBER ASSEMBLY, Arresting gear (réfer to ÀNO3- 125- 25) ον, ox ce, 1 
ATTACHING PARTS 
-17 AN365-1216 . NUT (magnetic inspected). ο tar Bra Pigs d Ae US 1 
-18 AN960C1216 . WASHER . . . ο SENE 47. 97) Sp ο on SOLA WIL IR 1 
-19 AN12-21A . BOLT (magnetic inspected) . l. . . . . iii: 1 
-20 AN365-820 . NUT (magnetic inspected). . . .:............... 1 
-21 2W1AL32-36-064 . WASHER, Plain Nay. Sl Ten se: Dene ο ο μον a " 1 
-22 2W1C-57-44-32 . WASHER, Plain NA » eu δν Ue τν 2 
-23 169-56337. . PIN ASSEMBLY, Arresting gear snubber forward i attaching S sg 1 
-24 NAS2-101 ? . FITTING, Lubrication. E ed Lasse iy de κ) Hef ee d. ee ce 1 
------- 
-25 169-56350 . BOOT ASSEMBLY, Arresting gear snubber. . . . . . . . . . 1 
-26 169-56351 . CLAMP, Arresting gear snubber boot . . . . . sos e e e e s o 1 
-27 ΑΝ3-3Α Ss BOLTA A A A Forge ar SP NEPOS 10 
-28 AN960D10L . WASHER .. vov Wr οι ο στ 
-29 169-56104-5 . BELLCRANK ASSEMBLY, “Arresting” gear hook. cee aon qua eae eL 
-30 LSS12 . . BEARING (HEC). . . . . RP up ο EP MES 1 
-31 NAS2-101 * . FITTING; ‘Lubrication ο =n o 4 ece e; ο. δι ὃς s. "ee aes δν ος 3 
-32 AN365-428 . NUT (magnetic inspected). .... o... . Ln "A 1 
-33 AN960D416 . WASHER... 23 784 e Te . . $^ ves wi uis a 2 
-34 AN4-11A ” BOLT (magnetic inspectea) ; ο: er d 
-35 AN365-428 . NUT (magnetic inspected). . . . . . . e .. . .. e er D 1 
-36 AN960D416 . WASHER... EE CE RCM 2 
-37 ANA -11A ` BOLT (magnetic inspected) . ο edi. Ud 
-38 169-56160 . BUNGEE ASSEMBLY, Arresting gear “extending. ν arisen: Whe Se Dente ts 1 
-39 HRBM4 -E . . END, Rod (AP). HEN oi, he aha Pubs LER! 
-40 AN316-5R . . NUT, (magnetic inspected) . 5 bi Benny ee ie eee se d 
-41 169-56158 E. LA PISTON, Arresting gear bungee extending "νυν ον 1 
-42 169-56160-3 . . TUBE, Arresting gear bungee extending . . . . . . . . +. . 1 
-43 169-56159 ai SPRING, Arresting gear bungee extending . . . . . . . J. 1 
-44 146-56157 . . END ASSEMBLY, Arresting gear bungee extending . . . . .. 1 
-45 ATY Dol . BEARING (TOR). .. wore te iere ra ee | 
-46 156-58038 . CYLINDER ASSEMBLY, Hydraulic arresting gear “retracting a 1 
(see figure 363 for detail breakdown) 
-47 AN365-820 . NUT (magnetic inspected). . ο tU ee 0 
-48 AN960D816 | WASHER (3 used on aft end, 2 on forward end) . . . . . . . . 5 
-49 ANB -22A . BOLT es end) (magnetic rico ο) A μμ EN: 1 
-50 AN8-21A . BOLT (aft end) (magnetic inspected) . . . . . . . . . . . . 1 
-51 AN3-7A . BOLT (magnetic inspected) . . . . . . .. .. . .... . . 12 
-52 AN960C10 . WASHER . . . . . . E E AS 
-53 169-56116-3 . PLATE, Arresting gear centering cam, be ay Rt ως, GAR 
-54 169-56116-5 . PLATE, Arresting gear centering cam. ; e A AR 
-55 169-56116-7 : PLATE, Arresting gear centering cam. 22 27 AR 
-56 169-56115 . CAM, Arresting gear centering. . . . . . .. SORA E 2 M 
-57 AN365-428 ae VNU Die ok: a ld rac iier a ον ών. ee χρέος ἅν. Sed las s 14:8 8D 78, ο”... 
-58 AN960D! 16 E WASHER 56 o4 ος ο δν e a sem MUR ο αρ ee a α κκ... 4 
-59 AN4-11A- gc P BOLT S ο ο ἂν yeh Jute dae rt ο irse ον dem dt. I oe ο 1 
-60 AN4-12A . BOLT... " di, Sar Meroe δν G 1 
-61 175-56112 . ROD ASSEMBLY, Arresting gear stop ‘actuating. ETE 1 
-62 AN320-3 i HUD ce 39 pent ο ia maces αμ aE A l 
-63 AN960-10 . . WASHER. . . tin Nap ο fas Ug. Bios END! v ος 2 
-64 4B21M-S3-025 . . BUSHING (NA) . a PTT RENE : 3 2 
-65 AN23-19 . se BOLT... ης . ο ο... 1 
-66 2Μ9ΘΡ -41-32-62 Do. WASHER; Thrust (NA). . aa : : δ 1 
-67 175-56108 . . SPRING, Compression . . ο... : 1 
-68 175-56107 iS RETAINER, Arresting gear ' stop actuating rod spring. a 1 
-69 175-56112-7 . . PIN, Arresting gear stop actuating. ὲ A 1 
-70 175-56112-5 Ὁ | TUBE ASSEMBLY, Arresting gear stop actuating ρω, 1 
-71 175-56112-3 . . TUBE ASSEMBLY, Arresting gear stop Be aking aft) 1 
. -72 HRBM-4E . . RODEND (HLF). . . . . . .. o... . Ρ 2 
-73 AN316-5 νι. NUT X. wa A Som x + « A 2 
-τὰ AN365-1032 ο ο O E d 2 
-75 AN960D10 S ra WASHER D. Gwa ito fe Bar ολο. τ AR δὲ, νῷ N RPM $ 4 
-76 _ AN3-14A a BOLTS A A e A 
-TT - ANQ60D1016 . WASHER. . * "EX . . 2 
-78 146-56133 . PIN, Arresting gear bumper stop “attaching. da deh asd ees Ze ‘ r 1 
-79 - 175-56133 . PIN, Arresting gear bumper stop attaching. . . . . . c c . +. 1 
-δο 175- 56115 k SPACER, Arresting gear bumper stop . . . . . . . . . . . s. 1 
-81 175-56116 . SPRING, Arresting gear bumper stop . . . . . . . . . . . +. 1 
-82 160-56111 . STOP, Arresting gear bumper. . . . . . . . . . . νο ο ο > 1 
-83 AN364 -428 ών umm O oui cux sano LL 
-84 AN960DH 16 . WASHER . . ο Se we E a e EOS 1 
-85 2W1AL-17-48-64 . WASHER, Plain (uA). ; "Ον ο” Σ : 1 
-86 175-56117 . STUD, Arresting gear bumper. af Ok τος, (elk ο ο) ie uel d E ; 1 
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FIGURE 360 - ARRESTING GEAR RELEASE MECHANISM 
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AN 01-60AAB-4 


Section [| 


Group Assembly Parts List 


ARRESTING GEAR (Cont) 


a 5 ο ——ÀÓÓ e 5 5 5 5 M Á—— 


UNITS USEABLE ON 


PART 
NUMBER 


No Number 


AN320-12 
AN960D1216 
AN320-6 
2W1-28-28-125 
146-56170 
146-56171 
B812 
AN310-3 
AN960C10 
2W1B13-14-51 
AN42-6 
146-56134 
146-56172 
AN320-3 
AN960C10 
AN23-9 
AN365-1032 
AN960C10 
AN3-12A 
146-56173 
146-56174 
AN320-3 
AN960C10 
AN23-11 
146-56136-10 
AN365-1032 
AN960D10 
AN960D10L 
AN3-5A 
175-54394 
146-56130 
AN320-3 
AN960C10 
AN23-13 
175-56135 
AN365-622 
AN960D616 
483D616-13 
2W1-24 -32-62 
AN6-22A 
146-56168 


AT6 
169-56151 


2 3 4 5 6 7 NOMENCLATURE 


ARRESTING GEAR RELEASE MECHANISM. . . . $ ρα, DT ded» 


5 5 ο ot ο n9 9 n9 


e... ο ot ο 9| ο 9 9 oe. 


- SPRING, Arresting gear aft uplock. 


(see figure 359 for next assembly) 
NUT.-. ο et ο ο ο je 
WASHER... "p 
NUT (magnetic ins ected), Sige mw Gene Behe a τς 
WASHER, Plain (NA). . . ; SM Ye 
PIN, Arresting gear release cable bellcrank. . 
BELLCRANK ASSEMBLY, pees gear release cabl 


. © © © 2 , 0» 5 » 5 58 


. BEARING (TOR). . . ο ie eh τος a 
NUT (magnette inspected). D Cun «De (wn ρου. 
WASHER . . "REPERI E vw 
WASHER, Plain (NA). RU cur Rege o IS "P 
BOLT (magnetic inspected) . νο ες. ἐφ REPE od 
SPRING, Arresting gear emergency release D ick 
LINK, Arresting gear uplock release sliding. . . .. 
NUT (magnetic inspected). . . . . . . . ... eee 
WASHER . . . RR t "E 
BOLT (magnetic inspected) . vov de Ages ow 
NUT (magnetic inspected). Sr. we le, s μα. 
WASHER... Beene : Hp. qd Sey LRL 
BOLT (magnetic ' inspected) ΜΡ ο. 
BELLCRANK ASSEMBLY, Arresting gear forward uplo ock ac 
SPACER, Arresting gear forward BTS shaft. . « « « 
NUT (magnetic inspected). . . . . OX E ee Tia, e 
WASHER . . . E c 
BOLT (magnetic '"anspeetea) a να 


HOOK ASSEMBLY, Arresting gear forward “uplock ΠΟ 
Ημ ος. got. ας ent oa iS 
WASHER. ο oy E RIVE. Suri eus 
WASHER. <= 4 ἃ o». 70 Ὁ ἡ κ... cele Ow κ. 

. BOLT. .... 

BRACKET, Electrical arresting gear "forward uplock 
CABLE ASSEMBLY, Arresting gear uplock release. . ο 
NUT (magnetic inspected). ..... 
WASHER . . e 
BOLT (magnetic inspected). 


et on. ot 


. 
. 
. 
. 
. 
. 


.-.....2». 


NUT (magnetic inspsotes)s Tic : 
WASHER . . νον. 
SPACER, Bolt (NA). . reet anjrc ρα : 
WASHER, Plain (NA). ahr is x 


BOLT (magnetic NA). beds | š ‘ 
HOOK ASSEMBLY, Arresting gear aft uplock 
. BEARING (TOR). 1 s 
BRACKET ASSEMBLY, Arresting gear vertical brac 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


. 
. 
bun 


ATTACHING PARTS 


AN365 -1032 
AN960D10 
AN3-7A 


160-56147-17 
160-56147-15 
169-56166 
NAS75-16-013 
AN365-1216 
AN365-1018 
AN960D1216 
2W1-55-40-50 
NAS143-12C 
NAS152-70 
169-56195 


169-56126 
2W1-80-48-16 
169-56127 
AN365-524 
AN960D516 
175-54392 


4B21S5-023 
RBC74164 
AN5-24 A 
AN365-720 
AN960D716L 
175-56102 
AN960D716 
AN7-40A 
146-56152-10 
146-56181 


NUT. 4 2 ὁ mox ος ο, e ο ον ος τῳ ος hoi 
WASHER . . . . . 4 e ee «ο ο . we . ο...” 
BOLT . . . . « 4 4 9 e ὁ ὁ oh o... om om on m ot! t! t! ng 


. LINK ASSEMBLY, Arresting gear vertical brace upper . 


LINK ASSEMBLY, Arresting gear vertical brace upper . 
BUSHING, Arresting gear vertical brace upper link 
s Wr ΤΗ Plain press fit steel. . . . .. . . +. 
(LH side) (magnetic inspected) . , 
NUT (RH side) (magnetic inspected). 
WASHER ee SAGE) coer a ees $9 ae ste eue 
WASHER RH side). . * 
WASHER, Plain X4130 or equiv 195, 000 to 145; 000 “psi. 
BOLT, internal wrenching steel 3/4- 16. . 
BOLT, Arrestin 
(RH side 
PIN, Arresting gear vertical brace trunnion. . . . . 
WASHER, Plain (NA). . . CIA 
BEAM, Arresting gear vertical "brace "support. "Pu 
NUT. .; xs4k4e99 X o O POEM MEE" 
WASHER . . em 
LEVER ASSEMBLY, "Electrical arresting gear 'üplock 21 
switch operating 
BUSHING, Spacer. . . . ..::: : . 
BEARING (RBC)... .. . eer n nn 
BOT... ο ο e wr 4" jm del E ο. 
NUT (magnetic inspected). ; A 


oe o o o n 
. 


WASHER... + T 
BLOCK, Árresting geàr "vertical brace uplock “radius | 
WASHER ES 
BOLT (magnetic “inspected) . . ; 
BRACKET ASSEMBLY, Arresting gear vertical "brace “uplo 

BUSHING, Arresting gear uplock bracket. ..... 


s.s.s 


. e. . © © . o o o o 


PER ASSY. 
. Ref 


NX C η. τοπ 


switch. 


PY 
.. 9 o? 9 o. t ot! t! 9 » n9 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


e 


gear vertical brace upper “Link attaching . 


ck . 


TO IO IO IO π! I. HI E TO. I TO. 1 i IP I. πι 1 ER i. πι B. iB. i. E. p. ES 


ο HBpBBHMOHHIOFHIE 000 ΝΙΛ) ΓΕ” ΕΕ” πὶ πὶ -!-1 


"TTE 


NE ENP ΓΟ π! π4 55 πι 


CODE 
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p 3 | H-184-56.9 


FIGURE 361 - ARRESTING GEAR HOOK AND FAIRING DOORS 
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Section | | 


-60AAB-4 
AN 01-60AAB Group Assembly Parts List 


ARRESTING GEAR (Cont) 


"————— E E S S S — — ———— — — ————————v—— — — — 
FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
361 No Number ARRESTING GEAR HOOK AND FAIRING DOORS . . . . . . . . . . . . Ref 
(see figure 359 for next assembly) 
-1 146-56114-10 . DOOR ASSEMBLY, Arresting gear (supersedes 146-56114) . . , 1 
ATTACHING PARTS 
-2 AN960C10 UR ERU ME M MR RR να ips 2 
-3 AN393-13 s PING v3 πα ο es uw eB OE E IL 2 
-4 AN365-428 . NUT (magnetic 'Anspected) | V n7 at esl ws le veo ψος tele 2 
-5 AN960D416 . WASHER . . . . x ΟΡ αν a Fe) ai 2 
-6 NAS76A-008 . BUSHING, Plain press- -fit bronze. . . . . 2 gigi] 2 
-7 AN960D616L . WASHER . . o «δη a RR DRE i 
-8 ANY-7A 7 . BOLT (magnetic “inspected) | u e e A A εἰς ee ἡ . e 
-9 169-56101-10 . HOOK ASSEMBLY, Arresting gear complete . . ο ο EAS 1 
(see figure 362 for detail | breakdown) ; 

-10 AN960C10 4c WASHER ο ο ex eom $4 y . y : 2 
-11 AN393-13 e (PING 7. πε. ο. . 2 
-12 169-56180 . LINK ASSEMBLY; Arresting gear "door attaching S od : 2 
-13 AN486-4 sas CEVIS: a $3 ο X De aes WO LEA 2 
-14 AN316-4R «ow NUT So -——. RA 2 
-15 AN320-3 . NUT (magnetic inspected). . . lioo oiii. 1l 
-16 AN960C10 . WASHER... AME UE di rra Le a E 2 
-17 AN3-10 . BOLT (magnetic inspected) . voca. ἃν ο) m ο οι "ὦν ae cap yal DA τῷ ov 1 
-18 AN364-1032 . NUT (magnetic inspected). . . . s . . .... ... .. ο ο» 1 
-19 AN960C10L . WASHER . . auc. e iR «ὦ ue «οἱ ο aye Season δν ο ο ο ο 1 
-20 4B2183-014 | BUSHING, Spacer (NA): 2 2 . gio iIi iii lI 
-21 AN509-10R15 . SCREW. ... erate Fes tae? (δ a Ve" ne 1 
-22 169-56175 . LINK ASSEMBLY, Arresting gear 'aoor torque tube actuating. . 1 
-23 F347-14 `. ROD END (FAF). . . —— S- ο μα... 
-2} AN316-4R . 0. NT... UE ODD UR ILE CST 
-25 4B19B5-012 . . BUSHING, Press-fit ‘plain (nA): ED ο Ρο. 1 
-26 169-56175-3 . . LINK, Arresting gear door torque tube actuating . . . . . 1 
-27 AN365-1032 . NUT (magnetic 1nspeçted). μμ ole ο A 
-28 AN960D10 . WASHER . . . . "m προ UE CAD S x. uso de 
-29 ΑΝ3-ΤΑ . BOLT ΠΕ debi] Ip ruo ARI ie Www qe. vdd 
-30 AN3-5A . BOLT magnetic inspected] . νο es 2. o e 6 o wow 4 τὰς ᾱ 2 
-31 2W1C37-30-32 .- WASHER; Plain (ΜΑ). i... o ote ῥα" a oe eS ter m imo CAR 
-32 169-56183 . SHAFT ASSEMBLY, Arresting gear door operating. ....... 1 
-33 AN320-3 w^ a a NUTS ο oq ο Wat ο ο Ἔρος αὶ Ce e mete gr cel “Sr a 3 
-34 AN975-3 a WAS HER Scho. ce: le IS RS a sea a 3 
-35 AN386-1-7 i ... PIN a EE E. . νον ενος 3 
-36 169-56176-1 . . ARM ASSEMBLY, Arresting gear door operating 5 κος 1 
169-56176-2 . . ARM ASSEMBLY, Arresting gear door operating RH. . E T 1 

-37 169-56179-1 . . FITTING ASSEMBLY, Arresting gear door shaft bearing LH. . 1 
169-56179-2 . . FITTING ASSEMBLY, Arresting gear door shaft bearing RH. . 1 

-38 Βοῦ ας BEARING (TOR)... . EU ene ενος 8 
-39 169-56177 . . BELLCRANK ASSEMBLY, Arresting gear “door operating e 1 
-40 169-56178 . . SHAFT, Arresting gear door operating: Qut. ab εν Ἐν τν NICE 1 
-41 AN320-18 . NUT (magnetic inspected). . . . . . . LE ο ας: 
-42 2W2SP73-72-156 s^ WASHER, Thrust. (ΝΑ) ον 2 046 9 κο φον ο E Rea 1 
-43 2W1C118-75-50 | WASHER, Plain (NA). . . . ο «2 cee ene en ©. AR 
-44 2W1C118-75-36 . WASHER, Plain (NA ο SE jor deal acted ο ο uro on LAB 
-45 2W2SP118-75-065 . WASHER, Thrust (NA). . . νη 2. AR 
-46 169-56125 . PIN, Arresting gear “drag link trunnion . os "o Wl ies ο τος 1 
-47 169-56102 A LINK ASSEMBLY, Arresting gear drag . . . . . . +... . . . H 
-48 NAS2-101 . . FITTING, Lubrication. . . . E EAD. ῥα, ὄψι, ο e ἠδ, ah Ad 2 
-49 175-56127-5 . LINK ASSEMBLY, Arresting gear vertical brace lower LH. . . . 1 
175-56127-6 . LINK ASSEMBLY, Arresting gear vertical brace lower RH... . 1 

-50 175-56127-3 5 . LINK, Arresting gear vertical brace lower LH. . . . . + 1 
175-56127-4 . . LINK, Arresting gear vertical brace lower ΒΗ... . .. 1 

-51 120-33144 . . BEARING ASSEMBLY, Main landing gear side brace. . . . . 2 

outboard pivot 
-52 ANQ44-101 . . FITTING, Lubrication. . . e. o sess sos eeso 2 
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FIGURE 362 - COMPLETE ARRESTING GEAR HOOK ASSEMBLY 
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PART 

NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 

169-56101-10 HOOK ASSEMBLY, Arresting gear complete (see fig. 361 for 
next assembly) 
169-56208 . HOOK ASSEMBLY, Arresting gear insulation, . uv 
169-56207 ὃ HOOK ASSEMBLY, Arresting gear ess "P MM 
320-625 -25002 - . CLAMP (MAR). . τ. MR reet ουν -ᾱ- 
VR3111 : ASBESTOS TAPE, 95% (JM). WAP ee ee ae ee 
169-56107 A SHIELD, Arresting gear hook DEP p et HES " 
NAF601123 . POINT, Arresting gear hook (GFP). s xo GE φ : 
ATTACHING PARTS 

AN320-12 NUT: uy qox E e9» 34 we 9 wu Φ Ὃν y os See Seer 
AN960-1216 C WASHER: o eo 4e ww xoc ᾱ ee 5 ἡ A P 
AN960-1216L . WASHER. . . . MO NC EN 7 a te m $$ 
AN12-50 . BOLT (magnetic inspected). SEG 5 D το. 
AN365-1032 v" MUT uoo ecc GRE ie VEI A "ne^ ere ere 
AN960-10 o WASHER. d 00 sin com mU ο ο ο qut ος. (y 
AN3-27A ee BO Md a SS ee wo 0e ia ο . 2h uus ῳ- Ὁ 
AN320-5 X UT a a owe e E $us Ένα ος í 
AN960-516 . WASHER. . . . * ow " 
146-56141-3 . WASHER, Arresting gear “uplock roller ad usting. 3 
RBC74164 : BEARING, Landing gear safety hook Ey P wr δι ον 
AN25-30 . BOLT. . NM 
146-56109-11 . BRACKET ASSEMBLY, Arresting gear “uplock roller. ο 
AN365-1032 v NUTREN ο, ὃ 
AN960-10 . WASHER. . . . "E ME A 
146-56141-5 . WASHER, Arresting uploek roller adjusting eet eh Ὁ " 
AN3-27A ο ΒΘΕΤ 235€ €0* see ο. A ender Ae ο 5 
AN365-1032 «wc NUS a Rer. ο a Were a A S “ὁ a 
AN960D10 c WASHER 4 404 wo @ ια Bow xXx κ eee i k 
AN3-24A . BOLT. , s wj cw OW CSV ο. ος 
169-56111 . BUMPER ASSEMBLY, “arresting gear hook, Sr cw ls ay ee 
AN365-1032 s NUT α REE SS I ASS τα we ἃ Κα 
AN960D10 sc WASHER; eco woe ow Wo o9 ὦ Ὁ A oos ee a ws 
AN3-26A . BOLT. . A ὦ 
169-56191 . ROLLER. ASSEMBLY, “arresting gear hook. centering comp e 
AN320-6 » 5c NUT ος ο ο ο GR GES er es Bee’ BO ος NS eat JR OO oa 9 
AN960D616 re à WASHER. . . Ea de tp ass mo eo ο Οκ ο 
2W1AL33-20-64 . | WASHER; Plain (NA) . ; alei g 
169-56146 ts | PRINS Arresting gear hook. centering “roller i... 
169-56145 zw. Ὃς ROLLER ASSEMBLY, Arresting gear hook pencen sng, > 
B812 Dol o. BEARING (TOR)... . : 
169-56191-3 . . FITTING, Arresting gear hook” centering complete . 
175-56113 . FAIRING ASSEMBLY, Arresting gear hook (supersedes . . 

146-56113 for future procurement) 

169-56162 . .. BRACKET ASSY, Arresting gear hook fairing rear attaching 
169-56161 v. os BRACKET ASSEMBLY. ü a uam 
169-56110 . BUMPER ASSEMBLY, Arresting gear hook forward. "oue 
AN365-1032 e NUT Ae kx Ὁ UE € 4 X RA w oie, “αρ ie 
ΑΝΟΘΟΡΙΟ e ‘WASHER. 20 AA A κ κ RARA e ο ον cw 
AN3-25A & BOLT a ERE Um ARALAR AA ϱ AA A . 
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H-184-56-6 


FIGURE 363 - HYDRAULIC ARRESTING GEAR RETRACTING CYLINDER ASSEMBLY 


` FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER - 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
363 156-58038 CYLINDER ASSEMBLY, Hydraulic arresting gear retracting . . . . . Ref 
(see figure 359 for next assembly : 
-1 AN742-4D ην; "ΝΕ, 1 4 e hoe ἐφ. 7 7m o ho o -ᾱ- SH ο ὁ. ὦ 1 
-2 156-58801-73 + LINE ASSEMBLY, Arresting gear pivot retractor return. . . . . t 
actuating cylinder to hose 
-3 AN833-4D ον AUÚBO: ue degnis o. e ala ΕΙ A teh 2: Bhan feb Dl 1 
-4 AN924-4D 5 SNUT ο | 
-5 AN6290-4 € GASKET, aL O a AE 
-6 146-58262 . END ASSEMBLY, Hydraulic arresting gear retracting cylinder, , 1 
piston rod 
-7 146-58262-3 ο.» END, Hydraulic arresting gear retracting cylinder piston. 1 
rod 

-8 LS8 - . BEARING (HEC). . . . . . , E ε.φ Wee να. e AD 
-9 NAS2-201 w^ a FITTING, Lubrication. . . . .. w wv. ve. A w^ RÀ ed Ὁ 1 
-10 2W11A9 . WASHER, Tab lock (NA). . . . . . . . . CP wl. oe o es b 
-11 AN316-9R we NUT qr" qc qM ME 
-12 146-58517 . NUT, Hydraulic arresting gear retracting cylinder lock. ... 1 
-13 146-58260 . END, Hydraulic areesting gear retracting cylinder . . . . . . 1 
-14 AN6227 -23 s PACKING... 2s eo... . . a . ee ew . 2 yo... 1 
-15 7R2-12D . RETAINER, Gland (NA) .......,., ο ο ο taht te ala! | ab 
-16 AN6231-3 So WIPER 4 2.10.5 de da νο onte UR ο. sw cd 
-17 2W1ALP41-33-64 + WASHER, Plain (NA)... ...... 2222... ev ete E 
-18 AN6232C2-3/3 ο A CU DA e e ο Did ον να. 
-19 TR3-12D + RETAINER, Rod "O" ring (NA). . . . . : a IP 
-20 AN6227-12 oy SEAC KING aa A ο ο Gera ftom cis Un ο ο ot i SE. IE 
-21 146-58261 + PISTON ASSEMBLY, Hydraulic arresting gear retracting cylinder 1 
-22 AN6246-23 SCORING.ICOSCIUS as ο ον ὃν ος) Ip Ves cal Se τής ceo ἐδ. vay a) BO are cac m) Ὁ 2 
-23 ANG227 -23 A A δρ ών elec eoe, ο η σας ey 
-24 146-58259 . HEAD ASSEMBLY, Hydraulic arresting gear retracting cylinder . 1 
-25 146-58259-3 ee NE CYLINDER, Hydraulic arresting gear retracting head. . . . 1 
-26 LS8 oe ges GBEARING OV(HEC). S 02. . 4 v oc: 403 vo. a e oS Won or Ὢ 
-27 NAS2-201 "e FITTING, Lubrication, . . . . . . . . l ικα E NER 1 
-28 AN832-4 A AN 
-29 146-58516 . CLIP, Hydraulic arresting gear retracting cylinder line... 1 
-30 AN924-4D μμ ο ΟΙ ta ο KEE O iets, a SUE 
-31 AN6290-4 νιν. ὥς αν ο ον D Rochus aus ul 

"a — ———— ——Á 
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2 
- 84-48-22 
FIGURE 364 - J33 ENGINE FUEL SYSTEM INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE : PER ASSY. CODE 
36 146-48501-31 FUEL SYSTEM INSTALLATION, J33 eng (see fig. S for next RESI s Ref 
-1 146-48502-31 . FILTER ASSEMBLY, Fuel J33 engine. . . . ; 1 
ATTACHING PARTS 
-2 AN503-116-16 s SCREW uu. s a vec αι A Ὁ! BI SE Yee DAD Ἂμ eo ο 3 
-3 ANQ60D416 . WASHER. . by eR erii Mure aime Ro o ο ο. 6 
-4 4S3-416-20 . SPACER, Bolt (NA). o e ao a a BE as 3 
=) AN503-116-8 ` SCREW. . ο ο ο qu^ ο ο 3 
EE dE 

-6 K9500A2 . . DRAIN VALVE, ἘΝ inch Pn drain << BOE) i es les Se 1 
-T AN822-16D . . ELBOW . ... VD wi Eo a cs 1 
-8 AN823-16D . . ELBOW.. ede ᾱ- ue 1 
-9 34371 - . FILTER ASSEMBLY, "Fuel "(PuP). . ; . 1 
-10 AN365-1032 2 NU ὁ ὦ a 6 
-11 AN960D10 . WASHER. . . . . ... 6 
-12 AN3-4A νε A ο ο κ ke E aves MAE ανα.” à 
-13 AN3-5A . BOLT. . . « SE is a 2 
-14 146-48503-1 . BRACKET, Fuel 333 éngine "filter support LH. eo wee Ta ὦ 1 
-15 146-48503-2 . BRACKET, Fuel J33 engdue. filter support RH. 1 
-16 AN833-16D . ELBOW.. rh ADS i 
-17 ANQ2h -16D ; NUT a os ο ο 1 
-18 160-48861-81 . HOSE ASSEMBLY, Fuel 333 aft |. 1 
-19 AN626H -16D52 . HOSE ASSEMBLY . . . + 1 


A τον οσα RN OON d ec πια τ τα ETS MUZE IA A IMS NI SEXE CS ED 
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FIGURE 365 - COMPLETE J33A10 ENGINE INSTALLATION 
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AN O1-60AAB Group Assembly Parts List 


J33 POWER PLANT (Cont) 


NOMENCLATURE 






3 75-40501-100 ENGINE INSTALLATION, J33A10 complete . Sedes 
-1 175-42508-100 TANK ASSEMBLY, Discharge fuel collector . . . 1 
-2 175-42508-13 WELD ASSEMBLY, Discharge fuel collector. Sy eat 1 
-3 K900081A VALVE, Fuel drain 1/8 pipe thread (ROB): MESE 1 
4 AN842-4D . . ELBOW EM VO D QE rd 1 
-5 184 -42527 . . ELBOW, Discharge fuel selector tank. oleae a 1 
-6 AN823-10D : e NIPPLE; X ww saue a a wx $7 ος a πο 1 
-7 AN822-8D e. ¿ELBOW o ne a a ee eh ae 
-8 AN816-10D + NIPPLE . . "E 1 
-9 175-42516-10 . TUBE ASSEMBLY, et “engine drain tank ram ‘air. DRE ONES 1 
-10 3H2 -8-22 πμ ΑΜ a ue) coe, eG AA, Ωμ. 1 
-11 ANT3T -30 CLAMP. . . DD Ic» TA A Sarena: Pd" 9 
-12 AN6270-10-8 . HOSE ASSEMBLY, RC ο, «Ἐν μα δι on -ᾱνν d ex Ier lesa was 1 
-13 146- 42540-45 LINE ASSEMBLY, Drain tank outlet. ; eco gas (n Ti ον όν 1 
-14 155-8 COUPLING ASSEMBLY, Fuel drain line (AQ) . Ὁ 4 1 
-15 6706964 DRAIN VALVE ASSEMBLY (Furnished with J33 engine) (GRP). a 1 
-16 . AT248 TUBE ASSEMBLY, Engine combustion chamber drain (AMK). . . 1 
-17 AN832-4 ae UNION. c 23.4 we v e SUM ue eq s Xe MeL es CET - 1 
-18 AN837 -4 se οὐ ο cea ο ο a ee wh We WOES ROTEN e 1 
-19 AN924 -4 . NUT. S» 4E WE IS Low κο ο TIA IA 2 
-20 AN902 -4 GASKET ο, MES 5 ὃν ο” τα a 9 ο, (47 τά ὦ. .-ᾳ. “Ὁ 2 
175-51540 INSTRUMENT EQUIPMENT INSTALLATION, Jet engine . . . . . . . Ref 
: (see figure 366 for detail l breakdown] 
-21 * 146-40510-20 ENGINE ASSEMBLY, J33A10 . . . ὃν cbs El δις ος X 1 Μ 
* 146-40510-30 ENGINE ASSEMBLY, J33A10 . . . 1 BC 
J33A10 ENGINE ASSEMBLY, (ALE) (GFP) (For a list Gf detailed 1 
parts refer to ANO2B105BB4) 
-22 175-42515 . . FITTING, J33A10 engine drain .............. 1 
-23 AN365 -428 s wv NUD SX V ο ο o eec ok x e RTI o hel e IS. & 2 
-24 AN960D416L so eo MASHERS . 2245 y» ν. we οὗ a ee es i e Pe ee ei ης E 
-25 AN4-17A BOLT. . . o soe) re cav Vey Ve et, ipu ο φαγί μυ 2 
-26 156-42513 BRACKET ASSEMBLY, J33A10 engine drain valve mounting . . 1 
-27 AN822-4 ELBOW . . .. αἱ wes QE ALS Wu “wep eer UE qu Tv eil VeL T inde 2 
-28 AN816-4 τ NIPPLE: 2 ο ον ὁ, κ δν νο, Ὁ πλ άρον a on baa oho δν oe 2 
-29 ANS15-4 ; UNTON e ο ο ο ο ο A ix ὦ 2 
-30 AN902-4 Ρ GASKET. . . . . . . ο) «μι etie Sant Poway. «ὦ». O: 4 
-31 AN6264 -4-20 . . HOSE ASSEMBLY ... sme Q M νο Gaur d E οθονη Wo Neri: L 
-32 AN6264 -4 -46 a . HOSE ASSEMBLY . . . . . . . «ots i. LES i «Ὅν “ 1 
-33 AN6264 -4-54 . . HOSE ASSEMBLY . . . . . . . . . .. oy 6h y xr Xue E 
-34 ANG264 -4 -48 +. HOSE ASSEMBLY . . . . . . . MES v^ ww. iT us sue i 
-35 AN837 -4 S. «ᾧ LR Rd ERU E lu νῶν τὰ] see os PE 2 
-36 AN924-4 e & ΝΟΤ "AE Rice du dE s ux m $t 2 
-37 146 -42544 . . PLUG, "333 eng ine emergency fuel “control κα οδός Ὅν ᾳ 1 
-38 AN737-46 : ο μμ Wie πο gt ced ώς ο πα te: LET des ᾱ- Rea 2 
-39 3H2 -16-16 : HOSES: (NA Ja . ee de exeun r3 ar Εμ... 2 1 
-40 146 -42540-13 . . LINE ASSEMBLY, Ml case vent-. cio. ss 1 
-41 AN737-38 . . CLAMP .. ο ον ος ed e vaL ade: fs 1 
-42 146 -42543 . . SCREEN ASSEMBLY, 333 engine “breather ος ar? lar το. τὸ 1 
-43 8659107 - . SUPPORT, Female (GFP). . A ο ο 1 
-44 146-31909 . . EXTENSION, Engine forward steady support iUe ρος 1 
-45 8659105 SUPPORT, Male (GFP). ἢ X R 1 
-46 146-48504 FITTING, J33 engine fuel pump. ο : EA 1 
-47 146 -31906 SPINDLE, Left hand-engine trunnion. . EN : 1 
-48 146 -31908 š BALL, Engine mount slide fitting . » $ 1 
-49 146 -31907 : A SPINDLE, Right hand engine trunnion. : ; 1 
-50 O524AF10 : NUT, High temperature (DLR). . . . . . . . . . . . . . 48 
-51 5B19C7A " BOLT, sCorrosion resistant (NA) . . . . . . . . . . . . . 48 
-52 156 -42518-75 + . PIPE ASSEMBLY, J33A10 engine exhaust . . . . . . . . . . 1 
-53 7814 -428-13A - . . SCREW, Round head (ΝΑ). . . . . . . . . .. 20 
-54 AN960C416 $74 WASHBR cai e ao a ie ncmo ο la ἃν οἵῳ o ig 20 
-55 O428AF10 - . . NUT, High temperature (DLR) .......2.2.2.2.2. . 20 
-56 160-42523-3 +. . RESTRICTOR, J33A10 engine exhaust Rt ο Co Lure Vs 1 
-57 160-42523-6 - . +. RESTRICTOR, J33A10 engine exhaust RE. z dou 1 
160-42523-5 + . RESTRICTOR, J33A10 engine exhaust LH. : s s 1 
-58 160-42523-7 + . RESTRICTOR, J33A10 engine exhaust . κ PAN 4 
-59 160-42523-9 . . RESTRICTOR, J33A10 engine exhaust . : VAS. a 3 
-60 AN837-8D ELBOW. . . . . . κα cal a. ον "EE M «T. ds s 1 Μ 
AN833 -8D ELBOW. . . . . . . r i e € 1 BC 
? NOTE: * Q.E.C.A. 
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H-184-51-23 


FIGURE 366 - JET ENGINE INSTRUMENT EQUIPMENT INSTALLATION 


A en] 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE y PER ASSY. CODE 
175-51540 INSTRUMENT EQUIPMENT INSTALLATION, Jet engine . . . . . . . . . Ref 


(see figure 365 for next assembly 


-1 156-515! -9 LEAD ASSEMBLY, Jet exhaust temperature instrument. 


: 2 3 4 Wee 1 
-2 AN6264-4 -hO ; HOSE ASSEMBLY. . . . oe ἐν Sie ρω 2 
-3 146-51548-9 . FITTING ASSEMBLY, Instrument restrictor. E κος ον ο 1 
-4 146-51548-11 . FITTING ASSEMBLY, Instrument restrictor, . . . . . . e a . . 1 
-5 AN902-4 2 ο Qu αν ο ea ds e ου Fas Goh t De 2 
-6 ANQ24 -4D . NUT. . uve spit as La ae OP uh Br. con all Ne ο ο. 2 
-7 No Number ` TACHOMETER GENERATOR (GFP), (Navy stock No. rS80132 0-050). . 1 
-8 AN4H5 go BOUE νιν. Ue e om we Se OS XS ea es SA 4 
-9 AN515-6R10 . SCREW, . . . DERE ES 8 
-10 No Number . TRANSMITTER, 011 pressure "(Navy stock No .R88T2651- -225) (GFP) : 1 
-11 No Number Ὁ TRANSMITTER, Fuel pressure (Navy stock No.R88T2125) S i ; 1 
-12 175-51533 . SUPPORT ASSEMBLY, Fuel and oil pressure transmitter (Jet). . 1 
-13 AN515B8R8 . SCREW. . . . . : 4 
-14 175-51532 . BRACKET ASSEMBLY, 'Füel and oil pressure "transmitter (et). ‘ 1 
-15 TOTO-1R PL VIBRATION INSULATOR (BLC) . . . λα πο ΗΕ ος 4 





666 / : 











Section || 


AN 01-60AAB-4 Group Assembly Parts List 
R2800 POWER PLANT 


22 19 


20 









— 


IA pl 
(ers 
Leal 

v 





24 


H-184-48-21A 
FIGURE 367 - R2800 ENGINE FUEL SYSTEM EQUIPMENT 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
367 175-48040 FUEL SYSTEM EQUIPMENT INSTALLATION, R2800 Engine . . (4x Ref 
See figure 369 for next assembly) 

-1 * 146-48050-15 . PUMP ASSEMBLY, Engine driven G10. 1 
-2 AN4102-1 . œw. PUMP (GFP)......... E ial’ Doo de 1 

-3 175-48038 . . ELBOW, Engine fuel pump outlet. . . . . . . . . 1 B 
--ἡ 175-53420 x FITTING ASSEMBLY, Heat and vent system engine . 1 
fuel take off Y 
-5 AN823-16D a 2 ELBOW ... . . . . . ee de 1 

-6 AN840-4D . . ADAPTER. .... . . ES 1 |" 
-T AN822-4 . A ELBOW . .. . ο «2. 4. s 1 
-8 AN823-4 "Mer ELBOW. πο... ξεν 1 
-9 * 9552-16D-31 . HOSE ASSEMBLY (AQ) . . ....... MEE 1 
-10 * 184-48160 . ELBOW, Fuel flowmeter outlet prupennenes 175-48048 , 1 

A for future procurement 

-11 * K9500A-1 . VALVE, Drai (KOE) m "C 1 
-12 * AN823-16D ; BEBOW a a usse e qm LIO ues chow. ceo ete Ue. Fe δν l 
-13 * AN6264-16D-43 . HOSE ASSEMBLY . . . . . . +... . +. +. € ow cé 05-25, 7€ ey, μμ. 1 
-14 * ANG264-16D-23-1/4 . HOSE ASSEMBLY . . . . . . . . . . . +... . . . . . ον 1 
-15 * AN6264-4-26-3/4 . HOSE ASSEMBLY . . . . . . . . . a . . . ο . . +. +... 1 
-16 * AN6264-4-26 . HOSE ASSEMBLY . . . . . . ee ee 4. +... n 1 
-17 * AN824-4 V. JTEREC- 45x οβ τας ος UE wu ο πα ας ας. ας οτος cs e 1 
-18 * AN6264-4-11 . HOSE ASSEMBLY . . . ... +. +... +. +. . +... +... ον 1 
-19 * AN823-4 s SELBOW L2... φας. us rule drum a at di. 2 
-20 * AN6264-4-20 . "HOSE ASSEMBLY . . . . . + AU ο πμ 1 
-21 *  AN626h-h-22 + HOSE ASSEMBLY . . . . +. +. . +. +. + N 1 
-22 * AN816-4 oe NIPPLES 40x00 ao Gan ει a AE 1 
-23 * 175-48862-188 . LINE ASSEMBLY, Fuel pump drain. . . PENES at 1 
-24 3H2-4-21 e HOSE: (NA). c Lomo. onde woo νην να νη 1 
-25 * AN364-524 ΝΟΌΣ. το, ος ne iat. SB ES M Gee ek νο A ES, ος 3 
-26 * AN960D516L :. WASHER Ga LL de Qoo qe nee, τῳ πάς φον 3 


NOTE: * Part of Q.E.C.A. 
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FIGURE 4 
INDEX NUMBER 


368 


-5 
6 
-7 
-8 
-9 
-10 
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-13 
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-15 


-16 
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* eK K€ KOK κ 
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κκ 


* X EK KK X KK ox 


* eK K kx * ok EK 


PART 
NUMBER 


184 -40000 
169-32503 


160-32504 
175-32505 
175-40010-4 
175-40010-8 


ο 
ο 


175-40010-140 


ATTACHING PARTS 


146 -32909-3 
AN960-916 
AN960D916 
NAS149DH44 
146-32909-5 
AN960-716 
AN960D716 
AN7-24A 


146-32592-3 
146-32592-4 
146-32592-5 
146-32592-6 


πα Hin: 


ο 
ο 


1 


2 3 4 5 6 7 





AN 01-60AAB-4 
R2800 POWER PLANT (Cont) 


NOMENCLATURE 


POWER PLANT INSTALLATION, R2800 nacelle firewall forward. . . . 
PANEL ASSEMBLY, Cowling top. . a c RD OO e AIDA 
(see figure 376 for detail breakdown) 
PANEL ASSEMBLY, Cowling side. . . . . . s e « «ο» ee oe 
(see figure 374 for detail breakdown) 
PANEL ASSEMBLY, Cowling bottom. . +. . . .. s e +... ee 
(see figure 375 for detail breakdown) 
ENGINE ASSEMBLY, R2800. . . 4.9. 08 ο "ub ο wes ο 
(see figure 369 for detail breakdown) 
ENGINE ASSEMBLY, R2800. . . . $4. docs. ρα ο. 
(see figure 369 for detail breakdown) 
ENGINE ASSEMBLY, R2800. . . Ub de ore ο δι S οι κ τῷ 


(see figure 369 for detail breakdown) 


NUT, Engine mount firewall attaching (magnetic inspected) . 
WASHER. oo Ὁ. α, ο ο δν τα δ. -ᾱ- o9 9$ o * voe om ο να us. o Ὁ 
WASHER. . . . 

BOLT, Internal “wrenching steel ᾿ολιό- 18 (magnetic “inspected ) 
NUT, Engine mount firewall ΝΕ (magnetic inspected). 


WASHER. . . . 6 © «© © « s A a «6 et κό, c κών" ος 
WASHER. . . . WU. 4:9. ο ce. dl αφ UNS ο το 
BOLT (magnetic “inspected ) -— Aa EE . 


FAIRING ASSEMBLY, Accessory cowling 40” line (lower m oe 
FAIRING ASSEMBLY, Accessory cowling 40° line (lower RH) . 

FAIRING ASSEMBLY, Accessory cowling 40° line (upper LH) . « 
FAIRING ASSEMBLY, Accessory cowling 40” line (upper RH)... 


ATTACHING PARTS 


AN509-10-7 


AN748-26 
AN737RM46 
146-42106-5 
146-42106-3 


---*- 


SCREW 4. . 4 e Ri 9S E m se 4) ἡ Tes a 
CLAMP igs a ο ο rcx 
CLAMP . . . . . Ὃ etre rei radio, 


RING ASSEMBLY, Carburetor elbow flexible coupling clamping. 
RING ASSEMBLY, Carburetor elbow flexible coupling clamping. 


ATTACHING PARTS 


AN3 -5A 
AN960D10 


20-5037 -4 
AN310C4 
AN960C416 
AN4C17 
146-47038 
AN365-524 
AN960D516 
AN5-11A 
146-32962 


BOLT. . . . . « « « . ο ο « ο . . o... ο ο m . n n n n ng 
WASHER. . . . . 4 « e 4 « « e . 9 . ὁ ο νο ο: . n 


CLAMP HALF ASSEMBLY (RH). 


ATTACHING PARTS 


NAS221-8 


146-42077 
AN365-1032 
AN960D10 
AN520-10R14 
146-42081 
AN365-1032 
AN960D10L 
AN520-10R7 


NOTE: 


---Ἐ- 


* 


NUT: ος Ὁ Ὁ c 9x Locum seo a ὃν a 
WASHER. +. . . . «4 4 « 44 .. . . mom . om om . om om . +. n9 n 
BOLT 63$: ο. δι. owe a ο ο ο ce e se ο 
GASKET, O11 tank diverter valve . . . . . . s ess eseo 
NUT... a bh οἳ Ὁ -- δ ο ᾱ- Ὁ dene de ai Ie νι Tel Den ος Soo 
WASHER. s « « ο ο ^ ὁ ο ew we ὁ we o. ὁ 9 ὁ ὁ ο ο ο ο 
BOLT. . . EC P tin e. "οκ Mel τς E 
PANEL ASSEMBLY, Engine accessory cowl exhaust cover . * 

SCREW, Brazier head Phillips recess alloy steel 10-32... 


CLAMP, Generator air blast elbow. ... . 
NUT «uox e AE RA A Es s 
WASHER: να on ἡ UE o κα X ORI OS e De Ας dl κ 
SCREW ss «. ve * ο 
CLAMP, Generator cooling air blast "duct support 


ΝΤ... . . 2 e ee we Pane ic 
WASHER. . . . « . . .. . . te ee . . . 


Part of Q.E.C.A. 


Section [| 


UNITS 


PER ASSY. 


. Ref 


ec ο ο ο . 09 n9 


1 


2 


I 


1 


FO TO TO FO TO PO FO TO. 
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œ 


2 


ma 
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Group Assembly Parts List 





USEABLE ON 
CODE 


BF 
AV 
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“FIGURE 369 - R2800 ENGINE ASSEMBLY 
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AN O1-60AAB-! 
R2800 POWER PLANT (Cont) 


Section || 


Group Assembly Parts List 


M A a À—— M À———— —— M M M M 


USEABLE ON 


FIGURE & 
INDEX NUMBER 


369 


PART 
NUMBER 


175-40010-40 
175-40010-80 
175-40010-140 
175-48040 
146-54048 -50 
175-58040 
175-51040 
No Number 
No Number 


No Number 


R2800-44W 


1 


ENGINE ASSEMBLY, R2800 
ENGINE ASSEMBLY, R2800 
ENGINE ASSEMBLY, R2800 


NOMENCLATURE 


see fig. 368 for next assembly 

see fig. 368 for next assembly 

see fig. 368 for next assembly 

FUEL SYSTEM INSTALLATION, R2800 . . 2 Xe: Te Esa 
(see figure 367 for detail breakdown) 

EQUIPMENT INSTALLATION, Electrical system reciprocating 
engine (see figure 385 for detail breakdown) 
HYDRAULIC EQUIPMENT INSTALLATION, Engine section. . . . 

(see figure 386 for detail breakdown) 
INSTRUMENT EQUIPMENT INSTALLATION, Power plant. . . . . 
(see figure 38! for detail breakdown) 
ENGINE COWL FLAPS AND OPERATING MECHANISM... 
(see figure 373 for detail breakdown) 
MISCELLANEOUS POWER PLANT EQUIPMENT . . . ο ο es NE 
(see figure 370 for detail breakdown) 
CARBURETOR AIR DUCT AND MISCELLANEOUS CARBURETOR. . . 
EQUIPMENT (see figure 380 for detail breakdown) 
ENGINE ASSEMBLY (PWD) (GFP)... Mae x 


2 3 4 5 6 7 


ATTACHING PARTS 


MR36K-SA 
MR36K-SA1 
146-32901-1 


'146-32901-2 


AN310-6 
AN960-616L 
AN6-21 , 
AN6-22 


146-32919 
146-32917-17 


146-32917-15 


146-32916 
146-32952 


(3) 


12767 
24268-309/2F17Q3-24AC 


20-530-2 
20-502-2 


NOTES : 


(3) 


* 


FLEXIBLE PEDESTAL MOUNTING ASSEMBLY, Pratt and Whitney. 
R2800 engine (LO) 

FLEXIBLE PEDESTAL MOUNTING ASSEMBLY, Pratt and Whitney. 
R2800 engine (LO) 

MOUNT ASSEMBLY, Engine LH (see figure 372 for detail. . 
breakdown) 

MOUNT ASSEMBLY, Engine RH (see figure 372 for detail. 
breakdown) 

NUT (magnetic inspected) . . . . . . . 4... + eee 

WASHER, ot ο ete d οφ ο "e e^ a ο o er ea fe; ο EE 

BOLT (magnetic ipe eds QUAE. dud ο rao aur ea 

BOLT magnetic inspected n ο. 

SHIELD ASSEMBLY, Engine lord 

SHIELD ASSEMBLY, Engine lord 
(center LH) 

SHIELD ASSEMBLY, Engine lord 
(center RH) 

SHIELD ASSEMBLY, Engine lord mount upper and lower head 

RING ASSEMBLY, Accessory TONTA A RRA e RR 

SPINNER ASSEMBLY (HS) (GFP). d US v, Nea s 

PROPELLER ASSEMBLY, Hydramatic (HS) (oFP).. 
(24260-30- 1/2 F17M3-24AC may be used as alternate) 

COLLECTOR ASSEMBLY, Exhaust (RH)... xe rera ο” 
(see figure 299 for detail breakdown) 

EXTENSION ASSEMBLY, Front port (RH). . . . . . . . . . 


mount lower RH upper LH. . 
mount center head. . . . . 


mount center head. . . .. 


Two MR36K mounts and four MR36K-SA1 mounts form one 
set of MR36K lord dynafocal suspension 


Part of Q.E.C.A. 





PER ASSY. 


UNITS 


Ref 
Ref 
Ref 
Ref 


. Ref 


. Ref 


. Ref 


. Ref 


. Ref 


. Ref 


"ευη 


HH 
Hr ΕΟΟ pa 


Ὁ PR BERND π 


CODE 


H 
BF 
AV 
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FIGURE 370 - MISCELLANEOUS POWER PLANT EQUIPMENT 
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ΑΝ O1-60AAB-h 
R2800 POWER PLANT (Cont) 


Section {| 


Group Assembly Parts List 





FIGURE & PART ` UNITS USEABLE ON 
INDEX NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
370 No Number MISCELLANEOUS POWER PLANT EQUIPMENT . . . . . . . . . .. . Ref 

(see figure 369 for next assembiy) 
-1 * 146-47801-205 . LINE ASSEMBLY, O11 tank to SMELE FWD: vent- -o os Go? a nie da 1 
-2 * 146-47801-107 . LINE ASSEMBLY, Oil breather. . . BO Sioa Ke. Ee es ig ο. As 1 
-3 * 184-47011 . ADAPTER, Oil vent Tines acs 01. Te ο ve DOE rx XU Be NOE 1 
-4  * 3H?2-16-?23 . HOSE (a E a de E 2 
-5 * 3H2-16-36 HOSE NA ο ο ο ον rites TNR ο ϱ οι Ὃν c ο 1 
-6 *  AN737RM46 AA A A ue rev! HLL 
-7 * 3H2-16-32 Ὅσον o a ly GU Shiv da 1 
-8 * 146-42801-111 . LINE ASSEMBLY, Supercharger drain. . . sosoo . . . . . . e 1 
-9  * ANQ14-3D ELBOW. . . . "T X MM oe as SBE Gen EPUM 
-10 * 184-42034 . ADAPTER, Supercharger “arain line | . . a ce de ae A? SO ew RA de 1 
-11 * 3H2-8-21 . HOSE (NA) WP S iS ο Lar ο ui d $m ο ου Bi boo $$ LB 
-12 *  ANT3TRM3O . CLAMP. . . ae set ο Rr ES ο ο S we ta v aoe C T Len ees f sU ο 8 
-13 * 146-47108 . ADAPTER, Oil inlet | . . ο. κος. α 
-14 * 146-47038 . GASKET, O11 tank diverter “valve. : ο” 1 
-15 * 180-9569-32-24-3/4 HOSE ASSEMBLY, pu hole flange 90*' elbow. to hole flange 90° 1 
elbow AQ 
-16 * AN365-524 ty NUT sae a a ae SES REUS δω, IE E RES UR IE VUE ο) ἃ 4 
-17 *  AN960D516 SU WASHER: S tee? um mdp Wet eam TER alm, A ws, e ορ ads efus "S 8 
-18 * AN5-10A &' BODT . 23-2 απ E A Gt a ηταν 4 
-19 * 180-9571-24-20-3/4 HOSE ASSEMBLY, Four “hole flange’ 90° "elbow to three hole 90° 1 
elbow AQ 
-20 * 1462ED . GEAR BOX ASSEMBLY, Right angle accessory drive (WGW). i-e 1 
-21 * 146-42029 . BRACKET ASSEMBLY, Hydraulic pump support . . . . . . . . > . 1 
-22 * 146-42028-5 . CLAMP, Hydraulic pump supporting ο ος τὰν ᾱν ών Tat ντα Teri e ce 1 
-23 * 146-42028-3 . CLAMP, Hydraulic pump supporting . . . . +. . . . . + e ie 1 
-24 * 146-42027 a BRACKET ASSEMBLY, “Hydrautie pump to engine . . . . . St 1 
-25 * AN365-428 ο μ.ο ο μα ο Y ρα ο vans 4 
-26 *  AN960D416L s WASHER ντο ών a a sa ho or Re ge fs 8 
-27 * ANH-6A we BOLT a aa a aes a ο ᾱ oe a 2 
-28 *  ANU-S5A . BOLT... sedi qe : s 8 
-29 *  146-32502-3 . STRUCTURE ASSEMBLY, “Cowl support LH. rien . δι Wy servie 1 
(see figure 377 for detail breakdown) 
-30 * 146-32502-4 . STRUCTURE ASSEMBLY, Cowl support RH. . ............ 1 
(see figure 377 for detail breakdown) 
-31 * 146-32582-1 . FLAP ASSEMBLY, Triangular engine cowl exit LH. . . . . . .. 2 
(RH lower LH upper) (see fig. 378 for detail breakdown) 
-32 * 146-32582-2 . FLAP ASSEMBLY, Triangular engine cowl exit RH. . . —— 2 
(RH upper LH lower) (see fig. 378 for detail breakdown) 
-33 * 18506-32575 . FLAP ASSEMBLY, Main engine cowl exit . . s.d Be cw s 2 
(see figure 378 for detail breakdown) 
ATTACHING PARTS 
-34 *  AN365-h28 a NU a suu ANE NAE τῳ ee D. os ἱρῶν T RC ος S C^ 
-35 * ANQ60D416 . WASHER... "ΝΗ . . 24 
-36 * 146-32579 . SPACER, Engine cowl exit flàp "hinge. us ο ο ο αμ 
-37 * ΑΝΙ-21Α BOLT: ως ος ον οὐ ront ne, TAN Roe ιό, eius e 12 
T 
-38 * 146-12086-100 . DUCT, Generator blast tube flexible. . . .. $ ᾳ ANE 1 
-39 * 146-42077 . CLAMP, Generator air blast elbow . . . . .. è $t is 1 
-40 *  AN365-1032 μμ ο yar 1. cee ra ER A "LP 1 
-41 *  AN960-10 WASHERS 42-440] Ὁ ορ Hm ed ας ος o uu, Sy ες, ee . . "P 1 
-42 κ  AN520-10R1l SCREW. . . νον aiiis oes 1 
-43 * 146-42357 FITTING, Turbo regulator Sensing line. A xe etia 5 1 
(used on Pratt and Whitney engine serial Number 
P3352 and preceding) 
-44 κ 3146-42358 GASKET, Turbo regulator sensing line fitting . . . A š 1 
(used on Pratt & Whitney engines serial Number 
P33529 and preceding) 
-45 * AN823-4 ELBOW. . ο AE E. ae Te πο RA e e ὑφ e 1 
-46 * AN6264-4-28-1/2 HOSE ASSEMBLY, (used on Pratt and Whitney engines serial.. 1 
Number P33529 and preceding) 
* AN6264-4-25-1/2 HOSE ASSEMBLY, (used on Pratt and Whitney engines serial. 1 
Number P33530 and subsequent) 
-47 * 175-47802-50 . HOSE ASSEMBLY, Nacelle engine prop πο thening oil supply ὃν ον 1 
-48 AN894 -12-10 . BUSHING. . . i ο 15 a ο. "a 1 
-49 146-42801-119 . LINE ASSEMBLY, 011 breather RH. . 17101117111] NEL 
-50 3H2-16-36 . HOSE (αὶ νο p xL MEI σε. vla Ob 
-51 3H2-16-40 HOSE ΝΑ}... OR A A re à i 
-52 AN737RM46 s^ GCLAMP A ft eas ake ah m Rp te, καν τον, Golf ae ο tees A 8 
NOTE: * Part of Q.E.C.A, 
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FIGURE 371 - ENGINE ACCESSORY COWLING ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER L 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
371 156-32951-400 COWLING ASSEMBLY, Engine accessory (supersedes 156-32951). Ref Ν 

(see figure 373 for next assembly 
156-32951-500 COWLING ASSEMBLY, Engine accessory (supersedes 156-32951-400 Ref BF 
for future procurement (see fig. 373 for next assembly 

-1 156-32951-115 DOOR ASSEMBLY, Engine accessory . . . . $-^ 1 
-2 5B17C3A BOLT, Corrosión resistant (NA . 21 
-3 156-32973-200 COVER ASSEMBLY, Engine nacelle accessory 'cowling upper. A 1 
-4 156-32960 SEAL ASSEMBLY, Engine accessory dei upper cover. . . 1 
-5 5B17C4A BOLT, Corrosion resistant (NA) . . PEN oa .8 
-6 AN960C10 E WASHER. e. μον. ONE REM EA 8 
-7 156-32951-195 . RIVET ASSEMBLY, Engine accessory "cowling. ο a a 1 

156-32951-293 . RIVET ASSEMBLY, Engine accessory cowling. 7 . SS -ᾱ 1 
-8 146-32966 DOOR ASSEMBLY, Engine mount accessory cowling. 1 

exhaust shroud 

-9 156-32951-155 SEAL, Engine accessory cowling . . . . ο ὃν xt 2 
-10 156-32951-157 SEAL, Engine accessory cowling . ; 4 4 2 
-11 156-32951-159 SEAL, Engine accessory cowling . . . . D 2 

156-32951-291 WELD ASSEMBLY, Engine accessory cowling. ^er eue m 1 

156-32951-295 WELD ASSEMBLY, Engine accessory cowling, . . . .. 1 
-12 160-32977 FRAME ASSEMBLY, Engine nacelle access cowl fire 1 

access door 

146-32967-1 SEAL ASSEMBLY, Engine mount accessory cowl LH , ; 1 

146-32967 -2 SEAL ASSEMBLY, Engine mount accessory cowl RH... 1 
-13 146-32967-9 . SEAL, Engine mount accessory cowling ; 1 
-14 146-32967-11 SEAL, Engine mount accessory Cowling . . . . . . . 1 
-15 146-32967-13 . . SEAL, Engine mount accesssoy Cowling . . . . . . . 1 
-16 146-42030 NIPPLE ASSEMBLY, LH hydraulic pump drain 1 
-17 146-47117-10 NIPPLE ASSEMBLY, Oil breather LH... II et a> Gp Fe 1 
-18 146-47118 NIPPLE ASSEMBLY, Oil breather RH... A 1 
-19 146-42040 " NIPPLE ASSEMBLY, Engine drain RH... ae è 1 

156-32951-125 s RIVET ASSEMBLY, Engine accessory cowling. wow x 1 
-20 156-32951-113 . SEAL, Engine accessory cowling . 5 ον ο TI 

156-32968-10 COVER ASSEMBLY, Nacelle engine accessory “cowl lower complete 1 

(supersedes 156-42968 ) 
ATTACHING PARTS 
-21 AN526C1032-8 SCREW 03 el a as Sa ah Ba we wok Se aE ee ee 1S 
HE ανα 

-22 156-32968-27 + . COVER ASSEMBLY, Nacelle engine accessory cowl lower, 1 
-23 156-32952 DOOR ASSEMBLY, Engine nacelle accessory compartment. " 1 
$ cover access 

W99835-1-080 . . STUD (πο)... . A 2 
-24 160-32976 DOOR ASSEMBLY, "Engine nacelle accessory cowl fire access. Σ 1 

ATTACHING PARTS 
-25 AN363C1032 NUT ent, ο UM a οὐ, E A ο οσο. s wá 2 
-26 AN960C10L . WASHER. . . . . Sa ie a iota, a d Fal 8S 4 
-27 NAS43C3-18 . SPACER, Screw, and bolt. ka Bela, Gk bet “AS ote, ο ο.” 2 
-28 AN3-5A vs OD ΣΕ ο pollo ae oe «νον Ὢ . O 2 
m sus 
-29 AN363C1032 ar NUT foes dy Sec nee We oe, et νά AR a Su ἐφ 1 
-30 AN960C10L . WASHER. . . τ ο eek a, Tee k 2 
-31 NAS43C3-182 . SPACER, Screw and bolt. ο. lg. Bal oy pa li de 1 
-32 AN3-32A BOLT. . . . E S n . 1 
-33 156-32974 SPRING, Engine “nacelle accessory “cowl fire door , à 1 
-34 160-32978 LEVER, Engine nacelle accessory cowl fire door spring 1 
675 
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FIGURE 372 - LH AND RH ENGINE MOUNT ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
372 146-32901-1- MOUNT ASSEMBLY, Engine LH (Bee figure 369 for next assembly). . Ref 

146 -32901-2 MOUNT ASSEMBLY, Engine RH (see figure 369 for next assembly). . Ref 
-1 146-32901-11 . TUBE ASSEMBLY, Engine mount LH. . los a s . . . . . νο 0. 1 
146-32901-12 . TUBE ASSEMBLY, Engine mount ΒΗ... , IR EC ESOS "m 1 
146-32907-1 . . TUBE ASSEMBLY, Engine mount upper LH. GREEN Lie A 1 
146-32907-2 . . TUBE ASSEMBLY, Engine mount upper RH... . i, ὃς ος eS 1 
-2 160-32902 -3 & . . FITTING, Nacelle engine mount to firewall. oh De E ᾱ 1 
attaching upper LH 
160-32902-4 . . . FITTING, Nacelle engine mount to firewall. vie Ry x we i 
attaching upper RH 
-3 160-32904 . . . FITTING, Engine mount upper front ring LH and RH. . . 2 
146-32908-1 . . TUBE ASSEMBLY, Engine mount lower LH. . . . . . ο απ: UL 
146-32908-2 . . TUBE ASSEMBLY, Engine mount lower RH. . . . VY e etur 1 
-4 160-32903-3 . . . FITTING, Nacelle engine mount to firewall. λα ο συ 1 
attaching lower LH 
160-32903-4 . . . FITTING, Nacelle engine mount to firewall. . . . . . + 1 
attaching lower RH 
-5 160-32905-3 . . . FITTING, Nacelle engine mount side front ring LH... 1 
160-32905-4 . . . FITTING, Nacelle engine mount side front ring RH... . 1 
-6 146-32906-1 . . . FITTING, Engine mount lower front ring LH. . . . . . . 1 
146-32906-2 . FITTING, Engine mount lower front ring RH. . . .. > 1l 
-T 146-32711-1 z SUPPORT ASSEMBLY, Triangular flap actuator lower LH. . . . + 1 
146-32711-2 SUPPORT ASSEMBLY, Triangular flap actuator lower RH. ... . 1 
ATTACHING PARTS 
-8 AN365-428 NUDE codi rd ew ened A a Se a πο ος - ος 
-9 AN960D416L . WASHER . . Renfe Ve Qe νο... " A Asie cdi 
-10 2W1AL17-24-12 . WASHER, Plain (NA). coe ce τα πο E : a <... AR 
-11 AN4 -25A μπα μμ ρα ου xo ue τ κ. DAE" 
πας ας 
-12 NAS77-4-18 . . BUSHING, Flanged press fit steel and bronze . . . . . . . 2 
-13 146-32710-1 . SUPPORT ASSEMBLY, Main flap actuator lower LH. . . . +. +. +. + 1 
146-32710-2 SUPPORT ASSEMBLY, Main flap actuator lower RH. . . . . . +. + 1 
ATTACHING PARTS 
-14 AN365-428 NUT. "EDT RENE CT DEC NOME ο; . . b ῳ " 2 
-15 AN960DH16L : WASHER . . νιν iv ο 
-16 2W1AL17-24-12 . WASHER, Plain" Ομ a E ο a es ia tes AAR 
-17 AN4-25A . "BOLT ο ο ο ο a e ο ο "ο 8 
σος πα 
-18 NAS77-4-18 wu. ἃν BUSHING, Flanged press fit steel and bronze . . . . . +. . 2 
-19 146-32709-1 . SUPPORT ASSEMBLY, Main flap actuator upper LH. . . . . . . « 1 
146-32709-2 SUPPORT ASSEMBLY, Main flap actuator upper RH. . . . . . +. + 1 
ATTACHING PARTS 
-20 AN365-428 . NUT. "———C-— ο ο ο ο ELE ο. 2 
-21 AN960D416 ‘ WASHER it ο ο EU. A ος A δὲ ιό" ah e 4 
-22 2W1AL17-24-12 μα μα are ae, ο ο. AR 
-23 AN4 -24A - BOLT o A ala a! a a τών ον is E RS Blas gsi ees. Soe) Ὁ 
πας μας 
-24 NAS77-4-18 . . BUSHING, Flanged press fit steel and bronze usu ος, ae «ὦ 2 
-25 146-32712-1 . SUPPORT ASSEMBLY, Triangular flap actuator upper LH. x 5 1 
146-32712-2 SUPPORT ASSEMBLY, Triangular flap actuator upper RH. . . . . 1 
ATTACHING PARTS 
-26 AN365-428 NUT, 4204 09. ο) νο. ea el τὰ . dio ο ο A EA 2 
-27 AN960D416L . WASHER. . Q0." 9o ὃν κ) Der c y Urs ya) ce. ο ο πο Κῶ τως ἠὲ, ὁ 4 
-28 2W1AL17-24-12 | WASHER, Plain (NA). . . í κος RNG BAe eraa rt “ΑΠ 
-29 AN4-24A .GBODPo l2 4 eo e 3508798 . . ος ο οφ Valde wir φ' CSS τὰ 2 
citada 
-30 NAS77-4-18 . . BUSHING, Flanged press fit steel and bronze . . . . . .. 2 
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FIGURE 373 - ENGINE COWL FLAPS AND OPERATING MECHANISM 
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-GOAAB-4 
AN 01-60AAB Group Assembly Parts List 


R2800 POWER PLANT (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
373 No Number ENGINE COWL FLAPS AND OPERATING MECHANISM . . . . . . . . . . . Ref 

(see figure 369 for next assembly) 

-1 * 146-44010-100 . FAIRING ASSEMBLY, Spinner after body fixed lower. 1 
-2 146-44004 . . SEAL, Spinner after body fixed . . 1 
-3 * 146-44011 . FAIRING ASSEMBLY, Spinner after did fixed upper. 1 
-4  * AN310-5 : NU Seg Σα A 6 
-5 * AN960D516L + WASHER . . . . . Go Cine IS. TIT ας 6 
-6 * 2W1AL21-30-1A . WASHER, Plain (NA). 6 
-7 *  2W1AL21-24-40 - WASHER, Plain (ΝΑ "x^ 6 
-8 * 169-44006 . STUD, Prop spinner after body "support "(supersedes “146- -44006) 6 
-9 * NAS222-10 κ SCREW, Brazier head Phillips recess alloy steel 5/16-24 . . 10 
-10 * 5U18-3 . PROPELLER GOVERNOR, Constant speed (15) (GFP) πώ ών 1 
-11 * 360-105W18 . HOSE, Double swivel AN PCS (AQ). Sa i 1 
-12 * AN832-10 s UNION. . . . . 1 
-13 * AN960C1416 . WASHER . . . . . . . . +. +. 1 
-14 * AN924-10 . NUT. ο oh Moye feriat ter LR o er ο ο ο. 1 
-15 * 175-44013 ; SUPPORT "ASSEMBLY, Propeller feathering οἱ] supply line. 1 
-16 * AN310-5 e NUT. 2 Ὅς Wo we fel CD I a8 Ee veles dere A ROns- ας y RU Xe IV CEP dw 1 
-17 * AN960C1416 . WASHER . . a ee VELIE de E ch oS Ὁ La ee ες τῶν (ὦν e Sa Ne oL Tr eue ux 2 
-18 * 175-44012 . TUBE ASSEMBLY, “propeller feathering oil supply line support 1 
-19 * AN310-4 eocUNÜT. 4 uo ur atat aes ο ο αν ovr αφ 1 
-20 * AN960C1416 n WASHER: <td os m oy 2 al AT 1 
-21 * AN4-5 s BOLT κ or wwe; "ος 1 
-22 * AN310-5 . NUT. ——— E 1 
-23 *  AN960D10L $ WASHER ο A ον ον A “ος, 1ο) RO ο LEA ue 1 
-24 * 146-47801-97 . LINE ASSY, Prop governor line union to flex. hose assy. 1 
-25 * AN815-10 . REDUCER. ... 3 1 
-26 * 175-47802-50 . HOSE ASSEMBLY, “Nac “engine propeller feathering. ‘ofl supply 1 
-27 * 156-32951-440 . COWLING ASSEMBLY, Engine accessory (superseded by : 1 N 

156-32951-500 for future procurement) 

(see figure 371 for detail breakdown) 

* 156-32951 -500 . COWLING ASSY, Eng access (supersedes 156-32951-400 for. . . 1 BF 
future procurement)(see fig. 371 for detail breakdown) 
ATTACHING PARTS 
-28 * AN365C1032 NUT (high temperature). . . "c 18 
-29 * NAS221-8 . SCREW, Brazier head Phillips ‘recess alloy steel 10-32 . . 18 
rue AS 

-30 * 146-32954 . BOOT, Side cowl actuator sealing. . . 4 
-31 * 146-32964 . CLAMP ASSEMBLY, Side cowl flap actuator eng access sealing. 4 
-32 * 146-32953 . BOOT, Main cowl flap actuator sealing . . . 4 
-33 * 146-32963 . . CLAMP ASSEMDEY Main cowl flap actuator eng access "sealing. 4 
-34 * AN365-1032 iJ NUT. siu a ο απο deri ος MN μας 8 
-35 *  AN520-10R18 . SCREW. . . CIS MEE 8 
-36 * M896 . CAP, Cowl flap "mechanism assembly (aa). . "νας 8 
-37 * m4241-2750 . FLEXIBLE SHAFT (AA a ον Sat atone ο S92 ish μμ) L 
-38 * m4241-2500 . FLEXIBLE SHAFT ¡O REEL Mu Bea 1l 
-39 * M4241-0900 . FLEXIBLE SHAFT ο ο Ibo RA CK VES e nre AS 1 
-40 * M4241-1800 . FLEXIBLE SHAFT IO A E ο ο ο eae NT E ος Ὁ 1 
-41 * m4241-3700 . FLEXIBLE SHAFT αν ο ο die ο ο ο ο. 1 
-42 * M4241-2300 . FLEXIBLE SHAFT BN) La Qe zin Ma Ἄδερ τὸ ora ο ο Sey E E H 
-43 * M4241-3100 . FLEXIBLE SHAFT (AA 1 
-44 * m4241-16500 . FLEXIBLE SHAFT (AA) (1 “used on “175- -40010- 40). 2 
-45 * WM3-511 . JACK ASSEMBLY, Main cowl flap actuator me 4 
-46 * M5230 . JACK ASSEMBLY, Main cowl flap actuator (AA) . 4 
-47 * M3560 . RIGHT ANGLE DRIVE (AA) (5 used on 175 -40010- 40) 6 
-48 * 146-32718 . SPACER, Cowl flep actuator actachinge. M . 8 
-49 * AN365-524 3 NU a s ; 8 
-50 * AN960D516L ; WASHER. us td ὦ 8 
-51 *  AN5-21A se BOLT wr. ΙΙΙ duo a Mie rU, πο ου 8 
-52 * AN365-428 πι... ὋΝ ο ος πα ο ο ο... 8 
-53 *  AN960DH16L o “WASHER! Loi dea ως ος ἐν τες e Ee ὧν, καν del ὃ O ών ος ἐν) fec δὲ Κα) ος 24 
-54 * AN4-21A κ ο a a rui cea E AE Y Hn 0 A 8 
-55 * AN365-1032 . NUR Setar Sota a BS A ce ὁ T 
-56 *  AN960D10L ον “WASHER o a ue Sie oe 6 
-57 * AN3-20A . BOLT da L uc. ἂς ee ἑῷς τς 4 
-58 * AN3-23A s -BOLT uu l 
-59 * AN3-13A . BOLT. 2 
-60 * 5C2E28-8 . CLAMP, “welded tube " (NA) ‘a. 2 
-61 * 146-54257 . CLAMP, Cowl flap actuating power “unit 1- 3/4 diameter “support 2 
-62 * 1146-54258 . CLAMP, Cowl flap actuating power unit bkt 1-7/8 dia support 4 
-63 * M4487 . T-DRIVE, Cowl flap system attachment (AA)(M4487 together. 1 

with WEE4-221M2 make up EE6020) 
-64 * WEE4-221M2 . ROTARY ACTUATOR ASSEMBLY (AA)(WEE4-221M1 may be substituted) 1 

(WEE4-221M2 together with M4487 make up ο 
-65 * 14546-54256 . BRACKET, Cowl flap actuator power unit. . . . . D 1 
-66 * AN365-428 Su μα ο ο ο EE κ O E A hA SET a 4 
-67 *  AN960DH16L o WASHER ias οι Ὁ [e ἃ ea a ie a e 8 
-68 * AN4S-5A a BOLT y ios PE NP 4 
-69 * 146-42801-27 . LINE, Cowl flap fléxible "shaft sup% ους side ¿ 1 
-TO * 169-32532-1 . SEAL ASSEMBLY, Engine nacelle upper engine mounts access. 1 

cowl cutout RH 

* 169-32532-2 . SEAL ASSEMBLY, Engine nacelle upper engine mounts access. 1 


cowl cutout LH 


NOTE: * Part of Q.E.C.A. 
+4 MM—MM——————————————— 
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FIGURE 374 - R2800 ENGINE COWLING SIDE PANEL ASSEMBLY 
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ee 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMSER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
37 160-3250 PANEL ASSEMBLY, R2800 engine cowling side . Ser et ee be hs ode Ref 


(see figure 368 for next assembly) 


-1 146-32514-1 . BUSHING, Cowl-shear pin station 185.218 LH . . . . . . 2 
146-32514-2 A BUSHING, Cowl shear pin station 185.218 RH . . . . .. 2 
-2 AN365-428 ee SNOUT nod Seca ain Cor tee ος e e JAN EA 
-3 ANQ60D416 2) “WASHER: Vv 2 τς δν. ο 09. 9. 0o NE es a a ane le , 
-4 AN4-7A . BOLT... ; XO UEM. 
-5 146-32510 . BUSHING, Cowl ' shear “pin aligning Be Weed φ τς vs ιν 
-6 AN365-428 πρ" ΟΝ ΟΝΕ ο λα... δ πρ σενα 
-T AN960D!16 e" WASHER a αν 91e -ᾱ δες Us ον σης «Άργος τῷ Dm Ue πο UE 
-8 ANI -6A s BOLT su i E NEC 
-9 160-32543-2 + HANDLE ASSEMBLY, R2800 engine "front cowl panel locking RH. 
160-32543-1 HANDLE ASSEMBLY, R2800 engine front cowl panel locking LH. 
ATTACHING PARTS 
-10 AN310-428 . NUT.. £1 vi Ar 
-11 2W1AL18-28-62 . WASHER, “Plain” (NA); S HUE 
-12 146-32513 " . SCREW, Cowl panel locking hàndle attaching Be κ ος ντα 
-13 AN316-5R πι ow NUT S ο ον ko ee pe Ne E 
-14 146-32509 . . BOLT, Cowl pànel “lock adjusting . s 
-15 RL31SB9 . . LOCK RING (BMC). . . . . . z 


-16 R307SH9 

-17 146-32544 ; 
-18 146-32537 . 
-19 146-32538 . 


INSERT (BMC). $5 
PIN, Cowl panel locking roller 
PIN, Cowl panel locking handle 


e. c o9 9 o9 n9 9 n 


146-32533-1 FITTING ASSEMBLY, Forward cowl loc 
-25 NAS75-7-112 . BUSHING, Plain press fit steel. 
-26 146-32520 . PLATE, Front cowl lock support adj 
-2 146-32504-43 ANGLE, Cowling side aft. . . : 


-20 4B20B9-10 BUSHING, Press fit flanged (NA) . 

-21 160-32511-4 R HANDLE, Nacelle cowl panel locking "RR ; 
160-32511-3 x HANDLE, Nacelle cowl panel locking LH. . . . 

-22 99834 -9-890 ! STUD, Fastener (UC). . . . . . 

-23 99836 : PIN, Fastener (UC). icis : 

-24 146-32533-2 k FITTING ASSEMBLY, Forward cowl lock support RH, A 


-2 146-32504 -45 . ANGLE, Cowling side (forward ij ; 

146-32504-46 x ANGLE, Cowling side (forward RH) . 
-29 AN365-428 PNUD ors, ὧν) co ee yi a ο a 
-30 AN960D416 oy e WASHER LU. ASQ ον at: ο. de ye. το we ote 
-31 AN4-10 . BOT... 


-32 160-32549-2 


ROLLER, Cowl panel locking handle 


BRACKET ASSEMBLY, "R2800' engine cowl panel locking handl 


"retaining 
roller , 


k support LH 


justing . : : 


. 
. . 
. . 
. . 
. . 
. . 


. 
. 
. 
. 
. 
. 


9 9 ο «ο 
ee 9 ο ο ο 


e 


eo... o9 ο ο n 


front RH 
160-32549-1 . BRACKET ASSEMBLY, R2800 engine cowl panel locking handle . 
front LH 
-3 AN365-632 NUT... κ. .ᾱ- X. OR. αν. ἃ, Όντως 6 ; 
-3 2W1AL-9-10-32 WASHER, Plain “(naj ; ο. 


-35 AN507 -632-8 SCREW . 
-36 160-32564 
-37 160-32541 
-38 160-32550-2 
160-32550-1 


SHIM, R2800 engine cowl panel 1 


. . 9 ο ο 5 


BRACKET, R2800 engine cowl pane 


-39 99947P130 ἢ RECEPTACLE (UC). ree 
-40 146-32508-11 ; SEAL, Engine cowl baffle . . . 
146-32553-2 . BEAM ASSEMBLY, Sta 155.062 to sta 
closure RH 
146-32553-1 . BEAM ASSEMBLY, Sta 155.062 to sta 


closure LH 


-41 146-32722-2 . SPRING, Side cowl panel handle 


146-32722-1 - . SPRING, Side cowl panel handle 
-42 156-32583-1 . LOCK, Engine nacelle cowling side 
156-32583-2 . LOCK, Engine nacelle cowling side 


A WASHER, R2800 engine cowl panel locking handle. 


. 
. 8 © © ooo s ù 
o 8 on 


. 
. 
. 


ocking handle. . . . . . 


BRACKET, R2800 engine cowl panel locking handle rear "RB 


1 locking handle rear LH 


"185. 234 side cowl "panel. 
185.234 side cowl panel. 


retainer RH. . . . 
retainer LH. . 


slide LH . . 
slide RH. 


oe 9 t on 


Heee B ΝΟ ΙΛ E ndcdi|pmHBIDIDHIHHHHHIHHBHHHIPHHPH NN HHIDOIDIDIDONONON E IH 
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FIGURE 4 PART UNITS USEABLE ON 
INDEX NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
375 175-32505 PANEL ASSEMBLY, Cowling lower (see figure τα for next assy). . Ref 

-1 169-32504-2 . BRACKET, Cowl shear pin support RH... σωμα e pas 1 
-2 169-3250h-1 . BRACKET, Cowl shear pin support LH. : Cm 1 
-3 AN365 -428 a Πο αμ dU αν τες i E ies E a 2 
-4 AN960D416 s WASHER’ Vo 125 a a e ley s A atr ve e P PE" 2 
-5 ANH-6A BOLT 22 uses uw. Ὁ το ada Se ne eene αυ... ls ices τς 2 
-6 AN364-624 NUT. . . : AE: ` " v μα 2 
-7 AF945-6P WASHER, Plain commercial standard, a cd 2: 2 
-8 146-32515 PIN, Cowl Shear front aligning... veta 2 
-9 146-32534-2 FITTING ASSEMBLY, Cowl panel lock front "bumper RH. E 1 
146-32534-1 FITTING ASSEMBLY, Cowl panel lock front bumper LH. eoa 1 

-10 AN365-428 NUTA eare οκ ο S ο ο ae ay lee wae Al ete 4 
-11 ΑΝΟΘΟΡΗ16 WASHER: . e wo. 09 79v We NS ο 4 
-12 ΑΝΗ- ΤΑ BOLT i cos . WIS Lee Rs ου 4 
-13 146-32516 PLATE, Cowl shear pin "reinforcement “sta "1851218 LH and RH. 2 
-14 160-32545-2 HANDLE ASSEMBLY, R2800 engine rear cowl panel locking RH . 1. 
n 160-32545-1 HANDLE ASSEMBLY, R2800 engine rear cowl panel locking LH . 1 

ATTACHING PARTS 

-15 AN310-428 NUT. . e ea ον ts ROAD. ψ We a ὁ 2 
-16 2W1AL18-28-62 WASHER, “Plain” (Na). M , "s 2 
-17 146-32513 SCREW, Cowl panel locking “handle adjusting μαι 5 
-18 AN316-5R ; NUT. ar a OENE ο ο” 1 
-19 146-32509 ὃ BOLT, Cowl panel “lock adjusting ee ee see oe μα τα 1 
-20 RL318B9 . . LOCK, Ring (BMC). . cs i τος κο ος 1 
-21 R307SH9 . | INSERT (BMC). : ; ; 2 1 
-22 146-32544 . . PIN, Cowl panei locking handle roller retaining : 1 
-23 146-32537 ς PIN, Cowl panel locking handle roller . . . . . . . ., 1 
-24 146-32538 ; ROLLER, Cowl panel locking handle yat xn τὲ 1 
-25 4B20B9-10 E A BUSHING, Press fit flanged (NA) . M ο; bg ces Jon 86. Sah Soca Te a 1 
-26 160-32511-6 . . HANDLE, Nacelle cowl panel locking RH s e a Sele “be 1 
160-32511-5 ; HANDLE, Nacelle cowl panel locking LH . . . . . . . . .. 1 

-27 99834 -8-890 E STUD, Fastener (UC). — 2 ea eme e os veo uoo 1 
-28 99836 i PIN, Fastener (UC) . . .. wp weed qu S ar A 
-29 146-32525 ; FITTING ASSEMBLY, Aft cowl lock’ support. bath Ge AN Mik 2 
-30 NAS75-7-112 . . BUSHING, Plain press fit steel. >.. wol 4A CA TET cam cd 1 
-31 146-32521-2 . PLATE, Aft cowl lock support adjusting RH. δαν. V FE QS ον d 
146-32521-1 : PLATE, Aft cowl lock support adjusting LH. . . . . . . . . . 1 

-32 146-32572-1 . ANGLE, Top cowl panel lock forward LH. . . . . . . . . . . . 2 
-33 146-32572-2 . ANGLE, Top cowl panel lock forward RH. . A pe Ie. d 2 
-34 AN365 -428 OE NUT ὁ est ο ο ο ο ο ο aat Yes eal Ὁ Apa ere a) 8 
-35 AN960D416 . WASHER . s . ο $C δν, u- ὃν ο qe ci χά, quei Mr ἐν. ds a 4 
-36 AN960D!16L β΄ WASHER: go un e eile ῳ fex ερ e EET -- . 4A 
-37 AN4-10A τον e μα νων cer Ih Sin Aedes ihe 2 
-38 ANY-11A . BOLT. . Š $ . ο. 14)! δις 2 
-39 160-32547-2 . BRACKET ASSY, R2800 engine cowl “panel “Locking handle rear RH 1 
160-32547-1 . BRACKET ASSY, dus engine cowl panel locking handle rear LH 1 

-40 AN365-632 a cx NUT ος ο ο 1E Ύψι. GN ORAS. AP Siret a pe^ cS ἴψι- do- o9. tao iw 2 
-41 2W1AL9-10-32 Ὁ Ὁ WASHER’ (NA). νυν" O ie PE, 
-42 AN507 -632-8 . . SCREW. » ὁ ο ο ο 2 
-43 160-32564 . . WASHER, R2800 engine “cowl panel locking handle. . . . . . 2 
-44 160-32541 . . SHIM, R2800 engine cowl panel locking handle. ... i 1 
-45 160-32548-2 . BRACKET, R2800 engine cowl panel locking handle rear 'RH | 1 
160-32548-1 : BRACKET, R2800 engine cowl panel locking handle rear LH . 1 

-46 99947P130 : E RECEPTACLE (uc). a š a, ete 4 1 
-47 146-32560 ; DOOR ASSEMBLY, Collector access station. 190. τι κο A ορ a 1 
-48 AN365-1032 Wo MS aa oW ται αν ἕῳ XC ET a . " os e Ee 2 
-49 AN960D10 . WASHER . . . . ο TA gera ο he. dh c is οι TES 
-50 15416-32719 . CLIP, Cowl drain tube “retaining. A “ar ae τὴ CP See οἷ. -ᾱ "^ 1 
-51 175-32557 . ROD, Lower cowl panel drain tie. . . . .. .. . . νο 3 1 
-52 175-32553 . TUBE ASSEMBLY, Lower cowl panel drain. . . . . . . . . . 3 1 
-53 146-32508-9 . SEAL, Engine cowl baffle VES RDUM AE en Bes um s 1 
-54 146-32597 . SEAL, Lower cowl panel to firewall g ο ο... 1 
-55 146-32562-1 é FITTING, Cowl shear pin aligning lower LH. ο εδ AG) e χὰ Ὁ ake tay Ὁ 1 
146-32562-2 . FITTING, Cowl shear pin aligning lower RH, . itus it ind Va 1 

-56 175-42076 . DUCT ASSEMBLY, Generator air blast upper... I EE 1 
-5T 156-32578-30 . SHIELD ASSEMBLY, Engine naceile lower cowl panel 2 PET 1 
-58 156-32579 . SHIELD ASSEMBLY, Engine nacelle lower cowl panel forward e 1 
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FIGURE 376 - TOP COWLING PANEL ASSEMBLY 
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PART 


169-32503 


169-32504-1 
169-32504-2 
AN365-428 
ANQ60D416 
AN4 -6A 
AN36h -624 
AAF945-6P 
146-32515 
AN310-428 
169-32503-95 
NAS75-7-025 
146-32552 
146-32534-1 
146-32534-2 
AN365-428 
ANQ60D416 
ANY-5A 
146-32516 
160-32545-1 
160-32545-2 





AN 01-60AAB-4 
R2800 POWER PLANT (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


PANEL ASSEMBLY, Cowling top. . . 


- PIN, Cowl shear rear aligning upper 


(see figure 368 for next assembiy) ` 


BRACKET, Nacelle cowling shear pin support LH 
BRACKET, Nacelle cowling shear pin support RH 


NUT .. 


. ο 


. . 
. ee fe 
. ο . 


PIN, Cowl shear ligning. 


ανα μον 


WASHER, Cowling top . . 
BUSHING, Plain press fi 


steel, aa are 


FITTING ASSEMBLY, Cowl panel lock front 
FITTING ASSEMBLY, Cowl Bebes. lock front 
NUT I Cu ees rug PDT EM 
WASHER. . 4. 4 ὁ 4 a s T oe Wo ὁ 
BOLT. 4. sk oes . 

PLATE, Cowl Shear pin reinforcement sta 
HANDLE ASSEMBLY, R2800 engine rear cowl 
HANDLE ASSEMBLY, R2800 engine rear cowl 


ATTACHING PARTS 


AN310-4 


2W1AL18-28-62 


146-32513 


AN316-5R 
146-32509 
RL31SB9 
R307SH9 
146-32544 
146-32537 
146-32538 
4B20B9-10 
160-32511-5 
160-32511-6 
HEN 9-890 
9983 

146- SE 
NAS75-7-112 
146-32521-1 
146-32521-2 
169-32503-57 
169-32503-58 
146-32572-1 
146-32572-2 
AN365-428 
ANQ60D416 
AN4-10 
160-32547-1 


160-32547 -2 


AN365-632 
2W1AL9-10-32 
AN507 -632-8 
160-32564 
160-32541 
160-32548-1 
160-32548-2 
99947P130 
146-32508-9 
156-32582-1 
156-32582-2 


ee 0 9 ο osebo‘ 


NUT DER 
WASHER, Plain (NA) . . 
SCREW, Cowl panel locking handle “attaching. 


e “NUTS. Vos ba Se x 
. BOLT, Cowl panel jock’ adjusting. "m 
LOCK” RING (BMC) a ὃν eres d wena «κα 


INSERT (BMC). E 


| PIN, Cowl panel “Locking” handle roller "retaining. 


. PIN, Cowl panel locking handle roller. 
. ROLÍER, Cowl panel locking handle. . . 
. BUSHING, Pressed fit flanged (NA)... 
. HANDLE, Nacelle cowl panel locking LH. 
. HANDLE, Nacelle cowl panel locking RH. 
. STUD, Fastener (UC) . . . . +... +. + 
PIN, Fastener (UC). . . . ος 78 
FITTING ASSEMBLY, Aft cowl lock support $ 
. BUSHING, Plain press fit steel . . .. 


PLATE, Aft cowl lock support adjusting LH 
PLATE, Aft cowl lock support adjusting RH 
ANGLE, Cowling top LH . . . . . . . . . . 
ANGLE, Cowling top RH . . oe 
ANGLE, Top cowl panel lock "formará “LH . 
ANGLE, Top cowl panel lock forward RH. . 
NUT. Ll uut ο ο Go ο ο VM Ss 
WASHER, . ο 44e a WI V REIR ὁ 
BOLT. . .. 


BRACKET ASSEMBLY, R2800 engine cowl panel 
lock handle rear LH | 

BRACKET ASSEMBLY, R2800 engine cowl panel 
lock handle rear RH 

. NUT. . 

. WASHER, “Plain” 

. SCREW... . 


πλ ο η 


5 9 0 9 ο . 5 ο ο 9 9 t; « 9] 9 9 n n 


panel 
panel 


. 


4 9 9 ν 9 9 4 t 9 s o * 9 « 





Section li 


Group Assembly Parts List 


locking 
locking 


. 


e 09 0 9 ο 9 9 ο 9 ο ο 9 ὁ 9 ο 


bumper LH 
bumper RH 


. 


ee we ο on 


. WASHER, R2800 engine cowl "panel “locking handle | 
. SHIM, R2800 engine cowl panel locking handle front 


. BRACKET, R2800 engine cowl panel locking handle rear 
. BRACKET, R2800 engine cowl panel uiii handle rear 


RECEPTACLE (UC). iss 
SEAL, Engine cowl baffle. ο. . 
LOCK, Engine nacelle cowling slide “LH * 
LOCK, Engine nacelle cowling slide LH . 


ee e > 


. 


5. 9 9 ν .. «5-5...» 9 ο n 


.. © 5ο. 


185.218 LH and RH 


LH. 
RH. 


V 


e. ὁ "pe ο ο ο » 
mu 


UNITS USEABLE ON 
PER ASSY. CODE 
Ref 


PPY ΓΩΟΟΙΟΙΙΓ 15 ο ΝΟ πὸ Ὁ ΓΟ {5 ΕΠ! πι 


PEPRPRPEHEENNNND ο. IH I ΓΟ A A A A πὶ HH 54 pp 
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FIGURE 377 - LH AND RH COWL SUPPORT STRUCTURE ASSEMBLY 








FIGURE 4 
EX 


PART 
NUMBER 


146-32502-3 
146-32502-4 


146-32529 
146-32528 
AN365-624 
ANG-24A 

4S4 -12-50 
146-32529-2 


-AN365-524 


4s4D10-56 
AN5-23A 
146-32531-1 
146-32531-2 
146-32530 
AN365-524 
AN960-516L 
4854-10-45 
AN5-23A 
146-32531-2 
146-32531-2 
AN365-428 
2W2SP16-28- 
146-32527 
146-32526 
146-32526-3 
146-32532-1 
146-32532-2 
146-32527 
146-32581 
146-32580 
NAS2-301 
AN365-624 
AN960D616L 
ANQ60D816L 
146-32558-2 


146-32558-1 
146 -32558-3 
146-32558-4 


ATTACHING PARTS 


AN363C428 
AN960D416L 
4s4p8-56 
AN4 -22A 


146-32535-1 
146-32535-2 


146-32720 
160-32523-1 


160-32523-2 


146-32580 
NAS2-301 
146-32721 
160-32522-1 


160-32522-2 


146-32580 
NAS2-301 
AN365-428 
AN960DH16L 
ΑΝΗ- ΤΑ 


1l 


1 
2 


95 


UNITS 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
STRUCTURE ASSEMBLY, Cowl support LH AT A Le Ref 
(see figure 370 for next assembly) 
STRUCTURE ASSEMBLY, Cowl support RH . , EU. E. Wires D Be Ref 


e 9 9 c9 9 9» * 9 ο 0 9 ο 9 ο 


. 
. 
. 
. 


STRUT ASSEMBLY, Lower cowling support LH and RH (lower). 


O ae ο Ved vel τῷ, Δ; “or fen E 
sce (BOLD se) ος κα, PON Be ο ia? ο Dee, tet os A NO 
SPACER, Rivet πα) ; n "IE : ; 
STRUT SUB ASSEMBLY, Lower cowling Support m € E ^ í ; 
NUT. SOUS Αρ Né ii oe 29:0 ὃν ion io Mie ods 
SPACER, “Rivet. (NA); oi Est ο ο s . : $ 
BOT... k s; s š > 


STRUT ASSEMBLY, “Upper. cowling “support “LH ; : 
STRUT ASSEMBLY, Upper cowling support RH. . 


NUT. S" a Ria GSC rie. ον 
WASHER, Plain” (na). . 2 Ws 
SPACER, Ring cowling support pin Soa Ὁ 
PIN, Ring cowling support. . . . . .. : 
PIN, Ring cowling support. . . ae tuy “9 
RING ASSEMBLY, Cowling support LH. ο ue 
RING ASSEMBLY, Cowling support RH. . . 


. 





HINGE ASSEMBLY, Main engine cowl exit flap ring. ὅν eve 


ΑΝ 01-60AAB-4 
R2800 POWER PLANT (Cont) 


(see figure 370 for next assembly) 


FITTING, Lower cowling: κας strut. ς . , 


FITTING, Upper cowling support strut. 


STRUT, Upper cowling "support 'LH E 
STRUT, KERES μος support RH . . 


NUTO ας Ἄς καινόν, ο ο asl ονὰψ, Med wig os EE 
WASHER. . . A US, vay δλδ δω s κ : ο 
SPACER, Rivet ana) | V rS es al να αυ”. 
BOLT. . . PEE A eat eese 


. 
m 
. 


SPACER, Ring cowling support pin. . a 


BUSHING, Engine cowl exit flap hinge. 
FITTING, Lubrication. . e το. ο 2-9 


NUT 1. $$ ce e) ow ου sí 
WASHER 4s wow Dese 7e) da qa pose iwl ERIS ἃν Wie a E 
WASHER , OP ὃν es 
FAIRING ASSEMBLY, "Engine cowl exit flap" support "RH ΤΉΝ 
(LH upper)’ 
FAIRING ASSEMBLY, Engine cowl exit flap support LH . . . . . 
(RH upper) 
FAIRING ASSEMBLY, Engine cowl'exit flap support LH 
(RH lower) 
FAIRING ASSEMBLY, Engine cowl exit flap support RH . . . . . 
(RH lower) 
NUT- αν. εἰ a ; odd: ου” 35 ^u; a. e . 
WASHER . . s; E 


SPACER, Rivet (NA). 
BOLT s e e eo 


P 


ee ee 
ee ee 
oe ον 


. . 
e.. o s e o o : 
. . 
. . 


FITTING, Cowl panel rear lock bumper LH . . . . . . . . . 
(LH upper RH lower) 
FITTING, Cowl panel rear lock bumper RH . . . . . . . oo 
(LH lower RH upper) 
BRACKET, Engine cowl exit flap fairing aft. . "P 
HINGE ASSEMBLY, Nacelle engine cowl exit flap fairing ; 
aft LH (LH lower RH upper) (supersedes 146-32523- 1) 
HINGE ASSEMBLY, Nacelle engine cowl exit flap fairing . , 
aft RH (LH upper RH lower) (supersedes τς -32523- 2) 
BUSHING, Engine cowl exit flap hinge . . . P 
. FITTING, Lubrication... EE 
BRACKET, Engine cowl exit flap “pairing forward. ee . ο 
HINGE ASSEMBLY, Nacelle engine cowl exit flap fairing LH. 
(LH lower.RH upper) 
HINGE ASSEMBLY, Nacelle engine cowl exit flap fairing RH. 
(LH upper RH lower) 
BUSHING, Engine cowl exit flap pee Sa 


. FITTING, Lubrication . . . . . . & Ὁ Φα. 7 o Ὁ 
NUD uo ο x5 ch vec dao dlc ο ο ο ο. s 
WASHER, 6-5, 4 fo: ai 4.585 ο ο e το ey, ο ὦ) a tas de e 
BOTA 6 Mauro Fo Ὢ ο αν. "^ 
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PRENDA 
H TO fO 4-7 IO 


πη 5 


σσ... "μμ. H 
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H-184-32-1 


FIGURE 378 - MAIN AND TRIANGULAR ENGINE FLAP ASSEMBLIES 
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AN 01-60AAB-4 
R2800 POWER PLANT (Cont) 


Section [| 


Group Assembly Parts List 


τ... PART == UNIS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
378 MAIN AND TRIANGULAR ENGINE FLAP ASSEMBLIES 
146-32582-1 + FLAP ASSEMBLY, Triangular engine cowl exit LH. ..... . Ref 
(RH lower LH upper) (see figure 370 for next assembly) 
146-32582-2 . FLAP ASSEMBLY, Triangular engine cowl exit RH . . . . . . . Ref 
(RH upper LH lower) (see figure 370 for next assembly) 
-1 146-32582-3 . s PANEL ASSEMBLY, Triangular engine cowl exit LH . ο ἘΡΉΝΕ 1 
(less fittings) 
-2 146-32582-4 + . PANEL ASSEMBLY, Triangular engine cowl exit RH. . . . . 1 
(less fittings) 
-3 146-32583-1 + . HINGE ASSEMBLY, Triangular engine cowl exit flap... . 1 
forward LH 
146-32583-2 . HINGE ASSEMBLY, Triangular engine cowl exit flap... 1 
forward RH 
-4 NAS77-4-23 - + . BUSHING, Flanged pressure steel and bronze. . . . . . 1 
-5 11416-32581 + . HINGE ASSEMBLY, Triangular engine cowl exit flap . . . . 1 
forward LH 
-6 NAS77 -4-23 + . +. BUSHING, Flanged pressure steel and bronze. . . . . . 1 
-7 AN365-428 τ..." ra E a WOR hast ο. 6 
-8 AN960D416 y πὸ. WASHERS σος C4 Ae cb: te a a Meee SO a ϱ O oe we T 
-9 AN4 -6A νον e edle iw 9 EE Vt SOR aov m ds Rs 6 
-10 146-32585 + . FITTING ASSEMBLY, Triangular engine cowl exit flap... 1 
-11 146-32600 Sr 34 BUSHING, Engine cowl exit flap fitting shoulder . . . 2 
-12 AN365-428 ow Gt ANU κ ο απ bp oh IN Hae Wo Ὁ sce as 3 
-13 AN960D416 oy ot WASHER -ir uc nd one: ia? Ὁ ως a τρ e κος 3 aa ds 3 
-14 AN509-416-13 ο SCREW? ο ο RU. ela GN e e eg DE e τή 3 
146-32575 . FLAP ASSEMBLY, Main engine cowl exit. E δν «Ἕν wwe ο κια REL 
(see figure 370 for next assembly) 
-15 146-32575-3 - . PANEL ASSEMBLY, Main engine cowl exit (less fittings). . 1 
-16 146-32577 + . FITTING ASSEMBLY, Main engine cowl exit flap . . . . . . 2 
-17 146-32600 * . . BUSHING, Engine cowl exit flap fittings shoulder. . , 2 
-18 AN365-428 s NUT. τοι. Dus) A Ue store e) ο μι o μα” 6 
-19 AN960D416L & y WASHER a a a aa a e fey ἃ Ὢ Š 6 
-20 AN509-416-12 si iat ASCREW en ΙΝ 'νν ο ο ο Qi Jer Ces Del Den Soa ale ca 6 
-21 146-32576-1 + . HINGE ASSEMBLY, Main engine cowl exit tlap LH. κ Ὁ x 1 
-22 146-32576-2 + . HINGE ASSEMBLY, Main engine cowl exit flap RH. . . . . . 1 
-23 NAS77-4-23 + ». . BUSHING, Flanged pressure fit steel and bronze. . . . 2 
-24 AN365-428 "A INU sy ey Sik, ah ES at ο Nal lene pak ΙΙ ὟΝ Ja. wae a e 6 
-25 AN960D416L ο, “ἐφ. SWASHIERS s. ava ca? Sluis hee ad te doe et ον κ fo oU oec seu ui T 12 
-26 ΑΝΙ-6Α ο a ο ο a T Y a e 6 
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R2800 POWER PLANT (Cont) 






FIGURE 379 - EXHAUST COLLECTOR ASSEMBLY 


B-184-40-34 








FIGURE & PART 
INDEX NUMBER NUMBER 
“379 20-530-2 
-1 20-530-314 
20-530-29 ~~ -- 
-2 20-530-66. 
-3 20-530-67 
-4 20-530-313 
20-530-27 ---- 
-5 20-530-53 
-6 20-530-52 
20-530-115 
-T 20-530-117 
-8 20-530-116 
-9 20-5043-90 
-10 20-5043-70 
-11 20-5043-60 
-12 20-5043-80 
-13 20-5043-100 
-14 AN310C5 
-15 AN960C516 
-16 AN5C22 
-17 20-5025-20 
-18 20-5025-19 
-19 20-5025-17 
-20 20-5025-16 
-21 20-5025-18 
-22 20-5044 
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1 2 3 4 5 6 7 NOMENCLATURE 
COLLECTOR ASSEMBLY, Exhaust (RH ES 
(see figure 289 for next assembly) 
SEGMENT ASSEMBLY, Exhaust (RH)... . 






SEGMENT ASSEMBLY, Exhaust (RH). s 
SEGMENT SUB ASSEMBLY, Exhaust [E 
SEGMENT SUB ASSEMBLY, Exhaust (RH 

SEGMENT ASSEMBLY, Exhaust Eu A 

SEGMENT ASSEMBLY, Exhaust (RH). 
SEGMENT SUB ASSEMBLY, Exhaust m 
SEGMENT SUB ASSEMBLY, Exhaust (RH 

SEGMENT ASSEMBLY, Exhaust (RH). . . 
SEGMENT SUB ASSEMBLY, Exhaust E 

. SEGMENT SUB ASSEMBLY, Exhaust (RH 

HALF CLAMP ASSEMBLY, Exhaust ea 

HALF CLAMP ASSEMBLY, Exhaust (RH 

HALF CLAMP ASSEMBLY, Exhaust (RH 

HALF CLAMP ASSEMBLY, Exhaust (RH 

HALF CLAMP ASSEMBLY, Exhaust (RH 

NUT. . . x 2s $ : 

WASHER .- ----- κ. o9 e 

BOLT E 

COLLAR, 

COLLAR, 

COLLAR, 

COLLAR, 

COLLAR, 

PLUG, 





system 
system 
system 


clamp joint 
clamp joint 
clamp joint 
Exhaust system clamp joint 
Exhaust system clamp joint 
Exhaust collector drain (RH). 


Exhaust 
Exhaust 
Exhaust 


Emm 


20-5024 


20-5024-9 ma 
20-5024-7 may be 
20-5024-6 may be 
20-5024-8 may be 
-10 may be sub 


y be 


(supersedes 20-530-307 for future procurement). ᾿ 


sub 
sub 
sub 
sub 


) 


mM 0 Ὁ 
PH PHP PHOOOHHHHE pp pl HHP HP 


UNITS 


PER ASSY. 


Pp 


USEABLE ON 
CODE 





Section || 


AN 01-60AAB-4 
R2800 POWER PLANT (Cont) 





i Group Assembly Parts List 


Ἡ-184-40-5 





FIGURE & PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
380 No Number CARBURETOR AIR DUCT AND MISCELLANEOUS CARBURETOR EQUIPMENT . . . Ref 

(see figure 369 for next assembly) 
-1 * 1Bh6-!2026 ELBOW ASSEMBLY, Carburetor air... 1 
-2 * AN3-5A BOLT olx $c woue ο Φ cle Pp De, cm UR 18 
-3 * ΑΝΟΤΟ-3 WASHER. ο πα ee es Mens 18 
- -4 * 175-4842112 SEAL, Carburetor alr . . s . . . . . s... 1 
-5 * 146-142034 CHANNEL ASSEMBLY, Carburetor seal clamping . 2 
-6 * 169-42115 COLLAR, Carburetor elbow mounting flange . LEER: 2 
-T *  ANT!A12 BOLT A Ge re Ὁ AW εφ dev de ὁ Ὅς Ae ee eee Ὁ vou. “δ 
-8 * ΑΝΟΘΟΡΗ16 WASHER. NE A ο x 16 
-9 * AN6264-4-28-1/2 HOSE ASSEMBLY . . . 1 
-10 * AN822-4 ELBOW . . 5 1 
-11 * AN915-1 ELBOW erie daa does RC DE: i 
-12 * 1509-6B AUTOMATIC BOOST CONTROL (EC) (GFP) 1 
-13 * P13675 LEVER, . Throttle control (8X) (GFP). 2 
NOTE Part of Q.E.C.A, 
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H-184-43-4 





FIGURE 381 - COMPLETE ENGINE CONTROLS INSTALLATION 


FIGURE & PART g g : UNITS USEABLE ON 
INDEX NUMBER NUMBER L 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
381 184-43001 ENGINE CONTROLS INSTALLATION, Complete . . . . . . ὁ . . . . . Ref 

-1 No Number . PILOTS COMPARTMENT ENGINE CONTROLS, Complete. . . . . . +. Ref 
(see figure 382 for detail breakdown) 

-2 146-43084 . BRACKET ASSEMBLY, Engine control firewall pulley cluster sup. 2 
-3 AN365-1032 s AAA RAE νο ο ο. 8 
-4 AN960D10L $ WASHER o ve. Je 012409829 suce ny Ve See Teh Xue τῷ gl Me el οι ὃς ὃν δν om ἃ 
-5 AN3-5A S. BOLTE 2. agze Se! κῶν Winey ten e ο Be. e y ο... 8 
-6 146-43086 . CLUSTER ASSEMBLY, Engine control nacelle firewall . 2 
-τ 146-43078 . . ROD ASSEMBLY, Engine control shock . tel e . 1 
-8 REUFS . . . RODEND ἴραξ)......... > ña 1 
-9 AN316-5R MMC" 1 

146 -43078-7 E A “VET ASSEMBLY, Engine control nacelle firewall cluster 1 
-10 130-43124 . . . . END, Engine power control emergency fuel pump. . . 1 

control 
-11 146-43078-5 . . . WELD ASSEMBLY, Engine control nacelle firewall. . . 1 
-12 146-43096 . . BRACKET ASSEMBLY, Engine control throttle and mixture. 1 
firewall pulley support 

-13 NAS75-4-200 . . . BUSHING, Plain press fit steel. . 1 




















ΑΝ 01-60AAB-4 
R2800 POWER PLANT (Cont) 


Section [| 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 - NOMENCLATURE PER ASSY. CODE 
381-14 ΑΝΟΟΙΚΔΑ s A BEARING. PE ον Ue οὖν mue Di». να 2 

-15 146-43080 : PULLEY ASSEMBLY, Engine “throttle control να eds A 1 
-16 146-43081 3 . PULLEY ASSEMBLY, Engine mixture control. . . . boxe du 
-17 1486-3083 ὃ . GUARD, Engine control throttle and mixture firewall. | . . 2 
pulley cable Ν 
-18 146-43088 n . CABLE ASSEMBLY, Engine control nacelle mixture and , . -. -Ὅ 
throttle 3 ; 
-19 AN365-428 A NU AO o e NU Sas ασ μῶν Aa TEE 
-20 AN4 -34A > © ABORDO A E DARE A Se er E TEE SEN 1 
-21 AN960-416 . φ' “WASHER? 14.9 vy de ὃν So sed ia oe ως ae ο. 
-22 NAS75-4 -007 è +. BUSHING, Plain press fit steel . . . . . . . . . . .... 1 
-23 AN5-13A s BOLT μαμα μα us Ros ds owe due ue iur μα... 
24 AN4-32A P BOLT. E ο ed ο ο ος cS ER e S Ra ee ο. 2 
-25 ANQ60D416L s WASHER; 0: 05 κο a lide. um ο ο ο τν IU e e ey ALO αἱ aces Some Poll 
-26 AN365-428 . NUT... ` O Sek e reo LO 2 
-27 82-43289 i SPRING, Engine control cable fairlead retain ning x 4 9x e 8 
-28 AN960D716 wi WASHER e oe, E 3L OE Vus v RU e ie de i cg ας το ty ra Ὁ 
-29 AN960D716L - WASHER. . Sw vts ο xw. ο 8 
-30 82-43288 3 PAIRLEAD, Engine. control cables Xam aut > TO 
-31 146-43075 . ROD ASSEMBLY, Engine throttle control firewall to engine. . . 2 
lever 
-32 AN316-4R P . NUT. " RU XE xD 
-33 F44-14 $ . ROD END” (HEC). ss us PECES 2 
146-43075-5 . . RIVET ASSEMBLY, “Engine throttle “control. firewall to. ον 1 
engine lever rod 
-34 1R4 -6 . 4" ge ROD END, Threaded riveting (NA). y Qe as «Ὁ 
-35 146-43075-3 4 ot “ὦ TUBE, Engine throttle control firewall to engine... 1 
lever rod 
-36 AN310-4 . NUM a a E ETC vow www v 4 
-37 AN960D! 16 ὁ WASHERS $0 32x 9 9 9e ο ιό x τε εν, Bede ae e φις qe e e δι, 
-38 ΑΝΟΘΟΡΗ 161, $ WASHER. . . . . . . . . a y ῥ ts ον νο ών ος 4 
-39 AN4-10 s BOLT; τν 44 o9 τε’ τῳ RESET SES rom 5 ὃς ate . 2 
-40 AN4-11 ν BOLT ο ο ο ος orca δισ a ϱ Ἴρις EE οἱ δν οι τ 8 
-41 AN310-4 * NUT. ie: ο tenio hey Sei de Nel ie ο ο Se^ VO Wie ο μα a EE LEVE Ite 2 
-h2 ANQ45-4P μ.ο μμ ών ο mee ο he e verity sas ecu μμ” 
-43 AN4-13 x BOLT. .. "Ro e e eal tg Ei χο μάς II (κ 2 
-44 146-43092 E GROMMET, Engine control shock abso orbing "RO ERN 4 
-45 146-43076 2 ROD ASSEMBLY, Engine mixture control firewall to engine lever 2 
-46 F44 -14 : s. ROD-END (HEC). & 2 - 4 ww oe Ss eom ας hcm νο. te (Ὁ C9 os 2 
-47 AN316-4R A * FERES ο ο Wl d^ Se, μον ο E c^ e fat AS ^ei l4. ie 2 
146-43076-5 ; . ROD RIVET ASSEMBLY, Engine mixture control firewall to . . 1 
engine lever 
-48 1RÀ-6 a A ds ROD END, Threaded riveting (NA). "NS : 8 
-49 146-43076-3 : a TUBE, Engine mixture control firewall to engine. lever. 1 
-50 146-43091 PULLEY ASSEMBLY, Jet engine control aft . . . . . . . . . . . 1 
ATTACHING PARTS 
-51 AN365-428 è NUD e la ο A A ο tar e ο VEL DAE i02 1 
-52 AN960Dy16L « o WASHER 4. ue ο ο ο ο πο tan er a a o Se 
-53 AN4-12A n BOLT oU UE ο ο ae SE WE XP ο ο del iio s boi ese a ὁ 1 
----ᾱ--- 
-54 AN218-4 . . BEARING. . . . sc. 1 
146-43068 : ROD ASSEMBLY, Jet engine control “hinged pulley "bracket. s; de 1 
to engine 
-55 REAF5 $ . END, Rod (FAF). Bae ο E Sha veh whe neh ts e Ὅν τον 1 
-56 AN316-5R . & NUT. Vo. TE 1 
146-43068-3 A . ROD SUB ASSEMBLY, “Jet “engine control hinged pulley . νε ον 1 
bracket to engine 
-57 1R8P8-524 7 MET ROD END, Threaded (NA). . OS 1 
-58 146-43068-7 x Se ον TUBE, Jet engine control hinged “pulley bracket to. . . 1 
engine 
rm -43059 » ROD ASSEMBLY, Jet engine control aft pulley to engine lever . 1 
-59 4-14 A . ROD END (ἀπο). lem ἂν a da ο ας a e ος” ιά ὦ 2 
-60 helo. AR Ρ . NUT. E SUNL TER ες ο ο. 
-61 175-43059-3 $ . TUBE, "get “engine control aft pulley to engine lever. . . . 1 
-62 AN310-4 » NUT. 4. 4$. 4 4 4 M οὗ, Dei Sev ος ως Uem I la BM antec he 2 
-63 AN960D416 A WASHER. . . . P EP DE . : ta de 1 
-64 AN4-10 2 BOLT. 2 δν δρ τς 4 wu. e ^ cer ο ο Ue ater a Ὁ 
-65 AN365-1032 . ο ο ede eh det cel Ney Yor i τὰ . a Ὁ e e 4€ ὁ Ὁ ὁ κ Ὁ 9 1 
-66 ANQ60D10L $ WASHER. . . . . . ee eee * o ar, ο Sd. UI qe πο ος 2 
-67 AN4-6A . BOLT. . . à μα ο, a τρ. a ὠὰ Bie Oy FSi, ae μμ T 1 
146-43135 * BRACKET ASSEMBLY; Jet engine control hinged support ..... 1 
-68 146-43136 » . FITTING ASSEMBLY, Engine control jet engine aft. . . . .. 1 
pulley hinge 
-69 4B19S5-004 E - .  BUSHING, Press fit plain (NA). ... . . +. . +... +... 1 
-TO AN365-428 x NUT. See erigan Ὃν ο ο cce Ea EA an ore ο Bo? Were on coe: nas 9 i 
-n AN960Dh 16 2 WASHER os x UR n uos ix φορες e cu ὃς αν οσοι τῷ od πε αμ ig usate c DB 
-72 AN960D/116L ? WASHER. ud ος ες, ia Cel.) V ο ο Ges ο le - A “wi ee ie 3 
-73 AN4 -13A . BOLT: aom tawa e a RAI αῳ O RA eet µε HR ae a 1 
-74 AN365-1032 E NUT oii QT ow ο o8 He tate e Um DRM ves atn Yu. δὶ Sigh t Iosue $$, us 2 
-75 AN960D10L . WASHER. . TA ο okt Sieg μμ son it ο 
-76 2W1P22-18-32 . WASHER, Plain (NA)... TIILI DDI AR 
-TT 3Β2153-006 . BUSHING, Spacer (ΝΑ)... +. . . . +. +. + A G A si Te τῷ 2 
-T AN3 -6A s BOLT ara che A E e Ea a Se E ea 2 
NOTE: For call out of these cables see figure 168 
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H-184-43-3A 


FIGURE 382 - COMPLETE PILOTS COMPARTMENT ENGINE CONTROLS 
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FIGURE δ. PART 
NUMBER 
382 No Number 
-1 184 -943005-500 
-2 NAS221-10 
AN960D10L 
AN365-1032 
-3 NAS221-9 
AN960D10L 
AN365-1032 
-4 NAS221-8 
AN960D10L 
AN365-1032 
-5 AN509-10-8 
AN960D10L 
AN365-1032 
-6 AN24-10 
27 AN24-13 
AN24-11 
AN945-4P 
AN320-4 
-8 184-43055-3 
-9 AN86-2 
-10 AN316-4R 
-11 184 -43055-7 
-12 184 -43055-5 
AN486-2 
AN316-4R 
184 -43055-9 
-13 184-43015 
-14 AN486-2 
-15 AN316-4R 


-16 184 -43015-3 
-17 184 -43014 


184 -43016 
-18 320400 
-19 AN24-10 
ANQ60D416 
AN320-4 
-20 AN4-15A 
AN960D416 
AN365-428 
-21 AN3-4A 
AN960D10 
-22 AN503-416-8 
AN960D416 
-23 184 -43020 
-24 184-43021 
-25 B1830 
-26 AN365-428 
-27 ΑΝΟΘΟΡΗ16 
-28 ΑΝΡΟ3-10-6 
-29 AN365-1032 
-30 AN960D10L 


-31 184-43022 


1 





ΑΝ 01-60AAB-4 
R2800 POWER PLANT (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


PILOTS COMPARTMENT ENGINE CONTROLS, Complete . . . . . . 


(see figure 381 for next assembly 
QUADRANT ASSEMBLY, Engine control . . . . . . . . . a 
(NAA design No. 184-943005) (LYQ) 


SCREW, Brazier head Phillips recessed alloy steel 10-3 
WASHER. Ile deze Uc ο Te: “ar IR, ie Ig ον. 
NUT 2... $4 Cina cu ο ο A arri te ο. 
SCREW, Brazier “head Phillips recessed eat steel 10-3 
WASHER. μέ Versi ae νο σι fe uan Κε ιά, tee WS an a 
NT... 


SCREW, Brazier "head Phillips “recessed alloy steel lo- -32 
WASHER, E wx 
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.. . . t1 9 ο 9 n8 
. 
. 

oe © © 9 9 9 9 n 


ROD ASSEMBLY, Engine control quadrant attaching . . . 
ROD END. ὃ i 
NUT. ... c an τα 
ROD, Engine control "quadrant attaching noa NES 
ROD ASSEMBLY, Engine control quadrant attaching Kaaa 
. CSRODZEND. a o a e ea ie 
. NT. ... tes ιν. 
. ROD, Engine control “quadrant attaching n 
ROD ASSEMBLY, Engine control lock quadrant attaching. 
ROD END. . . . . . . . . . Me Ium vie ος A ο 
NUT. . . . ands € 
ROD, Engine “control “lock quadrant “attaching, . 
: CLEVIS, Engine control lock quadrant rod attaching 
ENGINE SYNCHRONIZER AND CONTROL INSTALLATION. . . . 
. CONTROL UNIT ASSEMBLY, Synchronizer two engine limi 
range (HS) (GFP ) 
BOLT . . . 
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WASHER . . e sg s ; . 
SUPPORT, Engine synchronizer fus sta πο 179 upper. 
SUPPORT, Engine synchronizer fus sta 79-1/2 lower. 
CONTROL ASSEMBLY, Engine synchronizer control, 

3 (NAA design Νο, 184-943006) (SA) 

e NU QD o tex dy IM τρ usus m. Ss 

. WASHER . . ον Be Ὃν BS ο ο ο” 
SCREW. . . . .. M Ae n D -ᾧ 
NUT. . κ εν ee 9 ὁ 52 ο |] ὁ 9] ὁ Ἆ m ο ο 
WASHER . . 2 . 
ADAPTER ASSEMBLY, Engine synchronizer | control, š 
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Group Assembly Parts List ΑΝ O1-60AAB-h' 
R2800 POWER PLANT (Cont) 





H-184-51-30A 


FIGURE 383 - PRESSURE TRANSMITTER INSTRUMENT PANEL ASSEMBLY 














ΑΝ 01-60AAB-4 


R2800 POWER PLANT (Cont) 





Section [| 
Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE | 
383 146 -51042 PANEL ASSEMBLY, Pressure transmitter instrument. . . . . . . . Ref K 

(see figure 38! for next assembly) 
-1 No Number TRANSMITTER, Manifold press. (GFP)(Navy stock No. R88T2350) 1 K 
-2 No Number TRANSMITTER, O11 press. (GFP)(Navy Stock No. R88T2651-220). 1 K 
-3 No Number . TRANSMITTER, Fuel poem ανα stock No. R88T2125) . 1 K 
-4 AN515B6R10 y. SCREW; 4. y “κ €*x a E "QUE 12 K 
-5 AN822-4D . ELBOW. dou ok Roo E 9 us e 1 K 
-6 AN815-4D +: UNIONS x x x Se Ὁ ο "E ets 2 K 
-7 ΑΝΘΟΣ -4 « GASKET 2 5.2 29 e ὁ Ὁ "ES 3 K 
-8 AN833-4D . ELBOW. E zs Ms 1 κ 
-9 AN924 -4D eo NUT. : α eK uo Xu ο UE. ee P SL AL ο Sor. et SIS à 1 K 
146-51046 . PANEL ASSEMBLY , Pressure transmitter instrument s 1 K 
-10 146-51046-3 . . PANEL, Pressure transmitter instrument . , 5 1 K 
-11 AN8008D1 š INSULATOR, Vibration . š 5 rhs * k 4 K 
-12 AN365-832 . NUT. . s το ἑ A 4 K 
-13 AN960D8L . WASHER E " * » 4 K 
-14 AN8013D1 - WASHER . . . . . Dg D a 4 K 
-15 AN515-8R12 v. SCORE W a Ἡ aa ο ο Ὁ a mU 6 rs . 4 K 
-16 146-51045 . SUPPORT, Pressure transmitter instrument. K 2 K 
-17 AN365-428 ν Νες wy € xg x E e a DURS eee ee heh. ds A 4 K 
-18 ΑΝΟΘ6ΟΡΗ16 . WASHER. . . . y s 8 K 
-19 ANA -20A « BOLT &. ὁ - è 213 . E 4 K 
-20 501 CLAMP (NA). τ AG. "e ad Ὅν, end cn δν δν ο IS ey. TR S; Ον O 2 K 
175-51042 PANEL ASSEMBLY, Pressure transmitter instrument. . Ref AX 
(see figure 38! for next assembly) 
-21 No Number TRANSMITTER, Manifold press. αμα stock No.R88T2350-000) 1 AX 
-22 No Number TRANSMITTER, 011 press. (GFP)(Navy stock No. R88T2651-220). 1 AX 
-23 No Number . TRANSMITTER, Fuel press. (GFP)(Navy stock No. R88T2125- 000) 1 AX 
-24 AN515B6R10 in? OGREW te sl iene, a She We. "ey PRE ων GP wea κας a RO Ger eee Sey DAS 12 AX 
-25 AN822-4D . ELBOW. .... "t : * "E 1 ΑΧ 
-26 AN815-4D s UNION. e «9o @ Ὁ κ 5 V 4 1 ΑΧ 
-2 AN902 -4 . GASKET A ota de 3 Er E 3 AX 
-2 AN833 -4D . ELBOW. wow. E $us 2 AX 
-29 AN924-4-D . NUT. i " e x 2 AX 
-30 175-51048 PANEL “ASSEMBLY, Pressure “transmitter instrument ts 1 AX 
175-51048-31 5 PANEL SUB ASSEMBLY, Pressure transmitter instrument . Be mg 1 AX 
-31 175-51048-13 . . . SUPPORT, Pressure transmitter instrument panel. MM 1 ΑΧ 
-32 7070-1R . . . INSULATOR, Vibration (BLC). "NE 2 AX 
175-51048-41 . . PANEL SUB ASSEMBLY, Pressure transmitter instrument. β΄. Ὦ 1 ΑΧ 
-33 175-51048-15 "E: SUPPORT, Pressure transmitter instrument panel. : 1 AX 
-34 TOTO-1R . . . INSULATOR, Vibration (BLC) $us Ws ὅ 2 ΑΧ 
-35 AN515B8R8 s o» CREWE aou Sk e CT ec RO A: 5 ν νῷ š 4 AX 
-36 ΑΝΟΘΟΡΒΙ, «e 4 WASHER. ο ο 9 9 $6 ee eoe 4 AX 
-37 AN936A8B 3 WASHER. w aos x ee a RC ὦ r ; 4 AX 
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Group Assembly Parts List 





AN 01-60AAB-4 
R2800 POWER PLANT (Cont) 


ROTATED 90? 





H-184-51-254 


FIGURE 384 - POWER PLANT INSTRUMENT SYSTEM EQUIPMENT INSTALLATION 
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ΑΝ 01-60AAB-4 


R2800 POWER PLANT (Cont) 





Section il 


Group Assembly Parts List 


FIGURE & PART 1 UNITS USEABLE ON 
EX NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
384 175-51040 INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Power plant. . . . . Ref 
(see figure 369 for next assembly) 
-1 * 175-51042 + PANEL ASSEMBLY, Pressure transmitter installation . , " l AX 
(see figure 383 for detail breakdown) 
* 146-51042 - PANEL ASSEMBLY, Pressure transmitter installation... "e 1: K 
(see figure 383 for detail breakdown) ' 
-2 * 146-51548-7 . FITTING ASSEMBLY, Instrument resistor . . . . . .. wb. -ᾱ 1 
AN816-4 -4 . NIPPLE id vet aes Sede SS a QOO a A 1 
142-51054 * e SPLUG,.ResiStOP , . Ὁ 4e mis o9 7.5 "πο 1 
-3 * AN6264-4-13-1/2 >. HOSE ASSEMBLY ο sb wes ue a a al e 1 K 
AN6264 -4-17 s; -HOSE ASSEMBLY. 4. oe sse vl Sos m nel lk Pea vow cio Ἡ 1 ΑΧ 
-4 * 142-51055 . ELBOW ASSEMBLY, Restricted 55, , , ο ο ο ee ec wee BS 1 
AN832-4 5 ELBOW 0 carr re le mter dd Mee ed So uis mde 23 
142-51054 +. PLUG, Restrictor . . . . . "I" νο as Re Ses thm tees 1 
-5 * AN6264-4-22 + HOSE ASSEMBLY . . . . . . . . .... ooo νο δν fo" ο. Fern ζῶ” a 1 κ 
κ ANG264 -4 -24 . HOSE ASSEMBLY . . . . . . . . a east ns ο A TS: -ῷ 1 AX 
-6 κ AN6264-4-16 . HOSE ASSEMBLY . . . . . . . . . A ο... AE 1 
-7 * AN816-4 NIPPLE; 06 10-94 oe ὦ 5) ο 7 t ο Σο ποσο 1 
-8 * AN822-4 AO ie o aa A ONLUS a aie as ἐξ 1 
-9 κ ANG264 -4-8 . HOSE ASSEMBLY . . . . . . . . is "M DUE QC EET 1 
-10 * AN833-4 νι. ELBOW- o oa Wow aia Fo s xw ο ise mU cu NE dao ON 1 
-11  * AN960-716L WASHERS. e κ ober. 56) ο riae s S πα Mi a io ο... 
-12 κ ANQ24 -4 NUT 42V 6 ο ο di cates e UU a? Gre as ss satay te. E 
-13 κ AN6264-4-11 . HOSE ASSEMBLY ...... š ο ADM 1 K 
AN6264 -4-13-1/2 © :HOSE ASSEMBLY .... s 2... e ae a a ὁ κ 1 AX 
-14 * No Number - GENERATOR, Tachometer (furnished with AN3106-14S1S plug). . 1 
(Navy stock No. R88G1395) (GFP) 
ATTACHING PARTS 
-15  * AN365-428 ο versetur το ο ger e tig e Se ogi nee e T idw «οὶ 
-16 κ. AN960DH16L s WASHER. AS δεν ρα tao ados ve VE tada ^p a a 
a αμα 
-17 * No Number . TRANSMITTER, Torquemeter (GFP) (Navy stock No. R88T1841). . 1 
ATTACHING PARTS > 
-18  *AN3H6 A ο ο... a a 
E ETE d 
-19 *5C1 s CLAMP (NA): A A Ὁ aee ok tac de cde as a AX 
-20 * AN315-4 s ΝΟ ες E uec ree ον 6" ος Vee dte iut m Qd MSS c ο ο ο agr Dor ab AX 
-21 * ΑΝΟ6ΟΡΗ16 ο, MASHER.-5 Lec. Wu a ας ον cR e mt ee» QUELS alte? a ού, erba ow ο Ὁ AX 
-22 κ. ANY-20A € BOLT 457 το ΙΝ ο she. tex cese ο ον ο Needs ada ο ο rat ae, Ἡ AX 
-23 *No Number - TRANSMITTER, Flowmeter (GFP) (Navy stock No. R88T1965-000). . 1 
*175-51066 . BRACKET ASSEMBLY, Fuel flowmeter transmitter. . . . . . . . . 1 X 
*175-51066-101 . BRACKET ASSEMBLY, Fuel flowmeter transmitter. . . . . . . .. 1 BU 
-24 175-51066-31 + . BRACKET ASSEMBLY, Fuel flowmeter transmitter . . . . . . . 1 χ 
-25 175-51066-33 - . BRACKET ASSEMBLY, Fuel flowmeter transmitter . $ dp a 1 X 
175-51066-41 A . BRACKET ASSEMBLY, Fuel flowmeter transmitter . . . . . . . 1 BU 
184-51035 » SUPPORT ASSEMBLY, Fuel flowmeter transmitter.. . . . . . . 1 BU 
-26 AN8008D1 ‘ INSULATOR ο oe woo as a -- epee e sdb X 
-27 AN365-832 τ SNUT Iu a ο οφ a τῳ MES ο πόνος o o . OE X 
-28 AN960D8 E WASHER: ο ο ce vie (mo ie a a a e Sea 8 X 
-29 AN8013D1 τ WASHER . . . . . « . eee T 5 ο ο ο ο ο 4 X 
AN935-8L . Επ WASHER & ovo. ο, τὰ αν ὦ. vr es a coja aa ara η BU 
2W18-8L a . WASHER, Flat (NA). . . . . . os A A A EET 4 BU 
2W1AL12-18-125 " . WASHER, Plain (NA) . . . . ο. te . ELE ad as Se 4 BU 
-30 AN515-8R12 e xw» SCREW a € uoe m 9 Ὅν, ο τος IAE οπως 4 X 
AN515-8R8 s o SCREWS . . 4 4 See ο ο ο C TEE MES 4 BU 
-31 *5C2E28-8 . CLAMP, Welded tube (NA). . . " ο ο SP vii s $ 2 
-38 * AN3-14A « BOLT uote io RO ES SU e AS Uo SED ree . "PP bee Ue 
-33 * AN823-16D s ELBOW Xe AA 97 RUE 3 . δι «ο ΙΑ “ele ^ 1 
-34 * AN822-16D s ELBOW κ. 7.20€» 5 ο, Se ο ὃ, «Ἕνα . 1 
NOTE: κ Part of Q.E.C.A. 
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Group Assembly Parts List ΑΝ 01-60AAB-h 
R2800 POWER PLANT (Cont) 
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H-184-54-171 


FIGURE 385 - RECIPROCATING ENGINE ELECTRICAL SYSTEM EQUIPMENT INSTALLATION 
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Section Íl 


ΑΝ O1-60AAB-À 
Group Assembly Parts List 


R2800 POWER PLANT (Cont) 


m EN PLC c "——————ÓÓ'——Á———————— οσο ο ο τοπ PPS 


FIGURE & PART 
INDEX NUMBER (12 3 4 5 6 7 NOMENCLATURE PER ASSY. ρε 
385 146-54048-50 EQUIPMENT INSTALLATION, Electrical system reciprocating engine . Ref 


(see figure 369 for next assembly) 


-1 * No Number . GENERATOR ASSEMBLY (BuAer No. El604-1) (GFP). . . . . . . . . 2 
T i Mene < OSPARTER ASSEMBLY, 3. oo 9 o 3x: 0 09 ιν voL oS ee OR RIS C A 
- = . FIRE DETECTOR ASSEMBLY, Aircraft direct cranking elec (GFP) . 
-4 * 169-54070-5 . BRACKET, Tubular fire detector. . « . . . . . il a å ; s 3 
2 M nord BRACKET, Tubular fire detector. . . . .. » . 4 eee n 2 
- - NUT Ον ο OS RISUS ο OS vH IS UE A US š 
-7  *  AN960D10L WASHER. . . . s A : Eau N : ic 
-8 * AN520-10R10 . SCREW. 4 & & & $9 5.5 9 9 Dz a ὦ $ 8 
-9 κ AN365-832 x NUT eer x SUED hy ELO e -ᾱ B a erus νιν Led s... 
-10 * AN960D8L + WASHER. . s o 4 +... . on + «os š TE state” ud) 
-11 * AN515-8R8 vs “SCREW: aos pos ᾱ- -ᾱ- 3 s T PI PIN 
-12 * AN3106-20-27S e PLUG. e 9»: a £9 96$ v.d d'ou oW wx 5 1 
*  AN3057-12 . ADAPTER... s vou orm ^e UN Ree Ue NS A " 5 1 
-13 * AN3106A18-22S e “σας ο ὃν Ὁ 5, δι ορ αι. o deem S ών UN UE αἱ Ie κ. δι o δι. T ας velle on 1 
-14 * 169-54328 . CLIP ASSEMBLY, Reciprocating engine electrical wiring... . 1 
πε,“ -ἁμίίότος : and ignition conduit 
- N D s OOLAMP ο 64 ᾱ. ο «ο Soe € $9 ὁ A e e 2 
-16 *  AN520-10R8 . SCREW s 4 ν 4 & € ove αἱ ο: ο 9 9 ee ” v 2 * x 2 
-17 * AFOBA12SHS . PLUG, Vibration proof (CED 5 py "x" 1 
-18 * AFO8A18-11S . PLUG, Vibration proof (CED) . +. +. +. + + e e e s e e s poe t n T 
gs s ων ο . CONDUIT ASSEMBLY, Electrical reciprocating engine ignition. . 1 
- s. CONDUIT S ds We ko ok coy o X OW A ow ew α 1 
-21 * 156-54055-17 . CONDUIT ASSEMBLY, Electrical reciprocating engine ignition. . 1 
-22 * 156-54055-15 . CONDUIT ASSEMBLY, Electrical reciprocating engine ignition. . i 
-23 κ 97-3106-12SL402S PLUG, Electrical connector straight type PA (GFP) . vow ow 1 
rud de semet (furnished with torque meter) 
- AN - ADAPTER & zw ae we 3e e] e uer ο ο Ὁ cR SL eo eh eios 1 
-25 * 92802 THERMOCOUPLE, Engine cylinder head (BTL). . . . . +... +. + 2 
-26 * 146-54021 SUPPORT, Electric engine cylinder temperature . . . . . : : 2 
thermocouple lead 
-27 * 169-54095 . LEAD ASSEMBLY, R2800 eng thermocouplé to firewall electrical. 2 
E t dicen ORB . FAIRLEAD, Electrical harness. . . . . . e+ ee ee ee + n n 4 
- - 2; SCREW zuo ea 9 m omo ϱ ας. a a de ide, AA E 12 
-30 *  AN363-1032 s ΝΤ. Se aes sea OR, at ae ος -ᾱ E ces de Peg cles ERIS. 
-31 * AN520-10R12 2s OSOREMW e om e οἱ Bil a ww) Me c9 eR ee Dal bts Ree BILE «δὴ ee ο oe 2 
= : jer è CAPACITOR (Type: Νο. CP53B2EB405K) (Spec. No. JAN-C-25). . . . 1 
- - s SW c. de wo wise € ον Wow. o uus ο M XU ar δ. ve ek κ δ. os 4 
-34 *  AN960DBL ; OMASHER. m oo o3. 904 en τοι, ο κ A A o ο ὁ Y 
-35 κ  AN515-8R26 ^ ον u oes vm d celu de m (Eum Sara ce de Role dela ww. UE 
-36 * 146-54252 . PLATE, Electrical nacelle generator capacitor mounting. . . . 1 
34 K ΠΣ x ος ASSEMBLY, Electrical generator terminal . . . +. +. + 1 
- i AMP. « Ὁ «ο Ὁ." omo mom ο 5 RR A m κ ὁ, oe 1 
-39 * 15922 . SUPPORT (MAR) . . sasoe e e e ooo rom om m nh t t t t! t| ng] 1 
-40 * 169-54101 s . BRACKET ASSEMBLY, Electrical generator wiring . . . . . +.» + l 


NOTE: * Part of Q.E.C.A. 
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Group Assembly Parts List AN 01-GOAAB-4 


R2800 POWER PLANT (Cont) 
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FIGURE 386 - ENGINE SECTION HYDRAULIC EQUIPMENT INSTALLATION 
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AN O1-60AAB-h Group Assembly Parts List 


R2800 POWER PLANT (Cont) 


CI —— ——————————————NÁÉUHEEERETPE T ος 








FIGURE & PART E UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. . CODE 
386 # 175-58040 HYDRAULIC EQUIPMENT INSTALLATION, Engine section . . . . . . +. + Ref > 
(see figure 369 for next assembly) 
-1 * 67B200-1 . PUMP ASSY, Hydraulic constant volume aileron boost UE 2 1 ΑΒ 
* 67B200-2 . PUMP ASSY, Hydraulic constant volume aileron boost (NYB). . 1 AU 
ATTACHING PARTS 
-2 * AN5-11A "νον a ee gate ee te que nog d E LIES 4 
* ΑΝΟΘΟΡ:.161, i s WASHER, 4e wee) ose WO ιός τῳ ο A A e TER Cer τοὶ A 4 
* AN363-524 PNUD ts ο ο ο ο Ta E ο ο ai ien bet der Icd 4 
AN AE 
* Aayyo44-1 . GASKET. . .. Qt AK “Ὁ 1 
-3 * 184-58138 . ELBOW, Constant volume. pump pressure "rine adapter M 1 
-4 * 156-58334 . ELBOW, Hydraulic constant volume Lina suction . 1 
* AN6289-10 so NUT SU προ. ws v Sus * 2 
* AN6290-10 « “GASKET. ue we ᾱ- aoc cel ο UV uS BA, “or ο Peg! ο > 2 
* AN6291-10 2s RING. . 024 DON cence, ὦ, ᾱ ᾱ IS SR ae La ο ο th ley en ὁ ος) T 2 
-5 * AN6292-8-45-1/2 > HOSE ASSEMBLY . . νον e^ die PAGS € TE Sew toy CERE i 1 
-6 * AN832-8 « UNION y . ο ο ος SS a a 26; OI EE S 1 
* AN924-8 vo NUT d: e vss org cep TRI DO oT LS D ο ον τῷ, LO ο. - 1 
-7 * 146-58575-3 . BRACKET ASSEMBLY, Hydraulic utility system pump pressure hose 1 
-8 * 146-58575-5 . BRACKET ASSEMBLY, Hydraulic utility system pump pressure hose 1 
* AN3-15A e BOL Tios ο US ny ss see Faas uuum E A Sarre Go ey αἱ elas 4 
* AN96OD1OL .. MASHER: o9 €. 2 v9 nos us vv jg woe Νο ο; ος, V οί δι ο Ὁ is 8 
* AN365-1032 s. NUT US eR cte e Ree n Raises ἃν SR we TELLUS Feo DX o) y ο 4 
-9 * AN6292-8-10-1/2 . HOSE ASSEMBLY QN bes wes e um Φ. ο τῳ) ὁ) ice. ο ο 1 
-10 * AN815-8 s UNION X 4-603 ra" . W^ e Meee ἐᾷν A ὅν S Ἴδης 1 
-11 * ANQ41-8 PEE. a za δι ος, o ον ον es Ἔα κ. δν ὁ, εδ ο ME 1 
* AN6290-8 . GASKET. . . A at, e e a A a $97). san, far he. 2 
-12 * 155-8 . COUPLING ASSEMBLY, “Hydraulic self sealing (AQ). . . UNES 1 
-13 * AN520-10R8 v SCREW wo a et ce wo ὃν ὃν Dee We) dois o ^ WO de x. ϱ Do “Ὁ 18 
* AN960D10L 4 WASHER, u 29459 0e 7919 lam o ο cae tes LRL Whe ο) δν T ὁ. NES 36 
* AN365-1032 S ΝΟ & 0 QU S ο O ME stn Sala αμ ο” z 5 18 
-14  * 155-10 . COUPLING ASSEMBLY, "Hydraulic self sealing TS ο : : 1 
-15 * 145-16 . COUPLING ASSEMBLY, Hydraulic self sealing (AQ). . . * è 1 
-16 * ms28741-16-0426 . HOSE ASSEMBLY . . . ΙΝ eu UL i μμ P ý I 
-17 * AN815-16' e UNION s ἃ € * ox x e S MET ών Bic seh PES A : I 
-18  * AN939-16 . ELBOW. E ο ο ο ο ο 1 
* AN6290-16 . GASKET. , . . ο ο 2» © © e ὁ ὁ ὁ 5 ο oe ο ο n ane δι Ὁ 2 
-19 * AN842-4D y ELBOW 256067 rre δι ος wh ὧν το EM Et ο ιο 1 
-20  * 3H214-18 . HOSE (NA) . ers, orae eve Cal μετ ec ο ο. qe wove Ye $ 4 
* A3122-8-59 . CLAMP, Hose (TIN) " ο ena s τὸ Cere dui e ο O ets ος 8 
-21 * 146-58805-55 . LINE ASSEMBLY, Variable volume pump housing overboard drain . 1 
-22 * 67WF300 . PUMP, Model 67WF300 strato power (NYB)...... ES 1 
* ΑΝΙΟΜΙ-1 so GASKET: e mos ve e a δν ὦ ο) ἅγιός α ; 1 
* AN5-11A e iBOLT: e uU ὦ e "ovs $m. oy wore δι "M . MEER M" 4 
* ANQ60D516L . WASHER. .  « + NEUE SE CE E ες, E eis “ὅν τὰ 4 
* AN363-524 ee A w^ 0€ d 3b cie See ce S84 Ὦ ir is Sa Se es " 4 
-23 * AN833-16 . ELBOW. . ooo... we «ο ο ο NES V. Gs, . E 1 
* AN6289-16 ο NUL 368378. 90€ 79 wl ya eo ue . ο ἄν ᾳ . ο . 1 
* ANG290-16 . GASKET, . . . . . $e τος ὃς ορ. ο Ὁ Do et -ᾱ- XE. An τῷ. fer e M 1 
* AN6291-16 e "RING. ο el 7b. T Ie. e τῳ» ο ο 10€. IU oos se RE ο 1 
-24 * -ms28741-16-0482 . HOSE ASSEMBLY DAA A BT A A T cap: 1 
-25 * 145-16 . COUPLING ASSEMBLY, Hydraulic self sealing (AQ). . . . . . . . 1 
-26 * AN6289-16 a NUT T eb yt ο ο 8 ο REA. e ο Miel d. dp δν yes τῷ I$ ο SS 1 
-27 * AN6290-16 e GASKET; 4 Qo 45 ον ο ws. RR a a wes ὃς ο. DUO 2 
-28 * AN6291-16 . RING. A" ES “8 : pre E 1 
-29  * AN939-16 4 4ELBOW . ὁ". ος ο 7 s vhs A A x ὁ 1 
-30  * AN832-16 s "UNION ; Ὁ 46076 3745 ra LU NT E , 1 
-31  * An924-16 S NUT OZ 2 v S el. ce, τῷ E A . . ES 1 
-32  * AN893-16 . BUSHING . . . . . . . : $7 ον ον. ιν Ὅν ys ; 1 
-33  * AN6290-16 . GASKET. . . PADRE : is DNE . T " 1 
-34  * ANG289-8 - ο LO. zv aa Ξ- 5 s uere A κ; 4 : 1 
-35 * AN6290-8 2! GASKET Qs e. a : η a ahs : ; , 1 
-36 * AN6291-8 . SBINGe iw -ᾱ ο ο τς -ὁ ο ος . 8 " poda ʻ " a 1 
-37  * AN833-8 . ELBOW . . m FE iue τ) atts vs . 5 1 
-38  * AN6292-8-44 . HOSE ASSEMBLY A 2405, ος λα . "CC asta Ρ 1 
-39  * AN894-10-8 . BUSHING . . Dara - . $e s οφ » Ρ 1 
* AN6289-10 . NT.... ο ο MENO — ee 6 s B 1 
* AN6290-10 . GASKET. . . . . a. ás 4 $9 oe i š 1 
* AN6291-10 a RINGS 2 κα. ὑφ noe ὦ’ ὦ ὦ ros " ee oom = ^ 1 
-40  * ΑΝΟΙΟ-Τ . REDUCER . . . . . . . . . . . š να. . ο rel AS 1 
* AN6290-6 . GASKET. an. uet ud T * ο «2 wx He 1 
-41 * MS28741-5-0404 . HOSE ASSEMBLY d: RT S E oe ο, es ο. ον ow x $ 
-42 * 155-5 . COUPLING ASSEMBLY, Hydraulic self sealing (AQ). . PE 1 
* AN6289-5 « SNUT 2 cu t AM LP TAE ME eas xS i 
* AN6290-5 « GASKET. 2.2079 04 o 5-3 5 vo» ws oc. * ἃ . 2 
* AN6291-5 e GRING. Gus S S o . s PL 4 , 1 
-43 * AN939-5 . ELBOW. a de Ue š T EE e.. 1 
t AN832-5 . UNION . . . . . πι e ug. Te Luis ο o epi e: δῷ A i 1 
* AN924-5 s A E a ep re RS " cs τ τῷ : 1 
-44 * an840-4D . ADAPTER. . E ο τὰν RR ο ο IS πέρ 327 ἵν 1 
-45 * 156-58805-57 . LINE ASSEMBLY, Constant volume pump housing overboard drain . 1 
NOTE: # Denotes the incorporation of Service Change 430. 
* Part of Q.E.C.A. 
Revised 15 August 1955 j 703 
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FIGURE 387 - LH AND RH COMPLETE ENGINE NACELLE INSTALLATION 
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AN O1-6OAAB-h Group Assembly Parts List 


NACELLE (Cont) 


e a a MM MÀ M áÀÉ— 








HGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
^ 388-4 156-32046-1 . . FILLET ASSEMBLY, Nacelle to wing trailing edge . . . . .. 1 
inboard LH 
156-32046-2 . . FILLET ASSEMBLY, Nacelle to wing trailing edge . . . . . . 1 
inboard RH 
156-32003-300 . PANEL INSTALLATION, LH nacelle outboard . . . +. » . . . . . . Ref 
156-32005-300 . PANEL INSTALLATION, RH nacelle inboard. . . . +. s e . . . . . Ref 
156-32004-200 . PANEL INSTALLATION, LH nacelle inboard. +. . . . e . . . . . . Ref 
156-32006-200 . PANEL INSTALLATION, RH nacelle outboard . . . . . . . . . . . Ref 
146-32010-1 . . LONGERON ASSEMBLY, Nacelle upper outboard LH . +. . . + +. + 1 
146-32010-2 - . . LONGERON ASSEMBLY, Nacelle upper outboard RH . . . . +. +. + 1 
-5 146-32071-1 v s s FITTING ASSEMBLY, Nacelle sta 217 upper outboard . . . 1 
engine mount attaching LH 
146-32071-2 ` 5° Sac = τς FITTING ASSEMBLY, Nacelle sta %17 upper outboard... al 
engine mount attaching Ki 
26 146-32084 E GS . SLEEVE, Nacelle sta 217 upper longeron engine . . . 1 
mount attaching fitting 
146-32011-1 . . LONGERON ASSEMBLY, Nacelle upper inboard LH. . +. . +. +. + + 1 
146-32011-2 . .  LONGERON ASSEMBLY, Nacelle upper inboard RH. . . "n 1 
-7 146-32072-1 ğ Erea FITTING ASSEMBLY, Nacelle sta 217 upper inboard. Ea 1 
engine mount attaching LH 
146-32072-2 w^ d -ῷ FITTING ASSEMBLY, Nacelle sta 217 upper inboard. . . . 1 
engine mount attaching RH 
-8 146-32084 s THES 04 . SLEEVE, Nacelle sta 217 upper longeron engine . . . x 
mount attaching fitting ᾿ 
146-32012-1 . . LONGERON INSTALLATION, Lower LH side of LH nacelle... 1 
146-32012-11 ý . LONGERON INSTALLATION, Lower LH side of RH nacelle... 1 
146-32013-1 * . LONGERON INSTALLATION, Lower RH side of LH nacelle . . . . 1 
146-32013-11 " . ΤΟΝάΕΒΟΝ INSTALLATION, Lower RH side of RH nacelle vg 1 
-9 160-32073-5 E “RY ots FITTING ASSEMBLY, Nacelle sta 217 longeron engine. B 1 
mount attaching LH 
160-32073-6 SS vy a FITTING ASSEMBLY, Nacelle sta 217 longeron engine. . Y 
mount attaching RH 
-10 146-32086-1 "ES FITTING, Nacelle sta 217 engine cowl attaching LH. : 1 
146-32086-2 NI ἐὲ FITTING, Nacelle sta 217 engine cowl attaching RH. . . 1 
146-32051-1 + . SUPPORT INSTALLATION, Landing gear door hinge fwd LH . . . l 
146-32051-2 i SUPPORT INSTALLATION, Landing gear door hinge fwd RH... 1l 
-11 1446-3330 -3 . FITTING, Main landing gear wheel door front. . . . .. l 
female hinge LH 
146-33304-4 . sr πρὶ τῳ FITTING, Main landing gear wheel door front. . . . . . 1 
female hinge RH 
-12 146-33303 . . FITTING, Main landing gear wheel door rear female ob $ 1 
-13 175-321007 + . DOOR ASSEMBLY, Nacelle side panel fuel strainer access : 1 
-14 146-32125 + . DOOR ASSEMBLY, Nacelle turbo oil tank access . . "E 1 
-15 146-47410-10 . . FLANGED ASSEMBLY, Turbo oil tank air vent right side $ gue 1 
-16 146-47417-10 . . NIPPLE ASSEMBLY, Turbo oil tank overflow . . . . . . . +. o. 1 
-17 146-47019-7 + . NIPPLE ASSEMBLY, Oil tank overflow... P 1 
-18 146-48196 . . FITTING ASSEMBLY, Fuel vent siphon breaker nacelle ης e 1 
overboard intake 
-19 146-47093 . . TERMINAL, Oil tank support strap. . ilv S. uid E 
146-32055 . . DUCT INSTALLATION, Nacelle LH side inter- cooler. να ee eg REE 
146-32056 . . DUCT INSTALLATION, Nacelle RH side intercooler... . . . Ref 
-20 146-32133 . E = «s TIE, Nacelle sta 312.7 intercooler duct to frame... 1 
-21 146-32065-51 ecc , «Ὁ DUCT ASSEMBLY, Intercooler LH forward section. . . . + 1 E 
146-32066 ode v DUCT ASSEMBLY, Intercooler RH forward section. . . . . 1 
-22 47E19482-1 2.5 gs . ZIPPER, Air duct press. seal LH io ο αλ ὅς Sed GoTo 1 
47519482 -2 š : . ZIPPER, Air duct press. seal RH (GD). We 1 
146-32032-1 . τ FRAME INSTALLATION, Nacelle rear spar. . . . . . . . . . » Ref 
(used on 156- 32003-300) 
146-32032-11 i. . FRAME INSTALLATION, Nacelle rear spar. . . . . . . . . +. . Ref 
(used on 156-32004-200) 
146-32032-21 . . FRAME INSTALLATION, Nacelle rear spar. . . . . . . . . . . Ref 
(used on 156-32005-300) 
146-32032-31 + . FRAME INSTALLATION, Nacelle rear spar. . . . . . a + © «© « Ref 
(used on 156-32006-200) 
-23 160-32083-3 CN" FITTING, Nacelle rear spar frame outboard wing . . + 2 
attachment 
-24 146-32082 in e). ιν FITTING, Nacelle canted sta 353.287 inboard. . . 2 
wing attachment 
146-32044-51 . . FRAME ASSEMBLY, Nacelle sta 297 (canted) LH outboard... 1 
146-32044-61 . . FRAME ASSEMBLY, Nacelle sta 297 (canted) RH inboard... . 1 
-25 146-32091 ον de FITTING, Nacelle canted frame to longeron. . . . +. » +. 1 
'attaching sta 297 
-26 146-32014 . PANEL INSTALLATION, Nacelle sta 317.7 to sta 345.421. . . . . Ref 
lower 
-27 175-32021-400 . FIREWALL ASSEMBLY, Nacelle station 217. . è 1 
175-42078 . SUPPORT INSTALLATION, Engine naceile generator cooling air. . Ref a 
air duct firewall attaching 
-28 146-47048 - . TRACT, Oil cooler duct and access door brace rod . . . . . H 
175-42089 t * SUPPORT ASSEMBLY, Engine nacelle generator cooling... . 1 
f air duct firewall attaching 
-29 175-42087 ἂν eg τα SEAL ASSEMBLY, Engine nacelle generator cooling. . . . 4 
air duct firewall attaching support 
assembly end 
-30 175-42088 μας. SEAL ASSEMBLY, Generator air blast duct. . $28 1 
-31 146-32751 iS. SEAL ASSEMBLY, Nacelle accessory cowl to firewall. D 1 


.ἛΈὈθθ..  ὕ-υ-υ-υὔυἅὅὐ-ὐθθθ ———————————————————————— 
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FIGURE 389 - AFT NACELLE FIREWALL POWER PLANT INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
389 184-40001 POWER PLANT INSTALLATION, Nacelle firewall aft . . . . . . . . Ref 

(see figure 8 for next assembly) 
146-42100 - AIR INDUCTION INSTALLATION, R2800 engine. . . . . . . . . . Ref 
(see figure 390 for detail breakdown) 
146-42310 . EXHAUST SYSTEM INSTALLATION, Nacelle. . . . . . . . . ..- Ref 
(see figure 404 for detail breakdown) 
184-h2627-10 - OIL SUPPLY INSTALLATION, Provisions for long range LH . . .Ref S 
(see figure 401 for detail breakdown) 
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AN 01-60AAB-4 
NACELLE (Cont) 


Section |! 


Group Assembly Parts List 


PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
184-42627-20 . OIL SUPPLY INSTALLATION, Provisions for long range RH . 
(see figure 401 for detail breakdown 
184 -47001-100 . OIL SYSTEM INSTALLATION, Nacelle LH. . EET 
(see figure 394 for detail breakdown) 
184 -47001-200 . OIL SYSTEM INSTALLATION, Nacelle RH . . at FAL Seo ed n 
(see figure 39! for detail breakdown) 
AN365-624 NUT see at. eo ce ον δ δι BES ο Tele ES UN ο. 
AN960D616 . WASHER. . . . ut ος us 
14146-32566 . PIN, Cowl Shear rear “aligning station 217 lower c Ae le τῷ 
146-42201 . TURBO SUPERCHARGER INSTALLATION . . "de IUE ae 
9454922 . . TURBO SUPERCHARGER, Type CH8F1 (GE) (GFP). δ τῳ, ον Cor de 
146-42234 . . BRACKET ASSEMBLY, Turbo bearing support. . . . NIE 
146-42212 + . BEARING ASSEMBLY, Turbo mount. . . ο ee ie 
(to be stocked as an assembly only) 
ATTACHING PARTS 
AN365-428 μμ ο ο ο ehe eer ein tee κ v uds τᾷ rl 
AN960D4 16 e » WASHER . . .. Goce, d $ A vos du ὃν κά 
AN4-5A e cS BOLT ws PECIA . E By rial an vs 
ΑΝΡΗ11 Se BOLT o d. 434]. κ 0 δρ a . $ "In w^ tana 
PA PRA 
146-42210 z ; BEARING, Turbo mount upper . . . . . . . ss eso 
(matched part not to be stocked separately) 
146-42211 Wc 3s é BEARING, Turbo mount loweP . . « es s s ss sso 
(matched part not to be stocked separately) 
146-42205 MOUNT ASSEMBLY, Turbo trunnion . . +. . . . «ο» 
ATTACHING PARTS. 
AN5H5 s JOLDT- 105 Ὁ ο. ος, oe E soy Ue c Ci qe 
πως ee 
XSC130 Foo RING, Square section closed type (NL). Ὁ wow o9 
146-42207 . . . ` BALL, Turbo trunnion mount . . ο teh eich a 
146-42206 D faeta FITTING, Turbo trunnion mount. . . . . e . s eee 
146-42215 : LINK ASSEMBLY, Turbo stabilizer. . . . e . . . s s so 
ATTACHING PARTS 
AN365-428 EA ΝΟ se S we e od wad cae ο > latas Ga aa 
AN960D416 s . WASHER. . . . . . . . s; on Svo lu reed. d 
AN4-13A . ο BOLT o κ ος es 9 099 9 7€ 0€ ος ole oh I ee ὁ αντ oe 
AN4-12A s “Ὁ o BOLI ie a “οἱ 49 A a ea viu ὁ — REL 
-—-——*--- 
AN316-5R 2. . NU. Jos e acad M eA ο 
REÚFS O CM RBA CHAR) A 
146-42214 . . FITTING, Turbo stabilizer. . . . . . . ο. 
AN5H5 a BOLT Wow x wow è > ὁ ανα ol ee ee 
146-42225 - . BRACKET ASSEMBLY, “Turbo stab left nacelle. . . . . . . 
146-42224 + . BRACKET ASSEMBLY, Turbo stab right nacelle . . . . . . 
146-42204 . . SUPPORT ASSEMBLY, Turbo left nacelle . . . . . . . +. . 
(to be stocked as an assembly only) 
146-42203 . SUPPORT ASSEMBLY, Turbo right nacelle. . . . . +. . 
(to be stocked as an assembly only) 
ATTACHING PARTS 
AN365-524 . NUT. 4 ca. cal x06 Re κ) ιν τα dE AC SUE : 
AN960D516 : WASHER . . . . . +. + I HEBR e n 
AN960D516L . WASHER . . . « es ée ew m . á 
AN5-6A 5 BOLT . . . . « « ο "po 8 
AN5-10A . BOLT . . . . « «ο PES . $^ quss ιδ δι En 
seat wwe 
AN5H11 BOLT: ο «caca a S9 e els A -——— . 
146-42209 FITTING, Turbo spherical mount ο ο... A 
ATTACHING PARTS 
AN5H5 P e BOLT a. Ὁ a ee 9 ο, ὁ ᾱ, A Go aly ete A A coe Sas ος -ᾧ . 
pa 
184-42227 BRACKET, Turbo supercharger hoisting device. . . . . 
ATTACHING PARTS. 
AN4-11 BOLT ο caco «ᾱ- 44 e e ὃν m cm ο o Ri Ao. 6 ὦ . 
---ᾱ--- 
146-42233 BRACKET, Nozzle box inlet support sis ae Pe 
ATTACHING PARTS: 
AN4H11 á BOT... s cà a da e 4^9 Ὁ 5 ο 
4S3D416-6 + . SPACER, Bolt (NA). Bo fey Ga Ps 2 pes ον ος να 
---Ἐ--- 
AN320-4 NUT. cy LT o Wink e Oe ARES a 
AN24-10 BOLT... .. a ds 
NAS170-2 CLEVIS, Engine control rod adjustable. . . . 
169-42155 CONNECTOR, Turbo air cooling ducts fwd 3 oe 
820-18 . CLAMP, Turbo cooling system connector (MAR). of Ge us 
146-42144-100 DUCT ASSEMBLY, Turbo cooling... Vr oils V ds 
146-42155-5 CONNECTOR, Turbp cooling system ducts. + ο) ο a. ὃς 
ANT37-91 CLAMP. . . . $ ce € ον. 
175-42146 DUCT ASSEMBLY, Turbine cap cooling . is A 


1111-517209 
146-42801-155 
3H2-16-20 
AN737RM46 
146-42801-153 
146-42801-51 
3H2-16-13 


Pe o9 o9 o9 9 9 9 9 9 7$ £9 59 1$ α 


VALVE, Swing check (PA). . 


LINE ASSEMBLY, Turbo cooling. 


HOSE (NA). .. . . +... + 
CLAMP. ... . Sate pes A ϱ 
LINE ASSEMBLY, Turbo cooling 
LINE ASSEMBLY, Turbo cooling 
HOSE (NA). E. aiden" hopes eee 


9 9 o] 5 t 9 ο . 


ee 9 ο ο 


ee ee o9 n 


a 
Pee em 
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FIGURE 390 - R2800 ENGINE AIR INDUCTION INSTALLATION 
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NACELLE (Cont) 


Section [| 


Group Assembly Parts List 


poc———————————————— Mu ————— ———————M ο παπι ER Rd 


15456-42100 
No Number 


AN3-6A 
AN3-10A 
AN960D10L 
146-42106-3 
169-42107 
156-42108 
146-42106-5 
156-42169 
146-42106-7 
156-42105 


156-42178 
156-42179 
AN867-1 
AN913-4 
AYLF2370 
AN365-428 
AN960D416 
AN4-5A 
156-42136-9 


AN350-1032 
AN960D10 
156-42110 
AN666-3RH 
156-42152-3 


AN664C3 
156-42111-43 
AN393-21 
AN960D10L 
156-42136-17 
169-42121-400 
47E19482-1 
AN365-428 
AN960Dl 16 

AN4 -5A 

AN4 -4A 
NAS221-8 
146-47068 
146-47068-100 
146-47073 
146-47077 


146-47080 
AN365-1032 
AN960D10 
ΑΝΘΘΟΡΙΟΙ, 
AN3-5A 
146-42120 
175-42122 


146-42124-3 
ANYH5A 
AN960DH16 
156-42123 


146-42125 


UNITS USEABLE ON 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
AIR INDUCTION INSTALLATION, R2800 engine . . . . . . . Ref 
(see figure 389 for next assembly) 
INTERCOOLER AND MISCELLANEOUS AIR INDUCTION SYSTEM FITTINGS . Ref 
(see figure 391 for detail breakdown) 
"GEB CO a A IA ces A SOS el a AD 
BOE Mie ζεις. τοπ οι Ve oe ο» A Le UN me, ο dece, ο Sie By c 3 
. WASHER. . . . 22 
. RING ASSEMBLY, "carburetor elbow flexible "coupling clamping. » 2 
. COUPLING, Carburetor elbow flexible νεα εις 1946-9107). . 1 
. GASKET, Charge air duct firewall. . . . . 1 
. RING ASSEMBLY, Carburetor flexible elbow coupling clamping. 2 1 
BRACKET ASSEMBLY, Engine charge air duct station 217. . . ἃ 1 
. RING ASSEMBLY, Carburetor flexible elbow coupling. . +. +. » 1 
DUCT ASSEMBLY, Intercooler charge air heater to firewall. . . 1 
(supersedes 146-42105) 
BOSS, 5/8-18 NF3 welding . . . . . . . . o 4 DE 1 
BOSS,7/8-14 NF3 welding. . . . . . +. . . +. ee ee Er MES 1 
FLANGE . . . . . «κ a ο ο C» UA ei FELT SI Xe 3 
sor PLUG a ce ο ο. . O 5 a 1 
THERMOSTAT (BCC). . . . 5 2. Se ἂν ὦ * ο” 1 
NUT μα αρ ο ο κ ο ος DR PCIE . ra 3 
WASHER. a aa bs Bas acia erum Uy ee. O 
BOLT. . . ο teh dla, ο ο DR wh Doe ο ie Ces, 1 3 
CLAMP ASSEMBLY, Turbo charge air duct flexible coupling . . . 2 
(supersedes 146-42136- 5) 
NUT. . 24.0.9, € e » 9 $3 eS ubi οκ ο rU ein Gs ^ ts, 1 
. WASHER... ο”... 1 Re 
. PLATE, Charge. air duct flexible. coupling clamp . da -ᾱ; ee 1 
+ TERMINAL . . s 1 
. FITTING ASSEMBLY, "Turbo charge air duct “flex coupling. " 1 
clamp 
. . TERMINAL . . . 5 1 
+ . RETAINER, Charge air duct “flexible coupling clamp cable. . 1 
zo fried με E E RR E Ἰώ. ᾱ- ο 1 
. . WASHER... bec. {OWES Tevez! ax ne ὅν 2 
A CABLE, Charge. air "duct flexible coupling clamp assembly. . 1 
i DUCT ASSEMBLY, Air inlet manifold . 5397 ο OET rA 1 
. . ZIPPER, Air duct pressure seal (cb). . μα ο ἈΦ Ad 2 
IOONUT ο ο ο ο ve) ve "RUE e ο ο eo Oe era Sue AES 
s WASHER. 248 ὦ ouk ow AUR ete a A n ο ο ο ο. 
BOLT κ ο ο epo »o ο ee Tn m ο ο 6 
e ‘BOLT, $2 2.5 E lt νυν Ἦν ΙΕΡΟ 
. SCREW, Brazier head Phillips recess alloy steel 10-32 . . . . 16 
. SUPPORT ASSEMBLY, Oil cooler reap . . . . 6 . . .. we we ew s 1 G 
. SUPPORT ASSEMBLY, Oil cooler rear... ο med. Eo Rer 1 ΑΤ 
. SUPPORT ASSEMBLY, Oil cooler fwd. . . . EMT EORR 1 
+ . TERMINAL, Oil cooler support trunnion(RH side) (rear and . 1 
forward) 
A TERMINAL, Oil cooler support hinge (LH side) (rear € fwd). 1 
. ο ο ο ο ο A αντ -ᾱ, Se τᾶν Shy Sy cen ο ch. «5 
es WASHER. a ο ta ο i Se, ToT es, ο do. es Yet Sans a 12 
+ WASHERS: ; 4999-099 coo ο a A Se . 1e 
> ‘BOLT. i... «6 6% ei eS O ce ay Ser rey am dal ee “hr ae,” fae! as . 12 
. GRILL ASSEMBLY, Turbo charge air inlet duct icing &. 5 a.. 1 
. DUCT ASSEMBLY, Turbo charge air internal inlet (supersedes. 1 
156-42122-100 & 146-42122) 
(see figure 393 for detail breakdown) 
. COUPLING, Charge air duct flexible. . . . . . . . . . . + 1 
2 BOLT; 2.2 4 6 5.500 deum a EC δ) ος ος οἱ μυ. Y OR 6 
. WASHER. . . .. "με, 6 
. DUCT ASSEMBLY, Turbo charge air pear "inlet. $4 E» ος 1 
(supersedes 146-42123) 
GASKET, Turbo charge air inlet. . . . . . s s es «© ees s 1 
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ROTATED 180* 


H-184-42-3 


FIGURE 391 - INTERCOOLER AND MISCELLANEOUS AIR INDUCTION SYSTEM FITTINGS 
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RGUEE ὁ PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
391 No Number INTERCOOLER AND MISCELLANEOUS AIR INDUCTION SYSTEM. . . . . . . . Ref 
FITTINGS (see figure 390 for next assembly) 
-1 146-42114-101 INTERCOOLER ASSEMBLY, Engine charge air complete LH . E 1 
-2 146-42114-202 INTERCOOLER ASSEMBLY, Engine charge air complete RH . . . . . 1 
(see figure 392 for detail breakdown) 
-3 156-42136-23 E CLAMP ASSEMBLY, Turbo charge air duct flexible coupling . . . 2 
(supersedes 146-42136-23) : 
-4 156-42136-25 5 CLAMP ASSEMBLY, Turbo charge air duct flexible coupling.. . . 2 
(supersedes 146-42136-25) 
-5 156-42136-7 " CLAMP ASSEMBLY, Turbo charge air duct flexible coupling . . . 4 
(supersedes 146-42136-3) 
-6 AN350-1032 ; an Lo 49.299 o 4 3 p 9 591€ ASK UE WO UR Wo gon uA c uq s 1 
-T AN960D1D P SS WASHER st eeu e Te σος “το No S Sos Say e κὸν ον ας ον a rg yc ne; «te: δις 1 
-8 156-42110 : + PLATE, Charge air duct flexible coupling clamp . . . . . . 1 
-9 AN666-3RH $ es TERMINAL. Ον ουδ a tef e d. λος ea ιά οὔτ ια es λαο aT. ας 1 
-10 156-42152-5 . . FITTING ASSEMBLY, Turbo charge air duct flexible . . . . . 1 
coupling clamp (used on 156-42136-7) 
169-42152 * - FITTING ASSEMBLY, Charge air duct flexible coupling... . . 1 
clamp (used on 156-42136-23 and 156-42136-25) 
-11 AN664C3 > S e TERMINAL. 221-06 4) ο το 9.99 a wh er tas a ea CL 
-12 156-42136-11 x . CABLE, Air duct coupling clamp (used on PEE ος 2s 1 
156-42136-13 : . CABLE, Air duct coupling clamp (used on 156-42136-23). . . 1 
156-42136-15 : - CABLE, Air duct coupling clamp (used on 156-42136-7) . . . 1 
-13 156-42111 4 . RETAINER, Charge air duct flexible coupling clamp cable. . d 
-14 AN393-21 A V PEN. A O E ae e edat Ὁ E 
-15 AN960D1DL é £., WASHER «xe ο ο a ve ΝΟ A qo A e 2 
-16 146-42124-5 š COUPLING, Charge air duct flexible. . .. . . . . . . eoo s 2 
-17 169-42113 n COUPLING ASSEMBLY, Turbo to intercooler charge, air duct . . . 2 
à flexible (supersedes 146-42113 and 160-42113) 
-18 146-42111-43 , DUCT ASSEMBLY, Turbo to intercooler charge air. . . . i ἕξ 1 
(supersedes 146-42111 for future procurement): 
146-42111 . DUCT ASSEMBLY, Turbo to intercooler charge air. . . . . . . . 1 
. (superseded by 146-42111 for future procurement) 
-19 146-42182 > CLAMP ASSEMBLY, Turbo compressor discharge. . . . . . ss 1 
(to be stocked as an assembly only) 
-20 AN4-35A Š BOLT; to aeei Be cis πα a a ο a a CA VIC E A των τῷ 4 
-21 AN363C428 " NUTS. ο Xo: v hey TER wl videos teres Wadd ο ο ο ο αμ. 4 
-22 146-42160 > GASKET, Turbo to intercooler charge air duct. . . . . . . . . 1 
-23 146-42159-1 r FLAP ASSEMBLY, Intercooler cooling air exit LH. . . . . . . . 1 
146-42159-2 z FLAP ASSEMBLY, Intercooler cooling air exit RH. ....... 1 
-24 146-42159-3 A + FLAP WELD ASSEMBLY, Intercooler cooling air exit LH. . . . 1 
146-42159-4 ; +. FLAP WELD ASSEMBLY, Intercooler cooling air exit RH. ... 1 
-25 ANU-5A "τς"... να & ot PUE ο tee. BB 
-26 AN960Dl 16L SO ¿e MASHER OT. ται. ο te ο ο hy eth wol s e a? ο 
-27 146-42158-1 A . HINGE ASSEMBLY, Intercooler cooling air exit flap. .... 1 
LH (used on 146-42159-1 and 146-42159-2) 
146-42158-2 £ . HINGE ASSEMBLY, Intercooler cooling air exit flap. .... 1 
RH (used on 146-42159-1 and 146-42159-2) 
-28 AN365-428 : #0 Lc ο ο ο ο. 
-29 AN960D! 16 * 2 CWASHER ~o cetin fo ee ων αι πα ο.” oF Ue te. WU 4 
-30 AN507-428-12 è E4 SCREW: Ὁ το 14.99 090 eee is a E CN TS. ce 2 
AN507-428-10 . èb CHEW ο ΜΜ xx P M in πμ... 2 
-31 146-42141 Β . FITTING ASSEMBLY, Intercooler cooling air exit flap. . . . 1 
actuator attachment ᾿ 
-32 NAS77-4-17 x E" BUSHING, Flanged press fit steel and bronze. . . . . . 2 
-33 AN365-428 ο A O s oom ber x e E, 
-34 AN960D416L . WASHER. ¿aaa o ata aos ME AE um “et cde 
-35 AN4-6A . BOLT 0300 O ve a “aces A RA RR Nog cem dr Lac es Ce O ἔγό 
-36 146-42142 : HINGE ASSEMBLY, Intercooler cooling air exit flap nacelle . . 1 
canted frame station 297 upper (LH side) 
146-42157-2 E HINGE ASSEMBLY, Intercooler cooling air exit flap nacelle . . 1 
frame station 384-375 (upper RH side) 
146-42143 : HINGE ASSEMBLY, Intercooler cooling air exit flap nacelle . . 1 
nacelle canted frame station 397 lower (LH side) 
146-42157-1 5 HINGE ASSEMBLY, Intercooler cooling air exit flat nacelle . . 1 
frame station 294-375 (lower RH side) 
-37 AN318-4 . 9$. BEARING; € 04-0. 99 a ee πω UR e ne Pris hak ar αὐ 1 
-38 AN365-428 z «NUT ese Ον, ΙΙ ΙΙ gh a a O Des νυν 4 
-39 AN960D416 e WASHER, tc tea μι : Rib: cee pc) ο μα. 
-40 AN4-13A e BOLT. 2d ue x € ὁ νι ye ον o ο ώς ta e ae γόνο Set, ο 4 
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FIGURE & 
INDEX NUMBER 


392 
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ΑΝ 01-60AAB-4 


NACELLE (Cont) 


FIGURE 392 - LH AND RH COMPLETE ENGINE CHARGE AIR INTERCOOLER ASSEMBLY 


PART 
NUMBER 


146-42114-101 
146-42114-202 


169-42104-1 


169-42104-200 


169-42104-5 
169-42104-6 
175-42148 


175-42147 


AN365-1032 
ΑΝΟΘΟΡΙΟΙ, 
AN3-TA 
ΑΝ3-6Α 
AN365-1032 
AN960D10L 
AN520-10-8 
AN365-1032 
AN960D10L 


AN3-6A 
146-42102 
47E19482-1 
146-42133-3 
146-42133-5 
146-42109-1 
146-42109-2 
A901-1789-3 


2 3 4 5 6 7 NOMENCLATURE 


see figure 391 for next assembly) 


INTERCOOLER ASSEMBLY, Engine charge air complete RH. 


(see figure 391 for next assembly) 
DUCT ASSEMBLY, Intercooler upper header charge air 
DUCT ASSEMBLY, Intercooler upper header charge air 
. DUCT SUB ASSEMBLY, Intercooler charge air upper 
. DUCT SUB ASSEMBLY, Intercooler charge air upper 
. GASKET, Nacelle turbo turbine wheel cooling air 
(use on 169-42104-200 RH only) 


UNITS 
: PER ASSY. 
INTERCOOLER ASSEMBLY, Engine charge air complete LH. . . . . . . Ref 


LH .. « 
ΠΗ. «:«. 
header ΤΗ. 
header RH. 
inlet. «. . 


. INLET ASSEMBLY, Nacelle turbo turbine wheel cooling air. . 


RH only 169-42104-200 RH only) 


e e è ο « : 


(use on 


TE 


NUT... 


. e e o 


. 
. 
. 
. 
. 
. 
. 


x 
> 
e 
E 
ES 
ον πο. 


4 . ο 9 ο 9 5 9 n 


BOLT. 6.52 6203259 è 2 . one 

Intercooler charge air header . . 
ZIPPER, Air duct pressure seal (GD) . 
STRIP, Intercooler cooling air zipper 
STRIP, Intercooler cooling air zipper 
DUCT ASSEMBLY, 


. 
. 
. 
. 
. 
. 
. 
. 


. 


retaining 
retaining . 





Intercooler lower air charge header LH 
DUCT- ASSEMBLY, Intercooler lower air charge header RH 
INTERCOOLER ASSEMBLY, Engine charge air project 510 (TRA 


* ο o; t ο ον. n 


eo. 9 o9! ὁ 9 9 9 9 9 9 c9! 2 ὁ 9$ 53 ο 


R 





FOR RH ASSY ONLY: 
ROTATED 905 


H-184.42.5 
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H-184-42-4 





FIGURE 393 - TURBO CHARGE AIR INTERNAL INLET DUCT ASSEMBLY 





UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
393 175-42122 DUCT ASSEMBLY, Turbo charge air internal inlet. . . . . . . . . Ref 
i . (see figure 390 for next assembly) 
-1 175-42122-50 DUCT SUB ASSEMBLY, Turbo charge air internal inlet. . . . . 
-2 AN310-5 NU CL ra x Mo kj, AAA AA Ue ar ας ee κ 
-3 AN960D516L WASHER. £ aa οί «αἲ- ὃς ITA M ο Eo ᾱ- κ TR V Dee o . 
-4 AN175-60 BOLT. .... . ο: a i |y. vs 
-5 156-42167-1 SPRING, Alternate air intake “door hinge ΤΗ͂Σ ος o6 ας ο 
-6 156-42167-2 SPRING, Alternate air intake door hinge RH. . . . . . . .. 
-7 AN365-428 IU MM S CC eh acc" DE ο 
-8 AN960D416L WASHER} ο ο πο ναὶ wa ο ia a Sp CPt ορ πα 1 
-9 AN4-5A BOLT. 4^2 2» ᾱ- οἱ ce s^ οἱ oe er o9 id. ο m ow . 
-1ο AN4 -6A BOLT. .... " . ο . 


CLIP, Turbo alternate air intake door spring upper. . 
CLIP, Turbo alternate air intake door spring lower. . 
SUPPORT ASSEMBLY, Alternate air intake door hinge lower. 
SUPPORT ASSEMBLY, Alternate air intake door hinge upper 
. BUSHING, Flanged press fit steel . . . . . ooo o. 
DOOR ASSEMBLY, Turbo alternate air. . . 

WELD ASSEMBLY, Door assembly turbo alternate 
NUT. 4 17-4 67.4 E Ὁ Ὁ ο ο a 
WASHER Σω ο s x ὦ Ὁ ὦ. os 9. ών ᾱ 


-11 156-42183 
-12 156-42168 
-13 156-42165 
-14 156-42166 
-15 NASTT-5-12 
-16 175-42119 
-17 175-42119-15 
-18 AN365-428 
-19 ΑΝΟΘΟΡΙΕ161, 


po 


mI 
I 
PREP A [51 µὰ ΜΡ O HS S ΟΝ ΟΝ! iS ID A Ον ο να 


-20 AN4-7A BOLT aia PE 
-21 156-42163-1 HINGE ASSEMBLY, "Alternate air intake door LH 
-22 156-42163-2 HINGE ASSEMBLY, Alternate air intake door+RH š 
-23 4B1955-014 . BUSHING, Press fit plain (NA). s 


SPACER, Turbo alternate air. . . . . . . . 
SCREEN, Turbo alternate air entrance. . . .. 
"CLIP, Turbo charge air internal inlet duct. . 
CLIP, Turbo charge air internal inlet duct aft 
RETAINER, Turbo air inlet seal. . . . .. . 
RETAINER, Turbo air inlet seal. . 


-24 175-42119-9 
-25 146-42140 
-26 146-42169 
-27 146-42170 
-28 175-42122-33 
-29 175-42122-35 


δα +... o... +. 9 t| n ns n 0 


$ 9 © © 9 c9 c5) 85 9 9 ο o9 ὁ o3 ο 5 
o9 9 $9 9 9 9 4 * c $9 9 39 ο 5 8 


9 0. 9 9 ov o9 o9 9 c9 c9 9 9 9 c5 9 ὁ 9 ο o 9 9 9 * ὁ 9 9 $9 o... ο 
oe ee o... 


«36 175-42122-29 RETAINER, Turbo air inlet seal. . . . 2... 
-31 175-42122-31 RETAINER, Turbo air inlet seal. . . . . . . . 
-32 175-42122-45 SEAL, Turbo air inlet door. . . . . . . . s’ 
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H-164-47-5B 


FIGURE 394 - LH AND RH COMPLETE NACELLE OIL SYSTEM INSTALLATION 








| , FIGURE & PART UNITS USEABLE ON 
+ INDEX NUMBER NUMBER 1 2 3.4 5 6 7 NOMENCLATURE PER ASSY. CODE 
' 394 184-47001-100 OIL SYSTEM INSTALLATION, Nacelle LH . . « « . +. . . «© e ec ron n Ref 
(see figure 389 for next assembly) : 
184 -47001-200 OIL SYSTEM INSTALLATION, Nacelle RH . . « «© . «es © © we ron n Ref 
(see figure 389 for next assembly) . 
No Number " NACELLE OIL SYSTEM LINES AND EQUIPMENT. . « e « s es è © . . Ref 
(see figure 395 for detail breakdown) . 
175-47401-100 . OIL SYSTEM INSTALLATION, Turbo supercharger . . . . . o. 9 Ref 
(see figure 396 for detail breakdown) 
a -1 146-47002-200 . ‘TANK ASSEMBLY, 011 ees fig. 397 for detail breakdown). . . . 1 8 
i 175-47002-100 . TANK ASSEMBLY, 041 (see fig. 398 for detail breakdown). . . + 1 BK 
ATTACHING PARTS 
-2 AN310-4 Αν Vu e cse ig I ie a SE NEUE Uter ο. QD Terra τὸς fat 8 2 
-3 ΑΝΟΘΟΡΔ16 . WASHER. . . «ων «νο TR τρ ον S (5 ^57 teh tek νο 2 
-4 AN24 -26 νην ete νην νυν, ο ο ο νο” 2 
i -5 NAS25-4R . TRUNNION, Tank strap threaded . . . . . . 22 ee ee ap he, Dc 
B. -6 AN27 A30 7 TURNBUCKLE, Tank strap. . . . . . » . πο ως Oe ao te der χα 
-τ NAS25-4L . ‘TRUNNION, Tank strap threaded . . . . . . ese esperoo 4 
| -8 156-47035-100 . STRAP ASSEMBLY, 011 tank upper (supersedes 156-47035) . . . . 2 S 


175-47055, . . ‘STRAP ASSEMBLY. . . +. + + + + . + = ΕΙ AR BK 
716 I i emos 








ΑΝ 01-60AAB-4 
NACELLE (Cont) 


Group Assembly Parts List 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
394-9 -47072-100 STRAP ASSEMBLY, Oil tank upper (supersedes 146-47072-11 P 2 S 
146-47072-200 STRAP ASSEMBLY, Oil tank upper. . . . . . . . a . ο + i “αὶ 2 BK 
-10 146-47071-3 PAD, Oil tank strap . ........ TES A σεν 2 8 
175-47054 PAD . . 100 d. UE Oel en. ος ELS Bor T τῷ e w^. S ee 2 BK 
-11 146-47071 PAD, Oil tank support soU Nae “6 τος τὰ Ap os Se ο ών δε, τῷ a ες 2 S 
175-47041 PAD... V ὡς fe A ας E è . . ὦ "D 2 BK 
-12 146-47070 PAD, Oil tank backing OC NS A s τ . 2. cus 2 
mu ue i 
-13 175-47004-300 ; DOOR ASSEMBLY, Air cooler duct and access LH. . . . . . + x 1 
(see figure 399 for detail breakdown) 
175-47004-500 DOOR ASSEMBLY, Air cooler duct and access ΒΗ... . . . 5 1 
(see figure 399 for detail breakdown) 
ATTACHING PARTS 
-14 AN365-428 NUT: anier mr S. τον ee em E^ Oe ace) vid eus . er Let Oe suede. Κο] 
-15 ΑΝΟΘΟΡΗ16Ι, . WASHER. eue v m.s . ο ο N e ^et. A dr te 8 
-16 AN4-6A š BOLTS aarte αι ὃς UO ος ὧν AA Se TRUE A ode se 4 
-17 AN960DH16L ; WASHER. Sa ar πρὸ αλ Cana a a ἐς 9 Us “Ὁ $e 4 
-18 AN4-7A a A ο ο σος κ ος . r C». ας ος ο 2 
-19 AN960-4 161 3 WASHER. . 5 τ ών e 97 Eos, οι ey ος Roue de LUE re 2 
-20 144-31530 a BOLT, Engine cowl latch adjusting ET OE EP 2 
-21 146-47045 2 LOCK ASSEMBLY, Oil cooler duct and access door latch. . . . . 2 
boit positioning 
-22 120-31862 ; . PIN, Sliding canopy truck adjusting lug. . . . . . . . +. +. 1 
-23 146-47041 5 BRACKET, O11 cooler duct and access door latch. . . . . . . . 2 
-24 AN365-428 y NUT A e ee cox oe ο ο BY Gl ο A ONT, NU ao: 
-25 AN960D416 e (WASHER © Ls eros! ook ose a a a a ὑοφο ὁ 2. A 
-26 AN4-16A é -BOLT κ ο eee ο y das Sa pty Set. e SW at oat SG War ds Ne 2 
-27 146-47044 ; SPACER, O11 cooler duct and access door hinge . . . . . . .. 2 
-28 AN365-428 Sap JA ο ο NEO "E 8 
-29 AN960D416L 5 WASHER ο Ὁ we πως "wee AR IE em A ο ϱ Ἔα $9 8 
-30 ANA -6A . BOLT. né) WE. n Ue ο Ve. Sa] ΙΝ Ta Ae tae cep ο ο 
-31 AN960D/I16L ? WASHER; -. 4... Ἂν ες τς ο Si o ὧν en cioe a las SBE aaraa T 4 
-32 AN4-7A A BOLT. s BY fes ccu Liceo e te? ie qr ius ο ο a ΡΟ ο πως 4 
-33 146-47043 " BRACKET ASSEMBLY, Oil cooler duct and access door hinge... 8 
OD . 
-34 146-47007-1 i PANEL ASSEMBLY, Oil cooler duct removable LH. . . . +. +. . +. + Y 
(see figure 403 for detail breakdown) 
146-47007-2 š PANEL ASSEMBLY, O11 cooler duct removable RH. . . . . . . . +. 1 
(see figure 403 for detail breakdown) 
ATTACHING PARTS 
-35 AN365-624 O A A A TON «Ὁ 
-36 AN960D616L š WASHER. dece οφ anal de aE τας i IUS ο opie’ ewig’ e e ἐς a 6 
-37 ΑΝ6-16Α ος BOUTS os ο ο ας --ν UM eek ue s crar a E DO o no 8 
-38 AN365-1032 + NUT 4-220 a ei ial e vit 181 “δν G8; ο ο AS ar rte 8 
-39 AN960D10L + WASHER. . . . . . . . ... ws ο NU V MAP IS! "ea du Pr μυ ο... 
-40 AN3 -5A AP © BOLT πο ο TAO IN δὲ CRF κ μα τα 
-41 AN509-10-10 . SCREW . . Roux > ο EA OB -- Y 
-42 146-32145-23 š RETAINER ASSEMBLY, “Nac sta 264 longeron attaching bolt. . .. 2 
-43 146-32145-25 E RETAINER ASSEMBLY, Nac sta 264 longeron attaching bolt LH.. . 2 
146-32145-26 i RETAINER ASSEMBLY, Nac sta 264 longeron attaching bolt RH. . 2 
-44 AN365-428 ο NU A e gee ius 
-45 AN960-416 τ WASHER o ον e ος ρον νῷ a ey ue Vx το Ὁ νος ο γρ ὧς Πορ e 4 
-46 ΑΝΗ-ΤΑ O ο ο ο ον ο ο ο ο ο don ο eris Wee secs ts a 2 
m PAS 
-47 AN365-428 2 A ον a ο. 
-48 AN960D416 . WASHER, 2... 2... A ο μα... 
-49 ANJ -13A ο ο ο ο αν fo aa a ph na uh Ge Ὁ 
-50 NAS27-4-24 ` TURNBUCKLE, Tank. . . πο, "TNI M 
-51 NAS25-4L . TRUNNION, Tank strap threaded x» ck Xo μα) 2E Wow del w^ 2 
-52 NAS25-4R . TRUNNION, Tank strap threaded ο ος ο Ce αλ 2 
-53 146-47075-10 A STRAP ASSEMBLY, O11 cooler aft. $E. τῳ, adel E, a Lie at a: νη 1 
146-47075 τ STRAP ASSEMBLY, Oil cooler fwd. . . . . . . . e € 9 9 so 1 
-54 146-47081-5 " CUSHION, Oil cooler aft strap . . . . . .. UPON ος 1 
146-47081-3 s CUSHION, O11 cooler forward strap . . . . . . ss .. S T 
-55 AN365-428 . NUT a s a del oe E ὀ»-εϕ, Ὁ vd OM MES 2 
-56 146-47076 $ ROD, “041 cooler support tie... NES . "EAD a 1 
-57 86186-3 ` REGULATOR ASSEMBLY, 268 sq in. elliptical AL free flow. . . . 1 
oil temp (AIR) 
-58 146-47082-3 5 CUSHION, O11 cooler support aft . . . . . . o... νὰ 1 
146-47082-5 E CUSHION, Oil cooler support fwd... arts ο... 1 
-59 146-47074 ^ pucT ASSEMBLY, Oil cooler fwd section exit. TP ; "es 1 
-60 7E39-64-8 + . EXTRUSION, Rudder (ΝΑ)... ................. 1 
-61 AN365-428 : NUT . ο oM ο πα eh core, SE ο ας eerie 2 
-62 ΑΝΟΘΟΡΗ16 * WASHER, M Wd. cw xar LA ow 2 
-63 146-47087 š PIN, 041 cooler duct “removable “panel "sliding. iria. ος tee ese E TM 2 
-64 AN365-428 . NUT Wick elu RE ES ο CE A e ο ο C το Ue mo den ο ce ἃ S s LE 
-65 AN960-416 2 WASHER. S 4 c* te: ὃς e. A IS 2 
-66 146-47050 s PIN, O11 cooler duct and. aecess door locating . NE 2x 2 
-67 146-47045 R LOCK ASSEMBLY, 011 cooler duct and access door latch "bolt IE 2 
-68 120-31862 ` . PIN, Sliding canopy truck adjusting lug. . . A 1 
-69 146- ΤΟΝΟ Ρ STOP, 011 “cooler duct and access door at station "230 “and. P 1 
station 246.5 
717 
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FIGURE 395 - NACELLE OIL SYSTEM LINES AND EQUIPMENT 
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ΑΝ 01-60AAB-À 


NACELLE (Cont) 


Section [| 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
395 No Number NACELLE OIL SYSTEM LINES AND EQUIPMENT. . . . . . . . . . . . . Ref 
(see figure 394 for next assembly) > 

-1 146-47801-115 . LINE, 011 tank to engine aft vent . . . . . . . . . . . 1 S 
146-47801-215 z LINE, Oil tank to engine aft vent ο o gira aa 1 BK 

-2 3H2-16-23 . HOSE (NA) eo run Woo s Y ο τῷ sS hd Ere SV E κ 2 
AN737RM46 š CAMP cymes O E A e a νι νι τας εδ, AE 8 

-3 AN924 -16D . NUT s: 23. eet ο Ske c Um . ar τῷ os Wwe 2x7 ve 1 

-4 AN960D1216L " WASHER, A — a 8 . 2 

-5 184 -47008 8 ELBOW, Oil vent iine. κ. š ; i 

-6 46B172 Β THERMOSTAT, 011 cooler control (VCH) 3 ; 1 

-T AN900-16 E εάν SERVO TA Ke x 1 

-8 AN365-524 Νότος 21:12. κ ———— n 8 

-9 146-47038 4 GASKET, Oil tank diverter valve . : B A 2 

-10 2 -950035-24-56 HOSE ASSEMBLY, Four hole flange (AQ). 1 
1 

-11 AN6264-16D15-3/4 . HOSE: ASSEMBLY xo e cx ER a oe w dus 1 5 
AN6264 -16D21 * HOSE: ASSEMBLY 4. J μα “ος 5 ὦ δις Ὁ δν IIS ο -ᾱ s 1 BK 

-12 AN815-16D UNION 4 ve oa ade del RE CX e UE ος PEOR deos de ce 1 

-13 K9500A1 DRAINCOCK, 1/8 pipe size (KOE). . . . . Dana 1 

-14 AN912-3D BUSHING 4.0. ἡ; EPS ue a v viv Ge l 

-15 AN912-8D BUSHING: no. daa uox SX ow A 1 

-16 AN917-6D TEE SI αρ W€ lUe A AA RAR 1 

-17 AN911-6D βαν Fe Loe e a pt Gee ος, oe Ὁ 1 

-18 AN816-16-12D NIPPLE; p a erai ο de x DAA A UTOR WO XS UL ee ος 1 

-19 AN816-12D NIPPLE. . . . ο ο ο. s 1 

-20 66166-6 5 PUMP, Propeller feathering (GFP). ran ο ο 1 

ATTACHING PARTS 
-21 AN76AS τ POLEO DIA WA E ο A t 4 
-22 AN960D616 WASHER... $e 09e oce ᾱ n 5 4 
. µέσων ΕΤΕΙ 

-23 184 -47012 ELBOW, ea feathering pump drain. ο ae ee E 1 

-2h 3H2L4-21 ROSE ANAN ο ισα d We laws ο S τον 1 

-25 AN737RM22 CLAMP . . . . S. ec Nx, πο μα 4 

-26 146-47801-121 LINE, Propeller feathering pump drain) . . vars hited 1 

-27 146-47047 ROD ASSEMBLY, 011 cóoler duct and access door brace . . . . . 1 

ATTACHING PARTS 

-28 AN310-4 i NUT. s enc deb. ae a ο ο ος P ο ο Mae EUN. Ata are ΩΝ Bete nage 1 

-29 AN960-416L s> WASHERS 1. care ο «ον, ci fe δν o0 T ats ος Oe wee ae Uns 1 

-30 AN24-11 : BOLD 222 59339916 ey Gh ie, Wes. We Rel ^ seu ο IS a Nevis 1 

ος AR 

-31 146-47047-9 A . ROD SUB ASSEMBLY, Oil cooler duct and access door brace. . 1 

-32 AN365-428 ] MN a E C MR HE MEE 

-33 AN960-416L . WASHER . ac 20€ x04. Ὁ αυτα νι RC OM CELER ee Ὢ 1 

-34 146-47049 BOLT, Oil cooler duct and access door brace rod. . . . .. 1 

-35 AN365-428 A E. E SEC ese we Xr m oe E iE. s: ete Us 4 

-36 AN960D516 WASHERS ole A A ας ών a AR A A O RATA 4 

-37 AN5-12A BOLT... 24 ^ a Siders Mex πο ας 4 

-38 SK666 -37-14 HOSE ASSEMBLY (AQ). ο Lore ven ος ο) Ὁ ἅς, ο dior, E Yan aly oe . 1 S 
950111-32-15 HOSE ASSEMBLY (AQ). . s oigo e ο ος 7 I BK 

-39 146-47038 GASKET, O11 tank diverter valve "νηόν . ΑΒ 

-40 146-47037 SHIM, 011 tank diverter valve V e . AR 

-41 100259 VALVE ASSEMBLY, Motor actuated gate Shut-off (WTR). ^ 3 1 

-42 AN365-524 NUT.-2 ο. cys ap a (ο Top ay ha sx 5 4 

-43 AN960-516 WASHER. . . wi ade τῷ DOR ο ο ο Ore ο αυ 4 

-44 950033 -24-47 HOSE ASSEMBLY (AQ). w who. ο "e e: TELA A Soh Mee Nan xg? e: Ma 1 

-45 146-47038 GASKET, Oil tank diverter valve "EN V αν ορ 2 

-46 AN924-12 NUT. 24. ο ere ee oe ος Cel δι οφ. “ὦ X 249) ο ο δώ; ἂν, ον es 1 

-47 AN960D1716 WASHER d “0 ον a den c9 οἱ TE veh ών a^ Soke y EE: 1 

-48 AN960D1716L WASHER. 4 € Sap ele cem a aa LR las e 1 

-49 AN837-12 ELBOW . . .. m Φα. Stes ο acude Ru ee γὰν Tt ale, 1 

-50 175-47802-10 HOSE ASSEMBLY, “Nacelle engine propeller feathering. 1 

oil supply 

-51 "AN6264 -4-20 n HOSE ASSEMBLY % o9 Y ma Doo ών See a . 1 S 
AN6264 -4-10 > HOSE ASSEMBLY . . . . . . . . . . . ww x τ 1 ΒΚ. 

-52 AN816-4 -4 i NIPPLES iet sop cae cer cra) in Oy «οὐ τῷ ; - . ; 1 

-53 AN822-4 " ELBOW... . Ὁ, ζῶς, S E P . . . 1 

-54 146-47801-127 s LINE, Oil tank sump dràin ile lee. y m , TN ; 1 S 
146-47801-227 E LINE, 041 tank sump drain . si ^s. η . " 1 BK 

-55 184-47013 E ADAPTER, Hose to pipe thread. . . N a 1 

-56 AN914 -20 s. ο μμ μμ πα cd ο equ ο ds etw. VA 

-57 3H216-21 a CHOSE (NA A ia as la Ci 
AN737RM26 . CLAMP . . . . 6 By a δι «ὁ $ 2 

-58 146-47801-319 5 LINE, 011 tank scupper. drain LH nacelle . Bout. : 1 S 
146-47801-419 A LINE, Oil tank scupper drain LH nacelle . . . . . . . . . . + 1 BK 
146-47801-119 s LINE, 011 tank scupper drain RH nacelle . . . . . . . . . . «. 1 S 
146-47801-219 " LINE, Oil tank scupper drain RH nacelle . . . LE 1 BK 

-59. 2H2-8-21 HOSE (ΝΑ)... a . . . . ο ο ο MEE 2 
AN737RM30 CLAMP ten as Ac a E cea! rios o e oum E ο ο. E E ὦ 8 
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FIGURE 396 - TURBO SUPERCHARGER OIL SYSTEM INSTALLATION 
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Section [| 


AN 01-60AAB-l Group Assembly Parts List 


NACELLE (Cont) 





FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-47401-100 OIL SYSTEM INSTALLATION, Turbo supercharger . . . . . . . . ο» ¿Ref 
(see figure 394 for next assembly] ; 
-1 175-47420-100 a TANK ASSEMBLY, Turbo oil complete . . . "ανν 


(see figure 400 for detail breakdown) 
ATTACHING PARTS 


-2 5B1-15DH . BOLT, Adjustment (NA) . è +. s s w a adewe os n f or n e 3 
-3 AN365-1032 a. NUT X o. dx ox Xm ceguw* mis msg δν Ex Recto aeuo Xe 4573 
-4 ΑΝΟΘΟΡΙΟΙ, as WASHER- ο. meea ae τ. δι ter 30€ a αι ον o A lee oe ae 6 
-5 146-47428 . STRAP ASSEMBLY, Turbo oil tank. . . . . . . . . . . . eee 1 
-6 146-47428-7 x . PAD, Rubber oil tank vent. . . . . soa 4. +... e . eee 3 
-T NAS25-3R . . TRUNNION, Tank strap threaded. . . . . . . . . . . ο. 3 
x eor μα 
-8 3H2-8-21 e “HOSE! (NA) a a Be ace OS 93x A A e 2 
-9 AN737RM30 a CLAMP 2 x aa £90 ϱ hus Fo vel m ies Gm qiero O 
-10 146-47802-51 E LINE, Turbo oil tank vent . . . . . . . . . ee ew ee ew ee ew 1 
-11 AN815-10D me UNION de cmo xoc. oL Ὢ Seats: bg te secum φρο δὲ d ws sede 1 
-12 AN6264-10D19-1/2 . HOSE ASSEMBLY . . . . i 1 
-13 AN894D16-10 2s BUSHING o 6 sk, Bow» @ cus am ο Fe ow dm a Ses 1 
-14 AN902 -16 . GASKET, . . iy ped Be e i : scu 
-15 AN924 - 16D sc NUR Lomo a τα. E Sus. c 
-16 AN937 -16 . IBLBOW 037 ale sa i ‘ : ; 1 
-17 AN6264-16D23-1/2 . HOSE ASSEMBLY . . . S 2 : ; 1 
-18 3H2-6-24 . HOSE (NA)..... ; i ἃ è 1 
-19 AN737RM26 ; CLAMP. 4 x. eo: Gus We e 3 i " s.s 2 
-20 AN365-632 6 A ὡς ὡς ο Voies τῷ A le 1 
-21 ΑΝΟΘΟΡΘΙ, . WASHER. . . . . . ER > 1 
-22 AN515-6R8 5 SCREW. . . . . . , CINA NM 1 
-23 AN752-1-6 oe, JUMPER: e uva tue e e da Sesh 1p CECI S --ωιιι 
-24 146-47429 . SUPPORT ASSEMBLY, Turbo oil tank aft. . . . . . . . . . so 1 
-25 ΑΝ365Ρ- 28 Ν μα ο κ ο, der Miam GU oce DX Del ανω ρος ὦ, ο. ὅτῳ 1 
-26 ΑΝΟΘΟΡΗ 161, ec WASHER. s el ον aie Se a ος c Cum iE ο ης at ο. (ο, ές, α is 1 
-27 ANYHAS ο ο ο ο CX" ο... ὃς b 
-28 146-47426 è SUPPORT ASSEMBLY, Turbo oil tank forward. a v. duds : sr “α 
-29 AN365-428 : NUT. fe, wes hoc i Xd s TP PECES tia à HOME 
-30 AN960D4 16L . WASHER. νυν de oe, at I IU e NU ebay a : gus eL 
-31 ANYHAS ο ο ο m lh oe TWO Tec js : deeds E 
-32 AN365-428 " NUT . a VAT AUS mes as Cal ence nier eub 
-33 AN960Dl16L . WASHER. Sreo πα Arden ce A e al ο 4 
-34 AN4-10A e. BOB Voce un LS oed ur ve ta a ee S^ is Des sue sub 
-35 ANIM -5 sv ΒΟΗ͂Ι. 245 τς ba Mae erue et 419) ‘ee ια ο δὲ -ᾱς ο Ls acm scs sens Y 
-36 AN960D516 «^ MASHER. ox 5 ow oc om ὃς Re ης νι UR cea eus ES : ao te see SE 
-37 AN365-524 αι ONUI S. S uoce ive d Seo eg ο ον το i^ wer e 
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FIGURE 397 - OIL TANK ASSEMBLY 
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FIGURE & 
INDEX NUMBER 


397 


-21 
-22 
-23 
-2} 


-25 
-26 


-27 
-28 


-29 
-30 
-31 
-32 
-33 
-34 
-35 
-36 
-37 
-38 


-39 
-40 


-41 
-42 
-43 
-44 


-45 
-46 
-47 
-48 
-49 
-50 
-51 
-52 
-53 
-54 
-59 
-56 
-57 








PART 
NUMBER 


-47002-200 


146-47002 -21 
146-47063 
NAF1025-2 
146-47062 
146-47039 
146-47061 
9C1P1-16 
146-47002 -33 
146-47020 
146-47031 
146-47032 
146-47060 
175-47062 
29802 
AN900-17 
K9500A2 


146-47022-100 
146-47022-200 


UNITS 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
TANK ASSEMBLY, Oil (see figure 394 for next assembly Ref 
TANK SUB ASSEMBLY, Oil... A.U. Ww os E 
ROD ASSEMBLY, Oil tank sounding. 1 
FILLER UNIT, Oil tank. . 1 

NECK ASSEMBLY, Oil tank filler 1 
GASKET, Oil tank filler neck . , 2 
STRAINER ASSEMBLY, Oil tank filler neck. l 
CHAIN, Bead (NA). ; 1 
ΦΑΝΚ SUB ASSEMBLY, Oil. . . . 1 
STRUCTURE ASSEMBLY, 011 tank internal. ; l 
RING ASSEMBLY, Oil tank diverter valve bolting 2 
RING ASSEMBLY, Oil tank sump cover bolting b 
RING ASSEMBLY, O11 tank filler neck bolting. l 
RING ASSEMBLY, Oil tank side cover ης 3 
DRAINCOCK, Oil cooler (KOE) ς ον 1 
GASKET goa a xe ws 1 
VALVE, Fuel drain 1/4 pipe “thread (KOE) ; i 
COVER ASSEMBLY, Oil tank sump (superseded by ᾿αῇδ- “47022 — 200) L 
COVER ASSEMBLY, 011 tank sump (supersedes 146-47022-100 1 


ΑΝ 01-60AAB-4 


NACELLE (Cont) 


for future procurement. 146-47022-100 not ΟΚ for 
replacement on any airplanes) 


ATTACHING PARTS 


AN502-10-8 
AN960D10L 
200-10 


146-47036 
146-47106 
117-47064 


184-47015 


SCREW. 

WASHER: 3^3 one) ve es ee -ᾱ 

WASHER, Lock-O-Seal (WFRC). 

GASKET, Oil tank sump cover . . 

BRACKET ASSEMBLY, Cooler to tank “oil "line support 


COVER ASSEMBLY, O11 tank side access. . . . ates oh hee 


(superseded by 184-47015) 

STIFFENER, Oil tank side cover reinforcing. . . Poe 
(supersedes 117-47064 for future procurement . 
117-47064 not OK for replacement on any airplanes) 


ATTACHING PARTS 


AN502-10-8 
AN960D10L 
200-10 
AN502-10-14 


117-47057 
12252 


---*--- 


SCREW s 26 in de utu tueur ie ani we A, la un τὰ ote Ἔν qom 28 
WASHER 4 2 Sot ο ο. ο) αι ὃς, εδ c RI E SES AES Rl . 
WASHER, Lock-O-Seal (WFRC). . . ......... +. 

SCREW satis e a 609 lk Se eh 135 «νος Ὁ ANDRE Rs 


GASKET, Oil tank access cover. . vw νὰν nes 
VALVE ASSEMBLY, Motor driven oil diverter — ow 
(AIR) (contains AIR 26920 motor) 


ATTACHING PARTS 


ANDHT 
eW1F20-20-32 


146-47038-3 
146-47029 
AN6227 -28 
146 -47037 
AN364 -524 
2W1F20-20-32 
146 -47121 
146-47119 
146 -47120 


--2-*--- 


116-47033-100 
146-47033-200 


BOLT ο A Wed AAA C qeu o 
WASHER, Plain (NA). ^ed ο a QT Ὦ 


GASKET, Oil tank diverter valve . . 

TUBE ASSEMBLY, O11 tank hopper inlet. 

PACKING. . $ $ A 

SHIM, Oil tank “diverter valve 

NUT. 235 -— AR δν φρο 
WASHER, Plain (NA). ees κο EE 
PLATE, Main oil tank diverter valve cover ous , 
SUPPORT ASSEMBLY, Engine oil tank diverter valve ‘aft. ere 
SUPPORT ASSEMBLY, Engine oil tank diverter valve forward. 


COVER ASSEMBLY, O11 tank top ο. by 146-47003-200) . 


COVER ASSEMBLY, 011 tank top (supersedes 146-47033-100 
for future procurement. 146-47033-100 not OK for 
replacement on any airplanes) 


ATTACHING PARTS 


AN3H10 
2W1R12-10-62 
200-10 
146-47122 
AN502 -10-8 
AN960D10L 
200-10 


117 -47066 


117 -47057 
AN502-10-10 
AN502-10-12 
AN960-10L 
146 -47432-3 
AN393-31 
ANQ60C10L 
146-47423 
146-47424 
146 -47431-15 
11608-130 
146 -42619 
146 -47038-5 


BOLT 

WASHER, Plain (NA). cvm 
WASHER,  Lock-9-Seal (WFRC). να aon ῥα — E E 
SPACER, Main oil tank diverter valve support. e 
SCREW si e do de Ge te cae -ᾱ νε SES "Ὁ ia 4: cw A SUM 

WASHER 


WASHER, Lock-0-Seal (WFRC). 


RING, Oil tank side cover reinforcement, 
(used on 146-47033-100 only) 
GASKET, Oil tank access cover " 
DOREW uiu. STRIS spere ve Um lg 
SCREW. ο c ex a e ὁ 
WASHER . . m 
INDICATOR ASSEMBLY, Tank filler cap 
PIN.. m ο A ος -ᾱ 
WASHER. Ν ἀφ ιβ ο a ο al ο o A E l 
BRACKET, Turbo 011 tank indicator arm support. . . .. 
SPRING, Turbo oil filler cap lock indicator. d US 
. LEVER ASSEMBLY, Filler cap indicating. 
THERMOSTAT ASSEMBLY, 011 diverter (AIR) 
FRAME, Water injection tank nameplate 
GASKET, Oil tank diverter valve 


Pee ER (ΟΦΗ VO 
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FIGURE 398 - OIL TANK ASSEMBLY 
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175-47002-100 
175-47020-100 
144 -47035-30 
144 -47034-7 
156-47034 
AN392-43 
AN502 -10-10 
AN502-10-12 
AN960-10 
200-10 
146-47062 
146-47039 
175-47061 
146 -47060 
175-47034 
AN393-31 
ANQ60C10L 
146 -47423 
146-4742} 
175-47037 
175-47038 
AN365-1032 
AN960D10L 
AN3-hA 
175-47063 
AN502-10-14 
AN960D10 
200-10 
175-47022 
AN833-16D 
AN929-16D 
AN902-16 
K9500A2 
AN816-4 
11608-1-130 
AN900-17 
29802 

146 -47036 
146-47032 
AN5H7 
200-5/16 
12252-1 


AN364-524 
2W1F20-32 
147-47121 
175-47046 
175-47045 
146-47038 
146-47029 
146-47037 
AN6227 -28 
146-47038-3 
146-47031 
AN502-10-24 
ΑΝΟΘΟΡΙ1ΟΙ, 
146-47122 
200-10 
AN502-10-12 
AN960D10 
175-47033 
117-47057 
175-47062 
184-47014 
AN924 -16D 
AN902-16 


1 





AN 01-60AAB-4 
NACELLE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


TANK ASSEMBLY, Oil (see SENE 394 for next assembly). 


TANK ASSEMBLY, Oil. . . ο τον us -ῷν ο σε. 

DOOR ASSEMBLY, Ο11 tank. A AA 
ARM ASSEMBLY, O11 tank. . 
SPRING, Oil tank flapper valve. 

ο να... . z E 

SCREWX. 4^ vw E Ὁ ος, a ie 

SCREW; a aop a leve Yay ᾱ. ϱ de. ouo ὃς ος ue Uwe ce sv Ὥς De 

WASHER: xw. celum. sx os) MEL a DEC σος w. WO WT σον 

WASHER, Lock-0-Seal (WFRC). z 

NECK ASSEMBLY, Oil tank filler. wd tuo E E s 

GASKET, O11 tank filler . . . . . . ο + . ὁ ὁ «ο» ο 

STRAINER ASSEMBLY, O11 tank filler neck . . « 

RING ASSEMBLY, Oil tank filler neck της 

INDICATOR orici O11 tank locked . . . > 
BIN 2. 7. . . TEC NE Ee ES 
WASHER. . . . NCC ah See Ὁ 
BRACKET, Turbo oil tank "Andicator arm support. 
SPRING, Turbo oil filler cap lock indicator. 

TUBE ASSEMBLY, Oil tank filler indicator arm . . 
BEARING ASSEMBLY; Oil tank filler indicator arm. 

se ONUT a ys ο Ma WE 

v WASHER. Uu oci de dE, Lir ie ο ο πρ” 
BOLT. . eO UE ο ο EE RET " 

ROD ASSEMBLY, Oil tank sounding . . . . . . . 

SCREW: 4- dro eu cS LO οἱ a L9. ie ere ν 5 

WASHER ule ὁ. Se Ὁ 3o 9s », ὁ ο Tos 

WASHER, Lock-O-Seal (WFRC). . . . . 

COVER, O11 tank sump. . . . $e LU. 

ELBOW. xa. 7. X* 46 ow geek Ἡ 

CAPS Ibn WS vends LU wets: HS eR rel Wi es mw fe e 

GASKET: μα tb ae ie S MES ts ee we -ᾱ- Gales νο 

VALVE, Fuel drain di pipe thread (ΚΟΕ) . . . . . . 

NIPPLE d». dre. ehe 

THERMOSTAT ASSEMBLY, "oii ‘diverter (airj CR. et ee Le ah 

GASKET . . A -ῷ JO MEC 

DRAINCOCK, '011 cooler (KOE) | fe, Ἔν. ERE ECCE A N 

GASKET, Oil tank sump cover . κ κανα) «ὃς τς 

RING ASSEMBLY, O11 tank mo cover Salting: wre a ew 

BOLT .. "CT EE IET 7 

WASHER, Lock-0-Seal (WFRC) | ; 

VALVE ASSEMBLY, D.C. motor driven oil diverter (AIR) 
(contains AIR32711 motor) (12256-1 valve assembly 
may be substituted) 

. NT. ο wore ο ο es fou Ros 
WASHER, "Plain ον a SS τὸν Τὰ ; 
PLATE, Main oil tank diverter "valve “cover. που” 

SUPPORT ASSEMBLY, Oil tank diverter valve aft . . . . 

SUPPORT ASSEMBLY, 011 diverter valve forward. . EM 

GASKET, (O11 tank diverter valve . . . . . . . . . . > 

TUBE ASSEMBLY, Oil tank hopper inlet. A 

SHIM, Oil tank diverter valve . . . . . . . 

PACKING. . . an es τάς a ae 

GASKET, Oil tank “diverter valve wy 

RING ASSEMBLY, Ο11 tank diverter valve bolting. 

SCREW. . νεο : 6c; x4 P 

WASHER . . 9 

SPACER, Main oil "tank diverter “valve "support. $ s 

WASHER, Lock-O-Seal (WFRC). . . . . . . 4. eee eee 

ης — d. ον Ὁ a so tes We gum dac ο a uode “ᾱ 

WASHER . . ο ο Su see ο Lee had T Sar eod E ο 

COVER ASSEMBLY, Oil tank top. . . πας 4 

GASKET, Oil tank access cover. . 

RING ASSEMBLY, Oil tank side cover locking. 

ELBOW, Hose to universal 90° os 

NUT. edes» ὁ) ος; x) disce Cw Aw 

GASKET: 2.4554 x ar a qe ο Ry 
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FIGURE 399 - LH AND RH AIR COOLER DUCT AND ACCESS DOOR ASSEMBLY 
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FIGURE & 


INDEX NUMBER 


399 





AN 01-60AAB-4 
NACELLE (Cont) 


PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
175-47004-300 DOOR ASSEMBLY, Air cooler duct and access LH . . . 


175-47004-500 


NOTE : 
175-47004-147 
TE52-80 
TE52-91 
175-47004-149 
175-47004-151 
AN253-2-200 
175-47004-195 
146-47058 


146-47059 
146-47058-11 


146-47059-11 
H5000- .064- , 115 


(see figure 39h for next assembly 


DOOR ASSEMBLY, Air cooler duct and access RH . . .. 


(see figure 394 for next assembly) 


Quantities listed as per one nacelle except as noted 


DUCT SUB ASSEMBLY, Air cÓoler and access door . 
EXTRUSION, Synthetic rubber forward (NA). 

. EXTRUSION, Synthetic rubber aft (NA). 

DOOR SUB ASSEMBLY, Air cooler and access door LH. 

DOOR SUB ASSEMBLY, Air cooler and access door RH, 

PING Στ C£ fete ο πες ο αλ... s ts 

HINGE, Half . . . 

DOOR ASSEMBLY, 011 “cooler and duct access 
223 latch access 

DOOR ASSEMBLY, Oil cooler duct. and access 
255 latch access 

. HINGE, Half [ση 223). . . . 

. HINGE, Half (station 255 vx * 

. LATCH (HWL).. "ES 

RETAINER, Engine cowl latch lock. "pt 


door “station. 


door station. 


142-31588 ὖ ο ον. ος . 

142-31595-3 | LATCH ASSEMBLY, Cowling . : EN 
142-31594 . . PIN, Cowling tateh . 4 0 e SS Se esee rns 
142-31592-5 . . HOOK, Removable cowl latch . . . . + a $ 
142-31593-3 . . HANDLE, Removable cowl latch . . . . . . +. + ; " 
142-31586 . LOCK ASSEMBLY, Engine cowl latch. . . . . . so . «es 
142-31589 . . PIN, Engine cowl latch lock. . . . . . . . ... 1 
22A17 -048 . NUT (EN). velud. aU de vier A ori ca t da : 
AN960D416 a “WASHER; aa A Ww Ὁ LX, RA AO as 4 dits 
AN4-20A uc BOLT; ο x ACETATE Pe b τὸ 
142-31585 . SPACER, Engine “cowl hook attaching. .  « . . . . ο» . . 
146 -47046 . PLATE ASSEMBLY, Oil cooler duct and access door brace . 

rod hinge 
146-47042 HINGE ASSEMBLY, 011 cooler duct and access door station 
ATTACHING PARTS 
AN365-1032 v LNUT. ο O ves A RI ee we ada 96 
AN960D10L oe WASHER; ὃν Ὁ οτε ο et RON IR ds Dre μον ο δαν UR ο 5 
AN3-12A eS BOLTS VI S. e tU vs Ie AT VIE! Sors "a dee) ue M Te ού 
AN365 -428 we “NUT sl eds ἡ. ο VV, du Wee cR a uL ὁ μά, 14; cm ie -ᾱ- c] US 
ANQ60D416L $ WASHER. ge $20 a ο ο ue oe fbn ahs quu ες a Ὅς ϱ 
AN509-416-13 s^ SS CREW. Ἢ w oso tavi. ῳ ve, a s ueber id. ον δὲ e cm ἴθ, ὦ, μος 
ενος οσα 
146-47112 . . BUSHING, Oil cooler duct and access door hinge F 
147 -47057 HINGE ASSEMBLY, Oil cooler duct and access door sta 255 
ATTACHING PARTS 
AN365-428 " UT^ 2 a ce A es om e cle ος T Ὁ ο ο. ος 
ANQ60D416L a7 WASHER cte Gog! κ AA tee SRE RR RROD de ο de κ A α ος 
AN509-416-13 s “SCREW x Ὁ Sa © A «δι ke ἃ, ὅν a ο 4 
ος ας 

146-47112 > BUSHING, O11 cooler duct and access door hinge "NES 
146-47004-229 . SPACER, 011 cooler duct and access. . . ED: 
146-42178 . DUCT ASSEMBLY, Engine exhaust lower cooling omes Ue wis 
175-46005 . DUCT ASSEMBLY, Hydrolube cooling air lower. . . . . .. 
184. 329506 . STEP ASSEMBLY, Nacelle access door. . . oF Sy 
184-42175 . SEAL ASSEMBLY, Engine exhaust shroud cooling ‘air. FEM 


duct joint 
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Group Assembly Parts List AN 01-60AAB-l 
NACELLE (Cont) 





H-184-47-3 


FIGURE 400 -.COMPLETE TURBO OIL TANK ASSEMBLY 


FGURE& — ^ PART UNITS USEASLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


TANK ASSEMBLY, Turbo oil complete. . . . 
(see figure 396 for next assembly) 











-1 175-47422-100 . TANK ASSEMBLY, Turbo oil. . . . . . . . . . . ER PP 1 
-2 ANBAY -4D A A seh ge ets mue 1 
-3 K9500A1 . VALVE, Fuel drain 1/8 pipe thread (ΚΟΕ) . . . . . . . . . . 1 
-4 AN844-6D a; ELBOW ο ca oes ves - Mey Se) ος b Selsey, 3008, Jm Roc eee Ye, αι A a a, re 1. 
-5 K9500A2 . VALVE, Fuel drain 1/4 pipe thread (KOE) . . . . . . . . . . 1 
-6 146-47421 '. ROD ASSEMBLY, Turbo oil tank sounding . . . . . . . . . . . 1 
-τ AN501A10-11 Eds a EPI Mq SU de Ue wey ioe ο H 
-8 AN501A10-12 go (SCREW o oio 2. O A Paes ic 2 
-9 2W1-12-12-020 . WASHER, Plain e Ed. Gus uiae at ae ο ce E REN E ην à, de 6 
-10 200-3/16 . LOCK-O-SEAL (WFRC). . ........... i pes dede ες 6 
-11 146-47432-3 . INDICATOR ASSEMBLY, Tank filler can . . . . . . .. . . s. 1 
-12 AN393-31 v PIN ΟΝ Om ANS Vela] m Ὃν, USO SL uet ον 1 
-13 AN960D10L $^ πα A a aaie το ο) erc, Ὅς un 1 
-14 146-47424 . . SPRING, Turbo οἱ 1 filler cap lock indicator. . . . . . . 1 
-15 146-47431-15 a LEVER ASSEMBLY, Filler cap indicating. . . . . . . . . . 1 
-16 146-47423 - . BRACKET, Turbo oil tank indicator arm support. . . . +. . 1 
-17 146-47062 . NECK ASSEMBLY, O11 tank filler. . . . .. . . .. e +... 1 
-18 146-47039 . GASKET, 011 tank filler τεσκ................ 3 
-19 146-47405 . STRAINER ASSEMBLY, Turbo oil tank filler neck . . . . . . 1 
-20 9C1P1-10 - CHAIN, Safety and bead (NA) ............. Seis 1 
-21 146-47418-9 - SCUPPER ASSEMBLY, Turbo oil tank. . . . . . . . . . . 1 
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FIGURE 401 - LH AND RH PROVISIONS FOR LONG RANGE OIL SUPPLY INSTALLATION 


H 184-42-15 





FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 ὁ 7 NOMENCLATURE PER ASSY. CODE 
οι 104-4202 -10 OIL SUPPLY INSTALLATION, Provisions for long range LH. . . . Ref S 
(see figure 389 for next assembly) 
181. 2607 -20 OIL SUPPLY INSTALLATION, Provisions for long range RH. Ref 5 
(see figure 389 for next assembly) 

-1 ANB806-8 e. PLUG. 23: 3 Ορος. se rd ap o wm eel. ος Et ος, ds ὡς Carol οἵω AL IET T τὸ. TRI ΟΦ 1 S 
-2 175-52618-215 . LINE ASSEMBLY, Aft section supply LH. . . . . è + a an. de 1 S 
175-42618-213 . LINE ASSEMBLY, Aft section supply RH. . . . . . . . . +. +. 1 S 

-3 AN834-8 a PEB, darnia Ὃν ES EDO der Sy ves cd GAS toe wai tae ADS cas Se ο ο 2 S 
AN929-8 as CAP UA e, ο RA ο a cs σος 2 S 

-4 175-42618-27 . LINE ASSEMBLY, Secondary section supply ....... 1 S 
-5 175-42618-219 . LINE ASSEMBLY, Intermediate section supply LH . . . . +. +. . 1 5 
175-42618-217 . LINE ASSEMBLY, Intermediate section supply RH . . . EET 1 S 

-6 AN815-8 oc, UNION e εν as x ας ο DAE El ee ee ua 2 S 
-7 175-42618-207 . LINE ASSEMBLY, Aft intermediate section supply LH . . . . . 1 S 
175-42618-99 . LINE ASSEMBLY, Aft intermediate section supply ΒΗ... ... 1 5 

-8 175-42618-235 . LINE ASSEMBLY, Forward section long range oil LH. . ED 1 5 
175-42618-237 . LINE ASSEMBLY, Forward section long range oil RH. . DM 1 5 

-9 184-42626 - . BRACKET ASSEMBLY, Long range oil line . . . . . . . . . . . 1 S 
-10 AN520-10R8 c SCORES νην ος ο a ee απ... Lut 4 s 
ΑΝΟΘΟΡΙΟΙ, e, WASHER. ος. ο aa δν τὰς a A Del er t Ir er ώς τορι ἐς 4 S 
AN365-1032 "AD so CRIME "o 4 S 

------------------------------------ᾱ------------------------------------------------------ς 
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Group Assembly Parts List 


8 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
402 184 -54040-1 EQUIPMENT INSTALLATION, Electric system nacelle complete . . . Ref 

LH (see figure 8 for next assembly) 
184 -54040-2 EQUIPMENT INSTALLATION, Electric system nacelle complete . . . Ref 
: RH (see figure 8 for next πμ) 

-1 AN3108A14S7S 2s ΕΟΟ ος er Se She, Ὃν εὖ, κ " : e. a A 2 

-2 AN3108A14S2S . PLUG... ο. ek ter Ἂῷ ο ο 5 5 -.. αὶ 6 5 
AN3057-6A 4 “ADAPTERS. 2 ος 38 A SB Weis > $ EA T 

-3 AN3108A1283S . PLUG. CENE : ΜΝ τω 3 
AN3057 -4A « "ADAPTER. 4 -- $9 a arts ιο s. ES s on 2 

-4 WEE4-210 . POWER UNIT ASSEMBLY (AA) Ἐν ete 5 9 E P τος 1 

-5 AN3108A20-7S v “PLUG a AO AE i è rta i 1 
AN3057-12A . ADAPTER. .. oe Ser ume Ἔσο 4 8 . a 5 P 1 

-6 WM2-354M14 . SHAFT, Remote control M e h 3 4l IS 1 

-τ WM2-354M15 . SHAFT, Remote control (AA oes Le 1 

-8 146-54223 . TUBE ASSEMBLY, Electric intercooler flexible shaft support. 1 

-9 WM4--509 . JACK ASSEMBLY (AA). . ME SC ο ete 2 

-10 M896 CAP, Cowl flap mechanism “assembly (AA). ue Aceh ο". 1 

-11 AN4 -21A os BOET ~s - 05 ads ἐν τος. E Y 2 

-12 146-42162 . SPACER, Intercooler actuator “attachment τ΄... νη 5 2 

-13 AN960D416 v WASHER 4 ο ὃς e a a a E -φ-ᾳ * E 4 

-14 AN365-428 sa IU ιδ Ὁ OP oe es Rese ος tah re eet ew ιο ος a) Fee es SE woe ae -ᾱ 2 

-15 AN3100A18- 22P RECEPTACLE > ia sa a a o A DOR USA ue 1 

-16 AN3100A20-27P . ;;RECEPTACLE Seite taa ÁO Su RO CS. del CE S. ο 5 a ARA 1 
AN3057 -12A . ADAPTER. . . qr de ο igh Ces Ceu Ὃς, i e D Αμ ας 1 

-17 146-54209 . FAIRLEAD ASSEMBLY, Electric nacelle firewall wire . . . . . 1 " 

-18 AN3021-7 . SWITCH . . QA A reli φον. Μὲ EY MIT n SEP ο ος A 1 T 
184 -54275 . BRACKET, Electric oil valve switch mounting . . ET ‘ 1 

-19 AFO8A12S4S PLUG la ατα ον οκ WT MESE 1S LEE 5 PE 1 

-20 AN3108A14S5S PLUG . . . . . . . $^ a x : a T A 1 
AN3057 -6A ADAPTER. . . 7 A : š 1 

-21 AN3108A18-4S PLUGS E e Sonora meto Cer a Sel eas o fam ᾱ μὸν οὐ, Ve eS 7 a 1 
AN3057 -10A ADAPTER. ur P 5 Ἢ 1 

-22 AN3106A20-78 PLUG . . an Xs Op dms ivo e "E 1 
AN3057 -12A ADAPTER. . a a ὃς EET NES 1 

-23 AN3106F1487S . PLUG, (use "AFOSA13878 as "substitute (CED)). ana uw - 1 

-24 No Number . CAPACITOR (Spec. JAN-C-25) (CP53B2EBYOSK) . . . . . . +. + 1 

-25 175-54154 . PANEL AA Electric firewall disconnect. . . n s 1 

-26 AN365B624 κ NOD tara ο ον ee Se ο ο ο ae, 6 

-27 AN961-616 V Ac MASHERC ο α A ur νοκ. A 6 

-28 184 -54080 . . NUT, Electric terminal post spacing. ; ἢ Š : 4 

-29 184 -54081 -3 . . SPACER, Electric terminal post . . . . . . . . . ses 1 

-30 184 -54081 -5 . . SPACER, Electric terminal post . . . . . . s . . . . . +. 1 

-31 2W1B37 -30 -63 4 WASHER, Plain M WW OA COME EG TUN. Oo dU rA τῳ ον E XL ESL 4 

-32 2W1B37 -30-64 η WASHER, Plain (NA) . . . . + + a te vs 2. 

-33 146-54063 . . STUD, Electrical pressurized power panei P za 3 

-34 175-54154-7 . . BUS PANEL ASSEMBLY, Electrical firewall disconnect * 2 

-35 175-53154-5 . . PANEL, Electric firewall disconnect bus panel. . . * 1 

-36 175-54154-3 PANEL, Electric firewall disconnect bus panel. um k 1 

-37 175-54155 . SHIELD, Electric firewall disconnect. . . ... . - AX ek s 2 

-38 175-54156-7 . COVER, Electric firewall disconnect . . . . . . . . . . eo 1 

-39 175-54156-9 . COVER, Electric firewall disconnect . . . . . . . e e . . > 1 

-40 AN3108A8S1S SO PLUG is sis as set de€9 a WIL. er et Te gee teh OR nS) fa τῶν 1 
AN3057 -3A . ADAPTER. . "AG IMEEM qM 1 

-41 AN3436 -2 -2 . TERMINAL BLOCK ASSEMBLY. "MED ο ο 1 AW 
AN3434-1 ec ISTRIA. ν. ὁ; ος ᾱ- ὡς 09, € 0 xa a Cer Del e ὁ ταῖς te 2 AW 

-42 AN365-440 Ν.Ο ΝΙΝ, cele fias epu Ον a on Dae Nhan 2 ΑΝ 

-43 2W18-4L . WASHER, Flat (NA) . . . . . . . . . . . .. E 2 AW 

-44 AN515-4R8 s λος lan ο er ec ο ο ea CEP is ος 2 ΑΝ 

-45 AN341 -6 NUT. . s e » € € £9 4 ο š š r * M e 2 AW 

-46 AN935A6B WASHER D ος ΝΗ da 7 á 5 lar a 2 AW 

-47 AN961-6 WASHER . A XE S $^. aside 3 bee ds 2 AW 

-48 AN3100A1253P RECEPTACLE . os . " . A . A 1 AW 
AN3057 -4A . ADAPTER. . . . Ea ei Ke “a ta, IA BE Ne 1 

-49 470190 | CONTROL BOX (011 cooler) Goin. ον ο T ED ER 1 

-50 AN3108A16-10S . BLUG . 2 2o ee 79 9, 0 dv "ET 1 
AN3057 -8A . ADAPTER. . Lia D lier de M e "T 1 

-51 AN3108A14S7P . PLUG . . . . . « . E A "ERE νι "τῷ 1 

-52 AN3108A14S2P . PLUG Š . . $» wae 185 Ὃν at re ο Mey ο v9 s 1 
AN3057 -6A . ADAPTER. . . "ED ΡΟ οι, tat Gee ον ας "Ὁ 1 

-53 CYLZ 2605 -2 . CONTROL BOX (ritércoorén) ¡e a, i A Gr cS ae ὃς 1 

-54 AN3108A18-1S PLUG se-a; -ᾱ- See -ω 3 ο ἄτα A ο Me, ου 1 
AN3057 -10A . ADAPTER. . . . cw ώς x ιά ὥς τῷ. UE can ie A εν 1 

-55 35534 -3 | THERMOCOUPLE, Fire “detector (EDI) . . Pos ROS (a 21 

-56 184 -54038 . SPACER, Aircraft overheat detector. ἃ μις να 1 AY 

-57 No Number . CAPACITOR (Spec. JAN-C -25) (CP53B22FC50WN) . ο πα ο» 1 

-58 AN3436-2-4 . TERMINAL BLOCK ASSEMBLY. . . κο... š 1 
AN3434-1 Be oP STE Prise A A Ὁ ὥριο Tus Yer δ. 6 5 1 

-59 AN365-440 . NT... Wow RI VD . à P 5 oh τῷ; τως "Ὅν τώ A 2 

-60 ANQ60D4L . WASHER . . . . . . 5 5 " ὃν wp e. s E $$ 2 

-61 AN515-4R7 . SCREW. a> Bo oie ΕΠΟ Φ 1 band » 5 z 2 

-62 AN341-6 ge A ας domus τα”. . 4 

-63 AN936A6B . WASHER . . . . E $ . Sa) dera " : 4 

-64 AN961-6 WASHER . " 5 . Mr son Ne ου qne ᾧ- ὃ 4 

-65 397 -4 . COVER, Electrical terminal block πα) quee da dl. «ὅν. ο (eacus 2 

-66 295246 -144A . GROMMET, Plastic (MKL). . . . ον ο ow t cu oim ee elem 2 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
17343-16-415 . THERMOCOUPLE, Fire detector αι. πο Se ae 2 
17343-16-550 . THERMOCOUPLE, Fire detector MI. S ὃς So ὦ 2 
-69 17343-16-725 . THERMOCOUPLE, Fire detector S ^ avus s a. csi 3 
-70 AN3426-2-1 . TERMINAL BLOCK ASSEMBLY. . . . Sb err a iE 5 1 
AN3434-2 $ SURIP: i ον alee We ve δὲ O a τν 1 
AN365-440 = Μις ὃς den Se Le ο αν cn f , 2 
ΑΝΟΘΟΡΗ1, κ WASHER xo ADA ὁ deletes sr at VE 2 
AN515-4R7 TT ub hk es ee a ele rs veter d Ν 2 
AN341-6 z a NUTS ος A "PR NAAA te ERA a R Ὁ $ ve ἃ 1 
AN936A6B s WASHER 2 2 w e a ο ε- ne " é 1 
AN961 -6 - WASHER "EE . $ $e oU MM qu lm 1 
-71 397-1 . COVER, Electrical terminal block “(HEGE) | St td Ver ect 1 
175-54052-40 . BOX INSTALLATION, Electrical nacelle junction .. o onions eal TG Ref 
(see figure 409 for detail breakdown) 
175-54373 . SWITCH INSTALLATION, Electrical main alighting gear ground. Ref 
safety (see figure 346 for detail breakdown) 
“1175-54318 . SWITCH INSTALLATION, Main alighting gear uplock . . . . . . Ref 
(see figure 343 for detail breakdown) 
175-54351-1 . SWITCH INSTALLATION, Main alighting gear wheel door open. . Ref 
(LH side of nacelle)(see fig. 335 for detail breakdown) 
175-54351-2 . SWITCH INSTALLATION, Main alighting gear wheel door open. . Ref 
(RH side of nacelle)(see fig. 345 for detail preakaonn) 
175-54366 . SWITCH INSTALLATION, Main alighting gear wheel doors. . . Ref 
(see figure 342 for detail breakdown) 
175 -54365 . SWITCH INSTALLATION, Electrical main alighting gear . . . . Ref 


downlock (see figure 344 for detail breakdown) 
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H-184-47-6A 


FIGURE 403 - LH AND RH OIL COOLER DUCT REMOVABLE PANEL ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
03 146-4T7007-1 PANEL ASSEMBLY, 011 cooler duct removable LH . . . . +. . . . . Ref 
(see figure 394 for next assembly) 
146 -47007 -2 PANEL ASSEMBLY, O11 cooler duct removable RH......... Ref 


(see figure 394 for next assembly) 
NOTE: Quantities listed as per one nacelle except as noted 


-1 146 -47007 -111 . PANEL SUB ASSEMBLY, 011 cooler duct removable LH. . . . . + 1 
146 -47007 -112 . PANEL SUB ASSEMBLY, 011 cooler duct removable RH. . . 1 

-2 146 -47088-1 ‘ FITTING, O11 cooler duct removable panel rear support “LH 1 
146 -47088 -2 . . FITTING, Oil cooler duct removable panel rear support RH 1 

-3 146 -47084 ds . BEARING ASSEMBLY, O11 cooler exit door. . C E: 2 

-4 146 -47116-1 '.. . FRAME ASSEMBLY, 011 cooler duct removable nacelle. ; 1 

263.898 LH 
146-47116-2 . . FRAME ASSEMBLY, O11 cooler duct removable nacelle. . 1 
263.898 RH : 

-5 146-47092-3 . . . FITTING, O11 cooler duct removable panel front support 1 
146-47092-4 . . . FITTING, Oil cooler duct removable panel front support 1 
146-47092-5 . . . FITTING, Oil cooler duct removable panel front support 1 
146 -47092-6 . . . FITTING, Oil cooler duct removable panel front support 1 
146-47092-7 . . . FITTING, Oil cooler duct removable panel front support 1 
146 -47092-8 . . . FITTING, Oil cooler duct removable panel front support 1 
146 -47092-9 . . . FITTING, Oil cooler duct removable panel front support 1 
146-47092-10 . . . FITTING, O11 cooler duct removable panel front support 1 

-6 AN365-428 . NUT. X do O ον μα (δια, iUm. ᾱ κ ος δὲ το. Tes IR 4 

-τ 146 -47085 . BUSHING, O11 cooler exit door shaft . . . . .. . soa s s 8 

-8 146-47098 . BELLCRANK ASSEMBLY, 011 cooler exit door. . . . . . . + se 2 

-9 AN960D416L ¿ “WASHER: a We ας Ὁ dec ο ete ο E a a cce) A A 2 

-10 AN6 -24A ay BOLT o 4 1 z αὶ τω Se «δν ue ἂν D δρ «αν ae EU à 2 

-11 146-47086 . SHAFT, Oil cooler exit “door . . Pak citi ania: a He 2 

-12 146-47091 . DOOR ASSEMBLY, O11 cooler duct exit ay ve 1 

-13 AN5-22 a ova, BOL vo vinta: coh 332 ARAM μου 2 
AN310-5 MU ETE 2 
AN960D516L . . WASHER. . .. E m E 4 

-14 :146-47089 . . RETAINER ASSEMBLY, 011 cooler “exit door "shaft. ITO de 1 

-15 NAS75-6-008 . . . BUSHING, Plain press fit steel. μμ y we oe 2 

-16 AN25-30 . BOLT ...... Fy ὁ ολο ο ο ας 2 

-17 AN960D516L κ WASHER". ap) ele caret e a Sts ο αρ A G Ἀ 

-18 AN320-5 Be NUT Iu 4 E τῶν ἃ, κα, Ὃν, ο WU» S. 2 

-19 29252-1 . JACK ASSEMBLY, Linear τς ^ Rae 39 λα ου le 1 

-20 29252-2 . JACK ASSEMBLY, Linear (AIR) . 1 

-21 27406-24 -24 ! DRIVE ASSEMBLY, Flexible shaft 3/16 diameter (AIR). 2 

-22 29208-3 ` POWER UNIT ASSEMBLY, Oil cooler actuating system (AIR). 1 

(contains AIR 26675 motor) 

-23 156-47115-1 . DOOR ASSEMBLY, 011 cooler duct bolt access inboard em 1 
156-47115-2 . DOOR ASSEMBLY, Oil cooler duct bolt access inboard (RE 1 
156-47116-1 . DOOR ASSEMBLY, Oil cooler duct bolt access outboard m 1 
156 -47116-2 . DOOR ASSEMBLY, 011 cooler duct bolt access outboard (RH). 1 
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AJ-2-4-42-2 


FIGURE 404 - NACELLE ENGINE EXHAUST INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 :4 5 6.7 NOMENCLATURE PER ASSY. CODE 
πο! 1875-2310 EXHAUST INSTALLATION, Nacelle engine . . . . . . . . . . . . . Ref 


(see figure 389 for next assembly) 
NOTE: Quantities listed as per one nacelle 


146-42304 . EXHAUST INSTALLATION, Turbo outlet. . . . . . . . . a a e Ref 
(see figure 407 for detail breakdown) 

175-42306-10&-20 . REGULATOR INSTALLATION, Turbo supercharger. . . . . . . . . Ref F 
(see figure 308 for detail breakdown) 

175-42306-30&-40 . REGULATOR INSTALLATION, Turbo supercharger. . . . . . . .. Ref AS 


(see figure 308 for detai1 breakdown) 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
404 No Number FORWARD INTERMEDIATE AND AFT NACELLE EXHAUST SHIELDS. . . . Ref 

(see figure 406 for detail breakdown) 
No Number NACELLE AFT SECTION EXHAUST SYSTEM INSTALLATION . . . . . . Ref 
(see figure 405 for detail breakdown) 
20-527 -600B BALL JOINT ASSEMBLY, Exhaust collector outlet (RH). . 1 
ντος 20-527-500B for future procurement) 
20-527-500B not OK to use on any airplane)(20-527-300B, 
20-527- sy 20-527-400SB, 20-527-700B and 20-527-800B 
may be used 
-1 20-536-30 FRONT BALL ASSEMBLY, Exhaust collector outlet (RH)... 1 
-2 20-536-0 . REAR BALL ASSEMBLY, Exhaust collector outlet (RH). . . . 1 
-3 20-5037-4 HALF CLAMP ASSEMBLY, |58) ο... 20-5037). . . . . . 1 
: 20-5031-5 HALF CLAMP ASSEMBLY, (RH) (supersedes 20-5037-2). . ... . . } 
- ANAC1T BOLT: s sx δ. Bo s εδ, ερ Πρ o € pcc ow Tu Ver Wa Ie ον 
AN960CH16 WASHER; 4 "X 3e € Wk € wo η τον E de oq οι, ο, Bi ce a Set οἳ 5 à 
AN310C4 NUT n v 4 
-5 146 -42312 SHROUD ASSEMBLY, "Engine exhaust firewall attaching inboard. 1 
-6 TOIL SHROUD ASSEMBLY, Engine exhaust firewall attaching outboard 1 
-7 AN363C1032 NUT 4$... owas” Dar) Age, eie he Pane er a ο ey αὐτο, Ας 10 
-8 AN520-10R8 BORE A rura etx Rode Mean ati WE RI E 6 
-9 AN3-3A BOLT. . . . . ANC E BERE 12 
2W17-10L WASHER, Corrosion resistant steel (NA). g 12 
-10 169-742313 DUCT ASSEMBLY, Engine exhaust shroud cooling air “overboard. 1 
-11 AN365-1032 NUT... 2 MES . * T 
-12 NAS221-8 SCREW, Brazier “head machine fine “thread RH T 
-13 AN363C1032 NUT cab ο $7785. os a ty SA Stat ier “Gi ah ο μυς 2 
-14 AN520-10R10 SCREW . » 2 
-15 146-42331 FAIRING ASSEMBLY, Overboard duct “exhaust. cooling. air’ eng. nac. 1 
-16 146-42177-10 DUCT ASSEMBLY, Engine exhaust upper ώς "np a 1 
-17 AN365-1032 NUT mon iore caño: cu dos E 10 
-18 AN960D10L WASHER. . . 20 
-19 NAS221-8 SCREW, Brazier head Phillips. recess alloy steel 10- 232 10 
-20 146-42155-3 CONNECTOR, Turbo cooling system ducts ... ES NIE 1 
-21 820-18 CLAMP, Universal hose (MAR) . . . E. ow dd 2 
-22 ΠΕΙΣ TUBE ASSEMBLY, Engine exhaust cooling duct aft support. oe 1 
-23 AN365-52 NUT $155 ΜΜ Dial TOUR. iis Ro dire se] “tw, iuh Ro Gal ο ο o 8S "tm l 
-24 AN960D516L WASHER. . . . y. 2 
E ees SCREW, Brazier “head Phillips. recess alloy steel 5/16-24 A 1 
-2 AN365-42 NUT: "cv EE 1 
-27 ΑΝΟΘΟΡΗ 161, WASHER. ον πα EU A κα κα ο κ ἂν να ee τὰ 4 2 
-28 AN4 -6A BOLT. oS J^ adc eee par οδι ch Ὁ 3 1 
-29 146-42359 SPRING ASSEMBLY, “Exhaust tail pipe support. ......... 1 
-30 146-42335 SUPPORT ASSEMBLY, Exhaust pipe forward. . . . . . . . . . . . 2 
-31 AN363C428 NUT oes oe αμ ο ek οφ, Ter tas WS) see 67 5 el QD x Gy Ta «Ey μοὶ OOS 12 
-32 AN4-4A BOLT. οι. ee 3-9» 9; 9 12 
-33 20-503-5 EXHAUST PIPE ASSEMBLY, Firewall to turbo "Y" section (RH) . . 1 
-34 20-504 -2 SHROUD ASSEMBLY, Firewall to turbo "Y" sect. exhaust pipe (RH) 1 
-35 NES . SECTION ASSEMBLY, Exhaust pipe firewall to turbo ur 1 
290-508 -15 . . HALF MUFF ASSEMBLY, Exhaust pipe to turbo shroud (RH) . 1 
-36 αμ SECTION ASSEMBLY, Exhaust pipe firewall to turbo ο. 1 
20-504 -62 . HALF MUFF ASSEMBLY, Exhaust pipe to turbo shroud (RH 1 
-37 20-504-58 SECTION ASSY, Exhaust pipe firewall to turbo shroud (RH) 1 
-38 20-504 -9 SECTION ASSY, Exhaust pipe firewall to turbo shroud (RH 1 
-39 20-504-10 SECTION ASSY, Exhaust pipe firewall to turbo shroud (RH 1 
nie ea SECTION ASSY, Exhaust rai firewall to turbo shroud (RH) i 
-41 AN520C10- SCREW. . . . ο ο ο ee Pose, e τῳ e 1 
-42 20-532-100 SEAL ASSY, Firewall to "turbo ‘ngu sect. exhaust tail pipe (RH 1 
-43 20-532-4 SEAL ASSY, Firewall to turbo "Y" sect. exhaust tail pipe men 1 
-44 20-532-200 SEAL ASSY, Firewall to turbo "Y" sect. exhaust tail pipe (RH) 1 
20-523-100 FLEXIBLE JOINT ASSEMBLY, Turbo inlet (RH). . DEC" 1 
-45 20-523-10 BALL ASSEMBLY, Flexible joint assembly turbo inlet RH). 1 
-46 20-523-20 . BALL ASSEMBLY, Flexible ΠΕΡ tia turbo inlet ac l 
-47 20-5037-44 HALF CLAMP ASSEMBLY (RH): . ΡΝ 4 
-48 ΑΝΗΟ1ΙΤ BOLT. . 2 393 . 8 
AN960C416 WASHER. +... . ο ee 8 
AN310C4 NUT... 8 
20-533-1 COVER ASSEMBLY, Turbo inlet flexible. joint (Gu) 1 
-49 320-625-10375S CLAMP, 320 series (MAR). E 2 
-50 20-506-30 COVER HALF ASSEMBLY, Turbo inlet fiexible “joint qui εὖ” οἷ 1 
-51 20-506-24 . COVER HALF ASSEMBLY, Turbo inlet flexible joint (RH). 1 
E eee SUPPORT ASSEMBLY, Engine exhaust shroud and pips: x 1 
-53 ANA-5A BOLT A μα νο κο Mea ur iir cw "P 9 
ANQ60D416 WASHERS ος ιν 0e no od oh v a a ὦ mak ces I DEL SIG FI cua 6 
AN363C428 NUT... "REC 6 
p ος CLIP ASSEMBLY, “Engine exhaust shroud support. "Or 1 
= AN320-4 NUT hc των οἱ ae a daa X. TE s qt κο Ε 2 
-56 AN24-10 BOLTE 4. 6 $e de ὧν ao feu es a eae QU. dq e. eee asp 2 
-57 AN486 -2 CLEVIS. $2. ὅν ar ο ο ο ο ea a de gi A, 2 
-58 AN316-4R NUT . . ο ο Rs VI EI v, ee ο "Ar da td dd. Sag sei ον ος 1 
20 τ πες ΒΟΡ, Engine exhaust shroud support adjusting. . . . . . . . 1 
- AN320- NUT ru de ap e a κ ο S tea ee 2 
-61 ΑΝΘΗ -12 BOLT ra E E Te E A AAA O C een c. Tt ὦ è 1 
-62 AN24 -10 BOLT. . . » 1 
-63 15456-52363 ROD ASSEMBLY, Engine exhaust shroud support rear. Wis Ws 1 
-6h ANL -5A BOLT: a cake, quor, Se le. ΕΙ a E OI 4 
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NACELLE (Cont) 

FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. DE 
τος No Number NACELLE AFT SECTION EXHAUST SYSTEM. AS ΘΕ 

(see figure 404 for next assembly) 
NOTE: Quantities listed per one nacelle 
-1 20-510-3 . SECTION ASSEMBLY, Exhaust turbo "y" (REY. RA ; 1 
-2 43800-10 COUPLING, Turbo inlet {ΠῚ a y ως ἐς 5 1 
-3 43800-12 $ COUPLING, Turbo inlet (MAR Sou a A 1 
-4 20-534-1 . SHROUD ASSEMBLY, Exhaust turbo ny" (RH) . "TTE y 1 
-5 20-534 -2 : SHROUD SUB ASSEMBLY, Exhaust turbo "y" [n ies Moe ; 1 
-6 20-534-3 . SHROUD SUB ASSEMBLY, Exhaust turbo "Y" (RH). . . x 1 
-7 20-5046-50 . COVER ASSEMBLY, Exhaust turbo "Y" section (RH) . : 1 
-8 20-5046 -60 . COVER ASSEMBLY, Exhaust turbo "Y" section (RH : 1 
-9 AN520C10-6 . SCREM . . . . WS ἀγορά κε” VI Re gels el τῷ qi αντρες ; 6 
-10 AN3C10-6 . BOLT. . gh alae" uec er ee ea ο ον ο ο... : 2 
-11 AN363C1032 NT... V. Ay HEU RS ae Ze dT ο A 3 
-12 20-521 -100 FLEXIBLE JOINT ASSEMBLY, Turbo waste gate (RH). . . , 1 
-13 20-524-10 BALL ASSEMBLY, Flexible joint assembly turbo . . . . 9 1 
waste gate (RH) 
-14 20-524 -20 . BALL ASSEMBLY, Flexible joint assembly turbo . 1 
waste gate x (ns 
-15 20-5037 -3 . HALF CLAMP ASSEMBLY (RH) . . . . +. . +. +... +. E 4 
-16 AN310CÀ . NUT. fu fr κο ο Dr. sd 8 
-17 AN960C416 ἃ WASHER ὃ- ο 5 S κ 8 
-18 AN4C17 ¿A BOLT ον κα at Ὁ * ο. Se 8 
-19 20-535-1 . COVER ASSEMBLY, Turbo waste dnte: "flex joint (RH). ον ο uuo 1 
-20 20-535-2 * COVER ASSEMBLY, Half EH Tr ον Tol παρα X 
-21 20-535-3 Ἐ COVER ASSEMBLY, Half (RH » P Mo ὦ, RA eS rone 1 
-22 320-625 -8.3758 E CLAMP, Flexible joint cover cindy ντος ην 1 
-23 320-625-9.1258 s . CLAMP, Flexible joint cover (MAR š eg 1 
-24 20-516-2 . PIPE ASSEMBLY, Turbo waste gate . 2 HN 1 
-25 20-507 -16 . LEVER ASSEMBLY, Turbo waste gate (RH). : MEN! 1 
-26 AN310C6 " NUT .... S ce με. E SURE E s A 1 
-27 AN360C616 r WASHER. . . > nae A > P 1 
-28 20-516-70 « . PIPE ASSEMBLY, Turbo waste gate (RA | a do <3) E 4 1 
-29 20-516-30 + . TURBO WASTE GATE ASSEMBLY (RH) ........ E A Τὺ 1 
-30 1N1C4 . NUT, Aircraft castle (NA) . ο aha ὦ ug $3 : 1 
-31 5B18C6 . BOLT, Corrosion resistant (NA). ο νῷ, τ % SENI A E E 1 
-32 AN316 -5R + NUT. ο κ ολ «οὐ ο ο RE ος 1 
-33 146 -42235 | ROD; Nozzle box inlet support M SENG, ego εξ. wh okie pou Je E 1 
-34 146-42236 . CLEVIS, Exhaust "Y" turbo attaching rod end ο ο 4 0.5 1 
-35 175-42308 . SHROUD ASSEMBLY, Exhaust waste pipe forward . . . n MP 1 
-36 AN363C1032 CAEN μμ ο ο ο A ER "E eas T 
-37 AN520-10R8 “HS CREW Μο ww sy uerum ο” "OPE 10 
-38 AN363C428 a a 4 ue A - * "Run " ox 2 
-39 AN4-5A BOLD rara a os Ὁ, Φος Ὁ x . ο σοι. ὃν ας 2 
-40 AN363C1032 . NT... è E a Ey rig uu ata μα ο ο a fs dete dam a (As s 5 
-41 AN520C10-9 + SCREW. . . . . ο ke JA Alo WAS e Ὁ ος wo is 5 
-42 AN363C1032 x NUP s . « wos A τα a de 8 8 
-43 AN520C10-8 ἐν coo IMEEM PE 12 
-44 175-42341-17 . SHROUD, Exhaust waste pipe inner. . . . . . . . . . ; 1 
-45 175-42341 -3 . SHROUD, Exhaust waste pipe inner. ..... A 1 
-46 AN4 -5A e BOLT. ia . soles doe etiem dee iw A 2 
-47 146-42345 . BUSHING, Waste gate upper support ΕΝ s uev uh. G s 2 
-48 146-42349 . BRACKET ASSEMBLY, Waste gate support aft... ; 1 
-49 146-42347 . SUPPORT ASSEMBLY, Exhaust waste pipe inner. . . . . .. k 1 Q 
146-42347-10. . SUPPORT ASSEMBLY, Exhaust waste pipe inner. . . . . .. ; 1 BH 
-50 AN363C428 s. ENUT μα ae Sip δος ke a, ow e aye a See al ga Beas e P 2 
-51 ANH -ΤΑ v BOLT ΡΕ ergo uh Ete is Ue Teu) dile FRU RA VES AA . 9 
-52 146-42346 . SHIM, Exhaust waste pipe inner support. : AR Q 
146-42341 . SHIM, Exhaust waste pipe inner support... A 1 BH 
-53 146 -42333 ` BRACE ASSEMBLY, Nacelle station 299 to station 312. . 1 
waste gate exhaust 
-54 AN365-428 NUT. a0. tar dues ὦ y cw. cer m Ves C cer és ο 8 1 
-55 ΑΝΟΘΟΡΗ16 WASHER 5 πο... Rr EP ER s 8 
-56 ANY -6A ec BOLT ο ο oe da de a " η 1 
-57 AN363C428 NUT νι -ᾱ- Me ον v. - E τ ^ 3 
-58 AN4 -6A BOLT .. νη * . á * r 1 
-59 ANI -5A « BOLT ae ara . uter ne ὃς διὰ, on o Tet AA . * 1 
-60 146-42345-3 . BUSHING, Waste gate upper support . . . . . . ἃ R 1 
-61 146-42344 . BRACKET, Waste gate upper support ; ον κα : . 1 
-62 175-42334 FAIRING ASSEMBLY, Exhaust waste pipe. arm: Cen UR) 5 $ 1 
ATTACHING PARTS 
-63 AN507 -1032R10 en SO CREW προ ΕΙ ρα AA A πο τα 19 
ΜΗ, πρ 
-64 146-42368 SUPPORT ASSEMBLY, Engine exhaust waste gate shaft. . . 1 
outboard 
-65 ΑΝΟΘΟΡΗ16 a WASHERS νο ο ος gn τος αν Sow ἁ A 4 
-66 ANH -5A . . BOLT... ο ο uei vix ο Qe Qe Ae Ιαν Dd 4 
-67 146-42367 . SUPPORT ASSEMBLY, Engine exhaust waste gate shaft. inboard . 1 
-68 ANH -!A s “BOLD S Sol nado: 9X X en ο noe ue f rr p eS 4 
-69 AN363C418 V. SNUB ο ν΄ beens, me he ο) As 3 A 4 
-70 1N1C4 . .NUT, Aircraft castle (NA) . . . : MES : 1 
-71 2W1C17 -24-63 . WASHER, Plain (NA). . . . ya) ok ο ο μα : 2 
-72 156-42314-3 . SPACER, Turbo exhaust outlet. ς : i 3 1 
-73 5B18C45 . BOLT, Corrosion resistant (NA). . host, a ο... A 1 
-74 20-531 PIPE ASSEMBLY, Turbo waste (RH) ο ο e VO) SEO gt a -ᾱ- P 1 
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H-184-42-13 
^ FIGURE 406 - FORWARD INTERMEDIATE AND AFT NACELLE EXHAUST SHIELDS 
. m 4 . PI ^ -- . se . Fs ¿EE ` 
FIGURE & PART . UNITS USEABLE ON: 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE i PER ASSY. CODE |! 
ο Νο Number - FORWARD INTERMEDIATE AND AFT NACELLE EXHAUST SHIELDS. . . . . . Ref ; 
(see figure 404 for next assembly) 
-1 146-42372 . SHIELD, Engine exhaust shroud forward LH wing heat. . . . . 1 
protecting LH nacelle 
1146-42369 . SHIELD, Engine exhaust shroud forward RH wing heat. .... I 


: protecting RH nacelle 
ATTACHING PARTS 


-2 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 10-32 . . . 11 
-ᾱ- AN960-10L ο AASHEH i ag ces. eh owe bee Gl Sah oM RE Wo US trc ve EM LL 
oou on A 
-4 146 -42373 . SHIELD, Engine exhaust shroud intermediate LH . . . . . .. 1 
wing heat protecting ; 
146 -42370 . SHIELD ASSEMBLY, Engine exhaust intermediate RH...... 1 


wing heat protecting - 
ATTACHING PARTS i 


5 NAS221 -8 . SCREW, Brazier head Phillips recess alloy steel 10-32 . . . 13 
-6 AN960-10L μα ο μμ ο μμ πρ εν eer ah ee aca ce des SLD 
-T 146 -42374 . SHIELD, Engine exhaust shroud aft LH wing heat protecting . 1 

146-42371 . SHIELD, Engine exhaust aft RH wing heat protecting. . . . . 1 

ATTACHING PARTS 
-8 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 10-32 . . . 8 
-9 AN960-10L ο WASHER: Gm x cc 40m at ee ο OE. ο ο ο... 8 
A Sa 
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FIGURE 407 - TURBO OUTLET EXHAUST INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
0 140- ο EXHAUST INSTALLATION, Turbo outlet (see fig.404 for next assy Ref 
NOTE: Quantities listed are per one nacelle installation M 
-1 AN365 -428 μμ doc op dy ο Re Qe on TC en — 6 
-2 AN4-4A . BOLT .. E E ab d e 6 
-3 146-42327 . CLAMP ASSEMBLY, Turbo outlet “support “upper. sis Set vied ος να 1 
-4 146-42319 . CLAMP, Turbo outlet support f ES 3 
-5 146-42328 . CLAMP ASSEMBLY, Turbo outlet support "center a νο κῷ 1 
-6 146-42326 . CLAMP ASSEMBLY, Turbo outlet support lower. . . . . . . 1 
-7 AN310-4 are IM να wa Ck D At CR SECTOR S T ae acce tae be. Bead pla. APOE 5 
-8 ANA -4 ^. BOLT 2 s. 4 v e ο hu ibus Quos is κεν cu, ο ο oar οὖν. Te 5 
-9 146-42321 . STRAP, Turbo outlet support upper . . . . . . . . ... 2 
-10 146-42320 . STRAP, Turbo outlet support lower .... Vut δρα Se 1 
-11 7514 -103207A . SCREW, Round head (NA). . . . . . . . . . 6 
-12 1N1C5 . NUT, Aircraft castle (NA) . . . . . 4 
-13 3B19032 χε . BOLT, Corrosion resistant PA 2 
-14. 5B109C 31 . BOLT, Corrosion resistant (NA x 2 
-15 146-42366-1 . CLAMP ASSEMBLY, Turbo supercharger exhaust. 1 
7 (to be stocked as an assembly only) 
-16 146 -42366 -3 . CLAMP ASSEMBLY, Turbo supercharger exhaust. 1 
. (to be stocked as an assembly only) 
-17 146 -42314-31 . SHROUD, Turbo exhaust outlet. . . . . we an QA ἊΣ a 1 
-18 146-42314-41 . SHROUD, Turbo exhaust outlet. . . . . . . . . . . 1 
-19 1813-1032C9A . SCREW, 100? countersunk (NA). "S o 8 
-20 146-42317-31 . RING ASSEMBLY, Turbo outlet spring retainer forward . A 1 
-21 146-42317-41 . RING ASSEMBLY, Turbo outlet spring retainer forward 1 
-22 146-42323-7 . . SPRING, Turbo exhaust hood retainer. . . . . . . . . 1 
-23 146 -42323-3 . . SPRING, Turbo exhaust hood retainer: P - 1 
-24 146-42315-50 . EXHAUST ASSEMBLY, Turbo outlet. 3 οπου Tatoo te 1 
-25 146-42324 . RING ASSEMBLY, Turbo outlet retainer e T Bd CS 9 
-26 146-42323-5 . . SPRING, Turbo exhaust hood retainer. . . . . ; : 2 
-27 146 -42325 . CLIP ASSEMBLY, Exhaust turbo support aft. : 2 
-28 156-42313 . PIPE ASSEMBLY, Turbo exhaust outlet . . . . . . . 1l 
-29 156-42314 . SPACER, Turbo exhaust outlet. . . . . . . . fs 1 
-30 AN363C428 . Νπ.... Lo xen We ο eem e ERE 1 
-31 2W1017-24-63 . WASHER, Plain (NA). "De 2 
-32 5B18C73A . BOLT, Corrosion resistant 1/4- 28. (NA) . iu» dic. 1 
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FIGURE 408 - LH AND RH TURBO SUPERCHARGER REGULATOR INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
408 175-42306-10 REGULATOR INSTALLATION, Turbo supercharger LH . . . . . . . . . Ref F 

(see figure ΠΟ} for next assembly) . 
175-42306-20 REGULATOR INSTALLATION, Turbo supercharger RH . . . . ss. d dara Ref F 
i (see figure hol for next assembly) 
175-42306-30 REGULATOR INSTALLATION. Turbo supercharger LH ......... Ref AS 
(see figure 404 for next assembiy) 
175-42306-40 REGULATOR INSTALLATION, Turbo supercharger RH . . . . . . . . . Ref AS 
(see figure 404 for next assembly) 
-1 T9161824 REGULATOR, Differential (GE) (GFP)... 1 
(79673433 (GE) regulator may be substituted) 
-2 AN502-10-4 SCREW. . . . 3 
-3 146-42353 SCREW, Waste gate regulator supporting 4 
-4 AN911-2D NIPPLE T à A 1 
-5 AN917 -2D TEE. 1 
-6 AN912-1D BUSHING. . 1 
-T K9500A1 DRAINCOCK, Regulator (KOE) 1 
-δ AN816-6D NIPPLE . . MADE TEES 1 
-9 # 175-42801-21 LINE ASSEMBLY, Turbo regulator carburetor out i LH 1 
# 175-42801-19 LINE ASSEMBLY, Turbo regulator carburetor out (aft) RH 1 
-10 175-42801-17 LINE ASSEMBLY, Turbo regulator carburetor in iac) LH. 1 
175-42801-13 LINE ASSEMBLY, Turbo regulator carburetor in (aft) RH. 1 
-11 175-42801-5 LINE ASSEMBLY, Turbo regulator carburetor out (center) 1 
-12 175-42801 -9 LINE ASSEMBLY, Turbo regulator carburetor in (center). . 1 
-13 175-42801-3 LINE ASSEMBLY, Turbo regulator carburetor out (forward). 1 
-14 175-42801-7 LINE ASSEMBLY; Turbo regulator carburetor in (forward) 1 
-15 AN837 -6D ELBOW. . . w^ over Sere do veh tony SO ο Απο ο. 4 
ΑΝΟΘΟΡΟΙ6 WASHER 4945. "e, X^ (Rd ο, ος AR 
ΑΝΟΟΝ- 60 NUT; i. x9 ας αι αι, we 8 4 
-16 AN832-6D UNION... ci c 1 
ΑΝΟΘΟΡΟΙ6 WASHER . . . . AR 
AN924 -6D NUT. . xut τῷ 1 
AN902-6D GASKET . . . . . . 1 
-17 AN894D6 -4 BUSHING. ΗΝ 1 
-18 146-42332 ARM ASSEMBLY, Turbo "regulator. 1 
-19 9132525 . BUSHING (GE). . . 1 
-20 146-42350 ROD ASSEMBLY, Turbo regulator “to waste gate "first section. 1 
-21 146-42350-5 ROD, Turbo regulator to waste gage first. . : 1 
section riveted N 
-22 AN486-1 . CLEVIS RR M LES " 1 
-23 AN486-2 . CLEVIS NET 1 
-24 AN316-4R . NT. a τὸ » 2 
-25 AN320-4 NUT. . 1 
-26 AN960-416 WASHER 1 
-27 AN24-11 BOLT 4 1 
-28 175-42356 SUPPORT ASSEMBLY, "Nacelle “engine exhaust waste gate. 1 
control rod fairlead 
-29 AN520-10R10 SCREW out. eco Ek Ie 4 
-30 AN320-4 NUT. . εν, ae 1 
-31 AN24-11 BOLT x ξ 1 
-32 AN365-428 NUT. . κ * 1 
-33 AN960DÀ16L WASHER . 2 
-3h ANÍL-13A BOLT... 1 
-35 175-42352-10 BELLCRANK ASSEMBLY, "Nacelle “engine exhaust waste gate. 1 
control (supersedes 175- 42352 for future > procurement) 
-36 AN218P4 BEARING . . ον ὃ ο κ «σος NAO A 1 
-37 AN365 -428 NUT... v ΤΕΝ; 1 
-38 AN960D416 WASHER... . . . 2 
-39 AN4-11A BOLT 1 
-40 146-42351 ROD ASSEMBLY, “Turbo "regulator “to waste gate “second section 1 
-41 146-42351-5 ROD, Turbo regulator to waste gate second "E i 
section riveted 
-42 AN316-4R NUT .. "DC πο κών 2 
-43 HRBM4 BEARING, “Halfeo (AP). . ee f 2 
-44 AN310-4 NUT. 4 $0793 r 1 
-45 ANY-10 A A E Ae a E UE 1 
-46 ANQ14 -2D 1% ELBOW; Ὁ ss te. πο RA a ο O ae VE 1 
-47 AN917 -2D 1. μα ο ο ο. 1 
-48 ANQ13-2D νι ο (PLUG 1-925 ee ες i ο. 1 
-49 ANB23-6D 1* ELBOW. . 1 
-50 146-42801-117 1* LINE ASSEMBLY, Turbo regulator carburetor in aft 1 
-51 AN816-6D 1% NIPPLE TE" í 2 
-52 AN911-2D 1: ΝΙΡΡΗΕ..... - 1 
-53 ΑΝΟΙΤ-20 1*. TEE. . ...... 1 
-54 AN912-1D 1* BUSHING. . . 1 
-55 K9500A1 1. DRAINCOCK, Regulator (KOE) 1 
-56 AN816-6D 93 NIPPLE . . boca 1 
-57 AN911 -2D 2* NIPPLE. js) 4$». 053 1 
-58 AN917-2D 2* TEE. DE TEE 1 
-59 AN912-1D 2* BUSHING. κα ο ο ο ο ο... 1 
-60 K9500A1 2* DRAINCOCK, Regulator (xor) nc ttn, See Vek νο US HM UN 1 
-61 ANQ14-2D 2* ELBOW. . « . d. mole i Sila, de obw A : é 1 
-62 AN822-6-2D ELBOW. . 1 
-63 175-42091 SUPPORT ASSEMBLY, “Turbo “regulator “and water “injection lines. 1 
-64 175-42092 SUPPORT ASSEMBLY, Turbo regulator and water injection lines. 2 
-65 175-42093 SUPPORT SOR Turbo ΤΉ and water injection lines. 1 
-66 AN3-13A BOLT . . . .. E : Nen : 8 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
408 AN960D10L . WASHER $ ὁ A A ὃν Deom wt AA δι Ὁ, EMO ᾱ WU A 16 

AN365D1024 . NUT. . BY Aes, COME p 8 
-67 # 184-42026 " BRACKET, Turbo solenoid “valve. 2 

ATTACHING PARTS 
-68 # AN365-1032 . NUT. m 
-69 4 2W18-10M : WASHER, "Plain (sa) Gi yee epee E 8 
-70 # AN3-4A | port... κ ct μα ret Nepote ope 4 
Po TE 
-71 # AN365-1032 « NDS: s 2 
-72 4 2W18-10M | WASHER, Plain αὶ μμ 4 
-73 # NAS43-3-24 . SPACER, Screw and bolt . . . 4 
-Th A AN3-2HA . BOLT.. 2 
-75 # AV11B1414 . VALVE (General ὁ Controls co). 1 
-76 # AN833-6D . ELBOW. , . m 1 
-TT # ANQ24-6D . NUT. ὃν μα Gn or I uos 2 
-78 # MS29512-6 . RING 4 
-79 # AN815-6D . UNION. . 1 
-80 # 146-42801-113 . LINE ASSEMBLY, Turbo solenoid to turbo regulator 1 
carburetor out 

-81 # AN784D6 ο TEE. z ο αν tiM E RD e ὃ. ος J 
-82 # AN893-2D à BUSHING. τωρ ds ος 1 
-83 # MS29512-4 . RING .. QW CM Y Uu 1 
-84 4 K83501 . VALVE; Drain (KOE) | . . . . . 1 


NOTE: : # Denotes the incorporation of Service Change No. 411 


1% Fittings and arrangement required on ships AS equipped with free 
oil type regulators 


2* Fittings and arrangement required on ships F for regulators 
modified with carburetor "IN" pressure boss rotated 90° 


——— aaa ie το | 
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FIGURE 309 - NACELLE ELECTRICAL JUNCTION BOX INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
109 175-54052-40 BOX INSTALLATION, Electrical nacelle junction. . . . . . . . . Ref 

(see figure 402 for next assembly) 

-1 175-54052-27 COVER, Electrical nacelle junction box. eo che ds, ον i 

175-54052-35 . BOX SUB ASSEMBLY, Electric nacelle junction box 1 
ATTACHING PARTS 

-2 AN520-10R8 SCREW 2 sx be ok Vs 4 

AN960D10L WASHER... . 2... 4 
PEA. AE 

-3 99833PBO ¿ RECEPTACLE: (UO) a dia ox ROG 5. 4 

-h W98292-1-.150 ;. “STUD: (UC. 4 uou worse oui ea a . 4 
99836 ο LUE). peces ee a ven A i ux ELA 4 

-5 AN515-8R8 . . SCREW.. II : 6 

-6 23TEAU . . RELAY ASSEMBLY, "oil diverter valve > (UR). A "P 1 

-7 224-943 . . RELAY ASSEMBLY (oa, : ; 1 

-8 AN520-10R10 . . SCREM . . ... 2 ; = ts z 3 

-9 AN4181-1 . . VIBRATOR. . . : nen . 1 

-10 AN3436 -4 7 | 1 TERMINAL BLOCK ASSEMBLY ET MCN : : 2 
AN3434-3 dea STRIP ο * v 5 ech a ο eee a τ : m 

-11 AN515-4R6 E οσο πας E : 4 
AN365 -440 ge) NUT o 5 sie ols 4 
ΑΝΟΘΟΡΗΗ, = TWASHER στο ας ο ο s A . os 4 
AN341-10 fee NUT. 40.03 e E ως : : ς m 14 
AN936A10B . WASHER. . . . . . . . 3 a μα. 14 
AN961 -10 . WASHER. . . aa aie, Gite > o td a aa ; 14 
NAS45 -8-7 . PANEL ASSEMBLY, Electrical connector . . . ON 2 R 
AN340-8 . . NUT $5 Ws g : : 14 R 
AN936A8 lo. WASHER. . . . 2. . 5 Ν ve 14 R 
AN960-8 . . WASHER. . . 3 . : 14 R 

-12 AN3054 -4 zs NUT S 5235 . : ! 1 

-13 AN3066 -4 . . NT. : : ; E ME 2 

-14 2W1810-18-94 Do. WASHER; Plain (Naj 2 i ; e 1 

-15 AN3064 -4 . . CONNECTOR . . . 3 ! i 1 

-16 AN3063-4 O o o δν, DUE ce A? Wer op det τρ ο ; : ic 1 

-17 AN931-24-28 . 4 x o A Deo Eee les de : s 2 

-18 AN931-3-5 . . GROMMET . . . "PEE . fts 1 

-19 AN3436 -4-6 +. TERMINAL BLOCK ASSEMBLY ὦ. ἂν. ας ae, ώς è : "E 3 
AN3434-3 . STRIP... ; Bese ue et ο νε ας Mn 3 

-20 AN515-4R6 « « SCREW... ο Neo Ρο.” . x ‘ » 3 6 
AN365-440 v. x NUTS. dp τὸ Κου Bice ὃν ὃς ο, Ca TUS. 8 ANDE 6 
AN960DHL . WASHER. . . . . . ον ΚΠ ν.δ) ds A s ; 6 
AN341-10 : NUT ouv us onse DE ce : X CRAS ἃν Ie a uu MIB 
AN936A10B i WASHER. . Μην Ὃν ος Ser ap ο a. IB 
AN961-10 : WASHER. . bus cR. iaa E uel ieu Hour. bled) μυ 
NAS45-8-6 " PANEL ASSEMBLY, Electrical connector . . . . E et 3 R 
AN340-8 NUT . Loos ο "Eze Set “Wh e ο δ. weld VC we E NN mS οἷα. " SOR 
AN936A8 WASHER A NR A A CE, VR 
AN960-8 WASHER. . . A "ο . 18 R 
397-1 COVER, Terminal block (edj . ud A 1 R 

-21 AN3433-4-2 BUS . . . . REN ae a 1 
NAS44-8-2 BUS BAR, Electrical. . A ; 1 R 

-22 AN3436-4-1 TERMINAL BLOCK ASSEMBLY x v 1 
AN3434 -3 STRIP . . . . . . . 3 ς à a 2 

-23 AN515-4R6 SCREW Μο ο μ.μ Dae ; 2 
AN365 -440 NUT ο ae hal e ds μὲ A «NIS NUR s à 2 
ΑΝΟΘΟΡΗΗ, WASHER ο ο ο ο. 3 x 2 
AN341 -10 NUT. ee fav tio as do -ᾱ ἥ ad 1 
AN936A10B WASHER. . . . . . . a ς i E 17 
ΑΝΘ61 -10 WASHER. 2-5 tao todd. Gh, αν wow den ce X03 J 1 
NAS45-8-1 PANEL ASSEMBLY, Electrical connector . " 1 R 
AN340-8 NUD rr ο “-- ; A 1 R 
AN936A8 WASHER. . . . . . ων ; 1 R 
AN960-8 WASHER. . . . . . . . ; 1 R 
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-6 -4 
ΑΝ 01-60AAB Group Assembly Parts List 


LOOSE EQUIPMENT (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
410 156-53075-101 LOOSE EQUIPMENT INSTALLATION . . δος geno τὸν ὁ Ref 
(see figure 411 for additional breakdown) 
-1 146-53105 . PLYWOOD BOX, For E1066-201 and -202 mechanism installation. 2 
E1066-301 . MECHANISM ASSEMBLY, Wing center spar folding LH . . .. » 1 
(supersedes E1066-201 for future procurement): 
E1066-302 . MECHANISM ASSEMBLY, Wing center spar folding RH . . . . .. 1 


supersedes £1066-202 for future procurement) 
see figure 412 for detail breakdown) 


E1067 . FITTING INSTALLATION, Front spar wing folding hinge... . Ref 
E1348-5 . . FITTING ASSEMBLY, Front spar wing folding hinge. 5 2 
-2 E1348-3 . +... FITTING ASSEMBLY, Front spar wing folding hinge 2 
-3 4B1956-006 . . . BUSHING, Tube loop type (NA). . 2 
-h 2017-7 . . CLIP, Tube loop type (NA). 4 
i5 9C1-3-5 2o. CHAIN, Safety No. 1 (ΝΑ) 8 
-6 AN6-17 P « BOLT . . A e a da 1 
-7 AN960-616 5 . WASHER . . . . . . 5 
-8 AN310-6 eo. NUT. . Vue ο ο IE ANO erue wide Ru ο xml facte Lug 1 
-9 AN960-6 s . WASHER... P Hc 12 
-10 E1346 . .. PIN, Front Spar "wing folding hinge pin retaining m 
-11 E1132 s PIN, Front spar wing folding hinge : 4 
-12 146-53106 P CARTON, For E1081 Jack assembly . P 1 
-13 E1865 . JACK ASSY, Vert stab. folding (see. fig. 415 for ^ breakdown). 1 
-14 146-53110 . BOX ASSEMBLY, Bomb shackles . . κ 
169-53026-3 . CABLE ASSEMBLY, Electric bomb hoist control i 
-15 MK1-1 . MOUNT RELEASE, Bomb shackle (GFP ) 16 
-16 MK1-4 . RELEASE, Bomb shackle (GFP) 16 
-17 Μκᾶδ-ο ; . SHACKLE, Bomb pud Í 16 
-18 AERO-16A . SHACKLE, Bomb (GFP rns 4 
-19 El494 $ PLATFORM ASSEMBLY, Bomb bay work. ὃν Ὁ 2 
-20 E1068-20 . KIT, Airplane hoisting towing and jacking 1 
(see figure 414 for detail breskaoiin) 
-21 AN960D10L . WASHER. . . ο ο.” EDO S S sor ah av ee LES 6 
-22 AN520-10R8 . SCREW.. M ET ET 4 
-23 E1332 . PAD ASSEMBLY, 333 engine "plenum chamber work. ὃς MES «Ὁ s 1 
-2h 156-73005 . COVER ASSEMBLY, Engine. . . Al A 2 
175-73005 . PLUG ASSEMBLY, Jet engine cooling duct. RA 1 
(see figure 419 for detail breakdown) 
-25' 175-73008 . PLUG, Jet engine exhaust duct ý TEN LEES 1 
-26 AN509-10R15 » «Ὁ SCREW. S M S LaL UN ee d -ᾱ- Qa. ο ο πολ. 4 
-27 AN945-3P a A WASHER ud tn De 4t RN ο Dd. de) ο E ο AS di 4 
-28 AN365-1032 5 . NUT. D σα UU. ο REGS SS ο ποσο NS ydo Merlo et avs 4 
-29 482 HANDLE (SYT) . Gal, MU MN 2 
No Number . HANDBOOK, Weight and balance (GFP). = Boxe cet νο os 1 
Νο Number : HANDBOOK, Erection and maintenance (GFP). 1 
No Number . LOGBOOK, Propeller (GFP). "m ο MP. 2 
No Number . LOGBOOK, R2800 engine (GFP) HEP 5 ud: D, φωτ 9 
No Number . LOGBOOK, J33 engine (GFP) . 1 
No Number . LOGBOOK, Airplane (GFP) . 1 
Νο Number . LOGBOOK, Standard inventory (GFP) 1 
Νο Number : HANDBOOK, Pilot's (GFP) . . P 1 
No Number , INSTRUCTIONS, Engine service '"R2800* (GRP): 1 
Νο Number . INSTRUCTIONS, Engine service J33 (GFP). 1 
-30 108-73089 . COVER ASSEMBLY, Pitot tube. . . . . 2 
-31 T2031 . BAG ASSEMBLY, Bomb ο kit 1 
-32 AN3-4A . BOLT. 2 
-33 ΑΝ365-1039 a. NUT. 2 2 
T261-5 . YOKE ASSEMBLY, “Bomb hoist swing 1 
T261-3 . YOKE ASSEMBLY, Bomb hoist swing 5 1 
-34 T261-7 s . LINK SUB ASSEMBLY, Bomb hoist ing. 1 
-35 AN26-20 X . BOLT .. i Mec or SEES 1 
-36 AN960D616L | 1 WASHER (! used on SPOGT EB μμ 12 
-37 AN320-6 . . NUT (1 used on T261-3) ανν dedo seus gie ο 3 
-38 T261-9 . . YOKE, Bomb hoist swing . 1 
-39 T261-13 . . LINK, Bomb hoist swing (used on T261- 5 only) 2 
-40 AN26-21 . . BOLT (used on T261-5 only) . 2 
-41 4B19B6-010 g BUSHING, Press fit plain (1 used on T261-3) (NA) 3 
-42 169-51057 . BRACKET ASSEMBLY, Bomb bay vacuum pump complete 1 
(see figure 420 for detail breakdown 
E2501 . STRUT ASSEMBLY, Outboard wing to inboard wing Jury. 2 
(see figure 418 for detail breakdown) 
169-63585 . BRACE INSTALLATION, Universal sway. . A 1 Print 
169-63582-1 . TRUSS ASSEMBLY, Bomb sway brace rear complete LH. | 1 
169-63582-2 ` TRUSS ASSEMBLY, Bomb sway brace rear complete RH. 1 
(see figure 422 for detail breakdown) 
169-63581-1 . ‘TRUSS ASSEMBLY, Bomb sway brace front complete LH . 1 
169-63581-2 . TRUSS ASSEMBLY, Bomb sway brace front complete RH . 1 
(see figure 422 for detail breakdown) 
169-6358h . ADAPTER ASSEMBLY, Bomb sway brace complete. . . . . . . - + 1 
(see figure 421 for detail breakdown) 
169-63637 . SUPPORT ASSEMBLY, Bomb arming pullout cable front .... . 1 
(see figure 424 for detail breakdown) 
169-63631 . SUPPORT ASSEMBLY, Bomb arming pullout rear cable. . . . . . 1 
(see figure 424 for detail breakdown) 
169-63583 . BEAM ASSEMBLY, Bomb sway brace complete . . . . . . . . . + 2 


(see figure 423 for detail breakdown) 
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AN 01-60AAB-4 Group Assembly Parts List 


LOOSE EQUIPMENT (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 $ 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
411 156-53075-101 LOOSE EQUIPMENT INSTALLATION, (see figure 410 for additional . Ref 
breakdown) 
169-31467-1 . BRACKET ASSEMBLY, Fuselage station 248.175 store hoist. . . 1 
pulley LH 
169-31467 -2 ~ BRACKET ASSEMBLY, Fuselage station 248.175 store hoist. . . 1 
pulley RH 
-1 169-31467-3 eo FITTING, Fuselage station 238.175 store hoist ..... 1 
f pulley bracket 
-2 169-31467-7 κ... ὧν GUARD, Fuselage sta 238.175 store hoist pulley bracket. 1 
-3 A1216 d 2d PIN, Push- oe positive. lock quick release (type A). 1 
(AVDE 
-4 9C1-2-5 "PP vibe Νο. 1 safety (ΝΑ)... ............... 1 
-5 5R10 ; RING, Chain retainer (NA) . AM 1 
169-31473-1 r BRIKET ASSEMBLY, Fuselage station. 333. 025 store' hoist. We 1 
pulley LH 
169-31473-2 . BRACKET ASSEMBLY, Fuselage station 333.025 store hoist. . . 1 
pulley RH 
-6 156-31472 D ος BEAM, Fuselage station 333.025 large stores hoist . . . ` 1 
` pulley bracket 
-7 A1216 do ws PIN, Push-pull positive lock quick release (type A) . . 1 
(AVDE) 
-8 9C1-2-5 . . CHAIN, Νο. 1 safety (ΝΑ)... ............. 1 
-9 5R10 ss RING, Chain retainer (NA). m. A 1 
169-31510 . SOCKET ASSEMBLY, Store hoisting forward stabilizing tube. 1 
ΤΕ 
-10 AN504 -8-4 ο a SCREW . . wd Wo wo.» mo UG ue cw ARS Gv oe 6 
-11 9C1-2-7 os CHAIN, No. = “safety (NÀ). ee Ὅς. 6 US; GE οὐ olm d DL. PN 3 
-12 5R10 DT RING, Chain retainer (NA) . . — 3 
-13 A708 S a PIN, um pes positive lock quick “release "(type "Aj 2t 3 
AVDE 
-14 169-31510-10 " SOCKET, Store hoisting fwd stabilizing tube attaching . 1 
169-63575 š BRACE INSTALLATION, Universal pitch . . vow x 1 print 
-15 # 184-63665 . SUPPORT, H-20 Gear Station 239-3/4 to station 254.645 Wt xe 1 
-16 # AN3-6A » BET. « 4 ο e € E ο. EC μις 6 
-17 # 2W18-10M . WASHER, Flat (Qu). oH, Te πο S Me. ar ades AS. d 12 
-18 # AN365-1032 e NUT y ὁ so Sum le. quos Am Se 6 
-19 # 184- 63666 . BELT ASSEMBLY, "H120 Gear "Support μα μι 1 
# a ln E cu BUCKLE (NJ). ia 2€ ae a eo Wes 1 
# 3-1 ὁ. eg ΤῸ SCN) ο ον conch: ter ὁ ών ae τας αι Seg οἱ ὃν y ax ee oe bie ἃ 1 
NOTE: # Denotes the incorporation of Service Change No. 470 
Revised 15 May 1955 TAT 
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Section [| 


Group Assembly Parts List 





USEABLE ON 


FIGURE & PART : UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
412 E1066-301 MECHANISM ASSEMBLY, Wing center spar folding LH «he vm uw REE 

supersedes E1066- 201 for future rocurement ) 
see figure 410 for next assembly) 
E1066-302 MECHANISM ASSEMBLY, Wing center spar folding RH Ref 
(supersedes E1066-202 for future rocurement ) 
(see figure 410 for next assembly) 
NOTE: Quantities listed as per one installation except as noted 
-1 AN398-69 c PIN dice e XC an LA IE Xl a S p ut^ 2 
-2 AN960-816 WASHER . . H 4 
-3 E1350-30 HYDRAULIC EQUIPMENT "ASSEMBLY, “Wing folding 1 
supersedes E1350-10 and -20 for future procurement) 
see figure 413 for detail t: peeadown) 
-4 AN365 -428 . NUT. 4 6 
-5 2W18-416M . WASHER, “Flat (NA) . 4 
-6 AN4-30A . BOLT.. 2 
-7 E2671 . WASHER, wing folding m mechanism n mounting "bracket “level, 4 
-8 AN509-416R15 . SCREW. . gu 4 
-9 AN310-12 . NUT.. à 3 
-10 NAS143-12 . WASHER, "185; ¿000 “to 145, 000 psi plain type. se ox 6 
-11 NAS143-12C . WASHER, 125,000 to 145,000 psi ο UE type. 3 
-12 NAS152A83 . BOLT, Internal wrenching steel 3/14-16 $ 2 
-13 NAS152A61 . BOLT, Internal wrenching steel 3/14-16 1 
E1128 . LINK ASSEMBLY, Wing folding mechanism center spar outboard 1 
-14 E1128-3 5 LINK, Wing folding mechanism center spar outboard . . è 1 
-15 4B20S812-010 s BUSHING, Press fit flanged ΠΠ ας NASTT-12- :20)- 9 
-16 14B20812-020 a BUSHING, Press fit flanged (NA supersedes NAS77-12-61 2 
E1129 . LINK ASSEMBLY, Wing folding mechanism center spar inboard. 1 
-17 E1129-3 A LINK, Wing folding mechanism center spar inboard. . a 1 
-18 4B20812-018 BUSHING, Press fit flanged (NA) (aupersedes NASTT= 12- 59). 2 
-19 12B182 . NUT (EN) . . : : 1 
-20 NAS143-18 . WASHER, 125, 000 “to 145, 000 psi plain type. τῳ A 1 
-21 Ε1136 . SPACER, Center spar wing folding mechanism hinge serrated. 2 
-22 E1788 . SPACER, Wing center spar folding mechanism 7 " 1. 
-23 NAS143-18C A WASHER, 125,000 to 145,000 psi countersunk types 1 
-24 NAS158-72 . BOLT, Internal wrenching steel 1-Y8-12 . . 1 
-25 E1789-3 . BOLT, Wing folding mechanism attaching ae ik 8 
-26 E1790 ἃ RETAINER, Wing folding mechanism attaching bolt. 8 
-27 9C1-3-5 . CHAIN, No. 1 safety (NA) . . 8 
E1127-101 FITTING ASSEMBLY, Center spar "wing folding mechanism 1 
outboard hinge LH 
E1127-102 FITTING ASSEMBLY, Center spar wing folding mechanism . . . 1 
outboard hinge RH 
-28 E1127-3 FITTING, Center spar wing folding mechanism outboard. 1 
. hinge LH 
E1127-A . FITTING, Center spar wing folding mechanism outboard. 1 
hinge RH 
-29 4B20812-017 . BUSHING, Press fit steel (NA) te 2 
E1347-105 FITTING ASSEMBLY, Wing center section ‘folding "mechanism. 1 
inboard hinge LH 
El 347-106 FITTING ASSEMBLY, Wing center section folding mechanism. 1 
inboard hinge RH 
-30 E1347-103 FITTING, Wing center section folding mechanism inboard. 1 
hinge LH 
E1347-104 FITTING, Wing center section folding mechanism inboard. 1 
hinge RH 
-31 E1131 ` BUSHING, Center spar wing folding mechanism ΠΣ 2 
-32 4B20812-109 BUSHING, Press fit steel DA es 2 
-33 4B2088-010 BUSHING, Press fit steel (NA) . . Y 
-34 E1705 PLATE, Wing center spar fording LH and RH 1 
-35 AN365-1032 NUT... ves n s 4 
-36 211 -14-20-32 WASHER, Plain (NA). . EUR DE ES 4 
-37 NAS43DD3-27 SPACER, Screw and bolt. ie dan es a 4 
-38 AN509-10-15 SCREW . . 4 
-39 E1372-101 GUARD ASSEMBLY, Hydraulic wing folding cylinder. 1 
-40 AN365-1032 NUT. LS i 3 
-41 2W18-10M WASHER, “Plat ὁ (NA). 6 
-42 AN3-10A BOLT . . t 1 
-43 AN520-1028 SCREW. . . . . 2 


-— ——————— !——— ——— A ASA 
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FIGURE 413 - WING FOLDING HYDRAULIC EQUIPMENT ASSEMBLY 
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FIGURE & PART 
INDEX NUMBER NUMBER 
413 E1350-30 
-1 E1156 
-2 AN833-5 
AN6289-5D 
AN6291-5 
AN6290-5 
-3 AN6274 -5-60 
-4 AN6274-5-68 
-5 4776-3 
E1164 -5 
-6 AN501A10-6 
2W18-10M 
-7 E1351-13 
-8 1v4 -8-30 
AN919-7D 
AN6290-6 
AN815-6D 
-9 3294-3 
E1164-3 
-10 AN501A10-6 
2W18-10M 
-11 AN927 -6D 
AN832-6D 
AN6289-6D 
AN6291-6 
AN893-7D 
AN6290-6 
-12 E1351-9 


-13 E1351-15 
-14 E1351-3 
-15 AN834-5D 


-16 AN6292 -5-21 
-17 AN919-3D 
AN6290-4 


-18 E1351-19 
-19 E1351-23 


-20 AN816-6-2D 
-21 AN833-6D 
-22 AN6289-6D 
-23 AN6291-6 
-24 AN6290-6 
-25 AN894D6-5 
~26 AN926-5D 
-27 AN832-5D 
-28 AN6289-5D 
-29 AN6291-5 
-30 AN6290-5 
-31 AN6292-8-35 
-32 AN919-12D 
-33 AN780C8 
-34 E1144 

-35 E2654 

-36 E2655 

-37 NAS51-125 
-38 9c1-2-4 
-39 12044 -7 
-40 E2656 





AN 01-60AAB-4 


Section II 
Group Assembly Parts List 


LOOSE EQUIPMENT (Cont) 


UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
HYDRAULIC EQUIPMENT ASSEMBLY, Wing folding . . . a .. . . . . . Ref 
(see figure 412 for next assembly) 
CYLINDER ASSEMBLY, Hydraulic wing pin pulling . . . . . . . . ti 
(see figure 416 for detáil breakdown) 

ELBOW... S ο Ἕν Se ie S. dos «Ὁ . É 10 

NUT . 4 e 6 wis ue ο s 12 
>> SRING.. v3 PE $ 12 
. GASKET. š V. 7 14 


. HOSE ASSEMBLY . 
. HOSE ASSEMBLY . a 
VALVE (SVL) . . "E a Sais oe, 
. PLATE, Hydraulic wing folding gos 
. SCREW... $ * rá 
. WASHER, Flat "(NA) ! . 
+ LINE ASSEMBLY, Wing up “restrictor 
- VALVE ASSEMBLY, ore one way 
REDUCER. . 2 o. ox "NT 
GASKET ο ο MA κ ο ο ἃ 
UNION . . . . 


"oc t ο 9 n] 
. 


VALVE ASSEMBLY, 4 way selector valve (SVL). . . . . . 


PLATE, ιο wing folding . 

SCREW... te NE ο ο 

WASHER, Flat " (NA) 4 

ELBOW . . . ὁ . ὁ . 

UNION . $ e 
a MUD ο su vus 
e TRING νο ας νι s 
. BUSHING. . . 
. GASKET. . . m CES 
. LINE ASSEMBLY, Pressur 

valve 


e 


tee on wing valve to elbow on pin ` 


to actuator cylinder. 
restrictor (NA) 


HWW e e e Re A AA OO PO A FRPP B. jS 


. LINE ASSEMBLY, Wing down-restrictor to actuator cylinder. . 1 
. LINE ASSEMBLY, Wing down-restrictor to actuator cylinder. 1 
« TEE... Ην a - à sie eee ἃ s 1 
. HOSE ASSEMBLY a IA o d CARA RF CUN ἃς 1 
$. REDUCER: ιν ος. 999 ᾱ ο: ϱ ο, αι ᾱ ν κ A O EA 1 
. GASKET. . . WC PET E im ο ο ο ας 1 
LINE ASSEMBLY, Return-elbow on wing valve to elbow on pin 1. 
valve 

. LINE ASSEMBLY, Return-elbow on pin valve to reservoir . . . i 
v NIPPLES ο e ο ni ο ο ace” ae oF 1 
. ELBOW . . . . . k Tu ο ο Bs nasce marier ο a qae c 1 
Oo NUI ο ο cate κὰν Yar ο ο πο ο. πα l 
. RING. ο SAL (A eg. je y veli ος — c H 
s. GASKET.-. x. T env. o da A Ee i 4 a tee ὦ x 1 
BUSHING . . . . . . . . . . E^ ; Ῥ ES . 1 

oe! AE ae ee Fe eo zi AS A κ. . as ty 1 
. UNION.. DEP E . i ys 3 . 1 
PNUD! S Rv Lecce ὡς ey E PET "I . 3 
e RINGS 2 209 a iode " τ 22s . . 2 
. GASKET. . . BARA E * . 2 
. HOSE ASSEMBLY * - * 7 . 1 
. REDUCER . . . . . . o . . : 1 
è. NIPPLE. . . . 1 
. CYLINDER ASSEMBLY, “Hydraulic “wing folding d 1 

(see figure 417 for detail breakdown) 

. RESERVOIR ASSEMBLY, Wing folding mechanism X nA: 1 
CAP, . . . P « ο . i 

. RING, External retainer. poit * 1 

. + CHAIN, No. O safety (NA)... $a. denis de 1 
. PUMP, Hydraulic hand (AP) . s A 2 1 
. BRACKET, Wing folding mechanism hydraulic pump "mounting . 1 
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Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. CODE 
414 E1068-20 KIT, Airplane hoisting towing and jacking... νο πο wur ur REL 

(see figure 410 for next assembly) 

-1 E1095 . BAG ASSEMBLY, Hoisting towing and jacking kit . . . , DEN 1 
-2 E1069 š PAD ASSEMBLY, Wing jacking. . . . . . νον ES 2 
-3 E1178 > PAD ASSEMBLY, Station O wing jacking. . . . . . . . . . . . . 1 
-4 E1070-3 . EYE ASSEMBLY, Wing station O hoisting . . . . . . . . . . . . 1 
-5 1N1C16 è NUT, Aircraft castle (NA). . . .............. 5 
-6 2W1C68-48-125 5 - WASHER, Plain (ΝΑ) . . . . . . . . s a νη 5 
-T E1075-3 š . BOLT, Wing station O hoisting eye. . . . . . . . . . . . . 1 
-8 E1071-3 è EYE, Wing station O hoisting . . . . . . . . . . . . . . . 1 
-9 E1073-3 . PLATE, Wing station O hoisting eye . . . . . . . . . . . . 2 
-10 E1076-3 * - PIN, Wing station O hoisting eye upper. er ο ers 1 
-11 E1074-3 S + PIN, Wing station O hoisting eye lower. P ey κ TM 1 
-12 E1183 B RING ASSEMBLY, Main alighting gear tow. . . d Z4 s OPE 2 
-13 AN320-6 z s NUT. NI. ο ο E E το EASA RS eh a Ges τας 1 
-14 AN960-616 * ο WASHER. ος ο ger, os meo et DV veh. a a $$. κ ος les ce aue Veo 1 
-15 E1183-9 . . PLUG, Main alighting gear tow. Rer wer eR ῳ ον φίλα P: 1 
-16 AN320-4 7 a OT ar cel X ese RH SS Eo Yu xr 7 ws vts. ο. woo CCS 1 
-17 AN960-416L A «: WASHER κ. sv Ile og eo ο ον SA Vend ue ας ας 1 
-18 AN24-15 e e BOUT. a a RE A a o pr τῳ E 1 
-19- E1183-11 z . HANDLE, Main alighting gear tow. . . . . . . . . . . e +... 1 
-20 E1183-7 è . BOLT, Main alighting gear tow. EPE ta a 1 
-21 NAS51-43 : . RING, External retainer. . > ο ο bte pate. a” να 1 
-22 AN320-6 A s. NUT. ο ὃν ce τὸ or seve, ο ον δν CE MCN Me qm $e 1 
-23 AN960-6161 . WASHER 0 “a2 6° Ὁ ow. c no. ος ὡς, ο--ᾱ ὃς s ο $ Pv τοι ιν ον v τό 1 
-24 AN26-29 5 v BOLT Ες ο ο νυν ο δν We uy . T I 
-25 E1183-5 è + CLAMP, Main alighting gear tow. . cl rs : A 1 
-26 E1183-3 δ + CLAMP, Main alighting gear ζον.............. 1 
-27 E1182 A FITTING ASSEMBLY, Main landing gear mooring attaching... . 4 
-28 E1329 . + NUT ASSEMBLY, Main landing gear mooring attaching. . . . . 1 
-29 AN320-8 B NUT. 2 0 4o es ος. ο a Κρις EL W^ le Ave 4 "ES l 
-30 AN960-816 , WASHER. De Lia RUE. ΕΝ giae e me DN yv ha Je i ance 1 
-31 El330 " . BOLT, Main landing gear mooring attaching. . . . . . . .. i 
-32 E1344 > . SPACER, Main landing gear mooring ring . . . . . . . . ον 2 
-33 E1343 $ . SPRING, Main landing gear mooring ring torsion . . . . . . 1 
-34 E1328 . + PIN, Main landing mooring attaching. . . . . . . «8 vd. PS 1 
-35 E1327-3 . RING, Main landing gear mooring attaching. . . . . . . .. 1 
-36 E1603 A PIN ASSEMBLY, Main alighting gear ground handling safety. . . 2 
-37 E1603-7 A . PIN SUB ASSEMBLY, Main alighting gear ground handling. . . 1 

safety 
-38 146-33151 A Lo. SPRING, Main alighting gear ground safety pin. . . .. 1 
-39 146-33150 " . STREAMER ASSEMBLY, Main alighting gear ground safety . . . 1 
-40 E1605 è STOP ASSEMBLY, Auxiliary alighting gear ground handling . . . H 

safety 

-41 146-33150 s + STREAMER ASSEMBLY, Auxiliary alighting gear ground safety. 1 
-42 E1605-7 " . STOP SUB ASSEMBLY, Auxiliary alighting gear ground . s 1 

handling safety 
-43 E1604 $ STOP ASSEMBLY, Main alighting gear wheel door ground. . . . 4 

handling safety 

-44 146-33150 3 + STREAMER ASSEMBLY, Auxiliary alighting gear ground safety. 1 
-45 E1604-13 * + STOP SUB ASSEMBLY, Main alighting gear wheel door ground 2 

handling safety 
-46 AN253-1-578 E PINS Le» 3 737" Or ves! νε, MN m x Ko. arre eos 1 
-47 E1604-11 s PIN, Hinge (make from AN253-1-275) . . ο... 1 
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Section 


AN O1-60AAB-À 


Group Assembly Parts List 


LOOSE EQUIPMENT (Cont) 





H-184-53-33 


FIGURE 415 - VERTICAL STABILIZER FOLDING JACK ASSEMBLY 
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ΑΝ 01-60AAB-4 
LOOSE EQUIPMENT (Cont) 


Section [| 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
15 E1065 JACK ASSEMBLY, Vertical stabilizer folding . "mon Ref 
(see figure 410 for next assembly) 
-1 E1870 BEAM ASSEMBLY; Vertical stabilizer folding jack attaching 1 
E1870-21 +». BEAM SUB ASSEMBLY, Vertical stabilizer folding jack. 1 
attaching 
-2 E1870-5 . . . PIN, Vertical stabilizer folding jack attaching beam. 1 
E1870-23 . BEAM SUB ASSEMBLY, Vertical stabilizer folding jack. » 1 
attaching beam 
-3 E1870-9 2 . PIN, Vertical stabilizer folding jack attaching beam, 1 
-4 AN365-624 | NUT (magnetic inspected) "ANM Ρο... 1 
-5 NAS146-51 . BOLT, Internal wrenching steel 3/8-24 (magnetic inspected). 1 
-6 AN960D616 R WASHER, E. CIMA cxx 2 
-7 AN310-4 ο μον a oh aS ees o du δέν. ο. ah be Oe, ο ο Gate Ὅν. 1 
-8 AN960D416 . WASHER. . 1 
-9 E1090 . GRIP ASSEMBLY, “vertical stabilizer folding. jack handle. . 1 
-10 ANQ44-101 FITTING... ee s ΚΝ Det ud δις ὁ 1 
-11 AN365-1032 . NUT (magnetic inspected). . . . . Ao ο ο de : 1 
-12 AN960D10 . MASHER, . e QV CV el Ar vay ue ο TA Ὦ 2 
-13 AN3-12A . BOLT (magnetic inspected). Pos 4 wees 1 
-14 E1089 . ARM ASSEMBLY, Vertical stabilizer folding jack crank. ἈΝΕ 1 
(magnetic inspected) 
-15 AN3 -54A . BOLT. .. Wien φις ὃν. ο: ο AL RN o DES “ev IESU 2 
-16 AN960D10 +. WASHER. s 2 
-17 E1169 . SHIELD ASSEMBLY, “vertical stabilizer. folding jack handle. i 1 
shaft dust 
-18 E1168 . PLATE, Vert stab. folding jack handle shaft bearing retainer 1 
-19 NAS51-62 . RING, "External retainer s 4 4.4. 4 ow. wc cy ος as ο 1 
-20 AN960D1016 ý WASHER, 1 
-21 AN201KP12A . BEARING, Intermediate duty “ball deep’ groove metal shield. 2 
-22 E1167 . SPACER, Vertical stabilizer folding jack handle shaft . , 1 
~23 AN503-8-4 . SCREW. , 3 
-24 E1171 . SHIELD ASSEMBLY, “Vert Stab. folding jack’ screw “shaft “aust * 1 
-25 AN365-428 . NUT (magnetic inspected) cx E x a 5 
-26 AN96QD!16 . WASHER. . . . 5 
-27 E1868 . END ASSEMBLY, Vertical “stabilizer star "fold jack gear case. 1 
-28 AN944-101 . . FITTING. . . M I NER E S 1 
-29 424-51 . . BEARING, Single row unground radial (ντ); ; ; "E 1 
-30 E1871 . PIN ASSEMBLY, Vertical stabilizer folding Jack attaching. a 1 
-31 9C1-3-15 Ὁ, CHAIN, Safety and bead (magnetic inspected) (NA). . . . 1 
-32 E1869 . SHIM, Vertical stabillzer iii Jack thrust . . . . . . . 5 
-3 1511 : BEARING, Thrust (FAF). . . ACER 2 
-3 NAS221-19 . SCREW, Brazler head Phillips “recess alloy steel PEE 4 
(magnetic inspected) 
-35 AN960D10 WASHER. . . ee E JL. XR me “δ. Eie] Ὁ ὁ 4 
-36 AN365-1032 . NUT (magnetic inspected) . . . , 4 
-37 E1867 . RING, Vertical stabilizer folding jack screw "shaft "thrust : 1 
-38 E1086 . GEAR, Vertical stabilizer folding jack. . . . πο 1 
-39 E1866 ὃ SHAFT, Vertical stabilizer folding jack internal” screw. z 1 
-40 E1085-3 . SCREW, Vertical stabilizer folding jack .. €— 1 
-41 E1084 E FITTING, Vertical stabilizer folding jack attaching è 1 
(magnetic inspected) 
-42 E1088 . SHAFT ASSEMBLY, Vertical stabilizer folding Jack handle 1 
attaching (magnetic inspected) 
-43 E1088-7 + . PIN, Vertical stabilizer folding jack handle attaching . 1 
(magnetic inspected) 
-44 E1088-3 " SHAFT, Vertical stabilizer folding geek handle . . 1 
attaching (magnetic inspected 
-45 E1087 PINION, Vertical stabilizer folding Jack . . . .. 1 
(magnetic inspected) 
-46 E1082-5 . CASE ASSEMBLY, Vertical stabilizer folding jack gear. . . . 1 
-4 SF101-95A16A . STUD, Two piece locked-in (ROSN). . . . . . . . 2 2 2. 5 
-4 RL24SB7 a RING, Lock two piece insert (ROSN). . . . . . . . . 5 
-49 RD205SH55L + . INSERT, Two piece locked-in ROSN). "S 2 
-50 RL24SB7 . . RING, Lock two piece insert (ROSN ο ου 2 
-51 4254-51 A: BEARING, dd row unground radial (NI). 3 š 1 
-52 ANO44 -101 . . FITTING. . . DM ο erem ο wc rar f τῶν "δν 5 1 
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Section 11 


Group Assembly Parts List ΑΝ 01-60AAB-4 
LOOSE EQUIPMENT (Cont) 





H-184-53-34 





FIGURE 416 - WING PIN PULLING HYDRAULIC CYLINDER ASSEMBLY 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
416 E1156 CYLINDER ASSEMBLY, Hydraulic wing pin pulling +. . . . +. . e . . . Ref 
see figure 413 for next assembly) 
-1 E1163 * FITTING, Hydraulic wing pin pulling cylinder rod. . . . ... 1 
-2 AN316-8R 5 NUT . « « « « © » ο « co 4 4 5» ο $9 ο ὁ ὁ 9 9  ὁ ὁ ο 9 ὁ ο 1 
-3 7R2-10D A RETAINER, Gland (NA). . . . . . . + $ — n 1 
-4 AN6231-1 A WIPER ioe 40 a 6 ϱ A a ee ὁ Φα" ο) ᾱ Ὁ 1 
-5 2W1ALP33-29-64 A WASHER, Plain (NA). . .. . .. . +. ee es e eh we . om . . ng] 1 
-6 AN6232C2 P PELT ο αι 4247 ey wh ας Φα. ὡς δ, φῶ. R^ is al ᾱ- Rum Oy T E le l 
-T TR3-10D è RETAINER, Rod "0" ring (NA) . . . . . να A ο B Te. 1 
-8 AN6227-10 v. SPAGKING + s 430206 ον oS wol m de esee ται ιδ) δι, ος ὃς rue d α 
-9 AN6246-10 7 RING. > è e e © e © © © © a © on ee on n ο πα. E τῶν E ὃν ον 2 
-10 AN6244-2 so RING. 2 7. 0x09 953 979. pe ewe S v ten cele tercii ο ouai e e 
-11 AN6230-2 x GASKET. νιν gr νη vom imo) e rs more ο ee CL 
-12 E1157 ' END, Hydraulic wing pin pulling cylinder. . . . es sesa 1 
-13 E1158 . NUT, Hydraulic wing pin pulling cylinder jam. . . . . . es 9 
-14 E1160 . HEAD, Hydraulic wing pin pulling cylinder . . . . + Lco. OI 
-15 E1161 SLEEVE, Hydraulic wing pin pulling cylinder . . . . . . . . +. 1 
-16 AN6246-22 ^. GURINQW μμ μμ e ei s ο 3) 09 SSL ee t UR, ep eee So woe, 2 
-17 AN6227.-22 is PACKING . . . . . © © « © « ο © © ot « ο ο ο 9 » a ο 5 9 9 n 2 
-18 E1162 E PISTON ASSEMBLY, Hydraulic wing pin pulling cylinder. .... 1 
; (magnetic inspected) 
-19 E1159 s CYLINDER, Hydraulic wing pin pulling. . . . . . ss ce eso 1 
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Section || 


ΑΝ 01-60AAB-4 Group Assembly Parts List 


LOOSE EQUIPMENT (Cont) 





H-184-53-36 


FIGURE 417 - WING FOLDING HYDRAULIC CYLINDER ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
417 E1144 CYLINDER ASSEMBLY, Hydraulic wing folding . . . . . . . . . e . . Ref 


(see figure 413 for next assembly ; 


-1 E1152 . BRACKET ASSEMBLY, Hydraulic wing folding cylinder . . . . . . 1 
-2 E1152-11 ^ BRACKET ASSEMBLY, Hydraulic wing folding cylinder . . . . . . i 
-3 AN365-1032 s NUT c xx el ce ee 49.9 2€ 9l CIE κος ο e ge cx ο Ὅφι ἵτις. Ie Ὁ τω 2 
-4 AN960-10 $ WASHER L.S 6: ὃς n νι a ο τό, aa a URL. a ao ar A 
-5 NAS221-12 A SCREW, Brazier head Phillips recess alloy steel . . . . . . . 9 
-6 E1151 . BEARING ASSEMBLY, Hydraulic wing folding cylinder . . . . . . 1 
-7 NASTT-12-53 A . BUSHING, Flanged press fit steel . . . . . . . . . . wee 1 
-8 E1153 ο NUT, Hydraulic wing folding cylinder rod check. . . . . . .. 1 
-9 E1146 5 HEAD, Hydraulic wing folding cylinder . . .....-...... 1 
-10 E1149 à SLEEVE, Hydraulic wing folding cylinder . . . . . . . s . à 1 
-11 ANG246-42 A RING: 2 75.27. a awa a ἴων a Gat Set aa el E bo a 4 
-12 AN6227 -42 $ PACKING: aet 4, See? oo a Ὅν. αὶ ο Pie REC as δν. οί ντος ο ὃς a e 2 
-13 E1150 . NUT, Hydraulic wing folding cylinder. . wx ο Jes ο 1 
-14 TR2-23D . RETAINER, Gland (ΝΑ)... ....... μι Fam ον ο ο ον 1 
-15 AN6231-13 2 WIPER i 3 δν cw, “ὡς ως EIE S en Moi Soe κα Sur 1 
-16 2W1ALP81-53-64 . WASHER, Plain (ΝΑ)... +... +. +... +. + . EE 
217 AN6232-4-3/8 . BELT. ο ο BP TENE TR ο ο 1 
-18 TR3-23D . RETAINER, Rod "O" ring (NA) . . +. +. +. .. 4... eee 1 
-19 AN6246-23 a RING av 305 85S ον € ἐν’ ο ες ἀξ oh ETC RV ἃν DIOSA rte πό τὰν δὲ enters EIAS 2 
-20 AN6227-23 : PACKING ol a a ὦν Ree" ος ο) e ses Ὅν So ος N τ 1 
-21 E1150 è NUT, Hydraulic wing folding cylinder. . . . . . . . o... 1 
-22 E1602 3* * END ASSEMBLY, Hydraulic wing folding cylinder... . * 1 
-23 NAS77-8-37 ὅ . BUSHING, Flanged press fit steel. A ἐκ. Vat UP SUN" a 4 
-24 ANG244 -19 . RING. 4271 7 SN a a wo Rue σσ Led SET te — 2 
-25 AN6230-19 ὃ [οι ο νο πίει νων, oS ο Sao xa. ο ο ος 1 
-26 E1157 a PISTON ASSEMBLY, Hydraulic wing folding cylinder. . . 4; veh a 1 
-27 E1148 å CYLINDER, Hydraulic wing folding (magnetic inspected) e 1 
-28 E1562 * P BUSHING, Hydraulic wing fold cylinder piston rod. E i 1 

z 1 


-29 AN6227-29 x . PACKING. . i-e ue a eoru Ὁ dai VL m US 
* E1602 together with E1562 and AN6227-29 supersedes El145 
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Group Assembly Parts List AN 01-60AAB-4 
LOOSE EQUIPMENT (Cont) 








H-184-53-29 
FIGURE 418 - OUTBOARD WING TO INBOARD WING JURY STRUT ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
a ΟΣ ..--------ςᾱ----.---------------΄-------------΄--------------------------------- 
418 E2501 STRUT ASSEMBLY, Outboard wing to inboard wing jury. . . . . . » . Ref 


(see figure 410 for next assembly) 


-1 E2502 . FITTING ASSEMBLY, Jury strut inboard. . . . . e . s es . . 2 
-2 E2508 ] . WASHER, Jury strut anti-chafing. . . . e s . e s e s eo 1 
23 AN316C16R 5 . NUT. . A O 
-4 9C1-2-3 ο Z CHAIN, No. i safety (NA). : "νε, IDEE C 
-5 E2506 * x PITTING, Jury strut attaching inboard. EA Αφ dr ea e -ᾱ 1 
-6 E2504 | ROD ASSEMBLY, Jury strut inside . . . . . . . eee ee eee 2 
-7 MR4 A κ ROD END (SHA) w- Sc casa. wi ο 6. Ὁ A we ei eee TA 
-8 A411 5 . PIP PIN AVDE) . A 3.42: 15 erian RN A 1 
-9 9c1-2-4 ᾷ . CHAIN, No. 1 safety (κ) . sr ue ο ie Mee ei ο τ 
-10 AN316C6R » . NUT... . κ E “ar Se! ο πα ο. 
-11  , E2509 z . FITTING, Wing “fold jury strut. νυ ο as ar eS 1 
-12 E2504-3 : . TUBE, Jury strut inside. . . . . s ee «ο ο eee ee ee l 
-13 E2505 X ROD ASSEMBLY, Jury strut outside. . . . . s s s ee ee eee 2 
-14 E2505-3 i . TUBE, Jury strut outside . . . . ecse e . s e . . . . . . . 1 
-15 A415 ‘ . PIP PIN (AVDE) . . ο ο ο ο ο ath lp ο 1 
-16 9C1-2-7 zoCT T CHAIN, No. 1 safety (NA. jad: ομως ἐν. 1l 
-17 E2509 E . FITTING, Wing fold Jury strut. AA A ía 1 
-18 9c1-2-4 . . CHAIN, No. 1 safety (ΝᾺ). .. . +. +... .. . . . . . . + . 1 
-19 ΑΦ11 ‘ . PIP PIN (νε πα ο ο or ο ο a MES 
-20 AN316C6R . . NUT. M SM DLE KM CHEN 
-21 ΜΒΑ ? ROD END (SHA). 2. ts Ξ ον ο ο ο“. 
-22 E2503 , FITTING ASSEMBLY, Jury strut attaching outboard . . . . . . . 1 
-23 E2507 : . FITTING, Jury strut attaching outboard ο ο 1 
-24 AN316C16R 4 . NUT. St pare ο ο ο ο Je ο ος 1 
-25 E2508 s Ε WASHER, "Jury Strut anti- «chafing. πη 1 
-26 9C1-2-3 . GHAIN, No. l safety (NA) . eso woo ro ee ae ee cere α 


ee SP 
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LOOSE EQUIPMENT (Cont) 
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FIGURE 419 - JET ENGINE COOLING DUCT PLUG ASSEMBLY 


Section II 
Group Assembly Parts List 


H-184-73-8 





UNITS USEABLE ON 





INDEX NUMBER NUMBER 3 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
19 175-73005 PLUG ASSEMBLY, Jet engine cooling duct . .. Ref 
(see figure 410 for next assembly) 

-1 175-73005-3 . FRAME, Jet engine cooling duct... . . . . . . . . . 4 s s 1 
-2 175-73005-31 ,. WELD ASSEMBLY, Jet engine cooling duct. . . . . . . . . . . i 
z3 175-73005-15 . TRUNNION BLOCK, Jet engine cooling ducet . . . . . . . . . . 1 
-4 175-73006 . HANDLE, Jet engine cooling duct plug. . . . . . . . . . . . 1 
-5 AN545-10R6 y ASCREWO ὁ δν ντα R^ εν ase ere HR δες ee ator ea ee ah Ala es Ut Sn ee de 2 
-6 AN545-10R14 ber ιο SS, m Bee tA ο“. 4 
-T AN545-10R8 e GREW πώ, ο Jee esd Ga Sy cies is ο ow tae Nie es uec τοὶ AR Lu eve da, τω τὰ 3 
-8 2W1C14-36-63 s "WASHER; Plain (NADO as Soe as > Se c ce m RAD A EU as 1 
-9 1281 . STREAMER, Red warning (ΝΑΔ)................. 1 
-10 175-73005-5 . BLOCK, Jet engine cooling duet. . . . .. . . . . . . . . . i 
-11 175-73007 . SEAL, Jet engine cooling duct plug. . . . . . . . . . . . . i 
175-73005-41 . RIVET ASSEMBLY, Jet engine cooling duet . . . . . . . . . . 1 

-12 175-73005-9 - . PLATE, Jet engine cooling duct .............. 1 
-13 175-73005-7 . . BOLT, Jet engine cooling duet. . . νο ο . . we v v x2 1 
-14 79-040-187 -0719 > ¿ROLL PIN (EN) ο oco ace oom Glos dese Es a ns£ wv oua 2 
-15 AN9H5-3P +: WASHER: 2023 4) eta a ay δρ ὧν ον URL pe ον ος. di vmm Te 1 
-16 AN350-1032 :-. ΝΟΕ, E donee d We qe desc NW Dem SOR e CAT CE DORT ce aD E ϱ κ Ce 1 

—_——— aAa aa Γγ ΓΓ -᾽----------------᾽-.-.-- -τ--ἰ----------------------.... 
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Section. 11 
Group Assembly Parts List 





AN 01-60AAB-4 


LOOSE EQUIPMENT (Cont) 





H-184-51-27 


FIGURE 390 - COMPLETE BOMB BAY VACUUM PUMP BRACKET ASSEMBLY 
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FIGURE & 


INDEX NUMBER 


420 


-1 
-2 

-3 

-4 

-5 

-6 

-7 

-8 

-9 

-10 
-11 
-12 
-13 
-14 
-15 
-16 
-17 
-18 
-19 
-20 
-21 
-22 
-23 
-24 
-25 
-26 
-27 
-28 





PART 
NUMBER 


169-51057 


169-51058 
AN3195-4 
AN365 -832 
AN960D8L 
AN509-8R6 
JX51K 
AN515-6R5 
AN3160-15 
2B1-10-2 
169-51801-5 
AN833-6D 
AN924 -6D 
AN902 -6 
10-55 
AN893-7D 
44E00-5 
AN824 -6D 
11-1050-81 
169-51801-3 
ANT!A3 
AN960D416 
1511-40 , 
AN3108-16-11S 
AN3106 -16-11S 
AN3057 -8 
AN931-9-13 
AN902 -5 
169-51801-7 


2 3 4 5 6 


BRACKET ASSEMBLY, 


(see figure 


BRACKET ASSEMBLY, 


FASTENER. . 
NT... ... 
WASHER 
SCREW. . . . . 
FILTER (SPR). 
SCREW. . . 


CIRCUIT BREAKER. . 


BAR, Bus (NA) 
LINE ASSEMBLY, 
ELBOW. . . . . 
NUT. a.a’ 
GASKET . . 


TEE. x ος 
VALVE, 
LINE ASSEMBLY, 
BOLT . . ... 
WASHER 


AIR PUMP ASSEMBLY, 


PLUG. 4 i xov 
PLUG 4. ος ιο 
ADAPTER. 
GROMMET. . . 
GASKET . . . 


Air (HN) . 


ΑΝ 01-60AAB-4 
NACELLE (Cont) 


7 NOMENCLATURE 





Section [| 


Group Assembly Parts List 


Bomb bay vacuum pump complete. 


410 for next assembly) 
Bomb bay vacuum pump. 


Vacuum pumps to dehydrator à 


oe t we . on 


Check (BA) o suia hoc x oe 
Vacuum pump interconnection. 


. 


LINE ASSEMBLY, “Vacuum pump interconnection. 





"Motor driven (ECP drawing No. 151i-4c) 


PREHPWHN TO O0 O0 H NPP EYP E HE EB E NEN EER EH 
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Section 11 


Group Assembly Parts List AN 01-60AAB-4 
LOOSE EQUIPMENT (Cont) 





H-184-63-15B 





FIGURE 421 - COMPLETE BOMB SWAY BRACE ADAPTER ASSEMBLY 
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AN 01-60AAB-4 


LOOSE EQUIPMENT (Cont) 


Section || 
Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

21 109-035 ADAPTER ASSEMBLY, Bomb sway brace complete (see figure 410 Ref 
-1 NAS145-25 BOLT, Internal wrenching steel ta VOX ao ie v 1 
NAS145-54 . BOLT, Internal wrenching steel (rear) EAE 1 

-2 AN365-524 c ΠΟ. uw a A Bare : : MU S 2 
-3 AN316-10R . NT.. ds ο ο e e de MAS EE s Fac 4 
153-63545 . PAD ASSEMBLY, Bomb bay adapter sway brace ME 4 

-4 163-63059 , BOLT, Bomb sway brace pad ο αμα, x 47 1 
-5 2W1-17 -28-32 E WASHER, Plain (NA) . . . . Du $e Vo vss de 1 
-6 163-63057 . . PAD, Bomb sway brace . . . . . . . . ο ας 1 
-7 153-63546 . SCREW. . 1 
-8 147 -63291 . BARREL, Bomb "bay adapter equipment supporting turnbuckle. 3 
-9 HM4 . ROD END me) e αν, Mr ο αρ 3 
-10 HMLA . ROD END HEG J tnd, cvs S 3 
-11 AN365 -428 zc PNUD ie ο vq S 3 
-12 AN960D416 . WASHER. ....... a 3 
-13 AN4-11A a: BOLT Vei i ο ο pee IW. Dae ο ο ο 3 
-14 169-63550 . PLATE ASSEMBLY, Bomb bay sway brace adapter forward . 1 
-15 169-63537 . PLATE ASSEMBLY, Bomb bay sway brace adapter rear. . . 1 
-16 AN365 -820 set MT LT. E eU Ix oce Xo ULM Gu do VERDE XD UY ; a τ 8 
-17 AN960D816 . WASHER ο ο μα A a qn ν 8 
-18 NAS148-69 . BOLT, Internal wrenching steel 1/2720 ν v^ im ας 4 
-19 AN8-26A . BOLT.. 4 
48A9H1 . ADAPTER, General “arrangement aero 1A- 230 in bomb rack (GFP). Ref 

-20 48A9H1-1 . . RACK ASSEMBLY, Aero 1A-30 inch bomb rack c (ar MEN 1 
-21 48A9H2-1 . ADAPTER, Front (GFP) . . . . ed ir μας 1 
-22 48A9H3-1 : ADAPTER, Rear (GFP). . . . . . . . . ήν ου 1 
-23 AN365 -624 s NUT. 5 ος, -ᾱἱ at d ον di d nes BENS . ο πα TE 6 
-24 AN960-616 * WASHER 4. e www bn Wo ty Ce; CRI m Te Lis eo usa I 18 
-25 48A9E7 -2 3 SPACER (GFP) ........ 04004 P veh owes fafa om ος 6 
-26 AN6-20A " BOT... AO ο RI a ο ο ea Ὢ 6 
169-63530 : ADAPTER ASSEMBLY, Bomb sway brace e KL 1 

-eT AN365 -428 s NUT Qe viru δια Soe dion dpa fel ὃν ο MEN e| de wu eer T tS 18 
-28 AN960D416 tó WASHER. Wo ας “ο; ον ES τῷ oe ae des CL "e E Rr Rea LS. rel μον 34 
-29 ANY -17A Er. ο ο ΜΕ E dr. O Se Luo NE Wo ada ve e ás τὰ 16 
-30 169-63543-5 . . FITTING, Bomb bay sway brace adapter hoist πο... 2 
-31 169-63543-3 . . FITTING, Bomb bay sway brace ο ών hoist sae wx 8 2 
-32 NAS 334A10 da ΘΟΠΕΝ o a «ὁ ος ὃς ce ο τς A a A ο 2 
-33 NAS 334A16 po (SCREWS 0 09 v ο Ἔν. d. aem aU ο μμ. 1 
-34 AN960D516 5-36. WASHER = ο a de A ra A 12 
-35 AN365-524 +. NT . k DEC EE 14 
-36 169-63534 MN FITTING, Bomb sway brace adapter RH front. . . S % 1 
-37 NAS 335A20 . . BOLT, 100? close tolerance high πει 5/16- Biel 4 
-38 AN509-516R16 . . SCREW... Sash e ye. da 1 
-39 169 -63532 . . PITTING, Bomb sway brace adapter RH “rear RCM d ὃς EN 1 
-40 169-63535 . . LINK, Bomb sway brace adapter fitting. . . E " . 2 
-41 169-63544 . . LINK, Bomb sway brace adapter forward fitting. EO aces 2 
-42 NAS143 -5C 5 WASHER, X4130 or equivalent 125000 to 145000 psi . . . . 3 

countersunk and plain types 

-43 NAS145-24 ο BOLT, Internal wrenching steel . . E ri Ὁ 1 
-44 169-63531 : FITTING, Bomb sway brace adapter LH rear... è 1 
-45 169-63533 : FITTING, Bomb sway brace adapter LH front. . we dux ot ος 1 
-46 NAS 335A16 $ BOLT, 100° close tolerance high strength 5/16- SOW σος 1 
-47 NAS335A21 ‘ BOLT, 100° close tolerance high strength 3/167 ο} . . «. « 1 
-48 NAS145-22 . BOLT, Internal wrenching s steel l 53/16-24 š gts 1 
-49 AN5-10A r BOLT o ou ar a a da ΓΕ . 2 
-50 AN509-516- 30 E SCREW . . . . . MC 5 ^ we ee Ὅτ v a . 9 
-51 AN365 -624 3 NUT . 5105 2539.5 . 1T 
-52 AN960D616 . WASHER. . . . . ; 33 
-53 AN509-616-32 s SCREW . . . . . St sae: wae ο us 1 
-54 169-63539 A BLOCK, Bomb swa ay brace > adapter pad attaching e um 4 
-55 ANÓ -20A i BOLT. . . . . . ATE NU: 4 
-56 AN6-22A A BOLT. 3 CS à 12 
-5T 169-63542 . . BLOCK, Bomb sway brace adapter inboard pad attaching 4 
169-63658-1 . . BEAM ASSEMBLY, Bomb sway brace hoist LH. PUTA EP TEES 1 
169-63658-2 . . BEAM ASSEMBLY, Bomb sway brace hoist RH. ML PES 1 

-58 AN221-2 av c» c» PULLEY: 47523 a 4: du x09 ole, mm E LR e ᾱ a a 1 
-59 169-63659-3 . . FITTING, Bomb sway brace hoist beam support. ...... 2 
-60 169-63659-5 . . FITTING, Bomb sway brace hoist beam support. : 9 
-61 AN210-1B » PULLEY. Ὁ ads Rugs Mw al ia oe -ᾱ . A 1 
-62 AN24-60 : BOLT TE ο RA Lu Uu τ s 1 
-63 AN960D416 & WASHER ο. ο ariin a e ο cen a ee a ^ 1 
-64 AN310-4 . NUT. . WO pe an, Hes cw ignoret a ce! ον, Ey " 1 
-65 169-63574 | BELLCRANK "ASSEMBLY, Bomb adapter manual release £ 1 
-66 AN393-9 a “PING: ee a . EE E TE E e TET AES . y 2 
-67 169-63578 . LINK, Bomb adapter manual release ; "m : : 2 
-68 146-56723 . SPRING, Holdback stop cable take-up . . WE e. A 1 
-69 184 -63655 CABLE ASSEMBLY, Sway brace release. e O E 1 
-το 184 -63652 CABLE ATTACHMENT ASSEMBLY, Sway brace release d. RI «γνῶ, γι 1 
-71 169 -63638 CABLE ASSEMBLY, Bomb adapter arming pullout πη 3 
169-63638-10 CABLE ASSEMBLY, Bomb adapter arming pullout ρα 1 

-72 1169-63636 CLEVIS, Bomb arming pullout cable. Ld 1 

(used on 169-63638 oniy) 

-13 169-63639 NUTPLATE, Bomb arming pullout cable adjusting. . . 1 
-78 169-63640 . SCREW, Bomb arming pullout cable adjusting ECC 1 
169-63641 CLEVIS Ern 1 


Bomb esoo cable . 


luse on 169-63638-10 only) 
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LOOSE EQUIPMENT (Cont) 





H-184-63-11 


FIGURE 422 - FRONT AND REAR BOMB TRUSS SWAY BRACE ASSEMBLIES 
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Section [| 


-6OAAB-h 
AN 01-60AAB Group Assembly Parts List 


LOOSE EQUIPMENT (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
422 FRONT AND REAR BOMB TRUSS SWAY BRACE ASSEMBLIES 

169-63581-1 . TRUSS ASSEMBLY, Bomb sway brace front complete LH . . . . . Ref 

(see figure !10 for next assembly) 
169-63581-2 TRUSS ASSEMBLY, Bomb sway brace front complete RH... Ref 

(see figure 410 for next assembly) 
-1 AN365-820 NU a chi bes Qo aero e o ai ἂν Ue ucts 4 
-2 AN960D816 κ (WASHER: os yox sov : M 4 
-3 AN8-14A κα BOB ο decay we τος A Se vue τῶν το, cap Ὁ GE τον Ἕν ϱ 4 
-h AN365 -428 Wu NUT. ντ... ee AD a et αμα. 2 
-5 AN960D416 scu ο ιο ο a aes chk e og Drak ti ton 1 2 
-6 AN4-10A 2 a BS a x x AE oS cae AR ᾱ ϱ eR τος a ο ai a 2 
-T AN8-36A e . BOLT. š E oy Sete ὦ š i 
-8 4B21S8-016 . . BUSHING, Spacer “(tH “only) (NA) a3 n 1 
-9 169-63536 , SUPPORT, Bomb sway brace adapter RH “front. 1 
-10 169-63525 p SPACER, Bomb sway brace rear truss . . ας 1 
-11 169-63510 5 STRUT ASSEMBLY, Bomb sway brace front truss. 2 1 
-12 169-63520 P CLEVIS, Bomb sway brace strut... "ETE 1 
-13 169-63506-1 TRUSS ASSEMBLY, Bomb sway brace front LH : 1 
169-63506-2 TRUSS ASSEMBLY, Bomb sway brace front RH... . 1 
-14 169-63521-1 SUPPORT, Bomb sway brace front truss forward LH a 
169-63521-2 SUPPORT, Bomb sway brace front truss forward RH. . 1 
-15 169-63522-1 SUPPORT, Bomb sway brace front truss aft LH 1 
169-63522-2 + . SUPPORT, Bomb sway brace front truss aft RH. . 1 
169-63582-1 TRUSS ASSEMBLY, Bomb sway brace rear complete LH. . . . . Ref 

} (see figure 410 for next assembly) 
169-63582-2 TRUSS ASSEMBLY, Bomb sway brace rear complete RH. . Ref 

(see figure 410 for next ii. 
-16 AN8-44A a BOLT (LH Only) . . 1 
-17 AN960D816 : WASHER (1 used on RH). 2 
-18 4B21M-S8-024 BUSHING, Spacer (NA) (LH only) . . ED 1 
-19 169-63527 BUSHING ASSEMBLY, Bomb sway brace beam attaching AR 2 

(1 used on RH) 

-20 169-63525 - . SPACER, Bomb sway brace rear truss . . . . . . . . . +... 1 
-21 AN365 -820 s! S NUT uc αι, μι RA TTE 1 
-22 169-63528 . . SUPPORT ASSEMBLY, Bomb sway. brace adapter RH rear. . . . 1 
-23 AN8-4OA ο, ue BOLT (RH Oniy) 0 ος 03-3, a we ο eS Gu ewe 0m o3 1 
169-63508-1 . . FITTING ASSEMBLY, Bomb sway brace rear truss attaching LH 1 
169-63508-2 . . FITTING ASSEMBLY, Bomb sway brace rear truss attaching RH 1 
-24 169-63508-3 ey ας FITTING, Bomb sway brace rear truss attaching Ws αρ ὁ 1 
-25 AN365-428 " à E MUS $a αι. α SF. sho Se, de 2 
-26 169-63529 . . . STUD, Bomb sway brace rear truss attaching. a a 2 
-27 169-63507 -1 . . TRUSS ASSEMBLY, Bomb sway brace rear LH. . . ets fe 1 
169-63507 -2 . TRUSS ASSEMBLY, Bomb sway brace rear RH. . . . Xx 1 
-28 AN12-22A x BOLT 6o» * So» ox» € € € 4 Ὁ X XC κ.α. WX as 1 
-29 AN960D1216 . WASHER. ο, D Le Ιαν το m cS S 1 
-30 AN365-1216 veu NUBE ὠς wo s y οὖν ὃς δν. ὢ Vo nos 1 
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Group Assembly Parts List AN O1-60AAB-4 


LOOSE EQUIPMENT (Cont) 





H-184-63-16 


FIGURE 423 - COMPLETE BOMB SWAY BRACE BEAM ASSEMBLY 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
23 10609-03583 BEAM ASSEMBLY, Bomb sway brace complete. . . . . . . . . . . Ref 
(see figure 410 for next assembly) 

169-63526 . BLAM ASSEMBLY, Bomb sway brace. . . . . . . . . ο. 1 

-1 169-63511 . . RETAINER ASSEMBLY, Bomb sway brace . . . . . . «νο . 6 
-2 169-63514 - . . KNOB, Bomb sway brace retainer. . . . . . . . . . . 1 
-3 169-63513 - . . FITTING, Bomb sway brace retainer . . . . . . . . . 1 
-4 169-63528 . . . SPRING, Compression... ασ. at αι Nes Ge. tem. igh Pes 1 
-5 169-63512 . . . PIN, Bomb sway brace retainer Fear? ae ee ei εἰ. τῶν cas: Mar ας 1 
-6 169-63377 . . FITTING, Bomb sway brace beam retainer... cd 2 
-7 169-63378 . . CAP, Bomb sway brace beam. . . $c κο ὦ A 
-8 169-63376 . . FITTING, Bomb sway brace beam forward. ; . . 1 2 
-9 169-63515 . PAD ASSEMBLY; Bomb sway brace . . . . . . . . . . . les m 
-10 AN365-524 $ NUT ο E ο en i Mey A E Fae ο ασ ο.” 1 
-11 AN5-16A . τ BOLT. "Um ὢ ως xy δ, i a ο) ὡς ep. ως e pe AO Des yel Ve ere, 1 
-12 169-63518 . . SLEEVE, Bomb sway "brace; νον τν ΡΕ ο 1 
-13 163-63059 - . BOLT, Bomb sway brace pad retainer . vix Ne quce το 1 
-14 2W1-17-28-32 . . WASHER, Plain (NA)... . . . ee ee . . . . .. 1 
-15 169-63516 . . PAD, Bomb sway brace . . . 3 . - > 1 
-16 169-63519 . . PIN, Bomb sway brace adjusting Screw Eo eue cles ο πο. 1 
-17 169-63517 . SCREW, Bomb sway brace adjusting . . . . . . . . . . ον H 
-18 169-63379 . SLEEVE, Bomb sway brace . . . . . . . sis : ; 2 


ο LUNES AM LI A A μας ασ ώς E ουρανιο A 
766 








Section [| 


-60AAB-4 
AN O1-60AAB Group Assembly Parts List 


LOOSE EQUIPMENT (Cont) 





H-184-63-14A 


FIGURE 424 - FRONT AND REAR BOMB ARMING PULLOUT CABLE SUPPORT ASSEMBLIES 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
424 FRONT AND REAR BOMB ARMIMG PULLOUT CABLE SUPPORT ASSEMBLY. . . Ref 

169-63631 SUPPORT ASSEMBLY, Bomb arming pullout rear cable. . . . . . Ref 

(see figure 410 for next assembly) 

-1 169-63631-9 * . . SUPPORT SUB ASSEMBLY, Bomb arming pullout rear cable ‘ 1 
-2 AN393 -87 s PIN... x 1 
-3 169-63632 . PITTING ASSEMBLY, "Bomb arming. pullout “cable attaching. 2 1 
-4 169-63634 . . FITTING, Bomb arming pullout cable clamp . . . . + s 3 
-5 169-63633-12 . . CABLE ASSEMBLY, Bomb arming pullout. . . +. . + + » 1 
-6 169-63635 . + . CLAMP, Bomb arming pullout cable . . . . . . . +. + : 3 
-τ AN960DÀ 16 sow WASHER. uo $c. God € το ο 99 dece) A ite ceo -ᾱ- -ᾱ x 3 
-8 ANA -10A a ο BOLT . xz oe er se OK Cer TR es " 3 
-9 169-63633-11 . . CABLE ASSEMBLY, “Bomb arming. pullout. R πώ 2 

169-63637 . SUPPORT ASSEMBLY, Bomb arming pullout cable front i Ref 

(see figure 410 for next assembly) 

-10 169-63637-11 y . SUPPORT SUB ASSEMBLY, Bomb arming pullout cable front. 1 
-11 ANY -10A e dw. MOL E € 905; Ὁ ὦ A ue a ee 3 

ΑΝΗ-ΤΑ e BOLT Ὁ κ a δ. εσας ον a Ὁ a 1 RA A μετα Ὁ A 1 
-12 AN960D416 . . WASHER. . . EE & Udine ee du 4 
-13 169-63635 + . CLAMP, Bomb arming pullout cable ο Ἵν ου” " 4 
-14 169-63633-11 4 . CABLE ASSEMBLY, Bomb arming pullout. op se cx 4 
-15 169-63634 . FITTING, Bomb arming pullout cable clamp . . . ΗΝ 4 

Revised 15 August 1955 766A 
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FIGURE 424A - SINGLE POINT BOMB HOIST SUPPORT ADAPTER AND LIFT ASSEMBLIES 
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Section [| 


AN 01-60AAB-4 Group Assembly Parts List 


LOOSE EQUIPMENT (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 € Y NOMENCLATURE PER ASSY. CODE 
1424A SINGLE POINT BOMB HOIST SUPPORT ADAPTER AND LIFT ASSEMBLIES 

E2597 - ADAPTER ASSEMBLY, Single eno bomb hoist support RO. | er toy’ OL, 5 1 
-1 AN515-6-7 . «o οι μα dw oes i ο UE A ος ae “ed a) aren SE tae op 2 
-2 AN364 -632 «cue | NUR e Ys V ἃ 2 
-3 E2603 « . CLIP ASSEMBLY, Single “point “hoist adapter- “shackle "nut. 1 

retaining 
-4 E2603-3 . . .. CLIP, Single point hoist adapter-shackle nut retaining. 1 
-5 E2603-5 - . . PIN, Single point hoist ορ σης -shackle nut EAS : i 
-6 2W1-12-16-032 "E ος WASHER, Plain (ΝΑ). . δ ο ο set ης de XA RUE 1 
-7 184 -52438 w ld . SPRING, Compression ^ ice ος ο, 1 
-8 E2604 + . SCREW, Single point bomb hoist adapter stabilizing dos 1 
(magnetic ΠΤ 

-9 9651-53-17 - . CHAIN, No. 1 safety (NA) Ὃ ο E eU rael eoe ὦ, ο TS" Tel 1 
-10 AN515-8R5 we. ο. “SCREW oi. ue a ο. ὃς ara "xTM 1 
-11 AN515-8R7 2 SCREW eu ὡν ον oer aed “Sp ο E uei ae ees ee PEE 1 

AN364 -832 3 NUT. a veo ος n κ ws k ; 2 

E2657 à LIFT ASSEMBLY, “Bomb hoist handling provision. ς ο. Ὁ “Ὅν των, -ᾱ 1 
-12 Ε2662 5 COLLAR, Lift assembly bomb hoist handling lower. 1 1... 1 
-13 AN6-33A s o BOLT 2$ o. « ΓΝ νο ΝΕ wi ou NS Ὁ 1 
-14 2W18-616 - . WASHER, Flat (NA). ο sw Je eh wo A vier um e who og 1 
-15 AN365-624 co. NUT. 2... -— X ART 1 
-16 E2659 . . COLLAR, Lift assembly “bomb hoist handling, upper. ede we des 1 
-17 AN515-4R4 ow SCREW. so š y 4 de E 1 
-18 9C1-3-4 . . CHAIN, No. i safety. (Na) ον TA ον ο 1 

5R10 . . RING, Chain retainer . . SA.) hel νο vu lu 1 
-19 E2665 . . PIN, Lift assembly bomb hoist "handling it DA 1 
-20 E2664 KM STUD, Lift assembiy bomb hoist handling. > 1 
-21 AN3-30A wy as BOLT ss s a ο. ο ds OP E k E A ws i 
-22 2418-10 ‘ . WASHER, Flat (NA). WOW. ub AD WESS τῳ ο GS A lee δν «ον ᾱ- a cer Ὃς 1 
-23 AN365-1032 soc NU oe ο 5 Ss WU e ὁ 1 
-24 E2660 . . PLUG, Lift assembly “bomb hoist handling. ον ος is le 1 
-25 E2661 ο» REINFORCEMENT, Lift assembly bomb hoist handling i Cree a n d du: 1 
-26 E2657-41 + . LIFT SUB ASSEMBLY, Bomb hoist κά provision ος τῶν a 1 
-27 59-028-125-2000 + . ROLLPIN [E i ee Si Ses eras aie arcs, bus κ et er τα 1 
~28 59-028-094-0625 . .  ROLLPIN (EN) Sr τις ve WO i € OR ο Ὅς ᾱϱ) Ὁ τῷ τν -ᾱ τῷ ea y US 1 
-29 2W18-616 + . WASHER, Flat (NA). s, E -ᾱ- (αν -ᾱἱ (ος 6 1 
-30 Ἐ2658 s SHAFT, Bomb hoist handling provision ο κά ος Ge es E UM ας 1 
-31 BL87O m WINCH ASSEMBLY, Bomb hoist (BC) . . 8 r" 1 
-32 E2614 . COUPLING, Single point hoisting- -cable to shackle shaft. eis 1 

(not used with combat tank) 
E2624 . COUPLING, Single point bomb hoist-cable to combat tank. . . J 


shackle extension shaft (used with combat tank only) 


r—————————— A ως μμ μμ ωρα νι σωμα ως 
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H3001-63-581 


FIGURE 424B - AERO 4-A STORES SUSPENSION SYSTEM KIT 


766D Revised 15 August 1955 


FIGURE & 
INDEX NUMBER 


424B 


PART 

NUMBER 
184 -89900 
184-63126 
AN6-20A 
AN365-624 
AN365-1018 
184 -63141 
184 -63140 
184 -63137 
184 -63147 
AN8-11A 
AN365-820 
AN6-12A 
AN6-10A 
AN365-624 
184-63139 
184 -63149-3 
AN8-21A 
AN365-820 
494233H1 


48A9H1-1 


184-63142-3 
184-63142-5 
184-63151 

184 -54387-3 
AN3108A18-9P 
AN3057-10A 
AN3100M10SL3P 
AN3057-4A 
184-54387-5 
AN3106M10SL3S 
AN3057-4A 
AN3106A14S5S 
AN3057-6A 

184 -54385-1 
184 -54385-2 
184-63145 


184 -63145-3 
184-63145-5 
169-63636 
RA2487 -3 
RA2482-3 
AN664C3 
AN393-3 

184 -63144-1 
184 -63148-1 
2W1-28-28-063 
AN100-5 
2W1-28-28-125 
184-63144-5 
RA2487 -3 
184-63144-7 
2001M1B 
184-63144-3 
184-63148-3 
2001M1B 


1 


2 





ΑΝ O1-60AAB-Àh 


LOOSE EQUIPMENT (Cont) 


3 4 5 6 7 NOMENCLATURE 


KIT, Aero 4-A stores suspension system. 
SADDLE ASSEMBLY, Store handling . . 


oe ee n n 


PPP 


BOLT eror gs Gre sew ieu iP dE NA KE DO INT όρο 


NUT. (Vou unco ο RUE ο ο ο ED des ο MEI PE Ὁ 
NUT. . . : O As 
STUD, Store. handling Saddie "take üp. rv ote pv. bes 
FITTING, Store handling saddle hinge . . . . . . . . 
WELD ASSEMBLY, Store handling saddle upper . . . .. 


SHEAR PIN, Store handling saddle. . 
BOLT S ο ος i 


NUITS. nue me Noe BP «E Ie ceva’ glad: ἃ; Sepe dec) Sate, Sen pe 

BOLT: we ὁ μα ae OXIDE a a A ee: «ἁλῷ 

BOLT Dac kA UT Ὅς) Do Ge e ae o des a og qe ὦ 
NUT. to ο. ο C. De Me ae Ἵν ae 

LUG, Store handling saddle supporting. αν... 
ARM, Store handling saddle lower (forging) . . . . . . 
BOLT 0E wok Φα να ων δι AE A e cR TU 
NUT. * 


RACK, MK51 Mod 14 (government furnished and government 
installed) 

ADAPTER KIT, Aero 1-A bomb rack (government furnished. 
and government installed) 


FITTING, Store handling saddle MK51 hinge. 
FITTING, Store handling saddle MK51 hinge. 
LINK, Store handling saddle (forging). 


HARNESS ASSEMBLY, Electrical Aero 4-A store. suspension : 


. PLUG. . . 
ADAPTER . 


RECEPTACLE. 


1o. ADAPTER . 


BAR ASSEMBLY, Saddle shackle' closing. ON. 


BAR ASSEMBLY, Saddle shackle “closing. . 


HARNESS ASSEMBLY, Electrical Aero Me A store “suspension : 


κ a PLUG: I xx 5 
ADAPTER 4:9 A “at Ie ev tet er is e «ος ο US ee eos S: 

+ "BLUG. κ ν.μ ἐν we 

. ADAPTER . . n $ 

CONDUIT, Aero yo A harness “assembly electrical. A 

CONDUIT, Aero 4-A harness assembly electrical. . 

CABLE ASSEMBLY, Store handling saddle shackle. . 

manual release 

. TUBE, Store handling saddle shackle manual release. 

* CABLE, Store handling saddle shackle manual release 

. CLEVIS, Bomb arming pullout cable . 


eot T ot ο ὁ ο 9 f m 


5. 5 © © © © © t] 9 t2] t$ 9 ὁ ο : 


5 9 ο ο on 


. ee . . 


. BALL (ACA). . Ew uis e i ua ES s 
es SEYES-CACA) os ο e LUE -ρ TEENS RD E : 
BALL: 20v τν ep ια) ος SO Rex a A i . > 


PIN: e 2. : 


STUD, Saddle shackle piu d bar r assembly. 


eo. o] | 9 t] ο 9 ο 9 n9 
. 
. 


STUD, Saddle shackle closing bar assembly. : : 
PULLEY (AMRO). ὃς να τῷ E οι de as ute 


WASHER, Plain (Na) ο. S: ier σῷ Ser i E 
THIMBLE. . αι ED . . 
WASHER, Plain(NA). Si ide. ο δν, 1 : " 
CABLE, Saddle shackle closing. — ias ‘ . ο 
BALL (ACA) . fo ο... : aos 
HANDLE, Saddle shackle closing ο ο NIS 
PULLEY (AMRO). . e. ο ο 5 ο ο Ἕν he 


UNITS 
PER ASSY. 


e...‘ 


Hon f gm A p e IS E EH PO IO E EB iB I E EB. E. 2. iE i. B. B. ΑΛ I0 ΕΜ » I0 0000 Iz i6 AEN OO OO S iB 55400000” r5 


Section II 


Group Assembly Parts List 


USEABLE ON 
CODE 


` 
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Section ΙΙ . 


Group Assembly Parts List AN OT-OORAB=] 
SYSTEMS 

Index No. Nomenclature Figure No. 
1 333 ENGINE FUEL SYSTEM ...........- 364 
2 333 ENGINE FUEL FILTER . +. . . . . .. . . 364 
3 EXTERNAL DROP TANK ντο e e e e 22 
4 FUEL AND AIR LINES WOP . . . 21 
5 WCS DROP TANK FUEL AND AIR LINES . . 20 
6 FRONT FUSELAGE FUEL AND AIR LINES . . 20 
1 FUSELAGE FUEL SYSTEM . 114 
8 R2800 FUEL SYSTEM . . 367 





H-184-48-34 


FIGURE 425 - FUEL SYSTEM 
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Index No. 


1. 


Nomenclature 


REMOTE COMPASS TRANSMITTER 
PILOT'S INSTRUMENT PANEL 
AMPLIFIER, Auto-pilot . . . 
ADAPTER COMPASS,  Auto-pilot 
JUNCTION BOX, Auto-pilot . 
AMPLIFIER, Auto-pilot s 
AMPLIFIER, Auto-pilot . . « 


WATER INJECTION PRESSURE GAGE . 


POWER PLANT INSTRUMENTS . 
FUSELAGE FUEL QUANTITY GAGE . 
FUEL QUANTITY GAGE SYSTEM . 
JET ENGINE EQUIPMENT 


AN 01-60AAB-4 
SYSTEMS (Cont) 


Figure No. 


Sei 82 
sa ο 


FIGURE 426 - INSTRUMENT SYSTEM 





Section || 
Group Assembly Parts List 





H-184-51-32 
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Section ΙΙ _ 


Group Assembly Parts List ε.α 


SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 
1 FORWARD FUSELAGE SURFACE CONTROL . . . + . 160 
2 FUSELAGE FRONT SECONDARY SURFACE CONTROLS . 168 
3 FUSELAGE FRONT SECTION RH SIDE SECONDARY . . 169 

SURFACE CONTROLS . 
4 FUSELAGE INTERMEDIATE SECTION . . .. ... 171 

SURFACE CONTROLS 
5 FUSELAGE REAR SECTION SURFACE CONTROLS vue ο 
6 OUTBOARD WING PANELS SURFACE CONTROLS ... 35 
T AILERON OUTBOARD WING BREAK CONTROL . NE 36 
8 WING CENTER PANEL SURFACE CONTROLS . . . 37 
9 AILERON CONTROL WING BREAK INBOARD HORN i 38 
10 PARKING BRAKE SYSTEM . . . . . +. . cis 168 
11 ARRESTING HOOK SYSTEM . e iy 2 «mw 109 
12 AUTOMATIC PILOT RELEASE SYSTEM s% sae 108 
13 CONTROL LOCK SYSTEM . . +. . . . . . . +... 170 
14 CATAPULT HOLDBACK SYSTEM . . . . +... . . 358 
15 TIP TANK RELEASE SYSTEM . . . +. è a s f 
16 FLAP DRIVE SYSTEM . . . . . . e’ è 173 





H-184-52-35 - 


FIGURE 427 - SURFACE AND SECONDARY CONTROLS SYSTEM 
TTO 














Section || 


ΑΝ 01-60AAB-4 Group Assembly Parts List 


SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 

1 HEATER ca a ais A fe 191 

2 . CANOPY DEFROST MANIFOLD DUCT . . . . . . +. + 192 

3 “¿COOLING DUCT pa 4 e e αρα κ e ον 198 5 
4 SUPERCHARGER . + . . +... lr . . n n 193 

5 CABIN SUPERCHARGER RAM AIR VALVE . . . +. +. + 194 

6 WINDSHIELD DEFROST MANIFOLD . . . . . +. +. + 195 

7 





CABIN AIR DISTRIBUTION OUTLET ....... 195 


H-184-53-40 


FIGURE 428 - HEATING AND VENTILATING SYSTEM 
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Section 11 


Group Assembly Parts List ΑΝ 01-6OAAB-h 
SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 
1 POSITION LIGHT . . s - . - aa . e. E 32 
2 APPROACH LIGHT . . . . sso s s a .. +. os 4o 
3 CIRCUIT BREAKER PANEL . . . . . . . .... 212 
4 AUTO-PILOT JUNCTION BOX . . . . . ... .. ‘211 
5 BATTERY e s ο κ. p EC πε οφ ο Tia eb 
6 VOLTAGE REGULATOR . .. a δν wel ϱ os soe HAD 
T DOME LIGHT > . . soe w o « o... ew ew ee ee 212 
8 PILOT'S INSTRUMENT PANEL EQUIPMENT . . . . . 213 
9 LH CONSOLE PANEL . . ............ὦ 208 
10 KNOB ASSEMBLY . . . .... ο ο Ὧν was. 7205, 
11: INVERTER & v. . 6 s 5 eos Bw ὁ ο we s; 203 
19 CONSOLE. . w v eoe 08 xm νο 3 νο ος ο ΦΟλ 
13 JET ENGINE DUCT DOOR MECHANISM UPPER . . . 228 


SWITCH 


14 FIRE DETECTOR ............... 230 
15 GENERATOR ................. 385 
16 STARTER: 4x w 6e 9 a o6 wie Uu Ὅς κος 305 
17 NACELLE JUNCTION BOX . . . . . . . . . . . 409 





B-184-54-2174 


FIGURE 429 - ELECTRICAL SYSTEM 
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Section || 


ΑΝ 01-60AAB-4 Group Assembly Parts List 


SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 
1 FLOW DIVIDER. μα να gi wow HY HATS 
2 HYDRAULIC PRIMARY RUDDER BOOST VALVE . . . . 275 
3 RESERVOIR . . δ; ο μμ ο ο ος 
4 HYDRAULIC EMERGENCY PUMP | 111) 2 oo : Æ 
5 ACCUMULATOR ...............: 238 
6 RESERVOIR ASSEMBLY ....... 4c» wo oe 261 
T FLOW DIVIDER . . +. +. +. + ος cid ar ΘΒ 
8 RELIEF VALVE... + Ὁ s! ary ο ψ' TE 
9 HYDRAULIC RUDDER BOOST VALVE antaras dT 
10 HYDRAULIC AILERON BOOST ACTUATING CYLINDER . 44 
11 HYDRAULIC BRAKE CYLINDER . . . . « « . . . . 258 
12 HYDRAULIC ELEVATOR BOOST VALVE. . . . . . . 274 
13 HYDRAULIC EMERGENCY RUDDER BOOST . . . . . . 273 
14 HYDRAULIC RUDDER BOOST FILLER HAND PUMP . . 273 
15 HYDRAULIC UTILITY SYSTEM AND SELECTOR VALVE. 248 





ATA 


4 


> 





H-184-58-75 


FIGURE 430 - HYDRAULIC SYSTEM 
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Section ΙΙ — 


Group Assembly Parts List AN 01-60AAB-4 
SYSTEMS (Cont) 


Index No. i Nomenclature Figure No. 


1 RADIO EQUIPMENT STATION O TO . . utente de w. 322 
STATION 224-5/8 


2 RECEIVER TRANSMITTER... . . . . ..... 323 
i RADIO SET .... e. sie 4e. iss Ze ue. νι sss ον κῷ ο, «3 
DYNAMOTOR ... € δ. “ῳ x www. 

5 RADIO MARKER BEACON ANTENNA ew wow o; el 
6 RADIO EQUIPMENT STATION 224- 5/8' sos dw ek er I AED 
TO STATION 697 - 

T RADIO I.F.F. ANTENNA +. . . « o. . . .. .. 325 
8 ANTENNA VHF . . « . ee ee ee ee eee 64 


Zo 





H-184-71-39 


FIGURE 431 - RADIO SYSTEM 
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Section [| 


ΑΝ O1-60AAB-4 Group Assembly Parts List 
SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 
1 ANTENNA .................. 327 
2 MAGNETIC COMPASS ELEMENT . . ........ 329 
3 ELECTRICAL SYNCHRONIZER .......... 328 
4 BLOWER UNIT . . . .. ls ο ο ὃν ο ne 8f 
5 BLOWER UNIT os x o. 9 104 aeg) Ὁ ο doo] v9 328 
6 PERISCOPE: e 659 e 09 9 ow yov. o vov s 356 
T GYROSCOPE ........ ... 396 


H-184-74-37 





FIGURE 432 - RADAR SYSTEM 


TT5 








Section. 11 
Group Assembly Parts List 





Index No. Nomenclature 
1 SINGLE LUG BOMB SHACKLE S X d 
2 BOMB BAY REMOVABLE ADAPTER .. 
3 BOMB EQUIPMENT ........ 
4 WCS BOMB EQUIPMENT ...... 
5 BOMB SHACKLE ACTUATOR. . . . . 


ττ6 





AN 01-=60AAB-4 
SYSTEMS (Cont) 


FIGURE 433 - BOMB SYSTEM 











H-184-63-22 





Section [| 


AN 01-60AAB-4 Group Assembly Parts List 


SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 

1 QUADRANT . . . o... . . ee ee ee ew . . 382 

SYNCHRONIZER CONTROL UNIT TWO ENGINE . . . . 382 

` LIMITED RANGE ] 

3 ENGINE CONTROL NACELLE FIREWALL CLUSTER . . . 381 

4 JET ENGINE CONTROL ROD .......... . 38 

5 ENGINE MIXTURE CONTROL ROD . . . . . . . +. + 38 
6 ENGINE THROTTLE CONTROL ROD.. . . . . . . . . 381 " 





H-184-43-6 


FIGURE 434 - ENGINE CONTROLS SYSTEM 


τττ 
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Section Il 


Group Assembly Parts List AN ΘΕΘΘΆΕ 


| 
| 
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Stock Number 


Class 
Code 


ΒΒΟΝΑ 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


Part 
Number 


E1066-201 
E1066 -202 
E1067 
E1068-20 
E1137 
E1140 
E1142 
E1166-100 
E1332 
E1352 
E1494 
E1701 
E1702 
E1703 
E1832 


E1860 
E1865 
E2501 
E2538 
HSP455 
HSP1258 
HSP1260 
HSP1276 
HSP1382 
HSP1441 
HSP1573 
HSP1573-2 
MK2MOD2 
NAF601364 
PWA27 33 
PWA2934 
T71 

T245 
T247 
T248 
T249 
T257 
T260 
T397 
108-73089 
130-54217 


146-53079 
156-73005 
175-73005 
175-73008 


Revised 15 May 1955 


Section III 


AN O1-60AAB-l Numerical Index of 
Special Tools & Equipment 


SECTION ΙΙ 


NUMERICAL INDEX 





Description Source 
Code 


MECHANISM ASSEMBLY, Wing center spar folding LH 
MECHANISM ASSEMBLY, Wing center spar folding RH 
FITTING INSTALLATION, Front spar wing folding hinge 
KIT, Airplane hoisting, towing and jacking 


SLING ASSEMBLY, Horizontal stabilizer hoisting P 

SLING ASSEMBLY, Wing outer panel hoisting M1 
STAND ASSEMBLY, J-33 engine M1 
SLING ASSEMBLY, Vertical stabilizer hoisting 

PAD ASSEMBLY, J-33 engine plenum chamber work Μα 


LADDER ASSEMBLY, Horizontal stabilizer access 

PLATFORM ASSEMBLY, Bomb bay work 

HOIST ASSEMBLY, Fuel tip tank sling ` M1 

STAND ASSEMBLY, Turbo installation hoist P1 

FIXTURE ASSEMBLY, ASB-1 radar computer removal 

BAR ASSEMBLY, Auxiliary landing gear axle towing 
and nose hold down 

SLING ASSEMBLY, ASB-1 radar computer removal 

JACK ASSEMBLY, Vertical stabilizer folding 

STRUT ASSEMBLY, Outboard wing to inboard wing jury 

BASE ASSEMBLY, Removable computer fixture 

WRENCH, Dome' retaining nut 

HANDLE, Dome lifting 

WRENCH, Stop lever adjusting 

WRENCH, Servo piston and dome cap 

WRENCH, Blade seal nut 

SLING, Prop hoist 

WRENCH, Prop retaining nut 

ADAPTER, Retaining nut wrench 

TORPEDO TRUCK (Hi-11ft) 

TOW BAR 

WRENCH, Prop shaft plug nut 

SLING ASSEMBLY, R-2800 engine: 


PROTRACTOR ASSEMBLY, Surface Controls P1 
EXTENSION ASSEMBLY, Spark plug wrench M1 
WRENCH, Adjusting spanners 5" and 8" E 

WRENCH, Socket 3-3/8 hexagonal and 4-3/8 pin P 

WRENCH ASSEMBLY, R-2800 engine flexible mount P 

‘WRENCH, Drop tank front Supporting pin P 

GAGE, Main gear wheel door lock M1 
WRENCH ASSEMBLY, Bomb shackle nut torque 

COVER ASSEMBLY, Pitot tube P 

TOOL ASSEMBLY, Electrical pressure disconnect M1 

fitting 

LADDER ASSEMBLY, Maín entrance Μι 
COVER ASSEMBLY, Engine Μι 


PLUG ASSEMBLY, 6-33 engine cooling duct 
PLUG, Jet engine exhaust duct 


.Usable 


on 
Code 


Micro- 
Film 
Index 


XL-448 
XL-449 


C-538 
E-670 
H-198 
E-671. 
C-542 
C-546 
C-547 


XE-254 
A-333 


P-101 


T79 





Section ΙΙ 
Numerical Index of 
Contractor Parts ΑΝ ΟΙ-όΟΑΑΒ-4 

28 FIGURE [rorar]microrm] [STOCK NumeerR [Es 
89| AND INDEX | QTY. | NUMBER | [crass CODE] PARTNUMBER [3% 
















STOCK NUMBER 


| CLASS CODE | PART NUMBER 
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E1066- 1 Ε1066-2Ρ1 
E1066- 2 E1066-202 El171- 3 1 
£1066-201 El066-3P1 E1171- 5 1 
E1066-202 E1066-3b2 Ε1171- 7 1 
E1066-301 E1178 1 
E1182 4 
Ε1066-302 Ε1183 414 - 12 2 
: E1183- 3 414 - 26 1 
E1067 Ε1183- 5 414 - 25 1 
E1068- 20 £1183- 7 414 - 20 1 
Hip id El 
pr - 2| ? E1327- 3 414 = 35| 1 
£1070- 3 414 - 4 1 
E1328 414 = 34 1 
E1071- 3 414 - 8 1 E 
E1329 414 - 28 1 
E1073- 3 414 = 3 2 E1320 414 = 31 1 
E1074- 3 414 = 11 1 ΒΒΖΝΑ Ε1332 410 - 23 1 
E1075- 3 414 = 7 1 El343 414 - 33 1 
E1076- 3 414 - 10 1 El344 414 - 32 2 
E1082- 5 415 - 46 1 £1346 410 - 10 4 
E1084 415 = 41 1 E1347-103 412 - 30 1 
E1085- 3 415 - 40 1 E1347-104 412 1 
E1086 415 - 38 1 E1347-105 412 1 
E1087 415 - 45 1 El347=106 412 1 
E1088 415 - 42 1 El348= 3 410 - 2 2 
E1088- 3 415 - 44 1 E1348- 5 410 2 
Elo88- 7 415 - 43 1 E1350- 10 
E1089 415 - 14 1 E1250- 20 
E1069- 3 1 Ε1350- 30 1 
E1089- 5 1 
E1089- 7 1 E1351- 3 1 
Ε1351- 9 1 
E1089- 9 1 
E1090 1 Ε1351- 13 2 
E1351- 15 2 
El090- 3 1 Ε1351- 17 1 
E1090- 5 1 E - 
Ε1351- 19 1 
Ε1095 1 
Ε1351- 21 1 
El095- 9 1 
Ε1351- 23 1 
E1127- 3 1 
E1372 1 
E1127- ὁ 1 
7 E1372- 15 2 
E1127- 5 1 E1372-101 1 
Ε1127-101 1 El494 2 
E1127-102 1 E1562 1 
Basco 1 E1602 1 
E1128- 3 1 Ε1602- 2 
E1123 1 E1603 2 
|£E1129- 3 1 El603= 7 1 
E1131 2 E1604 4 
£1132 4 E1604- 11 4 
£1136 2 E1604- 13 2 
E1142 1 E1605 1 
E1144 1 E1605- 7 1 
E1617- 1 1 
E1146 41T- 9 1 £1701 1 
E1147 417 - 26 1 E1703 1 
E1148 417 - 27 1 E1703- 3 1 
E1149 417 - 10 1 El703= 5 1 
E1156 417 - 13 2 E1703- 7 1 
417 - 21 E1703- 8 1 
E1151 417 = 6 1 E1703- 9 1 
E1152 417- 1 1 E1703- 10 1 
E1152- 11 417 - 2 1 E1703- 11 4 
E1153 417 - 8 1 E1703- 15 2 
E1156 413 - 1 1 E1703- 19 2 
E1703- 21 2 
E1157 1 E1703- 33 1 
E1158 2 E1703- 35 1 
E1159 1 E1703- 37 1 
E1160 1 E1703- 39 3 
E1161 1 E1703- 41 1 
6 1 £1703- 45 1 
EMT 1 E1703- 51 1 
Ell64- 3 1 E1703- 53 1 
E1164- 5 1 E1703- 55 1 
E1166- 14 1 E1703- 59 1 
E1166-109 1 E1703- 61 sU 
E1166-111 1 Ei dac 4 1 
E1166-113 1 = 
E1166-114 1 £1703- 67 1 
E1167 E" E1703- 69 2 
E1168 1 E1703- 71 2 
E1169 1 E1703- 77 1 
E1169- 3 1 E1703- 79 3 
Ε1169- 5 1 E1703- 81 1 
El169- 7 1 Ε1703- 1 
E1171 1 
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Section Ill 
Numerical Index of 
Contractor Parts 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


AN O1-60AAB-4 


STOCK NUMBER ἕε] runt MICROFILM STOCK NUMBER 
| CLASS CODE | PART NUMBER 85] AND INDEX NUMBER | [CLASS CODE] PART NUMBER 
E1703- Xl 














































E1703- E2603- 3 
E1703- E2603= 5 
E1703- E2604 
E1703- E2614 
E1703- E2624 
El703- E2654 
E1703-101 E2655 
E1703-103 E2656 
E1703-105 E2657 
E1703-201 E2657- 41 
E1705 E2658 
E1774 E2659 
E1787 E2660 







E1788 

E1789 

E1789- 

E1790 

E1791 R 
E1832 


E2661 
E2662 
E2664 
E2665 
E2671 
E3675 









n 


HRP i 17 ο ID (D IS 152 [2 ID. ΝΖ IA IS. IND IND ID FO EPP PEEP “τί ΟὉ OO O0 I 39 PRP 1-} 5) 1-2 15} 1-2 1-} hH E E 1-1 pd pus 






















E1832- TT9105= 3 
E1832- ττ9105- 5 
E1832- TT9105- 7 
E1832- TT9105- 9 
E1832- TT9105- 11 
E1832- TT9105- 13 
E1832- TT9105- 15 
E1832- TT9105- 17 
£1832- TT9105- 19 
E1832- TT9105- 21 
E1832- TT9105= 23 
E1832- TT9105- 25 
E1840 TT9106 
E1842 TT9106= 3 
E1844 TT9107- 3 
El844- 3 TT9121 
E1844- 5 TT9121- 3 
El844- 7 TT9121- 5 
E1844- 11 TT9121- 7 
E1844- 13 119122 
E1858 TT9122- 3 
E1859- 3 TT9122- 5 
El859- 5 TT9122- 7 
Ei861- 5 T19122- 9 
£1865 119122- 11 
TT9122= 13 
E1866 TT9123- 3 
E1867 TT9123- 5 
E1869 1121 
E1870 7191 
E1870- 12031 
E1870- T2031- 3 
E1870- τ2031- 5 
E1870- T2031- 7 
E1870- T2031- 9 
£1870- T2507- 1 
E1870- T2507- 3 
E1870- T2507- 5 
E1870- τ2507- 7 
Ε1870- T2507- 9 






£1870- 
E1871 
E1871- 
E1871- 
E1871- 
E2501 


T2510 


E2502 
£2503 





XFT2264 











E ΒΑ ΦΙΛΟ ΡΟ EN LS NOA A A m3 4G S A A 9 Y A IND 2 9 ΛΑ) A A A 







E2504 XFT5007 
E2504- XFT954- 3 
E2505 XFT954- 10 
E2505- XxFT955 
E2506 XFT956 
E2507 XFT957- 10 
E2508 XFT958 
XFT959- 10 
E2506 XFT960- 10 
XFT961- 10 
R82NA E2538 XFT962- 10 





mm 


R82NA T2585- 





Wie ee Pee RF (κ) «ἐν 4-2 ps PPR PRP EE PP PP PRP RP Re GE 1-5 PRP 1-7 IR ps ps ps RRP RPP RP BRP IND I2 A E IS INO 15’ τὰ O A RPP 15} 17 PPR I ID S ED 1-15} 1-7 1-} [2 B Ps 


1014A/APN 
b Qu 
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Section ΙΙΙ 


Numerical Index of l 
Contractor Parts AN ΟΙ-όΟΑΑΒ-4 


OE” $3) FIGURE [TOTAL|MICROFILM STOCK NUMBER 28| FIGURE |TOTAL| MICROFILM 
CLASS CODE PART NUMBER 8| AND INDEX | QTY. | NUMBER | | CLASS CODE | PART NUMBER 89| AND INDEX | QTY. | NUMBER 


1D257/APN22 
10267XN1/ASE1 
R82NA 1F3A85 
1F3B10L2 
1Ε3ς65 
191-0-2-6 
1J1-1-1-5 
141-141A3 
1J1-1A1A8 
Ñ 191-1Α2-5 
R17NA 1J1-142-6 
1J1-2-0-12 
1J1-2-2-16 
1J1-2-2-18 
1J1-2-2-28 
R17NA iJi-2-2-3 
1J1-2-2-4 
1J1-2-2-5 
Ri7MA  |1J1-2-2-6 
RITNA 1J1-2-2-8 
1J1-2T1N6 
1N1C16 
1N1C4 





10C2815-221/4 
10€2816=60 
10C2B16-9 
10C2817-2-1/4 
10C2819-1-1/4 
10C282 
10C2821-153 
10C2821-33 
10C283-40 
10C283-48 
10C285-156 
10C285-16 
10C285-20 10C28-6-20 
10C286-11 
10C286-16 
10C2B6-20 
10C2B6-72 
10C287-11 
10C287-16 
10C287-560 
10C288-10 
10C288-11 
10C2B8-16 
10C2B8-160 
10C288-20 
10C288-48 
10C2B9-15 
10C289-48 
10C2E10-128 
10C2E10-129 
10C2E10-22 
10C2E10-28 
10C2E10-38 
10C2E20-11 
10C2E6-127 
10C2E7=33 
10C2E7=38 
10C2E8-124 
10C2E8-25 
10C2E8-28 
10C2E8-30 
11C1-13 
1P7 11C1-130 
1R12-12-.049-524 1151-1303 
1R12-6-C44-428 1102 
1R12-6-C49-428 
1R12-8-.035-524 108-73089 
1R12P12-.049-524 108-73089- 
108-73089- 
108-73089- 
109-63040 
R83NA  |117-31824 
117-31824- 
117-31824- 
R82NA  |117-31824- 
117-31825- 


NUNNOWNNRFRPRPNFPWORrROU EF Ρο rr 


1N1C5 
1N4-1018 
iN4-1216 
1N4-1614 
144-624 


1N6-34 
1N6738 
107214 
1N7-20 
1N7-4 
CLASS 1N7=4A 


a POP FHP - ο. ϱ SS 


R83NA 1P6 


1R12P12-,046-542 


1R12P12-,.065-524 
1812P12-4065-624 
184-10 

1R4-6 


1R8P2-524 
14-10-30 
:1V4-12-309 


117-31825- 
117-31825= 
117-31825- 
117-31825- 
1V4- 14-30 117-31825- 
1V4-20-230 R82NA 117-31825- 


R83NA 1V4-32-30 ! 117-42605- 
R62NA 1V4-8-30 R82NA 117-47057 


NO - Ov υ ρω 
ΕΕ; 


R83NA 1v7-10-30 

REINA 1νΤ-20-325 : 117-47064 
117-47065 
117-47066 
117-51768 
117-74135- 

R82NA 120-31837 
120-31862 


1V7T-29-3C 
1081-2-4-3 
1081-2-4-4 
1031-2-4-=7 
1931-3-3-7 
1031-3-4-8 
1081-4-3-3 
1081ς3-4-τ 
1cCcl-2-5 
12C246-24 
12C2A653 
19C24A8-13 
20C2611-40 


R82NA 120-33144 
120-33144- 
120-33144- 

R82NA 120-48526 

R82NA 120-48528 
120-48528- 
120-48528- 
120-48528- 
1207248546 


UI dH Ar IN) (EL IS INL NA 





PPREPFONNN NNR ROL 
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Section ΙΙ 


Numerical Index of 
ΑΝ O1-60AAB-4 Contractor Parts 


STOCK NUMBER ΗΠ STOCK NUMBER MICROFILM 
CLASS CODE PART NUMBER 858] AND INDEX | QTY | NUMBER | [CLASS CODE PART NUMBER NUMBER 
R82NA- 120-51086 p11153 = 11 
120-58227 
120-58237 
R83NA 120-58238 
120-58239 
R83NA 120-58241- 
R83NA 20-58243 
120758244 
130-31217 
130-43124 
R82NA 130-48111 
130-48215 
130-51066 
130-52084- 
132-52084- 
R82NA 130-52106 
ΒΒΖΝΑ 130-52107 
ΒΒΟΝΑ 130-52115 
130-52117 
130-52147 
130-52148 
130-52148- 
RB2NA 130-52149 
130-53032 
130-52446- 
ΒΘΟΝΑ 130-53447= 
130-52448-= 
R82N 130-53455- 
130-53455- 
130-53455- 
130-53456 
130-53456- 
13090-54217 
130-54217- 
130-54217- 
130-54280 
130-58205- 
130-58205- 
130-58205- 
R82NA 130-58238 
130-58449 








134-48067 


| 134-48068 


134748285 
134-48285- 
152-28285- 
134748301 
R83NA 134748302 
134-48305 
134-48395- 
134=48305= 
134748309 
134-48331 
134748332 
134-54208 
134-54208- 
134=54210= 
134-54210- 
134-54210= 
134-54214 
134-58330 
R83NA 134-58331 
R83NA 134-58335 
134-73311 
134-73311- 
134-73311- 
134-73311- 
134-73311- 
134-73311= 
134-73311- 
134-73313 
134=73313- 
134=73330 
140=52425 
140-53329- 
140-53329- 
1407523425 
1450754047 








PEPN A IA PREP HEP BPH PH 15} 15} 152 15} PEPE ο PPO BREE ER ND μὴ γα I IN] D 


130-58508 P 140=54047= 


R83NA 130-58508- 
R94NAÀ 130-63065 


140758418 
141743023 
141747007 
141-47007= 
141-47007- 
141-47007- 
141-47007- 
141756168 
141756170 
141-58154- 
141758155 
R83NA 141758157 
R83NA 1417258158 
R&3NA 141758332 
R83NA 141-58333 
141-58534 
R83NA 141-58396 
142731585 
R82NA 142-31586 
142-31587 
142-31588 
142-31589 
130-63302 i 142-31592- 
142-31593- 
142-31594 
R82NA 142-31595- 
142-31871 
142-31871- 
R82NA 142-31871- 
142-31871- 
142-31871- 
142-31871- 
142-31871- 
142-31871- 
142-31871- 
134-31908 142-51054 
142-51055 
134-31916 i 142-53035 
142-54102 
134-31918 b 142-54122 
134.42115 142=54122~ 
-| 1346-48667 A 142-54123 


ES 
I Cc £ IN O O FP I 4 viii WARP RPP 0000909 UuUUuOOItDmmutrÁnmtm-P4449090900 lv mN)ONN 


130-63065- 





130-63C66 


130-63313- 
130-63313- 
130-63313- 
130-63314 
130-71079 
130-71080 
130-71098 
134-31423 


ΦΗφ»15 PE 
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Section III 
Numerical index of 
Contractor Parts AN O1-60AAB-4 


STOCK NUMBER $8| FIGURE |TOTAL|MICROFILM ο. srockwuweR — — [zs 
CLASS CODE| PART NUMBER SS] AND INDEX | QTY. | NUMBER | [CLASS CODE] PARTNUMBER |8 

142-61043 = 17 146-11015- 14 
146-11015- 17 
146-11015- 18 
146-11015- 19 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
146-110155-3 
146”-11015- 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
146-11016- 
146-11016- 
146-11016- 
146-11016- 
146-11017- 
146-11017- 
146-11017- 
146-11017- 
146-11018- 
146-11018- 
146-11018- 
146-11018- 
146-11019- 
146-11019- 
146-11019- 
146711019- 
146-11020- 
146-11020- 
146-11021- 
156-11021- 
146-11022- 
146-11022- 
146-11022- 
146-11022- 
146-11022- 
146-11022- 
146-11023- 
146-11023- 
146-11026- 
146-11026- 
146-11028- 
146-11028- 
146-11029- 
146-11029- 
146-11030- 
146~11030~ 
146-11031- 
146-11031- 
146-11032- 
146-11032- 
146-11033- 
146-11033- 
146-11034- 
146-11034- 
146-11034- 
146-11034- 
146-11034- 
146-11034- 
146-11025- 
146-11035- 
146-11035- 
146-11035- 
146-11035- 
146-11035- 
146-11035- 
146-11035= 
146-11035- 
146-11035- 
146-11035= 
146-11035- 
146-11035- 
146-11035- 
146-11035- 





142768019 
143-22507 
R82NA 144-31530 
144-41034- 
144-47235= 
144-47035- 
144-47035- 
144-47035= 
144-47035= 
144.47035- 
144-48150 
144-48150- 
144753518 
144-58136- 
144758140 
144-58152- 
144758240 


σΦΑΦΝΜΝΝΝΦΦΦΘΦΦΦΒΝΦΝΑΟ ο 


144-58269 
144-0£58152- 
146-10001-20 
146-11026- 
146-11006- 
146-11006- 
146-11006- 
146-110Cc6- 
146-11006- 
146-11006- 
146-11006- 
146-1106- 
146-11006- 
146-11006- 
146-11006- 
146-11006- 
146-11006- 
146-i1096- 
146-11006- 
146-110C6- 
146-11006- 
146-11006- 
146-11006- 
146-11006- 
146-11006- 
146-11C06= 
146-11096- 
146-11006- 
146-11006”- 
146-11006- 
146-11006- 
146-11096- 
146-11006- 
146-11006- 
146-11006- 
146-11CC6- 
146-11006- 
146-11006= 
146-11006- 
146-11006- 
14δ-11006- 
146-11006- 
146-11006- 
146-110096- 
146-11006- 
146-11006- 
146-11006- 
146-11006- 
146-11006- 
146-110C06- 
146-11006- 
146-11006- 
146-11015- 
146-119315- 
146-1109015- 
146-1109015- 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
146-11015- 
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STOCK NUMBER 
PART NUMBER 


STOCK NUMBER 





CLASS CODE 











































































146-11035- 19 146-11 - : 
146-11035- 20 146-11052- 19 i 
146-11035- 21 146-11052- 2 1 
146-11035- 22 146-11052- 21 1 
146-11935- 23 146-11052- 22 1 
146-11035- 27 146-11052- 23 1 
146-11035- 28 146-11052- 24 1 
146-11035-101 146-11052- 25 1 
146-11035-102 146-11052- 2 1 
146-11036- 1 146-11052- 27 ᾿ 1 
146-11036- 2 146-11052- 28 1 
146-11038- 3 146-11052- 29 1 
146-11038- 4 146-11052- 30 1 
146-11039-. 1 146-11052- 31 1 
146-11039- 2 146-11052- 32 1 
146-11039- 3 146-11052- 2 2 
146-11039- 4 146-11052- 41 REF 
146-11039- 5 146-11052- 42 REF 
146-11039- 6 146-11055 ` 4 ~ 34 8 
146-11039- 4 = 36 
146-11039- Li = 3 
146-11039- 146-11056 230.25 4 
146-11039- 146-11057 6- 6 5 
146-11039- . ll = 22 
146-11039- 146-11058 11 - 26 
146-11039- 146-11059 3 = 26 
146-11039- 146-11060 

146-11040- 146-11061 3 ~ 28 
146-11040- 146-11064- 1 10 RE 
146-11040- 146-11064- 2 10 RE 
146-11040= 146-11064- 3 

146-11040- 146-11064- 4 

146-11040- 146-11064- 5 


146-11040- 
146-11040- 
146-11040- 
146-11040- 
146-11040- 
146-11040- 
146-11040- 
146-11C40- 
146-11040- 
146-11040- 
146-11040- 
146-11040- 
146-11040- 
146-11040- 
146-11040- 
146-11041- 
146-11041- 
146-11041- 
146-11041- 
146-11042- 
146-11042- 
146-11042- 
146-11042- 
RS2ZNA 146-11043 


146-11064- 6 
146-11064- 11 
146-11064- 12 
146-11064- 13 
146-11064- 14 
146-11064- 15 
146-11064= 16 
146-11064- 17 
146-11064- 18 
146-11064- 19 
146-11064- 20 
146-11064- 23 
146-11064- 2 

146-11064- 25 
146-11064- 2 

146-11064- 27 
146-11064- 28 
146-11064- 29 
146-11064-= 30 
146-11064- 3 

146-11064- 3 

146-11064- 37 
146-11064- 41 
146-11064- 42 


o 7E o0 d P 







20 
m 
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1 
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«1 
2 
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2 
1 
1 
1 
pl 
4 
1 
1 
I 
1 
1 
T 
1 
1 
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REF 























146-11044- REF = zi 

146-11044- REF 146-11065- 2 i 
146-11044- 146-11066- 1 1 
146-11044- 146-11066- 2 1 
146-11044- 146-11076- - 3 1 
146-11046 146-11076- 4 1 
146-11047 146-11076- 5 1 
146-11048 146-11076- 6 1 
146-11050- 146-11076- 11 

146-11050- 146-11076- 12 


146-11050- 
146-11050- 
146-11C51- 
146-11051- 
146-11052- 
146-11052- 
146-11052- 


146-11076- 3 

146-11076- 34 
146-11076- 35 
146-11076- 36 
146-11076- 37 
146-11076- 41 
146-11076- 42 











146-11052- 1 146-11078- 1 
146-11052- 1 146-110786- 2 
146-11052- 1 146-11078- 3 
146-11052- 1 146-11078- 4 
146-11052- 1 46-11078- 5 
146-11052- 1 146-11076- 7 
146-11052- 1 146-11078- E 
146-11052- 1 146-11078- 9 
146-11052- 1 146-11078- 10 
146-11052- 1 146-11078- 11 





Revised 15 August 1955 785 

















Section ΙΙΙ 
Numerical Index of 
Contractor Parts 


AN 01-60AAB-4 


TOTAL | MICROFILM 
QTY. NUMBER 















STOCK NUMBER : εξ FIGURE 
CLASS CODE PART NUMBER AND INDEX 

































































































































COCER NUMBER 
PART NUMBER 














































































146-11078- 1 146-11107- 
146-11078- 13 1 146-11107- A 
1456-11078- 14 1 146-11107- 7 
146-11078- 15 1 146-11108- 1 
146-11C78- 16 1 146-11108- 2 
146-11078- 17 1 i46-11108- 3 
146-11078- 18 ^11 146-11108- 4 
146-11078- 19 1 146-11108- 5 
146-11078- 20 1 146-11108- 6 
146-11078- 21 1 146-11108- 23 
146-11078- 22 1 146-11108- 24 
146-11078- 23 2 146-11108- 25 
146-11078- 25 1 146-11108- 2 
146-11078- 26 1 146-11108- 27 
146-11078- 27 1 146-11108- 28 
146-11078- 28 1 146-11108- 29 
146-11078- 29 2 146-11108- 30 
146-11078- 33 1 146-11108- 33 
146-11078- 34 1 146-11108- 24 
146-11078- 38 2 R82NA 146-11108- 41 
146-11078- 39 2 R82NA 146-11108- 42 
146-11078- 41 2 146-11108- 43 
146-11078- 43 2 146-11108- 44 
146-11088- 3 6 146-11108- 45 
146-11088- 6 146-11108- 47 
146-11090- 1 1 146-11108- 48 
146-11090- 2 1 146-11108- 49 
146-11091- 1 REF 146-11108- 53 
146-11091- 2 REF 146-11108- 54 
146-11091- 3 1 146-11108- 55 
146δ-11091- 4 1 146-11108- 57 
146-11091- 5 1 146-11108- 58 
146-11091- 6 1 146-11108- 59 
146-11091- 7 1 146-11108- 60 
146-11091- 8 1 146-11108- 63 
146-11091- 9 1 146-11108- 64 
146-11091- 10 1 146-11108- 65 
146-11091- 11 1 146-11108- 67 
146-11091- 12 1 146-11108- 69 
146-11091- 13 1 146-11108- 70 
146-11091- 14 1 146-11108- 73 
146-11091- 15 1 146-11108- 75 
146-11091- 16 1 146-11108- 76 
146-11091- 1 2 146-11108- 77 
146-11091- 19 1 146-11108- 78 
146-11091- 20 1 146-11108- 80 
146-11091- 23 1 146-11108- 83 
146-11691- 24 1 146-11108- 84 
146-11091- 25 1 146-11108- 85 
146-11091- 26 1 146-11108- 87 
i46-11091- 27 1 146-11108- 91 
146-11091- 28 1 146-11108- 93 
146-11091- 29 1 146-11108-101 
146-11091- 30 1 146-11108-102 
146-11091- 33 1 146-11108-201 
146-11001- 34 1 146-11108-202 
14δ-11091- 35 8 146-11109- 3 
146-11091- 37 6 146-11109- 4 
146-11091- 39 22 146-11109- 5 
146-11097- 1 1 146-11109- 6 
146-11097- 2 1 146-11109- 7 
146-11097- 3 1 146-11109- 8 
146-11097- 4 1 146-11109- 10 
146-11099- 3 1 146-11109- 11 
146-110€9- 4 1 146-11109- 12 
146-11099- 5 1 146-11112- 1 
146-11099- 6 1 146-11112- 2 
146-11099-111 146-11112- 3 1 
146-11099-112 146-11112- 5 1 
146-11100- 3 146-11112- 8 1 
Ἷ : 146-11112- 10 1 
146-111CO- 146-11113- 1 4 
146-111C0~ 146-11113- 2 4 
146-11113- 3 1 
146-11100- 146-11113- 4 1 
146-11109- 11 146-11115- 3 -1 
146-11100- 13 146-11115- 4 1 
146-11103 146-11115- 5 1 
146-11105 b 146-11115- 6 1 
b 146-11115- 7 1 
RE2NA 146-11107- 1 146-11115- 8 1 
ΒΕΖΝΑ 146-11107- 2 146-11115- 9 1 
145-11107- 3 146-11115- 10 1 
146-11107- 4 146-11115- 11 1 
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e 11115- 12 1 =e 22 1 
146-11115- 15 2 146-11190- 23 4 
146-11115- 17 1 146-11190- 25 2 
146-11115- 18 1 146-11190= 27 2 
146-11115- 19 1 146-11190- 29 2 
146=11115- 20 1 146-11190- 33 2 
146-11115- 21 1 146-11190- 2 
146-11115- 22 1 146-11191- 3 6 
146-11115- 23 1 146-11191- 5 2 
146-11115- 24 1 146-11208 8 
146-11115- 25 1 146-11208- 3 8 
146-11115- 26 1 146-11208- 5 8 
146-11115- 27 1 146-11209- 1 2 
146-11115- 28 il 146-11209- 2 2 
146-11115- 29 1 146-11210- 3 1 
146-11115- 30 1 146-11210- 4 1 
146-11115- 31 1 146-11210- 5 1 
146-11115- 32 1 146-11210- 6 1 
146-11115- 33 1 146-11210- 9 2 
146-11115- 34 1 146-11210- 2 
146-11115- 35 1 146-11210- 1 
146-11115- 36 1 146-11210- 1 
146-11115- 37 1 146-11210- 1 
146-11115- 38 1 146-11210- 1 
146-11115- 39 1 146-11210- 1 
146-11115- 40 1 146-11210- 1 
146-11115- 41 1 146-11210- 1 
146-11115- 42 1 146-11210- 1 
146-11115- 43 8 146-11210- 1 
146-11115- 45 4 146-11210- 1 
146-11115- 47 6 146-11210- 1 
146-11115- 51 4 146-11210- 1 
146-11115- 53 2 146-11210- 1 
146-11115- 55 2 146-11210- 1 
146-11115- 57 2 146-11210- 2 
146-11115- 61 8 146-11210- 1 
146-11115- 65 1 146-11210- 1 
146-11115- 66 1 146-11210- 1 
146-11125- 1 REF 146-11210- 1 
146-11125- 2 REF 146-11210- 1 
146-11125- 3 1 146-11210- 1 
146-11125- 4 1 146-11210- 1 
146-11125- 7 1 146-11210- 1 
146-11125- 8 1 146-11210- 2 
146-11125- 9 1 146-11210- 2 
146-11125- 10 1 146-11210- 2 
146-11125- 11 1 146-11210- 2 
146-11125- 12 1 146-11210- 2 
146-11125- 13 1 146-11210- 1 
146-11125- 14 1 146-11210- 1 
146-11125- 17 2 146-11210- 2 
146-11131- 3 1 146-11210- 2 
146-11131- 4 1 146-11210- 1 
146-11141 2 146-11210- 1 
146-11158 8 146-11210- 1 
146-11158- 3 8 146-11210- 1 
146-11158- 5 8 146-11210- 1 
146-11161- 1 1 146-11210- 1 
146-11161- 2 1 146-11210-101 REF 
146δ-11162- 1 1 146-11210-102 REF 
146-11162- 2 1 146-11210-103 3 
146-11167- 1 REF 146-11210-104 3 
146-11167- 2 REF 146-11210-105 5 
146-11167- 3 1 146-11210-106 5 
146-11167- 4 1 146-11210-107 5 
146-11167- 5 1 146-11210-108 5 
146-11190- 1 1 146-11210-109 1 
146-11190- 2 1 146-11210-110 1 
146-11190- 3 1 146-11210-113 1 
146-11190- 4 1 146-11210-114 1 
146-11190- 5 1 146-11210-135 1 
146-11190- 6 1 146-11210-136 1 
146-11190- 7 1 146-11211- 3 1 
146-11190- - 8 1 146-11211- 1 
146-11190- 9 1 146-11211- 1 
146-11190- 10 1 146-11211- 1 
146-11190- 11 -1 1456-11211- 1 
146-11190- 12 1 146-11211- 1 
146-11190- 13 1 146-11211- 1 
146-11190- 14 1 146-11211- 1 
146-11190- 15 2 146-11211- 1 
146-11190- 17 2 146-11211- 1 
146-11190- 19 2 146-11211- 1 
146-11190- 21 1 146-11211- 1 
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146-11211- 21 
146-11211- 22 
146-11211- 25 
146-11211- 27 
146-11211- 28 
146-11211- 29 
146-11211- 30 
146-11211- 33 
146-11211= 34 
14δ-11211-:35 
146-11211- 36 
146-11211- 37 
146-11211- 39 
146-11211- 40 
146-11211- 43 
146-11211- 45 
146-11211- 46 
146-11211- 47 
146-11211- 48 
146-11211- 49 
146-11211- 51 
146-11211- 53 
146-11211- 55 
146-11211- 57 
146-11211- 59 
146-11211- 61 
146-11211- 63 
146-11211- 65 
146-11211- 67 
146-11211- 68 
146-11211- 69 
146-11211- 71 
146-11211- 72 
146-11211- 81 









146-11250- 11 
146-11250- 12 
146-1125C- 13 
146-11250- 14 
146-11250- 15 
146-11250- 16 
146-11250- 
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146-11250- 18 
146-11250- 19 
146-11250- 20 
146-11250- 23 
146-11250- 25 
146-11250- 27 
146-11250- 29 
146-11250- 31 
146-11250- 32 
146-11250- 33 
146-11250- 34 
146-11250- 35 
146-11250- 37 
146-11250- 39 
146-11250- 42 
146-11250- 44 
146-11250- 45 
146-11250- 47 
146-11250- 49 
146-11250- 50 
146-11250- 52 
146-11250- 54 
146-11250- 55 
146-11250- 56 
146-11250- 57 
146-11250- 58 
146-11250- 59 
146-11250- 60 
146-11250- 63 
146-11250- 64 
146-11250- 65 
146-11250- 66 
146-11250- 67 
146-11250-101 



















146-11211- 82 146-11250-102 REF 

146-11211-101 REF 146-11250-105 

146-11211-102 REF 146-11250-106 

146-11211-103 6 146-11250-121 

146-11211-104 6 146-11250-122 

146-11211-105 7 146-11271-102 

146-11211-106 7 146-11285- 1 

146-11211-107 1 146-11285- 2 

146-11211-108 1 146-11285- 3 1 

146-11211-209 2 146-11285- 4 1 

146-11212- 1 2 146-11285- 5 1 

146-11212- 3 2 146-11285- 6 1 

146-11212- 5 2 146-11285- 7 1 

146-11212- 7 2 146-11285- 8 1 

146-11212- .9 2 146-11285- 9 1 

146-11212- 11 2 146-11285- 10 1 

146-11212- 13 2 146-11285- 11 1 

146-11212- 15 2 146-11285- 12 1 

146-11212- 17 2 146-11285- 13 1 

146-11212- 19 2 146-11285- 14 1 

146-11212- 21 2 146-11285- 15 1 

146-11212- 23 2 146-11285- 16 1 

146-11212- 25 2 146-11285- 17 2 

146-11212- 31 2 146-11285- 19 1 

146-11212- 41 2 146-11285- 20 1 

146-11221- 1 1 146-11285- 21 ‘1 

146-11221- 2 1 146-11285- 22 1 

146-11222- 1 1 146-11285- 27 1 

146-11222- 2 1 146-11285- 28 1 
R82NA 146-11223- 1 1 146-11285- 29 1 
R82NA 146-11223- 2 1 146-11285- 30 1 

146-11236- 1 RE 146-11285- 31 REF 

146-11236- 2 REF 146-11285- 32 REF 

146-11236- 3 1 146-11285- 33 

146-11236- 4 146-11285- 35 

146-11236- 5 146-11285= 37 

146-11236- 6 146-11285- 38 

146-11236- 7 146-11285- 39 

146-11249 146-11285- 40 

146-11250- 3 146-11285- 43 

146-11250- 4 146-11285- 44 

146-11250- 7 146-11285- 45 

146-11250- 8 146-11285- 46 


146-11285- 47 
146-11285- 48 
146-11285- 49 
146-11285- 50 
146-11285- 53 
146-11285- 54 
146-11285- 
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PART [| PARTNUMBER | PART NUMBER 


n se E 56 
146-11285- 57 
146-11285- 58 
146-11285- 59 
146-11285- 60 
146-11285- 63 
146-11285- 64 
146-11285- 65 
146-11285- 66 
146-11285- 67 
146-11285- 68 
146-11285- 69 
146-11285- Το 
146-11285- 73 
146-11285- 75 
146-11285- 76 
146-11285- 77 
146-11285- 78 
146-11285- 85 
146-11285- 87 
146-11285- 89 
146-11285- 93 
146-11285- 97 
146-11285- 98 
146-11285-103 
146-11285-105 
146-11285-107 
146-11285-108 
146-11285-109 
146-11285-110 
146-11285-113 
146-11285-114 
146-11285-115 
146-11285-116 
146-11285-117 
146-11285-118 
146-11285-119 
146-11285-120 
146-11285-123 
146-11285-124 
146-11285-125 
146-11285-127 
146-11285-129 
146-11286- 
146-11286- 
146-11287- 
146-11287- 
146-11289- 
146-11269- 
146-112900- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11290- 
146-11291- 
146-11291- 
146-11292- 
146-11292- 
146-11292- 
146-11292- 21 
146-11292- 22 
146-11292- 79 
146-11292- 83 
146-11293- 1 
146-11293- 2 
146-11294 


146-11295- 
146-11296 

146-11291 

146=11299- 
146-11299- 
146~11301- 
146-11301- 
146~11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301= 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
1456-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
156-11301- 
146-11301- 
1456-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
146-11301- 
156-11301- 
146-11301- 
146-11301- 
1456-11301- 
146-11301- 
146-11301- 89 
146-11301- 93 
146-11301- 97 
146-1130i-103 
146-11301-107 
146-11301-109 
146-11301-111 
146-11301-113 
146-11301-115 
146-11301-117 
146-11301-123 
146-11301-124 
146-11302- 
146-11302- 
146-11303- 
146-11303- 
146-11305- 
146-11305- 
146-11307- 
146-11307- 
146-11308- 
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Section ΙΙΙ 
Numerical Index of 
Contractor Parts 





aaa ο NUMBER ES] Figure 
PART NUMBER ἃ ΑΝΟ ΙΝΟΕΧ 





---- 11309 

146-112310- 3 

146-11310- 5 
7 
9 







146-11310- 

146-1131C- 

146-11310- 13 
146-11310- 15 
146-11310- 61 
146-1131%- 71 
146-11310- 9 
146-11310- 91 
146-11231€C-10C 
146-11310-101 
146-11311- 
146-11311- 
146-11311- 
146-11312- 
146-11311- 
|146-11311- 
146-11311- 
146-11311- 
146-11311- 
146-11311- 
146-11313 
146-11514 

















UYrP00 JUN 





po 





R82NA 
R82NA 









R82NA 146-11315 





















R82NAÀ 
R82NAÀ 
R82NA 
R82NA 
R82NA 


146-11316 
146-11317- 3 
146-11317- 15 
146-1131€ 
146-11319 
146-11321 
146-11323 
146-11324 
146-11325 
146-11326 
146-11327 
146-11329 
146-11401- 2 
146-11401- 4 
146-114G1- 5 
146-11401- 6 
7 
8 
S 

















R82NA 
R82NA 
R82NA 
















146-11401- 
146-11401- 
146-11401- 
146-11401- 13 
146-11401- 15 
146-11401- 19 
146-11401- 23 
146-114C1- 27 
146-11401- 3 
146-11401-101 
146-11401-102 
146-11402- 1 
146-11402- 
146-11402- 
146-11402- 
146-1141C- 
146-11410- 
146-11411- 
146-11411- 
146-11412- 
146-11412- 
146-11413- 
146-11413- 
146-11413- 
146-11413- 
146-11413- 
146-11412- 
146-11414- 
146-11414- 
146-11414- 
146-11414- 
156-11415- 
146-11415- 
146-11415- 
146-11416- 
146-11416- 
146-11417- 
146-11417- 
146-11417- 
146-11417- 
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146-11417- 
146-11417- 
146=11417- 
146-11417- 
146-11417- 
146-11417- 
146δ-11418- 
146-11418- 
146-11418- 
146-11418- 
146-11418- 
146-11418- 
146-11418- 
146-11418- 
146-11418- 
146-11419- 
146-11419- 
146-11419- 
146-11419- 
146-11419- 
156-11419- 
1456-11419- 
156-11519- 
146-11420 

146-11421 

146711422 

146-11423 

146-11424 

146-11425 

146=11426 

146-11427 

146-11428 

146-11429- 
146-11429- 
146-11429- 
146-11430- 
156-11430- 
146-11431 

146-11432- 
146-11432- 
146-11433= 
146-11434= 
146-11434- 
146-11435- 
146-11435- 
146-11436- 
1456-11436- 
146=11437- 
146-11437- 
1456-11438- 
146-11438- 
146-11439- 
146-11439- 
146-11443- 
146-11443- 
1456711444 

146-11444- 
146-11444- 
1456-11445- 
146-11445- 
146-11446 

146-11450- 
146-11450- 
146-11450- 
146-11450- 
146-11450- 
146-11450- 
146-11450- 
1456-11450- 
146-11450- 
146-11450- 
1456-11450- 
1456-11450- 
146-11450= 
146-11450- 
146=11450- 


146-11451 
146-11452= 
146-11452- 
146-11453 
146-11454 
146-11455 
146-11456- 
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Section Ill 
Numerical Index of 
Contractor Parts 


a| fiure |τοται| MICROFILM 
65] AND INDEX| QTY. | NUMBER 


ΑΝ 01-60AAB-4 


CEI NUMBER 
PART NUMBER 
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πετ 2 1 A es 59 2 
146-11457 1 146-12004- 63 2 
146-11461- 3 4 146-12004- 65 2 
146-11461- 5 4 146-12004= 67 2 
146-11462 2 146-12004- 69 2 
146-11463 2 146-12004- 73 2 
146-12001-102 1 146-12004— 75 2 
146-12001-201 1 146-12004- 77 2 
146-12001-301 1 146-12004- 79 2 
146-12001-302 1 146-12004- 83 2 
146-12003- 1 146-12004- 85 2 
146-12003= 2 146-12004- 86 2 
146-12003- 3 1 146-12004- 87 1 
146-12003- 4 1 146-12004- 88 1 
146-12003- 5 1 146-12004- 95 1 
146-12003- 6 1 146-12004- 96 1 
146-12003- 7 1 146-12004- 97 1 
146-12003- 8 1 146-12004- 98 1 
146-12003- 9 2 146-12004- 99 1 
146-12003- 11 2 146-12004-100 1 
146-12003- 13 2 146-12004-101 4 1 
146-12003- 15 2 146-12004-102 4 1 
146-12003- 17 2 146-12004-103 2 
146-12003- 19 2 146-12004-105 1 
146-12003— 21 2 146-12004-106 ν 1 
146-12003- 23 2 146-12004-107 1 
146-12003- 25 2 146-12004-108 T 1 
146-12003- 27 2 146-12004-117 1 
146-12003- 31 2 146-12004-118 1 
146-12003- 33 2 146-12005- 1 1 
146-12003- 35 2 146-12005- 2 1 
146-12003- 37 2 146-12005- 3 1 
146-12003- 39 2 146-12005- 4 1 
146-12003- 41 2 146δ-12005- 5 1 
146-12003- 45 2 146-12005- 6 1 
146-12003- 47 2 146-12005- 7 1 
146-12003- 49 2 146-12005- 8 1 
146-12003- 51 2 146-12005- 9 1 
146-12003- 53 2 146-12005- 10 ; 1 
146-12003- 55 2 146-12005- 13 / 1 
146-12003- 57 2 146-12005- 14 1 
146-12003- 59 2 146-12005- 15 1 
146-12003- 63 1 146-12005- 16 1 
146-12003- 64 1 146-12005- 17 1 
146-12003- 65 1 146-12005- 18 ή 1 
146-12003- 66 1 146-12005- 19 1 
146-12003- 67 2 146-12005- 20 1 
146-12003- 69 2 146-12005- 23 1 
146-12003- 73 1 146-12005- 24 1 
146-12003- 74 1 146-12005- 25 1 
146-12003- 75 1 146-12005- 26 1 
146-12003- 76 1 146-12005- 27 1 
146-12003- 78 1 146-12005- 28 1 
146-12004- 5 1 146-12005- 29 1 
146-12004- 6 1 146-12005- 30 i 1 
146-12004- 7 1 146-12005- 33 1 
146-12004- 8 1 146-12005- 34 1 
146-12004- 9 2 146-12005- 35 2 
146-12004- 13 1 146-12005- 37 2 
146-12C04- 14 1 146-12005- 39 2 
146-12004- 15 1 146-12005- 43 2 
146-12004- 16 1 146-12005- 45 1 
146-12004- 17 1 146-12005- 46 M 1 
146-12004- 18 1 146-12005- 49 1 
146-12004- 19 2 146-12005- 50 1 
146-120C4- 23 1 146-12005- 53 2 
146-12004- 24 1 146-12005- 55 2 
146-12004- 25 1 146-12005= 57 A 2 
146-12004- 26 1 146=12005- 59 2 
146-12004- 27 i 146-12005- 63 2 
146-12004- 28 1 146-12005- 65 1 
146-12004- 29 1 146-12005- 66 1 
146-12004- 30 1 146-12005- 67 2 
146-12004- 33 2 146-12005- 69 2 
146-12004- 34 2 146-12005- 73 ν 2 
146-12004- 37 2 146-12005- 75 5 1 
146-12004- 39 2 146-12005- 76 i 1 
146-12004- 43 2 146-12005- 77 1 
146-12004- 45 2 146-12005- 78 1 
146-12004- 47 2 146-12005- 79 1 
146-12004- 49 2 146-12005- 80 1 
146-12004- 53 2 146-12005- 83 2 
146-12004- 55 2 146-12005- 87 2 
146-12004- 57 2 146-12005- ? 1 
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STOCK NUMBER FIGURE  |TOTAL|MICROFILM — GG NUMBER 
[CLASS cooe| PARTNUMBER | AND INDEX | QTY. | NUMBER 
1 












PART NUMBER PART NUMBER 


146-12005- 90 - - 
146-12005- 91 erase 4T 
146-12030- 146-12101- 48 
146-12030- 146-12101- 49 
146-12031- 146-12101- 50 
146-12031- 146-12101- 51 
146-12040- 146-12101- 53 
146-12040- 146-12101- 54 
146-12040- 146-12101- 55 
146-12040- 146-12101- 56 
146-12040- 12 146-12101- 57 
146-12040- 14 146-12101- 58 
146-12040- 15 146-12101- 59 
146-12040- 16 146-12101- 60 
146-12040- 23 146-12101-101 
146-12040- 24 146-12101-102 
146-12040- 25 146-12103 
146-12040- 26 146-12103- 3 
146-12040- 27 146-12103- 7 
UM Drm 28 146-12103- 9 
146-12040- 29 - - 
146-12040- 30 146-12103- 13 
146-12040- 33 156-12109- 1 
146-12040- 34 146-12109- 2 
146-12040- 35 146-12109- 5 
146-12040- 36 146-12109- 6 
146-12040- 37 146-12109- 7 
146-12040- 38 
146-12040- 39 
146-12040- 43 
146-12040- 45 
146-12040- 47 
146-12041- 
146-12041- 
146-12041- 
146-12041- 
146-12042- 
146-12042- 
146-12042- 
146-12042- 
146-12043- 
| 146-12043- 
146-12044- 
146-12044- 
146-12050- 
146-12050- 
146-12051- 
146-12051- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 10 
146-12101- 11 
146-12101- 13 
146-12101- 14 
146-12101- 15 
146-12101- 16 
146-12101- 17 
146-12101- 18 
146-12101- 19 
146-12101- 20 
146-12101- 23 
146-12101- 24 
146-12101- 25 
146-12101- 26 
146-12101- 27 
146-12101- 29 
146-12101- 31 
146-12101- 33 
146-12101- 35 
146-12101- 37 
146-12101- 39 
146-12101- 40 
146-12101- 41 
146-12101- 42 
146-12101- 43 
146-12101- 44 
146-12101- 45 
































20 20 
mm 
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146-12109- 8 
146-12109-101 
146-12109-102 
146-12109-103 
146-12109-104 
146-12109-109 
146-12109-110 
146-12109-113 
146-12109-114 
146-12201- 
146-12201- 
146-12201- 
146=12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 10 
146-12201- 13 
1456-12201- 14 
146-12201- 15 
146-12201- 16 
146-12201- 17 
146-12201- 18 
146-12201- 19 
146-12201- 20 
146-12201- 23 
156-12201- 24 
146-12201- 25 
146-12201- 26 
146-12201- 27 
146-12201- 28 
146-12201- 29 
146-12201- 30 
146-12201- 33 
146-12201- 35 
146-12201- 37 
146-12201- 38 
146-12201- 39 
146-12201- 40 
146-12201- 43 
146-12201- 44 
146-12201- 45 
146-12201- 46 
146-12201- 47 
156-12201- 48 
146-12201- 49 
146-12201- 50 
146-12201- 53 
146-12201- 55 
146-12201- 56 
146-12201- 57 
146-12201- 58 
146-12201- 59 
146-12201- 61 
146-12201- 62 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 
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MICROFILM 
NUMBER 



















STOCK NUMBER 


PART NUMBER 





146-12202- 1 USB 146-12202-10 146-12292- 18 
146-12202- 2 146-12202-10 146-12292- 19 
146-12202- 3 1 146-12292- 20 
146-12202- ^4 1 146-12292- 21 
146-12202- 5 1 146-12292- 22 
146-12202- 6 1 146-12292= 23 
146-12202- 9 1 146-12292- 24 
146-12202- 10 1 146-12292- 25 
146-12202- 13 1 146-12292- 26 
146-12202- 14 1 146-12292- 27 
146-122C2- 15 1 146-12292- 28 
146-12202- 16 1 146-12292- 29 
146-12202- 17 1 146-12292- 30 
146-12202- 18 1 146-12292- 31 
146-12202- 19 1 146-12292- 32 
146-12202- 20 1 146-12292- 33 
146-12202- 23 1 146-12292- 34 
146-12202- 24 1 146-12292- 35 
146-12202- 25 1 146-12292- 36 
146-12202- 26 1 146-12292- 37 
146-122C2- 27 1 146-12292- 38 
146-12202- 28 1 146-12292- 39 
146-12202- 29 1 146-12292- 40 
146-12202- 30 1 146-12292- 43 
146-12202- 33 1 146-12292- 44 
146-12202- 34 1 146-12292- 45 
146-12202- 37 1 146-12292- 46 
146-122C2- 38 1 146-12292- 47 
146-12202- 39 1 146-12292- 49 
146-12202- 40 1 146-12292- 50 
146-12202- 43 1 146-12292- 52 
146-12202- 44 1 146-12292- 53 
[146-12202- 49 2 146-12292- 54 
146-12202- 50 2 146-12292- 55 
146-12202- 51 1 146-12292- 56 
146-12202- 52 L 146-12292- 57 
146-12202- 52 1 146-12292- 58 
146-12202- 54 1 146-12292- 59 
146-12202- 55 2 146-12292- 62 
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: FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 



































146-12202-101 
146-12202-102 
146-12202-107 
146-12202-108 
146-12202-207 
146-12202-208 






146-12292- 63 
146-12292- 65 
146-12292- 67 
146-12292- 69 
146-12292- 70 
146-12292- 73 



























































146-12224- 1 146-12292- 74 
146-12224- 2 146-12292- 77 
146-12224- 2 146-12292- 78 
146-12224- 4 146-12292- 79 
146-12224- 5 146-12292- 83 
146-12224- 6 146-12292- 89 
146-12224- 7 146-12292- 93 
146-12224- 8 146-12292- 95 
146-12224- 9 146-12292- 97 















146-12224- 10 
146-12224- 11 
146-12224- 12 
146-12224- 13 
146-12224- 14 
146-12224- 15 
146-12224- 16 






146-12292-101 
146-12292-105 
146-12292-108 
146-12292-109 
146-12292-113 
146-12292-115 
146-12292-117 
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REF 
1 
1 
1 
1 
REF 
REF 
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146-12224- 17 146-12293- 1 
146-12224- 18 146-12293- 2 
146-12224- 19 146-12293- 3 
146-12224- 2C 146-12293- 5 
146-12224- 21 146-12293- 6 
146-12224- 22 146-12293- 7 
146-12292- 1 REF 146-12293- 8 
146-12292- 2 REF 146-12306- 1 REF 
146-12292- 3 1 146-12306- 2 REF 
146-12292- 4 1 146-12306- 3 1 
146-12292- 5 1 146-12306- 4 1 
146-12292- 6 1 146-12306- 5 1 
146-12292- 7 1 146-12306- 6 1 
146-12292- 8 1 146-12306- 7 5 
146-12292- 9 1 146-12306- 8 1 
146-12292- 10 1 146-12306= 9 2 
146-12292- 11 1 146-12306- 10 1 
146-12292- 12 1 146-12306- 11 2 
146-12292- 12 1 146-12306- 14 1 
146-12292- 14 1 146-12306- 21 1 
146-12292- 15 1 146-12306- 22 1 
146-12292- 16 1 146-12306- 31 1 
146-12292- 1 146-12306- 1 
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STOCK NUMBER 





CLASS CODE 







146-12306- 
146-12306- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12220- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320= 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-1232C- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12326- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12345- 
146-12345- 
146-12345- 
146-12245- 
146-12345- 
146-12345- 
146-12345- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
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ISOURCI 
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146-12346- 
146-12246- 
146-12346- 
146-12246- 
146-12346- 
146-12346- 
1456-12346- 
146-12346- 
146-12246- 
146-123246- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346= 
146-12346- 
146-12346- 
146-12346= 
146-12346- 
146-12346- 
146-12351 

146-12353 

146-12354- 
146-12354- 
146-12355- 
146-12355- 
146-12355= 
146-12355= 
146-12355- 
146-12355- 
146-12355- 
146-12355- 
146-12355- 
146-12356= 
146-12356- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 
146-12357- 
146-12357- 
146-12357= 
146-12357- 
146-12357= 
146-12357- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358= 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358= 
146-12358- 
146-12358- 





































































































a d 7 z RA O RR Se Se A A ak ok x owe e Ξε Ὁ πο σπα τν στ 5. σπα uui ΞΕ OXDOk ox KK 
- a πι» 
22 20 20 20 
mmm rmi m 
ΝΙΝ πΘ}} πη rn κ τ Dom om e o e | e | m γ5 RPP oppo m 





PART NUMBER 


31 
32 
41 





88] FIGURE |TOTAL| MICROFILM 
8 9| AND INDEX | QTY. | NUMBER 






















































PREN NNER NNN A PRP PP PR ES IE ο ο 






a 
m 
n 


REF 












































ο RN 15} RPE BPR ΤῚ ΝΟ 15’ 15} 39 I I2 EN 1’ ae I Ree 






DI 
mm 
emm 





ο ο ο 





Revised 15 August 1955 








STOCK NUMBER 
| CLASS CODE | PART NUMBER 


R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R62NA 


146-12358- 
146-12368- 
146-12368- 
146-12368- 
146-12368- 
146-12368- 
146-12368- 
146-12368- 
146-12368- 
146-12368- 
146-12368- 
146-12368- 
146-12368- 
146-12368- 
146-12268- 
146-12385- 
146-12385- 
146-12385- 
146-12385- 
146-12385- 
146-12385- 
146-12385- 
146-12385- 
146-12385- 
146-12385- 
146-12385- 
146-12385- 
146-12385- 
146-12385- 
146-12385- 
146-12385- 
146-12401- 
146-12401- 
146-12401- 
146712401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 
146-12401- 


31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
43 
44 
45 
47 
49 
50 
51 
52 
53 
56 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
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R82NA 
R82NA 








R82NA 
R82NA 






R82NA 
R82NA 
R82NA 








R82NA 
R82NA 
R82NA 
R82NA 










146-12401- 66 
146-12401- 71 
146-12401- 72 
146-12401- 73 
146-12401- 74 
146-12401- 81 
146-12401- 82 
146-12401- 91 
146-12401- 92 
146-12401-101 
146-12401-102 
146-12401-107 
146-12401-108 
146-12401-109 
146-12401-110 
146-12401-111 
1456-12401-112 
146-12401-113 
146-124 091-115 
146-12401-117 
146-12401-120 
146-12401-124 
146-12401-141 
146-12401-142 
146-12401-201 
146-12401-202 
146-12401-217 
146-12401-218 
146-12402- 1 
146-12402- 
146-12402- 3 
146-12402- 4 
146-12402- 5 
146-12402- 6 
146-12402= 7 
146-12402- 8 
156-12402- 9 
146-12402- 10 
146-12402- 11 
146-12402- 12 
146-12402- 21 
146-12402- 22 
146-12402- 31 
146-12402- 32 
146-12403- 3 
146-12403- 4 
146-12404= 1 
146-12404- 2 
146-12418 
146-12418- 
146-12418- 
146δ-12421- 
146-12421- 
146-12421= 
146-12421- 
146=12421- 
146-12421= 
146-12421- 
146-12901-201 
146-12901-202 
146-12901-301 
146-12901-302 
146-15001- 3 
146-15001- 4 
146-15001- 9 
146-15001- 10 
146-15001- 11 
146-15001- 12 
146-15001- 13 
146-15001- 14 
146-15001- 15 
146-15001- 17 
146-15001- 18 
146-15001- 19 
146-15001- 21 
146-15001- 22 
146-15001- 23 
146-15001- 24 
146-15001- 25 
146-15001- 27 
146-15001- 28 
146-15001- 29 
146-15001- 30 
146-15001- 
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| CLASS CODE | PART NUMBER δῦ 
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146-15CO1- 33 1 146-15004- 35 1 
146-15001- 34 1 146-15004- 36 1 
146-15001- 35 1 146-15004- 37 1 
146-15001- 36 1 146-15004- 38 1 
146-15001- 37 8 146-15004- 39 1 
146-15001- 39 2 146-15004- 40 1 
146-15001- 41 1 146-15004- 41 1 
146-15001- 42 1 146-150054- 42 1 
146-15001- 43 1 146-15005- 1 Σ 
146-15001- 44 1 146-15005- 2 1 
146-15001- 45 2 146-15005- 3 1 
146-15001- 47 2 146-15005- 4 1 
146-150C1- 49 16 1456-15005- 5 1 
146-15001- 51 14 146-15005- 6 X 
146-15001- 53 2 146-15005- 7 1 
146-15001- 55 2 146-15005- 8 1 
146-15001- 57 2 146-15005- 9 1 
146-15001- 59 1 146-15005- 10 1 
146-15001- 60 1 146-15005- 11 1 
146-15001- 61 2 146-15005- 12 1 
146-15001- 63 2 146-15005- 13 1 
146-15001- 65 2 146-15005- 14 1 
146-15001- 67 2 146-15005- 15 1 
146-15001- 69 2 146-15005- 16 1 
146-15001- 71 2 146-15005- 17 2 
146=15001- 73 4 146-15005- 19 1 
146-15001- 75 4 146-15005- 20 1 
146-15001- 83 1 146-15005- 21 1 
146-15001- 84 1 146-15005- 22 1 
146-15001- 85 1 146-15005- 23 1 
146-15001- 86 1 146-15005- 24 1 
146-15001- 89 1 146-15005- 25 1 
146-15001- 90 1 146-15005- 26 1 
146-15001- 91 2 146-15005- 27 1 
146-15001- 93 1 146-15005- 28 1 
146-15001- 94 1 146-15005- 29 1 
146-15001- 95 1 146-15005- 30 l 
146-150C1- 96 1 146-15005- 33 1 
146-15001- 97 2 146-15005- 34 1 
146-15001-101 146-150p1-40 146-15005- 35 1 
146-15001-102 146-15001-40P 146-15005- 36 1 
[146-15001-105 146-15005- 37 1 
146-15001-106 146-15005- 38 1 
146-15001-107 146-15005- 39 1 
146-15001-108 146-15005- 40 1 
146-15001-401 2 146-15005- 43 1 
4 146-15005- 44 1 

7 146-15005- 45 1 

146-15001-402 2 146-15005- 46 1 
4 146-15005- 47 1 

7 146-15005- 48 1 

146-15002- 1 7 146-15005- 49 1 
146-15002- 2 7 146-15005- 50 1 
146-15002- 5 146-15005- 53 1 
146-15002- 7 146-15005- 54 1 
146-15002- 11 146-15005- 55 1 
146-15002- 12 REF 146-15005- 56 1 
146-15002- 21 REF 146-15005- 57 1 
146-150C2- 22 REF 146-15005- 58 1 
146-15004- 1 1 146-15005- 59 1 
146-15004- 2 1 146-15005- 60 1 
146-15004- 5 1 146-15005- 63 1 
146-15004- 6 1 146-15005- 64 1 
146-15004- 7 1 146-15005- 65 1 
146-15004- 8 1 146-15005- 66 1 
146-15004- 9 1 146-15005- 67 1 
146-15004- 10 1 146-15005- 68 4 
146-15004- 11 1 146-15005- 69 1 
146-15004- 12 1 146-15005- 70 1 
146-15004- 13 1 146-15005- 73 1 
146-15004- 14 1 146-15005- 74 1 
146-15004- 15 1 146-15005- 75 1 
146-15004- 16 1 146-15005- 76 1 
146-15004- 19 2 146-15005- 7 1 
146-15004- 23 1 146-15005- 78 1 
146-15004- 24 1 146-15005- 79 1 
146-15004- 25 1 146-15005- 80 1 
146-15004- 26 1 146-15005- 83 1 
146-15004- 27 1 146-15005- 84 1 
146-15004- 28 1 146-15005- 85 1 
146-15004- 31 1 146-15005- 86 1 
146-15004- 32 1 146-15005- 87 1 
146-15004- 33 1 146-15005- 88 1 
146-15004- 34 1 146-15005- 89 1 
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146-15005- 90 
146-15005- 93 
146-15005- 94 
146-15005- 95 
146-15005- 96 
146-15005- 97 
146-15005- 98 
146-15005- 99 
146-15005-100 
146-15005-101 
146-15005-102 


146-15005-104 
146-15005-105 
146-15005-106 
146-=15205-107 
146-15005-108 
146-15005-109 
146-15005-113 
146-15005-115 
146-15005-116 
146-15005-117 
146-15005-118 
146-15005-116 
146-15005-120 
146-15005-123 
146-15005-124 
146-15005=125 
146-15005=126 
1456-15005-127 
146-15005-128 
146-15005-129 
146-15005-130 
146-15005-133 
146-15005-134 
146-15005-135 
146-15005-137 
146-15005-138 
146-15005-139 
146-15905-140 
146-15005-143 
146-15005-144 
146-15005-145 
146-15005-147 
146-15005-149 
146=15005-150 
146-15005-153 
146=15005-155 
146-15005-157 
146-15005-158 
146-15005-159 
146-15005-160 
146-15005-163 
146=15005-164 
146-15005-165 
146-15005-166 
146-15005-167 
146-15005-168 
146-15005-169 
146-15005-170 
146-15005-173 
146-15005-175 
146-15005-177 
146-15005-178 
146-15005-179 
146-15005-180 
146-15005-181 
146-15005-182 
146-15005-183 
146-15005-185 
146-15005-186 
146-15005-187 
146-15005-189 
146-15005-190 
146-15005-191 
146-15005-193 
146-15005-195 
146-15005-196 
146-15005-203 
146-15C05-204 
146-15006- 1 
146-15006- 2 
146-15006- 5 
146-15006- 
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146-15006- 





146-15006- 


146-15006- 





146-15007- 
146-15007= 
146-15008- 
146-15008- 
146-15010- 
146-15010- 
146-15011- 
146-15011- 
146-15013- 
146-15013- 
146-15015- 
146-15015- 
146-15015- 
146-15015- 
146-15016 

146-15017- 
146-15017- 
146-15018 

146-15020- 
146-15020- 
146-15020- 
146-15020- 
146-15020- 
146-15020- 
146-15020- 
146-15020- 
146-15020- 
146-15020- 
146-15021- 
146-15021- 
146-15022- 
146-15022- 
146-15022- 
146-15022- 
146-15023- 
146-15023- 
146-15024- 
146-15024- 
146-15024- 
146-15024- 
146-15024=- 
146-15024- 
146-15024- 
146-15024- 
146-15025- 
146-15025- 
146-15026- 
146-15026- 
146-15028- 
146-15028- 
146-15028- 
146-15028- 
146-15028- 
146-15030- 
146-15030- 
146-15030- 
146-15030- 
146-15030- 
146-15030- 
146-15030- 
146-15030- 
146-15031- 
146-15031- 
146-15031- 
146-15031- 
146-15031- 
146-15031- 
146-15031- 
146-15031- 
146-15032- 
146-15032- 
146-15033- 
146-15033- 
146-15034- 
146-15034- 
146-15036- 
146-15036- 
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146-15038- 
146-15038- 
146-15039- 
146-15039- 
146-15939- 
146-15039- 
146-15039- 
146-15039- 
146-r5039- 
146-15039- 
146-15047 

146-15048 

146-15048- 
146-15049 

146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-15101- 
146-151C1- 
146-15101- 
146-15101- 
146-15101- 
146-151Ci- 
146-15101- 
146-15101- 
146-15101- 







R82MA 
R82NA 



















RO2NA 146-15103- 

R82NA 1456-15103- 
146-15103- 
146-15103- 

R82NA 146-15104 







R32NA 
R82NA 


146-15105- 





146-15105- 
146-15105- 
146-15106 

146-15107 

146-15107- 
146-15108 

146-151%0- 
146-15108- 
146-15108- 
146-151C9- 
146-15109- 
146-15110 

146-15111 

146-15112 

146-15201- 
146-152C1- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-1520 1- 






R82NA 


















146-15201- 


146-15271- 
146-15201- 
146-15201- 
146-152C1- 
146-15201- 





798 


STOCK NUMBER z 
[cias CODE] parT NUMBER 
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146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 
146-15201- 


146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-15202- 
146-18001- 





146-18001- 


146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146=18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 


146-15201-101 
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Numerical Index of 
AN 01-60AAB-4 Contractor Parts 


usc l= NUMBER --- E EE FIGURE MICROFILM ETC NE NUMBER FIGURE [TOTAL] MICROFILM 
[PARTNUMBER |38| AND INDEX NUMBER AND INDEX| QTY. | NUMBE 


PART NUMBER 
R82NA 






























146-18024- 2 
146-18025 
146-18026 
146-18027 
146-18027- 
146-18028- 
146-18028- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
156-18041- 
146-18041- 
146-18041= 10 
1456-18041- 11 
146-18041- 12 
146-18041- 13 
146-18041- 14 
146-18041- 15 
146-18041- 16 
146-18041~ 17 
1456-18041- 18 
146-18041- 19 
146-18041- 21 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18049- 
1456-18049- 
146-18049- 
146-18049- 
146-18049- 
146-18049- 
146-18049- 
146-18049- 
146-18049- 
1456-18049- 
146-18049- 
146=18049- 
146-18049- 
1456-18049- 
146-18049- 
146-18058- 
146-18058- 
146-18058- 
146δ-18058- 
146-18058- 
146-18058- 
146-18058- 
146-18058- 
146-18066- 
146-18066- 
146-18066- 
146-18066- 
146-18066- 
146-18066- 
146-18066- 
146-18066- 
146-18075- 
146-18075- 
146-18075- 
146-18075- 
146-18075- 
146-18075- 
156-18075- 
146-18083- 
146-18082- 
146-18083- 
146-18083- 
146-18083- 
146-18083- 
146-18083- 
146-18083- 
146-18092- 
146-18092- 
146-18092- 
146-18092- 
146-18092- 
146-18092- 
146-18092- 
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ο. 18001- 
ΒΒΖΝΑ 146-18061- P 
REZNA 146-18001- 
146-18001- 
146-18001- 
146-18001-109 
146-18001-110 
146-18002- 1 
146-18002- 2 
146-18002- 11 
146-18C02- 12 
146-18002- 21 
146-18002- 22 i 
146-18003- 
146-18093- 
146-18003- F 
146-18003- ν 
146-18003- 
146-18003- 
146-18003- 
146-18003- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- ; 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- ; 
146-18004- 
146-18004- 
146-18004= 
146-18004- 27 ` l 
146-18004= 
146-18004= y 
146-18004- 
146-18004- 
146-18004- M 
146-18C04- 
146-18004- 
146-18604- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004= 
146-18004- 
146-18005- 
146-18005- 
146-18005- 
146-18005- 
146-18005- 
146-18005- 
146-18005- i 
146-18005- 
146-18005- 
RB2NA 146-18006 
146-18007= 41 
146-18007-= 2 
146-18009 
146-18010 Y 
146-18C11 
146-1812 
146-18612- 
146δ-18020- 
f 146-18020- E 
146-18020- 
146-18020- ] 
146-18020- 
146-18020- 
' 146-18021- 
2) 146-18922- 
A 146-18024- 
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Numerical Index of 
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AN 01-60AAB-4 











STOCK NUMBER #8] FIGURE |TOTAL|MICROFILM STOCK NUMBER 28 FIGURE | TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER 9 9| AND INDEX | QTY. | NUMBER | | CLASS CODE] PART NUMBER 99| AND INDEX} QTY. | NUMBER 


800 


146-18092- 
146-18100- 
146-181CO- 
146-18100- 
146-18100- 
146-18100- 
146-18100- 
146-18100- 
146-18100- 
146-18100- 
146-18100- 
146-1810C- 
146-181CO- 
146-18100- 
146-18109- 
146-18100- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-18108- 
146-181C8- 
146-18108- 
146-18108- 
146-18501- 


146-18501- 


1456-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501- 
146-18501= 
146-18501- 
146-18501- 
146-18501- 
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146-18501- 50 
146-18501- 51 
146-18501- 52 
146-18501- 52 
146-18501- 54 
146-18501- 55 
146-18501- 56 
146-18501- 57 
146-18501- 58 
146-18501- 59 
146-18501- 60 
146-18501- 61 
146-18501- 62 
146-18501- 63 
146-18501- 64 
146-18501- 65 
146-18501- 66 
146-18501- 79 
146-18501- 80 
146-18501- 81 
146-18501- 82 
146-18501-129 
146-18502- 1 





146-18502- 2 


146-18502- 11 
146-18502- 12 
146-18503- 1 
146-18503- 2 
146-18503- 3 
146-18503- 11 


146-18503- 12 
146-18503- 21 


146-18504- 1 
146-18504- 2 
146-18504- 3 
146-18504- 4 
146-18504- 5 
6 
7 
8 
9 





146-18504- 

146-18504- 

146-18504- 

146-18504- 

146-18504- 10 
146-18504- 11 
146-18504- 12 
146-18504- 15 
146-18504- 16 
146-18504- 17 
146-18504- 18 
146-18504- 19 
146-18504- 20 
146-18504- 21 
146-18504- 22 
146-18504- 23 
146-18504- 24 
146-18504- 25 
146-18504- 27 
146-18504- 28 
146-18504- 29 
146-18504- 30 
146-18504- 31 
146-18504- 32 
146-18504- 33 
146-18504- 34 
146-18504- 35 
146-18504- 36 
146-18504- 37 
146-18504- 38 
146-18504- 39 
146-18504- 40 
146-18504- 41 
146-18504- 42 
146-18504- 43 
146-18504- 44 
146-18504- 45 
146-18504- 46 
146-18504- 47 
146-18504- 48 
146-18504- 49 
146-18504- 50 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 


146-18504- 
146-18504- 
146-18504- 
146-18504- 
146-16504- 
146-18504- 
146-18504- 5 
146-18504- 
146-18504- 
146-18504- ` 
146-18504- 
146-18504- 
146-18504- 
146-18504- 
146-18504- 
146-18504- 
146-18504- 
146-18504- 
146-16504- 
146-18504- 
146-16504- 
146-18504- 
146-18504- 
146-18504= 
146-18504- 
146-18504- 
146-18504- 
146-18504- 
146-18504- 
146-18504- 
146-18505- 
146-18505- 
146-18505- 
146-18505- 
146-18505- 
146-18505- 
146-16505- 
146-18505- 
146-18505- 
146-18505- 
146-18505- 
146-18505- 
146-18505- 
146-18505- 
146-18505- 
146-185C6- 
146-18506- 
146-18506- 
146-10506- 
146-18506- 
146-16506- 
146-18506- 
146-18506- 
146-18506- 
146-139506- 
146-18506- 
146-18506- 
146-18506- 
146-18508- 
146-18506- 
146-18506- 
146-10506- 
146-18506- 
R82HA 146-18506- 
R82NA 146-18506- 
146-18506- 
146-185C6- 
146-18506- 
146-18506- 
146-18506- 
146-18506- 
146-18506- 
146-18506- 
146-18506- 
146-18526- 
146-18506- 
146-18506- 
146-18506- 
146-18506- 
146-18506- 
146-18506- 
146-18506- 
146-18506- 
146-18511 
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ME 


R82NA 
R82NA 


146-18511- 
146-18514 

166-18517- 
146-18517- 
146-18517- 


146-18517- 


146-18521- 


146-18521- 
146-18521- 
146-18521- 
146-18522 

146-18522- 
146-18522- 
146-18523 

146-18524- 
146-18524- 
146-18530- 
146-18530- 
146-18532 

146-18532- 
146-18533 

146-18534 

146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18567= 
146-18567- 
146-18567- 
146-18567= 
146-18561- 
146-18567= 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-718574- 
166-18574- 
146-18574= 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18582- 
146-18582- 
146-18582- 
146-18582- 
146-18582- 
146-18582- 
146-18582- 
146-18582- 
146-18590- 
146-18590- 
146-18590- 
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Section ΙΙΙ 
Numerical Index of 
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STOCK NUMBER 
[crass CODE] Part NUMBER 


AN Ol-60AAB-4 


MICROFILM STOCK NUMBER - 
NUMBER | [CLASS CODE | PART NUMBER 


















85] FIGURE |TOTAL| MICROFILM 
9 9| AND INDEX| QTY. | NUMBER 











146-18590- 
146-185902- 
146-18590- 





FIGURE  |TOTAL 
AND INDEX | QTY. 


















146-18662- 
146-18662- 
146-18662- 








us 

































































802 





























































4 

5 

6 6 
146-18590- 7 146-18662- 7 
146-18590- 8 146-18662- 8 
146-18598- 1 146-18670- 1 
146-18598- 2 146-18670- 2 
146-18598- 3 146-18670- 3 
146-18598= 4 146-18670- 4 
146-18598- 5 146-18670-= 5 
146-18598- 6 146-18670- 6 
146-18598- 7 146-18670- 7 
146-1E5¢8— 8 146-18670- 8 
146-15606- 1 146-18678- 1 
146-15606- 2 146-18678- 2 
146-18606- 3 146-18678- 3 
146-18606- 4 1456-18678- 4 
146-18606- 5 146-18678- 5 
146-18606- 6 146-18678- 6 
146-18606- 7 146-18678- 7 
146-18606- 8 146-18678- 8 
146-18615- 1 146-18685- 1 
146-18615- 2 146-18685- 2 
146-18615- 3 146-18685- 3 
146-18615- 4 146-18685= 4 
146-18615- 5 146-18685-= 5 
146-18615- 6 146-18685- 6 
146-18615- 7 146-18685- 7 
146-18615- 8 146-18685- 8 
146-18623- 1 146-18692- 1 
146-18623- 2 146-18692- 2 
146-18623= 3 1 146-18692- 3 
146-18623- 4 1 146-18692- 5 1 
146-18623- 5 1 146-18692- 6 1 
146-16623- 6 1 146-18692- 7 2 
146-18623- 7 1 146-18692- 9 1 
146-18623- 8 1 146-18692- 10 1 
146-18623- 9 1 146-18692- 11 1 
146-18623- 10 1 146-18692- 12 1 
146-18623- 11 2 146-18692- 13 1 
146-18623- 12 2 146-18692- 14 1 
146-18623- 12 2 146-18692- 15 1 
146-18623- 14 2 146-18692- 36 1 
146-18623- 1 1 146-18692- 17 1 
146-18623- 16 1 146-18692- 18 1 
146-18623- 17 2 146-18692- 19 1 
146-18623- 19 1 146-18692- 20 1 
146-18623- 20 1 146-21001- 3 1 
146-18623- 21 1 146-21001- 4 1 
146-18623- 22 1 146-21001- 5 1 
146-18620- 1 REF 146-21001- 6 1 
146-18630- 2 REF 146-21001- 9 1 
146-18630- 3 146-21001- 10 1 
146-18630- 4 146-21001- 11 1 
146-18630= 5 146-21001- 12 2 
146-18630- 6 146-21001- 15 2 
146-18630- 7 146-21001- 17 1 
146-18630- 8 146-21001- 18 1 
146-18638- 1 146-21001- 19 1 
146-18638- 2 146-21001- 20 1 
146-18628- 3 146-21001- 21 2 
146-18638- 4 146-21001- 23 1 
146-186328- 5 146-21001- 24 1 
146-18638- 6 146-21001- 25 1 
146-18638- 7 146-21001- 26 1 
146-18638- 8 146-21001- 29 1 
146-18646- 1 146-21001- 30 1 
146-18646- 2 146-21001- 31 1 
146-18646- 3 146-21001- 32 1 
146-18646- 4 146-21001- 33 1 
146-18646- 5 146-21001- 34 1 
146-18646- € 146-21001- 35 4 
146-18646- 7 146-21001- 37 1 
146-18646- 8 146-21001- 38 1 
146-18654- 1 ^" 146-21001- 39 2 
146-18654- 2 146-21001- 40 2 
146-18654- 2 146-21001- 41 2 
146-18654- 4 146-21001- 42 2 
146-18654- 5 146-21001- 43 2 
146-18654- 6 146-21001- 44 2 
146-18654- 7 146-21001- 45 1 
146-18654- 8 146-21001- 46 1 
146-18662- 1 146-21001- 47 2 
146-18662- 3 146-21001- 49 4 
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MICROFILM STOCK NUMBER 
NUMBER | | CLASS CODE] PART NUMBER ] 


146-21015- 11 
146-21015- 17 
146-21015- 18 
146-21015- 21 
146-21015- 22 
146721016 
146-21019 
146-21027 
146-21028- 
146-21028- 
146-21029- 
146-21029- 
146-21029- 
146-21029- 
146-21029- 17 
146-21029- 18 
146-21029- 21 
146-21029- 22 
146-21030 
146-21033 
146-21040- 
146-21040- 
146-21040- 
146-21041- 
146-21041- 
146-21041- 
146-21041- 
146-21041- 
146-21041- 
146-21041- 
146-21042- 
146-21042- 
146-21042- 
146-21042- 
146-21042- 
146-21042- 
156-21042- 11. 
146-21042- 13 
146-21042- 14 
146-21042- 15 
146-21042- 17 
146-21042- 18 
146-21042- 21 
146-21042- 22 
146-21048 
146-21054 















STOCK NUMBER 
[CLASS CODE] PART NUMBER 


146-21001- 51 
146-21001- 53 
146-21001- 55 
146-21001- 56 
146-21001- 57 
146-21001- 59 
146-21001- 60 
146-21001- 61 
146-21001- 62 
146-21001- 63 
146-21001- 65 
146-21001- 67 
146-21001- 68 
146-21001- 69 
146-21001- 70 
146-21001- 71 
146-21001- 73 
146-21001- 75 
146-21001- 77 
146-21001- 79 
146-21001- 81 
146-21C01- 82 
146-21001- 83 
146-21001- 85 
146-21001- 86 
146-21001- 87 
146-21001- 89 
146-21001- 90 
146-21001- 91 
146-21001- 93 
146-21001- 95 
146-21001- 97 
146-21001- 99 
146-21001-101 
146-21091-103 
146-21001-105 
146-21001-107 
146-21001-109 
146-21001-111 
146-21001-113 
146-210601-117 
146-21001-118 
146-21001-119 
146-21001-123 
146-21001-125 
146-21001-126 
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146-21001-127 146-21055- 1 
146-21001-129 46-21055- 
146-21001-131 146-21056- i 
146-21001-133 146-21056- 2 
146-21001-135 1 46-21056- 3 
146-21001-137 16 21056. 4 
146-21001-138 146-21056- 17 
146-21001-139 46- - 
146-21001-141 PETEA 2 
146-21001-251 146-21057 
146-21001-252 E 
146-21001-301 15621069 
146-21001-302 146-21070- 1 
146-21001-307 146-21070- 2 
146-21001-308 146-21071- 1 
146-21001-309 146-21071- 2 
146-21001-311 146-21071- 3 






146-21001-313 
146-21001-314 
146-21001-327 





146-21071- 4 
146-21071- 17 
146-21071- 18 
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146-21001-328 146-21071- 21 
146=21014= 1 146-21071- 22 
146-21014- 2 146-21072 

146-21014- 3 14546-21076 

146-21014- 4 146-21083 

146-21014- 5 146-21084- 1 
146-21014- 7 146-21084- 2 
146-21014- 9 146-21085- 1 
146-21014- 11 146-21085= 2 
146-21014- 13 146-21085- 3 
146-21014- 15 146-21085- 4 
146-21015- 1 T - 5 
146-21015- 2 146-21085- 7 
146-21015- 3 146-21085- 13 
146-21015- 4 146-21085- 15 
146-21C15- 5 146-21085- 17 
146-21015- 7 146-21085- 18 
146-21015- 9 146-21085- 21 
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| CLASS CODE | PART NUMBER 
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146-21085- 22 1 146-21302- 6 1 
146-21091 2 146-21302- 7 1 
146-21098 2 146-21302- 8 1 
146-21099- 1 1 146-21302- 9 2 
146-21099- 2 1 146-21302- 13 2 
146-21100- 1 1 146-21302- 15 2 
146-21100- 2 1 146-21302- 17 2 
146-21100- 3 1 146-21302- 19 2 
146-21100- 4 1 146-21302- 21 2 
146-21101 2 146-21302- 23 2 
146-21106 2 146-21302- 25 2 
146-21113 2 146-21302- 27 1 
146-21114- 1 1 146-21302- 28 1 
146-21114- 2 1 146-21302- 29 2 
146-21115- 1 1 146-21302- 31 2 
146-21115- 2 1 146-21302- 33 2 
146-21115- 3 1 146-21302- 35 2 
146-21115- 4 1 146-21302- 37 2 
146-21116 2 146-21302- 39 2 
146-21121 2 146-21302- 41 2 
146-21128 2 146-21302- 43 1 
146-21129- 1 1 146-21302- 44 1 
146-21129- 2 1 146-21302- 45 2 
146-21129- 3 1 146-21302- 47 1 
146-21129- 4 1 146-21302- 48 1 
146-21129- 5 2 146-21302- 49 1 
146-21129- 9 2 146-21302- 50 1 
146-21129- 10 2 1456-21302- 51 1 
146-21129- 11 2 146-21302- 52 1 
146-21129- 21 1 146-21302- 53 1 
146-21129- 22 1 146-21302- 54 1 
14546-21137 2 146-21302- 57 2 
14546-21143 1 146-21302- 59 2 
146-21144- 1 1 146-21302- 61 1 
146-21144- 2 1 146-21302- 62 1 
146-21145 2 146-21302- 63 1 
146-21151 2 146-21302- 64 1 
146-21158 2 146-21302- 65 1 
146-21159- 1 1 146-21302- 66 1 
146-21159- 2 1 146-21302- 67 1 
146-21161 2 146-21302- 68 1 
146-21166 2 146-21302- 69 1 
146-21167 2 1456-21302- 70 1 
146-21173 2 146-21302- 71 2 
146-21174- 1 1 146-21302- 73 1 
146-21174- 2 1 146-21302- 74 1 
146-21174- 3 1 146-21302- 75 2 
146-21174- 4 1 146-21302-101 1 
146-21174- 5 2 146-21302-=102 1 
146-21174- 7 2 146-21303- 5 2 
146-21174- 8 2 146-21303- 7 2 
146-21174- 21 1 146-21303- 9 2 
146-21174- 22 1 146-21303- 11 1 
146-21179- 1 1 146-21303- 12 1 
146-21179- 2 1 146-21303- 13 2 
146-21181 2 146-21303- 15 2 
146-21185- 1 1 146-21303- 17 2 
146-21185- 2 1 146-21303- 19 2 
146-21189 2 146-21303- 21 2 
146-21189- 3 2 156-21303- 23 2 
146-21189- 5 2 146-21303- 25 2 
146-21238- 3 1 146-21303- 27 2 
146-21238- 5 2 146-21303= 29 2 
146-21238- 7 1 146-21303- 31 2 
146-21238- 11 1 146-21303- 33 2 
146=21301- 3 2 146-21303- 35 2 
146-21321- 5 2 146-21303- 37 2 
146-21301- 7 2 146-21303- 39 2 
146-21301- 9 2 146-21303- 41 2 
146-21301- 11 2 146-21303- 43 2 
146-21301- 13 2 146-21303- 45 2 
146-21301- 15 2 146-21303- 47 2 
146-213¢1- 17 2 146-21303- 48 2 
146-21301- 19 2 146-21303- 49 1 
146-21301- 21 2 146-21303- 50 1 
146-21301- 23 2 146-21303- 51 1 
146-21301- 25 2 146-21303- 52 1 
146-21301- 27 2 146-21309- 3 2 
146-213C1- 29 2 146-21309- 5 2 
146-21301- 33 2 14546-21311 2 
146-21301- 35 2 146-21311- 3 2 
146-21301-101 1 146-21311-= 5 2 
146-21301-102 1 146-21311- 7 2 
146-21302- 5 1 146-21311- 9 2 
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Section ΙΙΙ 


Numerical index of 
AN 01-60AAB-4 Contractor Parts 


STOCK NUMBER SE] FIGURE MICROFILM STOCK NUMBER Za] FIGURE | TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER 99| AND INDEX NUMBER | [CLASS CODE] PART NUMBER 22| AND INDEX | QTY. | NUMBER 




















146-21311- 13 165-220P2-10P 












146-21311-101 146-22021- 9 
146-21312- 146-22021- 11 
146-21312- 146-22021- 12 


146-21312- 
146-21312- 
146-21312- 
146-21312- 
146-21312- 
146-21312- 
146=21312- 
146-21312- 
146-21312- 
146-21312- 
146-21313- 
146-21313- 
146-21313- 
146-21313- 
146-21313- 
146-21313- 
146-21313- 
146-21313- 
146-21313- 
146-21313- 
146-21313- 
146721314 

146-21315- 
146-21315- 
146-21315- 
146-21315- 
146-21315- 
146-21316- 
146-21216- 
146-21316- 
146-21316- 
146-21316- 
146-21316- 
146-21317- 
146-21317- 
146-21317- 
146-21317- 
146-21317- 
146-21317- 
146-21317- 
146-21317- 
146-21402- 
146-21402- 
146-21402- 
146-21402- 
146-21402- 
146-21402- 
146-21403- 
146-21403- 


146-21403- 146-22067- 7 2 
146-21403- 146-22067- 13 1 
146-21410 146-22067- 14 1 
146-21411- 146-22067- 17 1 
reece 146-22067- 19 2 

E 146-22067- 20 1 
146-21430 146-22068- 1 2 


146-21430=- 


146-21431 46- 8- 
146-21431- nido I : 
ο... 146-22068- 3 1 
- = 146-22068- 4 1 

14621433 46- 8- 
146-21433- Vidit i í 
1456-21436- 146-220638- 7 1 
146-220968- 8 1 
146-21436- 146-22068- 9 1 
146-22068- 10 1 
146-21437- 1 1 146-22068- 11 2 
146-21437- 2 1 146-22075= 1 1 

146-21437- 3 1 46-22075- 
146-21437- 4 i 1252220165 ^ : 
146-21438- 1 1 146-22075- 4 1 
146-.21436- 2 1 146-22075= 5 2 
146-21438- 3 1 146-22081- 1 1 
146-21438- 4 1 146-22081- - 2 1 
146-21439- 1 2 146-22081- 3 1 
146-22081- 4 1 
146-21439- 2 2 146-22081- 5 2 
1456-22081- 9 1 


N NNFNNNNNNN EEE BE I PRP I HRP 4 Ie IND IO I (D 1 HS PRP FP P ENN PS INLINE POI FO INO) ΜΑ ΜΜ IO IJ P9. ΜΑ) PO PRO FO PO PO PO. ΜΩ 








146-22027- 
146-22027- 
146-22027- 
146-22027- 
146-22027- 
146-22032- 
146-22032- 
146-22032- 
146-22032- 
146-22032- 
146-22038- 
146-22038- 
146-22038- 
146-22038- 
146-22038- 
146-22038- 
146-22038- 
146-22041- 





146-22041- 
146-22041- 
146-22041- 
1456-22048- 
146-22048- 
146-22048- 
146-22048- 
146-22048- 
146- 22025” 
146-22055- 
146-22055- 
146-22055- 
146-22055- 
146-22061- 
146-22061- 
146-22061- 
146-22061- 
146-22061- 
146-22067- 








146-22067- 


146-22067- 
146-22067- 
146-22067- 















146-22021-101 
146-22021-102 


PO0U20mrU uvune vpu Nre 


PUFUNPUFUNRPUFUNE RUN 


N 























ν NRHN 






λα αν IS RP ED IB IR IE IND). NEP PNP IS με! τὸ ο 1} RR Bs 


N 













Nee 











146-21311- 11 | 146-22002 169-220p2-10] 
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Section Ill 
Numerical Index of 


Contractor Parts AN O1-60AAB-4 


STOCK NUMBER : za FIGURE |TOTAL|MICROFILM 
CLASS CODE PART NUMBER 9¥| AND INDEX | QTY. NUMBER 
M 











STOCK NUMBER ᾿ 
| CLASS CODE | PART NUMBER 











28] FIGURE |TOTAL| MICROFILM 
3°] AND INDEX | QTY. | NUMBER 








































































146-22084- 1 l4é-22171- 3 1 
μα cos ia 146-22171- 3 1 
LE DE E ; 146-22171- 4 1 
PE C ME 146-22171- 5 2 
τ 2 * 146-22171- 9 2 
pecu rc 1 146-22174- 1 1 
- HE 146-22174- 2 1 
pem 4 cm e 146-22177-= 1 1 
P E 4 146-22177- 2 1 
ο... ANE 146-22183- 1 1 
ο τοι 146-22183- 2 1 
146-22091- 11 acr e| 3 2 
πο. i 146-22189- 5 2 
REM e 146-22189- 6 2 
qid E 146-22189- 7 2 
146-22099- 4 ο ο. 
ieee au. 75 146-22302- 2 2 
146-22089- 7 
hber 5 146-22302- 3 
já6s2odgUc- 4 146-22302- 4 
148c22009- 11 146-22302- 5 
"PNE οσο» 146-22302- 6 
pic Loken Ὁ 146-22302- 7 
5 14622302- 8 
9 


146-22104- 146-221p4- 
146-22104-: 146-22104- 
146-22104- 
146-22104- 
146-22104- 
146-22104- 
146-22104- 
146-22104- 
146-22108- 
146=221C8= 
146-22108- 
146-22108- 
146-22108- 
146-22108- 
146-221C8- 
146-22114- 
146-22114- 
146-22114- 
146-22114- 
146-22114- 
146-22120- 
146-22120- 
146-2212C- 
146-22120- 
146-22120- 
146-22126- 
146-22126- 
146-22126- 
146-22126- 
146-22126- 
146-22126- 
146-22126- 
146-22129- 


146-22302- 
146-22302- 10 
146-22302- 11 
146-22302- 12 
146-22302- 13 
146-22302- 14 
146-22302- 15 
146=22302- 16 
146-22302- 17 
146-22302- 18 
146-22302- 19 
146-22302- 20 
146-22302- 21 
146-22302- 22 
146-22302- 


146-22302- 
146-22302- 


N N N ΑΛΛΑ 1- το Ὁ εἰ p Ee m Ὁ; RR im eae a 





146-22302- 






146-22302- 
146-22302- 31 
146-22303- 1 
146-22303- 2 
146-22305 
146-22311 
146-22311- 
146-22311- 
146-22312 
146-22313 
146-22314 
146-22315 
146-22316 
146=22317 
146-22321- 17 
146-22321- 18 
146-22321- 19 
146-22321- 20 
146-22321- 23 
146-22321- 29 
146-22321- 30 
146-22321- 31 
146-22321- 32 
146-22321- 34 
146-22321- 35 
146-22321- 36 
146-22321- 37 
146-22321- 38 
146-22321- 39 
146-22321- 40 
146-22321- 41 
146-22321- 42 
1456-22324 

146-22324- 3 
146-22324- 7 
146-22224- 9 
146-22324- 









R82NA 


IN) E LIN) RHR RNR ES I PNP ES IE e ES S I SES I YP 1. IND. Ν E. IH PPR a a BS rm Rm 
ο ο 


£2 C «0 X ο I USAN URW P9 I Λο 


N 
N 


146-22129- 


146-22120- 
146-22129- 
146-22129- 
146-22135- 
146-22135- 
146-2214C- 
146-22140- 
146-22140- 
146-22140- 
146-2214C- 
146-22146- 
146-22146- 
146-22146- 
146-22146- 
146-22146- 
146-22146- 
146-22146- 
146-22152- 
146-22152- 
146-22158 

146-22164- 
146-22164- 
146-22171- 


PPP BEBE SE EERE Ee pee epee se aa 


WO US SU) ID F2 UP WINRAR UI 


FEE ENNN ISI|BIININISPS PF INOPmNKPXN TC] IIP!INPNIPPSNINIPPRNIPSS FP ENN 


RINA IN). NN A EH A IN) RS E PRP RP IB IN) rS A 


Pone 
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Section III 


Numerical Index of 
AN 01-60AAB-4 Contractor Parts 


£3] ειούπε [roral|MICROFILM 
8 Α 

| CLASS CODE | PART NUMBER Β 9] AND INDEX NUMBER | | CLASS CODE] PART NUMBER 
146-22324= 20 
146-22325 Ze 
146-22325- 
146-22325- 
146-22325- 
146-22325- 
146-22325- 
146-22325- 
146-22327 
146-22327- 
146-22327= 
146-22327= 
146-22327- 
146-22330 
146-22332 
146-22332= 
146-22332- 
146-22332- 
146-22332- 
146-22332- 
146-22332- 
146722333 
146-22333- 
146-22333- 
146-22333- 
146-22333- 
146-22333- 
146-22333- 
1467223234 
146-22334= 
146-22334- 
146-22334- 
146-22334- 
146-22403 


146-22501-302 
146-22502- 


146-22502- 


146-22502- 
146-22502- 
146-22502- 


Ri 
ve 


un 


146-22502- 


Re 
Qc 


146-22502- 


N 
e 


146-22502- 


146-22503- 
146-22503- 
146-22507 


15. 
NUD δα 4 ο 


146-22506- 
146-22500- 
146-22509- 
146-22509- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22510- 
146-22405- 146-22510- 
146-22510- 
146-22408 : 146-22510- 
a 146-22510- 
146-22409 ^ 146-22510- 
146-22409- ος ο 
146- 22410 + rer 
ἘΝ oat 146-22510- 
146-22510- 
146722412 qeu m 
146-22413 : 
146-22511- 
Ein 146-22511- 
14546-22416 P NS ac 
. 146-22512- 
- 146-22513 
146-22417 146-22636- 
£ 14623099- 
146-22418 : 146=23089- 
146-23101 
146-23102 
146-23102- 
146-23102- 
146-23102- 
146-23105 
146-23107 
146-23107- 
146-23107- 
146-23107- 
146-23107- . 
146-23107- 
14546-23113 
146-23120 
14546-23121 
146-23121- 
146-23121- 
146-2312i- 
146-23122 
146=23122= 
14623127 
146-23128 
146-23129- 


PO £GR Od ROPO TOT p fO TO 4A FO IPOD IND FD ID P ID PO 4 P UP OO PO IO ENN HR DO PNJ 
Q0 ο συ ο.” Ye 


146-22404- 
146-22404- 
14546-22405 

146-22405- 


N YNNN 


146-22405- 


w 


146-22429- 


146-22501- 
146-22501- 
146-22501- 
146-22501- 
146-22501- 
146-22501- 
146-22501- 
146-22501- 
146-22501-101 
146-22501-102 
146-22501-103 
146-22501-104 
146-22501-105 
146-22501-106 
146-22501-113 
146-22501-201 
146-22501-202 
146-22501-3C1 





Hh po do od ar pd 15} 1-2 15 pu IND 15} 157 I8 ο με pa ο μα Gs {112 IN) IND A A AA λε 15 E ED 15} EA 1Ξ} ἐ-} 1-3 15} 15} 15} 4-5 κ} 9} e [2:7 pr μὲ e G3 A A A εχ} {4 μονο 


15} ον Y IA 15} e 15} IND IE IS ER m AN 
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Section Ill 


Numerical Index of 
Contractor Parts . AN ΟΙ-όΟΑΑΒ-4 


7 srocknumeee [és FIGURE |TOTAL|MICROFILM 
[eras cone] PARTNUMBER |88| ANDINDEX QTY. | NUMBER 
146-23129-101 
146-23135 
146-23136- 5 
146-23136-101 
146-23143 
146-23144- 5 
146-23144-101 
146-23150 
146-23151 










































































STOCK NUMBER Em 
CLASS CODE PART NUMBER 8 
Μ 













FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


53 = 40 








146-23425 
146-23431 
146-24414- 10 
146-24415 
146-24415- 3 
146-24416 
146-24417 
146-24430 

















R82NA 


ΟΡΟ ΑΟ 





















































































146-23151- 3 

146- 23197 R82NA 14546-24434 1 
146-23158- 5 RB82NA 146-24458 4 
146-23158-101 146-24450- 3 4 
146-23301- 9 146-24462= 7 1 
146-23301- 10 146-24462- 9 1 
146-23301- 17 14646-24469 1 
146-22301- 19 146-24470- 3 1 
146-23301- 21 146-24475- 3 8 





146-23301- 23 

















1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 
146-23301- 25 1 146-31010 F 
146-23301- 27 1 146-31010- 10 1 
146-22301- 37 146-23301- 7 146-31010- 63 1 
146-23301- 43 1 146-31010- 65 1 
146-23301- 44 1 146-31010- 66 1 
146-23301- 53 1 146-31010- 71 1 
146-23301- 55 1 146-31010- 72 1 
146-23301- 57 1 146-31010- 73 1 
146-23301- 58 1 146-31010- 74 1 
146-23301- 59 1 146-31010- 75 1 
146-23301- 60 1 146-31010- 76 1 
146-23301- 61 2 146-31010- 77 1 
146-23301- 63 2 146-31010- 78 1 
146-23301- 65 1 146-31010- 79 1 
146-23301- 67 1 146-31010- 80 1 
146-23301- 69 1 146-31010- 81 1 
146-23301- 71 1 146-31010- 82 1 
146-23301-101 1 146-31010- 83 1 
146-23305 . 1 146-31010- 85 1 
146-23305- 3 1 146-31010- 87 1 
146-23305= 5 1 146-31010- 89 1 
146-23305- 7 1 146-31010- 91 1 
146-23305= 9 1 146-31010- 92 1 
146-23308 1 146-31010- 97 2 
146-23309 2 146-31010- 99 2 
146-23312 1 146-31010-101 2 
146-23313 1 146-31010-103 1 
146-23314 1 146-31010-104 1 
146-23315 1 146-31010-105 1 
146-23316 1 146-31010-106 1 
146-23316- 3 1 146-31010-107 1 
146-23323 1 146-31010-108 1 
146-23323- 3 1 146-31010-109 1 
146-23324 1 146-31010-110 1 
ΒΒ2ΝΑ 146-23334 1 146-31010-111 2 
146-23334- 3 1 146-31010-113 1 
146-23334- 5 1 146-31010-115 1 
146-23335 1 146-31010-117 1 
146-23335- 3 1 146-31010-121 1 
146-23335- 5 1 146-21010-123 1 
146-23335- 7 1 146-31010-124 1 
146-23335- 9 2 146-31010-125 1 
146-23335- 11 2 146-31010-126 1 
R82NA 146-23336- 10 1 146-31010-127 2 
146-23401 1 146-31010-129 1 
146-23401- 3 1 146-31010-130 1 
146-23402- 5 1 146-31010-131 1 
146-23402- 10 1 146-31010-132 1 
146-23403- 3 1 146-31010-133 2 
146-23403-100 1 146-21010-134 2 
146-23404 1 146-31010-125 2 
146-23404- 3 1 146-31010-137 1 
146-23406- 5 1 146-31010-139 2 
146-23406- 1C 1 146-31010-141 2 
146-23407 1 146-31010-143 2 
146-23407- 3 1 146-31010-145 1 
146-23410 1 146-31010-146 1 
146-23411- 3 2 146-31010-147 1 
146-23411- 5 4 146-31010-148 1 
146-23417 1 146-31010-149 1 
146-23417- 3 1 146-31010-150 1 
146-22417- 5 1 146-31010-151 1 
146-23419 1 146-31010-152 1 
146-23421 2 146-31010-153 1 
146-23424 1 146-31010-154 1 
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146-31010-155 
146-31010-156 
146-31010-157 
146-31010-158 
146-31010-159 
146-31010-161 
146-31010-163 
146-31010-165 
146-31010-166 
146-31010-171 
146-31010-172 
146-3101C-173 
146-31010-174 
146-31010-175 
146-31010-176 
146-31010-177 
146-31010-179 
146-31010-181 
146-31010-182 
146-31010-183 
146-31010-184 
146-31010-185 
146-31010-186 
146-31010-187 
146-31010-188 
146-3101C-189 
146-31010-19C 
146-31010-191 
146-31010-192 
146-21010-193 
146-31010-195 
146-31010-196 
146-31010-197 
146-31010-203 
146-31010-205 


146-31010-209 
146-21010-211 
146-31010-213 
146-31010-214 
145-31010-215 
146-31010-217 
146-31010-219 
146-31010-279 
146-31010-301 
146-319011- 1 
156-31011- 
1465-31911- 
1456-31011- 
146-31011- 
146-31C11- 
146-31011- 
146-31011- 
146-21011- 
146-31011- 10 
146-31011- 11 
146-31011- 12 
146-31011- 13 
146-31011- 14 
146-21011- 15 
1456-31011- 16 
146-31011- 17 
146-31011- 18 
166-31011- 19 
146-31011- 20 
146-31C11- 22 
146-31011- 24 
146-31011- 26 
146-31011- 28 
146-31011- 29 
146-31011- 31 
146-3191i- 33 
146-31011- 35 
146-31C11- 37 
146-31C11- 38 
146-21211- 51 
146-31011-201 
146-31012- 
146-31012- 
146-31012- 
146-31012- 
146-31012- 
146-31012- 
146-31012- 






RB2NA 
ΒΒΖΝΑ 
ΒΕΖΝΑ 
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NA 
NA 
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STOCK NUMBER Y 
| CLASS CODE | PART NUMBER 


146-31010-207- 


ΑΝ ΟΙ-6ΟΑΑΒ-4 






































































































MICROFILM 
NUMBER 











146-31026 
146-31026- 
146-31027 







146-31027- 
146-31027- 
146-31027- 
146-31027- 


146-31027- 
146-31029 


146-31030 
146-31030- 
146-31030- 
146-31030- 
146-31030- 1 


PNPENNNNNNNNN II 21} κ} S A EPP RS E RPP 


146-31030- 1 
146-31030- 1 


146-31032- 
146-31032- 
146-31033- 
146-31033- 
146-31033- 
146731036 

146-31038 

146-31038- 
146-31039 

146-31069- 
146-31069- 


146-31070 
146-31070- 
146-31070- 
146-31070- 
146-31071 
146-31076- 
146-31076- 
146-31076- 
146-31076- 
146-31076- 
146-31076- 
146-31076- 
146-31076- 
146-31078 
146-31078- 
146-31078- 
146-31078- 
146-31078- 1 





Ld et AAA 


146-31013- 1 
146-31013- 11 
146-31013- 1 

146-31013- 13 
146-31013- 14 
146-31013- 15 
146-31013- 16 
146-31013- 17 
146-31013- 18 
146-31013- 19 
146-31013- 20 


146-31027- 1 
1 





STOCK NUMBER 


S8| FIGURE | TOTAL] MICROFILM 
PART NUMBER 89| AND INDEX| QTY. | NUMBER 


1 146-31012- 
1 146-31012- 
1 146-31012- 10 
1 146-31012- 11 
2 146-31012- 12 
2 146-31012- 13 
2 146-31012- 17 
1 146-31012- 18 
1 146-31012- 19 
1 146-31012- 20 
1 146-31013- 
1 146-31013- 
1 146-31013- 
1 146-31013- 
1 146-31013- 
1 146-31013- 

83 146-31013- 








146-31029- 33 
146-31029-101 


1 


146-31030- 13 
146-31030- 15 


1 
9 


146-31030- 21 
146-31030- 30 
146-31030- 21 
146-31030-200 


-4 ο 4 ὧν 


146-31069-101 


uU 
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Section ΙΙΙ 
Numerical Index of 
Contractor Parts 










146-31078- 
146-31078- 15 
146-31078- 17 
146-31078- 19 
146-31089 






146-21089- 3 
146-31C89- 5 
146-31089- 7 
146-31089- 9 
146-31089- 11 
146-31089- 13 
146-31089- 15 
146-31089- 17 
146-31089- 19 
146-31069- 21 
146-31089= 23 
146-31089- 25 
146-31089- 27 
146-31089- 29 
146-310€9- 31 
146-31089- 33 
146-31069- 35 
146-31089= 37 
146-31089- 36 
146-31089- 41 
146-31089- 43 
146-31089- 45 
146-31069- 47 
146-31089- 49 
146-310£9- 51 
146-21C89- 5 
146-31089- 54 
146-31C89- 55 
146-31089- 57 
146-31089- 59 
146-31089- 61 
146-31C89- 63 
146-31089- 65 
146-31089- 67 
146-31289- 73 
146731090 
146-319090- 3 
146-31090- 4 
146-31096 
146-31098 
146-31160- 9 
146-31100- 11 
146-311009- 13 
146-3110C- 15 
146-31100- 17 
146-31100- 19 
146-31100- 21 
146-311C0- 23 
146-311C0- 25 
146-31100- 27 
146-31100- 29 
146-311C0-400 



























RE2NA 





146-511C1-50C 





146-31103 

146-31103- 3 
146-31103- 5 
146-31103- 7 
146-31103- 13 
146-31103- 15 
146-311C3- 17 
146-31193- 21 
146-31103-200 
146-31104- 1 
146-31104- 2 
146-31104- 3 
146-31104- 35 
146-31104- 15 
146-31104- 17 
146-31104- 12 
146-231104- 21 
146-31i26- 27 
146-31124- 29 
146-31104- 31 
146-311C4- 33 
146-311C4-105 
146-31104-10 
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AN 01-60AAB-4 















i 146-31104-113 
146-31104-117 
146-31105 
146-31105- 3 
146-31106 
146-31107 
146-31107- 3 
146-31108- 3 
146-31108- 9 
146-31108- 15 
146-31108- 17 
146-31108- 19 
146-31108- 21 
146-31108- 2 
146-31108- 25 
146-31108- 29 
146-31108- 33 
146-31108- 35 
146-31108- 37 
146-31108- 39 
146-31108- 41 
146-31108- 45 
146-31108- 47 
146-31108- 49 
146-31108- 51 
146-31108- 75 
146-31108- 77 
146-31108- 79 
146-31108- 81 
146-31108- 89 
146-31108- 91 
146-31108-147 
146-31108-300 
146-31108-500 
146-311103 
146-311118 
146-311118- 
146-31112 
146-311128 
146-311129- 
146-311129- 
146-31113 
146-31113- 3 
146-31113- 1 
146-31113- 1 
146-31113- 15 
146-31113- 17 
146-31114 
146-31114- 3 
146-31114- 5 
146-31114- 7 
146-31114- 9 
146-31114- 11 
146-31114-.13 
146-31114- 15 
146-31114- 17 
146-31114- 21 
146-31114- 23 
146-31115- 5 
146-31115- 7 
146-31115- 9 
146-31115- 13 
146-31115- 17 
146-31115- 21 
146-31115- 29 
146-31115- 33 
146-31115-101 
146-31115-105 
146-31116 
146-31116- 3 
146-31117 
146-31118 
146-31119 
146-311201 
146-311201-10 
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146-311202 

146-311202- 
146-311202- 
146-311202- 
146-311202- 
146-311202- 
146-311202- 


ο ο PEPE 1» 1-7 [4 PR [4 }} PP [53 [57 eee 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 3 


1 


146-311201-201 


3 
5 
6 
7 
8 
9 












FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 
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146-31108-1 
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1456-311202- 10 4 146-311203- 79 1 
146-311202- 13 2 146-311203- 81 1 
146-311202- 14 2 146-311203- 83 1 
146-311202- 15 2 146-311203- 85 1 
146-311202- 16 2 146-311203- 87 2 
146-311202- 17 2 146-311203- 88 1 
146-311202- 18 2 146-311203= 89 1 
146-311202- 19 2 146-311203- 91 1 
146-311202- 20 2 R82NA 146-311203-101 1 
146-311202- 21 2 
146-311202- 22 2 ΒΒΖΝΑ 146-311203-103 1 
146-311202- 23 4 
146-311202- 25 2 146-311203-185 1 
146-311202- 27 8 146-311204- 1 M1 2 
146-311202- 29 2 146-311204- 2 μι 2 
146-311202- 31 4 146-311204- 3 M1 2 
146-311202- 33 2 146-311204= 4 Ml 2 
146-311202- 34 2 146-311204- 5 M1 2 
146-311202- 35 2 146-311204- 6 Μι 2 
146-311202- 37 2 146-311204- 7 M1 2 
146-311202- 39 4 146-311204- 8 M1 2 
146-311202- 41 2 146-311204= 9 Ml 2 
146-311202- 51 4 146-311204- 10 141 2 
146-311202- 53 2 146-311204- 13 141 2 
146-311202- 54 2 146-311204- 14 M1 2 
146-311202- 55 4 146-311204- 15 M1 2 
146-311202- 57 4 146-311204- 16 μι 2 
146-311202- 59 2 146-311204- 17 Ml 2 
146-311202- 61 2 146-311204- 18 Ml 2 
146-311202- 63 2 146-311204- 19 Ml 2 
146-311202- 65 4 146-311204- 20 Ml 2 
146-311202- 68 2 146-311204- 21 M1 2 
146-311202- 71 6 146-311204- 22 M1 2 
146-311202- 73 AR 146-311204- 23 211 4 
146-311202= 75 AR 146-311204- 25 M1 2 
146-311202- 83 1 146-311204- 26 Ml 2 
R82NA 146-311202-101 2 1456-311204- 27 Ml 2 
146-311204- 28 M1 2 
R82NA 146-311202-201 2 146-311204- 41 M1 2 
146-311205- 1 M1 2 
R82NA 146-311203 2 146-311205- 2 Μι 2 
146-311203= 3 2 146-311205- 3 M1 2 
146-311203- 5 2 146-311205- 4 M1 2 
146-311203- 7 2 146-311205- 5 Ml 2 
146-311203- 9 2 146-311205- 6 Ml 2 
146-311203- 11 2 146-311205- 7 Ml 2 
146-311203- 13 2 146-311205- 8 Ml 2 
146-311203= 15 2 146-311205- 9 y 2 
146-311203- 17 2 146-311205- 10 2 
146-311203- 19 2 146-311205- 11 4 
146-311203- 21 2 146-311205- 13 8 
146-311203- 23 2 146-311205- 15 8 
146-311203- 25 2 146-311210 4 
146-311203- 27 4 146-211210- 3 4 
146-311203- 29 2 146-311210= 5 4 
146-311203- 31 2 146-311210% 7 2 
146-311203- 33 2 146-311210- 10 2 
146-311203- 35 2 146-311211 4 
146-311203= 37 2 146-311211- 3 4 
146-311203- 39° 2 146-311212- 1 2 
146-311203- 41 2 146-311212- 2 2 
146-311203- 43 2 146-311213= 3 9 
146-311203- 45 2 146-311213= 5 1 
146-311203- 47 2 146-311213- 7 1 
146-311203= 49 2 146-311212- 9 1 
146-311203- 51 2 146-311213- 11 1 
146-311203- 53 2 146-311213- 13 2 
146-311203- 55 2 146-311213- 15 2 
146-311203- 57 2 146-311213- 17 2 
146-311203- 59 2 146-311213- 21 1 
146-311203- 61 2 146-311213- 31 1 
146-311203- 63 2 146-311213- 41 2 
146-311203- 64 2 146-311213- 51 2 
146-311203- 65 4 146-311213- 61 2 
146”-311203- 67 2 R82NA 146-311214 2 
146-311203- 69 2 146-311214- 3 2 
146-311203- 70 1 ΒΒΖΝΑ 146-311215- 1 2 
146-311203- 71 2 146-311215- 3 2 
146-311203- 72 1 ΒΘΟΝΑ 146-311215- 5 2 
146-311203- 73 1 146-311215= 7 2 
146-311203- 74 1 RE2NA 146-311216 7 
146-311203- 75 1 146-211216- 3 7 
146-311203- 76 1 R82NA 146-311217 4 
146-311203- 1 R82NA 146-311218- 3 
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Section III 


Numerical Index of 


Contractor Parts 










R82NA 146-311218- 








R82NA 









146-311219 
146-31122 


















R82NA 146-311220 
R82NA 146-311221 
R82NA 146-311222 
R82NÀ 146-311222 
R82NA 146-311224- 
R82NA 146-311224- 


146-311226 
146-311226- 
146-311226- 
146-311226- 
146-311227 
146-311227- 
146-311227- 
146311227- 
146-311228 
146-311229 
146-311229- 
146-311229- 
146-311229- 
146731123 
146-31123- 
146-311230 
146-311231 






146-311232 
146-311232- 
146-3112332- 
146-311233- 
146-311233- 
146-311233- 
146-311233- 
146-311233- 
146-311233- 
146-311233- 
146-311234- 
146-311234- 
146-311234- 
146-311234- 
146-311234- 
146-311235- 
146-311235- 
146-311235- 
146-311235- 
146-311235- 
146-311235- 
146-311236 
146-311237- 
146-311237- 
146-311237- 
146-311237- 
146-311237- 
146-311237- 
146-311237- 
146-311237- 
146-311237= 
146-311237- 
146-311238- 
146-311238- 
146-311239- 
146-311239- 
146-3112239- 
146-311239- 
146-311239- 
146-31124- 
146-31124- 
146-31124- 
146-31124- 
146-31124- 
146-31124- 
146-31124- 
146-31124- 
146-31124- 
146-31124- 
146-31124- 
146-31124- 
146-31124- 
146-31124- 
146-31124- 
146-31124- 
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[O STOCK NUMBER | [O STOCK NUMBER | 





| CLASS CODE | PART NUMBER 


146-31124- 
146-31124- 
146-31124= 
146-31124- 47 
146-31124-2 
146-311240- 
146-311240- 
146-311240- 
146-311240- 
146-311240- 
146-211240- 
146-311241 
146-311242- 
146-311242- 
146-311242- 
146-311242- 
146-311242- 
146-311242- 
146-311242- 
146-311242- 
146-311242- 
146-311245 
146-311246 
146-311247 
146-311247- 1 
146-311247- 2 
146-311247- 11 
146-311249- 1 
146-311249- 2 
146731125 
146-31125- 3 
146-31125- 5 
146-31125- 7 
146-31125- 9 
146-31125- 11 
146-31125- 13 
146-31125- 15 
146-31125- 17 
146-31125- 19 
146-31125- 23 
146-31125- 25 
146-31125- 21 
156-231125- 33 
146-31125- 39 
146-31125- 41 
146-51125- 43 
146-31125- 45 
146-31125- 47 
146-21125- 49 
146-31125-101 
146-31125-103 
146-31125-201 
146-311250 
146-311251- 
146-311251- 
146-311251- 
146-311251- 
146-311252 
146-311252- 
146-311252- 
146-311252- 
146-311252- 
146-311252- 1 
146-311254- 
146-311254= 
146-311254- 
146-211254- 
146-311254- 
146-311254- 
146-311254- 
146-311254- 
146-311254- 
146-311254- 10 
146-311254= 11 
146-311254- 12 
146-311254- 1 
146-311254= 14 
146-311254- 17 
146-311254- 23 
146-311254- 25 
146-311254- 27 
146-311254- 28 
146-311254- 29 


01 


ο αυ β Όο0ο 0” 


ΟΟοσΟσφθ ου 


m 


Sun 


00 -43 Oy Un RUD P9 m 0 JU 





FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


















ΜΗ HS DO. DO. ΓΩ ΜΜΑ PR PO. [0 09. [9 P9. P) P82.:.00 OS PO. P9 ID. PO 1 ND) ES m IS 
























NPP PRP ERP IA. PPB PRP PP PP PPP S. S ES ID 


"| 





E) e ND) A A POR) PO PO PO PO IPOPO PO POPRO PO POI PO POL PO. ENN P2. PO IJ 


Revised 15 August 1955 








Section Ili 
Numerical Index of 


AN ΟΙ-όΟΑΑΒ-4 Contractor Parts 


Ὁ STOCK NUMBER 
STOCK NUMBER 28| FIGURE MICROFILM 
| CLASS CODE | PART NUMBER 85] AND INDEX NUMBER | [CLASS CODE PART NUMBER 

















a > 2 
146-311254- 32 : 146-311291 ; 
146-311254-101 146-311292 : 
156-311254-102 146-311293 : 
146-311254-103 
146-311258 z 
- 95 
R82NA 146-311259 Sidus ΠΠ 2 
146-311261- 11 a o 1 2 
146-311261- 12 : eN 2 
De ea 2 2 146-311297- 2 
a οσον 2 146-2311297- 2 
Fase al 2 146-311297- 4 
ο DE 2 146-311298 4 
Desin d 1 146-311299 2 
arii gat i 2 146-31130- 1 
146-311262- 7 : ior ᾽ 
1456-211262- 8 Ξ RA i 
ρα. 2 146-31131- 1 
146-311262- 10 2 rezati- ? 
146-311262- 11 e cm : 
146-311262- 12 : ΓΙ l 
ero 6 146-31131- 1 
146-311265- 1 8 τ : 
146-311265- 2 S melee i 
MS τες 2 146-31131- 1 
ΙΕ 2 146-31131- 1 
μα. 2 146-31131- 1 
a γα. 2 146-31131- 1 
lore em 2 146-31131- 41 1 
ος το; 2 146-31131-200 1 
146-311267- 3 2 16211 i 
1456-311267- 5 2 146731132 1 
een al 2 146-31124- 11 1 
146-311267- 11 ? P ο. i 
146-311267- 13 ᾽ κείνας, 7 
146-311267-101 : 5 1 
148-311268 1 146-31134- 29 1 
μα iter 1 146-31134- 31 4 
κα ον 2 146-31134- 35 1 
146-311269 4 146-31134- 37 1 
quer 5 4 146-31134- 39 1 
TIU HE 4 146-31134-201 F 
146-311269- 7 i Meo ᾿ 
146-31127 ο ; 
Mecano 2 146-31135- 1 
146-311270= 3 : EA 2 
146-311271 : MEER : 
146-311271- 3 : 1464211367 7 
146-311271- 5 : λος : 
146-311271- 7 z 146-31136- : 
146-311272- 1 : is S. 
146=311272- 2 = κ... : 
146-311273 : He : 
146-311274 ; va Ta : 
ear 2 146-31136-100 1 
ο... 2 146-31136-111 1 
146-311276 : ο : 
146-311276- 3 2 eer e : 
146-311276- 5 : imus : 
146-311276- 7 a PR τρ : 
146-311276- 9 2 a 1 
απ 2 146-31137- 13 1 
146-311277- 3 ? ΗΕ: l 
146-311277- 5 a Pee E 1 
ico Ἡ 2 146-31137- 19 1 
146-311277- 9 z pesi : 
146311519 2 146-31137- 23 1 
146-311279- 2 | 2 146-31137- 25 1 
146-3128 | — 4 146-31137- 27 i 1 
τν 3128 2 146-31137- 29 146-3117- 38 
146-311280- 3 3 UE UE : 
146-311280= 5 : rar ia 33 : 
146-311281- 2 2 146-31137-201 1 
146-311281- 2 : 14631137 1 
146-311282 : ΕΤ. A 
146-311282 5 ος i 
146-311284- 2 2 146-31139- 3 1 
cer amas 4 146-31139= 5 1 
146-3128 4 146-31139- 7 1 
e 2 146-31139- 9 1 
146-311287 : He a : 
146-311287- 1 l μαμα. ; 
325911296 2 146-31140- 6 1 
146-311290 
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Contractor Parts AN 01-60AAB-4 
| |  srockNuwBR | [STOCK NUMBER 






$B| FIGURE MICROFILM ΒΒ] FIGURE |TOTAL| MICROFILM 
| CLASS CODE | PARTNUMBER ᾽  |99| AND INDEX NUMBER | [CLASS CODE | PART NUMBER 32| AND INDEX | QTY. | NUMBER 














































146-31140- 7 M1 2 146-31153- 19 M1 
146-31140- 11 is 1 146-31153- 20 
146-31140- 12 M 1 146-31153- 21 
146-31140- 13 ή 2 146-31153- 22 
146-31140- 15 1 146-31153- 23 
146-31140- 17 1 146-31153- 24 
146-31140- 21 1 146-31153- 25 
146-31141- 1 5 146-31153- 26 
146-31141- 2 5 146-31153- 27 
146-31142 10 146-31157 













146-31143 

146-31144 

146731145 

146-31146- 3 
146-31146- 5 
146-31146- 7 
146-31146- 11 
146-31146- 13 
146-31146- 15 
146-31146- 17 
146-31146- 19 
146-21146- 21 
146-31146- 27 


146-31157- 3 
146-31157- 5 
146-31157- 9 
146-31157- 11 
146-31157- 13 
146-31157- 14 
146-31157- 15 
146-31157- 16 

17 

19 

1 












146-31157- 
146-31157- 
146-31159- 
146-31159- 




























146-31159- 5 
146-31146- 20 146-31159- 6 
146-31146- 31 146-31160- 1 
146-31146- 35 146-31160- 2 
146-31146-201 146-31164 






146-31147- 19 



















146-31164- 3 
146-31147- 21 146-31164- 5 
146-31147-105 146-31165-. 3 
146-31147-113 146-31165- 7 
146-31148- 3 146-31165- 9 
146-31148- 5 146-31168- 13 
146-31148- 7 146-31168- 15 
146-31148- 9 146-31169 
146-31148- 11 146-31173 
146-31148- 13 146-31173- 3 
146-31148- 15 146-31173- 5 
146-21148- 17 146-31173- 7 
146-31148- 19 146-31173- 9 
146-31148- 21 146-31173- 11 
146-31140- 23 146-31173- 13 






1406-31148- 25 
146-31148= 27 
146-31148- 29 
146-31148- 31 
146-31148- 33 
146-31148- 35 
146-31148- 47 
146-31148-301 
146-31149 

146-31149- 
146-31150- 
146-3115C- 
146-31150- 
146-3115c- 
146-31150- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146=311525 
146-31152- 
146-31152- 
146-31152- 






146-31173- 15 
146-31173= 17 
146-31173- 19 
146-31173- 21 
146-31173- 23 
146-31173- 24 
146-31173-201 
146731176 
146-31176- 1 
146-31176- 2 
146-31177- 1 
146-31177= 2 
9 
3 

















146-31178- 
146-31178- 1 
146-31180 : 
146-31180- 2 
146-31182- 91 
146-31182- 93 
146-31182- 95 
146-31182- 97 
146-31182- ος 
146-31182-101 
146-31182-103 
146-31182-105 
146-31182-107 







au 


Ὁ -1 Ov Xa £5 (0) I E 82. O 0 -1 O0 Ui P Q NL HE ONU WWD 
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146-21153- ml 146-31183- 3 

146-231152- ml 146-31183- 27 

146-31153- wid 146-31183- 31 

146-31153- M1 146-31183- 55 

146-31153- Ml 146=31183= 59 

146-31153- BI 146-31183-500 

146-31153- Μα 

146-31153- M1 146-31184- 17 1 
140-31153- Hl 146-31184- 21 1 
146-251153- 11 Hl 146-31184- 23 1 
146-31153- 12 Ml 146-31184- 29 1 
146-31153- 13 iil 146-31184- 31 1 
145-51153- 14 41 156-31184- 37 1 
146-311523- 13 M1 146-31184- 39 i 
146-31153- 16 Ul 146-31184- 43 1 
145-21153- 1 1 145-31184- 47 1 
146-31152- HY 146-311€4- 49 1 
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FIGURE  |TOTAL|MICROFILM FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER AND INDEX | QTY. | NUMBER 


















STOCK NUMBER 


o NUMBER Ye Bm 
2 
PART NUMBER 13 $ | CLASS CODE | PART NUMBER ΠΗ 






















































































E e TE 59 146-31195- 43 M1 1 
146-31184-301 146-31195- 44 M1 1 
146-31184-203 146-31195- 45 Hl 1 
146-31184-409 146-31195- 46 M1 1 

146-31195= 47 M 1 
146-31186 146-31195- 48 ML 1 
146-31186- 3 146-21195- 49 M1 l 
146-31186- 5 146-31195- 50 141 1 
146-31188 146-31195- 51 Ml 1 
146-311288- 1 146-31195- 52 M1 1 
146-31188- 2 146-21195- 61 M1 2 
146-31188- 3 146-21195- 65 M1 1 
146-31188- 4 146-31195- 66 μα 1 
146-31188- 5 146-21195- 71 M1 1 
146-31188- 6 146-31195- 72 M1 1 
146-31189 146-31195- 73 ; 1 
146-31189- 3 146-31195- 74 frt 1 
146-31189- 5 146-31195- 75 {Μι 1 
146-31189- 7 146-31195- 76 141 1 
145-31189- 9 146-31195- 77 Hl 2 
146-31190- 3 146-31195-101 μαι 73 1 
146-31190- 7 146-31195-102 73 1 
146-31190- 9 146-31196- 1 x2| 73 ~ 3 1 
146-31190- 11 146-31196- 2 mi| 73 - 18 1 
146-31190- 13 146-31196- 3 X1 1 
146-31190- 15 146-31196- 4 M 1 
146-31190- 17 146-31196- 5 X1 2 


































146-31190- 23 
146-31190- 25 
146-31190- 21 
146-31190- 35 
146-31190- 35 
146-31190- 37 
146-31190-101 
146-31191- 8 
146-31181- 9 
146-31191- 11 











146-31198-101 
146-31200 M1 
146-31204-101 

146-31206- 5 M1| 77 
146-31206- 7 MIJ 77 
146-31206- 11 MI 
146-31206- 12 M1 
146-31206- 13 M1 
146-31206-101 κ ΤΊ 


























Qv HP MN Hm τ emm OR ΟΠ (9. IND. | ο n 


146-31191- 12 ΒΕ2ΝΑ 146-31208 P| 77 = 15 
146-31191- 14 RB2NA 146-31209- 1 Pl] 77 - 18 
146-31191- 17 R62NA 146-21209- 2 Pll 77 - 19 
146-31191- 19 R82NA 146=31210 Pi] 77 - 16 
146-31191- 23 146-31212- 3 Ml 
146-31191- 2 146-31212= 4 Ml 
146-31191- 35 146-31212-= 5 M 
146-21191- 27 146-31212- 7 Ml 
146-31191- 39 146-21213 * RE 
146-31191- 43 146-31213- 3 du 
146-31191- 45 146-21213- 5 M 
146-31191- 49 146-31213- 7 Ml 
146-31191- 51 R82NA 146-31214 M1 


146-31191- £23 
146-31191-2C1 







146-31216 































































ee καὶ καὶ καὶ E rr rm 



















146-31192- 6 146-21216- 3 M1 

146-31193- 1 R82NA 146-31217 

146-31193- 2 

146-31194- 1 R82NA 146-31218- 1 Pl] 78 - 1 
146-31194- 2 ΒΒΖΝΑ 146-31218-= 2 P1| 78 1 
146-31195- 1 146-31218-= 3 301 - 7 1 
146-31195- 2 146-21218- 5 301 - 3 1 
146-211095- 3 146-31219 M1 1 
146-31195- 4 146-21219- 3 Ml 1 
146-31195- 5 146-21219- 5 Ml ib 
146-31195- 6 146-31220 P1 1 
146-31195- 9 Μα 146-31221 Μι 77 - 17 1 
146-31195- 10 11 146-31221-= 5 M1 2 
146-31195- 11 mi 146-31221- 7 M1 2 
146-31195- 12 Ml 146-31221- 15 H 1 
146-31195- 15 Hl 146-31221- 19 i41 2 
146-31195- 16 11 146-31221-101 M1] 77 1 
146-31195- 22 BH 146-31221-103 Ml 1 
146-31195-.2^ 141 146-31222-= 3 M1 1 
146-31195- 25 MI 156-31222- 5 m1 1 
146-31195- 27 [Hl 1 146-31222- 9 Hl 1 
146-31195- 29 M1 1 146-31222- 11 mi 1 
146-31195- 31 ΔΊ 1 146-31222- 12 ni 1 
146-31195- 32 Ml 1 166-212252- 15 141 2 
146-31195- 33 141 1 146-31222- 17 μι 2 
146-31195- 25 M1 1 146-31222- 25 Μ1 1 
146-31195- 37 ml 1 146-21222- 27 Ml 1 
146-31195- 28 EE 1 146-31222- 28 Hl 1 
146-31195- 39 i 1 156-31222- 29 μι 1 
146-31195- 40 Hl 1 146-31222- 31 141 1 
146-31195- 41 m1 1 146-21220- 33 M 1 
146-31195- 42 Μ1 1 146-31222- 35 M1 1| 
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146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 






146-31223- 
146-31223- 
146-31223- 
146-31223- 
146-31223- 
146-31223- 
146-31223- 
146-31225- 


146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 






R82NA 





R82NA 









146-31227 

146-31227- 
146-31228- 
146-31228- 
146-31229- 
146-31230- 
146-31230- 
146-31230- 
146-31230- 
146-312350- 
146-31230- 
146-31230- 
146-31230- 
146-31230- 
146-31230- 
146-31230- 
146-31230- 
146-31230- 
146-31230- 


146-31231- 
146-31231- 
146-31232- 
146-31232- 
146-31232- 
146-31232- 
1456-31232- 
146-31232- 


816 


146-31225-. 


146-31225-101 


STOCK NUMBER E 
[cias CODE] Part numan |g 


146-31222-101 


2 


m 


)OO-wuotNtWNydÍ/0 


31 


146-31230-200 





Ε FIGURE  |TOTAL 
AND INDEX | QTY. 






















































m 
rm 























ΑΝ 01-60AAB-4 


MICROFILM 
NUMBER 










146-31232- 15 
146-21233- 
146-31233- 
146-31233- 
146-21233- 
146-31234 
146-31234- 
146-31224- 
146-31234- 
146-31234- 
146-31234- 
146-31234- 11 
146-31234- 13 
146-31235 
146-31235- 7 
146-31235- 9 
146-31235- 11 
146-21236- 7 
146-31236- 9 
146-31236-201 
146-21237 
146-31238- 3 
146-31238- 5 
146-31238- 7 
146-31238- 9 
146-31238- 11 
146-31240- 5 
146-31240- 7 
146-31240- 11 
146-31240- 12 
146-31240- 17 
146-31240- 22 
146-31240- 23 
146-31240- 25 
146-31240- 27 
146-31240- 28 
146-31240- 37 
146-31240- 38 
146-31240- 51 
146-31240- 55 
146-31240- 57 
146-31240-— 58 
146-31240- 59 
146-31240- 61 
146-31240- 65 
146-31240- 69 
156-31240- 71 
146-31240- 79 
146-31240- 81 
146-31240- 83 
146-31240- 85 
146-31240- 87 
146-31240- 89 
146-31240- 91 
146-31240- 93 
146-31240- 95 
146-31240- 97 
146-31240-100 
146-31240-300 
146-31240-400 
146-31241- 5 
146-31241- 7 
146-31241- 10 
146-31242- 11 
146-31242- 12 
146-31243- 5 
146-21243- 7 
146-31243- 9 
146-31243- 10 
146-31243- 21 
146-31243- 22 
146-31244- 7 
146-31244- 9 
146-31245- 7 
146-31245- 8 
146-31246- 1 
2 
5 
6 


ον 






OX BU 


Try PRP Eom PPP REE ENE EE I αλλαξω I I I IE e I I ga Ie RA IN) EE Ne εν 














146-31246- 
146-31246- 
146-31246- 
146-31247 

146-31247-= 3 
166-21247- 5 
146-31247- 7 
146-31247- 9 


a A IAS 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 
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STOCK NUMBER FIGURE  |TOTAL|MICROFILM 
CLASS CODE PART NUMBER AND INDEX | QTY. | NUMBER 
i 68 - 2 
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146-31248 1 146-5125]- 2 1 
146-31248- 3 1 146-31257- 3 1 
146-312489-. 5 1 146-31257- 4 1 
146-31248- 7 1 146-31257- 5 1 
146-31248- 9 1 146-31257- 6 1 
146-31248- 11 1 146-31257- 7 1 
146-31248- 15 1 146-31257- 8 1 
146-31249 1 146-31257- 11 1 
146-31249- 3 1 146-31257- 13 2 
146-21249- 4 1 146-31257- 15 1 
146-31249- 5 1 146-31257- 17 1 
146-31249- 7 1 146-31257- 31 1 
146-31249- 9 1 146-31257- 32 1 
146-31249- 11 1 146-31257- 41 1 
146-31249- 13 1 146-31257-301 1 
146-31250 1 146-31258 2 
146-31250- 3 1 146-31259 2 
146-31251- 3 2 146-31259- 23 1 
146-31251- 5 1 156-31259- 39 1 
146-31251- 7 1 146-31259- 51 1 
146-31251- 9 1 146-31259-201 1 
146-21252 1 146-31260- 1 1 
146-31252- 3 1 146-31260- 2 1 
146-31252- 7 1 146-31261- 1 1 
146-31252- € 1 146-31261- 2 1 
146-31253- 3 1 146-21261- 11 1 
146-31253- 5 1 146-31262- 3 1 
146-31253- 7 1 146-31262- 5 1 
146-31253- 9 1 146-31263 1 
146-31253- 13 1 146-31263- 3 1 
146-31253- 15 2 146-31264 2 
146-31253- 17 2 146=31265 1 
146-31252- 1 1 146-31265- 13 1 
146-31253- 23 1 146-51265- 15 1 
146-31253- 24 1 146-31265-101 1 
146-31253- 25 1 146-31266 1 
146-31253- 26 1 146-31266- 11 1 
146-31253- 28 1 146-31269-101 1 
146-31253- 29 1 146-31269-102 1 
146-31253- 20 1 146-31269-103 1 
146-31253- 24 1 146-31269-104 1 
146-31253- 37 1 146-31271- 4 1 
146-31253- 39 1 146-31271- 5 1 
146-31253- 41 1 146-31271- 6 1 
146-31253- 43 1 146-31271- 7 1 
146-31253- 49 2 146-31271- 8 1 
146-31253- 51 1 146-31271- 9 1 
146-31253- 53 3 146-31271- 10 1 
146-31253- 55 1 146-31271- 11 1 
146-31253- 59 1 146-31271- 12 1 
146-31253- 61 1 156-31271- 13 1 
146-51253- 77 1 146-31271- 14 1 
146-31253- 79 1 146-31271- 15 2 
146-31253- 80 2 146-31271- 16 2 
146-31253- 81 H 146-31271- 17 4 
146-31253- 83 1 156-31271- 21 2 
146-31253- 87 1 1456-31271- 23 2 
146-31253- 91 1 146-31271- 24 2 
146-31253-200 1 146-31271- 25 2 
1546-21254- 1 1 1456-31271- 27 1 
146-31254- 2 1 146-31271- 29 1 
146-31254- 3 1 146-31271- 33 1 
146-31254- 5 2 146-31271- 35 1 
146-31254- 7 2 156-31271- 39 2 
146-31254- 9 1 146-31271- 40 2 
146-31254- 10 1 146-31271- 41 4 
146-31254- 11 1 146-31271- 43 1 
146-31254- 12 1 146-31271-101 1 
146-31254- 13 1 146-31271-102 1 
146-31254- 14 1 146-31272 1 
146-31254- 15 1 146-31272= 3 1 
146-31254- 19 2 146-31272- 5 1 
146-31254- 21 2 146=31272~ 7 1 
146-31254- 25 1 146-31272= 9 1 
146-31254- 30 1 146-31272- 51 1 
145-31254- 32 1 146-31273- 7 1 
146-31254- 34 1 146-31273- 9 1 
146-31254- 53 1 146-31273- 11 1 
146-231254- 54 1 146-31276 1 
146-31254- 55 1 146-31276- 3 1 
146-31254- 5! 1 146-31276- 5 1 
146-31254-201 1 146-31277 1 
146-31254-202 1 146-31277- 5 1 
146-31257- 1 1 146-31278 1 
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STOCK NUMBER 38| FIGURE |TOTAL|MICROFILM STOCK NUMBER $8| FIGURE |TOTAL| MICROFILM 
CLASS CODE PART NUMBER 85| AND INDEX | QTY. | NUMBER | [CLASS CODE] PART NUMBER 6 δ| AND INDEX| QTY. | NUMBER 






146-31278- 5 146-31301- 19 
146-312]8- 11 146-31301- 21 
146-31272- 11 σος » 
146-31278- 12 146-31301- 22 
146-31279 146-31301- 23 
146-231280 146-3130i- 25 
146-31280- 3 146-31301- 26 
146-31201 146-31301- 31 
146-31261- 3 146-31301- 33 
146-3128i- 5 146-31301- 51 
146-31281- 7 146-31301- 52 
146-21281- 21 146-31301-301 
146-31282 146-31301-302 
146-31262- 3 146-31302- 5 
146-31282- 5 146-31302- 6 
oe 7 146-31302- 7 
= 146-31302= 8 
146-31203- 3 146-31302- 9 
146-31283- 5 146-31302- 10 
146-31283- 7 146-31302- 11 
146-31283- 10 146-31302- 12 
146-312€3- 21 146-31302- 13 
146-21285 146-31302- 14 
146-31285- 3 146-31302- 15 
146-31285- 5 146-31302-. 16 
ME SEE 11 146-31302- 17 
146-31285- 13 146-31302- 18 
146-31285- 21 146-31302- 19 
146-31206- 5 146-31302- 20 
146-31286- 7 Ὁ 146-31302- 21 
146-51286- 9 i 146-31302- 22 
146-31286- 15 i 14631302- 55 
146-21266-101 4 146-31302- 56 
146-31287 , 146-31302-101 


















146-31302-102 
146-31302-103 
146-31302-104 


146-31268- 1 
146-31288- 2 
146-312€9 

























146-31321- 


818 
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146-31304- 


1646-31289- 3 146-31302-201 
146-31289- 5 41 146-31303- 1 
145-51290 41 146-31303- 2 
146-31290- 3 141 146-31303- 3 
146-31290- 5 Ml 146-31303- 4 
146-21261- 2 Hi 146-31303- 5 
146-31291- 4 Ml 146-31303- 6 
14546-31202 Hl 146-31303- 7 
146-31292- 3 M1 146-31303- 8 
146-31292- 5 mit 146-31303- 9 
146-31293 141 146-31303- 10 
146-31293- 3 m1 146-31303- 11 
146-31293- 5 B 146-31303- 12 
146-31295- 7 nl 146-31303- 13 
146-31293- 21 M1]. 146-31303- 14 
146-312€94- 7 ΠΗ 146-31303- 17 
146-31294- 9 M1 146-31303- 18 
146-21295 hil 146-31303- 19 
146-31295- 2 Vil 146-31303- 20 
146-31296- 2 146-31303- 21 
146-31296- 5 146-31303- 23 
146-3126828- 2 146-31303- 24 
146-51298- 4 146-31303- 25 
146-312$65- $ 146-31303- 26 
146-31298- 9 146-31303- 27 
146-31298- 11 146-31304- 1 
146-31298- 22 146-31304- 2 
146-31298-101 146-31304- 3 
146-51299 146-31304- 4 
146-31299- 3 146-31304- 5 
146-31300 146-31304- 6 
146-313C0- 3 146-31304- 7 
146-31300-= 5 146-31304- 8 
146-313C01- 1 146-31304- ο 
146-51301- 2 146-31304- 10 
146-31301- 3 146-31304- 11 
146-31301- 4 146-31304- 12 
146-31301-= 5 146-31304- 13 
146-31301- € 146-31304- 14 
146-31301- 7 146-31304- 15 
146-31301- 3 146-31304= 16 
146-31301- 11 146-31304- 17 
146-31301- 12 146-31304- 18 
146-31301- 15 146-31304- 19 
146-31301- 16 146-31304- 20 
146-313Ci- 17 146-31304- 21 
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Section III 


Numerical Index of 
AN O1-60AAB-4 Contractor Parts 


STOCK NUMBER πι Figure MICROFILM STOCK NUMBER Sul FIGURE | TOTAL| MICROFILM 
CLASS CODE PART NUMBER 89| AND INDEX NUMBER 38] AND INDEX| QTY. | NUMBER 


| CLASS CODE | PART NUMBER 





























































































146-313C4- 23 1 146-31349- 9 Ml 1 
146-313C4- 27 1 146-31349- 11 M 1 
146-31304- 1 146-31349- 13 M1 1 
146-21304- 1 146-31349- 15 M 1 
146-31304- 1 146-31349- 17 M1 1 
146-31304- 1 146-31349- 19 Ml 1 
146-31304- 1 146-31349- 21 Ml 2 
146-31304- 8 146-31349- 23 Ml 4 
146-31305 4 146-31349- 25 M1 4 
146-31349- 27 M 2 

146=31305- 4 146-31349- 29 M 1 
R82NA 146-31305- 4 146-31349- 31 HH 1 
146-31305- 4 146-31349- 33 μι 1 
146-31305- 4 146-31349- 35 M1 1 
146-31349- 37 M 1 

146-31306 8 146-31349- 39 M1 1 
146-31307 1 146-31349- 41 M1 1 
146-31311- 1 146-31349- 42 M1 1 
146-31211- 1 146-31349- 43 M1 4 
146-31313 2 146-31350- 2 mi 1 
146-31313- 2 146-31350- 4 M1 1 
146-31313- 2 146-31350- 13 m1 1 
146-31313- 2 146-31350- 15 M1 1 
R82NA 146-31314 i 146-31350- 17 141 1 
1456-31314- 3 1 146-31350- 19 M1 1 
146-31314- 5 1 146-31350- 39 m1 1 
146-31314- 7 1 146-31350- 41 M1 1 
146-31314= 9 1 146-31350- 45 Ml 1 
R82NA 146-31315 1 146-31350- 46 Hl 1 
146-31316- 3 5 146-31350- 49 Ml 1 
1456-31316- 5 5 146-31350-201 141 1 
146-31316- 11 4 R82NA 14546-21351 Pil 66- 1 1 
146-31318 1 146-31351- 3 Xi 1 
146-31319 2 146-31351- 5 X1 1 
146-31319- 3 1 146-31351- 7 X1 1 
146-31319- 5 1 146-31351- 9 4l 2 
146-31319- 7 1 146-31351- 11 Ml 2 
146-31319- 9 1 146-31351- 13 M1 1 
146-31319- 11 1 146-31351- 15 Ml 1 
146-31319- 13 1 146-31351- 16 M1 1 
146-31320 1 146-31351- 17 M1 1 
146-31320- 1 146-31351- 23 Mi 2 
146-31220- 1 146-31351- 47 Ml 1 
146-31320- 1 146-31351- 49 M1 1 
146-31320- 1 146-31351- 51 M1 1 
146-31320- 1 146-31351- 53 Ml 1 
146-31321 1 146-31351- 55 Ml 1 
146-31321- 1 146-31351- 57 Hi 2 
146-31323- 1 146-31351- 59 Ml 4 
146-31323- 1 146-31351- 61 Ml 4 
146-31323- 1 146-31351- 63 M1 2 
146-31324-101 1 146-31351- 65 Ht 66 - 9 2 
146-31326 1 146-21351- 67 M | 66 = 10 1 
146-31326- 1 146-31351- 69 x1 1 
146-31326- 1 146-31351- 71 X1 1 
146-31327 1 146-31351- 73 M 2 
146-31327- 1 146-31351- 75 Ml 2 
146-31228 1 146-31351- 77 Mi 4 
146-31328- 1 146-31351- 79 M1 2 
146-31328- 3 146-31351- 81 Ml 2 
146-31329 1 146-31351- 85 M | 66 - 12 2 
146-31329- 1 146-31351- £7 M | 66 - 13 1 
146-31329- 1 146-31351- 91 M | 66 - 11 2 
146-31330 M1| 90 12 2 146-31351- 93 M | 66 = 14 2 
2146-31330- id 2 146-31351- 95 M1 2 
146-31330- : 2 146-31351- 97 141 2 
146-31331 146-3132 R82NA 146-31353 P 92- 8 2 
146-31332 f 90 - 13 4 146-31353- 3 xi| 92 - 13 2 
146-31333 2 R82NA 146-31353- 5 P1 2 
146-31334 71 1 146-31355- 1 Mil 94 1 
146-31335- 1 146-31355- 2 Μι] 94 1 
146-31337-101 1 146-31356- 1 μα 1 
146-31338 77 1 146-31356= 2 141 1 
146-31339 41] TT 1 146-31257= 1 M 1 
146-31340 up 77 1 146-31357- 2 141 1 
146-31341 Mp 77 1 146-31359- 1 μι 1 
146-31343- 1 146-31359- 2 M1 1 
146-31343- 1 146-31359- 5 M 1 
146-31345 80 1 156-31359- 6 μι 1 
146-31346 i 80 1 146-31359- 7 M1 1 
146-31347 1 146-31359- 8 41 1 
146-31348 1l 146-21350- 9 Ml 1 
146-31349 REF 146-31359- 10 4 1 
146-31349- 1 146-21359- 13 141 1 
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146-21359- 
146-21359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 





146-31360 

146-31361- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31362- 
146-31562- 


146-31363 

146-31363- 
146-31363- 
146-31363- 
146-21363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 


146-31364- 
146-31364- 





820 





STOCK NUMBER 
| CLASS CODE | PART NUMBER 


14 
15 
16 
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25 
26 
27 
28 
29 
32 
29 
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146-31362-201 
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STOCK NUMBER 

20 

ou 
[Ml 


| CLASS CODE | PART NUMBER 


146-31365- 1 
146-31365- 
146-31366- 
146-31366- 
146-31367= 
146-31367- 
146-312368 
146-31369 


Nrnra 


146-31370- 
146-31370- 
146-31370- 
146-31270- 
146-31370- 
146-31370- 
146-31370- 
146-31370- 
146-31370- 
146-31370- 10 
146-31370- 11 
14$-31370- 12 
146-31370- 13 
146-31270- 14 
146-31370- 15 
146-31370- 16 
146-31370- 17 
146-31370- 18 
146-31370- 19 
146-31370- 20 
146-31370- 21 
146-=31370- 22 
156-31370- 23 
146-31370- 24 
146-31370- 25 
146-31370- 26 
146-31371- 1 
146-31371- 2 
146-31372 

146-31373 

146-31373- 3 
146-313723-= 5 
146-31373- 7 
146-31373- 9 
146-31373= 11 
146-31373- 13 
146-31373- 15 
146-31373- 17 
146-31373- 19 
146-31373- 21 
146-31373- 23 
146-31372- 25 
146-231373= 27 
146-31373- 29 
146-31373- 31 
146-31373- 33 
146-31373- 35 
146-31373- 37 
146-31373= 39 
146-31373- 41 
146-31373- 43 
146-31373- 47 
146-31373-= 53 
146-31373-100 
146-31373-300 
146-31374- 11 
146-31315- 2 


OONAUEWNH 


166-31375- 4° 


146-31375- 6 
146-31375- 8 
146-31375- 10 
146-31375- 11 
166-21375- 12 
146-31375- 13 
146-31375= 15 
146-31375- 23 
146-31375= 43 
146-31375- 45 
146-31375- 47 
146-31375- 49 
146-31375- 53 
146-31375- 54 
146-31375- 57 
146-31375-201 
146-31376- 3 
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146-31376- 
146-31376- 
146-31376- 
146-31379- 
146-31379- 
146-31379- 
146-31379- 
146-31379- 







146-31379- 
146-31379- 
146-31379- 
146-31379- 
146-31376- 
146-31379- 
146-31379- 
146-21379- 
146-21379- 
146-31379- 
146-31379- 
146-31379- 
146-31379- 
146-31379- 
146-51379- 
146-31379- 
146-31379- 
146-21379- 
146-31379- 
145-21379- 
:146-31279- 
146-21319- 
146-31379- 
146-231379- 
146-31379- 
146-31379- 
146-31379- 
146-31379- 
146-21379- 
146-31380- 
146-31380- 
146-212680- 
146-231330- 
146-31360- 
146-31380- 
146-31380- 
146-2138C- 
146-21300- 
146-21380- 
146-31380= 
146-2138C- 
146-31380- 
146-31380- 
146-31380- 
146-31380- 
146-31280- 
146-31380- 
146-31380~ 
146-21380- 
146-31580- 
146-21380- 
146-31380- 
146-51380- 
146-31380- 
146-31380- 
146-31380- 
146-21380- 
146-31380- 
146-31380- 
146-31380- 
146-31380- 
146-31380- 
146-31380- 
146-31389- 
146-31380- 
146-31380- 
146-31380- 
146-3138C- 
146-21380- 
146-31380- 
146-31380- 
146-31380- 
146-31380- 
146-31380- 
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146-31379-. 
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146-31380-169 


STOCK NUMBER 


PART NUMBER 





146-31380-170 
146-31380-173 
146-31380-174 
146-31380-175 
146-31380-177 
146-31380-183 
146-31380-197 
146-31380-233 
146-31380-239 
146-31380-241 
146-31380-243 
146-31380-245 
146-31380-247 
146-21380-251 
146-31380-253 
146-31380-263 
146-31380-265 
146-31380-300 
146-31381 
146-31381= 5 
146-31382 
146-21382- 3 
146-31383 
146-21383- 7 
146-31383-101 
146-31384 
146-31384- 3 
146-31385 
146-31386 
146-31386- 3 
146-21387- 6 
146-31387- 8 
146-31387~ 9 
146-31387- 10 
146-31387- 17 
146-31307- 18 
146-31387- 19 
146-31387- 21 
146-31387- 25 
146-31387- 27 
146-31387- 28 
146-31387-101 
146-31387-102 
146-31388 
146-31388- 3 
146-31388- 5 
146-31388- 6 
146-31380- 11 
146-31388- 21 
146-31388- 29 
146-31388- 30 
146-31388- 3 
146-21388- 32 
146-21388- 3 
146-31388- 37 
146-21388- 39 
146-31388-125 
146-31389- 1 
146-31389- 2 
146-31389- 3 
146-31389- 4 
146-31390 


146-31390- 5 
146-31391 
146-31391- 3 
146-31392 


156-31392- 3 
146-31392= 5 
146-31393 
146-31393- 3 
146-31594 
146-31395 
146-31397 
146-31397- 5 
146-231397- 7 
146-31397- 1 
146-31397- 13 
146-31397- 15 
146-31397- 21 
146-31397- 23 
146-31397-201 
146-31398 
146-31398- 3 
146-31398- 4 





Section ΙΙΙ 
Numerical Index of 
Contractor Parts 
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Section Il 
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Contractor Parts AN 01-60AAB-4 


STOCK NUMBER 28 FIGURE |TOTAL|MICROFILM 
| CLASS CODE | PART NUMBER 94] AND INDEX | QTY. NUMBER 
























STOCK NUMBER ' 
PART NUMBER 





CLASS CODE 



















146-31398- 5 146-31403- 7 
146-31398- 7 146-31403- 9 
146-31398- 5 146-31403- i 









146-21398- 
146-31298- 19 
146-313¢8- 11 
146-31398- 12 
146-31308- 13 
146-31358- 21 
146-=31208- 22 
146-31398- 31 
146-313c8- 32 
146-31398- 41 
146-31392- 42 
146-31359= 2 
146-31399- 4 
146δ-21355- 5 
146-31399- 6 

‘ 

8 

9 


146-31403- 11 
146-31402- 12 
146-31403- 17 
146-31403- 19 
146-31403- 21 
146-31403- 29 
146-31403- 31 
146-31403- 33 
146-31403- 94 
146-31403- 35 
146-31403- 36 
146-31403- 37 
146-31403- 3 

146-31403- 39 
146-31403- 40 
146-31403- 41 
146-31403- 42 
146-31403- 43 
146-31403- 44 
146-31403- 45 
146-31403- 47 
146-31403- 49 
146-31403-"51 
146-31403- 5 

146-31403- 5 

146-31403- 5 

146-31403- 5 

146-31403- 59 
146-31403- 60 
146-31403- 61 
146-31403- 62 
146-31403- 63 
146-31403- 64 
146-31403- 65 
146-31403- 67 
146-31403- 69 
146-31403- 70 
146-31403- 71 
146-31403- 72 
146-31402- 73 
146-31403- 74 
146-31403- 75 
146-31403- 76 
146-31403- 77 
146-31403- 78 
146-31403- 79 
146-31403- 80 
146-31403- 81 
146-31403- 83 
146-31403- 85 
146-31403- 07 
146-31403- 68 
146-31403- 09 
146-31403- 65 
146-31403- 96 
146-31403- 97 
146-31403- 9 

146-31403-10 

146-31405-103 
146-31403-105 
146-31403-106 
146-31403-107 
146-31403-108 
146-31403-108 
146-31403=110 
14631403111 
146-31403-112 
146-31403-113 
146-31403-114 
146-31403-115 
146-31403-119 
146-31403-167 
146-31403-201 





















146-21399- 
146-31300= 
146-31359- 9 
146-31299- 11 
146-31399-101 
148-31400 

146-31400= 21 
1456-31400- 23 
146-=31400= 24 
146-31400- 25 
146-31400- 26 
146-31400- 27 
146-51400- 29 
1456-31400- 30 
146-31400= 31 
146-31400- 33 
146-31400= 35 
146-314C00- 37 
146-31400- 39 
146-31400- 41 
146-314C0- 43 
146-21400- 45 
146-31400- 47 
146-31460- 49 
146-31400- 50 
146-31402- 5 
146-31402- 6 
146-31402= 7 
148-31402- 6 
146-31402- 9 
146-31402- 10 
146-31402- 11 
146-314C2- 12 
146-231402- 13 
146-314C2- 14 
145-314C2- 15 
146-21402- 16 
146-31402- 19 
146-31402- 21 
146-31402- 25 
146-31402- 24 
146-31402- 25 
146-31402- 27 
146-31402- 26 
146-31402- 31 
146-214C2- 33 
146-31402- 35 
146-31402- 37 
146-31402= 45 
146-314C2- 46 
146-31402= 47 
146-31402- 48 
146-31402-123 
146-31402-124 
14$-21402-131 
146-21402-301 
146-314.2-302 
146-21422-401 
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146-31404- 3 
146-31404- 7 
146-31404- 9 
146-31404- 11 
146-31404- 19 
146-31404- 2 
146-31404- 


146-31422-402 
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Section ΙΙΙ 
Numerical Index of 


AN ΟΙ-όΟΑΑΒ-4 Contractor Parts 






STOCK NUMBER 
| CLASS CODE | PART NUMBER 


146-31404- 25 
146-31404- 27 
146-31404- 29 
146-31404- 43 
146-31404- 45 
146-31404- 47 
146-31404- 50 
156-31404- 53 
146-31404- 54 
146-31404- 63 
146-31404- 65 
146-31404- 73 
146-31404- 74 
146-31404- 75 
146-31404- 77 
146-31404- Το 
146-31404- 83 
146-31404= 85 
146-31404- 86 
146-31404- 87 
146-31404- 91 
146-31404- 93 
146-31404- 95 
146-31404- 97 
146-31404-103 
146-31404-105 
1467314047107 
1467314044109 
146-31404-111 
146-31404-113 
146-31404-115 
146-314C4-366 











































146-31409 
146-31410 
146-31411 
146-31412- 2 
146-31412- 4 
146-31412- 5 
146-31412- 6 
146-31412- 7 
8 
9 
11 








146-31412- 
146-31412- 
146-31412- 
146-31412- 13 
146-31412-101 
146-31413 
146-31413- 21 
146=31413= 22 
146-31413- 23 
146-31413- 25 
146-31413- 27 
146-31413- 29 
146-31413- 31 
146-31413- 33 
146-31413- 35 
146-31413- 36 
146-31413- 37 
146-31413- 39 
146-31415- 1 
146-31415- 2 
14546-31416 
146231417- 1 
146-31417- 2 
14546-31418 
146-31419- 3 
146-31419- 5 
146-31419- 7 
146-31422 
146-31422- 3 
146-31422- 4 
146-31422- 5 
6 
7 
9 





























146-31422- 

146-31422- 

146-31422- 

146-31422- 11 
146-31422- 13 
146-31422- 15 
146-31422- 17 
146-31422- 19 
146-31422- 20 
146-31422- 21 
146-31422- 22 
146-31422- 23 
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STOCK NUMBER Sel FIGURE | TOTAL] MICROFILM 
| CLASS CODE | PART NUMBER 2°] AND INDEX| QTY. | NUMBER 


| | 







146-31422- 25 
146-31422- 26 
146-31422- 27 
146-31422- 28 
146-31422- 29 
146-31422- 31 
146-31422- 37 
146-31422- 29 
146-31422- 40 
146-31422- 89 
146-31422- 9] 
146-31422- 67 
146-31422- 98 
146-31422- 99 
146-31422-103 
146-31422-105 
146-31422-201 
146-31422-301 
146-31423 

146-31423- 3 
146-31423- 7 
146-31423- 9 
146-21423- 10 
146-31423- 11 
146-31423- 12 
146-31423- 13 
146-31423- 14 
146-31423- 15 
146-31423- 16 
146-31423- 17 
146-31423- 18 
146-31423- 19 
146-31423- 20 
146-31423= 21 
146-31423- 25 
146-31423- 26 
146-31423- 31 
146-31423- 32 
146-31423- 33 
146-31423- 34 
146-31423- 35 
146-31423- 37 
146-31423- 29 
146-31423- 41 
146-31423= 42 
146-31423- 43 
146-31423- 44 
146-31423- 45 
146-31423- 47 
146-31423- 49 
146-31423- 57 
146-31423- 59 
146-31423-10] 
146-31423-201 
146-31424- 
146-31424- 
146-31424- 
146-31424- 
146-31424- 
146-31424- 
146-31424- 10 
146-31424- 11 
146-31424- 12 
146-31424- 13 
146-31424— 15 
146-31424- 16 
146-31424- 17 
146-31424- 25 
146-31424- 27 
146-31424- 29 
146-31424- 30 
146-31424- 35 
146-31424- 53 
146-31424- 54 
146-31424- 55 
146-31424- El 
146-31424- 71 
146-31424-101 
146-31424-201 
146-31424-202 
146-31425 

146-31425- 2 
146-31425- 5 
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Section III 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 
[CLASS CODE] PART NUMBER 
- 


146-31425- 
146-31425- 8 
1456-31425- 9 
146-31425- 11 
146-31425- 12 
146-31425- 13 
146-31425- 14 
146-31425- 15 
146-31425- 16 
146-31425- 17 
146-31425- 23 
146-31425- 24 
146-31425- 25 
146-31425- 26 
146-31425- 27 
146-31425- 29 
146-31425- 30 
146-31425- 41 
146-31425- 43 
146-31426- 3 
146-31426- 4 
146-31426- 5 
146-31426- 6 
146-31426- 7 
146-31426- 8 
9 
1 
2 
1 
2 
1 
2 









146-31426- 
146-31427- 
146-31427- 













R82N 146-31428- 
R82NA 146-31428- 
R82NA 146-31429- 





146-31429- 
146-31430 
146-31430- 3 
146-31430- 5 
146-31430- 7 
146-31430= 9 
11 
17 


R82N 


146-31430- 
146-31430- 
146-31430- 23 
146-31430- 25 
146-31430- 29 
146-31430- 31 
146-31430- 33 
146-31430- 35 
146-31430- 39 
146-31430- 41 
146-31431- 1 
146-31431= 2 
146-31432 
146-31433 
146-31434- 
146-31424- 
146-31434- 
146-31434- 
146-31436 
146-31436= 
146-31436- 
146-21436- 
146-31436- 
146-31436- 10 
146-31436- 11 
146-31436- 13 
146-31426- 15 
146-31438- 17 
146-21436- 19 
146-314236- 21 
146-31436- 23 
146-31436- 25 
146-31436- 26 
146-31436- 27 
145-31436- 20 
146-31436- 29 
146-31436- 21 
146-31426- 33 
156-31436- 35 
146-21437- 1 
146-31437- 2 
146-31437- 3 
146-31427- 4 
5 
6 
7 
9 


ΦΟΝ” 
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146-31437- 
146-31437- 
146-31437- 
146-31437- 
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146-31437- 
146-31437- 
146-31437- 
146-31437- 
146-31437- 
146-31437- 


146-31438- 
146-31438- 
146-31438- 
146-31438- 
146-31438- 
146-31438- 
146-31438- 


146-31440 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146=31440- 
146-3144C- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-31440- 
146-21440- 
146-31440- 
146-31440- 
146-31440- 
146-21440- 
146-31440- 
146-31442- 
146-31442- 
146-31442= 
146-31442- 
146-31442- 
146-31442- 
146-31442- 
146-31442- 
146-31442- 
146-31442- 
146-31443 

146-31444 

146-231445- 
146-31445- 
146-31445= 
146-31445- 
146-31445= 
146-31445- 
146-31445- 
146-31445= 
146-31445- 
146-31445- 
146-31445= 
146-31446 

146-31446- 
146-31446- 
146-31446- 
146-21446- 
146-31446- 
146-31446- 
146-31446- 
146-31446- 
146-31446- 
146-31446- 
146-31446- 
146-31446- 
146-31446- 
146-31446- 
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31 


146-31437-301 
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Section III 
Numerical Index of 
Contractor Parts 


STOCK NUMBER $5 FIGURE |TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER 8 9| AND INDEX | QTY. | NUMBER 


AN O1-60AAB-4 


MICROFILM 
NUMBER 













STOCK NUMBER Y 




















PART NUMBER 
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146-31446- 19 1 
146-31446- 20 1 πμ 1 
ο... 1 146-3145]1- 7 i 
146-31446- 25 i 146-31451-101 1 
146-31446- 2 1 ως 1 
να μα ος 2 146-31453- 1 ᾽ 
146-21446- 33 2 esgic: 1 
146-31446- 35 1 m 1 
146-31448- 26 1 ν᾽. 2 
146-31456- 37 1 Mes 24 
146-31446- 38 1 pa 1 
146-31446- 39 1 146-31458- 3 A 
146-31446- 63 1 eer 1 
146-31446- 41 1 146-31458- 7 i 
146-31446- 42 1 146-31458- 9 1 
146-31446- 43 1 λος 
146-31446- 44 1 ο ο 2 
146-31446- 45 1 TAE 1 
146-31446- 46 1 ὃν το. ο 1 
146-31446- 47 1 bit pat EA 1 
146-31446- 48 1 arr E 1 
146-31446- 53 1 146-31460- 2 1 
HAE ον 1 146-31461- 1 i 
146-31446- 57 1 46- =- > 1 
146-31446= 59 1 149 σαι, 1 
146-31446- 69 m 1 
146-214 46- 61 : |146-231462- 3 1 
146-31446- 62 1 m decal 2 2 
ORE ο. 1 146-31462= 9 i 
-31446- 65 
146-214 46- 67 : 146-31462- 10 1 
146-31446- 69 > 146-31462- 11 1 
146-31446- Το 2 146-31462- 12 2 
146-31446- 71 1 146-31462- 15 2 
146-31446- 72 146-31462- 17 2 
146-31448- 73 i 146-31462= 19 2 
146-31446- 74 1 146-31462- 21 2 
146-31446- 75 1 146-31462- 23 2 
146-31446- 77 1 146-31462- 25 1 
146-31456- 79 1 -31462- 26 1 
146-314 46- 81 1 146-31462- 27 1 
= = 146-31462- 28 1 
757 1 146-31462- 29 2 
146-31446- 87 1 
RE2N 146=31447 1 146-31462- 31 1 
156-21448 4 146-31462- 33 1 
1456-31449 1 146-31462- 24 1 
146-21449- 3 1 146-31462- 35 1 
146-31449- 5 2 146-31463= 1 1 
146-31449- 7 2 146-231463- 2 1 
146-31449- 9 i 146-21463- 3 1 
146-31449- 10 1 146-31463- 4 1 
146-31449- 11 2 dicare ; 1 
146-31440- 13 1 EE CE ES 1 
146-31449- 15 1 -5 i : 
146-31449- 17 1 ids a 8 1 
146-214 49- 19 Ez Shae 1 
146-21440- 21 i 146-31482- 10 1 
146-31449- 23 1 146-31463- 11 1 
146-31449- 24 1 146-31463- 12 1 
146-31440= 25 1 146-31462- 13 1 
146-31449- 25 1 146-31463= 14 1 
146-31449- 27 4 146-31463- 15 1 
146-31449- 29 2 146-31463- 16 1 
146-31449- 31 2 146-31463- 17 1 
146-21449- 22 2 ES 1 
146-21449- 35 > lapo naaie 5 l 
146-31449- 37 2 ΝΕΑ : 1 
146-31449- 39 2 κής 1 
146-31449- 41 2 146-21454- 16 1 
146-316 49- 43 1 146-31464- 11 1 
146-31450- 1 1 146-31464- 12 1 
146-31450- 2 1 146-31464- 12 4 
146-31459- 3 i 146-31464- 21 1 
146-31450= 4 1 146-31464- 23 1 
146-31450- 5 1 146-21464-200 1 
146-31450- 6 1 HERD 1 
146-31450- 8 1 ο... 6 
πώ 1 146-231468 i 
146-31450- 13 5 RE ο 1 
ues ; Hie i 
= a 1 3 
146-31469- 5 
146-31451- 4 5 3 
s : 146-31470- 1 1 
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Section lil 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 





CLASS CODE 


R82NA 


R82N/ 


826 


PART NUMBER 


146-31470- 
146-3147) 
146-31471- 
146-31471- 
146-31471- 
146-31472 


146-31473 

146-31474 

146-31475 

146-31475- 
146-31475- 
146-31475- 
146-31475- 
146-31475- 
146-31475- 
146-31475- 
146-31476- 
146-31476- 
146-21476- 
146-31476- 
146-31476= 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31477 

146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477= 
146-31477- 
146-31477= 
145-31477= 
146-31477- 
1456-31477- 
146<31477- 
145=31477- 
14631477- 
14631477- 


146-214T77-- 


146-31477- 
146-31477= 
146-31477= 
146-31477= 
146-31477= 
146-31477- 


T [pH hor 
PROV 0 LO Ui f UNE UWP ONUW 


QmHP|PIOO-O0UwU 


146-231477- 3 


2146-31478 

146-31478- 
146-31473- 
146-3147€= 
146-31478- 
146-31479- 
146-21478- 
146-3147€= 
146-31478= 
146-314738- 
146-231479- 
146-31472- 
146-31451- 
1406-31451- 
146-31452 

146δ-21452- 
146-31482- 
146-31483 

146-31484 

146-31485= 
146-31485- 
146-31488 

146-31487 

146-31457= 
146-31487- 
146-21487- 
146-31407-= 
146-314687- 
2146-31497- 
146-315£7- 
146-31487- 
156-21487- 


WARN οι 





$2 FIGURE 
δ 9) AND INDEX 








ΑΝ 01-60AAB-4 


TOTAL | MICROFILM 
QTY. NUMBER 


1 
1 
1 
1 
1 
1 
1 
1 
2 
4 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
2 
2 
2 
2 
2 
2 
3 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
I 
B 
1 
1 
1 
1 
1 
1 
1 
1 
3 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 





CLASS CODE] PART NUMBER | 






[ | srockNuUMBR — — | NUMBER 
[| PART NUMBER | NUMBER 






ONDUAN 


Οπου ωο 


146-31487- 16 
146-31487- 17 
146-31487- 19 
146-31487- 21 
146-31488 
146-31488- 3 
146-31488- 5 
146-31488- 6 
146-31488- 9 
146-31488- 12 
146-31488- 15 
146-31488- 17 
146-31488- 19 
146-31488- 31 
146-31488- 32 
146-31488- 33 
146-31488-201 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 11 
146-31489- 13 
146-31489- 17 
146-31489- 19 
146-31489- 21 
146-31459- 23 
146-31489- 24 
146-31489- 25 
146-31489- 26 
146-31489- 33 
146-31489- 35 
146-31489- 37 
146-31489- 41 
146-31489- 43 
146-31489= 45 
146-31489- 46 
146-31489- 47 
146-31489- 49 
146-31489- 53 
146-31489- 35 
146-31489- 57 
146-31489- 58 
146-31489-101 
146-31489-102 
146-31489-158 
146-31489-201 
146-31489-202 
146-31490 
146-31490- 3 
146-31491 
146-31491- 
146-31491- 
146-31491- 
146-31491- 
146-31491- 
146-31491- 11 
146-31491- 13 
146-31491- 15 
146-31491- 17 
146-31491- 19 
146-31491- 21 
146-31491- 23 
146-31491- 29 
146-31491- 31 
146-31491- 33 
146-31491- 34 
146-31491- 35 
146-31491- 36 
146-31491- 37 
146-31491- 39 
146-31492 
146-31492- 3 
146-31492- 5 
146-31492- 9 
146-31492- 10 
146-31492- 11 
146-31492- 12 
146-31492-= 13 
146-31492- 14 
146-31492- 15 
146-31492- 16 


[ —— . srockwuwmeR — — |Éx FIGURE | TOTAL| MICROFILM 
89| AND INDEX| QTY. | NUMBER 
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Section ΙΙΙ 


Numerical Index of 
AN O1-60AAB-4 Contractor Parts 


5 FIGURE  |TOTAL| MICROFILM FIGURE TOTAL| MICROFILM 
Qu} AND INDEX | QTY. | NUMBER AND INDEX| QTY. | NUMBER 


M1 






















STOCK NUMBER δα 
CLASS CODE PART NUMBER δῦ 


146-31509- 7 M1 
146-31509- 8 i 
146-21509- 9 
146-31509- 31 
146-31510- 3 
146-31510- 7 
146-31510- 9 
146-31510- 10 
146-31510= 13 
146-31510- 14 
146-31510- 15 
146-31510- 17 








CODE 







PART NUMBER 


146-31492- 17 
146-31492- 19 
146-31492- 21 
146-31492- 23 
146-31492- 25 
146-31492- 27 
146-31492- 29 
146-21492- 31 
146-31492- 32 
146-31492- 33 
146-31492- 35 
146-31492- 36 


STOCK NUMBER 

















































































146-31500- 
146-31500- 
146-31500- 
146-31500- 
146-31500- 
146-21500- 
146-31500- 
146-31500- 
146-31501 
146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31503- 
146-31503- 
146-31504- 
146-31504- 
146=31505 
146-31506- 
146-31506- 
146-31597- 
146-31507- 
146-31508 
146-31508- 
146-31508- 
146=31508- 
146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-21508- 
146-31509- 
146-31509- 
146-31509- 
146-31509- 
146-31509- 
146-31509- 
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146-31493- 1 ¿Gn 
146-31493- 2 144-3151 
146-21493- 3 146-31512= 
146-21493- 4 146-31512- 
146-31493- 5 146-21513 
146-31494- 3 
146-31494- 4 146-31514- 
146-31494- 5 146-31515- 
146-31494- 6 146-31515- 
146-31495 146-31516 
146-31495- 3 146-31516- 3 
ΒΒΖΝΑ 145-31495- 5 146-31516- 5 
ΒΒΖΝΑ 146-31495- 7 146-31518 
146-21495- 11 qat ine os 
mon [HERE n Beane d 
146-31496 zd 
Ico 146-31519- 2 
146721496- 146-31519- 3 
ΝΕ 146-31519- 4 
14079113 146-31519- 5 
Moe 146-31519- 6 
Ms 146-31519- 7 
RB2NA 146-31498 ο m 
ies 146-31520 
E VEA 146-31520- 3 
ος 146-31520- 5 
ος 146-21520- 7 
146-31500- DEO ES 
146-31500- ο. 
146-31521- 3 


146-31522 

146-31522- 
146-31523 

146-31525- 
146”-31524- 
1246-31525 

1456-31526- 
14631526- 
146-31526- 
1456-31526- 
146-31526- 
146-31526- 
146-31526- 
146-31526- 
146-31527-= 
146-31527- 
146-31527- 
146-31527- 
146-31528- 
146-31528- 
146-31528- 
146-21528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 


146-31529 

146-31529- 
146-31529- 
146-31529- 
146-31529- 
146-31529- 
146-31530 

146-31532- 


















































146-31528-" 
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Section lii 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 
[CLASS CODE | part NUMBER 


146-31522- 
146-31534- 
146-31534- 
146-31534- 
146-31534- 
146-31534- 
146-31534- 
146-31534- 
146-31534- 1 
146-31535- 
146-31535- 
146-31537- 
146-31537- 
146-31538- 2 
146-31539- 
146-31539- 10 
146-31539- 35 
146-31539- 37 
146-31539- 39 
146-31539- 51 
146-31540- 1 
146-31540- 2 
146-31541 
146-31542- 3 
146-31542- 35 
146-31542- 7 
146-31542- 8 
9 
1 
3 
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146-31542- 
146-31542- 1 
146-31542- 1 
146-31542- 15 
146-31542- 16 
146-31542- 17 
146-21542- 21 
146-31542- 23 
146-31542-100 
146-31543- 
146-31543- 
146-31544- 
146-31544- 
146731545 
146-31545- 
146-31545- 
146-31545- 
146-31545- 
146-721545- 
146-31545- 
146-31546- 
146-31546- 
146-31546- 
146-31546- 
146-31546- 
146-21546- 
146-31546- 1 
146-31546- 1 
146-31546- 13 
146-31546- 14 
146-31546- 15 
146-31546- 21 
146-31546- 2 
146-31546- 2 
146-31546- 24 
146-31547 
146-31547- 
146-31547- 
146-31547- 1 
146-31548- 
146-31548- 
146-31549- 
146-31549- 
146-31550- 
146-31550- 
146-31550- 
146-31550- 
146-31550- 
146-31550- 
146-31550- 
146-31550= 
146-31550- 
146-31550- 
146-31551- 65 
146-31551- 66 
146-31552- 3 
146-31552- 
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146-31552- 
146-31552- 
146-31552- 
146-31552- 
146-31552- 
146-31552- 
146-31552- 
146-31552- 
146-31552- 
146-31552- 
146-31552- 
146-31552- 
146-31552- 
146-31552- 
146-31552- 






146-31553 

146-31553- 
146-31553- 
146-31554 

146-31554- 
146-21554- 
146-31554- 
146-31556 

146-31557- 
146-31557- 
146-31557- 
146-31557- 
146-31557- 
146-31558- 
146-31558- 
146-31559- 
146-31559- 
146-31559- 
146-31559- 
146-51559- 
146-31559- 
146-31559= 
146-31559- 
146-31559- 
146-31559- 
146-31559- 
146-31559- 


yA HA ο ο IR e H 








Nr DN 










146-31560 

146-31560- 
146-31560- 
146-31560- 
146-31560- 
146-31560- 
146-31560- 
146-31560- 
146-21560- 
146-31560- 
146-31560- 
146-31560- 
146-31560- 
146-31560- 
146-21560- 
146-31560- 
146-31560- 
146-31560- 
146-31560- 
146-31561 

146-31563 

146-31565 

146-31565- 
146-31565- 
146-31566 

146-31566- 
146-31566- 
146-31566- 
146=31567- 
146-31567- 
146-31567- 
146-21567- 
146-31567- 
146-31573 

146-31574 

146-31575 

146-31575- 
146=31575- 
146-31575= 
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STOCK NUMBER 
CLASS CODE PART NUMBER 
10 


146-31552-100 
146-31552-200 


ου ω 
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146-31559-200 
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146-31577- 
146-31577- 
146-31577- 
146-3157]- 
146-31577- 
146-31571- 
146-31578 

146-31578- 
146-31578- 
146-31576- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-3157c- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-21579- 
145-31579- 
146-31579- 
146-31579- 
146-51579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-21579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31570- 
146-31579- 
1465-31579- 
146-31576- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 





146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 
146-31579- 


146-31581 

146-31583 

146-31583- 
146-31584 

146-31584- 
146-31584- 
146-31584- 
146-31584- 
146-315£4- 
146-31586- 
146-315€6- 
146-31586- 
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146-31579- 9 


146-31579-105 
146-31579-107 
146-31579-108 
146-31579-109 
146-31579-110 
146-31572-111 
146-31579-141 
146-31579-3C1 
146-31575-302 


w 


m 


Ur PU f ο MAD UD 
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e 


PART NUMBER 


STOCK NUMBER S| FIGURE |TOTAL| MICROFILM 
22] AND INDEX | QTY. | NUMBER 








146-31586- 10 


146-31586- 
146-31587 

146-31587- 
146-31587- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31590- 
146-31591 

146-31591- 
146-31594 

146-21594- 
146-31594— 
146-31594- 
146-31595 

146-31595- 
146-31595- 
146-31596- 
146-31596- 
146-31596- 
146-31596- 
146-31596- 
146-31598 

146-31598- 
146-31598- 
146-31598- 
146-31599 

146-31599- 
146-31599- 
146-31599- 
146-31601- 
146-31601- 
146-31601- 
146-31601- 
146-31601- 
146-31601- 
146-31601- 
146-31601- 
146-31601- 
146-31602- 
146-31602- 
146-31602- 
146-31602- 
146-31602- 
146-31602- 
146-31602- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 


146-31590-200 


146-31601-301 
146-31601-401 


146-31602-100 
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Numerical Index of 
Contractor Parts 
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Section ΙΙΙ 
Numerical Index 
Contractor Parts 





STOCK NUMBER 





of 





CLASS CODE 












146-3161c- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31610- 
146-31611- 
146-21611- 
146-31611- 
146-31611- 
146-31615- 
146-31615- 
146-31616 

146-31616- 
146-31616- 
146-31616- 
146-231616- 
146-21616- 
146-31616- 
146-21616- 
146-21616- 
146-31517= 
146-31617- 
146-31617- 
146-21617- 
146-31617- 
146-31617- 
146-31517- 
146-31621- 
146-31621- 
146-31621- 
146-31627- 
146-31627- 
146-31627- 
146-315627- 
146-31627- 
146-31627- 
146-31629 

146-31629- 
146=31629~ 
146-31629- 
146-31629- 
146-21629- 
146-31629- 
146-315295- 
146-231629- 
146-231629- 
146-31629- 
146-21620- 
146-31629- 
146-31641 

146-31642- 
146-31642- 
146-31643- 
146-31643- 
146-31646 

146-31645- 
146-31646- 
146-31646- 
146-231646- 
146-216465- 
146-3168646- 
146-31646- 
146-31646- 
146-316456- 
146-21646- 
146-231647- 
146-31647- 
145-31652 

146-31659- 
146-3165:- 
146-21655- 
146-2165:- 
146-21655 

146-31655- 
146-31655- 
146-31655- 
146-31658 

146-21659- 
146-321659- 
1466-21659- 
146-31659- 
146-31659- 
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146-31659- 13 
146-31659- 15 
146-31659- 17 
146-31661- 5 
146-31661- 9 
146-31661- 21 
146-31661- 22 
146-31661- 27 
146-31661- 29 
146-31661- 31 
146-31661- 33 
146-31661- 37 
146-31661- 39 
146-31661- 47 
146-31661- 48 
146-31661- 49 
146-31661- 53 
146-31661- 55 
146-31661- 65 
146-31661- 67 
146-31661- 69 
146-21661- 70 
146-31661-103 
146-31661-111 
146-31661-113 
146-31661-117 
146-31661-118 
146-31661-135 
146-31661-141 
146-31661-151 
146-31661-152 
146-31661-155 
146-31661-165 
146-21661-200 
146-31661-203 
146-31661-253 
146-31661-300 
146-31671- 7 
146-31671- 9 
146-31671- 15 
146-31671- 16 
146-21671- 17 
146-31671- 18 
146-31671- 51 
146-31671- 53 
146-31671- 55 
146-31671- 56 
146-31671- 59 
146-31671-101 
146-31674— 7 
146-31674- 8 
146-31674- 9 
146-31674- 11 
146-31674- 12 
146-31674- 13 
146-21674- 14 
146-31674= 15 
146-31674- 16 
146-31674- 17 
146-31674- 19 
146-31674- 21 
146-31674- 23 
146-21674- 25 
146-31674= 27 
146-31674- 31 
146-31674- 37 
146-31674- 38 
146-31674- 43 
146-31674- 45 
146-31674- 46 
146-31674- 51 
146-31677- 5 
146-31677- 7 
146-31677- 9 
146-31677- 27 
146-31677- 29 
146-31677- 31 
146-31677- 33 
146-31671- 35 
146-31678- 9 
146-31678- 23 
146-31678- 25 
146-31678- 27 
146-31678- 29 
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146-31678- 31 1 2 = 
146-31678- 33 1 Μεν ον 10 
1456-31678- 35 1 146-31738 
146-31678- 39 1 146-31739- 5 
146-31678- 43 1 146-31739- 10 
146-31678- 45 1 146-31740 
146-31678- 47 1 146-31741 
146-31678- 53 1 146-31741- 3 
146-31678- 57 1 146-31741- 5 
146-31678- 59 1 146-31742 
146-31678- 61 1 146-31742- 3 
146-31678- 63 1 146-31742- 4 
146-31678- 65 1 146-31744 
146-31678- 67 1 146-31751- 5 
146-31678- 69 1 146-31751- «6 
146-31678- 71 1 146-31751- 7 
146-31678- 73 1 146-31751- 8 
146-31678- 75 1 146-31751- 9 
146-31678- 77 1 146-31751- 11 
146-31678- το 1 146-31751- 13 
146-31678- 81 1 146-31751- 15 
146-31678- 85 1 146-31751- 17 
146-31678- 87 1 146-31751- 18 
146-31678- 91 1 146-31751- 28 
146-31678-201 1 146-31751- 29 
146-31679- 7 1 146-31751- 37 
146-31679- 13 1 146-31751- 39 
146-31679- 15 1 146-31751- 41 
146-31679- 17 1 146-31751- 47 
146-31679- 18 1 146-31751- 49 
146-31679- 31 F 146-31751- 51 
146-31751- 53 
146-31679- 33 1 146-31751- 55 
146-31680- 13 1 2 = 
146-31680- 15 1 eco as 
146-31680- 16 1 1456-31751- 61 
146-31680- 17 1 146-31751- 63 
146-31680- 19 1 146-31751- 65 
146-31680- 20 1 146-31751- 67 
146-31680- 21 1 146-31751- 91 
146-31684 1 146-31751= 93 
146-31686- 5 1 146-31751- 97 
146-31686- 7 1 146-31751-100 
146-31686- 21 REF 146-31751-105 
146-31708- 3 146-31751-200 

























































































146-31713 146-31752 
146-31714= 3 146-31753 
146-31714- 4 146-31755 
1456-31714- 5 146-31757 
146-31714- 6 146-31758 
146-31714- 7 146-31759- 3 
146-31714- 8 146-31750= 5 
146-31714- 9 146-31759= 7 


146-31714- 10 
146-31714- 11 
146-31714- 12 
146-31714- 14 
146-31714- 15 
146-31714- 16 
146-31714- 17 
146-31714- 19 
146-31714- 21 
146-31714- 22 
146-31714- 23 
146-31714- 25 
146-31714- 5C 
146-31715- 12 
146-31715- 15 
146-31715- 17 
146-31715- 19 
146-31715- 20 
146-31715- 21 
146-31715-100 
146-31718- 2C 


146-31759- 18 
146-31759- 17 
146-31759- 19 
146-31759-100 
146-31759-103 
146-31760- 3 
146-31760- 5 
146-31760- 7 
146-31760- 2 
146-31760- 13 
146-31760- 19 
146-31760- 21 
146-31760- 25 
146-31760- 27 
146-231760-100 
146-31760-101 
146-31761 

146-31761- 5 
146-31761- 8 
146-31761- 10 
146-31761- 13 
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146-31726 146-31762 
non 146-31762- 3 
- 146-31763 
146-31728- 3 146-31162- 3 
ο. 146-21763-101 

146-31732- 2 es 
146-31733 146-31765 . 
146-31733- 3 146731766 
146-31733- 4 146-31767 
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146-31768 

146-31768- 
146-31768- 
146-31768- 
146-31769- 
146-31769- 
146-31769- 
146-31769- 
146-31769- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 


146-31771 

146-31772 

146-31772- 
146-31772- 
146-31772- 
146-31772- 
146-31773 

146-31774 

146-31775- 
146-31775- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 


146-31777= 
146-31778 

146-31779 

146-31779- 
146-31779- 
146-31779= 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779= 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779= 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
1467317797 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
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146-31770-105 


3 
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20 
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31 


146-31776-100 
146-31776-201 
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146-31779- 79 
146-31779- 81 
146-31779- 83 
146-31779- 85 
146-=31779- 87 
146-31779- 89 
146-31779- 91 
146-31779- 93 
146-31779- 95 
146-731779- 97 
146-31779- 99 
146-31779-101 
146-31779-103 
146-31779-105 
146-31779-107 
146-31779-109 
146-31779-111 
146-31779-113 
146-31779-115 
146-31779-117 
146-31779-119 
146-31779-121 
146-31779-123 
146-31779-125 
146-31779-127 
146-31779-129 
146-31779-131 
146-31779-133 
146-31779-135 
146-31779-139 
146-=31779-141 
146-31779-200 
146-31780 
146-31783- 3 
146-31783- 5 
146-31783- 11 
146-31783= 13 
146-31783- 19 
146-31783- 21 
146-31784- 3 
146-31784- 5 
146-31784- 11 
146-31784- 13 
146-31785 
146-31785- 3 
146-31785- 5 
146-31785- 7 
9 
1 





































































146-31785- 
146-31785- 1 
146-31786 
146-31786- 
146-31786- 
146-31786- 
146731787 
146-31787- 
146-31787- 
146-31787- 
146-31786- 
146-31789- 
146-317859- 
146-31789- 
146-31789- 11 
146-31789- 13 
146-31789= 15 
146-31789- 17 
146-31789- 19 
146-31789- 20 
146-31789- 21 
146-31789- 23 
146-31789- 25 
146-31789- 26 
146-31789- 27 
146-31789- 31 
146-31789- 33 
146-31789= 35 
146-31789- 37 
146-31789- 39 
146-31789- 40 
146-31789- 41 
146-21789- 43 
146-31789- 45 
146-31789- 47 
146-31789- 49 
146-31789- 51 
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PART NUMBER 


FIGURE moo EI NUMBER 
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146-31789- 52 
146-31789- 53 
146-31789- 55 
146-31789- 57 
146-31789- 56 
146-31789- 61 
146-31789- 63 
146-31789- 65 
146-31789- 71 
146-317289- 73 
146-31789- 75 
146-31790 
146-31790- 2 
146-31790- 
146-31791 
146-31791- 
146-31791- 
146-31791- 
146-31791- 
146-31791- 
146-31791- 
146-31791- 
146-31792 
146-31792- 
146-31792- 
146-31792- 
146-31792- 159 
146-31792- 23 
146-31792- 27 
146-31792- 37 
146-31792- 41 
146-31792- 55 
146-31792- 57 
146-31792-103 
146-31792-300 
146-31792-400 
146-31793 
146-31793- 3 
146-31793- 5 
146-31793- 7 
146-31793- 9 
146-31793-201 
146-31794 
146-31795 
146-31796 
146-31796- 
146-31796- 
146-31796- 
146-31796- 
146-21796- 
146-31796- 
146-31796- 
146-31796- 
146-31796- 
146-31796-101 
14546-31797 
146-31797- 
146-31797- 
146-31797- 
146-31797- 
R82NA 146-31825- 
R82NA 146-31825- 
146-31901 
146-21902 
R82NA 146-31903 


NPO Ju 


146-31904 
R82NA | 146-31906 
R82NA 146-31907 
R82NA 14546-31908 
R82NA 146-319C9 
R&2NA 146-31910 
RE2NA 146-51911- 1 
RE2NA 146-31911- 2 

146-31921- 21 

146-32001-301 


146-32001-311 
146-32002- 1 
146-32002- 2 
146-32002- 3 
146-32002- 4 
146-32002- 9 
146-32002- 10 
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146-32002- 13 
146-32002- 14 
146-32002- 15 
146-32002- 16 
146-32002- 17 
146-32002- 18 
146-32002- 19 
146-32002- 20 
146-32002- 27 
146-32002- 28 
146-32002- 29 
146-32002- 30 
146-32002- 33 
146-32002- 34 
146-32002- 57 
146-32002- 59 
146-32002- 61 
146-32002- 65 
146-32002-101 
146-32002-102 
146-32002-205 
146-32002-206 
146-32002-207 
146-32002-208 
146-32002-223 
146-32002-224 
146-32002-225 
146-32002-226 
146-32002-235 
146-32002-236 
146-32002-237 
146-32002-238 
146-32002-239 
146-32002-240 
146-32002-243 
146-32002-244 
146-32002-245 
146-32002-246 
146-32002-7247 
146-32002-248 
146-32002-249 
146-32002-251 
146-32002-311 
146-32007- 73 
146-32007- 75 
146-32C07- 77 
146-32007- 79 
146-32007- 03 
146-32007- 85 
146-32007-103 
146-32007-104 
146-32007-106 
146-32007-105 
146-32006= 

146-32008- 

146-32008- 

146-32008- 

146-32008- 

146-32008- 

146-32008- 

146-32008- 

146-32008- 

146-32008- 

146-32008- 

146-32008- 

146-32008- 

146-32008- 

146-32008- 

146-32008- 2 
146-32008- 2 
146-32008- 25 
146-32008- 26 
146-32008- 27 
146-32008- 2 
146-32008- 29 
146-32008- 30 
146-32008- 37 
146-32008- 38 
146-32008- 39 
146-32008- 41 
146-32008- 42 
146-32008- 43 
146-32008- 44 
146-32008- 45 
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146-32008- 46 146-32009- 63 M1 1 
146-32008- 47 146-32009- 64 Ml 1 
146-32008- 48 146-232009- 71 141 1 
146-32008- 49 146-32009- 72 Ml 1 
146-32008- 50 146-32009- 73 M1 1 
146-32008- 51 146-32009- 74 M1 1 
146-32008- 52 146-32009- 75 M1 1 
146-32008- 53 146=32009- 7 Ηλ 1 
146-32008- 54 146-32009- 77 M 1 
146-32008- 55 146-32009- 78 Ml 1 
146-32008- 56 146-32009- 79 M1 1 
146-32008- 57 146-32009- 30 m 1 
146-32008- 58 146-32009- 85 141 1 
146-32008- 59 146-32009- 86 HL 1 
146-32008- 60 146-32009- 91 Ml 2 
146-32008- 61 146-32009- 93 Ml 4 
146-32008- 62 146-32009- 95 Μ1 1 
146-32008- 63 146-32009- 96 Hl 1 
146-32008- 64 146-32009- 97 M1 1 
146-32008- 65 146-32009- 98 M1 1 
146-32008- 66 146-32009- $9 141 1 
146-32008- 67 146-32009-100 41 1 
146-32008- 68 146-32009-103 M 2 
146-32008- 69 146-32009-109 Ml 1 
146~32008- 71 146-32009-115 M1 1 
146-32008- 73 146-32009-116 Hl 1 
146-32008- 75 146-32009-117 141 1 
146-32008- 76 146-32009-118 Ml 1 
146-32008- 77 146-32009-167 h1 1 
146-32008- 81 146-32009-168 M1 1 
146-32008- 83 146-32009-169 Μ 1 
146-32008- 85 146-32009-170 Ml 1 
146-32008- 87 146-32009-205 M i 
146-32008- 88 146-32009-206 M1 1 
146-32008-102 146-32009-207 Ml 1 
146-32008-103 146-32009-208 M1 1 
146-32008-104 146-32009-213 Ml 1 
146-32008-101 146-32009-214 M1 1 
146-32009- 1 146-32009-215 M1 1 
146-32099= 2 146-32009-216 M1 1 
146-32009- 3 1 146-32009-217 Ml 1 
146-32099- 4 1 146-32009-218 Ml 1 
146-32009- 11 1 1456-32009-223 Ml 2 
146-32009- 12 1 146-32009-225 M1 2 
146-32009- 13 1 146-32009-229 Μα 2 
146-32009- 15 1 146-32009-231 M1 2 
146-32009- 16 1 146-32009-223 M1 2 
146-32009- 17 1 146-32009-235 M1 1 
146-32009- 18 1 146-32009-237 Ml 1 
146-32009- 19 r 146-32009-265 M1|387 = 3 1 
146-32C09- 20 1 146-32009-266 M1|387 1 
146-32009- 23 2 146-32010- 1 1| 388 1 
146=32009~ 25 1 146-32010- 2 Μι] 388 1 
146-32009- 26 1 146-32010- 3 M1 1 
146-32009- 27 1 146-32010- 4 141 1 
146-32009- 28 1 146-32010- 5 141 1 
146-32009- 29 1 146-32010- 6 141 1 
146-32009- 30 1 146-32010- 7 Ml 1 
146-32009- 33 1 146-32010- 8 M1 1 
146-32009- 34 1 146-32010- 9 mi 1 
146-32009- 35 1 146-32010- 10 M1 1 
146-32009- 36 1 146-32010- 11 Ml 1 
146-32009- 37 1 146-32010- 13 M1 1 
146-32009- 38 1 146-32010- 15 μα 2 
146-32009- 39 1 146-32011- 1 388 1 
146-32009- 40 1 146-32011- 2 M1| 388 2 
146-32009- 41 1 146-32011- 3 M1 1 
146-32009- 42 1 146-32011- 4 M1 1 
146-32009= 43 1 146-32011- 5 M1 2 
146-32009- 44 1 146-32011- 6 M 2 
146-32009- 45 1 156-32011- 7 Hil 1 
146-32009- 46 1 146-32011- 8 M1 l 
146-32009- 47 1 146-32011- 9 M1 4 
146-32009- 48 1 146-32011- 11 Hl 2 
146-32C09- 49 1 146-32012- 1 * 1388 REF 
146-32009- 50 1 146-32012- 3 M 2 
146-32009- 53 1 146-32012- 7 μι 2 
146-32009- 54 1 146-32012- 8 M1 2 
146-32009- 55 1 146-32012- 9 1 
146-32009- 56 1 146-32012- 11 * |388 REF 
146-32009- 57 1 146-32012- 13 Mi| 388 2 
146-32009- 58 1 146-32012- 1: Mi 2 
146-32009- 59 1 146-32012- 17 Ml 2 
146-32009- 1 146-32012- 19 Ml 2 
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146-32012- 21 1 146-32022- 9 
146-32012- 31 1 146-32022- 11 
146-32012- 41 1 146-32022- 13 
146-32012- 51 1 146-32022- 17 
146-32012- 61 2 146-32022- 19 
146-32012-105 1 146-32022- 20 
146-32013- 1 F 146-32022- 2 
146-32013- 3 4 146-32022- 23 
146-32013- 5 4 146-22022- 25 
146-32013- 7 4 146-32022- 2 
146-32013- 9 4 146-32022- 31 
146-32013- 11 F 146-32022- 33 1 
146-32013- 13 3 146-32022- 35 1 
146-32013- 17 4 146-32022- 37 4 
146-32013- 21 1 146-32022- 39 2 
146-32013- 31 1 146-32022- 41 2 
146-32013- 41 1 146-32022- 43 2 
146-532013- 51 1 146-32022- 45 2 
146-32013- 61 4 146-32022- 47 1 
146-32014 REF 146-32022- 49 1 
146-32014- 3 2 146-32022- 65 1 
146-32014- 4 2 146-32022- 67 1 
146-32014- 5 2 146-32022- 71 1 
146-32014- 7 4 146-32022- 73 1 
146-32014- 9 4 146-32022- 75 3 
146-32014- 11 2 146-32023- 3 1 
146-32014- 12 2 146-32023- 5 1 
146-32014- 13 2 146-32023- 7 1 
146-32014- 14 2 146-32023- 9 1 
146-32014- 17 2 146-32023- 11 4 
146-32014- 18 2 146-32023- 13 1 
146-32015- 1 2 146-32023- 17 1 
146-32015- 2 4 146-32023- 19 2 
146-32016- 1 146-32023- 20 1 
146-32016- 2 146-32023- 21 1 
146-32016- 3 146-32023- 23 1 
146-32016- 4 146-32023- 31 1 
146-32016- 5 146-32023- 33 1 
146-32016- 6 146-32023- 37 2 
146-32016- 9 146-32023- 39 2 
146-32016- 11 146-32023- 42 1 
146-32016- 13 146-22023- 45 1 
146-32C16- 16 146-32023- 47 2 
146-32016- 17 146-32023- 49 2 
146-32016- 19 146-32023- 55 2 
146-32016- 21 146-32023- 57 1 
146-32016- 22 146-32023- 59 6j 
146-32016- 23 1 146-32023- 63 1 
146-32016- 24 1 146-32023- 65 2 
146-32016- 26 1 146-32023- 67 1 
146-32016- 27 1 146-32023- 71 1 
146-32016- 28 1 146-32023- 73 1 
146-32016- 29 2 146-32023- 75 1 
146-32016- 31 1 146-32024- 1 1 
146-32016- 32 1 146-32024- 3 1 
146-32016- 61 1 146-32024- 5 1 
146-32016- 62 1 146-32024- 7 1 
146-32016- 71 1 146-32024- 9 1 
146-32016- 72 1 146-32024- 11 1 
146-32019 2 146-32024- 13 1 
146-32019- 1 1 146-32024- 15 1 
146-32019- 2 1 146-32024- 17 1 
145-32019- 3 2 146-32024- 19 1 
156-32019- 4 2 146-32024- 23 2 
146-32020- 3 2 146-32024- 25 1 
146-32020- 5 2 146-32024- 27 1 
146-32020- 7 2 146-32024- 29 1 
146-32020- 8 2 146-32024- 31 1 
146-32020- 9 2 146-32024- 33 1 
146-32020- 13 2 146-32024- 35 2 
146-32020- 15 4 146-32024- 37 1 
146-32020- 17 2 146-32024- 41 1 
R82NA 146-32020- 20 2 146-32024- 43 1 
146-32020- 23 8 146-22024- 45 1 
146-32020- 29 2 146-32024- 51 1 
146-32020- 33 4 146-32024- 61 1 
146-32020- 35 4 146-32024- 71 1 
146-32020- 37 2 146-32024- 81 1 
146-32020- 39 2 146-32024- 91 1 
146-32020-100 2 146-32024- 93 1 
146-32020-200 2 146-32024-101 1 
146-32022- 3 REF 146-32025-= 7 1 
146-32022- 5 1 146-32025- 9 1 
146-32022- 7 1 146-32025- 11 1 
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[sonum |43] roure Ἱτοται[μιεκοπιν 
[eras CODE] parr numser |38| AND INDEX | Qrv. | "NUMBER | [CLASS CODE] Part NUMBER | 
146-2292925- 15 146-3232027- 29 
146-3220225- 17 146-32027- 21 
146-32025- 19 146-32027- 33 
146-32025- 23 146-32027- 42 
146-32025- 25 146-32027-101 
146-32025- 31 146-32027-103 
146-32025- 33 

























z FIGURE  |TOTAL| MICROFILM 
39| AND INDEX! QTY. | NUMBER 


CODE 











=z 
























xcu 



















146-32027-105 
146-22025- 43 


146-32025- 45 
146-32025- 47 
146-32025- 49 
146-32025- 53 
146-32025- 55 
146-32025- 57 
146-32025- 59 
146-32025- 63 
146-32025- 65 
146-32025- 67 
146-32025- 69 
146-22025- 71 
146-32025- 77 
146-32025- 79 
146-32025- 85 
146-32025- 87 
146-32025- 93 
146-32025- 95 
146-32025- oc 
146-32025-101 
146-32025-103 
146-32025-107 
146-32025-109 
146-32025-111 
146-32025-113 
146-32025-115 
146-32025-117 
146-32025-116 
146-32025-121 
146-32025-123 
146-32025-125 
145-32525-127 
146-32025-129 
146-32025~133 
146-32025-135 
146-32025-137 
146~32025-139 
146-32025-141 
146-32025-142 
146-32025-145 
146~32025-165 
146-32025-201 
146-32025-203 
146-32025-205 
146-32025-227 





146-32025-235 
146-32025-273 
146-32025-275 
146-32025-279 
146-32225-297 
146-32025-299 
146-329025-3C1 
146-32025-303 
146-32025-305 
146-32025-307 
146-32026 

146-32026- 3 
146-32026- 7 
146-32026- 11 
146-32026- 31 
146-32026-105 
166-32026-10€ 
146-32026-121 
146-32026-141 
146-32027 

146-32027- 9 
146-32027- 11 
146-32027- 13 
146-32027~ 15 
146-32027- 17 
146-32027- 19 
146-32027- 21 
146-32027- 23 
146-32027- 25 












































146-32025-233. 































146-32027-107 
146-32027-109 
146-32028- 17 
146-32028- 20 
146-32028- 23 
146-32028- 25 
146-32028- 27 
146-32028- 30 
146-32028- 33 
146-32028- 35 
146-32028- 37 
146-32028- 45 
146-32028- 48 
146-32028- 5. 
146-32028- 57 
146-32028- 59 
146-32028- 61 
146-32028- 63 
146-32020- 65 
146-32028- 67 
146-32028-: 69 
146-32028- 71 
146-32028- 73 
146-32028- 75 
146-32028- 77 
146-32028- 79 
146-22028- 81 
146-32028- 82 
146-32029- 3 
146-32029-' 5 
146-32029- 7 
146-32029- 9 
146-32029- 11 
146-32029- 13 
146-32029- 15 
146-32029- 23 
146-32029- 25 
146-32029- 27 
146-32029- 29 
146-32029- 31 
146-32029- 33 
146-32029- 35 
146-32029- 37 
146-32029- 39 
146-32029- 41 
146-32029- 43 
146-32029- 45 
146-32029- 47 
146-32029- 49 
146-32029- 53 
146-32029- 55 
146-32029- 57 
146-32029- 59 
146-32029- 61 
146-32029- 63 
146-32029- 65 
146-32029- 67 
146-32030- 3 
146-32030- 5 
146-32030- 7 
146-32030- 9 
146-32030- 11 
146-32020- 13 
146-32030- 15 
146-32030- 17 
146-32030- 19 
146-32030- 21 
146-32030- 23 
146-32030- 25 
146-32030- 27 
146-32030- 29 
146-32030- 31 
146-32030- 41 
146-32031- 3 
146-32031- 5 
146-32031- 7 
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146-32027- 27 









146-32031- 9 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 






































































146-32031- 11 146-32033= 
146-32031- 13 146-32033- 
146-32031- 15 146-32033- 
146-32031- 16 146-32033- 
146-32031- 17 146-32033- 
146-32031- 19 146-32033- 
146-32031- 21 146-32033- 
146-32031- 23 146-32033- 
146-32031- 41 146-32033- 
146-32031- 51 146-32033- 
146-32032- 1 RE 146-32033- 
146-32032- 3 146-32033- 
146-32032- 5 146-32033- 
146-32032- 7 146-32033- 
146-32032- 9 146-32033- 
146-32032- 11 146-32033- 
146-32032- 13 146-32033- 
146-32032- 15 146-32033- 
146-32032- 17 146-32033- 
146-32032- 19 146-32033- 
146-32032- 21 146-32033- 
146-32032- 23 146-32033- 
146-32032- 25 146-32033- 
146-32032- 27 146-32033- 
146-32032- 29 146-32033- 
146-32032- 31 146-32033- 
146-32032- 33 146-32033- 
146-32032- 35 146-32033- 
146-32032- 37 146-32033- 
146-32032- 43 146-32033- 
146-32032- 45 146-32033- 
146-32032- 47 146-32033- 
146-32032- 49 146-32033-101 
146-32032- 53 146-32033-111 
146-32032- 55 146-32034- 1 
146-32032- 63 146-32034- 2 
146-32032- 65 146-32034- 3 
146-32032- 67 146-32034- 4 
146-32032- 69 146-32034- 5 
146-32032- 73 146-32034- 6 
146-32032- 75 146-32034- 7 
146-32032- 77 146-32034- 8 
146-32032- 79 146-32034- 9 
146-32032- 83 146-32034- 
146-32032- 85 146-32034- 
146-32032- 87 146-32034- 
146-32032- 89 146-32034- 
146-32032- 93 146-32034- 
146-32032- 95 146-32034- 
146-32032- 97 146-32034- 


146-32032-103 
146-32032-105 
146-32032-107 
146-32032-109 
146-32032-113 
146-32032-115 
146-32032-117 
146-32032-125 
146-32032-133 
146-32032-135 
146-32032-137 
146-32032-139 
146-32032-151 
146-32032-153 
146-32032-155 
146-32032-157 
146-32032-159 
146-32032-161 
146-32032-163 
146-32032-165 
146-32032-167 
146-32032-169 
146-32032-171 
146-32033- 3 
146-32033- 5 


146-32034- 
146-32034- 
146-32034- 
146-32034- 
146-32034- 
146-32034- 
146-32034- 
146-32034- 
146-32034- 
146-32034- 
146-32035- 
146-32035- 
146-32035- 
146-32035- 
146-32035- 
146-32035- 
146-32035- 
146-32035- 
146-32035- 
146-32035- 
146-32035- 
146-32035- 
146-32035- 
146-32035- 
146-32035- 
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MICROFILM 
NUMBER 





146-32033- 7 146-32035- 
146-32033- 9 146-32035- 
146-32033- 11 146-32035- 
146-32033- 15 146-32037- 
146-32033- 17 146-32037- 
146-32033- 19 146-32037- 
146-32033- 21 146-32038- 5 
146-32033- 25 146-32038-101 
46-32033- 26 146-32039 


1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
2 
4 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 
2 
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Contractor Parts 







146-32039- 
146-32039- 
146-32040- 
146-32040- 
146-32040- 
146-32C40- 
146-32040- 
146-32040- 
146-22040- 


146-32040- 
146-32040- 
146-32040- 
146-32040- 
146-32040- 
146-32040- 
146-32040- 
146-32040- 
146-32040- 
146-32040- 
146-32040- 
146-32040= 
146-32040- 
146-22041- 












R82NA 
RE2NA 







146-32041- 
146-32041- 
146-32041- 
146-32041- 
146-32041- 
146-32041- 
146-32041- 
146-32041- 
146-32041- 
146-32041- 
146-32041- 


146-32041- 
146-32041- 
146-32041- 
146-32044- 
146-32644- 
146-32044- 
146-32044- 
146-32044- 
146-32044- 
146-32044- 
146-32044= 
146-32044- 
146-32044- 
146-32044- 
146-32044- 
146-32044- 
146-32044- 
146-32044= 
146-22044- 
146-32C44= 
146-32044- 
146-32044- 
146-32044- 
146-32044- 
146-22064- 
146-32044- 
146-32044- 
146-32044- 
146-32044- 
146-32044= 
146-32044- 
146-32044- 
146-32044- 
146-32044- 
146-32044= 
146-32044- 
146-32044- 
146-320464- 
146-32044- 
146-32044- 
146=32044= 
146-32044= 
146-32044- 
146-32044- 
146-32044- 


838 


146-32040-. 


146-32041- 


STOCK NUMBER Y 
| CLASS CODE | PART NUMBER 9 


146-32041- 2 


11 


146-32044-121 
146-32044-141 





AN 01-60AAB-4 
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146-32045- 
146-32045- 
146-32045- 
146-32045- 
146-32045- 
146-32045- 
146-32045- 
146-32045- 
146-32048- 
146-32048- 
146-32048= 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146=32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048= 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32050- 
146-32050- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146=32051~ 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146=32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146=32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
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| CLASS CODE | PART NUMBER 
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146-32053- 7 1 146-32056- 27 2 
146-32053- 8 1 146-32056- 29 2 
146-32053- 9 1 146-32056- 31 2 
146-32053- 11 1 A 146-32056- 32 2 
146-32053- 12 1 146-32056- 33 2 
146-32053- 13 1 146-32056= 35 2 
146-32053- 15 1 146-32056- 37 2 
146-32053- 17 1 146-32056- 41 2 
146-32053- 19 1 146-32056- 47 2 
146-32053- 21 1 146-32056- 49 2 
146-32053- 27 1 146-32056- 51 2 
146-32053- 29 1 146-32056- 53 2 
146-32053- 35 1 146-32056- 55 2 
146-32053- 37 1 146-32056- 56 2 
146-32053- 41 1 1456-32056- 57 2 
146-32053- 43 1 146-32056- 59 2 
146-32053- 45 1 146-32056- 61 4 
146-32053-101 1 146-32056- 63 2 
'146-32053-103 1 146-32056- 65 4 
146-32053-105 1 146-32056- 67 2 
146-32053-107 1 146-32056- 69 2 
146-32053-109 1 156-32056- 71 2 
146-32053-111 1 146-32056- 73 2 
146-32053-113 1 146-32057- 1 REF 
146-32055 2 146-32057- 2 REF 
146-32055- 3 2 146-32057- 3 1 
146-32055- 5 2 146-32057- 4 1 
146-32055- 7 2 146-32057- 5 1 
146-32055- 9 2 146-32057- 6 1 
146-32055- 11 2 146-32057- 7 1 
146-32055- 15 2 146-32057- 8 1 
146-32055- 17 2 146-32057- 9 2 
146-32055- 19 2 1456-32057- 11 2 
146-32055- 21 2 146-32057- 13 2 
146-32055= 25 2 146-32057- 15 2 
146-32055- 29 2 146-32057- 17 1 
146-32055- 31 2 146-32057- 18 1 
146-32055- 33 2 146-32057- 19 1 
146-32055- 35 2 146-32057- 20 1 
146-32055- 41 2 146-32057- 21 2 
146=32055= 45 2 146-32057- 25 1 
146-32055- 47 2 146-32057- 26 1 
146-32055- 51 2 146-22058 2 
146-32055- 53 2 146-32059 1 
146-32055- 55 2 146-32059- 3 1 
146-32055- 57 2 146-32059- 5 1 
146-32055- 59 2 146-32060 i 1 
146-32055- 61 2 146-32060- 3 1 
146-32055- 63 4 146-32061 1 
146-32055- 71 2 146-32062 2 
146-32055- 73 2 146-32063 2 
146-32055= 75 2 146-22064- 1 1 
146-32055- 77 2 146-32064- 4 3 
146-32055- 78 2 14546-32065 4 
146-32055- 79 2 146-32065- 3 4 
146-32055-- 81 2 146-32065- 5 4 
146-32055- 83 2 146-32065- 7 4 
146-32055- 85 4 146-32065- 9 4 
146-32055- 87 4 146-32065- 11 8 
146-32055- 89 2 146-32065- 13 8 
146-32055- 91 2 146-32065- 15 24 
146-32055- 93 2 146-32065- 17 4 
146-32055- 95 2 146-32065- 19 4 
146-32055- 97 2 146-32065- 21 4 
146-32055- 99 1 146-32065- 23 4 
146-32055-101 2 146-32065- 27 8 
146-32055-103 2 146-32065- 29 4 
146-32055-105 2 146-32065- 31 4 
146-32055-107 2 146-32065- 41 8 
146=32056 REF 146-32065- 43 8 
146-32056- 1 REF R82NA 146-32065- 51 4 
146-32056- 3 2 R82NA 146-32066 4 
146-32056- 5 2 146-32066- 1 

146-32056- 7 2 146-22066- 3 4 
146-32056- 9 2 146-32066-= 5 4 
146-32056- 11 2 146-32066- 7 4 
146-32056- 13 2 146-32066- 9 4 
146-32056- 15 2 146-32066- 11 4 
146-32056- 17 2 146-32066- 13 4 
146232056- 19 2 146-32066- 15 4 
146-32056- 21 2 146-32066- 17 4 
146-32056- 23 2 146-32066- 21 4 
146-32056- 24 2 146-32066- 23 8 
146-32056- 25 2 E 146-32066- 25 4 
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STOCK NUMBER 


23) FiGuRE MICROFILM 
δ 9] AND INDEX NUMBER |- 




















[PARTNUMBER |] 

146- πμ 146-32089- 7 

146-32066- 146-32089- 9 i 
146-32066- 146-32091 2 
146-22066- 146-32092 REF 
146-325617- 146-32092- 3 4 
146=32567- 146-32092- 5 4 
146-32067- 146-32092- 7 4 
146-32067- 146-32092- 9 4 
146-32067- 146-32092- 11 4 
146-32067- 146-232092- 13 4 
146-32068- 146-32092- 15 4 
146-32068- 146-32092- 17 8 
146-32069 146-32092- 19 8 
146-32069- 146-32092- 21 4 
146-22069- 146-32093 5 









146-32069- 
146-32069- 
146-32069- 
146-32C69- 
146-32069- 1 
146-32069- 
146-32069- 
146-220690- 
146-3232069- 
146-220960- 
146-32069- 
146-32069=- 
146-32069- 
146-32069- 
146-32269- 
146-32C69- 
146-32069- 
146-32069- 
146-32069- 
146-32069- 






146-32094- 1 
146-32094- 2 
146-32094— 3 
146-32094- 4 
146-32094- 5 
146-22094- 7 
146-32094- 9 
146-32094- 11 
146-22094- 13 
146-32094- 14 
15 
17 
18 
19 
20 













146-32094- 
146-32094- 
146-32094- 
146-32094- 
146=32094— 
146-22094- 21 
146-32094- 23 
146-32094- 24 
146-32094- 29 
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146-32070- 146-32094- 31 
146-32070- 146-32094- 32 
146-32070- 156-32094- 33 
146-329070- 146-22094- 34 
R82NA 146-32071- 146-32094- 36 
R82NA 146-32071- 146-22094- 27 1 
146-32271- 146-32094- 39 1 
146-32071- 146-32095- 40 1 
146-22072= 146-32094- 41 1 
146-32072- 146-32094- 42 1 
146-22072- 146-32094- 43 2 
146-22072- 146-32094- 44 2 
146-32078- 146-32094- 45 8 
146-32076- 146-32094- 48 16 
146-32078- 2 146-32094= 49 2 
146-32078- 2 146-32096 2 
146-32078- 2 146-32096- 3 2 
146-32078- 2 146-32096- 5 2 
146-32078- 4 146-22096- 7 2 
146-32078- 4 146-32096- 9 2 
146-32080- 2 146-32097 2 
146-32080= 2 146-32097- 3 2 
146-32080- 2 146-32098 REF 
146-326820- 2 146-32098- 3 1 
146-32081 2 146-32098- 5 1 
146-32081- 2 146-32098- 7 1 
146-32081- 2 146-32098- 9 1 
146-2208]1- 2 146-32098- 13: 1 
146-32082 4 146-32098- 15 1 
146-32084 5 146-32099 REF 
146-32099- 5 1 
146-32085 7 146-32099= 7 1 
146-32086- 1 2 146-32099- 9 1 
146-32086- 2 2 146-32100 4 
146-32087- 3 1 146-32101 4 
146-32087- 4 1 146-32102- 1 2 
146-32087- 5 1 146-32102- 2 2 
146-32087- 6 1 146-32103- 1 2 
146-32087= 7 1 146-32103- 2 2 
146-32087= 8 1 146-32104 4 
146-32087- 9 1 146-32104- 3 4 
146-32087- 10 1 146-32105- 1 2 
146732088 1 146-32105- 2 2 
146-32088- 3 1 146-32105- 3 2 
146-32088- 5 1 146-32105- 4 2 
146=32088- 9 1 146-32106- 1 2 
RSZNA 146-32089 1 146-32106- 2 1 
146-32089- 3 1 146-32108 2 
146-32689- 5 1 146-32108- 3 1 
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146-32108- 
146-32108- 
146-32108- 
146-32108- 
146-32110- 
146=32110- 
146-32110- 
146-22114- 
146-32114- 
146-32114- 
146-32114- 
146-32114- 
146-22114- 
146-32114- 
146-32114- 
146-32115- 
146-22115- 
146-32116- 
146-32116- 
146-32116- 
146-32116- 
146-32116- 
146-32118 

146-32119- 
146-32119- 
146-32119- 
146-32119- 
146-32119- 
146-32119- 
146-22119- 
146-32119- 
146-32119- 
146-32119- 
146-32119- 
146-32119- 
146-32120- 
146-32120- 
146-32121- 
146-32121- 
146732122 

146-32123- 
146-32123- 
146-32124- 
146-32124- 
146-32125 

146-32125- 
146-32125- 
146-32125- 
146-32125- 
146-32126 

146=32127- 
146-32128 

146-32128- 
146-32128- 
146~32129- 
146-32130 

146-32131- 
146=32132 

146-32132- 
146-32133 

146-32135- 
146-32135- 
146-32135- 
146-32135- 
146-32138- 
146-32138- 
146-32139 

146-32141- 
146-32141- 
146-32141- 
146-32141- 
146-32143 

146-32143- 
146-32143- 
146-32143- 
146-32143- 
146-32145 

146-32145- 
146-32145- 
146-32145- 
146-32145- 
146-32145- 
| 146-32145- 
146-32145- 
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146-32145- 
146-321f5- 
146-321p5- 
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| CLASS CODE | PART NUMBER 9 


1456-32145- 13 
146-32145- 23 
146-32145= 25 
146-32145- 26 
156-32145- 27 
146-32145- 29 
146-32145- 30 
146-32146 

146-32149 

146-32150 

146-32151- 
146-32151- 
146-32151- 
146-32151- 
146-32151- 
146-32151- 
146-32151- 
146-32151- 
146-32151- 
146-32151- 10 
146-32151- 13 
146-32151- 14 
146-32151- 15 
146-32152- 
146-32152- 
146-32152- 
146-32152- 
146-32152- 
146-32152- 
146-32153- 
146-32153- 
146-32154 

146-32155- 
146-32155- 
146-32155- 
146-32155- 
146-32156- 
146-32156- 
146-32156- 
146-32156- 
146-32157 

146-32157- 
146-32157- 
146-32502- 
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146-32502- 














146-32504- 
146-32504= 45 
146-32504- 46 
146-32508- 3 
146-32508- 5 
146-32508- 7 
146-32508- 9 
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146-32508- 
146-32509 


R82NA 
R82NA 













146-32510 
146=32513 
















146-32514- 
146-32514- 
146-32515 
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146-32516 





146-32517 
146-32518 
146-32519 
146-32520 
146-32521- 


146-32521- 













146-32523- 1 
146-32523- 2 
146-32525 


3- 
3- 


160-325 
160-325 
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146-32525- 
14546-32526 
146-32526- 





R82NA 
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146-32527 146-32547- 16 


146-32547- 17 
146-32547- 13 
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R82NA 146-32528 











R82NA 146-32529 146-32547- 19 
146-32529- 3 146-32547- 20 
146-32523- 5 146-32547- 21 
146-32529- 7 146-32547- 23 
146-32529- € 146-32547- 24 
146-32529- 11 146-32547- 25 
146-32529- 13 146-32547- 26 
146-32529- 21 146-32547= 27 








146-32529- 2 
146-32529- 2 


146-325458- 1 
146-32548- 
















































2 

146-32529- 29 146-32551- 3 
146-32529- 27 146-32551- 4 

RB2NA 146-32529-100 146-32551- 5 
RB2NA 146-32530 146-32551- 6 
ΒΒΖΝΑ 146-32531- 1 146-32551- 11 
RB2NA 146-32531= 2 146-32551- 12 
146-32531- 3 146-32551- 13 
146-32531- 4 146-32551- 14 
146-32531- 5 146-32551- 15 
146-32531- 6 146-32551- 16 
146-32531- 7 146-32551- 17 
146-32531- 3 146-32551- 18 
146-32531- 9 146-32551- 19 






146-32531- 10 
146-32531- 11 
146-32531- 1 

146-32531- 16 
146-32531- 17 
146-32531- 18 
146-32531- 19 
146-32531- 21 
146-32531- 22 
146-32531- 23 
146-32531- 24 
146-32531- 25 
146-32531- 27 
146-32531- 28 
146-32531- 29 





146-32551- 20 
146-32551- 23 
146-32551- 24 
146-32551- 25 
146-32551- 27 
146-32551- 28 
146-32552 
146-32553- 1 
146-32553- 2 
146-32553- 3 
146-32553- 4 
5 
6 

















R82NA 









146-32553- 
146-32553- 
146-32554 
1456-32557 



























146-32531- 30 R82NA 146-325565- 
146-32531- 21 RE2HA 146-32556- 
146-32531- 32 R62NA 146-32558- 






146-32531- 51 
146-32531- 52 


146-32558- 
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R82NA 4 
146-32558- 5 
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8 




































146-32532- 1 146-32558- 

146-32532- 2 146-32558- 

146-32532- 3 146-32558- 

146-32532- 4 146-32552- 

146-22532- 5 146-32558- 10 
146-32532- € 146-32558- 13 
146-32532- 7 146-32558- 14 
146-32532- 38 146-32558- 15 
146-32532- 9 146-32558- 16 
146-32532- 11 146-32558- 17 
146-32533- 1 146-32558- 18 
146-32533- 2 146-32558- 23 
146-32533- 3 146-32558- 24 
146-32533- 4 146-32558- 25 
146-32534- 1 14€=32558= 27 






146-32558- 29 









5 ΦΡΦΡΦΟΩΟΩΦΦΦΠΔΡΑΠΑΩΔΑΒΝΘΦΝΜΦΗΜΦΙΜΠΟ ΛΑ ΜΜΜΠΟΜ NLIS PO. POP IO IO IO P2 I NE I B P S S S CO dS m EEE 




















146-32534- 2 146-32558- 30 
146-32558- 31 
146-32534- 3 2 146-732558- 32 
146-32534- 4 4 146-32558— 33 
146-32534- 5 2 146-32556— 34 
146-32535- 1 4 146-32558- 35 
146-32535- 2 4 146-32558- 36 
146-32526- 1 4 146-32559 
146-32536- 2 4 146-32559- 3 
146-32537 12 146-32560 






146-32561 
146-32561- 3 
146-32561- 5 
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RO2NA 146-32562 

ΒΒΖΝΑ 146-32562- 1 

146-32544 24 ΕΒΖΝΑ 146-32562- 2 
146-32566 

146-32567- 1 

146-32546- 1 146-32567- 2 

146-32546- 2 146-32568- 1 

146-32547- 11 146-32568- 2 

146-32547- 15 146-32572- 1 
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14632572- 










14632573- 
146-22573- 
146-32574- 
146-32574- 
146-32575 
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146-32575- 
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146-32583- 
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146-32587- 
146-32587- 
146-32588 

146-32589 

146-32590- 
146-32590- 
146-32591- 
146-32591- 
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146-32592- 10 
146-32592- 11 
146-32592- 13 
146-22552- 14 
146-32592- 15 
146-32592- 17 
146-32592- 18 
146-32592- 21 
146-32592- 23 
146-32592- 25 
146-32592- 26 
146-32592- 30 
146-32592- 40 
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146-32595- 
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146-32597 
146-232598 
146-32598- 
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146-32600 


146-32601-301 
146-32601-302 


146-32703 
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146-32710- 
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146-32711- 
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14546-32718 
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146-32735 
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146-32738- 
146-32738= 
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146-32901- 
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146-32901- 
146-32901- 
146-32901- 
146-32901- 
146-32901- 
146-32901- 
146-32905- 
146-32906- 
146-32906- 
146-32907- 
146-32907- 
146-32907- 
146-32907- 
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146-32907= 
146-32908- 
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146-32908- 
146-32905- 
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Contractor Parts 
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| CLASS CODE | PART NUMBER 
























146-=329C08-= 6 
R62HA 146-32909- 3 
R821A 146-32909- 5 
R82NA 146-32916 


146-32916- 3 
146-32916- 7 
146-32917- 15 
146-32917- 17 
146-32919 
146-32919- 3 
146-32919- 5 
146-3205 
146-32952- 2 
146-32952- 5 
146-320652- 7 
146-32952- 9 
146-32952- 11 
146-32952- 13 
15 
7 
19 
1 












ROZMA 
R82NA 
R82NA 
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|146-32952- 
146-32952- 
146-32952- 
146-32952- 
146-32952- 23 
146-32952- 4C 
146-32952- 50 
146-32953 
146-32054 
146-32956- 1 
146-32956- 
146-32957 
146-32956 
146-32962 
146-32962- 
146-32962- 
146-32962- 
146-32962- 
146-32962- 
146-32c62- 
146-32963 
146-22063- 
146-32963- 
146-32964 
146-32964- 
146-32964- 
146-32965 
146-22966 
146-32966- 
146-32966- 
146-32966- 
146-32666- 1 
146-32966- 1 
146-32967- 
146-32967- 
146-32967- 
146-32961- 
146-32967- 
146-32967- 
146-32967- 
146-32967- 
146-32967- 
156-32967- 11 
146-32967- 13 
146-32967- 21 
1146=32967= 22 
146-32€68- 
146-32968- 
146-32968- 
146-32668- 
146-32968- 
146-32c68- 
146-32968- 
146-32968- 
146-32968- 
146-32968- 
146-32969 
146-32969- 3 
146-330C1- 26 
146-33199- 1C 
146-331C9- 20 
146-33110- 12 
146-53110- 20 
146-33111 
146-33111- 10 
146733112 
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146-33112- 
146-33116 
146-33117 
146-33120 
146-33121 
146-33122 
146-33122- 
146-33122- 
146-33123 
146-33124 
146-33124- 
146-33124- 
146-33124- 
146-33124- 
146-33124- 
146-33127 
146-33128 
146-33128- 
146-33128- 
146-33128- 
146-33128- 
146-33131 
146-33136 
146-33138 
146-33139 
146733149 
146-33149- 
146-33150 
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146-33303 

146-33304- 
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146-33305- 
146-33305- 
146-33306 

146-33306- 
146-33306- 
14633307 

146-233307- 
146-33307- 
146=33308 

146-33309 

146-33310 

146-=33311 

146-33312- 
146-33312- 
146-33312- 
146-33312- 
146-33312- 
146-33312- 
146-33312= 
146-33312- 
146-33312- 
146-33312- 
146733313 

146733314 

146-33314- 
146-33314- 
146-33314- 
146-33314- 
146-33314- 
146-33314- 
146-33314- 
146-33315- 
146-33315- 
146-33315- 
146-33315- 
146-33316 

146-33316- 
146-33317 

146-33317- 
146-33317- 
146-33319- 
146-33319- 
146-33319- 
146-33219- 
146733320 

146-33320- 
146-33321- 
146-33321- 
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146-33324 
146-33324- 
146-33325 
146-33326 
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14633327 


146-33328- 
146-33329 
146-33329- 
146-33330 
146-33340- 10 


w 









146-33342= 
146-33342- 7 
146-33342- 10 
146-33343 

146-33343- 3 
146-33345 

146-33351- 3 
146-33351- 4 
146-33351- 5 
146-33351- 6 
146-33351- 7 
146-33351- 11 
146-33351- 13 
146-33351- 15 
146-33351- 17 
146-33351- 19 
146-33351- 20 









146-33352 
146-33353 
146-33353- 3 
146-33354 
146-33354- 3 
146=33404 
146-33404- 3 
146-33406 
146-33406- 3 
146-33406- 4 
146-33406- 5 
146-33407 
146-33408 
146-33409 
146-33410 
146-33412 
146-33412- 
146-33412- 
146-33412- 
146-33412- 
146-33412- 11 
146-33412- 13 
146-33412- 15 
146-33412- 17 
146-33412- 23 
146-33412-101 
146-33413 
146-33413- 3 
146733416 
146-33416- 3 
146-33417 
146-33420 
146733421 
146-32421- 
146-32421- 
146-33424 
146-33525 
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146-33525- 3 
146-33526 
146-33527 
146-33528 
146-33529 
146-33530 
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R82NA 


R82NA 


R82NA 
R62NA 
R82NA 
R82NA 
R62NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


R82NA 


R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


146-33540 
146-33541 
14546-33542 
146-33543 
146-33543- 
146-23543- 


146-33321- 7 2 146- x 
146-33321- 9 2 oe eee 
146-33322 : 2 146-33534 
146-33322- 3 2 146-3353 
146-33323- 3 2 146-33538- 
146-=33323- 5 E 146-33539 

2 

2 

8 


146-33327- 3 146-33543- 

146-33328 146-33543= 

146-33328- 3 146-33545 

146-33328- 5 146-33546 
L 


14546-33547 
14546-33548 
146-33549= 
146-33549- 
146-33550 


146-33550- 
146-33551- 
146-33551- 
146-33552= 
146-33552- 
14546-33553 
146733554 
146-33555 


14546-33556 
146-33556- 
146-33556- 
146733557 
146-33557- 
146-33557- 
146-33558- 
146-33558- 
146-33558- 
146-33558- 
146-33558- 
146-33558- 
146-34031 
146-34031-100 
146-34032 
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146-34123 
146-34124 
146-34126 
146-34127 
146-34201 
146-34201- 
146-34201- 
146-34201- 
146-34201- 
146-34201- 
146-34201- 
146-34201- 


146-34202 
146-34202- 
146-34203 
146-34204 
146-34205 
146-34206 
146-34207 
146-34208 
146-34209 
146=34209- 
146-34209- 
146-34209- 
146-34210 
146-34210- 
146-34211 
146-34212 
146-34214 
146-34215 
146-34216 
146-34217 
146-34218 
146-34218- 
146-34219 
146-34221 
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146-34222 
146-34223 
146-34224 
146-34225 
146-34226 
146-34303 
146-34303- 
146-34310- 
146-34310- 
146-34310- 
146-34310- 
146-34310- 
146-34312- 
146-34312- 
146-34312- 
146-34312- 
146-34312- 
146-34314 
146-24314- 2 
146-34501- 10 
146-34502 . 
146-34503 
146-34504 












R82NA 
R82NA 
R82NA 


UA n) E? An OD PO 2.02 









146-34505 
146-34506 
146-34507 
146-34508 
146-34509- 3 
146-34509- 95 
146-34509- 7 
146-34509- 10 
146-34509- 13 
146-34509- 17 
146-34510 
146-34510- 3 
146-34511 
146-34513 
146-34514 
146-34520 









|146-34521 


146-34521- 3 
146-34521- 4 
146-34522 

146-34522- 3 
146-34522- 4 


146”- 34523 
146-34525 
146-24525= 
146-34525- 
146-34526 
146734531 
146-34531- 3 
146-34531- 5 
146-34531- 7 
146-34531- 15 
146-34532 
146-34532- 3 
146-34532- 1C 
146-34533- 3 
146-34533- 5 
146-34533- 10 


πω 









146-34534 
146-34535 
146-34537 
146-40510- 20 
146-40510- 30 
146-42026 

146-42026- 21 
146-42026= 22 
146-42026- 27 
146-42026- 29 
146-42026- 31 
146-42026- 33 
146-42026- 35 
146-42026- 37 
146-42026- 39 
146-42026- 41 
146-42026- 45 
146-42026- 47 
146-42026- 53 
146-42026- 
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146-42026- 
146-42026- 
146-42026- 
146-42026- 
146-42027 

146-42027- 
146-42028- 
146-42028- 
146-42029 

146-42029- 
146-42030 

146-42030- 
146-42030- 
146-42031 

146-42032 

146-42032- 
146-42032- 
146-42033 

146-42033- 
146-42033- 
146-42034 

146-42034- 
146-42040 

146-42040- 
146-42040- 
146-42040- 
146-42040- 
146-42047 

146-42075- 
146-42075- 
146-42075- 
146-42075- 
146-42075- 
146-42075- 
146-42075- 
146-42075- 
146-42076- 
146-42076- 
146-42076- 
146-42076- 
146-42076- 
146-42076- 
146-42076- 
146-42076- 
146-42076- 
146-42076- 
146-42077 
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14566-42081 
146-42083 

146-42083- 
146-42083- 
146-42086- 





146-42100 


146-42102 
146-42103- 
146-42102- 
146-42103- 
146-42105 

146-42106- 





PEEP PEER PNP I He PPE EPP e 


146-42106- 








146-42106- 
146-42106- 
146-42107 

146-42108 

146-42109- 
146-42109- 
146-42109- 
146-42109- 
146-42109- 
146-42109- 
146-42109- 
146-42109- 
146-42109- 
146-42109- 
146-42109- 
146-42109- 
146-42109- 
146-42109- 
146-42109- 
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FIGURE ση 
[CLASS CODE| PARTNUMBER — | AND INDEX ATY NUMBER 

146-42109- 32 2 146-42157- 9 4 
146-42109- 33 2 146-42158- 1 4 
146-42109- 34 2 146-42158- 2 4 
146-42109- 35 2 146-42158- 3 4 
146-42109- 36 2 146~42158- 4 4 
146-42109- 37 4 146-42158= 5 4 

R82NA 146-42111 2 146-42158- 6 4 
146-42111- 11 4 146-42158- 7 8 
146-42111- 13 2 146-42158- 9 6 
146-42111-.15 2 146-42159- 1 2 
146-42111- 17 2 146-42159- 2 2 
146-42111- 21 4 146-42159- 3 2 
146-42111- 25 2 146-42159- 4 2 
146-42111- 27 2 146-42159- 5 2 
146-42111- 29 2 146-42159- 6 2 
146-42111- 37 2 146-42159- 7 2 
146-42111- 39 2 146-42159- 8 2 
146-42111- 41 2 146-42159- 9 2 
146-42111- 43 2 146-42159- 10 2 
146-42111- 45 2 146-42159- 11 2 
146-42111- 47 2 146-42159- 12 2 
146-42111- 49 2 146-42159- 13 2 
146-42111- 51 2 146-42159- 14 2 
146-42111- 53 2 146-42159- 2 2 
146-42111- 55 2 146-42159- 2 2 
146-42113 169-42113 146-42159- 23 4 
146-42114-101 2 146-42159- 24 4 
146-42159- 25 2 

146-42114-202 2 146-42159- 2 2 
146-42117- 3 1 146-42159- 27 2 
146-42117- 5 2 146-42159- 2 2 
146-42120 2 146-42160 2 
146-42120- 3 2 14546-42162 4 
146-42120- 5 2 146242169 2 
146-42120- 7 2 146-42170 1 
146-42120- 9 2 146-42173-= 3 2 
146-42120- 11 64 146-42173= 4 2 
146-42122 = 175-4212 146-42174 2 
146-42123 156-421P3 146-42175 2 

R82NA 146-42124- 3 146-42176 2 
R82NA 146-42124- 5 146-42177 2 
R82NA 146-42125 146-42177- 3 2 
146-42133-= 3 146-42177- 5 2 
146-42133- 5 146-42177- 10 2 
146-42136- 3 P 146-42177- 11 2 
146-42136- 5 β P 146-42177- 13 2 
146-42126- 23 p6- 28 146-42177- 20 2 
146-42136- 25 ρ6- 2 146-42177- 2 2 
146-42140 2 146-42177- 23 2 

R82NA 146-42141 4 146-42177= 25 24 
146-42141- 3 4 146-42177- 33 2 

ΒΒΖΝΑ 146-42142 2 146-42177- 35 2 
146-42142- 3 2 146-42177- 37 2 
146-42142- 5 2 146-42178 2 
146-462142- 7 2 146-42178- 3 2 
146-52142- 9 2 146-42178- 5 2 

REZNA 146-42143 2 146-42178- 7 2 
146-42143- 3 2 146-42178- 9 2 
146-42143- 5 2 146-42178- 11 2 
146-42143- 7 2 146-42178- 31 2 
146-42143- 9 2 146-42179 2 
146-42144= 3 2 146-42181 2 
146-42144- 5 2 146-42181= 3 2 
146-42144- 7 2 146-42181~ 5 4 
146-42144- 13 2 146-42182 2 
146-42144- 15 2 146-42182- 3 2 
146-452144- 17 2 146-42182- 4 2 

R82NA 145-42146-100 2 146-42182= 5 2 
146-42147 2 146-421862- 6 2 
146-42147- 3 2 146-42182- 7 8 
146-42147- 5 2 146-42182- 8 8 
146-42147= 7 2 146-42201 REF 
146-42147- 9 2 146-42203 2 
146-42147- 11 2 146-42203- 3 2 

R82NA 146-42155- 3 2 146-42203- 5 2 
R52NA 146-42155- 5 2 146-42203- 7 2 
R82NA 156-452157- 1 2 146-42203- 11 2 
R82NAÀ 146-42157- 2 2 146-42204 2 
146-42157- 3 2 146-42204- 3 2 
146-42157- 4 2 146-42204- 5 2 
146-42157- 5 2 146-42204- 7 2 
146-42157- 6 2 146-42204- 11 2 
146-42157- 7 2 146-42205 2 
146-42157- 8 2 146-42206 2 
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R82NA 146- 42207 389 2 146-42317- 13 x1 

14846-42229 35 2 146-42317- 31 P1| 407 - 20 2 
146-4221C€ 11 2 146-42317- 41 P1|407 = 21 3 
146-42211 6 146-42319 M - 6 
146-42212 2 14546-42320 - 2 
146-42214 2 146-42321 4 
146-42215 2 146-42323- 3 2 
146-42215- 3 2 146-42323- 5 4 
146-4221 2 146-42323- 7 2 
146-42219 2 146-42324 4 
146-42220 4 146-42324- 3 4 
146-42221 2 146-42324- 5 8 
146-42222 2 146-42324= 7 28 
146-42223 4 146-42325 4 
146-42224 2 146-42325- 3 4 
146-42224- 3 2 146-42325- 5 4 
146-42224= 5 2 146-42326 2 
146-42224- 7 2 146-42326- 3 2 
146-42224- 9 2 146-42327 2 
-146-42224- 11 4 146-42327- 3 2 
146-42225 2 146-42328 2 
146-42225- 2 2 146-42328- 3 2 
146-42225- 5 2 146-42329 6 
146-42225- 7 2 146-42330 REF 
146-42225- 9 2 146-42330- 3 2 
146-42225= 11 4 146-42330- 5 2 
146-422233 2 146-42330- 7 2 
146-42234 2 146-42330- 9 2 
146-42224- 3 2 146-42330- 11 2 
146-42234= 5 2 146-42330- 13 2 
146-42234- 7 2 146-42330- 15 2 
146-42235 2 146-42330- 17 2 
146-42236 2 146-42330- 19 2 
146-42304 REF 146-42330- 21 2 
i 146-42330- 23 2 
1456-42306 REF 146-42330- 25 2 
RS2N 146-42308 2 R82NA 146-42331 2 
145-423C0- 3 2 146-42331- 3 2 
146-4230E~ 5 2 146-42331- 5 2 
146-42302— 7 2 R82NA 146-42332 2 
146-42308= 9 4 146-42332- 3 2 
146-42310 REF 146-42332- 5 2 
146-42311 2 146-42332- 10 2 
146-42311- 3 2 146-42333 2 
146-422311- 5 2 146-42333- ` 2 2 
146-42311- 7 2 146-42333- 5 2 
146-42311= 9 2 ΒΒΖΝΑ 146-42334 2 
156-42311- 11 2 146-42334- 3 2 
146-42311- 12 2 146-42334- 5 2 
146-42311- 13 2 146-42334- 7 2 
146-42311- 15 2 146-42334- 9 2 
146-42312 2 146-42334- 11 2 
146-42312- 1 2 1456-42334- 13 2 
146-42312- 3 2 146-42334- 15 4 
146-42312- 5 2 146-42334- 17 4 
146-42312- 7 2 146-42334- 19 2 
146-42312- 9 2 146-42335 4 
146-42312- 11 2 146-42335- 3 4 
146-42312- 12 2 146-42335- 5 4 
146-42314= 3 2 146-42335- 7 4 
146-42314- 5 2 146-42335- 9 4 
146-42314- 7 4 146-42335- 11 4 
146-42314- 9 2 1467242236 2 
146-42314- 11 2 146-42336- 3 2 
146-42314- 13 - 12 146-42337 REF 
146-42314- 15 4 146-42337- 3 1 
146-42314- 31 2 146-42337- 5 1 
146-42314- 41 2 146-42337- 15 1 
146-42315 2 146-42338 1 
146-42315- 3 2 146-42338- 3 1 
156-42315- 5 2 146-42338-— 5 1 
146-42315-= 7 4 146-42338- 15 1 
146-42315= 9 1 146-42339 2 
146-42215- 1 1 146-42340 2 
146-42315- 19 1 146-42340- 3 2 
146-42315- 21 2 146-42340- 5 2 
146-42315- 23 2 146-42341 1 
146-42315= 50 2 146-42341- 3 2 
146-42317- 3 2 146-42341- 5 2 
146-42317= 5 2 146-42341- 7 2 
146-42217- 7 4 146-42341- 9 2 
146-42317- 9 4 146-42341- 11 2 
146-42317- 11 2 145-42341- 12 4 
146-42317- 12 2 146-42341- 15 2 
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146-42341- 16 2 146-42375- 3 40 
R82NA 146-42341- 17 2 146-42504 M 1 
146-234 4 2 146-42504- 3 1 
146-42345 4 146-42504- 5 1 
14642345" 3 1 146-42528- 1 1 
146-42345- 5 2 146-42528= 2 1 
146-42346 AR 166-42528- 3 1 
146-42347 2 146-42528- 9 2 
146-42347- 3 4 146-42528- 11 2 
146-42347= 5 2 146-42528- 13 2 
146-4234 7= 7 2 146-42532- 1 1 
146-42347- 9 2 146-42532- 2 1 
146-42347- 10 1 146-42532- 3 1 
146-42347- 11 2 146-42532- 4 1 
146-42347- 13 2 146-42532- 5 1 
146-42347= 20 2 146-42532- 6 1 
146-42348 2 146-42532- 9 2 
146-42349 2 146-42532- 11 2 
146-42349- 3 2 146-42533- 1 1 
146-42349- 5 2 146-42533- 2 1 
146-42350 2 146-42533- 3 1 
146-42350- 3 2 146-42533- 4 1 
146-42350- 5 2 146-42533= 5 1 
146-42351 2 146-42533- 6 1 
146-42351= 3 2 146-42533- 7 1 
146-42351- 5 2 146-42533- 8 1 
146-42353 8 146-42533- 9 1 
146-42354 REF 146-42533- 10 1 
146-42354= 3 1 146-42538- 4 1 
146-42354= 5 1 146-42538- 5 2 
146-42354- 7 1 146-42538- 7 2 
146-42354- 8 1 146-42540- 13 1 
146-42354- 9 1 146-42540- 40 1 
146-42357 2 146-42540- 42 1 
146-42358 2 146-42540- 45 1 
146-42359 2 146-42540- 51 1 
146-42359- 3 2 146-42540- 75 1 
146-42360 REF 146-42540- 77 1 
146-42360- 3 1 146742541 2 
146-42360- 5 1 146-4 2543 1 
146-42360- 7 1 146-42543= 3 1 
146-42360- 15 1 146-42543-= 5 1 
146-42361 REF 146-42544 1 
146-42361- 3 1 146-42545 4 
146-42361- 5 1 
146-42361- 7 1 146-42546 2 
146-42361- 15 1 146-42547 2 
146-42363 2 146-42606- 3 2 
146-42363- 3 2 146-42606- 5 2 
146-42363- . 9 2 146-42606- 7 2 
146742364 2 146-42615- 3 2 
146-42366- 1 2 146-42617 2 
146-42366- 3 2 146-42618-112 2 
146-42366- 5 2 146-42618-114 2 
146-42366- 6 2 146-42619 ., 4 
146-42366- 7 2 146-42801- 5 2 
146-42366- 8 2 146-42801- 27 2 
146-42366- 10 2 146-42801- 51 2 
146-42366- 11 2 146-42801- 52 2 
146-42366- 12 2 146-42801- 53 2 
146-42366- 13 8 146-42801-107 2 
146-42366- 14 8 146-42801-111 2 
146-42366- 15 16 146-42801-112 2 
146-42367 2 146-42801-117 2 
146-42367= 3 2 146-42801-119 1 
146-42367- 5 2 146-42801-121 2 
146-42367- 7 2 146-42801-153 1 
146-42367- 11 2 146-42801-155 1 
146-42367- 13 2 146-42801-156 2 
146-42368 2 146-42801-157 1 
146-42368- 3 2 146-43001 1 
146-42368= 5 2 146-43005= 50 1 
146-42368- 7 2 146-43006 - 1 
14642369 2 146-430065- 3 1 
146-42370 yo- 1 146-43006- 5 1 
146-42370- 3 2| 2A-229 146-43006- 7 1 
146-42370- 5 2| 24-229 146-43006- -9 1 
146-42370- 7 2| 2A-229 146-43006- 11 2 
146-42370- 10 2| 24-229 146-43006- 13 2 
146-42371 2 146-43006- 15 2 
146-42372 2 146-43007 1 
146-42273 2 146-43007- 3 1 
146-42374 2 146-43007- 5 i 
146-42375 40 146-43008 1 
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146-43008- 3 Μ 1 146-43075- 2 
146-43009 1 146-43076 2 
146-43009- 1 146-43076- 2 
146-43011 1 146-43076- 2 
R82NA 146-43012- 1 146-43078 1 
R82NA 146-43012- 1 146030785 i 
146-43014 1 146-43078- 1 
146743015 1 R82NA 146-43080 1 
146-43016 1 R82NA 146-43081 1 
146-43016= 1 146-43083 2 
14546-43017 1 146-43084 2 
146-43017= 1 146-43084- 3 2 
146-43017- 1 156-43084- 5 4 
146-43019- 1 146-43085- 3 2 
146-43019- 1 146-43085- 5 1 
146-43019-200 1 146-43086 2 
146-43020 1 146-43087- 3 2 
146-43020- 3 1 146-43087- 4 2 
146-43020- 5 1 14546-43088 2 
146-43020- 7 1 146-43088= 3 2 
R82NA 146-43021 1 R82NA 14546-43091 2 
146743022 1 R82NA 14546-43092 4 
R82NA 146-43023 1 146-43093 4 
146-43023= 1 146-43094 1 
146-43023- 1 146-43094- 3 1 
146-43028- 1 146-43095 2 
R17NA 146-43029 1 R82NA 146-43096 1 
R92NA 146-43030 1 146-43096- 1 
146-43030- 1 146-43101 1 
146-43030- 1 146-43101- 1 
146-43031 1 146-43102 1 
RB2N^ 146-43032 1 146-43102- 1 
R82NA 146~43033 1 146-43103 1 
R82MA 146-43034 1 146-43103- 1 
146-43035 1 146-43104 1 
146-43035- 1 146-43104- 1 
146-43036 1 146-43105 1 
146-43037 1 146-43105- 1 
146-43038 1 146-43106 1 
146-43039 1 146-43106- 1 
R82NA 146-43041 2 146-43107 1 
:146-43042 9 146-43107- 3 1 
146-43043- 3 1 146-43108 1 
146-43043- 5 1 146-43106- 3 Í 
146-43043= 7 1 146-43109 1 
146-43044 1 146-43109- 2 1 
146-43045 1 146-43110 1 
146-43046 2 146-43110- 1 
146-43047 3 146-43111 1 
146-43048 1 146-43111- 1 
146-43049 1 146-43114 1 
146-43050 1 146-43114- 1 
146-43051 1 146-43122- 1 
146-43052 1 146-43123 1 
Y46-43053 H 146-42123- 1 
146743054 1 146~43123- 1 
146-43055 5 146-43123- 1 
146-43055- 5 146-43123- 1 
146-43059 1 146-43125 1 
146-43060 1 146-43125- 1 
146-43C61- 3 1 146-43125- 1 
146-43062 1 146-43126 1 
146-43062- 3 1 146-43126- 1 
146-43062- 5 1 146-43126- 1 
146-43062= 7 1 146-43127 1 
146-43062- 9 1 146-43127- 3 1 
146-43063- 3 146-43127= 5 1 
146-43063- 5 146-43128 1 
146-43063- 7 146-43128- 3 1 
146-43065 1 146-43128- 5 1 
R82NA 146-43066 1 146-43128- 7 1 
146-43067 1 146-43128- 9 1 
146-43067- 1 146-43128- 11 1 
146-43067- 1 146-43128- 13 1 
1456-43067- 1 146-43129 1 
146-43067- 1 146-43129- 3 1 
146-43068 1 146-43129- 5 1 
146-43068- 1 146-43129- 7 1 
146-42068- 1 146-43129- 9 1 
146-43068- 1 146-43129- 11 1 
146-43068- 1 146-43129- 12 2 
146-43069 1 146-43134 1 
146-43075 2 146-43135 1 
146-43075- 2 146-43135- 1 
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AN O1-60AAB-4 Contractor Parts 
Γ- srocwNuweR — — [Ez FIGURE MICROFILM STOCK NUMBER Zs] FIGURE |TOTAL| MICROFILM 
85| AND INDEX NUMBER | [CLASS CODE] PARTNUMBER |89| AND INDEX| QTY. | NUMBER 
146-43135- 7 f 1 146-47002- 21 x1|397 - 1 

146-42135- 8 1 1456-47002- 23 
146745136 i1|381 - 68 2 146-47002- 25 
146-42136- Mi 146-47002= 27 
146-43137 146-47002- 29 
156745155 146-47002- 31 
146742139 146-47002- 33 
146-43140 146-47002-200 
146-43140- 3 


146-43142 
146-43201 
146-43201- 10 
146743202 
146-43203 
146-42204 
146-44004 
146- 44006 
146-44007 
146-44007- 3 
146-44008 
146=44C02- 
146-44009 
146-44c09- 
146-44010- 
| 146-44010- 
146-44C10- 
146-44C10= 1} 
146-44010~ 12 
146-44C10- 13 
146-44010- 15 
146-44010- 17 
146-440120- 19 
146-44010- 21 
146-44010= 25 
146-44010- 29 
146-44C10- 31 
146-44010- 33 
146-44010= 37 
146-44010- 39 
146-44010- 41 
146-44C1C- 42 
146-44C10- 43 
146-44010- 49 
146-4401C- 51 
146-44210- 55 
146-4401C- 57 
146-44C10-= 59 
146-454010- 71 
146-44010- 73 
156-44010- 91 
146-44010- 92 
146-45210-1C0 
146-44210-200 
146-44011 
146-44011- 
146-44011- 
146-44011- 
146-44011- 
146-44011- 
146-44011- 11 
146-44011- 13 
146-44011- 14 
146-44011- 15 
146-44611- 17 
146-44011- 18 
146-44C11- 21 
146-44011- 23 
146-44011- 25 
146-44011- 27 
146-44011- 28 
1456-44011- 29 
146-44011- 31 
146-44011= 35 
146-44011- 37 
146-47002- 3 
156-47002- 4 
146-479002- 5 
146-47002- 6 
146-47002- 7 
146-47002- 9 
146-47002- 11 
146-47002- 13 
146-47002- 15 
156-47002- 17, 
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146-47002-207 
1467470027217 
146-47004- 3 
146-47004- 5 
146-47004= 7 
146-47004- 9 
146-47004- 11 
156-47004- 13 
146-47004- 33 
146-47004- 35 
156-47004- 36 
146-47004- 39 
146-47004= 41 
146-47004=- 43 
146-47004= 44 
146-47004- 45 
146-47004= 45 
146-47004- 47 
146-47004- 49 
146-47004- 51 
146-47004- 53 
146-47004= 54 
146-47004- 55 
146-47004= 57 
146-47004- 58 
146-47004- 59 
146-47004- 61 
146-47004- 63 
146-47004- 67 
146-47004= 71 
146-47004- 73 
146-47004= 77 
146-47004= 79 
145-47004- 81 
146-47004= 83 
146-47004- 85 
146-47004- 87 
146-47004= 95 
146-47004- 97 
146-47004-101 
146-47004-103 
146-47004=129 
146-47004-131 
146-47004-133 
146-47004-145 
146-47004=-146 
1467470047147 
146-47004-149 
146-47004=151 
146-47004-155 
146-47004-157 
146-47004=167 
146-47004=169 
146-47004-175 
146-47004-177 
146-47004-179 
146-47004-180 
146-47006-181 
146-47004-183 
146-47004-185 
146-47004-187 
146-47004-189 
146-47004-190 
146-47004=191 
146-47004=193 
146-47004=195 
146-47004-197 
146-47604~199 
146-47004-201 
146-47004-203 
146-47004-205 
146-47004-207 
146-47004-209 
146-47004-211 
146-47004-213 






R82NA 
R82NA 
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146-47004-215 
| 1467470047217 

146-47004-219 
146-47004=221 
146-47004=223 
146=47004=225 
146-47004=227 
146-47034=229 
146-47004-231 
146-47004-233 
146-47007= 







146-47207= 2 


146-47227- 3 
146-47007- 4 
146-47007- 7 
146-47007- 8 
146-47007- 11 
.146-47007= 12 
146-47007- 19 
146-47007- 23 
146-47007- 24 
146-47007= 25 
146-47007- 26 
146-47007- 27 
146-47007= 31 
146=47007= 32 
146-47207- 33 
146-47CC7- 34 
146-47207= 37 
146-47COT7- 39 
146-47007- 43 
146-47007- 45 
146-47007- 47 
146-47007- 49 
146-470C7- 53 
146-47227- 54 
146-472907- 55 
146-47007= 57 
146-47007- 59 
146-47007- 61 
146-47007- 62 
146-47007- 63 
146-47007- 64 
146-47007- 67 
145-47007- 68 
146-47007- 71 
146-47007- 72 
146-47007- 73 
146-47097= 77 
146-47907- 79 
146-47007- 81 
146-47007- 83 
146-47007- 85 
146-47C07- 37 
146-47007- 89 
146-47007- 91 
146-47207- 93 
146-47907- 05 
146-47007- 97 
146-47C07- 99 
146-47007-101 
146-47007-103 
146-47007-104 
146-47007-105 
146-47007-106 
146-47007-107 
146-47007-108 
146-47007-109 
146-47007-110 
146-247907-111 
146-457027-112 
146-47007-113 
146-47007-122 
146-47007-124 
146-47007-125 
1456-47007-127 
146-47019 

146-47019- 3 
146-47019- 5 
146-47019= 7 
146-47019- 11 
146-47019- 13 
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146-47020 
146-47020- 3 
146-47020- 4 
146-47020- 5 
6 
7 




















$8| FIGURE 
99| AND INDEX 










146-47020- 
146-47020- 
146-47020- 9 
146-47020= 11 
146-47020- 13. 
146-247020- 15 
146-47020- 17 
146-47020- 19 
146-47020- 23 
146-47020- 25 
145-47021 
146-47021= 3 
146-47021= 5 
146-47021- 7 
3 
5 
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146-47022 
146-47022- 
146=47022= 5 
146-47022= 15 
146-47022- 17 
146-47022-100 
146-47022-107 
146-47022=111 
146-47022-141 
146-47022-200 
146=47023 
14546-47024 
146747025 
146-47026 
14546-47021 
146=47028 
146-47028- 
146-47028- 
146-47028= 
146-47029 
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146-47029- 
146-47029- 5 
146-47031 















146-47031- 
14546-47032 















146-47032- 3 
146-47033 
146-47033- 3 
146-47033- 5 
146-47033- 7 
9 
31 









R82NA 








146-47033- 
146-47033= 
146-47033-100 
146-47933-107 
146-47033-200 
146-47036 



















R82NA 






146747037 







R82NA 





146747038 










146-47036= 







146-47038- 
146-47039 


















146-47040 




























R82NA 146-47041 

R82NA 14546-47042 
146-47042- 3 

R82N 146-47043 
146-47043= 3 
146-47044 





















R82NA 14546-47055 

















146-47045= 
146-47046 
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146-47046- 3 2 146-47082- 5 2 
146-47047 2 146-47083 4 
146-47047- 5 2 146-47084 8 
146-47047= 7 2 .| 146747085 4 
146-47047- 9 1 146-47086 4 
146-47048 2 146-47087 4 
R82NA 146-47049 2 14546-47088 1 
R82NA 146-47050 4 146-47088- 1 4 
R82NA 146-47057 2 146-47088- 2 4 
146-47057- 3 2 146-47089 8 
R82NA 146-47058 2 146-47089- 3 4 
146-47058- 3 2 146-47090- 1 4 
146-47058- 5 2 146-47090- 2 4 
146-47058- 9 2 R82NA 146-47091 4 
146-47058- 11 2 146-47091- 3 4 
146-47059 2 146-47091= 5 4 
146-47059- 3 2 146-47091- 7 4 
146-47059- 5 2 146-47091= 9 4 
146-47059- 9 2 146-47091- 11 4 
146-47059- 11 2 146-47091- 13 8 
146-47060 4 146-47091- 15 8 
146-47091- 17 4 
146-47060- 3 4 146-47091- 16 4 
R82NA 146-47061 2 146-47091- 19 4 
146-47061- 5 2 146-47091- 20 4 
146-47061~ 7 2 146-47091- 21 4 
146-47061- 9 2 146-47091- 23 4 
146-47062, 4 146-47091- 25 4 
146-47091- 27 4 
146-47091- 29 4 
146-47062- 3 4 146-47091- 30 4 
146-47063 2 146-47091- 31 8 
146-47063- 3 2 146-47092- 3 2 
146-47064 117-47064 146-47092= 4 2 
146-47065 4 146-47092= 5 2 
146-47067 1 146-47092= 6 2 
146-47068 2 156-47092- 7 2 
146-47068- 3 2 146-47092- 8 2 
146-47068= 7 2 146-47092= 9 2 
146-47068- 9 2 146-47092- 10 2 
146-47068- 11 2 146-47093 2 
146-47068- 12 2 R82NA 146-47094- 3 2 
146-47068- 13 2 146-47095- 3 2 
146-47068- 17 2 146747097 2 
146-47068- 19 2 RB2NA 146-47098 4 
146-47068- 21 2 146-47100 4 
146-47068- 22 2 146-47106 2 
146-47068- 23 2 146-47106- 3 4 
R82NA 146-47068-100 390 2 146-47106= 5 2 
146-47069 . 4 146-47108 2 
146-47070 394 - 12 2 146-47112 4 
146-47071 394 - 11 4 
146-47071- 3 146-470y2-10 146-47115 4 
146-47072- 7 4 146-47115- 3 4 
1456-47072- 9 4 146-47115= 5 8 
146-47072-100 4 146-47116-= 1 4 
146-47072-200 4 146-47116- 2 4 
146-47073 2 146-47116- 3 4 
146-47073- 3 2 146-47116- 4 4 
146-47073- 4 2 146-47116- 5 4 
146-247073- 5 2 146-47116- 6 4 
146-47073= 7 2 146-47116- 7 4 
146-47073- 9 2 146-47116- 9 4 
146-47074 2 146-47116- 11 4 
146-47074- 3 2 146-47117 2 
146-47074= 5 2 146-47117- 3 2 
146-47074= 7 2 146-47117- 5 2 
146-47074- 9 1 146-47117- 10 2 
146-47074- 11 2 146-47118 2 
146-47074- 13 2 146-47118- 3 2 
146-47074= 15 6 1^6-57118- 5 2 
146-47074- 17 2 14546-47119 . 2 
146-47075 2 146-47119= 3 2 
146-47075- 3 2 146-47119- 5 2 
146-47075- 5 2 146-47119- 7 2 
146-47075- 10 2 14546-47120 2 
146-47076 2 146-47120- 3 2 
146-47077 4 146-47120- 5 2 
146-47078 ^ 146-47120- 7 2 
146-47079 4 146-47121 2 
146-47080 4 14546-47122 12 
146-47081- 3 2 
146-47081- 5 2 14647123 4 
3 2 146-47330 1 
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[class CODE] PART NUMBER 










ga FIGURE 
E 5 ms INDEX 
1| 28 - 10 


P 













































146-47402- 51 146-48003- 2 
146-47405 400 - 19 146-48003- 15 Pij 28 - 9 2 
146-47405= 5 146-48003- 17 Xi| 28 - 15 T 
146-47405- 7 146-48003~ 18 1 
146-47405- 9 146-48003- 19 4 
146-47410- 2 RO2NA 146-48003- 20 2 
146-47410- 3 ΒΘ2ΝΑ 146-48004- 1 1 
146-47410- 10 

146-47410- 12 R82NA 146-48004- 2 1 
146-47415 

14546-47416 RC 146-48004= 3 1 
146-47416- 3 146-48004- 4 1 
146-47416- 5 R82NA 146-48004- 5 2 
146-47416- 7 R82NA 146-48004- 7 8 
146-47416- 9 R82NA 146-458004- 9 6 
146-47416- 11 RO2NA 146-48004- 10 2 
146-47416- 15 RO2NA 146-48005- 1 1 





146-47416- 17 
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146-47431- 17 
146-47432- 3 


























146748109 


146-47417= 3 146-48005- 2 1 
146-47417= 5 
146-47417- 10 146-48005- 3 1 
146-47417- 15 146-48005- 4 1 
146-47418 R82NA 146-48005- 5 4 
146-47418- 3 146-48005- 6 2 
146-47418= 5 ΒΟΖΝΑ 146-48005- 7 2 
146-47418= 7 ΒΘΟΝΑ 146-48005- 9 2 
146-47418- 9 R82NA 146-48027 1 
146-47418- 11 146-48047 e 
146-47419 146-48048- 3 2 
146-47421 146-48050- 15 4 
146-47421- 3 146-48101- 3 1 
146-47423 146-48101- 4 1 
146-48101- 5 1 
146-48101- 6 1 
146-47424 146-48101- 15 2 
146-48101- 17 2 
146-48101- 19 4 
146-47426 2 146-48101- 31 1 
146-47426- 3 2 146-48101- 32 1 
146-47428 2 146-48101- 33 1 
146-47428- 3 2 146-48101- 34 1 
146-47428- 5 6 146-48102 4 
146-47428-= 7 6 
146-47429 ᾽ 2 146-48103 2 
146-47429- 3 2 = 
146-47431= 3 2 146-481 04 - 8 
146-47431= 7 2 146-48105 - 4 
146-47431- 9 2 146-48106 - 4 
146-47431- 13 2 146-48107 - 4 
146-47421- 15 2 146-48108 - 4 
- 4 


NN 






14648110 










146-47434 146-48111 

146-47801- 97 146-48112 

146-478C1l- $9 146-48112- 7 1 
146-47801-107 146-48113- 1 

146-47801-115 146-48113- 2 

146-47801-119 146-48113- 3 

146-47801-121 146-48113- 4 


146-47801-127 
146-47801-205 
146-47801-215 
146-47801-219 


146-48116- 21 
146-48117- 10 
146-48118- 11 
146-48119- 11 
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146-47801-227 146-48121 
146-47801-319 146-48123 
146-47801-419 146-481245- 1 
146-47802- 11 146-48124- 2 
146-47802- 51 146-48124- 3 
146-48002 146-48124- 5 
146-48002- 3 146-48124- 6 
146-48002- 5 146-48124- 7 
146-48002- 7 1 146-48124- 8 
146-48003- 1 14546-48125 
146-48127- 1 
.146-48003= 2 1 146-48127- 2 
146-48127- 2 
146-48003- 146-48127- 4 
146-48003- 146-48128- 11 








146-48003- 
146-48003- 
146-48003= 






146-48130- 


m 
m 
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2 
4 
146-48003- 5 
7 
9 
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N n 


146-48130- 
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146-48132 

146-48132- 
146-48132- 
146-48132- 
146-48132- 
146-48132- 
146-48132- 
146-48132- 
146-48133 

























R82NA 


146-48126 
146-48137- 
146-48137- 
146-48137- 
146-48137- 
146-48138 
146-48139 
146-48140- 
146-48140- 
146-48140- 
146-48140- 
146-48142 
146-48144 
146-48145 





R82NA 
R82NA 









146749146 
146-48148 
146-48149 





146-48149- 
14546-48150 







R82NA 













146748151 
146-48152- 
146-48152- 
‘| 146-48155 
146-48156 
146-48156- 
146-48156- 
146-48156- 
146-48156- 
146-45156= 
146-48157= 
146-48157- 
146-48157- 
146-48161- 
146-48161- 
146-48162- 
146-48162- 
146-48162- 
146-48162- 
146-48162- 
146-48162- 
146-48162- 
146-48163- 
146-48163- 
146-48163- 
146-48163- 
1456-48163- 
146-48163- 
146-48163- 
146-48163- 
146-48163- 
146-48163- 
146-48163- 
146-48163- 
146-48164- 
146-48164- 
146-48164- 
146-48164- 
146-48164- 
146-48164- 
146-48164- 
146-48164- 
146-48164- 
146-48165- 
146-48165- 
146-48165- 
146-48165- 





R82NA 
R82NA 
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146-48134- 1 
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146-48165- 
146-48166 

146-48167- 
146-48167- 
146-48167- 
1456-748167- 
14546-48168 
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R82NA 
R82N 


















R82NA 


R82NA 146-48169 
R82NA 146-48170 
R82NA 146-48171~ 
R82NA 146-58171- 
R82NA 146-48172- 


146-48172- 
146-48172= 
146-48172- 
146-48172- 
146-48172- 
146-48172- 
146-48172- 
146-48172- 
146-48172- 
146-48172- 
146-48172= 
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R82NA 
R82NA 


146=48173= 
146-48173- 
146-48173- 
146-48173- 
146-48173= 
146-48173= 
146-48174= 
146-48174= 
146-48174- 
146-48174- 
146-=48174= 
146-48174= 
146-48174=- 
146-48174- 
156-48174- 
1456-48174- 
146-48174- 
146-48174= 
146-48174- 
146-48174- 
146-48175 

146-48176- 
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R82NA 146-48176- 

R82NA 146-48181 
R82NA 146-48182- 
R82NA 146-48182- 
146-48182- 
146-48182- 
146-48182- 
146-48182- 
146-48182- 

1 R82NA 146-48183 
R82NA 146-48184- 


R82NA 146-48184- 
146-48184- 
146-48184- 
146-48184- 
146-48185 

146748186 

146-48190- 
146-48190- 
146-48190- 
146-48190- 
146-48190- 
146-48191 

146-48192 

14546-48193 

1456-48192- 
1456-48193- 
146-48195 

146-48196 

146-48196- 
146-48196- 
146-48197- 
146-48197- 
146-48198- 
146-48198- 
14546-48199 
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146-48199- 
146-48199- 
146-48201 

146-48207 

146-48208- 
146-45208- 
146-48208- 
146-48208- 
146-48208- 
146-48208- 
146-48206- 
146-48210 

146-48211 

146-48211- 
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146-48211- 
146-48211- 
146-48216 

146-48216- 
146-48216- 
146-48216- 
146-48216- 
146-45216- 
146-48218 

146-48219 

146-48219- 
146-48221 
146-48222 
146-48223 





R82NA 











R82NA 
R82NA 




















































R82NA 
R82NA 


146-48223- 
146-48224 
146-48225 
146-48226 
146-48227 
146-48228 
146-48229 
146-48240 
146-48241 
146-48303 
146-4305 | 
146-48307 
146-48308 
146-48312 
146-48313 
146-48315 
146-48316- 
146-48316- 
146-48316- 
146-48318 
146-48318- 
146-48318- 
146-48318- 
146-48320 







R82NA 
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146-48325- 
146-48325- 
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146-48328 
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146-48342- 12 
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146-48349- 1 
146-48349- 2 
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146-48361 68 3 
R82NA 146-48362 70 - 
R82NA 146-48363 70 - 
R82NA 146-48364 70 - 
R82NA 146-48365 70 - 
R82NA 146-48366 70 - 
R82NA 14546-48367 70 - 
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146-48503- 1 
146-48503- 2 
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146”-48503- 7 
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146-48601- 11 
146-48601- 12 
146-48620- 
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146-48629- 11 20- 2 
RB2NA 146-48630- 3 21 - 7 
R82NA 146-48630- 4 21 - 12 

146-48630- 11 El 1 
R82NA 146748631 21 =- 2 
R82NA 146748632 20 = 3 
R82NA 146-48633 20” 5 
R82NA 1467486637 eorr 





146-48644- 7 
146-48644- 9 
146-48644- 11 
146-48645= 7 
146-48645- 9 
146-48645- 12 
146-48650- 3 
146-48650- 7 
146-48650- 13 
146-48650- 51 
146748651 
146748652 
1456-48653 
146-48653- 3 
146-48653— 5 
146-48653- 6 
7 
8 
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146-48653- 
146-48653= 

146-48653- 9 
146-48653- 11 
146-48653- 13 
166-48653- 15 
146-48653- 19 
146-48653- 21 
146-48653- 23 
146-48653- 24 
1456-48653- 
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146-48655 
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146-48667- 9 
146-48667- 10 
146-48667- 11 
146-48667- 12 
146-48667- 17 
146-48667- 19 
146-48667- 21 
146-48667- 23 
146-48667- 25 
146-48668 

146-48668- 23 
14648670 






146-48696- 33 
146-48696- 34 
146-48696- 35 
146-48696- 36 
146-48696- 37 
146-48696- 38 
146-48696- 39 
146-48696- 40 
146-48697 
146-48699 
146-48700 
146-48700- 3 
1 
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146-48656 146-48693- 3 4 
146-48657 146-48693- 4 4 
146-48657- 3 146-48693- 5 4 
146-48657- 5 146-48693= 6 4 
146-48657- 7 146-48693- 7 4 
R82NA 146-48658 146-48693- 9 4 
R82NA 146-48659 146-48693- 11 4 
146-4866C : 146-48693- 13 4 
146-48660- 3 146-48693- 15 4 
146-48661 146-48693- 17 8 
156-48662 146-48693- 19 1 
146-48662- 3 R82NA 146-48696- 3 1 
146-48662- 5 R82NA 146-48696- 4 1 
146-48662- 7 146-48696- 5 1 
146-48663 146-48696- 6 1 
146-48664 R82NA 146-48696- 11 1 
146-48665 R82NA 146-48695- 12 1 
146-48666 146-48696- 13 1 
146-48666- 3 146-48696- 14 1 
146-48666- 5 146-48696- 21 1 
100-480677 ? 146-48696- 22 1 
- Ξ 146-48696- 23 1 
146-48667- 35 146-48696- 24 1 
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|146-48670- 3 146-48751- RE 
146-48671 

146-48672- 1 146-48751- 

146-48672- 2 

146-48672- 3 146-48752 

146-48672- 4 146-48752- 3 

146-48672- 5 146-48753 

146-48672- 6 146-48754 

146-48673 146-48754- 3 

146-48674- 3 146-48754= 4 

146-48674- 5 146-48754= 7 

146-48675 146-48754- 9 

ος 146-48754- 11 

146-48679- 3 146-48756 si 

146-48679- 5 146-48757 

146-48679- 6 146748758 

146-48679- 7 146-48759 + 

146-48679- 8 146-48759- 3 

146-48679- 11 R82NA 146-48760 

146-48680 R82NA 146-48761 

146-48680- 3 R82NA 146-48762 

146-48680- 5 146-48763 146-4873- 
146-48680- 6 14648763- 3 18 - 18 
146-48680- 7 146-48764 146-48E7p4= 
146-48680- 8 146-48764- 3 

146-48680- 9 146-48764- 7 





146-48680- 11 
146-48680- 13 
146-48680- 15 
146-48680- 17 
146-48680- 19 
146-48680- 21 


146-48764- 10 
146-48765 
146-48766 
146-48767 
146-48768 
146-48769 

























146-48681 146-48769- 3 
146-48682 146-48770 
146-48683 146-48770- 3 
146-48684 146-48770- 5 
146-48685 146-48770- 7 
146-48686 146-48770- 9 
146-48687 146-48771- 1 
.[146-48688 146-48771- 2 
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- -48772 
146-48690- 2 v bed 3 
146-48690- 5 146-48772- 5 
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146-48691 
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146-48774- 
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146-48776 
146-48776- 
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146-48814 

146-48814- 
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146-48815- 
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146-48824- 
146-48825 

146-48826 

146-48827 
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146-48860- 
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146-48860- 32 











146-48860- 6 
146-48860- 56 
146-48860- 57 
146-48860- 95 
146-48860- 96 
146-48860-121 
146-48860-167 
146-48862- 13 
146-48862- 14 
146-48862- 16 
146-48862- 19 
146-48862- 21 
146-48862- 28 
146-48862- 33 
146-48862- 37 
146-48862- 39 
146-48862- 42 
146-48662- 43 
146-48862- 53 
146-48862= 55 
146-48862- 56 
146-48862- 59 
146-48862- 60 
146-48862- 74 
146-48862- 00 
146-48862- 86 
146-48862- 08 
146-48862- 9 
146-48862- 96 
146-48862- 97 
146-48862- 98 
146-48862- 99 
146-48862-100 
146-48862-102 
146-48862-104 
146-48862-106 
146-48862-120 
146-48862-122 
146-48862-123 
146-48862-124 
146-48862-125 
146-48862-126 
146=48862=127 
146-4886 2-12¢ 
146-48863= 6 
146-48863- 8 
146-48863- 11 
146-48864- 21 
146-48864- 27 
146-48864- 36 
146-48867- .4 
146-48867- 5 
146-48867- 11 
146-48869- 3 
1456-48869- 4 
146-48869- 5 
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7 
8 
9 






















































146-48869- 
146-48869- 
146-48869- 
146-48869- 
146-48869- 10 
146-48869- 19 
146-48869- 20 
146-48869- 21 
146-48869- 2 
146-48869- 46 
146-48869- 47 
146-48869- 50 
146-48869- 51 
146-48869= 52 
146-48869- 53 
146-48869- 54 
146-48869- 55 
146-48869- 56 
146-48869- 57 
146-48869- 58 
146-48869- 59 
146-48869-100 
146-48869-101 
146-48870- 19 
146-48870- 21 
146-48870- 25 
146=48870= 29 
146-48870- 40 
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Ξε 48870- 146-51060 2 
146-48870- 146-51060- 3 1 
146-48870- 146-51061 1 
146-48870- 146-51061- 3 1 
146-48870- 146-51061- 5 1 
146-48870- 146-51061- 7 2 
146-48870- 146-5106]- 9 2 
146-48870- 146-51062 1 
146-48871 146-51062- 3 1 
146-48871- 146-51063 1 
146-48871- 146-51063- 3 1 
146-48874 146-51064 1 
146-48874- 146-51064- 3 1 
146~48874— 146-51064- 7 1 
146-48875- 146-51064- 9 1 
146-48875- 146-51064- 11 1 
146-48875- 146-51064- 19 1 
146-48875- 146δ-51075- 1 REF 
146-48875- 146-51075- 2 REF 
146-48876- 146-51075- 3 

146-48876- 146-51075- 4 

146-488176- 146-51075- 5 

146-48876- 146-51075- 6 

146-48878 146-51075- 7 

146-48878- 146-51075- 8 





146-48878- 
146-482878- 
146-48879- 
146-48879- 
146-48879- 
146-48879- 
146-48879- 


146-51075- 11 
146-51075- 15 
146-51075- 19 
146-51075- 2 
146-51075- 2 
146-51075- 24 


146-51076- 1 
146-48879- 146-51076- 3 
146-48079-- 146-51076- 5 
146-48879- 146-51078- 7 
146-48880 146-51079- 3 
146-48880- 146-51080- 21 
146-48880- 146-51086 


146=51033 
146-51039 
146-51041 


146-51096- 5 
146-51096- 13 
146-51096- 19 
146-51096- 21 
146-51096- 25 
146-51096- 26 
146-51096- 31 
146-51096- 22 
146-51096- 33 
146-51096- 34 
146-51096- 35 
146-51096- 26 
146-51096- 27 
146-51096- 38 
146-51096= 39 
146-51096- 41 
146-51097- 50 
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146-51C44- 
146-51044- 
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146751045 146-51101 
146-51046 146-51101- 3 
146-51046- 146-51101- 5 
146-51047- 146-51101- 7 
146-=51047- 146-51101- 9 
146-51047- 14546-51102 
146-51047- 146-51102- 3 
146-51047- 146-51102- 5 
146-51047= 146-51541 

R82NA 146-51048- 146-51542 
R82NA 146-51048- 146-51543 


R82NA 146-51048- 

R82NA 146-51048- 

R82NA 146-51049 
146-51050- 


146-51543- 3 
146-51544= 3 
1456-51544- 11 
146-51544- 19 
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R82NA  |146-51050- 146-51547 

R82NA  |146-51050- 
146-51051 146-51548- 7 

R82NA [146-51052 146-51548- 9 
146-51056 146-51548- 11 
146-51056- 23 146-51801- 3 
146-51056- 5 146-51801- 4 
146-51056- 7 146-51801- 5 
146-51057- 3 146-51801- 6 
146-51057- - - 
146-51057= 7 Jesrs180l= 9 
146-51058- 3 146-51801- 21 
146-51058- 5 146-51801- 32 
146-51058- 7 146-51801- 
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146-51801- 65 
146-51801- 66 
146-51801- 67 
146-51801- 62 
146-51801- 69 
146-51801- 7C 
146-51801- 71 
146-51801- 72 
146-51801- 73 
146-51801- 74 
146-51801- 75 
146-51801- 76 
146-51801- 77 
146-51801- 80 
146-51801- 81 
146-51801- 33 
146-51801- 85 
146-51801- 90 
146-51801- 91 








146-51801- 95 
146-51801- 96 
146-51801- 97 
146-51801- 98 
146-51801-101 
146-£1891-111 
146-51801-113 
146-518C1-115 
146-51801-116 
146-518C1-117 
146-51801-118 
146-51301-119 
146-51801-120 
146-51801-122 
146-51201-123 
146-518C1-124 
146-51801-125 
146-52003- 19 
146-5200 







146-52006- 1 








146-52006-= 2 






146-52007- 10 
146-52008 
146-52005- 40 
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146-518C1- 146-520115- 5 
146-51801- 48 146-520115- 7 
146-51801- 49 146-520116 

146-51801- 59 146-520117- 3 
146-51801- 51 146-520117- 5 
ΘΙ 52 146-520119 

-51801- 53 Š 

146-51801- 54 ο... 3 Ν 
146-51801- 55 146-520124- 5 M 
146-518C1- 56 R82NA 146-520125- 3 M 
14651801- 57 R82NA 146-520125- 5 M 
146-51801- 58 146-520126- 3 M 
146-51801- 59 146-520126- 5 M 
146-51801- 6C 146-520127- 3 M 
146-51801- 61 146-520127- 5 M 
146-51801- 62 146-520128- 3 M 
146-51801- 64 146-520128- 5 M 
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146-52051 
146-52051- * 
146-52053 
146-52053- 
146-52053- 
146-52053- 
146-52053- 
14546-52054 
146-52054- 
146-52054- 
146-52055 
146-52055- 
146-52055- 
146-52056 
146-52056- 
146-52056- 
146-52057 
146-52057- 













Fa 
ο 
m 


-- 
ΟΡ Φ gor IN) ε’15 q RS RP 19 rS. A Pe 52» 7T] S RS A A ο EO. IS RS PP ID IO. ο IS rS 


Fa m a m ps ps νο 


146-520131-100 


crc 












uv 
mw 


















wo 












NE PRP ο ο 


U 







Ou 






146-52049- 13 




















F2) 1 0 RS I ID. IN). IP. OO. MI A 2 a A A A A A A AA Y Y 







Revised 15 August 1955 












146-52057- 5 
146-52057- 7 
146-52057- 9 
146-52057- 13 
146-52058 
146-52059 
146-52059- 3 
146-52059- 5 
1456-52069 
146-52073 
146-52073- 
146-52073- 
14652074 
146-52074- 
146-52C74- 
146-52074- 
146752075 
146-52075- 
146-52075- 
146-52077 
146-52077- 3 
146-52078 
146-52078- 3 
146-52078- 5 
146-52078- 7 
146-52079 
146-52079- 40 
146-52080 
146-52081 
146-52082 
146-52083 
146-52083- 
146-52083- 
146-52083- 
146-52083- 
146-52083- 11 
146-52083- 13 
146-52084 
146-52084- 
146-52084- 
146-52085 
146-52085- 
146-52085- 
146752086 
146-52086- 
146-52086- 
146-52088 
146-52088- 
146-52088- 
146-52089 
146-52089- 
146-52089- 
146-52090 
146-52090- 
146-52090- 
146-52091 
146-52091- 
146-52091- 
146-52093- 1 
146-52094 
146-52094- 
146-52094- 
146-52094- 
146-52094- 
146-52095 
146-52095- 3 
146-52096 
146-52096- 3 
146-52097 
146-52097- 3 
1146-52097- 10 
146-52098 
146-52098- 3 
146-52299 
146-52099- 3 
146-52206 
146-52214 
146-52218 
146-52218- 3 
146-52218- 5 
146-52218- 7 
9 
1 


ww 


Fw Ju 


Jun 


ww τω γω wo πω 


ww 


oN Uo ouw 


146-52218- 
146-52218- 1 
146-52219 


Revised 15 August 1955 


MT um NUMBER 


| PARTNUMBER | NUMBER 





AN O1-60AAB-4 





























































































FIGURE MICROFILM 
AND INDEX NUMBER 


m 
run 






146-52219- 
146-52219- 
146752237 
146-52240 
146-52250 
146-52251 
146-52251- 
146-52251- 
146-52252 
146-52252- 
146-52252- 
146-52253 
146-52255 
146-52256 
146-522 57 
146=52258 
146-52258- 
146-52259 
146-52261 
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1467524134 
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146-52409 
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146-52411 
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RE2NA 146-524119 
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146-524121 
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146-526123 
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146-524125 
RE2NA 146-524126 
146-524126- 3 
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146-52462- 
146-52462- 
146-52463 
146-52464 
146-52464- 
146-52466 
146-52466- 
146-52466- 
146-52466- 
146-52466- 
146-52466- 
146-52466- 
146-52466- 
146-52466- 
146-52466- 
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146-52466- 
146-52466- 
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146-52469 
146-52469- 3 
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STOCK NUMBER STOCK NUMBER ER 
| CLASS CODE | PART NUMBER | CLASS CODE | PART NUMBER $ 
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146-52469- 10 1 146-53007- 16 
146-52470 1 146-53C07- 17 1 
146-52470- 3 1 146-53007-200 1 
146-52470= 5 1 
146-52470- 10 E 146-53009 1 
146-52472- 1 1 146-53009- 3 2 
146-52472- 2 1 146-53009- 5 2 
146-52472- 3 1 146-53009- 7 1 
146-52472- 4 1 146-53009- 9 1 
146-52472- 6 1 146-53009- 10 1 
146-52473- 3 1 146-53009- 11 1 
146-52473- 4 1 146-53009- 13 2 
146-52473= 5 1 146-53009- 15 1 
146-52473- 7 1 146-53015 1 
146-52474 1 146-53017 3 
146-52474- 3 1 
146-52474= 5 1 
146-52475 1 146-53020 
146-52475- 3 i 
146-52475- 5 1 
146-52476 1 146-53026- 23 1 
146-52476- 3 1 146-53026- 24 1 
146-52479 1 146-53026- 27 4 
146-52497 REF 146-53026-101 1 
146-52497- 3 1 146-53026-102 1 
146-52497- 5 1 146-53027- 33 2 
146-52497- 9 1 146-53027- 35 1 
146-52498 2 146-53027- 36 1 
R82NA 146-52601- 5 2 146-530217- 37 1 
146-52601- 7 2 R82NA 146-53027- 38 1 
146-52601- 11 6 R82NA 146-53027- 39 1 
146-52601- 13 6 146-53027- 40 1 
146-52601- 19 2 146-53027- 41 2 
146-52602 10 146-53027- 43 2 
146-53032 2 
- 146-53035 2 
146-=52602 37 - 57| 12 146-53039= 1 1 
173 - 49 146-53039- 2 1 
173 - 61 146-53040- 1 1 
146- 52604 37 = 58ἱ 10 146-53040- 2 1 
173 - 50 146-53041- 1 1 
173 - 62 146-53041- 2 1 
R82NA 146-52605 37 - 59 6 146-53041- _3 1 
146-52607 37 = 32 2 146-53041- 4 1 
146-52608 14 - 23 2 146-53041- 5 1 
- 146-53041- 6 1 
146-52608- 3 2 146-53041- 7 1 
146-52608- 4 2 146-53041- 8 1 
146-52608- 5 2 146-53041- 9 1 
146-52609- 5 2 146-53041- 10 1 
146-52609- 7 2 146-53041- 11 1 
146-52609- 13 2 146-53041- 12 1 
146-52609- 17 2 1456-53045- 3 2 
R82NA 146-52610 4 146-53065- 4 2 
146-53045- 5 2 
146-52610- 3 4 146-53045- 6 2 
146-52611- 3 2 146-53045- 7 2 
146-52611- 5 2 146-53045- 8 2 
146-52612 1 146-53045- 9 8 
R82NA 146-52614- 1 1 146-53045- 11 1 
R82NA 146-52614- 2 1 146-53045- 12 1 
146-52614- 3 1 146-53045- 13 2 
146-52614- 4 1 146-53045- 15 1 
146-52614= 5 4 146-53045- 16 2 
146-52614- 6 2 146-53045- 18 1 
146-52616- 1 146-53045- 31 1 
146-52616- 2 146-53045- 32 1 
146-52617 146-53046- 5 3 
146-53002- 10 
146-52006- 13 146-53046- 7 2 
146-55006- 15 146-53046- 9 2 
146-53006- 17 146-53046- 30 1 
146-53006- 19 146-53046- 42 1 
R82NA 146-53006- R82NA 146-53047- 3 1 
146-53050 2 
146-53006- R82NA 146-53050- 3 2 
R82NA 146=53050- 5 2 
146-53006- 146-53050- 7 2 
146-53006- 47 146-53050- 9 2 
146-53006- 49 R82NA 146-53051 2 
146-53006- 51 146-53051- 3 2 
146-53C07 146-53052 2 
146-53007= 9 146-53052- 3 2 
146-53027- 146-53053 1 
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146-53053- 3 1 146-53106- 4 2 
146-53053- 5 M1 2 146-53106- 5 1 
146-53053- 7 M 2 146-53106~ δ 2 
146-53053- 11 1 146-53106- 7 2 
146-53053- 13 1 146-53106- 8 1 
R82NAÀ 146-53054- 3 2 146-53106- 9 1 
R82NA 146-53054- 5 2 146-53106- 10 2 
146-53054- 13 1 146-53106- 11 1 
146-53056 4 146-53109 1 
146-53056- 3 4 146-53109- 2 2 
R82NA 146-53057 1 146-53109- 3 2 
i 146-53058 2 146-53109- 4 2 
. 146-53109- 5 4 
146-53060 146-53109- 6 4 
146-53060-= 3 146-53110 1 
146-53061 146-53110- 2 2 
146-53063 146-53110- 3 2 
146753065 146-53110- 4 2 
146-53110-= 5 4 
146-53065- 146-53110- 6 4 
146-53065- 5 146-53221- 7 





146-53069 
146-53071 
146-53071- 3 






146-53304 



















146-53305 





































146-53072 146-53305- 5 1 
146-53072- 3 146-53305- 7 2 
146-53073 146-53305- 11 1 
146-53074 146-53305- 12 1 
R82NA 146-53076 146-53305- 13 1 
146-53076- 3 146-53305- 14 1 
146-53078 146-53305- 15 1 
R82NA 146-53079 146-53305- 17 1 
146-53079- 3 146-53305- 19 1 
146-53079- 5 146-53305-300 REF 
146-53079- 7 146-53305-400 1 
146-53079- 9 146-53310 1 
146-53079- 11 146-53310-200 REF 














146-53079- 13 
146-53079- 40 
146-53079- 50 
146-53080 
146-53081 
146-53084 
146753055 
146-53085- 3 
146-53085- 5 
146-53085- 7 
9 
1 
3 






146-53312- 43 
146-53312- 45 
146-53312- 47 
146-53312- 49 
146-53312- 51 
146-53312- 53 
146-53312- 55 
146-53312- 57 
146-53312- 59 
146-53312- 61 
146-53312- 63 
146-53312- 65 
146-53312- 67 
146-53312- 69 
146-53312- 79 
146-53312- 01 
146-53312- 83 
146-53312- 85 
| 146-53312- 87 
146-53312- 93 
146-53312- 95 
146-53312- 97 
146-53312- 99 
146-53312-101, 
146-53312-103 
146-53312-105 
146-53312-107 
146-53312-119 
146-53312-121 
146-53312-123 
146-53312-125 
146-53312-127 
146-53312-129 
146-53312-13} 
146-53312-133 
146-53312-135 
146-53312-137 
146-53312-139 
146-53312-141 
146-53312-143 
146-53312-145 
146-53314 
146-53318 
146-53318- 3 
146-53318= 5 
146-53319 
146-53319- 3 














146-53085- 
146-53085- 1 
146-53085- 1 
14546-53086 
146-53088 
146-53089- 
146-53089- 
14546-53101 
146-53105 
146-53105- 2 
146-53105- 3 
146-53105- 4 
146-53105- 5 
146-53105- 6 
7 
8 
9 
10 
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146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 11 
146-53105- 12 
146-53105- 13 
146-53105- 14 
146-53105- 15 
146-53105- 16 
146-53105- 17 
146-53105- 19 
146-53105- 22 
146-53105- 24 
146-53105= 25 
146-53105- 26 
146-53105- 27 
146-53105- 28 
146-53105- 29 
146-53105-100 
146-53106 

146-53106- 2 
146-53106= 3 
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STOCK NUMBER FIGURE |TOTAL| MICROFILM STOCK NUMBER 23 
PART NUMBER AND INDEX | QTY. | NUMBER | CLASS CODE | PART NUMBER oo 
146-53319- E Μ 


146-53334- 9 x 
jos i 146-53334- 11 ' 
146- o= 


146-53335 
146-53319- 11 146-53335- 3 
146-53319- 13 146-53335- 5 
146-53319- 15 


1456-53337 
emen 146-53339 
146- = 


146-53340 
146-53341 
146-53341- 3 
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190 
193 
193 
194 


R82NA 
R82NA 


R82NÀ 
R82NA 
R82NA 
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194 - 58 146-53342 
195 - 8 146-53343 
195 - 20 146-53343- 1 
197 - 9 146-53343- 2 
R82NA 146-53321- 39 = 2 146-53343- 3 M 
193 = 42 146-53343- 4 
195 = 14 14653347 
R82NA 146-53321- 9 193 ~ 7 146-53347- 3 
à 193 - 63 146-53347= 5 
R82NA 146-53321- 11 193 - 49 146-53347= 6 
194 - 32 146-53347= 7 
194 - 36 R82N 146-53350- 9 
195 - 18 R82NA 146-53351 
R82NA 146-53321- 193 - 17 146-53351- 3 
197 = 28 146-53351- 4 
R82NA 146-53321- 197 - 4 146-53351- 5 
146-53322- 3 146-53358- 3 
146-53322- 5 146-53358- 5 
146-53322- 7 R82NA 146-53359 
146-53322- 9 146-53359- 
146-53322- 11 146-53359- 5 
146-53222- 13 146-53359- 7 
146-53322- 19 146-53360 
146-53322- 21 146-53360- 3 
146-53322- 23 146-53360- 5 
146-53322- 25 146-53360- 7 
146-53322- 27 146-53360= 9 


146-53322- 29 
146-53322- 31 
146-53322- 35 
146-53322- 37 
146-53322- 3€ 
146-53322- 41 
146-53322- 43 
146-53322-100 


146-53360- 11 
146-53360- 13 
146-53360- 15 
146-53361 
146-53361- 3 
146753362 
146-53362- 3 
146-53362- 5 
7 
















R82NA 
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1 
1 
1 
1 
4 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
146-53323 1 146-53362- 
146-53323- 3 1 146-53363 
146-53323- 5 1 146-53364 
146-53323- 7 1 
146-53324 3 146-53364- 2 
146-53324- 3 3 146-53365 1 
146-52324- 5 3 R82NA 146-53368 2 
146-53324- 7 3 R82N, 146-53369 1 
146-53325 1 146-53370 1 
146-53325- 1 R82NA 146-53372 3 
146-53325- 1 
146-53325- 1 146-=53373 1 
146-53325- 1 146-53373- 3 1 
146-53325- 1 146-53373- 5 1 
146-53325- 1 146-53373- 7 1 
146-53325- 1 1567533174 1 
146-53326 1 146-52374- 3 2 
146-53326- 1 146-53374- 5 1 
146-53326- 1 146-53375 1 
146-53326- 1 146-53376 1 
146-53326- 1 146-53377- 3 2 
R82NA 146-53327 1 146-53377- 5 1 
| [146-53328 1 146-53377- 9 1 
146-53329- 3 1 146-53377- 11 1 
R82NA 146-53321 1 146-53377- 21 1 
R82NA 146-53332 1 146-53378 1 
R82NA 146-53333 1 [14546-53379 1 
146-53333- 3 1 14546-53380 1 
146-53333- 5 1 146-53381 1 
146-53333- 7 1 146-53382 1 
146-53333- 8 1 14546-53383 1 
146-53333- 9 1 14653384 4 
146-53333= 11 1 146-53386 1 
146-53333= 13 1 146-53386- 3 1 
146-53333= 1 1 146-53386- 4 1 
146-53334 1 146-53386- 5 1 
146-53334= 1 146~53387 2 
146-53334= 1 146-53388 2 
146-53334= 1 146-53390- 1 
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STOCK NUMBER 
PART NUMBER 


146-53390- 
146-53391 
146-53392 
146753395 
146753397 
146-53397- 
146753400 
146-53401- 
146-53401- 
146-53402- 
146-53402- 
146-753402- 
146=53402- 
146-53402- 
146-53402- 
146-53402- 
146-53402- 
146-523402- 
146-53402-100 
146-53402-200 
146-52403- 
146-53403- 
146-53404- 
146-53405 
146-53405- 
146-53405- 
146-53405- 
146-53405= 
146-52406 
146752407 
146753409 
146-53410- 
146-53410- 
146-53410- 
146-53410- 
146-53410- 
146-53410- 
146-53410- 
146-53412- 


146-53412- 
146-53412- 
1467253413 
146-53413- 
146-53413- 
146-53413- 
146-53415- 
146-53416 
146-53417 
146-53418- 
146-53418- 
146-53418- 
146-52418- 
146-53418- 
146-53418- 
146-53418- 
146-53418- 
146-53418- 
146-53418- 
146-53418- 
146-53418- 
146-53419 
146-53422- 
146-52422- 
146-53422- 
146-53422- 
146-53423 
146~53423- 
146-53423- 
146-53424 
146-53425 
146-53426 
146-53426- 
146-53426- 
146-53426- 
146-53425= 
146-53426- 1 
146-53427 
146-53432- 
146-53432- 
146-53432- 
146-523432- 
146-53432- 10 
146-53432= 11 
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Section Ill 


Numerical Index of 
AN O1-60AAB-4 Contractor Parts 


: STOCK NUMBER Zs] FIGURE | TOTAL) MICROFILM 
| CLASS CODE | PART NUMBER 2°] AND INDEX| QTY. | NUMBER 


146-53432= 
146-53432= 
146-53432- 
146-53432= 
146=53432= 
146-=53432= 
146-53432- 
R82N 146-53433 
146-53433= 
146-53433- 
146-53433= 
146-53433= 
146-53433= 
146-53433- 
146=53433= 
146-53434-300 


NA RIA m i IS RPM 153 pa I A 


2 
m 


R82NA 146753435 
146-53435= 
146-53435- 
146-53435- 
146-53435- 
146753438 
146-53439 
146-52440- 
146-53440- 
146-53440- 
146753443 
146753445 
146-53501- 
146-53506- 
146-53506- 
146-53506- 
146-53506- 
146753512 
146-53512- 
146-53512- 
146-54013- 
146-54014- 
146-54014- 
146-54020- 
146-54021 
146-54023- 
146-54023- 
146754026 
146754039 
146-54040- 
146-54040- 
146-54040- 
146-54040- 
146-54040- 

R82NA 146-54043 
146-54043- 
146-54043- 
146-54043- 


m 
m 
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as) 
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146-54047- 
146-54048- 
146-54048- 
146-54053- 
146-54057- 
R82NA 146-54059- 
146-54059- 
R82N 146-54059- 
146-54059- 
146-54059- 
1456-54059- 
146-54060- 


2 
m 
MNN 


Mi am m A ps po pe 


2 
m 


R82NA 146-54061 


146-54062- 
146-54062- 
146-54062- 
146-54062- 
146-54063 


146-54068 
146-54071 
146-54071- 3 
146-54071- 5 
146-54080 


V kA [52 1-2 F2 λα αλα 15} 15} 9 R2 (1 NY I2 I NN IN IND 14 P ps 
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146-540ξ4- 


146-54084- 
146-54084- 
146-54084- 
146-54084- 
146-54084- 
146-54084- 
146-540864- 
146-54084= 
146-54084- 
146-54084- 
146-54085 

146-540 88 

146-54088- 
146-54089 

146-54093 


-146-54098 
146-54099 
146-54101- 
146-54101- 
146-54101- 
146-54101- 
146-54101- 
146-54104 
146754105 
146-54105- 
146-54105- 
146-54105- 
146-54107 


146-54108 
146-54110 





146-54110- 
146-54110- 
146-54110- 
146-54111 
146-54112 


146-54113 
146-54121- 
146-54121- 
146754123 
146-54126- 
146-54126- 
146-54126- 
146-54126- 
146754132 
146754135 
146754142 
146754149 
146-54152- 
146754154 
146-54154- 
146-54155- 
146-54155- 
146754157 
146754158 
146754159 
146754203 
146-54223- 
146-54223- 
146-54203- 
146-54203- 
146-54223- 
146-54203- 
146-54203- 
146-545206- 
146-54206- 
146-54206= 
146-54206- 
146-542C6- 
146-54228 
146-5425 














R82NA 










R&2NA 


RE2NA 
RB2NA 


R82NA 





R82NA 


146-54209- 
146-54209- 
146-54223 
146-54223= 
146-54224 
146-54224- 
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146-54094- 2 
146-54C04- 3 
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F 146-54224- 5 
146-54224- 11 
1 146-54224- 13 
1 146-54225 
1 146-54226 
1 146-54226- 3 
1 |146-54226- 50 
1 R17H3193| 146-54233 
1 146-54237- 3 
1 146-54237~ 5 
2 146-54237- 7 
1 146-54237- 9 
3 146-54237- 13 
F 146-54237- 15 
1 146-54237- 17 
1 146-54237- 19 
1 146-54237- 21 
1 146-54237- 41 
1 146-54237--43 
1 146-54237- 45 
1 146-54237- 47 
F 146-54231- 53 
1 146-54237= 57 
1 146-54237= 59 
1 146-54237= 61 
F 14654237- 65 
2 146-54237- 66 
1 146-54237- 67 
1 146-54240 
1 146-54261 
1 146-54241- 3 
F 146-54241- 5 
F 156754243 
1 146-54250- 7 
F 146-54250- 9 
t 146-54250- 13 
5 146-54250- 15 
1 146-54250- 17 
1 146-54250- 19 
1 146-54250-201 
F 146-54250-202 
2 146754252 
2 146-54255 - 
1 146-54256 
i 146754257 
2 146-54257- 3 
146-54257- 5 
146-54258 
146-54258- 3 
146-54258- 5 
146-54258- 7 
146-54264 
146-54264- 5 
146-54264- 7 
146-54264= 9 
146-54264- 11 
146-54264- 13 
146-54264- 15 
146-54264- 17 
146-54264- 21 
146-54264- 23 
146-54264- 25 
146-54264- 33 
146-55264- 35 
146-54264- 37 
146-54264- 39 
146-54264-=100 
146-54265= 1 
146-54265- .2 
146-54272-100 
146-54281 
146-54285- 3 
146-54296 
146-54296- 3 
146-54296- 5 
146-54299 
146-54299- 3 
146-54307 
4 146-54313 
4 146-54313- 3 
2 14654324 
2 146-54325= 1 
Ε 146-54325- 2 
1 146-54351 
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Section Ill 


Numerical Index of 
ΑΝ O1-60AAB-4 Contractor Parts 


ELE NUMBER ER FIGURE | [TOTAL | MICROFILM 
38] AND INDEX | QTY. 


[PARTNUMBER | [PARTNUMBER | MBER 


TO RE EE -54353 
146-54400 
146-54400- 
146-54400- 
146-54405- 
146-54405- 
146754405- 
146-54405- 
146754406 
146754407 
146-54407- 
146-54407= 
146-54407- 
146-54407- 
146-54407- 
146-54407- 
146-54407- 
146754408 
146-54408- 
146754409 
146-54409- 
146-54409- 
146754411 
146754415 





R82NA 146-56148- 
146-56148= 
146-56148- 

ΒΒΖΝΑ 146-56150 
146-56152- 
146-56152- 

RB2NA 146-56153 
146-56153- 
146-56154 
146-56157 
146-56157- 
14656165 
146-56165- 
146-56165- 
146-56165= 
146-56168 
146-56168- 
146-56168- 
146-56168- 
146-56170 
146-56171 
146-56171- 
146-56171- 
146-56171- 
146-56172 
146-56173 
146-56173- 
146-56172- 
146-56173- 
146756174 
146-56181 
146-56183. 
146-56308 
146-56313- 
146-56313- 

ΒΒΖΝΑ 146-56313- 
146-56314 

ΒΒΖΝΑ 146-56317 

RB2NA 146-5632) 

R82NA 146-56322 

R82NA 146-56332- 

R82NA 146-56333- 

R82NA 146756334 

RB2NA 146-56335 
146=56401 
146=56402 

R82NA 146756402 
146-56404- 

R82NA 146756405 
146256406 
146-56410- 
146-56410- 
1456756412 
146-56412- 
146-56412= 
146-56413= 
146756414 
146756415 
146756416 
156756417 
146-56417= 
146-56417= 
146-56417- 
14546-56421 
146-56421- 
146756422 

RB2NA 14546-56605 

R82NA 146=56614 
146-56614- 
146-56621 
146-56621- 

R82NA 14546-56622 
146-56622- 

R82NA 146-56623 

E 146-56624 

R82NA 146-56631 


Porn 
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146-54428- 
146-54428- 
146-54428- 
146-54428- 
146-54432= 
146-54432- 
146-54432= 
146-54432- 
146-54488 
146-55001 
146-55005 
146-55019- 
146-55019- 
146-55019- 
146-55019- 
146-55022- 
146-55022- 
146-55022- 
146-55022- 
146-56109- 
146-56109- 
146-56113 
146-56113- 
146-56113- 
146-56113- 
146-56113- 
146-56113- 
146-56114 146-561 
146-56114- 
146-56114- 
146-56114- 
146-56114- 
146-56114- 
|146-56114- 
146-56118- 
146-56118- 
146-56118- 
146-56118- 
146-56118- 
146-56129 
146756130 
146-56130- 
146-56133 
146-56134 
146-56135 
146-56136- 
146-56136- 
146-56136- 
146-5612έ- 
146-56136- 
|146-56136- 
146-56141- 
146-56141- 
146756142 
146756143 
146-56144 
146-56148- 
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R82NA 146=56702 
146-56702- 
146-56702- 

R82NA 146-56705 
146-56706 
146-56706- 
146-56706- 
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STOCK NUMBER 3| FIGURE |TOTAL|MICROFILM 23 
CLASS CODE PART NUMBER 85] AND INDEX | QTY. | NUMBER | [CLASS CODE] PARTNUMBER [38 
146-56707 M1|357 = 46 1 146-58148 ul 1 
146-56707- 2 1 156-58149 1 1 1 
146-561797- 1 146-58152 E 1 
146-56708 1 146-53153 2 
146-56709 1 146-58153- 2 2 
146-56710 1 146-58154 2 
146-56710- 1 146-58154- 3 a 
R82NA 146-56712 1 146-58157 1 a 
146-56714 1 146-50157- 3 1 
146-56719 1 RE2NA 146-58158 2 
ΒΒΖΝΑ 146-56719- 1 146-58158- 3 
146-56719- 1 146-581538- 5 2 
146-56719- 1 R82NA 146-58162 1 
R82NA 146-56723 2 146-58164- 4 1 
146-58164- 5 1 
146-56902 1 146-58164- 6 1 
146-56902- 1 146-58164- 7 1 
146-56902- 1 146-58164- 8 1 
146-56905 1 146-50164- 9 1 
146-56905- 1 146-58164- 10 1 
146-56905= 1 146-58168 1 
146-56906 1 146-581562 1 
146-56906- 1 146-58175 4 
146-56907 1 146-58176- 1 2 
146-56907- 1 146-58176- 2 2 
146-56907- 1 146-58176- 3 ο 
146-56907- Í 146-558176- 4 2 
146-56907- 1 : 146-58176- 5 2 
146-56908 1 R82NA 146-58178 2 
146-56908- 1 146-58178- 3: 2 
146-56909 1 146-58178- 5 - 2 
146-56909- 1 R82NA 146-58175 2 
146-56909- 1 146-58180 2 
146-56910 1 146-58180- 3 2 
146-56910- 1 146-58181 2 
146-56910- 1 R82NA 146-581832 3 
146-56911 1 
146-56911- 1 146-581823- 3 10 
146-56911- 1 146-58182- 5 16 
146-56913- 1 146-58183- 7 10 
146-56913- 1 146-58184 4 
146-58033 1p R82NA 146-58185 14 
R83NA 146-58033-11 2 
R83NA 146-58042 1 1465-58185- 3 15 
146-58043 4 146-58185- 5 18 
R83NA 146-58044 2 146-58186 2 
R83NA 146-58056 1 146-58187 1 
146-55168 1 
R83NA 146-58057- 2 146-58169 1 
146-58063 REF 146-58190 1 
R83NA 146-58064- 1 146-58192 1 
146-58066- 146-58193 2 
146-58066- 146-58193- 3 4 
146-58193- 5 1 
146-58085 146-58193- 7 2 
146-58088 146-58193- 9 2 
146-58089 146-50193- 11 2 
146-58090- 146-58201 2 
146-58090- 146758202 2 
146-58101- 146-58202- 3 2 
146-58101- 146-58202- 5 2 
146-58117 146-58202- 7 2 
146-58118- R83NA 146-58203 2 
146-58118- R83NA 146-58204 2 
146-58119- 146-58205 2 
146-58119- 146-58207 1 
146-58122 146-53211 2 





146-58123 
146-58123- 
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146-58123- R82NA 146-58213 1 
146-58125 146-55213- 3 1 
146-58126 R82NA 146-58214 1 
146-58127 R82NA 146-58215 1 
146-58127- R83NA 146-58216 1 . y 
146-58128 R83NA 146-58217 1 d G 
146-58129 R82NA 146-58218 1 b - 
146-58129- 146-58219 1 RS 
146-58130 146-58220 146-585 ΐ 
146-58131- 146-58221 i 
146-58134- 146-58222 352 1 

146-58223 1 
146-58134- 1 146-58225 352 - 3 1 
146-58135 3 146-58226 352 - 33 1 

146-58227 352 1 
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Numerical Index of 
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STOCK NUMBER Ye] FIGURE |TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER 58] AND INDEX| QTY. | NUMBER 


146-58404- xi 
R83NA 146-58405- 
146758410 
RB3NA 146-58415 
146-58415- 
RB3NA 146-58416 
146-58418- 
146-58418- 
R83NA 14658444 
RE3NA 146-58448 
146-58449 
146-58450 
146-58473 
RE3NA 146-58473- 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


146-58228 
146-58229 
146-58233 
146-58233- 
146-58249 
146-58250 
R82NA 146-58258- 
R83NA 146-58259 
146-58259- . 
RENA 146-58260 
R83NA 146-58261 
R83NA 146-58262 
146-58262- 
R82NA 146-58272 
R82NA 146-58274 
146-58274- 
REZNA 146-58275 
14656-58278 
R82NA 146-58279 
146-58279- 
146-56279- 
R83NA 146-58279- 


AI Un m m orm p IPS P) PO P) PO ο 


146-58474- 
146-58482 
146-58483- 
146-58483- 
146-58484 
146-58485 
R82NA  |146-58486- 
R62NA 146-58486- 
146-58487 
ΒΒΖΝΑ 146-58488 
146-58489- 
146-58490 
146-58491- 
146-58491- 
146-58492- 
146-58492- 
146-58493 
146-58494 
146-58495 
146-58496 
146-58497 
146-58498 
146-58499- 
146-58499- 
146-58501 
146-58501- 
|146-58502 
146-58503 
146-5507 
146-58507- 
ΒΘ2ΝΑ 146-58508 
R82NA 146758510 
146-58511 
146-58511- 
146-58511- 
146-58513 
146=58514 
146-58515 
146-58516 
RE3NA 146-58517 
R83NA 146-58520 
146-58521 
146-58522 
146-58535 
R83NA 146-58543 
ΒΒΖΝΑ 146-58546 
146-58559 
146-58560- 3 
146-58560- 5 
146-58560- 9 
146-58560- 13 
146-58560- 17 
146-58560-100 
R832HA — |146-58562 
146-58562- 
146-58562- 
146-58562- 
146-58562- 
146-58562- 
146-58562- 
R82NA  |146-58564 
146-58564- 
146-58565 
146-58566 
146-58568 
146-58571 
146-58572 P1 264 - 29 
146-58574 
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R82NA 146-58290 
R83NA 146-58291 
R83NA 146-58292 
, R83NA 146-58293 
R83NA 146-582€4 
R82NA 146-58295 
146-56295- 
146-58295- 
146-58295- 
146-56295- 

R83NA 146-58295- 
146-58295- 

R83NA 146-58296 
146-58298- 


Oro οι 


we 
NENNNNNNNNNNNEe 


14658298- 


R83NA 146-583060 
R83NA 146-565301 
RE3NA 146-58302 
R82NA 146-58302- 
R83NA 146-58303 
R53NA 146-58304 
146-56304- 
146-58304- 
146-58304- 
146- 58305 
146-58305- 
146-58306 
146-58310 
3146-58325 
146-58325- 
146-58325- 
146-58325- 
146-58325- 
R83NA 146-58326 
R83NA 146-58327 
146-58327- 
RB3NA 146-58328 
R83NA 146-58329 
R83NA 146-58330 
146-58333 
146-58333- 
146-58333- 
146-58333- 
146-58333- 
R83NA 146-58349 
146-58550 
146-58367 
146-58367- 
146-58268 
146-58398 
146-58399 
146--58400 
146-58401 
ΒΘ3ΝΑ 146-5302 
146-58403 
R82NA 146=58404 
146-58404- 
146-58404- 
146-58404- 
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146-58575- 3 146-63213 Pl 2 
146-58575- 5 2 146-63214 M 2 
146-535575- 7 2 146-63215 Μι 1 
146-58575- 5 :16 146-63215- 3 Ml 1 
146-58575- 11 e 146-63215- 4 Ml 1 
146-55576 2 146-63216- 3 1 
146-58805- 55 2 146-63216- 7 1 
146-58805- 57 2 146-63216- 9 1 
146-58805- 59 1 146-63216- 11 1 
cin ο 2 146-63217 ul 1 
1456-58805-157 2 146-63217- 3 M1 1 
146-62ζ01 258 146-63217- 5 μα 1 
146-63011 146-63217- 7 Ml 1 
146-63011-1C1 12 = 14 146-63218 M1 1 
13 146-63218- 3 Μι 1 

146-63121-101 298 146-63218- 5 M1 1 
146-6310]1- 2€ 184-631 146-63219 Mi 1 
146-63101- 30 184-631 146-63219- 3 ML 1 
146-63102- 2 298 1 146-63219- 5 μι 1 
146-63122- 21 298 1 146-63219- 7 M1 1 
146-63105 288 = 87 1 146-63220 Ml i 
146-63107- 3 298 1 146-63220- 3 μι 1 
146-623107- 5 298 1 146-63223- 1 Ml 1 
146-63108- 3 208 - 21 2 146-63223- 2 μι 1 
146-63108- 5 298 - 32 2 146-63223- 3 M1 1 
146-63109 298 - 36 1 146-63223- 4 Ml 1 
RO4NA 146-63110 298 1 146-63223= 5 Ml 1 
146-63110- 3 1 146-63223- 6 Ml 1 
146-63110- ὁ 1 146-63225 P1 1 
146-63110- 5 1 14546-63227 Ml l 
146-63110- 7 1 146-63227- 3 Ml 1 
14546-62112 1 146-63227- 5 M1 1 
οκ ME 2 146-63228 Ml 1 
146-63113 2 146-63228- 3 Ml 1 
146-63114 1 146-63231 M1 1 
RO4NA 146-62116. 1 146~63236- 3 P1 2 
146-63116- 3 1 146-63236- 5 P1 71 
146-63116- 4 1 146-63236- 7 1 
146-63116- 5 1 146-63237- 3° 1 
146-63117 1 146-63237- 5 1 
146-63119 1 146-63237- 7 1 
146-63120 1 146-63237- 9 1 
146-63121 1 146-63238 , 1 
146-63122 1 146-63238- 3 1 
146-62123 1 146-63238- 5 1 
146-63125 2 R82NA 146-63239 2 
146-63126 1 R82NA 146-63240- 1 1 
146-63128 3 R82NA 146-63240- 2 1 
146-63129 2 R82NA 146-63241 2 
146-63133 1 146-63242 2 
146-63135 1 146-63242- 2 
146-63136 1 ΒΒΖΝΑ 146-63244- 1 
146-63137 1 R82NA 146-63244- 1 
146-63145 2 146-63244- 2 
146-63146 1 R82NA 146-63244- 1 
146-63147 1 R82NA 146-63244- 1 
146-63147- 10 1 R82NA 146-63244- 2 
146-63150 2 146-63244- 1 
146-63154- 4 1 146-63244- 1 
146-63155- 3 1 R82NA 146-63244- 1 
146-63155- 4 1 3 146-63244- REF 
146-63158- 5 1 R82NA 146-63244- 1 
146-63158- 6 1 146-63244= 1 
146-63160- 5 1 146-63244- 1 
146-63160= 6 1 146-63245 2 
146-63164 2 146-63246- 1 
146-63165- 1 1 146-63246- 1 
146-63165- 2 1 146-63247- 2 
146-63201 1 146-63247- 2 
R82NA 146-63202 2 146-63248 2 
146-63203 1 146-63249 2 
146-63204 1 146-63250 1 
146-63205 B 146-63251 1 
146-63205- 3 2 146-63251-101 1 
14546-63207 1 146-63252 1 
146-63208 1 146-63253 1 
146-63208 1 146-63253- 3 2 
146-63211 1 146-63253- 5 1 
146-63211- 3 1 146-63253- 7 1 
146-63211- 5 1 146-63253- 9 1 
146-63212- 1 1 146-63253= 11 1 
146-63212- ο 1 146-63254 1 
146-63212- 3 1 146-63254- 2 
146-63212- £ 1 146-63255 1 







































Revised 15 August 1955 











STOCK NUMBER 





CLASS CODE 










146-63256- 1 
146-63256- 2 
146-63257 
146-63258 
146-63258- 
146-63258- 
146-63258- 
146-63258- 
146-63259 
146-63260 
146-63261 
146-63262 
146-63262- 3 
146-63263. 
146-63264 
14546-63265 
146-63266 
146-63267 
146-63267- 3 
146-63267- 5 
146-63268 
146-63301-100 
146-63301-200 





Jun y 







146-63304 

146-63304- 3 
146-63304- 5 
146-63304- 7 
146-63304- 9 
146-63304- 11 
146-63304- 13 
146-63304- 15 
146-63304- 17 
146-63304- 19 
146-63304- 21 
146-63304- 22 
146-63304- 25 
146-63304- 27 
146-63304- 29 
146-63304- 30 
146-63304- 31 
146-63304- 33 
146-63304- 35 
146-63304- 37 
146-63304- 38 
146-63304- 39 
146-63304- 40 
146-63304- 41 
146-63304- 43 
146-63304- 4 
146-63304- 47 
146-63304- 49 
146-63304- 51 
146-63304- 53 
146-63304- 54 
146-63304- 55 
146-63304- 56 
146-623304- 57 
146-63304- 59 
146-63304- 61 
146-63304- 63 
146-63304- 64 
146-63304- 65 
146-63304- 67 
146-623304- 68 
146-63304- 69 
146-63304- 71 
146-562304- 73 
146-63304- 75 
146-632304- 77 
146-63304- 79 
146-63304- 81 
146-63304- 83 
146-63304- 85 
146-633094- 87 
146-63304- 89 
146-63304- 91 
146-63304- 93 
146-63304- 95 
146-63304- 96 
146-63305- 97 
146-63304- 98 
146-63304- 99 
.146-63304-101 
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146-63304=105 
146-63304-106 
146-63304-107 
146-63304-109 
146-63304-111 
146-63304-112 
146-63304-115 
146-63304-116 
146-63304-117 
146-63304-118 
146-63304-119 
146-63304-120 
146-63304-121 
146-63304-123 
146-63304-124 
146-63304-125 
146-63304-126 
146-63304=127 
146-63304-129 
146-63304-131 
146-63304-132 
146-63304-133 
146-63304-134 
146-63267- 2 
146-63304-135 
146-63304-137 
146-63304-139 
146-63304-141 
146-63304-142 
146-63304-143 
146-63304-145 
146-63304=147 
146-63304-149 
146-63304-150 
146-63304-151 
146-63304=152 
146-63304-152 
146-63304-155 
146-63304-156 
146-63304-157 
146-63304-158 
146-63304-159 
146-63304=160 
146-63304-161 
146-63304-163 
146-63304-165 
146-63304-167 
146-63304-169 
146-63304-171 
146-63304-173 
146-63304=175 
146-63304-177 
146-63304=179 
146-63304-181 
146-63304-183 
146-63304-184 
146-63304-185 
146-63304=187 
146-63304-189 
146-63304-191 
146-63304-193 
146-63304-195 
146-63304-197 
146-63304-199 
146-63304-201 
146-63304-203 
146-63304-205 
146-63304-207 
146-63304-209 
146-63304-211 
146-63304-212 
146-63304-215 
146-63304-217 
146-63304-218 
146-63304-220 
146-63304-222 
146-63304-224 
14663304225 
146-63304-226 
146-63304-227 
146-63304=228 
146-63304-229 
146-63304-=230 
146-63304-231 
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25 


14663327- 
14663327- 
146-63327- 
146-63327- 
146-63330- 
146-63330- 
146-63330- 
146-63330- 
146-63330- 
146-63330- 
146-63330- 
146-63330- 
146-63330- 
146-63330- 19 
146-63330- 20 
146-63330- 21 
146-63330- 23 
146-63330- 25 
146-63330- 27 
146-63330- 29 


STOCK NUMBER 
CLASS CODE PART NUMBER 


146-63304-233 
146-63304-235 
146-623304-236 
146-63304-237 
146-63304-239 
146-63305- 
146-63305- 
146-63305- 
146-63305- 
146-63305- 
146-63305- 
146-63305- 10 
146-63305- 11 
146-63305- 12 
146-63305- 13 
146-63305- 
146-63305- 
146-63305- 
146-63305- 
146-63305- 
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eub od 146-63330-100 146-632Ρ0-2 
Š E E rudibus. 
bre: m 146-63330-200 des i 
146-63307- 146-63331- 3 294 - 24 
146-63307- 146-63331- ὁ 295 - 21 
146763308 146-63331- 5 295 - 22 
146-63308- 146-62331- 6 294 - 35 


146-63308- 292 
146-63308- 
146-63308- 
146-63308- 

RO4NA 146-63309 
146-63310- 
146-63311- 
146-63312 
146-55313- 
145-63313- 
145-63314- 
146-63314- 
146-63315- 
146-63315- 


146-63333 
146-63333- 3 
146-63333- 5 
146-63334 
146-63334- 3 
146-63334- 5 
146-63336 
146-63336- 
146-62326- 
146-63336- 
146-63337 
146-63338 
146-63330- 
146-63339- 
146-63339- 
146-63339- 
146-63339- 
146-63329- 
146-63339- 
146-63339- 1 
146-63340- 
146-63340- 
146-63340- 
146-63340- 
146-63340- 11 
146-63340- 12 
146-63340- 15 
146-63340- 17 
146-63340- 19 
146-63340- 20 
146-63340- 21 
146-63340- 22 
146-63340- 25 
146-63340- 27 
146-63340- 29 
146-63340-200 
146-63341 
146-63342 
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146-63316- 
146-63316- 
146-63318 
146-63319- 
146-63320- 
146-63321 
146-63322 


ww Pw fw fw WW 


WwW 


NOPE 
σ 


146-63323- 
146-63223- 
146-63325 

146-63326- 
146-62326- 
145-63326- 
146-63326- 
146-63326- 
146-63326- 
146-63326- 
146-63326- 
146~63326= 
146-63326- 
146-63326- 
146-63326- 
146-63326- 
146-62326- 
146-63326- 
146-63326- 
146-63326- 
146~63327- 
146-63327-- 
146-63327- 
146-63327- 
146-63327- 
146-63327- 
146-63327- 
146-63327- 
146-63327- 
146-63327- 
146-63327- 
146-63327- 
146-63327- 
146-63327- 
146-63327- 
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146-63342- 
146-63342- 5 
146-63343 

146-63344- 2 
146-63344- 5 
146763345 

146-63347- 3 





NN Pr rn 









N 


14663347- 






146-63347- 7 


N 











146-63347- 
146-63347- 11 
146-63347- 13 
146-63347- 15 
146-63347- 17 
146-63347- 19 


Nr 
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STOCK NUMBER 


PART NUMBER 


146-63347- 21 
146-63347- 22 
146-63247- 23 
145-63347= 25 
146-63347- 27 
146-63347-101 
146-63347-102 
146-63347-201 


146-63363- 
146-63364- 


146-63364- 
146-63364- 
146-63365- 
146-63347-202 146-63365- 
146-63348- 
146-63348= 
146-63349- 
146-63349- 
146-63349- 
146-63349- 
146-6335C 


146-63365- 
146-63365- 


146-63365- 
146-63365- 
146-63365- 
146-63365- 
146-65366- 


146-63351- 146-63366- 


146-63366- 


146-63352 κ. 


146-63368 
146-63369 


146-63353 146-63370 


24-220 146-63371 


146-63372 
146-63372- 
146-63372- 
146-63373 
146-63373- 
146-63374 
146~63375 
146-63377- 


146-63354- À 2A-230 


N 


146-65355 


146-62226- 
146-63256- 
146-63256- 
146-63356- 
146-63356- 
146-62356- 
146-63356= 
146-632357 

146-63357- 
146-633538 

146-65358- 
14$-63358- 
146-63358- 
146-63350- 
146-63358- 
146-63358- 
146-63358- 
146-63358- 
146-63358- 
14$-52359 

146-63359- 
146-633569- 
146-6323359- 
146-63359- 
146-63359- 
146-6336C 

146-63360- 
146-63360- 
146-£3360- 
146-632360- 
146-63361 


146-63377- 


146-63378 


146-63378- 
146-63378- 
146-63379 

146-63380 

146-63381- 
146-63381- 
146-63381- 
146-63381- 
146-63382- 


NPRPRP PREPS 


146-63382- 
146-63383 
146-63384 
146-63385 
146-63402 


[ENT EUER 
NO memes 


146763405 
146-63404 


Nu ο 
np 


146-63404- 
146-63404- 
146-63406 


4 NI eO ΝΟ ΝΟ πὲ [πλ I ID IB IP NEP IS EPP IR I ER ο AA κ; 


NNN 


146-63361- 
146-63361- 
146-63361- 
146-63362 

146-63363- 


146-63407- 

146-63407- 

146-63408 
R82NA 146-63409 
R82NA 146-63410 
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146-63414 160-634} 4- R16NA 146-71051 1| 64 - 1 1 2A- 
146-63416 R16NA 146-71052 P1 18 1 
146-63417 146-71053 P 1 
146- 624159 146-71054 : 1 
146-63419- 3 146-71055 1 
146-63420 1456-71056 1 
146-63421 146-71051 1 
146~63423 146-73304 1 
146-63425 4 146~73307 1 
146-63425- 3 4 146-73306= 21 1 
146-63425- 7 4 146-73308- 22 1 
146-63425- 9 4 146-73308- 31 1 
146-62427 4 146-73308- 32 1 
R62NA 146-63428 4 146-73308- 49 1 
146-63428- 3 4 146-73308- 50 1 
146-63429 8 146-73308- 51 2! 
146-62421 2 146-73308- 52 4 
146-63432 2 146-73308- 53 1 
146-63422- 3 2 146=73308= 54 1 
146-63433 2 146-73308- 55 1 
146-63434 99 - 2 146-73306- 56 1 
146-63435 9- 4 146-73308- 57 1 
146-63436 99 - 2 146-73308- 58 1 
146-623437 103 - 4 146-73308- 59 1 
146-5243¢ - 2 146-72308- 60 1 
146-63439- 3 2 146-73308- 61 1 
14546-63440 - 2 146-73308- 62 1 
146-63441 104 - 4 146-73308- 67 1 
146-63442 104 - 2 146-73308- 68 1 
146-63443 104 - 2 146-73308- 69 1 
146-63447 103 - 2 146-73308- 70 1 
146-62446 103 - 8 146-73308- 71 1 
146-63449 103 - 4 146-73308- 72 1 
146-634557 347 = 1 146-73308- 73 1 
146-63455- 1 105 - 2 146-73308- 74 1 
146-63455- 2 - 2 146-73308- 75 1 
146-63455- 3 2 146-73308- 76 1 
146-62455- 4 2 146-73308- 79 1 
146-62456 > 105 - 13 4 146-73308- 80 1 
146-63456- 3 4 R82NA 146-73309 1 
146-63460 105- 1 4 146-73311 3 
146-62460- 3 105 = 2 4 146-73311- 3 3 
146-62460- 4 105 - 6 4 146-73312 - 1 
146-63460- 5 105 = 4 4 146-73313 3 
146-63461 105- 5 8 146-73551 6 
146-62462 105- 3 8 146-73551= 5 6 
146-63463 - 24 4 146-73551- 6 6 
146-63463- 3 8 146-73553 8 
146-63463- 5 4 
146-63464 2 146-73554- 1 
146-63464- 3 2 146-73554- 2 
146-63464- 5 2 146-73554=- 3 
146-63464= 7 2 146-73554- 4 
146-63465 2 146-72555 
146-63465- 3 2 146-73561-105 
146-63465- 5 2 146-73561-109 
146763466 8 R82NA 146-73561-111 








146-73562-105 
146-73562-109 











146-63467 






































146-62468 R82NA 146-73562-112 
146-63469 RB2NA 146-73563-101 
146-63474 ΒΒΖΝΑ 146-73563-102 
146-62475 146-73563-103 
146-63476 146-73563-106 
146-63477 146-73563-107 
146-63478 146-73563-110 
146-63478= 3 146-73564-101 
146-63481 146-73564-102 
146-63482 146=7 3564-103 
146-63482- 146-73564-104 






146-62482- 


3 

5 146-73564-105 
1δ6-65482- - 7 

1 

3 


146-73564-106 
146-74033 
146-74034 







146-63482- 1 
146-63482- 1 







2A-3 


AI RP A s PRR eRe Pe RON ERROR I M ps 







































PRP RP PR REPRE TN ΜΑ ΜΟΡΙΟ ΟΦ SS 


146-63423 146-74034- 3 2A-3 
146-71008 RE 146-74034-101 2A-3 
146-71036 146-74037 184-741L9- 
146-71236- 3 146-74037- 3 1| 2A-231 
146-71036- 4 146-74037- 5 i| 24-231 
146-71036- 5 146-74038 1 
146-71036- 7 146-74038- 3 1 
146-71036- 11 146-74038- 5 1 
146-71039 146-74044= 3 1 
146-71050 146-74044= 5 1 
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πας -74044- 7 1 ΒΒΖΝΑ 153-52604 
146-74044- 9 1 
146-74044- 11 1 
146-74044- 13 I 
R82NAÀ 146-74044- 20 1 153-52604- 
146-74060 1 R82NA 153-52608 
146-74060- 3 1 
ΒΒΟΗΑ 146-74261 1 
146-74062 1 193-52606- 3 8 
146-74063 1 153=52608= 5 8 
147-12317 1 153-52608- 7 8 
147-22070- 3 106 153-54264= 3 1 
147-22665 2 153-63545 4 
RB2NA 147-31641 404 153-63545- 3 4 
153-63546 4 
147-47057 . 1 153-63599 2 
147-47063- 3 2 153-63599- 3 2 
147-47121 1 153-63599- 5 2 
147-53008 4 153-73106- 3 4 
147-54202= 5 1 R82NA 153-73169 5 
147-54203- 5 1 154-54055- 5 1 
147-542908 2 196-10015- 1 REF 
147-54209 1 156-10015- 3 3 
147-54210 1 156-10015= 5 2 
147-54211 1 156-10015- 7 4 
147-54212 3 156-10015- 9 4 
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156-10015- 21 
156-10015- 31 
156-10015- 41 
156-11001- 71 
156-11001-200 
156-11004 

156-11004- 
156-11004- 
156-11004- 
156-11004- 
156-11004- 
156-11004- 19 
156-11004- 20 
126-11004- 23 
156-11004- 25 
156-11004- 27 
156-11004- 29 
156-11004- 33 
156-11004- 34 
156-11004- 37 
156-11004- 38 
156-11004- 39 
156-11004- 43 
156-11004- 45 
156-11004- 47 
156-11004- 49 
156-11004- 53 
156-11004- 55 
156-11004- 57 
156-11004- 58 
156-11004- 59 
156-11004- 60 
156-11004- 63 
156-11004- 65 
156-11004- 67 
156-11004- 69 
156-11004- 73 
156-11004- 75 
156-11004- 77 
156-11004- 79 
156-11004- 83 
156-11004- 85 
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147754213 
147-54214 
147-54215 
147-54219 
147-54220- 3 
147-54221 
147-54222 
147-54367 
147-54679 
147-58215 
147-58216- 
147-58216- 
147-58216- 
147-58383 
147-58383- 
147-63291 
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146-63340-200 
147-71238 






















149-48305 
149-52016- 3 
149-52042 
149-52042= 5 
149-52047 
149-71287 
149-71289 
151-31831 
151-31844- 5 
151-31844- 11 
151-31846- 3 
151-33619 
151-48322 
151-48323 
151-48325 
151-48326 
151-48328 
151-54350 











R82NA 
R16N 
R16NA 
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15154426 1 E6- š 
151-54426- 3 1 126-11004- 87 
R83NA 151-58010- 5 1 156-11004- 89 
151-58313 1 156-11C04- 90 
151-58314 1 156-11004- 93 
R82NA 151-58344- 11 18 156-11004- 95 
R83NA 151-58344- 13 18 156-11004- 96 
152-31809- 5 8 156-11004- 97 
R82NA 152-31809- 7 8 156-11004- 99 
153-48710 1 156-11C04-100 
R82NA 153-48710- 3 1 156-11004-103 
153-487150- 9 60 156-11004-105 
153-487150- 17 2 156-11004-106 
153-487150- 21 26 156-11004-107 
153-487150- 29 147 156-11004-109 
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156-11004-115 
156-11004-117 
156-11004-119 
156-11004-123 
156-11004-124 
156-11004-125 
156-11004-127 
156-11004-129 
156-11004-133 
156-11004-135 
156-11004-139 
156-11004-140 
156-11004-143 
156-11004-145 
156-11004-146 
156-11004-147 
156-11004-148 
156-11004-149 
156-11004-150 
156-11004-153 
156-11004-154 
156-11004-159 
156-11C04-163 
-156-11004-165 
156-11004-166 
156-11004-169 
156-11004-170 
156-11C04-173 
156-11004-175 
156-11004-176 
156-11004-177 
156-11004-178 
156-11004-183 
156-11064-209 
156-11007 
156-11008 
156-11009 
156-11010 
156-11011 
156-11012 
156-11013- 1 
156-11013- 2 
156-11013- 3 
156-11013- 4 
9 
10 






156-11013- 

156-11013- 

156-11013- 31 
156-11013- 32 
156-11013- 33 
156-11013- 34 
156-11013- 35 
156-11013- 37 
156-11013- 38 
156-11014- 3 
156-11014- 5 
156-11014- 7 
156-11014- 9 
156-11014- 11 
156-11014- 13 
156-11014- 17 
156-11014- 21 
156-11014- 23 
156-11014- 25 
156-11014- 27 
156-11014- 29 
156-11014- 31 
156-11014- 32 
156-11014- 33 
156-11014- 35 
156-11014- 37 
156-11014- 41 
156-11014- 42 
156-11C14- 51 
156-11014- 52 
156-11014- 71 
i56-11Ci4- 91 
156-11014-101 
156-11014-111 
156-11014-112 
156-11014-121 
156-11014-122 
156-11014-131 
156-11014-141 
156-11014-151 
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STOCK NUMBER 





CLASS CODE 


PART NUMBER 





156-11027- 
156-11027- 2 
156-11027- 3 
156-11027-4 4 
156-11027- 5 
6 
7 
ε 








156-11027- 
156-11027- 
156-11027- 
156-11027- 9 
156-11027- 11 
156-11027- 12 
156-11027- 13 
156-11027- 14 
156-11027- 15 
156-11027- 17 
156-11027- 19 
156-11027- 21 
156-11027- 22 
156-11027- 23 
156-11027- 24 
156-11027- 25 
156-11027- 26 
156-11027- 29 
156-11027- 30 
156-11027- 31 
156-11027- 32 
156-11027- 33 
156-11027- 34 
156-11027 35 
156-11027- 37 
156-11027- 39 
156-11027- 41 
156-11027- 47 
156-11027- 49 
156-11027- 53 
156-11027- 55 
156-11027- 56 
156-11027- 57 
156-11027- 58 
126-11027- 59 
156-11037- 3 
156-11037- 4 
156-11037- 5 
156-11027- 6 
156-11037- 7 
156-11037- 8 
156-11037- 9 
156-11037- 11 
156-11037- 13 
156-11037- 15 
156-11037- 17 
156-11037- 19 
156711037- 21 
156-11037- 23 
156-11037- 25 
156-11037- 27 
156-11037- 29 
156-11037- 31 
156-11037-101 
156-11037-102 
156-11077- 1 
156-11077- 2 
156-11077- 3 
156-11077- 5 
156-11077- 7 
156-11077- Y 
156-11077- 10 
156-11077- 13 
156-11077- 15 
156-11077- 17 
156-11077- 19 
156-11077- 23 
156-11077- 24 
156-11077- 27 
156-11077- 29 
156-11087- 3 
156-11087- 
156-11087- 5 
156-11087- 6 
156-11088- 1 
126-11068- 2 
156-11089 
156-11089- 1 
156-11089- 2 
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FIGURE ασ FIGURE TOTAL| MICROFILM 
AND INDEX AND INDEX | QTY. | NUMBER 







CET NUMBER 
PART NUMBER 


πο 83 
156-11102- 84 
156-11102- 85 
156-11102- 87 
156-11102- 93 
156-11102- 95 
156-11102- 97 
156-11102- 98 
156-11102- 99 
156-11102-101 
156-11102-102 
156-11102-103 
156-11102-104 
156-11102-106 
156-11102-109 
156-11102-113 
156-11102-114 
156-11102-115 
156-11102-116 
156-11102-117 
156-11102-118 
156-11102-11€ 
156-11102-120 
156-11102-123 
156-11102-124 
156-11102-127 
156-11102-129 
156-11102-135 
156-11102-137 
156-11102-138 
156-11102-139 
156-11102-143 
156-11102-147 
156-11102-149 
156-11102-150 
156-11102-159 
156-11102-16} 
156-11102-162 
156-11102-163 
156-11102-165 
156-11102-167 
156-11102-211 
156-11102-300 
156-11102-403 
156-11102-404 
156-11102-405 
156-11102-406 
156-11102-409 
156-11102-410 
156-11102-477 
156-11102-478 
156-11105- 
156-11105- 
156-11110- 
156-11110- 
156-11110- 
156-11110- 
156-11110- 
156-11110- 
156-11110- 
156-11110- 
156-11110- 
156-11110- 
156-11110- 
156-11110- 
156-11110- 
156-11110- 
156-11110- 
156-11110- 23 
156-11110- 24 
156-11110- 25 
156-11110- 26 
156-11110- 29 
156-11110- 33 
156-11110- 34 
156-11110- 35 
156-11110- 36 
156-11110- 37 
156-11110- 38 
156-11110-101 
156-11110-102 
156-11111- 1 
156-11111- 2 
156-11111- 3 


EXE NUMBER 


[PARTNUMBER | [PARTNUMBER | 


m -11089- 4 
156-11089- 5 
156-11089- 6 
156-11089- 11 
156-11089- 12 
156-11089- 39 
156-11089- 40 
156-110E9- 49 
156-11089- 50 
156-11089- 57 
156-110389- 71 
156-11689- 72 
156-11091- 1 
156-11091- 2 
156-11096- 1 
156-11096- 2 
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4 
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156-11096- 
156-110¢6= 
156-11097 
156-11098 
156-11098- 3 
156-110598- 5 
156-110GE- 7 
156-11098- 9 
156-110€8- 11 
13 
23 
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156-11C98- 
156-110¢8— 
156-11098- 31 
156-11102- 5 
156-11102- 6 
156-11102- 7 
8 
9 


OPP iD ID d A A I 1» 1-55 1» 1} 23 11 IP PEPE 12 15} 15} ED 13 IS CO. IN) E rrr 






























































156-11192- 
156-11102- 
156-11102- 10 
156-11102- 13 
156-11102- 14 
156-11102- 15 
1£6-11102- 17 
156-11102- 19 
156-11102- 23 
156-11102- 25 
156-11102- 26 
156-11102- 27 
156-11102- 29 
156-11102- 33 
156-11102- 34 
156-11102- 35 
1£6-11102- 36 
156-11102- 37 
156-11102- 38 
156-11102- 39 
156-11102- 40 
156-11102- 43 
156-11102- 44 
156-11102- 45 
156-11102- 46 
156-11102- 47 
156-11102- 48 
156-11102- 49 
156-11102- 5C 
156-11102- 53 
156-11102- 54 
156-11102- 55 
156-11102- 56 
156-11102- 57 
156-11102- 58 
156-11102- 59 
156-11102- 60 
156-11102- 63 
156-11102- 64 
156-11102- 65 
156-11102- 66 
156-11102- 67 
156-11152- 68 
156-11102- 69 
156-11102- 70 
156-11102- 73 
156-11102- 74 
156-11192- 75 
156-11102- 76 
156-11102- 77 
156-11102- 78 
156-11102- 79 
156-11102- 












R82NA 
R82NA 





πο PS ES S S eS ES. I2. IS CT] (X. IND IO. PO IS E I EDS ES. IND. IS 


DAI 
mm 
m" 






NPR rm mimm 
OOJDOUPFwWOODO JUN OW 


- 
BRP ο 17 15} POR RP 15» 151 15} λα HR PP Ph eb IS 





gà qa PEEP Κλ μὲ Reb Red ου ο ee ee ee ee Pe ee eee NN P P P POP IU Br 








Revised 15 August 1955 ς 879 





Section ΙΙΙ 
Numerical Index of 
Contractor Parts 














STOCK NUMBER 
PART NUMBER 


156-11111- 
156-11111- 
156-11111- 8 
156-11111- 9 
156-11111- 10 
156-11111- 11 
156-11111- 12 
156-11111- 13 
156-11111- 15 
156-11111- 16 
156-11111- 17 
156-11111- 18 
156-11111- 29 








CLASS CODE 









156-11111- 41 
156-11111- 42 
156-11116 

156-11116- 
156-11129- 
156-11129- 
156-11129- 
156=11129= 
156-11126- 
156-11129- 
156-11125- 
156-11129- 
156-11135- 
156-11135- 
156-11135- 
156-111235- 
156-11135- 
156-11135- 
156-11135- 
156-11135- 
156-11135- 
156-11125- 1 
156-11135- 1 
156-11135- 15 
156-11135- 17 
156-11135- 19 
156-11135- 23 
156-11135- 24 
156-11135- 25 
156-11135- 26 
156-11135- 27 
156-11135- 29 
156-11125- 30 
156-11135- 31 
1956=11135- 33 
156-11135- 24 
156-11135- 
156-11135- 
156-11143- 
156-11143- 
156-11143- 
156-11143- 
156-11143- 
156-11143- 
156-11143- 
156-11143- 
156-11146- 
156-11146- 
156-11146- 
156-11146- 
156-11146- 
156-11146- 
156-11146- 
156-11146- 
156-11146- 
156-11146- 
156-11151- 
156-11151- 
156-11152- 
156-11152- 
156-11152= 
156-11153- 
156-11154- 
156-11154- 
156-11155 

156-11156- 
156-11156- 
156-11157= 
15611157- 
15611157- 
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156-111117 30 


AN 01-60AAB-4 


STOCK NUMBER 





CLASS CODE 








156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
| 156-11157= 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157= 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
156-11157- 
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156-11168- 
156-11168- 
156-11168- 
156-11168- 
156-11168- 
156-11168- 
156-11168- 
155-11168- 
156-11169- 
156-11169- 
156-11172- 
156-11172- 
156-11172- 









15» 1154 Ν Ν PH HR 15} 151 151 15} [54 [53 a E [1 an à κο 
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49 
51 
53 
55 
57 
59 
61 
63 
65 
67 
69 


71^ 


73 
75 
77 
79 
81 
83 
85 
87 
89 
91 
93 
95 
97 
99 


156-11157-101 
156-11157-103 
156-11157-105 
156-11157-106 
156-11157-107 
156-11157-109 
156-11157-110 
156-11157-201 
156-11157-202 
156-11157-205 
126-11157-206 
156-11157-208 
156-11157-209 
156-11157-210 
156-11157-211 
156-11157-212 
156-11157-213 
156-11157-215 
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4 
5 
6 
7 
8 
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13 
3 

4 
1 
2 
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FIGURE STOCK NUMBER 
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| CLASS CODE | PART NUMBER 
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156-11172- 4 A 156-11219- 1 

156-11172- 5 : 156-11219- 2 

156-11172- 6 i 156-11219- 3 

156-11172- 7 156-11219- 4 

156-11172- 8 . 156-11219- 5 

156-11172- 11 156-11219- 6 

156-11172- 12 156-11219- 11 

156-11172- 13 M 156-11219- 12 

156-11172- 14 : 156-11219- 13 

156-11172- 23 4 156-11219- 14 

156-11172- 24 d 156-11219- 21 

156-11172- 25 156-11219- 22 

156-11172- 26 156-11219- 23 

156-11172- 27 4. 156-11219- 24 

156-11172- 28 ! 156-11219- 25 

156-11172- 29 156-11219- 26 

156-11172- 30 4 156-11220- 1 

156-11172- 31 156-11220- 2 

156-11172- 32 156-11220- 3 1 
156-11172- 41 156-11220- 4 1 
156-11172- 42 y 156-11220- 5 1 
156-11188- 1 i 156-11220- 6 1 
156-11188- 2 F 156-11220- 7 1 
156-11188- 3 ; 156-11220- 8 1 
156-11188- 4 y 156-11220- 9 1 
156-11188- 5 4 156-11220- 10 1 
156-11188- 6 ν 156-11220- 13 1 
156-11188- 7 : 156-11220- 14 1 
156-11188- 8 156-11220- 15 2 
156-11188- 9 156-11220- 17 1 
156-11188- 10 156-11220- 18 1 
156-11188- 11 156-11224- 1 REF 
156-11188- 12 à 156-11224- 2 REF 
156-11188- 13 1 156-11224- 3 1 
156-11188- 14 - 1 156-11224- 4 1 
156-11188- 15 1 156-11224- 5 1 
156-11188- 16 M 1 156-11224- 6 1 
156-11188- 17 1 156-11224- 7 1 
156-11188- 18 ή 1 156-11224- 8 1 
156-11188- 19 ν . 1 156-11224- 15 1 
156-11188- 20 1 156-11224- 16 1 
156-11188- 23. 1 156-11224- 17 1 
156-11188- 24 1 156-11224- 18 1 
156-11188- 31 1 156-11224- 19 1 
156-11188- 32 1 156-11224- 20 1 
156-11188- 41 ν 1 156-11224- 23 1 
156-11188- 42 X 1 156-11224- 24 1 
156-11213- 1 12 - 20 1 156-11224- 25 1 
156-11213- 2 12 1 156-11224- 26 1 
156-11213- 3 2 156-11224- 27 1 
156-11213- 5 ν 2 156-11224- 28 1 
156-11214- 1 REF 156-11224- 29 1 
156-11214- 2 REF 156-11224- 30 1 
156-11214- 3 4 1 156-11224- 33 1 
156-11214- 4 ; 1 156-11224- 34 1 
156-11214- 5 D 1 156-11224- 35 6 
156-11214- 6 M 1 156-11224- 37 24 
156-11214- 7 M 1 156-11224- 39 2 
156-112214- 8 1 1966-11 224- 43 2 
156-11214- 11 EF 156-11224- 45 4 
156-11214- 12 EF 156-11224- 47 18 
156-11214- 13 1 156-11224- 49 6 
156-11214- 14 1 156-11224- 53 1 
156-11214- 23 i 1 156-11224- 54 1 
156-11214- 2 M 1 156-11224- 55 1 
156-11214- 25 i 1 156-11224- 56 1 
156-11214- 26 1 156-11224- 57 2 
156-11214- 27 1 156-11224- 59 1 
156-11214- 28 1 156-11224- 60 1 
156-11214- 29 1 156-11224- 63 1 
156-11214- 30 1 155-11224- 64 1 
156-11214- 31 1 156-11224- 65 1 
156-11214- 22 1 156-11224- 66 1 
156-11214- 41 1 156-11224- 67 1 
156-11214- 42 1 156-11224- 68 1 
156-11215 2 156-11224- 69 1 
156-11216 2 156-11224- 70 1 
156-11217 2 156-11224- 73 1 
156-11218- 3 6 156-11224- 74 1 
156-11218- 5 2 156-11224- 75 8 
156-11218- 7 4 156-11224- 77 1 
156-11218- 9 4 156-11224- 78 1 
156-11218- 11 4 156-11224- 79 1 
156-11218- 13 1 156-11224- 80 i| 
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156-11224- 83 D 1 156-11331- 5 

156-11224- 84 D 1 156-11331- 7 

156-11224- 85 1 156-11331- 9 

156-11224- 86 1 156-11331-100 

156-11224- 87 2 156-11331-117 

156-11224- E9 2 156-11331-200 REF 
156-11224- 91 2 156-11332 REF 
156-11224- 95 4 156-11332- 3 1 
156-11224- 97 4 156-11332- 5 1 
156-11224-103 2 156-11332- 7 1 
156-11224-105 2 156-11332- 8 1 
156-11224-107 2 156-11232- 9 i 
156-11224-109 2 156-11332- 10 1 
156-11224-113 2 156-11332- 11 1 
156-11224-115 2 156-11332- 1 1 
156-11235- 1 REF 156-11332- 14 1 
156-11235- ο REF 156-11232- 17 1 
156-11235- 3 1 156-11332- 19 1 
156-11235- 4 1 156-11332- 2 1 
156-11235= 5 1 156-11332- 22 1 
156-11235- 6 1 156-11332- 23 2 
156-11235- 7 1 156-11332- 25 3 
156-11235- 8 1 156-11332- 27 1 
156-11235-"11 REF 156-11332- 29 2 
156-11235- 12 REF 156-11332- 31 1 
156-11235- 15 1 156-11332- 33 2 
156-11235- 1 1 156-11332- 3 2 
156-11235- 17 1 156-11332- 37 2 
156-11235- 18 1 156-11332- 3 2 
156-11235- 19 1 156-11332- 43 2 
156-11235- 20 1 156-11332- 45 1 
156-11235- 23 1 156-11332- 47 2 
156-11235- 24 1 156-11332- 49 1 
156-11235- 25 1 156-11322- 53 2 
156-11235- 26 1 156-11322- 55 2 
156-11235- 31 1 156-11232- 57 4 
156-11235- 32 1 156-11332- 59 1 
156-11235- 41 1 156-11332- 63 2 
156-11235- 42 1 156-11332- 65 4 
156-11266- 1 REF 156-11332- 69 2 
156-11266- 2 REF 156-11332- 73 2 
156-11266- 3 1 156-11332- 75 2 
156-11266- 4 1 156-11332- 77 2 
156-11266- 5 1 156-11322- 79 1 
156-11266- 6 1 156-11332- 80 1 
156-11266- 7 1 156-11332- 31 1 
156-11266- 8 1 156-11332- 82 1 
156-11266- 11 REF 156-11332- 83 3 
156-11266- 12 REF 156-11332- 85 2 
156-11266- 18 r 156-11332- 95 1 
156-11266- 19 1 156-11333 REF 
156-11266- 23 1 156-11333- 3 1 
156-11266- 2 1 156-11333- 5 1 
156-11266- 25 1 156-11333- 7 1 
156-11266- 26 1 156-11333- 9 1 
156-11266- 27 1 156-11333- 11 1 
156-11266- 28 1 156-11333- 13 1 
156-11266- 41 1 156-11333- 15 1 
156-11266- 42 1 156-11333- 17 1 
156-11266- 51 1 156-11333- 19 2 
156-11266- 52 1 156-11333- 2 1 
156-11283- 3 6 156-11334 1 
156-11283- 4 6 156-11335 1 
156-11283- 5 4 156-11336 1 
156-11283- 6 4 156-11337 1 
156-11283- 7 6 156-11338 1 
156-11283- 8 6 156-112339 1 
156-11283- 9 16 156-11447- 1 1 
156-11283- 1C 16 156-11447- 2 1 
156-11330- 3 1 156-11448- 1 1 
156-11330- 5 1 156-11448- 2 1 
156-11330- 7 2 156-12102- 2 REF 
156-11330- 9 1 156-12102- 3 1 
156-11330- 13 3 156-12102- 4 1 
156-11330- 15 2 156-12102- 5 1 
156-11330- 17 2 156-12102- 6 1 
156-11330- 19 1 156-12102- 7 1 
156-11330- 23 2 156-12102- 8 1 
156-11330- 25 1 156-12102- 9 1 
156-11330- 27 1 156-12102- 10 1 
156-11330- 29 1 156-12102- 11 1 
156-11330-100 REF 156-12102- 12 1 
156-11331 REF 156-12102- 13 1 
156-11331- 3 1 156-12102- 14 1 
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156-12102- 15 1 156-12419- 41 2 
156-12102- 16 1 156-12419- 43 1 
156-12102- 17 2 156-12419- 44 1 
156-121022- 19 1 156-12419- 45 1 
156-12102- 29 1 156-12419- 46 1 
156-12102- 2 1 156-12419- 61 1 
156-12102- 22 1 156-12419- 62 1 
156-12102- 23 1 156-12419- 77 1 
156-12102- 24 1 156-12419- 78 1 
156-12102-.25 1 156-12419- 79 2 
156-12102- 26 1 156-12419- 01 1 
!156-12102- 27 1 156-12419- 03 1 
156-12102- 28 1 156-12419- 84 1 
156-12102- 29 1 156-12419-101 RE 
156-12102- 30 1 156-12419-102 REF 
156-12102= 31 1 156-12419-105 1 
156-12102- 32 1 156-12419-106 1 
156-12102- 33 1 156-12419-121 1 
156-12102- 34 1 156-12419-122 1 
156-12102- 35 1 156-12419-171 M 1 
156-12102- 36 1 156-12419-172 M 1 
156-12102- 37 1 156-12601-101 Α 1 
156-12102- 38 1 156-12601-102 Α 1 
156-12102- 29 1 156-12601-201 Α 1 
156-12102- 490 1 156-12601-202 Α 1 
156-121C2- 41 1 156-15003- 1 * REF 
156-12102- 42 1 156-15003- 2 * REF 
156-12102- 43 1 156-15003- 23 Ηλ 2 
156-12102- 44 1 156-15003- 5 Ml 1 
156-12102- 45 4 156-15003- 6 Ml 1 
156-12102- 47 1 156-15003- 7 M1 1 
156-12102- 48 1 156-15003- 8 M1 1 
156-12102- 49 1 156-15003- 11 * 4 REF 
156-12102- 50 1 156-15003- 12 * 4 REF 
156-12102-105 1 156-15003- 2 Ν 4 REF 
156-12102-201 REF 156-15003- 22 4 REF 
156-121C4- 1 1 156-15014- 3 6 1 
156-12104- 2 1 156-15014- 4 6 1 
156-12104- 3 1 156-15014- 5 6 1 
156-12104- 4 1 156-15014- 6 6 1 
156-12105- 3 2 R82NA 156-15014- 11 6 1 
156-12105- 5 2 RE2NA 156-15014- 12 6 1 
156-121C5- 11 2 156-15043 5 2 
156-12105- 13 2 156-15044 5 2 
156-12352- 3 1 156-15045 5 2 
156-12352- 4 1 156-15046 5 2 
156-12352- 5 1 ΒΕΟΝ 156-15107 7 2 
156-12352- 6 1 156-21308- 1 2 
R82NA 156-12352- 7 1 156-21308- 2 2 
R82NA 156-12352- ὃ 1 156-21319- 3 2 
RE2NA 156-12352- 2 1 156-21319- 4 2 
R82NA 156-12352- 10 1 156221319- 5 1 
156-12419- 2 1 156-21319- 6 1 
156-12419- 4 1 156-21319- 7 2 
156-12419- 7 1 156-21319- 8 2 
156-12419- 8 1 156-22546 2 
156-12419- 9 1 
156-12419- 10 1 156-22603- 9 1 
156-12419- 11 1 156-22603- 10 1 
156-12419- 12 1 156-22603- 11 2 
156-12419- 13 1 156-22603-103' i 
156-12419- 14 1 156-22603-104 1 
156-12419- 15 1 156-22603-105 1 
156-12419- 15 1 156-226035106 1 ` 
156-712419- 17 1 156-22603-107 1 
156-12419- 18 1 156-22603-108 1 
156-12419- 19 1 R82NA 156-22603-201 1 
156-12419- 20 1 R82NA 156-22603-202 1 
156-12419- 21 1 R82NA 156-22603-301 1 
156-12419- 22 1 R82NA 156-22603-202 1 
156-12419- 23 H R82NA 156-22603-402 1 
156-12419- 24 1 156-22606- 1 2 
156-12419- 25 1 
156-12419- 26 1 156-22606- 
156-124 19- 27 1 
156-12419- 28 1 156-22606- 
156-12419- 29 1 156-22606- 
156-12419- 3C 1 156-22606- 
156-12419- 33 1 
156-12419- 34 1 156-22606- 
156-12419- 35 1 
156-12419- 36 1 156-22606- 
156-12419- 39 1 
156-12419- 40 y 156-22606- 
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STOCK NUMBER 








CLASS CODE 


156-22606- 
156-22606- 
156-22526- 
156-22506- 
156-22606- 
156-226C6- 
156-22606- 
156-22606- 
156-22606- 
156-22626- 
156-226096- 
156-22606- 
156-22607- 










156-22607- 







156-22607- 
156-22607- 
156-22607- 
156-22607- 






156-22607- 
156-22607- 


156-22697- 
156-22607- 
156-22607- 
156-22607- 
156-22608- 
156-22606- 
156-22611 

156-22613- 
156-22613- 
156-22614- 
156-22614- 
156-22615- 
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R&2NA 











R82NA 156-22615- 





156-22617- 
156-22617- 
156-22613- 
156-226168- 
15622619- 
156-226192- 
156-22620 

156-22620- 
156-22621- 
156-22621- 
156-22622- 
156-22622- 
156-22623- 
156-22623- 
156-22624- 
156-22624- 
156-22625 





R82NA 






156-22625- 
156-22625- 
156-22626- 
156-22626- 
150=22627= 
156-22627- 
156-2263C- 
156-2263C- 
156-22632- 
156-22630- 
156-22630- 
156-22630- 
156-22631 

156-22631- 
156-22631- 
156-22632 

156-22652- 
156-22625 






REZNA 






156-22623- 
156722655 


156-22€35- 
156-22625- 
156-22635- 
156-22635- 
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ΑΝ ΟΙ-6όΟΑΑΒ-4 


TOTAL |MICROFILM 
ary. | NUMBER | [crass cone] PART NUMBER — | 
156-22636 
156-22636- 3 
156-22636- 5 
156-2263%- 7 
156-22636- 9 
156-22636- 11 
156-22636- 13 
156-22638 
156-22643- 
156-22643- 
156-22644 
156-22644- 
156-22644- 
156-22644- 
156-22644- 
156-22644- 11 
156-22644- 13 
156-22645 
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R82NA 
R82NA 


156-22646 
156-22647 


NN 









N 






R82NA 156722649 
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ΒΒΖΝΑ 156-23306 
156-23306- 3 
156-23306- 13 
156-23309 
156-24475= 3 
156-25009 
156-31026 
156-31026- 
156-31026- 
156-31026- 
156-31026- 
156-31026- 11 
156-31026- 13 
156-31034- 5 
156-31034-101 
156-31037- 
156-31037- 
156-31037- 
156-31037- 
156-31037- 
156-31037- 
156-31037- 
156-31037- 
156-31037- 
156=31037- 
156-31042 
156-31050- 
156-31050- 
156-31050- 
156-31050- 
156-31050- 
156-31050- 
156-31111 
156-31111- 
156-31111- 
156-31111- 
156-31111- 
156-31111- 
156-31111- 
156-31112 
156-31112- 
156-31112- 
156-31112- 
156-31113 
156-31113- 
156-31113- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 11 
156-31154- 13 
156-31154- 15 
156-31154- 16 
156-31154- 17 
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Numerical Index of 
AN O1-60AAB-4 - Contractor Parts 


STOCK NUMBER FIGURE MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 


156-31154- 19 
156-31154- 21 
156-31154- 23 
156-31154- 25 
156-31154- 26 
156-31154- 27 
196-31154- 28 
156-31154- 29 
156-31154- 30 
156-31154- 31 
156-31154- 32 
156-31154- 42 
156-31210- 1 
156-31210- 2 
156-31230 

156-31405- 
156-31405- 
156-31405- 
156-31405- 
156-31407- 
156-31407- 
156-31407- 
156-31408- 
156-31408- 
156-31408- 
156-31409- 
156-31409- 
156-21409- 
156-31410 

156-31410- 
156-21410- 
156-31410- 
156-31410- 
156-31410- 
156-31410- 
156-31410- 
156-31410- 
156-31410- 
156-31410- 
156-31410- 
156-31410- 
156-31410- 
156-31410- 
156-31410- 
156-31411- 
156-31411- 
156-31412 

156-31413 

156-31416 

156-31417- 
156-31418 

156-31418- 
156-31418- 
156-31418- 
156-31418- 
156-31418- 
156-31419- 
156-31419- 
156-31419- 
156-31456- 
156-31456- 
156-31472 

156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
196-21475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-21475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 


156-31475- 35 
156-31475- 36 
156-31475- 27 
156-31475- 38 
156-31475- 39 
156-31475- 47 
156-31475- 49 
156-31475- 81 
156-31475- 82 
156-31487- 1 


156-31487- 
156-31501. 
156-231501- 
156-31501- 
156-31517- 
156-31517- 
156-31517- 
156-31517- 
156-31517- 
156-31743 
156-31751 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-22003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-22003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156-32003- 
156=32003= 
156-32003- 
156-32003-105 
156-32003-115 
156-32003-117 
156-32003-119 
156-32003-131 
156-32003-133 
156-32003-135 
156-32003-137 
156-32003-139 
156-32003-143 
156-32003-145 
156-32003-147 
156-32003-149 
156-32003-153 
156-32003-155 
156-32003-157 
156-32003-161 
156-32003-163 
156-32003-165 
156-32003-167 
156-32003-169 
156-32003-171 
156-32003-172 
156-32003-175 
156-32003-177 
156-32003-119 
156-32003-181 
156-32003-185 
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STOCK NUMBER 










156-32003-187 
156-32003-189 
156-32003-193 
156-32003-195 
156-32003-197 
156-32003-221 
156-32003-245 
156-32003-247 
156-32003-249 
156-32003-252 
156-32003-255 
156-32003-261 
156-32003-265 
156-32003-267 
156-32003-269 
156-32003-273 
156-32003-275 
156-32003-277 
156-32003-281 
156-32003-300 
156-32003-303 
156=32003-305 
156-32004= 9 
156-32004- 11 
156-32004- 12 
156-32004- 27 
156-32004- 29 
156-32004- 33 
156-32004- 35 
156-32004- 43 
156-32004- 45 
156-32004- 47 
156-32004- 49 
156-32004- 53 
156-22004- 55 
156-32004- 57 
156-32004- 59 
156-32004- 63 
156-32004- 69 
156-32004- 71 
156-32004- 75 
156-32004- 85 
156-32004- 87 
156-32004- 89 
156-32004- 93 
156-32004- 95 
156-32004-107 
156-32004-109 
156-32004-113 
156-32004-115 
156-32004-117 
156-32004-149 
156-32004-153 
156-32004-155 
156-32004-157 
156-32004-161 
156-32004-163 
156-32004-165 
156-32004-167 
156-22004-169 
156-32004-175 
156-32004-177 
156-32004-179 
156-32004-183 
156-32004-200 
156-32004-203 
156-32004-211 
156-32004-215 
156-32004-217 
156-32004-219 
156-32004-223 
156-32004-225 
156-32004-227 
156-32004-267 
156-32004-271 
156-32004-305 
156-32004-307 
156-32004-309 
156-32004-311 
156-32004-337 
156-32004-339 
156-32004-345 
156-32004-347 
156-32005- 5 
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AN 01-60AAB-4 








STOCK NUMBER 








CLASS CODE PART NUMBER 





156-32005- 7 
156-32005- 9 
156-32005- 11 
156-32005- 13 
156-32005- 15 
156-32005- 17 
156-22005- 19 
156-32005- 27 
156-32005- 29 
156-32005- 33 
156-32005- 35 
156-32005- 37 
156-32005- 39 
156-32005- 43 
156-32005- 57 
156-32005- 55 
156-32005- 63 
156-32005- 65 
156-32005- 67 
156-32005- 69 
156-32005- 73 
156-32005- 75 
156-32005- 77 
156-32005- 79 
156-32005- 82 
156-32005- 85 
156-32005- 87 
156-32005- 89 
156-32C05- 93 
156-32005- 95 
156-32005- 97 
156-32005- 99 
156-32005-105 
156-32005-107 
156-32005-102 
156-32005-115 
156-22005-117 
156-32005-119 
156-32005-123 
156-32005-127 
156-32005-129 
156-32005-131 
156-32005-133 
156-32005-135 
156-32005-139 
156-32005-143 
156-32005-145 
156-32005-147 
156-32005-149 
156-32005-153 
156-32005-155 
156-32005-157 
156-32005-161 
156-22005-165 
156-32005-167 
156-32005-169 
156-32005-175 
156-32005-185 
156-32005-187 
156-32005-189 
156-32005-193 
156-32005-195 
156-32005-197 
156-32005-221 
156-32005-=245 
156-32005-247 
156-32005-249 
156-32005-253 
156-32005-255 
156-32005-263 
156-32005-275 
156-32005-277 
156-32005-279 
156-32005-281 
156-32005-293 
156-32005-295 
156-32005-300 
156-32005-303 
156-32005-5305 
156-32C06- 9 
156-32006- 11 
156-32006- 13 
156-32006- 27 
156-32C06- 29 
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FIGURE TOTAL| MICROFILM 
AND INDEX] QTY. | NUMBER 


ΑΝ O1-60AAB-4 














STOCK NUMBER 23 
[CLASS CODE | PART NUMBER 8 


STOCK NUMBER 
















156-32006- 71 
156-32006- 75 
156-32096- 77 
156-32006- 79 
156-32006- 83 
156-32006- 85 
156-32006- 87 
156-32006- 93 
156-32006- 97 


156-232207- 
15565-22007- 
156-32007- 1 
156-22007= 
156-32007- 
156-32007- 
156-32007- 
156-32007- 
156-32097- 
156-32C07- 
156-32007- 39 
156-22007- 40 
156-32007- 43 
156-32007- 44 
156-32027- 47 
156-32007- 49 
156-32007- 50 
156-22001- 55 
156-32CC7- 56 
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156-32036 


























RB2NA 
R82NA 


156-32046- 
156-32046- 
156-32046- 
156-32046- 
156-32046- 
156-32046- 
156-32046- 
156-32046- 
156-32047- 
156-32047- 
156-32047- 
156-32047- 
156-32041- 
156-32047- 
156-32047- 
156-32047- 
156-32047- 
156-32138- 
156-32138- 





R82NA 
R82NA 
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156-22006- 33 1 156-32007- 57 
156-22006- 35 1 156-32007- 63 
156-32006- 43 1 156-32007- 65 
156-32006- 45 1 156-32007- 67 
156-32076- 47 1 156-32007- 68 
156-32006- 49 1 156-32007- 69 
156-32006- 53 1 156-32007- 73 
156-320C6- 55 1 156-32007- 75 
156-32006- 57 1 156-32007- 77 
156-32006- 59 1 156-32007- 79 
156-32006- 63 1 156-32007- 83 
156-32006- 65 1 156-32007- 85 


156-32007-101 
156-32007-102 
156-32007-103 
156-32007-104 
156-32007-105 
156-32007-106 
156-32007-107 
156-32007-109 


156-32006-161 τ - 
156-32006-105 ERAS 3 

156-32006-123 156-32036- 7 

156-32006-14€ 156-32040- 2 

1£6-32006-153 156-32042- 1 

156-32006-155 156-32042- 2 

156-32C06-157 156-32042- 3 

156-32006-161 156-32042- 4 1 
156-32006-163 156-32042- 5 1 
156-32006-171 156-32042- 6 1 
156-32006-173 156-32042- 7 2 
156-32006-181 156-32042- 9 2 
156-32006-183 156-32042- 11 1 
156-32006-189 156-32042- 12 1 
156-32606-195 156-32042- 13 2 
156-32006-197 156-32042- 15 2 
156-32006-200 156-32042- 17 1 
156-32206-203 156-32042- 18 1 
156-32006-207 156-32042- 19 1 
156-32006-209 156-32042- 20 1 
1£6~32006-215 156-32043- 1 REF 
156-32006-217 156-32043- 2 REF 
156-32006-219 156-32043- 3 H 
156-22006-223 156-32043- 4 1 
156-32006-225 156-32043= 5 1 
156-32006-227 156-32043- € 1 
126-32006-229 156-32043- 7 1 
156-32006-233 156-32043- 8 1 
156-32006-265 156-32042- 9 1 
156-32006-267 156-32043- 10 1 
156-22006-285 156-32043- 11 1 
156-32006-295 156-32043- 12 1 
156-32606-205 156-32043= 13 1 
156-32006-207 156-32043- 14 1 
156-32006-311 156-32043- 15 1 
156-32006-337 156-32043- 16 1 
156-32006-339 156-32043- 17 

156-32006-347 156-32043- 18 

156-32007- 156-32043- 19 

156-320097- 156-22043- 20 


1956-3007” 156-32043- 21 
156-32007- 156-32043- 22 
156-32007- 156-32043- 31 
156-32007- 156-32043- 3 
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Section ΙΙΙ 
Numerical Index of 
Contractor Parts 






STOCK NUMBER 








CLASS CODE 









156-32130- 
156-321302- 
156-32138- 
156-22138- 
185-22128- 
155-32128= 
156-22128- 
156-22138 

156-22128- 
156-32138- 
156-32139- 
158-22139- 





56-32129- 
1582051595 
156-32139- 
156-22140 
156-32140- 
156-2214c- 
156-232141 
156-321641- 
156-32141- 
12$-32142 
156-32142- 
156-32142- 
156-32143 
156-32212 
156-32212- 
156-32212- 
156-32212- 
156-32212- 
156-32213- 
156-32213- 
[156-22215- 
56-32215 
156-32215- 
156-32216 
156-32216- 
1356-32454 
156-32464- 
156-32494- 
156-32494- 
156-32494- 
156-32494- 
156-32504 
156-32505- 
156-32505- 
156-32506- 
156-22506- 
156-325659 
156-3232560- 
156-32569- 
156-32569- 
156-3256c- 
156-32574- 
156-32574- 
56-3257€ 
156-32516- 
156-32578- 
156-32578- 
156-32578- 
156-32578- 
156-32578= 
156-32918- 










RE2KA 











15632578- 
REZNA ils 
RS2NA 56-3257% 

155-3 2579- 

1256-32579- 


156-325809- 
156-325202- 
156-325722- 
1556-32592- 








Re2NA 


BODA 
REZRA 







RBZMA Ξ6-22553- 

R82NA 156-32£63- 
156-32526 
155-32599 
156-22559- 


156-32590— 
156—-325¢¢= 
156-325%9- 
13622359 


156-325229- 
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156-32599- 





156-32599- 
156-32599- 
156-32599- 
156-32599- 
156-32599- 
156-32599- 
156-32599- 
156-325699- 
126-32599- 
156-32599- 
156-22599- 
156-52599- 
156-232599- 
156-32599- 
156-32599- 
156-32599- 
156-32599- 
1£6-32599- 
156-32599- 
156-22599- 








| CLASS CODE | PART NUMBER 
o 


156-32599- 
156-22599- 
156-22599- 
156-32599- 
156-32599- 
156-32599- 
156-32599- 
156-32599- 
156-32599- 
156-32925 
156-32925- 
156-32925- 
156-52925- 
156-22951 
156-32951- 
156-32951- 
156-22951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32351- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-22951- J 
156-32951-. 
156-32951- 
156-329517 
156-329517 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
156-32951- 
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43 
45 
47 
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51 
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53 
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58 
59 
60 
61 
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63 
65 
67 
69 
70 
71 
72 
73 
75 
77 
79 
83 







X1 



















































































[STOCK NUMBER τ: sure |τοται] MICROFILM 
89| AND INDEX| QTY. | NUMBER 


FNNN NNN P9 NJ IO. P9 P9. P2. IJ PO fO. PD fO I9. P9 P9 IO PO P9 IO (0 [9 ID I 79. f P P P RPENENNNNNFUNNNNOREPENNNNNANN NN IU IU IO IU IO IO ΜΜ ΜΜ ΜΜ ΜΜ 


Revised 15 August 1955 









Section ΙΙΙ 
Numerical Index of 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 
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156-32951- 4 156-33118- 17 1 
156-32951- es 2 R82NA 156-33142 4 
156-32951- 86 2 156-33301-229 8 
156-32951- 87 2 R82NA 156-33401 1 
156-32951- 88 2 156-32402 1 
156-32951- 89 2 156-33403 1 
156-32951- 91 2 156733405 1 
156-32951- 93 2 156-33405- 3 1 
156-32951- 95 2 156-33405- 5 1 
156-32951- 97 2 156733414 1 
156-32951- 90 4 156-33414- 3 1 
156-32951-100 4 156-33414- 5 1 
R82NA 156-32951-101 2 156-323415 2 
156-32951-103 2 156-33419 1 
156-32951-105 2 156-33422 1 
156-32951-107 4 156-33423 1 
RS2NA 156-32951-113 2 156-33424 1 
156-32951-114 4 156-33504 1 

ΒΒ2ΝΑ 156-32951-115 2 
156-32951-125 2 R82NA 156-33506 2 

156-32951-155 4 
156-32951-157 4 R82NA 156-33506- 1 
156-32951-159 4 R82NA 156-33507 2 
156-32951-193 1 RB2NA 156-33507- 3 2 
156-32951-195 2 RB2NA 156-33508- 3 2 
156-32951-291 2 R82NA 15633509 2 
156-32951-293 2 156-33509- 3 1 
156-329517295 2 R82NA 156-33510 2 
RE2NA 156-32951-400 1 156-33510- 3 2 
RO2NA 156-32951-500 F 156-33510- 5 2 
156-32952 2 R82NA 156-33512 2 
156-32952- 3 2 RE2NA 156-33513 2 
,156-32952- 5 2 156-33515 2 
156-32960 1 156-33516 2 
156-32968 1 ΒΒΖΝΑ 156-33517 2 
156-32968- 1 1 156-23517- 3 2 
156-32968- 2 1 R82NA 156-33518 2 
156-32968- 3 2 R82NA 156-33519 2 
156-32968- 5 2 156-33520 2 
156-32968- 7 2 R82NA 156-33521 2 
156-32968- 9 2 156733523 2 
R82NA 156-32968- 10 2 156-33524 2 
156-32968- 11 2 R82NA 156-33525 2 
156-32968- 12 2 : 156-33544 2 
156-32968- 13 2 156-33544- 3 2 
156-32968- 14 2 156-33544- 5 2 
156-32968- 15 4 156-33545 2 
156-32968- 17 2 156-33546 2 
156-32968- 19 2 156-33547 6 
156-32968- 25 2 156-34102- 20 1 
156-32968- 27 2 156=34527 2 
156-32970 2 156-34527- 3 2 
156-32970- 3 2 156-34527- 5 2 
156-32970- 5 2 156-34527- 7 2 
R82NA 156-32973 2 156-34527- 8 4 
156-32973- 3 2 156-34527- 11 2 
156-32973- 5 2 156-234527- 13 2 
156-32973- 7 2 156-34527- 15 2 
156-32973- 9 2 156742026 1 
156-32973- 10 2 156-42071 1 
156-32973- 11 2 156-42071- 17 2 
156-32973- 13 2 156-42078 REF 
156-32973- 15 2 156-42079 1 
156-32973- 17 2 156-4 2081 4 
156-32973- 18 2 156-42105 2 
156-32973- 19 2 156-42105- 3 2 
156-32973- 21 2 156-42105- 5 2 
156-32973- 23 2 156-42105- 7 2 
156-32973- 24 2 156-42105- 9 2 
156-32973- 25 2 156-42105- 39 .2 
156-32973- 27 2 156-42105- 41 2 
156-32973- 29 6 156-42105- 43 2 
156-32973- 31 2 156-52105- 47 2 
156-32973- 41 2 156-42105- 49 2 
156-32973- 43 2 156-42105- 53 2 
R82NA 156-32973-100 2 156-42105- 54 2 
156-32973-141 1 156-42105- 55 2 
R82NA 156-32973-200 2 156-452105- 56 2 
156-32974 2 156-42105- 57 2 
156-33118- 7 1 156-42105- 58 2 
156-33118- 9 1 156-42105- 65 2 
156-33118- 11 1 156-42105- 67 2 
.156-33118- 13 1 156-42105- 69 4 
156-33118- 15 1 156-42105- 70 4 
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PART NUMBER 
71 


58] FIGURE 
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MICROFILM STOCK NUMBER 


NUMBER 








































| CLASS CODE | PART NUMBER 


156-42105- 4 156-42509 1 
156-42105- 73 2 156-42509- 3 1 
156-42105- 75 2 156-42509- 5 1 
156-42105- 77 2 156-42509- 7 1 
156-42105- 79 2 156-42509- 9 1 
156-42105- 81 2 156-42509- 11 4 
156-42105- 83 2 156-42509- 13 1 
156-42105- 85 2 156-42509- 15 1 
156-42105- 87 2 156-42509- 17 1 
156-42105- 89 2 156-42509- 20 1 
156-42105- 91 2 156-42510 1 
156-42105- 93 2 156-42510- 3 1 
156-42105- 95 2 156-42510- 5 1 
156-42105- 96 2 156-42510- 10 1 
156-42105- 98 1 156-42510- 13 1 
156-42110 20 156-42513 1 
156-42512- 3 1 
156-42111 20 156-42513- 5 1 
156-42111- 43 1 156-42515 1 
1567-42113 1 156-42518- 3 1 
156-42117- 1 1 156-42518- 5 1 
156-42117- 2 1 156-42518- 7 1 
156-42122-100 156-42518- 25 1 
R82NA 156-42123 2 R82NA 156-42518- 75 1 
156-42123- 3 2 196-42546 ο 
156-42123- 5 2 156-42602- 3 2 
R82NA 156-42136- 7 8 156-42603- 5 2 
R82NA 156-42136- 9 4 156-42603- 7 8 
156-42136- 11 4 156-42604- 3 2 
156-42136- 13 4 156-42604- 4 2 
156-42136- 15 8 156-42604- 5 4 
156-42136- 17 4 156-42605- 3 2 
R82NA 156-42136- 23 4 156-42605- 5 4 
R82NA 156-42136- 25 4 156-42609- 3 2 
156-42152- 3 4 156-42605- 5 2 
156-42152- 5 8 126-42610- 3 2 
156-42152- 11 4 156-42611- 3 2 
156-42152- 13 8 156-42611- 5 2 
R82NA 156-42163- 1 2 156-42612 2 
R82NA 156-42163- 2 2 156-42612- 3 2 
R82NA 156-42165 2 156-42612- 5 2 
156-42165- 3 2 156-42613- 3 2 
R82NA 156-42166 2 156-42613- 5 2 
156-42166- 3 2 156-42615 8 
R82NA 156-42167- 1 2 156-43079- 17 2 
R82NA 156-42167- 2 2 156-43121 1 
156-42168 2 156-43121- 3 1 
R82NA 156-42169 2 156-43121- 5 1 
156-42169- 3 2 156-43122 1 
156-42170 2 156-43122- 3 1 
R82NA 156-42174 2 156-43122- 5 1 
156-42174- 3 2 156-43122- 7 1 
156-42174- 5 2 156-43122- 9 1 
156-42174- 10 2 156-43122- 11 2 
R82NA 156-42175 2 156-43122- 13 3 
156-42175- 5 2 156-43123 1 
156-42175- 7 2 156-43123- 3 1 
1156-42175- 10 2 156-47034 4 
R82NA 156-42176 2 156-47035- 3 4 
156-42176- 3 2 156-47035-100 4 
156-42176- 5 2 156-47036 12 
156-42176- 10 2 156-47112- 3 2 
156-42178 2 156-47112- 5 2 
156-42179 2 156-47112- 10 1 
156-42183 2 156-47113 4 
R82NA 156-42313 2 156-47113- 3 4|. 
156-42313- 5 2 156-47114- 3 2 
156-42313- 7 2 156-47114- 10 2 
156-42313- 9 2 156-47115- 1 2 
156-42313- 10 2 156-47115- 2 2 
156-42313- 11 2 156-47115- 3 2 
156-42313- 12 2 156-47115- 4 2 
156-42313- 15 2 156-47116- 1 1 
156-42313- 17 2 156-47116- 2 1 
R82NA 156-42313= 50 2 156-47116- 3 1 
156-42314 2 156-47116- 4 1 
156-42314- 3 2 156-47117 2 
156-%2316 REF 156-47117- 1 2 
156-42316- 3 2 156-47117- 2 2 
156-42316- 5 2 156-47126 2 
156-42316- 11 2 156-47127 2 
156-42317 REF 156-47128 2 
156-42317- 3 2 156-47129 2 
156-42317- 11 2 1567247133 2 
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Numerical Index of 
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[—— — srockwumem [δει noue. [vora| microrum 
[eass CODE] PARTNUMBER |88| ANDINDEX| avv. | NUMBER 
156-51801- 6 
126-51801- 7 
156-51801- 8 
156-51801- 9 
156-51801- 10 
156-52050 
156-52050- 3 
156-52050- 5 
156-52052 
156-52052- 3 
156-52052- 5 
156-52294- 3 
156-52296 
156-52502 











STOCK NUMBER 
CLASS CODE PART NUMBER 


156-47134 
156-48112 
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156-45112- 
156-48112- 
| 156-48112- 
156748113 
156-48118 
156-46153 
156-46159 
156-46159- 
156-48159- 
156-4£175 
156-4£176 
156-42185- 
156-482185- 
156-48185- 
156-468185- 
156-4156 
156-48186- 
156-48192€- 
156-458126- 
156-481686- 
156-4517 
156-48188 
156-48219- 
156-42219- 
156-4822^ 
156-48221- 
156-48221- 
146-45318- 
RO2ZRA 156-48755- 
ΠΘΖΝΑ 156-48755- 

156-48601 
156-4882 
156-46£65- 
156-48865- 
156-48865- 
156-48270 
156-511C0 
156-511Cc- 
156-51102- 
156-511094 
156-51105 
156-51125- 
1656-51126- 
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156-52303 
'156-52303- 3 
156-52354 
156-52354- 3 
156-52354- 5 
156-52401 
156-52402 
156-52404 
156-52440. 
156-52440- 3 
156-52447 
15€6-52448 
156-52477 
156-52480 
156-52481 
156-52432 
156-52483. 
126-52484 
156-52490- 
15$-52490- 
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156-53075 
156-53075- 3 
156-53075- 5 
156-53075- 7 
156-53075- 9 
156-53075- 41 
156-53075= 13 
156-53075- 15 
156-53075- 17 
156-53075- 19 
156-53075- 21 
156-53075- 23 
156-53075- 25 
156-53075- 31 
156-53075- 33 
156-53075- 35 
156-53075~ 37 
156-53075- 39 
156-53075- 41 
156-53075- 43 
156-53075- 45 
156-53075- 47 
156-53075- 49 
156-53075- 51 
156-53075- 
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15651106- 
156-581106- 
15651106- 
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156-51107 

156-511C7- 
156-5117- 
156-511207- 
156-511727- 
156-511207- 
156-51107- 
156-51107- 


16665170 
156-5118 


156”-511559 
155-211102 
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156-53080- 3 
156-53080- 7 
156-53081- 5 
15653082 
156-53082- 3 
156-53082- 5 
156-53082- 7 
9 
1 
3 
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156-51111i 


N 


2 
m 
^n 


156951112 
156-51113 
156-51114 
156-5}115’ 
156-511157 
2156-51115- 
156-511157 
ΚΩΘΝΑ i56-£1115- 


156-51115 


156-530082- 
15356-53082- 1 
156-5308682- 1 
15653083 
156-53C84 
2156-53065- .3 
156-53085- 9 
156-53085- 13 
156-530655- 15 
156-53085- 17 
156-53085- 19 
125-53085- 21 
156-550€5- 23 
156-53C85- 
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Section III 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


156-53085- 40 
156-53086 






















T FIGURE  |TOTAL|MICROFILM 
33 AND INDEX | QTY. NUMBER 





156-53056- 3 
156-53086- 5 
156-53086- 7 
156-53086- 9 
156-53086- 1C 


156-530€7 










156-5308 
156-53088- 


156-53088- 
156-53082= 


156-53088- 





R82NA 












































R82NA 156-53089- 






156-53089- 13 
156-53089- 15 
156-53157- 2 
156-5338 
156-53389- 3 
156-53389- 5 
156-52398 
156-53398- 3 
156-54005- 21 
156754028 
156-54028- 3 
156-54028- 5 
156-54028- 25 
156-54039 ᾿ 
156-54040 
156-54040- 3 
156-54040- 5 
3 
5 






RE2NA 


156-54055- 
156-54055- 
156-54055- 11 
156-54055- 13 
156-54055- 15 
156-54055- 17 
156-54055- 19 
156-54055- 21 
156-54056 
156-54056- 3 
156-54056- 5 
156-54056- 7 
9 
1 






R82NA ` 


156-54056- 
156-54056- 1 
156-54063 
156-54063- 3 
156-54063- 5 
156-54069 
156-54081 
156-54108 
156-56002- 5. 
156-56003 










156-56004 
156-56185- 35 
15656192- 5 
156-56418 
156-56418- 
156-56412= 
156-56420 
126-56602 
156-56602- 3 
156-56622- 5 
156-56602- 7 
9 
1 
















R82NA 


156-56602- 
156-56602- 1 
156-5663 
156756623- 
156-56606 
196-56607 
156-56602 
156-56603- 3 
156-56605 
156-566C9- 
156-56605- 
156-56610 






R82NA 


Ww 






RS2NA 
RB2NA 
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RE2NA 


R82NA 


R82NAÀ 
R82NAÀ 
R82NA 


R82NA 


R82NA 


R83NÀ 
REINA 
ΠΡΟ 
R83N 
RESNA 
R82NA 


REZNA 


R82MA 


PART NUMBER 


σας 3 
156-56610- 5 
156-56611 
156-56613 
156-56613- 
156-56613- 
156-56613- 
156-56613- 
156-56614 
156-56614- 
156-56614- 
156-56614- 
156-56614- 
156-56614- 
156-56614- 
156-56615 
156-56616- 
156-56616- 
156-56616- 
156-56617 
156-56618 
156-56619 
156-56619- 
156-56620 
156-56635 
156-56635- 
156-56636 
156-56637 
156=56637- 
156-56538 
156=56639 
156-56639%. 
156-56640 
156-56640- 
156-56717 
156-56717- 
156-56717- 
156-56717- 
156-56718 
156-56719 
156-56719- 
156-56720 
156-56720- 
156-56720- 
156-56721 
156-56721- 
156-56722 
156-56722- 
156-56722- 
156-56722- 
156-56723 
156-56741 
156-56741- 
156-56741- 
156-56904 
156-56504- 
1536-56904- 
156-56920 
156-56920- 
156-56921 
156-56921- 
156-56921- 
156-58007- 
156-58012- 
156-58012- 
156-58038" 
15€-58046 . 
156-550462 20 . 
156-58046- 40 
156-58048' 
156-58048- 


V £u 


ea) 
ο ο uU 


(ON) RP 


156-58050 
156-58101- 


156-58101- 


156-58104 

156-58107 

156-58107= 3 
156-58107- 5 
156-58107- 7 
156-58112- 10 
156-58114- 10 


ο ο pr 5 
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R82NA 


' 
' 


R82NA 
R82NA 
R&3NA 
ΒΒΘΝΑ 


R85NA 
RB3NA 


R83NA 
R82NA 


RÓ3NA 
R83NA 


R83NA 
R83NA 


R82NA 


R83NA 


R82NA 
R83NA 


156-58115 
156-58115- 10 
156-58116 
156-58116- 3 
156-58116- 5 
156-58117 
156-58119 
156-58120 
156-58121 
156-58122- 3 
156-58122- 5 
156-58122- 7 
156-58122- 9 
156-58122- 11 
156-58122- 13 
156-58123 
156-58123- 3 
156-58123- 5 
156-56124 
156-58124- 
156-586124- 
156-58125 


156-58125- 
156-58125- 
156-58125- 
156-58125- 
156-58125- 
156-58125- 
156-58125- 


156-58125- 


156-58126 
156-58127- 
156-58129 
156-58133 
156-58134 
156-58134- 
156-58134- 
156-58136 
156-58138 
156-58139 
156-58140 
156-58144- 
156-58144- 
156-58145 
156-58146 
156-58146- 
156-58147 
156-55155 
156-56156 
156-58161 
156-58163 
156-58205 
156-58304- 41 
156-58334 
156-58417 
156-58801- 5 
156-58801- 67 
156-58301- 73 
156-58801- 75 
156-598801-105 
156-58801-173 
156-58801-175 
156-58802- 19 
156-58802- 
156-58802- 
156-58802- 
156-58302- 
156-58602- 
156-58802- 
156-52802-119 
156-58802-121 
156-58802-121 
156-58802-151 
156-58802-155 
156-58802-163 
156-58802-178 
156-58803- 11 
156-56803- 15 
156-58803- 27 
156-58803- 51 
156-58803- £9 
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156-58803-111 
156-58803-115 
156-58803-127 
156-58803-151 
156-58803-159 
156-58804- 27 
156-58804- 29 
156-5£504- 39 
156-58804- 41 
156-58805- 45 
156-58804-127 
156-58804-129 
156-58804-139 
156-58804-141 
1536-52304-145 
156-58805- 61 
156-58805-161 
156-58806- 3 
156-58806- 43 
156-58306- 45 
156-58806- 47 
156-58806- 51 
156-58806- 55 
156-58806- 57 
156-58805- 59 
156-58806-103 
156-58806-117 
156-58806-143 
156-58806-145 
156-58£06-147 
156-58806-151 
156-58806-155 
156-58£06-157 
156-58806-159 
156-52307- 
156-58g207- 
156-5E807- 
156-58507- 
156-58807- 
156-58807- 2 
156-58807- 59 
156-58807-117 
156-598807-119 
156-58807-121 
156-58807-123 
156-58807-159 
156-58308- 
156-56608- 
155-588002- 
1556-58303- 
156-58008- 
156-58808- 
156-56806- 
156-58808- 
156-58808- 
156-58806-103 
156-588085-105 
156-52806-107 
156-58608-109 


156-58808-111 
156-58805-113 
156-58808-115 
156-56808-117 


156-5880£-119 
156-58809- 79 
156-588C9-10 

156-58809-115 
156-58809-131 
156-5880£-123 
156-58806-139 
156-58809-141 
156-58809-143 
1£6-56£09-145 
156-58809-163 
126-58811- 9 
156-58511- 11 
156-5881i- 15 
156-58611- 15 
156-56811- 17 
156-5881i- 18 
156-58811- 21 
156-58811- 23 
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Numerical Index of 
Contractor Parts 


| CLASS CODE | PART NUMBER 
156-58811- 25 
156-58811- 27 
156-58811- 33 
156-58811- 25 
156-58811- 37 
156-58811-109 
156-58811-111 
156-58811-113 
156-58811-115 
156-58811-117 
156-58811-119 
156-58811-121 
156-58811-123 
156-58811-12! 
156-58811-127 
156-58811-133 
156-58811-125 
156-52811-127 
156-528812- 
156-58812- 
156-58812- 
156-58812- 
156-52812- 
156-58812-143 
156-58812-145 
156-58812-169 
156-58812-171 
156-58512-173 
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i iQ Anu 


V 
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156-58813- 3 
156-52813- 15 
156-52813-103 
156-58813-113 
156-52013-115 
156-63157- 1 
156-63157= 2 
156-63157- 3 
156-63157- 4 
196-63166- 1 
156-63166- 2 


156-62177 
156765178 
156-62179- 
15663181 
156-65183 
156-65185 
156=621£6 
156-623187 
156-631688 
196”-631ἱ5- 3 
156-631856- 5 
156-621€8- 7 
156-6231986- 10 
156-63169 
1586-0158” 3 
156-6310€ 
156-623202 






au 











156-65316- 3 
156-62316- 5 
i56e63310- 7 
156-63316- 5 
156-63316- 13 
1569653315- 18 


156-62217 
156-63318 
156-63401 
156-62402 
156-6340C2- 3 
155-63418 
156-63545 
156-73005 
156-73005- 3 
156-73005- 5 
156-73C25- 7 
156-73005= ο 
156-73005= 11 
156-73605- 13 
156-73005- 15 
156-730905- 17 
156-73005= 1 
156-730905- 2 
156-730C5= 23 
156-73005= 25 
156-73005- 27 
156-73005- 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 


126-73005- 31 
156-72C05- 33 
156-73005- 35 
156-73006 
156-73C07 
156-73315 
156-74026- 7 
156-933502 
156-942305 
156-954055- 
156-954055- 5 
157-31937 


157-31938 


157-42028 
157-58025- 3 
159-48050 
159-43070 
129851053 
159-52219- 5 
160-00026 
160-11003 
160-11C03- 3 
160-11003- 5 
160-11003- 6 
160-11C03- 11 
160-11003- 13 
160-11003- 14 
160-11003- 15 
160-11003- 16 
160-11003- 1 
160-11003- 18 
160-11002- 21 
160-11003- 23 
160-11003- 25 
160-11003- 26 
160-11003- 27 
160-11003- 23 
160-11003- 2 
160-11003- 30 
160-11003- 31 
160-11003- 33 
160-11C03- 35 
160-11C03- 37 
160-11003- 39 
160-11003- 41 
160-11003- 42 
160-11003- 43 
160-11002- 44 
160-11003- 45 
160-11C03- 46 
160-11003- 47 
160-11002- 49 
160-11003- 51 
160-11003- 53 
160-11003- 55 
160-11003- 57 
160-11003- 58 
160-11003- 5 
160-11C03- 61 
160-11003- 62 
160-11003- 63 
160-11002- 65 
160-11003- 67 
160-11003- 68 
160-11003- 69 
160-11003- 70 
160-11002- Τι 
160-11003- 72 
160-11003- 73 
160-11003- 75 
160-11003- 79 
160-11003- 2 
160-11003- 8 
160-11002- 27 
160-11003- 88 
160-11003- 8 
160-11003- 5 
150-11003- 91 
160-11003- 93 
160-11003- 97 
160-11003- 99 
160-11003-101 
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38| FIGURE  |TOTAL|MICROFILM 
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STOCK NUMBER 
[CLASS CODE | PART NUMBER 


STOCK NUMBER 


| CLASS CODE | PART NUMBER 











a 
2 
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160-11003-175 
160-11003-176 
160-11963-177 
165-11003-178 
160-11003-179 
160-11003-180 
160-11003-181 
160-11003-122 
160-11C03-183 
160-11023-184 
160-11003-185 
160-11003-185 
160-11003-107 
160-11003-188 
166-11053-189 
160-11003-199 
160-11003-201 
160-110203-205 
160-11003-206 
160-11003-207 
160-11003-20€ 
160-11CC3-209 
160-11003-219 
160-11003-211 
160-11003-212 
160-11003-213 
160-11003-215 
160-11903-216 
160-11002-301 
160- 11005 
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160-11003-103 1 2 160-11005- 29 
160-11203-107 141 2 160-11005- 30 
160-11003-109 “M1 2 160-11005- 23 
160-11003-111 Ml 2 160-11005- 37 
160-11005-113 M1 ‘2 160-11005- 38 
160-11003-115 M1 2 160-11005- 39 
160-11c93-117 m1 2 160-11005- 43 
1602-116003-11€ Mi 2 160-11005- 45 
160-11005-121 Ml 2 160-11005- 46 
162-11003-1223 Ml 2 160-11005- 47 
160-11003-125 mi 2 160-11005- 49 
160-11203-127 41 2 160-11005- 5 

160-11003-129 Ml 2 160-12005- 5 

160-11003-121 M 2 160-11005- 55 
160-11003-133 mM 2 160-11005- 57 
160-11003-1235 ^ 2 160-11005- 5 

160-11003-137 2 160-11005- 63 
160-11C03-129 2 160-11005- 64 
160-11003-141 2 160-11005- 65 
160-11003-143 2 160-11005- 69 
160-11003-147 2 160-11005- 70 
160-11093-149 1 160-11005- 73 
160-11C03-150 1 160-11605- 74 
160-11003-152 1 160-11005- 75 
160-11003-154 1 160-11005- 76 
160-11003-157 2 160-11005- 77 
160-11003-159 1 160-11005- 78 
160-11003-160 1 160-11005- 79 
160-11002-161 2 160-11005- 80 
160-11003-163 2 160-11005- 83 
160-11203-165 1 160-11005- 9 

160-11C03-166 1 160-11005- 06 
160-11003-167 1 160-11005- 87 
160-11003-168 1 160-11005- 88 
160-11003-169 1 160-11C05- 09 
160-11C93-170 H 160-11005- 90 
1607110037171 1 160-11005- 93 
160-11203-172 1 160-11005- 97 
160-11903-173 2 160-11005- 99 


160-11005-100 
160-11005-101 
160-11005-103 
160-11005-105 
160-11005-107 
160-11005-108 
160-11005-109 
160-11005-113 
160-11005-115 
160-11005-116 
160-11005-117 
160-11005-119 
160-11005-120 
160-11005-125 
160-11005-127 
160-11005-129 
160-11005-120 
160-11005-133 
160-11005-135 
160-11005-127 
160-11005-138 
160-11005-139 
160-11005-145 
160-11005-147 
160-11005-148 
160-11005-149 
160-11005-153 
160-=11005-154 
160-11005-155 
160-11005-157 


160-11005- 3 160-11005-158 
160-11005- 7 160-11005-159 
160-11005- 8 160-11005-160 
160-11005- 11: 160-11005-161 
160-11CC5- 12 - 160-11005-162 
160-11005- 17 160-11005-163 
166-11005- 18 160-11005-164 
160-11005~ 19 160-11005-165 
190-11005- 25 160-11005-166 
160-11235- 21 160-11005-167 
166-11255- 22 160-11005-168 
160-110 305- 22 16C-11005-173 
160-11005- 24 160-11005-175 
160-11005- 27 160-11605-179 
160-11005- 28 160-11005-180 
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160-11005-181 
160-11005-182 
160-11005-183 
160-11005-184 
160-11005-185 
160-11005-186 
160-11005-187 
160-11005-188 
160-11005-191 
160-11005-192 
160-11101 
160-11101- 4 
160-11101- 5 
160-111C1- 6 
9 
8 
9 


CODE 





















160-11101- 
160-11101- 
160-111C1- 
16Cc-11101- 10 
160-11101- 13 
160-11101= 14 
160-11101- 15 
160-11101- 16 
160-11101- 17 
160-11101- 19 
160-11101- 23 
160-11101- 25 
160-11101- 26 
160-11191- 27 
160-11101- 28 
160-11101- 29 
160-11101- 30 
160-11101- 33 
160-11101- 34 
160-11101- 35 
160-11101- 37 
160-11101- 28 
160-11101- 39 
160-11101- 40 
160-11101- 43 
160-11101- 44 
160-11101- 45 
160-11101- 47 
160-11101- 49 
160-11101- 53 
160-11101- 54 
160-11101- 55 
160-11101- 56 
160-11101- 57 
160-11101- 59 
160-11101- 61 
160=11101- 62 
160-11101- 63 
160-11101- 65 
160-11101- 67 
160-11101- 69 
160-11101- 73 
160-11101- 75 
16C-11101- 79 
160-11101- 83 
160-11101- 85 
160-11101- 93 
160-11101- 94 
160-11101- 95 
160-11101- 96 
160-11101- 97 
160-11101- 98 
160-11101- 99 
160-11101-100 
160-11101-103 
160-11101-105 
160-11101-107 
160-11101-109 
166-11101-113 
160-11101-115 
160-11101-116 
160-11101=117 
160-11101-118 
160-11101-119 
160-11101-120 
160-11101~123 
160-11101-124 
160-11101-125 
|160-11101-126 
160-11101-127 
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160-11101-128 
160-11101-129 
160-11101-120 
160-11101-133 
160-11101-134 
160-11101-135 
160-11101-136 
160-11101-137 
160-11101-138 
160-11101-139 
160-11101-140 
160-11101-141 
160-11101-143 
160-11101-144 
160-11101-193 
160-11101-195 
160-11101-197 
160-11101-199 
160-11101-201 
160-11101-203 
160-11101-205 
160-11103 
160-11103- 3 
160-11201 
160-11201- 3 
160-11201- 4 
160-11201- 5 
160-11201- 6 
160-11201- 7 
160-11201- 8 
160-11201- 9 
160-11201- 10 
160-11201- 13 
160-11201- 14 
160-11201- 17 
160-11201- 19 
160-11201- 23 
160-11201- 25 
160-11201- 27 
160-11201- 29 
160-11201- 23 
160-11201- 35 
160-11201- 37 
160-11201- 38 
160-11201- 39 
160-11201- 40 
160-11201- 43 
160-11201- 44 
160-11201- 45 
160-11201- 46 
160-11201- 49 
160-11201- 50 
160-11201- 52 
160-11201- 54 
160-11201- 55 
160-11201- 5 
160-11201- 57 
160-11201- 58 
160-11201- 59 
160-11201- 60 
160-11201- 63 
160-11201- 64 
160-11201- 65 
160-11201- 66 
160-11201- 67 
160-11201- 68 
160-11201- 69 
160-11201- 70 
160-11201- 73 
160-11201- 74 
160-11201- 75 
160-11201- 76 
160-11201- 77 
160-11201- 78 
160-11201- 79 
160-11201- 80 
160-11201- 85 
160-11201- 87 
160-11201- 89 
160-11201- 97 
160-11201- 98 
160-11201-100 
160-11201-103 
160-11201-104 
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160-11201-105 
160-11202 

160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 10 
160-11202- 13 
160-11202- 15 
160-11202- 16 
160-11202- 17 
160-11202- 18 
160-11202- 19 
160-11202- 21 
160-11202- 22 
160-11202- 23 
160-11202- 24 
160-11202- 25 
160-11202- 28 
160-11202- 27 
160-11202- 29 
160-11202- 39 
160-11202- 31 
160-11202- 32 
160-11202- 33 
160-11202- 35 
160-11202- 36 
160-11202- 37 
160-11202- 38 
160-11202- 39 
160-11202- 41 
160-11202- 42 
160-11202- 42 
160-11202- 44 
160-11202- 45 
160-11202- 46 
160-11202- 47 
160-11202- 49 
160-11202- 50 
160-11202- 51 
160-11202- 52 
160-11202- 52 
160-11202- 54 
160-11202- 57 
160-11202- 58 
160-11202- 59 
160-11202- 60 
160-11202- 62 
160-11202- 64 
160-11202- 65 
160-11202- 66 
160-11202- 67 
160-11202- 68 
160-11202- 73 
160-11202- 74 
160-11202- 82 
160-11202- 84 
160-11202- 85 
160-11202- 86 
160-11202- 89 
160-11202- 93 
160-11202- 94 
160-11202- 95 
160-11202- 96 
160-11202- 97 
160-11202- 98 
160-11202- 99 
160-11202-102 
160-11202-103 
160-11202-104 
160-11202-107 
160-11202-112 
166-11202-117 
160-11202-118 
160-11202-119 
166-11202-120 
160-11202-121 
160-11202-122 
160-11202-123 
160-11202-124 
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R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 


160-11305- 


160-11202-125 
160-11202-126 
160-11202-127 
160-11202-129 
160-11202-137 
160-11202-129 
160-11202-140 
160-11202-141 
160-11202-142 
160-11202-143 
160-11202-145 
160-11202-146 
160-11202-147 
160-11202-149 
160-11202-150 
160-11202-151 
160-11202-152 
160-11202-203 
160-11202-303 
160-11202-304 
160-11204- 
160-11204- 
160-11204- 
160-11204- 
160-11205- 
160-11205- 
160-11205- 
160-11205- 
160-11205- 
160-11205- 
160-11205- 
160-11206- 
160-11206- 
160-11296- 
160-11296- 
160-11296- 
160-11297 

160-11305- 
160-112305- 


ανω ρω 


m 


160-11305- 
160-11305- 
160-11305- 
160-11305- 
160-11305- 
160-11305- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 


1 
2 
2 
4 
5 
6 
7 
8 
9 
1 
2 
3 
4 
5 
6 
7 
8 
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160-11405- 49 
160-11405- 5 
160-11405- 51 
160-11405- 52 
160-11405- 5 
160-11406= 
162-11406- 
160”-11406- 
160-11406- 
160-11407-. 
160-11407- 
160-11407- 
166-11407- 
160-114C8 
160-11408- 
160-11409- 
160-11409- 
169-18006 
160-18007- 
160-186007- 
160-180058- 
160-18008- 
160-180098- 
16Cc-18co8- 
160-16520- 
162-18531- 
160-18531- 
160-18531- 
160-18521- 
160-21412 
160-22301- 















R82NA 
RB2NA 





RE2NA 
R82NA 
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160-22301- 


Ρο 









160-22307- 
160-2230Τ- 
160-22307- 
160-22402- 


WW DJ 1» 









160-23405 
160-23405- 3 
160-311261- 
160-311261- 
160-311261- 
160-311261- 
162-311291- 
160-311291- 
|16031151- 
160-31151- 
160-31151- 
160-31151- 
160-31151- 
160-31151- 
160-21151- 11 
160-31151- 13 
160-31151- 15 
160-31151- 17 
160-31151- 19 
160-31151- 20 
160-31151- 21 
160-31151- 23 
160-31151- 25 
160-31151- 27 
160-31151- 29 
160-31151- 31 
160=31151= 33 
160-31151- 35 
160-31151- 37 
160-31151- 39 
160-31151- 41 
160-31151- 42 
160-31151- 43 
160-31151- 44 
160-31151- 45 
160-31151- 46 
160-31151- 47 
160-31151- 48 
169-31151- 49 
160-31151- 51 
160-31151- 53 
160-31151-101 
160-31151-102 
160-31151-106 
162-31151-108 
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160-231161 

160-31161- 
160-231161- 
16031161- 
160-31161- 
160-31162 

160-311823- 
160-31183- 
160-31183- 
160-31183- 
160-31183- 
160-31183- 
160-31183- 
160-31183- 
160-31183- 
160-31183- 
160-31183- 
160-31183- 
160-311823- 
160-31183- 
160-21183- 
160-31183- 


m 
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160-31184- 
160-31184- 
160-31226 

160-31251 

160-31251- 
160-31251- 
160-31251- 
160-31251- 
160-31251- 
160-31251- 
160-31251- 
160-31251- 
160-31251- 
160-31251- 
160-31251- 
160-21251- 
160-31251- 
160-31251- 
160-31252 

160-21252- 
160-21252- 
160-31252- 
160-31255 

160-31354- 
160-31354- 
160-31354- 
160-31355 

160-31355- 
160-31355- 
160-31356 

160-31356- 
160-31356- 
160-31356- 
160-21356- 
160-21356- 
160-31357 

160-31358 

160-31358- 
160-21358- 
160-31358- 
160-21358- 
160-31358- 
160-31358- 
160-31358- 
160-31359 

160-31376 

160-31377 

160-21378- 
160-31378- 
160-31378- 
160-31378- 
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160-31151-110 
160-31151-155 
160-31151-156 
160-31151-157 
160-31151-158 
160-31151-165 
160-31151-166 
160-31151-202 
160-31151-301 
160-31151-302 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 
















160-31385- 3 X1 2 160-317160- 7 
R82NA 160-31385- 5 P1|106 - 32 2 160-317160- 9 
169-321386 Μ1 2 160-317160- 10 
160-312e7- 1 M1 1 160-317160- 11 
162-31387- 2 Ml 1 160-317160- 12 
162-31488- 2 * 95 = 6| REF 160-317160- 13 





160-317160- 15 
160-317160- 17 
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160-31468- 2 160-31717 
160-21490 M1 2 160-31727- 35 
160-31492- 1 +1 1 160-31756 
160-21492- 2 ia 1 160-31757 
160-31520- 3 M 2 160-31760 1 
160-21520- 10 P1 2 160-31760- 3 1 
160-31521- 1 Ml| 69 = 19 1 160-31760- 5 1 
160-31521- 2 M1] 69 1 160-31760- 6 1 
160-31522 2 160-31760- 7 1 
160-31523- 10 2 160-31760- 9 1 
160-31524 H 160-31760- 10 1 
:160-31527 USE 160-215Ε7- 1D 160-31760- 11 1 
160-31527- 10 2 160-31760- 12 1 
RE2NA 160-31532- 2 Pll] 94 - 2 1 160-31760- 13 2 
R82NA 160-31532- 4 Pl] 94 1 160-31760- 15 2 
ΒΒ2ΝΑ 160-31532= 5 Ρ1|109 =. 2 1 160-31760- 17 2 
ΒΒΖΝΑ 160-31532- 6 P1| 109 1 160-21760- 19 1 
160-31539 2 160-31760- 21 1 
160-31539- 3 1 160-31806-201 1 
160-31539- 5 1 160-31824-102 1 
160-31542- 3 M1 4 160-31827- 3 1 
160-31542- 5 Ml . 1 160-31827- 4 1 
160-31542- 7 M1 1 160-31827- 7 2 
160-31544 Ml 1 160-31827- 15 2 
160-31544- 3 M1 1 160-31827- 16 2 
160-31544- 5 Μι 1 160-31827- 21 1 
160-31545 M1 1 160-31827- 22 1 
160-31545- 3 M1 1 160-31827- 23 1 
160-31546 M1 1 160-31827- 25 1 
160-31546- 2 Ml 1 160-31827- 27 2 
160-31546- 5 MI 1 160-31827- 29 2 
169=31546= 7 Ml 1 160-31827- 31 1 
160-31547 M1 2 160-31827- 33 1 
160-31558 Hl 1 160-31827- 37 1 
160-31563- 1 Ml 1 160-31827- 36 1 
160-31563- 2 M1 1 160-31827- 39 1 
160-31568 M1 1 160-31827- 40 1 
160-31578 Ml 1 160-31827- 41 1 
160-31587 M1 1 160-31827- 51 1 
160-31587- 3 M1 1 160-31827- 53 2 
160-31612 * |109 REF 160-31827- 55 1 
160-31612- 5 ΜΙΓ109 = 49 1 160-31827- 56 1 
160-31612- 7 M1 1 160-31827- 57 1 
160-31612- 9 M1 1 160-31827- 58 1 
160-31635- 1 Ml 1 160-31827- 59 2 
160-31635- 2 Ml 1 160-31827- 62 1 
166-31635- 3 Hl li 160-31827- 69 2 
160-31635- 4 M1 1 160-31827- 71 1 
160-31635- 5 141 1 160-31827- 73 2 
160-31635- 6 MI 1 160-31821- 77 95 
160-31639- 1 Ml|ioe - 5 1 
160-31639- 2 1] 109 1 
160-31641- 1 151 1 160-31827- 83 2 
166-31641- 2 MI 1 160-31827- 85 2 
160-31672 M1 1 160-31827- 89 2 
160-21680- 1 Ml 1 160-31827- 91 1 
160-31680- 2 M 1 160-31827-101 1 
160-31685- 3 Ml 2 160-31827-201 1 
160-3168C- 5 M 1 
160-31680- 6 MI 1 160-31870- 5 1 
16C-3168C- 7 41 1 R82NA 160-31870- 10 1 
1620-31681- 1 Μ1 1 160-31881- 3 4 
160-31681- 2 141 1 160-31881- 5 4 
160-31681- 3 m1 2 160-31882 36 
162-31681- 5 μι 1 160-31920- 1 1 
160-31681- € M1 1 160-231920- 2 1 
160-31712 * REF 160-31920- 3 2 
160-31715 Ml 1 160-31920- 5 2 
160-31715- 3 ΜΙ 1 160-31920- 7 1 
160-31715- 5 1 160-31920- 8 1 
160-3171 ml 1 160-31920- 9 2 
150-31716- - 3 Ml 1 160-31920- 11 | 2 
160-317160 *. REF 160-32073- 3 2 
16Cc-31716t7- 3 Ml 1 160-32073- 4 2 
166-317160- 5 m1 1 160-32073- 5 3 
160-317162- δ m1 1 160-32073- 6 4 
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[cass CODE] PARTNUM&ER — | 
R82NA 160-32083- 3: P1|388 - 23 4 160-32505- 60 2 
R82NA 166-32504 P1|368 - 2 4 160-32505- 61 2 

374 160-32505- 62 2 
160-32504- 3 4 160-32505- 63 2 
160-32504- 5 4 160-32505- 64 2 
160-32504- 7 4 160-32505- 65 2 
160-32504- 9 4 160-32505- 66 2 
160-32504- 11 4 160-32505- 67 2 
160-32504- 13 4 160-32505- 68 2 
160-32504- 15 4 160-32505- 69 4 
160-32504- 16 4 160-32505- 71 4 
160-32504- 17 4 160-32505- 73 2 
160-32504- 18 4 160-32505- 74 2 
160-32504- 19 4 160-32505- 75 2 
160-32504- 20 4 160-32505- 76 2 
160-32504- 21 4 160-32505- 77 2 
160-32504- 23 4 160-32505- 78 2 
160-32504- 25° 4 160-32505- 79 2 
160-32504- 27 4 160-32505- 80 2 
160-32504- 31 4 160-32505- 81 2 
160-32504- 33 4 160-32505- 82 2 
160-32504- 35 2 160-32505- 83 2 
160-32504- 37 12 160-32505- 84 2 
160-32504- 39 4 160-32505- 85 2 
160-32504- 40 4 160-32505- 86 2 
160-32504- 41 4 160-32505- 97 2 
160-32504- 42 4 160-32505- 98 2 
160-32504- 43 8 160-32505- 99 2 
160-32504- 45 4 160-32505-100 2 
160-32504- 46 4 160-32505-101 2 
160-32504- 47 4 160-32511- 3 1 
160-32504- 48 4 160-32511- 4 4 
160-32504- 49 4 160-32511- 5 4 
160-32504- 51 8 
160-32504- 53 4 160-32511- 6 4 
160-32504- 54 4 l 
160-32504- 55 8 160-225177 1 4 
16032504- 59 8 160-32517- 2 4 
160-32504- 61 4 160-32518- 1 4 
160-32504- 62 4 160-32518- 2 4 
160-32504- 63 4 R82NA 160-32522- 1 4 
160-32504- 64 4 R82NA 160-32522- 2 4 
160-32504- 65 4 160-32522- 2 4 
160-32505 2 160-32522- 4 4 
160-32505- 3 2 160-32522- 5 4 
160-32505- 5 2 160-32522- 6 4 
160-32505= 7 2 R82NA 160-32522- 11 1 
160-32505- 9 2 R82NA 160-32522- 12 1 
160-32505- 11 2 R82NA 160-32523- 1 4 
160-32505- 12 2 R82NA 160-32523- 2 4 
160-32505- 13 2 160-32523- 2 4 
160-32505- 14 2 160-32523- 4 4 
160-32505- 15 2 160-32540- 3 4 
160-32505- 16 2 160-32540= 5 4 
160-32505- 17 2 160-32541 " 8 
160-32505- 19 2 
160-32505- 21 2 
160-32505- 23 2 160-32543- 1 
160-32505- 25 2 160-32543- 2 
160-32505- 27 2 160-32545- 1 
160-32505- 29 2 
160-22505- 30 2 160-32545- 2 
160-32505- 31 2 
160-32505- 32 2 160-32547- 1 
160-32505- 33 2 
160-32505- 34 2 160-32547- 2 
160-32505- 35 2 
160-32505- 36 2 160-32548- 1 
160-32505- 37 2 
166-32505- 39 2 160-32548- 2 
160-32505- 41 2 
160-32505- 42 2 160-32549- 1 
160-32505- 43 i 2 160-32549- 2 
160-32505= 45 2 160-32550- 1 
160-32505- 46 2 160-32550- 2 
160-22505- 47 2 160-32564 
160-32505- 49 2 
160-32505- 51 2 
160-32505- 52 2 160-32902- 3 
160-32505- 53 2 160-32902- 4 
160-32505- 55 2 160-32902- 3 
160-32505- 56 2 160-32903- 4 
160-32505- 57 2 160-32904 
160-32505- 2 160-32904- 3 
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0-32905- NIIT 3 1 
leos 3590- : 160-42523- 5 1 
R82NA 160-32976 2 160-42523- 6 1 
160-32976- 2 160-42523- 7 4 
160-32976- 2 160-42523- 9 3 
160-32976- 2 166-42528- 1 1 
160-32976- 2 160-42528- 2 1 
160-32976- 1 2 160-42528= 3 1 
160-32976- 1 2 160-42528- 4 1 
160-32976- 1 2 160-42528- 5 2 
160-32977 2 160-42528- 7 2 
160-32977- 2 160-42528- 9 2 
160-32977- 2 160-42528- 2 
160-32977- 4 160-42528- 1 
160-32978 2 160-42528- 1 
160-33011 REF 160-43027 1 
160-43040 1 
160-43113 160-43113-10 


160-43113-101 

160-43115 

160-43115- 

160-43116 

160-43116- 

160-43117 

160-43117- 

160-43118 

160-43118- 

160-43119 160-43119-1 


160-33106- 
160-33106- 
160-33107- 
160-23107- 
160-33108- 
160-33108- 
160-33116 

160-33116- 
160-33117 

160-33117- 


2 1 
2 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1 ο 
160-33132 4 160-43119- 3 1 
169-33132- 4 160-43119- 5 1 
160-33132- 4 160-43119- 7 2 
160-33132- 4 160-43119- 9 1 
160-33132- 4 160-43119-101 1 
160-33135 4 160-43132 1 
160-33137 8 160-43133 1 
160-33140 2 160-43133- 1 
16090-33141 8 160-43133- 1 
160-33144 1 160-47099 4 
160-33144- 1 160-47099- 4 
160-33145 1 160-48117 1 
160-33145- 1 160-48117- 1 
160-33334 4 160-48117- 1 
160-33337 2 160-48126 2 
160-33338 2 160-48136 2 
160-33339 4 160-48150 5 
160-33346 2 
160-33347 2 160-48316 1 
160-33355 2 160-48319- 1 
1602-33355- 2 160-48337 1 
160-33355- 2 160-48338 1 
160-33355- 2 160-48425 1 
160-33355- 2 160-48425- 3 1 
160-33355- 2 160-48425- 5 1 
160-33355- 4 160-48425- 7 1 
160-33355- 2 160-48430 1 
160-33355- 2 160-48430- 5 1 
160-33356 2 160-48430- 7 1 
160-33356- 2 160-48621- 1 REF 
160-33357 2 160-48621- 2 REF 
160-33357- 2 160-48621- 3 REF 
160-33358 2 160-48621- 4 REF 
R82NA 160-33359 2 160-48621- 5 REF 
160-33360- - 2 
160-33360- - 4 160-48621- 6 REF 
R82NA 160-33514 = 2 
R82NA 160-33529 - 4 160-48621- REF 
160-33532- 2 160-48621- REF 
ΒΒΟΝΑ 160-33532- - 2 160-48634 2 
160-33533 - 4 160-48635 2 
R82NA 160-33535 - 2 160-48641 2 
R82NA 160-33536 - 4 160-48642 2 
R82NA 160-33537 - 2 160-48853- 1 
R82NA 160-33559 - 2 
R82NA 160-33560 - 2 160-48853- 2 
R82NA 160-33562 - 2 160-48853- 1 
160-33563 - 2 160-48853- 1 
160-34111- - 1 160-48856 4 
160-34112- 1 160-48856- 4 
ΒΒΟΝΑ 160-34121 1 160-48860- 1 
R82NA 160-34122 1 160-48860- 1 
e 160-34502- 1 160-48860- 1 
160-34502- i 160-48860- 1 
160-34502- 1 160-48860- 1 
160-42113 16942113 160-48860- 1 
160-48860- 1 


REVISED 1 OCTOBER 1958 901 











Section Ill 
Numerical Index of 
Contractor Parts 







160-48860- 10 
160-48860- 11 
160-48860- 13 
160-48860- 15 
160-48860- 16 
160-48860- 17 
160-48860- 18 
160-48860- 23 
160-48860- 24 
160-4886C- 25 
160-48860- 26 
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169-11266- 8 : 1 169-22003- 41 2 
169-11266- 11 1 169-22003- 45 1 
169-11266- 12 1 169-22003- 46 1 
169-121275- 1 1 169-22003- 47 2 
i69-11275- 2 1 169-22003- 49 2 
169-11275- 3 1 169-22003- 51 2 
169-11275- 4 1 169-22003- 53 2 
169-11288- 1 1 169-22003- 55 0 
169-11288- 2 1 169-22003- 57 1 
169-11288-. 3 1, 169-22003- 58 1 
169-11288- 4 1 169-22005- 59 2 
169-11288- 5 1 169-22003-201 1 
169-11288- 6 1 169-22003-202 1 
169-11288- 7 2 169-22003-205 1 
169- 11291 1 169-22003-206 1 
169-18500- 1 RE 169-22003-207 1 
169-18500- 2 REF 169-22003-208 1 
169-18500- 3 1 169-22010- 3 1 
169-18500- ὁ 1 169-22010- 4 1 
169-18500- 5 1 169-22010- 5 1 
169-18500- 6 1 169-22010- 6 1 
169-18500- 7 2 169-22010- 7 1 
169-18500- 8 2 169-22010- 8 1 
169-18500- 9 1 169-22010- 9 1 
169-18500- 16 1 169-22010- 10 1 
169-18500- 13 1 169-22010- 11 1 
169-18500- 14 1 169-22010- 12 1 
169-18500- 21 1 169-22010- 13 1 
169-18500- 22 T 169-22010- 14 1 
169-18500- 23 1 169-22010- 15 1 
169-18500- 24 1 169-22010- 16 1 
169-18500- 31 z 169-22010- 17 1 
169-185C0- 32 169-22010- 18 1 
169-18500- 41 169-22010- 19 1 
169-18500- 42 169-22010- 20 1 
169-22002- 5 169-22010- 21 1 
169-22002= 6 169-22010- 22 1 
169-22002- 7 169-22010- 23 1 
169-22002- 8 169-22010- 24 1 
169-22202- 19 169-22010- 25 1 
169-22002- 169-22010- 26 1 
169-22010- 27 1 

169-22002- 23 169-22010- 28 l 
169-22002- 169-22010- 29 1 
169-22010- 30 1 

169-22002- 27 H 169-22010- 31 2 
169-22002- 28 1 169-22010- 33 2 
169-22002- 29 2 169-22010- 35 2 
169-22002- 31 2 169-22010- 37 2 
169-22002- 33 2 169-22010- 39 22 
169-22002- 35 2 169-22010- 41 2 
169-22002- 36 2 169-22010- 43 2 
169-22002= 37 2 169-22011- 3 1 
169-22002- 38 2 169-22011- 4 1 
169-22002- 39 4 169-22011- 5 1 
169-22002- 41 1 169-22011- 6 i 
169-22002- 42 1 169-22011- 7 1 
169-22002- 43 1 169-22011- 8 1 
169-22002- 44 1 169-22011- 11 1 
169-22002- 45 1 169-22011- 21 1 
169-22002- 46 1 169-22011- 22 1 
R82NA 169-22002-10 1 169-22011- 23 1 
R82NAÀ 169-22902-10 1 169-22011- 24 1 
169-22002-291 1 169-22011- 25 1 
169-22002-202 1 169-22011- 26 1 
169-22003- 3 1 169-22011- 27 1 
169-22003- 4 1 169-22011- 28 1 
169-22023= 9 2 169-22011- 31 1 
169-22C003- 11 1 169-22011- 41 1 
169-22003- 12 1 169-22011- 42 1 
169-22003- 13 1 169-22309- 1 1 
169-22003- 14 1 169-22309- 2 1 
169-22003- 15 2 169-22309- 3 1 
169-22003- 1 2 169-22309- 4 1 
169-22053- 2 2 169-22309- 5 1 
169-22093= 2 2 169-22309- 6 1 
169-22003= 25 2 169-22321- 42 2 
169-22003- 27 2 169-22326 2 
169-22003- 29 2 169-22326- 3 4 
169-22003- 2 169-22326- 5 2 
169-22326- 7 2 

169-22003- 18 169-22326- 9 4 
169-22326- 11 2 

169-22003- 4 169-22326- 13 2 
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[— ramen E AND INDEX NUMBER PART NUMBER 8] AND INDEX | QTY. | NUMBER 


PART [PARTNUMBER | 
ωρες. 2 


EE ro 
169-31031- 3 
169-31031- 4 
169-31031- 7 
169-31031- -8 
169-31031- 9 
|169-31021- 10 
169-31031- 15 
169-31032 














SOURCE 
ODE 












169-22340- 
169-22340- 
169- 224322” 
169-22432- 
169-22423- 
169-22433- 
169-22433- 
169-22433- 
169-22434= 
169-22435- 
169-22425- 
169-22435- 
169-22426- 
169-22436- 
169-22436- 


σι ο 


ΝΦΔΝΟΟΡΟΟ ΜΗ 





169-31032- 
169-31032- 
169-31032- 




























































σον ο Ui uy OY Ui! U QU) O Ut WN PD I 


5 
4 
1 
2 
2 
6 
4 
1 
1 
1 
1 
1 
1 
1 
1 
ο 
2 
4 
4 
4 
4 
1 






169-51027- 


169-31205- 10 
169-31028 


169-31205- 11 
169-31205- 12 
169-31205- 13 
169-31205- 14 
169-31205- 15 
169-31205- 17 
169-31205- 19 
169-31205- 21 
169-31205- 23 
169-31205- 24 
169-31205- 


mon 


169-31028- 
169-31C29 


He 


169-31029- 
169-31030- 
169-3103C- 
169-31030- 
169-31030- 
169-31031- 


169-31035- 1 1 
169-22436- 169-21035- 2 1 
169-22439- 169-31036- 1 1 
|169-22439- 169-31036- 2 1 
169-22514- 169-31037- 1 1 
169-22514- 169-31037- 2 1 
169-22634 169-31037- 5 3 

169-31037- 6 3 
169-22634- 169-31037- 7 1 
169-22650- 169-31037- 8 1 
169-22650- 169-31037- 9 4 
169-31C10- 169-31037- 11 2 
169-31020 184-310Ρ0 169-31037- 13 4 
1695310207 i 169-31037- 15 2 
τα. Led H : 
169-31020- 1 169-31038- 1 1 
169-31020- 184-310P0-10 169-31038- 2 1 
169-21020- 1 169-31039- 1 1 
169-31020- 1 169-31039- 2 1 
169-31026- 1 169-31041 2 
169-31020- 1 169-31042 2 
c iru 1 169-31043- 2 1 
-31c20- = a 
169-31020- 1 169-5 1041 : : 
que rn : 169-31050- 1 1 
-31020- 169-31050- “2 1 
169-31025- 1 169-21050- 5 2 
169-31020- 1 R82NA 169-31076 1 
169-31020- 1 169-31076- 3 i 
169-31020- 1 169-31128 1 
169-3102C- 1 169-31129 2 
169-31020- 1 169-31132 1 
169-31020- 1 169-31134 1 
169-31020- 6 169-31134- 3 1 
169-31021- 169-310P1- 1 169-31144 4 
169-31021- 169-310P1- 18 169-31144- 3 o 
vari 2 169-31144- 5 4 
- - 2 169-31145 1 
169-31021- 1 169-31148- 3 1 
169-31021- 1 169-31148- 4 1 
169-31021- 2 169-31150 1 
169-31021- 2 169-31152 1 
169-31021- 1 169-31152- 3 1 
169-31021- 1 169-31152- 5 1 
R82N 169-31021- 1 169-31152- 7 1 
R82NA 169-31221- 1 169-31153- 3 1 
169-31021- 2 169-31153- 4 1 
169-31021- 2 169-31154 1 
169-31021- 1 169-311 623 1 
169-31021- 1 169-31166 1 
169-51021- 2 169-31205- 3 1 
HER A 169-31205- 5 1 
9-21021- 169-31205- 6 1 
169-31027 1 169-31205- 7 2 
169-31205- 9 2 
2 
2 
2 
2 
2 
8 
8 
1 
1 
1 
1 
1 
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Section Ili 
Numerical Index of 
Contractar Parts 


i STOCK NUMBER 
| CLASS CODE | PART NUMBER 


ΑΝ 01-60AAB-4 


FIGURE |TOTAL| MICROFILM STOCK NUMBER 
AND INDEX | QTY. | NUMBER | [cLass CODE | PART NUMBER 















ου 
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169-31205- 26 
169-31205- 27 
169-31205- 28 
169-31205- 20 
169-31205- 40 
169-31226- 5 
169-31226- 7 
169-31226- 9 
169-31226- 11 
169-31226- 13 
169-31226- 23 
169-31226- 25 
169-31226- 27 
169-31226-100 
169-31227 

169-31227- 3 
169-31227- 5 
169-31227-101 
169731228 

169-31228- 3 
169-31228- 5 




























1-4» 4-} [4 να IND A 2B. 3 IL EO. RS R2 








169-31241- 
169731244 

169-31244- 
169-31244- 
169-31245 

169-31256- 
169-31256- 
169-31266 

169-31266- 
169-31266- 
169-31266- 
169-31266- 
169-31266- 
169-31275- 
169-31275- 
169-31284- 
169-31284- 
169-31284- 
169-31284- 
169-31284- 
169-31284- 


169-31230- 3 169-31284- 
169-31230-101 169-31284- 43 
169-231231 169-31284-201 


169-31231- 5 
169-31231- 7 
169-31231- 9 
169-31231- 20 
169-31231-101 
169-31232- 19 
169-31232- 23 
169-31232- 25 
169-31232- 27 
169-31232- 33 
169-31232- 25 
169-31232- 37 
169-31232- 41 
169-31232-151 






















169-31295- 1 
169-31295- 2 
169-31296 
169-31311- 4 
169-31311- 5 
169-31311- 17 
169-31311-101 
169-31311-102 
169-31312- 
169-31312- 
169-31324- 
169-31324- 
169-31324- 
169-31324- 


169731233 = he 
169-31233- 3 169-31324- 
169-31234 169-31324- 


169-31234- 3 
169-31234- 5 


169-31324- 
169-31324- 


169-31235 169-31324- 
169-3123]- 3 169-31324- 

- - 169-31324- 
169731238 169-31324- 
169-31238- 2 169-31324- 
169-31238- 5 169-31324- 
169-31229- 2 169-31324- 

- - 169- 4- 
169-31239- 3 169-31324- 
169-31239- 6 169-31324- 
169=31239=-. 7 169-31324- 


169-31239- 10 
169-31239- 11: 


169-31239- 14 
169-31239- 15 
169-31239- 18 
169-31239- 21 
169-31239- 24 


169-31239- 2 


169-31239- 26 
169-31239- 27 
169-31239- 29 
169-31239- 32 
169-31239- 33 
169-31239- 36 
169-31239= 37 
169-31239- 4C 
169-31239- 41 
169-31239- 44 
169-31239- 45 
169-31239- 51 
169”31239- 61 
169-31229-.62 
169-31239- 65 
169-31230-101 
169-31239-102 
169-31239-201 
169-31239-207 


NN A A A A a A A A EE REE HIE E H E H A I A PU A A a EHBE T 





169-31324- 

169-31324- 

169-31324- 36 
169-31324- 27 
169-31324- 41 
169-31324-101 
169-31324-102 
169-31324-103 
169-31324-105 
169-31324-107 
169-31324-109 
169-31324-111 
169-31326- 1 
169-31326- 2 
169-31327- 1 
169-31327- 2 
169-31331 


169-31332 
169-31333 


169-31337- 
169-31337- 


169-31337- 
169-31337- 
169-31337- 
169-21337- 


16931240 169-31337- 
169-31240- 3 169-21337- 
169-31241 169-31337- 









FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 
Ml 
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Section ΙΙΙ 
Numerical Index of 


AN O1-60AAB-4 Contractor Parts 


FIGURE  |TOTAL| MICROFILM STOCK NUMBER Sal FIGURE |TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER | | CLASS CODE | PART NUMBER 39| AND INDEX | QTY. | NUMBER 
303 - 16 2 
303 - 49 


























STOCK NUMBER 
| CLASS CODE | PART NUMBER 
35 


169-31337- 

169-31337- 37 
169-31337- 39 
169-31337- 41 
169-31337- 43 
169-31337- 45 
169-31337- 47 
169-31337- 49 
169-31337-101 
169-31337-102 
169-21337-147 
169-31337-149 
169-31337-202 

























rm 










ω 










ww 
ο PRP 








169-31338- 
169-31338- 
169-31344 

169-31346- 


169-31346- 









169-21350 
169-31353 
169-31356- 
169-31356- 
169-31358- 
169-31329= 
169-31562- 
169-31362- 
169-31363- 
169-31363- 
169-31365- 
169-31365- 
169-31366- 
169-31366- 
169-31367- 
169-31367- 
169-31368- 
169-31368- 
169-31368- 
169-31368- 
16931369 

169-31369- 
169-31369- 
169-31370- 
169-21371- 





169-31371- 










169-31374- 
169-31374- 
169-=31380= 
169-31380- 
169-31383 

169-313S50- 
169-21390- 
169-31391- 
169-31391- 
169-31351- 
169-313€5 

169-31306- 
169-21396- 
169-31397 

1659-31401- 
169-31421- 
169-31401- 
169-31401- 
169-31401- 
169-31401- 
169-31401- 
169-314C1- 
169731402 

169-31402- 
169-314C2- 
169-31402- 
169-31402- 
169731403 

169731404 

169-31405 
169-31406 








169-31407 
169-21407- 
169-31408 
169-31409 


1 
2 


1 


Q0 -4 € Ui O tO O «D 0 EP O (0 CO -4 UT Ur Ur UD 


N Pu ο 


Nr PN HP 


m 
O (0 ὦ 


r 


11 


Revised 15 August 1955 



































uy 

Pr 

- 

[| 

bo RA 
ο nu 





TNE A A A Re RR. A A RS RS RBS ps 


RD 
mm 
NANNY NLIS) fO [SD [SO RD) IO NL) IO πον NON) (A HE PEE IND ID e PPR Pee IT N NPP PP PPP PP Pe κ) R3 ps I3 [ὁ ee 









D 
m 


RE 





































169-31410 
169-31411 
169-31412 
169-31412- 
169731413 
169-31414- 
169-31414- 
169-31414- 
169-31414- 
169-31415- 
169-31415- 
169-31416- 
169-31418 
169-31419 
169-31420- 
169-31420- 
169-31422 
169-31423- 
169-31423- 
169-31423- 
169-31423- 
169-31425 
169-31428 
169-31429 
169-31430 
16931432 
169-31435- 
169-31435- 
169-31435- 
169-31435- 
169-21435- 
169-31435- 
169-31436 
169-31436- 
169-31436- 
169-31436- 
169-21436- 
169-31436- 
169-21436- 
169-31436- 
169-31439 
169-314239- 
169-31440 
169-31440- 
169-21441 
169-21442 
169-21 4443 
1869-31444 
169-31448 
169721449 
169-21449- 
| 169-31450 
169-31451 
169-31451- 
169-31451- 
169-31455 
169-31458 
169-21463- 
169-31463- 
169-31467- 
169-31467- 
169-31467- 
169-31467- 
169-31470 
169-31471 
169-31472 
169-31473- 
169-21473- 
169-31473- 
169-31473-: 
169-31473- 
169-31473- 
169-31473- 
169-31474 
R82NA 169-31475 
169-31477 
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Section III 
Numerical Index of 
Contractor Parts 












































169-31477- 3 
169-31478 

169-31480 

169-31480- 
169-31480- 
169-31480- 
169-31481- 
169-31481- 
169-31481- 
169-31482 

169-31482- 
169-31483- 
169-31483- 
169-21484 

169-31484- 
169-31486= 
169-31486- 
169-31501 

169-31501- 
169-31501- 
169-31501- 
169-31501- 
169-31503- 
169-31503- 
169731504 

169-31505 

169-31506 

169-31506- 
169-31506- 
169-31506- 
169-31507 

169-31508 

169-31510 

169-31510- 
169-31510- 
169-21510- 
169-31510- 
169-31510- 
169-31510- 
169-31510- 
169-31510- 21 
169-31510- 31 
169-31511 

169-31512 

169-31514 

169-31515- 
169-31515- 
169-31516- 
169-31516- 
169-31522- 
169-31522- 
169-31524 

169-31526 

169-31527- 
169-31527- 
169-31528- 
169-31529- 
169-31529- 
169-31529- 
169-31529- 
169-31530 

169-31531- 
169-31531- 
169-31531- 
169-31531- 
169-31531- 
169-31531- 
169-31532= 
169-31532- 
169-31533 

169-31534 

169-31534- 
169-31535 

169-31535- 
169-31535- 
169-31536- 
169-31536- 
169-31536- 
169-31536- 
169-31536- 
169-31536- 
169-31538 

169-31538- 
169-31538- 
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STOCK NUMBER 


[PARTNUMBER — | NUMBER 


AN 01-60AAB-4 


TOTAL|MICROFILM 
ary. NUMBER 


STOCK NUMBER 





ER FIGURE 
[PARTNUMBER Ἅᾖ|95] AND INDEX 










169-31538- 
169-31538- 
169-31538- 
169-31538- 
169-=31538= 
169-31538- 
169-3153€- 
169-31538- 
169-31538- 
169-31538- 
169-21538- 
169-31538- 
169-31538- 
169-31538- 
169-31538- 
169-31541 

169-31541- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-3155]- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-21551- 
169-31551- 
1685315851» 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
1989451551. 
169-31551- 
169-31551- 
169-31591= 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
16931551- 
169-3155351- 
169-321551- 
169-31551- 
169-21551- 
169-21551- 
169-31551- 
169-31551- 
169-31551- 
169-21551- 
|169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 
169-31551- 









































































































169-31552 
169-31555- 
169-31555- 





169-31551-101 














| CLASS CODE] PART NUMBER 


71 
72 
73 
74 
13 
76 
77 
73 
79 
80 
£1 
£2 
82 
85 
57 
85 
91 
92 


5 
6 


28) mcum [ror MICROFILM 
38] AND INDEX | QTY. | NUMBER 
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Section Ill 


Numerical Index of 
ΑΝ ΟΙ-όΟΑΑΒ-ά Contractor Parts 


nisur [rotar [MICROFILM 
[crass cope] part NUMBER |38| ANDINDEX | QTY. | NUMBER 
7 Ml 169-31603-151 1 
169-31603-201 κ 
R82NA 169-31606- 
R82NA 169-31606- 
169-31562 169-31606- 
169-31570- 169-31606- 
169-31570- 169-31606- 
169-31573 R82NA 169-31607- 
169-31575 R82NA 169-31607- 
169-31577- 169-31607- 
169-31577- 169-31607- 
169-31578 169-31607- 
169-31579 169-31611- 
169-31579- 169-31611- 
169-31570- 169-31611- 
169-31580- 169-31611- 
169-31580- 169-31611- 
169-31580- 169-31611- 
169-31586- 169-31611- 
169-31580- 169-31611- 
169-31580- 169-31611- 
169-31581 169-31611- 
169-31582- 169-31611- 
169-31582- 169-31611- 
169-31603- 169-31611- 
169-31603- 169-31611- 
169-31603- 169-31611- 
169-31603- 169-31611- 
169-21603- 169-31611- 
169-31603- 169-31611- 
169-31603- 169-31611- 
169-31603- 169-31611- 
169-21602- 169-31611- 
169-31603- 169-31611- 
169-31603- 169-31611- 
169-316C3- 169-31611- 
169-31603- 169-31611- 
169-31603- 159-31611- 
169-31603- 169-21611- 
169-316C3- 169-31611- 
169-31603- 169-31612 
169-31603- 169-31612- 
169-31603- 169-31626- 
169-21603- 169-31626- 
169-21603- 169-31626- 
169-316.3- 169-31626- 
169-31603- 169-31626- 
169-31603= 169-31626- 
169-31602- 169-31626- 
169-31603- 169-31626- 
169-31603- 169-31626- 
169-31603- 169-31626- 
169-316203- 169-31626- 
169-31623- 169-31626- 
169-316c3- 169-31626- 
169-31603- 169-31626- 
169-531603- 169-31626- 
169-31603- 169-31626- 
169-31603- 169-31626- 
169-316c3- 169-31626- 
169-31623- 169-31626- 
169-31603- 169-31626- 
169-31603- 169-31626- 
169-31603- 169-31626- 
169-31603- 169-31626- 
169-31603- 169-31626- 
169-31605- 169-31626- 
169-31653- 169-31626- 
169-31663- 169-31626- 
169-31693- 169-31626- 
169-31603- 169-31626- 
169-31693- 169-31626- 
169-31693- 169-31626- 
169-3160903- 169-21626- 
169-31623- 99 169-31626- 
169-31603-101 169-31626- 
169-31623-103 169-31626- 
166-316c3-104 169-31626- 
169-31603-105 169-31626- 
169-31603-107 169-31626- 
169-31603-10€ 169-31626- 
169-31603-111 169-31626- 
169-31603-112 169-31626- 
169-21603-114 169-31626- 
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Section Ill 
Numerical Index of 
Contractor Parts 


curee en - 


PART [| PARTNUMBER | 


ae 31626- 87 
169-31626- 8¢ 
169-31626- 91 
169-31626- 93 
169-31626- 94 
169-31626-101 
169-31626-109 
169-31626-111 
169-31626-121 
169-31626-122 
169-31626-123 
169-31626-124 
169-31626-155 
169-31626-156 
169-31626-201 
169-31626-213 
169-31626-214 
169-31626-215 
169-31626-216 
169-31626-217 
169-31626-218 
169-31626-221 
169-31626-222 
169-31626-223 
169-31626-224 
169-31626-225 
169-31626-226 
169-31626-229 
169-31626-230 
169-31626-231 
169-31626-3023 
169-31627- 
169-31627- 
169-31628- 
169-31628- 
169-31629- 
169-31629- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 11 
169-31630- 13 
169-31630- 15 
169-31630- 21 
169-31630- 22 
169-31630- 23 
169-31630- 24 
169-3163C- 31 
169-31630- 33 
169-31630- 35 
169-31630- 37 
169-31630- 39 
169-31630- 53 
169-31630- 55 
169-31630- 57 
169-31630- 59 
169-31630- 61 
169-31630- 62 
169-31630- 65 
169-31630- 67 
169-31630- 69 
169-31630- 71 
169-31630- 73 
169-31630- 75 
169-31630- 77 
169-31630- 81 
169-31630-101 













R82NA 


ONUNP φορ» 









169-31630-201 
169-31632- 1 
169-31632- 2 
169-31634 

169-21637- 1 
169-31637= 2 
169-31638- 7 
169-31628- 11 
169-31638- 12 
169-31638- 13 
169-31638- 15 
169-31638- 19 
169-31638- 27 
169-31638-:2 
169-31638- 37 
169-31638- 
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169-31638- 41 
169-31638- 43 
169-31638- 51 
169-31638- 52 
169-31638- 53 
169-31638- 55 
169-31638- 56 
169-31638- 57 
169-31638- 59 
169-31638- 61 
169-31638- 63 
169-31638- 67 
169-31638- 69 
169-31638- 71 
169-31638- 73 
169-31638- 74 
169-31638- 77 
169-31638- 79 
169-31638- 80 
169-31638- 81 
169-31638- 83 
169-31638- 85 
169-31638- 87 
169-31638- 89 
169-31638- 91 
169-31638- 93 
169-31638- 97 
169-31638- 99 
169-31638-101 
169-31638-121 
169-31638-122 
169-31638-185 
169-31638-201 
169-31638-301 
169-31639- 
169-31639- 
169-31640- 
169-31640- 
169-31645 

169-31646 

169-31646- 3 
169-31646- 5 
169-31646- 7 
169-31646- 9 
169-31646- 11 
169-31646- 13 
169-31646- 15 
169-31646- 17 
169-31646- 19 
169-31646- 21 
169-31646- 23 
169-31657- 5 
169-31657- 9 
169-31657- 11 
169-31657- 15 
169-31657- 19 
169-31657- 21 
169-31657- 23 
169-31657- 25 
169-31657- 27 
169-31657- 29 
169-31657- 33 
169-21657- 35 
169-31657- 36 
169-31657- 37 
169-31657- 43 
169-31657- 47 
169-31657- 48 
169-31657- 49 
169-31657- 51 
169-31657- 53 
169-31657- 55 
169-31657- 56 
169-31657- 61 
169-31657- 63 
169-31657- 64 
169-31657- 65 
169-31657- 67 
169-31657- 69 
169-31657- 70 
169-31657- 71 
169-31657- 72 
169-31657-101 
169-31657-103 
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MICROFILM STOCK NUMBER Sul FIGURE | TOTAL| MICROFILM 
NUMBER 22] AND INDEX| QTY. | NUMBER 


[ ——  srokNuwkR —— — |è} FIGURE 

85| AND INDEX [cass COE] PARTNUMBER | 

169-51657-107 - = 

169-31657-108 πα at 
169-31751- 55 
169-31751= 57 
169-31751- 59 
169-31751- 61 
169-31751- 63 
169-31751- 65 
169-31751- 66 
169-31751- 67 
169-31751- 69 
169-31751- 71 
169-31751- 73 
169-31751- 75 
169-31751- 77 
169-31751- 79 
169-31751- 81 
169-31751- 83 
169-31751- 85 
1695-31751- 87 
169-31751- 89 
169-31751- 91 
169-31751-101 
169-31751-105 
169-31751-107 
169-21752 
169-31753- 
169-21753- 
169-31753- 
169-31753- 
169-31754 
169-31759- 
169-31760 
169-31761 
169-31762- 
169-21762- 
169-31767- 
169-31767- 
166-21770 
169-31771 
169-31773 
169-31790 
169-31791 
169-31792 
169-31793- 
169-31793- 
169-21837 
169-32026 
169-32027 
169-32028 
169-32029 
169-32127- 
169-32127- 
169-32171- 
169-32171- 
169-32172- 
169-32172- 
169-22173- 
169-32173- 
169-32174- 
169-32174- 
169-32175 
169-32176 
169-32176- 
169-32177 
169-32178- 
169-32178- 
169-32178- 
169-32178- 
169-32179- 
169-32179- 
169-32179- 
169-32179- 
169-32179- 
169-32179- 
169-32180- 
169-32180- 
169-22181~ 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
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169-31657-113 
169-31557-131 
169-31€57-157 
169-31657-200 
169-31657-201 
169-31657-257 
169-21676- 3 
169-31676- 4 
169-31676- 7 
169-31676- 8 
169-31676- 9 
169-31676- 10 
169-31676- 11 
169-31676- 12 
169-31676- 13 
169-31676- 17 
169-31676- 18 
169-31676- 19 
169-31676- 20 
169-31676- 23 
169-31676- 24 
1629-21676- 27 
169-31676- 31 
169-51676- 33 
169-31676- 37 
169-31676- 38 
169-31676- 39 
169-31676- 40 
169-31676- 41 
169-31676- 42 
169-31676- 43 
169-31676- 44 
169-31676- 45 
169-31676- 46 
169-31676- 47 
169-31676- 49 
169-31676- 51 
169-31676- 52 
169-31676- 53 
169-31676- 54 
169-31676- 55 
169-31676- 57 
169-31676-101 
169-31676-105 
169-31742 
169-31742- 3 
169-31742- 5 
169-31742- 6 
169-31745 
169-31746 
169-31751 
169=317531= 3 
169-31751- 5 
169-31751- 6 
169-31751- 7 
169-31751- 9 
169-31751- 11 
169-31751- 13 
169-31751- 14 
15 
16 
17 
19 
20 


p ο σθρω 


N-” uy 


wr 
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169-31751- 

169-31751- 

169-31751- 

169-31751- 

169-31751- 

169-31751- 21 
169-31751- 23 
169-31751- 25 
169-21751- 26 
169-31751- 27 
169-31751- 29 
169-31751- 31 
169-31751- 33 
169-31751- 35 
169-31751- 37 
169-31751- 39 
169-31751- 41 
169-31751- 43 
169-31751- 44 
169-31751- 45 
169-31751- 47 
169-31751- 48 
169-31751- 49 
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169-32181- 
169-32181- 
.169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-32181- 
169-52181- 
169-22181- 
169-32182- 
169-32182- 
169-32182- 
169-32182- 
169-32182- 
169-32182- 
169-32182- 
169-52182- 
169-32162- 
169-22182- 
169-32182- 
169-32182- 
169-32182- 
169-32182- 
169-32182- 
169-32182- 
169-32182- 
169-32192- 
169-32182- 
169-32182- 
1659-32182- 
169-32182- 
169-32182- 
169-32182- 
169-32182- 
169-32162- 
169-32182- 
16932182- 
169-32182- 
169-32163- 
169-32183- 
169-32184 
169-321€5 
169-32503 













RE2NA 





169-22505- 
169-32503- 
169-32503- 
169-32523- 
169-32503- 
169-52563- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32593- 
169-32503- 
169-52563- 
169-22503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-22503- 
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39 
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55 
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13 
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STOCK NUMBER 








CLASS CODE 


R82NAÀ 
RE2NA 


PART NUMBER 


169-32503- 
169-32502- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503= 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169=32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
1δ9-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 99 
169-32503-101 
189-32503-103 
169-32503-104 
169-32503-107 
169-32503-111 
169-32503-113 
169-32502-115 
169-32503-116 
169-32503-117 
169-32503-119 
169-32503-121 
169-32503-123 
169-32503-125 
169-32503-126 
169-32503-127 
169-32503-129 
169-32503-130 
169-32504- 1 


169-32504- 2 


169-32526 

169-32527- 
169-32527- 
169-32528- 
169-32528- 
169-32529- 
169-32529- 
169-32530- 
169-32530- 
169-32531- 
169-32531- 
169-32532- 
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169-32532- 2 m 2 169-42121- 6 2 : 
169-32532- 3 M 4 169-42121- 7 2 
169-32532- 5 M 2 169-42121- 3 2 
169-32532- € Μ 2 169-42121- 9 2 
169-22533- 1 M 2 169-42121- 11 2 
169-32533-= 2 ή 2 169-42121- 13 2 
169-32533- 3 i 2 169-42121- 14 2 
169-32533- 4 M 2 169-42121- 15 2 
169-32533- 5 M 4 169-42121- 17 2 
169-32533- 7 M 4 169-42121- 18 2 
169-32535- 3 2 169-42121- 19 2 
RS2NA 169-32956 2 159-42121- 21 2 
169-32956- 3 2 169-42121- 22 2 
169-32956- 5 2 169-42121- 23 2 
R82NA 169-320538 2 169-4212]- 25 2 
169-329538- 3 2 169-42121- 27 2 
1δ9-32958- 5 2 169-42121- 29 2 
169-32970 2 169-42121- 31 2 
169-32970- 3 2 169-42121- 33 2 
169-32970- 5 2 169-42121- 35. 2 
169-32971 2 169-42121- 36 2 
169-33151 1 169-42121- 37 2 
169-33360 2 169-42121- 39 2 
169-33361 4 169-42121- 40 2 
169-33362- 1 2 169-42121- 41 2 
169-33362- 2 .2 169-42121- 42 2 
169-33363 3- 1 169-42121- 43 2 
169-33363- 3 2 169-42121- 44 2 
169-32363- 5 2 169-42121- 45 2 
169-333632- 7 2 169-42121- 46 2 
169-33363- 10 2 169-42121- 47 2 
169-33364 2 169-42121- 48 2 
169-33367 2 169-42121- 49 2 
169-33368- 1 2 169-42121- 50 2 
169-33368- 3 2 169-42121- 51 2 
169-33369 4 169-42121- 52 2 
169-33411 1 169-42121- 53 2 
169-42078 2 169-42121- 54 2 
R82NA 169-42104- 1 2 169-42121- 55 2 
169-42104- 3 2 169-42121- 56 2 
169-42104- 4 2 169-42121- 57 2 
169-42104- 5 2 169-42121- 58 2 
169-42104- 6 2 169-42121- 59 2 
169-42104- 7 2 169-42121- 60 2 
169-42104- 9 4 169-42121- 61 2 
169-452104- 11 4 169-42121- 62 2 
169-42104- 12 2 169-42121- 63 2 
169-42104- 13 2 169-42121- 64 2 
169-42104- 15 2 169-42121- 65 2 
169-42104- 17 2 169-42121- 66 2 
169-42104- 19 2 169-42121- 67 2 
169-42104- 21 2 169-42121- 69 2 
169-42104- 23 2 169-42121- 71 2 
169-42104- 25 2 169-42121- 72 2 
169-42104- 27 2 169-42121- 73 2 
169-42104- 29 8 169-42121- 74 2 
169-42104- 31 8 169-42121- 75 2 
169-42104- 33 16 169-42121= 77 2 
169-42104- 39 4 169-42121- 79 2 
169-42104- 41 4 169-42121- 81 2 
169-42104- 51 2 169-42121- 83 2 
169-42104- 53 2 169-42121- 84 2 
169-42104- 57 4 169-42121- 85 4 
169-42104- 56: 4 169-42121- 87 4 
169-42104- 61 6 169-42121- 89 8 
169-42104- 62 4 169-42121- 91 16 
169-42104- 65 4 169-42121- 93 32 
1$9-42104- 67 4 169-42121- 95 2 
169-42104- 69 8 169-42121- 97 2 
RS2KA 159-421264-200 2 169-42121- 99 2 
RS2NA 169-42107 2 169-42121-101 2 
169-42107- 3 2 169-42121-201 2 
169-42107- 5 2 169-42121-202 2 
169-52107- 7 4 169-42121-203 2 
RE2NA 169-42113 5 169-42121-205 2 
169-42113- 3 4 169-42121-207 2 
169-42113- 5 8 169-42121-300 1 
169-42113- 7 8 169-42121-4C0 2 
169-42113- 9 8 169242152 8 
169-42113- 11 2 169-42152- 3 8 
169-42115 2 169-42152- 5 8 
169-42121- 3 2 R82NA 169-42155 2 
169-42121- 4 2 RB2NA 169-42313 2 
189-42121= 5 2 169-42313- 3 2 
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169-42313- z = 
169-42313- 1 d ippBu- 
169-42313- 169-48863- 
169-42313- 11 169-48863- 
169-42313- 13 169-48863- 
169-42313- 15 - 
R82MA 169-42313-100 169251037 
169-4 2517 
169-42518 
R82NA 169-44006 
169-46003 
169-46004 
169-46005 
169-46006 
169-46007 
169-46008 
169-48180 
169-48201 
169-48252 
: 169-482304 
R82NA 169-48305 
R82NA 169-48306 
169-48308 
R82NA 169-48309 
R82NA 169-46310 
169-48310- 
169-48310- 
169-48311 
169-48332 
169-48332- 
169-48333 
169-48426- 


Pm mn. 


169-51058 
169-51058- 
169-51058- 
169-51058- 
169-51058- 
169-51074 
169-51074- 
169-51084- 
169-51084- 
169-51084- 
169-51108 
16951126 


merren ο RRP 


a 
a 


16951132 
169-51132- 
169-51132- 
169-51132- 
169-51132- 
169-51132- 
169-51132- 
169-51132- 
169-51132- 
169-51132- 
169-51132- 
169-51132- 
169-51132- 
169-51131- 
169-51137- 
169-51137- 
169-51137- 
169-51137- 
169-51137- 
169-51137- 
169-51137- 
169-51137- 
169-51137- 
169-51137- 
169-51137- 
169-51137- 
169751146 
169751147 
169-51148 
169751149 
169-51150 
169-51152- 
169-51152- 
169-51801- 
169-51801- 
169-51801- 
169-51801- 
169-51801- 
169-51801- 
169-52009 
169752013 
169-52018 
169752033 
169-52033- 
169-52033- 
169-52060 
169-52076 
169-52123 
169-52123- 
169-52232 
169-52232- 
169752252 
169-52252- 
R82NA 169-52252- 
169-52253 
R82N 169-52253- 
RB2NA 169-52254 
RB2NA 169-52265 
169-52265- 
169-52268 
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169-48426- 
159-48426- 


Ne 


169-48426- 
169-48426- 


he 


169-48426- 
169-48426- 


pa pa 


169-48426- 
169-48804- 
169-48804- 
169-48810 

169-48810- 
169-48810- 
169-48810- 
169-48813 

169-46851- 
169-48851- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-40863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48363- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-48863- 
169-46863- 
169-48863- 
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R82NA 169-52270 
169-52274- 
169-522174- 
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169-52301 2 169-53028 1 
169-52319 1 169-53028- 3 1 
169-52319- 3 1 169-53028- 5 1 
169-52319- 5 1 169-53029 2 
169-52323 2 169-53032 1 
R82NA 169-52418 1 169-53032- 3 1 
169-52467 1 169-53032- 5 1 
169-52467- 23 1 169-53032- 7 1 
169-52467- 5 1 169-53034 3 
169-52467- 10 1 16€-53034- 3 3 
169-52468 1 169-52C34- 5 3 
169-52468- 3 1 169-53034- 7 3 
169-52468- 5 1 169-53034- 9 3 
169-52468- 10 1 169-53034- 11 3 
169-52485 1 169-53034- 13 3 
169-52485- 3 1 169-53034- 15 12 
169-52485- 5 1 16953035 2 
169-52485- 10 1 RB2NA 169-53043- 1 1 
169-52486 i R82NA 169-53043- 2 1 
169-52486- 3 1 169-53043- 3 1 
169-52486- 5 1 169-53043- 4 1 
169-52486- 10 1 169-53043- 5 1 
R82NAÀ 169-53005- 3 l 169-53043- 6 1 
R82NA 169-53C05- 5 T 169-53043- 7 1 
169-53005- 7 2 169-53043- 8 1 
169-530C5- 9 2 R82NA 169-53044- 1 2 
169-53005- 13 2 
169-53005- 15 2 R82NA 169-53044- 2 2 
169-53005- 17 2 169-53059 1 
169-53005- 19 2 
169-53005- 20 2 169-53090 1 
169-53005- 23 2 169-53090- 3 1 
169-53005- 24 2 169-53090- 4 1 
169-53005- 25 2 169-53090- 5 1 
169-53005- 27 2 169-53091 1 
169-53005- 29 2 169-53091= 3 1 
169-53005- 33 2 169-53091- 5 1 
169-53005- 35 1 169-53092 1 
169-53005- 36 1 169-53092- 3 1 
169-53005- 37 2 169-53092- 5 1 
169-53005- 39 2 169-53092- 7 1 
169-53005- 41 2 169-53092- 3 1 
169-53005- 43 2 169-53092- 9 2 
169-53005- 45 2 R82NA 169-53111- 1 1 
169-53005- 47 2 RB2NA 169-53111- 2 1 
169-53005- 49 > 2 169-53126 REF 
169-53005- 51 1 
169-53007 4 169-53127 REF 
169-53008 4 169-53127- 5 1 
169-53008- 3 4 16953130 1 
169-53009 8 169-53123- 5 1 
R82NA 169-53010 2 169-53123- 7 1 
169-53010- 3 2 169-53134- 5 1 
R82NA 169-53011 : 2 169-53134- 7 1 
169-53013- 3 2 16953135 1 
169-53013- 5 2 169-53138 1 
169-53014 2 169-53130- 5 1 
169-53015 2 169-53138- 7 1 
169-53017 2 169-53138- 9 1 
169-53017- 3 2 169-53138- 11 1 
169-53018 2 169-52138- 13 1 
169-53018- 3 2 169-53138- 15 1 
169-53018- 5 4 169-53138- 17 1 
169-53019- 3 1 169-53138- 29 1 
169-53019- 5 2 169-53139 1 
169-53019- 7 1 169-53139- 3 1 
169-53019- 9 2 169-53139- 5 1 
169-53019- 11 6 169-53141 1 
169-53019- 13 8 169-53142 1 
169-53019- 15 1 169-53147 1 
169-53019- 17 1 169-53148 1 
169-53019- 19 1 169-53140- 9 1 
169-53020 4 169-53149 1 
169-53152 1 
169-53020- 4 169-53154 4 
169-53020- 5 4 169-53312- 3 1 
169-53021 4 169-53312- 5 1 
169-53024 3 169-53312- 11 1 
169-53312- 13 1 
169-53025 169-53312- 19 1 
169-53312- 21 1 
169-53026 169-53312- 43 1 
169-53026- 3 169-53312- 45 1 
169-53026- 5 169-53312- 46 1 
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169-53312- 47 
169-53312- 48 
169-53312- 49 
169-53312- 50 
169-53312- 51 
169-53312- 52 
169-53312- 53 
169-53312- 55 
169-53312- 57 
169-53312--59 
169-53312- 61 
169-53312- 63 
169-53312- 65 
169-53313 
169-53314 
169-53314- 3 
169-53314- 5 
169753315 
169-53315- 3 
169-53315- 5 
169-53333* 
169-53428 
169-5242€= 
159-53428- 
169-53431 
169-53434 
169-53436 
169-53436- 3 
169-53436- 5 
169-53436- 7 
9 
ο 






uu 


169-53436- 
169-52436- 2 
169753437 
169-53437= 3 
169-53437- 5 
169-53437- 7 
169-523437- 9 
169-53437- 11 
169-53437- 13 
169-53437- 20 
169-53441 
169-54016 
169-54016- 
169-54016- 
169-54026 
169-54026- 
169-54029- 
169-54029- 
169754032 
169-54032- 
169-54032- 
169-54032- 
169-54022- 
169-54033 
169-54033- 
169-54033- 
169-54033= 
169-54033- 
169-54033= 
169-54050- 
169-54050- 10 
169-54050- 11 
169-54050- 13 
169-54050- 18 
169-5405C- 20 
169-54050- 22 
169-54051- 10 
169-54052 
169=54055 
169-54056 
169-54061 
169-54062- 
169-54062- 
169-54063 
169-54c63- 
169-54064 
169-54064- 
169-54064- 
169-54064- 
169-54064- 1 
169-54065 
169-54066 
169-54069 
169-54069- 
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169-54070- 
169-54070- 
169-54070- 
169-54071 
169-54072 
169-54073 
169=54074 
169-54075 
169-54076 
169-54076- 
169-54076- 
169-5407? 
169-54078 
169-54078- 
169-54078- 
169-54078- 
169-54078- 1 
169-54079 
169-54079- 
169-54079- 
169-54080 
169-54080- 
169-54081 
169-54083 
169754084 
169-54085 
169754086 
169-54094 
169-54095 
169-54095- 
169-54095- 
169-54095- 1 
169-54100 
169-54100- 
169-54100- 
169-54101 
169754114 
169-54114- 
169754115 
169-54116- 
169-54116- 
169-54117 
169-54117- 
169-54117- 
169-54117- 1 
169-54121 
169-54121- 
169-54121- 
169-54122- 
169-54122- 
159-54123 
169-54126 
169-54126- 
169-54126- 
169-54126- 
169-54126- 
169-54126- 1 
169-54126- 1 
169-54126-10 
169-54132 
169-54132- 
169-54132- 
169-54132- 
169-54132- 
169-54132- 1 
169-54132- 1 
169-54132- 1 
169-54144 
169-54145 
159-54146 
169-54148 
169-54148- 
169-54148- 
169-54168 
169754170 
169-54200 
169-54208 
169-54209- 
169-54209- 
169-54209- 
169-54209- 
169-54210 
169-54210- 
169-54210- 
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169-54210- 1 R82NA 169-56122 Pl 1 
169-54210- 1 169-56122- 3 X1 1 
169-54210- 11 1 169-56124 M1 2 
169-54210- 13 UN R82NA 169-56125 P1 1 
169-54210- 21 1 R82NA 169-56126 P 2 
169-54298 1 1697-56127 P1 1 
169-54298- 3 1 169-56128- 3 1 
169-54298- . 5 1 169-56132 x1 1 
169-54328 2 R82NA 169-56145 P1 1 
169-54348 1 169-56145- 3 X1 1 
169-54348- 3 1 R82NA 169-56146 P 1 
169-54348- 5 2 169-56149- 1 M1 1 
169-54348= 7 2 169-56149- 2 M1 1 
169-54348- 21 1 169-56151 M1 2 
169-54413 2 169-56151- 3 M1 1 
169-54413- 3 2 169-56151- 4 M1 1 
169-54413- 5 2 169-56158 M 1 
169-54501 REF R82NA 169-56159 P: 1 
R82NA 169-56160 P1 1 

169-54506 1 169-56160- 3 x1 1 
169754507 1 169-56161 M1 2 
169-54508 1 169-56161- 9 M1 2 
169-54509 2 169-56162 M1 2 
169-54510 1 169-56162- 3 M1 4 
169- 54518 1 169-56162= 5 M1 2 
169-54521 2 169-56162- 7 M1 2 
169-54524 1 169-56162- 9 M1 2 
169-54525 1 169-56166 4 
169-54526 1 R82NA 169-56169- 1 P1 1 
169-54527 2 R82NA 169-56169- 2 P1 1 
169-54527- 3 2 :169-56169- 3 X1 1 
169-54527- 5 2 169-56109- 4 X1 1 
169-54527- 7 2 R82NA 169-56175 P 1 
169-54527- 9 2 169-56175- 3 M1 1 
169-54530 1 169-56176- 1 M1 1 
169-54531 2 169-56176- 2 M1 1 
169-54533 6 169-56176- 3 M1 1 
169-54822 1 169-56176- 4 M1 1 
169-55026 | REF 169-56176- 5 M1 2 
169-55027 REF 169-56177 M1 1 
169-55031 169-56177- 3 M1 1 
169-55035 169-56177- 5 M1 1 
169-55040 169-56178 M1 1 
169-55041 169-56179- 1 M1 1 
169-55043 169-56179- 2 μι 1 
169-55045 169-56179- 3 M1 1 
169-55048 169-56179- 4 M1 1 
169-55049- 1 R82NA 16909-56180 P 2 
169-55049- 2 169-56180- 23 M1 2 
169-55050 169-56183 M1 1 
169-55052 3169-56191 A 1 
169-56001 R82NA 169-56191- 3 P1 1 
169-56001-101 R82NA 16956195 P 1 
169-56026 R82NA 169-56196 P1 1 
169-56026- 3 R82NA 169-56197- 1 P1 1 
169-56031 R82NA 169-56197- 2 Pl 1 
169-56101- 10 169-56198- 1 μι 1 
169-56198- 2 M1 1 

169-56102 1 169- 56201. MI 1 
169-56102- 3 1 169-56207 x1 1 
169-56104- 3 1 169-56207- 3 x1 1 
169-56104= 5 1 R17NA 169-56208 P1 1 
169-56105 1 169-56215 M1 1 
169-56106 1 169-56216 M1 1 
169-56106- 3 1 169-56217 M1 1 
169-56106- 5 2 169-56218 M1 1 
169-56107 1 169-56219 M1 1 
169-56110 1 R82NA 169-56220 P 1 
169-56110- 3 1 169-56221 P1 1 
169-56110- 5 1 R82NA 169-56222 P i 
169-56111 1 160-56223 M 1 
169-56111- 3 1 R82NA 169-56301 P1 1 
169-56111- 5 1 R82NA 169-56301- 10 Pi 1 
169-56111- 7 3 R82NA 1690-56302 P1 1 
169-56111- 9 1 R82NA 169-56303 Pl 1 
169-56112 1 169-56303- 3 x1 1 
169-56112- 3 1 169-56303- 5 x1 1 
169-56115 2 169-56303- 7 1 
169-56116- 23 AR R82NA 169-56303- 10 P1 1 
169-56116- 5 AR R82NA 169-56304 P1 1 
169-56116- 7 2 1169-56304- 10 x2 1 
169-56117 2 R82NA 169-56305 P1 1 
169-56121 1 R82NA 169-56307 P1 1 
169-56121- 1 169-56307- 3 x1 1 
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169-58160- x1 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58160- 
169-58162 
169-58163 
169-58164 
169-58168 
169-58169 
169-58225 
169-58225- 
169-58225- 
169-58226 
169-58227 
169-58228 
169-58229 
169-58230 
169-58231 
169-58221- 
169-58231- 
169-58421 
169-58422 


169-58500 

169-58500- 
169-58500- 
169-58500- 
169-58500- 
169-58500- 
169-58601 





169-56310 P 
169-56310- 10 
169-56311 
16569-56315 
169-56316 
169-56318 
169-56331 
169-56331- 
169-56336 
169-56337 
169-56337- 
169-56337- 
169-56337- 
169-56350 
169-56350- 
169-56350- 
169-56350- 
169-56351 
169-56352 
169-58013 


169-58015 
169-58015- 


Lb LE pu o ϱ) ud ud o κ) Ju o os pd ελλ) po pu po 


169-58102 
169-58103 
169-58105 
169-58105- 
169-58105- 
169-58106 
169-58106- 
169-58106- 
169-58122 


H m ο pu ps pu 200 


169-58123 
'|169-58123- 
169-58123- 
169-58123- 
169-58123- 
169-58124 
169-58125 
169-58126 
169-58127 
169-58128 
169-58129 
169-58138 
169-58138- 
169-58139 
:|169-58139- 
169-58139- 
169-58139- 
169-58140 
169-58141 
169-58142 
169-58142- 
169-58143 
169-58144 
169-58145 
169-58145- 
169-58145- 
169-58146 
169-58146- 
169-58146- 
169-58146- 
169-58146- 
169-58147 
169-58147- 
169-58147- 
169-58147- 
169-58148 
169-58149 
169-58153 
169-58154 
169-58155 
169-58156 
169-58156- 
169-58156- 
169-58156- 
169-58156- 
169-58157 
169-58160- 
169-58160- 
169-58160- 
169-58160- 


AHP ο ον.) ο ο p 15) IH I od rd A 15} pd ud 1-2 ο νο ο.” 


m 
m 


169-58602 
169-58614 


fe 


169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58621- 
169-58711. 

169-58712- 
169-58712- 


NE ONY HR κ) πλ») pd de κ 15} ο ο I 15} 14 155 5) 5; Ren pus a 


169-58732 
169-58732- 
169-58732- 
169-58732- 
169-58732- 
169-58734 


55 d od oll ol ο uo pod pod [52 Dodo pu pod pu uo [52 pd Jo o ἠ-2 do o [5 ee ee 1-2 od o ud pat 1-2 ὁ pd 65} 955 pul 12 κ) ps ps 


169-58735 


“sun 0 Jun 
H pue po y 


169-58736 
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169-58737 
169-58738 
169-58739 






169-58801- 9 
169-58801- 11 
169-58801- 13 
169-58801- 15 
169-58801- 17 
169-58801- 19 
[169-58801-103 
169-58801-105 
169-58801-107 
169-58801-109 
169-58801-111 
1169-58801-113 
1695880. M115 
169-58801-117 
169-58801-119 
169-58802- 5 
169-58802- 7 
169-58802- 11 
169-58802- 15 
169-58802- 17 
169-58802- 19 
169-58802- 23 
169-58802- 25 
169-58802-105 
169-58802-107 
169-58802-111 
169-58802-115 
169-58802-117 
169-58802-119 
169-58802-123 
169-58802-125 
169-58803- 3 
169-58803= 5 
169-58803- 7 
169-58803- 11 
169-58803- 13 
169-58803- 15 
169-58803- 17 
169-58803-102 
169-58803-105 
169-58803-107 
169-58803-109 
169-58803-111 
169-58803-113 
169-58803=115: 
169-58803-119 
169-58804- 3 
169-58804- 5 
169-58804- 7 
169-58804- 9 
169-58804- 11 
169-58804- 13 
169-58804- 15 
169-58804- 17 
169-58804- 19 
169-588 04- /21 
169-58804- 23 
169-58804- 25 
169-58804- 27 
169-58804- 29 
169-58804- 31 
169-58804- 33 
169-58804- 35 
169-58804- 37 
169-58804- 39 
169-588C4- 43 
169-58804- 44 
169-58804- 45 
169-58804- 47 
169-58804= 49 
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eass cort 58804- 51 
169-58804- 53 
169-58804- 55 


169-58740- 3 169-58804- 57 
169-58740- 5 169-58804-103 
169-58741 169-58804-105 
169-58742 169-58804-107 
169-58748 169-58804-109 
169-58748= 3 169-58304-111 
169-58749 169-5£804-113 
169-58749- 3 169-58804-115 
169-58801- 3 169-58804-119 
.169-58801- 5 169-58804-121 
169-58801- 7 169-58804-123 


169-56804-125 
169-55804-127 
169-58804-120 
169-58804-131 
169-58804-133 
169-58804-135 
169-58804-137 
169-58804-139 
169-58804-141 
169-58804-145 
169-58804-147 
1€9-58804-149 
169-58804-151 
169-58804-153 
169-58804-155 
169-58804-157 
169-58805- 3 
169-58805- 5 
169-58805- 7 
169-58805- 9 
169-58805- 11 
169-58805- 13 
169-58805- 15 
169-58805- 17 
169-58805- 19 
169-58805- 23 
169-58805- 25 
169-58805- 27 
169-58805- 29 
169-58805- 31 
169-58805- 33 
169-58805- 35 
169-58805- 37 
169-58805- 39 
169-58805- 41 
169-58805- 43 
169-58805- 47 
169-58805- 51 
169-58805- 53 
169-58805- 59 
169-58805- 61 
169-58805- 63 
169-58805- 65 
169-58805- 67 
169-58805-103 
169-58805-105 
169-58805-107 
169-58805-109 
169-58805-117 
169-58805-118 
169-58805-119 
169-58805-123 
169-58805-125 
169-58805-127 
169-58805-129 
169-58805-131 
169-58805-133 
169-58805-135 
169-56805-127 
169-58505-139 
169-58805-141 
169-58805-143 
169-58805-147 
169-58805-151 
169-58805-153 
169-55805-159 
169-58805-161 
169-58805-163 
169-58805-165 
169-58805-167 
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169-58806- 3 
169-58806- 5 
169-58806- 7 
169-58806- 9 
169-56806- 11 
169-58806- 15 
169-58806- 17 
169-58806- 1 

169-58806- 21 
169-58806-.23 
169-58806- 25 
169-58806- 27 
169-58806- 29 
169-568806- 21 
169-58806- 33 
169-58806- 35 
169-58806- 37 
169-56506- 39 
169-58806- 45 
169-58806- 51 
169-58806- 55 
169-58806- 5 

169-58806- 5 

169-58806- 61 
169-58806-103 
169-58806-105 
169-58806-107 
169-58806-109 
169-58806-111 
169-5£806-115 
169-58606-117 
169-58806-119 
169-58806-121 
169-58806-123 
169-58806-125 
169-58826-127 
169-58806-129 
169-58606-131 
169-58806-133 
169-58806-125 
169-58806-137 
169-58806-129 
169-58806-145 
169-58806-151 
169-56806-155 
169-56806-157 
169-58806-159 
169-58806-161 
169-58807- 23 
169-58807- 35 
169-58807- 37 
169-58807- 39 
169-58807- 43 
169-58807- 45 
169-58807- 49 
169-58807- 51 
169-58807- 53 
169-58807- 55 
169-58807-123 
169-58807-135 
169-58807-137 
169-58807-139 
169-58807-143 
169-58807-145 
169-58807-149 
169-58807-151 
169-58807-153 
169-58807-155 
169-58808- 23 
169-58808- 25 
169-58808- 27 
169-58808- 31 
dm rem 35 
169-58808- 37 
169-58808- 39 
169-58808- 43 
169-58808-111 
169-58808-113 
169-58808-115 
169-58808-117 
169-58812- 47 
169-58812-147 
169-631028- 

169-631028- 
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169-63106 
169-63117 
169-63118 
169-63119 
169-63120 
169-63121 
169-63124 
169-63148 
169-63149 
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169-63154- 1 
169-63154- 2 
169-63154- 3 
169-63156 
169-63157- 1 
169-63157- 2 
169-63157- 3 
169-63213 
169-63221 
169-63221- 3 
169-63221- 5 
169-63222 
169-63222- 
169-63222- 
169-63224 
169-63226 
169-63226- 3 
169-63226- 5 
169-63226- 7 
169-63229 
169-63229- 3 
169-63229- 5 
169-63229- 7 
169-63230 
169-63230- 3 
169-63230- 5 
169-63234 
169-63234- 3 
169-63272 
169-63272- 3 
169-63272- 5 
169-63273 
169-63273- 3 
169-63273- 5 
169-63273- 7 
169-63274 
169-63274- 3 
169-63275 
169-63275- 3 
169-63376 
169-63377 
169-63378 
169-63379 
169-63380- 
169-63380- 
169-63381- 
169-63381- 
169-63382- 
169-63382- 
169-63383- 
169-63383- 
169-63387- 
169-63387- 
169-63387- 
169-63387- 
169-63388- 
169-63389- 1 
169-63389- 2 
169-63389- 3 
169-63389- 5 
> 
9 





Herrerne 
























































dUPUNANANARNA 


169-63389- 
169-63389- 
169-63389- 11 
169-63389- 12 
169-63389- 13 
169-63389- 15 
169-63390 
169-63391- 
169-63391- 
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169-63392- 
169-63392- 2 
169-63393- 


BE PE 15115} {2 μὰ 15} PEEP ο PPE A A A 15} 141} ERP Be 15} 1} 15} A pp A A ee eee ED ee 15} 15} [ΕΑ à pi 1-2 15} 15} I3 ο Sp 15} et rr ts 





Revised 15 August 1955 














Section lil 


Numerical index of 
AN 01-60AAB-4 Contractor Parts 


TCI QD NUMBER 
PART NUMBER O 


=? m: 
meom 
169-63501 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-62501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-63501- 
169-635C1- 
169-63501- 
169-63501- 
169-63501- 
169-65501- 
169-62501- 
169-63501- 
169-63501- 
169-63501- 
169-63503 
169-63504- 
169-63504- 
169-63504- 
169-63504- 
169-63504- 
169-63504- 
169-63504- 
169-63504- 
169-63504- 
169-63504- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 
169-63506- 





STOCK NUMBER Se] rune MICROFILM 
CLASS CODE PART NUMBER 8 5] AND INDEX 


169-63363- 


169-63394- 
169-63394- 


169-632395- 
169-633955- 
169-6339095- 
169-6335- 
169-63395- 
169-63395- 
169-63395- 
169-63385- 
169-63396- 
169-62306- 
169-63397 


ΜΗ Osc An SW P2 (5 


DIN PRR pm pe 


+ 


169-63397- 
169-63358 
169-63398- 
169-63358- 
169-63393- 
169-63398- 
169-63398- 
169-63598- 
169-63396- 
169-63328- 
169-63399- 
169-63358- 
169-62398- 
169-63358- 
169-63366- 2 
169-63398- 
169-63398- 2 
169-63398- 
169-63323- 
169-63598-. 
169-63398”- 
169-63398- 
169-62398- 
169-623598- 
169-65398- 
160-632398- 
169-63398- 
169-63398- 
169-6338- 
169-63398- 
169-63328- 
169-633908- 
169-63398- 
169-63328- 
169-63398- 
169-63300 
169-65399- 
169-633659- 
169-63399- 
169-63359- 
169-63369- 
169-623599- 
169- ο. 
169-63399 
169- 63362- 
169-62399- 
169-63329- 
169-63399- 
169-62359- 
169-Ε2399- 
169=63359- 3 
18589-62399 3 
169-63399- 
169-633099- 
169-633829- 
169-6239- 
169-623399- 
169-63399- 
169-63399- 
169-63399- 
169-63399- 
169-634i1- 
169-63401- 
169-634C1- 
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Section Ill 


Numerical index of 


Contractor Parts 






penes: -635C6- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-62507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63507- 
169-63508- 
169-63508- 
169-63508- 
169-62508”- 
169-63509 

169-63509- 
169-63510 

169-63510- 
169-63510- 
169-63510- 
169-63511 

169-63512 

169763513 

169-63514 

169-63515 

169-63516 

169-62517 

169763518 

169-63519 

169-63520 

169-63521- 
169-63521- 
169-63522- 
169-63522- 
169-63523- 
169-63523- 
169-63524- 
169-63524- 
169-63525 





















































RO4NA 










169-63526 
169-63526- 
169-63526- 
169-63527 
169-63527- 
169-63527- 
169-63528 









169-63529 
169-63530 

169-63530- 
169-63530- 
169-63530- 
169-6353C- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
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uu 
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PLU OG GG τι 


AN ΟΙ-6ΟΑΑΒ-4 


ER FIGURE |TOTAL| MICROFILM 
99| AND INDEX | QTY. | NUMBER 






fo ον [INO IND IS IR i IND ID. FO IO. NL ID P iS IRL IR IND IND) IND) IND PHE 





Herr 
NerrerrereeN PEF PE NNMNNNNNNN 





NW WOU & INÀ 


m 





PR MI NA e A A A A A A A A A A A mme dq 


ETC IB NUMBER 


PART NUMBER 


169-63530- 
169-63530- 


169-63530- 3 


169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63520- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 


169-63530- 5 


169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-62530- 
169-63530- 
169-63520- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63530- 
169-63531 
169-63532 
169-63533 
169-63534 
169-63535 
169-63536 
169-63537 
169-63537- 
169-63537- 
169-63538 
169-63538- 
169-63538- 
169-63536 
169-63540 
169-63541- 
169-63541- 
169-63542 
169-63543- 
169-63543- 
169-63544 
169-63546- 
169-63546- 
169-63547 
169-63548 
169-63549 
169-63550 
169-63550- 
169-63550- 
169-63551- 
169-63551- 
16963554 
169-563555 
169-63556 
169-63557 
169-63558 
169-63559 
169-63559- 
169-63561 
169-63562 
169-63563 
169-63563- 
169-63564 
169-63565- 
169-63565- 
169-63566- 
169-63566- 
169-63567 
169-63567- 
169-63568 
169-63569 
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AN O1-60AAB-4 




















STOCK NUMBER 


[CLASS CODE] PART NUMBER 


169-63570 
169-63571 
169-63572 
169-63573 
169-63574 
169- 63515 
169-63578 
169-63581- 






RS4NÀ 


169-63501- 





R94NA 


169-62582- 





R94NA 





169-63582- 
169-63583 


169-63584 





2) 
m 
n 


169-63585 
169-63631 








m 









169-63631- 
169-62631- 
169-62631- 
169-63631- 
169-63632 

169-63632- 
169-63623- 
169-63633- 
169-63633- 
169-63633- 







(Q0 Ότο 


Ον n P RHR RRR Re 


B) JU Ww 





m 


169-62633- 
169-63634 


m 
N 


169-63635 








169-62636 
169-63637 










































169-63637- 3 
169-63637- 5 
169-63637- 6 
169-63637- 7 
169-63637- 9 
169-63637- 11 
169-63637- 13 
169-63637- 15 
169-63638 
169-63638- 3 
169-63638- 10 
169-63639 
169-63640 
169-63641 
169-63651 
169-63651- 3 
169-63651- 5 
169-63651- 6 
169-63651- 7 
169-63651- 9 
169-63651- 11 
169-63651- 13 
169-63651- 15 
169-63651- 17 
169-63651- 19 
169-63651- 21 
169-63651- 22 
169-63651-100 
169-63652 
169-63652- 
169-63652- 
169-62652- 
169-63652- 
169-63653- 
169-63653- 
169-63654 
169-63655 
169-63656 
169-63657 
169-63657- 
169-63657- 
169-63657= 
169-63657- 
169-63658- 
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FIGURE ΜΟΙ 
AND INDEX 





ETC NUMBER 
PART NUMBER 


169-63658- 
169-63659- 
169-6265ς- 
169-63660 
169-63662- 
169-62660- 
169-63660- 
169-63661 
169-63662 
169-63662- 
169-63662- 
169-63662- 
169-63662- 
169-63662- 
169-63662- 
169-63662- 
169-62626 
169-636326 
169-670012 
169-67093 
169-67002- 
169-67003- 
169-67003- 
169-67011= 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-€7011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67011- 
169-67012 
169-67013 
169-67013- 
169-67013- 
169-67013- 
169-67014 
R94NA 169-67016 
169-67016- 
169-67016- 
169-67016- 
169-67017- 
169-67017- 
169-67017- 
169-67017- 
169-67022 
169-67023 
169-67024 
169-67026 
169-67027 
169-67028 
169-67029 
169-67030 
169-67031 
169-67032 
169-67032- 
169-67033 
169-67033- 
169-67034 
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Section III 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


AN O1-60AAB-4 


TOTAL | MICROFILM 
QTY. NUMBER 


























Ou 
53 
ου 
μα 





FIGURE 
AND INDEX 









169-67035 
169-67036- 
169-67036- 
169-67036- 
169-67037 
169-67028 
169-67038- 
169-67039 
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169-67093 
169-67094 
169-67095 










169-67095- 
169-67095- 







169-67096 







£ODPNPKNPSPNINSNPÉPNKSI|9PN 













































STOCK NUMBER £3] riure  |rorAt| MICROFILM 
| CLASS CODE | PART NUMBER 9 5| AND INDEX | QTY. | NUMBER 
- 8 8 


169-67039- 3 169-67096- 5 
169-67039- 5 169-67100- 1 
R82NA 169-67040 169-67100-= 2 
RB2NA 169-67042 169-67101- 1 1 
169-67042- 169-67101- 2 1 
169-67101- 4 1 
169-67043 2 169-67101- 5 1 
169-57044 2 169-67101- 6 1 
169-67046- 1 169-67101- 7 1 
169-67101- 8 1 
169-67046- 2 1 169-67101- 9 1 
169-67101- 10 I 
169-67046- 3 1 169-67101- 15 1 
169-67046- 4 1 169-67101- 16 1 
169-67046- 5 2 169-67101- 17 1 
169-67046- 7 1 169-67101- 18 1 
169-67046- 8 1 169-67101- 19 1 
169-67046- 9 2 169-67101- 20 1 
16€-679046- 11 2 169-67101- 21 1 
169-67046- 13 4 169-67101- 22 1 
169-67046- 14 4 169-67101- 23 1 
169-67046= 1 1 169-67101- 24 1 
169-67C46- 16 1 169-67101- 25 2 
169-67046- 17 4 169-67101- 27 2 
169-67048 1 169-67101- 35 2 
169-67048- 3 1 169-67101- 37 2 
169-67048- 5 1 169-67101- 39 2 
169-67049 1 169-67161- 41 1 
169-6€7C49- 3 1 169-67101- 42 1 
169-67049- 5 1 169-67101- 43 2 
169- 67050 2 169-67103- 1 1 
169-567050- 3 2 169-67103- 2 1 
169-67050- 5 2 169-67104- 1 1 
RB2NA 169-67051- 1 1 169-67104- 2 1 
RG2HA 169-67051- 2 1 169-67113 2 
169-67031- 3 2 169-67114 2 
169-67051- 4 2 169-67114- 3 2 
169-67051- 5 2 169-67114- 4 2 
169-67051- 6 2 169-67114- 5 2 
169-67051- 7 1 169-67114- 7 2 
169-67C51- 8 1 169-67115 2 
RO4NA 169- 67052 2 169-71026 1 
169-67053-= 1 1 169-71026- 3 1 
169-67053- 2 1 169-71026- 5 1 
169-6τ053- 3 2 169-71027 1 
169-67054 2 169-71028 1 
169-67055 1 169-71029 1 
169-67055- 3 1 169-71030 REF 
169-67057- 9 1 169-71030- 3 1 
169-67059 2 169-71030- 5 1 
169-67061 1 169-71030- 7 1 
169-67062 1 169-71030- 9 1 
169-67563 2 169-71030- 11 1 
169-71030- 12 1 
169-67064 1 169-71030- 15 1 
169-67065 2 169-71032 REF 
169-67065- 2 2 169-71032- 3 1 
169-67066 2 169-71032- 7 1 
169-67069 2 169-71032- 9 1 
169-67071 2 169-71032- 11 1 
169-67072 2 169-71032- 13 1 
169-67075 2 169-71035 2 
169-67074 1 
169-67075 1 169-71035- 3 2 
169-675078- 2 169-71035- 5 2 
169-71035- 7 2 
169-67078- 2 169-71035- 9 2 
169-71035- 11 2 
169-67087= 1 1 169-71035- 13 2 
169-67087- 2 1 169-71035- 15 2 
169-67089- 1 1 169-71035- 17 2 
169-670689- 2 1 169-71035- 19 2 
169-67069- 3 1 169-71049- 5 1 
169-67089- 4 1 169-71049- 9 1 
169-67091 2 169-71049- 10 1 
169- 67092 4 169-71054 2 
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Section Ill 


Numerical Index of 
AN O1-60AAB-4 Contractor Parts 


FIGURE MICROFILM: FIGURE TOTAL| MICROFILM 
AND INDEX NUMBER AND INDEX | QTY. | NUMBER 




















sonon E 
[cias cone] part numar 88 
169-74077- 9 
169-74077- 11 
169-74081 
169-74081- 3 
169-74082 
169-74082- 3 
169-74110 









STOCK NUMBER ! Šg 
CLASS CODE PART NUMBER 38 


169-71C6:7 
1$9-7106: 
















re 














169-71C52 
169-71062- 
169-71063- 





PNN 


540» 









































16€-71065- 25 
1€9-71265- 27 
169-71065- 2€ 
169-71065- 43 
169-71065- 53 
169-71065- 55 
169-71065-290 


169-74110- 23 
169-74110- 25 
169-74110- 27 
169-74110- 29 
169-74110- 31 
169-74111 


6 2 169-74110- 3 
169-74110- 35 
169-7i1263- 3 2 169~74110- 6 
169-71063- 4 2 169-74110- 7 
169-71C65- 3 1 169-74110- 8 
1652-71965- 5 1 169-74110- 9 
169-71065- 7 1 169-74110- 11 
169-71065- 11 1 169-74110- 12 
169-717265- 1 1 169-74110- 13 
169-71065- 15 Y 159-74110- 15 
169-71065- 17 1 1€9-74110- 17 
169-71065- 12 1 169-74110- 19 
169-71065- 2 1 169-74110- 20 
169-71C65- 22 1 169-74110-" 21 
1 1 T 

1 

2 

1 

1 

1 














































PRB RP E IS HP RS e IND) EP INO EP UU IH S. ES IR IS ie RPP RA A A E AL ο ο RA 





73 169-74111- 2 
169-71101 292 - 4| REF 169-74111- 7 
319 169-74111- 15 
169-71115 319 2 169-74113- 1 
159-72306 1 169-74113- 2 
169-73226 EF 169-74113- 3 
169-74118- 4 
169=73328- 5 169-74114 
169-73328- 5 169-74114- 3 
169-73325- 7 Ρ8ΟΝ/ 169-74115 
163-722323- 9 169-74115- 3 
169-73326- 11 169-74115- 5 
165-73326- 17 169-74115- 7 
169-72328- 12 169-74115- 9 
169-73328- 21 169-74115- 11 





























169-7222 
1696-72325- 15 
160-73335= 17 
169-73335- 15 
169-73335-! 29 
165-15335- 21 
169-173335- 22 
169-72325= 24 
169-723235- 25 
169-723235- 27 
169-73335- 29 
169-73335- 31 
169-73325- 33 
16997323357 35 
169-73325- 26 
37 


169-74115- f3 
169-7411:2- 15 
169-74115- 17 
169-74115- 19 
169-74115- 21 
169-74115- 25 
169-74117- 5 
169-74117- 7 
169-74117- 9 
169-74117- 11 
169-74117- 13 
169-74117- 15 
169-74117- 17 
169-74117- 19 
169-74117- 21 
169-74117- 23 
159-74117- 24 
169-74117-101 
169-74118 

169-74118- 3 
169-74118- 5 
169-74118- 7 
169-74118- 9 
169-74118- 11 
169-74118- 13 
169-74118- 15 
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169-73335- 
169-73335- 3 
169-73235- 3 
169-73235- 49 
169-73325- 41 
159-12235- 43 
169-73325- 45 
16€-73335- 47 
169-73235- 49 
169773336 





Ον 45 R3 39 a3 1} 15} 13 154 "3 de 3 {5 αυ 15} 1-2 να 2 15} ES i9. 3 53 5 ES rkr 






















































ND) RP RPP RH ee ee RR IE I 15} eR IND IE ο νο ο UD IS. IS. ο iS ES RS. EB. S. EB. B P RP m PO ΓΗ S m 


2 4 169-74118- 19 
5 2 165-74119 
7 2 169-74119- 3 
ὢ 24 169-74119- 5 
169-733228 6 169-74119- 7 
169-73338- 3 4 169-74119- 9 
1559-73338- 5 169-74119- 11 
169-73339 6 169-74120 
169-74120- 3 
3 2 169-74120- 5 
169-74120- 7 
169-749076- 5 2 169-74120- 9 
169-74076- 7 1 169-74120- 11 
162-742076- 2 1 169-74122 
162-74377= 3 2 159-74122- 3 
160-7437 7- 7 1 169-74122- 5 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 


ΑΝ O1-60AAB-4 


STOCK NUMBER 
| CLASS CODE] PART NUMBER 














38| FIGURE 28] FIGURE |TOTAL| MICROFILM 
29| AND INDEX 89| AND INDEX | QTY. 





169-74122- 7 
169-74122- 2 
169-74122- 11 
169-74122- 13 
169-74122- 15 


169-74123- 11 
108-74123- 15 


169-74126- 13 
169-74126- 15 
169-74126-101 


169-74135- 13 
169-74135- 15 
169-74135- 17 
169-74135- 19 
169-74138 

169-74138- 3 
169-74138- 5 
169-74138- 7 
169-74138- 10 
169-74138- 11 






169-74139- 9 
169-74139- 11 
169-74139- 12 
169-74129- 13 
169-74139- 15 
169-74139- 17 
169-74139- 19 
169-74139- 21 
169-74139- 23 
169-74139- 25 
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169-254027 
170-48307 
170-74019 
173-31858 
174-48195 









169-74123 

169-74123- 3 175-11034- 
169-75123- 5 175-11034- 
169-74123- 9 175-11034- 


175-110234- 
17511044- 


169-74124 175-11044- 
169-74124- 3 175-11044- 
169-74125 175-11044- 
169-74125- 3 175-11044- 
169-74126 175-11044- 


175-11052- 
175-11052- 
175-11052- 


169-74127 175-11052- 
169-74131 175-11052- 
169-74131- 3 175-11052- 
169-74131- 5 175-11064- 
169-74131- € 175-11064- 
169774132 175-11064- 
169-74133- 3 175-11064- 
169-74133- 5 175-11064- 
16974124 175-11064- 
169-74134= 5 175-11065- 
169-74134- 5 175”11065= 
169-74134- € 175-11066 

169-74134- 11 175-11066- 
169-74135 175-11066- 
169-74135- 3 175-=11067= 
169-74135= -5 175-11067- 
169-74135- 7 175-11068- 
169-74135- 9 175-11066- 
169-74135- 11 175-11076- 


175-11076- 
175-11076- 
175-11076- 
175-11076- 
175-11076- 
175-110€9- 
175-11089- 
175-11082- 
175-11080- 
175-11089- 






169-74139 175-11089- 
169-74139-— 3 175-11098- 
1169-74139= 5 175-11008- 
169-74139- 7 175-11098- 


175-11098- 
115-11095- 
172-11099- 
175-11099- 
175-110¢9- 
175-11099~ 
175-110929- 
175-110992- 
175-11109- 
175-111C9- 








A EHH HOHH 


Φος ο Un RU) DO 12 JO) Un 45: UY) i9 £O) IN) I5 SEU PU IND IS SJ A PUNE ΛΑ)» 





νο PUNP-UPUNIP|-UPUNIUPOGUNOP 


169-74139- 27 175-111C9- 1 
169-74139-1CC 175-111C9- 1 
169-74140- 1 175-11109- 1 
169-74140= 2 175-11109- 1 
169-74141 175-11109- 1 
169-74141- 3 175-11109- 1 
169-74141- 5 175-11112- 1 
169-74141- 7 175-11112- 1 
169~74142 175-11112- 1 
169-74143 175511112- 1 
169-74145 175-12203 2 
RE2NA 169-74148 175-12203- 3 2 
169-74149 175-12202- 5 2 
169-74149- 3 175-12203- 7 2 
169-74149- 5 175-12203- 9 2 
169-89496 175-12407- 1 1 
169-89496- 10 175-12407- 2 1 
169-89675 175-15009 4 
169-931028- 1 175-15012 6 
169-931028- 2 175-15050- 1 1 
169-953325 175-15050- 2 1 
169-954026 175-1505C- 1 
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23 FIGURE  |TOTAL|MICROFILM aaa NUMBER 433 
38] AND INDEX | QTY. | NUMBER PART NUMBER 









STOCK NUMBER 
[CLASS CODE] PART NUMBER 
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175-15050- 4 175-23001- 29 1 
i75-18506- 2 175-23001- 30 1 
175-18506- 4 175-23001- 32 1 
175-20001 175-23001- 33 2 
175-20001-101 175-23001- 35 2 
175-212320- 1 175-23001- 37 1 
175-21320- 2 175-23001- 39 1 
175-21320-' 3 175-23001- 41 1 
175-21320- -4 175-23001- 43 1 
175-21321- 1 175-23001- 45 1 
175-21321- 2 175-23001- 47 2 
175-21322- 1 175-23001- 49 2 
175-21322- 2 175-23001- 51 1 
175-21322- 3 175-23001- 53 1 
175-21322- 4 175-23001- 55 1 
175-21322- 5 1 175-23002 1 
175-21322- 6 1 175-23002- 3 1 
175-21322- 7 1 175-23002- 4 1 
175-21322- € 1 175-23002- 5 2 
175-21322- 10 1 175-23002- 7 1 
175-21322- 11 1 175-23002- 8 1 
175-21322- 12 1 175-23002- 9 2 
175-21406- 3 1 175-23002- 11 2 
175-21406- £ 1 175-23002- 13 1 
175-21407- 3 1 175-23002- 15 1 
175-21407- 5 1 175-23002- 17 1 
175-21407- 7 1 175-23002- 19 1 
175-214C8- 3 1 175-23C02- 21 1 
175-214C8- 5 1 175-23CC2- 23 1 
175-21420- 1 F 175-23002- 25 1 
175-21420= 2 1 175-23002- 27 1 
175-21420- 3 1 175-23002- 29 1 
175-21420- 4 1 175-23002- 31 1 
175-21425- 1 1 175-23002- 33 1 
175-21425- 2 1 175-23002- 35 1 
175-21425- 3 1 175-23002- 37 1 
175-21425- 4 1 175-23002- 33 1 
175-21651-231 1 175-23002- 40 1 
175-22012- 1 1 175-23002- 41 8 
175-22012- 2 1 175-23003 1 
175-22012- 3 1 
175-22012- 4 1 175-23003- 3 1 
175-22C012- 5 2 175-23003- 4 1 
175-22012- 7 1 175-23003- 5 1 
175-22012- 8 1 175-23003- 6 1 
175-22012- 9 1 175-23003- 7 1 
175-22012- 10 1 175-23003- 8 1 
175-22016- 1 1 175-23003- 9 1 
175-22016- 2 1 175-23003- 10 1 
175-22C16- 3 1 175-23003- 11 1 
175-22016- 4 1 175-23003- 12 1 
175-22C16- 5 1 175-23003- 13 2 
175-22016- 6 1 175-23003- 15 1 
175-22301- 1 1 175-23003- 16 1 
175-22301- 2 1 175-23003- 17 1 
175-22302 2 175-23003- 19 1 
175-22303 2 175-23003- 21 1 
175-22303- 3 2 175-23003- 22 1 
175-22303- 5 2 175-23003- 23 1 
175-223C3- 10 2 175-23003- 24 1 
175-23002- 25 1 
175-22340- 1 1 175-23003- 26 1 
175-22340- 2. 1 175-23003- 27 1 
175-22428 4 175-23003- 28 1 
175-22430 2 175-23003- 29 1 
175-22431 2 175-23003- 30 1 
175-23091 1 175-23003- 31 2 
175-23001- 3 1 175-23003- 32 2 
175-23001- 5 1 175-23003- 33 2 
175-230201- 7 1 175-23003- 34 2 
175-23001- 9 1 175-23003- 35 1 
175-23001- 10 1 175-23003- 36 1 
175-23001- 11 1 175-23003- 37 1 
175-23001- 12 1 175-23003- 38 1 
175-23001- 13 1 175-23003- 39 1 
175-23CCl- 14 1 175-23003- 40 1 
175-23001- 15 1 175-23003- 41 1 
175-23C01- 17 1 175-23003- 42 1 
175-23061- 19 1 175-23003- 43 1 
175-23001- 2 1 175-23003- 44 . 1 
175-23C01- 21 1 175-23003- 45 1 
175-23001- 23 “1 175-23003- 46 1 
175-230C1- 26 1 175-23003- 47 1 
175-23091- 1 175-23003- 1 
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TES 23003- 

175-23003- 

175-23002- 

175-23003- 

175-23023- 

175-23003- 

175-23003- 

175-23003—1¢ 
175-230621 

175-23026 

175-23026- 
175-23026- 
175-23026- 
175-23026- 
175-23026- 
175-23031 

175-23031- 
175-23021- 
175-230231- 
175-23031- 
175-23031- 
175-23041 

175-23052 

175-23052- 
175=23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23C52- 
175-23052- 
175-23C52- 
175-23061 

175-23061- 
175-23061- 
175-23061- 
175-23061- 
175-23061- 
175-23068 

175-23C68- 
175-23068- 
175-23C68- 
175-230660- 
175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23078 

175-23078- 
175-23089 

175-23089- 
175-23089- 
175-23089- 
175-23089= 
175-230ξ9- 
175-23099- 
175-23097 

175-23097- 
175-23097= 
175-23297- 
175-23097- 
175-2209T7- 
175-230€7= 
175-23097- 
175-23104 

175-23104- 
175-23104- 
175-23104- 
175-23104- 
175-23106 

175-23108 

175-23108- 
175-23108- 
175-23114 

175-23114- 
175-23114- 
175-23114- 
175-23115 

17582311 5 
175-23115- 
175-23115- 
175-23115- 


175-23115- 
175-23121 
175-23121- 
175-23121- 
175-23123 
175-23123- 
175-22123- 
175-22130 
175-23130- 
175-23137 
175-23145 
175-23145- 
175-23152 
175-23159 
175-23159- 
175-23164 
175=23164- 
175-23164- 
175-23164- 
175-23165 
175-23165- 
175-23165- 
175-23165- 
175-231565- 
175-23165- 
175-23165- 
175-23165- 
175-23171 
175-23174 
175-23175 
175-23176 
175-23176- 
175-23176- 
175-23183 
175-23183- 
175-23183- 
175-22182- 
175-231223- 
175-231893- 
175-231383- 
175-23183- 
175-23183- 
175-23184 
175-23164- 
175-23184- 
175-23154- 

RB2NA 175-23302 
175-23302- 
175-23302- 
175-23302- 
175-23302- 
175-23302- 
175-23302- 
175-22303 
175-22303- 
175=23303- 
175-23303- 
175-=23303- 
175-23303- 
175-23303- 
175-23303- 
175-23304 
175-23304- 
175-23304- 
175-23305 
175-23306 
175-22307 
175-23308 
175-23308- 
175-23308- 
175-23309 
175-23311 

R82NA 175-23311- 

REZNA 175-23311- 
175-23311- 
175-23311- 
175-23311- 
175-23311- 
175-23311- 
175-23311- 
175-23311- 
175-23311- 
175-23312 
175-23312- 
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STOCK NUMBER 








CLASS CODE PART NUMBER 


175-23312- 
175-239 13 

175-23313- 
175-23314- 
175-23314- 
175-232314- 
175-23314- 


1755253315 





175-23315- 
172-23316- 
175-23316- 


175-22216- 


|a 
MM MM 


175-23220 
175-22322- 
175-23220= 
175-223320- 
175-233520- 
175-23220- 
175-23220- 
175-23321 

175-23321- 
175-23321- 
175-23321- 
175-23321- 
175-23321- 
175-22321- 
175-23323 

175-23324 

175-23324- 
175-22324- 
175-23325 

175-23325- 
175-23225- 
175-23325- 
175-23325- 
175-22327- 
175-23327- 
175-23327- 
175-23321- 
175-23327- 
175-23328 

175-23328- 
175-23330 

175-23330- 
175-2333C- 
175-23330- 
175-23330- 
175-23330- 
175-23330-= 
175-23330= 
115-22330- 
175-23330- 
175-22330- 
175-23330- 
175-22330- 
175-23320= 
175-23330- 
175-23330- 
175-2333C- 
175-23330- 
175-23331- 
175-23331- 
175-23332- 
175-23332- 
175-23333 

175-23335 

175-23236 

175-23337 

175-23338 

175-233329 

175-223340 

175-722341 

175-222344- 
175-23344- 
175-23365 

175-233 47 

175=22348- 


175-222348- 


Ow puw ur 


WM Pistia 


e 


Pp 
wrew Nu w 


Wwe Q - ὁ ο 


re 


ino 


vif UomÀÍo-uou 





Revised 15 August 1955 





Section Ili 


Numerical Index of 
AN O1-60AAB-4 Contractor Parts 


3 FIGURE  |TOTAL|MICROFILM £3| FIGURE | TOTAL} MICROFILM 
9| AND INDEX | QTY. | NUMBER 38] AND INDEX | QTY. | NUMBER 








STOCK NUMBER 
| CLASS CODE | PART NUMBER 


175-23345- 
175-23349- 
175-23349- 
175-23350- 
175-23350- 
175-23401 
17522402 
175-23402- 3 
175~234C3 

175-235403- 3 
175-234C8 

175-22408~ 3 
175-23402 

175-23409- 3 
175-22416 
175-23418 
175-23418- 
175-23418- 
175-23418- 
175-23420 
175-2342? 
175-223423 
175-2232424 
17535-24002 
175-24002- 3 
175-249002- 5 
175-24002- 7 
175-24002- Y 
175-25002- 11 
175-24002- 13 
175-24002- 15 
175-24002- 17 
175-24002- 19 
175-24002- 21 
175-24002- 23 
175-24002- 25 
175-24002- 27 
175-24002- 29 
175-24002- 31 
175-24002- 33 
175-24002- 35 
175-24902- 3 
175-24002- 28 
175-24002- 41 
175-24002- 43 
175-24002- 45 
175-24002- 47 
175-24002- 4€ 
175-24002- 51 
175-24002-100 
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175-24002-109 
175-24003 


HERS 



































Hre 






175-24003- 
175-24003- 
175-24003- 
175-24003- 
175-24003- 
175-24003- 11 
175-24003- 13 
175-24003- 15 
175-24003- 16 
175-24003- 17 
175-24003- 18 
175-24003- 19 
175-24003- 20 
175-24003- 21 
175-24003- 23 
175-24005- 25 
175-24003- 27 
173-24029 

175-24929- 3 
175-24029- 5 
175-24034 

175-24038 

175-24043 

175-24048 

175-25048- 3 
175-24048- 5 
175-24053 
175-24058 
175-24064 
175-24064- 





PS BIBDIDDi:BDiDÀDItÓG:DHBmrEt 


x 
7 
m κ 
NUP NJ πλ e» πλ RRP REP 3 eh 3 4-7 et 15} ae) a d ΝΣ {7 κ} T eHe 51 {11} ES RPP EN κ’ κ} RP χε} PPP ES τ’ 2}; ἐ-} {2 1 11 τ} κ᾽} 1} à 17 15} 1} 1 17 157 E 5} 15} 15} R3 EO S 1 ἐλ} 11} ED ελ ελ ελ IRA IN) 


Ον dos 


z 


ελα μα ϱὰ το ο ar 


ES 
Po A dS ES e S E ES I. IND ED A ES IS ES A A a IND). IN) E EA να S E ed es IS es 


3 





931 


Section ΙΙΙ 


Numerical Index of 
Contractor Parts AN 01-60AAB-4 


STOCK NUMBER 85 FIGURE |ToTAL| MICROFILM STOCK NUMBER 
CLASS CODE PART NUMBER 89) AND INDEX | QTY. | NUMBER | [CLASS CODE | PART NUMBER 
175-24064- x i 


175-24322- 3 
175-24064- 175-24322- 5 
175-24064- 175-24325 
175-240645- 175-24324 
is 17524325 
175-24074 175-25326 
175-24080 175-24326- 
175-24085 175-24327 
ντα 175-24327- 3 
175-24085- 175-24328 
175-2400 175-24329 
175-24096 175-24330 
175-240¢9 175-24331 
175-24150 175-24322 
175-24105 175-243353 
175-24108 175=24333- 
175-24109 175-242324 
17524114 175-2441 
175-24119 175-24402 
175725125 175-24403 
175-241230 175-24404 
175-24135 175-24405 
175-24140 175-24406 
175-24145 175-24406- 3 
175-24150 175-24407 
175-24155 17524608 
175-24159 175-24400- 3 
175-24160 175-24409 
175724165 175-24410 
175-24169 175-24410- 3 
175-24175 175-24411 
.175-24179 


175-24412 
175-24179- 175-24412- 
175-24183 175-24413 
175-24361 175-24415 
175-24301- 175-24416 
175-24301- 175-24417 
175-24301- 175-24417- 
175-24301- 175-24418 
175-24302 175-24419 
175-243C2- 175-24420 
175-24302- 175-24422 
175-24302- 175-24424 
175-24302- 175-24427 
175-24302- 175-24427- 3 
175-24303 175-24428 
175-24304 175-24428- 3 
175-24305 175-24429 
175-24430 
175-24430- 3 
175-24431 
175-24432 
175-24422- 
175-24433 
175-24435 
175-24435- 3 
175-24436 
175-24436- 3 
175-24437 
175-24438 
175-24439 
175-24441 
175-24442 
175-24443 
175-24444 
175-244440 
175-24445 
175-24501 
175-24501- 
175-24501- 
175-24501- 
175-24501- 
175-24501- 11 
175-24501- 13 
175-24502 
175-24503 
175-24504 
175-24505 
175-24506 
175-24507 
175-24508 
175-24519 
175-24520 
175-24520- 3 
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175-24205- 
175-24305- 
175-24305- 
175-24305- 
175-24305- 
|175-24306 
175-24308- 
175-24308- 
175-24309 
175-243095- 
1175-24309- 
175-243C9- 
175-24309- 
175-24310 
175-24311 
175-24311- 
175-24311- 
R82NA 175-24312 
175-24312- 
175-24312- 
175-24313 
175-24315 
175-24316 
175-24316- 
175-24316- 
175-24317 
175-25317- 
175-24318 
175-24318- 
175-24318- 
175-24319 
175-24319- 
175-24329 
|175-24320- 
175-26321 
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Section Ill 
Numerical Index of 
Contractor Parts 


ER FIGURE TOTAL| MICROFILM 
891 AND INDEX | QTY. | NUMBER 


AN O1-60AAB-4 










STOCK NUMBER 


STOCK NUMBER 
| CLASS CODE| PART NUMBER 



















175-2452C- 
115-250094- 
175-252024- 
175-250904- 
17525004- 
175-25004- 
175-25004- 
115-25004- 
175-25004- 
175-25004- 
175-250604- 
175-25004- 
175-25004- 
115-25094- 
175-25004= 
175-25004- 
175-25004- 
175-25005- 
175-25005- 
115-25005- 
175-25605- 
175-25005- 
175-25005- 
175-25006- 
175-25006- 
175-25006- 
175-25096- 
175-25006- 
175-25206- 
175-25006- 
175-25006- 
175-25007- 
175-25007- 
175-25007- 
175-25007- 
175-250082- 
175-25008- 
175-25008- 
175-25008- 
175-25011-: 
175-25011- 
175-25012- 
175-25012- 
175-25012- 
175-25012- 
175-25013- 
175-25013- 
175-25014- 
175-25014- 
175-25014- 
175-25014- 
175-25015- 
175-25015- 
175-25915- 
175-25015- 
175-25015- 
175-25015- 
175-25015- 
175-25015- 
175-25015- 
175-25015- 
175-25015- 
175-31091 
175-31007 
175-310098-1 
175-310107 
175-310108 
175-310127 
175-310129 
175-310136 
175-310137 
175-310165 
175-310198- 
175-310223- 
175-310223- 
175-310249- 
175-310249- 
175-310253- 
175-31029 
175-31049 
175-31680- 
175-311109- 
175-311109- 
175-311109- 
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R82NA 










RE2HA 
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R82NA 














R82NA 

















R82NA 
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FIGURE MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 
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175-311109- 9 
175-311109- 13 
175-311109- 15 
175-311109- 17 
175-311109- 19 
175-311109- 21 
175-311109- 23 
175-311109- 25 
175-311109- 27 
175-21110€- 29 
175=311109- 21 
175-311106- 33 
175-211106- 35 
175-311109- 37 
175-311109- 39 
175-311109- 41 
175-311109- 43 
175-311109- 45 
175-311109- 47 
175-311108- 49 
175-311109- 51 
175-311109- 73 
175-311109- 79 
175-311109- 83 
175-311109- 85 
175-311109- 87 
175-311109- $9 
175-211109- 91 
175-311109- 93 
175-311109- 25 
175-311109- 97 
175-311109- 59 
175-311109-101 
175-311109-103 
175-311109-105 
175-311109-109 
175-311110- 3 
175-311110- 5 
175-311110- 7 
175-311110~ 9 
175-311110- 11 
175-311110- 13 
175-311110- 14 
175-311110- 15 
175-311110- 16 
175-311110- 17 
175-311110- 19 
175-311110- 20 
175-311110- 2 
175-311110- 23 
175-311110- 25 
175-311110- 27 
175-311110- 29 
175-311110- 39 
175-311110- 41 
175-311110- 42 
175-311110- 43 
175-311110- 45 
175-311110- 47 
175-311110- 49 
175-311110- 51 
175-311110- 53 
175-311110- 54 
175-311110- 52 
175-311110- 61 
175-311110- 62 
175-311110- 65 
175-311110- 67 
175-311110- 75 
175-311110- 91 
175-311110-101 
175-311110-201 
175-511110-301 
175-311114 
175-311115- 3 
175-311115- 5 
175-311115- 7 
175-311115- 13 
175-311115- 17 
175-311115- 19 
175-311115- 21 
175-311185- 3 
175-311185- 4 
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Section Ill 


Numerical Index of 


Contractor Parts 











175-211185- 
175-211182- 
175-311185- 
175-311185- 
175-311105- 





175-31157 


175-312C1l- 
175-31201-" 









175-3122 
1754312024 
175-51222- 
175-31232- 
175-731203 
17531203- 
175-31203= 
17531204 
175-312096 
175-212937 
175-21208- 
175-3120E- 
175-512C8- 
175=3129b- 


175-31202- 





175-3120€= 
175-31208= 
175-31268- 
175-3120% 
175-2121? 
175-2121- 
175-31210- 
175-2121C- 
175-312101 
175-312101- 
175-312191- 
175-2121C1- 
175-212101- 
175-312121- 
175-312121- 
175-3121¢1- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
1175-2121} 
175-21212 
175-3122C 
175-31220- 
175-31220- 
175-3122C- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-21226- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-3122C- 
175-31220- 
175-31220- 
175-31220- 
175-31222- 
175-31220- 
175-3122C- 
175-31220- 
175-31220- 
175-31220- 





STOCK NUMBER 


PART NUMBER 






















175-31200-147 
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AN 01-60AAB-4 


TOTAL|MICROFILM 
ΩΤΥ. NUMBER 











175-31220- 67 
175-31220- ES 
175-31220= ΤΙ 
179-3]1220- 72 
175-31220- 75 
1155318205 TT 
175-31220- 79 
175-31220- 81 
175-31220- 83 
1759312204 85 
175-31220- 87 
175-31220- 85 
175-31220- 91 
175-31220- 93 
175-31220- 94 
175-31220- 95 
175-21220- 96 
175-31220- 97 
175-3122C- 99 
175-31220-101 
175-31220-103 
175-31220-105 
175-21220-107 
175-31220-10C9 
175-=31220=111 
175-21220-115 
175-31229-115 
175-31220-117 
175-31220-119 
175-31220-121 
175-31220-123 
175-31220-125 
L75=31220-127 
175-31220-129 
175-31220-121 
175-31220-133 
175-31220-155 
175-31220-127 
175-21220-139 
175-31220-141 
175-31220-143 
175-31220-145 
175-21220-147 
175-31220-14S 
175-=31220-151 
171531220153 
175-31220-155 
175-31220-157 
175-31220-159 
175-31220-171 
1759312207173 
175-21220-175 
175-31220-177 
175-31220-201 
175-31221 

175-31221- 3 
175-31221- 5 
lIT9*31221- 7 
175-31221- 2 
175-31221- 11 
179-231221* 13 
1759921221 15 
175-31221-— 17 
175-31221- 19 
17T5-31221«. 21 
175-31221- 23 
175-31221- 25 
175931221- 27 
175-31221- 29 
175-31221- 31 
175-31221- 33 
175-31221=- 35 
175-31221- 37 
175-31221- 39 
175-31221- 41 
175-31221- 43 
175-31221- 45 
175-31221- 47 
175-31221- 49 
175-31221- 51 
175-31221- 53 
175-31221- 55 
175-31221- 57 
175-31221- 59 

















STOCK NUMBER 
| CLASS CODE | PART NUMBER 


28| FIGURE |TOTAL| MICROFILM 
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Section Ill 
Numerical Index of 


AN O1-60AAB-4 Contractor Parts 


STOCK NUMBER 


PART NUMBER 


175-31221- 61 
175-31221- 63 
175-31221- 65 
175-31221- 67 
175-31221- 68 
175-31221- Ti 
175-31221- 73 
175-31221- 75 
175-31221- 77 
175-31221- 79 
175-31221- 81 
175-31221- 93 
175-31221- 85 
175-31221- 87 
175-51221- 6€ 
175-31221- 
175-31221- 
175-31221- 
1199512217 


|175-31221- ¢ 


R8B2NA 


175-31221-1032 
175-31221-105 
175-31221-107 
175-21221-129 
175-31221-111 
175-31221-113 
1/5-31221=-115 
175-31221-117 
175-31221-119 
175-31221-121 
175-31221-201 
175-31223 
175-31223- 
175-31225- 
175-31223- 
175-31223- 
175-31223- 
175-31223- 
175-31223- 
175-31223- 
175-31223-1C9 
175-31223-101 
175-31223-103 
175-31223-105 
175-31224- 
175-31224- 
175-31224- 
175-31224- 
175-31224- 
175-31224- 
175-31224- 
175-312255 
175-31224- 
175-31224- 
175-31224- 
1785512245’ 
175-31224- 
175-31224- 
175-31224- 
175-31224- 
175-31224- 
175-31224- 
175-31224- 
175-21224- 
175-31224- 
175-31224- 3 
175-31224- 
i75-351224- 
175-31224- 
175-31224- 
175-31224- 
175-31224- 
175-21224- 
175-31224- 
175-31224- 
175-31224- 
175-31224- 
175-31224- 
175-31224- 
113=31224= 
175-31224- 
175-31224- 
175-31225- 
175-31224- 
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175-31224- 71 
175-31224- 73 
175-31224- 75 
175-31224- 77 
175-31224- 79 
175-31224- 81 
175-31224- 84 
175-31224- 86 
175-31224- 87 
175-31224- 88 
175-31224- 93 
175-31224- 95 
175-31224- 96 
175-31224- 99 
175-31224-101 


175-31224-103 
175-31224-117 
175-31224-119 
175-31224-122 
175-31224-125 
175-31224-128 
175-31224-131 
175-31224-133 
175-31224-135 
175-312245-137 
175-31224-139 
175-31224-141 
175-31224-143 
175-31224-145 
175-31224-147 
175-31224-155 
175-31224-157 
175-31224-189 
175-31224-193 
175-31224-195 
175-31224-197 
175-31224-201 


175-31224-203 
175-31224-205 
175-31224-209 
175-31224-2f1 
175-31224-215 
175-31224-217 
175-31224-219 
175-21224-221 
175-31224-223 
175-31224-224 
175-31224-227 
175-31224-235 
175-31224-245 
175-31224-247 
175-31224-249 
175-31224-251 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-21226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226-100 
175-31226-101 
175-31226-107 
175-31226-109 
175-31226-113 
175-31226-115 
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Section ΙΙΙ 
Numerical Index of 







Contractor Parts AN 01-60AAB.4 
: 


















$8. FIGURE . MICROFILM 
[crass cope] PARTNUMBER > |8%| AND INDEX NUMBER 
175-31226-117 
175-31226-127 
175-31226-129 
175-31226-131 
175-31226-133 
175-31226-135 
175-31226-137 
175-31226-139 
175-31226-141 
175-31226-149 
175-31226-153 
175-31226-155 
175-31226-133 
175-31226-187 
175-31226-191 
175-31226-205 
175-31226-209 
175-31228- 5 
175-31228- 7 
175-31228- 9 
175-31228- 10 
175-31228- 11 
175-31228- 12 




















































[cias CODE] PARTNUMEER |; 


175-31283- 9 
175-31283- 11 
175-31283- 13 
175-31284 ; 
175-31284- 3 
175-31284- 5 
175-31285 
175-31286 
175-31287 
175-31299- 1 
175-31306 
175-31307 
175-31309 
175-31312 
175-31312- 25 
175231513 
175-31315 
175-31316 
175-31317 
175-31320 
175-31325 
175-31328 
175-31336 



















2A=423 
24-423 
24-2423 
24-423 
24-423 
24-423 










175-31228- 13 24-423 175-31338- 3 
175-31228- 15 24-7423 175-31338- 5 
175-31228- 17 247423 175-31338- 11 






175-31228- 19 
175-31228- 21 
175-31228- 22 
175-31228- 23 
175-31228- 25 
175-31228- 27 
175-31228- 29 
175-31228- 31 
175-31228- 33 
175-31228- 35 
175-31228- 29 
175-31228- 41 
175-31228- 43 
175-31228- 44 
175-31228- 45 
175-31228- 47 
175-31228- 49 
175-31228- 51 


2A-423 
24-423 
24-2423 
2A-423 
247423 
24-423 
2A-423 
24-423 
24-423 







175-31339 
175-31342 
175-31343 
175-31344 
175-31345 
175-31347 
175-31358 
175-31361- 1 
175-31361- 2 
175-31401- 3 
175-31401- 5 
175-31401- 7 
175-31401- 9 
175-31401- 17 
175-31401- 19 
175-31401- 20 
175-31401-101 













24-423 
24-423 
24-423 
2A-423 
24-423 
24-423 
24-7423 
24-423 
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175-31228- 53 175-31404- 76 1 
175-31228- 55 24-423 175-31427 1 
175-31228- 57 24-423 175-31427- 3 1 
175-31228- 59 24-423 175-31427- 5 1 
175-31228-10C 24-423| 175-31427- 7 1 
17531256 175-31427- 9 2 
175-31258-161 175-31427- 11 1 
175-31258-1623 175-31427- 13 1 
175-31261 175-31501 1 
175-31263 175-31501- 53 1 
175-31271 175-31501- 66 1 
175-31271- 3 175-31501- 75 1 
175-31271- 5 175-31502- 3 1 
175-31271- 7 175-31502- 4 1 
175-31272- 3 175-31502- 5 Bl 
175-31272- 4 175-31502- 6 1 
175-31272- 5 175-31502- 7 1 
175-31272- 6 175-31502- 11 1 
175-31273 175-31502- 12 1 
175-31273- 3 175-31502- 13 6 
175-31273- 5 175-31502- 15 1 
175-31273- 7 175-31502- 16 1 
175-31274 175-31502- 17 4 
175-31274- 3 175-31502- 19 4 
175-31274- 5 175-31502- 21 4 
175-31274- 7 175-31502- 25 2 
175-31275 175-31502- 27 2 
175-31276- 3 175-31502- 33 2 
175-31276- 5 175-31502- 34 2 
175-31276- 7 175-31502- 35 1 
175-31277 175-31502- 37 2 
175-31277- 3 175-31502- 38 2 
175-31278 175-31502-.41 1 
175-31278- 3 175-31502- 43 1 
175-31279 175-21502- 45 2 
175-31280 175-31502- 47 4 
175-31283 175-31502- 49 1 
175-21283- 3 175-31502- 53 2 
175-31283- 5 175-31502- 55 1 
175-31283- 7 175-31502- 57 1 
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Section ΙΙΙ 
Numerical Index of 
AN O1-60AAB-4 Contractor Parts 


πρ πα τπτ πμ TERT nouns ras] micron 
πα μι Παρ ας rs ος ESL. 

175-31502- 58 175-31651- 33 i 
175-31502- 59 175-31651- 35 
175-31502- 61 175-31651- 37 
175-31502- 62 175-31651- 39 
175-31502- 65 175-31651- 40 
175-31502- 65 175-31651- 49 
175-31502- 67 175-31651- 50 
175-31502- 68 175-31651- 51 
175-31502- 71 175-21651- 52 
175-31502- 72 175-31651- 53 
175-31502- 72 175-31651- 59 
175-31502- 75 175-31651- 61 
175-31502- 77 175-31651- 71 
175-31502- 78 175-31651- 72 
175-31502-101 175-31651- 73 
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175-31503 175-31651- 75 
175-31511- 3 175-31651- 77 
175-31519- 1 175-31651- 80 
175-31519- 2 175-31651- 81 
175-31521 175-31651- 82 
175-31521- 2 175-31651- 83 
175-31521- 5 175-31651- 87 
175-31521- 7 175-31651- 89 
175-31521- 9 175-31651- 91 
175-31525 175-31651- 95 
175-31525- 3 175-31651-101 
175-31526- 1 

175-315268- 2 175-31651-103 
175-31527- 1 175-31651-105 
175-31527- 2 175-31651-107 
175-31528- 1 175-31651-108 
175-31528- 2 175-31651-109 
175-31529 175-31651-111 
175-31529- .2 175-31651-113 
175-31531- 1 175-31651-114 
175-31531- 2 175-31651-115 
175-31531- 2 175-31651-121 
175-31531- 4 175-31651-122 
175-31533- 1 175-31651-125 
175-31533- 2 175-31651-127 
175-31539 175-31651-129 
175-31539- 3 175-31651-131 
175-31539- 5 175-31651-133 
175-31539- 7 175-31651-135 
175-31539- 9 175-31651-139 
175-31539- 11 175-31651-141 
175-31540 175-31651-143 
175-31540- 2 175-31651-145 
175-31540- 5 175-31651-147 
175-31540- €6 175-31651-151 
175-31540- 7 175-31651-153 
175-31540- 9 175-31651-155 


175-31540- 15 
175-31540- 17 
175-31540- 19 
175-31540- 21 
175-31540- 22 
175-31540- 27 
175-31540- 29 
175-31542 

175-31543 

175-31546 


175-31651-157 
175-31651-159 
175-31651-161 
175-31651-163 
175-31651-167 
175-31651-169 
175-31651-179 
175-31651-181 
175-31651-197 
175-31651-198 














175-31546- 3 175-31651-199 
175-31546- 5 175-31651-205 
175-31547 175-31651-207 
175-31549 175-31651-209 
175-31651 175-31651-211 
175-31651- 4 175-31651-213 
175-31651- 5 175-31651-215 
175-31651- 6 175-31651-217 
175-31651- 7 175-31651-227 
175-31651- 9 175-31651-233 
175-31651- 1C 175-31651-239 
175-31651- 13 175-31651-241 
175-31651- 14 R82NA 175-31652- 1 
175-31651- 15 RB2NA 175-31652- -2 
175-31651- 17 175-31653 

175-31651- 19 175-31653- 


175-31651- 21 
175-31651- 23 
175-31651- 25 
175-31651- 27 
175-31651- 25 
175-31651- 


175-31653- 
175-31653- 
175-31653- 
175-31653- 
175-31653- 
175-31654 


- ο πο inu 


PRP RP SAA aaa 
- 
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Section Ill 
Numerical Index of 
Contractor Parts 


oc — NUMBER F 
PART NUMBER 


AN 01-60AAB-4 





STOCK NUMBER 
CLASS CODE PART NUMBER 


MICROFILM 
NUMBER 













----- 
175-31654- 
175-31654- 
175-31654- 
175-21654- 
175-31655 

175-31656- 
175-31656- 
175-31657 

175-31658 

175-31659- 
175-31659- 
175-31663- 
175-31663- 
175-31664- 
175-31664- 
175-31665- 
175-31665- 
175-31666- 
175-31666- 
175-31667- 
175-31667- 
175-31668- 
175-31668- 
175-31669- 
175-31669- 
175-21670 

175-31671- 
175-31671- 
175-31672- 
175-31672- 
175-31673- 
175-31673- 
175-31675 

175-31675- 
175-31675- 
175-31675- 
175-31675- 
175-31675- 
175-31675- 
175-31675- 
175-31675- 
175-31675- 
175-31676 

175-31677 

175-31678- 
175-31678- 
175-31679 

175-21679- 
175-31679- 
175-31679- 
175-31680- 
175-31680- 
175-31681- 
175-31681- 
175-31682 

175-31682- 
175-21682- 
175-31682- 
175-31682- 
175-31682- 
175-31682- 
175-31682- 
175-31682- 
175-21682- 
175-31682- 
175-31682- 
175-31682- 
175-31682- 
175-21682- 
175-31682- 
175-31682- 
175-31682- 
175-31682- 
175-21682- 
175-31682- 
175-31682- 
175-31682- 
175-31682- 
175-31682- 
175-31682- 
175-31682- 
175-31682- 
175-31682- 











R82NA 
RE2NA 
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1175-31683- 


175321693 

175-31683- 
175-21683- 
175-31683- 
175-31683- 
175-31623- 
175-31682- 


ο οσο ο ο 


m 


175-215683- 
17531624 

175-3168284- 
175-316£4- 
175-31654- 
175-31684- 
175-31684- 
175-31684- 
175-31684- 
175-31684- 
175-31685 

175-31685- 
175-31685- 
175-31686 

175-21701 

175-31701-101 
175-31701-201 
175-31702-101 
175-31703-101 
175-31704-101 
175-31716- 100 
175-31752- 
1752317525 
175-31801- 
175-231801- 
175-31801- 
175-31801- 
175-31801- 
175-51601- 
175-31801- 
175-31801- 
175-31801- 
175-318C1- 
175-31801- 
175-318C1- 
175=31801= 
175-21801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-21801- 
175-51801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31301- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 
175-31801- 99 
175-31801-101 
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uw 


OM ου 
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| CLASS CODE | PART NUMBER | CLASS CODE | PART NUMBER 
175-31801-103 1 175-31809- 3 1 
175-31801-104 - 1 175-31809- 4 1 
175-31802- 1 1 175-31810 2 
175-31802- 2 1 175-31810- 3 2 
175-31802- 3 1 175-31811 2 
175-31802- 4 y 1 175-31812 1 
175-31802- 5 ή 1 175-31812- 3 1 
175-31802- 6 Š 1 175-31812- 5 1 
175-31802-- 7 4 1 175-31812- 7 1 
175-31802- 8 1 175-31812- 9 1 
175-31802- 9 1 175-31812- 11 1 
175-31802- 19 4 1 175-31812- 13 1 
175-31802- 11 M 1 175-31812- 15 1 
175-31822- 12 1 175-31812- 17 1 
175-31802- 13 1 175-31812- 19 1 
175-31802- 14 1 175-31812- 21 1 
175-31802- 15 Ñ i 175-31812- 23 1 
175-21802- 16 Š 1 17531812- 25 1 
175-31802- 17 M 1 R82NA 175-31815- 1 1 
175-31802- 18 4 1 175-31815- 2 1 
175-31802- 19 4 1 175-31815- 3 1 
175-31302- 20 M 1 17531815- 4 1 
175-31802- 21 i 1 175-31815- 5 2 
175-31802- 22 M 1 175-31816- 1 1 
175-318C2- 23 M 1 175-31816- 2 1 
175-21802- 24 1 175-31817- 1 1 
175-31802- 25 bi 1 175-31817- 2 1 
175-31802- 26 M 1 175-31813- 1 1 
175-313802- 27 ii 1 175-31818- 2 1 
175-318C2- 28 ` 1 ΒΘΖΝΑ 175-31819 2 
175-31802- 29 i 1 R82NÀ 175-31820 1 
175-31892- 30 / 1 175-31820- 3 1 
175-31802- 31 à 1 175-31820- 7 1 
175-31802- 32 M 1 17531820- 8 1 
175-318902- 2 ή 1 175-31820- 9 1 
175-21802- 24 i 1 175-31820- 10 1 
175-31903- 3 ν 1 175-31820- 11 1 
175-318023- 4 h 1 175-31820- 12 1 
175-31803- 5 4 1 175-31821- 1 1 
175-3180C3- 7 E 1 175-31821- 2 1 
175-21803- 8 + 1 175-31823 REF 
175-21803- 9 1 175-31824 2 
175-31303- 21 ν 2 175-31825- 1 1 
175-31803- 23 ή 2 175-31825- 2 1 
175-31803- 25 4 2 175-31825- 3 1 
175-31803- 27 4 2 175-31825- 4 1 
175-31803- 29 ή 2 175-31827 1 
175-3180C3- 21 y 2 175-31827- 1 1 
175-31803- 23 5 2 175-31827- 2 1 
175-518C3- 35 2 175-31828- 5 1 
175-21803- 37 F 175-31828- 7 1 
175-31803- 39 1 175-31828- 9 1 
175-31893- 41 1 175-31828- 11 1 
175-31803- 43 1 175-31828- 13 T onu 
175-31803- 45 2 17531829 REF 
175-31803- 47 Ñ 2 175-31830- 1 1 
175-31803- 49 4 2 175-31830- 2 1 
175-31803- 51 D 4 175-31831- 2 1 
175-31893- 53 i 4 175-31834- 1 1 
175-31803- 55 175-31834- 2 1 
175-31203- 57 κ 175-31834- 3 2 
175-31803- 59 3 175-31835- 1 1 
175-31803- 61 * 175-31835- 2 1 
175-31803- 63 * 175-31835- 3 2 
REZNA 175-318023- 71 Ρ 1 175-31835- 5 κ 
R82N 175-31803- 72 Ρ 1 175-31835- 7 REF 
R82NA 175-31803- 73 P 1 175-31835- 9 2 
R82NA 175-318023- 74 P 1 175-31835- 11 2 
R82NÀ 175-31803- 75 P 1 Ἴβ82ΙΝΑ 175-31835- 13 1 
RSZNA 175-31803- 76 Ρ 1 R82NA 175-31835- 14 1 
175-31893- 77 1 R@2NA 175-31835- 15 1 
ΒΕΖΝΑ 175-31803- 79 1 R82NA 175-218235- 16 1 
175-21805- 1 REF 1175-31836- 1 1 
175-31805= 2 1 175-31836- 2 1 
175-31806- 1 1l 175-31836- 3 1 
175-31806- 2 1 175-31836- 4 1 
175-31807- 1 1 175-31837 2 $ 
17531807- 2 1 175-31838 2 
175-318C8- 1 1 175-31838- 3 1 
175-21808- 2 1 175-31838- 5 1 
175-31808- 3 1 175-31839 2 
175-31808- 4 1 175-31840 2 
175-31809- 1 1 175-3184i- 1 1 
175-31809- 2 1 175-31841- 2 1 
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175-31842- 1 
175-31842- 
175-31843- 
175-21843- 
175-31844- 
175-31844- 
175-31845- 
175-31045- 
175-31846 
175-21847 
175-31848 
175-31849 
175-31850- 
175-21850- 
175-31850- 
175-21851 
175-31652- 
175-31852- 
175-21853- 
175-31853- 
175-31854= 
175-31854- 
175-31855- 
175-31855- 
175-31856- 
175-31856- 
175-31860- 
75-31860- 
175-3202 
175-32C20- 
175-32020- 
175-22020- 
175-32020- 
175-32020- 11 
175-32020- 13 
175-32020- 15 
175-32020- 17 
175-32020- 19 
175-32020- 21 
175-32020- 23' 
175-32020- 25 
175-32020- 27 
175-32020- 29 
175-32020- 31 
175-32020- 33 
175-32C20- 35 
175-32020- 37 
175-32020- 39 
175-32020- 43 
175-32020- 45 
175-32020- 47 
175-32020- 49 
175-32020- 53 
175-32020- 55 
175-22020- 57 
175-32020- 59 
175-32020- 63 
175-32020- 65 
175-32020- 67 
175-32020- 69 
175-32020-101 
175-32020-201 
175-32020-301 
175-32021 
175-32021- 7 
175-32021- 9 
175-32021- 10 
175-32021- 13 
175-32021- 14 
175-32021- 15 
175-32021- 17 
175-32021- 19 
175-32021- 21 
175-32C21- 23 
175-32021- 25 
175-32021- 27 
175-32021- 29 
175-32C21- 31 
175-32021- 33 
175-32021- 34 
175-32021- 35 
175-52021- 37 
175-32021- 39 
175-32021- 41 
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175-32021- 
175-32021- 
175-32021- 
175-32021- 
175-32021- 
175-32021- 
175-32021- 
175-32021- 
175-32021- 
175-32021- 


175-32022- 
175-32022- 


175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 


175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 


175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 


175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 


175-32102 
175-32102- 
175-32103- 
175-32107 

175-32107- 
175-32107- 
175-32114 
175-32505 






175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 


175-32021-100 
175-32021-103 
175-32021-105 
17T5-32021*107 
175-32021-109 
175-32021-113 
175-32021-115 
175-32021-203 
175-32021-300 
175-32021-303 
175-32021-305 
175-32021-400 


175-32022-. 


175-32022-139 
175-32022-145 


175-32023- : 


175-32023- 


175-32023-125 
175-32023-127 
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175-32505- 13 2 τη 5 2 
175-32505- 14 2 175-32598 1 
175-32505- 15 2 175-325c9 2 
175-32505- 16 2 175-32599- 3 1 
175-32505- 17 2 175-32599- 4 1 
175-32505- 19 2 175-32599- 5 1 
175-32505- 21 1 175-32599- 6 1 
175-22505- 23 2 175=32599= T 1 
175-32505- 25 2 175-32599- 8 1 
175-32505- 27 2 175-32599- 9 1 
175-32505- 29 2 175-32599- 11 1 
175-32505- 30 2 175-32599- 13 1 
175-32505- 31 2 175-32599- 15 1 
175-32505- 32 2 175-32599- 16 1 
175=32505= 33 2 175-32599- 17 1 
175-32505- 34 2 175-32599- 18 1 
175-32505- 35 2 175-32599- 19 1 
175-32505- 36 2 175-32599- 20 1 
:175-32505- 37 2 175-32599- 21 1 
175-32505- 38 2 175-32599- 22 1 
175-32505- 39 2 175-32599- 23 1 
175-32505- 41 2 175-32599- 24 1 
175-32505- 42 2 175-32599- 25 1 
175-32505- 43 2 175-32599- 26 1 
175-32505- 45 2 175-32599- 27 1 
175-32505- 46 2 175-32599- 28 1 
175-32505- 47 2 175-32599- 29 1 
175-32505- 49 2 175-32599- 31 1 
175-32505- 51 2 175-32596- 32 1 
175-32505- 52 2 175-32599- 33 1 
175-32505- 53 2 175-32569- 34 1 
175-32505- 55 2 175-32599- 35 1 
175-32505- 56 2 175-32599- 36 1 
175-32505- 57 2 175-32599- 37 1 
175-32505- 59 2 175-32599- 38 1 
175-32505- 60 2 175-32599- 39 1 
175-32505- 61 2 175-32599- 40 1 
175-32505- 62 2 175-32599- 41 1 
175-32505- 63 2 175-32599- 43 1 
175-32505- 64 2 175-32599- 45 1 
175-32505- 65 2 175-32599- 46 1 
175-32505- 66 2 175-33147 1 
175-32505- 67 2 175-33148 2 
175-32505- 68 2 R82MA. 175-33301- 2 
175-32505- 69 2 9 : 
175-32505- 71 4 R82NA 175-33201- 2 
175-32505- 73 2 

175-32505- 74 2 175-33301- 3 2 
175-32505- 75 2 175-23301- 4 2 
175-32505- 76 2 175-33301- 5 2 
175-32505- 77 2 175-33301-. 6 2 
175-32505- 78 2 175-33301- 7 2 
175-32505- 79 2 175-33301- 8 2 
175-32505- 8C 2 175-33301- 9 2 
175-32505- 81 2 175-33301- 10 2 
175-32505- 82 2 175-33301- 11 4 
175-32505- 83 2 175-33301- 12 4 
175-32505- 84 2 175-33301- 13 8 
175-32505- 85 2 175-33301- 15 4 
175-32505- 86 2 175-33301- 17 2 
175-32505- 97 2 175-33301- 18 2 
175-32505- 98 2 175-33301- 29 2 
175-32505- 99 2 175-33301- 30 2 
175-32505-100 2 175-33301- 31 26 
175-32505-101 2 175-33301- 35 4 
175-32506 2 175-33301- 37 2 
175-32506- 3 2 175-33301- 38 2 
175-32506- 5 2 175-33301- 39 8 
175-32506- 7 2 175-33301- 41 4 
175-32506- 8 2 175-33301- 43 AR 
175-32507 8 175-33301- 45 2 
175-32508 4 175-33301- 47 2 
175-32509 4 175-33301- 48 2 
175-32515 4 175-33301- 49 2 
175-32553 2 175-33301- 50 2 
175-32553- 3 1 175-33301- 53 2 
175-32553- 5 2 175-33301- 55 2 
175-32555 1 175-33301- 57 2 
175-32557 2 175-33301- 59 2 
175-32558 2 175-33301- 61 4 
175-32559 2 175-33301- 62 4 
175-32588 1 175-33301- 63 4 
175-32596 2 175-33301- 65 2 
175-32596- 3 2 175-33301- 66 2 


























































































941 


Section Ill 


Numerical Index of 
Contractor Parts AN O1-60AAB-4 


STOCK NUMBER $8| Ἠσυκε [rorac[wiczorum STOCK NUMBER 
| CLASS CODE | PART NUMBER 95| AND INDEX | QTY. | NUMBER [CLASS CODE | PART NUMBER 9 
175-33301- 73 m 


175-33301- 74 175-34301- 19 


175-34301- 21 
175-23301- 75 175-34301- 23 
175-33301- 76 175-34301- 25 
175-33301- 77 175-34301- 27 
175-33301- 76 175-34301- 29 
175-33301- 79 175-34301- 31 
175-33301- 80 175-34301- 33 
175-33301- 81 175-343C1- 35 
175-33301- 82 175-34301- 37 
175-33301- 83 175-34301- 39 
175-33301- 84 175-34301- 41 
175-33301- 85 175-34301- 43 
175-33301- 86 175-34301- 45 
175-33301- 87 175-34301- 47 
175-33301- 89 175-34301- 49 
175-33301- 95 175-34301- 51 
175-33301- 97 175-34301- 53 
175-33301-101 175-34301- 55 
175-33301-103 175-34301- 57 
175-33301-107 175-34301- 59 
175-33301-109 175-34301- 61 
175-33301-111 175-34301- 63 
175-33301-112 175-34301- 65 
175-33301-113 175-34302 
175-33301-114 
175-33301-115 
175-33301-116 
175-33301-207 
175-33301-208 
175-33301-209 
175-33301-211 
175-33301-212 
175-33301-213 
175-33301-214 
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175-24302- 3 
175-34302- 5 
175-34302- 7 
175-34302- 9 
175-34302- 11 
175-34302- 13 
175-34302- 15 
175-34302- 17 
175-34302- 19 
























175-33301-215 175-34302- 21 
175-33301-217 175-34302- 23 
175-33301-219 175-34302- 25 
175-33301-221 175-34302- 27 






175-33301-223 
175-33301-224 
175-33301-225 
175-33301-227 
175-33301-231 
175-33301-233 
175-33301-235 
175-33301-237 
175-33301-239 
175-33301-241 
175-33301-243 
175-33301-245 
175-33301-301 
175-33301-2303 
175-33301-305 


175-34302- 28 
175-34302- 29 
175-34302- 31 
175-34302- 33 
175-34302- 35 
175-34302- 37 
175-34302- 39 
175-34303 

175-34303- 3 
175-34304 

175-34304- 3 
175-34309 

175-34309- 3 
175-34310 - 
175-34310- 3 


























R82NA 















R32NA 




























R82NA 351 10 






R82NA 















R82NA 351 23 
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175-33301-307 175-34317 8802036 
175-33301-347 R82NA 175-34323 221 i| 2 
175-33301-349 175-34325 351 € 15 2 
175-32310 R82NA 175-34331 348 - 26 1 
175-33323- 1 175+34332 348 - 27 1 
175-33323- 2 175-34333 346 - 28 1 
RS2N 175-33324 R82NA 175-34334 1 


348 - 29 
175-33324- 2 g 8802215 
175-33361 
175-32475 
175-24291 


175-34336 

175-34336- 
175-34336- 
175-34338 

175-34338- 
175-34328- 
175-34338- 


















348 = 11 












17534130 
175-34226 






175-34227 
175-34228 
175-34229- 3 
175-34229- 5 
17534229- 7 
175-34230 










175-34338- 
175-34338- 
175-34339 

175-34339- 
175-34339- 
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3 
5 
175-34339- 7 
175-34339- 9 
175-34340 


175-34301 



























175-34301- 3 X1 1 175-34341 
175-34301- 5 41 1 175-34342 
175-34301- 7 ql 1 175-34343 
175-34301- 9 4l 1 175-34344 
175-34301- 11 Hl 1 1757343506 
175-34301- 13 4l 1 175-34351- 
175-34301- 15 sl 1 175-34351- 
175-34301- 41 1 175-34352 
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175-34353 
175-34354 
175-24355- 
175-34355- 
175-34356 
175-34357 
175-40050= 
175-4C00C— 
175-40010- 





175-4001C- 










175-4501 


175-42051 
175-42052 
175-42053 
175-42055 
175-42056 
175-42057 
175-42058 
175-42059 
175-42060 
175-42061 
175-42062 
175-42063 
175-42064 
175-42065 
175-42067 
175-42068 
175-42069 
175-42069- 
175-42070 
175-42071 
175-42072 
175-4 2015 
175-42075= 
175-42075= 
175-42075- 
175-42075= 
17542076 
175-42078 
17542080 
175-42082 
175-42083 
175-42083- 
175-42083- 
175-42084 
175-42C84- 
175-42084- 
175-42085 
175-42087 
175-42087- 
175-42088 
175-42088- 
175-42068- 
175-42089 
175-42089- 
175-42089- 
175-42089- 
175-42089- 
175-42089- 
175-42089- 
175-422289- 
175-420829- 
175-420689- 
175-42089- 
175-42089- 
175-42090 
175-42091 
175-42091- 
175-42091- 
175-42092 
175-42092- 
175-42092- 
175-42093 
-175-42093- 
175-42093- 
175-42112 
175-42112- 
175762112- 
17542119 
175-42119- 






R82NA 



































R82NA 


R82NA 













R82NA 
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| CLASS CODE | PART NUMBER 





AN O1-60AAB-4 


MICROFILM 
NUMBER 







I 
H 









FIGURE 
AND INDEX 
75 - 39 








175-42119- 
175-42119- 
175-42119- 
175-42119- 
175-42122 
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175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
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175-40010-149 


175-40501-100 
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175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42122- 
175-42146 

175-42146- 
175-42146- 
175-42146- 
175-42146- 
175-42146- 
175742146- 
115-421 41 

175-42147- 
175-42147- 
175-42147- 
175-42147- 
175-42147- 
175-42148 

175-42306- 


















































R82NA 

















175-42306- 
175-42306- 





175-42306- 






:|175-42308 
175-42308- 
175-42308- 
175-42308- 
175-42308- 
175-42308- 
175-42308- 
175-42306- 
175-42308- 
175-42308- 
175-423086- 
175-42308- 
175-42310 

175-42334 

175-42334- 
175-42334- 
175-42334- 
175-42334- 
175-42334- 
175-42334- 
175-42334- 
175-42334- 
175-42334- 
175-42334- 
175-42334- 
175-42334- 
175-42334- 
175-42324- 
175-42334- 
175-42234- 
175-42341- 
175-42341- 
175-42341- 
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Section Ill 
Numerical Index of 
Contractor Parts 


FIGURE TOTAL MICROFILM 
AND INDEX | QTY. | NUMBER 


























2A=424 




























24-424 
24-424 
2A-424 
24-424 
24-424 
24-424 
24-424 
2A7424 
24-424 
24-424 
24-424 
24-424 
2Α-424 
24-424 
24-424 
24-424 
24-424 
24-424 
24-424 
24-424 
24-424 
24-424 
24-424 
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2A-425 









2A-425 





2Α-425 
2A-425 
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Section Ill 


Numerical index of 
Contractor Parts AN 01-60AAB-4 


[ stock NUMBER Eg FIGURE |TOTAL| MICROFILM 
[CAS cone] Pant NUMBER — | gt arenes ones ess 
175-42341- 
175-42341= ii 
175-42341- 13 
175-42341- 15 
175-42341- 16 
175-42341- 17 
175-42341- 21 
175-42241- 23 
173-42341- 25 
175-42341- 27 
175-42341- 20 
175-42341- 31 
175-42341- 33 
175-42341- 35 
175-42344- 3 
175-42344- 5 
175-42244- 7 
175-42354- 9 
175-42344- 25 
175-423 44= 27 
175-42344- 29 
175-42344- 3 
175-42344- 33 
175-42352 
175-42352- 3 
175-42352= 5 
175-42352- 10 














[ STOCK NUMBER | [ STOCK NUMBER | 


E] 
2 
eee comet PART NUMBER 8 


175-42618- 23 
175-42618- 25 
175-42618- 27 
175-42618- 31 
175-42618- 33 
175-42618- 35 
175-42618- 37 
175-42618- 39 
175-42618- 41 
175-42618- 43 
175-42618- 45 
175-42618- 47 
175-42618- 50 
175242618- 51 
175-42618- 52 
175-42618- 53 
175-42618- 55 
175-42618- 56 
175-42618- 57 
175-42618- 69 
175-42618- 73 
175-42618- 75 
175-42618- 79 
175-42618- 81 
175-42618-: 85 
175-42618- 87 
175-42618- 89 
















Ul 














T 









2- 








175-42353 
175-42353- 
119-42355 
175-42356 
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175-42618- 91 
175-42618- 93 
175-42618- 95 
175-42618- 97 


175-42556- 3 175-42618- 99 
175-52356- 4 175-42618-101 
175-42356- 5 175-42618-102 
175-42356- 6 175-42618-103 
175-42356- 7 175-42618-104 
175-42356- 9 175-42618-105 
175-42265 175-42618-106 
175-42365- 3 175-42618-107 
175-42508 175-42618-108 
17535-42508- 3 175-42618-109 
175-42508- 5 175-42618-110 
175-42508- 7 175-42618-111 
175-42508- 9 175-42618-112 






175-425083- 11 
175-42508= 13 
175-42508-100 


175-42618-113 
175-42618-114 
175-42618-115 






175-42500 
175-42509- 
175-42500= 
175=42509= 









175-42618-116 
175-42618-117 
175-42618-118 
175-42618-119 





175742509- 
175-42509- 11 
175-42509- 13 






175-42618-120 
175-42618-121 
175-42618-122 






175-4251C 

175-4251C- 
175-452512- 
175-4251C- 
175-42511 

175-42512 

175-42513 

175-42515 

175-42516 

175-42516- 
175-42516- 
175-42601- 
i75-4260i- 
175742672- 
175142622- 
175-426C2- 
175-42502- 
175-52602- 
175-42604 

175-426C4- 
175-42674- 
175-42616 

175-42618- 
175-42618- 
175-42618- 
175-42618- 
175-42618- 
175-42618- 
175-426128- 
17542618- 
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175-42618-123 
175-42618-125 
175-42618-127 
175-42618-129 
175-42618-131 
175-42618-123 
175-42618-135 
175-42618-137 
175-42618-139 
175-42618-141 
175-42618-143 
175-42618-145 
175-42618-169 
175-42618-173 
175-42618-175 
175-42618-179 
175-42618-185 
175-42618-187 
175-42618-189 
175-42618-191 
175-42618-193 
175-42618-195 
175-42618-197 
175-42618-199 
175-42618-201 
175-42618-203 
175-42618-205 
175-42618-207 
175-42618-209 
175-42618-211 


2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 
2 
2 
2 
2 
2 
1 
2 
1 
1 
1 
2 
1 
2 
1 
2 
1 
2 
1 
2 
l 
2 
1 
2 
1 
2 
1 
1 
(d 
1 
1 
2 
1 
2 
2 
1 
2 
2 
2 
2 
ve 
2 
1 
1 
1 
2 
2 
2 
1 
2 
2 
2 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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STOCK NUMBER 





CLASS CODE 


RB2NA 
R82NA 


PART NUMBER 


175-42618-213 
175-42618-215 
175-42618-.17 
175-42618-219 
175-42618-221 
175-42619-223 
175-42618-225 
175-42618-227 
175-42618-229 
175-42618=235 
175-42618-237 
175-42618-239 
175-42618-241 
175-42618-243 
175-42801- 3 
175-42801- 5 
175-42801- 7 
175-42801- 9 
175-42801- 11 
175-42801- 13 
175-42801- 15 
175-42801- 17 
175-42801- 19 
175-42801- 21 
175-42801-103 
175-42801-105 
175-42801-107 
175-42801-109 
175-42801-111 
175-42801-113 
175-42801-115 
175-42801-117 
175-43026 
175-43051 
175-43051- 3 
175-43051- 5 
175-43052 
175-43053 
175-43058 
175-43059 
175-43059- 
175-44012 
175-44012- 
175-44013 
175-44013- 
175-44013- 
175-45006 
175-45005- 
175-45006- 
175-46002 
175-46002- 
175-46002- 
175-46003 


175-46004 
175-46005 
175-46005-= 3 
175-46005- 5 
175-46005- 7 
175-46005- 9 
175-46005- 11 
175-46005- 15 
175-46005-100 
175-46006 
175-46006- 3 
175-46006- 5 
175-46008 
175746009 
175-47002-100 


175-47004- 3 
175-47004= 5 
175-47004- 7 
175-47004- 
175-47004- 
175-47004- 
175-47004- 
175-47004- 
175-41004- 
175-470C4- 
175-47004- 
175-47004- 
175-47004= 
175-47004- 
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STOCK NUMBER 
[CLASS CODE | PART NUMBER O 


175-47004- 46 
175-47004= 47 
175-47004- 49 
175-47004- 51 
175-47004- 53 
175-47004- 54 
175-47004- 55 
175-47004- 57 
175-47004- 58 
175-47004- 59 
175-47004- 61 
175-47004- 63 
175-47004- 67 
175-47004- 71 
175-47004- 73 
175-47004- 77 
175-47004- 79 
175-47004- 81 
175-47004- 83 
175-47004- 85 
175-47004- 87 
175-417004- $5 
175-47004- 97 
175-47004-101 
175-47004-103 
175-47004-129 
175-47004-131 
175-47004-133 
175-47004-145 
175-47004-146 
175-47004-147 
175-47004-149 
175-47004-151 
175-47004-155 
175-47004-157 
175-47004-167 
175-47004-169 
1752470047175 
175-47004-177 
175-47004-179 
175-47004-180 
175-47004-181 
175-47004-183 
175-47004-185 
175-47004-187 
175-47004-189 
175-47004-190 
175-47004-191 
175-47004-193 
175-47004-195 
175-47004-197 
175-47004-199 
175-47004-201 
175-47004-202 
175-47004-205 
175-47004-207 
175-47004-209 
175-47004-211 
175-47004-213 
175-47004-215 
175-47004-217 
175-47004-219 
175-47004-221 
175-47004-223 
175-47004-225 
175-47004-227 
175-47004-229 
175-47004-231 
175-47004-233 
175-47004-235 
175-47004-241 
175-47004-243 
175-47004-245 
175-47004-300 


175-47004-500 


175-47020- 
1175-47020- 
175-647020- 
175-47020- 
175-47020- 
175-47020- 
175-47020- 
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Numerical Index of 
Contractor Parts 
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FIGURE TOTAL| MICROFILM 
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Section III 


Numerical Index of 


Contractor Parts 






175-47020- 13 
175-47020- 15 
175-47020- 1 
175-47020- 1 
175-47020- 19 
175-47020- 21 
175-47020- 23 
175-47020- 25 
175-47020- 2 
175-47020- 2 
175-47020- 31 
175-47020- 35 
175-47020- 37 
175-47020- 51 
175-47020- 53 
175-47020- 55 
175-47020- 57 
175-47020- 61 
175-47020- 63 
175-47020- 85 
175-47020- 67 
175-47020-1C9 
175-47021 
175-47021- 
175-47021- 
175-47021- 
175-47022 
175-47028 
175-47028- 3 
175-47028- 5 
175-47028- 7 
175-47033 
175-47033- 3 
175-47033- 5 
175-47034 
175-47037 
175-47037- 3 
175-47038 
175-47038- 3 
175-47038- 5 
175-47041 
115-404 5 
175-47045- 
175-47045- 
175-47045- 
175-47046 
175-47046- 
175-47046- 
175-47046- 
175-4705C 
175-47050- 
175-47054 
175-47055 
175-47061 
175-47061- 
175-47061- 
175-47061- 
175-47062 






YU Ly 






R82NA 


ω -νω - Uu 


M Ub Ut 






175-47062- 3 
175-47063 
175-47063- 3 
175-47066 
175-47070 
175-47094 
175-47094- 3 
175-=47401-100 










175-47420 
175-47420-100 





175-47422 

175-47422- 3 
175-47422- 5 
175-47422- 7 
175-47422- 9 
175-47422- 11 
175-47422- 13 
175-47422- 15 
175-47422-1CO 
175-47422-111 
175-47423 

175-47802- 10 
175-47802- 50 
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STOCK NUMBER 


| CLASS CODE | PART NUMBER 9 


175-48001 
175-48004 
175-48004- 10 
175-48005 
175-48006 
175-48006- 3 
175-48006- 5 
175-48006- 7 
175-48007 
175-48007- 3 
175-48007- 5 
7 
1 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


373 - 26 





REF 
175-48004- 16 

















175-48007- 
175-48008- 
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175-48008- 






175-48008- 
175-480C8- 










175-48008- 









175-48030 
175-48037 
175-48037- 3 
175-48037- 5 
175-48038 
175-48040 








Πω mmy 


E: 
m 












175-48042 
175-48042- 3 
175-48044 
175-48045 
175-48045- 15 
175-48045- 20 
175-48045- 30 
175-48046 
175-48046- 










25 
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175-4£047 
175-48048 
175-48049 
175-48049- 
175-48049- 
175-48049- 
175-48050 
175-48101 
175-48109 
175-48110- 1 
175-48110- 2 
175-48111 
175-48111- 











-νω 










29 - 6 
29 
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175-48111- 










175-48122- 
175-48122- 
175-48122- 
175-48122- 
175-48122- 
175-48127 
175-48131- 
175-48131- 
175-48131- 
175-48131- 
175-48131- 
175-48132 
175-48132- 
175-48132- 
175-48133 
175-48133- 3 
175-48133- 5 
175-48134 
175-48134- 3 
175-48134- 5 
175-48135 
175-48135- 
175-58135- 
175-48136 
175-48137 
175-48138 
175-48138- 
175-48138- 
175-48138- 
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Section III 
Numerical Index of 
Contractor Parts 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


AN 01-60AAB-4 
NUMBER 
3 





























- STOCK NUMBER 


| CLASS CODE | PART NUMBER 





| CLASS CODE | PART NUMBER 













175-48530- 3 

175-48174- 19 175-48601 1 
175-48174- 2 175-48601- 3 1 
175-48174- 2 175-48607 1 
175-48175 175-48615 2 
175-48192 1 175-48619 1 
175-48193 175-48621 1 
175-48105 175-48621- 3 1 
175-48196 175-48621- 5 1 
175-48196- 3 R82NA 175-49625 (1 
175-48196- 5 R82NA 175-48629 1 
175-48201 175-48650 2 
175-48202- 1 175-48650- 3 2 
175-48202- 2 175-48650- 5 2 
17548208 175-48650- 7 2 
175-48208- 3 175-48650- 9 2 
175-48208- 5 175-48650- 11 2 
175-48208- 7 175-48650- 13 2 
175-48209 3 175-48650- 15 2 
175-48210 1 175-48650- 17 2 
175-48211 6 175-48650- 19 2 
175-48212 4 175-48650- 21 4 
175-48213 6 175-48650- 23 8 
175-48214 2 175-48650- 25 2 
175-48215 1 175-48650- 29 4 
175-48216 1 175-48650- 31 2 
175-48217 1 175-48650- 33 2 
175-48218 1 175-48650- 34 2 
175-48219 3 175-48650- 35 2 

RB2NA 175-48220 2 175-48650- 37 8 
175-48221- 3 24 175-48650- 39 2 
175-48221- 5 8 175-48650- 41 4 
175-48222 4 175-48650- 43 8 

i 175.48223 1 175-48650- 45 2 
/ 175-48224 2 175-48650- 45 2 
R82NA 175-48225- 1 1 175-48650- 47 2 
R82NA 175-48225- 2 1 175-48650- 48 2 
175-48225- 3 1 175-48650- 49 4 
175-48225- 4 1 175-48650- 50 4 
175-48225- 5 2 175-48650- 51 2 
175-48225- 7 2 175-48650- 53 4 
175-48225- 9 2 175-48650- 54 4 
175-48226 2 175-48650- 65 2 
175-48227 4 175-48650- 66 2 










175-48156 
175-48156- 3 
175-48156- 5 
175-48159- 7 
175-48159- 9 
1 
5 





175-48159- 1 
175-48159- 1 
175-48160 ` 
175-48160- 3 
175-48160- 5 
175-48160- 7 
175-48161. 
175-48161- 3 
175-48161- 5 
175-48174- κα 
175-48174- 2 
3 
5 
9 











R82NA 
R82NA 
175-48174- 
175-48174- 
175-48174- 
175-48174- 13 
175-46174- 15 
175-48174- 17 
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175-48319- 
175-48319- 
175-48335 











175-48345 
175-48346 
175-48346- 


175-48346- 
175-48420 
175-48433 
175-48445 
175-48452 
175-48456 
175-48457 
175-48462 
175-48483 









175-48525- 
175-48530 
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175-48346- 





175-48138- 9 175-48228 2 
175-48140- 1 175-48228- 1 1 
175-48140- 2 175-48228-" 2 1 
175-40140- 3 1 175-48229 2 
175-48140- 5 2 175-48229- 1 1 
175-48141- 3 1 175-48229- 2 1 
175-48141- 5 1 175-48230 1 
175-46141- 9 1 175-48231 1 
175-48141- 15 1 175-48232- 1 2 
175-48141- 19 1 175-48232- 2 2 
175-48141- 21 1 175-48233 2 
175-48141- 51 1 175-48234 8 
175-48142- 5 1 175-48302- F 
175-48142- 9 1 

175-48142- 11 1 175-48303 

175-48142- 13 1 175-48304 

175-48142- 19 1 175-48319 

175-48142- 5 1 175-48319- 

175-48143 2 175-48319- 
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Section Ili 
Numerical Index of 
Contractor Parts 


rcs cone - NUMBER 


[ PARTNUMBER | [| PARTNUMBER | 


AN O1-60AAB-4 


FIGURE MICROFILM 
AND e INDEX NUMBER 









MICROFILM 
NUMBER 


[STOCK NUMBER Ee 
| CLASS CODE | PART NUMBER t 






175-48804= 37 
175-48804- 29 
175-48804- 40 


175-4E€804- 99 
175-48804-100 
175-48804-101 
175-48804-102 
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175-48807- 45 
175-48807- 46 
175-48807- 47 


175-48824- 57 
175-48828-129 
175-48853 


175-48855- 1 
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TAS -48650- 71 175-48804-103 M |116 - 48 
175-48650- 73 175-48804-104 M 
175-48650- 74 175-48804-105 Mi| 8-534 
175-48650- 75 175-48804-107 M | 19 - 18 
175-48650- 75 175-48804-108 M 
175-48650- 77 1 175-48804-109 m |19- 8 
175-48650- 78 1 175-48804-110 M 
175-48650- 79 175-4E804-111 M | 19 - 24 
175-4865C- 80 175-48804-112 M 
175-48650- 8 175-48804-113 M | 19 - 27 
175-48650- 82 175-48804-114 M 
175-486506- 83 175-48804-115 1|19-21 
175-48650- 84 175-48804-116 ta 
175-48650- 91 175-46804-117 M | 20 - 22 
175-48650- 92 175-48804-118 M 
175-4€802- 52 175-48804-119 ΜΙ 1116 = 41 
175-48802- 53 175-48804-120 Ml 
175-48803- 3 175-48807- 3 Ml 
175-48803- m 175-48807- 4 ΜΙ 
172-4868603- 19 175-48807- 5 M1 
175-48803- 20 175-48807- 6 M1 
175-48804 175-48807- 7 41] 24 = 14 
175-48804- 3 175-48807- 8 M1 
175-48804- 4 175-48807- 9 Ml 
175-48804- 5 175-48807- 10 Ml 
175-48804- 7 175-48807- 11 Ml 
175-48804- 9 175-48807- 12 M1 
175-48804- 10 175-48807- 13 M1 
175-48804- 15 175-48807- 14 M1 
175-48804- 16 175-48807- 15 M1 
175-48804- 17 175-48807- 17 M1| 24 - 40 
175-48804- 18 175-48807- 18 Μ 
175-488C4- 25 175-48807- 19 M1 
175-48804- 26 175-48807- 20 M1 
175-48804- 2 175-48807- 21 M1 
175-48804- 29 175-48807- 22 M1 
175-48804- 31 175-48807- 23 M1 
175-48804- 32 175-48807- 24 M 
175-48804- 33 175-48807- 25 M1 
175-48804- 24 175-48807- 26 Ml 
| 175-48804- 3 175-48807- 43 25 
175-48804- 36 175-48807- 44 M1 


USE 175-488Q7- 
USE 175-48847- 


175-48804= 41 Μ 175-48807- 42 Ml 
175-48804- 42 M 175-48807- 49 Ml|25- 9 
175-48804- 43 M 175-48807- 50 M1 
175-48804- 44 M 175-48807- 53 

175-48804- 45 M 175-48807- 59 M1| 25 
175-48804- 46 H 175-48807- 60 M1 
175-48804- 49 175-48807- 61 ΜΙ] 25 = 37 
175-48804- 51 175-48807- 62 M1 
175-48804- 52 175-48807- 63 ΜΙ] 25 - 36 
175-488024- 5 175-48807- 64 Ml 
175-48804- 54 175-48807- 65 M1| 25 - 35 
175-48804- 55 175-48807- 66 Ml 
175-48804- 57 175-48807- 67 1] 25 - 22 
175-48804- 59 175-48807- 68 M1 
175-48804- 60 175-48807- 69 μι] 24 - 68 
175-48804- 61 175-48807- 70 M1 
175-48804- 62 175-48807- 71 M1| 24 - 69 
175-48804- 67 175-48807- 72 M1 
175-48804- 69 175-48807- 73 M1| 24 - 64 
175-48804- 71 175-48807- 74 M1 
175-488C4- 73 175-48807- 77 25 - 13 
175-48804- 79 175-48807- 79 M1| 25 - 10 
175-488C4- 80 175-48807- 80 M1 
175-48804- 81 175-48807- 81 M1| 25 
175-48804- 82 175-48807- 82 M1 
175-485804- 83 175-48807- 83 M1 
175-48804- 84 175-48807- δά Ml 
175-48804- 89 175-48807- 85 19 - 7 
175-48804- 96 175-48807- 91 M1| 25 
175-48804- 91 175-48807- 92 141 
175-488C4- 92 175-48807- 93 M1] 25 - 24 
175-48804- 93 175-48807- 94 MI 
175-48804- 94 175-48811- 7 M1 
175-48804- 97 175-48811- 9 M1 
175-48804- c8 175-48811- 11 M1]|ii6 - 57 


FIGURE TOTAL 
m INDEX | QTY. 
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Numerical index of 





































































































175-48862- 
175-48862- 


175-48862-135 
175-48862-136 


ΑΝ ΟΙ-όΟΑΑΒ.4 Contractor Parts 
STOCK NUMBER FIGURE MICROFILM| FIGURE 
[Cass CODE] PARTNUMBER |8S| AND INDEX NUMBER | [CLASS CODE] PARTNUMBER |39| AND INDEX| QTY. | NUMBER 

175-48855- 1 175-48862- 11 1 
175-48856 1 175-48862- 12 1 
175-48856- 1 175-48862- 13 1 
175748856- 1 175-48862- 15 1 
175-48856- 1 175-48862- 16 1 
175-48856- 2 175-48862- 18 1 
175-48856- 1 175-48862- 19 1 
175-48856- 1 175-48862- 22 1 
175-48856- 1 175-458862- 23 1 
175-48856- 2 175-48862- 24 1 
175-48857- 1 175-48862- 25 1 
175-48857- 1 175-48862- 27 1 
175-48857- 1 175-48862- 28 1 
175-48857- 1 175-48862- 29 1 
175-48857- 1 175-48862- 30 1 
175-48857- 1 175-48862- 31 1 
175-48857- 1 175-48862- 33 1 
175-48857- 1 175-48862- 34 1 
175-48857- 1 175-48862- 35 1 
175-48857- 1 175-48862- 36 1 
175-48860- 2 175-48862- 37 2 
175-48860- 2 175-48862- 40 1 
175-48860- 2 175-48862- 41 1 
175-48860- 2 175-48862- 47 1 
175-48860- 2 175-48862- 48 1 
175-48860- 2 175-48862- 50 1 
: 175-48860- 1 175-48862- 51 2 
^ 175-48860- 1 175-48862- 53 1 
175-48860- 1 175-48862- 54 1 
175-48860- 1 175-48862- 55 1 
175-48860- 2 175-48862- 56 1 
175-48860- 2 175-48862- 57 1 
175-48860- 1 175-48862- 58 1 
175-48860- 1 175-48862- 59 1 
175-48860- 2 175-48862- 60 1. 
175-48860- 1 175-48862- 61 1 
175-48860- 1 175-48862- 62 1 
175-48860- 1 175-48862- 63 1 
175-48860- 1 175-48862- 64 1 
175-48860- 1 175-48862- 65 1 
175-48860- 1 175-48862- 66 1 
175-48860- 1 175-48862- 67 1 
175-48860- 1 175-48862- 68 1 
175-48860- 1 175-48862- 69 1 
175-48860- 1 175-48862- 70 1 
175-48860- 1 175-48862- 71 1 
175-48860- 1 175-48862- 72 1 
175-48860- 1 175-48862- 73 1 
175-48860- 1 175-48862- 74 1 
175-48860- 1 175-48862- 76 1 
175-48860- 1 175-48862- 77 1 
175-48860- 1 175-48862- 80 1 
175-48860- 1 175-48862- 81 1 
175-48860- 1 175-48862- 82 1 
175-48860- 1 175-48862- 84 1 
175-48860- 1 175-48862- 85 1 
175-48360- 1 175-48862- 86 4 
175-48860- 1 175-48862- 87 1 
175-48860- 1 175-48862- 88 1 
175-48860- 1 175-48862- 89 2 
175-48860- 1 175-48862- 90 1 
175-48860- 1 175-48862-113 1 
175-46860- 1 175-48862-114 1 
175-48860- 1 175-48862-115 1 
175-45860- 1 175-48862-116 1 
175-45860- 1 175-48862-117 1 
175-48860- 1 175-48862-118 1 
175-48860- 1 175-48862-119 1 
175-48860- 1 175-48862-120 1 
175-48860- 1 175-48862-121 1 
175-48860- 1 175-48862-122 1 
175-48860- 1 175-48862-123 1 
175-48860- 1 175-48862-124 1 
175-48860-101 2 175-48862-125 1 
175-48860-103 1 175-48862-126 1 
175-48860-165 1 175-48862-127 1 
175-48862- 1 175-48862-128 1 
175-48862- 1 175-48862-129 1 
175-48862- 1 175-48362-131 1 
175-48862- 1 175-48862-122 1 
175-48862- 1 175-48862-133 1 
175-48862- 1 175-48562-134 1 
2 
1 1 
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STOCK NUMBER τ FIGURE STOCK NUMBER 
| CLASS CODE | PART NUMBER AND INDEX [CLASS CODE| PART NUMBER 


175-48862-137 

175-48862-138 175-51024- 1 
175-48862-139 
175-48862-141 
175-48862-142 






















MICROFILM 


MICROFILM 
NUMBER 


NUMBER 















FIGURE TOTAL 
AND INDEX | QTY. 



























175-51024- 










































175-48862-143 175-51026 4 
175-48862-144 175-51027 4 
175-48862-145 175-51028 1 
175-48862-146 175-51029 1 
| 175-48862-147 175-51029- 3 1 
175-48862-148 175-51029- 5 1 
175-48862-140 175-51031 1 
175-48862-151 175-51033 1 
175-48862-152 175-51033- 3 3 
175-48862-153 175-51033- 5 3 
175-48862-154 175-51033- 7 1 
175-48862-155 175-51040 F 
175-48862-156 175-51040- 3 8 
175-48862-157 175-51042 2 


175-48862-158 
175-48862-15$ 
175-48862-160 
175-48862-161 
175-48862-162 
175-48862-163 
175-48862-164 
175-48862-165 
175-48862-166 
175-48862-167 
175-48862-168 
175-48862-169 
175-48862-170 
175-48862-171 
175-48862-172 
175-48862-173 
175-48862-174 
175-48862-175 
175-48862-176 
175-48862-177 
175-48862-178 
175-48862-179 
175-48862-180 
175-48262-181 
175-48862-182 
175-48862-182 
175-48862-188 
175-48864 
175-46864- 3 
175-48864- 5 
175-48871 
175-48871- 2 
175-48871- 5 
175-48874 
175-48874- 3 
175-48874- 5 
175-48874- 7 
175-48875- 11 
175-48875- 13 
175-48875- 17 
175-48875- 25 
175-48877 
175-48877- 3 
175-48877- 5 
175-48877- 7 
175-51011 

































175-51047- 
175-51048 
175-51048- 3 
175=51048- 5 
175-51048- 7 
175-51048- 9 
175-51048- 11 
175-51048- 13 
175-51048- 15 
175-51048- 17 
175-51048- 19 
175-51048- 21 
175-51048- 31 
175-51048- 41 
175-51053- 3 
175-51053- 5 
175-51053- 7 
175-51053- 9 
175-51053- 17 
175-51053- 19 
175-51053- 21 
175-51053- 31 
175-510523- 33 
175-51053- 35 
175-51053- 37 
175-51053- 39 
175-51053- 41 
175-51053- 43 
175-51053- 45 
175-51053- 47 
175-51053- 49 
175-51053- 51 
175-51053- 95 
175-51055- 97 
175-51053- 99 
175-51053-101 
175-51053-103 
175-51053-105 
175-51053-107 
175-51054 

175-51054- 3 
175-51054- 31 
175-51054- 33 
175-51054- 35 
175-51054- 37 
175-51054- 39 
175-51054- 41 
175-51054- 43 
175=51054- 45 
175-51054- 47 
175-51054- 49 
175-51054- 51 
175-451054- 53 
175-51054- 55 
175-51054- 57 
175-51054- 59 
175-51054- 61 
175-51054- 63 
175-51054- 65 
175-51054- 67 
175-51054- 69 
175-51054- 71 
175-51054- 73 
175-51054- 75 
























































































































































175-51012 




























175-51013 
175-51013- 3 
175-51014 
175-51015 
175-51016 
175-51016- 
175-51016- 
175-51017 
175-51018 
175-51019 


n ww 
















175-51021- 






Ed A ESE ESE SEE 






175-51021- 
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STOCK NUMBER 


ER 
175-51054- 77 


[GAssCODE| PARTNUMS 
















ΑΝ 01-60AAB-4 


FIGURE MICROFILM 
AND INDEX NUMBER 



























STOCK NUMBER 
| CLASS CODE | PART NUMBER 


175-51081- 3 1 
175-51054- 79 175-51081- 5 1 
175-51054- 81 175-51082 1 
175-51055- 5 175-51083 1 
175-51056 175-51086 2 
175-51056- 2 175-51086- 3 2 
175-51057- 1 175-51086- 4 4 
175-51057- 2 175-51086- 5 2 
175-51057-. 3 175-51093 1 
175-51057- 4 175-51094 1 
175-51058- 1 175-51095 2 
175-51058- 2 175-51098 1 
175-51058- 4 175-51098- 1 2 
175-51059 175-51098- 2 2 
175-51059- 3 175-51200 REF 
175-51061- 2 
175-51061- 5 175-51532 2 
175-51061- 6 
175-51061- 7 175-51532- 1 
175-51061- 9 175-515233 1 
175-51061- 11 175-51533- 3 1 
175-51062 175-51533- 5 1 
175-51063- 1 175-51533- 7 1 
175-51063- 2 175-51533- 9 1 
175-51063- 3 175-51533- 11 1 
175-51063- 5 175-51540 REF 
175-51064- 2 
175-51064- .5 175-51801- 51 
175-51064- 7 175-51801- 52 
175-51064- 9 175-51801- 61 
175-51064- 11 175-51801- 62 


























Section III 


Numerical Index of 
Contractor Parts 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 























175-51064- 13 
175-51064- 15 
175-51064- 25 
175-51066 


175-51801-109 
175-51801-111 
175-52001- 10 
175-52002- 10 













175-51066- 3 
175-51066- 5 
175-51066- 7 
175-51066- 9 
175-51066- 11 
175-51066- 12 
15 

H 

33 


























175-51066- 


175-51069 
iT89-51069« 32 
175-51069- 5 
175-51070 
175-51071- 
175-51071- 
175-51072 
175-51012- 3 
175-51072- 5 
175-51072- 7 
175-51072- 11 
175-51073 


nr 























175-51074 
175-51075 
175-51076 


175-51079- 13 
175-51079- 15 
175-51079- 19 
175-51080 
175-51081 
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A1|158 = 24 
ΜΙ|158- 31 









175-52004 
175-52004- 






175-52005 
175-52008 
175-52009 


175-520103 





175-520104- 
175-520104- 
175-520105 


175-520106 


175-520107 
175-520108 

175-520109- 
175-520109- 
175-52011 
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175-520112 
175-52012 
175-52013 
175-52018 






175-52029 
175-52030 
175-52031 
175-52032 
175-52033 
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175-51076- 3 175-52019 
175-51076- 2 175-52020 
175-51076- 7 175-52020- 3 
175-51077 175-52021 
175-51078 175-52022 
175-51078- 3 175-52023 
175-51078- 5 175-52023- 3 
175-51078- 7 175-52024 
175-51079- 3 175-52025 
175-51079- 5 175-52026 
175-51079- 7 175-52027 
175-51079- 9 175-52028 


175-51066- 175-52010-. 3 
175-51066- 175-520100 

175-51066- 41 175-520101 

175-51066-101 175-520101- 3 
175-51068- 1 175-520101- 5 
175-51068- 2 175-520102- 1 
175-51068- 2 175-520102- 2 
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Contractor Parts : ΑΝ 01-60AAB-4 
. STOCK NUMBER a FIGURE |TOTAL| MICROFILM! STOCK NUMBER Z8l figure |TOTAL| MICROFILM 
[cass cope [PARTNUMBER — — |9$| AND INDEX | QTY. | NUMBER | [CLASS CODE] PARTNUMBER |39] AND INDEX| QTY. | NUMBER 





175-52934 
175-52034- 
175-52035 
175-52035- 
175-52037- 
175-52037= 
175-52038 
175-52039 
175-52040 
175-52041 
175-52042 
175-52043 
175-52044 
175-52044- 
175-52044- 
175-52045 
175-52046 
.175-52047 
175-5204T7- 
[175-5204T7- 
175-52048 










175-52050 









175-52051 
175-52052 
175-52053 
175-52053- 
175-52C54 
175-52055 
175-52055- 
175-52055= 
175-52056 
175-52057 
175-52058 
175-=52059 
175-52060 
175-52060- 
175-52060- 
175-52061 
175-52063 
.175-520664 
175-52065 









R82NA 









R82NA 







R62NA 


175-52067 
175-52063 
175-52069 
175-52070 
175-52071 
175-52072 
175-52073 









175-52074 
175-52074- 
175-52075 
175-52075- 
175-52076 
175-52C76- 
175-52077 
175-52077- 
175-52078 
175-52078- 
175-52C78- 
175-52079 
175-52079- 
175-52079- 
175-52081 
175-52083 
175-52084 
175-52085 
175-52C094 
175-52095 
1195-5056 
175-52097 
175-52098 
175-52C99- 










R82NA 
RB2NA 





175-52101 





952 
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175-52099- 
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175-52101- 


175-52101- 10 


175-52102 
175-52103 
175-52104 
175-52105 
175-52106 
175-52106- 


175-52106- ` 


175-52107 
175-52107- 


1175-52108 


175-52108- 
175-52109 
175-52109- 
175552109- 
175-52109- 
175-52109- 
175-52110 
175-52111 
175-52112 
175-52112- 
{552113 


175-52113- 


175-52114 
175-52114- 
175-52114- 
175-52114- 
175-52114- 
175-52201 


175-52202 
175-52203 
175-52203- 


175-52203- 


175-52204 
175-52206 
175-52207 
175-52208 
175-52209 


175-52209- 


175-52065- 3 175-52209- 

175-52065- 4 x S 
o 175-52209 

175-52065- 5 κ x 
E 175-52209 

175-52065- 7 Ξ = 
17552209 

175-52066 Ξ S 
175-52209 

175-52066- 3 F 
175-52066- 5 175-52209 
175-52209- 


175-52209- 
175-52209- 
175-52209- 
175-52209- 
175-52210 
175-52210- 
175-52211 
175-52211- 
175-52212 
175-52212- 
175-52213- 
175-52213- 
175-52214 
175-52215 
175-52215- 
175-52216 
175-52216- 
0 ad O Y 


175-52217- 
175-52217- 
175-52217- 
175-52218- 
175-52218- 
175-52219 

175-52220 

175-52220- 
175-52220- 


175-52220- 
175-52220- 


175-52220- 
175-52221 

175-52221- 
175-52221- 
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ΑΝ O1-60AAB-4 
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|CLASS CODE | PART NUMBER 














STOCK NUMBER 







































































R82NA 
RB2NA 


175-52408 
175-52409 
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175-53117 















































































» = 175-52410 REF 
i1$-82221- ὁ 178-52410- j 
175-52221- 11 175-52411 1 
175-52229- 1 175-52411- 3 1 
175-52229- 2 175752412 1 

R82NA * |175-52230 175-52413 1 

R82NA 175-52231 175252414 178 - 55 1 
175-52232 175-52415 2 
175-52233 17552416 1 
175-52233- 3 175-52424 160 - 94 1 
175-52233- 175-52425 2 

175-52425- 3 2 
175-52233-100 175-52425- 5 162 - 29 2 

175-52425- 7 162 1 
175-52224 1 175-52426 162 - 39 2 
175-52234- 3 1 175-52427 162 - 37 2 
175-52235 1 175-52428 162 - 42 2 
175-52235- 3 1 175-52429 177- 1 1 
175-52236 1 175-52431 177 - 12 1 
175-52237 1 175-52431- 3 1 
175-52237= 3 1 175-52431- 5 1 
175-52238 1 175-52434 177 - 18 1 
175-52238- 3 1 175-52618-215 401 = 2 1 
175-52239 1 175-53011 182 - 47 2 
175-52239= 3 1 175-53018 1 
175-52240 1 175-53019 1 
175-52240- 3 1 175-53020 1 
175-52252 1 175-53032 1 
175-52252- 3 1 175-53035- 1 1 
175-52252- 5 1 |175-53035- 2 1 
175-52253 1 175-53036- 1 1 
175-52254 175-53036- 2 1 
175-52255- 3 2 175-53050 1 
175-52255- 5 2 175-53079 1 
175-52255- 7 2 175-53081 1 
175-52255- 9 1 175-53082 1 
175-52255- 11 1 175-53082- 3 1 
175-52274- 1 1 175-53082- 5 1 
175-52274- 2 1 175453082- 7 1 
175-52301 REF 175-53083 1. 
175-52301- 3 1 175-53084 1 
175-52301- 5 1 175-53084- 3 1 
175-52301- 7 1 175-53084- 5 1 
175-52301- 9 1 175-53084- 7 1 
175-52301- 11 1 175-53084- 9 1 
175-52301- 13 1 175-53085 1 

R82NA 175-52302 1 175-53085- 3 1 

R82NA 175-52303 1 175-53085- 5 1 
175-52304 1 175-53085- 7 1 
175-52305 1 175-53085- 9 1 
175-52306 1 175-53085- 11 1 
175-52306- 3 1 175-53085- 13 1 
175-52307 1 175-53085- 15 1 
175-52307- 3 1 175-53085- 17 1 
175-52308 1 175-53085- 19 1 
175-52309 1 175-53085- 21 1 
175-52310 1 R82NA 175-53089- 3 1 
175252311 1 R82NA 175-53105- 1 182 - 16 1 
175-52312 1 R82NA 175-53105- 2 182 1 
175-52313 1 175-53105- 3 2 
175-52317 1 175-53105- 5 182 - 20 2 
175-52318 2 175-53105- 7 4 
175-52318- 3 2 175-53105- 9 2 
175-52318- 5 2 175-53106 72 REF 
175-52319 2 175-53107 72 - 36 1 
175-52319- 3 2 175-53107- 3 1 
175-52319- 5 2 175-53107- 5 1 
175-52320 2 175-53108 1 
175-52320- 3 2 175-53108- 3 1 
175-52321 1 175-53108- 5 1 
175-52322 1 175-53108- 7 1 
175-52324 1 175-53108- 9 1 
175-52325 2 175-53109 1 

175-53110 REF 
175-52327 1 175-53111 1 
175-52401 REF 175-53112 2 
175-52403 1 175-53112- 3 4 

R82NA 175-52404 1 175-53112- 5 4 
175-52405 1 175-53113 2 
175-52405- 3 1 175-53114 1 
175-52406 1| 175-53115 1 

ΒΘΟΝΑ 175-52407 1 175-53116 F 

1 
1 
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Section Ili 
Numerical Index of 
Contractor Parts 


STOCK NUMBER z FIGURE |TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER 94| AND INDEX | QTY. | NUMBER 


175-53118 


AN 01-60AAB-4 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


175-53373- 4 
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175-53119- 5 175-53381 1 
175-53119- 7 175-53388 1 
175-53120 175-53405- 3 1 
175-53154- 5 175-53420 2 
175-53158- 3 175-53420- 3 νὰ 
175-53158- 5 175-53430 1 
175-53162 175-53430- 3 1 
175-53163 175-53430- 5 ak 
175-53205 175-53430- 7 1 
175-53301-100 175-53430- 9 1 
175-53430- 11 a 

175-53308 175-53430- 13 1 
175-523308-100 175-53430- 15 1 
175-53430- 17 1 

175-53309 175-53431 ES Jj 
175-53309- 17 175-53431- 3 1 
175-53309-107 175-53431- 5 1 
175-53309-109 175-53431- 7 1 
175-53309-113 175-53431- 9 1 
175-53309-117 175-53431- 11 1 
: 175-53431- 13 1 
175-53309-135 1 175-53431- 15 1 
175-53309-137 1 175-53431- 17 1 
175-53309-139 1 175-53431- 19 1 
175-53309-141 - 1 175-53431- 21 1 
175-53309-143 1 -53431- 1 
175-53309-145 1 ta toca 25 1 
175-53309-147 I 175-53431- 27 1 
175-53309-149 1 175-53431- 29 1 
175-53309-151 1 175-53431- 31 1 
175-53309-153 1 175-53431- 33 1 
17553311 1 175-53431- 35 1 
175-53311- 3 2 175-53432 1 
175-53311- 5 1 175-53432- 7 1 
175-53311- 7 1 175-53432- 9 1 
175-533110 1 175-53432- 11 1 
175-533110- 3 1 175-53432- 13 1 
175-533110- 5 1 175-53432- 17 1 
175-533111 1 175-53432- 19 1 
175-533112 1 175-53432- 21 1 
R82NA 175-533113 1 175-53432- 23 1 
175-533113- 3 1 175-53433- 3 1 
175-533113- 4 1 175-53433- 5 1 
175-533113- 5 1 175-53433- 7 1 
175-533113- 7 1 175-53433- 9 1 
175-533113- 9 1 175-53433-100 REF 
175-533114 1 175-53446- 1 1 
175-533114- 3 1 175-53446- 2 1 
175-533114- 4 1 175-53446- 3 1 
175-533114- 5 1 175-53446- 4 1 
175-533114- 7 1 175-53446- 5 2 
175-533114- 9 2 175-53446- :7 2 
175-533114- 11 1 175-53447 1 
175-533115 1 175-53448 1 
175-53312 1 175-53448- 3 1 
175-53312- 3 1 175-53440- 5 1 
175-53312- 4 1 175-53448- 7 1 
175-53312- 5 1 175-53449 1 
175-533133- 11 1 175-53450 1 
175-533133= 13 1 175-53451 1 
x 175-533133= 15 1 175-53451- 3 1 
R82NA 175-533133-100 1 175-53452- 3 1 
175-53315 1 175-53452- 7 H 
175-53315- 5 1 175-53453 1 
R82NA 175-53318 1 175-53453- 3 1 
R82NA 175-53331 3 175-53452- 5 1 
R82NA 175-53335 2 175-53456 1 
R82NA 175-53336 2 175-53457 1 
175-53340- 17 1 175-53457- 3 1 
175-53346 1 175-53457- 5 l 
175-523353- 3 i 175-53458 1 
175-53359 1 175-53460 REF 
175-53364 1 175-53460- 3 2 
175-53364- 7 2 175-53460- 5 2 
175-53364- 9 L 175-5346090- 9 '2 
175-53364- 19 i 175-53460-100 REF 
175-53364- 21 1 175-53460-200 1 
175-53364- 23 1 175-53461 1 
175-53364- 25 1 175-53462 1 
175-53364- 27 1 175-53463 2 
175-53364- 29 1 175-53464 1 
175-53364- 31 1 175=53464- 3 1 
175-53364-100 1 175-53464- 5 1 





Revised 15 August 1955 





Y» 











Section III 


Numerical Index of 
AN O1-60AAB-4 Contractor Parts 


STOCK NUMBER MET FIGURE MICROFILM ae ceo NUMBER y 
CLASS CODE | —PARTNUMBER | 8 S| AND INDEX MBER PART NUMBER 9 
175-53464- 7 


προς 
175-53464- 175-53488- 
175=53465 175-53488- 
175-53466- 175-53488- 
175-53466- 175-53488- 
175-53467 175-53488- 
175-53468 175-53488- 
175-53468- 175-53489 
175-53468- 175-5349] 
175-53468-. 175-53491- 
175-53468~ 175-53491- 
175-53468- 11 175753493 
175-53468- 13 175-53493- 
175-53468- 15 175-53493- 
175753469 


175-53494 
175-53470-100 175-53495 
175-53496. 
175-53496- 
175-53496- 
175-53503- 
175-53521-— 
175-53521= 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521-101 


IS NI m e IS IS es 


τ 
m 


175-53471 
175-53472 
175-53412- 
175-53472- 
175-53472- 
175-53474- 
175-53474- 
175=53474= 
175=53474- 
115-53474-͵ 
175-53474= 
175-53474= 
175-53474- 
175-53414- 
175-53474- 
175-53474- 
175-53474- 
175-534 74= 
175-534 74- 
175-53474- 
175-53474- 
175-53474= 
175-53476 
175-53476- 
175-53476- 
175-53476- 
175-53416- 
175=53476- 
175-53476- 
175-53476- 
175-53416- 
175-53476- 
175-53476- 
175-53477 
175-53417- 
175-53477- 
175-53477- 
175-534T7- 
175-53477- 
175-53478 
175-53478- 
175-53478- 
175-53479 
175-53479- 
175-53479- 
175-53479- 
R82NA 175753480 
175-53481 
175-53482 
175753484 
175-53484- 
175-53484- 
175-53484- 
|175-53484- 
175-53484- 
175-53484- 
175-53484- 
175-53484- 
175-53484- 
17553485 
175-53487 
175-53487- 
175-53487- 
175-53487- 
175-53487- 
175-53488 
175-53488- 


zo 
m 


175-53522 
175-53522- 
175-53522- 
175-53522- 
175-53522- 
175-53526- 
175-53526-201 
175-53746- 3 
175-53808 
175-54004 
175-54005 
175-54006 
175-54017 
179-54017- 
175-54017- 
175-54023 
175754027 
175-54021- 
17554029 
175-54035- 
175-54031 
175-54031- 
175-54044- 
175-54046 
175-54046- 
175-54046- 
175-54046- 
175-54048- 
175-54050- 
175-54052 
175-54052- 
175-54052- 
175-54052- 
175-54052- 
175-54052- 
175-54052- 
175-54052- 
175-54052- 
175-54052- 
175-54052- 
175-54052- 


X* X ος MA KKK x ox 
er : 


* x 
m] 


x 
pw! 


175754053 


ον IN) PRR QD e νο {5} φ-2 4-2 pp HMM e e) ῥ-λ ῥ-} eR ae» Vos a DA de^ pd o di RE Pee ee Ree ee [2 IO PS. IS IND. 15} IS ο 


175-54053- 
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Section Ill 
Numerical Index of 
Contractor Parts 


Ea iaa NUMBER 23 FIGURE  |TOTAL|MICROFILM 
PART NUMBER 9 9| AND INDEX | QTY. NUMBER 


AN 01-60AAB-4 


PART | PARTNUMBER | 



















EE ES 54053- 30 
175-54054 

175-54054- 3 
175-54054- 5 
175-54054- 7 
175-54054- 9 
175-54054- 11 
175-54054- 13 
175-54054- 17 
175-54054- 19 
175-54054- 21 
175-54059- 7 
175-54059- 9 
175-54061 









R82NA 


175-54061- 
175=54062 
175-54062- 3 
175-54062= 11 
-175-54063 
175-54063- 3 
175-54064 
175-54064- 3 
175-54064- 5 
175-54065 
175-5467 


175-54085- 9 
175-54085- 11 
175-54085- 13 
175-54086 
175-54087 
175-54087- 3 
175-54C9C 
175-54090- 3 
175-54100- 25 
175-541C9 
175-5411C 
175-54111 
175-54111- 3 
175-54130 
175-54130- 3 
175-54129 
175-54141 
175-54142 
175-54142- 
175-54142- 
175-54143 
175-54144 
175-54145 
175-54145- 3 
175-54146 
175-54147 
175-54147- 3 
175-54148 
175-54149- 3 
175-54149- 5 
175-54150 
175-54152 
175-54153 
175-54154 
175-54154- 








UL 









R82NA 





3 
175-54154- 5 
175-54154- 7 
175-54154- 9 
175-54154- 15 
175-54155 

175-54155- 3 
175-54156- 7 
175-54156- 9 
175-54162 

175-54184- 1 
175-54184- 2 
175-541€9 

175-54189- 3 





956 






















































aD 
m 
n 


m 


NOH BPP BEE RPP RP PRP PEP [3 1-3 [54152 IN) ID IS RS S ENT 




















175-54189- 
175-54189- 
175-54189- 
175-54189- 
175-54189- 
175-54190- 
175-54195 

175-54195- 
175-54195- 
175-54195- 
175-54195- 
175-54195- 
175-54195- 






175-54198 
175-54198- 
175-54207 
175-54208 
175-54208- 
175-54208- 
175-54208- 
175-54209 
175-54209- 


175-540705- 3 z 
175-54071 175-54217- 
175-54081 σου 
175-54084 175-54231- 
175-54084- 3 175-54231- 
175754085 175-54276 
175-54C85- 3 175-54276- 
175-54085- 5 175-54276- 
175-54005- 7 175-54299 


175-54301 


175-54302 
175-54302- 
175254303 
175-54303- 
175-54303- 
175-54304 
175-54304- 
175-54304- 
175-54305 


A a 





175-54305- 
175-54305- 
175-54305- 
175-54305- 
175-54305- 
175-54306- 


175-54306- 
175-54306- 
175-54306- 


175-54306- 
175-54306- 
175-54306- 
175-54306- 
175-54307 
175-54308 
175-54309 
175-54310 
175-54310- 
175-54310- 
175-54310- 
175-543101 
175-543102 
175-543103 
175-543103- 
175-543103- 
175-543104- 
175-543104- 
175.54311 
175-54312 





175-54313 
175-54314- 


O OS] 


175-54195-115 
175-54195-133 
175-54195-147 
175-54195-149 


2 


PR pin PRP Pe 


QO Pr rw 
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m 


BN 
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Section lil 
Numerical Index of 
ΑΝ 01-60AAB-4 Contractor Parts 


FIGURE  |TOTAL|MICROFILM CITI NUMBER 
AND INDEX | QTY. | NUMBER 













STOCK NUMBER 
[GLASS CODE| PART NUMBER 


175-54314- 5 





PART NUMBER 
ee 











































3175-54317 1 

175-54318 REF 175-54366 

175-54319 2 175-54367 2 

17554320 2 175-54368 4 

17554321 2 175-54369 2 

175-54321- 3 2 175-54369- 2 
R82NA 175-54322 1 175-54370 2 

175-54324 ` 2 175-54370- 2 

175-54324- 3 2 175254372 2 

175-54325 2 175-54373 REF 

175-54326 1 

175-54327 - REF 175-54374 





ΚΒΟΝΑ 175-54375 
R82NA 175-54316- 


ver 






115- 54328 
175-54328- 3 
175-54328- 5 
175-54328- 7 
175-54329 

175-54329- 3 
175-54329- 5 
175-54329- 7 
175-54331 






R82NA 175-54376- 
R82NA 175-54377 


175-54378 


μ.ο PEE 












2HA1RH 
2HA1LH 


175-54319 
175-54379- 
175-54379- 
175~54379- 
175-54380 
175-5438) 
1175-54382 
175-54383 

















175-54331- 10 
175-54332 

175-54332- 10 
175-54334 


2HA1LH 






1HA1=RH 


7C" rz APR A A A A 


aD 
m 





175-54334- 
175-54335 

175-54335- 
175-54336- 


175254385 
175-54385- 
175-54386 


we 
wot 


175-54336- 


175-54386- 
175-54387- 











175-54336- 
175-54336- 
175-54337-= 


175-54387- 
:175-54388 
175-54389 





175-54337- 
175-54338= 175-54390 
175-54391 
175-54392 
175-54392- 
175-54392- 
175-54392- 
175-54392- 
175-54394 
175-54395 
175-54396 
175-54398 
175-54705 
175-54706 
175-54706- 
175-54706- 
175-54706- 10 
175-54706- 11 
175-54706- 13 
175-54706- 15 
175-54706- 17 


175-54338= 





















175-54330- 3 
175-54338- 5 
175-54338- 7 
175-54339 
175754343 


175754344 





175-54344- 
175-54244- 
175-54348 

175-54351- 


175-54351- 











175-54352 1HA1LH 

























175-54363 
175-54364 
175-54364- 3 
175-54364- 5 
175-54364= 7 


175-541726- 
175-54727 
175-54728- 
175=54729 
175-54730 


175-54352- 1 2 175-54706- 19 
175-54352- 2 2 175-54706- 21 
175-54353- 1 2 175-54707 
175-54353- 2 2 175-54708 
175-54354 1 175-54709 
175-54354- 1 1 175=5470S— 
175-54354- 2 345 - 5 1 175-54710 
175-54355 236 - 37 2 175-54711 

345 - 13 175-54711- 
175-54357 344 = 21 2 175-54712 
175-54358 344 - 24 2 175-54712- 
175-54359 244 - 22 2 175-54713 
175-54360 344 - 20 2 175-54714 
175-54361 344 - 23 2 175-54115 

344 - 56 175-54120 
175-54362 344 - 175-54125- 







NNNNNN 
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Numerical Index of 


Contractor Parts 






175-54731 

175-54731- 
175-54731- 
175-547321- 
175-54731- 
175-54731- 
175-54732 

175-54735-= 
175-54735- 
175-54735- 
175-54735- 
175-54735- 
175-54735- 
175-54735- 
175-54735- 
175-54737 

175-54739- 
175-54739- 
175-54750 





R82NA 
Re 2NA 
R82NA 
R82NA 
R82NA 
R82NA 























175-54751 
175-54751- 
175-54751- 
175-54752 
175-54153 
175-54754 
175-54754- 
175-54754- 
175-54755 
175-54756 
175-54757 
175-54757= 
175-54758 
175-54758- 
175-54759 
175-54760 
175-54761 
175-54761- 
175-54762 
175-54762- 
175-54763 
175-54763- 
175754764 
175-54765 
175-54766 
175-54767 
175-54768 
175-54768- 
175-54768- 
175-54768- 
175-54768- 
175-54760- 
175-54768- 
175-54768- 
175-54768- 
175-54768- 
175-54768- 
175-54768- 
175-54769- 
175-547 170- 
175-54771- 
175-54771- 
175-54771- 
175-54771- 
175-547171- 
175-547 T71- 
175-547172- 
175-54773= 
175-54773- 
175-54774 
175-55005 
175-55006 
175-55006- 
175-55007 
175-55007- 
175-55007- 
175-55008 
175-55009 
175-55016 





R82NA 














R82NA 
R82NA 





R82NA 






R82NA 
R82NA 





958 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


μ.ο σ ο 


m 


ri 
νο O n OU ρω PKT! 


175-54750-101 
175-54750-201 
175-54750-501 


175-54750-601 


ww 


Nee NAVNE 




















































er 
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AN 01-60AAB-4 


STOCK NUMBER 





CLASS CODE 


R82NA 
R82NA 


R82NA 


R17NA 
R83NA 


R83NA 


PART NUMBER 


17556102 
17556103 
175-56104 
175-56105 
175-56106 
175-56107 
175-56108 
175-56112 
175-56112- 
175-56112- 
175-56112-9 
175-56113 
175-56113- 
175-56113- 
175-56113- 
175-56113- 
175-56113- 
175-56113- 
175-56113- 
175-56113- 
175-56113- 
175-56113- 
175-56113- 
175-56113- 
175-56113- 
175456115 
175-56116 
175-56117 
175256127- 
175-56127- 
175-56127- 
175-56127- 
175-56129 
175-56133 
175-56135 
175-56161- 
175-56161- 
175-56161- 
175-56306 
175-56323 
175-56353 
175-56354 
175-58003 
175-58003- 
175-58003- 
175-58006 
175-58007 
175-58008 
175-58009 
175-58009- 2 
175-58010 
175-58010- 3 
175-58010- 13 


175-58015- 10 
175-58015- 20 
175-58018 


17558019 
175-58020 


175-58021- 
175-58024 
175-58024- 
175-58025 
175-58025- 


175-58025- 
175-58027- 


175-58031 
175-58032 
175-58040 
175-58040- 


175-58041 
175-58051 


la 





za FIGURE TOTAL| MICROFILM 
38] AND INDEX | QTY. | NUMBER 
- 65 


m 
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175-58053- 
175-52053- 
175-58554 
175-55654- 
175-58055 
175-58055- 
175-58056 
175-58056- 
175-55057 
175-58657- 
175—-58058 
175-58052- 
175-58C58- 
175-5828059 
175-58059- 
175-586064 
175-58064- 
175-520€4- 
175-530265 
175-5838065- 
175-583265- 
175-58069 
175-58069- 
175-58C69- 
175-58270 
175-58972 
175-56072- 
175-58072- 
175-58072- 
175-58073 
175-58073- 
175-58973- 
175-58074 
175-58074- 
175-58C75 
175-58075- 
175-580783 
175-58CT79 
175-5898C 
175-581C0 
175-581C4 
175-581C4-— 
175-58104- 
175-58104- 
175-58104- 
175-58106 
175-58106- 
175-581C7- 
175-581728 
175-581299 
175-58129- 
175-5811C 
175-58111 


175-58111- 


175-58112 
175-58113 
175-58113- 
175-58113- 
175-58114 
175-58114- 
175-58115 
175-58115- 
175-58117 
4 175-58117- 
175-58117- 
175-58117- 
175-58117- 
175-58118- 
175-58118- 
175-58119 
175-58120 
175-58120- 
175-58121 
175-58122 
175-58123 
175-58123- 
175-58123- 
175-58124 
175-58125 
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175-58125- 
175-58125- 
175-56125- 
175-58125- 
115-58125- 
175-58128 
175-58128- 
175-58128- 
175-55123- 
175-52123 
175-58136- 
175-58120- 
175-58130- 
175-58130- 
175-58130- 
175-58130- 
175-58130- 
175-58130- 
175-58130- 
175-58130- 
175-58130-1C1 
175-58130-201 
175-58132 
175-58132- 3 
175-58133 
175-58134 
175-58135 
175-58136 
175-58137 
175-58138 
175-58144 
175-58144- 
175-58145 
175-58146 
175-58147 


175-58149 
175-58149- 
175-58149- 
175-58150 
175-58150- 
175-58151- 
175-58151- 
175-58152 
175-58153 
175-58156 
175-58156- 


Ve wl JU 


175-58158- 
175-58158- 
175-58159- 
175-58159- 
175-58161 


1275-58163 


175-58165 
175-58166 
175-58167 
175-58168 
175-58170 
175-58171 
175-58172 
175-58173 
175-58174 
175-58174- 
175-58174- 
175-58175 
175-58176 
175-58177 
175-58178 


175-58179 


175-58179- 
175-58179- 


175-58180- 
175-58181 


Section Ill 
Numerical index of 
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Section Ili 
Numerical Index of 


Contractor Parts ΑΝ 01-60AAB-4 
NUMBER 

175-58181- 2 175-58231 REF 
175-58181- ^ 
175-581&2 1 175-58231- 10 REF 
175-58182- 2 
175-58182- 1 175-58232 REF 
175-58185 1 
175-58186 4 1115-58233 REF 
175-58186- £ 
175-58186- 4 175-58233- REF 
175-58126- 4 
175-58157 1 175-58237- 2 
175-58187- 1 175-58238- 1 
175-58187- 1 175-58238- 1 
175-58187- 1 175-58238- 1 
175-58188 1 175-58238- 1 
175-58189 1 175-58239 REF 
175-58190 1 
175-58193 2ἱ 175-58239- REF 
175-58195 1 
[175-581e5- 1 175-58241 5 
175-58195- 1 
175-58156 2 
175-58126- 2 175-58242 2 
175-58197 1 175-58243 2 
175-58198 1 175-58244 1 
175-58159 1 175-58246 1 
175-55199- 1 175-58247 1 
175-58200 1 175-58247- 1 
175-58201 1j 175-58248 1 
175-58204 1 175-58249 1 
175-58204- 1 1 
175-582(4- 1 i 1 
175-5868225 1 175-58311 REF 
175-582225- 1 
175-58205- 1 175-58311- REF 
175-58266 1 
175-56206- 1 175-58312 2 
175-58207 1 175-58313 1 
175-58207- 1 175-58314 1 
175-5€208 . 1 175-53328 1 
175-58218- 3 1 175-58352- 2 
175-5820€ 3 175-58604 1 
175-58209- 3 6 175-58650 4 
175-58209- 5 3j 175-58701 - | REF 
175-58209- 7 3 REF 
175-58200- ο 3 

R82N; 175-58211- 1 2 REF 

R82NÀ 175-58211- 2 2 
175-568211- 3 2 175-58702 1 
175-58211- 4 2 175-58702- g 2-. 
175-58211- 5 4 175-58702- 1 
175-58211- 7 2 
175-58211- € 4 175-58703 i 1 
175-58211- 11 2 

R82NA 175-58211-1C1 2 175-58704 2 
175-58211-251 2 2 
175-58212- 1 2 REF 
175-58212- 2 2 REF 
175-58213 2 
175-58213- 2 175-58706 $ 175-58746- 
175-58214- 4 175-58706- 2 
175-58214- 4 
175-58215 2 175-58707- 1 
175-58216 2 175-58707- 2 
175-58217 2 175-58707- 2 
175-58218 1 175-58707- 1 
175-58219 1 
175-5822C 1 175-58707- 2 
175-5822C- 1 175-58708 REF 
175-58220- 1 175-58709 1 
175-58221 1 
175-58222 1 1 
175-58223 1 
175-58224 1 REF 
175-58224- 1 
175-58225 1 REF 
175-58226 1 
175-58227 1 1 
175-58229 2 1 
175-58226- 4 . 2 
175-58229- 2 175-58712- : 2 
175-58229- 2 175-58720 1 
175-58229- 2 175-58721 1 

|175-5823c- 2 
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175-58721- 10 


175-58722 
175-58723 
175-58724 


175-58125 


1175-58726 


175-58727 
175-58728 
115-55Ε729 
175-58730 
175-58731- 
175-58732 
175-58732- 
175-58733 
175-58734 
175-58734- 
175-58734- 
175-58734- 
175-58734- 
175-53734- 
175-58734- 
175-58735 
175-58736 
175-58736- 
175-58736- 
175-58737 
175-58738 
175-53739 
175-58740 
175-58740- 
175-58740- 
175-58741 
175-58742 
175-58742- 
175-58742- 
175-58742- 
175-58742- 
175-58743 
175-58743- 
175-58743- 
175-58744 


175-58744- 
175-58745 
175-58745- 
175-58745- 
175-58745- 
175-58746 
175-58746- 
175-58746- 
175-58746- 
175=58746- 
175-58747 
175-58747- 
175-58747- 
175-58748 
175-58752 
175-58749 
175-58749- 
175-58749- 
175-58750 
175-58751 


175-58754 
175-58754- 
175-58754- 
175-58754- 
175-58754-= 
175-58755 
175-58756 


175-58757 
| 175-58758 


175-58759 
175-58759- 
175-58760 
175-58761 
175-58762 
175-58763 


We on uw 
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175-58765 
175-5676565 


175-587665- 
175-58767 
175-58768 
175-58765 
175-58769- 
175-58770 
175-58770- 
175-58771 
17558772 
175-58773 
175-58773- 
175-58774 
175-58775 
175-58775- 
175-58775- 
175-58775- 
175-58775- 
175-58115- 
175-58776 
175-58777 
175-58778 
175-58779 
175-58779- 
175-58779- 
175-58780- 


175-58781 

175-58782 

175-58782- 
175-58782- 
175-58783 

175-58785 

175-58785- 
175-58785- 
115-58785- 
175-58785- 
175-58786 

115-58786- 
175-58786- 
175-58786- 
175-58786- 
175-58786- 
175-58786- 
175-58186- 
175-58787 

175-58781- 
175-58181- 
175-58787- 
175-58781- 
175-58788 


[175—-58788- 


175-58788- 
175-58790 

175-58780- 
175-58790- 
175-587309- 
175-58790- 
175-58790- 
175-58791 

175-58791- 
175-58791- 
175-58791- 
175-58791- 
175-58791- 
175-58791- 
175-58791- 
175-58791- 
175-58791- 


175-58195— 
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175-538795- 
175-58725- 
175-58795- 
175-58795- 
175-58795- 
175-58798 

175-58768- 
175-587S9 

175-58800- 
175-58800- 
175-58860- 
175-58860- 
175-58300- 
175-588C0- 
175-588C0- 
175-58800- 
175-5880C- 
175-588C60- 
175-58800- 


175-58850- 
175-588C9- 


175-588CO- 
175-58800- 


175-58800- 
175-58800- 


175-58820- 
175-58800- 


175-58800- 
175-58800- 


175-58800- 


175-58809- 
175-58800- 


175-58860- 
175-58800- 
175-58800- 


175-58800- 
175-58800- 
175-58800- 79 


175-58800- 81 
175-58800-103 
175-58800-105 
175-58800-1C7 
175-58800—109 
175-58800-111 
175-58800-113 
175-588C0-115 
175-58800-117 
175-58800-119 
175-58800-121 
175-58800-127 
175-588C0-129 
175-58800-131 
175-58800-133 
175-58800-135 
175-58800-137 
175—-58800-139 
175-58800-143 
175-58800-145 
175-58800—149 
175-58860-151 
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175-52800-153 
175-58890-155 
175-528069-153 
175—58800-169 
175-588C0-171 
175-53800-173 
175-52800-175 
175-55300-177 
175-5€809-179 
175-55801- 5 
175-58801- 13 
175-58891- 15 
175-52801- 17 
175-52601- 23 
175-53301- 43 
175-52£801- 47 
175-52501- 51 
175-58801- 53 
175-52801- 85 
175-58801-113 
175-56801-115 
175-55801-117 
175-5£801-123 
175-56901-143 
175-56301-147 
175-52£01-151 
175-5E801-153 
175-58802- 
175-58802- 
175-58802- 
175-528802- 
175-528C2- 
115-52802- 
175-5£302- 
75-58802- 
175-5&802- 
175-5Ε802- 
175-5880C2- 
175-58802- 
175-52802- 
175-58802- 
175-58802- 
175-55802- 
175-53802- 
175-58802- 
175-53802- 
175-58802- 
175-53802- 
175-58202- 
175-58802- 


175-55802- 


175-52302- 65 
175-58802- 71 
175-58802- 81 
175-58802-103 
175-58802-105 
175-58302-107 
175~58802~109 
175-58802-111 
175-55802-113 
175-58802-115 
175-58802-117 
175-58862-119 
175-528C2-121 
175-525802-123 
175-58802-125 
175-58802-161 
175-53802-165 
175-52803- 11 


175-58803- 13° 


175-58803- 21 
175-58803- 27 
175-58803- 29 
175-55803- 31 
175-53803- 35 
175-35803- 35 
175-53803- 37 
175-588C3- 39 
175-58803- 45 
175-58803- 47 
175-58803- 49 
175-58803- 53 


μ.μ μμ μμ IN) IN) ed Ped ed mà ud fl jd m pu à UNLESS pu e e) e pul ΜΝΝΝΝΝΝ pu pu ed ed ed ed ed ue fl ed nd pu pu ed YY N N pod ΜΜ IND eB pt πο 15 eh κα κι μα κ pu 





REVISED 1 OCTOBER 1958 


175-58203- 
175-5£803- 
17558203- 55 
175-5$805- 61 
175-58803- 77 
175-5E823- 21 
175-588353-111 
175-58803—-113 
175-56203-121 
175-t££c3-127 
175-58803-129 
175-58233-121 
175-58323-133 
175-58823-155 
175-56803-137 
175-55803-139 
175-58303-145 
175-5££03-147 
175-53£23-153 
175-5€803-155 
175-58303-157 
175-58303-159 
175—588C3-161 
175-56593-181 
175—-5826^5- 51 
175-538095 
175-582276- 57 
175-58806- 
175-5839096- 
175—5206- 
175-58806- 
175-588326- 
175-52506- 
175-58506- 
175—-588C6- 
175-58806- 
175~538C6— 
175-58306- 
175-55EC6- 
175-588C6- 
175-538836- 
175-588C6- 
175-580C6- 
175-58326- 
175-58866- 
175-58806-157 
175—-55866-181i 
175-5£806-16S 
175-53806-163 
175-S88C6-1¢65 
175-583C7 
175-588CT- 61 
175-58807- 69 
175-58827- Τι 
175-588CT7- 72 
175-58807- 75 
175-56837-125 
175-58807-127 
175-58807-129 
175—58£07-131 
175-58807-161 
175-58807-165 
175-588C7-171 
175-56807-172 
175-53807-175 
175-58835- 
175-5£809- 
175-588C6-162 


175-55510 

175-5881C- 
175-5881C- 
175-52810- 
175-58810- 
175-58810- 
175-58810- 
175-58810- 
175-58810- 
175-5881C- 
175-5831C- 
175-5881C- 
175-58813- 
175-58810- 
175-5881C- 
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175-58810- 65 
175-58810- 67 
175-58810- 69 
175-58810- 71 
175-58810- 73 
175-58810- 75 
175-55810- 77 
175-58810- 79 
175-58810- 81 
175-58810-103 
175-58810-105 
175-58810-107 
175-58810-109 
175-58810-111 
175-58810-113 
175-58810-115 
115-58810-117 
175-58810-119 
175-58810-121 
175-58810-123 
175-56810-157 
175-58810-159 
175-58810-163 
175-58810-165 
175-58810-167 
175-58810-169 
175-58810-171 
175-58810-173 
175-58815- 9 
175-583915- 47 
τος οσο Ἔ 49 
175-58815- 51 
175-58815- 53 
175-58815-109 
175-58815-147 
175-58815-149 
175-58815-151 
175-58815-153 
175-58816- 35 
175-58816- 37 
175-58816- 39 
175-55816- 41 
175-52816- 43 
175-58816- 47 
175-58816- 87 
175-58816-125 
175-58816-137 
175-58816-139 
175-58816-141 
175-58816-143 
175-58817- 33 
175-58817- 37 
175-58817- 77 
175-58817- 81 
175-58817- 83 
175-58817- 85 
175-58817- 87' 
175-58817- 89 
175-58817- 91 
175-53817-181 
175-58817-183 
175-58817-187 
175-58817-189 
175-58817-191 
175-58818- 15 
175-58818- 17 
175-58818- 33 
175-58818- 35 
175-58818- 37 
175-58818- 39 
175-58818-115 
175-58818-117 
175-58818-133 
175-56818-135 
175-58818-137 
175-58818-139 
175-53819- 11 
175-58819- 13 
175-58819- 15 
175-58819- 19 
175-58819- 27 
175-58819- 29 
175-58819- 31 
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STOCK NUMBER 





CLASS CODE 


964 


PART NUMBER 


175-58819- 33 
175-589819- 35 
175-58819- 37 
175-58819- 39 
175-58819- 41 
175-58819- 42 
175-58819- 45 
175-58819- 47 
175-58819- 49 
175-58819- 51 
175-58819- 55 
175-58819- 56 
175-58819- 62 
175-58819- 72 
175-58819- 75 
175-58819- 77 
175-58819- 79 
175-58819- 81 
175-58819- 65 
"175-58819- 87 
175-58812- 89 
175-58819- 62 
175-58819- 95 
175-58819-111 
175-58819-113 
175-58819-115 
175-58819-117 
175-58819-116 
175-58819-127 
175-58819-129 
175-58519-131 
175-558819-133 
175-58819-135 
175-58819-137 
175-58819-139 
175-58819-141 
175-58819-142 
175-58819-145 
175-58819-147 
175-58819-149 
175-58819-151 
175-58819-155 
175-58319-159 
175-58819-163 
175-58819-173 
175-58819-175 
175-58819-177 
175-58819-179 
175-58819-181 
175-58819-185 
175-58819-137 
175-58819-186 
175-58819-193 
175-58819-195 
175-58822 
175-58822- 
175-58822- 
175-58822- 
175-58822- 
175-58822- 
175-58822- 
175-58822- 
175-58822- 
175-58822- 
175-58822- 
175-58822- 
175-58822- 
175-58822- 
175-58822- 
175-58822- 
175-58822- 
175-58322- 
175-58822- 
175-58822-103 
175-58822-105 
175-58822-10¢ 
175-58822-111 
175-58822-113 
175-58822-115 
175-58822-117 
175-58822-119 
175-58822-121 
175-58822-122 
175-58822-125 
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175-58822-127 
175-58822-129 
175-58822-131 
175-58822-133 
175-58822-135 
175-52823- 5 
175-56223- 7 
175-58823- 9 
75-58823- 11 
175-53823- 13 
175-58823- 15 
175-58823- 17 
175-58323- 12 
175-52823- 21 
175-55223- 23 
175-56823- 25 
175-58823- 27 


1175-52323-105 


175-58323-107 
175-58223-109 
175-58823-111 
175-53823-113 
175-58823-115 
175-53823-117 
175-58823-119 
175-58823-121 
175-58823-123 
175-58823-125 
175-58823-127 
175-58824 
175-58824- 
175-58824- 
175-58824- 
75-58824- 
175-58224- 
175-58824- 
175-58824- 
115-58824- 
175-58824- 
175-58824- 
175-58824- 
175-58824- 33 
175-58824- 35 
175-58224- 37 
175-58624- 39 
175-588324- 41 
175-58824- 45 
175-58824- 47 
175-58824- 51 
175-58824- 53 
175-58824- 55 
175-58824- 57 
175-58824- 59 
175-58824- 61 
175-58824- 65 
175-58324- 67 
175-58824- 69 
175-58924- Τι 
175-58824- 13 
175-58824- 15 
175-58824- 77 
175-58824- 19 
175-55824- 81 
175-58824- 83 
175-58824- 85 
175-58824- 87 
175-58824- 83 
175-58824- 91 
175-58824- 93 
175-58824- 95 
175-58824-103 
175-58824-105 
175-58824-109 
175-58824-111 
175-58824-113 
175-583245-115 
175-58824-119 
175-58824-121 
175-58824-123 
175-58824-121 
175-58824-131 
175-58824-133 
175-58324-135 
175-58824-137 
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2Α-233 
2A-233 
2A-233 
2A-233 
24-233 
24-233 
24-233 
2Α-233 
2Α-233 
2A-233 
2Α--233 
2A-233 
2Α-233 
2Α-233 
2A-233 
2A-233 
2A-233 
24-233 
2A-233 
24-233 
24-233 
2A-233 
2A-233 
2Α-233 
2Α-233 
2Α-233 
2A-233 
2A-233 
2A-233 
2A-233 
2A-233 
2A-233 
2A-233 
2A-233 
2A-233 
2A-233 
2A-233 
2A~233 
24-233 
2A-233 
2A-233 
2A-233 
24-233 
2A-233 
2A~233 
2Α-233 
2Α-233 
2Α-233 
24-233 
2A-233 
2A-233 
2A-233 
2A-233 
2A-233 
2Α-233 
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= - 2A-233 175-58826- 85 1 
172728824141 M i 24-233 175-58826-151 1 
175-58824-145 M 1| 24-233 175-58826-177 1 
175-58824-147 M i| 24-233 175-58826-181 1 
175-58824-151 M 1| 24-233 175-58826-183 1 
175-58824-153 M 1| 24-23 175-58826-185 1 
175-58824-155 M i| 24-233 175-58828- 17 1 
175-58824-7157 M 1| 2A-233 175-58828- 19 1 
175-58824-159 M 1| 2A-223 175-58828- 23 2 
175-58824-161 i4 1| 2A-233 175-58828- 25 1 
175-58824-165 M 1| 24-233 175-58828- 27 1 
175-58824-167 M 1| 24-233 175-58828- 29 1 
175-58824-169 M i| 24-253 175-58828- 37 2 
175-58824-171 M 1| 24-233 115-56828- 39 2 
175-58824-2173 m 1| 24-233 175-568828- 41 1 
175-58824-175 M 1| 2A-233 175-58828- 48 1 
175-58824-179 M 1| 24-233 175-58829- 21 2 
175-58824-181 M 1| 2A-233 175-58858- 3 R 
175-58824-183 M 1| 24-233 175-58876- 3 1 
175-58824-185 4 1| 24-233 175-58876- 5 1 
175-58824-187 M 1| 24-233 175-58876- 7 1 
175-58824-189 M 1| 2A-233 175-58876- 9 1 
175-58824-191 M 1| 24-233 175-56876- 11 1 
175-58824-193 Μ 1| 2A-233 175-58876- 13 1 
175-58824-195 M 1| 24-233 175-58876- 15 1 
175-58825- 3 Μ 1 175-58876- 17 1 
175-58825- 5 1 175-58876- 19 1 
175-58825- 7 M [263 = 10 1 175-58876- 21 1 
175-58825- 9 Μ 1 115-58876- 23 1 

;175-658825- 11 Μ |260 = 11 1 175-58876- 25 1 
175-58825- 13 Μα 1 175-58876- 27 1 
175-58825- 15 Μ 1 175-58876- 29 1 
175-58825- 17 M1263 =- 4 1 175-58676- 31 1 
175-58825- 19 Μ 1263 - 46 1 175-58876- 33 1 
175-58825- 21 M |260 = 30 1 175-58876- 35 1 
175-58825- 23 M [260 = 14 1 175-58876- 37 1 
175-58825- 25 M 1 175-58876- 39 1 
175-58825- 27 M1] 43. = 17 1 175-58876- 41 1 
175-58825- 29 M1| 43 - 18 2 175-58876- 43 1 
175-58825- 31 M1| 43 - 19 1 175-58876- 45 1 
175-58825- 32 ΜΗ 43 = 20 1 175-58876- 47 1 
175-58825- 35 μαι 43 = 21 1 175-58876- 49 1 
175-58825- 37 M1| 43 - 22 1 175-58876- 51 1 
175-58825- 39 Mil 43 = 11 1 175-58876- 53 1 
175-58825- 41 M1| 43 - 12 1 175-58876- 55 1 
175-58825- 42 Μαι 43 - 13 1 175-58876- 57 1 
175-58825- 45 ipo 43 - 14 1 175-58876- 59 1 
175-58825- 47 ΜΙ] 43 = 15 1 175-58876- 61 1 
175-58825- 49 M1| 43 = 16 1 175-58876- 63 2 
175-58825- 51 M 1 175-58876- 65 1 
175-58825- 61 M 1 175-58876- 67 1 
175-58825- 63 M 1 175-58876- 69 1 
175-58825- 69 260 - 28 1 175-58876- 71 1 
175-58825- 71 260 - 27 1 175-58876- 73 1 
175-58825-103 M 1 175-58876- 75 1 
175-58825-107 M 1 175-58876- 77 2 
175-58825-109 M 1 175-58876- 79 2 
175-58825-111 M 1 175-58876- 81 1 
175-58825-113 M 1 175-58876-103 1 
175-58825-115 M 1 175-58876-107 1 
175-58825-117 M 1 175-58876-109 1 
175-58825-119 M 1 175-58876-111 1 
175-58825-121 M 1 175-58876-117 1 
175-58825-123 M 1 175-58876-119 1 
175-58825-125 M 1 175-58876-121 1 
175-58825-127 Ml 1 175-58876-123 1 
175-58825-129 M1 1 175-58876-125 1 
175-58825-131 Μι 1 175-58876-127 1 
175-58825-133 M1 1 175-58876-129 1 
175-58825-135 M 1 175-58876-131 1 
175-58825-137 M1 1 175-58876-133 1 
175-58825-139 M1 1 175-58876-135 1 
175-58825-141 Mi 1 175-58876-137 1 
175-58825-143 μι 1 175-58876-139 1 
175-58825-145 M1 1 175-58876-141 1 
175-58825-147 M1 1 175-58876-143 1. 
175-58825-149 ML 1 175-58876-145 1 
175-58825-151 Μ 1 175~58876-147 1 
175-58826- 51 M1| 247 = 8 1 175-58876-149 1 
175-58826- 59 M1|263 - 52 1 175-58876-151 1 
175-58826- 75 M1| 337 = 1 2 175-58876153 1 
175-58826- 77 M1| 335 = 28 1 175-58876155 1 
175-58826- 81 ΜΙ] 257 - 32 2 175-58876-157 1 

1 175-58876-161 1 
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175-58876-163 
175-58876-165 
175-58876-167 
175-58876-169 
175-58876-171 
175-58876-173 
175-58876-175 
175-58876-177 
175-58876-179 
175-58877- 2 
175-58877- 3 
175-58877- 5 
175-58877- 7 
175-58877- 9 

1 

3 

5 

7 










175-58877- 1 
175-58877- 1 

175-58877- 1 

175-58877= 1 

175-58877- 1 

175-58877- 21 
175-58877- 23 
175-58877- 25 
175-58877- 27 
175-58877- 2 

175-58877- 2 

175-58877- 23 
175-58877- 35 
175-58877- 37 
175-58877- 39 
175-58877- 41 
175-58877- 43 
175-58877- 45 
175-58877- 47 
175-58877- 49 
175-58877- 51 
175-58877- 53 
175-58877- 55 
175-58877- 57 
175-58877- 59 
175-58877- 61 
175-58877- 63 
175-58877- 65 
175-58877- 67 
175-58877- 69 
175-52877= Τι 
175-58877- 73 
175-58877- 75 
175-58877- 77 
175-58877- 79 
175-58877- 81 
175-58877- 83 
175-58877- 85 
175-58877- 87 
175-56877- 89 
175-58877- 91 
175-58877-103 
175-58877-105 
175-58877-107 
175-58877-109 
175-58877-111 
175-58877-113 
175-58877-115 
175-58877-117 
175-58877-119 
175-58877-121 
175-58877-123 
175-58877-125 
175-58877-127 
175-58877-129 
175-58877-131 
175-58877-133 
175-58877-135 
175-58877-137 
175-58877-139 
175-58877-141 
175-58877-143 
175-58877-145 
175-58877-147 
175-58877-149 
175-58877-151 
175-58877-153 
175-58877-155 
175-58877-157 
175-58877-159 
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274 
274 
276 
276 
276 
276 
276 
276 
276 
276 
276 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 








175-58877-161 
175-58877-163 
175-58877-165 
175-56877-167 
175-5£877-169 
175-58877-171 
175-558717-173 
175-58877-175 
175-58877-177 
175-58877-179 
175-58878- 3 
175-58878- 5 
175-58878- 7 
175-58878- 9 
175-55878- 11 
175-58878- 13 
175-58878- 25 
175-58878- 31 
175-528878- 33 
175-58878- 37 
175-58878- 39 
175-58878- 41 
175-58878- 43 
175-58878- 45 
175-56878- 47 
175-58878- 49 
175-588732- 51 
175-58870- 53 
175-58878- 55 
175-58078- 57 
175-58878- 58 
175-58878- 59 
175-58878- 61 
175-52873- 63 
175-58876- 65 
175-58878- 67 
175-58878- 69 
175-58878- 71 
175-5£878- 73 
175-58878-103 
175-58878-105 
175-53878-107 
175-58878-139 
175-58878-141 
175-58878-143 
175-58878-145 
175-58878-147 
175-58878-149 
175-58878-151 
175-58878-155 
175-63005- 21 


175-63006- 21 
175-63006- 23 
175-63010- 5 
175-63039 
1757263040 
175-71030- 1 
175-71030- 2 
175-71030- 3 
175-71030- 4 
175-71030- 5 
175-71030- 7 
175-71031 
175-71031- 3 
175-71031- 5 
175-71034 
175-71034- 3 
175-71034- 5 
175-71034- 7 
175-71035 
175-71035- 3 
175-71036 
175-71036- 3 
175771037 
175-71037- 3 
175-71038 
175-71038- 3 
175-71039 
175-71041 









175-71041- 
175-71041- 
175-71041- 


νο 





175-63006- 19, 
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Numerical Index of 
Contractor Parts 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 


STOCK NUMBER FIGURE |TOTAL|MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX | QTY. | NUMBER 
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175-71041-= 9 2 175-73194- 9 1 
175-71041-201 1 R82NA 175-73197 1 
175-71042 2 175-73199 4 
175-71046 4 175-73278 1 
175-71046- 3 4 175-73279 1 
175-71048 2 175-73280 1 
175-71049 3 175-73281 1 
175-71051 REF R82NA 175-73289 1 
175-71051- 3 1 175-73308- 33 1 
175-71051- 5 1 175-73308- 34 1 
175-71051- 7 4 175-73308- 37 1 
175-71051- 9 2 175-73308- 38 1 
175-71051- 11 1 175-73315 1 
175-71051- 13 1 175-73316 1 
175-71051- 21 1 175-73328- 13 1 
175-71051- 23 2 175-73328- 15 1 
175-71051- 25 1 175-73526 2 
R16NA 175-71061 4 175-73528 4 
175-73552- 1 1 
175-71061- 3 2 175-73552- 2 1 
175-71061- 5 2 175-73570- 1 
175-71061- 7 2 
175-71061- 9 2 175-73570- 
175-71061- 11 2 
175-71061- 13 2 175-73571 1 
175-71061- 15 2 175-73571- 3 1 
175-71061-'17 2 175-73571- 5 1 
175-71061- 19 2 175-73572 1, 
175-71061- 21 2 175-73572- 3 1 
175-71061- 23 2 175-73572- 5 1 
175-71961- 25 2 175-73573 1 
175-71061- 30 2 175-73573= 3 1 
175-71061- 40 2 175-73573- 5 1 
175-71061- 59 2 175-73574- 1 1 
175-71061- 60 2 175-73574- 2 1 
R16NA 175-71061- 70 2 175-73574- 3 1 
R16NA 175-71961- 80 4 175-73574- 4 1 
175-71068 1 175-73574- 5 2 
175-71069 1 175-7355 1 
175-71069- 3 1 175-73575- 3 1 
175-71069- 4 2 175~73575- 5 1 
175-71070 2 175-73576 1 
175-71071 1 175-73576- 3 1 
175-71072 1 175-735176- 5 1 
175-71072- 3 1 175-73577 1 
175-73005 1 175-73577- 3 1 
175-73005- 3 1 175-73577- 5 1 
175-73005- 5 1 175-73578 1 
175-73005- 7 1 175-73578 1 1 
175-73005- . 9 1 175=73578= 2 1 
175-73C05- 11 2 175-73578- 3 1 
175-73005- 1 2 175-73518- 5 1 
175-73005- 15 1 175-73579 1 
175-73005- 17 2 175-73519- 3 1 
175-73005- 19 1 175-73579- 5 1 
175-73005- 31 1 175-73580 1 
175-73005- 41 1 175-73580- 3 1 
175-73006 1 175-73580- 5 1 
175-73007 1 175-73581 1 
175-73008 1 175-73581- 3 1 
175-73008- 3 1 175-73581- 5 1 
175-73008- 5 1 175-73582 1 
175-73008- 7 1 175-73582- 1 1 
175-73008- 9 1 175-73582- 2 1 
175-73008- 11 1 175-73582- 3 1 
175-73008- 13 1 175-73582- 5 1 
175-73008- 15 1 175-73583 1 
175-73115- 1 1 175-73583- 3 1 
175-73115- 2 1 175-73583- 5 1 
175-73115- 3 1 175-74102 2 
175-73115- 4 1 175-74102- 3 2 
175-73115- 5 4 175-74102- 5 2 
175-731188 1 175-74102- 7 4 
175-731188- 1 175-89690 1 
175-731188- 1 175-931301- 3 1 
175-731191 2 175-931301- 4 1 
R82NA 175-73124 1 175-952429 1 
R82NA 175-72169 1 175-952429- 3 1 
R82NA 175-73174- 1 1 175-954008- 1 1 
.R82NAÀ 175-73175- 2 1 175-954008- 2 1 
R&2NA 175-73174- 3 1 175-954008- 3 1 
R82NA 175-73174- 4 1 175-954098- 5 1 
175-73194- 3 3 175-954052- 5 1 
175-73194- 5 6 175-956127- 3 1 
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175-956127- 4 
175-956127- 5 
175-956127- 6 
175-958003 
176-68783 
179-24179- 3 


179-53418 
Hees 







R82KA 
R&E2NA 
R82NAÀ 


181-48166 
181-52016 
1£1-58043 
183-0CC22 
183-3103u 
183-31032- 3 
183-31:30-= 5 
193-31030= 7 
183-316030- 8 
103-31030- 9 
183-31C3C- 11 
:183-31030- 13 
183-31030- 15 
183-21030- 17 
183-31030- 19 
1δ3-31030- 21 
123-31030- 23 
183-3193C- 25 
183-31030- 27 
183-31040 
183-31040- 3 
183-31040= 5 
193-31041 
183-31041- 3 
1863-31042 
193-31043 
183-31044 
183-31044- 3 
183-31C44- 5 
183-31044- 7 
183-31044- $ 
183-31044- 11 
103-31244- 15 
193-31044- 17 
183-31044- 19 
183-31044- 23 
183-31044- 25 
183-31044- 31 
183-31044- 33 
183-31044- 41 
1383-31044- 43 
183-31045 
183-31045- 
163~31945— 
183-31047 
183-31047- 
193-31047- 
183-31046- 


tn ud 


ω UU 






103-31048- 5 
103-31048- 7 
183-31048- 9 
183-31048-100 







163-31049 
183-31049- 5 
1903-31049-100 
183-31050- 3 
183-31050- 5 
183-3105C- 21 
183-31050-100 
153-31C51- 1 
183-31051- 2 
133-31052 
183-31053 
183-31054 
183-3108C 
183-31081 





R82N 









R82N 
R82N 


183-31081- 3 
103-31C81- 5 
123-31082 
183-31083 
162-31083- 3 
183-31084 
183-31284- 3 
183-31^235 
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| CLASS CODE | PART NUMBER 
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183-31086 
183-31087 
18323-31087- 3 
183-319087- 5 
183-31087- 7 
9 
1 





R82NA 


183-31087- 
183-31087- 1 
183-31088 
183-31088- 3 
183-31089 
` 1383-31089- 3 
2A-97| [R8 2NA 153-31090 
183-31091 
183-31091- 
182-31091- 
183-31091- 
183-31091- 
183-31091- 
83-31092 
183-31092- 
183-31053 
183-31093- 
183-31093- 
183-31094 
183-31094-: 
183-31064- 
183-31095 
183-31096- 
183-31096- 
183-31096- 
183-31096- 
183-31097 
183-31098 
183-31099 
183-31102 
183-31103 
183-31104 
183-31105 
183-31106 
183-31107 
183-31111 
183-31112 
183-31113 
183-31114 
183-31115 
1£3-31116 
183-31117 
183-31118 
183-31119- 
183-31119- 
183-31120 
183-31121 
183-31122 
183-31123 
183-31124- 
183-31124- 
183-31124- 
183-31124- 
183-31125 
183-31127 
183-31127-101 
183-31128- 3 
183-31128-101 
183-31129- 5 
183-31129- 7 
183-31129- 9 
183-31129-101 
183-31130 
183-31130- 3 
183-31132 
183-31132- 3 
183-31132- 5 
183-31132- 7 
183-31132- 9 
183-31132- 11 
13 
15 
17 


pa 
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183-31132- 
183-31132- 
183-31132- 
183-31132- 19 
183-31133 

183-31133- 3 
183-31133- 5 
183-31133- 7 
183-31135- 9 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 









M1 
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TOTAL| MICROFILM 
QTY. | NUMBER 
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FIGURE TOTAL| MICROFILM 
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STOCK NUMBER y 
| CLASS CODE | PART NUMBER 38 
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183-31133- 11 1 183-31158- 9 1 
183-31133- 13 1 183-31158- 11 1 
183-31133- 15 1 183-31158- 13 1 
183-31133- 17 1 183-31158- 15 l 
183-31133- 19 1 183-31158- 16 1 
183-31133- 51 1 183-31158- 17 1 
183-31134 1 183-31158- 19 1 
183-31134- 3 1 183-31158- 21 1 
183-31134- 4 1 183-31158- 23 1 
183-31134- 5 2 183-31158- 25 1 
183-31135- 3 1 183-31158- 27 1 
183-31135- 5 1 183-31158- 29 1 
183-31135- 7 2 183-31158- 31 1 
183-31135- 9 1 183-31158- 33 1 
183-31135- 11 1 183-31158- 35 1 
183-31135- 13 1 183-31158- 37 si 
183-31135- 15 1 183-31158- 39 1 
183-31135- 17 1 183-31158- 41 1 
183-31135-100 1 183-31158- 43 2 
183-311536 1 183-31158- 45 1 
183-31136- 3 1 183-31158- 46 1 
183-31137 1 183-31158- 47 1 
183-31137- 3 1 183-31158- 49 1 
183-31137- 5 1 183-31}58- 51 1 
183-31138 1 183-31158- 55 2 
R82NA 183-31139 1 183-31158- 57 1 
183-31139- 3 1 183-31158- 61 1 
183-31129- 5 1 183-31158- 63 1 
183-31139- 7 1 183-31158- 69 1 
183-31139- 9 1 183-31158- 73 1 
183-31139-101 1 183-31158- 75 1 
183-31140- 3 H 183-31158- 77 1 
183-31140- 5 1 183-31158- 79 1 
183-31140- 7 1 183-31158- 81 2 
183-31140- 9 1 183-31158- 83 1 
183-31140- 11 1 183-31158- 85 1 
183-31140- 13 1 183-31158- 87 1 
183-31140- 15 1 183-31158- 91 2 
183-3114C- 17 1 183-31158- 93 2 
183-31140- 19 1 183-31158- 95 1 
183-31140- 21 1 183-31158- 9 1 
183-31140- 23 1 133-31158- 99 1 
183-31140- 25 1 133-31158-101 1 
183-31140- 27 1 183-31158-103 1 
183-31140- 29 ES 183-31158-105 1 
183-31140- 31 1 183-31158-111 1 
183-31140- 33 1 183-31158-113 1 
183-31140- 35 1 183-31158-115 1 
183-31140- 37 2 183-31158-117 1 
183-31140- 39 1 183-31158-119 1 
183-3114C- 67 1 183-31158-121 1 
183-31140-101 1 183-31159- 1 1 
183-31140-103 183-31159- 2 1 
183-31140-105 183-31160- 1 1 
183-31140-107 1 183-31160- 2 1 
183-31141 1 183-31161- 1 1 
183-31141- 3 1 183-31161- 2 1 
183-31141- 5 1 183-31161- 3 1 
183-31144 1 183-31161- 4 1 
183-31144- 3 1 183-31161- 5 1 
183-31144- 5 1 183-31161- 6 1 
183-31144- 7 1 183-31161- 7 1 
183-31144- 9 1 183-31161- 8 1 
183-31144- 11 1 183-31162- 1 1 
183-31144-101 1 183-31162- 2 1 
183-31145 1 183-31163 1 
R82NA 183-31146 ο 183-31163- 9 1 
183-31147 1 183-31163- 11 1 
183-31149- 3 1 183-31163- 13 1 
183-31149- 5 2 183-31163- 15 1 
183-31149- 6 1 183-31163- 17 1 
183-31149- 7 1 183-31163- 19 1 
183-31149- 9 1 183-31163- 21 1 
183-31149-101 1 183-31163-101 1 
183-31150- 3 1 183-31164 1 
183-31150- 5 1 183-31165 2 
183-31150- 7 2 183-31167- 3 1 
183-31150- 9 1 183-31161- 4 1 
183-31150- 11 1 183-31168- 3 1 
183-31156 1 183-31168- 5 1 
183-31157 1 183-31168- 11 1 
183-31158- 3 1 183-31168- 13 1 
-183-31158-" 5 1 183-31168- 17 1 
183-21158- 7 1 183-31168- 19 1 
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183-31168- 23 1 183-21181- 1 
183-31168-100 1 183-31181- 6 1 
183-31169- 1 3 183-31181- 7 1 
183-31169- 2 3 183-31181- 9 2 
183-31170- 3 2 183-31181- 11 1 
183-31170- 5 1 183-31181- 12 1 
183-31171 1 183-31181- 13 16 
183-31172 2 183-31181- 15 1 
183-31173- 1 1 183-31181- 16 1 
183-31173- 2 1 183-31181- 17 16 
R82NA 183-31174- 1 1 183-31181- 19 4 
R82NA 183-31174- 2 1 183-31121- 21 4 
183-31175 F 183-31181- 23 2 
183-31176- 1 1 183-31181- 25 3 
183-31176- 2 1 183-31181- 27 2 
183-31177- 3 1 183-31181- 29 1 
183-31177= 4 1 183-31181- 31 1 
183-31177- 11 1 183-31181- 22 1 
183-31178- 3 1 183-31181- 33 1 
183-31178- 5 1 183-31181- 35 1 
183-31178- 7 1 183-31181- 37 1 
183-31178- 9 1 183-31181- 29 1 
183-31178- 21 1 183-31181- 41 1 
183-31178-100 1 123-31181- 43 1 
183-31179 1 183-31181- 47 2 
183-31151- 49 1 

183-31179- 3 1 183-31181- 51 1 
183-31179- 5 1 183-31181- 52 1 
183-31179- 7 4 183-31181- 55 1 
183-31179- 9 1 133-31181- 57 1 
183-31179- 11 1 183-31181- 58 1 
183-21179- 13 1 183-311851- 59- 1 
183-31179- 15 1 183-31181- 61 1 
183-31179- 17 1 163-31181- 63 1 
183-31179- 19 1 183-21181- 65 1 
183-31179- 21 1 183-31181-201 1 
183-31179- 23 1 183-31182- 5 1 
183-31179- 25 1 183-31182~ 7 1 
183-31179- 27 1 183-31182- 9 1 
183-31179- 29 1 183-31182- 11 1 
183-31179- 31 1 183-31182- 13 2 
183-31179- 33 1 183-31182- 15 1 
183-31179- 35 1 183-31182- 17 1 
183-31179- 37 1 183-31182- 19 2 
183-31179- 39 1 183-21182-101 1 
183-31179- 41 1 183-31183- 29 1 
183-31179- 43 1 183-31185 1 
183-31179- 45 1 183-21186 1 
183-31179- 47 2 183-31186- 23 i 
183-31179- 49 1 183-31186- 4 1 
183-21179- 51 1 183-31186- 5 1 
183-21179- 53 1 183-31186- -6 1 
183-31179- 55 1 183-31186- 8 1 
183-31179- 57 1 183-31186- 9 A 1 
183-31179- 59 8 183-311€6- 11 M 1 
183-31179- 61 2 183-31187- 3 M 1 
183-31179- 63 4 182-31187- 4 M 1 
183-21179- 65 1 183-31187- 31 M 1 
183-31179- 67 2 183-31189 M 1 
183-31179- 68 1 183-31189- 3 M 1 
183-31179- 69 4 183-31189- 5 M 1 
183-31179- 71 1 183-31189- 7 Μ 1 
183-31179- 73 2 183-31189- 9 M 1 
183-31179- 81 1 183-31189- 13 1 
183-31179- 91 1 183-31189- 15 1 
183-31179- 93 1 183-31189- 17 1 
183-31179- 95 2 183-31189-109 1 
183-31179- 97 1 183-31190- 1 1 
183-31179- 99 1 183-31190- 2 1 
183-31179-101 1 183-31191- 1 1 
183-31179-103 1 183-31191- 2 1 
183-31180 1 183-31192- 1 1 
183-31180- 3 1 183-31192- 2 1 
183-31180- 5 1 183-31192- 3 1 
183-31180- 7 1 183-31192- 4 1 
183-31180- 9 1 183-31192- 5 2 
183-31180- 11 1 183-31192- 6 2 
183-31180- 13 3 183-31193- 1 1 
183-31180- 15 1 183-31193- 2 1 
183-31180- 17 2 183-31194- 1 1 
R47A613-| 183-31180- 1 183-31194- 2 1 
250 183-31195- 1 1 
183-31181- 3 1 183-31195- 2 1 
183-31181- 4 1 183-31196- 1 1 
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183-31196- 
183-31196- 
183-31156- 
183-31196- 
183-31196- 
183-31198 
183-31198- 
183-31198- 
183-31198- 
183-31198- 
183-31198- 
183-31198- 10 
183-31198- 11 
183-31198- 12 
183-31198- 13 
183-31198- 15 
183-31198- 17 
183-21198- 19 
183-31198-101 
193-31199= 5 
182-31199- 7 
183-31199- 9 
183-31199- 13 
183-31199- 15 
18921190 17 
183-31202- 1 
183-31202- 
183-31202- 3 
183-31202- 4 
183-31202- 5 
183-31202- 6 
183-31203- 1 
183-31203- 2 
183-31203- 3 
183-31203- 4 
5 
6 
3 
5 
7 
9 


Gu pun 


Οσο uU 


183-31203- 
183-21203- 
183-31204- 
183-31204- 
182-31204- 
183-31204- 
183-31204- 11 
1£3-31204= 15 
183-31204- 17 
183-31204-101 
183-31207 
183-31207- 
183-31298- 
193-31208- 
183-31208- 
183-31208- 
163-31211- 
183-31211- 
183-31211- 
183-31211- 
183-31211- 
183-31213 
183-31213- 
183-31212- 
183-31213- 
183-31215 
183-31215- 
183-31216- 
183-31216- 
183-31216- 1 
183-31216- 1 
153-31217- 
153-31217- 
183-31217- 25 
183-31217- 27 
183-31217- 29 
183-31217- 31 
183-31217- 33 
183-31217-101 
183-31218- 5 
183-31218- 7 
183-31218- 9 
183-31218- 11 
183-31218- 13 
183-31218- 15 
183-31218- 17 
183-31218- 19 
183-31218- 21 
183-31218- 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 










FIGURE 
AND INDEX, 
M 
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ΑΝ O1-60AAB-4 


MICROFILM 
NUMBER 








183-31218- 
183-31218- 
183-31218- 
183-31218- 
183-31218- 
183-31218- 
183-31218- 
183-31218- 
183-31218- 
183-31218- 
183-31218- 
183-31218- 
183-31218- 
183-31219- 
183-31219- 
183-31219- 
183-31219- 
183-31219- 
183-31219- 
183-31219- 
183-31220 

183-31220- 
183-31220- 
183-31221 

183-31221- 
183-31221- 
183-31228- 
183-31228- 
183-31228- 
183-31228- 
183-31229- 
183-21229- 
183-31229- 
183=31229- 
183-31229- 
183-21229- 
183-31230 

183-31231- 
183-31231- 
183-31235 

183-31226- 
183-31236- 
183-31231- 
183-31237- 
183-31238- 
183-31238- 
183-31238- 
183-31238- 
183-21238- 
183-31239- 
183-31229- 
183-31239- 
183-31239- 
183-31240- 
183-31240- 
183-31240- 
183-31240- 
183-31240- 
183-31241- 
183-31241- 
183-31242- 
183-31242- 
183-31243- 
183-31243- 
183-31244- 
183-31244- 
183-31245- 
183-31245- 
183-31246 

183-31247- 
183-31247- 
183-31247- 
183-31248 

183-31248- 
183-31248- 
183-31249 

183-31250 

183-31250- 
183-31250- 
183-31304- 
183-31714- 
183-31801- 









R82NA 
















2A-426 
24-426 
24-426 
24-426 
2A-426 
24-426 
2A-426 
2A~426 
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24-234 
2Α-234 
2A=234 
2A7234 








2A-235 
2A-235 
2A-235 
2A-2235 
2A-427 
2A=427 
2A-427 
24-427 
24-427 





















STOCK NUMBER 
[CLASS CODE] PARTNUMBER | 
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183-31801-101 
183-31802-101 

























































Section Ill 
Numerical Index of 
Contractor Parts 


δα] rieure | TOTAL| MICROFILM 
99| AND INDEX| QTY. | NUMBER 


24-428 
2Α-428 
24-428 
24-428 
24-428 
24-428 
24-428 
24-428 
24-428 
24-428 
24-428 
24-428 
24-428 
2Α-429 
2A-429 
2A-429 
2A-429 

A-429 
2Α-429 
2Α-429 
2Α-236 
2Α-236 
24-236 
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Section ΙΙΙ 
Numerical Index of 
Contractor Parts 























































































STOCK NUMBER 


[class cone] PARTNUMBER | 
183-31803 
183-21003- 3 
183-31803- 4 
183-31803- 5 
163-31803- 7 
6 
9 






183-31803- 
183-31803- 
183-31803- 10 
183-31803- 11 
183-21803- 12. 
183-31803- 13 
123-31803- 14 
183-31803- 15 
183-31603- 16 
183-31803- 17 
183-31303- 19 
123-318293- 21 
183-31803- 2 
183-31803- 28 
183-21803- 29 
183-21803- 20 
1383-31803- 31 
183-21803- 32 
183-21803- 33 
183-318C3- 35 
1£3-21803- 36 
1863-31805- 3 
133-31803- 3 
1£3-31803- 39 
123-31203- 4 
163-31803- 4 
123-31803- 4 
183-31803- 45 
183-31003- 46 
163-31803- 51 
183-31803- 53 
183-31803- 55 
183-31803- 57 
183-31803- 59 
103-31803- 61 
183-31803- 63 
183-318C3- 55 
183-31803- 67 
123-31803- 69 
183-313803- 71 
183-231802- 73 
153-531803- 75 
192-315603- 77 
183-2318C3- 79 
183-31822- 81 
193-218:23- 83 
183-21802- 9 
183-31803- ὃ 
103-21805- 99 
183-31003- 91 
123-31803- 93 
183-31803- 25 
183-31803- 9 
! 183-31802-101 
R82NA 183-31803-102 
183-31803-113 
183-318063-115 
183-31803-117 
183-31803-119 
183-31803-121 
183-31503-123 
133-31803-125 
1£3-31803-127 
183-31803-129 
183-31203-121 
123-31803-133 
183-318C3-125 
183-31803-1237 
183-21803-136$ 
183-318C5-141 
183-51803-143 
183-31803-145 
183-31803-147 
1€3-31803-14S 
183-31203-151 
183-31803-153 
133-31803-=155 
183-31803-157 
123-31803-161 









R82NA 











R82NA 
RB2NA 
R82NA 
R82NA 
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AN 01.60AAB-4 


STOCK NUMBER " 
[CLASS CODE | PART NUMBER FE 





MICROFILM 
NUMBER 












183-31803-1 
183-31803-1 
183-31803-1 
183-31803-1 
183-31803-1 
183-31803-1 
183-31803-1 
183-31803-1 
183-31803-1 
1183-21802-1 
183-31803-1 
183-31803-1 
|183-31803-1 
183=31803-1 
183-31803-1 
183-31803-1 
183-31803-1 
183-31803-2 
183-31803-2 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-21804-1 
175-31804-1 
183-31804-1 
175-31804-1 
183-31805- 
183-31805- 
183-31805-1 
183-31806 
183-31806- 
183-31807 
183-31807- 
183-31807- 
183-31807- 
183-31807- 
183-31807- 
183-31807- 
183-31807- 
183-31807- 
183-31807- 
183-31807- 
183-31807- 
183-31807- 
183-31807- 
183-31807- 
183-31808 
183-31810 
183-31810- 
183-318101- 
183-318101- 
183-318101- 
183-318101- 
183-318102 
183-218103- 
183-318103- 






63 
65 
67 
69 
71 
73 
79 


δι. 


83 
85 
87 
ε9 
91 
93 
95 
97 
99 
Οι 
41 
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35 
36 
27 
38 
01 
01 
02 
02 

1 


2 


02. 
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11 
13 
15 
16 
17 
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21 
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Section ΙΙ 
Numerical Index of 
AN O1-60AAB-4 Contractor Parts 


usce NUMBER 


PART NUMBER 


STOCK NUMBER 


CLASS CODE | PART NUMBER | 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 
R82NA 


183-318104- 1 
183-318104- 2 
183-31811 
183-31811- 3 
183-318111- 
183-318111- 
183-318116- 
183-318116- 
183-318117- 
183-318117- 
183-318118- 
183-318118- 
183-318119- 
183-318119- 
183-31812 
183-318120- 
183-318120- 
183-318122- 
183-318122- 
183-318124 
183-318126= 
183-310126- 
183-318126- 
183-318126- 
183-318127 
183-318127- 
183-318128 
183-318129- 
183-318129- 
183-318129- 
183-318129- 
183-318129- 
183-318129- 
183-318129- 
183-31813- 
183-318130 
183-318130- 
183-318130- 
183-318130- 
183-318130- 
183-318130- 
183-318130- 
183-31813C- 
183-318130- 
183-518134 
183-318134- 
183-318135 
183-318136 
183-318137- 
183-318137- 
183-318139- 
183-318139- 
183-31814- 
183-31814- 
183-318140- 
183-318140- 
183-318141 
183-318143- 
183-318143- 
183-318143- 
183-318142- 
183-318143- 
183-318143- 
183-318143- 
183-318143- 
183~318143= 
183-318143- 10 
183-318143-101 
183-318143-102 
183-318144- 
183-318144- 
183-318144- 
183-318144- 
183-318144- 
183-318144- 
183-318144- 
183-318144- 
183-318145- 11 
183-318145- 13 
183-318144- 51 
183-318144- 61 
183-318144-102 
183-318145- 1 
183-318145- 2 
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FIGURE κος 
AND INDEX 


R82NA 


με ea 1-2 d ο γα pod [4 ul ed ed ud pu e de 1-5 [54 o od de uà pu a I2 ps IN) RN NNR RUN PEN PRD NNN HEN NN PENN ENN Ὁ ΝΕ» πὸ γ᾽ 15-34 [5 1-2 2155 55 ED E? -21Ξ} 


eae rere 
183-318146- 
183-318146- 
183-318146- 
183-318146- 
183-318146- 
183-218147- 
183-318147- 
183-318147- 
183-318147- 
183-318147- 
183-318147- 
183-318148- 
183-318148- 
183-318149 
183-31815 
183-318150 
183-318150- 
183-318151 
183-318151- 
183-318152 
183-318152- 
183-318153 
183-318154 
183-318155 
183-318156 
183-318158 
183-318159 
1283-31816- 
183-31816- 
183-318160 
183-318163- 
183-318163- 
183-318165 
183-318165- 
1837318166 
183-318166- 
183-318166~ 
183-318168- 
183-318168- 
183-318169 
183-31817 
183-31817- 
183-318170- 
183-318170- 
183-318171 
183-31818- 
183-31818- 
183-31819- 
183-31819- 
183-31820- 
183-31820- 
183-31821- 
183-31821-10 
183-31822- 
183-31822- 
183-31823- 
183-31823- 
183-31823- 
183-31823- 
1683-31824- 
183-31824- 
183-21825- 
183-31825- 
183-31826- 
183-31826- 
183-21827 
183-21827- 
183-31827- 
183-31827- 
183-31828 
183-31828- 
183-31828- 
183-31829- 
183-31829- 
183-31830- 
183-31830- 
183-31831- 
183-31831- 
183-31832- 
183-31832- 
183-31833- 
183-31833- 
183-31834- 
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Section III 


Numerical Index of 
AN 01-60AAB-4 


Contractor Parts 

























STOCK NUMBER ἢ 


28! FIGURE 
39| AND INDEX 









































STOCK NUMBER 











£3] FIGURE |TOTAL| MICROFILM 
38] AND INDEX| QTY. | NUMBER 





























































































TOTAL] MICROFILM 
[CLAss CODE| PART NUMBER | [class CODE] PARTNUMBER | 
183-31834- 2 1l - 183-31884- 3 2 
183-31835 1 183-31884- 5 2 
183-31837- 1 1 183-31884- 8 2 
183-31837- ο 1 183-31884- 9 2 
183-31838- 1 1 183-31885- 3 2 
183-31838- 2 1 183-31885- 5 2 
183-31839- 1 1 183-31885- 7 2 
183-31839- 2 1 183-31885- 9 88 - 2 
183-31840- 1 1 183-31885- 11 88 - 2 
183-31840- 2 1 183-31886 88 - 4 
183-31841 : 1 88 - 

183-31842- 1 1 183-31887 88 - 1 
183-31842- 2 1 183-31887- 3 88 - 1 
183-31843- 1 1 83-31888 88 - 1 
183-31843- 2 1 183-31888- - 1 
183-31844 1 183-31889 6 
183-31844- 3 1 183-31890 2 
183-31845 2 183-31890- 2 
183-31846 2 183-31891 1 
183-31847- 1 1 183-31891- 1 
183-31847- 2 1 183-31891- 1 
183-31848- 1 1 183-31892 2 
183-31848- 2 1 183-31893- T 
183-31849- 1 1 183-31893- 1 
183-31849- 2 1 183-31893- 1 
183-31850 1 183-31893- 1 
183-31851- 1: 1 182-31893- 2 
183-31851- 2 1 183-31893- 2 
183-31852- 1 1 183-31893- 2 
183-31852- 2 1 183-31893- 1 
183-31853 1 183-31893- 1 
183-31853- 3 1 192-31892- 1 
183-31853- 5 1 183-31893- 1 
183-31854- 1 1 183-31893- 1 
183-31854- 2 1 183-31893- 1 
183-31856- 1 1 183-31894 1 
183-31856- 2 1 183-31894- 3 2 
183-31856- 3 2 183-31894- 5 1 
183-31856- 5 1 183-31894- 7 1 
183-31856- 6 1 183-31895 2 
183-31856- 7 1 183-31895- 3 2 
183-31856- 8 2 183-31896 2 
183-31856- 21 1 183-31897- 1 1 
183-31856- 22 1 183-21897- .2 1 
183-31858 1 183-31898- 1 1 
183-31859 1 183-31898- 2 1 
183-31860- 1 1 183-31898- 3 1 
183-31860- 2 1 183-31898- 4 1 
183-31861- 1 1 123-31899 1 
163-31861- 2 1 183-31899- 3 1 
183-31862- 1 1 183-31899- 5 1 

183-31862- 2 1 183-48393- 1 184-48393- 
183-31862- 3 1 183-48393- 72 184-48393- 3 
183-31862- 4 1 183-51064 1 
183-31863- 1 1 183-51064- 1 
183-31863- 2 1 133-51064- 1 
183-31865- 1 1 182-51064- 1 
183-31865- 2 1 183-51064- 1 
183-31866 1 183-51064- 2 
183-31866- 3 1 183-51064- 1 
183-31867 1 183-51064- 2 
183-31867- 41 1 183-51064- 2 
183-31867- +11 4 183-51064- 1 
183-31868 M1 1 183-51095 1 
183-31870 P1 1| 24-432 183-51096 1 
183-31871 M1 1 183-51096- 3 1 
183-31872 M1 2 183-51096- 5 1 
183-31876- 141 1 183-51096- 7 1 
183-31876- μι 1 183-51097 1 
183-31877 M1 1 183-52240 1 
183-31878 M1 1 183-53004-100 EF 
183-31879 M1 2 183-53004-200 REF 
183-31879- μι 2 183-53007- 1 
183-31879- μι 2 183-53007- 2 
R82NA 183-31880 P1 1 183-53007- 1 
183-31881 M1 1 183-53007- 1 
183-31881- M1 ο 183-53007- 1 
183-31882 M 2 183-53007- 1 
183-31883 M 4 183-53007- 1 
183-53007- 19 1 
183-31883- 3 4 183-53007- 21 1 
183-31883- 5 4 183-53007- 27 1 
183-31884 2 183-53007- 29 1 
1 


183-53007- 
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Section ΙΙΙ 
Numerical Index of 
AN 01-60AAB-4 Contractor Parts 


STOCK NUMBER MICROFILM STOCK NUMBER 23 
PART NUMBER NUMBER | [CLASS CODE| PART NUMBER $ 


183-53007- 33 183-53106 
183-53007- 25 183-53107 
183-53C007- 37 183-53108 
183-53007- 39 183-53109 
183-53607- 41 183-53109-101 
183-53007- 43 183-53110 
183-53007- 45 18683-53112 
183-53007- 4T 183-52112-100 
183-53007-100 183-53311 
183-53008- - 24-434 183-53311-100 
183-53008- 2A-434| |R82NA 183-53312- 
183-53008- 2A-743^| |R82NA 103-53212- 
183-53008- 2A-434 183-53312- 
183-53008- 2A=434 183-53312- 
183-53008- 2A-434 183-53312- 
183-53008- 24-434 183-53312- 
183-53008- 2Α”-434 183-53312- 
183-53008- 24-434 183-53312- 
183-53008- 24-434 183-53312- 10 
183-53009- 183-53312- 11 
183-53009- 183-53312- 12 
183-53010 183-53312- 13 
183-53011 183-53312- 15 
183-53011- 183-53312- 17 
183-53011- 183-53312- 21 
183-53012- 183-52312- 22 
183-53012- 183-53312- 23 
183-53013- 183-53312- 24 
183-53013- 183-53312- 25 
183-53014 183-53312- 26 
183-53014- 183-53312- 27 
183-53015 183-53312- 29 
183-53015- 183-53312- 31 
163-53016 183-53312-101 
183-53017 183-53312-102 
183-53018- 133=53314- 
183-53018- 183-53314- 
183-53019 183-53314- 
183-53019- 1983-53314- 
183-53019- 183-53314- 
183-53019- 183-53314- 
183-53019- 183-53314- 
183-53019- 183-53315- 
183-53019- 183-53315- 
183-53019- 183-53315- 
183-53019- 183-53316 
183-53019- 183-53317 
183-53020 193-53317= 
183-53021- 133-53318 
163-52025 24-435| |R82NA 183-53319- 
183-53025- 24-435| |IRE2NA 183-53219- 
183-53025- 2A-435 133-53319- 
183-53025- 2A-435 183-53319- 
183-53025- 24-435 183-53319- 
183-53025- 247435 133-53319- 
183-53025- 2A-435 183-53319- 
163-532025- 24-435 183-53219- 
183-53025- 2A7435 183-53319- 
183-53025- 2A-435 183-53319- 
183-53025- 2A-435 183-53319- 
183-53025- 183-53319- 
163-53025- 133-53319- 
183-53025- 24-7435 182-53319- 
183-52025- 24-2525 183-53319- 
183-53025- 24-525 183-53319- 
183-53025- 24-425 133-523319- 
183-523C25- 24-435 183-53319-101 
183-53025- 2Α”-4325 183-53219-102 
183-53025- 2Α-435 183-53511 
183-53025- A-4535 183-53511- 3 
183-53025- 69 24-435 183-53511- 5 
7 
Q 





2Α- 4327 
24-437 
24-437 
24-437 
2A-437 
2A-437 
2A-437 
2A~437 
24-437 
24-437 
24-437 
24-437 
2A-437 
24-437 
24-437 
24-437 
24-437 
24-437 
24-437 
24-437 
24-437 
24-437 
2A-437 
2A-437 
24-437 
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183-53025-100 24-435 183-53511- 
1£3-53025-2C9 247535 133-53511- 
183-53035 183-53511- 11 
183-53101 183-53511- 13 
R82HA 183-53102 183-53511- 15 
183-53103 183-53511- 17 
REZNA 183-53104 183-53511- 19 
RE2NA 183-5315 183-53511-- 21 
183-53105- 183-53511- 23 
183-53105- 133-53511- 25 
1233-52105- 1£3-53511- 27 
183-531%5- 1583-53511- 29 
1683-53195- 1833-53511- 31 
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Section ΙΙΙ 


Numerical Index of 
Contractor Parts AN 01-60AAB-4 


STOCK NUMBER z FIGURE STOCK NUMBER 
AND INDEX 
11 


























23] Figure | TOTAL| MICROFILM 
39| AND INDEX | QTY. | .NUMBER 


[CASS CODE] PARTNUMBER [crass cone] PART NUMBER 













































183-5535511- 33 . 194-21001- 2 P1 
183-53511-101 * [200 - 17 184-21001- 3 
1683-52523 * |200 184-21001- 4 
153-53523- 3 m1] 200 - 30 1 184-21001- 5 
193-52523- 5 250 1 184-21001- 6 
163-53523- 7 1 184-21001- 7 
163-55523- 9 3 184-21001- 8 
183-55523- 11 4 184-21C01- 9 
183-53523- 31 i 184-210C1- 10 
183-54025 l $4-21001- 11 
183-54025- 3 1 184-21001- 12 
183-5426 1 184-21001- 13 
1€3-54556 1 184-21001- 14 
183-54056- 32 1 184-21001- 15 
163-54056- 5 1 184-21001- 17 
183-54056- 7 1 184-21001- 18 
183-54056- 9 1 184-21001- 19 
183-54056- 11 1 184-21001- 20 
183-54061 1 184-21001- 21 

|183-54061= 2 1 184-21001- 23 
1983-54061- 5 2 134-21001- 24 
183-5456]1- 7 1 134-21001- 25 
£3-54061- 21 1 184-21001- 26 
183-54061- 23 1 184-21001- 27 
163-54061- 25 1 164-21001- 28 
183-54061-101 1 









184-21001- 29 
124-21001- 30 





















































































183-54062 1 184-21001- 31 
183-54062= 3 1 184-21001- 32 
163-54078 1 1δ4-21001- 33 
163-54070- 3 1 184-21001- 34 
123-54111 1 184-21001- 35 
123-54154 1 184-21001- 37 
123-63622 1 184-21001- 38 
182-710902 1 184-21001- 39 
183-71003 1 134-21001- 40 
183-71027 1 184-21001- 41 
1€3-71028 “1 1 104-21001- 42 
16863-71023- 3 hl 1 184-21001- 43 
163-71526- 5 Hi 1 184-21001- 44 
1€3-71029 Hl 16 184-21001- 45 
183-71030 i 4 184-21001- 46 
163-714:21 1 184-21001- 47 
1863-71635 1 184-21001- 49 
153-71538 1 184-21001- 51 
183-71036 1 184-21001- 53 
183-71039- 3 1 104-21001- 55 
183-71041 1 184-21001- 56 
1€3-71041- 2 1 184-21001- 57 
1€3-7104l= 5 1 184-21001- 59 
183-710523- 5 1 184-21001- 60 
183-71050- 10 1 184-21001- 61 
133-71052 1 184-21001- 62 
163-71053 5 194-21001- 63 
183-72C91 REF 104-21001- 65 
183-72001-101 1 164-21001- 67 
183-73101 1 184-21001- 68 
183-74002 1 164-21001- 69 
183-054045 REF 184-21001- 70 


































































































































OR PI OM ON EN EN NNN NEE NEE NN ERNE BEEN SENN NN EE NN ENE NN IA ο ον NL PIE ED ο ρωσ 


184-00001 1 184-21001- 71 
124-00002 1 134-21001- 73 
184-00003 1 184-21001- 75 
184-0CO026 1 184-21001- 77 
1€4-c 0010 REF 184=21001- 79 
1064-04047 1| - 184-21001- 81 
184-11302 2 2Α-99 184-210C1- 82 
1684-11302- 3 2| 24-99 184-21001- 83 
184-11412 2| 2A-239 134-21001- 85 
184-11411 2ἱ 2Α-240 124-21001- 86 
1€4-11601 1 184-21001- 87 
184-123109 4| 24-100 184-21001- 89 
1£4-12311 2 2Α-6 184-21001- 90 
104-12413 1| 24-241 184-21001- 91 
164712411 2| 2A-242 184-21001- 93 
184-12412 2 2A-7 134-21001- 95 
R82NA 124-15009 4 184-210C1- 97 
184-15009- 2 4 104-21001- 99 
184-15110 1| 24-101 184-21001-101 
184-15110- 2 2| 24-101 184-21001-103 
164-15111 2| 2Α-102 184-21001-105 
18415112 4| 24-103 184-21001-107 
1€4-15113 2| 24-243 184-21001-109 
184- 20001 REF 184-21001-111 
184-21001- 1 1 184-21001-113 
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ΚΕ hour m 
[crass cope] PARTNUMBER |38| AND INDEX [eLAss CODE] PARTNUMBER [3% 
184-21001-115 184-22003- 51 
184-21001-117 134-22003- 55 
184-21001-118 184-22003- 57 
184-21001-119 124-22003- 58 
184-21001-121 164-22003- 53 
184-21001-123 184-22003- 63 
184-21001-125 184-22003- 64 


R82NA 
R82NA 


184-21001-126 
184-21001-127 
184-21001-129 
184-21001-131 
184-21001-133 
164-21001-137 
184-21001-138 
1€4=21001-139 
184-21001-141 
184-21001-142 
164-21001-151 
184-21001-152 
184-21001-309 
184-21001-311 
184-21002-125 
184-21003- 2 
184-21003-101 
184-21003-151 
184-21003-152 
184221042- 2 
184-21042- 21 
184-21085- 
184-21085- 
184-21129- 
184-21129- 
184-21174- 
184-21174- 
184-21303 

184-21303- 
184-21304 

184-21305- 
184=21305= 
184-21311 

184-21430 

184-21430- 
184-21431 

184-21431- 
184-21432 

184-21433 

184-21423- 
184-21434 

184-21435 

184721437. 
184-21438 

184- 21439 

184-21440 

184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22063- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
164-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-22003- 
184-220C3- 
184-22C03- 
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2A-104 
2A-104 


2A~244 
2A=244 
2A-255 
2A-245 
2A-246 
2Α”- 247 
2Α- 247 


2A-9|- 










184-22004- 


184-22004- 






194-22005- 
184-22005- 
1384-22005- 
194-22005- 






184-22010 
184-22019 
184-22020 
184-22021 
184=22022 
1534-22028 
184-22029 
104-22034 
104-22035 
184-22039 
184-22042 
184-22044 
184-22309- 
184-22309- 
184-22309- 
184-22309- 
1845-22309- 
184"22309- 
184-22311 
184-22313 
184-22317 
184-22326 
184-22326- 








R82NA 


104-22326- 
134-22326- 
184-22326- 
184-22326- 
184-22327 
184-22327- 
184-22327- 
1845-22327- 
184-22327- 
184-22327- 
134-22327- 
184-22406 
184-22407 
184-22409 
184-22410 
134-22412 
184-22414 
134-22415 
104-22513 
184-22514 
184-22516 










R82NA 
R82NA 18646-24458 
184-24458- 
124-28256 
184-31020 
184-31020- 
184-31020- 
184-31020- 
184-51020- 
184-31020- 
184-31020- 
124-31020- 
184-31020- 
184-31020- 
184-31020- 
184-31020- 
184-31020- 
184-21020- 
184-31020- 
134-31020- 






ΠΘΖΝΑ 





184-22005-101 


184-22005-102 


134-22326- > 


35 
37 


QUIN 


dd pd 
HONU U HO AW 


m 


^ 


184-22603-101 

















































































2A-248 





2A-438 
24-438 
24-438 
24-438 
24-438 
24-438 
24-438 
2A-438 
2Α-438 
2A-438 
2A-438 
24-438 
24-438 
24-438 
24-438 
24-438 
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Section ΙΙΙ 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 
[class CODE] PART NUMBER 


AN 01-60AAB-4 


TOTAL | MICROFILM 
QTY. | NUMBER 







STOCK NUMBER 
PART NUMBER 

















FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


CLASS CODE 


FIGURE 
AND INDEX 
X1 
































































































184-31020- 33 1 184-31131- 1| 24-440 
184-31020- 35 6 184-31121- l| 24-440 
1£4-31020-101 1 184-21131- 1| 2A-440 
18454-31021 1 184-31131- 1| 24-440 
184-21022 1 184-31131- 7| 24-440 
184-31023 1 184-31131- 1| 24-440 
184-31023- 3 1 184-31131- 1} 24-440 
184-231023- 5 1 184-31131- 1| 24-440 
184-31023- 7 1 184-21131- 2] 24-440 
184-31121 1 184-31131- 3 1| 24-440 
184731122 1 184-31121- 1| 24-440 
184-31123 1 194-21131- 1| 24-440 
184-31126 1 184-31133 1 
184-31126- 2 1 184-31134 4 
184-31126- 5 T 184-311359- 2 
184-31126- 7 4 184-31135- 2 
184-31126- 9 1 184-31126- 2 
184-31126- 11 1 184-31136- 2 
184-31126- 13 1 184-31142 1 
184-31126- 15 2 184-31142- 1 
184-31126- 17 1; 184-31142- 1 
184-31126- 19 1 184-31142- 1 
184-31126- 21 1 184-31143 1 
184-31126- 23 1 1854-31144 1 
124-31126- 25 1 

184-31126- 27 1 184-31144- 1 
184-31126- 29 1 184-31144- 1 
184-31126- 31 2 184-31145 1| 24-249 
184-31126- 33 1 184-31145- i| 24-249 
184-31126- 35 1 164-31145- 1| 24-249 
184-31126- 37 1 184-31145 1| 2Α-250 
184-31126- 39 1 184-31146- 1| 24-250 
184-31126- 41 1 184-21146- i| 24-250 
184-31126- 43 1 184-31146- 1| 24-250 
104-31126- 45 1 184-31146- 1| 24-250 
184-31126- 47 2 184-31147 1| 2A-251 
184-31126- 49 1 184-21148 2 26-10 
184-31126- 51 8 184- 21149 2 2A-11 
184-31126- 53 1 184-31150- 2) 24-252 
1845-21126- 55 1 184-31150- 4| 24-252 
184-31126- 57 1 184-31176 2 
184-231126- 59 4 184-31176- 1 
184-31126- 61 1 184-31176- 1 
184-31126- 62 1 184-21176- 1 
184-31126- 65 1 184-31176- 1 
184-31126- 67 1 184-31176- 1 
184-21126- 69 2 184-31176- 3 
184-31126- 71 2 134-31176- 1 
184-21126- 73 2 184-31176- 2 
184-31126- 75 1 184-31176- 1 
184-31126- 77 1 184-21176- 1 
184-31126- 79 1 184-31177- 1 
184-31126- 81 2 184-31177- 1 
184-21126- 83 1 184-31177- el 
184-31126- 87 2 1864-31177- 1 
184-31126- 89 1 184-31177- 1 
184-31126- 90 1 1£4-31177- 1 
184-31126- 91 1 184-31178- 1 
184-31126- 93 1 184-31178- 1 
184-21126- 95 l 184-31178- 1 
184-31126- 97 1 184-31178- 1 
184-31126-101 1 184-21178- 1 
184-21126-113 1 184-31178- 1 
184-31126-115 1 184-31180- 1 
184-31127 REF] 24-439 184-31130- 1 
184-31127- 3 1| 24-439 184-31180- 1 
184-31127- 5 1| 24-439 184-31180- 1 
184-31127-101 1| 24-439 184-31180- 4 
184-21128 REF 184-21180- 2 
184-31128- 3 1 184-31181 4 
184-31128- 5 2 184-31122- 2 
184-31128- 7 2 184-31182- 2 
184-31129 1 184-31182- 2 
184-31130 4 184-31182- 1 
184-31131 1| 24-440 184-31182- 1 
184-31131- 3 1| 24-440 184-31195- 1 
184-31131- 5 1| 24-440 184-31218 2 
184-31131- 7 1| 24-440 184-31219 1 
184-31131- 9 1| 24-440 184-31220 1 
184-31131- 11 1| 24-440 184-31221 1 
1£4-31131- 13 1} 24-440 184-31221- 1 
104-31131- 15 1| 24-440 184-31222 2 
184-31131- 17 1| 24-440 184-21227 1 
184-31131- 19 1| 24-440 184-31228 1 





978 Revised 15 August 1955 








STOCK NUMBER 











CLASS CODE 










184-21241- 
184-31241- 
184-31241- 
184-31242- 
194-31242- 
184-31243- 
184-31243- 
184-31243- 
184-31243- 





184-31243= 
124-231244- 
184-31245- 
184-21245- 
184-51278 

104-31282 

104-31282- 
184-31262- 
104-31292- 
184-21282- 
18431282- 
184-231282- 
1584-31290 

1684-31291- 
124=-31291= 
104-21301 


124-31428- 
124-31480 

124-31480- 
184-31481 

104-31461— 
124-31526- 
184-3152€- 
1084-31680 

184-31680- 
184-21680- 
124-31681 

184-31682 

124-21683- 
104-21683- 
124-31624- 
164-31684- 
184-21684- 
18431624- 
124-31685- 
184-31665- 
184-31685- 
124-2166865- 
10431685- 
164.21686 

184-32 1647 

124-31688 

1£45-31629- 
1C4-21689- 
1084-31692 

18431690- 
124-31690= 
184-31690- 
184-31690- 
1645-31690- 
184- 216591” 
1904-21691- 
154-31692 
184-31693 









184-31693- 
184-31692- 
18454-21694, 
184-31655- 
124-31695- 
104-31695- 
184-31695- 
184-31695- 
184231697 






184-31697- 
184-21697- 
10904-31698 

184-31698- 
18084-31699 

184-31659- 
184-316c9- 
184-316952- 


184-31253-. 


124-31428-. 


PART NUMBER 


fU ο συφωώ T?) ρω σως 


Uw Ww 


UP WINE YA WW Ne 


Nr 


Nro Οο wn uy 


Revised 15 August 1955 


























































184-315P 
184-316 
















184-216 
194-216 
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184-31699- 
184-31699- 
184-31699- 
184-31701 


24-233 
24-7253 
2Α-233 
2Α-254ε 
24-254 
24-255 
24-255 
24-255 
24-255 
2A-255 
2A-255 
2A-256 
24-257 
2A=257 














1684-31702 
184-31702- 
184-31702- 
184-31702- 
164=31702- 
184-21702- 
184-31702- 
184-31702- 
184-31702- 
184-31702- 
184-31702- 
184-31702- 
184-31702- 
184-31702- 
184-31702- 
184-31702- 
184-31702- 
184-21702- 
184-21702- 
184-31702- 
104-21702- 
184-21702- 
184-31702- 
184-31702- 
184-31702- 
184-31702- 
184-31702- 
184-31702- 
184-21702- 
184-31702- 
134-31702- 
184-31702- 
184-21702- 
164-21702- 
164-21702- 
184-31702- 
184-21702- 
184-=31702- 
184-31703 

184-31706 

184-21707 

184-31708 

184-31709 

184-31709- 
184-31713 


























24-441 
2A=441 
24-441 
2A-=441 
24-441 
24-441 
2Α” 441 
2A-14 
2A-108 
2A-108 











2A-258 
2A-258 
2A-259 
2A-259 
2A-260 
'"2A-260 


2A=442 
24-442 
2A=442 
24-15 





2A-261 
2Α-261 
2A=443 
24-443 
2A-443 
2A-4453 
2A-444 
2A-444 
2A-444 
2A=444 
24-444 
2Α-109 
2A-110 
2A-111 
24-262 
24-262 
2A-445 
2A-445 
2A-445 
24-445 
2A-445 
2A-445 
2A-263 
2Α-263 
24-264 
















184-31713- 


184-31725 
184-31725- 
184-31725- 
184-31730 
184-31732 
184-31732- 
184-31732- 
184-31732- 
124-31733 







184-31734 
184-231734- 
184-31734- 
184-31734- 
184-31724- 
184-31734- 
134-31734- 
184-317234- 
124-31739 
184-31735 
134-31739 















2Α-265 
2A-265 











Re mm m κο 





2A-266 
2Α-266 
24-267 
2A-267 
2A-268 
24-268 
2A-268 
2A-268 


184-31740 
134-31740- 
184-31741 
184-31741- 
184-31742 
184=31742- 
184- 31143 
184-31743- 

















STOCK NUMBER ΕΠΗ FIGURE |TOTAL| MICROFILM 
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184-31739-101 
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1| 2A-268 
2A-268 
24-268 
24-446 











































24-447 
24-447 
2A-447 
24-447 
24-447 
2A-447 
2A-447 
2A-447 
24-447 
2A-44T 
24-447 
24-447 
24-447 
2A~447 
2A-447 
2A-447 
24-447 
2A7447 
24-447 
24-447 
24-447 
24-447 
24-447 
24-447 
24-447 
24-447 
24-447 
24-447 
2A~447 
24-447 
24-447 
24-447 
24-447 
2A-447 
24-447 
24-447 
2A-=447 
2A~447 
24-269 
2A-270 


















ο... 











































































2A-448' 
2A-448 
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vA 
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2A-271 
24-271 
2A-271 
24-272 
24-273 
24-273 
2A-213 
2Α-273 
24-449 





TANNER -- r 


a 
m 

















24-450 
2Α-450 
2A-450 
2A-450 
2A-450 
2A-450 
2A-450 
2A-450 
2A-451 



































2Α-451 














2A-451 
24-274 
24-274 
2A-275 
2A-275 
2A-276 
24-276 
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Section Il 


Numerical Index of 
Contractor Parts AN 01-60AAB-4 


: STOCK NUMBER 25 FIGURE MICROFILM STOCK NUMBER 9 
| CLASS CODE | PART NUMBER 9 9| AND INDEX NUMBER | [CLASS CODE | PART NUMBER Ξ 
Ml xi 


184-31744 184-31772 































FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


74 - 31 2Α-292 

























































































184-31744- 3 134-31772- 3 2Α-292 
104-31745 2Α- 217 184-31772- 5 24-292 
184-31746 24-112 184-31773 74 - 32 24-293 
184-31747 24-278 194-31773- 3 2A-293 
1684-31748 2A-279 184-31773- 5 2A-293 
184-31749 24-280 184-31773- 7 2À-293 
164-317509 247113 184-31773- 9 2A-293 































18454-31751 2Α-281 184-31774 24-17 
184-31751- 3 24-281 184-31775 2A-294 
104-21751- 5 2Α-281 184-21776 2A-114 
104-31752 2Α-282 184-3177T 2Α-115 
184-31752- 3 24-282 184-31777- 3 2A-115 
184-31752- 5 2Α-282 184-31777- 5 2Α-115 
184-31753 24-283 184-21778 2A-295 
184-31753- 3 24-283 184-31778- 3 24-295 
164-21753- 5 24-283 184-31778- 5 24-295 
124-31753= 7 24-283 184-31779 

194-21753- 9 2A-283 184-31779- 3 

124-31754 2Α-452 184-31779- 5 

184-31754- 3 2A-452 184-31779- 7 

194-31754- 5 24-2452 184-21779- 9 

184-31754- 7 24-452 184-31779- 11 

184-31754- 9 2A-452 184-31779- 12 

194-31754- 11 24-452 184-31779- 15 

184-31755 : 2A=453 184-31779- 17 

184-31755- 3 2Α-453 184-31779- 19 

184-21755- 5 2Α-453 184-31772- 21 

184-31755- 7 2Α-453 184-31779- 2 






194731756 
164-31756- 3 
124-31757 
184-21758 
184-31759 
184-31760 
184731761 
184-31761- 2 
184-31762 
184-31762- 3 
154-31762- 5 
124-31763 
184-31764 
1845-231764- 2 
184=31764= 4 
104-31764= 5 
124-31765 
184-31765- 3 
184-31766 
184-31767 






184-21779- 2 

184-31779- 2 

184-31779- 29 
184-31779- 31 
184-31779- 33 
184-31779- 25 
184-31779- 37 
184-31779- 39 
184-31779- 41 
184-21779- 43 
184-31779- 45 
184-31779- 47 
184=31779= 49 
184-31779- 51 
184-31779- 53 
184-31779- 55 
184-31779- 56 
184-31779- 57 
184-31779- 59 
184-31770- 61 







24-284 













24-287 
2A-288 
2A-288 
24-288 
2A-288 











2A-289 





















1£4-31767- 3 2A-289 184-31779- 63 
184-31767- 5 24-289 184-31779- 65 
184-31767- 7 2A-289 184-31779- 67 
194-31767- 2 2A-289 184-31779- 69 
164-31767- 11 2A-289 184-31779- 71 
1904-21767- 13 2A-289 184-31779- 73 
184-31768 2A-290 184-31779- 75 
184-31768- 3 2A-29C 184-31779- 77 
184-31768- 5 2A-290 184-31779- 79 
1804-31768- 7 2A-290 184-31779- 81 
1824-31762- € 2A-290 184-31779- 83 
164-31768- 11 2A-290 184-31779- 85 
154-21769 2Α”-454 184-31779- 87 : 






184-31769- 3 
184-31769- 5 
104-51165- 7 
194-21769- € 
1804-31769- 11 
184-31769- 13 
1064-31759- 15 
184-21769- 17 
184-31769- 19 
124-31769- 21 
1904-31769- 23 
124-31769- 25 
184-31771 

184-31770 


24-454 






184-31779- 89. 
184-31779- 91 
184-31779- 93 
184-31779- 95 
184-31779- $7 
184-31779- 99 
184-31779-101 
184-31779-103 
134-31779-105 
184-31779-107 
184-31779-109 
184-31779-111 
184-31779-113 
1£4-31779-115 










2A=454 
2A=454 
24-454 
2A=454 
24-454 
2Α”456 
2A-291 

































NAAA 






PPP PRP Je RP PP PNP AA RPP BPP REE τω... pu pu qa pu ES EA IA EPP EPP PE RÀ pu Pee po I pd pd PPE Pe Pe eee 






184-31770- 3 184-31779-117 
184-31770- 5 184-31779-119 
134-31771 2A-291 184-31779-121 
1£4-31771- 3 24-291 184-31779-123 
184-31771- 5 2A-291 184-31779-125 
184-31771- 7 2A-291 184-31779-127 
1£4-31771- 9 2Α-291 184-31779-129 
184-31771- 11 2A-291 184-31779-123 
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Section Ill 


Numerical Index of 
AN 01-60AAB-4 Contractor Parts 


| E MICROFILM 
AND INDEX NUMBER 


184-31879 
184-31880 


184-42340 8 184-42340- 14 
184-42240- 


-31779-135 1 184-31881 1 
184-31119-131 1 184-31882 1 
134-31779-139 1 184-31882- 1 
184-31779-141 1 1845-31882- 1 
124-31779-143 1 184-31882- 1 
184-31780 1 184-31883 1 
184-31780- 3 1 184-31584- 1 
184-31780- 5 1 184-31884- 1 
184-31781 1 184-31885 4 
184-31782 1 184-31886- 1 
184-31782- 1 184-31886- 1 
184-31782- 1 184-31887 1 
184-31782- 1 184-31888 5 
184- 21782- 1 184-31889 2 
184-31783 1 184-31890 2 
184-31784 1 184-31891- 1 
184-31787 1 184-31891- 1 
184-31737- 1 184-31892- 1 
124-31788 1 184-318S2- 1 
124-31799 1 R2291765 |184-31893 2 
184-31720- 1 - 184-31894 F 

- 124-31790- 2 j184-31894- 2 
184-31790- 2 4184-31894- 2 
184-31791 1 184-31894- 2 
184-31791- 1 
184-31793 1 184-31894-101 
184-31793- 1 184-31895 

184-31793- 2 184-32032- 

; 184-31793- 1 184-32118- 

184-31793- 1 184-32119- 
184-31793- 1 184-32119- 
184-31794 1 184-32119- 
184-31795 1 184-32119- 
184-31796 1 184-32119- 
184-31796- 1 184-32119- 
184-31797 1 184-32119- 
184-31798 1 184-32119- 
184-31798- 1 184-32119- 
184-31798- 1 184-32119- 
184-31798- 1 184-32119- 
184-31798- 4 184-32119- 
184-318165 1 184-32119- 
184-318166 1 184-32506 
184-31866- 1 1 184-32506- 
184-31866- 2 1 184-32506- 
184-31867 1 184-32506- 
184-31867- 3 1 184-32506- 
184-31867- 5 1 184-32506- 
184-31867- 7 1 184-32506- 
184-31867- 9 1 184-32506- 
184-31867- 11 1 184-32506- 
185-31867- 13 1 184-32905 
R82NA 184-31868 1 184-32905- 
184-31869 1 184-32905- 
184—31870 1 184-32905- 
184-31871 1 184-32905- 
R82NA 184-31872 1 184-33120 
184-31872- 1 185-33404 
184-31872- 1 184-33404- 
184-31872- 1 184-33406 
184-31872- 1 184-33407 
184-31872- 1 184-33408 
184-31872- 1 184-33409 
184-31872- 1 184-33513 
184-31872- 1 184-38133- 
184-31872- 1 184-40000 
184-31872- 1 184-40001 
184-31872- 1 
184-31872- 1 184-40006 2 
184-31872- 7 184-41702 1 
184-31872- 2 184-41886- 1 
184-31872- 1 184-42026 G 
184-31872- 1 184-42034 2 
1845-31872- 2 184-42055- 4 
184-31872- 1 184-42175 1 
184-31872- 1 184-42175- 1 
184-31873 4 184-42175- 1 
184-31874 3 184-42226 8 
184-31875 1 184-42227 4 
184-31876 8 184-42228 2 
184-318717 1 184-42229 - 16 16 
184-31878 : 184-42230 2 
1 


N 
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Section llil 


Numerical Index of x cs 
Contractor Parts AN O1-60AAB-4 


STOCK NUMBER Sal] ricure 
| CLASS CODE | PART NUMBER 99| AND INI 









































































184-42340- 5 M1 134-47001-100 
104-42340- 10 M1 
184-42340- 13 M1 184-47001-200 
184-42340- 15 M1 
184-42341 Μ 184-47008 2 
184-42527 365 - 184-47009 2 
184-42601- 10 # 134-47010 2 
184-42601- 20 * 184-47011 2 
184-42626 Mil401 - 184-47012 1 
184-42626- 3 M1 184-47013 1 
184-42626- 5 ΜΙ 184-47014 1 
184-42626- 7 M1 184-47015 1 
184-42627- * |389 184-48009— REF 
401 
184-42627- * |389 184-48009- 
401 

184-42628 M1 184-48009- 
184-42628- 10 M1 184-48909- 
184-43001 * |381 REF 134-48105 
184-43005= 7 
184-43005- 9 1 184-48107 
184-43011 M1 2 184-48109 
184-43012 1 184-48110 
184-43012- 3 1 
184-43012- 5 1 184-48110- 
184-43012- 7 1 
184-43013 1 184-48110- REF 
184-43014 xı| 382 - 1 184-48111 1 1 
184-43015 p1|382 - 1 
184-43015- 3 m1l382 - 1 184-48111- aa 1 
184- 43016 * |382 REF 184-48111- - 2 2 
184-43017 M1 1 184-48111- - 3 1 
184-43017- 3 M1 1 184-48111- - 4 1 
184-43018 M1 1 184-48111- - 5 4 
184-43018- 3 M1 1 184-48111- - 6 1 
184-4 3019 M1 2 184-48111- - 7| 18 
184-43019- 3 M1 2 184-48111- - 8 1 
184-43020 M11 382 - 2 184-48111- - s 1 
184- 43021 M1| 2382 - 2 184-48111- - 1 
184-43022 M1|382 - 1 184-48111- - 7 
184-42022- 3 M1 1 184-48112 - 1 
184-43023 1 
184-43024 μι 1 184 -48112- 1 
184-43024- 3 1 184-48112- 2 
184-43024- 5 1 184-48112- 1 
184-43025 1 184-48112- 2 
184-43029- 10 M1 1 184-48112- 8 
184-43055- 3 M1|382 - 3 164-48112- 1 
184-43055= 5 mil382 - 2 184-48112- 11 
184-43055- 7 M1|382 - 4 184-48112- 1 
184-43055- 9 M1] 382 2 184-48112- 1 
184-43101 m1|170 - 1 184-48112- 9 
184-43101- 3 M1 1 184-48113 1 
184-43102 M1|170 - 1 184-48114 2 
184-43102- 3 ΜΙ 1 184-48115 1 
184-43103 M1 1 184-48116 1 
184-43103- 3 M1 1 184-48117 1 
184-43104 170 - 1 184-48118 1 
184-43104- 3 1 184-48118- 1 
184-43105 170 - 1 184-48118- 1 
184-43105- 3 1 184-48118- 1 
184-43106 M1|172 - 1 184-48118- 1 
184-43106- 3 M1 1 184-48119 1 
184-43107 M1|i72 - 1 184-48120 1 
184-43107- 3 M1 1 184-48121 1 
184-43108 M1|172 = 1 184-48122 1 
184-43108- 3 M1 1 184-48122- 3 1 
184-43109 41/172 = 1 184-48122- 5 1 
184-43109- 3 μι 1 184-48122- 7 1 
184-43110 M1|172 - 1 184-48122- 9 3 
184-43110- 3 ΜΙ 1 184-48122-101 1 
184-43111 1 184-48123 1 
184-43111- 1 M1 1 184-48124 1 
184-43111- 3 M1 1 1 
184-43112 170 - 1 1 
184-43115 M1|i72 - 1 184-48128 1 
184-43115- 3 M1 1 184-48129 1 
184-43116 M1|172 = 1 184-48129- 1 
184-43116- 3 M1 1 184-48130 REF 
184-43117 M1|i72 = 1 
184-43117- 3 M1 1 184-48131 2 
184-43118 M1]172 = 1 184-48133 1 
184-43118- 3 μι 1 PEA 1 
184-43134 - ᾱ- 3 1 

a tios 184-48134- 5 “1 
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Section IH 


Numerical Index of 
AN 01-60AAB-4 : Contractor Parts 


STOCK NUMBER 


[CLASS CODE] PART NUMBER 


STOCK NUMBER FIGURE MICROFILM 
[CLASS CODE] PART NUMBER ] δύ] AND INDEX NUMBER 


1845-48134- 10 


184-48197 184-48275 


184-48198-101 





184-48135 184-48202 
184-48136 1 184-48204 1 
184-48137 1 184-48205 1 
184-48138 1 184-48206 2 
184-48129 1 184-48206- 1 
184-48140- 1 184-48207 1 
194-48140- i 184-48209 2 
184-48140- 1 184-48210 1 
184-48140- 1 184-48210- 1 
184-48141- 1 184-48210- 1 
184-48141- 1 184-48210- 1 
184-48142 1 184-48210- 1 
184748144 1 184-48210- 1 
184-48145 1 184-48211 1 
184-48146 2 184-48211- 2 
RB2NA 184-48147 2 184-48213 1 
R82NA 184-48148 1 184-48214 1 
184-48148- 1 184-48219- 1 
184-48148- 1 184-48222 - 1 
$ 184-48148- 2 184-48223 - 1 
184-48]148- 1 184-48224 - 1 
184-48148- 1 184-48225 - 1 
184-48149 4 184-48226 x 1 
184-48150 1 184-48227 - 1 
184-48151 F 184-48228 - 1 
1£4-48152 1 184-48229 - 1 
x 184-48153 1 1847248231 - 1 
184748154 1 184-48231- E 1 
184-48155 1 184-48233 - 1 
184-48234 - 1 
184-48156 1 184-48235 - 1 
R82NA 184-48157 1 184- 48236 - 1 
124-48159 1 184-48237 1 
184-48150- 1 184-48238 = 1 
184-48159- 1 184-48239- - 1 
184-48159- 1 184-48239- - 1 
184-48160 2 184-48240 - 1 
184-48161 1 184-48241 - 1 
184-48162 1 184-48242 - 1 
184-48162- 1 184-48243 1 
184-48162- 2 184-48244 1 
184-48162- 1 184- 48245 1 
184-48162- 1 184748246 1 
184-48162- 1 184748247 1 
184-48163 1 184-48248 1 
184-48163- 1 184748249 1 
184-48165 2 184748250 2 

184-48166 1 
184-456166- 1 184-48253 1 
184-48167 2 184-48253- 1 
184-48168 1 184-48254 2 
184-48169 1 184-48254- 2 
184-48171 1 184-48255 1 
184-48172- 2 184248256 2 
184-48172= 2 184-48257 2 
184748173 2 184248258 1 
184-48174 1 184-48259 1 
184-48176 1 184-48261 1 
184-48176- 1 184748262 1 
184-48176- 1 184-48262- 1 
184-48176- 1 184-48263 1 
184-48176- 1 184-48264 1 
184-48177 1 184-48265 1 
184-48178 1 184-48265- 3 1 
184-48179 1 184-48265- 5 2 
184-4818ο 1 184-48266 1 
1184-48181 1 184-48266- 3 2 
1184-48185 1 184-48266- 5 1 
184-48189 1 184-48266- 7 1 
184-48190 1 184-48266- 9 1 
184-48190- 1 184-48266- 11 1 
184-48190- 1 184-48266- 13 1 
184-48190- 2 184-48267 1 
184-48190- 1 184-48267- 3 i 
1845-45190- 1 184-48267- 5 2 
184-48190- 1 184-48267- 7 1 
R82NA 184-48192 1 184748269 1 
184-48193- 1 184-48270 1 
184-48194 1 184-48271 2 
E 184-48195- 1 184-48273 1 
184-48196 1 184-48274 1 
1 1 

1 
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Section Il! 
Numerica! Index of 
Contractor Parts 


STOCK NUMBER FIGURE MICROFILM 
CLASS CODE PART NUMBER AND INDEX NUMBER 


ΑΝ 01-60AAB-4 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 





















FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


































































































































































184- 48282 2 184-48301- 93 2 
184-48283- 3 : 184-48301- 9% 2 
184-48283- 5 i 184-48301- 95 1 
184-48284- 3 1 184-48301- 96 1 
184-48284- 5 1 184-48301-101 1 
184-48284= 7 7 184-4£301-103 1 
194-48284- 9 1 184-48301-104 1 
184-482€4- 11 1 184-42301-107 1 
1£4-42284- 13 1 184-48301-109 1 
1804-43285 1 184-48301-110 1 
184--48290 1 184-48301-111 1 
124-48292 1 184-48301-112 1 
1£4-48292- 3 1 184-48301-113 2 
184-48202= 5 2 184-483C1-119 2 
184-48292- 7 1 184-48301-120 2 
184-48292- 9 1 184-48301-121 10 
184—-48292- 11 1 184-48301-125 1 
184-482€3 1 184-48301-129 1 
154-48203- 3 1 184-48301-130 1 
.184-48203= 5 1 184-48301-131 2 
124-482793- 7 1 184-48301-201 1 
g4- e 
ο... 1 184-48301-301 1 
184-48296 2 184-48302 1 
184-48297 1 184-48302- 1 1 
184-48297- 3 1 184-48302- 2 1 
184-48269 2 184-48302- 3 1 
184-48300 4 184-48302- 5 2 
184-458301 REF 184-48302- 7 1 
184-48302- 9 1 
1€4-48301- 3 1 184-43302- 10 1 
184-48301- 7 1 184-48302- 11 3 
1824-48301- 9 1 184-48302- 13 1 
184-48301- 17 2 184-48302- 14 1 
184-48321- 19 1 184-48302- 17 1 
1£4-58301- 2C 1 184-48302- 18 1 
1£4-46301- 21 2 164-48302- 19 1 
184-48301- 22 2 184-48302- 20 1 
1584-48301- 23 1 184-43302- 21 1 
184-45301- 24 1 184-48302- 22 1 
1€4-48301- 2 1 184-48302- 23 1 
124-4£301- 26 1 184-48302- 24 1 
184-463901- 27 2 184-48302- 25 1 
184-48301- 29 1 184-48302- 26 1 
124-48301- 31 2 184-48302- 27 1 
184-483C1- 32 2 184-48302- 29 3 
184-483291- 33 18 184-48302- 30 3 
184-48301- 34 18 184-48302- 31 1 
194-46301- 35 4 184-48302- 33 9 
184-4E53Cl- 37 2 184-48302- 34 9 
184-422301- 30 1 184-48302- 35 1 
184-48301- 41 1 184-48302- 36 1 
184-48301- 42 1 184-46302- 37 1 
1E4-43301- 43 1 184-48302- 41 1 
1€4-48301- 44 1 184-48302- 43 1 
184-48301- 45 1 184-48302- 44 1 
1$4-463C1- 47 1 184-48302- 45 1 
154-482Cl- 49 1 184-48302- 46 1 
1€4-48301- 51 18 184-48302- 55 2 
126-48301- 53 1 184-48302- 59 1 
184-48301- 57 i 184-48302- 60 1 
164-48301- 59 2 184-43302- 65 2 
184-48301- 61 1 184-48302-101 1 
184-483C1- 62 1 184-48303- 1 1 
1824-45301- 65 1 184-48303- 2 1 
184-4€301- 66 1 184-48303- 11 2 
184-48301- 67 1 184-48303- 13 8 
1€£4-55301- 66€ 1 186-48303- 15 2 
184-58301- 71 1 184-45303- 21 6 
184-486301- 73 2 184-48303- 23 1 
124-48301- 75 1 164-45303- 24 1 
164-48301- 77 2 184-48305 184-48331 
184-4230 1- 79 1 184-48305- 3 8 
1£4-48301- 81 1 184-48306 6 g 184-48230 
184-48301- 83 1 134-4308 130 1 
184-48301- 84 1 184-48308- 3 1 
1£4-48301- 85 2 184-48308- 5 1 
1845-463C1- 86 2 184-48308- 7 1 
184-45301- 87 3 184-48308- 9 2 
184-48301- 88 3 184-48308- 11 1 
124-48301- 89 1 184-48308- 13 1 
124-48301- SC 1 184-48308- 15 1 
184-48231- 91 1 184-48308- 19 1 
184-48301- 1 1584-48308- 1 
124-48308- 1 
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Section IH 
Numerical Index of 


AN O1-60AAB-4 Contractor Parts 


STOCK NUMBER E FIGURE MICROFILM 
| CLASS CODE | PART NUMBER 30| AND INDEX NUMBER 








STOCK NUMBER D 
[GLASS CODE] Pant numan — |: 


FIGURE MICROFILM 
AND INDEX NUMBER 


184-48308- 






184-486311 


184-48308- 184-48311- 3 
184-48308- 1845-48311- 5 
184-748308- 184-48311- 7 
184-48308- 184-483110 
184-48308- 184-483111 
184-48308- 184-483111- 3 
164-48308- 184-483112 
184-48308- 154-483112- 3 
184-48308- 184-483112- 5 
184-48308- 184-483112- 7 
154-48308- 184-483113 
184-48308- 184-483113- 5 
134-48308- 184-483113- 7 
104-48308- 184-483113- 9 


184-48308- 
184-48308- 
184-48308- 
184-48308- 
154-46308- 
184-48308- 
184-48308- 
164-48308- 
184-48308- 
164-48308- 
184-48308- 
184-482328- 
184-48308- 
18448308- 
184-48308- 
184-48308- 
184-48308- 
184-48308- 
184-48308- 
184-48308-101 
184-48308-103 
164-48308-109 
184-48308-111 
184-48308-121 
184-48308-201 
184-48308-301 
184-48309 


184-483113- 11 
184-483113- 1 
184-483114 
184-483114- 3 
184-483114- 5 
184-483114- 7 
184-433115 
184-483116 
184-483116- 
184-433116- 
184-483117 
184-483117- 3 
184-483117- 4 
184-483118 
184-483118- 3 
184-483119 
184-483119- 3 
184-433119- 5 
164-483119- 11 
184-48312 
184-48312- 
184-48312- 
184-48312- 
134-483120 
184-483120- 3 
184-483120- 5 
184-483121 


ww 


Nuw 






















































































184-48309- 3 
184-48309- 5 
184-48309= 7 
184-48309- 15 
1£4-48309- 17 
184-48309- 21 
184-48309- 23 
184-48309- 25 
184-48309- 26 
184-48309- 27 
184-48309- 28 
184-48309- 29 
184-48309- 25 
184-48309- 37 
184-48309- 39 
184-48309- 41 
184-48309- 47 
184-48309- 49 
184-48309- 51 
184-48309- 53 
184-48309- 55 
184-48309- 57 
184-48309- 59 
184-48309- 60 
184-48309- 65 
184-48310 
184-48310- 11 
184-483101 
184-483101- 
184-483102 


184-483122 
184-483123 
184-483123- 3 
184-483124- 1 
184-483124- 2 
184-483125 
184-483126 
184-483127 
184-48312€ 
184-483129 
184-48313 
184-48313+ 3 
184-48313- 5 
184-48313- 7 
184-48313- 9 
184-48313- 11 
184-46313- 12 
184-43313- 13 
184-48313- 15 
184-48313- 17 
184-48313- 19 
184-48313- 23 
184-48313- 25 
184-48313- 27 
184-48313- 29 
184-483130 
184-48314 
184-48315 
184-48316 
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184-483108- 


184- 483109 184-42316- 





- - 3 
16422851022 184-585316- 3 
184-48316- 5 
184-483103 a 
184-48316- 7 
184-483103- 
184-48316- 8 
184-483104 184-48316- 9 
184-483105 
i 184-48316- 10 
184-483106 1 (UEFE 13 
184-483107 1 E - 
] 184-48316- 14 
184-483108 2 - 
184-48316- 15 
184-483108- 1 184-48316- 17 
184-483108- 4 
E 184-48316- 19 
F 





3 
m 
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[elas CODE] PARTNUMBER — | [crass CODE] ^ PARTNUMBER — | 

184-48316~ 23 2 |184-48323- 18 1 
184-48316- 25 2 184-48323- 19 1 
184-48316- 27 2 184-48323- 20 1 
184-48316- 2 2 184-48323- 21 1 
184-48316- 231 2 184-48323- 22 1 
184-48316- 33 2 184-48323- 23 1 
184-48316- 35 2 184-48323- 24 1 
184-48316- 3 2 184-48323- 25 1 
184-48316- 39 5 184-48323- 26 1 
184-48316- 41 2 184-48323- 27 2 
184-48316- 43 2 184-48323- 29 1 
184-48317 1 184-48323- 30 1 
184-48317- 3 1 184-48323- 31 1 
184-48317- 5 1 184-48323= 32 1 
184-48317- 7 1 184-48323- 33 2 
184-48317- 9 1 184-48323- 35 1 
184-48317- 10 1 184-48323- 37 1 
184-48317- 11 5 184-48323- 39 1 
184-48317- 13 1 195-40303 4T 2 
184-48317- 15 1 184-48323- 43 1 
184-48317- 17 1 184-48323- 45 1 
184-48317- 19 4 184-48323- 57 2 
1845-48317- 2 1 184-48323-101 1 
184-48317- 23 2 184-48323-102 1 
184-48317- 2 1 H 
184-48317- 2 1 1 
184-48317- 2 1 184-48327- 3 1 
184-48317- 29 1 184-48327- 4 1 
184-48317- 31 1 184-48327- 5 1 
184-48317- 32 1 184-48327- 6 1 
184-48317- 23 i 184-48327- 7 5 
184-48317- 35 26 184-48327- 9 1 
184-248317- 39 4 184-48327- 11 1 
184-48317- 41 1 184-48327- 12 1 
184-48318 1 1394-48327- 13 1 
184-48319 1 184=48327- 14 1 
184-48319- 3 1 184-48327- 15 2 
184-48319- 5 1 184-48327- 17 2 
184-48319- 7 1 184-48327- 19 4 
184-48319- 9 1 184-48327- 21 2 
184-48319- 11 5 184-48327- 23 1 
184-48319- 13 1 184-48327- 24 1 
184-48319- 15 1 184-48327- 25 1 
184-48319- 17 1 184-48327- 27 1 
184-48319- 21 1 184-48327- 29 1 
184-48319- 23 1 184-48327- 30 1 
184-48319- 25 1 184-48327- 2 1 
164-48319- 2 Y 184-42327- 33 1 
184-48316- 29 1 84-42327- 35 1 
184-48319- 3 1 184-48327- 36 1 
184-48319- 33 1 184-48327- 37 1 
184-48319- 35 1 124-45327- 38 1 
184-48319- 37 1 184-48327- 29 1 
184-48319- 2 2 184-48327- 41 1 
184-48319- 41 1 184-48327- 43 2 
184-48319- 43 1 184-48327- 45 2 
184-48319- 45 1 134-45327- 47 1 
184-48319- 47 1 184-458327- 48 1 
184-48319- 49 1 184-48327- 49 1 
184-48319- 51 1 184-48327- 50 1 
184-48319- 5 1 184-4£327- 51 1 
184-48319- 57 1 184-46327- 53 1 
1£4-48319- 5 1 184-48327- 59 1 
184-48319- 59 1 194-48227- 61 1 
184-48319- 61 1 104-48327- 62 1 
184-48319- 63 1 184-48327- 63 1 
184-48319- 65 1 184-48327- 65 1 
184-48319- 67 1 184-48327- 66 1 
124-48319- 69 1 184-4€327- 67 1 
184-48319- 71 p) 184-4383327- 69 1 
184-48319- 73 2 184-48327- 70 1 
184-48315- 75 1 124-48327- 73 1 
184-48319-101 1 184-48327- 75 1 
184-48320 1 184-48327- 76 1 
184-48321 1 184-4£327- 77 2 
184-48323- 1 1 184-43328 1 
184-48323— 2 1 184-4£328- 3 1 
184-48323- 3 1 184-48328- 5 1 
184-48323- 5 4 1984-48328- 7 2 
184-45323- 7 2 104-48328- 9 1 
184-48323- 9 1 184-458328- 11 1 
184-48323- 1C 1 184-43328- 15 1 
184-48323- 11 1 184-48329 8 
184-48323- 1 184-482330 8 
184-48323- 1 184-48331 
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STOCK NUMBER 


[cass cope] PART NUMBER 


184-48332 
184-48333 
164-48333- 
184-48333- 
184-48336 


184-48341 
184-48347 


184-48347- 
|184-48347- 
184-48347- 
184-48347- 
184-48347= 
184-4834T7- 
184-48347- 
184-48349 
184-48349- 
184-48349- 
184-48349- 
164-48349- 
184-48351 
184-48351- 3 
184-48351- 5 
1845-48351- 7 
184-48351- 9 
184-48351- 13 
184-48351- 15 
184-48351-100 
164-48352 
184-48353 
104-48354 
184-48355 
184-48355- 
184-48355= 
184-48355- 
184-48355- 
164-48355- 
184-48355- 
184-48356 
184-48357 
184-48362 
184-48362- 
184-48362- 
184-48362- 
134-48362- 
164-48363 
184-48364- 
184-48364- 
184-48364- 
R82NA 184-48365 
164-48367 
184-48368 
184-48369 
184-48369- 
184-48370 
184-48370- 
184-48371- 
184-48371- 
184-48371- 
184-48371- 
184-48372 
184-48373 
164-48373- 
1847248374 
184748376 
184-48377 
164-48378 
184-48379 
184-48384 
164-48384- 
184-48384- 
164-48387 
184-48388 
184-48392 
184-48393- 
184-48393- 
18684-48394 
184-48395 
184-48395- 
184-48396 
1£4-48396- 
184-48397 
184-48398 
184-48398- 
184-48398- 
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STOCK NUMBER 
[CLASS CODE | PART NUMBER 


184-48399 
186-48399- 3 
184-48399- 5 
184-48399- 7 
184-48400 


184-48403 
184-48404 
184-48405 
184-48406 
184-48411 
184-48413 


184-48416 
184-48417 
184-48418 
184-48419 
184-48420 
184-48422 
184-48423 





R82NA 


184-48424 
184-48427 
184-48427- 
184-48427- 
184-48427- 
184-48429 
184-48431 
184-48432 
184-48433 
134-48435 
184-48436 
184-48438 
184-458438- 1 
184-48438- 2 
184-48439 
184-48440 
184-48441 
184-48442 
184-48443 
184-458444 
184-48444- 3 
184-48444- 5 
184-48445 
124-48446 
184-48447 
184-49448 
184-484648- 13 
124-48449 
184-42451 
124-48452 
184-48453 
184-48453- 3 
184-48453- 5 
184-48454 
184-48457 
184-48458 
184-48458- 3 
184-48459 
184-48460 
184-48461 
184-48462 
184-43462- 3 
184-48462- 5 
184-48462- 6 
184-48462- 7 
184748463 
184-48463- 3 
184-48464 
184-48465- 3 
184-48465-= 5 
184-48466 
184-48467- 3 
184-48467- 5 
184-48467- 7 
184-48467- 9 
184-48467- 11 
184-48467- 13 
184-48467- 15 
184-48468 
184-48471 
184-484 12 
184-48472- 3 
184-48472- 
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184-48472- 
184-48472- 
184-48472- 
184-48472- 
184-48473- 
184-48473- 
184-48473- 
184-48474 

184-48475 
184-48476 





184-48477, 
184-484772 
184- 48479 
184-48503 


134-43504 






184-4506 
184-48506- 
184-46508- 






184-48508— 
184-48508- 





184-48508- 
184-48509 
184-48510 








184-48510- 
184-48510- 
184-48510- 
184-4851C- 
184-4851C- 
184-48510- 
124-48510- 
184-48510- 
184-48510- 
184-48510- 
184748511 





184-48511- 
184-48511- 
184-48511- 
184-48511= 
184-48511- 
184-48511- 
184-48511- 
184-48511- 
184-48511- 
1€4-48511- 
184-48511- 
184-48515- 
184-48515- 
184-48515- 
184-48518 
184-48519 
184-48520 
184-48521 
184-468528 
184-48529 
184-48530 
134-48532 
184-48533 
184-48534 
184-48539 
184-48540 
184-48541 
184748542 
184-48543 
184-48545 
184-48546 
184-48547 
184-48548 
184-48556- 
184-48550- 
184-4855C- 
1£4-4855C- 
1564-48552- 
1864-48550- 
184-48550- 
184-48550- 
184-482550- 
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7 
9 
11 
13 
3 
7 
1c 
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184-48550- 
184-48550- 
184-48550- 
184-48550- 
184-48550- 
184-48550- 
184-48550- 
184-458550- 
184-48550- 
184-48550- 
184-48550- 
184-48550- 
164-48550- 
184-48550- 
184-48550- 
184-48550- 
184-48550- 
184-48550- 
184-45550- 
184-48550- 
184-48550- 
184-48550- 
124-48550- 
184-48550- 
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184-48550- 
184-48550- 
184-48550- 
184-48550- 
134-48550- 
184-48550- 
184-48550- 
104-48550- 
184-48550- 
184-48550- 
184-48550- 
184-48550- 
134-48550- 
184-48550- 
104-48550- 
184-48550- 
184-48550- 
184-486550- 
184-48550- 
184-48550- 
134-48550- 
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184748551 
184-48551- 
184-48551- 
104-48553 
184-48554 
184-48557 
184-48561 
184-48562 
184-48563 
184-48564 
184-48565 
184-48566 
184-48567 
184-48568 
184-48570 
184-48571 
184-48572 
184- 48573 
184-48575 
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184-48701 












184-48705 
184-48705- 
184-48705- 
184-48705- 
184-48707 
184-48710 













184-48711 
184-48711- 
184-48712 
184-48713 
184-48715 
184-486717 
184-48719 
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184-485507 


184-48710-101 
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37 
38 
39 
40 
41 
42 
43 
49 
51 
53 
55 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
87 
89 
94 
95 
97 
99 


1£4-48550-101 


" 
5 


3 
4 
11 


11 
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STOCK NUMBER FIGURE MICROFILM FIGURE MICROFILM 
[eass cope | paer numsen | 33] AMDINDEX | Ort. NUMBER | [crass cone] pant NuMBER |5 8| ano INDEX |'rY. | ‘NUMBER 

184-48720- 99 1 184-42850- 55 125 - 44 1 
184-48720-101 1 184-58€50- 57 125 - 43 1 
184+48720-102 1 154-45850- 59 126 - 21 1 
184-46720-103 1 184-46850- 61 126 - 15 1 
184-48720-105 1 134-48850- 63 125 - 2 2 
184-46720-103 1 126 - 13 
184-48720-110 1 184-48850- 66 M1 1 
184-48731 4 184-48850- 67 M1 1121 - 54 1 
184-48732 6 : 140E- 19 
184-48722- 10 2 184-48850- 68 M1 1 
184-48733 6 164-4δ850- 69 M |127 - 18 1 
184-45736 6 184-48850- 70 M 1 
184-48736- 10 4 184-48850- τι M |127 - 17 1 
184-48740 1 184-48850- 72 [η 1 
184-48746- 3 1 184-48859- 73 M [126 1 
184-48746- 7 1 184-48850- 74 M 1 
184-487486- 21 1 184-48850- 75 126 1 
184-48760 we 184-48850- 77 126 1 
184-48761- 1 1 134-48852- 3 M1] 24 - 25 1 
184-48761- 2 1 134-48852- 4 bll 1 
184-48762= 1 1 184-48852- 5 Ml] 24 - 57 1 
184-48762- 2 * 164-48852- 6 M1 1 
1845-48771 1 134-48852- 7 M 24 = 17 1 
184-48772 1 184-48852- 10 Μα] 24 - 56 1 
184-48773 1 124-48852- 11 mi 24 - 38 1 
184-48774 1 184-486852- 12 m1 1 
184-48775 i 184-48852- 13 ML| 24 - 47 1 
1£4-48776 2 18448852- 14 m1 1 
184-48777 2 $4-46852- 15 151 1 
184-48778 4 124-48852- 16 Hl 1 
184-48794- 6 2 104-45852- 17 M 24 - 48 1 
184-48798- 1 1 184-48852- 18 14 1 
184-48798- 2 1 | 1354-48852- 19 4 24 - 24 1 
184-48799- 3 y t 124-48€52- 2 M 1 
184-48799- 5 1 124-48852- 21 M1| 24 - 50 1 
184-48801 1 184-48852- 22 41 1 
184-48802 1 24-313 184-48852- 24 M1 24 - 39 l 
184-48802- 2 1| 24-313 1384-48852- 25 Μα] 24 = 18 1 
184-48802- 5 1| 24-313 184-48852- 27 111 24 -= 8 1 
184-48803 1 124-48852- 28 Ml 1 
184-48804 1 104-48852- 23 1] 24 - 41 1 
124-4805 1 184-48852- 30 ¿11 1 
124-48806 1 184-48852- 22 111 24 - 59 1 
184-48809 F 184-40852- 33 M 24 ~ 36 1 
184-48010 1 2A-33 184-48852- 34 M1 1 
184-48810- 3 1 24-33 104-485852- 35 25 - 26 1 
184-4£811 1| 24-314 10421883237 25 a 
184-48811- 3 κοιτα 184-4E852- 39 M1] 24 - 45| 1 
184-48611- 5 1| 24-314 O i 1 
184-48811- 7 il 24-314 184-48852- 41 Μ11 24 = 46 1 
184-48813 2 194-48852- 42 ¡41 1 
1264-48815 1 184-48852- 43 ul| 24 - ΤΊ 1 
15654-48816 2 184-46852- 44 M 1 
184-468817 1 184-48852- 45 M1| 24 - 76 1 
184-48817- 3 1 104-48852- 46 ml 1 
184-48819 1 184-48852- 47 20 - 23 1 
184-48819- 2 1904-48852- 49 “LI 20 - 51 1 
184-48819= 5 1 184-48852- 50 Ml 1 
184-48031 1 184-48652- 51 με} 20 - 50 1 
184-48821- 3 1 184-48852- 52 M1 1 
184-48831= 5 1 154-48852- 53 i4 1116 - 68 1 
1645-48831- 7 1 154-48852- 54 iA 1 
184-48831= 9 1 184-48852- 55 14 1116 - 71 1 
184-48831- 15 1 184-4E852- 56 lá 1 
184-48850- 3 1 184-48852- 57 M |116 - 63 1 
184-48850- 7 1 104-48852- 568 lá 1 
184-48850- 10 1 184-48852- 59 1 
184-48850- 11 1 134-48852- 61 HM [116 = 19 1 
184-48850- 12 1 184-48852- 62 Μ 1 
184-48850- 15 1 184-4£852- 63 Μ 1116 - 20 1 
184-48850- 15 1 134-48852- 64 D 1 
184-48850- 25 1 184-48852- 65 M 1116 - 31 1 
164-48850- 31 1 184-46852- 66 M 1 
15854-48850- 32 1 184-48852- 67 M |116 - 32 1 
184-462850- 35 1 184-48852- 68 M 1 
184-48850- 37 1 134-48852- 69 D 24 - 28 1 
184-48850- 39 1 184-48852- 79 42 1 
184-4885C- 41 1 184-48852- 71 4 [116 - 51 1 
184-48850- 43 1 134-488652- 72 Hd 1 
184-48850- 45 1 184-46852- 73 id 1116 - 62 1 
184-4885C- 47 1 194-48852- 74 M 1 
184-48850- 49 1 184-48852- 75 4 1116 - 59 1 
186-48850- 51 1 184-48852- 76 Μ 1 
184-48850- 1 184-48852- 77 M 1116 - 61 1 
184-48850- 1 184-48852- 78 1 
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STOCK NUMBER 23 FIGURE MICROFILM STOCK NUMBER is FIGURE OTAL| MICROFILM 
[crass cone] PARTNUMBER |38| AND INDEX NUMBER | [crass cope] PARTNUMBER |38| ANDINDEX QTY. | NUMBER 
18448852- 79 116 = 65 184-51055- 9 M |153 - 19 


184-48852- 80 
184-48852- 81 
184-48852- 82 
184-48852- 83 
184-48852- 84 
184-48852- 86 
184-48852- 88 
184-48852- 89 
184-48852- 90 
184-48852- 91 
184-48852- 92 
184-48862-153 
184-48862-154 
184-48862-158 
184-51001 

184-51002 

184-51005 


184-51055- 11 
184-51055- 13 
184-51055- 15 
184-51055- 17 
184-51055-103 
184-51055-105 
184-51055-107 
184-51055-109 
134-51060 
184-51060- 3 
184-51063 
184=51063- 3 
184-51063- 5 
184-51063- 7 
9 
1 


154 - 21 
















79 






65 






66 





24-134 
24-134 
2A-467 
24-467 
2A-467 
2A-467 
24-467 
2A-467 

2A-34 

24-35 
2A-135 


1984-51063- 
184-51063- 1 
184-51064 
184-51065 
184-51066 


ο de {9} ge) [55 153 1» [52 1-2 15} 1-3 H e 









m] 


184-510C5- 20 
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184-51066- 3 2Α-135 
184-51005- 2 184-51067 24-468 
184-51067- 3 2A-468 
184-51005- 1 134-51067- 5 24-468 
184-51006 1 184-51067- 7 24-468 
184-51006- 3 1 184-51067- 9 24-468 
184-51006- 5 1 184-51067- 11 24-468 
184-51006- 10 1 184-51067- 13 24-468 
184-51006- 11 1 184-51067- 15 24-468 
184-51006— 20 1 184-51067- 17 24-468 
184-51007 1| 24-463 184-51067- 19 24-468 
184-51007- 3 1| 24-463 184-51068 2A-136 
184-51007- 5 1| 24-463 184-51066- 3 24-136 
184-51007- 7 1| 24-463 184-51069 24-318 
184-51007- 9 1| 24-463 184-51070 24-319 
184-51010 1 184-51070- 3 24-319 
184-51010- 3 1 184-51079- 3 
184-51010- 5 1 184-51079- 5 
184-51010- 7 1 184-51079- 7 
184-51010- € 1 184-51079- 9 
184-51010- 1C 1 184-51079- 13 
184-51010- 11 1 184-51079- 15 
184-51010- 12 1 184-51079- 17 
184-51010- 15 1 184-51079- 19 
184-51010- 17 2 184-51079- 21 
184-51010- 19 1 184-51080 24-469 
184-51011 1 
184-51015 1] 24-464 184-51080- 1| 24-469 
184-51081 1| 2A-320 
184751016 2Α-465 184-51081- 5 1| 24-320 
184-51016- 3 2A-565 184-51082 1| 24-321 
184-51016- 5 2A-465 184-51083 1| 24-322 
184-51017 24-466 184-51063- 3 1| 24-322 
184-51022 184-51086 1| 24-36 
184-51087 1| 24-137 
184-51025 184-51088 1| 2A-37 
184-51025- 3 184-51089 1 
184-51028 184-51090 1| 24-323 
184-51031 184-51097 1| 24-470 
184-51097- 3 1| 24-470 
184-51032 184-51099- 1 1 
184-510993- 2 1 
184-51035 1 184-51100 12| 2A-38 
184-51035- 3 2 
184-51035- 4 2 
184-51035- 5 2 184-51102 1| 24-471 
184-51038 2 184-51102- 3 1| 24-471 
184-51038- 3 2 184-51102- 5 1| 24-471 
184=51039 2 184-51103 1 
184=51043 1| 2Α-315 184-51104 1 
184-51043- 3 1| 2Α-315 184 -51105 1 
184-51044 1 184-51108 1 
184-51044- 3 1 184-51108- 3 1 
R82NA 184-51050- 3 i| 24-132 184-51108- 5 3 
R82NA 184-51050- 5 1| 24-122 184-51108- 7 3 
184-51051 1 184-51108- 9 3 
184751052 i| 24-123 184-51109 1 
184-51052- 3 1| 24-133 184-51109- 3 1 
R82NA 184- 51053 1| 24-216 184-51109- 5 1 
184- 51054 1| 2Α-317 184-51109- 7 1 
.184-51055 1 184-51109- 9 1 
184-51055- 3 1 184-51114 1 
184-51055- 5 1 184-51116 1 
184-51055- 7 1 184-51118 1 
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Contractor Parts 












164-51491 184-51801- 14 A-325 

184-51801~ 15 - 24-325 
184-514C2- 184-51801- 16 2A-325 
184-51402- 184-51801- 17 24-325 
184-51402- 184-51801- 18 24-325 


1€4-514C02- 
184-51492- 
184—514c2—- 
184-51405 


184-51405-101 
184-51406 
1€4-51406- 


184-51801- 26 2A-325 
154-51406- 154-51801- 27 24-325 
184-51407 184-51801- 28 24-325 
184-51407- 184-51801- 24-325 


184-51407- 2A-325 
184-51407- 24-325 
184-51407- 184-51801- 2A-325 
1854-51407- 184-51801- 33 2Α-325 
184-51407- 184-51801- 34 24-325 


184-51407- 
184-514397- 
164- 5145585 

184-51468- 
184-51409 

134-51499- 
1£4-51411- 


184-51411- 154 - 29 184-51801- 42 2A-325 
184-51411- 184-51801- 43 24-325 
184-51411- 124 184-51801- 44 2A-325 
184-51412 184-51801- 45 24-325 


184-51412- 
184-51412- 
184-51412- 
184-51412- 
184-51412- 
184-51412- 


"(uu 


m 
pos 


184-51412- 184-51801- 52 2A-325 
184-51413 184-51801- 53 2Α-325 
184-51414 184-51801- 54 2A-325 
184-51415 184-51801- 55 24-325 


1€4-51415- 
184-51415- 
124-51415- 
18684-51415- 
184-51415- 
184-51415- 
184-51515- 


184-51419- 184-52009- 10 2A-472 
184-51419- 184-52009- 20 24-472 
1£4-51419- 184-52012 24-473 
154-51419- 184-52012- 10 2A-473 


1864-51419- 
184-51420 
184-51429- 
184-51420- 
184-514202- 
1684-51421 
184-51422 


184-52021- 3 2A-139 
184-51451 F 184-52021- 5 2A-139 

184-52021- 7 2A-139 
184-51452- 3 184-52021- 9 2A-139 
184-51452- 5 184-52021- 10 2A-139 
124-51452- 7 184-52021- 11 2A-139 
184-51452- 2 184-52022 2A-39 
184-£1453- 3 184-52023 2A-40 
184-51453- 5 184-52023- 3 2A-40 
184-51453- 7 184-52023- 5 2A-40 
184-51453- 9 184-52023- 1 2A-40 
1845-51456 184-52023- 9 2A-40 
124-51544 184-52024 2Α-474 
184-51544- 184-52024- 3 24-474 


154-51801- 
124-51801- 
164-51801- 
184-51891- 
184-51891- 


0 0-4 O un dr Uy ur 


184-51801- 184-52026 24-475 

184-51821- 184-52026- 1 24-475 

184-51801- 184-52026- 3 24-475 

1294-51891- 184-52026- 5 2A-475 
7 


184-51801- 
184-51801- 
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184-51801- 19 
184-51801- 20 
184-51801- 21 
184-51801- 22 
184-518C1l- 23 
184-51801- 24 
184-51301- 25 


184-51801- 35 
184-51801- 36 
184-51801- 37 
184-51801- 38 
184-51801- 39 
184-51801- 40 
134-51801- 41 


184-51801- 46 
154-51801- 47 
184-51801- 48 
184-51801- 49 
184-51801- 50 
184-51801- 51 


184-51801- 56 
184-51803- 3 
1£4-52003 


184-52007 


184-52009 


184-52012- 20 
184-52018 
184-52018- 3 
1845-52018- 5 
184-52019 
184-52020 
184-52021 


184-52024- 





184-52024- 
184-52025 


184-52026- 




























MICROFILM 
NUMBER 
2 

















































2A-325 
2A-325 
24-325 
2A-325 
2A-325 
2A-325 
2A-325 


2A-325 
24-325 
2A-325 
2A-325 
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2A-325 
2A-325 


2A-325 
2A-32£ 
24-325 
24-325 
2A-325 
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aoe H 
184-52C26- 184-520517- 11 
184-52026- 184-52058 
184-52026- 184-52059 
104-52026- 184-52061 I 184-52061- 
1£4-52026- 184-52061- 
184-52026- 184-52061- 
184-52027 184-52061- 
184-52027- 7 184-52061- 
184-52027- ; E 184-52061- 
184-520217- jM 184-52062 
124-52027- 184-52063 
184-52027- i 184-52065 
184-52027- 184-52066 
184-52027- 184-52067 
184-52027- 4 184-52067- 
184-52027- 184-52068 
184-52027- 164—52069 
184-52027- M 184-52070 
1£4-52027- 4 184-52070- 
124-52027- } 184-52071 
184-52028 184--52072 
184-52029 . 184-52073 
184-52030 184-52074 
184-52031 184-52080 
184-52031- 184-52083 
184-52032 184-52083- 
184-52032- 184-52083- 
184-52932- 184-52083- 
1£4-52033 184-52083- . 
184-52033- 184—52083- 
124-52033- 184-52083- 
RB2NA 184-52024- 24-327 184-52083- 
R82HA 104-52034- 2A-327 184—52083- 
184-52035 2A-42 184-52083- 
184-52C35- 2A-42 124-52083- 
184-52037- - 184-52084 
134-=52027= 184-52064- 
1284-52033 184-52085 
184-52038- 184-52085- 
R82NA 184-52039 184-52086 
184-52040 184-52086- 
184-52040- 184-52096 
124-52040- 184-52096- 
184-52041 184-52109 
184-52042 184-52109- 
184-52043 184-52110 
184-52044 184-52226- 
124-52244- 
124-52045 
184-52046 
184-52047 | 
1£4-52048 
184-52048- 
184-52048- 
184-52049 
184-52049- 
184-52049- 
134-52050 
184-52050- 
184-52050- 
184-52C51 
184-52051- 
184-52052 
184-52052- 
184-52052- 
124-52053 
184-52052- 
184-52053- 
184-52053- 
184-52054 
184-52054- ` 
124-52054- 
184-52054- 
184-52055 
184-52055- 
184-52055- 
184-52055- 
184-52056 
184-52056- 
134-52957 
184-52057- 
184-52C57- 
184-52057- 


Μο 5) odd eh e) pl eA IND) po e e pu IND pul pu 


73 
m 
"n 
Πο ΝΑΝΟΙ ea ae el ο κ) el ed AN 


a 
m 


184-52226- 


T 


2 
m 


γώ geb ο ο ο Red κ) anh n ed 15) ed κ) et ded ded ded e ind νο e) e d μὰ μὴ e) μα PEN 


184-52237 
184-52239 
184-52240 
184-52241- 
184-52241- 
184-52243- 
184-52243- 
1€4-52245 
184-52246 
184-52247 
186-52247- 
184-52247- 
1£4-52266 
184-523109 
184-523109- 

185-523217 
184-523217- 
184-52331- 
184-52352 
184-52353 
184-52353- 
184-52354 
184-523564- 
1845-52354- 


2A~331 
2A-331 


2A-332 
24-522 184752410 
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18454-52411 
184-52411- 
184-524119 
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184-524119- 
184-524119- 
184-524119- 
184-524119- 
184752421 
184=52438 
184252471 
184-52473- 
184-52473- 
104-52473- 
184-52473- 
104752475 
184-52475- 
184-52475- 
184752476 
184-52476- 
184752471 
184752501 
184-52505- 
184-52505- 
164-52505- 
184-52505- 
184-52505- 
104-52505- 
184752506 
184-52506- 
104-52506- 
184-52506- 
184-52506- 
184-52508 
184-52510 
184-52511 
184~52512 
1847525123 
184-52514 
184-52515 
184-52516 
184952517 
184-52517- 
104-52517- 
184752517- 
184=52517- 
184-52517= 
164-52517- 
184-52517- 
104-52517- 
184-52518 
184752519 
184-52519- 
134-52519- 
104-52519- 
184-52520 
184-52520- 
184-52521- 
184-52521- 
104-52521- 
184-52521- 
184-52521- 
104-52521- 
184752522 
184752523 
184752524 
184752526 
184-52526- 
184-52527 
184-52527- 
184-52528 
184-52528- 
184752529 
1846-52530 
184-52531 
184752534 
1846-52535 
1847525237 
184752538 
1847525239 
184-52539- 
184752542 






















































R82NA 
R82NA 





R82NA 





RB82NA 
184- 52545 
184-52546 
184752547 
184-52548- 
184-52548- 
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rass coot a 
184-52549- 
184-52549- 
184-52550 
184-52551 
184-52551- 
184-52551- 
184-52601 
184-52601- 
184-52601- 
184-52601- 
184-52601- 
184-52602 
184-52602- 
184-52602- 
184-52603 
184-53002 
184-53003 
184-53004 


24-478 





2Α”-335 
24-335 
2A7335 
2A-51 
2A-51 











184-53004- 
184-53004- 
184-53004- 
184-53004- 
184-53004- 
184-53004- 
184-53004- 
184-53004- 
184-53004- 
184-53004- 





24-479 
2Α”419 
24-479 
24-479 
2A=479 





2A-52 184-53004- 
2Α-480 184-53004- 
2A~336 184-53004- 


184-53004- 
184-53004- 
184-53004- 
184-53004- 
184-53004- 
184-53004- 


2A-149 


28-1 
2B-1 
28-1 































2B-1 

28-1 184753005 
28-1 184-53005- 
28-1 184-53013 


184-53018 
184-53019- 
184-53019- 


28-1 
28-1 





2A~337 
2Α-337 
2A=337 
2A~337 
2Α-338 
24-338 
2A7339 
-2Α-339 


184-53019- 
184-53019- 
184-53019- 
184-53019- 
184-53021 

184-53021- 
184-53023 

184-53022- 


2A=339 
2A-339 184-53023- 
24-339 184-53024 
2A-339 184-53024- 


184-53025 
184-53025- 
184-53026 
184-53026- 
184-53026- 
184-53026- 
184-53027 
184-53027- 
184-53027- 
184-53028 
184-53028- 
184-53029 


2A=340 
24=53 





24-56 
24-57 














184-53030 

184-53030- 
184-53030- 
184-53031 





24-341 
24-341 






184-53032 
184-53032- 
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2A-151 
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28-2 
28-3 
28-4 





















2B-4 
28-4 
28-4 
28-4 
28-4 
28-4 
28-4 
28-4 
28-4 
28-4 
28-4 
28-4 
28-4 
28-4 
28-4 
28-4 
2B-4 
2B-4 
2B-4 
28-4 
28-4 
2A-343 
2A-343 
2A-58 
2Α-192 
2A-344 
2A-344 
2A-344 
24-344 
24-344 
24-344 
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2A~345 
24-345 
24-345 
24-153 
24-153 



















24-59 
24-59 
24-59 
2Α-59 

2A-154 

2A-154 

24-154 

2A-155 

2A-155 

28-5 















28-6 
2876 
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28-6 
28-6 
2B-6 
28-6 
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STOCK NUMBER 





CLASS CODE 







184-53032- 
184-53032- 
184-53032- 
184-53032- 
184-53032- 
184-53032- 
184-53032- 
104-53032- 
184-53032- 
184-53032- 
184-53032- 
184-530232- 
184-53032- 
184-53032- 
184-53032- 
184-53032- 
184753033 









184753035 
184-53036- 
184-53036- 
184-53039 








184-53040 

184-52040- 
184-523040- 
184-53040- 
134-53040- 
184-53040- 
184253040- 
184-53040- 
184-53040- 
184-53040- 
184-53040- 
184-53040- 
184-53040- 
184-53040- 
184-53040- 
184-53040- 
184-53040- 
184-53041- 
184-53041- 
184-53042- 
184-53042- 
184-53043 

184-53044 

184-53045 

184-53045- 
184-53045- 
124-53045- 
184-53045- 
184-53045- 
184-53045- 
184-253045- 


184753046 
184-53047 
184-53047- 
184-53047- 
184-52047- 
184-52048- 
184-53048- 
184753049 
184-53050 
184-53053 
184-53054 
184-53308 











R82NA 
R82NA 









184-53309 
184-53310 
184-53310- 
104-53310- 
184-53311 
184-53312 
184-53313 
184-53314 
18453315 
184-53316 
184-53317 
184-52318 
184753319 
184-53322 
184-53322- 
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184-53045-201 


Nr -luu5 


un uy 


17 


23 FIGURE  |TOTAL|MICROFILM 
9 9| AND INDEX | QTY. NUMBER 




















































































AN 01-60AAB-4 





STOCK NUMBER 





CLASS CODE 





PNNNNNNNNNDMNMNNMN NN 










1| 2A-346 
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24-63 
2A-159 
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2Α-161 
2A-162 
2A7163 
2A-164 
2A-165 
2A-166 
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PART NUMBER 
184-53323 
184-53324 
184-53324- 
184-53324- 
184-53324- 
184-53324- 
184-53324- 
184-53324- 
184-53324- 
184-53324- 
184-53324- 
184-53325 
184-53325- 
184-53325- 
184-53325- 
184-53325- 
184-53325- 
184-53325- 
184-53325- 
184-53329 
184-53330 
184-53330- 
184-53330- 
184-53404- 
184-53430 
184-53483 


184-53484 
184-53484- 
184-53484- 
184-53484- 
184-53484- 
184-53484- 
184-53484- 
184-53484- 
184-53484- 
184-53484- 
184-53485 

184-53485- 
184-53485- 
184-53485- 
184-53485- 
184-53485- 
184-53485- 
184-53485- 
184-53485- 
184-53485- 
184-53485- 
184-52485- 
184-53485- 
184-53500 

184-53519 

184-53519- 
184-53519- 
184-53519- 
184-53519- 
184-53519- 
184-53519- 
184-53519- 
184-53519- 
184-53520 

184-53520- 
184-53520- 
184-53520- 
184-53520- 
184-53520- 
184-53520- 
184-53520- 
184-53520- 
184-53520- 
184-53520- 
184-53520- 
184-53521 

184-53521- 
184-53521- 
184-53521- 
184753522 

184-53522- 
184-53522- 
184-53522- 
184-53522- 
1847523523 


184-53523- 





Revised 15 August 1955 


LA 


a aa NUMBER 


PART [PARTNUMBER 


d ee 
1864-53523- 
1384-52523- 


184-53523- 11 184-54032- 3 1 

184-5352 αν 9 3 

184-53524-. Me 3 

184-53524- 184-54033- 3 1 
18454-54034 1 


184-53524- 
184-53524- 


84-52524=-" 184-54034- 3 1 
PA 184-54034- 5 1 
184-53524- 184-54034-107 1 
184-53524- 184-54034- 8 1 
164-53524- 184-54034- 9 1 
184-53524- 184-54034- 11 1 
184-53525- 184-54034- 13 1 
184753527 RE 184-54034- 15 1 

184-54034- 17 1 
184-53527- M 184-54034- 19 1 
184- 54501 184-54034- 21 1 
184-54902 184-54034- 31 1 
1£4-54003 184-54034- 33 1 
184-54C04 184-54034- 35 1 

184-54034-101 1 


184-54005 
184-54006 
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184-54034-107 
184-54034-135 
184-54034-201 











184-54007 
184- 54008 
184~54009 
184-54010 
184-54011- 
184-54Cl11- 
184-54011- 
184-54011- 
184-54011- 
1284-54011- 


PrP 





2B-10 
24-7351 
2A-351 
2Α-351 
2A7351 
24-351 
2A-7351 





184-54035 


m 











184-54035- 3 
184-54035- 5 
184-54035- 11 
184-54035- 21 
184-54035-101 







184754011- 
184-54011- 
184-£4013 


184-54C13- 184-54036 1 
184-54013- 
184754014 184-54036- 3 1 
184-54014- 184-54036- 5 1 
m 184-54036- 7 1 
184-54014- 184-54036- 21 1 
184-54037 1 
184-54019 184-54037- 3 1 
184-54019- 184754038 2 
184-54019- 184-54039 1 
184-54019- 184-54039- 3 1 
184-54019- 184-54039- 5 1 
184-54019- 184-54039- 7 5 
184-54019- 184-54039- 9 2 
184-54019- 184-54029- 21 1 
184-54019- 184-54039- 23 1 
184-54019- 184-54040- 1 REF 
184-54019- 
184-54040- F 


184-54019- 
184-54019- 


184-54019- 184-54041 1 28-17 
184-54019- 184-54042 1| 24-352 
184-54019= 184-54042- 3 1| 24-352 
184-54019- 184-54042- 5 1] 24-352 
184-54019- 184-54042- 7 1| 24-352 
184-54019- 184-54042- 9 1| 2A-352 
184-54019- 184-54042- 21 1| 2A-352 
184-54C19- 184-54043 1 

184-54019- 184-54044 2 

184-54019- 184-54045 1 2A-65 
184-54019- 184-54045- 15 2 2Α-65 
184-54019- 184-54046 2 28-18 


184-54019- 


184-54020 184-54046- 3 1 28-18 
184-54020= 184-54046- 5 1 28-18 
184-54020- 184-54046- 7 1 28-18 
184-54020- 184-54046- 9 4| 28-18 
184754027 184-54047 2 
184-54028 184-54048 1 
184-54048- 3 1 
184-54028- 184-54049 1 
184-54029 184-54049- 3 1 
184 -54030 184-54049- 33 1 
184-54049- 43 1 
184-54049-101 1 


184-54031 
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24-351 
24-7351 





















184-54035-201 
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Section III 


Numerical Index of 
Contractor Parts ΑΝ ΟΙ-όΟΑΑΒ-4 


STOCK NUMBER 28| Figure ]τοται]μισκογιμ STOCK NUMBER 
9%} AND INDEX | QTY. | NUMBER 
1 


























































































zo FIGURE TOTAL| MICROFILM 
39| AND INDEX| QTY. | NUMBER 


28-28 
28-28 


| CLASS CODE | PART NUMBER [CLASS CODE| PART NUMBER 


184-54249-201 184-54094- 7 
124-54050 184-54094- 9 





FL 





















184-54094- 11 28-28 
184-54050- 3 184-54094- 13 28-28 
184-54050- 5 184-54094- 15 28-28 
184-54050- 7 184-54094- 17 28-28 
184-54094- 19 28-28 


184-54050- 9 
184-54050- 11 
184-524050- 13 
184-54C50- 15 
184-54050- 17 
184-54050= 31 
184-54051 






184-54094- 21 
184-54094- 23 
184-54094- 25 
184-54094- 27 
184-54094- 29 
184-54094- 31 
184-54094- 33 
184-54094- 35 
184-54094- 37 
184-54094- 39 
184-54094- 41 
184-54094- 51 
184-54094-101 
184-54095 


28-28 
28-28 
28-28 
28-28 
28-28 
28-28 
28-28 
28-28 
28-28 
28-28 
25-28 
28-28 
. 28-28 









YPRRP RP PR PREP 









184-£24C51- 3 
184-54051- 5 
164-54051- 7 
9 
1 
1 











1984-5405] - 
194-54051- 1 
184-54051=-10 






μ.ο ο aed 























184-54052 2 
184-54053 1 184-54095- 25 
184-54053- 3 1 184-54095-101 
184-54053- 5 1 184754096 | 
164-54053- 7 1 184-54096-100 
1£4-54054, REF 184754097 
























184-54098 
184-54098- 3 
184-54098- 5 
184-54098- 7 
184-54098- 9 
184-54098- 51 
184-54098- 53 
184-54101 
184-54102 
134-54103 
184-54103- 3 
184-54104 
184-54105 


184-54055 
184-54055= 3 
184-54058 
184-54058= 3 
184-54058- 5 
184-54058- 7 
9 
I 


















184-24058- 
1£4-54058- 2 
1£4-54060 
184-54261 
184-54062 
184-54062- 3 
18475406272 5 








wn 
m 


T m AAA A IS A ES ES ee ps ps aS) ES Y 
















RE2NA 






24-353 










RS82NA 

















1€4-54063 2Α-254 184-54106 
184-54063- 3 24-354 184-54108 
184-540C63- 5 2A-2254 184-54109 
184-54064 184-54109- 3 






184-54111 
184-54112 
184-54113 
184-54114 

184-54114- 3 
184-54116 
184-54117 
184-54126 


eoa om em NEE pp ps μὰ ;; 









18454-54066 28-25 











13454966- 3 
184-54066- 5 
7 
3 





24-355 
24-355 






184-54066- 
184-54066- 1 
184-5407C 
124-54074 











PA A e ps 


m 
m 

























































































































184-54074- 3 1 184-54126- 3 1 
184-54074- 11 1 184-54126- 4 1 
1684-54074- 21 1 184-54126- 11 1 
184-54075 2| 24-167 184-54126- 13 1 
184-54078 2ἱ 28-26 184-54126- 30 1 
184-54078- 3 2| 28-26 
184-54078= 5 2 28-26 184-54127 1 
184-54278- 7 2| 28-26 184-54128 1 
184-54078- 9 2| 28-26 184754129 7 
184-54078- 11 2! 28-26 
184-54078- 12 2| 28-26 
18454-54079 2| 24-168 
184-54080 6 
1£4-54080- 3 2 184-54131 
184-54081- 3 4 
184-54081- 5 2 184-54131- 5 2 
ΒΒΖΝΑ 184-54C84 1 184-54132 11 
184-54085 1 2Α-169 184-545133- 3 2 
184- 54087 1 184-54133- 5 2 
1£4-54088 1 184-54134 1 
184-540E9- 3 1 184-54135 1 
184-54089- 5 1 184 - 54136 1 
184-54092 1 184-54138 1 
φρο. 1 184-54138- 3 1 
i$4-54093- ὁ i 184-54138- 5 1 
184-54093- 6 1 184-54138- 6 1 
1£4-54094 i 184-54138- 7 1 
R82NA 184-54094- 3 1 184-54138- 9 1 
184-54094- 5 1 184-54138- 21 1 
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Section Ill 
Numerical Index of 





AN O1-60AAB-4 Contractor Parts 
TEs] reuse MICROFILM 
[PARTNUMBER — |29| AND INDEX NUMBER | | CLASS CODE| PART NUMBER 
poise cope | ar 
124-54389 : 1 
184-54389-101 ; 184=54524- 1 
184-54524- 1 
184-54390C ; 184-54524- 1 
: 184-54524- 1 
184-54391 1 184-54524- 1 
184-54394 1 .|184-54524-101 1 
184-54395- 2 1 184-54524-201 
184-54395- 5 1 184-54525 2 
184-54396 1 184-54526 1 
184-54396- 1 1 184754527 1 
184-54396- 3 1 184754529 -1 
1584-54396- 5 1 184-54530  . 8 
184-54396- 7 1 184-5453]- 21 1 
184-54396- 8 1 184-54710 1 
184-543€6- 9 1 184754713 F 
184-54396- 10 1 184-54713- 1 
184-54396- 11 1 184754714 1 
1684-54397 1 184-54714- 1 
184-543983 1 1804-54717 i 
` 1584-54398- 3 2 18454719- 2] 
184 -54398- 5 2 134-54769- 1 
184-543638- 7 2 184-54770 1 
184-543c8- 9 2 184-54771- 1 
184-54399 1 184-54772- 1 
1984-54 400: 1 184-55002 F 
E 184-54400- 3 2 184-56132 1 
104-54400- 5 4 184-56210 1 
184-54403-191 1 184-56215 1 
184-54501 REF 184-56216 1 
184-56216- 2 
1864-54504 REF 184-56217 1 
184-545045- 1 1 184-56221 1 
184-54504- 2 1 184-56223 1 
124-54504= 3 F 184-56921 1 
i : 184-56921-' 1 
164-54504- 4 184-56921- 1 
184-54504= 5 134-56921- 1 
184-54504- 6 184-56921- 1 
184-54504- 7 184-56921- 1 
184-54504- 10 9 184-56921- 1 
184-54504- 11 184758001 F 
184-54504- 12 s ᾽ 184-58002 1 
184-54504- 13 z 184-58003 i 
184-54504- 14 il 184-58005 1 
1€£4-54504- 1 1 
184-545C4- 16 2! 184-58005- 1 
1£4-54505 1 : 
184-54506 1 184-58005- 
184754507 4 184-58006 
184-54507- 3 1 
184-54507- 5 1 184-58006- 
184-54508 2 
184754509 1 184-58015 
1δ4-54510 1 
184-5451C- 3 1 
184-54510- 5 1 184-58016 
. 184-54510- 7 1 184-58016- 
R17NA 184754511 1 184758017 
188288834. a 194756029 
184-549137 i 1 184-58028 
18454513 ?! 1 184-58029 
184-54515 1 184-58030 
184-54516 1 
R£2NA 184-54517= 1 1 184-58038 
184-58038- 
R82NA 184-54517- 2 1 184-58038- 
184-54518 1 184-58038- 
184-54518- 3 2 184-58038- 
184-54518- 5 1 184-58038- 
184-54518- 7 1 184-58041. 
184-54518- 8 1 184-58041- 
184-54519- 9 1 184-58042 
184-54518- 19 1 
184-54518- 21 1 184-58043 
184-54518- 25 1 
184-54519 1 184-58043- 
184-54519- 3 E 184-58063 
184-54519- 5 1 184-58064 
e 184-54520 1 184-58064- 
184-54520- 3 1 184-58065 
rz 184-54521- 1 184-58078 
164-54524 1 
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Section III 


Numerical Index of 
Contractor Parts AN O1-60AAB-4 


STOCK NUMBER —— : FIGURE MICROFILM STOCK NUMBER 
| CLASS CODE | PART NUMBER AND INDEX NUMBER | |CLASS CODE | — . PARTNUMBER | [PARTNUMBER 
3 


184-58111 184-58235- 
184-58111- 184-58235- 
164758115 i ; 104-58235- ` 
184-58115- NE 184-58235- . B 184-58237- 
184-58130 ο . 184-58235- ! 
e ο |184-58235- 

184-58130- ? a 184-58235- 

184-58235- 

184-58235- 

184-58235- 





D 
m 
n 


184-56131 


184-58122 
184-58132- 
184-58133 
184-58133- 
184-58134 
184-58134- 
184-58134- 
184-58124- 
184-58124- 
1£4-58134- 
184-58134- 
184758135 
184-58136 


2A-181 


2A7181 184-58235- 
184-58235- 


Y 
* 
D 
m 


WEE EP eee ΤΙ S IS rm i 


184-58235- 


184-58235- 
184-58235- 
184-58236- 
184-58236- 
184-58237 
184-58237- 
184-58237- 
134-58237- 
184-58237- 
247182 184-58238 
24-182 184-58238- 
184-58238- 
184-58238- 
1284-58238- 
184-58238- 
24-183 184-58239 
ph ae 184-58239- 
ra | s 184-58239- 
184-58239- 
2Α”184 184-58239- 
2A-184 184-58239- 
24-184 184-58240 
24-185 184-58241 
24-185 184-58242 
24-185 184-58242- 
24-185 . 184-58242- 
24-185 184-58243 
24-186 184-58243= : 
2Α”186 184-58243- 
2Α”5186 184-58244 
24-187 184-58252 
24-187 184-58253 
2A-187 184-58254 
24-188 184-58328 
24-188 184-58329 
ete ia 
24-188 - 
2A-188 195-5035] 
184-58426 
184-58426- 3 
184-58426- 5 
2A-18$ ! 184-58520 
2A-189 184-58521 
24-189 184-58522 
24-189 184-58523 
2A-189 184-58524 
184-58524- 3 
184-58525 
184-58526 
184-58708 
184-58718 
184-58719 
184-58722 


0030 Un u 


ba 


24-190 â 
2A-190 
2A-190 
2A-190 
2Α-190 
2A-191 
2A-191 
2A-191 
2A-191 
2A-191 
2A-191 
2A-192 
2A-192 
24-192 
2A-192 
2A-192 
2A-192 


164-58138 
124-58153 
184-58153- 
184-58180 
1284-58187 
1884-58188 
124-58188 
184-58205- 
184-58205- 
184-58205- 
184-56205- 
184-58206 
184-58206- 
184-58206- 
10804-52207 
184-582C7- 
184-58207- 
184-58207- 
184-58207- 
124-58208 
134-58208- 
184-58206- 
164-582C0 
184-582c9- 
184-58209- 
184-58210 
184-5821C- 
184-52210- 
184-5821C- 
184-58210= 
184-58211 
184-58211- 
184-58211- 
2104-58212 
154-58212- 
184-58212- 
184-58212- 
184-58212- 
164-58213 
1€4-58213- 
184-58215 
184-50216 
184-58217 
164-55226 


DAN 


π"ο-νω 


m 
ο (iO I m t2 i RRP m Hm m NUP NONE I 
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184-58227 


154-58229 184-58723 


184-58229- 
184-58229- 
184-58230 
164-58230- 
184-58236- 
184-58231 
164-58232 
184-58232- 
164-55232- 
184-58233 
184-58234= 
154.58234- 
184-58235 


184-58724 


R83NA 184-58740 


j 184-58741 
R83NA 1847258748 
RE3NA 1184-58782 

i 184-58783 
184-58801- 
184-58801- 
184-58801- 
184-58801- 
184-58801- 
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Section ΙΙΙ 


Numerical Index of 
AN O1-60AAB-4 Contractor Parts 


TOTAL | MICROFILM STOCK NUMBER FIGURE | TOTAL| MICROFILM 
QTY. | NUMBER AND INDEX | QTY. | NUMBER 
6 
- 9 































STOCK NUMBER 
| CLASS CODE | PART NUMBER 


FIGURE 
AND INDEX 


269 26 


| CLASS CODE | PART NUMBER 


184-58802- 23 
184-58802- 25 
















184-58801- 15 





















184-58801- 17 269 = 25 = B 
184-58801- 19 269 - 24 baie 27 26 
184-58801- 21 269 - 23 1 2- 29 - 22 
184-58801- 23 269 - 21 184-58802- 31 















184-58802- 33 
184-58802- 35 
104-58802- 37 
184-58802- 39 
184-58802- 41 
184-58802- 43 
184-58802- 45 
184-58802- 47 
184-58802- 49 
184-58802- 51 
184-58802- 53 
184-58802- 55 
184-58802- 57 
184-58802-. 59 
184-58802- 61 
184-58802- 63 
184-58802- 65 
184-58802- 67 
184-58802-103 
184-58802-105 
184-58802-107 
184-58802-109 
184-58802-111 
184-58802-113 
184-58802-115 
184-58802-117 
184-58802-119 
184-58802-121 
184-58802-123 
184-58802-125 
184-58802-127 
184-58802-129 
184-58802-131 
184-58802-133 
184-58802-135 
184-58802-137 
184-58802-139 
184-58802-141 
184-58802-143 
184-58802-145 
184-58802-147 
184-58802-149 
184-58802-151 
184-58802-153 
184-58802-155 
184-58802-157 
184-58802-159 
154-58802-161 
184-58802-163 
184-58802-165 
184-58802-167 
184-58803- 3 
184-58803- 5 
184-58803- 7 
184-56803- 9 
184-58803- 11 
184-58803- 13 
184-58803- 15 
184-58803- 17 
184-58803- 19 
184-58803- 21 
184-58803- 23 
184-58803- 25 
184-58803- 27 
184-58803- 83 
184-58803-103 
184-58803-105 
184-58803-107 
184-58803-109 
184-58803-111 
184-58803-113 
184-58803-115 
184-58803-117 
184-58803-121 
184-58803-125 
184-58803-127 
184-58804- 3 
184-58804- 7 
“S8804- 9 






269 
269 
269 
269 


184-58801- 25 
184-58801- 27 
184-58801- 29 
184-58801- 31 
184-58801- 23 
184-58801- 39 
184-58801- 41 
184-58801- 43 
184-58801- 45 
184-58801- 47 
184-58801- 49 
184-58801- 51 
184-58801- 53 
184-58801- 55 
184-58801- 57 
184-58801- 63 
184-58801- 65 
184-58801- 67 
184-58801- 69 
184-58801- 71 
184-58801- 73 
184-58801- 75 
184-58801= 77 
184-58801- 79 
184-58801- 81 
184-58801- 83 
184-58801- 85 
184-58801- 87 
184-58801- 89 
184-58801- 91 
184-58801- 93 
184-58801- 95 
184-58801-103 
184-58801-105 
184-58801-109 
184-58801-111 
184-58801-113 
184-588C1-115 
184-58801-117 
184-58801-119 
184-58801-121 
184-58801-123 
184-58891-125 
184-58801-127 
184-58801-129 
184-58801-131 
184-58801-133 
184-58801-139 
184-58801-141 
184-58801-142 
|184-58801-145 
184-58801-147 
184-58801-149 
184-58801-151 
184-58801-153 
.184-58801-155 
184-58801-157 
184-58801-161 
184-58801-165 
184-58801-167 
184-58801-169 
184-58801-171 
184-58801-173 
184-56801-175 
184-58801-177 
184-58801-179 
184-58861-181 
184-58801-182 
184-58801-185 
184-58802= 3 
184-58802- 5 
184-58802- 7 
184-58802- ο 
184-58802- 11 
184-588C2- 12 
184-58802- 15 
184-58802- 17 
184-58802- 19 
184-58802- 






























269 
269 
269 
269 
270 
270 
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Section Ill 


Numerical Index of 
Contractor Parts ΑΝ 01-60AAB-4 


















































STOCK NUMBER Z8| FIGURE |TOTAL| MICROFILM STOCK NUMBER Ze! FIGURE | TOTAL| MICROFILM 
CLASS CODE PART NUMBER 89] AND INDEX | QTY. | NUMBER | [CLASS CODE PART NUMBER 99 AND INDEX | QTY. | NUMBER 
z - 15 58805- 71 266 = 45 
184-58804- 15 184-58805- 73 266 - 59 


184-58804- 17 
184-58804- 19 
184-58804- 21 
184-58804= 23 
184-58804- 25 
184-58804- 27 
184-58804- 29 
184-58804- 33 
184-58804- 37 
184-58804- 39 
184-58804- 41 
184-58804- 43 
184=58804— 45 
184-58804- 47 
184-58804- 49 
164-58804- 5 
184-588064- 53 
164-58804- 55 
184-58804- 57 
184-58804- 59 
184-58804- 61 
184-58804- 62 
184-58804- 65 
184-58804- 67 
184-58804-109 
184-58804-117 
184-58804-119 
184-58804-121 
184-58804-122 
184-58804-125 
184-58804-127 
184-58804-129 
184-58804-137 
184-58804-139 
184-58804-143 
184-58804-145 
184-58804-147 
184-58804-149 
184-58804-151 
184-58804-153 
184-58804-155 
184-58804-157 
184-58804-159 
184-58804-161 
184-58804-162 
184-58804-165 
184-58804-167 
184-58805 


184-58805- 75 
184-58805- 77 
184-58805- 79 
184-58805-.81 
184-58805- 83 
184-58805- 85 
184-58805- 87 
184-58805- 89 
184-58805- 91 
184-58805- 93 


267 9 
267 12 




































































184-58805-115 
184-58805-117 
184-58805-119 































184-58805-125 
184-58805-127 
184-58805-129 
184-58805-131 
184-58805-133 
184-58805-135 
184-58805-137 
184-58805-139 
184-58805-141 
186-58805-1453 
184-56805-145 
184-58805-147 
184-58805-149 
184-58805-151 
184-58805-153 
184-58805-155 
184-58805-157 
184-58805-159 
184-58805-161 
184-58805-163 
184-58805-165 
184-58805-167 
184-58805-169 
184-58805-171 
184-58805-173 
184-58805-175 
184-58805-177 
184-58805-179 


184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 









































184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
184-58805- 
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184-58805-181 
184-58805-183 
184-58805-185 
184-58805-187 
184-58805-189 
184-58805-191 
184-58805-193 
184-58806- 3 
184-58806- 7 
184-58806- 9 
184-58806- 11 
184-58806- 13 
184-58806- 15 
184-58806- 17 
184-58806- 19 
184-58806- 21 
184-56806- 27 
184-58806- 29 
184-58806- 31 
184-58806- 32 
184-58806- 33 
184-58806- 35 
184-58806- 37 
184-58806- 45 
184-58806- 47 
184-58806- 49 
184-58806- 51 
184-58806- 57 
184-58806- 59 
184-58806- 61 
184-58806- 63 
184-58806- 65 
184-58806- 67 










































184-58806- 69 
184-58806- 71 
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184-58805- 67 
184-58805- 69 
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QTY. | NUMBER 
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FIGURE MICROFILM 
AND INDEX NUMBER 











































































SIR NUMBER 


PART NUMBER 
ΕΟΤ 
184-58808- 7 
184-58808- 9 
184-58808- 11 
184-58808= 13 
184-58808- 15 
184-58808- 17 
184-58808- 19 
184-58808- 21 
184-58808- 23 
184-58808- 25 
184-58808- 27 
184-58808- 29 
184-58808- 31 
184-58808- 33 
184-58808- 35 
184-58808- 37 
184-58808- 39 
184-58808- 41 
184-58808- 42 
184-58808- 45 
184-58808- 47 
184-58808- 49 
184-58808- 51 
184-58808- 53 
184-58808- 57 
184-58800- 59 
184-58808- 61 
184-58808- 63 
184-58808- 69 
184-58808- 71 
184-58808- 73 
184-58808- 75 
164-58808- 77 
184-58808- 81 
184-58808- 83 
184-58808- 85 
184-58808- 87 
184-58808- 89 
184-58808- 91 
184-58808- 93 
184-58808- 95 
184-58808-103 
184-58808-105 
184-58808-107 


STOCK NUMBER 
[cass CODE] PART NUMBER 


164-58806- 73 
1£4-58806- 75 
184-58806- 77 
184-58806- 79 
154-58806- 81 
154-58806- 83 
184-58806- 85 
184-58806- 87 
184-58806- 89 
184-58806-102 
184-58806-199 
184-58806-111 
184-58806-112 
184-58806-115 
184-58806-117 
184-=58806-119 
164-58806-121 
184-58806-127 
184-588C6-129 
184-58806-131 
184-58806-133 
184-58806-135 
184-58806-137 
1€84-58506-145 
184-58806-147 
1£4-58806-14€ 
184-58806-151 
184-58806-157 
184-58806-159 
184-58806-161 
184-55806-163 
184-58806-165 
184-58806-167 
184-58866-169 
184-58806-171 
164-58806-173 
184-58806-175 
164-55806-177 
184-58806-179 
184-56606-181 
184-58806-182 
1E4-58806-185 
164-58806-187 
164-58806-189 




















































































































































2A-274 
































































184-58808-135 
184-58808-137 
184-58808-139 
184-58808-141 
184-58808-143 
184-58808-145 
184-58808-147 
184-58808-149 


24-374 
24-274 


184-5E807- 29 
184-58807- 


MD T A ΓΞ ΠΠ CERE 


31 




















N 


184-583807- 33 2A-374 















184756807 

184-58807- 3 - 39 24-374 184-58808-109 
184-55807- 5 - 40 2A-3174 184-58808-111 
184-58807- 7 - 11 2A-374 184-58808-113 
184-58807- $ - 10 2A-374 184-58808-115 
184-58807- 11 - 28 2A=374 184-58808-117 
184-58807- 13 - 29 2A-374 184-58808-119 
184-52807= 15 - 14] 2Α-274 184-58808-121 
184-528307- 17 - 15 24-274 184-58808-123 
184-58807- 19 - 3 2A-274 184-58808-125 
184-58807- 21 - 34 24-374 184-58808-127 
184-58807- 22 - 33 24-374 184-58808-129 
184-58807- 25 - 32 24=374 184-58808-131 
184-58807- 27 - 31 24-374 184-58808-133 





2A-374 
24-374 


184-588C7- 35 
184-58807- 37 






184-58807- 72 
184-53807-103 
184-58807-105 
184-58807-107 
184-58807-103 
184-52807-111 
164-58807-113 
184-58807-115 
124-58807-117 
184-58807-119 
184-58807-121 
184-58807-125 
184-58807-127 
184-58807-129 
164-58807-131 
154-58807-133 
184-58807-135 
184-58807-137 
184-58808- 3 
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2A-374 
24-374 
2A-314 
2A-374 
24-374 
24-374 
24-374 
24-374 













184-58808-151 
184-58808-153 
184-58808-157 
184-58808-159 
184-58808-161 
184-58808-163 
184-58808-169 
184-58808-171 
184-58808-173 
184-58808-175 
184-58808-177 
184-58808-181 
184-58808-185 
184-58808-187 
184-58808-189 
184-58808-191 
184-58808-193 
184-58808-195 
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Section lll 


Numerical Index of , 
Contractor Parts AN O1-60AAB-4 


STOCK NUMBER ἕξ FIGURE MICROFILM ascot NUMBER FIGURE | TOTAL] MICROFILM 
39] AND INDEX NUMBER PART NUMBER AND INDEX| QTY. | NUMBER 
P1 









| CLASS CODE | PART NUMBER 


dou rM. 3 136 - 2: 2 peast cont 184- 62101 
18€4- - :2 She fee BPS "^ 
154-586609- 7 1 184-63101- 20 
184-588C9- 9 1 184-63101-101 
184-58809- 11 1 184-63101-201 
184-58809- 13 4 184-63102- 3 
184-58809- 15 3p 184-63102- 
164-58800- 17 .3 184-63102- 
194-58809- 19 1 184-63102- 
184-58809- 21 1 :1184-63102- 
184-558δ09- 22 1 184-631C2- 
184-522859- 25 1 184-63106 
184-58809- 27 1 184-63107- 
184-58809- 29 6 184-63107- 
184-588C9- 31 1 184-63107- 
184-58809- 33 1 134-63107- 
1£4-58809- 3 1 184-63112 
184-63112- 
184-58809- 37 184-63112- 
184-588219- 39 134-63115- 
184-58809- 41 184-63115- 
184-58809- 43 184-63115- 
184-58809- 45 184-63115- 
184-58809- 47 184-63125 
184-58809- 51 184-63126 
184-58809- 53 184-63137 
184-58809- 55 184-63139 
184-58809- 57 184-63140 
184-58809- 59 184-63141 
1£4-58809- 60 184-63142- 3 
1E4-58609- 61 184-63142- 5 
184-58509-122 184-63144- 1 
184-58809-125 184-63144- 3 
184-58802-127 184-63144- 5 
124-58309-131 184-63144- 7 
124-55809-133 184-63145 
134-58309-135 184-63145- 3 
184-58609-137 184-63145- 5 
184-58809-130 184-63146 
184-588C9-141 184-63146- 3 


134-58309-143 
184-5£809-145 
184-58809-147 
184-56809-151 
184-588C9-153 
1£4-58809-155 
184-58809-157 
184-58809-159 
184-58809-161 
184-58810- 3 
184-58810- 5 
184-58810- 7 
104-58810- € 


184-63147 
184-63148- 
184-63148- 
184-63149- 
184-63151 
184-63176 
184-63177 
184-63178 
184-63178- 
184-63179 
184-63179- 
184-63179- 
184-63186 


wor 


104-5881C- 11 184-63180- 

184-582193- 13 184-63180- 

184-58812- 3 184-63180- 

184-58812- 7 184-63181 

184-58812- 95 184-63184 

184-58813- 11 184-63167 

104-58815- 5i R22W1822|184-63188 

184-58815- 52 R82NA 184-63201 

184-5£850- 26 184-63201- 

184-58g77- 3 184-63201- 

184-58877- 5 R82NA 184-63226 2A-375 
184-58877- 7 184-63227 2A-376 
184-55877- 9 184-63227- 2A-376 


2A-376 
2A-377 
2A-377 
2A-3T77 
2A-377 

2A-78 


184-58877- 11 
184-5£877- 13 
184=58877- 15 
184-58377- 17 
184-58877- 19 
184-55877- 2 
184-59577- 23 : 
184-58877- 25 
184-58877- -163 
124-52877-105 
184-58877-107 
184-58277-106 
184-58877-111 
184-56377-113 
184-58277-115 
1£4-55877-117 
1845-56877-119 
16€4-59877-121 
84-£8877-123 184-63238 
S4-53277-125 ]184-63239 24-198 
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184-63227- 
184-63229 
184-63229- 
184-63229- 
184-63229- 
184-63230 
184-63232 
184-63233 
184-63233- 
184-63234 
184-63234- 
184-63235 
184-63235- 
184-63236 
184-63237- 
184-63237- 
184-63237- 
184-63237- 


2Α-79 
24-79 
24-80 
24-80 
24-81 
24-81 
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1 
2 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 











STOCK NUMBER . 
[CLASS CODE] rasT NUMBER 


184-63300 
184-63335- 
184-63335- 
184-63335- 
184-63336 
184-63336- 
184-63336- 
184-$63336- 
184-63337 
184-63338 
184-63380 
184-63381 
184-63382 
184-63383 
184-63386 
184-63386- 
184-63386- 
184-63386- 
184-63386- 
184-63386- 11 
184-63386- 13 
184-63386- 15 
184-62386- 17 
184-63390 
184-63391 
184-63392 
184-63393 
184-63401: 
184-63401-101 
184-63402 
184-63402- 3 
104-63402- 5 
7 






uy 


Ju Y 










ΕΘάΝΑ 


ON An 












184-62402- 
184-63402- 9 
184-63402- 11 
184-63402- 13 
184-63402~ 15 
184-63402- 17 
184-63402- 19 
184-63402- 37 
184-63402- 41 
184-63402= 42 
184-63402- 45 
184-63402- 47 
134-63402- 49 
184-63402- 51 
184-63402= 52 
184-63402- 55 
184-63402= 57 
184-63402- 63 
184-63402- 65 
104-63402- 67 
184-62402- 69 
184-63402- 71 
184-63402- 73 
184-63402- 75 
184-62402- 77 
184-63402- 79 
184-62402- 81 
184-63402-101 
1847634022103 
184-63402-105 
184-53402-107 
184-62402-201 
184763403 
184-63403- 
184-63403- 
104-63404 
194-63404- 3 
184-63405 
184-63405= 
184-63405- 
184-62406 
184-63406- 
184-63406- 
184-62407 
184-63407- 3 
184-63407- 5 
184-63408 
184-63409 
184-63409- 3 
184-63410 
184-63411 
184763412 








3 
5 


3 
5 
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2A-7199 


























REF 28-56 
REF 2B-56 
1 2B-57 

1 2B-57 





28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
28-57 
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2 
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2A-380 
2A-381 
24-381 
2Α-381 
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CLASS CODE 


PART NUMBER 





184-63412- 
184-63412- 
184-63413 
184-63414 
184-63415 
184-63415- 


184-63416 
184-63416- 
184-63464 
154-63464- 
184-63464- 
184-63464- 
184-63464- 
184-63508 
184-63571 
184-63604 
184-63604- 
184-63604- 
184-63604- 
184-63604- 
184-63604- 
184-63604- 
184-63604- 
184-63604- 
184-63606 
184-63606- 
184-63606- 
184-63607 
134-63608 
184-63609 
184-63610 
184-63611 
184-6361? 
184-63613 
184-63614 
184-63615- 
184-63615- 
184-63616 
184-63617 
184-63618 
184-63619 
184-63620 
184-63621 
184-63622 
184-63623- 
184-63623- 
184-63624 
184-63624- 
184-63625 
184-63625- 
184-63625- 
184-63625- 
184-63625- 
184-63626 
184-63626- 
184-63626- 
184-63626- 
184-63626- 
184-63627 
184-63627- 
184-63628 
184-63628- 


184-63628- 
184-63633 

184-63633- 
184-63633- 
184-636233- 
184-63633- 
184-63633- 
184~63634 

184-63634- 
184-63634- 
184-63634- 
184-63635 

184-63625- 
1845-63625- 
184-63636 

184-63636- 
184-63636- 
184-63637 

184-63637- 
184-63639 


184-63628- 


3 


184-63415-100 
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24-200 
24-201 
24-202 
2A-203 
2A-203 
24-204 
2A-205 
2A-206 





































2A-207 
24-208 
2Α-209 
2A-210 
2A-210 
2A-211 
2A-211 
2A-212 
2A-212 
2A-212 
24-212 
2A-212 
2A-382 
2A-382 
24-7302 
2A-382 
2A-382 
2A-213 
24-213 
24-383 
24-383 
24-383 
24-383 
24-384 
24-384 
24-364 
24-384 
24-384 
24-384 
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Section Ill 


Numerical Index of 


Contractor Parts 





STOCK NUMBER 









CLASS CODE 
184-62639- 
164-63630~ 
104-63639- 
104-62639- 
184-62629- 
184-63640- 
184-63640- 
184-63640- 
1£4-63640- 
194763641 
184-63641- 
184-63641- 
184-63642 
184-63642- 
184-63642- 
184-62649 
184-63650- 
104-63650- 
104-52651 
184-62651- 
194-62651- 
184-63652 
184-63652- 
184-62652- 
184-62652- 
184-63653 
184-63654 
184-623654- 
104-63655 
184-62655- 
$4-63656 
184-63665 
184-63666 
184-63706 
164-63713 
184-63714 
184-63716- 
164-62716- 
184-63719 
184-53720 
164-63721 
194-63722 
24=63801 
184-$3801= 
164~63802 
184-63802- 
184-62802- 
184-63803 
184-63803- 
1864-63803- 
134-62803- 
1£4-63804 
164-623805 
184-63806 
184-63807 
184-63808- 
124-63808= 
184-62808- 
124-63808- 
104-53808- 
184-63808- 
184-63809- 
104-63809- 
154-623809- 
164-62809- 
184-63809- 
104-63809- 
1£4-63809- 
184-63810 






184-63311 

124-63811- 
164-63811- 
184-63811- 
184-63811- 
104-63811- 
184-63811- 
184-63811- 
104-63811- 
1254-63811- 
184-63811- 
184-63811- 
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154-63811-101 
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TOTAL | MICROFILM 
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184-63812 
184-63812- 7 
184-63812- 8 
184-63813 
184-63814- 1 
184-63814- 3 
184-63816 
184-63817 
184-63820 
184-63820-101 
184-63821 
184-63823 
184-63824 
184-63825 
184-63826 
184-63827 
184-63828 
184-63828- 3 
184-63829 
184-63829- 3 
184-63830 
184-63830- 
















R82NA 
184-63831- 23 
184-63831-103 
184-63831-105 
184-63831-107 
184-63831-109 
184-63831-111 
184-63831-113 
184-63831-115 
184-63831-117 
184-63831-119 
184-63831-121 
184-63831-123 
184-63831-203 
184-63831-205 
184-63831-207 
184-63831-209 
184-63831-211 
184-63831-213 
184-63831-215 
184-63831-217 
184-63831-219 
184-63831-221 
184-63831-223 
184-63832- 23 
184-63832- 29 
184-63832-103 
184-63832-105 
184-63832-107 

|184-63832-111 

184-63832-113 

184-63832-115 

184-63832-117 

184-63832-119 

184-63832-121 

184-63832-123 

184-63835 

184763836 

184-63836- 3 

184-63837 

184-63837- 3 

1847263840 

184-63841 

184-63842 

184-63842- 3 

184-63842- 5 

18454-63847 

184-63848 

184-63853 

184-63855 

184-63856 

184-63857 

184-63858 

184-63859 

184-63860- 

184-63860- 

184-63860- 

184-63860- 

184-63860- 

184-63860- 

184-63860- 









STOCK NUMBER 
| CLASS CODE | PART NUMBER 
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Numerical Index of 
Contractor Parts 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


AN 01-60AAB-4 


STOCK NUMBER FIGURE MICROFILM STOCK NUMBER 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 
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[aasscone| Ρανς] 
-63860- 10 184-71126- 3 1 
184-63666- H 3 184-71126- 5 1 
184-63860- 13 1 184-71126- 7 1 
184-63860- 14 1 184-71126- 9 1 
84-63860- 15 1 184-71126- 11 1 
184-63860- 16 1 184-71126- 13 2 
184-63860- 17 1 184-71126- 15 1 
184-63862 1 184-71126- 17 1 
18454-63863 1 184-71126- 19 1 
184-63866 2 184-71126-101 1 
184-63868- 1 1 184-71127 1 
184-63868- 2 1 184-71127- 3 1 
184-63869- 1 2 184-71127- 5 1 
184-63869- 2 2 184-71127- 7 1 
1284-63870- 1 1 184-71127- 9 1 
184-63870- 2 1 184-71127- 11 1 
184-63872 1 184-71127- 13 1 
184-63880 3 184-71127- 15 1 
184-683105 1 184-71127- 17 4 
184-71001 184-71127- 19 4 
184-71002 184-71127- 21 1 
184-710903 184-71128 1 
184-71004 184-71128- 3 1 
184-71128- 5 1 
184-71006 184-71128- 7 1 
184-71128- 9 1 
184-71008 184-71128- 11 1 
184-71128- 13 1 
184-71009 184-71128- 15 2 
184-71128- 17 1 
184-71020 2A-214 184-71128- 19 15 
184-71020- 3 αἱ 2A-214 184-71129 3 
184-71021- 3 1 24-82 184-71130 1 
184-71021- 5 1 2A-82 184-71130- 3 1 
184-71022 1| 24-215 184-71130- 5 1 
184-71025 1 184-71130- 7 1 
184-71025- 3 1 184-71130- 9 2 
184-71025- 5 ï 184-71130- 11 4 
184-71025- 7 1 184-71130- 13 1 
184-71025- 9 1 184-71130- 15 1 
184-71028 l| 24-386 1864-71131 REF 
184-71028- 3 1| 24-386 1847711233 1 
104-71030 5| 24-216 184-71132 1 
184-71030- 3 1| 24-216 184-71133- 3 1 
184-71030= 5 1 184-71133- 5 1 
184-71031- 3 3 24-83 184-71134 1 
184-71031- 5 1 24-83 184-71134- 3 1 
RO2NA 184-71032- 3 3 2A-84 184-71148 11 24-388 
R82N 184-71032- 5 1| 24-84 184-71148- 3 1| 24-388 
184-71033- 3 4 2A-85 184-71149 1 28-65 
104-71033= 5 1| 24-85 184-71149- 3 1| 28-65 
184-71034 1 184-71149- 5 1 28-65 
184-71034=- 2 1 184-71149- 7 1 28-65 
184-71024- 5 1 184-71149- 9 1 2B-65 
184-71034- 7 2 184-71150 REF 
184-71034- 9 1 184-71151 1| 24-385 
184-71034- 11 1 184-73301 REF 
184-71034- 13 1 
184-71034- 15 2 184-73302 1| 24-390 
184-71034- 17 1 184-73302- 3 1| 24-390 
184-71034- 19 11 184-73303 1| 24-391 
184-71034- 21 2 184-73303- 3 1| 2A-391 
184-71034- 23 1 184-73304 1 i 
184-71034- 25 1 184-73304- 3 1 
184-71034- 27 2 184-73304- 5 1 
184-71035 i 184-73305 1 
184-71035- 3 1 184-73305- 3 1 
184-71035- 5 1 184-73305- 5 1 
184-71037 1 184-73308 1 
184-71038 1 184-73308- 4 1 
184-71039 1 184-73308- 6 1 
184-71039- 3 1 184-73308- 8 1 
184-71039- 5 1 184-73308- 10 1 
184-71040 1 184-73308- 12 1 
184-71040- 10 1 184-73308- 14 1 
184-71040- 20 1 184-73308- 16 1 
184-71041 1 184-73308- 18 1 
184-71042 1 184-73308- 20 1 
184-71042- 3 1 184-73308- 22 1 
184-71044 1 184-73308- 24 1 
184-71044- 3 1 184-73308- 26 1 
184-71044- 5 1 184-73308- 28 1 
184-71050 1 184-73308- 30 1 
184-71126 1 184-73308- 32 1 
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184-73308- 
184-73308- 
184-73308- 
184-73308- 
104-73308- 
184-73308= 
184-73308- 
124-73313 


184-74001 






184-74011 
184-74012 
184-74012- 
184774013 

184-74013- 
184-74013- 
184-74013- 
124-74014 

184-740614- 
184-74015 

184-74015- 
184-74016 

184-74016- 
184-74016- 
184-74016- 
134-74917 

184-74017- 
164-74618 

184-74018- 
184774019 

184-74019- 
184-74020 

184-74C20- 
184-74021 

184-74021- 
184-74021- 
184-74021- 
184-74022 

184-74022- 
184-74023 

184-74023- 
184-74024 

184-74024- 
184-74025 

184-74025- 
184-74025- 
184-74025- 
184-74C26 

184-74026- 
184-74026- 
184-74026- 
184-74C27- 
184-74027- 
184-74027= 
184-74027- 
184-74027- 
184-74027- 
184-740217- 
184-745 2Ί- 
184-74027= 
184-74021- 
184-74021- 
184-74027- 
184-74027- 
184-74027- 
184-74028 

184-74028- 
184-74028- 
184-74028- 
184-74029 

184-74029- 
184-74029- 
184-74029- 
184-74630- 
184=74030~ 
184-74030- 
184-74030- 
184-74030- 
184-74630- 
184-74031 

184-74031- 
184-74032 

184-74032- 
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ΞΘ] FIGURE 
9 9| AND INDEX 


321 36 





34-740 
184-74033- 
184-74034- 
184-74034- 
184-74034- 
184-74034- 
184-74035- 
184-74035- 
184-74035- 
184-74035- 
184-74036- 
184-74036- 
184-74036- 
184-74036- 
184-74037 


184-74037- 
184-74038 

184-74038- 
184-74039 

184-74039- 
184-74040- 
184-74040- 
184-74040- 
184-74040- 
184-74041 

184-74041- 
184-74041- 
184-74041- 
184-74041- 
184-74042 

184-74042- 
184-74042- 
184-74042- 
184-74042- 
184-74043 

184-74043- 
184-74044 





































28-68 


























24-392 
24-392 
24-392 
247392 
24-393 
24-393 
24-394 
24-394 





























































2A-395 
2Α-395 
2A=396 
24-396 
2A-397 
2A-397 
24-7398 
2A7398 
24-2398 




































M 24-398 184-74044- 
A 2Α-399 184-74045 
m 24-399 184-74045- 
A 2A-400 18454-74046 
x 2A-400 184-74046- 
A 2A-401 184274047 
M 2A-401 184-74047- 


184-74048- 
184-74048- 
184-74048- 
184-74048- 
184-74049- 
184-74049- 
184-74049- 
184-74049- 
184-74050- 
184-74050- 
184-74050- 
184-74050- 
184-74051- 
184-74051- 
184-74051- 
184-74051- 
184-74052- 
184-74052- 
184-74052- 
184-74052- 
184-74053- 
184-74053- 
184-74053- 
184-74053- 
184-74054 

184-74054- 
184-74056- 
184-74056- 
184-74056- 
184-74057 

184-74058 

184-74059 

184-74059- 
184-74106 

184-74107 

184=74107- 
184-74107- 
184-74108 

184-74108- 
184-74108- 
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2Α”402 
2A-402 
2A=402 
2A-402 



























24-403 
2A7403 
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"24-421 













A=308 
24-408 
24-409 
24-409 
24-409 
24-409 
24-410 
24-410 
24-410 
24-410 
2A-411 
24-411 
24-411 
24-411 
24-412 


24-412 
24-413 
24-413 
24-414 
24-414 
24-415 
24-415 
24-415 
24-415 
24-416 
2A-416 
2A-416 
2A-416 
2A-416 
24-417 
24-417 
24-417 
24-417 
24-417 
24-418 
24-418 
2A~419 
2A-419 
2A-420 
2A-420 















































2A-421 














2A-218 
2A-218 
2A-218 
2Α-218' 
2Α-219 
2Α-219 
2Α-219 
2Α-219 
2Α-220 
2Α-220 
2Α-220 
2Α-220 
2Α-221 
2A-221 
2A-221 
2A-221 
2A-222 
2A-222 
2A-222 
2A-222 
2A-223 
2A-223 
2A-223 
2A-223 
2A-224 
2A-224 
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Numerical index of 
Contractor Parts 


MICROFILM 
NUMBER 


AN O1-60AAB-4 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 








STOCK NUMBER 


| CLASS CODE | PART NUMBER 





184-74109 
184-74110 


184-74110- 184-74142- 35 - 28-70 
184-74110- 184-74142- 37 28-70 
184-74110- 184-74142- 39 28-70 
184=74110~ 184-74142- 41 . 28-70 


184-74110- 
1€4-74111 
184-74111i- 


184-74112 |184-74143- 3 28-71 
184-74112- 184-74143- 5 28-71 
186774113 184-74143- 7 28-71 
184774114 |184-74143- 8 28-71 
184-74115 184274143- 9 28-71 
184-74115- 184-74143- 11 28-71 
184-74115- 184-74143- 13 28-71 
184-74115- 184-74143- 14 28-71 
184-74115- 184-74143- 15 2B-71 
18454-74116 184-74143- 17 28-71 
:184-74117 184-74143- 18 28-71 
184-74118 184-74143- 19 2B-71 
20 


124-74119 


184-74120 184-74143- 21 22-71 
184-74121 184-74143- 23 28-71 
184-74121- 184-74143-- 25 2B-71 
134-74122 184-74143- 27 28-71 


184-74122- 
184-74122- 
184-74122- 
184-74122- 
184-74122- 
184-74122- 
184-74122- 
184-74122- 
184-74122- 
1E4-74122- 19 
184-74123 
184-74124 
184-74125 
184-74126 
184=74129 
184-74130 
184-74131 
184-74131- 
184-74131- 
184-74131- 
184-74132 
184-74132- 
184-74122- 
184-74132- 
164774133 
1847274134 
184774135 
184-74136- 
184-74136- 
184774157 
184-74138 
184-74139 
184-74139- 
184-74140 
184-74140= 
184-74140- 
184-74140- 
184-74140- 
184-7414C- 
184-74141 
184-74142 
184-74142- 
184-74142- 
184-74142- 
184-74142- 
184-74142- 
184-74142- 
184-74142- 
184-74142- 
184-74142- 
184-74142- 
164-74142- 
184-74142- 
184-745142- 
164-74142- 
184-74142- 
184-74142- 
184-74142- 
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1 
1} 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 
7 
7 
7 g 
2 
1 
1 
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1 
1 
1 
1 
2 
F 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


184-74142- 31 
184-74142- 33 


|184-74142- 43 
184-74142- 45 
184-74143 


184-74143- 


184-774143- 29 
184-74144 
184-74145 
184-74146 
184-74146- 3 
184-74146- 5 
184-74147= 3 
184-74147- 5 
184-74148 
184-74148- 3 
184-74148- 5 
184-74149 
184-74150 
184-74150- 
184-74150- 
184-74150- 1 
184-74151- 
184-74151- 
184-74151- 15 
184-74151- 17 
184-74151-107 
184-74151-109 
184-74151-115 
184-74151-117 
184-74152 
184-74153 
184-74156 
184-74156- 5 
184-74156- 6 
184-74156- 7 
184-74156- 8 
184-74156- 9 
184-74156- 11 
184-74156- 12 
184-74156- 13 
14 
15 
17 
19 


ο ΑΟ uy 


184-74156- 
184-74156- 
184-74156- 
184-74156- 
184-74156- 21 
184-74156- 23 
184-74156- 25 
184-74156- 27 
184-74156- 25 
184-74156- 30 
184-74156- 35 
184-74156- 37 
184-74156- 41 
184-74157 
184-74151- 3 
184-74158 
184-74158- 3 
184-74158- 5 
184-74158-. 7 
184-74158- 9 
184-74158- 11 
184-74159 
184-74159- 




























































































28-70 
28-70' 








28-70 
28-70 
28-71 


















20-71 









28-71 
2A-88 
24-227 
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Section IIl 


Numerical Index of i 
Contractor Parts ] ΑΝ O1-60AAB-4 


areas [Hess [rerum 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 
184-74159- 5 Ml 5 187-74049- 
186-74159- 21 M 1 281-1-3 
18464-74150 . M1 1 2B1-10-2 
184-74160- 3 M1 1 281-2-3 
184-74160- 5 μι 1 281-6-2 
184-74160- 7 μι 1 
184-74160- 9 MC 1 
184-74205 Al] 326 1 
184-74206 μι 1 
184-Τ4207 M1|326 = 60 1 
184-74208 M1[326 = 51 1 
184-742:08- 3 M 1 
184-742080- 5 Ml 2 
184-74208- 7 M1 1 
184-74208- 9 M1 1 
184-74208- 11 M1 1 
134-74209 M1|326 = 54 2 
184-74209- 3 Ml 2 
184-74209- 5 ΜΙ 2 
184-74209- 7 Μι 2 
184-74210 Μ1 326 1 
184=74211 M11326 . 1 
184-74212 M1l326 = 53 1 
184-74213 M1|326 - 52 1 
184-74215 Μι 1 
184 -74217- 3 M 1 
184-74217- 5 M 1 
184-89700' ^ |119 1 
184-89700- 60 A |119 1 
184-89700- 80 119 1 
184-89700-135 1 
184-89723 141 1 
184-89723- 30 161 1 
184-89851- 20 |j 2:2 1 
184-8990C 424B 1 
184-921035 1 
184-931035- 3 4 2 
184-931035= 5 4 6 
124-931222 1 2C13-4 3 
184-931222- 3 1 2C15 2 
184-931222- 5 1 2C15-5 2 
184-931222- 7 1 2 
104-931301- 9 M1 1 8 
184-931301- 16 M1 1 1 
184-931301- 11 M1 2 4 
184-931301- 13 n1 1 AR 
184-931301- 14 M1 1 AR 
184-931301- 15 M1 2 2 
184-9313C1l- 17 M1 1 7 
184-931306 1 57 
R82NA 184-943005- 59 P1 1 1 
R82NA 184-943005- 71 P1 1 R 
R82NA 184-943005= 91 P1 1 3 
184-943005-103 1 41 
R82NA 184-943005-141 P1 1 
R82NA 184-943005-143 P1 1 
R82NA 184-943005-147 P1 2 
R82NA 184-943005-149 P1 1 
184-943005-111 1 
ΒΒΟΝΑ 184-943005-500 P1|382 - 1 1 
R17NA 184-943005-518 P1 1 
184-543006 * REF 
184-948033 USE 102477 
184-948C48 USE 102852 
184-948063 * REF 
184-948063 127 REF : 2034-14 
184-948087 1 2C34-16 
R82NA 184-948088 P 2 
184-948150 * REF 
184-94863 * 1127 REF 
184-953027 1 
184-953027- 3 1 
184-953027= 5 1 M 
184-953027- 7 1 M 
184-953027- 9 2 M 
184-953027- 11 1 M1 
124-954036 Al 1 Μ 
184-954045 165 1 M1 
RO4NA 184-563508 1 M 
RO4NA 184-963509 1 M 
R82NA 185-52034= 1 | 1 M1 
185-58877- 11 276 1 M1 
185-58878- 15 268 - 35 1 
187-58334 123 = 51 2 2H2-8-13 
124 - 60 





1010 














Section Ill 
Numerical Index of 


AN O1-60AAB-4 Contractor Parts 
e -8- 2W1-16-24-64 
shz gel 4 281-16-24-65 
2W1-16-25-65 
241-16-43-65 
R17NA 2L4 6 2W1-17-16-16 
R17NA 2L7-2 241-17-16-63 
R17NA 2L7-3 > 2W1-17-16—64 
2N1-6 2H1-17=-20-050 
2P3-4 241-17-20-63 


2P6-12-26 241-17-22-50 
2P6-7-27 2Η1-17-22-65 
2P6-8P29 2W1-17-24-32 
2P7-180-80-1/2 2W1-17-24-63 
2P7-180-802 2W1-17-24-65 
2R1 2W1-17-28-32 
R82NA 2R2 
2R2-8-10 
2R2-8-4 2W1-17-28-62 
2R2-8-6 2W1-17-28-65 
2R2-8-8 i 2W1-17-36-125 
2R2-8-9 2W1-17-36-93 
2W1-18-8-032 
2Η1--20-20--025 
2R3-8-10 2H1-20-26-93 
2R3-8-11 2H1-20-28-40 
2R3-8-4 241-21-12-32 
2R3-8-5 2W1-21-14-16 
2R3-8-6 2W1-21-22-63 
7 2R3-8-7 2Η1-21-22-65 
2W1-21-24-065 
; 2W1-21-24-65 
Cle 43 2W1-21-32-63 
2W1-24-18-31 
2W1-24-20-+250 
Cle 43 2W1-24-20-66 
Cle 43 2W1-24-20—93 
2W1-24-22-125 


e 


> 


R82NA 


R82NA 
R82NA 


R82NA 


2W1-11-32-63 
2W1-12-12-020 
2W1-12-12-32 
2W1-12-16-032 
2W1-12-16-63 
2W1-12-18-63 
241-12-22-50 
2W1-12-26-32 
2W1-12-28-32 
241-12-42-062* 
2W1-13-14-40 
2W1-13-16-63 
211-13-16-125 
2W1-13-16-63 


"Nn 
ΟΦΟΜΙΜΝΝΝΝ) ENO 


2W1-13-16-64 
241-13-20-16 
2W1-13-20-63 
2W1-13-20-94 
2W1-13-24-065 
2W1-13-24-32 
241-13-24-63 
2W1-13-24-65 
2W1-14-14-020 
2W1-14-20-32 
2W1-14-22-65 
281-16-16-63 


2W1-16-22-32 
e 2 2W1-16-24-32 


2W1- 16-24-50 


m 


1764-56-91 
1-8-12-32 


LJ 
Qi 50 [P PANE mn YN 


uw 
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2 N1ALP46-31-32 
2WlALP49-37—-49 
241ALP49-37-64 
2H1ALP55-E4 
2V1ALP6-16-^4C 
2WlALP65-45-64 
2H1ALP65-45-65 
2W1ALP73-49-64 
2W1ALP81-53-64 
2W1AL1C-12-16 
2Η1ΑΙ 16-16-16 
251ΑΙ 10-20-0332 
2Η1Αι 10-20-20 
2Η1ΑΙ11-24-032 
241AL11-24—064^4 
2N1AL11-32-32 - 
2W1AL117-62-65 
2W1AL12-10-16 


2Η1ΛΙ 12-10-66 
2Μ1ΑΙ 12-12-16 
281ΑΙ 12-12-31 
2Μ1Αἱ 12-14-16 
2W1AL12-16-32 
2µ1ΑΙ 12-16-45 


2Η1ΑΙ 12-16-64 








2H1AL12-18-€4 






2W1AL12-20-31 
2W1AL12-253-43 
21! 12-20-91 
2H1AL12-24-065 
2H1AL12-22-32 
2W1AL 12-32-40 
2K1AL12-35 
2Η1ΑΙ 13-15-64 
2Μ1ΛΙ 13-14-16 
2581ΛΙ 13-14-32 
2Η1ΑΙ 13-16-22 
2Η1ΑΙ 13-16-32 
251ΛΙ 15-16-63 
251ΛΙ 13-18-40 
2W1AL13-128-€4 
2W1AL13—20-64 
2W1AL13-22-64 
2W1AL13—-24-C32 
2W1AL13-24-364 
2W1AL13-24-125 
2W1AL13-32-06032 
211AL13-32-064 
2U1AL13-32-125 
251Αἱ 13-32-64 






281Λι13-40-δ64 
281Λι 14-12-66 
2Η1Λἱ 14-20-20 
281! 14-20-45 





2W1AL 14-42-064. 
25141 14-63-91 
2H1AL16-12-C64 
2H1AL 16-12-24 
2H1AL 16-12-64 
2H1AL16—14-64 
2W1AL 16-22-64 
2H1AL16-24-51 
2W1AL 16-28-64 
2Μ1ΑΙ 16-32-32 
24 1AL 16-32-64 
2H1AL17-16-16 
241AL17-16-51 
2H1AL17-16-64 
2W1AL17-17-C81 
2W1AL17-24~32 
2Η1ΑΙ 11-24-12 
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2W1AL12-18-.125 
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2W1AL17-24-30 
2W1AL17-24-32 
2W1AL17-24-64 
2K1AL 17-26-32 
241AL17-32-032 
2K1AL17-32-064 
2W1AL17-32—125 
2W1AL17-32-64 
2W1AL17-48-64 
2W1AL18-28-62 


2W1AL18-28-64 
2W1AL18-32-032 
2Η1ΑΙ 18-22-0646 
2Η1ΑΙ 18-22-125 
2W1AL18-44-032 
2W1AL18-44-064 
2W1AL18-44—-125 
2H1AL18-52-156 
2H1AL20-20-250 
2W1AL20-20-32 
251Αἱ 20-22-51 
2Η1Α1Ι 20-24-64 


2W1AL21-22-91 
251ΛΙ 21-24-40 
2W1AL21-39-64 
2W1AL22-24-64 
291AL22-32—-32 
2V1AL22-32—64 
2V1AL24-28-91 
2W1AL24~-30-125 
251Λἱ. 24-22-64 
2W1AL24-32—84 
2Η1Αἱ 24-36-91 


281Αι 25-16-16 
2Χ1Αἰ 25-20-84. 
2W1AL25-24-064 
2Η1Αἱ 25-60-64 
241AL25-78-64 
2W1AL26~20-32 
2W1AL29-43~40 
2W1AL32-28-158 
281AL32-28-64 
2W1AL32-36-064 
2W1A1 32-52-64 
2Η1Αἱ.32”-64 
211Αἱ 33-20-64 
251Αἱ 33-22-32 
2Η1Αι 33-28-16 
2981AL33-28-42 
2W1AL35-31-40 
2W1AL36-25-16 
2W1AL36-36-91 


2W1AL40-26-64 
2W1AL40-28-32 
241AL40-32-016 
2W1AL 40-48-40 
2Μ1Αἱ 41-6δ0-125 
251Α| 45-40-40 
2W1AL46-31-32 
2H1AL48-40-64 

2W1AL 49-38-64 

291AL^9-40-64 

2Ε1Αἱ 50-34-64 

211Αἱ 56-48-1871 
2W1AL58-52-125 
2Η1Αἱ 70-44-60 
2W1AL 70-52-40 
2W1AL74—60-125 
2W1AL74—66-91 
2481AL8-16-032 
2W1AL80-70-91 
2W1AL85~54-91 

2V1AL9-10-32 


2W1AL9-9 
2Η1Αι9”-9-22 
2W1AL 98-66-64 
241810-24-51 
2W1B12-20-40 
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241313-14-5i 
281B24-28-125 


281B 28-26-63 
2Η1837-30-63 
2815937 --30--64 
241C112-27-59 
2W1C112~72-36 
2W1C118-72-10 
2€01C118-72-2060 
241C118-75-36 
241C118-75-5C 
201C13-16-42 
241C13-18-32 
2H1C13-20-20 
2W1C13-42-6C 
2W1C14-20-C50 
2Μ1614--36--63 
2V1C16-24-64 
291C17-16-16 
2W1C17-16-64 
2W1C17-20-25 
251C17-2C-50 
201C17-24-63 


2W1C21-22-42 
241C24-40-125 
281ς25-26-50 
2W1C32-22-42 
2Η1ς32-36-οις 
211633”-36-63 
241C37-30-32 
| 241C41-32-216 
241C41-32-30 
2Y1C41-32-62 
241C57-44-32 
2H1C68-48~125 
2111C3-12-26 
2V1C8-16-2C 
241C9-30-43 


2U1C9-38-43 
241C9-46-43 
2Η1ς596-72-16 
2M1C96-72-31 
2#1C97-76-18 
2u1CS7-76-2 
2ἑ1Ε10-11-32 


21F12-12-32 
2Η1Ε20-20-32 


2Η1Ε20--32 
2W1F4C-24-32 
241G14-16-63 
2W1G16-20-C95 
291G17-20-32 
2W16G20-16-32 


2W1G21-18-eC5C 


21K 25-24-65 
2W1K52-34-62 
2W1K 64-43-24 
2W1LA12 

2Ν1Ι 8621-20-16 
2801LB24-2C-16 
2U1LB30-48-62 
211L837-34-32 
2X1LB4$-42-52 
2W1LP73-49-64 
2W1P10-2462 
2W1P10-20-62 
2W1P 10-24-62 
21P 12-16-62 
241P 12-20-63 


241P 12-22-62 
2¥1P 12-28-62 
241P13-26-63 
2u1P14-24—62 
2W1P14-24-€64 
2Η1Ρ16-16-63 
2Η1Ρ16-24-62 
231Ρ16-32-62 
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2W1P21-20-125 
2W1P21-20-156 


2u1P22-18-32 
2W1P40-46-64 
2Y1P9-10-32. 
2481P96-72-47 
2Η1812--10-62 
2W1R16-16-62 


2W1R32-24-.063 


2W1R64—68-62 
2Y1SR10—-18-94 
291SR40—24-30 


2WISR56-48-1857 
2W15R72—56-187 


2W1510-18-34 
241V10-12-62 
241V10-14-62 
2W1V14—-12-62 
2H1V16-44-32 
2W1V29-22-62 


2W1V30-24-62 
2W1V33—24-62 


241V37-26-62 
2W1V37-26-64 
2W1V42-58-62 
241V49-32-62 
2V1V57-36-62 
2W10-10 
2710-103. 
210-12 
2W10-14 
2310-4 
2110-41. 
910-^16 


2613-6 
2W14 
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2W2-20-62 
2W2B37-24-78 
2W2872-64-62 
2Η25890-64-62 
2W2SP112-72-65 
2W2SP118-75—-065 
2W2SP118-75-65 
2W2SP 16-28-95 
242S5P17-22-065 
2W25P 20-20-62 
2W25P 21-20-65 
2w2SP21-28-125 
242SP21—-38-125 
2W2SP25-30-65 
2Η29Ρ26-26-125 
242S5P33-26-125- 
2W2SP33-26R5 
2W2SP37-21-95 
2425P37-36-094 
242SP41-32-62 
2W2SP41-34-95 
2W2SP73-60-125 
2W2SP73-68-125 
242SP173-72-156. 
2W2SP 76-76-125 
2W2517-36-125 
2Η2529-21-93 
2Η2533-32-125 
2W2549-36-25 
2H2549-40-25 
2W4-2 

246 

2H6-042-8 
20-50-924 
20-500-28 
20-500-29 
20-500-38 






2917-10 





2417-10L 














2417-416 
2417-516 
2W18-10 




















2418-10C 
2W18-10L 















2W18-10M 















2118-1416 
2418-16L 
2418-1716 
2418-1716L 
2418-4 
2918-4L 

















20-5015-7 
20-502-10 
20-502-11 
20-502-2 
20-502-7ι. 
20-502-7R 
20-5024-100 
20-5024-60 
20-5024-10 
20-5024--90 
20-5025-11 
20-5025-16 
20-5025-17 
20-5025-18 
20-5025-19 
20-5025-20 
20-5025-21 
20-5025-22 
20-5025-23 
20-5025-24 
20-5025-7 
20-5025-8 
20-503-10 
20-503-11 
20-503-12 
20-503-13 
20-503-14 


2W18-416 











2W18-416L R82NA-RH 


















R82NA-RH 
R82NA-RH 





2W18-416M 





2W18~516 

















2W18-516L 
2418-6 
2W18-6L 














2418-616 
2418-616L 






2W18-616M 
2418-716 














2418-7161 
2418-8 






2W18-8L 
20-503-20 
20-503-21 
20-503-22 








20-503-32 
[20-503-320 
20-503-33 
20-593-34 
20-503-5 
20-503-9 


2418-816 
2418-916 










2418010 
2419-10 
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AN 01-60AAB-4 Contractor Parts 
FIGURE MICROFILM κ] Figure |TOTAL| MICROFILM 
[Cass CODE] PARTNUMBER — [|88| AND INDEX NUMBER | [CLASS CODE] . PARTNUMBER |38| AND INDEX| QTY. | NUMBER 

R82NA-RH| 20-5032 Pl R82NA-RH |20-5046-50 Ρ11505 - 7 1 
20-5034-6 20-5046-6 : 2 

R82NA-RH| 20-5635 8 1 
20-5026 4 
20-5036-0 R82NA-RH 2 
20-5036-6 20-50 47-6 2 
20-5031-0 20-5047-7 2 
20-5C317-2 20-5047-8 4 
20-5037-3 20-5048-2 2 

R82NA-RH| 20-5037-4 20-5048-6 2 
20-5048-7 2 

20-5048-8 2 

R82NA-RH| 20-5037-5 20-5049 36 
20-5021-9 20-5053-2 2 

R82NA-RH| 20-5039 R82NA-RH [20-506 2 
R82NA-RH| 20-5039-4 20-506-19 32 
R82NA-RH| 20-504-10 20-506-20 2 
R82NA-RH| 20-504-11 1 20-506-23 2 
20-504-15 20-506-24 2 

R82NA-RH| 20-504-2 20-506-27 2 
20-504-20 20-506-28 2 
20-504-21 20-506-29 2 
20-504-22 20-506-20 1 
20-504-23 20-506-21 2 
20-504-24 20-506-33 2 
20-504-25 20-506-34 2 
20-504-27 20-506-35 2 
20-504-28 20-506-42 2 
20-504-29 20-506-7 2 
20-504-30 20-507-14 2 
20-504-32 20-507-15 ? 2 
20-504-42 2 20-507-16 M1|405 - 25 1 
20-504-47 R82NA-RH [20-509 2 
20-504-48 20-509-25 2 
20-504-50 20-509-26 4 
20-504-51 20-509-27 4 
20-504-52 20-509-28 4 
20-504-53 20-509-29 4 
20-504-55 20-509-3C 4 
20-504-56 20-509-31 1 

R82NA-RH| 20-504-57 20-509-32 2 
R82NA-RH| 20-504-58 20-509-8 2 
20-504-59 20-510-15 2 

R82NA-RH| 20-50 4-6 20-510-16 2 
20-504-60 20-510-17 2 
20-504-61 R82NA-RH |20-510-2 2 
20-504-62 R82NA-RH |20-510-3 2 
20-504-63 20-510-6 2 

R82NA-RH| 20-504-9 20-510-7 2 
20-5040-10 20-510-8 2 

R82NA-RH| 20-50 40-20 20-511-12 2 
20-5040-6 . 20-511-18 2 
20-5040-7 R82NA-RH |20-511-2 2 
20-5040-8 20-511-32 2 
20-5041-0 20-511-36 2 
20-5041-6 3 20-511-37 2 
20-5042-8 R82NA-RH |20-511-60 2 
20-5042-9 6 R82NA-RH |20-511-61 2 

R82NA-RH| 20-5043-10 2 20-511-62 2 
R82NA-RH| 20-5043-100 2 20-511-63 2 
20-5043-12 4 20-511-64 2 
20-5043-13 4 20-511-65 2 
20=5043-14 4 20-511-66 2 

20-504 3-15 4 20-511-67 - 2 
20-5043-16 4 20-511-68 2 

R82NA-RH| 20-5043-6 2 20-511-69 2 
R82NA-RH| 20-5043-60 2 20-511-72 2 
R82NA-RH| 20-5043-7 2 20-511-73 20 
RB82NA-RH| 20-5043-70 2 20-511-74 4 
R82NA-RH| 20-5043-8 2 2 
R62NA-RH| 20-5043-80 2 2 
R82NA-RH| 20-5043-G 2 20-516-10 1 
20-5043-90 1 20-516-13 4 

R82NA-RH| 20-5044 2 20-516-14 4 
20-5055 2 20-516-2 2 
20-5045-21 2 20-516-30 1 

R82NA-RH| 20-5046-100 2 20-516-60 2 
20-5046-13 4 20-516-7 1 
20-5046-17 2 20-516-7C 2 

20-504 6-18 2 20-516-8 2 
20-5046-19 2 20-516-80 2 
20-5046-22 8 20-517-24 20 
20-5046-23 4 20-5224-80 2 
20-5046-24 1 20-523-1 2 
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aL CLASS CODE 
20-523-10 ` xi 404 = 45 2 20-530-211 2 
R82NA-RH|20-523-100 20 20-530-212 2 
20-522-2 2 20-530-213 2 
20-523-20 2 20-530-214 2 
26-523-3 2 20-530-215 2 
20-523-4 2 20-530-216 2 
20-523-5 2 20-530-22 2 
20-523-6 2 20-530-23 2 
20-524-1 2 20-530-24 2 
: 20-524 -10 2 R82NA-RH |20-530-27 2 
R82NA-RH| 20-524 -100 2 20-530-28 2 
20-524-2 2 R82NA-RH |20-530-29 2 
20-524 -20 2 R82NA-RH |20-530-307 2 
20-524-3 2 R82NA-RH |207530-313 2 
20-524-5 2 R82NA-RH |20-530-314 2 
20-524-6 2 20-530-315 1 
20-524-7 2 R82NA-RH |20-530-52 2 
20-527-10 1 R82NA-RH |20-530-53 2 
20-527-20 1 20-530-61 2 
20-527-2008 y 20-530-62 2 
20-527-30 20-530-63 2 
20-527-3008 R82NA-RH |20-530-66 2 
20-527-4 R82NA-RH |20-530-67 2 
20-527-4008 20-530-68 2 
20-527-4CCSB 120-530-69 2 
R82NA-RH| 20-527-50€ 20-530-70 2 
20-527-50080 20-530-71 2 
20-527-6 20-530~72 2 
20-527-600 20-530-73 2 
20-527-6008 20-530-74 2 
20-527-7008 20-530-15.-- 2 
20-527-800B 20-530-88 2 
20-529-20 20-530-89 2 
20-529-3C 2 20-530-92 2 
20-530-102 2 20-530-93 2 
20-520-103 2 20-530-94 2 
20-530-104 2 20-530-95 2 
20-530-105 2 20-530-96 2 
20-530-106 2 20-530-97 2 
20-530-108 2 20-530-98 2 
20-530-109 2 20-530-99 2 
RB2NA-RH| 20-530-115 1 RO2NA-RH |20-531 2 
20-530-116 2 20-531-10 2 
29-530-117 2 20-531-6 2 
20-530-12 2 20-531-7 2 
20-530-158 2 20-532-1 6 
20-530-159 2 20-532-10 2 
e 530-16 2 20-532-2 4 
20-2307 160 2 20-532-20 2 
-161 2 20-532-3 2 
ο... 2 20-532-4 2 
20-530-163. 5,2 20-532-5 2 
20-530-164 2 R82NA-RH |20-533-1 2 
20-530-165 2 R82NA-RH |20-533-2 2 
202530-166 2 R82NA=RH |20-533-3 2 
20-530-167 2 20-533-4 4 
25-530-168 2 20-533-5 8 
20-530-169 2 20-533-6 2 
20-530-170 2 20-533-7 2 
20-530-171 2 R82NA=RH |20-534-1 2 
20-530-172 2 20-534-11 2 
20-530-173 2 20-524-12 2 
20-530-174 2 20-534-13 2 
20-530-175 2 20-534-14 2 
20-530-176 2 20-534-15 2 
20-530-177 2 20-534-16 2 
20-530-178 2 20-534-17 2 
20-530-179 2 20-534-18 2 
20-530-180 2 20-524-19 2 
20-530-181 2 20-534=2 2 
20-530-182 2 20-534-3 2 
20-530-183 2 20-534-4 2 
20-530-184 2 20-534-5 2 
20-530-185 2 20-534-6 2 
20-530-186 2 20-534-7 2 
20-530-187 2 20-534-8 ο 
20-530-188 2 20-534-9 2 
20-530-190 2 2 
20-530-191 2 2 
20-530-192 2 20-535-3 2 
20-530-193 2 20-535-4 2 
R82NA-RH| 20-530-2 2 20-535-5 2 
20-535-6 2 
20-520-203 2 20-535-7 2 
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20-536-10 1 3H2L4-15 
20-536-20 1 3H2L4-18 
20-536-30 1 3H2L4-21 
20-536-40 1 3H2L4-22 
3F2-13 2 3H2L4-240 
3F2-4 2 3H2L4-40 
3F2-6 2 3H2L4-60 
3601-16-22 4 3H2L4-64 
361-4-8 6 3H2L4-69 
3601-8-12 1 3H2L4-80 
361-8-20 1 -|3H2L4-96 
366 AR 3H2L6-15 
364-3 40 3H2L6-20 









3H2L6-21 
3H2L8-12 
3H2L8-15 


























































364-4 3H2L8-21 
32-12-15 3H2L8-22 
3H2-12-23 3H2L8-31 
3H2-16-13 3H2L8-58 
3H2-16-15 3Η3-10-23 
3H2-16-16 3113-10-25 
3H2-16-21 3H3-4-22 
3H2-16-22 3H3-4-23 
3H2-16-23 3H3-5-14 
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3H3-5-25 










3H2-16-31 
3H2-16-32 
3H2-16-33 
3H2-16-34 
3H2-16-36 





















3H3-8-0600 
3H3-8-0874 






UD mp 





>» 






m 
QN Be 


















































































1 
3H2-16-40 1 3517-10 2 
3H2-16-42 2 4B153-006 2 
3H2-20-13 1 4812-8 40 
3H2-20-15 1 
3H2-23-23 2 4B12-9 . 24 
3H2-24-100 2 4B12M8 12 
3H2-24-15 11 4B12M9 12 
3H2-24-16€ 1 4812156-27 2 
3H2-24-23 7 4B16RF4-12 8 
4817-10-500 1 
3H2-24-24 1 4817-14-62 4 
3H2-24-26 1 4817-14-87 028 
3H2-24-33 1 4817-16-38 4 
3H2- 24-37 1 4817-52-25 2 
3H2-24-9 2 4817-5-44 4 
3H2-24-92 1 4817-7-15 4 
3H2-28-15 33 4817-7-25 4 
3H2-28-22 1 
3H2-28-23 23 4B17-7-50 4 


























3H2-28-26 


4017-86-31 
3H2-32-10 


4818-64-64 






Hmm 


















3H2-4-13 4B18-6-176 46 
3H2-4-14 4B18B3-125 19 
3H2-4-15 1 21 
3H2-4-2 28 
3H2-4-21 481884-352 






3H2-74-23 
3H2-4-59 
3H2-4-95 
3H2-4B 
3H2-40-21 
3H2-42-6 
3H2-5-25 
3Η2-δ-13 
3H2-6-15 
2H2-6-23 
3H2-6-24 
3H2-6-34 
3H2-6-42 
3H2-6-8 
3H2-8-13 
3H2-8-14 
3H2-8-15 
3H2-8-21 






4B1854-64 














4818B4-72 
4B18B5~188 
4B18B5-64 
4819885-90 
4B18B5-91 
481886-64 
4B18B6-69 
481888 
4B1888-125 
4B19-8-010 
4^819810-018 


91397915 t1 1 t gd 
~ 
ο 
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4819811-013 
4B19B12-010 
4B19312-012 
4B19B3-005 

4B19B3-006 

4819B3-017 
4B19B3-108 
4B19B4-006 
4B19B4-C07 

















3H2-8-22 
3H2L16-12 
3H2L4-12 
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481984-008 





R82NA 


481984-116 
4B1985-006 


4B1985-007 
4B81905-008 


4B1985-009 
4B19B5-010 
4819B5-012 
461985-017 
481905-024 
4B19B5-104 
481985-200 
481985-204 
481986-008 
4819B6-010 











481986-012 
4B1986-016 
481987-010 
4B1988-006 
481988-024 
481909-016 
48194516-017 
4B19MS80C5 






4819510-011 
4819510-02C 
48195124100 

























481953-0C08 
481953-004 
481953-006 
481953011 
4819532017 
4B1953-019 
4B1953-025 
481953-029 
4B1952-100 
481953-105 
4B1954=004 
481954-005 


4B1954-006 
| 481954-008 
4B1954-010 


4B1954-16 
481955-004 


4B1955-008 








481955-009 
4B1955-010 









4B81955-012 
4B81955-014 












481955-024 
4B1955-026 
481955-104 
4B1956-004 
481956-006 
481956-010 
481956-012 










4B1956-013 
4B1956-016 
:481956-16 
481956-8 
4B1958-021 








481958-022 
481958-023 
4B1958-024 







481958-028 
4B1958-116 
481958-200 


e 
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AN 01-60AAB-4 
































































































































































FIGURE  |TOTAL| MICROFILM STOCK NUMBER FIGURE | TOTAL| MICROFILM 
AND INDFX | QTY. | NUMBER | [CLASS CODE | PART NUMBER AND INDEX |! QTY. | NUMBER 
184 - 85 8 4820-10-25 138 - 15 2 
184 - 95 4820-5-006 Μι 1352 - 30 2 
188 - 43 4820-53-004 2 
303 - 20 4 4820-8-010 2 
184 - 84 2 4820B10-008 2 
307 - 18 4820B10-014 1 
M1|188 - 26 4 4820B10-016 1 
184 - 58 2 4B20810-020 2 
184 - 96 4820B12-006 3 
184 - 56 1 4820812-024 1 
184 - 91 1 4820814-018 4 
1 4820B16-020 2 
307 - 20 2 482084-003 3 
2 
31 - 47 3 4820B4-008 2 
2 482085-007 2 
187 - 34 1 4820B5-008 4 
Ml|. 2 482085-016 4 
351 - 17 2 4820B6-005 2 
482086-007 2 
: 4820B6-010 4 
351 - 5 2 4820B6-014 
133 2 225 - 
302 - 30 2 235 - 
132 - 6 1 4B2086-016 348 - 
MI 4 348 - 
55 - 2 8 482086-020 88 - 
88 - 
110 - 20 1 304 - 
55 = 27 1 4820B6-25 256 - 
M1|331 = 41 3 482089-014 132 - 
- 482089-10 374 - 
1 - 
1 - 
1 4B20MS4-013 
2 4B20MS7-013 
949 - 57 1 4820MS8-018 
349 - 11 1 4820S10-C08 
1 4820510-11 
M1|349 - 15 2 4820511-011 
4 4820512-010 
1 4820$12-017 
M1 4 4820512-018 
62 - 36 6 4820512-020 
63 - 58 4820512-109 
μι] 62 - 38| 10 4820514-013 





4B20514-028 
4820514-128 
4820516-018 
482053-003 
482054-003 
4B2054-006 
482054-008 
482055-003 
4B2055D10 
4B2056-008 
482056-013 















M1 


σι Λο 





FPONNNFFEFNNNNENENNNENNFENND 





NNNFRN 


4B2183-007 
































482183-011 
482183-012 
4B2183-016 
482183-018 
4B2183-020 
482153-101 
4B2183-107 
482184-014 
4B2184-016 
482185-120 
.|482187-100 
482187-108 
482188-102 
4B21MS3-025 
4B21MS3-122 
4821MS4-029 
4B21MS4-104 
4B21MS4-205 
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Section IH 
Numerical Index of 


ΑΝ ΟΙ-6ΟΑΑΒ-4 Contractor Parts 





STOCK NUMBER 33 FIGURE MICROFILM oaa | FIGURE. | TOTAL| MICROFILM 
CLASS CODE PART NUMBER 9$, AND INDEX NUMBER | PARTNUMBER  |89| AND INDEX| QTY. | NUMBE 


454D4-6 
454D4-9 


453-416-22 
453-416-24 


4821MS5-100 4 1 
4B21MS8-024 1 2 
:482153-004 4 453-416=72 2 
482153-006 2 453-416=8 1 
482153-C08 6 453-8-12 1 
482153-010 2 453D10-10 2 
482153-014 1 4$3010-11 1 
. 4$3D10-12 2 
4Β2153-017 1 453010-14 1 
482153-019 1 
482153-021 1 4$3D10-15 1 
4B2153-023 1 
4B2153-024 3 4S3D10-16 7 
482153-025 1 
4B2153-026 1 453010-2 2 
4B2153-100 3 453D10-22 3 
482153-101 1 4S3010-25 1 
482153-105 1 453D10-5 2 
482153-23 4 4S3D10-56 2 
482153-7 8 453D10-57 3 
482153D10 1 453D10-6 2 
» 482154-010 4 4S3D10-7 1 
4B2154-012 4 4$3D10~8 18 
482184013 1 453D10-81 4 
482154-016 2 
482154-018 1 4S3D10-9 4 
4B21S4-020 2 
^ R82NA 482154-022 2 4S3D10-92 17 
4$30416-10 2 
482154-025 1 453D416-16 4 
482154-026 2 453D416-18 1 
482154-100 1 453D416-34 2 
4821S4-102 2 
482154-104 4 4S3D416-6 3 
4B2154-105 1 453D6 39 
482154-110 1 453D6-3 39 
482154-116 1 4S306-4 4 
482154-119 1 453D616-100 1 
482154-123 2 4S3D616-107 1 
482154-13 1 2 
4821S4-9 8 2 
482155-010 1 453D616-18 2 
482155-016 2 4530616-20 1 
4S3D616-8 1 
482155-023 1 10 
4B2155-024 1 4 
482155=028 4 1 
482155-102 2 2 
4Β2155-104 4 1 
482155-106 1 2 
4B2155-212 1 2 
482156-011 1 2 
482156-012 16 453P416-30 1 
482158-016 1 4S3P8-18 2 
482158-024 2 4S3P8-4 2 
482158-112 2 4564-04-14 4 
4B21S8-19 1 484-10-14 1 
482158-211 1 484-10-17 1 
482158-225 1 454-10-45 4 
4B2158-6 1 454-10=6 2 
4B23-B 2 454-12-15 1 
4B5-2 2 4547-12-30 1 
4D4-8-4 1 4S4-12-50 1 
462-16 2 4 
462-24 1 2 
462-32 3 8 
4 
4G4 2 4 
4R20B6-014 2 1 
4S3=1C16 2 2 
453-10-14 2 2 
453-10-19 1 
4593-10-20 2 5 
4523-10-28 2 1 
4 
453-10-39 1 
453-10-4 2 4 
453-10-7 1 2 
4523-24-73 4 454D4-16 1 
453-416-11 1 454D4-24 4 
e 453-416-16 1 4S4D4-26 1 
453-2416-20 2 4S4D4-28 1 
1 1 
1 2 


pa 
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Section lil 


Numerical Index of 


Contractor Parts 


= 12 
454D5-=4 
454D6-14 
454D6-18 
4S4D6-27 
454D6-33 
45406-5 
454D6-69 
454D6-74 
454D6-84 
454D6=9 
454D8-56 
45506-9 
456-12-19500 
4S6-3-1-010 
4S6-4=e166 
4S6-=4=368 
456-4=0-e 094 
456-4-0- 0485 
4S6-6-0-.302 
456-6-123 
4S6-6-174 
456-6-593 
45676-7883 
4S1-13-0-813 
4$7-15-0.670 
457-4-16188 
4S17-4-2«303 









48175724428 
4S1-4-24625 
4S1-4-3-381 
457-5—2 0032 
4$7-5-20109 
457-5-813 
497-8-1 9415 
457-9-2-140 
4S8 

5B1-10 
581-11 
581-15DH 
5B1-4 

581-6 

















R82NA 





R82NA 


581-60Η 
5B12DH 
5815-53-13 
5815-64-26 
5815D5-1 

5816 















5817C3A 
5B17C4A 
5B17C6A 
5B18C4A 
5018C45 
5818C5A 
5818C6 
5B18C73A 
5819C31 
5B19C32 
5819C7A 
501955”-008 
502-11 
582-12DH 
582-21 
5821-428-14 
5821-428-16 









R82NA 









RS2NA 















5021-428-21 
5021-428-26 
5021-428-32 
5824-74-62 
503-100H 
583-21 
584-11 
554-12 
556-12 
586020 

561 










R82NA 






R82NA 






5C2E12-4 


102^ 


AN O1-60AAB-4 















MOREM STOCK NUMBER 





5C2E28-8 






































5C6-3 
5H1-3 
5H1-4 
541461 
5L1466 
5P16 
5P20-3S 
5P24 
5P25 
5P29 
5Ρ30 
5Ρ34 
5510 























5R12-13 
5R12-19 
5R12-35 
5R16-11 


ΕΙ RPP PENNE NEN NEP NE RPP NPNUNHOF 


5R16-14 






5R16-17 
5R16-18 
5R16-19 
5816-20 
5R16-21 
5816-23 
5R16-24 
5R16-26 
5R16-27 
5R16-31 
5R16-37 
5R16-7 
555-2-11 
5855-22-14 
5S5-2-16 
5552-6 
556 

5T6-25 
5T6-26 
5W1-12-7 
5w1-3-11-10 
5W1-3-11-2 
5W1-3-11-3 
5W1-3-11-5 
5W1-3-12-17 
5W1-3-34 
541-3-40-1 
5W1-3-9-4 
5W1-8-54 






ο» WNRFFRERNN Am 


C lr rrr g 
+ 
M 






















y ttr d gg 
m 
N 

































5Ν1-8-6 
6B1 
683 
6B4 






6H1 
62-53718-3 
62-54049 
782-13 
7TE39-64-8 
7Ε29-60 
7E39-91 
7E52-80 
7E52-91 
7P3-19 
7R2-10 


7R2-110 


7TR2-12D 
T7TR2-13D 


7TR2-140 
7R2-19D 


N ON Nr »NNONN tr bpnrern TNE FRR Or 





[CLASS CODE | PART NUMBER 


5 


Μι 
M1 
M1 
M1 
M1 
M1 


M1 


M1 


M1 
















FIGURE TOTAL ΜΟΝ 
AND INDEX | QTY. | NUMBE 


M1 |273 - E 


384 


141 








14 
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STOCK NUMBER 





| CLASS CODE 





PART NUMBER 


783-12D 
7R3-120 
7R3-14D 


7$14-1032C9 
1$14-7420-71234 
7515-428-42 
7$14-528-45 
7S14CN1C32=44 
7S14CN1722-8A 


8C3-1-040 
£C3-1-C51 
£C3-3-025 


€ 


190 99 i0 ο 
MAN ΠΊΩΝ r 
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E 8] FIGURE MICROFILM 
ελλ AND INDEX NUMBER 


Co to CO Co 0) 

n uu ο ον 
NN 0 
wo 25 OW tw 


wre 
wow 





=. 
e 


359 + B3 
121 «€ 29 
USE 7S14-42 
P 





ΑΝ 01-60AAB-4 








REE MNPEN 





dM OR e PPE IND 





m 
PRUPHOOPNFNFFNHPRPENL OA 


NEN 


961972717 
$C1-3-18 
9C1-3-19 
$C1-3=3 


9C1-3-4 
9C1-3-5 


9C1-3-6 


9C1-3-7 


ος 58 
9C1P1-10 
9c1P1-16 
9C1P1-2 
9C1P2-10 
9C1P2-4 
9C1P2-6 
9ciP2-7 
9C1P3-10 
9C1P3-3 
9C1P3-5 
SCIP3-7 


9E1-4-12 
9E1-4-2 
asi 


97-14055-2 
97-14055-5 
97-3057-10-6 
97-54109-16 
97-54109-17 
97-54109-2 
97=54109-4 
97-54109-5 
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Contractor Parts 


STOCK NUMBER E FIGURE |TOTAL| MICROFILM 
CLASS CODE PART NUMBER 32| AND INDEX| QTY. | NUMBER 





. 
ArRPOFNFNNFNFR 


NR PRN HS 


1021 











Section III 
Numerical Index of 
Standard and Vendor Parts 


PART NUMBER STOCK NUMBER 


ΑΝ 01-60AAB-4 


FIGURE |TOTAL 
AND INDEX | QTY. 
153 - 51 


























































































































































































































ACCELEROMETER R88A0140-050 1 t 
ADAPTER 1 , 

ALTIMETER R8810625-000 153-52] 1 R881,0300-025 7 

R88A0351-011 1 R88:10300-025 E 

AMMETER 1 NEE 

! £8A0496- 

LA ROBA OL Od 000 i R88P0643=009 1 

AMPLIFIER ADAPTER |R88A2CO 1 } 

BALL 4 1 

1 1 

1 REF 

BAR R46A1017-791 1 R88R360 - 25 1 

R46A1019-160 1 134 - 65 2 

R46A1019-80-50 1 R88R0383-050 153 - 22 3 

R46A681-266 1 157 - 34 1 

R46A715-600 1 206 - 9 1 

R46S3579-630 1 206 - 19| 2 

R4653608-616 1 206 = 21 2 

R4653608=702 1 206 = 31 2 

BEZEL 3 207 - 38 2 

BOARD 1 207 - 39 1 

à 207 = 40 1 

BOX. R888060-00 i 201 - 4$ } 

R88B0890-000 1 a ; 

CANTEEN REF Sc T 1 

CAPACITOR 1 roo σας : 

z 221 = 26 l 

1 232 - 19 1 

1 232 - 20 4 

2 

CARBURETOR E R8850400-050 162 - 65 1 

CASE 1 : 

CLIP » 12 R88R0050-025 153 - 28 1 

226 = 19| 12 ||T-DRIVE 1 

226 - TACHOMETER & CABLE 314 - 30 2 

CLOCK R88C0583-011 157 - TEMPERATURE R8612700-010 1 

R88C0574-000 157 - HIRE 330 : 

CLUTCH 215 - du Ei i 

P 88C0779~ - = 

Sento? PORE MT TE Tee? 4 " R8812651-225 366 - 10 1 

R1612021-50 211 - R88T2125 366 - 11 1 

COMPASS ADAPTER  |R88A209-025 - 383 - 1 1 

COMPUTER R88C1121-000 R88T2651-200 383 - 2 1 

CONTROLLER - 383 - 3 1 

COVER R74C300 182 - 383 - 17 1 

CUTTER 315 - 383 - 21 i 

CYLINDER SK1084-514 321 - R88T2651=200 383 = 22 1 

CYLINDER ASSEMBLY - R88T1965-000 363 - 23 1 

DISCONNECT R88T2125 383 - 23 1 

R4473775=150 330 2 

DRIVE ASSEMBLY R44T4130-45AN 347 1 

EXTRUSION R48ALC42971~75S0 27 = 17 4 

R48ALC51775-14ST6 28 - 39 4 

FLOWMETER R8811200-012 R88N0510-000 182 1 

GAGE R8811929-050 R2203600-19 1 

R8811931-000 R22823600-21 1 

R8811585-012 5 













R8811927-050 
R88G1320-050 
R88G1395 


GENERATOR 









HANDBOOK 
NOSE 
INDICATOR 











AA19021A 
IAAF 84=12A 
AAF 89=24A 
AAF 94-56 
AAF945-6P 













R8812698-035 
R6811888-000 
R8810750-110 
R8812662-010 
R8812700-010 
R8811651-030 
R8811325 

R8813150-015 


















R16R18642-560-25 








Pr rr ο PN 5 











R8810474-010 
R8812380-012 
R8812600-025 













AF08=1254S 
AFO8A10S2S 
AFO8A12S4S 


R33 
R17P6436-1-25 
R17P4436=1-50 










PNR OS 



















AFOBA1457S 
AFOB8A18-115 












INSTRUCTIONS R17CED 






PTY f NLIS I RPE RPP [πὶ 15} 153 15» 1-5» 15} IS PP 15 15» IO QD. PPE PRP PRP NPP 12 Ὁ) A IND IR RPE IR κα S pr iS. IS. CO. 


5 
c 

2 

JUNCTION: BOX AF902-6 6 
RE AF934-101 2 

KIT AF934-107 i 
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PART NUMBER 


AF 934-111 


















































































AF934-116 






AF934-12 
AF 934-133 
AF 934-135 
AF934-139 
AF934-14 
AF934-175 
AF934-18 
AF934=20 
AF934-22 
AF934-6 
AF934-7 
AF934-8 
AF934-9 
AF934-97 
AF939-12 
AF945-3 
ΑΕΘΦ5-6Ρ 
ΑΟςΡΑ 

AGS 

AG252A2 
AJR743D 
AJ24-18 
AM203/ARA19 
AM291/APN22 
AM298/ASB1 
AM359 
AM40/A1C 








AN/ASA3 





AN10-16 
AN10-1112 
AN100-5 
ΑΝ12-21Α 
AN12-22 
AN12-22A 
AN12-50 
AN155-16L 
AN155-16L5 
ΑΝ155-165 
AN155=225 
AN155-32L 
AN155-46L 
AN161-16LL 
AN161-16LS 
AN161-16RS 
AN161-22LL 
AN161-46LL 
AN161-46RL 
AN162-4RL 
AN165-16RS 
AN173-10A 
AN173-11A 
AN174-10A 
AN174-12 
AN174-12A 
AN174=13 
AN174=13A 
AN174=17 
AN174-17A 
AN174-22 
AN174-25A 
ΑΝ1 74-26 
AN174-30A 
AN174=33A 
AN174=36A 
AN174-6A 
AN174=7A 
AN175-10A 
AN175-16 
AN175-36A 
AN175-42 
AN175-60 
AN176-144 
AN176-15A 
AN176-16A 











R12B1160-14 
R1281160-18 
R1281160-19 













R12F1590-14 















R43876700-28 
R43876700-30 








R43876500-1990 





R43876500-1995 
R43B76800-110 
R43B76500-2015 













R43576800-220 










R43B76800-49 











R43B76500-2236 





R43B76500-2288 










R43B76820-130 
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Section ΙΙΙ 
Numerical Index of 


AN O1-60AAB-4 Standard and Vendor Parts 


STOCK NUMBER 






































FIGURE |TOTAL 
τα] 5||αμιττ-1τΑ 288 - 4| 2 
C us AN177-35 R43876510-330 179 - 23 1 
ΑΝ178-20 R45815520-190 331 - 4 4 
/N178-20A R43876835-140 176 - 12 1 
AN178-21 R43876520-200 331 - 10 8 
AN178-32A 176 - 11 1 
2 | [AN178H32A 354 = 3 i 
AN178-34A 177 - 16 1 
1 | lam17o=174 és 1| 2 
N - £3B 5 = 5 ἘΝ H 
1 | (1149233 23878228328 178 δι 1 
6 | |AN182-27 R43B76540-244 331 - 16 6 
1 1 ΙΑΝΙΕΖ-27 R42876540-2Ut4 321 - 17 2 
1]l|AN186-54A R43376841-270 S3- 4 4 
10 | AN200KP4 R776512=00417=CCO4 178 - 53 YT 
1 | JAN200KP5 R770512-=00509-0004 162 - 43 2 
10 | ΙΑΝ2ΟΟΚΡ6 R776512-C0613-0004 60 - 6C 3 
2 | AN200KP8B R776512-00811=0064 56 - 12 5 
1 | JAN20CKS3L R775513-00303-0004 279 - 15 3 
17 | lan200kS4 R778513-00417-0004 165 = 43 δ 
2 | AN200K3L R778511-00303-0004 13 - 26 10 
3 | |JAN200K^ R778511-00417-0004 36 - 21 10 
2 | IAN2COK5 R778511-00508-000 35 - 36 3 
2 | |AN200K6 R778511-00612-C004 $5 = 19 z 
1 |lAN200K8 R778511-00811=0004 55 - 10 5 
1 | ΙΑΝ2ΟΙ-68 173 - 1 9 
2 | JANZO1KP12A R?7B512-01207-6004 160 - 20 4 
1 | ¡AN201KP3A 298 - 44 B 
2 | AN201KP4A R77B512-00407-0004 87 32 
1 | JAN2O01KP8A R778512-00805-0004 161 - 45 3 
1 | JAN201K10A R778511-01007-0004 166 - 26€ 3 
1 | JAN201K16A 287 - € 4 
1 | JAN201K3A 1 
2 | |AN201K4A R776511-00407-C9204^ 7 - 28 30 
AN201K8A R778511-00805-0004 178 - 43 2 
5 | |AN202K218 R77B511-02103-0004 163 - 24 2 
AN202K298 R778511-02903-000^ 106 - 45 2 
ΑΝΖ06053 R778511-02903-0004 175 - 2 2 
1 | [an206054 R778519-00421-0004 165 - 91 2 
1 | JAN2070P10 R77551€-01017-0604 179 - 2 1 
1 ||AN2070P5 R778518-005>19-=C0004 161 - 10 1 
1 | |AN2070P8 R778518-00817-000 110 - 27 3 
1 | JAN207D4 R77B517-00421-0004 165 - 44 2 
1 | JAN20705 R778517-00515-0004 35 - 35 2 
1 | |an210-1A USE AN210-15 
1 | JAN210-1B R82P810100 168 - 1 46 
1|l|AN210-2A Re2Pe10110 35 - ] 30 
2 | |AN210-28 72 - 15 96 
3 | |AN210-3A R82P810120 13 - 16 2 
4 | |AN210-4A R82P810130 37 - 28 2 
4 R82P810150 37 = 27 2 
1 RB2NA 160 - 5] 30 
1 R778995-41001-0000 381 - 54 2 
3 R778542-00430-0504 408 - 36 1 
1||AN219-2 168 - 72 1 
5 | |AN220-1 121 - 15 2 
6 152 - 25 2 
2 421 - 58 1 
1 R82 1 
1 315 - 24 4 
4 R42F48370 182 - 13 28 
1 R42F48290 200 - 7] 285 
2 R42F45380 182 = 12] 312 
2 R42F48390 199 - 24 | 309 
4 42F48200 200 4 
4 R43D32774 37 - 10 14 
1 43532780 37 28 
2 43832782 176 = 65 3 
4 43832786 54 - 25 19 
4 43832792 37 = 11 10 
- 2 43822798 303 - 14 2 
56 - 2 43832804 37 - 35 7 
288 - 8 162 - 53 1 
161 -= 2 R43B32810 83 - 19 4 
12 - 6 R43632816 83 =- 8 5 
- 8 | lan23-17A R43332618 160 - 45 4 
= 3 11ΑΝ22-18 R438 32822 168 - 9 6 
160 - 1 | JAN23=19 R436 32823 165 - 68 & 
287 - 1 | JAN23=20 R435 32834 171 - 17 2 
35 - 2 R42832840 165 - 32 2 
- 1 308 - 45 2 
2 R43832870 171 - 16 2 
4 243832876 168 - 7 1 
1 283 68 - 8 
1023 


Section ΙΙΙ 
Numerical Index of 
Standard and Vendor Parts 


PART NUMBER STOCK NUMBER FIGURE ¡TOTAL 
AND INDEX | QTY. 


AN23-29 : 8 
AN23-30 

AN23-34 

AN23-38 

AN23-42 

AN23-8 

AN23-9 

AN23-9A 

AN230520 

AN24-10 

AN24-11 

AN24-12 

AN24-13 

ANZ4^-14 

AN24-15 

AN24-17 R428233354 
AN24-18 R4322336C 
AN24-18A 

AN24=21 

AN24-22 

AN24-23 

AN24-23A 

AN24=25 R43832402 
AN24-26 bi R43833408 
AN24=-27 R43B33414 
AN24=27A : 6 
AN24=29 

AM245-294 

AN24-30 

AN24=23 

ANZ4-46 

AM24-50 

AN24-56 

AN24-60C 

AN24-G R43833306 
AN241<10 R43N28815 
AN25-16 

AN25-18 

AN25-22 R43833966 
AN25-22 R43033978 
AN25-25 243533996 
AN25=26 

AN25=35 

AN25-3CA 

AN25-464 

AN25-E4A 

AN253-1-5768 

AN253-2-1225 

AN253-2-1650 

AN253-2-1925 

AN253-2-200 

AN253=2=2400 

AN253-2-25 

AN253-2-250 

AN253-2-347 

AN253-2-414750 

AN253-2-53 

AN253-2-64,75 

AN253-2-8,25 

AN253-2-838 

AN2552-3A 

AN26-14 

AN26-16 

AN26-17 

AN26-19 

AN26-20 

AN26-21 

AN26=22 

AN26-23 

AN26-25 R43E34606 
AN26-26 R43234612 
AN26-27 

AN26-28 

AN26-29 

AN26-30 

AN26-234 

AN26-36 

AN27A30 

AN28-26 

AN266-1 

AN26-40A 

AN26-53 

AN27-23 

AN27-28 


ΑΝ O1-60AAB-4 


AN27=29 
AN27-34 


1 


N 


DBOUNANDPNFNNY FOR AL 


AN2-710A 
AN3-11 


m 


AN3-14A 
AN3-15 
AN3-15A 


m 


N 
Eene Proy 


AN3-35A 
ΑΝ3-36Α 
AN3-37A 


ew 


Ρο 
nr 
arr 


R43885040-16 
R43B85040-19 
R43885039-8 


R43885039-20 


4 


USE AN3021=3 
AN3021-2 R17528256-10 
AN3021-3 R17528254-25 
AN3021-313 


PR 


OQNPO0nNFNOFDOON yu 


R17528256-45 
R17528266-1=-7 
R17528266-21 
R17528266-22 
17528266-23 
R17523266-27 
R17528229-5 
R17523235-=50 
R17528226-75 


R17528226-95. 
17528234-270 
R17528231-25 
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AN3027~6 
AN3027-7 
AN3028-3 
ΑΝ3022-5 
AN3C34=2 
AN3035-2 
AN3037-8 
AN3039-3 
|AN3042-1 
AN3042-2 
AN3046=4 
AN3049=1 . 
AN3254-10 
AN3054-16 
AN3054=4 
AN3U54=6 
AN3054-6A 
AN3057=10 
AN3057-10A 
AN3C57=12 
AN3057=12A 
AN3057-16 
AN3057-16A 
AN3057-20 
AN3057=20A 
AN3057-24A 
AN3057=26A 
AN3057-28A 
AN3057-3 
AN3057=3A 
AN3057-4 
AN3057-4A 
ΑΝ2057-6 
AN3057-6A 
AN3057-8 
AN3057-8A 
AN3057=9A 
AN3257A10 
AN2057A108A 
AN9057A12 
AN3057A16 
ΑΝ2058-6 
AN3063=% 
AN3064-4 
AN3064=6 
AN3066=4 
ΑΝ2066-6 
AN3067-5 
AN3092-2 
AN3092=3 
AN31-13A 
AN310-10 
AN310=12 
ΑΝ310-14 
AN310=3 
AN31C=4 
AN210-428 
AN310=5 
AN310=6 
AN310-6B 
AN310~7 
ΑΝ310-8 
ΑΝ310-9 
AN310C4 
AN310C5 
AN310C6 
AN3100-10SL3P 
AN3100-16-13P 
AN2100-18-22P 
AN3100-18-95 
AN3100=20=205 
AN3100-20-27P 
ΑΝ3100-205 
ΑΝ3100-28-165 
AN3100A1253P 
AN3100A12535 
ΑΝ3100Α18-22Ρ 
AN3100A18-8S 
AN3100A18-95 
AN3100A20-27P 
AN3100A20-29P 
ΑΝ3100Α20-335 
ΑΝ3100Α22-195 
AN3100A28 






















R17528231-125 
R17528226-115 
R17G8850 
R1I7L12931-5 


R17L11442 
R17L12931-63 


R17L12932-17-30 


R17N1000 
R17N991 
IR17N993 


R17A2299 
R17A2299-100 


USE AN3057A1 


R17A2201-10 


USE AN3057A16 


R17A2302-50 


USE AN3057A20 


R17A2295 
R17A2302-10 
R17A2296 
R17A2296-10 
R17A2291 
R17A2297-10 
R17A2298 
R17A2299-10 


R17C30381 
R17C30303 
R17N1034-6 
R17N1034-11 


R17L12933-4 


R43N20640 
R43N20645 
R43N20650 
R43N20605 
R43N20610 


R43N20615 
R43N20620 - 


R43N20625 
R43N20630 
R43N20635 


R43N20715 
R43N20729 


IR17R1285-15 


R17R1298-100 


R17R1305 

R17R1347-39 
RI7R1651-20 
R17R1651-25 


R17NA 
R17R1655-75 


R17R1656-260 


IR17R1657-185 
R17 
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AN3100428-115 


AN3100A32-7P 
AN3100A32-7S 
AN2100CK13P 

AN3100C1CSL3P 
AN3100C16-11P 
AN3100C16-13P 
AN3100C18-1P 

AN3100C20-1P 

AN3100C20-27P 
AN2100C26-29P 
AN3100C22-14P 
AN3100M10SL3P 
AN3101-14S5P 
AN3101-18-95 


























AN3101A28-15S 
AN3101A28-20S 
AN3101820-27P 
AN3101B32-7S 
ΑΝΘ102-1455Ρ. 
AN3102-24-5P 
AN3102A14S5S 
AN3102A14S65 
AN3102A16-95 






AN3102A20-27P 
AN3102A20-295 
AN3102A20-33S 
AN3102A20-7S 
AN3102A24-21P 
AN3102A24=-28P 
AN3102A24-9S 
AN3102A28-15P 
AN3102A28=15S 
AN3102A28=20P 
AN3102A28-21P 
AN3106-10SL35 
AN3106-10S2S_ 
AN3106-12535S 
AN3106-14S2S 
AN3106-14S5S 
AN2106-16-11S 
AN3106-16-135 
AN3106-18-1S 
AN3106-18-9P 
AN3196-20-20P 
AN3106-20-27S 
AN3106-24-19P 
AN3106-28-16P 
AN3106A1S2S 
AN3106A10SL3S 
AN3106A10SL4S 




























AN3106A18-1P 
AN3106A18-1S 
AN3106A18-10S 
AN3106A18-22S 
ΑΝ3106Α18-65 
AN3106A18-9P 
AN3106A20-1S 
AN3106A20-11S 
AN3106A20-165 
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- STOCK NUMBER 

















17R1653-120-50 









R17R1657-130-5 






R17P4433-15-15 





R17P4424-280-155 
R17P4424-280-205 













R17R1525-40 



































RI7R1702-85 






R17R1727-25 


















R17P4425-630 
R17P4425-620 
R17P4425-830 
R17P4425-920 
R17P4425-945 
R17P4425-988 
R17P4425-1010 
R17P4426-110 

R17P4426-165 




















R17P4426-210 
R17P4426-490 
R17P4426-697-50 












R17P4433-100-50 


R17P4433-250 
R17P4433-265 
R17P4433-260 
R17P4433-290-5 
R17P4433-300 
R17P4433-315 
R17P4433-310 





R17P4433-405 
R17P4433-400 
17P4433-401 





















17P4433-599-2 
R17P4433-599-80 
R17P4433-620-95 





R17NA 
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R17P4433-600-335 


FIGURE |TOTAL 
AND INDEX| QTY. 
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Section lli 
Numerical Index of 
! Standard and Vendor Parts 


PART NUMBER 


AN ΟΙ-όΟΑΑΒ-4 


AN3106A20-275 
AN3106A20-29P 
AN3106A20=29PW 
AN3106A20-295 
AN3106A20-4S 
AN3106420-7S 
AN3106A20A20S 
AN3106A20275 
AN3106A22-14P 
AN3106A22-14PX 
ΑΝ3106Α22-145 
AN3106A22-14SW 
AN3106A22-14SX 
AN3106A22-16S$ 
AN3106A22-185 
AN3106A22-19P 
ΑΝ3106Α22-195 
AN3106A22-205 
AN3106A22-23P 
AN3106A24-28P 
AN3106A 24-285 
AN3106A28-11P 
AN3106A28-11S 
AN3106A28-12P 
AN3106A28-12PX 
AN2106A28-12S$ 
AN3106A28-12SX 
AN3106A28-15P 
AN3106A28-155 
AN2106A28-16P 
AN3106A28-20P 
AN3106A28-9P 
AN3106A28-95 
AN2106A28-98 
AN3106A32-7R 
AN3106A32-7S 
AN3106B10SL3S 
AN31068105L4S 
AN3106B1253S 
AN3106814 
AN3106B14S1S 
AN3106B14S2P 
AN3106B14S25 


AN3106814S5P 
AN3106B14S5S 
AN3106B14S9P 
AN3106B14S9S 
AN3106814S9SW 
AN3106816515 
AN3106B18-1P 
AN3106B18-18P 
AN3106818-20P 
AN2106818-30S 
AN3106B18-8P 
AN3106B18S1P 
AN3106B20-27S 
AN3106B20=27SY 
AN31068 24-215 
AN3106B28-12S 
AN3106B28-15P 
AN3106828-15S 
AN3106828-21P 
AN3106B28-21S 
AN3106B8-30S 
AN2106B8S1P 
AN3106F14S7S 
AN3106M10SL3S 
AN3106R14S5S 
AN3107A20-29S 
AN3108-10S 
AN3108-10SL4S 
AN3108-10S2S 
AN3108-14S2P 
ΑΝ21Ι08” 14525 
AN3108-14S5S 
AN3108-14S7S 
ΑΝ3108-1δ-105 
AN3108-16-11S 
ΑΝ3108-16515 
AN3108-18-20P 
AN3108-18-4S 
AN3108-20-7S 
AN3108-8515 


R17P4433-600-455-5 
R17P4433-600-215 


R17P4426-383 


R17P4433-610-130 


R17P4426-399 
R17P4426-400 


R17P4433-620-240 
R17P4433-630-100-5 


R17P4433-630-140 
R17P4433-630-155 


R17P4433-100-20 
R17P4425-634 
R17P4433-220 


R17P4425-915 


biresess-200-s 
17P4425=945 
R17P4426-979 


R17P4433-400 
IR17P4433-599-5 


R17P4433-600-455 


R17P4433-630-109 
R17P4433-630-145 
IR17P4426-697 
R17P4426-698 
R17P4426-699 
R17P4433-600-175 


R17P4430-9-15 


R17P4430-415 
R17P4430-420 
R17P4430-444 
R17P4430-452 
R17P4430-479 
R17P4430-500-10 


R17P4430-678 
R17P4430-640 
R17P4430-763 
R17P4429-410 
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AN3108A-32-7S 
AN3108A10SL3S 
ΑΝ3108Α10525 
AN3108A1253S 
AN3108A1452P 
AN3108A14S2S 
AN3108A14S2SX 
AN3108A14S2SY 
AN3108A14S5S 
AN3108A14S7P 
AN3108A14S7S 
AN3108A16=10S 
AN3108A16-13S 


ΑΝΘ108ΒΑ18-15 
AN3108A18=4S 
AN3108A18=65 
ΑΝΘ108Α18-9Ρ 
AN3108A18=9S 
¡AN3108A20-16P 
AN2108A20-225 
AN3108A20-27P 
AN2108A20-27S 
AN3108A20-7S 
AN3108A22-14S 
AN3108A22-23P 
AN3108A24-55 
AN3108A28-11S 
AN3108A28=15P 
IAN3108A28=15S 
AN3108A28-16S 


AN3108B18-1S 
|AN2108B18-20P 
AN3108818-30P 
AN3108B18-31P 
AN3108B18-5S 
AN3108B18-8S 
AN3108818-95S 
AN3108B20-16P 
AN3108620-27 
AN3108B20-27P 
AN3108820-27$ 
AN2108820-29S 
AN3108820-295W 
AN3108B22-14P 
AN2108822-14S 


AN3108824-21S 
¡AN3108824-285 


AN3108828-15P 
AN3108828-155 


AN2108M18-15 
AN3108M20-275 
¡AN3108M20-295 
AN3108M20~29SW 
'AN3108M28-12S 
AN3108M28-125W 
AN3108M28-125X 


R17P4433=851 


R17P4433-1200 


R17P4430-8 


R17P4433-1200 
R17P4433-1380 
R17P4432-1230 


R17P4433-1270 
R17P4433-1645 


R17P4433-1930 


R17P4433-2440 
R17P4433-2240 
R17P4433-2260 


BMP RR mE MRR DI ο ου ω ου ϱ G5 an a ο ο A A RÀ $9 A AI LIA Q3. ο A PRR I I ν᾿... RRP IRL IND BO NA FO NOR NN UI 





REVISED 1 OCTOBER 1958 













184-54140 
184-541Δ1 
184-54142 
184-54143- 
184-54143- 
184-54144 

184-54144- 
184-54144- 
184-54144- 
1845-54144- 
184-54144— 
184-54144- 
184-54144- 
184-54144- 
184-54144— 
184-54144- 
184-54145 

184- 54146 

184-54146- 
184-54146- 
184-54146- 
124-54146- 
184-54146- 
184-54146- 
184-54147 

184-54147- 
184-54147- 
184-54148- 
184-54149 

184—54149- 
184-54150 

184-54151 

184-54151- 
184-54151- 
184-54151- 
134-54151- 
184-54151- 
184-54151- 
184-54151- 
184-54151- 
184-54151- 
124-54151- 
184-54151- 
184-54151- 
184-54151- 
184-54151- 
1864-54152 

1846-54153 

184-54153- 
184-54153- 
184-54153-- 
184-54154 

184-54154- 
184-54154- 
124-54155 

184-54156 

184-54156- 
1284-54156- 
184-54156- 
184-54157 

184-54157- 
184-54157- 
184-54157- 
184-54158 

184-54158- 
184-54159 

124-54160 

184-5416) 

[84-54 162 

184-54163 

184--56 164 

184-54165 

184-54166— 
184-54166- 
184-54166- 
184-54166- 
184-54166- 
184-54166- 
184-54166- 
184-54167 

124-54167- 
184-54168 
184-54169 
184-54170 
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Section IIl 


| Numerical Index of 
ΑΝ 01-60AAB-4 Contractor Parts 


STOCK NUMBER E FIGURE MICROFILM 
AND INDEX NUMBER 
M1 








































































































































































































































































































































































184-2417) > } 
M = - 2 
e HCM i^ 184-54171- 3 2 
1 184-54171- 5 2 
1 184-54172 2 
1 184-54173 1 
1 184—54201 1 
: 184-54207 1 
μι 1 184-54217 1 
Ml 1 184-54223 1 
1 1 184-54223- 3 1 
1 184-54223- 4 1 
1 184-54223- 5 1 
1 184-54223- 6 1 
1 184-54223- 7 1 
Hl 1 184-54223- 8 1 
2 1 184-54223- 9 1 
417228 - 26 1 184-54223- 10 1 
13112217 - 20 1 184-54223- 11 1 
" 1 184-54223- 12 1 
μι 1 184-54223- 13 1 
M1 1 185-54223- 14 1 
M 1 184-54226 1 
Μ11228 - 45 1 184-54226- 3 1 
41 1 184-54226- 5 1 
1 1 184-54226- 7 1 
»1 1 18δ4- 54227 1 
M1 1 184-54227- 3 1 
K 1 184-54227- 5 1 
212 1 184-54227- 7 1 
41 1 184-54228 1 
41 1 184-54228- 3 1 
M1 2 184-54228- 5 1 
ul 1 184-54228- 7 1 
“1 1 184-54228-101 1 
μα 1 184-54229 2 
ml 1 184-54230 1 
Μι 1 184-54230- 3 1 
M1 3 184-54230- 5 1 
“1 1 184-54230- 7 r 
Hu 1 184-54231 REF 28-41 
M1 1 
Hl 1 184-54232 1| 24-363 
“l 1 184-54232- 3 1| 2Α-363 
“1 1 184-54233 1| 24-364 
z REF 184-54233- 3 1] 2A-364 
M1 1 18454234 1 2A-70 
* REF 184-54235 3 2A-71 
* REF 184-54236 1 2A-176 
41 1 184-54236- 3 1| 2A-176 
1 184-54236- 5 1] 24-176 
ΜΙ 1 184-54238 1 28-42 
Hl 1 184-54238- 3 1 28-42 
Ml 1 184-54238- 5 1| 28-42 
m 1 184-54238- 7 1| 28-42 
[η 1 184-54238- 9 1 28-42 
M1 1 184-54238- 11 1 2B-42 
μι 2 184-54238- 13 1 28-42 
μι 1 184-54238-100 1 2B-42 
M1 1 184- 54240 1 
H1 1 184-54240~ 3 1 
M1 1 184-54240- 5 1 
41 1 184-54241 1 
Ml 1 184-54241- 3 1 
1 184-54241- 5 i| 
1 184-54241- 7 1 
1 184-54241- 9 1 
1 184-54241- 11 1 
μι 1| 2Α-174 184-54241- 13 2 
ΜΙ 1 184-54241- 15 1 
USE 184-541b8 184-54241- 17 2 
: 1 184-54241- 19 1 
1 184-54241- 21 1 
1 184-54241- 23 1 
1 184-54241- 25 1 
1 184-54241- 27 1 
1 184-54241- 29 1 
1 184-54241- 33 1 
+ REF 184-54241-101 1 
ΜΙ 1 
2 1 
Ρ 2 9 
1 184-54242- 5 1 
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Section Ill 


Numerical Index of 
Contractor Parts AN O1-60AAB-4 


STOCK NUMBER : FIGURE MICROFILM 
[crass cone] PARTNUMBER || AND INDex NUMBER PART NUMBER 
x1 


















184-54251- 9 






























184-54242- 7 
184-54244 208 - 59 184-54251- 11 
184-54244- 3 184-54251- 13 
RB2NA 184-54244= 5 : 184-54251- 21 
184-54244- 7 208 184-54251- 23 
184-54244= 9 184-54252 















184-54253 
184-54256 
184-54261 
184-54263 
184-54264 






184-54244- 10 
184-54244- 1 
184-54244- 13 
184754245 
184-54246 
184-54246- 3 
184 - 54247 
184-54247- 3 
184-54247- 5 
184-54247- 7 
184-54248 
184-54249 
184-54250- 3 
184-5425C- 5 
184-54250- 7 
184-54250- 9 
184-54250- 11 
184-54250- 13 
184-54250- 15 
184-54250- 17 
184-54250- 19 
184-54250- 21 
184-54250- 23 
184-54250- 25 
164-54250- 27 
184-54250- 29 


208 





R82NA 





208 


μαμα μον ον 







R82NA 








184-542p4 









R82NA 






184-54264- 
184-54265 
184-54266 
184-54267 









184-54267- 3 
184-54267- 13 
184-54268 

184-54268- 3 
184-54268- 5 
184-54268- 13 
184-54269 




































164-54269- 3 
184-54269- 5 
134-54269- 7 
134-54269- 8 
S 
1 
1 
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134-54269- 


N 


184-54250- 31 






184-54269- 






























216 - 23 2 
184-54250- 157 - 1C 184-54269- 3 
184-54250- 35 216 - 14 184-54270 
184-54250- 37 216 - 
184-54250- 39 216 - 184-54270- 3 
184-54250- 41 214 - 124-54270- 5 
184-54250- 43 214 - 124-54270- 13 
184-54250- 45 219 -= 184-54270- 33 
184-54259- 47 157 ~ 184-54270-101 


184-54250- 49 
184-54250- 5C 
184-54250- 51 
184-54250- 53 
184-54250- 55 
184-54250- 57 
184-54250- 59 
184-54250- 61 
184-54250- 77 
184-54250- 79 
184-54250- 01 
164-54250- 83 
184-54250- 85 
184-54250- 87 
184-54250- 89 
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Section Ill 
Numerical index of 
Standard and Vendor Parts 





AN520—10R22 
AN520—10R24 
ANS20~10R26 4 
AN520-10R28 1 
AN520—10R30 R 3 
AN520-10R32 R435211564 4 
ΑΝ520--1054 Ρ4 35211500 8 2 
AN520-—10R4C 2 6 
AN520—10R5 R435211504 - 17 2 
AN520—10R6 Π435211508 - 4 4 
AN520-10R7 IR43$211512 - 47 2 
ANS520-10R8 6355211516 - 246 1 
AN520-1028 ΕΕ 8 1 
AN520-1032-10 - 4 2 
AN520—1032R14 - 2 4 
AN520-4R8 - 4 1 
AN520-416-36 1 4 
AN520—416R10 - 6 51 
AN520—416R12 - 4 i 
AN520-^16R14 z 8 1 
AN520—416R8 - 6 1 
AN520-416R9 Š 4 1 
AN520-41622 z 5 l 
ANS20-465R12 - 4 - 4 
AN520-8R8 - 2 - 2 
AN520C10-6 - ο M 4 
AN520C10-8 - 2 5 1 
AN520C10-9 - 5 - 1 
AN520C10R8 6 1 
AN526~1032R10 8 τ 1 
AN526-1032R9 8 p 5 
AN526-632R30 6 S 8 
AN526~632R44 1 - 34 
AN526-632R47 1 R - 
AN526-632R8 8 R 330492 46 - E 
ΑΝ526-832-8 6 R - 21 
AN526~832R10 6 - 2 
AN526C1032-8 5 n 6 
ΑΝ530-10-8 8 - 4 
AN530-10R8 6 = 8 
ANS30-4-8 4 R - 14 
ΑΝ530--6-8 8 R33P492-13 - 8 
AN532-832R12 ^ | ¡AN6227-20 . R33P492—-67 - 16 
AN535—00—4 2 | laN6227-21 R33P492-70 - 3 
AN535-2-4 ^ | lan6227-22 R33P492-73 - 13 
ΑΝ535-4-2 2 | lan6227-23 R 10 
AN535-4-4 4 [laN6221-2^ - 3 
AN545-10R14 ^ [laN6227-25 - 2 
AN545-10R6 2 | lan6227-26 - 2 
AN545-10R8 3 | lan6227-27 - 5 
AN565A10-7 2 ¡6227-28 - 2 
AN565A10-8 1 6221-29 = 5 
AN565A10H12 8 | lan6227-3 - 1 
ANS65A2HA 1]|lau6227-21 - 5 
AN565A416H4 ^ |lan6227-33 R33P 492-106 - 1 
AN565A6H8 2 6227-35 33P492-112 - 2 
AN565B6-4 1 | lan6227-37 R33P492-118 - 4 
AN565C10-7 1 6227-4 R33P492-19 - 1 
AN565D416H8 1 16227-42 - 2 
AN565D6-4 2 than = 
AN565D6-8 21} ο... - 4 
AN565D8-3 2 | lu6221-^8 - 1 
AN565D8-4 1 6227-49 = 1 
AN565D8H2 1 6227-5 - 1 
AN5771-48 1 | lan6227-52 = 1 
AN5771=7A 5 | lan6227-58 = 1 
1 6227-6 - 7 
1 | lax6227-60 - 1 
2 | hN6227-61 - 1 
1 | Ἀνοδ227-66 - 5 
?|5u6227-7 - 9 
1 | lan6227-8 - 1 
20 | lan6227-9 - 3 
32 | [an62278^^ 4 
2 | lane227B85 2 
57 6230-13 1 
3 6230-14 6 
44 16230-19 i 
7 6230-2 3 
3 230-4 2 
R EU 6230-41 2 
IR43B79166 ill 2210-0 E 
IR43B79168 37 | lan6230828 1 
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ΑΝ6230841 
ΑΝ6231-1 
AN6231-11 
AN6231-13 
AN6231-3 
AN6231—4 
AN6231-47 
AN6231-5 
ΑΝ6231-9 
AN6231A33 
AN6231A27 
AN6231A47 
AN6232-1 
ΑΝ6232-2-3/4 
AN6232-4-3/8 


AN6232C1-9/16 
AN6232C11-3/8 
AN6232C2 
AN6232C2-3/8 
AN6232C2-9/16 
AN6232C3 
AN6232C3-9/16 
AN6232C4 
ΑΝ6234--2 
ΑΝ6236--2 
AN6240-1 
AN6240-12 
AN6244-13 
ANG244-14 
AN6244-1S8 
AN6244-2 
AN6244-4 
AN6244-3 
AN6244-9 
AN6246-10 
ΑΝ6246-11 
AN6246-13 
AN6246-14 
AN6246-15 
AN6246-17 
AN6246-18 
AN6246-19 
AN6246-20 
AN6246-21 
AN6246-22 
ΑΝ6246-23 
ANG246-24 
AN6246-26 
AN6246-27 
AN6246-29 

ΑΝ624 6-31 
AN6246-33 
ANG246-35 
AN6246-37 
AN6246-4-3/8 
AN6246—-42 
AN6246-44 
AN6246-46 
AN6246-48 
AN6246-5 
AN6246-52 
AN6246-58 
AN6246-6G 
AN6256-61 
AN6246-65 
AN6246-7 
AN6246-9 
AN6264-10-22-3/4 
AN6264—10D19-1/2 
AN6264-15 
AN6264—16D 
AN6264-16DL 
AN6264-16D15-3/4 
AN6264-16D17-1/4 
AN6264-16D19 
AN6264-16D21 
AN6264—16D23-1/2 
AN6264-16D23-1/4 
AN6264-16D37 
AN6264-16D41-1/4 
AN6264~16D43 
AN6264-16D52 
AN6264-15084 


R33G1150-700 
R33N700=10 
[R33N700-30 
R33W700-34 
IR33W700—14 
R334700-16 
R33W700-102 
R33W7C0-18 
R33W700-26 
R3353-260 
R3353-280 
R3353-330 
R338620 


IR83F3C0701 
IR83F 300780 


R33G1004-34 
R33F1004-36 
R33G1C04~46 
R33G1104-12 
R33G1004-16 
R3361004-24 
R3361004-26 
R3361202-20 
R33G1002-22 
R33G1002-26 
R3361002-27 
R33G1002-28 
R33G1002-34 
R3361C02-36 
R33G1002-38 


R33G1C02-42 
R33G1002-44 
R33G61002-46 
R33G1002-48 
R33G1002-52 
IR33G61C02-54 
IR33G1002-58 
R3361C02-62 
IR33G1092-84 
Κ3361002-87 
USE SR16-37 


53361003 
R33G1003-4 
iR33G1C03-8 
iR33G1003-12 
KR3361002-10 
R3361003-20 
R3361003-32 
IR33G1C03-36 
R3361003-38 
R33G1C03-46 
R33G1002-14 
R33G1002-18 
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pe 
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MN DNI DAN N NAD et et 0 


6264-4-13-1/2 
N6264—4-14-1/2 
6264-74-15 
i6264—4-16 
86264-4-17 
6264-4-20 
AN6264—4-22 
6264-74-24 
16264-4-25-=1/2 
6264-4=26 
ANG264-4-26-3/4 
6264-4-28 
AN6264—4—-28-1/2 
6264-4-36 
ANG6264=4-40 
AN6264-4-46 
ANG6264-4-48 
6264-4=56 
6264-4-7 
ANG6264-4-8 
ἑδ2δ4--5-21-1/2 
AN6264-5-35 
N6264=6-23=1/4 
6264-6-31 
N6264=8DL 
AN6264-8D20 
AN6264-8D22-1/2 
IAN6264-8D34-1/2 
6270-10-8 
lAN6270~-3-20 
6270-3-23 
6270-4-10-3/4 
6270-4-12 
Ν6270-4-13 
AN6270-4=15 
AR6270-4-19 
AN6270-4=20 
AN6270-4-21 
AN6270-4-22 
AN6270—4-23 
AN6270—4—9 
Ν6270-6-23 
4N6270-8-12-1/4 
AN6270—-8-9 
4N6271-12-10-1/4 
AN6271-12-11 
AN6271-16-20-1/2 
ΑΝ6271-16-35--1/2 
N6271—4-14 
AN6271—4—-15-1/2 
6271-4-16 
AN6271-4-26-1/2 
AN6271—4-29-1/2 
:6271-4-30 
16271-4-6 
N6271-4=7-5/8 
6271-4-8 
AN6271-4-9 
AN6271-5-12-1/2 
AN6271—5-21-1/2 
Ν6271--5-21-1/4. 
ΑΝδ271-5-35 
N6271-6-10-1/2 
AN6271-6-10-1/4 
N6271-6-7-1/2 
AN6271-6-9-1/2 
ΑΝ6271-8-14 
6271—8-34-1/2 
^N6271—-8-9 
6274--5-δο 
i6274—5—68 
6271-5 
ANG277~6 
AN6277-8 
6279-08 
6279-12CD 
6279-4 
6279-4CD 
AN628D6 
6280-12 
6280-4 
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Section Ill 
Numerical Index of 


Standard and Vendor Ports AN O1-60AAB-4 





AN6280-6 R45V4400—20 123 - " 

AN6280-8 R45V4400-25 261 - Ες: 

AN6280-8D 265 

AN6287-1 ROBV200 123 - 

AN6289-10 R45N2832-530 386 

AN6289-10D IRA5N2394—30 250 - 

ΑΝ6289-12 386 - 

AN6289-12D R45N2394-35 123 

AN6289-16 IR&45N2832-540 50 - 

AN6289-4 IRA5N2832-510 138 - 

AN6289-4D R45N2394-10 123 

AN6289-5 R45N2832-515 46 - 

AN6289-5D R45N2394-15 413 = 

AN6289-50 355 =- 

AN6289-6 R45N2832-520 47 

AN6289-5D RA5N2394—-20 123 - 

AN6289-8 R45N2832-525 147 - 

AN6289-8D R45N2394-25 42 - 

AN6289D10 45 - 

ΑΝ6289012 136 - 

AN6289D4 38 - 

AN6289D5 46 - 

AN6289D6 : 46 = R42C18631-280 

AN628908 258 

AN629-2 168 - R42C18631-210 

AN6290-10 R33G1151-180 42 = R42C18631-215 

AN6290-10D 268 42C18631-225 

AN6290-12 123 R42C18631-230 

AN6290-16 R33G1151-200 50 - : 

ΑΝ6290-2 140E- R42C18631-245 

+ AN6290-20 R33G1151-210 277 - 42C18631-250 

AN6290-3 R33G1151-130 R42C18631-255 

AN6290-4 R33G1151-140 44 - R42C18621-260 

AN6290-5 R33G1151-150 46 -= RA2C18631-270 

ΑΝ6290-50 241 2 

AN6290-6 R33G1151-160 46 - 

AN6290-6D 252 - 

ΑΝ6290-0 R33G1151-170 42 = 

AN6291-10 R33G1105-70 45 - 

AN6291-12 R3361105-80 124 - 

AN6291-16 R33G1105-90 
f AN6291-4 IR33G1105-30 50 = 

AN6291-5 R33G1105~40 46 ~ 

AN6291-6 R33G1105-50 46 = 

AN6291-8 R3361105-60 42 - 

AN6292-12-16 136 - 1 
! AN6292-12-16-1/2 136 - 1 

AN6292-12-72 1 

AN6292-12-24 123 1 

AN6292-5-21 413 - 1 

AN6292-6-10-1/2 46 - 3 1 

AN6292-6-11 46 2 R42C18200-110 2 

AN6292-6-12 46 - 1 R42C18200-135 2 

AN6292-6-13 i 1 

AN6292-6-14 USE AN6292-6-13 R42C18200-170 1 

AN6292-6-17-1/2 136 - 1 R42C18050-170 1 
1 AN6292-6-18 136 - 1 R42C18025-185 2 
A AN6292-6-18-1/2 R45H1494-1063 136 - 4 R42C16200—-185 2 

AN6292-6-19 1 1 

AN6292-6-19-1/2  |R45H1494-1067 3 R42C18200-220 2 

AN6292-6-21 1 R42C18200-240 2 

AN6292-6-22 1 R42C18050-310 1 

AN6292-6-31-1/2 269 6 R42C18050-330 1 

AN6292-6-9-1/2 46 = 6 4 

AN6292-8-10-1/2 386 - 1 R42C18200-115 3 
i AN6292-8-14 2 * 42C18200-120 2 
A AN6292-8-14-1/2 ¡R45H1494-2025 386 - 5 R42C18200-125 2 

AN6292-8-17-1/2  |[R45H1494-2055 45 - 2 R42C18632-22 8 
Í AN6292-8-19-1/2  [R45H1494-2067 45 - 2 R2C18622—26 1 

AN6292-8-23 [R45H1494-2090 86 - 1 4201863266 4 
,  [AN6292-8-26 18 - 1 R42C18632—82 2 

AN6292-8-32 [R45H1494—2150 386 - 1 d 6 

AN6292-8-34 319 - 1 2 

AN6292-8-35 413 - 1 3 

AN6292-8-38 318 - 1 2 

AN6292-8-44 IR&5AN6292—-8—-44 386 - 1 4 

AN6292-8-45-1/2 . 386 - 1 1 

AN6389-4D 124 1 1 

AN6389-6D 124 1 1 

AN664C3 R12T195-30 168 - 3 2 

AN644C6 132 2 1 

AN659-1 IR1713607-126 41 - 14 2 

AN659-2 17T3609-125 74 - 3 4 

AN663C2 R12T193-5 174 - 3 1 
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αι πμ μα” a 


AN762D20 
AN762D20-24 
AN763-20 
AN780-3 
AN780C8 
AN781-4 
AN783-10D 
AN783-6D 
AN783D10 
AN78304 
AN783D6 
AN783D8 


ΑΝΤ84-100 
ΑΝ784--120 
ΑΝΤ84-5 
AN784-6D 
AN784810 
ANT84D10 
AN784D12 
AN784D6 
ΑΝΤΟΙ-3 
AN795-3 
ΑΝ8-11Α 
ΑΝΘ-13Α 
ΑΝ8-14Α 
ΑΝΘ-21 
AN8-21A 
ΑΝΘ-22 
ΑΝ8-22Α 
ΑΝ8-26Α 
ΑΝ8-36Α 
ΑΝ8-40Α 
ΑΝ8-44Α 
ANSH11 
ΑΝΒΟΟΘΟΙ 
AN8008D2 
AN8008D5 
AN8C13-01 
AN8013=2 
AN8013D1 
AN8013D2 
AN8019-1 
AN8021-1 
AN8022~1 
AN804-10D 
AN804=4 
AN804-4D 
ANS04=5-4 
AN804~5D 
AN804-6D 
AN804-8D 
ANBO4D10 
ANB04D4 
ANS04D6 
AN804D8 
ANS05-3 
ΑΝΘΟ5-50 
AN805D4 
AN806=4D 
AN806-8 
AN806-8D 
ANS06D4 
AN806D6 
ANB06D8 
AN809-1 
AN812-1 
AN813~1A 
AN814~10D 
ANB14-10DL 
AN814=12D 
ANB814-12DL 
AN814~2D 
AN814=2DL 
AN814=3D 
AN814=4 
AN814-4D 
AN814=6 
AN814~6D 
AN814-8D 
AN814-80L 
AN815-10 
|AN815-10D 
AN815-12 


R45N2z7-10 


R33N74-210 


R45E1566-438 
R45T2757-10 


RA3B80534 
R43B80538 
R43B80572 
R43880574 


R43B80580 
R43B80604 
R43880652 
R43B80664 
R43B80688 
RA3B85200-21 
R421411-745 
R421411-750 


R43W300120 
R43W300130 
R62T111410 
RB82B626105 


R45N2561-8 


IROBC5TOO 
[ROBB2175 


IRA5P506 


IR45P500 
R45P501 
R45P502 


R45P504 
R45P505 


R45U1421-20 
R45U77 
R45U1421-30 
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AN 01-60AAB-4 
















145 - 20 

AN815-12D 
125 8 ΑΝΘ15-16 
145 ES AN815-16D 


EE ERE Error ar 
z } 
- 


AN815-5D 
AN815-6 
AN815-6D 

























AN816-10 
AN816-10D 
AN816-120 


AN816-3D 
AN816-4 
AN816-4-4 
AN816-4-4D 





= «6 ANB16-6-2D 
- 49 ANB16-6-8D 
- 19 ΑΝ816-60 
το AN816-70 
- 23 ΑΝΘ16-80 
- 16 AN818-10D 
- 24 AN818-4D 







AN821-4 
AN821-4D 






















AN822-16D 
AN822-74 
AN822-4-4D 
AN822-4D 
ΑΝ822-6 
AN822-6-2D 
AN822-6-6D 
AN822-6D 
AN822-8D 
AN823-10D 
AN823-16D 
AN823-4 
AN823-4D 
AN823-6 
¡AN823=6D 
AN823-8 
AN823-8D 
ANB24-10D 
AN824-4 
AN824=4D 
AN824-5D 


νιν 
νι 
^ 





AN825-6D 
AN826-4 

AN826-4D 
AN826-6D 
AN827-5D 
ΑΝ832-10 










PART NUMBER 





AN816-16-120 


AN822-16-12D 


Section lil 
Numerical Index of 


Standard and Vendor Parts 





R45UT8-10 
R45UT8-720 


R45U1421-10 
R43U76-20 






R45C2678-45 
R45C2678-50 
R45C2678-55 
R45C2678-15 
R45C2697-44 
R45C2697-45 









R45C2678-20 


R45C2697-48 















R45C2678-34 
R45C2678-30 
R45C2678-38 
R45C2678-40 
R45N2383 

R45N2881-20 















R45E242-735 
R45E9536-44 
R45E242-45 

R45E9536-34 
R45E242-15 

R45E9536-36 
R45E242-20 
R45E242-25 
R45E242-30 


R45E239-45 
R45E239-50 
R45E9535-74 













R45SE239-15 
R45E9535-78 
R45E239-135 
R45E239-26 
R45E239-25 
R45E239-30 














R45E228-50 
R45E9g535-34 
R45$238-10 
R45E9535~38 
R45E228-20 
R45E9535-40 















R45T267-40 
45T9812-20 
R45T318-20 
R45T318-40 






R45U1430-30 


STOCK NUMBER 




































FIGURE 
AND INDEX 
20 - 28 






TOTAL 
QTY. 
20 









































50- 3 2 
25- 3| 16 
114 - 39 
24 - 42 
24 - 11 
326 - 39 
19 - 10 
19 - 19 
271 - 5 
43 - 6 
43 - 25 
25 - 27 
19 - 15 
24 = 29 
8 - 33 
313 - 12 2 
365 - 8 2 
248 = 11 4 
395 - 18 1 
326 - 24 2 
19 - 28 1 
313 - 11 3 
25 - 49 2 
19 - 13| 21 
194 - 44 1 
1326 = 41 2 
191 - 5 4 
413 - 1 
21 = 4 
24 - 5 
24 - 1 
24 - 3 
277 = 2 
- 14 
2 
1 
2 
1 
14 
2 
- 6 
24 = 2 
52 = 1 
272 - 1 
153 - 9 
51 = 1 
248 - 3 
20 - 5 
52 = 15 
- 2 
1 
- 5 
49 - 2 
364 - 2 
39 - 9 
25 = 50 
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Numerical Index of 
Standard and Vendor Parts 


AN O1-60AAB-4 














































R45U90-30 






AN832-10D 


















































































AN833-6D 
AN833-8 
AN833-8D 
AN834-10D 
ΑΝ834-120 
AN834-4 
AN834-—-4D 
AN8B34=5 
AN834-5D 
AN834-6 
AN834-6D 
AN834-8 
AN834-8D 
AN836-8D 
AN837 
AN837-10D 
AN637-12 
AN837-12D 
AN837-16 


R45E232-74 
R45E9536-140 


















AN832-12D 136 - 32 AN894D10-—8 Ζ 
AN832=16 R45U1430-40 386 - 30 ANB94D16-10 1 
AN832-16D R45U90~40 52 - 63 A 5 
AN832-20D R45U90-45 113 - 18 Ee 
AN832=4 R45U1430-10 25 - 11 R45B1843-10 5 
AN832-4D R45U90-10 34 - 19 2 
AN832=5 R45U1430-15 51 - 44 R - 

ANB32-5D R45U90-15  — 238 - 35 ο ο. 5 
AN832-6 R45U1430-20 50- 8 2 
AN832-6D R45U90-20 20- 9 R - 

ΑΝ832-8 R45U1430-25 386 - 6 3 : 
ΑΝ832-80 R45U90-25 52 = 4 R33G545-70 1 
AN833-10D R45E232-78 43 = 51 1 
AN833-12 19 - 2 2 
AN833-12D R45E232-80 24 = 75 4 
AN833-16 386 - 23 æ, 

ΑΝ833-160 113 - 19 οι. : 
AN833=200 115 - 50 AN901-5C 1 
AN833-3D 326 - 27 A 2 
AN833-4 R45E9536-134 25 = 12 7 
AN833-4D R45E232-70 117 - 27 1 
AN833-5 . R45E9536-136 46 - 12 25 
ΑΝ833-50 R45E232-72 46 - 44 1 
AN833=6 R45€9536-138 47 - 18 10 
















AN911-1D 
AN911-2 





R45T290-10 
















R45T290-15 
R45T9832 338 
R45T290-20 
R45T9833 

R45T290-25 























R45E232-65-14 
R45E9536-114 






ω 

Ὁ 

iS] 
eee 















R45E9536-116 





















AN837-16D R45E232-65-18 26 - 58 ΚΑ 
ANB37-20D R45E232-65-20 118 - - 
AN857-4 R45E9536-104 39 - - 
AN837-4D R45E232-65-6 95 - 1 κ 
AN837=5 R45E9536-106 46 - = 
AN837-5D R45E232-65-8 238 - - 
AN837-60 R45E232-65-10 20 - 2 de 
AN837-8 R45E9536-110 386 - 
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AN837=8D R45E232-65-12 
AN839-160 R45E259~310 
AN839-6D 

AN840-16D R45N147 
AN840-4D R45N139 
AN840-8D R45N141 
ANB42~40 R45E273 
AN844-4D R45E272 
AN844-6D R45E272-5 
AN848-6D R45E261-10 
AN849~4D R45C2687-50 
AN860D10 

ΑΝΒ6008 

ANB61-4D 

AN867=1 R45F895 


AN872-1 R17F12925 
AN893-1D 


AN893-10D R4581799 
AN893-12D IR45B1805 
AN893-13D 
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AN893-151D R4581815 2 
AN893-16 R45B3267 1 
AN893-19D R45B1826 1 
AN893-2D R4581775 1 
AN893-3D R45B1778 12 
AN893-7 R4583240 3 
AN893-7D R45B1790 1 28 
.AN893-8D R45B1793 1 
AN894-10-8 R4583595-60 2 
AN894=12-10 53 
AN894-5-4 R4583595-15 7 
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ANS20D19L 

AN924-10 R45N2828-30 
AN924—10D R45N2415 
AN9?4-12 R45N2828-35 
AN924-12D 

AN924—16 R45N2828-40 
AN924—16D πά5Ν2415-20 
ANS24-20D R45N2416 
ANS24—3D R45N2413-10 
AN924—4 R45N2828-10 
ANS24-4D R45N2413-20 
AN924=5 R45N2825-15 
AN924-5D R45N2414 
AN924—6 R45N2823-20 
AN924-6D R45N2414—10 
AN924—8 R45N2828-30 
AN924-8D R45N2414—-2C 
AN924D10 

AN924D4 

AN924D5 

AN924D6 

AN924D8 

ΑΝ925-120 

AN925-4D R45C5987 
ANS25-6D 

ANS25~8D F45C5989 
AN926-10D R45T254-25 
AN926-12D 

AN926-4 

AN926-4D R45T254 
AN926-5 R45T9807-5 
AN926-5D R45T254=-5 
AN926-6 R45T9807-10 
AN926-6D R45T254-10 
ANS26-8D R45T254—20 
AN927-10D 

AN927-16 R45ES538-23 
AN927-16D IRASE269-40 
AN927-4D R45E269 
ΑΝΟΖΤ-5 R45E9538-16 
AN927-5D R45E269-5 
AN927-50 

AN927-6D R45E269-10 
AN927-8 IRA5E9538-19 
AN927-8D R45E269-20 
AN928-10 R45E9538-7 
AN928-16 R45E9538-10 
AN928~16D 

AN928-5 45E9538-3 
AN928-6D 

AN929-10 

AN929-12 

AN929-16D 

AN929-20 

AN929-4 

AN929-5 

AN929-6 

AN929-8 

AN929-8D 

AN929D12 

AN9290-4 

AN9291-6 

AN931-10-14 IR33G1716 
AN931-105S20 

AN931-12-23 33G1721-10 
AN931-14-20 3361722 
AN931-16-22 R33G1724 
AN931-2-9 

AN931-24-28 R33G1736 . 
AN931-3-10 

AN931-3-5 3381702 
AN931-4-7 33G1704 
AN931-487 

AN931-457 3381708 
AN931-5-9 

AN931-6-10 3361706 
AN931-6-16 3361709 
ΑΝΘ31-6510 

AN931-6S16 

AN931-66-22 

AN931-8-13 3361712 
AN931-8-20 3361713 
AN931-8520 

AN931-9-13 

AN931A3-10 Β3361714 
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Section lll 
Numerical Index of 
Standard and Vendor Parts 


Μος T 


R33G1703-25 


AN931A3-5 
AN931A5-9 
AN931A559 
AN931A6-10 
AN931A6B 
AN931A7-11 
AN931A8-3 
AN931B10-14 
AN93184-7 
AN931B4512 
JAN931C3-5 
AN931C4~7 
AN931C5-9 

















R33G1708-2 


[R3361710-2 



























R3361706-6 


AN934-121 
AN934-139 
AN934-5D 
AN934-8 

AN934-9T 
ΆΝΘ35-10 R43W90326 
R43W90036 
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AN935-416L R43W90044 - 
ΑΝΟ35-6 R43W90318 210 - 1 
IANS35~6L R43W90028 164 - 
AN935-616L R43W90052 209 - 
AN935-8 R43W90322 244 - 
AN935-8L R43W90032 7- 1 
AN935A6B 402 - 
AN935B616L R43W7 3425 - 
AN936A10 
AN936A108 R43W7 5462 8 
N936A1016 R43W96698 
AN936A13B 1 
AN936A4 R43W96658 
AN936A45 R4 375450 
AN936A416 
AN936A416B R42W75466 
^N936A6 R43W496662 
AN936A6B R43W75454 
AN936AGR 
AN936A616 
AN936A8 
AN936A8B 4 
AN936B10 1 
AN936B10B R43W75262 64 
AN93684B 2 
ANS36B416 R43W96366 4 
AN936B6 R43W96354 2 
N936B6168 R43475274 2 
AN936B8 R43W96358 6 
AN936C8 > 4 
AN936D6 8 
AN937-16 1 
AN937-6D 1 
AN938D4 2 
AN938D8 2 
AN939-16 R45E9537-730 4 
i939—5 R45E9537-705 2 
AN939-8D 1 
AN939D12 3 
AN939D6 ^4 
AN941-8 1 
944-10 1 
AN944-101 24 
AN944-101A 1 
944—103 1 
2 
1 
5 
AN945-3P 5 
AN945-4p - 14 
AN955-3 72 = 11 6 
960-0 96 - 16 4 
AN960-10 R434225436 36 - 
AN960-10L RA34225020 - 
^N960-1016 R43W225464 - 
960-1016L R43w225050 34 - 
N960-1216 R424225468 330 - 
960-1216L R434225055 331 - 
960-1416 R434225472 339 - 
ANS60-16 : 103 - 
AN960-1616L R434225060 - 
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AN960”4 
AN960=4L 
AN960-416 
AN960-416L 
AN960-516 
AN960-516L 
AN960-6 
AN960-6L 
AN960-616 
AN960-616L 
AN960-716 
AN960-716L 
AN960-8 
AN960-8L 
AN960-816 
AN960-816L 
AN960-916 
AN960-916L 
AN960A10 
AN960A10L 
AN960A416 
AN960A416L 
AN960A616 
AN960A616L 
AN960A8L 
AN960B616 
AN960C10' 
AN960C10L 
AN960C1216 
AN960C1416 
AN960C1616 
AN960C4 
AN960C416 
AN960C416L 
AN960C516 
AN960C516L 
AN960C6 
AN960C616 
AN960C716 
AN960C8 
AN960D1D 
AN960D1DL 
AN960D10 
AN960D10L 
AN960D1016 
AN960D1016L 
AN960D1216 
AN960D1216L 
AN960D1416 
AN960D1416L 
AN960D16 
AN960D16L 
AN960D1616 
AN960D1716 
AN960D1716L 
AN960D19 
AN960D2116 
AN960D2116L 
AN960D3 
AN96004 
AN960D4L 
AN9600410 
AN960D416 
AN960D416L 
AN960D42 
AN960D4616L 
AN960D5L 
AN960D516 
AN960D516L 
AN960D6 
ANS60D6L 
AN960D616 
AN960D616L 
AN960D716 
AN960D716L 
AN960D8 
AN960D8L 
AN960D816 
AN960D816L 
AN960D86 
AN960D916 
AN960D916L 
AN960PD616 
AN960PD616L 


1038 





FIGURE 
AND INDEX 
18 8 


R43W225040 
R43W25460 
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AN O1-60AAB-4 


PART NUMBER STOCK NUMBER 





AN960PD816 
AN961-1 
|AN961-10 
ANO61-6 
AN961-616 
AN970-3 
AN970D428 
AN975-3 
AN996-18 
ΑΝ996-22 
ARC1167 





AS430D4-28 
AS473/ASB1 
AS76A4-008 
AT134/ARN 
AT141/APC 
AT141A/ARC 
AT234/APX 
AT248 

ATA 


ATG /ARN1 
AT428 
ATG 


ΑΤ7 
ΑΤΟΡ 
AU1A11548 
AVR765D 
AV1A1145 
AV1A11548 
AV1181176 
AV11B1318 
AV11B1414 
AW4-25 
AW5-25 
AW5-35 
AYLF2370 
AYLZ2542P 
A010 


A1258-3 
A1258-4 
A1258-9 
A1267-24 
A14A372 
A14A409 
A14A547 
A14A608 


A178-34A 
A1805-823 
A19A6097 


R43W42175-20 
R43W42175=20 
R43W42175-10 
R43W42175~35 
R434210020 


R43W280750 
R85R12150 
R65R12170 
R16N1925 


R16S7830 
R16P4318 
R16S4080 


R77B563-00457-0004 


Cle 77 


RIGAN 


IR16AN 
R16A4939-218 


R778368-00407-2944 


R778368-00607-2944 


Le 77 


RITHEM 
R83GCQ 
IR83GCO 


USE AV11B1318 


R82BCC 
R17R5882-54 
R16R18615-2 
R16R18636-70 
R16R18642-560 
R16R18636-70 


R17GMC 
R17GMC 
IR17L12933-4 


R&3MQ 
¡R83MQ 
[R83MQ 
[R834Q17463 


[R43N99000-645 








USE R14A000-D 
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TOTAL 
ΟΤΥ. 


AN 01-60AAB-4 


A20KA R16R18612-140-500 


A24A9178-3 RB6WX 


A25810 
A25811 
A25812 
A25842 


R17N1014-75 
R17W1065-500 
R17N1014-34-50 
R17F1437-26-525 


A25847 
A25852 
A25856 
A25973 
A28A8727 


R17F1437-26-900 
R17N1014-34-100 


A281687 
A2953 R17C34150 


A3044F-73 
A3044F=4 
A3044F2 
A3044F3 
A3044F5 
A3044F8 
A3044F9 
A3055F5 
A3057-10A 
A3122-8-59 
A3135 
A3235-020 


A4 
A407 
R42H1050-411 


R42H1650-413 


USE A5255 
R17C17890-5 
R42F35050 
A5023-140 
A5023-260 
A5065-2-308 R17L12928-28 
A5065-3-308 
A514 
A5255 
A5299-25 
A5395 


A5507-=160 
A5507=240 
A5507=290 
A565 
A5910623 
A6 


A6010 
A6070-15 
A6070-24 


A617 
A628-12 


A6645 
A6649 
A6935-14-74] 
A6935-16-41 
A6935=20-41 


A6935-2 4-41 
A6935-28-41 
A6939-632 
A6939-632-125 
A6939-632-375 


R43N98962-110 


R17M4598-247 


R17R5887-66 
A760-3-2-6 
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R17F1437-26-600. 
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298 -109 
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AB938-632-.061 
A8938-632-.062 
AB939-632-.091 
A8938-632- «092 
AB939-632-4125 
A8943-632-375 
A8944-632 


R17RHS 
USE BL8-3.909 
R43N98262-98 


R17525867-11 
R17S$25025-19 


R17525867-11 


R83MQ17315-6 
R17MQ 


R77B354-00402-0000 
R17L12932-155 


R17L12932-155-500 
R17L12922-155-5 
R17L12922-155-10 
R17L12932-159-75 
R17L19232-157-50 


R17L12932-156-5000 
R17L12932-159-75 
R17L12932-161-5 


R778354-0061-0000 


R17R5922-78 
R778354-00802-0000 


R778354-00901-0000 
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Section Ill 





Numerical Index of 


Standard and Vendor Parts 


STOCK NUMBER FIGURE |TOTAL 
AND INDEX | QTY. 
38 


PART NUMBER 


CAT1013 
CA275X 

CCA1450 
CCA4850 


CE41C6516 
CG132/ARN6 
CG405/ARNG 
CN100/ASB-1 


COMM 
COMMERCIAL 
CO9A020 
CO9A024 
CO9A306 
CO9A308 
CP53B1EC205R 
CP53B2EB405K 
CP53B2FC504B 
CP66/ASB-1 
CP66/ASB1 
CRE4-14F 
CR1B/AR 
CR12CP 


CR2781C106A3 
CUL 2473 
CUZ40/U 
CU24/ART13 
CU240/U 
CW/2ARC5 
CX1301/AR 


CYL22605-2 
CY1409/APN22 
σ1ουυ3 


C100U3RCU 
C100U3RSH 
C100U3RSL 
«1006 
C124 
C14A271 
C14A370 
C2140YA 
C3560-1 
C3560-102 
C37/ARR2A 
C4100U3 
C4910-201 
C528/ASB1 
C552/AS8 
| C582/ASE1 
C583/AS21 
ςε252-2 

C EZ5/APX6 
C£224-22 
ELEM 
c£55/ARA10 
66-22 
2£746=22=11 
2722/ARP15 
2734/APN-=1] 
2736/APN1 
C734/ARC1 
C736/ARC4A 
C736/A1C4A 
C738/ARR2A 
C740/ART13 
C754/ARC5 

c75 

C8061-1 *XG-134« 
C&65/ARCI 

| cs4PP 

¿DA15-178 

.LA55 

- 04552130 

"ΌΚ55-2 

¡LAS5=3 

; £015189 

¿LL7GOBG 

¿2176081 

i 


1040 


R16SPR 
R45C2281-309 
R83ACC 


R16C9100-950 
R16C3737-171 
RYI6C3753-275 
ο 
R45FLRE 
R45FLRE 
R33FLRE 
R33FLRE 
R16C11462-50 


R16C11341-482 


CL. 85 


R16C15000 


R16C4682 
R16AN 


R82BCC 


R17525212-77-9 


R17525212-92 


R17SPT 
R16T4875 


R17SPT 
R16AN 


R17T5875-70 


R17944136 
R16R2035 


R16 
RIGAN 


IR 16AN 


R17S11391 
R16AN 


R17JH 


R17MCS 
R16F1951-612 
R16DJ.C 


Ne in 


ΠΠ 


m 
σου δω ε» ο ο” 


1 
1 
1 
1 
1 
2 
3 
2 
1 
2 
1 
1 
1 
1 
2 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
5 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
2 
1 
1 


ΑΝ O1-60AAB-4 


3 
9 
8 


07230-80Α 
D7236-1-350 


E1617-1 

E1725-1 

E3675 

E59081-2 

E6469 
FAF-REAFL5FS10160 
FA6-1/2-45 
FA6-1/2-50 


R778995-18001-0000 
R778995-18004-0000 
R17T6951-72 


R16D5650 
R16D5650 
R16P6902-75 


R63N016955-18 
R83MQ17167 


83MQ17500-9 
R83MQ 
R17C9398-746 


R17SPT 
(R17M3205-5 


poem 





R43N96165 
R43N96170 


43N96175 
R48N96185 


R17AA 
R82AA 
R17AA 


R17M4137-32-10 





R83CLF5-9081-2 
RL7HRAW 
R77B557-00465-1004 


R82USR 
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PART NUMBER 


FCB51800-5 
FCB5719 
FRE4-5 

FR4 


FR4-5 
ΕΒ5 


FT4 
F1616-2 
F209-32 
F306 
F3140C-14 
F34-14 
F347-14 
F44-14 


F512-2 
F70C1 
F7097 
F72202-4 
F934-116 
GA5-312 





GC3C1D 
GE327 


GF5C00 


GF-5000-1 
GF6-1/2-218 


GH1056 


601 
GP53B2EB405K 
63500 
GYLC16-1 
610406 


63002 
636049 
G475015A 
64995 
ο5825-ὶ 
HAB10COH 
HASB10COH 
HASS6C 


HA1-LH 
HB1900-30 
HD15/U 
HD15/V 
HD16/AP 
HF6 

HKP 

Ηι 902 
HML4 


ΗΗΧ26 


[Hie 


HM6 
HRSH4E 


HRBHS 
HRBM4 
HRBM4E 


HRB4E 
Η5868 


ΗΞΕΙΟςΟΗ 
HsB12C0H 
HSB120HC 
HSBE12SCOH 


HSB4C 
HS87COH 


R775563-00351-0004 


R17F1458-57 


R77834229 
R778600338 
CL. 77 


R83AEO-F70C1 
R82ARN 


R42F25400 


R88S2234-020-C00 


R16C11570-25 


R17BCC 


R16J0HJ 


R83SW 


R778400510-6 


R17H7998-108 
R83MMM 
R16AN 


R83HFP 


R778600438 


R77B86CC421 
R77B6C0420 


R776600440 


R77 


CL. 77 


REVISED 1 OCTOBER 1958 


ΑΝ 01-60AAB-4 


STOCK NUMBER FIGURE 
AND INDEX 
1 


Ju] t gr gr ct ντ τλι Vitr gd 


ο. ο 


wn 


DO A o HWP 


w 


verner 


1 
1 
1 
1 
1 
1 
1 
4 


ar 








Section Ill 
Numerical Index of 


PART NUMBER 
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77 
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o 
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R17528242-30 
R17528285-20 
R17525213-18-10 









R17020025-20 
R17C20025-20-50 
17H7998-106 


R17H7998-107 






H4600-032-096 
H5000-040-142 
H5000-051-042 
H5000-064-115 
H5000-064-125 
H5000-072-072 
H5000-091-218 

H5000-2=040-142 








R42 













R42L1436-110 



















R42L1435-500-142 
R83HYP 






USE JX37A 
R17F1645-55 
R17R1646-25 







230 - 33 
460 - 6 
1408-113 





JYLC4031-1 
JYLC4033A2R 
JYLC403382R 


USE K9500A1 
R42L1060-25 


R42.1060-25 






Cle 42 
R778533-00493-0004 
R778511-01007-C0004 
R775511-01207-0004 


R778511-016011-0094 
R45C2314-50 


29 - 5 
29 - 10 
144 - 55 
127 - 55 





1 







36 33 
408 84 
125 70 





LA1563A31 R82SWF 


R778400305-22 
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Section Ill 


Numerical Index of 
Standard and Vendor Parts AN O1-60AAB-4 


PART NUMBER STOCK NUMBER FIGURE |TOTAL PART NUMBER 5τ T FIGURE [TOTAL 
|. camem | mone | AND. INDEX" | QTY: - ο... AND.INDEX QTY: 
30 25 1 












































































































359 - MS28741-20-021 1 
Lss16 R77B400305-16 337 - 24 1 | MS28741-20-13 USE MS28741-20-d130 
LSS4 348 - 15 4 | M$28741-20-21 125 - 23 1 
348 = 19 4928741-20-23-1/2 125 - 24 1 
Lss7 288 = 34 1 | [8528741-20-24-1/2 125 1 
ιδ12 133 1 | MS28741-23 42 - 16 1 
358 - 52 MS28741-3L 1 
LS8 363 - 8 2 | MS28741-4-0140 121 - 35 1 
363 - 26 Ms28741=4=0264 121 - 36 1 
L14016 157 - 31 1 Ms28741-4-0281 121 = 37 1 
L323P 1400-105 1 | MS28741~4~10 238 - 38 1 
MEA 1 | N528741-4-11 265 - 90 1 
MAS2-201 1 | M528741-4-11-1/2 319 - 34 1 
MD106/ASB1 328 - 36 1 | [M528741=4=120 247 - 23 1 
MD2721 120 t 1 MS 28741=4-15~1/2 272 = 25 3 
ΜΕΑ-Νδ- 240 140G- 10 1 | [iS28741-4-154 3 
MF10-3911-252E 193 - 9 1 [[MS28741=4=17-1/2 136 - 2 1 
MF 36-3909-2002 173 = 21| 1 | MS2874i-4-20 319 ~ 3| 1 
MF 822/ARC27 1 | MS28741-4-22 2 
MK1-1 410 - 15| 16 | MS28741-4-220 1 I 
MK1-4 410 - 16 16 $28741-4-230 1 
MK4MOD2 326 - 18 2 | M528741-4-24- 918 - 17 1 
326 - 32 MS28741-4-26-1/2 136 - 1 1 
MKB 311 - 10 1 IMS 28741=4=32 1 y 
MK8-0 410 - 17| 16 | MS28741-5-0404 386 - 41 1 
MK97 326 - 59 1 1$28741-5-124  . 240 - 55 2 " 
MK97MODO 1 IS28741-5-14 4 
ML421/ASB1 327 - 1 1 MS28741-5-19-1/2 1 
1 | 4528741-5-19-4 259 - 17 1 
1 M$28741-5-21 1 
1 | MS28741-5-21-4 259 - 18 1 
1 | N528741-5-22 1 
MODEL 883 R88-1883-255-002 REF | MS28741-5~26-1/2 269 1 
MOD1530 R8852020-020-000 240 = 12| 1 | MS28741-5~38 | 318 - 41 1 
MR36K-A1 2 IMS28741-5L 1 
MR36KSA 369 = 2 2 | MS28741-6 141 - 34 2 
MR36SA1 2 MS28741-6-120 151- 4 1 
MR4 418 - 7 2 4528741-6-170 146 - 13 1 
418 - 21 MS28741-6-350 146 = 2 1 
MS171433 140D- 58 1 | µΜ528741-8-14 1 
MS171435 140D- 49 1 | [M528741-8-14-1/2 1: 
MS171436 140D- 63 1 MS28741-8-140 241 - 30 1 
MS171439 140D- 44 1 MS28741-8-600 140 - 6 1 
MS171502 1400-108 1 | (MS28741-8-874 140 - 5 1 
MS171529 140C= 7 1 MS 28883-12 R45MS 1 
MS171530 140A- 25 2 | |Ms28885-20 R45MS 1 
MS171597 140J- 20 4 | MS29119DG8 140D- 21 3 
MS171648 140H= 49 3 MS29512-10 116 - 46 5 
MS171650 140H= 50 3 | MS29512-12 20 - 4 4 
MS171652 140H= 51 3 | ΙΜ529512-16 R3361153-200 25 2 
MS219190F8 140E- 23 1 | [MS29512-20 120 - 28 2 
MS219190G63 140D= 12 1 MS29512-4 R33G61153-50 127 - 71 28 
MS21919DG5 140D- 13 3 | [s29512-6 R33G1153=100 20 - 33| 33 
MS21919066 1400- 14 1 | 529512-8 125 - 15 6 
MS21919DG7 140D 1 | [MS29513-10 140C-105 2 
MS25010-2 215 - 36 2 | [MS29513-11 USE MS29513-10 
MS25010=3 214 = 44 | 18 | MS29513-111 USE MS29513=13 
MS25010=4 R17L11793-110 159 - 8| 21 | [5295137112 151 1 
260 - 21 iMS29513-114 20- 6 1 
MS28740=5 R45C5800-810 4 | M529513-116 R334529513-116 22 - 38 2 
MS28740-16 R45C5800-835 4 | [MS29513-119 R33MS 20 - 4 4 
MS28741-10-104 260 1 |[M529513-12 116 - 38 8 
MS28741-10-12-1/2 |R778995-61007-0000 1 | MS29513—123 29 - 9 1 
M528741-10-124 1| M529513-13 - R33MS 126 1 
MS28741-710-13-1/2 1 | #1$29513-133 R33MS 1 
MS28741-10-134 260 - 52 1| MS29513-145 R33MS 1 
MS28741-10-17-1/4 2 | MS29513-213 125 - 38 1 
MS28741-10-172 45 - 16 1 MS 29513=214 144 - 68 1 
M528741-10-23 42 -.1 y | pis29513-216 R334529513-216 22 - 31 1 
MS28741-10-23-3/4 1| M529513-218 R33MS 145 3 
MS28741-10-230 260 - 20 1 | MS29513-222 120 - 35 1 
MS 28741-10236 45 = 15 1 | N529513-224 R33MS 1 
MS28741-10-25 42 = 2 1 | PS29513-232 140F- 12 1 
MS28741-10-31 318 - 16 1| M529513-237 140H= 47 1 
M528741-10-38 319 - 1 1 | MS29513-258 145 - 40 1 
M528741-10-40 318 - 39 1 | Ms29513-260 125 - 45 1 
MS28741-12-14-1/2 125 = 41 1 | 5295157333 R33MS 121 6 
MS28741-134 263 - 9 1 M529513-337 R33MS 221 2 
MS$28741-16-0426 386 - 16 1 | MS29513-349 140H= 39 1 
MS 28741-16-0482 386 - 24 i [52251376 126 1 
MS28741-17 1 | [15840104 : 256 - 53 1 
M528741-20-0130 120 - 26 [45840119 255 - 13 1 
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MS870149 
MT1CC/ARC1 
MT14/ARN1 
MT164/ART13 
MT274/ARN6 
MT274A/ARN6 
MT274B/ARN6 
MT284/ART13 
MT362/A 
MT362A/A 
MT461/ARR15 
MT461/ARR15A 
MT51/UR 
MT569/ARA19 
MT589/ARN12 
MT62/ARC5 
MT63/ARC5 
MT740U 
MT803/APN22 
MT822/ARC27 
MT84/ART13 
MX21/ARC5 
MX22/ARC5 
MX273/AR 
MX274/AR 
MX781/A 
MX940/ASB1 
MX941/A 
MX942/A 

M18 
M1L17076 
M151-2A 

M15 
M160M108 





M359A 


M421XN1/ASB1 
M4241-0900 
M4241-1650 
M4241-1800 
M4241-2300 
M4241-2500 
M4241-2750 
M4241-3100 
M4241-3700 
M4487 

M4770 

M4790 
M51008 
M5100M15B17 
M5100M15B82 
M5100M16B 
M5100M16882 
M5230 

M5310 

M5320 

M71 

M89 

M896 









NAF1024=2 
NAF1025=2 
NAF 1077-3 
NAF 1152-2 
NAF 1201-8 
NAF 1201-9 
NAF 1225-450 
NAF601123 
NAS1208125 
NAS120Y125 
NAS123B125 
NAS143-10C 
NAS143-12 
NAS143-12C 
NAS143-120 
NAS143-16C 
NAS143-18 


PART NUMBER 





AN O1-60AAB-4 











R16*^4992-5CO 


RIEAN 






R16AN 

R16AN 

R16AN-MT461/ARR15A 
USE MT740-U 

R16M4992-625 

R16AN 

R16M5131 

R16R1045 

R16M4987-200 





R16AN 


R16A570 
R16AN 


R16AN 


R1615780 
R1654240 


R17ED1 
R4253993 
R82AA 


R42S513993-29 
CL. 77 
R82ACC 

R82AA 
R16P3661 
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R3782783=25 





R178788-200 
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Section ΙΙΙ 
Numerical index of 
Standard and Vendor Parts 














5 FIGURE TOTAL 
NAS143-18C R43w176215 412 - 23 1 
NAS143=4 6 
NAS143-4C 354 - 14 4 
NAS143-5 1 
NAS143-5C 421 - 42 3 
NAS143-6 60 - 46 Q 
NAS143-6C R43W176170 12- 7 13 
NAS143-7C 131 - 40 1 
NAS143-8C 387 - 26 2 
NAS143-9C 11 - 11 6 
NAS144-13 180 -103 2 
NAS144-16 3-2 9 12 
NAS144-20 177- 8 2 
NAS144-21 ATT 35 2 
NAS144-26 292 - 50 4 
NAS144-30 354 - 15 4 
NAS144-41 293 = 23 1 
NAS 144-42 294 1 
NAS144DH27 140C- 13 8 
NAS144DH28 249 = 10 24 
NAS 144DH44 249 = 12 4 
NAS145-19 293 - 28 1 
NAS145-20 102 - 44 2 
NAS145-21 102 - 48 1 
NAS 145-22 421 = 48 1 
NAS145-223 4 
NAS145-24 177 =- 9 2 
INAS145-25 421-7 1 1 
NAS145-26 2 
NAS145-27 177 - 9 1 
NAS145-5C 102 - 7 4 
NAS145-54 421 1 
NAS145A29 Cle 43 95 = 25 2 
INAS 145A39 CL. 43 184 - 53 2 
NAS145DH21 102 = 6 2 
INAS 146-19 3 = 20 14 
NAS146-23 CL. 43 71 - 30 4 
NAS146-25 Cle 43 111 - 27 7 
NAS146-27 111 - 43 4 
NAS146-30 12 = 8 2 
NAS146=30C 2 
NAS146-31 6 = 31 2 
NAS146-35 R43B88555-56 16.“ 23 1 
AS146-36 60 - 47 1 
NAS146-39 111 - 33 2 
NAS146-44 311 - 27 8 
NAS146-47 R43B88560-6 111 - 10 2 
NAS146-51 415 - 35 1 
NAS146-52 140Α- 4 10 
NAS146DH23 102 - 10 2 
NAS147-27 CL. 43 71 - 26 4 
NAS147A45 Ñ 131 - 41 1 
NAS148=33 Cle 43 6 = 27 2 
NAS148-59 Cle 43 111 - 20 4 
NAS148-69 421 = 1 4 
NAS149-31 CL. 43 11 = 12 6 
NAS149-41 Cle 43 14 = 15 12 
NAS149-43 Cle 43 14 4 
NAS149DH44 R43B88176-58 368 - 8 2 
NAS 150-32 R438890£6-54 11 - 17 4 
NAS150-91A CL. 43 15 = 64 1 
NAS 150DH32 Cle 43 15 = 43 2 
NAS152-70 360 - 52 1 
NAS152A61 CL. 43 412 - 13 1 
NAS152A83 CL. 43 412 - 12 2 
NAS152DH45 R43888205-56 3-2 5 2 
NAS1560H52 43888205770 3-4 8 2 
INAS 158=72 Cle 43 412 = 24 i 
NAS170-2 R82C485810 389 = 44] 1 
iNAS183-4-28 2 
AS184-4-5 Cle 43 26 = 64 7 
AS184-=4=5A 115 - 4 15 
AS188-3-090 ` 2 
NAS2-101 R4SF457 7- 13 60 
AS2-101A R45F456~750 332 = 5 3 
NAS2=103 R45F457~50 111 - 51 2 
NAS2=201 R45F461 37 - 45 10 
INAS 2=201A 341 4 4 
INAS2=301 R45F464-150 38 - 27 10 
INAS200-1032BC10 4 - 31 34 
NAS 200-6326 100 - 34 2 
NAS201 104 3 
AS202-632-17 102 c^ 34 2 
AS202-632-9 173 


i 








Section Ill 
Numerical Index of 
Standard and Vendor Parts 


" FIGURE [TOTAL 
PART NUMBER STOCK NUMBER A -- = PART NUMBER STOCK NUMBER ANE INDEX 


AN O1-60AAB-4 

































































































































NAS202-6328C7 NAS334-20 CL. 43 175 1 
Ra Lor R435390-10 NAS334=21 R43876958=85 181 1 
NAS204-8 Cle 43 165 2 
τοι, R435390005 421 2 
NAS205-10 R43539520 : 
NAS265-11 R43539524 - 421 1 
NAS205-12 R43539528 - 56 1 
NAS205-15 - 6 NAS335=15 CL. 43 106 2 
NAS205-23 => Y NAS 335-34 Cle 43 175 1 
NAS205-37 . 421 1 
NAS205-9 CL. 43 - 421 4 
NAS206-12 - 421 1 
NAS206=14 - 8 NAS336-10 152 8 
NAS206-15 R43540035 - 29 NAS336=12 152 2 
NAS206-17 -51 65 4 
NAS207-719 - 46 111 2 
NAS220-14 R43§192820-5¢ - 28 297 1 
NAS220-15 R43S192820-55 - 25 5 131 1 
NAS220-16 - 62 NAS338-11A 160 1 
NAS220-19 NAS378-2 292 3 
ΝΑ5220-23 INAS40-4A-LL84125 304 2 
NAS220-25 Cle 43 NAS&0-4A-TT84125 304 2 
NAS22C-26 CL. 43 NAS40=6A=LL205 387 1 
NAS220-28 NAS40=SA=TT205 387 1 
NAS220-4 NAS40-9A=LL205 387 2 
NAS220-7 R435192820-15 - 19 NAS42=10=28 219 1 
|NAS220-8 R425192820-20 - 7 lÁAS42-10-34 219 1 
NAS221-10 R435192850-25 - 10 182 6 
NAS221-11 R42$192850-30 - 28 CL. 43 16 1 
NAS221-12 R4235192850-35 = 24 NAS42C4=14 256 1 
NAS221-13 R42S192850-40 = BI NAS42C4-60 184 2 
NAS221-14 R435192850-45 - 32 NAS42C6-48 1 
NAS221-15 R435192850-50 - CL. 43 340 2 
NAS221-16 R435192850-55 - 23 334 2 
NAS221-17 - 35 298 — 1 
NAS221-19 R43S192850-70 - 9 298 -io3 1 
NAS221-20 R435192850-75 = NAS42DD4-14 298 - 94 2 
NAS221-21 R435192850-80 NAS42DD4=24 298 - 95 1 
NAS221-22 R43S192850-85 NAS42DD4-28 110 - 8 
NAS221-25 NAS42DD4-48 3 
NAS221-36 NAS42DD4-7 298 - 1 
NAS221-37 NAS42DD4 -70 1 
NAS221-4 NAS42DD4=74 1 
NAS221-41 NAS42DD6-28 133 - 1 
NAS221-42 NAS42K9 11 
NAS221-8 R43S192850-15 NAS424=4D 248 } 
NAS221-9 R435192850-20 i 
NAS222-10 R43S192852-20 2 
NAS222~12 1 
NAS222-13 R435192852-35 160 - 1 
NAS222-14 170 - 1 
NAS222-16 s 1 
NAS222-17 NAS428-3-=11 342 - 1 
NAS222-18 NAS428K4-16 161 - 2 
NAS222-19 NAS43-3-14. 168 1 
Α5222-20 NAS43-3-16 1 
Α5222-36 NAS43-3-170 131 - 1 
NAS222-37 Cle 43 NAS43-3=22DD 220 - 2 
NAS222-43 NAS423-3-24 408 - 2 
NAS222-44 NAS43-3-38 219 - 1 
NAS222-45 NAS43-3-48 13 - 1 
NAS223-11 NAS43-3-49 168 1 
NAS223-12 NAS43-3-52 13 - 1 
NAS 224=38 NAS43-3-56 145 - i 
NAS 224-42 NAS43-3=78 335 - 1 
NAS224-44 AS43-3-8 23 - 3 
NAS224-46 τα 1 
NAS2427K-29 ρα, Len 1 
NAS25=3R R82T658770 4 152 - 2 
NAS 25=36 1 131 - 1 
NAS 25-4L R82T658790 6 224 - 1 
AS25-4R R82T658800 6 208 - 4 
NAS27-3-18 1 215 4 
NAS27-3-27 7 2 
NAS27-4-24 CL. 82 2126 1 

NAS27=4=30 R82T677134 1 AEREE : 143 = 2 | 
NAS27A30 1 INAS43C3-18 371 - 2 
NAS288-25LH 2 | INAS43C3-182 371 - 1 
NAS3DD3-36 1 | inasé63c3-20 298 - 2 
NAS3DD4-23 3 | NAS43C3-24 298 - 1 
NAS331-8 l|iNAsa3C3-30 107 - 2 
NAS334-12-5 1 | INas43c3=32 160 - 2 
NAS334-13 CL. 43 1 | NAS42C3-48 187 - 2 
NAS334=14 R43876958-40 1 | NAS43C3-90 303 = 2 
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Section Ill 
Numerical Index of 


AN 01-60AAB-4 Standard and Vendor Parts 





ζ FIGURE TOTAL 
NAS43C4=22 1 R42R2900 4 
NAS43C4=32 1 R42R2902 3 
NAS43C4-744 1 1 
NAS42C5-20 CL. 43 1 1 
NAS43C5-746 1 2 
NAS43C6-40 1 R42R2910 2 
NAS43C6-48 1 R43 1 
NAS43DD1-1C 1 R43R2914 1 
NAS43DD1-100 1 R42R2917-25 1 
NAS43DD1-1L 1 140C-101 1 
NAS43DD1-102 1 278 - 40 2 
NAS43DD1-12 ' 1 140D- 45 2 
NAS43DD1-136 1 140C- 84 1 
NAS43DD1-25 2 | NAS501-3-3A R43NAS 4 
NAS43DD1-27 = 2 | |NAS51-106 R42R2868 21- 3 1 
NAS43DD1-730 τ 1 |]νΑ551-112 R42R2869 21 - 25 1 
ΝΑΞ4 2001-48 - 1||NAS51-118 140C- 87 2 
NAS43DD1-8 = 7 | |NASS1-125 413 = 37 1 
NAS43DD1-86 = 1!|NAS51-150 131 - 59 2 
NAS43DD3=10 - 2 1408- 87 1 
NAS430D3-12 - 1 R42R2800 26-1 5 
NAS43DD3-16 - 7 R42R2810 140J— 15 7 
NAS43DD3=21 1 13 2 
NAS43DD3-22 5 R42R2830 8 0 
NAS430D3-24 4 R42R2840 34 2 
NAS43DD3-25 4 R42R2860 19 1 
NAS43DD3-3 2 R42R2862 8 2 
NAS43DD3-30 1 R42R2864 31 1 
NAS43DD3-26 ^ | NAS51-78 63 1 
NAS43DD3=27 4 | INAS51-87 R42R2866 29 2 
NAS430D3=32 2 | NASS4-10 R43876500-1980 27 1 
NAS43DD3-34 Cle 43 6 | INAS54-11 R43876500-1985 - 179 1 
NAS43003=36 Cle 43 ^ | INAS54=13 R43876500-1995 13 4 
NAS43DD3=50 . 2 | NASS4-14 R43886500-2000 7 3 
NAS43D03-56 8 | NASS4-15 R43876500-2005 - 11 1 
NAS43D03-64 8 | INA$54-20 R43876500-2030 - 4 5 
NAS43DD3-66 1 | Inas54-27 R43876500-2056 - 72 2 
NAS43DD3=72 ^ | NAS54-31 R43B76500-2064 - 35 1 
NAS43DD3-=74 1 | INAS54-35 - 26 1 
NAS43DD3-8 ^| NASS54-42 - 1 
NAS43DD4-112 1 | INAS54=43 R43B76500-2086 - 2 
NAS43DD4-14 1 Cle 43 - 2 
NAS43DD4=16 4 R43876800-100 - 1 
NAS43DD4-160 2 R43B76800-110 - 2 
ΝΑ543004-23. 3 R43876800-150 - 1 
NAS43DD4-28 5 R43876800-210 - 2 
NAS43DD4=32 2 R43B76800-49 - 7 
NAS430D4-4D 2 1 
NAS430D4=6 2 2 
NAS43DD4 -60 1 2 
NAS43DD4=95 1 6 
NAS43DD5-16 2 R43B76500-2459 2 
. R43876500-2468 2 
NAS43DD5-160 1||NAS56-21 1 
NAS43DD5=46 1 | INASS6A52 1 
NAS43006—24 1 | INAS59-160 1 
NAS 43DD9-26 2 | ΙΝΑ5600-326 1| 
NAS4301-8 2 | [NAS72-12-100 27 
ΝΑΞΦ2003-12 1 | INAS72~4-003 2 
NAS430D3=32 l|lNAS7T2-4-008 1 
NAS430D4=14 l|iNAS72-4-011 1 
NAS44-6-2 R178980 7 | INAS72-4-013 1 
NAS44-8-2 1 | INAS72=-4-102 1 
NAS45-6-2 R17P439-250 2 | INAS72=4-104 1 
NAS45-8-1 1 | INAS72=4-303 2 
NAS45-8-4 l||NAS72-5-003 2 
NAS45-8-6 R17P439-350 3 NAS72=5=012 1 
NAS45-8-7 R17P439-350 2 | NAS72-5-014 1 
NAS451-76 l||NAsT72-5-102 1 
NAS456-9 5 | INAS72=6-010 3 
NAS463B-DD10 R434110275-10 8 | NAS72-6-011 I 
NAS463B-DD416 8 | NAs72-7-009 2 
NAS464-4=11 1 | NAS72-8-005 2 
NAS4664-4=14 2 | NAS72-8-006 2 
NAS464=4-15 R43875842=75 - 2 | NAS73-7-014 2 
NAS464-4-16 - 1 | Inas73-9-c05 1 
NAS464-4=22 C 2 NAS74-11-7014 2 
NAS464-4-26 2 | nas74=5=005 l 
NAS464-4A5 Ξ 2 NAST5-10 316 1 
NAS464=5=47 - 1 | [nas75-11-004 2 
NAS464-6-13 = 1 | NAs75-11-005 2 
NAS467-6-22 - ? | HAS75-11-014 2 
NAS467-6-30 1 | nas75-16-013 2 
NAS497 2 
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Section III 
Numerical Index of 
Standard and Vendor Parts 


CL.» 77 


NAS75-16-101 
NAS75-3-006 
NAS75-3-025 
NAS75-3-100 
NAS75-3-102 
NAS75-3-105 
NAS75-3-16 

NAS75-4-004 
NAS 75=4=007 
NAS 75-4=008 
NAS75-4-011 
NAS75-4-012 
NAS75-4-014 
NAS75-4-026 
NAST5-4-200 
NAS75-6-004 


AN O1-60AAB-4 
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R17C9177-35 
R16P5005 






















R77834774 
R77B600376-11 





























PP451/ASB1 
PN3A 


rr” 


R778600104 
R77B600383-4 








R778993-52028-0000 
PRA52-022-044- e 

































































NAS 75-6-008 R77834714 PR2000-37D15A2 2 
NAS75-6-009 PR20003-37015A2  |R88 - 9 
ΝΑ575-6-010 R42F24290-350 107 
NAS75-6-012 - 3 
NAS75-7-004 10 - 19 R86ST 2 
NAS75=7~005 106 - 1 
NAS75-7-006 106 - R88S2231-000-000 1 
NAS75-7-012 R778600384-12 106 - RAD2075870 5 4 
NAS75-7—-013 92 - RAD207589 14 
NAS 75=7-025 R778600384=25 376 - 

NAS75-7-112 374 - 

NAS 75=8-006 109 - 'RAD207SH7, 5L 11 
NAS 75-8-008 - 3 
ΝΑ575-8-012 

NAS75-9-019 













NAS76-3-017 
NAS76-3-019 
NAS 76-3-029 
NAS76-8-010 
NAS76A-008 
NAS 7643-003 
NAS76A4-008 
NAS76A4-008P 
NAS 7644-010 
NAS 76A5-00 
NAS76A5-006P 
NAS76A5=009 
NAS76A9-019P 
NAS77-12-15 
NAS 77-12-29 
NAS 77-12-53 
NAS77=12-59 
NAS77-12-61 
NAS77-16-56 
NAS77-20-106: 
NAS77=4=17 α. 
NAS77-4=18 
NAST7-4-23 
NAS77=4=37 ᾿ 
NAS77-5-12 
NAST7-6-21 
ΝΑ577-6-31 
NAS77=7=40 
NAS77=8=34 
ΝΑΞΤΤ-8:-37 
NAS77-9-15 
NAS77A4=50 
NAS77A6-38 
NA960D416L 
NC-CL3/4B 
NKCL3/48 

NO. 8779-2 
NRL12 

NR4LB 

NR6L12 

ΝΤΟΙ 

PALO 

PA15 

PAS 

PC3-1/2 
PDARA19 
PDS/ARA19 
PF24-3906-252H2 
PF3-1/2-28 
PF3-1/2-30 
PF3-1/2-38 
ΡΟΜΙΣΟ 
PG208AS3 











R12T194-10 
R12T1945. 














R778368-00409-2904 







R778368-00609-2904 
R778368-00507-0000 
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R778363-06405-0000 
R778363-0645-0000 
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CL. 77 
USE 4B20512--10 
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USE 4820$12-018 
USE 4B20512-020 
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R42C-9255 
R778368-00603-2904 
R778993-68016-0000 


R86RO 
R775555-00365-0004 
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PART NUMBER STOCK NUMBER 


-|RE4L5 
RE4M6 
RG58A/U 
RG62/U 


R16C1532-11-1 


RH25 
RL21SB6 


RL24587 R43L11009-100 


Κι 271586 R43L11010 


RL28SB8 


RL31SB9 
RN2 
RL31SB9 


R43L11012 


RL33SB9 
RL38SB9 
RL56S811 
RNKAL5-22C-1/2 
RNKAL5-31SL R17R1980-18 
RN2-20 
RPA52-028-125-0348 
RPA52-040-187-0373 
RPA52-048-250-0373 
RPA52-048-250-050, 
RPA52-048-250-0625 
RPA52-048-250-075 
RPA52-125-0438 
RRT362S 

RR185S 

RR243S 

RR283S 

RR472S 

ΒΒ625 

RS108-040 
RS108-40 

RS112S 

R$117-040 
RS117-064 

RS125S 

RS137S 

RS343C 

Β53435 

RS$400 

RT160/APN22 
RT170/ASB1 
RT178/ARC27 
RT18/ARC1 

RT3 

RT7/APNI1 
RT82/APX6 
RV3ATFD252A 
RV4ATRD102A 
RV4ATRD502A 
RV&ATR502A 
R101A/ARN6 
R105/ARR15A 

R1102 

R114D2 

R12CP 

R122/ARN12 

R14A001 

R14A002 

R14A100 

R14A278 


USE RS108-040 


R16AN 
R16CR505-0173-006 
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AN O1-60AAB-4 


FIGURE 
AND INDEX 
25 3 


R2000-32-45 
R2000-32-90 


R88-10474-010 
R88-10625-000 
R88-10750-110 
R88-11200-012 
n88-11325-015 
R88-11585-012 
R88-11651-030 
R88-11888-000 
R88-11927=050 
R88-11929-050 
R88-11931-000 
R88-12380-012 
R88-12600-025 
R88-12662-010 
R88-12698-035 
R88-12700-010 
R88-13150-015 
R88A0140-050 
R88A0209-025 
R88A0351-011 
R88A0496-005 
R88A0499-000 
R88A200 
R88A209-025 
R88A350-11 
RB8B0856-100 
IR88B0860-000 
R88B0890-000 
R88B890 
R88C0152-000 
R88C0195-000 
R88C0574-000 
R88C0583-011 
R88C0779-525 
R88C1500-060 
R88G640-25 
R88H0500-000 
R88H0570-000 
R88L515 
R88M0300-025 
R88R0050-025 
R88R0383-050 
R88R360 
R88S0150-005 
R8851378-000 


140C-112 
1400” 5 
41 

61 
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20 
43 


7 
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13 
34 


28 
39 
62 


R88T2350-000 
R88T2651-220 
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R42513980-120 
USE R3570-20-20 
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Section Ill 


Numerical Index of 








Standard and Vendor Parts 


ER STOCK NUMBER FIGURE 


R94BU0448192 
R94BU0507202-1 
R94B5U06C2203 
R94DML-SKD74881 
SA1007-10 
SA114/A 
SA1204A 
SA1286A 
SA183/ASB=1 


$A4297D1 
SA4335A 
SB4-2 

SCR6 
SE3TA2H362 
SF101-9SA11A 


SF101-9SA14A 


SF101-9SA9A 
SF101-95A16A 
SF111-11SA12A 


5Ε121-125Α13Α 
SF3CON12 
SF91-7SA7A 
SK1084-514 
SK179~632-6 
SK179BP4-8 
SK179BP6 
SK179BP6-10 
SK179BP6-14 


SK179BP6-16 
SK179BP6-18 
SK179BP6-8 
SK179BP8-12 
SK179BP8-16 
SK179B6~14 
SK179B6-16 
SK179B8-12 
SK4477-1106 
SK4477-1400 
SK666-32-14 
SK666-37-14 
SM5D5 
SN71/ASB1 
$0239 
SP103-34 
SP1561-1032-8 
SP1561-832-11 
SP1561-832-8 


9Ρ6629 
SX560 
S10R 
S12R 
$14A790 
S3R 
S3R-PP 


$3388949-501-00 


$3431905-17 
$3431905-505-17 
$5-225 

S5KDD 

S5R 

STR 


TA3106-16-13S 
TA711-10-,250 
TA711-3-4250 
TA711-7-4250 
TBF22-14PS 
TBF22-19PS 
TBF28-11PS 
TBF28-21PS 
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311 
311 
R17SA1=SA1204A 
R171-6425-310 
326 - 17 
USE 86A75 
R17SA1 212 - 31 
R42F29800 234 = 4 
E 140E= 31 
1408- 27 
140ς- 6 
140C- 52 
140Ε- 6 
1408- 78 
140C- 96 
140E- 72 
415 - 47 
1408- 4 
1400- 3 
140E- 10 
140F- 5 
187 
140F- 19 
206 - 40 
R43 
CL. 43 156 
157 € 3 
254 = 10 
R43 157 - 2 
CL. 43 
R43 156 - 5 
R43 
Cle 43 157 = 4 
R43 157 - 1 
59 - 49 
59 - 50 
CL. 45 
395 - 38 
R17GE7408099P1 206 - 4 
328 - 7 
R17 322 - 22 
153 = 72 
63 - 38 
R4358150-20 3 - 58 
R4358150-16 .15 - 18 
22- 1 
53 - 52 
R17N2600-88-25 
140E- 53 
140E-109 
121 - 55 
140E-104 
140D- 38 
140D- 57 
R820G 184 - 46 
186 - 36 
189 = 32 
USE $3431905-5058-17 
189 - 34 
72 
CLe 77 37 - 50 
140E- 50 
140E-105 
140E-114 
140E-119 
R17P665 
149 - 18 
149 - 20 
149 - 19 
R17A2302-100 201 
R17A2262 201 
150 - 17 
R17A2260 226 - 33 
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TF11900-6 
TF21400-13 
TF27787-1 


1 
TF30438-24 
TF31400-13 
TF31400-14 
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R86TP 


USE TFD11900-6 


R17839125-2 


R86TP 
R86TP 


USE TF51800-5 


R86TP 


R16JAN 


R17C11890-4 
R17G17890-5 
R24 
R42P1218-720 
R42P11218-725 


R16T8980 
CL. 86 


R16P5020-10 


R16J1080 


R16P3627-600 
R16A509 





R16AN 
R16R2436-100 


R16A519 
R16A519 


R16P3627-400 


R17P4436=413 


RU5C18636-352-529 


R16S1000 
R17P4436-468-100 


R17P4436-260 
R17P4526-516-75 
R17P4436-576-25 
R17L12932-128-110 


R82AA 
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Section III 
t Numerical Index of 
AN 01-60AAB-4 Standard and Vendor Parts 


FIGURE ¡TOTAL 
AND INDEX | QTY. 


373 64 
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WEE47221M2 
WE451-1-1/4 






























WE451-1-1-4D 
VE499-1-1/4D 
WMC100 
VM2-354M14 
ΝΗΝΟ- 35415 
WM2=514M1 
WM2-514M15 
WM2-514N16 
VM2-514M5 
WVM2-514M6 
WM2-514M8 
WM203 










1J1-1A-2-6 
1J1-2-0-11 
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WM2-505 8 
WM3-=511 4 
WM390-2D 1 ||1N58A 
WM4-509 2|]|1N81 
WSSC/U 44 | [1P6 
































WXLA19A6097 
W6100-1/8D 
W7946-2D 
Ww7947-20 
W9829-1-110 
498292-1-.130 
W98292-1-.140 
W98292-1-4150 
W98292-1-100 
W90292-1-120 
W98292-2-4240 
W98292-7-680 
W98293-2-,120 
W99835-1-080 
XA134R 


1P65/ASB1 
1RC-ABA 
1R12-6-044-428 
1R12-6-049-428 
1R12P12-4,049-524 
1R12P12-+049-542 
1R8P8-524 

15M1 

10-1006 
















R42F24126 
R42F24127 
R42F 24128 
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R42F24230-20 
R42F24230-32 












10-1744-75 
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28 



































371 
140D-103 
1400-106 


10-53700-1 
10-54400-1 
10-54466-1 


































. 

XCDR1189 R42C14555 

Χςς120 R42R2950-968 389 - 15 
X1413 140D- 69 
YHS100S6 R17821183-150 226 - 20 
YHS4056 R17B21183=125 ‘ 14 
YH14H R1716155-150 4 
YH18H R17T6155~175 15 
YZR31 s 
0-3850-58 R82ASE 

0-3903-25 R82ASE 

0-3905NN-O-4148  |R82ASE 

005-003-00 

005-030-00 R17CED 

0153 R17R7230 .|R88S2003-010-000 
C25-486-00 

025-488-00 


025-489-00 













081453E 
19125 
1/4-28 

1-245-75 R45V12-710 
1-7105 R42 | 
1-8105 R42 

1AT2 R17525001-115 








2 
R88G347-000-000 







R8852233-090-000 
8852233-052-000 
R45PA 


Prreronprr 
















11-1050-81 
11-344-75 














1ΑΤ3 R17HCSR17MCS 
1D14A/ARN 

1D140-27 

10257/APN22 

1D267/ASB1 

10267XN1/ASB1 

10267XW1/ASBl 

1D269/ASB1 

1HAlLH R17525606-78-11 
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jRBB8551270-025-000 
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1111-516653 
1111-516685 













1HAlRH 
1Η51 






R17S25606-78-12 
R17S32066 










1111-517707 
1111-517715 
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(1111-518113 
1111-518114 
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Section Il 


Numerical Index of : 
Standard and Vendor Parts AN O1-60AAB-4 


R STOCK NUMB: FIGURE TOTAL PART NUMBER B FIGURE |TOTAL 
PART NUMBE ng AND INDEX STOCKANUMBER AND INDEX| QTY. 
o : 15 


1111-518117 USE 184-48134- 
11130 

1116-517126 

11502-19 

11510 R17$11385-10 
11512 R17511385-10 
11516 

11698-1-130 R83AIR 
11608-130 

11749 R17R2307-300 
11751 

12-1343-83 

12B:64 


PRR RRP P 2 e RIA sp L| 


128980 


WwW 


1285698 

128108 

128182 R43N96270 
1251 : 

1200B R17T3408-55 
120254 

12034-11 R17AIR 
1204SA 

12044=7 

12065A 
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12075A 

121501 

12188 R17C11185 
1220-02 R43W96691 
1224-02 

12252 

12252-1 R83AIR 
12256-1 R83AIR 
1226 R431/96674 
123001 

12349-1A 

12349A 

12359-1A 

1260 
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140Ε-117 


1255-00 R171-7146 140E-102 


1256-00 
127002 R17C11185-10 
130-48111 
13036-102 
1305-6 
13050 
13051 
13070 
13071 
13127 
1328 

1329 
13301 
13304-1 
13471 
1369-6 
138-16 
1380 
138106E R17S$35213-105 
139-16 
14A027 


140C-121 
140C= 56 
140C-115 


νη 


144031 
144033 


1 
1 
1 
1 
3 
1 
3 
3 
3 
3 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
4 
4 
1 
1 
4 
2 
1 
4 
4 
1 
1 
1 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 


ne 


14A041 
144042 
144043 
14A050 
14A051 
14A056 
14A058 
14A061 


f oh» Romo e ps Rn 


140C-118 
144062 140H= 20 
14A063 
14A070 


144071 
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144073 
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Section Ili 
Numerical Index of 

















ΑΝ O1-60AAB-4 Standard and Vendor Parts 
FIGURE TOTAL 
14A287 1|]|144493 1400- 64 i 
14A289 1|l14A494 140D- 66 1 
14A290 8 | 1144499 140D- 65 1 
144291 1 | [144500 140D- 42 1 
144292 1 | 1144502 1400- 43 1 
144293 1 | [144536 140B- 75 1 
14A295 4 | 1144537 1408 1 
144296 4 | 1144538 1406- 76 2 
14A297 140F- 18 1 |l14A539 1408-' 77 1 
14A298 140C-119 1 1408- 97 
144299 140C- 43| .11]|h4A540 1408-1023 1 
14A300 140C- 65 111144539 1408- 77 1 
14A301 140ς-116 1 1408- 97 
14A305 1408- 63 1 | [144541 1408- 96 1 
144306 67 2 | [144542 1408-125 1 
14A307 3 1 [1144543 1408-118 1 
14A308 9 11114544 1408-100 1 
144310 23 2 ||14Α4555 140ῦ- 86 1 
14A311 16 111144556 1400- 75 1 
144316 151144557 1400- 77 2 
14A317 36 2 | 1144558 o . 140D- 80 i 
14A318 25 l|h4A560 1408-102 1 
144319 6| 144562 1408-101 i 
144325 1 ]Π4Α563 1408- 79 1 
144328 1408-122 111144564 1408 1 
144330 140E- 111144575 1408-107 1 
144333 140E- 1||l14A576 1402-108 1 
14A335 + 1408- 1 | 1144578 1408-106 2 
14A338 lili4As81 1408-129 1 
14A339 1 | 1144582 140D- 67 1 
14A342 1 11144584 1406- 89 H 
14A345 11|114A585 140A- 18 i 
14A346 1 ||14A586 140A- 17 1 
144353 2 11144587 1404- 19 1 
144354 1||14A589 140A 1 
14A356 1|h4A590 140A- 16 1 
κα. 1 | [144591 1406= 73 | 1 
144595 1406 1 
144363 1 | 1144597 1408- 48 1 
144373 2 1408-126 
144376 1||14A598 140C- 28 4 
144377 1 | |14A599 140C- 46 1 
144379 1 | |1 44600 i 1400-104 i 
14A382 l |14A601 1500-101 1 
144383 4 | [144602 1400-100 1 
14A603 1400-107 1 
14A384 2 11144604 140D 1 
144388 1 [1144605 1400 1 
144389 2 |14A625 1400- 91 1 
144392 2 11144638 140Ε- 43 1 
144393 1 | [144639 140Ε- 44 1 
144394 2 | [144640 140Ε- 45 1 
144396 3 ||14Α4642 140Ε- 32 1 
14Α398 1|]|i4A643 140Α- 20 1 
144401 1 | 1144647 1400-117 i 
14A411 1 | 1144648 1408-116 1 
144412 1 | [144655 140¢ 1 
14A413 1 [1144656 140C 1 
14A417 1 | ]14Α658 140€ 1 
144418 1|li14A660 140C= 97 1 
14A426 1|]144662 140ς- 98 1 
144434 14 1 [1144665 140C- 78 1 
14A445 140E-116 1 | [14667 140ς- 79 1 
144446 140Ε-123 1 | |14A668 140C- 83 1 
144449 71 2 | 1144670 140ς- 85 1 
144450 1 | 1140676 140C- 80 1 
144451 87 2 | 1144680 140C- 73 1 
144452 85 2 | 144681 140C- 99 1 
144454 . 1||14A683 140C-107 1 
14A456 90 2 | 144684 140C= 91 1 
144457 88 2 |l144686 140C-109 1 
144458 l|j|14A688 140A- 55 2 
144459 1 | [144689 140Α- 59 1 
14A463 1|h4A690 140C- 77 1 
14A466 1|hn^4Ae691 140C- 86 1 
14A470 1 | 114a693 14ρς- 92 2 
MM 1 14A694 140C- 88 1 
144695 40€ 1 
144483 1 | [144606 tiec- 95 1 
144485 1 | [144697 140C-106 1 
144488 1||14A699 140€ 1 
144489 1 | [144701 140C-104 1 
14A490 1 | [244706 1406- 49 i 
14A492 1 | [144707 1406- 50 1 
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Numerical Index of 
Standard and Vendor Parts 


STOCK NUMBER FIGURE 
PART NUMBER AMD INDEX 


14A710 
14A715 
14A716 
14A719 
14A722 
14A741 
14A746 
14A763 
14A764 
14A766 
14A781 
14A782 
14A785 


AN O1-60AAB-4 


PART NUMBER 














FIGURE TOTAL 
R42525640-6625 
R42525641-6500 
R42525642-8500 


R42525642-7187 

















155-25-12 
155-25-5 
155-25-8 
155-5 
155-8 














MN) 19 e 1S € (1 ο 







15552-5 
15552-6 
15554-100 
15554-50 
15554-8D 
15556-12 
15556-5 


PRP p RPP γα ο IND PRE 








14A786 
14A787 
14A789 
14A800 
14A810 
14A811 
144812 
144814 
144815 
144817 
144818 
144819 
144836 
144837 
144842 
144843 
144844 
144845 
144846 
144847 
144848 
144849 
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USE 1647E1 
R1711793-6000 







R17L11793-110 
RITWMAC 
RITWMAC1625C2 


PURI {2 Ν᾿} po EHH RPP PR Jl eA EE a Rm 15} κα 







144853 


m 


‘| 14A857 
14A860 
14A861 
14A862 
14A863 
144864 
144877 
144881 
143-6 
145-16 


Νιλ IN P EN) PB e 


1460-30 R16BUA52107-1 
1462ED 

1462E0 R82WGW 
146513M1 

146513PM1 

146544 

146548 

146627M-ST 

166694 

147-913 

1481 

1495 





USE MS25010—4 





nr 













R821!/GH 
R82WGH 

















172A4683-1/2 
172A5C83-1/2 
17343-16-415 
17343-16-550 
17343-16-725 
180-9569-32-24-=3/ 
180-9571-24-20-3/ 
182XAX102 
18330-25 

18331-43 

18333-23 

196-6-142 
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R177T5865=215 
R17T5865-60 







1950515100 
15051-40 
1505180 
15053 
15055 
15059 
15059-375 
1509-68 
1511 
1511-4C 
15115 R778443-05551-0000 
15206 
15208 R17P7480-150 
15211 
15225 
15255 
153 












UN IS Qr RRP RMR PR OOP PNY 





126-8-=4,0 






196-8-5 
196-8-5,.0 








Me) ANY e gm mS NN A em A Ελ A mS m m 


R83WAEC 









1963-10-85 
199-8-44.0 
19928 


154-16 RC17C200-400 
154-20 R17C20024-150 






Ne 
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ARE Section lll 


Numerical Index of 
AN O1-60AAB-4 Standard and Vendor Parts 


FIGURE |TOTAL 
AND INDEX| QTY. 


x 
as - 93 
ρω 75 90 
20641 


26651 
2HA1LH 


2HA1RH 
2Ρ6-12-26 
25-C093-72-3/8 
20-502-2 
20-5037-5 
20-510-3 
20-510-503 
200-10 


M) O0 ON) I Im S i e P rm I n 


Arr He Oo 
N 


m 


ni B 2069-900 
2 213265-1 
" 214 
[ 200-3/16 - 6 
* τρις Ξ € | [215004300182 
αν : 9 ||216-950035-24 
Í 200000 1 | |2182-10 
200001 1||2182-10-28 
200004. 1 
200006 1 
200007 1 
cos 1 | l22A1-028c100 
20007 1 | [2241-4 R43N92595-10 
90971 22Α1-408ς 
: 22A1-828C100 R43N93155 
ue 22A12-028C100 
ΡΕ 22A121-2-82 
200081 
22417-48 
SABES ia|} [22417-82 
£ 22A21-2-02 R43N94250 
22A21-2-048 
PM 3 1 ||22Α21-2-054 R43N67800 
32 22A21-2-828C100 
22A21-202 
ΥΕΝ i 22A21-2046 
60 Bes | 1 {2221-22-62 R43N94329 
209113 22A21-22-82 R43N94330 
200123 Ες 
A015 } | [22A27-22-62 
22Α21-22-82 
209155 1 | 22435-02 
$128 1 | |22A38-02 R43N93850 
500130 1 | [22428-028c100 R43N93880 
22A38-48 
200133 UI Eos 
200133-1 1 
200136 1 2 
200137 1 8 
200138 1 1 
200139 1 4 
200140 1 2 
200142 1 1 
200163 1 1 
200144 1 1 
200145 1 
200148 1 2 
200149 1 1 
200150 1 
200151 1408-111 1 i 
200152 1408-104 1 1 
200153 1 7 
200154 1 i 
200155 1 
200156 1 R17C4772-15 2 
200157 1 R17C4781-10 1 
200159 1 R17C4 771-100 2 
206160 1 1 
200222 1 37 
200223 1 
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24ST4AL 
2450 
24242 


24260-69 
24268-309 
24990 
25-22182 
25-486-00 
25-488-00 
25-489-CC 
25000 


25036 
252-11 
25212-77-9 
25316 


25330 


25532 
25670 


26C048 


2600-2 
2651-1 
2654-68 
2654-70 
26675 
26920 
2700502 
2710-82 
2720-02 
27406-24-24 
27461 
27470 


275-1 


275-2 
2867A1B 


29172-2 
29200-2 
292002-2 
29202-2R 
29208-5 
29252-1 
29252-2 
295008-098 
295107 
295134-10Α 


295134-10C 
295134-12A 


295134-12B8 


295134-12C 
295134-14A 


295134-16A 


295134-20A 


R421400-590 


R421400-595 


M 
M 4o 4 NUN) OR NH ΟΦ 


VDRANNNRmm TP 


O NN V NENNE ΝΦΟΙΙ 21 NEE 


95134-8C 

95202-10A 
295202-12Α 
295202-14A 

95202-16A 


95202-32A 
Ι295202-8Α 

95245-40A 

95246-10A 


295246-10C 
95246-12A 


295246-14A 


295246-14C 
295246-16Α 


295246=16C 
295246-18A 


295246-=20A 


295246-208B 
295246=24HA 


295246=32A 


95246-36A 
95246-40A 


95246-44A 


95246-48A 


R23G61535 
R33G1537 
R33G1542 
R33G1550 
R33G1552 


[R33G1585-100 


R33G1589 


trae 
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AN 01-60AAB-4 Standard and Vendor Parts 
` ΕΙ FIGURE TOTAL 
295246-8A 40 2 | [36-53070 88 - 48 1 
229 - 40 360 2 
295246-8C 1 | |360-10Sw18 3 
29546-14C 203 - 52 2||360-10WD42-1/2 2 
29546-16C 203 ~ 53 511[360-125W16-3/4 2 
29802 397 - 11 2||[23600-1-12 1 
398 - 34 3600-1-18 1 
3-1 411 2 ||5600-1-30 1 
3-1-1/2 5||3600-1-32 2 1 
3-2088 41 1 |]3600-2-02 R43N93030~30 610 
3-844=75 2 |13600-2-048 R43 19 
3AX3 1 | [3600-2-82 R43N93030-20 40 
351710 R17R5849-100 20 2||3601-40D 121- 8 8 
306 2 | |3601-480 121 1 
31C40 1|[36704-13A3A3 134 - 39 1 
31C640 231 - 10 4 | |3672 CL. 42 192 - 19} '1 
315 = 41 36762 R83PUP 8 
3100-12 USE 6005D12 36837 R83PUP 2 
USE 6020E12 37-3-2090 R88-5A 154 - 4 2 
.3100-6 USE 6005D6 37-3-2590 148 2 
USE 6020E6 321 - 18 8 
3105-1 4 321 - 28 
3105-2 1 R88 1 
311398 3 1 7 
R42 1 
31159 381001H0171 R68U1077-035-000 31 - 32 1 
31182 R17T3669-100 381001J0275 122 - 45 1 
312001 148- 1 1 
3127-3 R17R5887-69 122 - 46 1 
9139125 381001K0401 148 - 6 1 
31515 R17T3614-60 38100360170 R88U1077-030-000 31 - 39 2 
31540 381003H0172 R88U1077-040-000 31 = 41 2 
31551-090-28 R82LA 381003H0173 R88U1077-045-000 31 - 43 2 
31882 R88C1294-200-000 22 | [38100640179 R88U1077-075-000 30- 1| 2 
32-1452-098 38100640180 R88U1077-080-000 30- 2 2 
32-1505-098 CL. 43 382000 R88A0489-050-000 122 - 27 5 
320-625-103755 122 - 28 
320-625=2+500M4 148 - 12 
320-625-2500Ζ 153 - 25 
320-625~8e375S 157 - 23 
320-625-991255 R8812003-295-000 157 - 12 
à 320400 3830008167 R8812009-350-000 134 - 40 1 
- 383004H228 RB812007-050-000 231 - 21 1 
32074 R88R0112-000-000 122 5 








321CA 

32381 
325-0625-3-08755 
325-.626-3-.8755 
325-04625-6.7505S 
325-0=625-6-3125 
325-0-625-6-3125 
325-0-625-6-7505 
325-625 
325-625-3-6875 
325-625-31255 


NAN 
ο ο ο ὉΡΕΟ ΝΟ FRPP OONNNNRP HEHE WURPWNPH 












R88C0023-015-000 
|384002-23 R88C0023-010-000 
384002-32 πθθςοο22-005-000 
384004 R88PO862-000-000 













R42C18636-3520675 























R42C18636-352-=675 







384008 R88A0565-075-000 
384010-12 5 
384010-23 
384010-32 







R42C18636-352-258 






















32543 R17T3552-84-10 384027 R17SA 

32571761 384033 R88A0565-110-000 
3267719 384034 R86A0565-115-000 
3267767 384035 R88A0565-100-100 
327EAV 384036 R£8A0565-105-000 





3270 





384038 R16SA 
R17SA 
R8851915-015-000 














32704 
3272 


RITAIR 


























FRENPRENNNNRFPRNN NN ONAN 





3273 R&3PUP 

32870 R17M3184-58 R88C0105-005-0CO 
3294-3 R83SDVL 

331C640 

334 







342001 R88C0105-010-000 















34216-3 
34371 *XD-54* 
34546 

34548 
3502-10-19 
3502-16-02 
3515-18-01 






R88U1077-075-000 
RITHEGE 





PRENPNARN WURP EPR eT 









3595343 R17T5859-610 







36 : 
36-318117 
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329 44821-35694 1 
397-11 R17HEGE =- 32 2 B5 R17R2955-106 
397-12 - 14 2 πθδες 
397-13 R17HEGE 2 R17P7195 
397-214 
397-215 Rl17HEGE 
R17528254-47-200 
397-17 RITHEGE R83SKP 
397-2 R17HEGE 
450-515=16 2 
450-515-20 1 
4 51-75-618S R82MAR 2 
455=.750-8.2505 R42C18636-392-132 191 = 2 2 
456002 R1!M5446-14 209 - 27 2 
397-3 R17HEGE 222 - 39 
4570 *X0-332* 253 - 1 
e 258 - 2 
* 395 - 2 
- 468377=2 196 - 1 
= 468401-2 194 - 1 
397-4 R17HEGE397-4 - - 1 
- - 1 
= 1 
- - 1 
397-5 R17HEGE - - 3 
- - 1 
397-6 = 1 388 - 5 
397-7 R17HEGE 14 
- 4700-091-156 8 
= 4776-3 1 
- 6 
397-8 RI7HEGE 1 
4 
4-1500 USE 4-2000 
4-2000 2 1 
4-5000-051-C42 2 1 
4NBC612 i- 1 
45B22-1 R17VCH 1 1 
40A7419-1 R170MC 16 1 
400-1235 R17R5899-43=4 2 6 
4020 R17KO1L 2|]|49-71828 R17G10177-300 6 
41057 R17ED1-41057 2 | [49-2035-2 R17610178-75 1 
4125101 1 3 
414001 R17F14318-550 42 
1 
R42F 24260 6 
1 
414002 R17F14320-18 5-0230-00 4 
5-1649-75 R45V12=574 3 
414003 R17F14320-350 
414005 R17F15320-380 
414020 . 
41666-800-07 R16C1532-15 10 
4^2D10-048 ! 
5U18-3 
42NKE070 5Y112322 
42189=10-8.735H R42C22285-140 5000-150W 


42189-12-8.735H 


42350 
424-51 
42584 


428AF10 
4389887 


431-16D 
431-200 
43800-10 
43800-12 
"44818574 
| 44819-25690 
44821-3 


1056 


R42C22286-140 


Cle 77 


R94800388363A2 


R45C5815-20 


R82MAR 
R82MAR 
R17R5886-35 
R17R2955-100 
R17R2953-370 
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5103-37W 
51155-17 
51338 

52-7018-078-1125 
52-7022-094-04625 
52-022-094-1».125 
52-022-125-4750 
52-028-125-0818 
52=040-187-0500 
52 HUA 

525H34AL 









R42F 24373 


















R42P11415-5-1125 





"πω 
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168 = 










1400-102 
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524AF10 
525661 /40 
525GG1/8D 
527-12D 
527-6D 
527120 
550FN 


55CC0-3.00 
5671/4 

56795 

5800-02 
59-014-062-0625 


59-028-094-0625 
59-028-125--2000 
59FH1032 
595C0A2 
6NBC914Y2P 
6-140 

60042 

600A5 

6005D12 


6005D6 


60056 
6020E12 


6029E6 


60386 
6043-3-3-7 
6043-3-6-6 
6043-4—4-5 
6043-4-6-6 
6943-5-3-3 
6043-6-3-5 
61-191 
61-2308 
61ST6 

612 
6141H104 
6141H114 
6141H164 
62-53118-3 
623 
63-0114 
63-0167 
6300C7A29A4 
6378-50 
6400A23A1A4 
6400A30A1A2 
6467 

6468 

6469 
65-1008-10 
65-1008-4 
65-1008-6 
650-3322 
6585 
66166-6  . 
663-7-9205 
66411 
668-3-30R 
668-3-6DR 


678200 
678200-1 
678200-2 
67WF300 
6706964 
67191-1 


6730 
67372-1 
6779-2 


68A7-68-02 
6800-02 
6800-048 


R44T 


IRA5V14—-18 
R45V14=-17 
Che 45 


Cle 45 
R82LA 


R83PC 


R45C5803-30 


R43 


(63110-227-2802 
R17517150 


R17J2400—-5 

R17J2400-15 
R17J2400-10 
iR17J2400—-45 
IR17J2400-35 
π17ω9240ς-30 


R17C9179-146 
R17C9179-153 


R82NA 


R44T 

R8811936-025—000 
USE 21500A3041B3 

R17T6058 

R776099 


R16S4086 
Le 86 


R1752842-18 


REGNYB 
83NYB 
R8G6NYB 
R83NYB 


R17R5884-202 


R17HS67372-1 


R43 
IR43N1987 
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1 
2 
2 
3 
3 
1 
1 
10 
1 
1 
2 
2 
1 
3 
6 
1 
3 


710457-3/8 
710A90-7/8 
71496 
716A18-1/4 
72A4683-1/2 
72A^185-1/2 
72A5083-1/2 
7290 *XL-125* 
7310 *XL-127% 


o 


140E-108 


Τ55-12-2-8 
755-24-2-10 
755-3--2-6 
755-4-2-8 
755-48-2-10 
755-6-2-6 
755-0-2-8 
56-4341 
756-540-3 
756--5402 
75767 
7600-23A5-1 


600-23A5-4 


703-30A5-2 
704-545A12-1 
710-1 i 
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T 


9-012-062-0500 
79-012-062-0687 
79-022-094-0750 
9-022-094-=1250 
9-028-125-1500 


9-032-156-1000 
9-040-187-0719 
9-040-187-1250 


2 
2 
2 
2 
1 
2 


j8022Y-1014 


tre unn 


bb 
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R17C9478-148 
R17C9478-2 
R42618050-110 
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1 
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2 
1 
1 
1 
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Standard and Vendor Parts 
πα A 8 
l : 3 1 















8022Y=1301 
8022Y-5706 1 
80300 195 - 2 3 












80370-2 
8100-107 
8100-112 
8182-10 
82-126170 
82743288 
82743289 
820-18 

















40 ο £M mn» ys 


R42C18770-802 













8200 
834034 
8355Α1015 
Β355Α10151 
8350151 


R42 
[R880565-115-000 







N 
N e mm 





8802-42 
8802-45 
8802-46 
8802-48 











850-343 
86Α75 
86186-160-13 
86186-3 
8659105 
8659107 
87082 
8747K3 











Οι. ωϱ φ»» 

















































876789 1 
8776-25 1 | 8802-64 
8776-7A 1 | 188602-65 
8776-74 2 | 8802-66 
8776-76 T 1 | 8802-67 
8776-92 332 - 1 
8776-93 332 - 1 
8776-94-1 332 - 1 
8776-06 332 - 1 
8776-97 332 - 1 
8776A72 332 - 1 
8776498 332 - 1 
8784K3 214 - 1 
8801-10 341 - 1 
8801-104 341 - 1 
8801-138 341 - 1 
8801-18 339 - 1 
8801-19 339 - 1 
8801-21 341 - 1 
8801-23 339 - 16 
8801-24 341 - 1 
8801-26 339 - 1 
8801-3 341 - 1 
8801-35 341 - 1 
8801-4 341 - 1 
8801-48 341 - 1 
8801-5 341 - 1 
8801-53 341 - 4 
8801-54 341 - 1 
8801-6 341 - 1 
8801-63 341 - 2 
8801-65 341 - 1 
8801-66 341 ~ 2 
8801-69 241 - 1. 
8801-71 341 - 1 
8801-77 339 - 2 
8801-90 341 - 2 
88018 Z 2 
88018102 1 








B 


















88018126 
88018175 
8801B2 
8801B27 
88018270 
8801840 
8801B41 
8801845 
8801846 
8801B46-1 
8801851 
8801870 
8801878 
8802-10 


9100-28-15Ρ 


ΠΠ 

> 

v η 
Πο RE nr 1 gr gna og 


9100-28-21P 
9100-32-9P 
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9100-36-5P 
9132525 
9153 
9206-28-155 
9206-28-215 
9206-32-95 
9206-36-55 
925A 

925C 

92561 

92802 

93081 

93082 

93083 
9300-3645P 
9311-5Α 
93139 
93265-2-230 
93700 
94-30088 
94730094 
94-32357Α 


9420099 

9454920 

950033- 24-47 
950111-32-15 
9530392 
9552-16D31 

9555 

9688 

97-14055=5 
97-3100C16-412P 
97-3106-1251.4025 
97-3106-18-1S 
97-3106-24-835PA 
97-3106”-24-83254Α 
97-3106A18-1S 
97-3108A18-1S 
973057-10-6 
9760-12G 
9760-126 
9760-14G 


9760-16G 
9760-3436 
9774-16 
98265-1-090 


98265-1-100 
98265-1-120 


98265-170 
98265-2-230 
9826501-120 
98292-1-050 
98292-2-170 
98292-3-2T70 
98836 


9947-130 
99785-2 

| 99833-9-130 
99833C130 
99833PBO 
99833P130 
998347174130 
99834-1-150 
99834-11-1-4090 
99834-11-714,090 
99834-2-.160 
99834-2-.190 
99834=3.290 
99834-8-890 
99834-9-890 


99836 


R17T7218-120 


R1769179-50 
R8681 


R17T5859-650 


R17R1290-000 
R17P4425-863-100 
R17P4434-380 
R17P4426-599 
R17P4426-603 
R17P5176-150 
R17P5176-150 
R17A2299-50 
R17C2076-10 


R17AMP 


R42F24075=-10 


R42F24140-70 


R42F24030-200 
R42F24075-18 


A42P24075=23-130 


R42F24020-100 
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Auxillary Alighting Gear "Downlock Electrica 
Switch Installation. 

Auxiliary Alighting Gear Uplock Electrical | 
Switch Installation. . . ee, ar ve 


CATAPULT MECHANISM . . . . . . 4 ee ee eee 


Catapult Installation . . . . . . . +. +. 
HOLDBACK MECHANISM , . . . . 1 ee we te ew n 
Holdback Mechanism Installation . . . . aà 
ARRESTING GEAR. . . . eee ee ee nn 
Arresting Gear Installation . . . . . . + + 
Arresting Gear Release Mechanism. . . . +. + 
Arresting Gear Hook and Fairing Doors... 


Electrical Switches. . . . . . . « « « 
J33 POWER PLANT. . . ο ο ο « € » ο κ ws 
* Complete J33A10 Engine Installation . . . x 


* 


Complete Arresting Gear:Hook Assembly . . . 
Arresting Gear Retracting Hydraulic 


Cylinder Assembly. . . " 
Arresting Gear Hook Aft Üplock "Electrical 
Switch Installation. . . E 


Complete Arresting Gear Indicator Control 
and Downlock Forward Uplock Indicator 


Jet Engine Instrument Equipment 
Installation . . ee ee 
J33 Engine Fuel System “Installation a5 Ὅν δις 


R2800 POWER PLANT. . ......::: 
LH and RH Forward Nacelle Firewall R2800 
Power Plant Installation . . . . . . . + 
LH and RH R2800 Engine Assembly . . E 


* 
* 


* 


Miscellaneous Power Plant Equipment . . . 
Engine Accessory Cowling Assembly... . 
LH and RH Engine Mount Assembly . . . . . 
engine Cowl Flaps and Operating Mechanism 
2800 Engine Cowling Side Panel Assembly. 
Lower Cowling Panel Assembly. . . . . +. . 
Top Cowling Panel Assembly. AA Ye 
LH and RH Cowl Support Structure Assembly 
Main and Triangular Engine Flap 
Assemblies . . E 
Exhaust Collector Assembly. PE LENT ca CURE 
Carburetor Air Duct and Miscellaneous 
Carburetor Equipment . Sr rs 
Complete Engine Controls Installation ex 
Engine Control Quadrant Assembly. . . .. 
Complete Pilots Compartment Engine 


9 9 . t] 9] 9| t9 t£ ng 


Controls . . E oe er 
R2800 Engine Fuel Systen Equipment. 
Installation . . . é ee 8 Ὃ 


NOTE: * Contains Q.E.C.A. 
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Complete Pressure Transmitter Instrument 
Panel Assembly . 


* Power Plant Instrument System Equipment 


Installation . . 
* LH and RH Reciprocating Engine “Electrical 
System Equipment Installation. . . . + 
* Engine Section Hydraulic A: 
Installation . . . . We. -ᾱ- uw 
NACELLE. . . . . . ὁ 4 « ὁ oe or oh om n t9 n t 


LH and RH Complete Engine Nacelle 
installation . . XE. Ὁ ερ) ἀπο e 

LH and RH Nacelle Assembly. > ES 

Nacelle R2800 Power Plant Equipment 


Installation... io ede Sa 
R2800 Engine Air Induction "System Wu Eum 
Intercooler and Miscellaneous Air 

Induction System Fittings. . . aa τῷ 
LH and RH Complete Engine Charge Air. 

Intercooler Assembly . . s s 
Turbo Charge Air Internal inlet Duets 

Assembly . 


LH and RH Nacelle 011 System "Installation 
Nacelle Oil System Lines. . . 


Turbo Supercharger Oil System Installation. 


Complete Turbo Oil Tank Assembly. . 
LH and RH 041 Cooler Duct Removable 
Panel Assembly . . . +. e 


011 Tank Assembly . . . VER 
LH and RH Air Cooler Duct and Access. 
Door Assembly. . . Paes 


Nacelle Exhaust System “Installation "A E 
Nacelle Aft Section Exhaust System. . . . 
Forward Intermediate and Aft Nacelle 
Exhaust Shields. . oe “κ 
Turbo Outlet Exhaust Installation "E 
LH and RH Turbo Supercharger Regulator 


Installation . . . v owe cx 

LH and RH Nacelle Electrical "System 
Equipment Installation . . ος ei Cs 
Nacelle Junction Box Installation vow a 
LOOSE EQUIPMENT. . . +. . .»:.«.:::: 
Loose Equipment Installation. . . e San ὃν 


LH and RH Wing Center Spar Folding 
Mechanism Assembly . . 
Wing Folding Hydraulic Equipment “assembly 
Airplane Hoisting Towing and Jacking Kit. 
Vertical Stabilizer Folding Jack Assembly 
Wing Hydraulic Pin Pulling Cylinder 
Assembly . . . 
Wing Folding Hydraulic "Cylinder Assembly. 
LH and RH Camera Station 1A and 1B Camera 
Mount Adapter Assembly . . . . .. .. 
Camera Mounting and Clamp Rings... . 
Camera Accessories. . . ο 
Fuel Bomb Bay Drop Tank Installation. Eos 
Fuselage Bomb Bay Drop Tank Installation. 


SYSTEMS. . . ν . . . ee ee te 9 on on n 


Fuel System . "m 
Instrument System .. 
Surface and Secondary Controls "System 
Engine Controls System. . . ae 
Heating and Ventilating System. 


Electrical System . . . oe E 4 ὁ 

Hydraulic System. QV ric (e Ve ών Vel a al a 

Radio System. . . . +. . +. © © e eee +. 

Radar System. . . e . +. s . s os oeo 

Camera System . . . s es e ess eoo 
SECTION III - NUMERICAL INDEX . . . . 


Special Tools Equipment . . . . . .... 
Contractors Parts . . . EC MEE 
Standard and Vendor Parts tegere EEE AE ENT 


Explanation in Section I Introduction. 
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SECTION 1 


INTRODUCTION 





à 


This Illustrated Parts Breakdown is applicable to the Navy Model AJ-2P Aircraft manufac- 
tured by North American Aviation, Inc. of Columbus, Ohio. 


Supplementary information on the operation, repair and maintenance may be found in the 
following publications: 


ΑΝ 01-60AABA-1 Flight Hanábook 
AN O1-60AABA-2 Handbook of Maintenance Instruction 
AN 01-60AAA-3 Handbook of Structural Repair 


The purpose of the IPB is to list the items necessary for support of the article. This 
breakdown will be used for requisitioning, storing, issuing, and identifying parts and 
for illustrating assembly and disassembly relationship. 


This Catalog is divided into three sections: 


Section I Introduction 
Section II Group Assembly Parts List 
Section III Numerical Index 


NOTE: In order to expedite the delivery of Spare Parts, the Aireraft Model, Serial 
Number, Part Number and Title should be supplied when requesting parts. The exact 
position, function and other pertinent data contributing to the adequate identification 
of parts, if supplied with the requisition, may well avoid costly delay in procurement. 


Q.E.C.A. EXPLANATION 


Quick Engine Change Assembly Parts are indicated in the Group Assembly Parts List, 
Section II, by a symbol * preceding the part number. 


The figures to be referred to for a complete listing of Q.E.C.A. parts are indicated by 
an * to the left of the figure title under the POWER PLANT SECTIONS of the TABLE OF 
CONTENTS. 








Section I 


. ΑΝ O1-60AABA-À 
Introduction 


"USABLE ON CODE" EXPLANATION 


"Usable on Coding" has been employed throughout this Catalog to indicate the applica- 
bility of certain parts. These "Usable on Codes", when decoded by use of the Master 
Code, indicate the Navy Serial Numbers of the Aircraft on which the coded parts may 
be used. 


For example, the "Usable on Code" (L) after a part would indicate that this part is 
specifically used on Aircraft bearing Navy Serial Numbers 128043 thru 128045, 


Parts not coded are usable on all AJ-2P Aircraft. 





E MASTER CODE 


Usable Navy 
on Code Model Serial Numbers 


Usable Navy 
on Code Model Serial Numbers 


AJ-2P . . . . . . . ALL S....A-2P. 
(128043 thru 128054, 
129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075) 


. 128043 thru 128049, 
128051, 129187, thru 129189, 
129192, 129193, 
130422 thru 130425 and 
134073 thru 134075 


.T.... AJ-22. . . 128043, 128049, 128051 
A. . AJ-2P . . . 128043, 128044 U.... AJ-2P ... . 128043, 128049, 128051, 
B. . AJ-2P . . 128043, 128044, 128048 129185 thru 129189, 
128049, 128051, 129192 thru 129194, 
129186 thru 129189, 130422 thru 130425 and 
129191 thru 129195, 134073 thru 134075 
130422 thru 130425 and: V... . AJ-2P . . . 128043, 128049, 128051, 
134073 thru 134075 - . 129186 thru 129189 and 
Co... . AJ-2P . . . 128043, 128044, 128049, 129192 thru 129194 
i 128051, 129186 thru 129189, Wo... . AJ-2P . . . 128043, 128049, 128051, 
129192 thru 129194, ; 129186 thru 129189, 
130422 thru 130425 and 129192 thru 129194, 
134073 thru 134075 130422 thru 130425 and 
D. . AJ-2P . . . 128043, 128044, 128049, 134073 thru 134075 
128051, 129187 thru 129189, X. . AJ-2P . . . 128043 thru 128050 
130423 thru 130425 and Y... . AJ-2P . 128043 thru 128051, 
134073 thru 134075 128053, 128054 and 
E. . AJ-2P . . . 128043, 128044, 128053, 129185 thru 129189 
128054, 129185 thru 129195, Z. . . . AJ-2P . . . 128043 thru 128052 
130422 thru 130425 and AA... . AJ-2P . . . 128043 thru 128053 
134073 thru 134075 AB . . . . AJ-2P . . . 128043 thru 128054 
F. . AJ-2P . . . 128043, 128044, AC . AJ-0P . . . 128043 thru 128054, 129185, 
129186 thru 129189, 129191 thru 129195, 
129192 thru 129194, 130422 thru 130425 and 
130422 thru 130425 and 134073 thru 134075 
134073 thru 134075 AD. . AJ-2P . . 128043 thru 128054 and 
G. . AJ-2P . . . 128043, 128044, 129185 thru 129189 
129186 thru 129190, ΑΕ. . AJ-2P . . . 128043 thru 128054 and 
129194 thru 129195, 129185 thru 129191 
130422 thru 130425 and AF . AJ-2P . . . 128043 thru 128054 and 
134073 thru 134075 129185 thru 129195 
H. . AJ-2P . . 128043, 128044, AG . AJ-2P . . 128043 thru 128054, 
129187 thru 129189, 129185 thru 129195 and 
129193 thru 129195, 130422 
130422 thru 130425 and ΑΗ . . AJ-2P . . . 128043 thru 128054, 
134073 thru 134075 129185 thru 129195 and 
J . AJ-2P . . . 128043, 128044, 130422 thru 130425 
129194, 129195, AJ... . AJ-2P . . . 128043 thru 128054, 
130422 thru 130425 and 129185 thru 129195, 
134073 thru 134075 130422 thru 130425 and 
Kos . AJ-2P . . . 128043, 128044, 134073 
130422 thru 130425 and ΑΚ. . AJ-2P . . . 128044 
134073 thru 134075 AL. . AJ-2P . . 128044, 128045 and 130424 
L. . AJ-2P . 128043 thru 128045 AM. . AJ-2P . . . 128044 thru 128048, 128050, 
M. . AJ-2P . . . 128043 thru 128045, 128052 thru 128054 
128053, 128054, ΑΝ . . AJ-2P . 128044 thru 128048, 128050, 
129185 thru 129195, 128052 thru 128054, 129185, 
130422 thru 130425 and 129190, 129191 and 129195 
134073 thru 134075 ΑΡ. . AJ-2P . . . 128044 thru 128048, 128050, 
N.... AJ-2P. 128043, 128045 thru 128054, 128053, 128054, 129185, 
129185 thru 129195, 129190, 129191 and 129195 
130422 thru 130425 and AQ... . AJ-2P . . . 128044 thru 128048, 128050, 
134073 thru 131075 128053, 128054, 129185, 
P. . AJ-2P . . . 128043 thru 128048 129186, 129190, 129191, 
Q. . AJ-2P . ` 128043 thru 128048, 129194 and 129195 
128050 thru 128054, ΑΒ. . AJ-2P . . . 128044 thru 128048, 128053, 
129185, 129186, 128054, 129185, 129190, 
129190 thru 129195 and 129191 and 129195 
130422 AS . . AJ-2P . . . 128045 thru 128047, 128050, 
R . AJ-2P . . . 128043 thru 128049 128052 thru 128054 129185 


and 129190 














Usable 

on Code Model 

AT. . . . AJ-2P . « 
AU. . . . AJ-2P . . 
AV. . . . AJ-2P . . 
AW. . . . AJ-2P . 
AX. . . . AJ-2P . . 
AY. . . . AJ-2P . 
ΑΖ... . AJ-2P . 
BA. . . . AJ-2P . . 
BB. . . . AJ-2P . . . 
BC. . . . AJ-2P . . 
BD. . . . AJ-2P . 
BE. . . . AJ-2P . . 
BF. . . . AJ-2P .. 
BG. . . . AJ-2P .. 
BH. . . . AJ-2P . 
BJ. . . . AJ-2P . 
BK. . . . AJ-2P . 
BL. . . . AJ-2P .. 
BM. . . . AJ-2P . . 
ΒΝ... . AJ-2P . 
ΒΡ, . 2 2 AJ=2P e 
BQ. . . . AJ-92P . . 
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MASTER 


Navy 
Serial Numbers 


. 128045 thru 128047, 


128052 thru 128054, 129185 
and 129190 


. 128045 thru 128048 
. 128045 thru 128048, 128050, 


128052 thru 128054, 129190, 
129191, 129195, 

130422 thru 130425 and 
134073 thru 134075 


. 128045 thru 128048, 128050, 


128052 thru 128054, 129185, 
129190, 129191 and 129195 


. 128045 thru 128048, 128050, 


128052 thru 128054, 129185, 
129186, 129190 thru 129195 
and 130422 


. 128045 thru 128048, 128050, 


128053, 128054, 129185, 
129190 and 129191 


. 128045, 128048 thru 128054, 


129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075 


. 128045 thru 128051 


128045 thru 128051 
128053, 128054, 129185, 
129190, 129191 and 129195 


. 128045 thru 128054, 129185, 


and 129191 thru 129193 


. 128045 thru 128054, 129185, 
129186 and 129190 thru 129192 | 
. 128045, 128053, 128054, 
199185 and 129191 thru 129193 
. 128046 thru 128051 
. 128046 thru 128052 
. 128046 thru 128054 


129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075 


. 128047 
. 128047 thru 128054 


129185 thru 129195 
130422 thru 130425 and 
134073 thru 134075 


. 128049 thru 128054 


129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075 


. 128049, 128051, 


129186 thru 129189, 
129192 thru 129194, 
130422 thru 130425 and 
134073 thru 134075 


. 128049, 129187 thr 129189, 


130423 thru 130425 and 
134073 thru 134075 


. 128050 thru 128054, 


129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075 


. 128050, 128052 thru 128054, 


129190, 129191 and 129195 
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CODE (Cont) 


Usable 

on Code Model 
BR . AJ-2P . 
BS. . AJ-2P . 
BT. . AJ-2P . 
BU. . AJ-2P , 
BV. . AJ-2P . 
BW. . AJ-2P . 
BX. .. AJ-2P , 
BY, . AJ-2P . 
BZ. . AJ-2P . 
CA, . AJ-2P . 
CB. e . AJ-2P , 
cc. . AJ-2P . 
CD. .. AJ-2P . . 
CE. . AJ-2P . 
CF. . AJ-2P . 
σα. . AJ-2P . 
CH. (o. AJ-2P . 
CJ. . AJ-2P . 
CK. . AJ-2P . 
CL. . AJ-2P . 
CM. . AJ-2P . 
CN. . . AJ-2P . 


Section | 
Introduction 


Navy 
Serial Numbers 


. 128051 thru 128054, 


129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075 


. 128051, 128053, 129054, 


129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075 


. 128053, 128054 and 129185 
. 128053, 128054, 


129185 thru 129195, 

130422 thru 130425 and 
134073 thru 134075 

128054, 129185 thru 129195, 
130422 thru 130425 and 
134073 thru 134075 


. 129185 thru 


130422 thru 
134073 thru 


129195, 
130425 and 
134075 


. 129185, 129190, 129191 


and 129195 

129186 thru 129189, 
129192 thru 129194, 
130422 thru 130425 and 
134073 thru 134075 
129186 thru 129190 


. 129190 thru 129193 
. 129190 thru 129195 and 


130422 


. 129190 thru 129195, 


130422 thru 130425 and 
134073 thru 134075 


. 129191 thru 129195, 


130422 thru 130425 and 
134073 thru 134075 


. 129192 thru 129195, 


130422 thru 130425 and 
134073 thru 134075 


. 129194, 129195, 


130422 thru 130425 and 
134073 thru 134075 


. 130422 thru 130425 and 


134073 thru 134075 


. 130423 thru 130425 and 


134073 thru 134075 


. 134073 thru 134075 
. 134074 and 134075 


128043, 128044, 128049, 
128051, 129187, 129189, 
129192, 130422 and 
134075 


. 128045, 128048, 128050, 


128053, 129186, 129190, 
129191, 129193 and 
129195 


. 129190 thru 129195 





Section 1 
Introduction 
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"HOW TO USE THE PARTS CATALOG 





when the Part Number is not known +... 


] Determine the location of the part in relation to the major groups of the 





* airplane: Wing, Tail, Fuselage, Alighting Gear, Power Plant and Loose 
Equipment. : 






Ning Fold Lock Mróreulie 
‘cylinder age 









Operating 





Δ ην ον n B uad 
Doteéard ving nyara T D 
Wing Pola Operating Cylinder ausemtiy” | > 123 





Turn to the Table of Contents. Under each of the major group headings 

* will be found a list of all illustrations comprising that group. From this list 
select the illustration most likely to contain the desired part; or Consult 
one of the Complete System Installation Drawings which appear as the last 
pages of Section II. These illustrations show complete functional systems 
(Fuel, Hydraulic, Electrical, εἰς), and serve as a visual index to the equip- 
ment throughout the catalog. É 


3 Refer to the page number indicáted and 
e find desired part on illustration.’ 





4 Note the Figure Number of the illustra- 
ο tion.and the Index Number of the part. 
Refer to the corresponding Figure;Index 
Number on the Assembly List páge for 
Part Number, Nomenclature, etc. 

















ΠΝ 
ΠΗ͂ 
181-15012 





in] 








when the Part Number 
is known o. o 








Ll 


mund, Mec 
IF illustration of part A ος ie 
; : t i n ELE e 
iy desired — refer to 

same Figure and 
Index Number on 
accompanying illus 
tration. 5 












ΠΗ 
6 45 





E 


Turn to Figure a 

Index Number indi. : El 
cated to obtain de- | E 
sired information. 





ΕΣΣΕΝ ΕΝΑΝ ΣΕΝ ἐν vee: 











CECE CE 








ESERRS NESSES EE 
[i 
A AA 


1 Find the Part Numbeg jn the Numerical 
* index. Note Figure and the Index 
Number where the part is called out 
in Group Assembly Parts List. 






H-181-0-24 





















Section I 


AN 01-60AABA-4 è 
Introduction 


SECTION II—GROUP ASSEMBLY PARTS LIST illustrates and lists parts which are 
stocked or likely to be stocked as being capable of replacement. Parts which have 
lost their individual identity as a result of 


being fabricated into a permanent assembly 
are not listed. 






1 3 4 s 6 7 
. oco WING ASSEMBLY, 








. E t Ei-1^501-1 . OUTBOARD WING Από Εως  Momplete [µ . ........ y 
1 FIGURE NUMBER—The number of the illustration in which the ( Sara 5 for mol breakdown) 
assembly or part is shown. 181-18501-2 OO WING ASSEMPIY, Complete RH... ... . . 










-2 181-14001-1 INBOARD WING ASSEMBLY, Complete LH : ii ; 1 













wert 
2 Ὁ 5 5 «o c mn 4A wr — 












2 INDEX NUMBER—The number assigned to the assembly or i 
rt to permit cross reference between the nomenclature and 181-14001-2 . INBOARD WING ASSEMBLY Complete RH ... 
par pe , D 
illustration. 3 382-24205-3 . SHIM, Inboard wing e rtt ttt 
- - - : nvcàrd WANK . . τος ος δια escis mer ο ο S S Rus 
3 PART NUMBER—North American part numbers are derived dr MM a T. qnhoard Wing fold lock μονος 
from North Americon drawing numbers. In all instances, the -τ 181-14110 RETAINER ASSEMBLY, Inboard wing fold p 
part number contains the drawing number. However, in some ATTACHING PARTS : 
cases, the part number may be composed of the drawing num- -8 AaN509-10R22  . SCREW ooo 
ber plus dosh number suffixes. Such parts, like all other North -9 181-102 77 ο . PIN ASSEMBLY, Inboard wing to outboard wing upper hinge . . 
American , may be found on the basic North American (magnetic inspected) 
parts, y -10 181-10020-1 Buttock lane : Te bolt Joint Hi 
drawing. For explanation of drawing numbering system see 181-10020-2 H > Li “upper surface bolt ]οίας > 
page 6. Ξ ΑΝ- η E 
i: a PORC i x , ‘Buttock 3H) 7 29 
4 When LEFT AND RIGHT-HAND PARTS are listed together under 1 181-13020-2 1 RIB ASSEMBLY, Buttock Plane 29 E hi E 
s Σ a K m ess 
one index number, the lef-hond ports ore shown on the E A =< En oops 
i " 3 Eo BOLT (magnetic inspected ) 7 
5 REF—4o! indicates non-procurable parts (b) each subsequent z : 5 ++ WASHER eee e e e ee νυ” 
time that the same part number appears the word "Reference" dá 1-152283 $3 SPACER, ο WE AM! a E S A OR A 1 
is inserted to indicote that provisioning review for the item hos a AN365-1032 E ENCARAR RARO ἃ 
been previously considered in total. 
-21 
6 "UNITS PER ASSEMBLY"—Contains the number of units re- κ. 
quired per one next assembly. Section ΙΙΙ 
-23 Numerico! Index of Special Tools & Equipment 
AR indicates “As Required" —No specific quantity. -24 ΜΉΝ ad Gel m ος 
-25 m. van €"— oyma Oe vue 
8 ATTACHING PARTS are listed immediately after the item being -26 co numas cove moe 
attached and preceding any components of the item. Symbol zer here ae ae ne ring ottaching 
(---*---) indicates close of attaching parts. 228 tir AND INSTALLATION, Engine hoisting 
i Em3 |. Engine hoisting 
9 (GFP) indicates government-furnished property. (No detail x me ~ 
breakdown is furnished in this catalog for these parts). See d ο. 
NavAer 00-500. Er REINO AL, Airpae cumple hoi 14 
236 . Funelage rear section hosting 
10 VENDORS’ CODE shown after title—for complete firm name A YORE ASSEMBLY, Bear fueetage hriatiag wee 
and address, see Alphabetical List of Vendors (page 9). 39 5 
0 R82NA Ens” & vene! intermediate hoisting 
31 USEABLE ON CODE—For explanation see poge 2. τ SLING SUB ASSEMBLY, Wing panel intermediate hoisting LM 
33 SLING SUB ASSEMBLY, Wind pane! intermediate hoisting center 
12 (MAGNETIC INSPECTED) indicates 100% inspection in accord- -δὰ SLANG ASSEMBLY. Wind genet A Deine Mi 
ith MIL-1-6868A ts EXBLY, Wing panel intermediate hoisting upper 
ance w - w κ 
A ο Wing verdi Intermediate Inboard a hona 
13 INDENTATIONS of titles indicate the relationship of each item on 3 Euri iud utbeerd aft hoisting 
to its next higher assembly. For example, the items shown in 50 FITTING ACERO. Tu niic V ΕΠΕ 
column 3 are the component parts of 181-13020-1 and -51 BOUT. Fuselage station 32 and 125.123 hoisting 
181-13020-2 Rib Assemblies. -52 FITTING ASSEMDLY. Fuselage station 233.153 afi holating 


jon 215 3/16 afi homting 
, Fuselage sation $3 forward hoisting 
irplane complete hoisting 





ADAPTOR, Proiracior surtace control 


SECTION Jl! — NUMERICAL INDEX is the index for the 
catalog, and in addition lists all part numbers on the air- 
plane for source code and microfilm information. This 


Section ΙΙ! 
Numerical Index of Contractor Ports 







vocac ree 
COU«  moax numsen 
μι 
ση 


section is divided into three groups— "Numerical Index 
of Special Tools ond Equipment", "Numerical Index of 
Contractor Parts" and "Numerical Index of Standard and 
Vendor's Parts". 





181- 14167- ἃ 
181-14167-2 
181-14167-3 





x 140-42 
14 STOCK NUMBERS as established by the Aviation Supply Office. 


15 The TOTAL QUANTITY COLUMN lists the total quantity of parts per aircraft. 


16 SOURCE CODES as established by the Bureau of Aeronautics—tor definition see 
poge 8. 


17 The NUMERICAL ARRANGEMENT is in accordance with specification MIL-B-5005A. 
18 AGURE AND INDEX NUMBER—where parts are illustrated and listed. 

19 MICROFILM INDEX NUMBERS as established: by the Bureau of Aeronautics. 

20 (USE-------) indicates the superseding part. 


21 COMMERCIAL PARTS and parts for which no part number is available are listed 
at the beginning of the third group of the Numerical Index in alphabetical order. 


22 For STANDARD PARTS, including the Contractor's Standards, only one figure and 
index number is listed. 
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N.A.A. DRAWING NUMBERING SYSTEM 


Numbers are assigned to North American Aviation Drawings in accord- 
ance with the chart on the opposite page. The basic number (number after 
the dash) assigned a drawing is determined by the function it performs. For 
example, Electrical Drawings are assigned numbers in the 54000 series, Hy- 
draulics Drawings in the 58000 series, etc. The identity of a part is determined 
by the functional group for which it was designed, regardless of its location 
in the airplane or of its method of attachment. The number before the dash 
is the North American Aviation Model Designation for the airplane for which 
the part was originally designed. However, a part originally designed for 
one model may be used on any other model and if the part remains the 
same the drawing number also remains the same. 





















.A.A. Part numbers consist of a number, 
alphabetical letter and another number. The alpha- 
betical letter in this Part Number arrangement is taken 
from the first letter of the descriptive noun identifying 
the part. In some cases the basic number is the part 
number while in others, dash number coding is added 
to completely define the size, material, etc. For example, 
4B12-2, 587, 6C8, 2N1, 2P3-3, 6R1-2, 754-10-10, etc. 
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Code symbols refer to 
notes on face of Dwg. 


102-Prefix indicates that part was first 


designed for Ν.Α.) Model 102 (P-51B). 
Model Column shows all mod- 


“els on which part is used. 


Basic Number in 54000 series indicates a 
part designed for the Electrical System. (See 
chart on opposite page.) 
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H-175-00-13A 




















60001 
ARMAMENT 





6ιοοι 


FIXED GUN 
INSTALLATION 


63001 
BOMB 
INSTALLATION 


65001 


PYROTECHNICS 
INSTALLATION 


67001. 


TOW TARGET 
INSTALLATION 








52101 
CONTROL ο. 
OR WHEEL 
INSTALLATION 
52301 
AILERON 
CONTROL 
INSTALLATION 














52501 
TRIM TAB 
CONTROL 

INSTALLATION 














ΤΙΟΟΙ 
COMMUNICATION 
EQUIPMENT 
INSTALLATION 





EQUIPMENT 
INSTALLATION 





H-173-00-14 








62001 


FLEXIBLE GUN 
INSTALLATION 


64001 
TORPEDO 
INSTALLATION 


6600! 


GUN CAMERA 
INSTALLATION 


68001 





ROCKET 
INSTALLATION 






52601 
SLOT 8 FLAP 
CONTROL 
INSTALLATION 





72001 
AVIGATION 


EQUIPMENT 
INSTALLATION 





73301 
OXYGEN 

EQUIPMENT 

INSTALLATION 


INSTALLATION 
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POWER PLANT 
INSTALLATION 


51001 


INSTRUMENT 
INSTALLATION 










54001 
ELECTRICAL 
EQUIPMENT 
INSTALLATION 








55001 
MOORING-TOWING 
HANDLING GEAR 
INSTALLATION 






INSTALLATION 





57001 
FLOTATION 
GEAR 
INSTALLATION 





41001 


ENGINE 
ASSEMBLY 


52001 
SURFACE 
CONTROL 
INSTALLATION 





42001 
52201 ENGINE 
ELEVATOR ACCESSORIES 
INSTALLATION 


CONTROL 
INSTALLATION 
















43001 
ENGINE 
CONTROL 
INSTALLATION 






52401 
RUDDER 


CONTROL 
INSTALLATION 














52701 
DIVE BRAKE 
CONTROL 
INSTALLATION 











STARTING 
INSTALLATION 





46001 


COOLING 
INSTALLATION 











47001 
LUBRICATING 






SYSTEM 
INSTALLATION 


FURNISHINGS 
INSTALLATION 





49001 


AUXILIARY 
PROPULSION 





58001 
HYDRAULIC 
SYSTEM 
INSTALLATION 








31001 
FUSELAGE 
COVER 
INSTALLATION 


31101 
FUSELAGE 
GENERAL FRAME 
ASSEMBLY 


ΟΟΟΚΡΙΤ 
ENCLOSURE 
INSTALLATION 


33101 
CHASSIS 


CONTROL 
INSTALLATION 


34001 
AUXILIARY 
LANDING GEAR 
INSTALLATION 


34101 


CHASSIS 
ASSEMBLY 


RAKE 
CONTROL 
INSTALLATION 


35001 
MAIN FLOAT 
INSTALLATION 
35101 


MAIN FLOAT 
ASSEMBLY 
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03001 05001 


WIND TUNNEL} HANDBOOK |MOCKUP| FIELD 
ODELS  |LLUSTRATIONS SERVICE 


20001 10001 
EMPENNAGE 


WING 
INSTALLATION | | INSTALLATION 


21001 
HORIZONTAL. 
STABILIZER 

ASSEMBLY 


32001 
ENGINE 


NACELLE 
INSTALLATION 
22001 


ELEVATOR 
ASSEMBLY 


32101 
ENGINE 
NACELLE FRAME 
ASSEMBLY 


23001 
VERTICAL. 
STABILIZER 


ENGINE MOUNT 
ASSEMBLY ASSEMBLY 


24001 


RUDDER 
ASSEMBLY 


33001 


LANDING GEAR 
INSTALLATION 


33301 
ΕΑΙΒΙΝΟ 
INSTALLATION 


33501 33901 
RETRACTING : 
MECHANISM 
INSTALLATION 


SKI ASSEMBLY 
INSTALLATION 


LOWER 
OUTER PANEL 
ASSEMBLY 


34501 
RETRACTING 


MECHANISM SKI 
INSTALLATION INSTALLATION 


3600! 
WING TIP 
FLOAT 
INSTALLATION 


3 
FUSELAGE 
FLAPS 


DIVE 
INSTALLATION ASSEMBLY 
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SOURCE CODE DEFINITIONS 


CODE 'P'"—PARTS UNDER 
INVENTORY STOCK CONTROL 


(1) CODE “Ρ'' is applied to parts which are procured 


in view of relatively high usage. Code "P" parts 
may be requisitioned and installed by any main- 
tenance level, unless followed by the letter — 
“Ὁ”, which restricts requisition and replacement 
to Depot (O&R) level only. Restricted service 
monufacture is considered practicable but only 
after an attempt hos been made to procure from 
Supply Sources. In lieu of Procurement of "P" 
Coded parts, the Department may designate o 
Depot (O&R) level activity to manufacture supply 
requirements for the Program. 


CODE "PY" is applied to parts which are very 
difficult or uneconomical to manufacture. Service 
manufacture is considered impracticable. Code 
P! parts may be requisitioned ond installed by 
any maintenance level, unless followed by the 
letter —"O'' which restricts requisition and re- 
placement to Depot (Ο8Β) level only. 


CODE ''M” MANUFACTURE, 
PARTS NOT PROCURED 


(1) CODE "M" is applied to parts which are within 


the facilities of any activity to manufacture. Pro- 
curement and stocking are not justified in view 
of the relatively low usage, or storage and in- 
stallotion factors, of these parts. Needs ore to be 
met by local manufacture as required. 


CODE "M!" is applied to parts which can be 
manufactured only by utilizing the facilities of 
the Depot (O&R) activity. Procurement and stock- 
ing of these parts are not justified in view of 
their relatively low usoge and installation fac- 
tors. The needs of all activities are to be met 
through salvage, or by Depot (O&R) level manv- 
facture. 


CODE “A” ASSEMBLE — 


ASSEMBLY NOT PROCURED 


(1) CODE "A" is applied to assemblies made up of 


two or more units each of which carry individual 
port numbers ond description, and which may be 
assembled by any Maintenance level. 





SOURCE CODING — Source coding as applied to the numerical index has been assigned by Department representatives. 


(2) CODE “A1” is applied to assemblies made up of 
two or more parts each of which carry individual 
part numbers and description, and: which may 
be ossembled only by activities having Depot 
(082) facilities. 


CODE “X” PARTS CONSIDERED 
IMPRACTICABLE FOR MANUFAC- 
TURE OR PROCUREMENT 


(1) CODE "X" is applied to Main Structural Mem- 
bers or similar parts which, if required, would 
suggest extensive aircraft or equipment recon- 
ditioning. The need of a part, or parts, coded 
“X" (wing spor caps, center section structure) 
should normally result in a recommendation to 
retire the aircraft or equipment from Service. 


CODE “X1” is applied to parts for which pro- 
curement of the next larger assembly is justi- 
fied; e.g., as integral detail part, such as welded 
segments, inseparable from its assembly; a part 
machined in a matched set; or a part of an 
assembly which, if required, would suggest ex- 
tensive reconditioning of each assembly. 


CODE "X2" is applied to parts which are neither 
Procurred nor stocked. Activities requiring such 
parts shall attempt to obtain from salvage; if 
not obtainable from salvage, such parts shall be 
requisitioned through normal supply channels 
with supporting justification. 


CODE * PARTS NOT PROCURED, 
MANUFACTURED OR STOCKED 


(1) CODE * applies to installation drawings, dia- 
grams, instructions or field service drawings, 
basic drawing numbers which cannot be pro- 
curred or manufactured and obsolete parts. 











Section | 
ΑΝ 01-60AABA-4. 


Introduction 
ALPHABETICAL LIST OF VENDORS CODES 
A 
AA . . . . Air Associates Incorporated ΑΡ... . Adel Division 
Hackensack, New Jersey General Metals Corporation 
10777 Van Owen 
AADZ. . . . Aircraft Bolt and Rivet Co. $ Burbank, California 
Pasadena, California - 
AQ . . . . Aeroquip Corporation 
AAEE. . . . Aeroflex Laboratories, Inc. Jackson, Michigan 
34-6 Skillman Avenue 
Long Island City, New York AR . . . . American Brass Company, The 
Box 1031 
AB . .. . Allen Bradley Company Waterbury 90, Connecticut 
3929 North 19th Street 
Milwaukee 4, Wisconsin ARC . . . . Aircraft Radio Corporation 
TOB-10 Main Street 
ACA . . . . American Chain & Cable Co., Inc. Boonton, New Jersey 
Automotive & Aircraft Division) 
01 Stevenson Building ARP . . . . Aircraft Marine Products, Inc. 
Detroit 2, Michigan Harrisburg, Pennsylvania 
ACH . . . . American Cabinet Hardware Corp. ARX . . . . Airex Manufacturing Company 
416 South Main Street Long Island City, New York 
Rockford, Illinois 
ASCO. . . . American Screw Company 
ADE . . . . Advance Electric and Relay Co. Willimantic, Connecticut 
2535 North Naomi Street 
Burbank, California ASE . . . . American Seating Company 


Grand Rapids, Michigan 
AEO . . . . Aerotec Corporation, The 


% The Thermix Corporation . Allied Aircraft Company 
Comly Avenue 5536 Satsuma Avenue ΄ 
Greenwich, Connecticut North Hollywood, California 
AEP . . . . Aircraft Engineering Products Inc. B 
Clifton, New Jersey 
BCC . . . . Barber-Colman Company 
AFT . . ... Federal Laboratories Inc. 321 East Third Street 
Pittsburgh, Pennsylvania Rockford, Illinois 
ΑΙΚ... . Abrams Instrument Corporation BCO . . . . Barco Manufacturing Company 
Lansing, Michigan Wolcott and Winnemac Avenue 
Chicago, Illinois 
ΑΒ... . . Alresearch Manufacturing Co. 
% Air Supply Co. ΒΡΕ . . . . Bird Engineering Company 
5959 West 3rd Street Cleveland, Ohio 
Los Angeles, California i 
᾿ BE . .. . Burndy Engineering Company, The 
AL . .. . Alemite Division 107 Bruckner Boulevard 
Stewart Warner Corporation New York 5l, New York 


Chicago, Illinois 
; BHH . . . . Buggie, H. H. Company 
ALE . . . . Allison Division 2113 Madison Avenue 
General Motors Corporation Toledo 1, Ohio 
Indianapolis, Indiana 
BLC . . . . Barry Corporation 
ΑΝ... . . Allen Manufacturing Co., The 180 Sidney Street 
133 Sheldon Street Cambridge, Massachusetts 
Hartford, Connecticut 
BMC . . . . Bardwell ὅς McAlister, Inc. 


AMK . . . . American Metal Hose P. 0. Box 1310 
American Brass Company Hollywood, California 
698 South Main Street 
Waterbury, Connecticut BNL . . . . Bunnel, J. H. € Company 
New York, New York 
AMLP. . . . American Latex Products Corp. 
921 Venice Building BIL . . . . Bristol Company, The 
Los Angeles, Californla 195 Bristol Road 


Waterbury, Connecticut 
AMP , . . . American Phenolic Corporation 
1858 South 5lth Street BTP . . . . Bertea Products Manufacturing Co. 
Chicago 50, Illinois 1450 North Lake 
Pasadena, California 
ANE . . . . Anemostat Corporation of America 
10 East 39th BX . .. . Bendix Aviation Corporation 
New York, New York Fisher Building 
Detroit, Michigan 
ΑΟΕ . . . . Acro Switch Division 


Acro Manufacturing Company σ 
2040 East Main Street 
Columbus, Ohio CA . . Clark Aero Hydraulics, Inc. 


Pasadena, California 
ANP , . . . Anchor Packing Company 
119 Federal Street CARM. . . . Carma Manufacturing Company 
Philadelphia, Pennsylvania 1151 South Broadway 
Los Angeles, California 
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CAV . 


CCH . 


CED . 


στο 


CIN 


CLP . 


CLR . 


COE 


CP . 


CTAD. 


CUT 


DARL. 


DILC. 


DUC 


DUME. 


DZ . 
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ALPHABETICAL LIST OF VENDORS CODES (Cont) 


C 
Chicago Aerial Survey Company 
322 South Michigan Avenue 
Chicago !, Illinois 


Chapin, Charles E. Company 


: East Rutherford, New Jersey 


Cannon Electric Co. 
3209 Humboldt Street 
Los Angeles 31, California 


Acragage Company 
Milford, Connecticut 


Cinch Manufacturing Corporation 
1026 Homan Avenue 
Chicago 24, Illinois 


C and J Plastic Products Company 
Los Angeles, California 


Camloc Fastener Company 
420 Lexington Avenue 
New York, New York 


Cole Electric Products Company 
Div. of Federal Electric Products Co. 
Long Island City, New York 


Clarostat Manufacturing Co., Inc. 
Dover, New Hampshire 


Cook Electric Company 
2710 Southport Avenue 
Chicago 14, Illinois 


Cleveland Pneumatic Tool Company 
3781 East 77th Street 
Cleveland 5, Ohio 


California Rubber Products, Inc. 
Hawthorne, California 


Casco Products Corporation 
Bridgeport, Connecticut 


Curtis Automotive Devices, Inc. 
Dayton, Ohio 


Cutler-Hammer, Incorporated 
315 North 12th Street 
Milwaukee, Wisconsin 


D 
Darling, R. E. 
4718 Bethesda Avenue 
Bethesda 14, Maryland 


Dielectric Laboratories of Calif. 
Los Angeles, California 


. Delron Company, Incorporated, The 


2306 East 38th Street 
Los Angeles, California 


Denison Engineering Company, The 
1160 Dublin Road 
Columbus 16, Ohio 


Ducommun, M. Manufacturing Company 
580 Fifth Avenue 
New York 19, New York 


Duconamun Metals & Supply Co. 
4890 Alemeda Street 
Los Angeles, Californla 


Dzus Fastener Co., Inc. 
Babylon, New York 


Dialetric Laboratories, Incorporated 
5317 North Ravenswood Avenue 
Chicago 40, Illinois 





FAC .. 


GCM . . 


GCO . 


GD .. 


GDR . 


GE .. 


GFE 


GLI.. 


GMC .. 


GPC. . 


GT .. 


GY 7 





E 


Eclipse Pioneer Division 
(Bendix Aviation Corporation) 
43 Williams Avenue 

Teterboro, New Jersey 


Edison, Thomas Α., Incorporated 
West Orange, New Jersey 


Electric Auto-Lite Company, The 
Toledo 1, Ohio 


. Electro-Switch & Controls, Inc. 


Culver City, California 


Elastic Stop Nut Corporation 
2330 Vauxhall Road 
Union, New Jersey 


F 


Fairchild Camera & Inst. Corp. 
Div. (Fairchild Aviation Corp.) 
8806 Van Wyck Boulevard 
Jamaica, New York 


Fafnir Bearing Company, The 
Victory Square 
New Britain, Connecticut' 


. Fenwal, Incorporated 


Ashland, Massachusetts 


Frederick Flader, Incorporated 
North Tonawanda, New York 


Frampton Electric Company 
999 East First Street 
Dayton, Ohio 


G 


General Ceramics & Steatite Corp. 
Crow's Mill Road 
Keasby, New Jersey 


General Controls Company 
805 Allen Avenue 
Glendale, California 


Goodrich, B. F. Company, The 
Akron, Ohio 


Grand Rapids Metalcraft Corp. 
Division F. L. Jacobs Co. 
Grand Rapids, Michigan 


General Electric Company 
Schenectady, New York 


Green Fuel Economizer Co., Inc. 
Beacon, New York 


Globe Industries, Incorporated 
1250 Sunrise Place 
Dayton, Ohio 


Grimes Manufacturing Company 
Urbana, Ohio 


Gladden Products 
635 West Colorado Street 
Glendale 4, California 


Gits Brothers Manufacturing Co. 
1848-62 South Kilbourne Avenue 
Chicago 93, Illinois 


Goodyear Tire & Rubber Co., The 
(Goodyear Aircraft Corporation) 
Akron, Ohio 

H 


Heim Company, The 
Fairfield, Connecticut 
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H 
HEGE, .'. . Henry Engineering Company KOVC. . . . Koehler Valve Company 
Burbank, California Dayton, Ohio 
HEM . . . . Hartman Electrical Mfg. Co. KWC . . . . Keystone Watch Case Division 
Mansfield, Ohio Riverside Metal Company 
Σ Riverside, New Jersey 
HFP . . . . Hoof Products Company 
6543 South Laramie Ave. L 
Chicago 38, Illinois 
LC . . . . Lawrence, A. C. Leather Co. 
HGP . . . , Hess, Greiner and Polland Peabody, Massachusetts 
Los Angeles, California 
LEL . . . . Leland Electric Co., The 
HLF , . . . Halfco Products Company 1501 Leo Street 
211 South Beverly Drive Dayton 4, Ohio 


Beverly Hills, California 
LMD . . . . Long Manufacturing Division 
HOOV, . . . Hoover Electric Company Borg-Warner Corporation 
2102 South Stoner Detroit, Michigan 
Los Angeles, California 


LMW . . . . Liberty Mirrow Division 
HOQ . . . . The Hoover Company Liberty-Owens-Ford Glass Co. 
North Canton, Ohio Brackenridge, Pennsylvania 
HPL . . . . Cam-Stat, Incorporated LNS . . . Laminated Shim Company, Inc. 
Division Henry Paul Company Glenbrook, Connecticut 
11883 West Olympic Boulevard 
Los Angeles 64, California LO .. . . Lord Manufacturing Company 
; 1639 West 12th Street 
HPT . . . . Helipot Corporation : Erie, Pennsylvanta 
916 Meridam Avenue 
South Pasadena, Calif. : LR . .. . Leach Relay Company 
5915 Avalon Boulevard 
HS . .. . Hamilton Standard Propeller Div. Los Angeles, California 
Division United Aircraft Corp. 
East Hartford, Connecticut y LTF , . . . Littlefuse, Incorporated 
: 4765 Ravenswood Avenue 
i HTEC, . . . Hardman Tool and Engineering Co. Chicago 40, Illinois 
Southgate, California 
LYQ . . . . Hansen-Lynn Co., Inc. 
HWL . . . . Hartwell Aviation Supply Company Burbank, California 
9035 Venice Boulevard é 
Los Angeles 34, California M 
HYAW. . . . Haydon, A. W, Company MAFN., EA . Micro Metal Products 
232 North Elm Street Los Angeles, California 
Waterbury, Connecticut 
MAL . . . . Mallory, P, R. & Co., Inc. 
HYP , . . . Hydropack-Hydraulic Plastic Accessories 3029 East Washington St. 
5717 South Hoover Street Indianapolis, Indiana 
Los Angeles, California 
MAR . . . . Marman Products Company 
I 940 East Redondo Boulevard 


Inglewood, California 
IPC . . . . Industrial Products Compan, 
(Division of Knudsen, Ine. MCD . . . . McDermott, Patrick Company 
Danbury, Connecticut West Pico Blvd. & Grand Ave. 
Los Angeles, California 





ITRC. . . . International Rectifier Corp. 
Los Angeles, California MCQ . . . . McQuay-Norris Manufacturing Co. 
Electrical Products Division 
J 1737 Massachusetts Avenue 
Indianapolis, Indiana 
JM . . . . Johns Manville Corporation 
22 East 40th Street MCS . . . . Micro-Switch Division 
New York 16, New York Minneapolis-Honeywell Regulator Co. 
Freeport, Illinois 
JOI .. . . Joy Manufacturing Company 
A Pittsburg, Pennsylvania MGL . . . . McGill Manufacturing Co., Inc. 
1100 North Lafayette Street 
Jewell Summer Company Valparaiso, Indiana 
407 Commercial Center Street 
Beverly Hills, California MH . .. . Minneapolis -Honeywell Regulator Co. 
Š 2709 Fourth Avenue, South 
K Minneapolis, Minnesota ` 
KOE . . . . Koehler Aircraft Products Co. MKL . . . . Manadnock M111s 
814 Vermont Avenue 901 East 14th Street 
Dayton, Ohio San Leandro, California 
Revised 15 September 1955 11 
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Introduction 
ALPHABETICAL LIST OF VENDORS CODES (Cont) 
M 

MQ... . Marquette Metal Products Co. PK . . . . Parker-Kalon Corp. 
1145 Galewood Drive 208 Varick Street 
Cleveland 10, Ohio New York, New York 

MSC . . . . Marvel-Schebler Carburetor Div. PR ,. . . . Pioneer Instrument Division 
Borg-Warner Corporation 5 Bendix Aviation Corporation 
Flint 2, Michigan Teterboro, New Jersey 

MSE . . . . Maybar Corporation PUP . . . , Purolator Products, Ine. - 
200 North Avenue Rahway, New Jersey 


Los Angeles 42, California 
PWD . . . . Pratt & Whitney Division 


MTY , . . . Maltby, Edward D. Company Niles -Bement -Pond Company . A 

1718 South Flower Street West Hartford 1, Connecticut 

Los Angeles, California 

R 
Robert Moline Company 
North Hollywood, California RAI . . . . Robinson Aviation, Inc. 
: 48 Industrial Avenue 
Ν Teterboro, New Jersey 

NA, . North American Aviation, Inc. RATE. . . , Radio Television Supply Co. 

4300 East 5th Avenue Los Angeles, California 

Columbus 16, Ohio 

RB . . . , Rubbercraft Corp. of Calif., Ltå. 

ND... . New Departure Division 112 East 17th Street 

General Motors Corporation Los Angeles, California 


Bristol, Connecticut 
RBC . . . . Roller Bearing Co. of America 
NEUS. . . . Neuscholtz Engineering Company Trenton 3, New Jersey 


Los Angeles, California 
RH . . . . Rohr Aircraft Corporation 


NI . . . . Nice Ball Bearing Company g Chula Vista, California 
2925 Hunting Park Avenue 
Philadelphia 40, Pennsylvania RHS . . . . Hetherington, Incorporated 


Sharon H111, Pennsylvania 








ΝΤ... . North ἃ Judd Manufacturing Co. 
New Britain, Connecticut ROS . . . . Rosen, A. W. ἃ Company 
1801 1st Avenue 
NL . . . . National Lock Washer Co., The New York City, New York 
65 Johnson Street 
Newark 5, New Jersey ROSN. . . , Rosan, Incorporated 
5224 Southern Avenue 
NLC . . . . National Lock Company South Gate, California 
Rockford, Illinois 
RUV . . . . Vought Company 
NP . .. , Neon Products, Inc. Beverly Hills, Calif, 
Lima, Ohio 
RYY . . . . Roylyn Incorporated 
NUS . . . . Nutt-Shel Company 1706 Standard Avenue 
Los Angeles, California Glendale, California 
NYB . . . . New York Air Brake Company Roberts, E. V. Company 
422 Lexington Avenue 5014 Venice Boulevard 
New York 17, New York Los Angeles, California 
ο S 
OHM . . . . Ohm Wire & Cable Corn. SA . . . . Simmonds Aerocessories, Inc. 
Brooklyn, New York New York, New York 
ΟΜ... , Ohmite Manufacturing Company SD . . . . Struthers-Dum, Incorporated 
4835-55 West Flournoy Street 1310 Quarry Street 
Chicago, Illinois $ Philadelphia 7, Pennsylvania 
OPS 4 4 ea Operating Maintenance Specialties, Inc. SFB... . Soderberg Manufacturing Co, 
Charlotte, North Carolina Pasadena, California 
P SH .. . . Shakeproof, Incorporated 
. Division Illinois Tool Works 
PA... . Parker Appliance Co., The Chicago, Illinois 
17325 Euclid Avenue ; 
Cleveland, Ohio SHA. . . . Shafer Bearing Corporation 
1412 West Washington Blvd, 
F> O... . Pacific Alrmotive Corp. Chicago, Illinois 
2940 North Hollywood Way 
Burbank, California SHP . . . . Screw Machine Parts Company 


"Providence, Rhode Island _ 
+ +. . Pacific Division Corp, 
(Bendix Aviation Corp.) 
11600 Sherman Way 
North Hollywood, California 


12. Revised 15 September 1955 











SKP 
SMP 
SNT 


SPR 


SQ 


SVL . 


SW . 


TEP 
ΤΙ. 


TIN . 


TOR 4 


UA 


UC 
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8 


Skinner Purifiers Division 
Bendix Aviation Corporation 
1500 Trombly Avenue 
Detroit, Michigan 


Shellmar Products, Co. 
Mount Vernon, Ohio 


. Scintilla Magneto Division 


Bendix Aviation Corporation 
Sidney, New York 


. Sprague Electric Company 


201 Beaver Street 
North Adams, Massachusetts 


. Spencer Thermostat Division 


Metals and Controls Corp. 
Attleboro, Massachusetts 


. Square "D" Company 


6060 Rivard Street 
Detroit 11, Michigan 


. Meletron Corporation 


950 North Highland 
Los Angeles 38, Calif. 


Stratos Division 
Fairchild Engine and Airplane Corp. 
Bay Shore L. I., New York 


. Saval Manufacturing Company 


. 


. Tinnerman Products, 


Succ. by Wm. Β. Whittaker Co., Ltd. 
Los Angeles, California 


Stewart-Warner Corp. 
Diversey at Wolcott 
Chicago, Illinois 


T 


Technical Appliance Corp. 
Sherburne, New York 


Timken Roller Bearing Co., The 
Canton, Ohio 


Inc. 
2079 Fulton Road 
Cleveland 13, Ohio 


. Torrington Company, The 


Torrington, Connecticut 


Thompson Products, Inc. 
23555 Euclid Avenue 
Cleveland 3, Ohio 


. Trane Company, The 


LaCrosse, Wisconsin 


U 


. United Aircraft Products, Inc. 


1116 Bolender Avenue 
Dayton 1, Ohio 


. United-Carr Fastener Corp. 


31 Ames Street 
Cambridge 42, Massachusetts 


Revised 15 September 1955 





uel 


UG 


VCH 


VEE 


VI 


VNMB. 


WAEC . 


WAH 


WD 


WFRC. 


WGW 


WIG 


WK 


WMAC. 


WOF 


WS 


WTR 


WX 


. Ucinite Company, 


The 
Newtonville, Massachusetts 


U. S. Gage Division 
American Machine & Metals Inc. 
Sellersville 31, Pennsylvania 


V 


. Vapor Heating Corporation 


4501 West 16th Street 
Chicago, Illinois 


. Veeder Root, Incorporated 


Hartford, Connecticut 


. Viekers, Incorporated 


1400 Oakman Blvd. 
Detroit 33, Michigan 


Vinson Manufacturing Co. 
Van Nuys, California 


W 


. Waterman Engineering Co. 


Evanston, Illinois 
Weston Hydraulics Ltd. 
Los Angeles, California 


White, S. S. Dental Mfg. 
10 East 40th Street 
New York 16, New York 


Co. 


. Franklin C. Wolfe Company 


Beverly Hills, California 


. Western Gear Works 
- 417 Ninth Avenue 


Seattle 4, Washington 


. Wiggins, E. B. Oil Tool Co. 


2424 East Olympic Bivd. 
Los Angeles 23, California 


. Walter Kidde & Company, Inc. 


675 Main Street 
Bellville 9, New Jersey 


. Wemac Company 


Inglewood, California 


. Wolf Frank Mfg. Co., The 


Philadelphia, Pennsylvania 


. Weston Electric Instrument Corp. 


Newark, New Jersey 


. Whittaker, Wm. R. Company 


915 North Citrus Avenue 
Los Angeles 38, California 


. Westinghouse Electric Corp. 


Pittsburg, Pennsylvania 
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Section i 
Introduction 


AN 01-60AABA-4 











H-175-00-1A 
FIGURE 1 - EXPLODED VIEW OF COMPLETE AIRCRAFT 
Index Figure Index Figure 
-No. Nos. No. Nos. 
I Wing ο unecudge sess 2-51 T. dback Mechanism ..... 383 
2 Empennage . . . . . . . . . . 52-65 8' Αα resting Gear . .. . ον, 384-390 
i Fuselage  . i . . zu. 66-352 9 J-23 Power Plant . . . . . . 391-393 
Main Alighting Gear ..... 353-369 10 Ε-: «20 Power Fiunt . . . . . 3294-4124 
5 Auxiliary Alighting Gear . . 310-381 Jl. σαι po 6 RE uou. ρα us 415-435 
6 Catapult Mechanism ..... 382 e Ecolpment . . . . . . . 436-447 
ECC c O ο ES NS 
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GROUP ASSEMBLY PARTS LIST 


SECTION ii 


ΑΝ 01-60AABA-4 


WING 


FIGURE 2 - LH AND RH SPARE OUTER WING PANEL ASSEMBLY 


FIGURE & ] PART 
INDEX. NUMBER NUMBER 1 
2-1 146-12901-201 


146-12901-202 
156-12601-101 
156-12601-102 R 


146-.15001 -201 . 
146-15001-202 s 
146-15201-11 . 


146-15201-12 . 


146-15201-101 e 


146-15201-102 E 


146-12401-201 3 
146-12401-202 . 
WITH A KIT OF 
156-11107 
AN5816-2 a 
156-51105-5 s 
AN4 -30Α 5 
ΑΝ3-6Λ P 
ΑΝΟΘΟΡΗ16 
AN960C!16L 
AN365-428 τ 
156-51106-1 ; 
156-51106-11 





2 3 4 


5 


6 


WING ASSEMBLY, 
WING ASSEMBLY, 
COMPLETE EXCEPT FOR THE FOLLOWING PARTS: 
. AILERON ASSEMBLY, 
. AILERON ASSEMBLY, 

SEAL AND COUNTERBALANCE INSTALLATION, 
(see figure 5) 
SEAL AND COUNTERBALANCE INSTALLATION, 
(see figure 5) 


. TUBE 
FITTING, 
BOLT . 
BOLT . 
WASHER 
WASHER 
NUT... 
SUPPORT 
SUPPORT 


7 


WING OUTER PANEL ASSEMBLY, 
WING OUTER PANEL ASSEMBLY, . 
Outer panel complete LH 
Outer panel complete RH 





H-175-12-10 





NOMENCLATURE 


LH spare 
RH spare 


Covered LH 
Covered RH 


(see figure 5) 
SEAL AND COUNTERBALANCE INSTALLATION, 
(see figure 5) 
ALL GOVERNMENT PURNISHED EQUIPMENT WITH THE ADDITION OF 
TIP INSTALLATION, 

TIP INSTALLATION, 

THE FOLLOWING PARTS: 
BOOM ASSEMBLY, 


Airspeed boom 


s.s‘ 


INSTALLA 


Wing LH 
Wing RH 


Wing outer 
(Navy Stock No. R 


TION, 
INSTALLATION, 


Airspeed boom wing outer“ 


. 


| 


| 


see figure 7 
see figure 7 


| 


- SEAL AND COUNTERBALANCE INSTALLATION, 


see figure 3) . 
see figure 3) . 


anel airspeed . . 
-T-3305) (GFP) . 


WOP front spar support 


UNITS 

PER ASSY. 

. . ο 1 

ο ο oe ee ee -ᾳ 1 

see figure 4 ως 1 

see figure ἃ , 1 

} id, i 

a aia ae eae ὦ 1 

Aileron IH ... Ref 

Aileron RH .. . Ref 

Aileron LH . . . . Ref 

Aileron RH .. « Ref 
THE FOLLOWING PARTS: 

A . ὦ 4 Ref 

* e E ᾱ Ref 

ES em Ws 1 

“o. a ar. ae ο 1 

-—— 1 

ia A ne 1 

"— PEE 

Cue yar ο ος 4 

IPRC TED e 4 

UE ee 3 

panel . Ref 

panel . ; . Ref 


Airspeed boom wing outer 
ο. o ——— Γ᾽ 


USEABLE ON 
CODE 
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Group Assembly Parts List AN 01-60AABA-4 


WING 








H-175-10-1A 
FIGURE 3 - WING INSTALLATION 
᾿ FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 











146-10001-201 WING INSTALLATION . . . s e es « © 2 o os © δν ee ο oo Ref 
| -1 175-11601 . WING ASSY, Center sect. complete eres fig. 9 for ο... 1 P 
175-11601-11 . WING ASSY, Center sect. complete (see fig. 9 for breakdown). 1 BL 
ATTACHING PARTS y 
-2 NAS152DH45 . BOLT, Internal wrenching steel 3/4-16 (magnetic inspected) . 2 
1N4-1216 . NUT, Barrel 3/4-16 thread (magnetic inspected) (NA) MP 2 
2W10-12 . WASHER, Countersunk 3/4 ID (NA). . . . . +. + D PI 2 
2W1A149-40-64 . WASHER, Plain (NA). . ... s e e a e 2 et . . . . ες» 2 
-3 NAS156DH52 . BOLT, Internal wrenching steel 1/14 (magnetic inspected) . . 2 
1N4-1614 . NUT, Barrel 1/14 thread (NA) (magnetic inspected). . . . . . 2 
NAS143-16C . WASHER, 4130 steel. countersunk . . . . ο der ιν ἴα τὰ ES 2 
-4 NAS144 -16 . BOLT, Internal wrenching steel 1/4-28. . . es E- 
2W10-4 . WASHER, Plain (NA)... .. e . . ee ee ee ee . . 12 
AN960D416 . WASHER . . . a ee ὁ Ὁ à e 4 ο ὁ ο α ο Ὁ 4 4. 4 4: 4 9 «4 2 
AN365-428 NU A A ts a a WSs Pa ls 2 
-5 169-31256-1 . FITTING, Fuselage station 254-5/8 side load LH. . . . +. + + 1 
-6 169-31256-2 . FITTING, Fuselage station 254-5/8 side load RH . . . . . + + 1 
-7 AN6-10A . BOLT (magnetic inspected). . . . . . . . . . . . o. US 12 
AN365-624 . NUT (magnetic inspected) . . . . . . .. . . . . . +» XR i 


AN960D616 . "WASHER . 2 2. 2 oa mw a Se x αν διὰ 
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Section Íl 
Group Assembly Parts List 


ΑΝ 01-60AABA-4 
WING (Cont) 





PART 
NUMBER 


AN6-12A 
AN365-624 
AN960D616 
4B21S6-012 
NAS146-19 
2W10-6 
AN960D616 
AN365-624 
AN509-10R10 
AN365-1032 
AN960D10 


σου σου 


156-12601-101 
156-12601-102 


UNITS 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
BOLT (magnetic inspected) . . E δ ον steer nd ο ἂν 16 
NUT (magnetic inspected). . . . . . . es ee 2 . . ο «ο ος 16 
WASHER. . . . a τῷ Le) "6 DR Ld. eee "We De ish ec ren ας 32 
BUSHING, Spacer (NA). δν foc "erate? μονο ος Mat us up. Dave Ver uode stor ea M ways 16 
BOLT, Internal wrenching steel 3/8-24 . . . . . . . . . . .. 14 
WASHER, Plain (NA). . s-s sce s eee νο ο ο νο . . ον νο 14 
WASHER. πα ο μα κο ο Ru Nab νο αρ.” 14 
NUT a 5 £o € ETA AT A A SAS a AA AA 14 
SCREW A ap esa Sure Wee τῳ το ὧν ues Salas: le^ e ce Us ον ρω “Β6 
ΠΡ. μ.μ o ο ως ο EI WI RAS ας RC IE AA κ 26 
WASHER: -ua αν PA E EA E RN 26 
WING ASSEMBLY, Outer panel complete LH. . . . e e . e . e ο ο 1 
WING ASSEMBLY, Outer panel complete RH. E τᾷ νά 1 


(see figure 4 for detail breakdown) 


ATTACHING PARTS 


146-11056 
146-11059 
146-11043 
146-11061 
9C1P3-3 

5R10 
NAS51-75 
9C1P3-5 
9C1P3-10 
146-11190-1 
146-11190-2 
99836 
2W1AL20-24-64 
151-54350 
99834-11-1.090 
99834-1-.130 
99834 -2-.160 
99834 -2-.190 
146-11290-1 
146-11290-2 


9983 
2W1AL20-24 ~64 
151-54350 
99834 -11-1.090 
99834-3-.290 


146-18001-1 
146-18001-2 


---ᾱἘ--- 


146-18003-21 
146-18003 -22 


146-18002-21 
146-18002-22 


146-12401-201 
146-12401-202 
NAS205-12 
146-12401-11 
146-12401-12 
146-12403-3 
146-12403-4 
NAS205-12 
146-12401-112 


146-12401-120 


AN509-10-12 
146-12401-21 
146-12401-22 
146-12401-71 
146-12401-72 
146-12401-25 
146-12401-27 
146-12401-23 
146-12401-24 
SP1561-832-11 
146-12401-111 
146-12401-112 
146-12401-141 
146-12401-142 
175-12407-1 
175-12407-2 
NAS205-12 
146-12401-63 
146-12401-64 
175-51021-1 & 2 


o9 9 0 9 | 9 9 c9 $9 o9 3 . 2» 5 


NUT, Wing Joint pin retaining . . . . . . . . . è ο 
RING, Wing joint pin nut retainer... 
PIN, Wing joint center spar outboard panel "attaching 
SPRING, Wing joint pin retaining nut όμως. ο.” 
CHAIN, No. 1 safety 3 inches long (NA). $us 
RING, Chain retainer (Na) a Uer usta QU ds ας Beers 
RING. . . . gis. f. ce 
CHAIN, No. Y safety 10 inches long (NA) . Sox» 
CHAIN, No. 1 safety 5 inches long (RH wing upper 
DOOR ASSEMBLY, Wing folding joint forward LH. . 
DOOR ASSEMBLY, Wing folding joint forward RH. . 
. PIN, Fastener [0 amie. δν ο ιβ κας te ο fel de ne 
WASHER, Plain (NA) . . . . $ s . 
SPRING, Electrical gun port. door open indicat 
ο 


a 


Ser RRL ο ee "9 BA de 9 ees E 


τ 
STUD, Fastener (UC). . . . 
STUD, Fastener (UC). . . 
STUD, Fastener (UC). . 


oe ee ο n8 


STUD, Fastener (UC). ne : : Lx AF ] 
DOOR ASSEMBLY, Wing folding int aft LH. 
DOOR ASSEMBLY, Wing folding joint aft RH. 

Pt door 


eee 6 ο ς ο Oe ο ο as ο ο 


J 
jo 
. PIN, Fastener d scs a 


WASHER, Plain (NA 


. 


| 


: SPRING, Electric gun port d 
. STUD, Fastener tee ses 
; τς). . 


τ 


a 


ee Bee ο ..... 


Q 


H ἢ 
.. Yo. 9 ὁ ὁ 6 ὁ ο Coe ὁ ὁ ὁ ο ὁ ο ο ο ο ο ο ο 
o 
» V 9 να ον 4 ο c ο ο ὁ οἱ ὁ n o -ᾳ- wv n 


. 
9. . 9 9 '* 9 o9 $$ 9 c9 9 . 09 0... 9 9 9 $ 9 o... ο ο 9 


oe Porco... 
ct 


open indic 


STUD, Fastener 


. . . ο ο 


FLAP ASSEMBLY, Wing inboard landing LH. . . o. e s . s e .. 

FLAP ASSEMBLY, Wing inboard landing RH. . . « . . . . e e è ο 
(see figure 14 for detail breakdown) 

HINGE INSTALLATION, Wing inboard landing flap outboard LH . . 

HINGE INSTALLATION, Wing inboard landing flap outboard RH . . Ref 
(see figure 14 for detail breakdown) 


Pr ΝΙΝ ΟΝ 41} 112 00 ΟΝΡ’ EB. i LO. occ 


zm 
D 
"5 


HINGE INSTALLATION, Wing inboard landing flap inboard LH. . . Ref 
HINGE INSTALLATION, Wing inboard landing flap inboard RH. . . Ref 
(see figure 14 for detail breakdown) 

TIP INSTALLATION, Wing LH . . « . « +. 6 ses «© © «© © © o o o Ref 
TIP INSTALLATION, Wing RH . . . +. 5275.5. Ref 
. SCREW, 100° flat head Phillips recess “alloy steel 10-32. . 125 
. COVER INSTALLATION, Wing tip LH. . . . . . è . . . . . . . Ref 
. COVER INSTALLATION, Wing tip RH. . . . μι Se EE 
Po y COVER, Wing tip tank forward attachment LH "E 1 
2 ο COVER, Wing tip tank forward attachment RH . . . . e > 1 
ara SCREW, 100° flat head Phillips recess alloy steel 10-32 


. COVER, Tip tank fuel and pressure lines connection . 

access LH 

ος ae COVER, Tip tank fuel and pressure lines connection . 
access RH 

PET SCREW (4 required on RH) 

+. TIP ASSEMBLY, Wing aft LH. . . . 

. TIP ASSEMBLY, Wing aft RH. ... 

. TIP ASSEMBLY, Wing forward LH. . 

. TIP ASSEMBLY, Wing forward RH. . 

T SEAL, Wing tip forward LH and RH. 

e. de SEAL, Wing tip forward LH and RH. 

» d COVER, Wing tip forward LH . . . . 

NE COVER, Wing tip forward RH . . ο. «ο 

Ae SCREW ASSEMBLY (SH). ok " 

. TIP ASSEMBLY, Wing tip station ad to plus 

. TIP ASSEMBLY, Wing tip station -1 to pius 

. TIP ASSEMBLY, Wing intermediate LH . . . . +. + 

I 


TIP ASSEMBLY, Wing intermediate RH . ... . 
. COVER, Wing tip fuel gage co-axial cable attaching LH 
.' ‘COVER, Wing tip fuel gage co-axial cable attaching RH 
SCREW, 100° flat head Phillips recess alloy steel 10-32 
STRIP, Wing tip close ους LH « o4 Swe X κ * X 
STRIP, Wing tip close out RH . . . 5 
NSTRUMENT EQUIPMENT INSTALLATION, Wing fuel” quantity gage. 
system (see figure 32 for detail breakdown) 


REN PRP RP EE RP OPP PEP Pee me PN 
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WING (Cont) 





E FIGURE 4 - LH AND RH COMPLETE 
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OUTER PANEL WING 


ASSEMBLY 





H-175-12-9C 














Section I! 


AN 01-60AABA-4 Group Assembly Parts List 


WING (Cont) 





USEABLE ON 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


156-12601-101 WING ASSEMBLY, Outer panel complete LH . . .. . . s e . ο o o 
see figure 3 for next assembly) 





156-12501-102 WING ASSEMBLY, Outer panel complete RH . . .. . . . . . ο ο o Ref 
(see figure 3 for next assembly) 

-1 146-12001-201 . WING ASSEMBLY, Outer panel ΙΗ. .............. a 
146-12001-102 . WING ASSEMBLY, Outer panel RH . ...... +. +. +... we s o 1 
146-12401-101 sow TIP INSTALLATION, Wing LH., . eds owe» os eS Ref 
146-12401-102 . . TIP INSTALLATION, Wing RH... . ienod xa eeu eed, EL 

-2 146-12401-31 2. RIB ASSEMBLY, Wing tip station 21. Soi ΤΗ: Lc 1 
146-12401-32 . . . RIB ASSEMBLY, Wing tip station 21.224 RH. . . ES 1 

-3 146-12404-1 a % FITTING, Fuel tip tank station 21.224 support LH. 1 
146-12404-2 24 & . FITTING, Fuel tip tank station 21.224 support RH. 1 

-4 146-12401-51 NM RIB ASSEMBLY, Wing tip station plus 2 LH. . . ete ts 1 
146-12401-52 | < RIB ASSEMBLY, Wing tip station plus 2 RH. . . . . . . 1 

-5 146-12401-61 . . . RIB ASSEMBLY, Wing tip station 2 LH . . . . . . . . . 1 
146-12401-62 "T RIB ASSEMBLY, Wing tip station 2 RH. .. .. ... 1 
146-12292-1 ` | RIB INSTALLATION, Wing station 292 LH. . . . . . . . 2 2. Ref 
146-12292-2 ‘> RIB INSTALLATION, Wing station 7 RH. . , . . . . . . . . Ref 
146-12292-11 s r . RIB SUB ASSEMBLY Πο Ta Sits Ue em τὸν ος ὦ sow UR αἱ, s 1 
146-12292-12 > . . RIB SUB ASSEMBLY RH . . . . . . . . . a E A 1 
146-12292-21 S^. ὯΝ . RIB SUB ASSEMBLY LH . . « « . 2... 4 « . ee ὁ «ο 1 
146-12292-22 A 4 « ALB SUB ASSEMBLY RH αν 4 4 aoe bow eee e ὁ κ ᾱ- ὦ 1 

-6 146-11057 - . . SUPPORT, Wing joint pin pulling cylinder. . . ME 2 

zm 146-12292-79 +. . DOOR, Close out access. ... ee MEA 1 
NAS221-9 Ve u^ T ns SCREW, Brazier head Phillips recess 10-32 sere: fabs aa 6 
NAS222-13 . . . SCREW, Brazier head Phillips recess 1/4-28, ..... 2 

-8 146-12292-83 . . . DOOR, Close out access. . . ΑΡ... 1 
NAS221-10 NE SCREW, Brazier head Phillips recess 10- 394 gee eos 19 
NAS222-12 . . . SCREW, Brazier head Phillips recess 1/4-28. ..... 4 
9C1-3-7 : CHAIN, No. 1 safety (7 inches) (NA). . . . . . . . . 2 
5R10 : RING, Chain retainer (NA). . . . πλ... 4 
146-12109-101 PANEL INSTALLATION, Outer panel leading “edge skin LH. . Ref 

(supersedes 146- 12109-1) 
146-12109-102 $ PANEL INSTALLATION, Outer panel leading edge skin RH. . Ref 
(supersedes 146- 12109-2) 

-9 146-12109-113 + . . DOOR, Outer panel leading edge skin LH. . . . . . . . 1 
146-12109-114 - . . DOOR, Outer panel leading edge skin RH. . . . . . . . 1 
9C1-2-7 Do. i CHAIN, No. 1 ος (T inches) (NA). . . . . ὃν . . 1 
AN509P10RT7 x^ w €» SCREW s "e Iw e. Cs. 23 
146-12003-1 > « o SPAR INSTALLATION, “Wing outer panel front LH. . | . . Ref 
146-12003-2 + . . SPAR INSTALLATION, Wing outer panel front ΒΗ... . . Ref 

-10 146-12418 - . . . ANGLE, Station "419 WOP tip tank fitting support. . 1 
146-12201-1 . . SKIN INSTALLATION, WOP upper intermediate LH . . . . . . Ref 
146-12201-2 . . SKIN INSTALLATION, WOP upper intermediate RH . . . . . . Ref 

-11 146-55005 . . +. SCREW, Wing outer panel sling attaching . . . . . . + 4 

-12 146-21101-29 - . . DOOR, Aileron boost mechanism access LH . . . . ο ο 1 
146-12201-30 + . . DOOR, Aileron boost mechanism access RH . . . . . +. +. 1 
NAS205-9 κ SCREW, 100? flush head Phillips recess 10-32. ΚΠΕ 50 

-13 146-12201-27 A DOOR, Aileron hinge access LH . . . . ao PES 1 
146-21101-28 . DOOR, Aileron hinge access RH . . . . . . . e eee 1 
AN509-10R11 e 7 SCREW "Er ο Gee WE Du cel d cw WI de 16 
9C1P2-6 . . . CHAIN, Νο. ο "safety (6' inches) (NA). oes 3l 4l 2 
5R10 . . . RING, Chain retainer (NA). . . . . . . . ee wee 2 

-14 2J1 * JACK ASSEMBLY, Fuel nozzle grounding. $ α,β . 1 
146-12101-1 Ν᾽ SKIN INSTALLATION, Wing outer panel upper forward DH e Ref 
146-12101-2 + . SKIN INSTALLATION, Wing outer panel upper forward RH. . Ref 
146-12103 + . . DOOR ASSEMBLY, Drop tank mechanism access . . . . . . 1 

-15 146-12103-3 - + . DOOR, Drop tank mechanism access . . . . . a 1 
146-12103-7 A . . HINGE, Half drop tank mechanism access . . . . . . 1 
146-12103-9 - . . . HINGE, Half drop tank mechanism access . . . . . « 1 
146-12103-11 e... . PIN, Drop tank mechanism access. . . . . . . +. . . 1 
99834-1-150 κο . . . STUD (πο), . κο var gees (ei p © wanes ke! ον στα 2 
99836 τν a X CROSS PIN (UC). . . . A E 2 

-16 146-12101-11 è DOOR ASSEMBLY, Remote compass access "(left wing only) 1 
146-12317 E Wap Ὁ WINDOM, WOP remote indicating compass cover. . . . 1 
NAS200-1032BC10 Sn ale SCREW, Flush head 100? countersunk Phillips. . . . 34. 

recess brass cadmium plated 
146-12050-1 a FITTING INSTALLATION, Wing joint rear spar outboard LH . Ref 
146-12050-2 : FITTING INSTALLATION, Wing joint rear spar outboard RH . Ref 

-17 146-12051-1 τ . FITTING, Wing joint rear spar outboard ΤΗ... .. + 1 
146-12051-2 s . FITTING, Wing joint rear spar outboard RH .... ; 1 
146-12040-1 . . FITTING INSTALLATION, Wing joint center spar outbd LE. , Ref 
1416-1208 0-2 ; . FITTING INSTALLATION, Wing joint center spar outbd ΠΗ. . Ref 

-18 146-12041-1 . . . FITTING ASSEMBLY, Wing joint WOP upper outboard LH. . -1 
146-12041-2 s . FITTING ASSEMBLY, Wing joint WOP upper outboard RH. . 1 
146-11055 . . . . BUSHING, Wing joint center spar fitting. . . . . . 2 
175-1105 3 . . NUT, Wing folding mechanism attaching. . . . . +. + 4 

(supersedes AN366F62! for future procurement) 

-19 146-12042-1 . . . FITTING ASSY, Wing joint center sect outbd lower LH . 1 
146-12042-2 . . . FITTING ASSY, Wing joint center sect outbd lower RH. 1 
146-11055 . . . . BUSHING, Wing Joint center spar fitting. ò. . . . 2 
146-12030-1 . FITTING INSTALLATION, Wing joint front spar outbd LH . . Ref. 
146-1 2030-2 . . FITTING INSTALLATION, Wing joint front spar outbd RH. . Ref 

-20 146-12031-1 . . . FITTING, Wing joint front spar outboard LH. ..... 1 
146-12031-2 a E FITTING, Wing joint front spar outboard RH. . . . . . 1 
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Group Assembly Parts List AN 01-60AABA-4 


wING (Cont) 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE , PER ASSY. CODE τ 
m 146-15002-11 . .. HINGE INSTALLATION, Wing sta 291.905 aileron inbd LH. . . Ref 
146-15002-12 . . HINGE INSTALLATION, Wing station 291.905 aileron. ... Ref 
inboard RH (see figure 6 for detail breakdown) 
156-15003-11 . . HINGE INSTALLATION, Wing station 352 aileron center LH. . Ref 
156-15003-12 5 . HINGE INSTALLATION, Wing station 352 aileron center RH. Ref 
«(see figure 6 for detail breakdown) 
146-15006-11 . . HINGE INSTALLATION, Wing station 419.175 aileron. . . . . Ref 
) outboard LH ` 
146-15006-12 . . HINGE INSTALLATION, Wing station 419.175 aileron. ... Ref 
outboard RH (see figure 6 for detail breakdown) 
146-12202-101 . .--PANEL INSTALLATION, Wing outer panel lower intermediate . Ref 
skin RH (supersedes 146-12202-1) 
146-12202-102 . . PANEL INSTALLATION, Wing outer panel lower intermediate . Ref 
skin RH (supersedes 146-12202-2) 
-21 134-54210-5 . . .. FLANGE ASSEMBLY, Port formation light mounting LH. . Ref 
AN872-1 ete Ὁ REDANGE c 4 04.49. o e 1 
-22 175-12203 . . . DOOR ASSEMBLY, WOP drop tank mechanism access. . . +. + 1 
98265 -1-130 2.0. « + STUD a Ee E 2 
99836 2 vv. e BAN UC). ore et ντε Dec ο ess ου Tan ta qe E al 1 
175-12203-7 . . `. . HALF HINGE, WOP drop tank mechanism access. . . . 1 
175-12203-5 . . . . HALF HINGE, WOP drop tank mechanism access. . . . 1 
156-51106-1 . . SUPPORT INSTALLATION, Airspeed boom wing outer panel. . Ref 
(see figure 3! for detail breakdown) 
156-12102-201 . . PANEL INSTALLATION, WOP lower forward skin LH . . . . . . Ref 
156-12102-2 . . PANEL INSTALLATION, WOP lower forward skin RH . . . . . . Ref 
-23 156-12105-11 . . . DOOR ASSEMBLY, WOP lines access jd LH and RH)... 1 
9C1-2-7 . . . . CHAIN, No. 1 safety (7 inches) (NA). . . . . . . . l 
AN509P10R8 go te, ου ο ο oe. a ROUX, ae eo Se ee ENS Ke ak -ᾱ- ὁ 34 
-24 156-12105-13 . . . DOOR ASSEMBLY, WOP lines access outbd (LH and RH). . . 1 
9C1-2-7 o » CHAIN, No. 1 safety (7 inches) (NA). . . . . +. +. + 1 
AN509P 10R8 ai τῷ SCREW. s ο Yum oe ο ace a! om Bln es Pen oe VES ee “ΘΙ 
-25 156-12104-1 . . . DOOR ASSEMBLY, WOP lines access LH . . . . . α΄ js 1 
156-12104-2 . . . DOOR ASSEMBLY, WOP lines access RH... . . . ee eos 1 
9C1-2-8 . . . . CHAIN, No. 1 safety (8 inches) (NA). ....... 1 
AN509P10R8 w-Cke Ὁ DORENS ο ο ο ze ος αν RS) πο. 21 
-26 156-12102-50 . . . DOOR, Wing outer panel lower forward skin RH . . . . . 1 
9C1-2-7 . . . . CHAIN, No. 1 safety (7 inches) (NA). . . . . . . + 1 
AN960D3 ws Ue m WASHER e ee ee ο. ία. AOI AS UR OE EI m 1 
AN509P10RT7 E "POE: Dx 25 
-eT 146-15001-301 . AILERON ASSEMBLY, Covered LH (see figure 7 for detail. ... 1 AB 
breakdown)  . 
146-15001-302 . AILERON ASSEMBLY, Covered RH . . . +... ο» « © © © +... on n n 1 AB 
see figure 7 for detail breakdown) 
146-15001-201 . AILERON ASSEMBLY, Covered LH (supersedes 146-15001-101). . . 1 BW 
(see figure 7 for detail breakdown) 
146-15001-202 . AILERON ASSEMBLY, Covered RH (supersedes 146-15001-102). . . 1 BW 
(see figure 7 for detail breakdown) 
146-15002-21 . HINGE INSTALLATION, Wing station 291.905 aileron inbd LH. . Ref 
146-15002-22 . -HINGE INSTALLATION, Wing station 291.905 aileron inbd RH . . Ref 
(see figure 6 for detail breakdown) 
156-15003-21 . HINGE INSTALLATION, Wing station 352 aileron center LH... Ref 
156-15003-22 . HINGE INSTALLATION, Wing station 352 aileron center RH... Ref 
. (see figure 6 for detail breakdown) 
146-15006-21 . HINGE INSTALLATION, Wing station 419.175 aileron outbd LH. . Ref 
146-15006-22 . HINGE INSTALLATION, Wing station 419.175 aileron outbd RH. . Ref 
(see figure 6 for detail breakdown) 
146-15201-11 . SEAL AND COUNTERBALANCE INSTALLATION, Aileron LH. . . . . . Ref 
146-15201-12 . SEAL AND COUNTERBALANCE INSTALLATION, Aileron RH . . . «< . . Ref 
(see figure 5 for detail breakdown) 
146-48620-17 . LINES INSTALLATION, Drop tank WOP fuel and air LH. . . . . . Ref 
146-48620-18 . LINES INSTALLATION, Drop tank WOP fuel and air RH. . . . . . Ref 
(see figure 17 for detail breakdown) 
146-48751-1 . MECHANISM INSTALLATION, Wing tip fuel tank release LH. . . . Ref 
146-48751-2 . MECHANISM INSTALLATION, Wing tip fuel tank.release RH. . . . Ref 
(see figure 20 for detail breakdown) 
175-51012 . TRANSMITTER INSTALLATION, Remote compass instrument. . . . . Ref 
(LH wing only) (see figure 31 for detail breakdown) 
146-52006-1 . SURFACE CONTRÓLS INSTALLATION, Wing outboard panel LH. . . . Ref 
146-52006-2 . SURFACE CONTROLS INSTALLATION, Wing outboard panel RH. . . . Ref 
(see figure 38 for detail breakdown) 
146-54014-1 . ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, WOP LH . . . . . . Ref 
146-54014-2 . ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, WOP LH . . . . . . Ref 
(see figure 31 for detail breakdown) 
156-58012-1 . HYDRAULIC EQUIPMENT INSTALLATION WOP LH. . . +. + + +. + «> Ref 
156-58012-2 . HYDRAULIC EQUIPMENT INSTALLATION WOP RH. . . . +. . . . . . . Ref 
. (see figure 41 for detail breakdown) 
146-58066-1 . HYDRAULIC EQUIPMENT INSTALLATION, Aileron boost actuating. . Ref 
z cylinder LH 
'146-58066-2 . HYDRAULIC EQUIPMENT INSTALLATION, Aileron boost actuating. . Ref 


20 


cylinder RH (see figure 50 for detail breakdown) 











Section II 


AN O1-6OAABA-h Group Assembly Parts List 


WING (Cont) 





H-175-15-2A 


FIGURE 5 - AILERON SEALS AND COUNTERBALANCES 





FIGURE & PART UNITS |. USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5. 6 7 NOMENCLATURE PER ASSY. CODE 
5 AILERON SEAL AND COUNTERBALANCES 
146-15201-101 . SEAL AND COUNTERBALANCE INSTALLATION, Ail. LH e fig. n: Ref 
146-15201-102 . SEAL AND COUNTERBALANCE INSTALLATION, Ail. RH (see fig. 7). Ref 
-1 146-15202-1 . . SEAL ASSEMBLY, Aileron outboard. . . . +. + ο ἃ Iu a 1 
-2 146-15202-11 . . SEAL ASSEMBLY, Aileron inboard . . . . . e s s e s s ee 1 
-3 146-15201-23 . . RETAINER, Aileron seal LH. . . . « ess os eseo 1 
᾿ 146-15201-24 z RETAINER, Aileron seal RH. . . . . 2s. eee +... ee : 1 
-4 146-15201-25 » RETAINER, Aileron seal . . . . . s ess ee ee eee « 1 
-5 146-15201-27 . . RETAINER, Aileron seal , . . +... sso «νο» on n 1 
-6 146-15201-29 . . RETAINER, Aileron seal . . . sse sso © ew .. we wee 1 
-7 146-15201-31 . . RETAINER, Aileron seal LH. . . . . esee . . eon s 1 
146-15201-32 . . RETAINER, Aileron seal RH. . . «ο» . . . e soe’ 1 
-8 146-15201-33 . . RETAINER, Aileron seal LH. . . « . es s es os ooo 1 
146-15201-34 . . RETAINER, Aileron seal RH. . . « . . «ο. 2 seora 1 
-9 146-15201-35 . . RETAINER, Aileron seal . . lw. Vel Eo aloes δν qe stes Se Les ELLA 1 
-10 146-15201-37 . . RETAINER, Aileron seal . . . ...:.::«:«::««.:: 1 
-11 146-15201-39 . . RETAINER, Aileron seal . . +. +. +. +. 2 ee ee ee ew ee 1 
-12 146-15201-41 . . RETAINER, Aileron seal LH. . . .. . +... . 1. +... . +. 1 
146-15201-42 . . RETAINER, Aileron seal RH. eulx dive e μμ 1 
-13 AN3-4A zo3 πμ Ges E Ea ο 39 
-14 AN960D10L $ . WASHER . « « . 2 «© © © ο ο. 4. ο ο ὦ ο 4 ο Ὁ φ. ὁ ** ο 39 
-15 146-15201-43 . .. BLOCK, Outboard balsawood. ο ο ο ο 2 
-16 146-15201-45 . . BLOCK, Inboard balsawood . . . . « soose ses ee ο n 2 
-17 156-15043 . . COUNTERBALANCE, Aileron first. . . . . +. +... . e . +. +. +. 1 
-18 156-15044 . . COUNTERBALANCE, Aileron second . . +. +. sae +. +. +... ees 1 
-19 156-15045 "| COUNTERBALANCE, Aileron third. . . . . . . ss ss eso 1 
-20 156-15046 ` | COUNTERBALANCE, Aileron fourth . . . . . . s es ee eo 1 
146-15201-11 . SEAL AND COUNTERBALANCE INSTALLATION, Ail. LH (SR fig. a): Ref 
146-15201-12 . SEAL AND COUNTERBALANCE INSTALLATION, Ail. RH (see fig. 4). Ref 
-21 146-15201-15 . . RETAINER, Aileron Seal . . . . . . eee ee ee . . +. 1 
-22 146-15201-9 . . RETAINER, Aileron seal LH, . . . +. +. +... +... © © +... +. + 1 
146-15201-10 . . RETAINER, Aileron seal ΒΗ... . +... +... 4 4 . . +... + 1 
-23 146-15201-7 . . RETAINER, Aileron seal LH... . . ee ee eee . . es 1 
146-15201-8 . RETAINER, Aileron seal RH. . . . . . . . eses eo . . n 1 
-24 146-15201-19 . . RETAINER, Aileron seal . . . . . . 4. +... . e . . . 0. 1 
-25 146-15201-17 . . RETAINER, Aileron seal . . . ¿ . . ee 4 4 e e . . . on +. 1 
-26 146-15201-5 . . RETAINER, Aileron seal LH. . . . . . . . © © . +... © +. +. 1 
146-15201-6 . . RETAINER, Aileron seal ΒΗ... . . . . +. eseese 1 
-27 146-15201-3 . . RETAINER, Aileron seal LH. Lu 1 
146-15201-4 . . RETAINER, Aileron seal ΒΗ... . . . 2. 4. +. . . ee eee 1 
-28 146-15201-13 |. . RETAINER, Alleron seal LH. . . ............. 1 
146-15201-14 . . RETAINER, Alleron seal RH. . . . . . esseere 1 
-29 AN520-10R10 e. . SCREW, . . « o « « ὁ ο « oo « ο ο o c f o ὃ ο c o on ο on 31 
-30 AN960D10L sso WASHER’: o 104-0901 ο ο 9 09 C ON AS 31 





91 





Section Il 
Group Assembly Parts List 


22 





- AN 01-60AABA-4 
WING (Cont) 


FIGURE 6 - AILERON HINGES 





H-175-15-3A 

















Section [| 


ΑΝ 01-GOAABA-4 Group Assembly Parts List 


WING (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
6 AILERON HINGES 
146-15002-11 . HINGE INSTALLATION, Wing station 291.905 aileron inboard LH. Ref 
see figure 4 for next assembly) 
146-15002-12 . HINGE INSTALLATION, Wing station 291,905 aileron inboard RH. Ref 


See figure 4 for next assembly) 


-1 146-15010-1 + . BRACKET ASSEMBLY, Aileron inboard hinge . . . . . . . .. 1 
-2 NAS75-6-004 - . . BUSHING, Plain press fit steel . . V. 2 
-3 175-15009 . . LINK ASSEMBLY, Aileron hinge superseded "by 184- 15009). . 1 
184-15009 7 LINK ASSEMBLY, Aileron hinge (supersedes 175-15009 for. . 1 
future procurement) 
-4 175-15012 e «RACE, Aileron inboard and outboard hinge bearing inner. . 1 
-5 B912XP S elg BEARING (TOR) . da 9 MESES 1 
-6 146-523101-1 + . CLIP, Aileron lock cable outboard retainer LH | shes 1 
146-523101-2 - . CLIP, Aileron lock cable outboard retainer RH: eee 1 
-7 AN320-6 . . NUT (magnetic inspected). . . . . . . . . . ἃ S fis 1 
-8 AN960D616 . . WASHER, .. .. f as iri 3 
-9 NAS56-16 . . BOLT, Close tolerance alloy steel 3/8- BE aa EA 1 
(magnetic inspected 
146-15002-21 . HINGE INSTALLATION, Wing station 291.905 aileron inboard LH. Ref 
(see figure L for next assembly 
146-15002-22 . HINGE INSTALLATION, Wing station 291.905 aileron inboard RH. Ref 
(see figure 4 for next assembly) 
-10 AN365-428 . . NUT (magnetic inspected). .................. 1 
-11 AN960D416 x - WASHER. . . . . SCC a Um SM es ο νὰν Ὁ 1 
-12 NAS75-4-011 $ . BUSHING, Plain press “pit “steel. A $0. fey As μα’ "RT TE. VO ER 1 
-13 NAS54423 . . BOLT, Close tolerance alloy steel 1/4- 28. S. 2:18 1 
magnetic inspected) 
156-15003-11 . HINGE INSTALLATION, Wing station 352 aileron center LH . . . Ref 
(see figure ἡ for next assembly) 
156-15003-12 . HINGE INSTALLATION, Wing station 352 aileron center RH... Ref 


(see figure 4 for next assembly) 
FITTING ASSEMBLY, Aileron center hinge LH . 
FITTING ASSEMBLY, Aileron center hinge RH. . 
FITTING, Aileron center hinge outboard LH. 


-14 156-15014-11 
156-15014-12 . 
-15 156-15014-3 . 


156-15014-4 : . FITTING, Aileron center hinge outboard RH. . . . Sue 
-16 156-15014-5 : . FITTING, Aileron center hinge inboard LH . . .. cpa 
156-15014-6 ; . FITTING, Aileron center hinge inboard RH . . .. ste 
-17 AN365-428 . NU Doa ο ο ο aa A τῳ RC eres es 
-18 AN960D/116 . se WASHER ο ei ο ο ο ROW m μυ etus 


BOLT... Sieh ο ο τν δι M . 0 
FITTING ASSEMBLY, WOP ail. center hinge support upper LH. 
FITTING ASSEMBLY, WOP ail. center hinge support upper RH. 
FITTING ASSEMBLY, WOP ail. center hinge support lower LH. 
FITTING ASSEMBLY, WOP ail. center hinge support lower RH. 
. BUSHING, Flanged press fit steel . . . . . . . . . . . 
FITTING, Ail. center hinge hyd cylinder forward support . 
BUSHING, Hydraulic cylinder to spar attaching . . . . . 


-19 ANA -41A 

-20 156-12352-7 
156-12352-8 

-21 156-12352-9 
156-12352-10 

-22 NAS77-8-34 

-23 146-15047 

-24 146-15018 


EU AA 
.. 9 . . 9 9 9 ὁ ... c9 9 39 ὁ 3 ο . 


-25 12B080 A NUT (magnetic inspseten) (EN). ορ E 
-26 AN960D816 . WASHER. . . Sera do μὲ ο οφ WO νι δν ee e AT eus 
-27 2W10-8 . ^ WASHER, Plain "(Na]) | aa a a. ca as Es 
-28 NAS148-33 BOLT, Internal wrenching steel 1/2-20 (magnetic inspected) 
-29 12B064 NUT {magnetic inspected VENIS RIEN ο A cee ee’ 


WASHER. . . iub νῷ! A ο UR. Hep ie Tus 

WASHER, Countersunk (na) ; ο 

BOLT, Internal wrenching steel 3/8- 24 (magnetic inspected) 

HINGE INSTALLATION Wing station 352 aileron center LH . . . 
(see figure 4 for next assembly) 


-30 AN960D616 

-31 2W10-6 

-32 NAS146-31 
156-15003-21 


ee eee 


ΓΦΠ fO fO fO fO fO fO FO TO I2 H2 EJ ES Ον, EEE Pe 


5 9 9 0 ο 


O 


156-15003-22 . HINGE INSTALLATION, Wing station 352 aileron center RH . . . Ref 

(see figure h for next assembly) 
-33 AN365-918 . . NUT (magnetic inspected). . . . . . .. . 4. ee wee 1 
-34 AN960D916 . . WASHER. . . Scat OG) add, "er d iy as ταν ARS SN 2 
-35 AN179-24A . . BOLT (magnetic inspected) . 1 
146-15006-11 | HINGE INSTALLATION, Wing station 419.175 aileron outboard LH Ref 

(see figure 4 for next. assembly) 
146-15006-12 . HINGE INSTALLATION, Wing station 419.175 aileron outboard RH Ref 

. see figure 4 for next assembly) 
-36 146-15011-1 + . BRACKET ASSEMBLY, Aileron outboard hinge. . . . . .. .. 1 
-37 NAS75-6-004 - .  . BUSHING, Plain press fit steel . . . 2 
-38 175-15009 . . LINK ASSEMBLY, Aileron hinge {superseded by 184-15009). 1 
184 -15009 | | LINK ASSEMBLY, Aileron hinge (supersedes 175-15009 for. 1 


future procurement) 





-39 175-15012 . . RACE, Aileron inboard and outboard hinge lici inner. 1 
-40 B912XP > o. . BEARING (TOR)^; LL uolo: xo! x Debs — M 1 
-41 AN320-6 ate NUT AA A E E RN 1 
-42 AN960D616 sc WASHER; V 44 4 ο; ve a ll a τος οφ Ree 3 
-43 AN960D616L . . WASHER. . .. ww Ὁ, 6 στι ns 1 
-44 NAS56-16 . . BOLT, Close tolerance alloy steel 3/8- μι μμ... 1 
(magnetic inspected) 

146-15006-21 . HINGE INSTALLATION, Wing station 419.175 aileron outboard LH Ref 

(see figure for next assembly 
146-15006-22 . HINGE INSTALLATION, Wing station 419.175 aileron outboard RH Ref 

{see figure 4 for next assembly) 
-45 AN365-428 . . NUT (magnetic inspected). . . . . . ... 2... ee ee 1 
-46 NAS75-4-011 . . BUSHING, Plain press fit steel. . Bo tay de των sel ets Tee SS 1 
-47 NAS54A23 . . BOLT, Close tolerance alloy steel 1/4- E ος 1 
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ΑΝ O1-60AABA-4 
WING (Cont) 


FIGURE 7 - LH AND RH COVERED AILERON ASSEMBLY 








H-175-15-4B 











ΑΝ 01-60AABA-4 
WING (Cont) 


Section || 
Group Assembly Parts List 





FIGURE δ PART 
INDEX NUMBER NUMBER 
7 146-15001-201 
146-15001-301 
146-15001 -202 
146-15001-302 
146-15005-1 
146-15005-2 
-1 146-15005-21 
146-15005-22 
-2 9C1-3-3 
5R10 
NAS221-8 
AN507-1032R10 
-3 146-15005-119 
146-15005-120 
-4 146-15005-12 
146-15005-12 
-5 15456-15106 
-6 156-15107 
-7 NR4L8 
-8 146-15110 
-9 146-15109-1 
-10 NAS77-7 -40 
-11 NAS2-101 
-12 146-15108 
-13 FRE! -5 
-14 AN365-428 
-15 ANQ60D416 
-16 AN960D416L 
-17 NAS54A13 
-18 146-15111 
, -19 ΝΑΞΡΔΑΙΤ 
-20 AN365-428 
-21 ANQ60D416 
-22 146-15112 
-23 AF84-12A 
146-15101-1 
146-15101-2 
-24 146-15101-11 
146-15101-12 
-25 146-15105-1 
146-15105-2 
-26 AN201K4A 
-27 146-15103-1 
146-15103-2 
-28 AN201K4A 
-29 146-15104 
-30 AN960D10L 
-31 NAS221-10 
-32 AN/ASA3 
AN515-6R7 
AN960D6L 
-33 AN365-428 
-34 AN960D416 
-35 AN960DÀ16L 
-36 NASS5HA12 
-37 AN320-4 
-38 AN960D416 
-39 AN960D416L 
-40 AN24-15 
-41 146-15001-63 
-42 901 -3-5 
5R10 
NAS205-9 
-43 AN/ASA3 
AN515-6R7 
ANSGOD6L 
-44 175-15050-1 
175-15050-2 
AN509-10R9 
9C1-3-5 
5R10 
146-15002-1 
146-15002-2 
-45 146-15007-1 
146-15007-2 
-46 NAS75-4-012 
156-15003-1 
156-15003-2 


AILERON ASSEMBLY, 


AILERON ASSEMBLY, 
AILERON ASSEMBLY, 


AILERON ASSEMBLY, 


Ce 9 o9 9 ὁ 9 ut o9 9 9 ὁ 9 : 9 ὁ ο 5 ὁ 9? c1] 9 ο ee 9 ee 9 ο £5 2 


2 3 4 5 6 7 NOMENCLATURE 


(see figure 4 for next assembly) 


Covered RH 
(see figure 4 for next assembly) 


NOSE ASSEMBLY, Aileron LH . . . . +. . 
NOSE ASSEMBLY, Aileron RH... T 
. DOOR ASSEMBLY, 
. DOOR ASSEMBLY, 
. - -CHAIN, 
. RING, Chain retainer (NA) . 
. SCREW, 
+ SCREW . . . . 
. BRACKET, Aileron trim "tab “actuator 
. BRACKET, Aileron trim tab actuator 
. BRACKET, Aileron trim tab actuator 
BRACKET, Aileron trim tab actuator 
HINGE, 
BRACKET ASSEMBLY, 
(supersedes 146-15107-1) 
. BEARING (FAF) i d.e 
SUPPORT, Aileron tab “bellerank A 
BELLCRANK ASSEMBLY, 
BUSHING, Flanged press fit steel . 
. FITTING, Lubrication . . 2 
ROD ASSEMBLY,  Aileron tab actuating . 
. END, Rod (SHA) . . . DEC 
NUT (magnetic inspected) MON ο ae 
WASHER . . ο + © ὁ ο © ὁ ο ο ο on 2 
WASHER . . . . + 
BOLT, 
(magnetic inspected) 
BUSHING, Aileron tab bellcrank . 
BOLT, 
(magnetic inspected) 
NUT (magnetic τ μέλ, Scare xx 
WASHER . . . 
BUSHING, 
BOLT . ... W ie ον κο dE. VELO ες ος 
TAB INSTALLATION, Aileron trim LH . . 
TAB INSTALLATION, Aileron trim RH . . 
. TAB ASSEMBLY, Aileron trim LH ^.. 
TAB ASSEMBLY,  Aileron trim RH 
HINGE ASSEMBLY, 
. HINGE ASSEMBLY, 
“ . BEARING... 
HINGE ASSEMBLY, 
HINGE ASSEMBLY, 
. BEARING . . . + S 
FITTING, 
WASHER . . . 
ΘΟΒΕΝ, 
STATIC DISCHARGER (FLFR) . 
. SCREW . . . ooo ooo. 
. WASHER. . e s 
NUT (magnetic “anspected) | è 


WASHER . . « « . © . +. +. ea 

WASHER ... eee 

BOLT, Close tolerance “alloy stee 
(magnetic inspected) 

NUT (magnetic inspected) . 

- WASHER . . . ....... 


A WASHER 3.5 20e oS er ee Ds 


BOLT (magnetic inspected) 
DOOR, 
CHAIN, 


Access . D δι 
No. 1 safety (5 “inches ) (NA) . 
RING, Chain retainer (ΝᾺ) . . > 
SCREW, 1005 flat head Phillips recess 
STATIC DISCHARGER (FLFR) . . . . +. - 
SCREW . . . . © © ὁ ὁ ο ο 0 ο ος ο z 
WASHER . . . . 
DOOR ASSEMBLY, 
DOOR ASSEMBLY, 
SCREW - a i54 09x. ο δὲ e δι ών ον 
CHAIN, No. 1 safety (5 inches) {ΠΑ}. 
RING, Chain retainer (ΝΑ) . 

HINGE INSTALLATION, 

inboard LH 
HINGE INSTALLATION, 
inboard RH 

. HINGE ASSEMBLY, 

. HINGE ASSEMBLY,  Aileron inboard RH 
. . BUSHING, Plain press fit steel 
HINGE INSTALLATION, 
INGE 


"Trim tab follow-up box a 
Trim tab.follow-up box 


. 


LH 
RH 
LH 
RH 


. 
. 
. 


access LH 
access RH 


Aileron inboard LH . 


. 


Aileron tab actuating 


Glose tolerance alloy steel 1/4- 28` 


Close tolerance alloy steel 1/4- 28" 


Aleron “tab “actuator attachment 


. 


. 


Brazier head Phillips recess 


ee ee 


allo 


Covered LH (supersedes 146-15001-101) 


Covered LH oe fig. 4 for next assembly) 
supersedes 146-15001-102) 


Covered RH (see fig. 4 for next assembly) 
Aileron trim tàb "mechanism access LH 


Aileron trim tab mechanism access RH 
No. 1 safety (3 inches) (Na) 


Brazier head Phillips recess “alloy "steel 8: 32 


Aileron tab inboard and outboard forward 
Aileron tab center hinge n 


e| t o ο 9 9 n9 


. 
. 
. 
. 
. 
. 
. 
. 


Aileron tab outboard aft LH 
Aileron tab outboard aft RH 


Aileron tab inboard aft LH 
Aileron tab inboard aft RH 
Alleron tab “center aft hinge 


alloy 


. 


1'1/4-28 


P 


Wing station "201. 1905 “aileron 
Wing station 291.905 aileron .... 


Wing sta 352 aileron center LH 


UNITS USEABLE ON 
PER ASSY. CODE 


Ref BW 


Ref AB 
Ref BW 


Ref AB 


e... 9 n n9 n 


NS . 1 


P 
PPS 
. P 


. 
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Section [| 


Group Assembly Parts List 


ΑΝ O1-60AABA-À 


WING (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
7-47 146-15016 . . BRACKET, Aileron operating mechanism . . . . SE Ene 1 
-48 146-15015-1 . . BRACKET ASSEMBLY, Aileron spar center hinge LH ER ud -ς 1 
146-15015-2 - . BRACKET ASSEMBLY, Aileron spar center hinge RH . . . .. 1 
-49 NASTT-9-15 - . . BUSHING, Flanged press fit steel . . . . .. .... 1 
-50 NAS77-12-15 " . BUSHING, Flanged press fit steel . . . . .. .... 1 
-51 ATOP - . . BEARING (TOR)... NN 1 
146-15006-1 . HINGE INSTALLATION, Wing station "hig. 175. “aileron” ο κ a & «. Ref 
outboard LH É 
146-15006-2 . HINGE INSTALLATION, Wing station 419.175 aileron . . . . . Ref 
outboard RH i 
-52 146-15008-1 . . FITTING ASSEMBLY, Aileron outboard hinge LH S X dea. h 1 
146-15008-2 + . FITTING ASSEMBLY, Aileron outboard hinge RH ...... 1 
: -53 NAS75-4-012 - . . BUSHING, Plain press fit steel ... ^C eco RU 1 
| -54 29202-2R . ACTUATOR ASSEMBLY, Linear TAI wr ert NU δον de τῷ; ο er EG. Cd 1 AB 
34546 . ACTUATOR ASEEMBLY, Linear (AIR). a ὁ weis fe νι a COS 1 BW 
146-15201-101 . SEAL AND COUNTERBALANCE INSTALLATION, Aileron LH . . . . . Ref 


146-15201-102 
146-54250-101 
146-54250-102 
146-54250-201 
146-54250-202 


(see figure 5 for detail breakdown) 

SEAL AND COUNTERBALANCE INSTALLATION, Aileron RH . . ... Ref 
(see figure 5 for detail breakdown) 

BOX INSTALLATION, Electrical aileron trim tab actuator LH . Ref AB 
(see figure 35 for detail breakdown) 

BOX INSTALLATION, Electrical aileron trim tab actuator RH . Ref AB 
(see figure 35 for detail breakdown) 

BOX INSTALLATION, Electrical aileron trim tab actuator LH . Ref BW 
(see.figure 35 for detail breakdown) 

BOX INSTALLATION, Electrical aileron trim tab actuator RH . Ref BW 
(see figure 35 for detail breakdown) 














Section [| 


AN 01-60AABA-4 Group Assembly Farts List 


WING (Cont) 





H-175-11-7B 


FIGURE 8 - WING CENTER SECTION SEALS AND RADIO EQUIPMrEwi' 








- ROURE ` 
INDEX NUMBER . NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
8 WING CENTER SECTION SEALS AND RADIO EQUIPMENT 
175-73560-1 . SEAL INSTALLATION, WCS sta 99.75 nose fire LH. . . ++ + +» + Ref 
(see figure 9 for next assembly) 
175-73560-2 . SEAL INSTALLATION, WCS sta 99.75 nose fire RH. . » + » + + . Ref 


(see figure 9 for next assembly) 


-1 175-73565 . SEAL, WCS sta 99.75 nose lower outboard fire LH . . +. +. + 


a 1 

175-73569 à SEAL, WCS sta 99.75 nose lower outboard fire RH . . +. + + 1 

-2 160-73566-201 2 SEAL, WCS sta 99.75 nose lower outboard fire LH . . +. +» +» 1 
160-73566-202 s SEAL, WCS sta 99.75 nose lower outboard fire RH . « +. + + 1 

-3 146-73564-101 Ὁ "SEAL, WCS ¡sta 99.75 nose lower outboard fire LH . . . + + 1 
146-73564-102 . .. SEAL, WCS sta 99.75 nose lower outboard fire RH...-. + 1 

a4 160-73567-10" . . SEAL, WCS sta 99.75 nose lower outboard fire LH . . +. + + 1 
160-73568-202 . . SEAL, WCS sta 99.75 nose lower outboard fire RH . . +. + +. 1 
146-71008 . RADIO EQUIPMENT INSTALLATION, Wing center section . ce e > 1 

. (see figure 9 for next assembly 

-5 AN931-3-5 . . GROMMET . . e ec o o n e o o sss tt t nt soU. et Tel "woo 5 
-6 CX1301/AR . . CORD, Microphone headset (GFP). oe ee ee eee Q a 2 
AN515-6R11 ιν. eco e x $03 € o0 9 eR lel Se m mue om ο m mos 6 
AN365-632 a OND egos Sot ee eit! E ig Fey E CE νο ο ve), Ope tee ο . 6 

-τ ATy/ARN-1 . . ANTENNA ASSEMBLY (GPP). ο ο ο tel. E ace ο E EE ο «ῷ 1 
-8 PL259A . . PLUG (AMP)... ee ee ees Gees e 1 
-9 AN515-8R8 1! e OSCREW e e A A 4 
-10 2W18-8L 7. WASHER, Flat (NA) . . «νο ο ee eer reer E 8 
-11 M359A . . ADAPTER (AMP) ο ο ο jer ie. ἴδ oce S te at o6 gens e E l 
-12 AN365-832 « + ΝΟ . « «ο o o e 5 E 4 
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Group Assembly Parts List 


ΑΝ O1-60AABA-4 = 


WING (Cont) 








AJ-2P-4-11-1 


FIGURE 9 - COMPLETE CENTER SECTION WING ASSEMBLY 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
9 175-11601 WING ASSEMBLY, Center section complete. ............ Ref Ρ 
(see figure 3 for next assembly) 
175-11601-11 WING ASSEMBLY, Center section complete. . . . . . . . . . . . . Ref BL 
(see figure 3 for next assembly) 
-1 156-11001-200 . WING ASSEMBLY, Center sect. (see fig. 10 for detail breakdown) 1 
146-11310-100 . ROD INSTALLATION, WCS fuel cell tie (supersedes -146-11310). Ref 
-2 146-11310-71 - . ROD ASSEMBLY, WCS fuel cell tie station 39.375. . . . . + 1 
(supersedes -146-11310-21) . 
-3 146-11310-61 : > ROD ASSEMBLY, WCS fuel cell tie station 27. . . . . . . . 1 


(supersedes -146-11310-11) 
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ΑΝ 01-60AABA-4 


WING 


Section II 


Group Assembly Parts List 
(Cont) 


UNITS 
PER ASSY. 


FIGURE & PART 
INDEX NUMBER 


146-11310-91 


-4 146-11310-101 

-5 146-11319 

-6 2W2SP21-38-125 

-7 2W1AL18-52-156 

-8 AN365-428 

-9 AN310-4 

-10 AF934-20 

-11 146-11323 

-12 146-11316 

-13 146-11313 

-14 146-11324 

-15 146-11325 
175-73560-1 
175-73560-2 
146-71008 

-16 146-18501-1 

-17 146-18501-2 


160-11202-31 
160-11202-32 
-18 160-11202-117 
160-11202-118 


NOMENCLATURE 


ATTACHING PARTS 


AN960D10 
AN3-5A 
x ae WE ¿TEN 

146-52616-1 
146-52616-2 

-19 146-52614-1 
146-52614-2 
146-18003-1 
146-18003-2 


146-18502-1 
146-18502-2 


146-18503-21 


146-32601-201 
146-32601-202 


175-40001 


146-48130-1 
146-48130-2 


175-48131-1 
175-48131-2 


175-48008-1 
175-48008 -2 


175-48140-1 
175-48140-2 


160-48621-3 
160-48621-4 


175-51011 
146-52005 
175-53433 
146-54013-25 
146-54040-51 
146-54040-52 
146 -54040-53 
146-54040-54 


Revised 15 September 1955 


υ 


SEABLE ON 


CODE 





ROD ASSEMBLY, WCS fuel cell tie station 54.5. 1 
(supersedes -146-11310-31) 
. ROD ASSEMBLY, WCS fuel cell tie station 64.5. . . . 1 
(supersedes -146-11310-41) 
ROD ASSEMBLY, WCS fuel cell tie station 115.125 . 1 
(supersedes -146-11310-51) 
. SEAL, Wing center section fuel cell tie rod upper . 12 
| WASHER, Thrust (NA) . . . . . . . e ... .. . +. . 12 
. WASHER, Plain (NA). . . κο ὃ, Ite fad Cena e κο ; 8 
. NUT (magnetic inspected). s TEE Ww Ρ X : š 18. 
NUT . . P 2 
PACKING (supersedes ANG227- 20 for future " procurement) , 10 
WASHER, Wing center section fuel cell tie rod . A 2 
lower seal retaining 
. PLUG, WCS fuel cell tie rod lower seal retaining. 3 8 
WASHER, WCS fuel cell tie rod lower locking . . Ε 8 
SPACER, WCS fuel cell tie rod lower station 39. 375. m 2 
PLUG, WCS station 39.375 fuel cell tie rod lower. . . +. . 2 
SEAL INSTALLATION, WCS station 99.75 nose fire LH. . . . . . Ref 
(see figure 8 for detail breakdown) 
SEAL INSTALLATION, WCS station 99.75 nose fire RH. Ref 
(see figure 8 for detail breakdown) 
RADIO EQUIPMENT INSTALLATION, Wing center section. . Ref 
(see figure 8 for detail breakdown) 
FLAP ASSEMBLY, Wing outboard landing LH. . . . . +. +. + . 1 
(see figure 15 for detail breakdown) 
FLAP ASSEMBLY, Wing outboard landing RH. . . +. +. + + 1 
(see figure 15 for detail breakdown) 
COVER INSTALLATION, WCS lower intermediate skin LH . . . . . Ref 
COVER INSTALLATION, WCS lower intermediate skin RH . . . +. . Ref 
DOOR, WCS station 149 access LH. . . . 2 ὁ es ew ee on on 1 
. DOOR, WCS station 149 access RH . . . . ee . . ee on on n 1 
ο ο νο ο ο ο ο ο al a ο 18 
e BOLT s eoi A O ος ο a, oye) c9 16 
COVER INSTALLATION, Outboard flap actuator LH. . . . . . +. + 1 
COVER INSTALLATION, Outboard flap actuator RH. . . . . +.» + 1 
. COVER ASSEMBLY, Outboard flap actuator aft ΓΗ͂. . . . + + 1 
. COVER ASSEMBLY, Outboard flap actuator aft RH . S cmm ke 1 
HINGE INSTALLATION, Wing inboard landing flap outboard LH. . Ref 
HINGE INSTALLATION, Wing inboard landing flap outboard RH. . Ref 


(see figure 14 for 
HINGE INSTALLATION, Wing 
HINGE INSTALLATION, Wing 
(see figure is for 


detail breakdown) 
outboard landing flap inboard LH. . ‘Ref 
outboard landing flap inboard RH. . Ref 
detail breakdown) 


(see figure 434 for detail breakdown) 


HINGE INSTALLATION, Outboard landing flap outboard . . . . Ref 
(see figure is for detail breakdown) 
NACELLE INSTALLATION, Engine LH. . . . . es +... ο...” Ref 
NACELLE INSTALLATION, Engine RH. . diea Gee ge, S4 
(see figure 415 for detail breakdown) 
POWER PLANT INSTALLATION, R2800 nacelle. . . . . s o . e> Ref 
(see figure 417 for detail breakdown) 
LINER INSTALLATION, WCS fuel LH. . . 2 de. ο. δν ο ο δν Ret 
LINER INSTALLATION, WCS fuel RH. . . ee A κ“ Ref 
(see figure 16 for detail breakdown) 
FUEL SYSTEM INSTALLATION, WCS LH . . s. e «© © © © «© © © @ Ref P 
FUEL SYSTEM INSTALLATION, WCS RH. . aro, (62:1: ew Ref P 
(see figure 24 for detail breakdown) ` 
FUEL SYSTEM INSTALLATION, WCS LH . . . . sss © es eeo Ref BL 
FUEL SYSTEM INSTALLATION, WCS RH . . 5..Φ. ὁ m xw cm cm Ref BL 
(see figure 2! for detail breakdown) ` 
VENT INSTALLATION, WCS fuel LH . . . . se e s seso ea so Ref 
VENT INSTALLATION, WCS fuel RH. . ecd. ora aia a REE 
(see figure 23 for detail breakdown) 
FUEL AND AIR LINES INSTALLATION, Drop tank WCS LH. . . .. Ref 
FUEL AND AIR LINES INSTALLATION, Drop tank WCS RH 3 Ref 
| (see figure 18 for detail " breakdown) 
INSTRUMENT EQUIPMENT INSTALLATION, WCS . . . +. +. sssusa Ref 
(see figure 33 for detail breakdown) 
SURFACE CONTROLS INSTALLATION, WCS . . e Fe Se Ref 
(see figure 40 for detail breakdown) 
DUCT INSTALLATION, Heat and vent WCS heater fuel line. . . Ref 
and turbo bleed (see fig. 202 for detail breakdown): 
ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, WCS. . . . + Ref 
(see figure 37 for detail breakdown) - 
ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Nacelle LH o Ref AD 
(see figure 434 for detail breakdown) 
ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Nacelle RE... . Ref AD 
(see figure 434 for detail breakdown) , 
ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Nacelle LH... . Ref σσ 
(see figure 434 for detail breakdown) 
ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Nacelle RH. Ref cc 


ο ο ο + +4 e —————————————————— 
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Section li 


| -60AABA- 
Group Assembly Parts List AN O1-60AABA-}4 


WING (Cont) 











H-175-11-5B 


FIGURE 10 - CENTER SECTION WING ASSEMBLY 








UNITS USEABLE ON 





PART 
^ INDEX NUMBER NUMBER. 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
10 156-11001-200 WING ASSEMBLY, Center section (see fig. 9 for next assembiy). . Ref 
146-18503-11 . HINGE INSTL, Outbd landing flap outbd LH = figure 15} . . Ref 
146-18503-12 + HINGE INSTL, Outbd landing flap outbd RH (see figure 15) . . Ref 
169-18500-1 + HINGE INSTL, WCS outbd landing flap center LH E: fig. Tap Ref 
169-18500-2 . HINGE INSTL, WCS outbd landing flap center RH (see fig. 15). Ref 
146-51075-1 . CONDUIT INSTL, WCS fuel tank gage cable LH... ee £* € Ref 
146-51075-2 . CONDUIT INSTL, WCS fuel tank gage cable RH ο ο. δι ο δα te REÍ 
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Section || 


ΑΝ 01-60AABA-4 Group Assembly Parts List 
WING (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
10 160-33011 . TRUSS INSTALLATION, Main alighting gear (see figure 358). . +. Ref 
175-48131-11 . FUEL SYSTEM EQUIPMENT INSTALLATION, WCS LH (see figure 24). . Ref P 
175-48131-12 . FUEL SYSTEM EQUIPMENT INSTALLATION, WCS RH (see figure 24). . Ref P 
175-48008-11 . FUEL SYSTEM EQUIPMENT INSTALLATION,.WCS LH (see figure 25). . Ref BL 
175-48008-12 "FUEL SYSTEM EQUIPMENT INSTALLATION, WCS RH (see figure 25). . Ref BL 
No Number . WING CENTER SECTION D PANELS AND BOMB EQUIPMENT. . . . . . Ref 
(see ος, 13 
No Number . WING STATION 40 haz? 76.538, 89 and 135. 44 FUEL CELL LINERS. Ref 
(see figure 1 
No Number . WING CENTER SECTION STATION 157 TO STATION 285 FITTINGS . . . Ref 
..- AND COVERS (see figure 12) 

No Number . WING CENTER SECTION FITTINGS SHROUD AND BEAM (see fig. 11). . Ref 
160-11005 » SPAR ASSEMBLY, Wing center section rear . . . rur x. ο. 1 

=I 146-32080-19 . '. FITTING, Wing rear spar to nacelle attaching 3 E. ES 1 

-2 146-32080-17 . . FITTING, Wing rear spar to nacelle attaching ...... 1 

-3 146-32080-15 ον 476 FITTING, Wing rear spar to nacelle attaching πον κ 1 

-4 146-32080-13 . . FITTING, Wing rear spar to nacelle attaching 5 ES 1 

-5 156-63166-1 . . FITTING, WCS aft bomb adapter rack support LH. . Us 3 1 
156-63166-2 : FITTING, WCS aft bomb adapter rack support RH. . pA es 1 
156-1100! -200 : SPAR ASSEMBLY, Wing center section center . . . μεν REN 1 
146-11006-1 + . DOOR INSTALLATIÓN, WCS main spar fuel cell access. . . . Ref 
146-11006-2 . . DOOR INSTALLATION, WCS main spar fuel cell access. UN Ref 

-6 146-11006-11 . . . DOOR ASSEMBLY, WCS main spar fuel cell access LH... . 1 
146--11006-12 . . . DOOR ASSEMBLY, WCS main spar fuel cell access RH. . . 1 

-T ΛΝΡ-ΤΑ ira o BOLT 44 ος ad ne se ey! a eos. UE wi Ue «RT ue pest ers lg eX de 15 
AN960D516 e . . WASHER. . « . . . . . ἃ Ὃν ο xe) Soca o ΤΦ το” ed te aos 15 

-8 AN6-12A š . zo BOLT. Bu Xe e ef^; á é . ον" τῳ 31 
AN960D616 zo ὃν WASHER. a sos mave gosie E : 31 E 

-9 ANT -13A bs . BOLT. Rx A » . W πὰ; WAP L2 
AN960D716 à WASHER. . . . ο ll depen UA A ο πο” τοις 2 
156-11332-100 " RIB INSTALLATION, μον station O forward . . . . . . > e o . Ref 

-10 160-11296-11 . . FITTING ASSEMBLY, WCS station O hoisting . . . . . +. . > 1 
146-11295-3 . . . INSERT, Wing Station O hoist fitting. 4 aa 1 


(supersedes 146-11296) 
. TEE, Wing station Ὁ bomb shackle support LH. . . . . . 
. TEE, Wing station O bomb shackle support RH. . . . +. + 


-11 146-11299-3 
-12 146-11299-4 


. 4 1 
. . 1 
156-11330-100 . PLATE INSTALLATION, WCS station O upper splice. . . . . . . . Ref 
-13 146-31389-1 . . FITTING ASSEMBLY , Jet engine duct door fus sta 298 LH. . . 1 
NAS75-7-004 . . . BUSHING, Plain press fit steel. . . ΟΣ 1 
-14 146-31389-2 . . FITTING ASSEMBLY, Jet engine duct door fus sta 298 RH... 1 
-15 169-11297 . . FITTING, WCS station O to fuselage side load . . . . . . . 1 
(supersedes 146-11297) 
156-11331-100 . PLATE INSTALLATION, WCS station O lower splice. . . . . . . . Ref 
-16 146-11023-1 . . FITTING ASSEMBLY, WCS station O forward su Berke ae Val ar 1 
NAS75-6-012 . . > BUSHING, Plain press fit steel [forward]. - ia - ae 1: 
NAS75-6-010 . . . BUSHING, Plain press fit steel (aft). . . : DE 
-17 175-48159-15 . . FITTING ASSEMBLY, Wing fuel bay area forward drain ; ἃ 1 
-18 156-63157-1 . . ANGLE ASSEMBLY, Bomb shackle wing station O LH . . . . .. 1 
156-63157-2 . . ANGLE ASSEMBLY, Bomb shackle wing station O RH . . . . + 1 
146-11064-1 . RIB INSTALLATION, Wing center section station 64.5 LH... Ref 
146-11064-2 . RIB INSTALLATION, Wing center section station 64.5 RH... . Ref 
-19 153-52604 . . BEARING ASSEMBLY, Flap torque tube complete. . . . . . . + 1 
153-52608 . BEARING ASSEMBLY, Flap torque tube. . . . 1 
146-11108-1 DOOR INSTALLATION, Wing station /3.5 to 100 ‘leading | edge “LH . Ref 


-24 146-11107-7 
-25 NAS205-11 


R PIN, WCS sta 43. 5 d 100 LE access door hinge. . .. 1 
SCREW, 100? flush head Phillips recess alloy steel 10-32 . 38 
2 


146-11108-2 . DOOR INSTALLATION, Wing station 43.5 to 100 leading edge RH . Ref 
-20 146-11108-41 š DOOR ASSEMBLY, Wing station 43.5 to 100 leading edge . . . 1 
146-11108-42 . . DOOR ASSEMBLY, Wing station 43.5 to 100 leading edge . . . 1 
NAS221-9 qu. SCREW, Brazier head Phillips recess alloy steel 10-32 . 12 
-21 146-11107-1 å 5 . HINGE ASSEMBLY, WCS sta 43.5 to 100 LE access door LH . 1 
146-11107-2 . . . HINGE ASSEMBLY, WCS sta 43.5 to 100 LE access door RH 1 
-22 146-11107-3 "E . HINGE, WCS sta 43.5 to 100 LE access door LE half LH 1 
146-11107-4 vos . HINGE, WCS sta 53.5 to 100 LE access door LE half RH 1 
-23 146-11107-5 . . . . HINGE, WCS sta 43.5 to 100 LE access door half LH. . 1 
146-11107-6 . . . . HINGE, WCS sta 43.5 to 100 LE access door half RH. 1 







AN509 - 10R9 2 «4 “SCREW. «4.6.4 * . 
146-11301-1 . DOOR INSTL, Wing lower “surf. sta 39- -1/8 “to 89° fuel access LH . Ref 
146-11301-2 . DOOR INSTL, Wing lower surf.sta 39-1/2 to 89 fuel access RH . Ref 
-26 146-11301-31 . . DOOR ASSEMBLY, Wing lower surface station 39-1/8 to. . . . 1 

station "89 fuel access LH 
146-11301-32 . . DOOR ASSEMBLY, Wing lower surface station 39-1/8 to. . .. 1 
station '8o fuel access RH 
146-11301-11 . . . DOOR SUB ASSEMBLY, Wing lower surface station 39-1/8. . 1 
to station 89 fuel access 
-27 146-11301-67 . . . . DOOR, Wing lower surface station 39-1/8 to station. 1 
89 fuel access 
146-11301-63 .. . . CHAIN, Wing lower surface station 39- mud to sta 89. . . 1 
fuel access 

5R10 . . . RING, Retainer (NA). . ENT 1 
NAS205-10 ES SCREW, 100° flush head Phillips recess “alloy steel 10-32 12 
-28 146-11100-11 . . . DOOR, WCS access. . . 2 
NAS205-10 . . . SCREW,100? flush head Phillips "recess alloy Steel 10- 232 2 
-29 146-11311-11 QU Ag CUP ASSEMBLY, Tie rod support . . ... . . . 4.4. es 2 
-30 AN6-7A 5 BOLT ee ete te τμ BO SE tree O ον ὄν hee Se er τῳ V o AS Wie 56 
BOLT .— 1-2 e a MOS Sl xs A A row 172 
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Group Assembly Parts List AN O1-GOAABA 


WING (Cont) 





H-175-11-6A 


FIGURE 11 - WING CENTER SECTION FITTINGS SHROUD AND BEAM 
32 











FIGURE & 


INDEX NUMBER 


11 


-8 


-10 


-11 


-12 


-13 


-14 


-15 


-16 


-17 


PART 
NUMBER 


No Number 


146-11035 

146-11036-1 
146-11036-2 
146-11022-1 
146-11022-2 
NAS75-8-012 
160-11103-3 


156-11105-5 
156-11105-6 
160-11204 
160-11206-3 
160-11206-4 
NAS149-41 
NAS149-43 
2W10-9 
160-11205-9 
160-11205-10 
160-11405-1 


160-11405-2 


160-11407-1 
160-11407-2 
160-11409-5 
160-11408 
160-11409-3 
160-11406-1 
160-11406-2 
160-11409-5 
160-11408 
160-11409-3. 
146-52608 
153-52604 
153-52608 


146-11210-1 & -2 


146-11210-101 & -102 


146-11210-71 & -72 
146-11210-21 & -22 


146-11212-1 
146-11212-2 
160-11064-1 
160-11064-2 
153-52604 
153-52608 
169-11111-1 
169-11111-2 
153-52604 
156-52608 


146-11015-102 


146-11015-1 
146-11018-1 
146-11018-2 
NAS74-4-008 
146-11016-1 
146-11016-2 
NAS75-4-008 
146-11017-1 
146-11017-2 
NAS75-8-008 
175-11031 


ANÀ-10A 

AN960D!16 
AN365-428 
175-11021 


175-11022 


AN4 -16Λ 
ΑΝΟΘΟΡΗ161, 
AN365-428 
175-11023 


1 


AN 01-60AABA-4 
WING (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


WING CENTER SECTION FITTINGS SHROUD AND BEAM. . . . . . . . . 


et 9 ete ο on 


oe ee ο ο n 


e 9 9 0 ια 


(see figure 10 for next assembly) 
FITTING INSTALLATION, Wing to fuselage attaching. . . . . . 
ANGLE, Wing to fuselage attaching LH . . . . . . . . . . 
ANGLE, Wing to fuselage attaching RH... 
BRACKET ASSEMBLY, WCS station 35 fwd fitting outboard “LH 
BRACKET ASSEMBLY, WCS station 35 fwd bass outboard RH 
. BUSHING, Plain press fit steel. . . oe ee . 
FITTING, Wing to fuselage attaching forward. ae ae oe ee 
(supersedes 146-11103) 
. .FITTING, Wing to fuselage attaching rear LH. ..... 
FITTING, Wing-to fuselage attaching rear RH. . . ν 
FITTING INSTALLATION, Wing to LG inboard fwd attaching. 7 
FITTING, WCS inboard fwd landing gear attaching LH. , 
. FITTING, WCS inboard fwd landing gear attaching RH. . 


ro... 


UNITS 
PER ASSY. 


oo ee we . 


BOLT, Internal wrenching steel 9/16-18 κε inspected 


. BOLT, Internal wrenching steel 9/16-18 
WASHER, Countersunk (ΝΑ). . . a Kr fei μυ. 
; FITTING, WCS LG attaching LH {make from 160-11205- en 
FITTING, WCS LG attaching RH (make from 160-11205-31 
FITTING INSTALLATION, Main LG truss to wing rear spar... 
attaching LH. 
FITTING INSTALLATION, Main LG truss to wing rear spar... 
attaching RH 
FITTING ASSEMBLY, Wing to LG rear attaching outboard LH. 
. FITTING ASSEMBLY, Wing to LG rear attaching outboard RH. 
. . BUSHING, Wing to LG outboard attaching fittings . . , 


magnetic inspected 


. LUG ASSEMBLY, Wing to LG rear attaching fitting drag brace 
. BUSHING, Wing to LG rear attaching fitting drag brace . 


' FITTING ASSEMBLY, Wing to LG rear attaching inboard LH , 
. FITTING ASSEMBLY, Wing to LG rear attaching inboard RH . 
BUSHING, Wing to LG outboard attaching fittings . . 


| LUG ASSEMBLY, Wing to LG rear attaching fitting drag brace 


. . BUSHING, Wing to LG rear attaching fitting drag brace 
BRACKET ASSEMBLY, Flap drive shaft bearing ....... 

+ . BEARING ASSEMBLY, Flap torque tube complete . . . . 
. BEARING ASSEMBLY, Flap torque tube . . . we CE ie 
SHROUD INSTALLATION à e v. 


Wing station UT .5 to station 114 
landing flap (superseded by 146-11210-101 & -102 
146-11210-1 & -2 inactive for design) 
SHROUD INSTALLATION, Wing station 35.5 to station 144 . . . 
landing flap {supersedes 146-11210-1 & -2 for 
future procurement 
SUB ASSEMBLY, Shroud installation wing station 35.5 to . 
station 114 landing flap 
SUB ASSEMBLY, Shroud installation wing station 35.5 . 
to station 114 landing flap 
SEAL ASSEMBLY, WCS landing flap shroud LH, . 
» . . SEAL ASSEMBLY, WCS landing flap shroud RH. . 
RIB ASSEMBLY, WCS station 64.5 flap shroud LH . 
. RIB ASSEMBLY, WCS station 64.5 flap shroud RH . 


BEARING ASSEMBLY, Flap torque tube complete 


. . 


BEARING ASSEMBLY, Flap torque tube. . . 


. . 


oe 5... on 


. . RIB ASSEMBLY, WCS station 102.6 flap shroud LH. . . 
. . RIB ASSEMBLY, WCS station 102.6 flap shroud RH. . . 
? BEARING ASSEMBLY, Flap torque tube complete. . . . 
. . . BEARING ASSEMBLY, Flap torque tube. . . . 
BEAM INSTALLATION, WCS station 12.5 lower Intermediate “RE A 
BEAM INSTALLATION, WCS station 12.5 lower intermediate LH 
. FITTING ASSEMBLY, WCS sta 12.5 outboard fwd attaching LH 
. FITTING ASSEMBLY, WCS sta 12.5 outboard fwd attaching RH 
. BUSHING, Plain press fit steel. . . . > 
. FITTING ASSEMBLY, WCS station 12.5 outboara “LH in fire 
. FITTING ASSEMBLY, WCS station 12.5 outboard RH . 7 
. . BUSHING, Plain press fit steel. . . SS p 
. FITTING ASSEMBLY, WCS station 12.5 inboard LH. ο 
. FITTING ASSEMBLY, 
A BUSHING, Plain press fit steel. . . V. we os 
FITTING INSTALLATION, WCS "O" rib fuel cell and flash . . . 
bomb forward 
. BOLT (magnetic inspected) Soccer ber ου 
. WASHER... ο morte ο Ver TROP ee ᾱ 
. NUT (magnetic inspected). " 
. FITTING ASSEMBLY, WCS."O" rib “fuel cell and flash bomb 
support forward LH 
. FITTING ASSEMBLY, WCS "0" rib fuel cell and flash bomb , 
support forward RH 


. . 


WCS station 12.5 inboard RH. . 


pas a SBOBTIUS Fes a A ο ο” 


NUT.. 
STUD, WCS "o" rib. fuel cell and flash bomb forward. 
attaching 
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AN 01-60AABA-4 Group Assembly Parts List 


WING (Cont) 


e e ο 5 5 5 5 5 a  _ M 





SURE E PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
12 No Number WING CENTER SECTION STATION 157 TO STATION 285 FITTINGS AND . Ref 
COVERS (see figure 10 for next assembly) 
146-11040-1 FITTING INSTALLATION, Wing joint center spar inboard LH. Ref 
146-11040-2 . FITTING INSTALLATION, Wing joint center spar RH. . . . . . . Ref 
-1 146-11041-1 9 FITTING ASSEMBLY, Wing joint center spar upper inbd ΤΗ, 1 
146-11041-2 FITTING ASSEMBLY, Wing joint center spar upper inbd RH. 1 
175-11054 . NUT, Wing folding mechanism attaching. ; 4 E 
-2 146-11042-1 $ FITTING ASSEMBLY, Wing joint center spar lower “inbd LH. 1 
146-11042-2 . . FITTING ASSEMBLY, Wing joint center spar lower inbd RH. . 1 
-3 146-11055 . . . BUSHING, Wing joint center spar fitting. . . ES 2 
146-11050-1 FITTING INSTALLATION, Wing joint rear spar inboard o... Ref 
146-11050-2 . FITTING INSTALLATION, Wing joint rear spar inboard σε sa: Ref 
-4 146-11051-1 : FITTING, Wing joint rear spar inboard LH. . . . . x 6 1 
146-11051-2 . . FITTING, Wing joint rear spar inboard RH. . . . . PAPOEA 1 
146-11030-1 . FITTING INSTALLATION, Wing joint front spar inboard. δι uei 
146-11030-2 . PITTING INSTALLATION, Wing joint front spar inboard. . . . Ref 
-5 146-11031-1 . . FITTING, Wing joint front spar inboard LH. . ὅν -Φ ur Se 1 
146-11031-2 . . FITTING, Wing joint front spar inboard RH. . . . . . . . 1 
-6 146-11032-1 s PLATE, Wing front spar mating LH. . . . . . . . . . .. +. . 2 
-T 146-11032-2 . PLATE, Wing front spar mating RH& a aa Ss 2 
-8 12B098 . . NUT (EN). i. fe PITE O μα μα πώ. 2 
-9 2W28P37-31-95 . . WASHER, Thrust (ua). Jes ο ο ας ο ος a EA td 2 
-10 146-11033-3 . WASHER, Wing joint front spar matin A a a Va 4 
-11 NAS143-9C . WASHER, X4130 or equiv 125,000 to jn 000 psi esunk . . . 2 
-12 NAS149-31 BOLT, Internal wrenching steel 9/16- 38. so erus A 2 
-13 12B108 — re ' (EN) " ‘ "πο 2 
-14 2W25P41-34-95 τ WASHER, Thrust (NA). . . . Luxe ie sedo dE Ser is η 2 
-15 146-11033-5 ? WASHER, Wing joint front spar mating. DNE νο εν " 4 
-16 NAS143-10C é WASHER, X4130 or equiv 125,000 to 143» 000 psi csunk . 5 2 
-17 NAS150-32 s BOLT, Internal wrenching steel 5/8-18 . . . . : 2 
160-11305-1 z FITTING INSTL, Wing to alighting gear outbd fwd attaching. . Ref 
160-11305-2 . FITTING INSTL, Wing to alighting gear outbd fwd attaching. . Ref 
-18 160-11305-3 Š FITTING, Landing gear attaching station 157 forward LH. . l 
160-11305-4 i FITTING, Landing gear attaching station 157 forward RH. . 1 
160-11205-11 . . FITTING, WCS landing gear attaching LH. . . . . . sa . + 1 
(make from 160-11205-31) 
160-11205-12 + . „FITTING, WCS landing gear ἘΠΕ KH. Ἢν xo ο x ᾧ 1 
(make from 160-11205- 
ABC1001 š BOLT (magnetic inspected) AADZ) Da ; 4 
NAS143-12C . . WASHER, X4130 equiv 125,000 to 145,000 “psi "countersunk. ; 4 
-19 160-11205-13 E FITTING, WCS landing gear attaching LH. . . . . . . . .. T 
(make from 160-11205-31) 
160-11205-14 . . FITTING, WCS landing gear attaching RH. . . . . +. +. + : 1 
(make from 160-11205-31 ; 
146-11285-1 . RIB INSTALLATION, Wing station 285.25 LH . . . . . . - . . . Ref 
146-11285-2 . RIB INSTALLATION, Wing station 285.25 RH... . . Ref 
146-11285-11 a SUB ASSEMBLY, Rib installation wing station 285, 25 “LH ae 1 
146-11285-12 P SUB ASSEMBLY, Rib installation wing station 285,25 RH. . T 
-20 146-11057 $ SUPPORT, Wing joint pin pulling cylinder . . .. se 2 
-21 146-11285-77 ς DOOR, Control mechanism and wing close-out LH. . . : 1 
146-11285-78 è DOOR, Control mechanism and wing close-out RH. . . 1 
NAS221-12 ‘ SCREW, Brazier head Phillips recess alloy steel 10- 3e. 22 
AN960D10L A WASHER TEC . ο 29 
146-11285-21 5 SUB ASSEMBLY, R1b installation "wing Station 285. 25 “LH A 1 
146-11285-22 . . SUB ASSEMBLY, Rib installation wing station 285.25 RH . . 1 
-22 146-11058 . . . SUPPORT, Wing joint station 285.25 close out LH. . . « 1 
-?3 146-11285-97 . . . DOOR, Wing joint station 285.25 close out LH . 1 
146-11285-98 . . . DOOR, Wing joint station 285.25 close out RH. . 1 
NAS221-11 ο. SCREW, Brazier head ο. recess alloy steel 10- 3e. 17 
AN960D10L . WASHER $. ue . . a iw. -ᾱ 17 
156-11110-1 B PANEL INSTL, WCS sta 167. 828 to "sta “2912 125 “LE LH. ὃ, τε CREF 
156-11110-2 . PANEL INSTL, WCS sta 167.828 to sta 291-125 LE LH. . . . . . Ref 
-24 156-11116 Ἐ DOOR ASSEMBLY, WCS lower surface lines access . . . . . + 3 
AN509-10R9 . . SCREW... . . . 102 
146-11078-1 STRUCTURAL INSTALLATION, Wing sta 285.25 to sta 292 LH . | . Ref 
146-11078-2 . STRUCTURAL INSTALLATION, Wing sta 285.25 to sta 292 RH... Ref 
-25 146-11286-1 " FITTING, Outbd fiap outba hinge brkt upper backing LH . . 1 
146-11286-2 . FITTING, Outbd flap outbd hinge brkt upper backing RH. . 1 
-26 146-11287-1 s FITTING, Outbd flap outbd hinge brkt lower backing LH. . 1 
146-11287-2 2 FITTING, Outbd flap outbd hinge brkt lower backing RH. . 1 
146-11211-101 SHROUD INSTL, Wing sta 164 to sta 291 landing flap LH. . . Ref 
146-11211-102 . SHROUD INSTL, Wing sta 16! to sta 291 landing flap RH. . Ref 
169-18500-31 . . HINGE INSTALLATION, WCS outboard landing flap center ΤΗ . Ref 
(see figure 15 for detail breakdown) 
169-18500-32 . . HINGE INSTALLATION, WCS outboard landing flap center RH . Ref 
(see figure 15 for detail breakdown) 
146-11211-21 , SUB ASSEMBLY, Shroud installation wing station 164. . . . 1 
to station 291 landing flap LH 
146-11211-22 SUB ASSEMBLY, Shroud installation wing station 164. . . 1 
to station 291 landing flap RH 
-27 146-11212-11 . . . SEAL ASSEMBLY, WCS landing flap shroud ; à 1 
169-18500-41 . HINGE ASSEMBLY, WCS outboard landing flap center LH. A 1 
(see figure 15 for detail breakdown) 
169-18500-42 . . HINGE ASSEMBLY, WCS outboard landing flap center RH. 1 


(see figure 15 for detail breakdown) 
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Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
13 No Number WING CENTER SECTION SKIN PANELS . . . . . . el 7 e wore dee ῳ -ῳ ROL 
(see figure 10 for next assembly) 
156-11102-200 . PANEL INSTALLATION, Wing center section lower fwd skin . . . Ref 
-1 146-63164 ‘ PITTING, WCS fwd bomb adapter rack support. . . PD 9 
-2 156-11098 . . DOOR ASSEMBLY, WCS station 101.6 fuel drain access. EDS 2 
156-11097 - . SEAL, WCS fuel cell sump drain access door. . . ao 9 Z 
-3 146-48157-21 $ € FITTING ASSEMBLY, Outboard wing cell overflow to “skin » 4 2 
attaching 
-4 146-11100-13 + . DOOR, Wing center section access. . . $ o teo ea toh Ge 1 
NAS221-9 "E. SCREW, Brazier head Phillips recess 10- 232 δ. ϱ φις ϱ «ᾱ - 1 
-5 3F2-6 % FITTING, Bulkhead union (NA)... ok coke ; 2 
160-11202-200 PANEL INSTALLATION, Wing center section "lower. eos ὁ £o. Ref 
' intermediate skin 
-6 160-11202-67 . . DOOR, Wing center section station 28 fuel access LH... 1 
160-11202-68 + . DOOR, Wing center section station 28 fuel access RH... 1 
NAS221-10 + . SCREW, Brazier head Rene recess 10-32 . . . . . . » 16 
-7 AN509-10R8 . . SCREW.. ?8 
160-11202-121 . WELD ASSEMBLY, "Panel “installation wing center Sect. lower. 1 
Intermediate Skin RH 
160-11202-122 è WELD ASSEMBLY, Panel installation wing center section . . 1 
: lower intermediate skin LH 
-8 160-11202-63 ΡΝ DOOR ASSEMBLY, WCS fuel pump access LH , ES 1 
160-11202-64 - . . DOOR ASSEMBLY, WCS fuel pump access RH , ....... 1 
-9 AN509-10R9 +. SCREW.. . DAR D ὃν ος eode e 20 
-10 160-11202-85 + . DOOR, WCS fuel” gage access LH E γεν D E TRI IS 1 
160-11202-86 + . DOOR, WCS fuel gage access ΒΗ... . . A POP M 1 
-11 146-11292-1 2 US PITTING, Stringer to rib attaching sta “285: 250° lower LH | 1 
146-11292-2 . . FITTING, Stringer to rib attaching sta 285.250 lower RH . 1 
-12 156-11098-31 . . DOOR ASSEMBLY, WCS sta 54,5 fuel drain access . . . . . . à 
-13 3F2-4 K FITTING, Bulkhead union (Na). SEP 2 
160-11101 a PANEL INSTALLATION, Wing center section upper. "fud "skin ο ας Ref 
-14 146-48113-1 - . BASIN ASSEMBLY, Tip tank to wing tank fuel level. . . . . 1 
control valve seal LH 
146-48113-2 + BASIN ASSEMBLY, Tip tank to wing tank fuel level. .... 1 
control valve seal RH 
-15 146-11100-3 . . DOOR, Wing center section access. . .. uw το ον a TO 
NAS205-9 + . SCREW, 100? flush head Phillips recess 10- 32; RE 10 
-16 146-11100-7 + . DOOR, Wing center section access. . .. ea LO τὸν 10 
NAS205-9 ee cu SCREW, 100° flush head Phillips recess 10- 32. κ hr a E 10 
-17 146-11100-9 + . DOOR, Wing center section access. .... Da 4 
NAS205-10 or as SCREW, 100° flush head Phillips recess 10- 3e; E c ah te ax 4 
-18 160-11101-61 + . DOOR, Wing center section fuel gage access LH . . . . . . 1 
160-11101-62 + . DOOR, Wing center section fuel gage access RH . . . . .. 1 
NAS205-10 * x SCREW, 100° flush head Phillips recess 10-32. . . . . .. 20 
-19 146-48101-31 A BASIN ASSEMBLY, Fuel filler wing center section LH. . . . 1 
146-48101-32 - .  BASIN ASSEMBLY, Fuel filler wing center section RH, ... 1 
175-48156 . . DOOR ASSEMBLY, Wing fuel filler... AS "ret 2 
-20 146-48101-33 - . BASIN ASSEMBLY, Fuel filler wing center section LH, . . . 1 
146-48101-34 + . BASIN ASSEMBLY, Fuel filler wing center section RH. ... 1 
175-48156 - . DOOR ASSEMBLY, Wing fuel filler . . nC 2 
-21 2J1 - . JACK ASSEMBLY,. Wing fuel nozzle grounding “αὶ δ ον 4 
-22 146-73551 + . LUG ASSEMBLY, "Safety life liné... πο μμ ο... 6 
-23 146-73553 an “Ὁ LUG, Safety life liné, one -2 4— c». geom WS wo RS 1 
-24 AN365 -428 ο ter NU a teh col -- a cal oe 1 
-25 AN960D416L ee d WASHER ... PE iue Ὅν rel cel i9 Xe 2 
-26 NAS75-4-014 . . . BUSHING, Plain press fit steel... 1 
-27 AN4-10A an ῳ xc BOLT ο we ag . Ro ^ Ὃν rs “Ὁ 1 
160-11201 . PANEL INSTALLATION, "Wing center section upper’, ea. ὁ ὁ oo Ref 
intermediate skin 
-28 146-11291-1 + . FITTING, Stringer to rib attaching sta 285.250 upper LH . 1 
146-11291-2 + . FITTING, Stringer to rib attaching sta 285.250 upper RH. 1 
-29 146-11100-3 s . DOOR, Wing center section access. . So toe he, OEC 2 
AN507 -1032-10 . ο SCREW O: ia κι «φαν a ts a el ceo cce s 2 
-30 146-11100-5 . . DOOR, Wing center Section access. . eee! car de νο ᾳ 8 
AN507 -1032-10 à . SCREW 4; “διὰ SSR RAO S. A IN A ek Ὁ ὦ ἡ 2 
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FIGURE 14 - INBOARD WING LANDING FLAPS AND HINGES 








USEABLE ON 


FIGURE & PART UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

1 INBOARD WING LANDING FLAPS AND HINGES 

146-18001-1 . FLAP ASSY, Wing inbd landing LH (eee fig. 3 for next τ, . Ref 

146-18001-2 . FLAP ASSY, Wing inbd landing RH (see fig. 3 for next assy . Ref 

-1 146-11212-31 . . SEAL ASSEMBLY, Wing center section landing flap shroud . . 1 

-2 NAS204-10. . . SCREW, 100° flat head Phillips recess alloy steel 8-32 . . 18 

NAS204-8 . . SCREW, 100° flat head Phillips recess alloy steel 8-32 . . 7 

AN960-8 . - WASHER . .. . ιν κ ο “δ; τα aras ote Avis D 

AN365-832 e x AUT. x νιν 

-3 146-18001-39 . . STRIP, Seal "retaining ‘outboard . . s 1 

-4 146-11212-21 . . SEAL ASSEMBLY, Wing center section landing flap "shroud ας 1 

-5 NAS220-8 . . SCREW, Brazier head Phillips recess alloy steel 8-32 . . . 24 

AN960-8 [OI WASHER. 9. . € eiu d ών Ses TET το v xw gn qe aber 25 


I 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
14-6 AN3-4A 4 t ABORTO a NUT S de 1 
AN960D10 . . WASHER. . . . . PI ΜΗ DT ERSTE 1 
-7 146-18001-33 . . STRIP, Seal retaining inboard eS e 1 
146-18002-11 A HINGE’ INSTALLATION, Wing inboard landing. flap inboard LH. Ref 
146-18002-12 A HINGE INSTALLATION, Wing inboard landing flap inboard RH. Ref 
-8 146-18022-3 ᾷ . TUBE, Inboard landing flap inboard hinge inbd torque . 1 
-9 146-18027 . CLIP ASSY, Inbd landing flap barrel nut upper retaining 1 
-10 146-18028-1 A . CLIP, Inbd landing flap barrel nut lower retaining LH. 1 
146-18028-2 s . CLIP, Inbd landing flap barrel nut lower retaining RH. 1 
-11 1N4-1018 . . . NUT, Barrel 5/8-18 thread (magnetic inspected) (NA) . 2 
146-18003-11 + . HINGE INSTALLATION, Wing inboard landing flap outboard LH Ref 
146-18003-12 . . HINGE INSTALLATION, Wing inboard landing flap outboard RH Ref 
-12 146-18012 : TUBE ASSEMBLY, Inboard landing flap outbd hinge torque  .1 
-13 NAS75-10-316 . . BUSHING, Plain press fit steel. . . . . . . . o ο 1 
-14 SP1561-832-8 : SCREW ASSEMBLY (SH). . x i alse e nocie aoe Ὁ 29 
-15 NAS220-7 " SCREW, Brazier head Phillips. recess 3 alloy steel 8-32. . . 1 
AN365-832 5 NUT. αν. dv Ὁ ἃ EL . š E a E 1 
AN960-8 Š WASHER. . . . . v whos €. x Ὁ, x 1 
-16 146-18001-51 P FILLET ASSEMBLY, Wing inboard landing IH. . . . . . . .. 1 
146-18001-52 : FILLET ASSEMBLY, Wing inboard landing RH. μα 1 
146-18002-1 HINGE INSTALLATION, Wing inboard landing flap “inboard” LH! . Ref 
(see figure 111 for next assembly 
146-18002-2 HINGE INSTALLATION, Wing inboard landing flap inboard RH . . Ref 
(see figure 111 for next assembly 

-17 146-18021-3 ; TUBE, Inboard landing flap inboard hinge inboard torque . 1 
-18 146-18020-1 5 ARM ASSEMBLY, Inboard landing flap inboard hinge LH . . . 1 
146- 18020- 2 ai ARM ASSEMBLY, Inboard landing flap inboard hinge RH... 1 
HASB6C 2. +. BEARING, Spherical (AP)... . . 0... . 2.2... 1 
-19 NAS2-101 a FITTING, EUDPACALÍIONO" s 0 eee ey a ο, Ua Ces a 1 
-20 146-18024-1 . . . FITTING, Inbd landing flap inbd hinge to actuator LH. 1 
146-18024-2 +. . FITTING, Inbd landing flap inbd hinge to actuator RH . 1 
-21 AN365-524 e. . NUT (magnetic inspected). . . . . . . ο .. NA 1 
AN960D516 . . . WASHER... E ο ὤν MR 2 
ANS -324 . . . BOLT (magne tte a A Io; ue --- 1 
-22 AN365-428 +. . NUT (magnetic inspected). . . . . . . . 4... νο s 1 
AN960D416 » . . WASHER... ο ο ο ees sae Ne Leute we ae ῥεῖ ος 2 
ANY-32A . | . BOLT (magnetic inspected): . . . . . 2222120002 1 
-23 4B17-5-44 . . . + BUSHING, Flanged press fit bronze (NA). . . . . . . . 2 
-24 NAS2-101 a SPITTING; LübriestlOn -n 4 ooo al wa: les Wel ce veo do 2 
-25 AN365-524 A A E ο ο RE 4 
AN960D516 seco “WASHER 23) (at a ᾱ. ο Ὁ e |e δι ue ier me ὃς etr ipo 14 
AN5-7A gy we BOLT. 2 oue Ὃν ιν νιν ο GR Mai a ee 4 
-26 AN509-516-28 sr 4 ο AO Μα is) BONGO ο a ο dete cR V EP ILU. ae o Ye 1 
AN960D516 s x “WASHER ος £2 t3)dkp ο ο ο DUE ee 1 
AN365-524 A INUTIL AT NA 1 
-27 AN320-6 . . NUT Qiu) ξεν ο O A e “aia en ο πο tat Coe are og 1 
AN960D616 "ZEN WASHER, s ` ο ο ο ο ο IEEE 2 
AN6-15 . . BOLT (magnetic inspected] | TD RU 1 
-28 146-18025 . . STRIP, Inboard landing flap inboard hinge inboard rubbing 1 
-29 146-18026 STRIP, Inboard landing flap inboard hinge outboard rubbing 1 
146-18002-21 HINGE INSTALLATION, Wing inboard landing flap inboard LH . . Ref 

(see figure à for next assembly) 
146-18002-22 HINGE INSTALLATION, Wing inboard landing flap inboard RH . . Ref 

(see figure 3 for next assembly) 
-30 NAS150DH32 + . BOLT, Internal wrenching steel 5/8-18 (magnetic inspected) 2 
-31 NAS143-10C ο a WASHER, 4130 steel countersunk. . . : 2 
146-18003-1 . HINGE INSTALLATION, Wing inboard landing flap outboard LH. . Ref 

(see figure 9 for next assembly) 
146-18003-2 . HINGE INSTALLATION, Wing inboard landing flap outboard RH, . Ref 

(see figure 9 for next assembly) 
-32 160-18008-11 : ARM ASSY, Wing landing flap hinge (SUVeR Sedes 146-18008). 1 
-33 HASB6C + . . BEARING, Spherical (AP) ..... "| EIE 1 
-34 NAS2-101 : FITTING, Lubrication . . . saa 1 
-35 146-18011 - . . INSERT, Inboard landing flap outboard hinge’ arm. "s 1 
-36 146-18009 9 BUSHING, Inboard landing flap outboard hinge arm... 2 
-37 146-18006 . . FITTING, Inboard landing flap outboard hinge. . . . .. 1 
-38 AN365-524 . . NUT (magnetic inspected) . > ME OE Gar ME: 4 
-39 2W2SP20-20-62 o: Us WASHER, Thrust (NA). lo .02 ee ane a e ος a e 8 
-40 AN5-6A . . BOLT (magnetic inspected). V ndr eres op ῳ ve νο DEN! 4 
-41 AN310-6 a NUT d λος ὋΣ e "m hd te: Tay. Ca 1 
-42 2W1-25-40-64 š . WASHER, Plain “(naj πο F es κ Φ ο vec ο $e 1 
-43 146-18007-1 et s FITTING, Inboard landing flap outboard stop LH. . . . .. 1 
146-18007-2 TL FITTING, Inboard landing flap outboard stop RH. . . . .. 1 
-44 AN315-5R 21x μα 525 TN πα ο 2 
AN960-516 5 WASHER. . . EC LP EM 9 
5B3-21 : BOLT, Adjustment 5/16-24 21 -1/8 long (NA) . . .. Mean 1 
146-18003-21 HINGE INSTALLATION, Wing inboard landing flap outboard LH. | Ref 

(see figure 3 for next assembly) 
146-18003-22 . HINGE INSTALLATION, Wing inboard landing flap outboard RH. . Ref 

(see figure 3 for next assembly) 
-45 AN310-10 "D 9 CIC ον λα A En 1 
-46 2W1-40-40-64 A ος WASHER, Plain “(nay . τ zou ow 1 
-47 146-18010 . . SPACER, Inboard landing flap * outboard hinge arn AO Uu 2 
-48 NAS143-10C . . WASHER, 4130 steel countersunk, DE » 2. 1 
-49 NAS150-91A . . BOLT, Internal wrenching steel 5/8- S PME: T ws 1 
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H-115-11-4 


FIGURE 15 - OUTBOARD WING LANDING FLAPS AND HINGES 
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ΑΝ 01-60AABA-4 . 
Group Assembly Parts List 
WING (Cont) 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


15 OUTBOARD WING LANDING FLAPS AND HINGES 


146-18501-1 . FLAP ASSY, Wing outbd landing LH jore fig. 9 for next x Ref 
146-18501-2 . FLAP ASSY, Wing outbd landing RH (see fig. 9 for next assy). Ref 

-1 AN507 -1032-7 3 SCREW .... ο pA tet avis ο Vue. 
-2 146-18501-27 . . DOOR, Outboard landing 'fiap access. DIL ME D ον as 2 
146-18623-1 . . RIB INSTALLATION, Outboard landing flap sta 223 LH. . . . Ref 
156-18623-2 | | RIB INSTALLATION, Outboard landing flap sta 223 RH. . . . Ref 

-3 160-18520-3 + . TRACK, Outboard landing flap center hinge. . . . . .. 1 

ATTACHING PARTS 
-4 146-18523 . . . FITTING, Outboard landing flap center hinge track. . . 2 
-5 AN365-62k ο. arer n de Saddle teat ele OS IY cele. oD 
-6 AN960D716 eun ws WASHERS ο ο ο ο ο να o 1e Ih de 8 
-1 AN6-17A www uU λα ou uisu c e que ο αμ serge ne 1 
-8 AN365-428 a seat es NUTS air ο ae aie BG, Sel, Mae, we eel ende vx] eM ne ο 4 
-9 ANQ60D4.16 s 1 He σα Gas a μ.μ“... 8 
-10 ANÀ-13A νην BOLD See, urls lx 4o ο ο ο... 3 
ΑΝΗ 13 Λ ο ο ο μπι ο ο TURO 18 Qe IS ob, cen S RU DET ADAE 1 
AE AA 

146-18506-1 + . FILLET INSTALLATION, Outboard flap to nacelle lower LH. . Ref 
146-18506-2 . . - FILLET INSTALLATION, Outboard flap to nacelle lower RH. . Ref 

-11 146-18506-21 . . . FILLET ASSEMBLY, Outboard flap to nacelle lower LH. . 1 
146-18506-22 + . . FILLET ASSEMBLY, Outboard flap to nacelle lower RH. . 1 

-12 146-11212-41 e «a « . SEAL ASSEMBLY , WCS landing flap shroud. . . . ee 1 
146-18503-1 + . HINGE INSTALLATION, Outboard landing flap outboard LH . . Ref 
146-18503-2 . . HINGE INSTALLATION, Outboard landing flap outboard RH . . Ref 

-13 146-18530-1 TRE ARM, Outboard landing flap. outboard hinge LH..... 1 
146-18503-2 + . . ARM, Outboard landing flap outboard hinge RH . . . .. 1 

2M 146-18533 . . . STOP, Outboard tending flap outboard hinge arm . . . . 1 
-15 AN315-5R - » + NUT. TS 486 £9. Αν (δν Ere Mes et Se 2 
-16' 2W1AL21-22-91 [Oi Lo WASHER, Plain (wa): i e 2 
146-18502-11 Ὁ | HINGE INSTALLATION, Wing outboard landing flap inbd LH. . Ref 
146-18502-12 . . HINGE INSTALLATION, Wing outboard landing flap inbd RH. Ref 

-17 146-18511 - . . TUBE ASSEMBLY, dutboara landing flap inbd hinge torque 1 
-18 4B17-14-62 . . . BUSHING, Flanged press fit bronze (NA)... ... 2 
146-18503-11 : HINGE INSTALLATION, Outboard landing flap outboard LH. . . . Ref 


(see figure io for next assembly) 
146-18503-12 . HINGE INSTALLATION, Outboard landing flap outboard RH. . . . Ref 
(see figure 10 for next assembly) 


-19 160-18531-11 . . FITTING ASSY, Outbd landing flap outbd hinge support LH , 1 
160-18531-12 . . FITTING ASSY, Outbd landing flap outbd hinge support RH . 1 
-20 NAS2-101 e . ο» FITTING, Lubrication. .  ὁ ο ὁ ο « o ὁ « ο ο ὁ ο ὁ n 1 
-21 4B2087 -003 e . + BUSHING, Press fit flanged mi Ww Dec» ο ἄν € WD» on Ud 1 
"rei me -004 - . . BUSHING, Press fit flanged (NA) . . 1 
-22 146-18532 . . FAIRING ASSEMBLY, Wing outbd landing flap Support fitting 1 
-23 NAS146-35 . . BOLT, Internal wrenching steel 3/8-24 (magnetic inspected 1 
NAS146-30 . . BOLT, Internal wrenching steel 5/8-24 (magnetic inspected 2 
-24 AN960D616 dr. ve WASHER, ivy € wwe a ο a ele BE ease ᾱν εἰς 3 
-25 2W10-6 . . WASHER, Countersunk (Na) | ο E πρ EEA "A 3 
-26 AN365-624 £x NUT S us . WIS τν δν νά 3 
146-18503-21 . HINGE INSTALLATION, “outboard landing flap outboard e... Ref 
(see figure, ὃ for next assembly) 
-27 AN320-5 n NUT (magnetic inspected) . . λα. 1 
-28 146- 18234 à BUSHING, Outboard landing flap "outboard hinge Qs AAA 1 
-29 AN5-10 < . BOLT (magnetic inspected). . . eus 1 
146-18502-1 . HINGE INSTALLATION, Wing outboard landing flap inboard LH. . Ref 
(see figure à for next assembly) 
146-18502-2 . HINGE INSTALLATION, Wing outboard landing flap inboard RH. . Ref 
see figure 9 for next assembly) 
-30 160-18008-21 . ARM ASSEMBLY, Wing landing flap hinge wi 


-31 4B20B5-016 

-32 4B20B14-018 

-33 HASB6C 

-34 146-18514 

-35 NAS2-101 

-36 AN365-428 

-37 AN960D416 

-38 ΑΝΟΘΟΡΗ161, 

-39 AN4-10A 

-40 AN310-14 

-41 AN960D1416 

-42 2410-14 

-43 AN184-56 

-44 160-18007 -3 

-45 160-18007-5 

-46 AN5-10A 

-47 160-18006 

-48 AN310-6 

-49 2W1-25-40-64 

-50 AN365-624 

-51 AN960D616 

-52 ANQ60D616L 

-53 AN6-15A 

-54 146-18517-11 
146-18517-12 


BUSHING, Press fit flanged ΝΑ) .. 
. BUSHING, Press fit flanged NA) . . 
. BEARING, Spherical (HLF). . $0» i 
. FITTING, Outboard landing flap in 
. FITTING, Lubrication... 
. NUT (magnetic inspected) . 


et 
"5 


e| +... 9 ο | +... 9 ο ] | ο ο | 4 Í 0. | |. + 


Q 


O os o9 o9 o9 o, n 9 ο ce. 


c 


. 9 c! 2$ 29$ 2 5 $9.» »» 0 5 2 2 c5 5 5$ 5 0» α c n 


e .. 0 t À ο n9 


WASHER . . . . . e s 


WASHER . . . . . 

BOLT (magnetic inspected). E . 
NUT (magnetic inspected). x 
WASHER. . . e 
WASHER, Countersunk ΔΑ] MR . 
BOLT (magnetic inspected) . . . 
WASHER, Inboard.and outboard landing flap a 
WASHER, Inboard and outboard landing flap . 
BOLT (magnetic inspected) . . 
FITTING, Inboard landin flap outboard "hinge 
NUT (magnetic inspected). . . 
WASHER, Plain (NA). 
NUT (magnetic inspected). k 
WASHER. . .  « 2 . . ws ee 
WASHER. . . . 
BOLT (magnetic inspected) | a ο 
SUPPORT ASSEMBLY, Outboard landing "flap actuator LH 
SUPPORT ASSEMBLY, Outboard landing flap actuator RH 


d hinge t 


b 


.. 9 9 9 9 9 ο 9 » Poo. 


. . «© . o 


e o. t 2] |] | 2] 9 |]| |] 9 |] i | ] | 0Ο. ο n 


oe ee 
. 


9 5 $ 9 4 9 9 lo » 5 * 9$ .»»»»»»,,; »»» » » 
9 9 5...» » 5 


FH HUJXUUUOUJ H A A Εμ HRÜTO TO FO FO UU HI RNa 


(T EE TEE CE 
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WING (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 








15-55 4B17-5-25 +=. . BUSHING, Flanged press fit bronze 

4B17-7-25 - . . BUSHING, Flanged press fit bronze 
169-18500-1 . HINGE INSTALLATION, WCS outboard landing flap center LH. . , Ref 

(see figure 10 for next assembly) 
169-18500-2 . HINGE INSTALLATION, WCS outboard landing flap center RH, . , Ref 

(see figure 10 for next assembly) 
-56 AN365-428 + . NUT (magnetic inspected). . . a . . . ete . we ew we 2 
-57 ΑΝΟΘΟΡΗ16 ο ΑΙ ΥΕ miss lm νον 4 
-58 ΑΝΗ-11Α + . BOLT (magnetic inspected) . . . . .. .. . ο. 2 
-59 AN365-624 + . NUT (magnetic inspected). . . . So Wei evi Ses. a S 2 
-60 AN960D616 ` +. WASHER: Wu ar io lat aa a a o uox ο .. 4 
-61 AN6-13A . . BOLT (magnetic inspected) . . . . . . . . ccc sl ln 2 
169-18500-31 . HINGE INSTALLATION, WCS outboard landing flap center LH. . . Ref 

(see figure 12 for next assembly) 
169-18500-32 . HINGE INSTALLATION, WCS outboard landing flap center RH. . . Ref 

(see figure 12 for next assembly) 
-62 AN365-428 . . NUT (magnetic inspected) . . . . .. lc cee 1 
-63 ΑΝΟΘΟΡΗ16 a WASHER ο ο δ! rec ο Feo Bovey age! ee “tes ἡ ος 2 
-64 NAS42-8C56 + œ SPACER, Rivet . . o . . e ο ο ο E ee eae ane ds ce) 1 
-65 ANY-21A + . BOLT (magnetic inspected) , . ..... ο . .. Ll. 1 
-66 146-18522-1 + . SUPPORT, Outboard landing flap center hinge roller LH. . 1 
146-18522-2 - . SUPPORT, Outboard landing flap center hinge roller RH. . 1 
-67 146-18522-1 + . SUPPORT, Outboard landing flap center hinge roller LH . . 1 
146-18522-2 + . SUPPORT, Outboard landing flap center hinge roller RH . . 1 
-68 AN365-624 + . NUT (magnetic inspected). . so . . . . . .. . . .. 2... 1 
-69 AN960D616 ar a: WASHER GG ο ο a gd ο ob hg? os Pate ον, 2 
-70 AN960D616L sov “WASHER o ure ο δε JE, ὅν. Ὅν κ Wels ce w^ ο) Ὁ G v NW VG: 2 
-71 AN6-21A . . BOLT (magnetic inspected) . . . . . .. . ον νο ος 1 
-72 RDC74220 + . BEARING, Outboard landing flap center hinge (RBC)... . 1 
169-18500-41 . HINGE ASSEMBLY, WCS outboard landing flap center LH, "C" 1 

(see figure 12 for next assembly) 
169-18500-42 . HINGE ASSEMBLY, WCS outboard landing flap center RH. . . .. 1 

(see figure 12 for next assembly) 
-73 146-11223-1 * FITTING, Wing outboard landing flap center hinge rear . . 1 

spar attaching ΤΗ 
146-11223-2 . . FITTING, Wing outboard landing flap center hinge rear .. 1 
spar attaching RH 

-74 146-18521-3 + . ANGLE, Outbd landing flap center hinge roller support LH. 1 
146-18521-4 . . ANGLE, Outbd landing flap center hinge roller support RH. 1 
-75 146-18521-6 + . ANGLE, Outbd landing flap center hinge roller support RH. 1 
146-18521-5 + . ANGLE, Outbd landing flap center hinge roller support LH, 1 
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H-175-48-19 


FIGURE 16 - WING CENTER SECTION FUEL CELL LINERS 


-25 156-48186 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5.6 7 NOMENCLATURE : PER ASSY. CODE 
16 WING CENTER SECTION FUEL CELL LINERS 

146-48130-1 & -2 . LINER INSTL, WCS fuel LH & RH (see fig. 9 for next assy). . . Ref 

-1 146-48181 . . LINER, Aft wing fuel cell upper. . . 7 ah μις, ee για. ελεος 1 
-2 146-48184-1 & -2 s é LINER, Aft wing fuel cell aft LH & RH. GOES 6. ο ee -ᾱ 1 
3 146-48182-1 € -2 | | LINER, Aft wing fuel cell lower LH.& RH. . . . . . ; 1 
-4 146-48183 . . LINER, Aft wing fuel cell door . EE cate Wet core She ves a 1 
-5 146-48166 . . LINER, Front main fuel cell aft μμ ay T α 1 
-6 146-48161-5 + . LINER, Front main fuel cell upper. . . ai ο. ο i 1 
-7 146-48165-1 & -2 . . LINER, Front main fuel cell aft inboard "LH and BHi rhe 1 
-8 146-48169 . . LINER, Front main fuel cell aft inboard end. . . ; rts 1 
-9 146-48170 . . LINER, Front main fuel cell center inboard end , Bor YE 1 
-10 146-48168 + . LINER, Front main fuel cell forward inboard end. . . = «Ὁ 1 
-11 146-48162-1 & -2 . . LINER, Front main fuel cell inboard lower LH & RH. . as i 
-12 146-48164-1 & -2 . . LINER, Front main fuel cell forward LH & RH. S δν 1 
-13 146-48161-3 . . LINER, Front main fuel cell upper. . . ——— a 1 
-14 146-48163-1 . . LINER, Front main fuel cell lower door LH. "Ἵν Sop ce i 1 
-15 146-48172-2 ; . LINER, Outboard fuel cell lower RH . . Sb fae: LOA aa 1 
-16 146-48173-1 & -2 . . LINER, Outboard fuel cell forward LH € RH. bs ῥοῶν“; tee 1 
-17 146-48171-5 . . LINER, Outboard fuel cell upper. .... i E τῷ, WI ote 1 
-18 146-48171-3 + . LINER, Outboard fuel cell upper. . af ws CREE 1 
-19 146-48174-1 & -2 | | LINER, Outboard fuel cell aft LH ἃ RH. . . . . . .. . .. 1 
-20 146-48172-1 . . LINER, Outboard fuel cell lower LH. . . . . Ὁ oo ἴα. ον Ig 1 
-21 146-48163-2 . . LINER, Front main fuel cell lower door ΒΗ, PA z 1 
-22 146-48167-1 & -2 5 LINER, Front main fuel cell outboard aft . ? ο. ος 1 
No Number 1 WING STATION 40.437, 76.538, 89 € 135.44 FUEL CELL LINERS . . Ref 

(see figure 10 for next assembly) 

156-11037-1 € -2 s . RIB INSTALLATION, WCS station 40.439 LH & RH . . Ref 

-23 156-48185-1 & -2 . . . LINER ASSY, Aft wing fuel cell end sta 40. 375 LH & RH 1 
-24 156-48187 . . . LINER, Aft wing fuel cell sta 40.437 supplemental end 1 
156-11077-1 & -2 A . RIB INSTALLATION, WCS station 76.538 LH & RH. f 

1 

1 


μι) 
O 


. . LINER ASSEMBLY, Aft wing fuel cell end wing sta 76. 6; 


-26 156-48188 . LINER, Aft wing fuel cell sta 76.538 supplemental end 


156-11089 ` RIB INSTALLATION, Wing center section station 89 . . . . Ref 
156-11091-1 & -2 : . RIB INSTALLATION, WCS 89 intermediate LH & RH . ao, c. DEBET 
-27 146-48176-3 3 LINER, Outboard fuel cell end station 89 . . . . . . 1 
-28 146-48176-5 "E . LINER, Outboard fuel cell end station 89 . . ima de 1 
156-11135-1 & -2 τα RIB INSTALLATION, WCS 135.44 front to center spar LH & RH. Ref 
-29 156-48175 . . . LINER, Outboard fuel cell end station 135.5 . . . . : 1 
-30 156-48176 . . . LINER, Outboard fuel cell wing station 135.44 . . . ; 1 


supplemental επᾶ:: 
€ i —————————  — _-z-z-——— 
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H-175-48-20A 


FIGURE 17 - LH AND RH DROP TANK OUTER WING PANEL FUEL AND AIR LINE INSTALLATION 
44 














ΑΝ 01-60AABA-4 
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Section [| 


Group Assembly Parts List 


A AAA A Ον υμών SS -Ξ-Ξ5ΞΞ-Ξ:ὩΓΓΓ Γκ 


PART 


146-48620-17 
146-48620-18 
146-48630-11 
146-48631 


NAS51-106 
2W1AL7O-52-40 
160-48634 
AN6227-17 
146-48630-3 
NAS51-68 
2W1AL45-40-40 
160-48635 
AN6227 -12 
146-48630-4 


1 


LINE INSTALLATION, Drop 
LINE INSTALLATION, Drop 


NOMENCLATURE 


tank outer wing panel puel and air 
next assembly) 
tank outer wing panel fuel and, air 
next assembly 
Tip tank fuel and air lines. . . . . 


2 3 4 5 6 7 


see figure Y for 
(see figure ! for 
CONNECTION ASSEMBLY, 
hinge inboará 
. BRACKET, Tip tank fuel and air lines 
connection mounting 
RING, External retainer. . . . . . ο. 
WASHER, Plain (NA). . . . ; 4 
CONNECTOR, Tip tank fuel line "hinge. 5 
PACKING. . . 5 A 
PAD, Tip tank. fuel and air lines hinge 
RING, External retainer. . . . . . .. 
WASHER, Plain (NA). s 
CONNECTOR, Fuel tip tank air line “hinge 
PACKING. ... 
PAD, Tip tank fuel and air lines hinge 


hinge .....e.. 


9 0 9 9 9 9 £9 0 9 8 
e 9 9 t 9 ο t 9 ο 
eo 9 ο o. t 5 ο. n9 t 
8 . 5... .«::.: 


ATTACHING PARTS 


NAS54A6 


175-48862-142 
175-48862-141 
175-48862-144 
175-48862-143 
AN815-12D 
AN6271-12-11 
10-1 744-75 
AF934-9 
AN926-6D 
AN815-6D 
160-48642 
2W1SR72-56-187 
2W1AL74-60-125 
NAS51-112 
160-4861] 
2W1SR56-48-187 
2W1AL58-52-125 
NAS51-87 
AN6227- e 
AN6271-6-7-1/2 
175-48862- zu 
175-48862-14 
144-48150 


175-48862- 149. 
AN825-6D 
AN912-5D 
7-2847-78M1 
AN816-6-8D 
175-48862-145 
175-48862-146 
AN6271-6-10-1/4 
AN6271-12-10-1/2 
AN931-6-10 


9 9 9 0 » 9 9 9 09 9 9 9 c9 9 0 o. 9 ο ο. ο 


e cu 9 9 9 9 5 ο ο 





BOLT, Close tolerance alloy steel . . . . . . . . ee es 


wing panel air LH . 
wing panel air RH 
LINE ASSEMBLY, Tip tank outer wing panel fuel LH. 
LINE ASSEMBLY, Tip tank outer wing panel fuel RH. 
UNION ^. 1654€ E V] Ue es a x 
HOSE ASSEMBLY... ; 
VALVE ASSEMBLY (PA). s 
PACKING (supersedes ÀN902- 6). 
TEE . . .. eo eo ee ο . ο 5 n 
UNION . . . . 
NIPPLE, Drop fuel tank fuel 11 
WASHER, Plain rubber (NA). 
WASHER, Plain (NA). .... 
RING, External retainer... 
NIPPLE, Drop fuel tank air lin 
WASHER, Plain rubber (NA). . 
WASHER, Plain (NA). .... 
RING, External retainer... 
PACKING . . So WS RU als 
HOSE ASSEMBLY ος τῶν. 6 
LINE ASSEMBLY, Tee to overboard LH “wing t1p 
LINE ASSEMBLY, Tee to overboard RH wing tip P 
VALVE ASSEMBLY, Fuel air pressure system suction relie 
fuel thermal expansion (make from PA drawing No.527- 
LINE ASSEMBLY, Tee to valve wing tip. . . « . . . ee’ 
TEE. 404 Geo. ο ο cm το) ο Vie ie ο ο ο 
REDUCER . . . . a 
VALVE ASSEMBLY, Check ball type Special hohag- 1/20 (P 
NIPPLE. . . « +. -—— . 
LINE ASSEMBLY, Tee “to line “tee "LR wing "tip. 
LINE ASSEMBLY, Tee to line tee LH wing KR: 


LINE ASSEMBLY, 
LINE ASSEMBLY, 


Tip. tank outer 
Tip tank outer 


Jo. ο ο ο 


er 9 0 . 9 9 ο 9 ο 9 9 9 n 


e 


* o9 9 ο 9o? t; ο ο ο 9 n 9 n 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


e 9 o9 9 9 on ὁ 9 9 » » tí 


n... Φος. 

3 9 9 ο ὁ 9 o9 ὁ 6 9 9 9 9 n n 
eo. 9 9 ὁ 9 o9 9 ὁ 9 9 n9 9 n9 t9 
9 9 o9! 9 9 o! 9 ὁ 9 9 9 9 | ο ο 9 
9 9 0 9 9 ὁ 0 ο ot ὁ t] n n 9 n9 


" 
. 
. 
. 
. 
. 
. 

. 
. 
. 
. 


e 9 9 >... o. o... 9 5$. 9 £1 


f 


A) 


HOSE ASSEMBLY ο Voz voe o3 d v P oboe Ur a St 
HOSE ASSEMBLY 2-1 2. vaca) coon oU bed o e E 
GROMMET S gigs ae esas a RA X M ας Sors 


"PIDE E EM EP EE 


PER ASSY. 
LH. . 


D 


e 9 c9 9 9 9 9 9 5 9 «ο . 9 9 ο 9 ο 9 9 c9 * 9 ο 9 9 9$ $ 9 $ 9 9 9 * 


UNITS USEABLE ON 
CODE 


Ref 
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AJ-2P-4-48-2 


FIGURE 18 - LH AND RH DROP TANK WING CENTER SECTION FUEL AND AIR LINES INSTALLATION 
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ΑΝ 01-60AABA-4 


WING (Cont) 


Section 


Group Assembly Parts List 


nn +A 


USEABLE ON 


FIGURE & 


INDEX NUMBER 


18 


IS 


PART 
NUMBER 


160-48621-3 
160-48621-4 


160-48621-20 


ΝΑΘ5ΗΑ6 


146-48629-11 
146-48632 


AN902-12 
146-48633 
AN902-8 
146-48637 
527-12D 
AN832-6D 
ANQ24-6D 
ΑΝΟΟΡ-6 
175-48862-164 
146-48863-11 
K9500A1 
AN816-4D 
175-48862-165 
175-48862-162 
175 -48862-163 
175-48862-177 
175-48862-178 
175-48862-167 
175-48862-168 
175-48862-171 
175-48862-172 
175-48862-161 
175-48862-155 
AN815-6D 
ee 
AN834 -6D 
AN833-6D' 
MS29512-6 
AN924 -6D 
160-48860-207 
175-48862-151 
AN824 -6D 
160-48860-191 
10-1744-75 
160-48860-193 
AN926-6D 

184 -48508-3 
RS117-040 
160-48860-195 
AN837 -6D 
AN902-6 

AN924 -6D 
175-48862-154 


175-48862-153 
175-48862-158 
175-48862-159 
175-48862-157 
175-48862-156 


AN815-12 
No Number 


NOTE: 


Revised 15 September 1955 





1 


2 3 4 5 6 7 NOMENCLATURE 


FUEL AND AIR LINES INSTALLATION, Drop tank WCS LH. . . . «+ 


(see figure 9 for next assembly) 


FUEL AND AIR LINES INSTALLATION, Drop tank WCS RH. . . . . 


FUEL AND AIR LINES INSTALLATION, 


e o9 9. $ ὁ 9 ο ο ὁ 9 0 ο 9 ο £Í 


(see figure 9 for next assembly) 
Fuselage front. . . . . . . 
(see figure 73 for next assembly) 
BOLT, Close tolerance . . 
CONNECTION ASSEMBLY, Tip tank fuel “and “air “lines “hinge “ind 
FITTING, Tip tank fuel and air lines hinge connection. 
inbd . 
. GASKET .. ge a a ο 
. NIPPLE, Tip “tank fuel “lines. Sa ee bs Tiel, Ze Sy κ 
. GASKET . . . . ore Ca ο. 
. NIPPLE, Tip tank air lines E owe wu a Re A 
. CHECK VALVE (PA) . * φ ΕΣ E Men 
uu UNIONS < zi κ ο ο ο ο ο ο AS mos Tes erm λος 
ΝΤ. oe we τῷ ο ASS We) ᾱ. ο ὃν ο το ο ο 
GASKET . . . . 
LINE ASSEMBLY, Tip “tank wes air hinge connection "forward 'R 
LINE ASSEMBLY, Tip tank fuel hinge connection forward RH 
VALVE, Tip tank hinge connection fuel line (KOE) 
NIPPLE. E I AUS 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip: 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
LINE ASSEMBLY, Tip 
UNION... > 
VALVE ASSEMBLY; 
TE... 
ELBOW . . 
GASKET. . 
NUT ys. . . 
LINE ASSEMBLY, Tip tank air solenoid “valve to cross vent δ 
LINE ASSEMBLY, Tip tank air solenoid and forward fus elage 
TEE». ... A AA NUM ο. 
LINE ASSÉMBLY, Ti “tank air by- pae check valve to tee. . 
CHECK VALVE (PA). . . 
LINE ASSEMBLY, Tip tank fuselage “air “check valve “to tee 
TEE ο o. x oe ok πρ 
CAP ASSEMBLY, Pressure “seal flared “tube fitting aveo wr φ 
CHAIN ASSEMBLY (RYY). . . 
LINE ASSEMBLY, Tip tank fuselage air station "224 and aft. 
ELBOW (fuselage section only) . . . . +. + Ρ N Piers 


tank 
tank 
tank 
tank 
tank WCS 
tank WCS 
tank WCS 
tank WCS 
tank WCS 
tank WCS 
tank air 


wes 
WCS 
WCS 
WCS 


fuel hinge connection fwd LH. 
air hinge connection forward 


air 
air 
air 
air 
air 
wing to fuselage tee RH 


wing station 235 inboard R 
fuselage to nacelle LH. 
fuselage to nacelle RH. 
fuselage section. 


way (GCO) 


We 


. 9 ὁ 9 . 9 ο ..:« « 5 £2: c] ο 6. 1$ 


. ee e a ko o . . ο s a 


{fuselage section only) : a 


. 


eee ew 


. 
. . . 
. wow c£. ᾧ, Ὁ “Φ,' «αἳ i] -ᾱ- κ’ ο 4- 4’ ια. 9o 'α- 9; 6€ 
. . . 


ee ewe 


GASKET (fuselage section only). . . . 6 see ee ee +. 

NUT (fuselage section only) . . . s s e s sso so e s epo 

LINE ASSEMBLY, Tip tank fuselage air fuselage station 224 
forward 

LINE ASSEMBLY, Tip tank fuselage air hose to fitting. . . 

LINE ASSEMBLY, Tip tank fuselage air hose to fitting. . . 

LINE ASSEMBLY, Tip tank fuselage air fuselage station 158 
aft to hose 

LINE ASSEMBLY, Tip tank fuselage air fuselage station 158 
forward 

LINE ASSEMBLY, Tip tank fuselage air posal at... 

UNION. . s 


LH AND RH NACELLE SECTION DROP “TANK FUEL AND AIR "LINES. r 
(see figure 19 for detail breakdown) 


# Denotes the incorporation of Service Change No. 411 


ντ, Re sey TE Ola E Se ce oe he 


á 


H 


(RH only). 
fuel drain "wing Section 285 RH. 
fuel wing station 285 inbd LH . 


fuel wing station 285 inbd RH . 
wing station 285 inboard LH 


H 


BEE EPP BS μα [fO FA 2 F2 ES UO OMIO TO IO AO II RH E ES. E E E. πὶ B E. B. E E 1 1 E E E E [E EB. TIO. PR 


UNITS 
PER ASSY. 


Ref 


H PRE 


POH 


CODE 


m 
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Group Assembly Parts List AN 01-60AABA-4 


WING (Cont) 


B-175-48-21B 





, 


' FIGURE 19 - LH AND RH NACELLE SECTION DROP TANK FUEL AND AIR LINES 





. — FIGURE & PART UNITS USEABLE ON! 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY.. CODE 
19 No Number LH AND RH NACELLE SECTION DROP TANK FUEL AND AIR LINES. . . . . Ref 
(see figure 18 for next assembly) 5 
-1 175-48862-174 + LINE ASSEMBLY, Tip tank WCS fuel to outboard cell LH . . . . 1l 
-2 AN833-12 v2 ELBOW: ar sus ο πο Oye. τα er ter E ο ise e a m ee te 1 
AN960D1716L. s. WASHER 0 ο e Cerne sae. hue ux ο ο as Net ode ta Bene 1 
AN924-12 νο ο essa ο ο De ο ο Len al vice pe “ee ae ots wees, 1d 1 
-3 AN815-12 ο UNION ον ο ο TITEL EM 3 
-4 - 175-48864 . LINE ASSEMBLY, Tip tank fuel LH nacelle drain.section. . . . 1 
-5 175-48862 -169 + LINE ASSEMBLY, Tip tank WCS air nacelle section LH . . . . . 1 
-6 AN815-6D πον, ΟΝ, ΙΝ a eh ew ο ο ο e "μα. 4 
1 175-48862-183 . LINE ASSEMBLY, Tip tank fuel drain section 1 LH nacelle. . . 1 
- AN823-4 a UEBBOW. τῳ ceu, Bo E. ὦ; de^ eA ra. τα. c Del ce cw Eo ay deat ener VO als eX 1 
-9 AN815-4 5 UNIONS S. noe heck heck. tei, Rim ne velo se ve e aures Rod. cili e. cul lar Me 1 
-10 175-48862-182 + LINE ASSEMBLY, Tip tank fuel drain section 2 LH nacelle. . . 1 
-11 156-48865-11 + LINE ASSEMBLY, Fuel wing tip tank LH nacelle drain air... 1 
section 
-12 AN815-6D a) ¡UNION +: Ss wow ce δι ο 16) ee σόι ειν. umm aou ew Wu SE eel urn 1 
-13 AN823 -4D ote VEBBOWS ata aa aia ce cen desa ο TRE hcm. ο ο” 1 
-14 175-48862-170 + LINE ASSEMBLY, Tip tank air drain LH nacelle . . . a . . . . 1 
-15 AN815-4D e UNION. 2.6 4x49 aaa moy. οσο vor Teg eee Ce RSS] Son ον 1 
-16 184 -48208-20 . TUBE ASSEMBLY, Nacelle tip tank fuel € air drain line. . . . 1 
(supersedes 146-48208-17 for future procurement) 
-17 AN815-4 é "UNION. ο 2 0.06 ντ ο σσ ον ον L9) v9 τος ὃς Se we. ιο, ewe 1 
-18 184 -48208-10 + TUBE ASSEMBLY, Nacelle tip tank fuel € air drain line. . . . 1 
(supersedes 146-48208-11 for future procurement ) 
-19 K9500A1 - VALVE ASSEMBLY, Nacelle drain line (ΚΟΕ) . . . . . . . . ο ο 4 
AN816-4D » NIPPLE ΙΝ ce, ο tol er de aa Son DIR I lt d AT e a 4 
-20 175-48862-181 + LINE ASSEMBLY, Tip tank WCS fuel to outboard cell RH . . . . 1 
-21 146-48864 -36 . LINE ASSEMBLY, Tip tank fuel nacelle drain section RH. . .. 1 
-22 146-48867-11 . LINE ASSEMBLY, Tip tank air nacelle drain section RH . . . . 1 
-23 ANS822-4D E ELO "ΗΝ A —— ΝῊ νιν Ada τς 1 
-24 175-48862-166 + LINE ASSEMBLY, Tip tank WCS air nacelle section RH . . . . . 1 
-25 175-48862-173 +. LINE ASSEMBLY, Tip tank air drain RH nacelle . . . . . . . . 1 
-26 175-48862-179 + LINE ASSEMBLY, Tip tank fuel drain RH nacelle. . . . . . . . 1 
-27 AN816-4 e NIPPLE S. .—e 8 [en eec) SIG τὂν ble s ο ο UE Tele we ος. τος ὦ 1 
-28 AN815-4D μονο ο O ee cer ο oe 1 
-29 AN815-4 « "UNION. νο το ees a ος a we κα Sw) WSO Rowe ce prop gi τς 1 
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AN 01-60AABA-4 Group Assembly Parts List 
WING (Cont) 


H-175-48-18 





+ 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 *NOMENCLATURE PER ASSY. CODE 
20 146-48751-1 MECHANISM INSTALLATION, Wing tip fuel tank release LH. . . . . . Ref 
(see figure ! for next assembly) 
146-48751-2 MECHANISM’ INSTALLATION, Wing tip fuel tank release ΒΗ... . . . Ref 
(see figure 4 for next assembly) 
-1 146-48752 . MECHANISM ASSEMBLY, Tip tank release. . . . . . . . . . . so 
ATTACHING PARTS g 
-2 AN365-524 ΝΟ ο Eun a eda τῷ. ail 1 D Ies ο de ai Techie e πὶ λῶν ts x 
-3 AN960D516 s WASHER o: . a0 ο ὁ; ο ve oe eis ο ο ED dq t 
-4 AN5-23A . BOLT ες ο. ΧΡ : a ο ο ο”... 
-5 AN5-24A . BOLT (magnetic inspected) . . . . sos . .... e ee .. .. . . 


-6 146-48754 
Ji 5B2-12DH 
NAS51-43 
-9 146-48765 
-10 NAS73-7-014 
-11 146-48767 
-12 146-48760 
-13 NAS51-4 
-14 146-48766 
-15 146-48761 
-16 146-48762 
-17 AN394-13 
-18 146-48763-3 


-19 146-48764-10 
-20 484-8-36 

-21 454-6-36 

-22 AN310-4 

-23 AN960-416 
-24 146-48768 
-25 146-48770 
-26 146-48773 
-27 146-48772 
-28 146-48771-1 


HOUSING ASSEMBLY, Tip tank release .... 

BOLT, Adjustment (NA) .........-. 

RING, External retainer. ...... . 

PIN, Tip tank release mechanism lug. . s 

BUSHING, Clamp up steel cadmium plated " 

PIN, Tip tank supporting lug . . . . . 

LUG, Tip tank supporting ...... . 

RING, External retainer. . . . . . . . . 

PIN, Tip tank release mechanism link . . . 

LINK, Tip tank release mechanism upper ww . 

LINK, Tip tank release mechanism lower . . . . . 
E . 


. 


PIN 034 ο ο e ἰόν αν a 
LINK, Tip tank release mechanism operatin 
(supersedes 11416-48763) 

. ARM ASSY, Tip tank release mech operating (super.146-48764) 
. SPACER, Rivet (NA). . « « « « « ee ee eee « 
. SPACER, Rivet (NA). . . ............. 
NUT . . . 4, oo don. ὁ e ο ὁ a ο ὁ ὁ 9 ο ot ο ο ο 
WASHER, e . o 4 4 «ο 6 9 056 ο ο ο ο Ὁ ο ος ο ο ο ἃ 
BUSHING, Tip tank release mechanism control shaft . 
HANDLE ASSEMBLY, Tip tank release mechanism control 
SPRING, Tip tank release mechanism locking. . . . . 
GUARD ASSEMBLY, Tip tank release cable. . . s 
SECTOR ASSEMBLY, Tip tank release cable LH. 


eo 9 9 9 ο 9| ο 5| ο ο ».΄ 
9 0 0 9 9 ot n. ὁ t n ο n n 
e 9 9 © © 9 c9 c3 9 c5 9 19 5 


oe 

oe 
. . > 
eo. « o 
. 
. 


NNOEFFDN PARAR AAN ARA PARARON NENO H 


146-48771-2 SECTOR ASSEMBLY, Tip tank release cable RH. . . . . ; 
-29 156-48755-1 FITTING, Tip tank front support LH. . . . . . . . . A 

156-48755-2 . FITTING, Tip tank front support RH. . . .. . . . . : 

ATTACHING PARTS 

-30 AN365-524 » NUT κ oc woe 4S oe OR ag ORR OR. A 
-31  ANQ60D516 4 WASHER MODI μμ O 
-32 AN5-13A . BOLT (magnetic inspected) . . . . . . . sonia tanta τς DEN Sy om 
-33 AN365-428 oes μα Boe i een Gere bal Sees a dat Gee ay Be - 
-34 ΑΝΟΘΟΡΗ16 v WASHER; ο ores ο id -ᾱἳ “Ye ο Je en ee te ἄς 
-35 AN4-10A . BOLT (magnetic ο, UR ο ο fae C 
-36 ANH-11A . BOLT (magnetic inspected) . . . . d^ ος eae ee ae 
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Group Assembly Parts List AN 01-60AABA 


WING (Cont) 


FIGURE 21 - LH AND RH COMPLETE EXTERNAL AUXILIARY FUEL DROP TANK INSTALLATION 








H-175-48-5 








FIGURE & 


INDEX NUMBER 


21 


PART 
NUMBER 





146- 01-11 € 12 


146-48696-4 
146-48696-3 
146-48696-40 
146-48696-39 
146-48696-12 
146-48696-11 


ATTACHING PARTS 


SP1561-832-8 
146-48696-6 
146-48696-5 
5W1-8-54 
146-48696-34 
146-48696-33 
146-48696-24 
146-48696-23 
5W1-8-6 
146-48696-14 
146-48696-13 
5W1-8-54 
146-48696-36 
146-48696-35 
175-48650 

No Number 


146-48652 
134-54208 


AN3032-5 
AN3122-1524 
ΑΝ3ΟΝ 5-1 
AN3042-2 
AN507-440R7 
AN515-4-8 
NAS202-632BC7 


AN365-632 
146-48668 
RL56SB11 
R310SH12 
AN8H11 

AN960D816 
Mo ncs 
146-48675 


NAS50-150 
146-48686 
146-48688 


146-48681 
AN507-632R8 
146-48677 
146-48682 
2w1F40-24-32 
146-54206-5 
146-54206-6 
AN6227 -14 
146-48693 


ATTACHING PARTS 


AN364-1032 
AN520-10R 
AN530-10- 
NAS221-10 


1 
TANK INSTALLATION, External auxiliary fuel drop complete LH. 


e 9 ee 


e... ὁ ο ὁ ο ο 


3 


ΑΝ 01-60AABA-4 
WING (Cont) 


3 4 5 6 7 NOMENCLATURE 


& RH 


FAIRING ASSEMBLY, Drop fuel tank to wing bottom forward 
FAIRING ASSEMBLY, Drop fuel tank to wing bottom forward 
FAIRING ASSEMBLY, Drop fuel tank to wing tip RH... 

FAIRING ASSEMBLY, Drop fuel tank to wing tip LH . . .. 
FAIRING ASSEMBLY, Drop tuel tank to wing top forward RH 
FAIRING ASSEMBLY, Drop fuel tank to wing top forward LH. 


SCREW ASSEMBLY, Drop fuel tank fairing (SH) . . . . .. 


5. 9 ὁ ο 9 9 « ο 


FAIRING, Drop-fuel tank to wing bottom forward RH. . 


FAIRING, Drop fuel tank to wing bottom forward LH. 4 
WEATHERSEAL, Bottom forward (NA)... . ; s 
STRIP, Drop fuel tank to wing bottom forward RH. ο 
STRIP, Drop fuel tank to wing bottom forward LH. . . 
FAIRING, Drop fuel tank to wing tip RH....... 
FAIRING, Drop fuel tank to wing tip LH . . . . a à’ 
WEATHERSEAL, Wing tip (NA). . . . "e 
FAIRING, Drop fuel tank to wing top "forward "RH —- 
FAIRING, Drop fuel tank to wing top forward LH . 
WEATHERSEAL, Top forward (NA). : ἃ 
STRIP, Drop fuel tank to wing top “forward "RB . 
STRIP, Drop fuel tank to wing top forward LH . . 


TANK ASSEMBLY, Drop fuel. . . 


MISCELLANEOUS FITTINGS FOR EXTERNAL "AUXILIARY "FUEL DRC 
TANK (see figure 22 for detail eco 

GLASS, Drop fuel tank position light . . . 

BRACKET ASSEMBLY, Wing tip fuel tank position “Light. 
mounting 

LIGHT ASSEMBLY 

LAMP -.. . 


eo ου. ee ο . 


95 «ο. 


. 
«. 
. 


b» ο. 


COVER. ... . . 
SCREW. . . . . > 
SCREW. . . . . à 3 
SCREW, Round head Phillips recess low carbo 
and brass 
NUT. . . Bs at, se Se 
FITTING ASSEMBLY, “Drop fuel "tank release oe ᾱ 
. LOCK RING, Two piece locked-in insert (ROSN) 


. 
. . P 


* ... ο . » 
* . ο ο we 
eee ee n n 


on steel 


. INSERT, Two piece locked-in insert (ROSN). 

BOLT δν ο 0.623 5^ τὰ mw ar Ser μα WIES m e, Te 

WASHER. el fay 0 ye e φρένα κών! ο, De Y S E Sore im un 

PACKING. . . . : 

BOLT, Drop fuel “tank release adjusting (make from. . 

] NAS148DH39) 

RING, Internal retainer. . . . . . . . . . we wee 

PIN, Fuel drop tank jettison . . . oe » 

SPRING, Drop fuel tank jettison (make from . . . . 
(muse) part No. M70) 

SCREW, Drop fuel tank jettison dM a ate δα 

SCREW. . . , ο ας 

COVER, Drop fuel tank “jettison tube. er 

NUT, Drop fuel tank front support pin retaining. 

WASHER, Fibre red hard (ΝΑ) . . .. te 

CONNECTOR ASSEMBLY, Wing tip fuel tank light 

CONNECTOR ASSEMBLY, ae tip fuel tank ee 


. ee we 


* $9 32 9 ee 


PACKING. . . $m -φνί. ὁ. ὁ "m 
FIN ASSEMBLY, "Drop fuel "tank i κ 4.» € ᾱ Κι 4 . 
Πα ο ο ο ο i a ere, ee Rie ο. 
SCREW. 4. ow. o4 4 3.39 € 316 1€ 9 oue δι ὃς ος E, d 
SCREW. 


RH. 
LH. 


SCREW, Brazier head Phillips recess alloy steel 10-32. 


ee ee 


à 9 oe © 9 $9 c9 9 ee 9 1 5 
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ee ο ot n 


eee ee ee 


e... 29 :. 7? 59 


t.. 


m 
H 


mip’ 


PER ASSY. 
Ref 
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USEABLE ON 
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Group Assembly Parts List AN Ol-ÉOAABA-h 


WING (Cont) 


FIGURE 22 - MISCELLANEOUS FITTINGS FOR EXTERNAL AUXILIARY FUEL DROP TANK 
52 | 


H-175-48-6A 














PART 


ΑΝ 01-60AABA-4 


Group Assembly Parts List 


WING (Cont) 


y UNITS USEABLE ON 


NUMBER 


2 3 4 5 6 7 NOMENCLATURE 


A O OO —— NUUS A τπτ ποστ τι Τρ 


MISCELLANEOUS FITTINGS FOR EXTERNAL AUXILIARY FUEL DROP TANK. 


22 


-40 


No Number 


AN909-16 
1146-48700 


146-48700-3 


146-48699 
AN900-16 
AN913-1 
134-48331 
AN900-3^ 
120-48528 
134-48332 
AN500A416-12 
146-48757 
146-48756 
AN515-10R10 
AN936B10B 
134-48305 
134-48305-3 
134-48305-5 
AAF39A4240 
120-48526 
146 -48658 
146-48659 
1AF39B5435 
AAF39A4240 
134-48285 
ANSO00-24 
146-48650-3 
146-48650-7 
146-48650-13 
146 -48667 -3 
146 -48685 


.ANSO0A10-12 


AN960D10 
146-48759 


146-48769 
146-48774 
146-48775 
146-48662 


146-48650-51 
146-48684 
AN6227 -23 
134-48302 
AN500A8-10 
AN960D8 
NAS43-3-8 





ÓN Ὁ “ὁ ο ό 


oe ee ee 


ese ὁ 9 ο υ ο 


(see figure 21 for next assembly) 
PLUG (install in top of tank only) . . . s s s e e ro 
CARTRIDGE ASSEMBLY, Drop fuel tank corrosion inhibitor 
(Install in bottom of tank only) 


GASKET . . . ιό :5 


CYLINDER ASSEMBLY, Drop fuel tank corrosion inhibitor . 
cartridge 
CAP, Drop fuel tank corrosion inhibitor . x Sos 
GASKET . . 6 sss oeoo soso coulo . ve is mE 
PLUG . . . s ew e e . . «9» oom om . ο ο... . E 
PLUG, Combat fuel tank strainer retaining. . Ρ 


STRAINER ASSEMBLY, Drop fuel tank. . . +. + 
GASKET, Combat fuel tank strainer. ... . . + 
SCREW. «o... «25 .... 0... ὁ ὁ ὁ 9 ο ο * 
NIPPLE, Drop fuel tank fuel and air connect. 
FITTING, Drop fuel tank fuel and air transfer 
SCREW. ο uw 49 AE E A 
WASHER . . +... e e es ooo osobe t t| | 95 9 
ADAPTER ASSEMBLY, Combat fuel tank filler. . . . e e e p 
ADAPTER, Combat fuel tank filler (make from AN4122-1) 
CHAIN, No. 1 brass safety 7-1/2 inches x 1/2 inches 
HOOK, Fuel tank filler cap chain. . « 


. 


TANK ASSEMBLY, Drop fuel . . . . e s e +. + 5 
. TANK ASSEMBLY, Drop fuel center section . . NE 
. TANK ASSEMBLY, Drop fuel center inboard. . . .. 
. BULKHEAD ASSEMBLY, Drop fuel tank station 101. 
. FITTING, Drop fuel tank aft support. . . - 
SCREW . . . « se o s o © ὁ ο ot ο ο ο ο... 
WASHER. . e . 4 e «5.» 
LINE ASSEMBLY, Drop fuel tank fuel and air tank 
station 70.437 
LINE ASSEMBLY, Drop fuel tank fuel and 
station 76 
LINE ASSEMBLY, Drop fuel tank fuel and 
. station 72.437 É 
LINE ASSEMBLY, Drop fuel tank fuel anā 
station 74 
. . CONDUIT ASSEMBLY, Drop fuel tank position 
` wire 
. TANK ASSEMBLY, Drop fuel forward compartment. 
. . PIN, Drop fuel tank front support. . .. 
5 PACKING. . e s e e o © ss oe ee es 
GROMMET, Combat fuel tank conduit support. 


GASKET, Drop fuel tank filler. . . «ο © es ss ee nt n 
GASKET, Tip tank fuel filler . . . . s+ 9 ++ + +. + rs 
RING, Tip tank fuel filler attaching . . . . +. . +. . 
CAP ASSEMBLY, Fuel tank filler . . +. . scs e + a : . 
HOOK, Fuel tank filler cap chain . . « - . © © © e ὁ on on 
PLUG ASSEMBLY, Combat fuel tank drain. . . . +. » + ; 
GASKET . . .. Eod. NIMM Cet αν NE AIL 


. © «© Neo » 


. 


air tank 
alr tank 
air tank 
light 


eee ee ee 
oe . 5:55. 


Son so se ee κ ο te ara ee Ne 
WASHER μυ ο μμ apes ο i 
SPACER, Screw and bolt . . . . + . + sesos . 


oe eee 


9 9 . ot ο 5 n 9 t9 


PER ASSY. 


CODE 


. Ref 


e €] νο ow ο. 


DO 


A 


ΒΙΛΑ. FP. NN 


VNNYARAR 
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WING (Cont) 





Al-2-4-48-1 


FIGURE 23 - LH AND RH WING CENTER SECTION FUEL VENT INSTALLATION 


Revised 15 September 1955 

















FIGURE & PART 
INDEX NUMBER NUMBER 
23 175- 
175-48140-2 
si 175-48862 -3 
-2 3H? -28-23 
AN737RM74 
-3 146 -48879-1 
-4 146 -48879-2 
-5 175-48862 -10 
-6 175-48862-11 
AN742D28 
a7 175-48140-5 
-8 ` 175-48862-87 
-9 175-48862 -88 
-10 1111-517020 
11 175-48862-12 
-12 175-48862 -13 
-13 175-48862 -122 
-14 AN815-28D 
-15 175-48862 -120 
-16 146 -48875-25 
-17 175-48862-5 
-18 175-48862 -7 
-19 175-48141 
-20 ANO11-2 
-21 AN5830-2 
-22 AN816-6 
-23 175-48862-114 
-24 AN815-6 
-25 175-48862-113 
-26 175 -48862-125 
AN823-8 
-27 AN815-8 . 
-28 -146 -48878-17 
-29 K9500A2 
-30 AN816-7D 
-31 `~ 146 -48880 
-32- 175-48807 -13 
'-33 AN931 -12-23 
-34 AN821-12 
-35 175-148807 -15 
-36 AN815-12 
-37 175-48807 -25 
-38 175-48807 -17 
-39 AN815-12D 
-ho 175-48807 -19 
-41 1-245-75 
-42 175-48807 -21 
-43 AN833-12D 
AN924-12D 
AN934 -97 
-44 175 -48862-123 
-45 AN815-24D 
-46 175-48862 -121 


-47 175 -48877 
-h8 175-48862-4 


-49 3H2 -24-23 
AN737RM66 

-50 175 -48862 -6 

-51 175-48142 


-52 175 -48807 -3 
-53 175 -48807 -5 


-54 175-48807 -23 
-55 175-48807 -7 


175-48807 -9 
-57 δ 160-48860-205 
-58 # AN926-12D 


-59 # MS29512-12 
-60 # AN815-12D 
-61 # AN919-18D 


Revised 15 September 1955 


VENT INSTALLATION, Wing 


AN 01-60AABA-4 


WING (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


center section fuel LH. 
(see figure 9 for next assembly) 


VALVE, Check on center swing type (PA) . . Le eur 

LINE ASSEMBLY, Hose rear spar to "Y" assembly LH 2 

LINE ASSEMBLY, Hose rear spar to "Y" assembly RH 

LINE ASSEMBLY, Front spar to rear spar LH vent 

UNION. . . š 

LINE ASSEMBLY, Siphon "B"'aft vent nacelle IH. T 

LINE ASSEMBLY, Fuel vent line LH nacelle siphon breaker. 

LINE ASSEMBLY, Nacelle to fuselage leading edge LH 

LINE ASSEMBLY, Fuselage to leading edge LH a 

LINE ASSEMBLY, Fuel vent first section LH. 

NIPPLE, ΠΗ; ο e a is τὸ 

MAEVE GS 4. then tee aria 8, eek 

NIPPLE E Bae 

LINE ASSEMBLY, Nacelle siphon "breaker “valve to "y! 
fitting section 1 LH ^ 

UNION. . . «oe We ow 

LINE ASSEMBLY, Nacelle siphon "breaker valve “eo "y! ES 
fitting section 2 LH 

LINE ASSEMBLY, Fuel vent drain IH. 

UNION. . « 44 9 dr 33:623 ον 

UNION. . . uS od 

LINE ASSEMBLY, Fuel “vent drain E AE 5. 

DRAINCOCK (KOE). he ee Oe οσο tek oh UAE ap ain ES, ga τ 

NIPPLE , . ESA dot. A ie ux ἡ 

LINE ASSEMBLY, Nacelle fuel multiple "Y" drain... . . . 

LINE ASSEMBLY, Fuel cross vent section 1 level control .-”. 
valve forward LH 

GROMMET: L ο 97 ο uy ο ο ο ο ο 

ELBOW. . . $e v ο ο ο ο ου 

LINE ASSEMBLY; Fuel eross “vent section 2 union thru. . 
fireseal LH 

UNION. ... LA ar, ον ah IR e «a's 





UNITS 


PER ASSY, 


VENT INSTALLATION, Wing center section fuel RH. Ref 
(see figure 9 for next assembly) 
LINE ASSEMBLY, "Y" assembly to tail cone .... 2 
HOSE (NA) ο ο ge els we ha oe 12 
CLAMP. ... 48 
"y" ASSEMBLY, “Fuel vent “Line nacelle junetion “LH , 1 
"Y" ASSEMBLY, Fuel vent line nacelle junction RH . 1 
LINE ASSEMBLY, Hose to "Y" assembly tracet e] πὲ LH 1 
LINE ASSEMBLY, Hose to "Y" assembly nacel e) RH 1 
CLAMP. . ... ad A 2 
STRIP, Cháffing. v» πα. 1 
LINE ASSEMBLY, Aft wing “fuel cell “check “valve “to nacelle 1 
vent LH 
LINE ASSEMBLY, Aft wing fuel cell check valve to nacelle 1 
vent RH ` 


HEHE ο ο PYN PPHAH D E [1 μα (Σπ! E BB -! 


Section II 


Group Assembly Parts List 





USEABLE ON 
CODE 






. LINE ASSEMBLY, 
. LINE ASSEMBLY, 
: edge 

2 UNION. .. 
LINE ASSEMBLY, 


Fuel cross vent 
Fuel cross vent 


Fuel cross vent 


_, UNION. . . . . 


valve LH 
.: VALVE, Swing check (PA). . . . 
. LINE ASSEMBLY, Fuel cross vent 
weld assembly LH 
ELBOW, i43 o IE τα 
NUT. . DARA RS αν ᾱ- Όρο 
PACKING. oe α 


LINE ASSEMBLY, Front. spar to rear spar RH vent . . . . 


. UNION. . . ο ο E 
. LINE ASSEMBLY, From siphon "B" 


. LINE ASSEMBLY, Fuel vent line RH nacelle siphon breaker. 
. LINE ASSEMBLY, Nacelie to dodi ἜΣ Hen RH. LAS vs 


HOSE (ΝᾺ)... . e Sou. . 
CLAMP. . . . oe, 
LINE ASSEMBLY, Leading edge “to 
. LINE ASSEMBLY, Fuel vent first 
. LINE ASSEMBLY, Fuel cross vent 
valve forward RH 


. LINE ASSEMBLY, Fuel cross vent 


fireseal RH 

. LINE ASSEMBLY, Fuel cross vent 

. LINE ASSEMBLY, Fuel cross vent 
edge RH 

. LINE ASSEMBLY, Fuel cross vent 
valve RH 

LINE ASSEMBLY, Fuel cross vent 

assembly RH’ 

& ΕΕΣ. ue ara Fe 

» GASKET . . 4 . ces 


REDUCER. ; . . . 





section 2 union thru. . . .. 


thru '"fireseal LH. Soi . 
section 3 thru wing leading . 


HM HH 


μα κα 


section ἡ union to check. 


pr 


section 5 check valve to. 


Section aft vent nacelle RH . 


e RA A 2 
Fuselage "RH . e. e o 
section forward RH. wa 
section 1 level control . . 


A EOP PEN EP Ee 


m 


thru fireseal RH. . . . 
section 3 thru wing leading " 


m 


m 


section ! union to check. . 


m 


section 5 tee to weld . . a. 


' 

, 

͵ 

` 
Hew 





SHA 
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Group Assembly Parts List . 


WING (Cont) 


FIGURE & PART ; UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 23 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
23-68 ÁN9IN-2 ELBOW. . . . A Ἔα τα 


-63 525GG -1/4D . VALVE, Swing check soft seat type internal thread RH (PA). 1 
-64 AN816-6 * NIPPLE rs "EP 1 
-65 175-48862-116 . LINE ASSEMBLY; Siphon breaker “valve “to ἡγῇ fitting RH, A 1 
-66 AN816-6-6 . NIPPLE, . d "MM A — s; 1 
-67 175-48862 -186 . LINE ASSEMBLY, Fuel vent drain RH. : o 1 
-68 AN919-12 . REDUCER. . ὁ ὃς i x j 1l 
-69 146 -48878 . LINE ASSEMBLY, Fuel vent drain r $ š 1 
-70 AN826 -6D x TEES xx PES . W. A "it ap las ees. νο ο A 1 
-71 AN914-3D A A ceres eee τος me m € α αἱ Φα Uude Ws 5 Y 
-72 AN911-3D iy NIPPLE ai, Dnon AW aoe ee ELE Ν 1 
-73 AN5830-3 e VALVE: ο Sh v mmu p a E 2 £s A al 
-74 AN816-8D . NIPPLE .. Sy ὦ; E et. ar Ls š . 1 
-75 175-48807 -71 . LINE ASSEMBLY , Fuel vent siphon breaker LH Ὁ Roh Aes SEF “Ri ha ος. g 
-76 175-48807 -69 + LINE ASSEMBLY, Fuel vent siphon breaker RH . . . . . . . . 5 1 

AN931 -8-13 . GROMMET. . . . Buca Lx 2 
-77 AN919-19D s: REDUCER; LU ud a Boe ο ο δν SUAE e ο A E Y 
-78 . AN926 -8D e PEES ο. Ῥω a 5 . ΕΝ 1 
-79 AN815-8D a- UNION. 2 2 x š Toi . 2 
-80 AF934-12 - PACKING. . . Wee te a SAL. See Ser es 3 
--81 175~48807 -73 . LINE ASSEMBLY, Fuel" vent siphon breaker section 2. ...., 1 
-82 3H2 -12-23 . HOSE (NA). . . : 4 
-83 175~-48862 -9 . LINE ASSEMBLY, Fuselage siphon breaker hose “to overboard : 1 
-84 3H2 -16-31 . . HOSE (NA). . $5 er RO de e e e 1 
-85 175-48871 . LINE ASSEMBLY, Fuselage fuel cell vent A 1 

A NOTE: # Denotes the incorporation of Service Change No. 411 


aa e a  — -- ---.. 


54B Revised 15 September 1955 
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WING (Cont) 





H-175-48-25C 


FIGURE 24 - WING CENTER SECTION FUEL SYSTEM INSTALLATION 


56 








-10 


PART UNITS 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
WING CENTER SECTION FUEL SYSTEM INSTALLATION 
175-48131-1 FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section LH . . Ref 
(see figure 9 for next assembly) 
175-48131-2 . FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section RH . . Ref 
(see figure 9 for next assembly) 

No Number e Y FORWARD INBOARD WING FUEL CELL FITTING . . . +. +. . . . +. . Ref 
(see figure 28 for detail breakdown) 

No Number s $ FORWARD OUTBOARD AND REAR WING FUEL CELL FITTINGS. . Ref 
(see figure 29 for detail breakdown) 

160-48861-71 254 HOSE ASSEMBLY, Fuel junction to LH nacelle > (nins fire seal 1 

160-48861 -74 . .---HOSE ASSEMBLY, Fuel junction to RH nacelle (wing fire seal 1 

AN6264-16D41-1/4 . . HOSE ASSEMBLY 27. So ete es Was EE 1 

AN6264-16D84 . .  HOSE ASSEMBLY. > . « e eso eee +... on aaa A 

AN815-16D EN UNION. . . + 5 ο Xe Coat Vere 1 

175-48046-15 es STRAINER ASSEMBLY, Fuel system R2800 engine. μον ATAR ve 1 
(see figure 29 for detail breakdown) 

AN365-428 ie a, NUTS ο ο ο a aa ey ο αμα - 

AN960D416 ay eae WASHER . . rotes ο ue uw od v owl "wee ο ο ο. 4 

453D416-34 . š SPACER, Bolt (NA). ο «Ὁ ε.φ, ο a A ο ο “ο 2 

AN4-31A NEA BOLT . ... Pe rre oe NE $^ τ 2 

175-48807-49 E LINE ASSEMBLY, 011 dilution line strainer to sole noid. s 1 
section 1 LH 

175-48807-43 A LINE ASSEMBLY, 011 dilution line strainer to solenoid. . . 1 
section 1 RH 

175-48807-39 s as LINE ASSEMBLY, 011 dilution strainer to solenoid . . . : 1 
section 2 LH 

175-48807-41 s ls LINE ASSEMBLY, Oil dilution strainer to solenoid . . . . . 1 
section 2 RH 

AN816-4-4D eae NIPPLE. ; . 6 9 x s ved fae ve RUNE RICE πο de 

AN4143~-1 CZ" NAIVE. al p 26x quét ui. ο A δ ἕφ..“ᾱς QR ah Wel et Le) ος 1 

AN822-4-4D .. ὦ ELBOW. Ὁ ο; ο ος ος ο» de αν mm Set ca ο ο A 1 1 

AN832-4 $3 UNIONICI vo ές 15. εαν καν Sie se ο ο end lia tds 

AN924 -4 €. “ὶ NUT. . alo ar a vet πμ es ο Says jane Να ο 1 

ETT 16D11-1/2 . . HOSE ASSEMBLY. su Eo Ere e fa: οφ” E Mai ας 1 

175-48045 n «ud PUMP ASSEMBLY, Fuel emergency boost. . . . . . . . +... . 1 

ATTACHING PARTS 

AN365-624 NU as a pe ey a da da aa od 

AN960D616 ai po WASHER μμ 9 up. uu P scs ο Rad ον omo Seah arr, No d 

AN6-10A vs BOLT &. 4344 x C ως Oe De Ow ὁ IUE C19 OR ἐν e ea τῳ τ 4 

p PU 
TFD11900-3 ο s . PUMP ASSEMBLY, Fuel transfer unit electric motor. . . . 1 
driven (TP) . 

AN823 -4 gis tis ar ELBOW qox. A OA ος Be ὁ ιν EUR 1 

AN816-4 eo ek! x NEPPE: ou ο mal nim hen e ο dlrs Gree, we, To 

AN816-16D s œ NIPPLE. +. . + ο ο ο tet Gah ο E xl 

184 -48160 a) is . ELBOW, Emergency "fuel pump ποῦ... ee a, RR S Ra us 1 

(supersedes 175-48048 for future procurement 

K9500A1 "C VALVE ASSEMBLY, Drain πας] οφ 4 dt τον, We 4 s 1 

AN6264 -16D50 : | HOSE ASSEMBLY... . . H n E 

175-48131-3 A CHAFFING STRIP, Fuel system. equipment installation deve cats 4 
wing center section 

AN816-16-12D NIPPLE... ο φᾷ! Ὁ Κω eos ES wis 

3F2-13 A FITTING, Bulkhead union (NA) . . . . 4 ee eee ee ee 

AN822-16-12D ; ELBOW. a wx o3 4 Sey Ae ose e 6 Mila παν o's 

AN365-832 x NUT... ok oom a eR ay A τι). ος 9 d ὦ ὃν χῴ 

AN515-8-10 SCREW. . . . . oe l9." ος ο ene vy . 

175-48862-137 LINE ASSEMBLY, Emergency fuel pump drain overboard . ας τό 

AN815-4D UNION. . . . +» . . ον ο, ο d ος 6 a 


175-48862 -136 
175-48862 -135 
175-48807-27 
175-48807-33 
175-48807-29 
175-48807-35 
AN832-4D 

AN924 -4D 

175-48807-31 
175-48807 -37 
AN826-4 3 
146-48047 : 
AN365-1032 x 
AN960D10 ν 
AN3-5A . 
AN913-1D ; 
AN823-6 " 
175-48862-138 ν 


.o. . t t9 n n n9 
5 9 0 9 9 9 9 t] 79 | 9 £9 9 ο 


oe ewe 


175-48862-139 
AN815-6 
175-48807-93 
175-48807-91 
AN931-6-16 
175-48111-1 


175-48111-2 - cs 





AN 01-60AABA-4 


WING (Cont) 


Group Assembly Parts List 


LINE Nacelle fuel line overboard drain 


LINE 


ASSEMBLY, 
ASSEMBLY, 
balance 
balance 
air balance 
air balance 


air 
air 


Emergency 
Emergency 
Emergency fuel pump 
Emergency fuel pump 
UNION. . 4 4 2 e «.« - «ο «ο 
NUT. PNE RC NN ο ο ERES 
LINE ASSEMBLY, Emergency fuel pump air balance L 
LINE ASSEMBLY, ie ad fuel ne air balance 
TEE. . . ol. o) oom τῳ 
ADAPTER, Carburetor ventilator 
NUT 20 Ὁ. Ὁ $9 owe Ae ο | A 
WASHER . . . « © © ee oo . 
BOLT... . a 
PLUG (LH hacelle oniy) . 2 
ELBOW. ea. a 
LINE ASSEMBLY, Fuel junction to LH 
LINE ASSEMBLY, Fuel junction to RH 
UNION. . . . . . o 
LINE ASSEMBLY, Fuel. junction to LH 
LINE ASSEMBLY, Fuel Junction to RH 
GROMMET. . . š " ats 
VALVE ASSEMBLY, παρ tank to "wing tank fuel level 
LH (see figure 27 for detail breakdown) 
VALVE ASSEMBLY, Tip tank to wing tank fuel level 
RH (see figure 27 for detail breakdown) 


fuel pump 
fuel pump 


oe ο © © o o 


. . ο ο 
. . . . 
. n 


nacelle 
nacelle 
nacelle 
nacelle 


Re +. we on n 
Qe +... Pes 6 9 .... 


o 


"m 


Nacelle fuel line strainer overboard d 
LH. 


woe ee o9 9 ὁ 9 os 9 o9 9 s o9 ὁ ho o... | n ο 


νη 


5 9 9 ο 0 o Πο» 9 


ο 
Pp 


control 


3 


Do. 9 o M Me ο 9 ὁ om m nm ὁ ο nm nm 9 9 n9 ο 
O 
o 
o 
5 
He. » ο c » ew ew ο 


et 


H 


Fi p RPE PEP | ENN PRP EP PPP PPP EP EER ODE τ: 


USEABLE ON 


SA A ο: ποπ" Ὁ tt 


CODE 


aree ea ασια” -ππππακαποασκταρ---απαανιαρνασος ο εττ------πποπιπε-----πστ--ππκ 
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Group Assembly Parts List 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 3 4 5 6 7 NOMENCLATURE PER ASSY. | CODE 
24-54 AN74-4 vo. BOUND et ο ο ο loce WR te ο a ο sl ὦ ἡ des UE 
-55 ΑΝΟΘΟΡΦ161, xcu WASHBH A ο ὦ; ώς, σος a Le ο ιν deck 28. Ἔ 
-56 AN502-416-20 + . SCREW. . . Wo es: 27x a a e ek eve: a> CB “Ῥ 
~57 AN502-416-10 d Se SCREW (Inboard fuel cell filler). $ Sov ὥς ον B ο 8 P 
-58 AN960D/16L . . WASHER . . . . 3 SiGe pe te Gb ey as SIGS CUP. 
-59 146-48150 xs CAP ASSEMBLY, Wing and fuselage “fuel cell filler | ; ||! 2 P 
(make from NAF1152-2) 
-60 '146-48149 P GASKET, Wing and fuselage cell filler cap. . . . . ο rye 5 P 
(only two used on inboard tank) 
-61 160-48150 i^ SPACER, Wing and fuselage cell filler cap. . . "poe 2 P 
-62 ANTA -3 ete BOB 2e £5 x seeded Wow E Bld is Xo 0 a wl τῷ . 36 P 
-63 ΑΝΟΘΟΡΗ161, e. WASHER . . . « ` 3 oux uou. 86» UP 
-64 146-48190-1 - .. DOOR ASSEMBLY, Outboard "wing fuel cell access τῇ ο. A l P 
146-48190-2 + . DOOR ASSEMBLY, Outboard wing fuel cell access RH... š 1 P 
-65 AN507-832R10 y e . SCREW. . . . š AR A deus 2 P 
-66 146-48192 s us + SPACER, Outboard “wing fuel cell Β00688. o « « ο 2 ο ee 1 Ρ 
-67 146-48149 κ. . GASKET, Wing and fuselage fuel cell filler. . . . . . . 2 P 
-68 146-48191 S . RING, Outboard wing fuel cell access. . . . . . . ee l. P 
-69 AN6264-4-15 3» HOSE ASSEMBLY: 4 & s e ἡ & deo» ow ow wow E HE 1 P 
AN6264 -4-24 a HOSE ASSEMBLY. νε 60 ox 9 - * wx 4 E Be τὰ ο w^ et qe 1 P 
-TO 3G1-8-12 es “GROMMET (NA)! acosa 3 ος ὁ, ἃ O 
-71 AN822-4D we ca ON ue RA μα ee UK RAR ee ee 0 ον Ὁ 
-72 AN842-4D ws ον M rey ο d de: 1 P 
AN816-6-2D : NIPPLE (RH). . . . . a : ED 1 P 
175-48131-11 » FUEL SYSTEM INSTALLATION, Wing center section LH . . . . . . . Ref P 
(see figure 10 for next assembly) 
175-48131-12 . FUEL SYSTEM INSTALLATION, Wing center section RH . . . . . . Ref P 
(see figure 10 for next assembly) 
-73 175-58862-133 Wd LINE ASSEMBLY, Wing inboard cell scupper overflow. er ag 1 P 
section LH 
175-58862-134 5 LINE ASSEMBLY, Wing inboard cell scupper overflow. . . . . 1 P 
Section RH 
-74 AN821-6D Kv Oe e BEBOWS AN A A ὃς ὃς κια ο A 
-75 175-48862-131 e LINE ASSEMBLY, Wing inboard cell scupper overflow. . . .. 1 P 
section LH 
175-48862-132 Sox LINE ASSEMBLY, Wing inboard cell scupper overflow. . . . . 1 P 
section RH 
-76 AN815-6D &- “ee CUNION. ο πα X c4 ox Uk € x74. XR CK oh OX e G3 X^ XR &'" .ᾱ- Ὁ 
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AN 01-60AABA-h Group Assembly Parts List 


WING (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
25 WING CENTER SECTION FUEL SYSTEM INSTALLATION 
175-48008-1 FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section LH . . Ref 
(see figure 9 for next assembly) 
175-48008-2 FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section RH . . Ref BL 
(see figure 9 for next assembly) 
No Number A x FORWARD INBOARD WING FUEL CELL FITTINGS. . . . . . . . .,. Ref BL 
(see figune 28 for detail breakdown) 
No Number ? FORWARD OUTBOARD AND REAR WING FUEL CELL FITTINGS. . . . . Ref BL 
(see figure 29 for detail breakdown) 
-1 160-48861-71 A HOSE ASSEMBLY, Fuel junction to LH nacelle ΠΕ fire eri 1 BL 
160-48861-74 : HOSE ASSEMBLY, Fuel junction to RH nacelle (wing fire seal) 1 BL 
-2 AN6264-16D41 -1/4 « HOSE ASSEMBLY. s o «-2 wo a a aa aa te ol Bb 
AN6264-16D84 9 HOSE ASSEMBLY. . . . . s e +. +... +... +... ww EM š 1 BL 
-3 AN815-16D è UNION. . . oS "UN cal ow 1 BL 
-4 175-48046-15 a STRAINER ASSEMBLY, Fuel system R2800 engine. Ὁ Ὁ "A x 1 BL 
(see figure 26 for detail breakdown) 
ATTACHING PARTS 
-5 AN365-428 à fs NUT 3s οσον Xe AAT, GE DRY con Pelee’, a: ato. aries ue O > 2 BL 
-6 AN960D416 è ‘ WASHER . . . DRACO a Senet Set oe he ᾱ- a ae . 4 BL 
-T 4$3D416-34 wee SPACER Bolt (NA)... τρ 4 09 wx a Ged III] 2 BL 
-8 AN4-31A x ^ BOLT 2 vat larg, tol he IN. e cta: oe eg A E gist, bs ws š 2 BL 
PEPO. PS 
-9 175-48807-49 "EE" LINE ASSEMBLY, 011 dilution line strainer to solenoid. . . 1 BL 
Section 1 LH 
175-48807-43 T. ng LINE ASSEMBLY,.O11 dilution line strainer to solenoid. . . 1 BL 
section 1 RH 
-10 175-48807-79 in, 4 LINE ASSEMBLY, Oil dilution strainer to solenoid ..... 1 BL 
section 2 LH 
175-48807-81 i. og LINE ASSEMBLY, 011 dilution strainer to solenoid . . . . . 1 BL 
section 2 RH 
-11 AN924 -4 * NUT. xx «Ὁ ο’ Ws. ον ES US ο κ. Ow ΝΤ E αφ 2 BL 
-12 AN832-4 . UNIONS . . . . . . EE V V ee ey ποπ”. S. loss de. os 1 BL 
-13 AN833-4 ES ELBOW.  νν x95 lw osi. ae ο ο oh Se 1 BL 
-14 175-48807-77 + . LINE ASSEMBLY, 041 dilution strainer to solenoid . . . . . 1 BL 
section 3 . 
-15 AN6264 -16D34 : HOSE ASSEMBLY. . . . . . . . . $^ cs ος ο ο ας 1 BL 
AN6264-16D41-1/4 . . HOSE ASSEMBLY. . . . . . . . . . "MORD SET tart Te he, ce l BL 
-16 AN924-16D "p" NUT. ες Gee ox AR UE, ἃ OE ας a τ; ἃ. vet ο ἐς λος Zelo ho I 1 BL 
-17 ΑΝΟΟΟ-16 e fs GASKET iso co: igi Biel os. ον (έν uat Les Λώτ πο ο y dedo μα... l BL 
-18 175-48030 E" ELBOW, Main fuel line station 263.914. . . . . . . . . . . 1 BL 
-19 K9500A1 δ... -- τῳ VALVE ASSEMBLY, Drain (KOE). . . . . . . +. e+e ο» νο 1 BL 
-20 AN816-4D Sti) ροκ oin, tab ο μου μα 1 BL 
-21 AN6264-16D19 E 4 HOSE ASSEMBLY. Ὅσο ein SO jars dey «αφ ETT EE Si. Geir ος δὲν πα 1 BL 
AN6264-16D17-1/4 . . HOSE ASSEMBLY. . ... . + 5 $e moe H BL 
-22 175-48862-135 Wi» ἃ LINE ASSEMBLY, Nacelle fuel line strainer overboard drain. 1 BL 
-23 175-48807-67 + . LINE ASSEMBLY, Nacelle fuel line overboard drain LH. . . 1 BL 
175-48807-59 κ LINE ASSEMBLY, Nacelle fuel line overboard drain RH. ... l1 BL 
-24 AN815-4D s Ὁ UNION: ος 032€ 299 μ.ο) οι sce est e cine era wees Ue * ¿BE 
-25 175-48807-93 i8 LINE ASSEMBLY, Fuel junction to LH nacelle . . . . . . . . l BL 
175-48807-91 S ye LINE ASSEMBLY, Fuel junction to RH nacelle . . . . . . ο 1 BL 
-26 AN931-6-16 9 . λα ον ca Se, A AS A ῳ, RA Re 1 BL 
-27 175-48862-138 NS LINE ASSEMBLY, Fuel junction to LH hacelle Er fire cell 1 BL 
175-48862-139 "um LINE ASSEMBLY, Fuel junction to RH nacelle (wing fire cell 1 BL 
-28 AN815-6 +. UNION. ..... P Vie LM mmus (ose ctus E YN ES. c dg. ¿BL 
-29 AN823-6 r » ELBOW. . . . . . . . . e.* ο o ο o ee das 1 BL 
-30 AN926-4 r ^ TEE. . .. E NES a ως ἴα. xEM eu cw ve, Wer x Del dep δὲ wo 1 BL 
-31 AN913-1D Do. PLUG (LH oniy)... I o o oa 1 BL 
-32 AN365-1032 s š NUT. . . 6€ ο -ᾱ- ο- ὁ ὦ . oc ee ον, eh eae ah Ries, E 2 BL 
-33 ΑΝΟΘΟΡΙΟ n AN WASHER . .  « «9 ο O E rotate 2 BL 
-34 AN3-5A V. “a BOLT o urens . . . a AS «he ya AS 2 BL 
-35 146-48047 ^s ὦ ADAPTER, Carburetor “ventilator line firewall Dv. a a. ee 1 BL 
-36 175-48807-65 ΜΉΝ LINE ASSEMBLY, Emergency fuel pump air balance line. . . . 1 BL 
section 2 
-3T 175-48807-63 αν. LINE ASSEMBLY, Emergency fuel pump air balance line. . . 1 BL 
section 1 
-38 175-48807-61 ο 3 LINE ASSEMBLY, Emergency boost pump seal drain . . . . .. l BL 
-39 AN6-10A : δ. πω. BOLT UR ο O ay Noh der ed cbe ἢ . ^ BL 
-40 AN960D616 E WASHER: 4 a 4 wocR UL odes 06 o E ᾱ a "x wen * Y BL 
175-48045-15 2 5 PUMP ASSEMBLY, Fuel emergency boost. es νη s 1 BL 
-41 AN823-16D : . . ELBOW . . . . 5 "E ο πὶ ο ου” 1 BL 
-42 175-48047 — . FITTING, Emergency “fuel pump “outlet ET S de Dis teers 1 BL 
-43 AN823 -4 x P . ELBOW ο 64 6€ ok S s a CT NC T "ONE 1 BL 
-44 AN816-4 wf "t . UNION . . . . "E - . «rey 1 BL 
-45 TFD11900-3 A ἃ . PUMP ASSEMBLY, “Fuel transfer unit elec motor drive n(TP) 1 BL 
-46 AN924-16D : E NUT. Liu ue euge oS ο ὁ iie: s, (Wo rm τφ' ee a EPI 1 BL 
-47 MS29512-16 i: Ὁ  CGASKET L2 x ze wo ee mom oes Sail ας m eer ^ ΒΤ 
-48 AN928-16D T A ELBOW. w a bt OM Que Xo P RA E AE A o ea Rer gow 1 BL 
-49 AN815-16D a^. xe UNION. X ρε. Ko ow De. Ὁ VUES με τα VET κ. ο ἃ m RA AL AAA ὃς, α 1 BL 
-50 AN4143-1 ον Bs VALVE. «ο αι. ehh Ze: de Vat uas αι ᾱ.. 5. Sst AS δις, ος. μι ὦν ο. 1 BL 
-51 AN816-4-4D Sood NIPPLE . 2 225 2959 A eo ce ol. ἘΠ 
-52 AN822-4-4D E ea ELBOW. . . οσο σα ον ος, Jolt δὲ “al μονος A ac 1 BL 
-53 AN6264 -4 -15 E uS HOSE ASSEMBLY. A cot, duum σας GU ο ο ei ME S. «Ὅς ας 1 BL 
AN6264 -4 -24 a -ᾱ HOSE ASSEMBLY. ù Pa ey E ete τ νῷ; NE ὃς ας 1 BL 
-54 AN842 -4D ;. . ELBOW (ANS16-6-2D used on RH). . 2 2 20... . . . . 0. 1 BL 
-55 AN822-4D ὅτι τα ELBOW; μμ ο NR ο. e 1 BL 
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H-175-48-51 





- FIGURE 25 - WING CENTER SECTION FUEL SYSTEM INSTALLATION 
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AN O1-60AABA-À 


WING (Cont) 








Section lI 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
25-56 3G1-8-12 GROMMET (ΝΑ) . . . . $i se Β " 1 BL 

-57 175-48111-1 VALVE ASSEMBLY, Tip tank to "wing tank fuel level control 1 BL 
LH (see figure 27 for detail breakdown) 
175-48111-2 VALVE ASSEMBLY, Tip tank to wing tank fuel level control. i BL 
RH (see figure 27 for detail breakdown) 
-58 ANTA -h BOLT 9 νο i RS el Teo 4 š E Gr ἐν, ες je no $ 12 BL 
-59 AN960Dl16L WASHER J.-L cos fo tae veu moves n hae 5 Sew dd e dle BL 
-60 AN502-416-10 SCREW ο. fuel cell filler)... iet νο ος A 8 BL 
-61 AN502-416-20 SCREW (Outboard fuel cell filler). . S. uu a a Ἕν Βλ 
-62 ΑΝΟΘΟΡΗ 161, WASHER . . . . ο ae ta να A . 16 BL 
-63 146-48150 CAP ASSEMBLY, Fuel cell "filler " m Seb cert fe A . 2 BL 
-64 146-48149 GASKET, Wing and fuselage cell filler. cap. Ds A 5 BL 
(only two used on inboard tank) 
-65 160-48150 SPACER, Wing and fuselage cell filler cap. . . . . s 3 2 BL 
-66 AN74-3 BOUM a o ο e omes ο. . 36 BL 
-67 AN960D416L WASHER. . . . . .. : ; Β A a . 36 BL 
-68 146-48190-1 DOOR ASSEMBLY, Outboard “wing fuel cell access LH " A a 1 BL 
146-48190-2 DOOR ASSEMBLY, Outboard wing fuel cell access RH . " : 1 BL 
-69 AN509-8-14 SCREW (AN507-832R10 used on RH door). . . . . . . . . . 2 BL 
-70 146-48192 SPACER, Outboard wing fuel cell access. . . . . ἢ . 1 BL 
-71 146-48149 GASKET, Wing and fuselage fuel cell filler. . . š : 2 BL 
-72 146-48191 . RING, Outboard wing fuel cell access. . . . E . 1 BL 
175-48008-11 FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section LH . . Ref BL 
(see figure 10 for next assembly 
175-48008-12 FUEL SYSTEM EQUIPMENT INSTALLATION, Wing center section RH Ref BL 
(see figure 10 for next assembly 
-73 175-48862-133 LINE ASSEMBLY, Wing inboard cell scupper overflow. 4 1 BL 
Section LH 
175-48862-134 LINE ASSEMBLY, Wing inboard cell scupper overflow. : 3 1 BL 
section RH 
-74 AN821-6D ELBOW. . . . ut un ER? ον ο πο e 5 2 BL 
-75 175-48862-131 LINE ASSEMBLY, Wing inboard cell scupper overflow. a è 1 BL 
section LH 
175-48862-132 LINE ASSEMBLY, Wing inboard cell scupper overflow. . E 1 BL 
section RH 
-76 AN815-6D UNIÓN: <<. 42. G6 x ᾱ ow d Ὁ xoxo SIN ES E οι e 1 BL 
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1 2 
H-175-48-24 
FIGURE 26 - FUEL LEVEL CONTROL VALVE ASSEMBLIES 
FIGURE & PART . d UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
26 FUEL LEVEL CONTROL VALVE ASSEMBLIES 
175-48111-1 . VALVE ASSEMBLY, Tip tank to wing tank fuel level control LH Ref 
(see figures 24 and 25 for next assemblies) 
175-48111-2 . VALVE ASSEMBLY, Tip tank to wing tank fuel level control RH Ref 
(see figures 24 and ne for next assemblies) 
-1 AN815-60 : a UNION. . . . . ο aera d XC o 1 
-2 AN934-89 ; a PACKING: 5 un de 50 6216. x 0X ἣν 4€ (909 οι Ὅν Ὁ 1 
-3 AN815-12D r a. UNTON τν A a i dee) τα. μα. ae, oS 2 
Y AN934-97 . . PACKING. a 3 
-5 . K1880D . . VALVE, Fuel level control revision "P" (KOE) ENE 1 
-6 175-48110-1 n ADAPTER, Tip tank to wing tank fuel level control. ME 1 
146-48128-11 . VALVE ASSEMBLY, Fuselage to wing tank fuel level control. . Ref 
(see figure 28 for next manh 
-T AN837 -16D è e EEBOW: un o2 ο aa a AA 1 
-8 AN924 -16D 3 A NUE 4. Row» ues fox wow G A 1 
-9 AN902-16 * . GASKET . . EET. 1 
-10 K1880D1 ` 1 VALVE ASSEMBLY, Fuel level control (κος) eres 1 
-11 AN902-12 . . GASKET .. i 1 
-12 146-48334 . . ADAPTER, Fuselage “to main cell fuel “transfer valve 1 
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H-175-48-26B 
FIGURE 27 - R2800 ENGINE FUEL SYSTEM STRAINER ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
27 175-48046-15 STRAINER ASSEMBLY, Fuel system R2800 engine . . gow a ue Ref 
(see figures 24 and 25 for next assemblies) 
-1 U-640A . STRAINER, Type C-5A (UA) .......2... e mes 1 
-2 AN816-4D . UNION... Eee Ορ aR -ᾱ 1 
-3 K9500A1 . VALVE, Fuel drain 1/8. pipe thread (KOE). A 1 
-4 AN912-1D = BUSHING. . . . . . . u à a τά’ Aa 1 
-5 AN914-2D . ELBOW. . NE RR AR 1 
-6 175-47094 . FITTING ASSEMBLY, οὐ dilution restrictor. E wee 1 α 
-7 AN822-16-12D s BLEBOWS a e --- oc 7 ὧν, Gey tet ce Wes quo a ole See 1 
-8 AN914-6D . ELBOW. EI A «νον ος πε 1 
-9 AN913-6D ss 1.6 oso š x 1 
-10 AN823-16-12D . ELBOW. . .. .. «. " E $ 1 m 
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H-175-48-27A 


FIGURE 28 - FORWARD INBOARD WING FUEL CELL FITTINGS 
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ΑΝ 01-60AABA-4 Group Assembly Parts List 





WING (Cont) 
HGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
98 Νο Number FORWARD INBOARD WING FUEL CELL FITTINGS . . . Wie uncus ovs; REL 
: (see figure 24 and 24A for next assemblies) 
NOTE: Quantities listed per one installation except as noted 
-1 146-48003-1 3 CELL ASSEMBLY, Forward inboard wing LH. . . . e . . s . . .. 1 
(see figure 29 for detail breakdown) 
146-48003-2 n CELL ASSEMBLY, Forward inboard wing RH. . . . . . . . . +... 1 
(see figure 29 for detail breakdown) 
-2 AN7A-4 é BOLT. E “Gish ein δ ο ο Εκ. ew le 36 
-3 ΑΝΟΘΟΡΗ 161, * WASHER. . « . = +... νο © 5. on 5, ο ος Rose PI “Ne Suse. 36 
-4 AN310-4 s NUT ἐκ ὁ. -ᾱ ux νο es 4Y BA να | « $ de a Ay š . 4 
-5 AN960D416 . WASHER. ... PES "IN ME $c S CO ebay i-o ἃ 4 
-6 2w14 ` WASHER, Eccentric (NA). E a tds ος A ως ix S 4 
-7 NAS184-4-5 : STUD, Fine thread . . . r : s; RUM vu 4 
-8 146-11314 FITTING, WCS fuel cell tie rod upper support. LE ας ae τῷ 4 
ATTACHING PARTS 
-9 AN502-416-8 A SCREW- 6. 4m oce ar a A A Ὅς ζω WDR oer ND e 24 
-10 AN960D! 161, E WASHER; Plain... QU we RE X NL ense teo) dE τϕ ὦ 98 
PE APO 
-11 146-11315 ^ FITTING, WCS fuel cell tie rod lower support. . . . s . . . . 4 
ATTACHING PARTS 
-12 AN502-416-8 s i SCREW rs Seles “δῦ 
-13 AN960D4.16L s. WASHER: e se er “5. ey se, ce a Su S D WS BOO Sins Ge ee wo ror. i 
A, PRA 
-14 146-48102 T INTERCONNECTOR ASSEMBLY, Forward to rear cell fuel. . . . . . 2 
ATTACHING PARTS 
-15 AN4-6A αμ ο a Ca ο et a ae Bk BO a A τῷ pog 6 
-16 AN74-27 2^. SBODT A UN det 16 
-17 AN960D416L s^ WASHERS: 0x Xx. ea a de ios a UE naa a D 
Fe TUS, μμ 
-18  146-48103 .  INTERCONNECTOR ASSEMBLY, Forward to rear cell fuel. . . . . . 1 
ATTACHING PARTS 
-19 ANTA -27 v ο ΟΥΡ ΙΝ bye) ta UM ceo S OR DELIS e 8 
-20 AN960D416L $ WASHER gre) ἀπώσω aa ee we Re» UN a 6 Mele arcu" eli 8 
E, RAM 
-21 146-48128-11 . VALVE ASSEMBLY, Fuselage to wing tank fuel level control. . . 1 
{see figure 25 for detail breakdown) 
-22 AN74-4 . BOLT: uM Ie x ESL een a det oe BO PIU d 12 
-23 AN960D4 16L r WASHER. 100 ie ala car ο o ow ο a ee Y ot Wal ater, E 12 
-24 AN3-4A Σ BOLT. ο ο ο Send a φῦ a Do A 3 
-25 AN960D10L * WASHER. . . . +. . FE ος, οὐ E de GaSe τς “ας OS: ἐς ο Ὁ 3 
-26 1146-8133 E CLIP, Fuselage to wing tank fuel level control, . . . Rue VENUE 3 
valve mounting 
-eT TF21400-13 PUMP, Fuel booster (TP) (contains (WXL) A19A6097 motor) . . . 1 
ATTACHING PARTS d 
-28 AN502-416-10 τ SCREW: sa) ὋΝ ὅπου a a OA Se cog 5 4 
-29 AN960D416L " WASHER’... κ; vc cap 155 Gd e one mE προ Ὁ cw aite τῳ Ὁ. ολ e E ος “Ὁ 12 
-30 AN74-4 . BOLT. s o .. να je Sota e ca 8 
-31 146-48125 ; CLIP, Forward fuel” cell booster pump support. "ES μή. ὃν 8 
Macon om ων 
-32 146-48199 2 ELBOW, LH main fuel cell booster pump seal drain. $ ere 1 
-33 175-48122-1 à ADAPTER ASSEMBLY,- Forward fuel cell vent line outlet LH EDT 1 
175-48122-2 ADAPTER ASSEMBLY, Forward fuel cell vent line outlet RH... 1 
ATTACHING PARTS 
-34 AN4H22 O SP ο πο at nay doy Mee Gees GL REEL eps ae Sd 1 
-35 ANQ60D4 16 s WASHER u ws a Roi. US V ων, e Te das cet scis 1 
-36 ANÓ227 -5 S PACKING ia xxu Ὁ oo atea ros oh ei oW A vie ον. ρος DD 1 
πως οσα 
-37 146-48223-15 . ADAPTER ASSEMBLY, Forward fuel cell vent line to cell . . .. 1 
attaching 
ATTACHING PARTS 
-38 AN74-17 v. BOB s μα τῶ φον a a ae 8 
-39 AN960Dl 161, X AWASHBRV ο it Rs al ta 8 
rns ir Mas in gp 
-40 AN507-632-6 x . SCREW. . . ua CE ETE LE EE 2 
-41 146-48224 A . ADAPTER ASSEMBLY, “Forward fuel cell vent line. 5. a 1 
upper outlet 
-42 146-48227 » + GASKET, Forward fuel cell vent outlet. . . . . a . e e . . 1 
-43 146-48226 . . SPRING, Forward fuel cell vent conical . . . wo eu oum s 1 
-44 146-48225 3 PIN, Forward fuel cell vent line upper adapter ας 1 
-45 146-48222 $ , SPIDER, Forward fuel cell vent line to cell lower movable. 1 
-46 146-48221 » ; ADAPTER, Forward fuel cell vent line lower outlet. . . . . 1 
-47 146-48228 E . BALL, Forward fuel cell vent outlet. . . . . . . . . . . . 1 
-48 175-48220 5 CUP, Forward fuel cell vent ball retaining . . . . . . . . 1 
-49 175-48127 E GASKET, Forward fuel cell vent ball retaining cup . . . . . . 1 
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WING (Cont) 














H-175-48-28 





FIGURE 29 - FORWARD OUTBOARD AND REAR CELL WING FUEL FITTINGS 


FIGURE & PART S UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


99 No Number LH AND RH FORWARD OUTBOARD AND REAR CELL WING FUEL FITTINGS . . Ref 
(see figures 24 and 25 for next assembly) 
NOTE: Quantities listed per one installation except as noted 
-1 146-48004-1 CELL ASSEMBLY, Forward outboard wing LH. . . . s e . . . s 1 
(see figure 30 for detail breakdown) 
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AN 01-60AABA-4 Group Assembly Parts List 


WING (Cont) 











FIGURE 4 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
29 146-48004 -2 CELL ASSEMBLY, Forward outboard wing ΠΗ... . ....... 1 
(see figure 30 for detail breakdown) 
-2 146-48005-1 τ CELL ASSY, Rear wing LH m fig. 30 for detall breakdown). 1 
146-48005-2 a CELL ASSY, Rear wing RH (see fig. 30 for detail breakdown). 1 
-3 146-48105 s ADAPTER ASSEMBLY, Inboard wing cell fuel check valve. ; 2 
ATTACHING PARTS 
-4 AN74-20 E BOLT ων -ᾱ- Wc E ον ος Tende Ἠῶ» See Bt Us qct y E rus Oe τν ος GE, SS E 4 
-5 AN960D416L 5 WASHERS. 5 ae can ete, Επ ο xoi οἱ παω. 4 
-6 2W1AL17-17-81 . WASHER, Plain (NA). ποιο fs X64 09, wor Go Re Mi eo 4 
iri PS 
-T NAS51-25 à +»: RING, External retainer. . . . š 7 1 
-8 146-48145 ‘ . PIN, Inboard to outboard wing cell fuel check valve. 1 
-9 146-48107 . s ARM, Inboard to outboard wing cell fuel check valve. ¿ 1 
-10 146-48108 : . DISC, Inboard to outboard wing cell fuel check valve . . . 1 
-11 146-48109 A - WASHER, Inboard to outboard wing cell fuel check valve . . 1 
-12 2W1C9-38-43 ; . WASHER, Plain (ΝΑ). . . . a 1 
-13 146-48106 : ADAPTER, Inboard to outboard wing cell fuel check. valve. . 1 
14 146-48104 : INTERCONNECTOR, Inboard to outboard wing cell fuel and vent . 4 
upper and lower 
ATTACHING PARTS 
-15 AN74-17 F BOLT 5x3. eb Per A aha te ee he a eat. ae! v 288 
-16 AN960Dl16L x^ UWASHERS ze UOS oe de qr ο ο o wore sso B 
A IES 
-17 15416-48151 ADAPTER ASSEMBLY, Outboard wing cell fuel sump drain. . . 2 
ATTACHING PARTS 
-18 AN74-4 EEUU ο ο ο νο, AT Nee ep a i E A e 8 
-19 ΑΝΟΘΟΡΗ 161, 5 WASHER ο ο ο αν Té: πο”. 8 
πως ποσο 
-20 146-48144 . . ADAPTER, Outboard wing cell fuel sump drain. . . . . . . 2 
-21 6σβ 85Ο A . VALVE ASSEMBLY, Draper (OTAD) o Sou ata o o εδ S 2 
-22 AN365-428 * NUT. ter ser Ye Sts Tan SUME a S. ye: as, fei, uil “ies ὦ 2 
-23 2w14 : WASHER, Eccentric (NA). EE P wow decks sce 2 
-24 130-48111 -' STUD, Fuel fuselage cell support. a Ὁ a Wo ces, Me pat nas ο Uta 2 
-25 AN935-416L ᾳ WASHER. wu Ye ὧν "6, ww "etes dU ce Sus oe "T FID 2 
-26 AN960D416L . WASHERS ca ο ον v Ger We! (e were uy TE τος S ECC Μο 2 
-27 AN3H10A x BOLT: ο ο ow ο ο ο e O Sesion oe ce ore 4 
-28 AN960D10L . WASHER. . . . . zo pure. “ay τον rales CA 
-29 175-48143 . ADAPTER, Aft wing cell fuel vent outlet elbow PET 1 
-30 169-48333 : GASKET, Fuel cell wing aft vent outlet elbow. . . . . . . . . 1 
-31 AN6227-31 " PACKING . . . . UR Aue arise. rior. ο νο Der ccn ο en seven T 1 
-32 146-48116-21 ADAPTER ASSEMBLY, Aft wing cell fuel vent . . . . . . . . . . 1 
ATTACHING PARTS 5 
-33 AN4H5A H BOLT a ο ο elt Se, EAS TOW S ah at, vere e ee rw g 
-34 AN960D416L ss WASHER 2» ει ο y a ae ως nea Pus Es 10 
-35 ANTA -4 S BOLTS a aale ο ey. era kel ο a A ada 8 
on ed αν 
-36 NAS51-25 A . RING, External retainer. . . pa ᾧ 1 
-37 146-48145 : . PIN, Inboard to outboard wing cell fuel check valve. πα 1 
-38 146-48119-11 : + SPRING, Aft wing cell fuel vent outlet . . . . . . s e . . 1 
-39 146-48118-11 0 . ARM, Aft wing cell fuel vent outlet. E e 1 
-40 146-48108 > Š DISC, Inboard .to outboard wing cell fuel check valve 9) nays 1 
-41 146-48109 , » WASHER, Inboard to outboard wing cell fuel check valve . . 1 
-42 2W1C9-40-43 .  . WASHER, Plain (NA)... ; wat ος αι δα ως νι 
-43 146-48117-10 > ADAPTER, Aft wing cell fuel vent outlet. Sa ο ὃν δν 1 
-44 TF31400-14 PUMP, Fuel booster (TP) (contains WXL AL9AG097 motor) EET 1 
ATTACHING PARTS 
-45 AN74-6 BOUT anes ο Mota τὰν e Ua es A AR ο ο ο a a da 8 
-46 AN960D16L t WASHER. e coa wo Ie m Rey a m τω ὧν να dE obs ws o woe AP 
-47 AN502 -416-14 $ SCREW . . . . Siam» NE. ds Cu S sS ος ος εν, [e Viae e, 4 
-48 146-48127-1 : SUPPORT, Aft wing cell booster pump LH. xl ο”. 1 
-49 146-48127-2 è SUPPORT, Aft wing cell booster pump RH. . . . . . .. E aie 1 
epi Dm 
-50 : 14246-48199 n ELBOW, Main fuel cell booster pump seal drain . . . . . . . . 1 
-51 160-48861-67 5 HOSE ASSEMBLY, Fuel aft wing cell to fuselage adapter . . . . 1 
-52 160-48126 A ADAPTER, Aft wing cell fuel line to fuselage. . . . . . . . . 1 
-53 AN365-1032 S τν Gow ρω eU Poet eee E 8 MM DNE 
-54 AN960D10L a © WASHER ο es tas dec ον ων V3 bom rotes. μ.ο. UB 
-55 AN3-6A s" BOLT: 6e WU ae a o ed a URS νο ος ρω, 4 
-56 ANO24-16D ge) SNUBS nes GA ους τν RARE: iy N 
-57  AFO34-101 2 POPACKINO ene aca ο Αια uod. era a ce iD ie TETEE. 
-58  ANB37-16D 5. — ELBOW eg: hee enian eels ο... ca eas d 
-59 146-48240 2 SPACER, Aft wing fuel cell booster pump. . I νο ες 1 
-6ο 146-48241 : GASKET, Aft wing fuel cell booster pump . . a nd D τὸ 1 
-61 AN310-4 s NUT LI uda MI e mere ELEC Ue lee τος ο χε. UE . ο * wow s 7 
-62 AN960D416 ο WASHER. ο ads arena, Sov vet ο ώς) Αλλο tae cee vane ος D aiia 7 
-63 2W14 - WASHER, Eccentric (NA). . . . . . . . . . E V E e 7 
-64 NAS184-4 -5 ds STUD, Fine thread . . s > PECES w des ed ce 7 
-65 146-11314 A FITTING, WCS fuel cell tie τος upper support. RM Jo 1 
-66 AN502-416-8 eS SCREW e τς τες ow Sh ae Bp Ser ah ου. s .. 6 
-67 AN960DH16L * WASHER. . . . er el uw E eis 6 
-68 146-11315 FITTING, WCS fuel cell tie rod lower support. NE 5 vs 1 
ATTACHING PARTS 
-69 AN502-416-8 se SCREW Αρ ο, w 5o» ve eee eh le ea SOA eee Rai Ὁ 
-το ΑΝΟΘΟΡΗ 161, - WASHER 2. ο το ws cia Te ας e Deo qns T Ye Lares «ον Ὁ 6 
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AN 01-60AABA-4 
WING (Cont) 


FIGURE 30 - WING CENTER SECTION FUEL CELLS 





H-175-48-29A 








FIGURE & 


INDEX NUMBER 


30 


PART 
NUMBER 


146-48003-1 
146 -48003-2 


146-48003-3 
146 -48003 -4 
146 -48003-5 
146-48003-7 
AN4130-22 
AN4130-6 
AN4130-26 
146-48003-11 
146-48003-9 
146-48003-15 
146 -48003-13 
AN4130-23 
AN4130-7 
AN4135-1 
146-48003-20 
146-48003-17 
146-48003-18 
146-48004-1 
146-48004-2 
146-48004 -3 
146 -48004 -4 
146-48004-9 
AN4130-7 
AN4130-22 
AN4130-6 

146 -48004 -7 
AN4130-23 
146 -48004 -5 
146 -48004-10 
146-48005-1 
146-48005-2 
146-48005-3 
146-48005 -4 
AN4127 -6 
146-48005-6 
AN4135-11 
AN4128 
AN4131 
ANTh-3 
AN!130-6 
146-58005-7 
146-48005-5 


. 


AN ΟἹ -6ΟΛΑΡΑ -ἠ 
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Section Íl 
Group Assembly Parts List 


UNITS USEABLE ON 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
WING CENTER SECTION FUEL CELLS 
CELL ASSEMBLY, Forward inboard wing LH g Ref 
(see figure 28 for next assembly) 
CELL ASSEMBLY, Forward inboard wing RH . si p feo. RET 
(see figure 28 for next assembly) 
. CELL, Forward inboard wing LH... $8 1 
. CELL, Forward inboard wing RH . . . . . . . . . . e ο ο 1 
. FITTING, Forward inboard wing vent and interconnector . . t 
. FITTING, Forward inboard ae tie down. y πα e d L 
s PETTING 2 23 - 94 $ $ 3 . Ss 4 
SOCGBODDPING- o $4 Ὁ ο 0:09 vom a n x ws 3 
. PITTING 2 025. — es $ ar ad 1 
. FITTING, Forward “inboard "wing vent. ws sd A 1 
. FITTING, Forward inboard wing vent. . mt. $fs s 2 
. OVAL HOLE COVER, Forward inboard wing . “ P 2 1 
. FITTING, Forward inboard PE access. $ B 2 1 
a νι x0 ᾱ- Ὁ t oe ` . 4 4 
ec. SEIEN. eo Lis CV. se) Sot, να ss -ῳ- s * " Reds ΜΝ 1 
BEDDING xy x ἑ r l 
FITTING, Forward “inboard "wing gauge Sa ; e T 
BAFFLE, LH forward inboard wing . "mes e 1 
BAFFLE, RH forward inboard wing ... a e πα ο 1 
CELL ASSEMBLY, Forward outboard wing LH (see figure 99). . . Ref 
CELL ASSEMBLY, Forward outboard wing RH (see figure 29). . Ref 
CELL, Forward outboard wing LH. . « E ^w ὦ ἃ 1 
. CELL, Forward outboard wing RH. . . HM " » BR 
. FITTING, Forward outboard wing tie down s * " 3 
FITTING 6232-9 29 8 ue ue s P H 1 
PITTING 4 ος x a ς f ; 1 
FITTING 5 woo A ο a he e eR s ο ο cim det ᾱ- CS al 
FITTING, Forward outboard wing vent and interconnector. 4 
FITTING ... Wp AK ai ο St ae wee, ἀφ dc 8, Sar se 1 
FITTING, Forward outboard wing drain. RC Re we Ὁ 1 
FITTING, Forward outboard wing access A . $ ou 1 
CELL ASSEMBLY, Rear wing LH (see figure 29 . - . Ref 
CELL ASSEMBLY, Rear wing RH (see figure 29 wa τῷ Ref 
. CELL, Rear wing LH. ........ BA Gh Uus κ ᾱ Ὁ ἃν τὰ T 1 
. CELL, Rear wing RH. Vi τε) ter e τῶν o A i ; x NS 1 
cCOEITIING a x ο. κ. OR - s DA MEI E. 1 
. FITTING, Rear wing "arain. s € uw e eos m ca 1 
. FITTING . Xue. ο ο DOT p icem E ue τὸ sve se AE 1 
. FITTING . . . . s di χω; a e Tog s . ww Wo cs 1 
« FITTING . ο ο STAR OUS XE NE Ὁ s x e 1 
« “BOLT... e ce E E SCC a 5 $3 i ay wae 3 22 
. FITTING . tum. ub ιο ot NS a g " 1 
. FITTING, Rear wing "fuel interconnector. es "Em í l 
. FITTING, Rear wing vent interconnector. es ᾿ᾷ n 2 





TTVYN ο... ου στ O 


Section Íl 


τ ΑΝ O1-GOAABA-4 
Group Assembly Parts List 


WING (Cont) 





mE FIGURE 31 - OUTER WING INSTRUMENT AND ELECTRICAL EQUIPMENT 
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-3 
-4 
=D 


-6 

-7 

-8 

-9 

-10 
-11 
-12 
-13 
-3i 
-15 
-16 
-1T 
-18 
-19 
-20 
-21 
-22 
-23 
-2i 
-25 
-26 


-27 
-28 
-29 
-30 


PART 
NUMBER 


175-51012 


No Number 








ΑΝ 01-60AABA-4 


WING (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


OUTER WING INSTRUMENT AND ELECTRICAL EQUIPMENT 


TRANSMITTER INSTALLATION, Remote compass instrument. 
(see figure 4 for next μη 
. TRANSMITTER REMOTE COMPASS (GFP). Hg Wo. ve 
(Navy stock No. R88T1950- 50) 


ATTACHING PARTS 


5B18ChA 


a JA 


146-54014-1 
146-54014-2 


AN3032-5 
AN3122-1524 
AN3042-1 
AN3042-2 
146-54208 
146-54206-3 
NAS50-106 
BZTRO1T 
AN365-632 
2W1P9-10-32 
AN515-6R28 
146-54237-7 
AN3030-9 
AN3121-313 
AN3040-1A 
AN505C4-10 
AN365B440 
AN3057-12 
AN3106-20-278 
AN3057 -4 
AN3108-10SLÀS 
146-54237-9 
146-54237-3 
146-54237-5 
40095 

40093 

156- 21028 
NAS45-6-1 
2250-1 
2250-2 


oe of ο ο 9 n ο 


oe ο ee 2. 


. BOLT, Corrosion resistant (NA). . . . . . . . . . 


ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Wing outer 
LH (see figure ἃ for next assembly) i 
ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Wing outer 


RH (see ftgure 4 for next assembly) 
. LIGHT ASSEMBLY. Gee wee Ὁ αἱ ο όν οί Ὁ Ὁ -ᾱ 
e DAMP $204 -ᾱ -ᾱ-ᾱ --ᾳ- Je ce Se ο α πα κ Ὡς ο Ἔ 
ο COVER Acus Seb, ode αν AO eh isl τοῦ aio δι εν, ο. ὃν κῷ. δα e e 
s COVER 5 5. - ὅς eit Sats we ain Cay Sar νυν 


CUSHION, Wing tip tank electrical disconnect plu 
CONNECTOR ASSEMBLY, Wing tip fuel tank light. 
RING, Internal retainer . . s? wes E^. RRA 
SWITCH, Wing tip fuel tank (Mics). 

NUT . ES oe 
WASHER; Plain (NA). ὄνομ e DS 
SCREW... Wo ww s 
CONDUIT, Electrical wiring “harness. — 
LIGHT ASSEMBLY. . . . . + * 

LAMP. . . . . . 

SCREW . . . . . 

NUT . : ο. e usa 
. ADAPTER (remote compass). 

. PLUG (remote compass) . . 

. ADAPTER (hydraulic cylinder). Ν Sa 
PLUG (hydraulic aileron boost cylinder) 
CONDUIT, Electrical wiring harness (left w 
CONDUIT, Electrical wiring harness. NS S 
CONDUIT, Electrical wiring harness. . . . . . .. 
STRIP ASSEMBLY, Fixed end connector LH (ARP). 
BLOCK ASSEMBLY, Knife disconnect connector RH 


e 9 9» 4 4 ὁ 4 2 ὁ ὁ (de s s 


©. e os es o 
. ο 


oe ee ο ο 
9 


i 


oe 9 o. 5 ο n n 


CED left wing only). 


et e n 


ng oniy) 


(ARP) 


oe ο ο t t 9 n9 


COVER ASSY, LH WOP sta 292 electrical terminal connector 
PANEL ASSEMBLY, Electrical connector LH . . . ... 
RING, Bonding RD n wing ος bs oss ὑφ Re νῷ τῷ 
. RING, Bonding 
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H-175-51-169 


FIGURE 32 - LH AND RH WING FUEL QUANTITY GAGE SYSTEM INSTRUMENT EQUIPMENT INSTALLATION 
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AN O1-60AABA-4 


WING (Cont) 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32 175-51021-1 INSTRUMENT EQUIPMENT INSTALLATION, Wing fuel quantity gage. . . . Ref 
system LH (seé figure 3 for next assembly) 
175-51021-2 INSTRUMENT EQUIPMENT INSTALLATION, Wing fuel quantity gage. . . . Ref 
system RH (see figure 3 for next assembly) 
-1 175-51054-75 . LEAD ASSY, Wing tip disconnect to wing fold terminal strip LH. i 
175-51054-79 . LEAD ASSY, Wing tip disconnect to wing fold terminal SETIP RH. 1 
-2 Α3ΟΙΗΗΡ3 . CLAMP (TIN). τν” A E S X cs Es 
175-51068-1 + DISCONNECT ASSEMBLY, Tip tank fuel gage "system LH. IPIS . T 
175-51068-2 . DISCONNECT ASSEMBLY, Tip tank fuel gage system RH. . V een ων 1 
-3 384034 s % PLUG, Adapter 400 cycle pacitron gage (SA)... ον ον. e. ne 1 
-4 384033 A -PLUG, Adapter coaxial cable pusieron gage (SA) . a 1 
2W1-32-36-.040 WASHER, Plain- (NA)... . oa ο t qe eo ο -.αᾱ 
175-51068-3 R TUBE, Tip tank fuel gage System disconnect A ES 1 
-5 175-51072 A PLATE ASSEMBLY, Tip tank fuel gage system disconnect απ 1 
-6 :175-51069 x - TUBE ASSEMBLY, Tip tank fuel gage system disconnect. . . . 1 
-7 175-51070 E li SPRING, Compression. . . . . . > ^ š ας ντ l 
-8 175-51098-1 qu a BRACKET, Tip tank fuel gage system disconnect LH DRM ER 1 
175-51098-2 we Ye BRACKET, Tip tank fuel gage system disconnect RH . . . . +. 1 
-9 AN392-27 25 4 PIN tó eds ζω mue tud sg $33 οκ κ ᾳ ας JENA i 
-10 AN960CA PNE" WASHER . . . . . eà V. τν, a $x NEP EE a lw ede 8 
-11 AN520-10R on e SCREW; 33e Fe 0799 EIER tee ar nis PES € ouv i si Gore 2 
-12 AN960C10L $. ye WASHER +. wo ow wo ox * ow Uu T ig ον e. je ολ ο εν ὅτε 2 
-13 AN345-10 NUT. ὋΣ ο δι fen 92-6 or LE. ser μὴν .. s w ον fe "EE 2 
ATTACHING PARTS 
-14 AN520-416R8 Llano EE" ES exem. Uu 
-15 AN365-428 A techies ei Sm ence ορ Row hi ντ 3 
dii o ME un 
-16 175-51061-9 . CONDUIT, Coaxial cable harness LH. . . . . +... +. + Sh fad 1 
175-51061-11 . CONDUIT, Coaxial cable harness RH. .... ac te er Sul eee. oF “ο ον 1 
-17 175-51054-35 . LEAD ASSY, Wing tip disconnect to wing fold disconnect LH ^ 1 
175-51054-39 . LEAD ASSY, Wing tip disconnect to wing fold disconnect RH. . . 1 
-18 175-51061-7 . CONDUIT, Coaxial cable harness . . . ero enum" ouo. AW ὃς ος dE 1 
-19 295134-16A . GROMMET, Wire protecting split (MKL) . ΜᾺ ον doris κά τας EO 
-20 ο. . RECEPTACLE (IPC) . ; RN ea aa «Ὁ 
-21 UG306/U . ADAPTER, Right angle (rpc): AP RE a bist 2a) e dey, Joe SO UDIN 3 
-22 175-51061-5 1 CONDUIT, Coaxial cable harness sie . e deal cad 
-23 175-51054- En . LEAD ASSEMBLY, Wing fold disconnect to relay box at. ys ὃς won 1 
fuselage station 254.645 LH 
175-51054-41 . LEAD ASSEMBLY, Wing fold disconnect to relay box at. . . . . . 1 
fuselage station 254.645 LH 
-24 175-51054-47 . LEAD ASSEMBLY, Outboard wing cell probe to inboard wing. . .. 1 
cell outboard probe LH 
175-51054-63 . LEAD ASSEMBLY, Outboard wing cell probe to inboard wing. . . . 1 
. cell outboard probe RH 
-25 175-51054-49 . LEAD ASSEMBLY, Outboard wing cell probe to inboard wing. . . . 1 
cell outboard probe LH 
175-51054-65 . LEAD' ASSEMBLY, Outboard wing cell probe to inboard wing. ... 1 
i cell outboard probe RH 
-26 175-51054-43 . LEAD ASSEMBLY, Aft wing cell probe to outbd wing cell probe LH 1 
175-51054-59. . LEAD ASSEMBLY, Aft wing cell probe to outbd wing cell probe RH 1 
-27 175-51054-45 . LEAD ASSEMBLY, Aft wing cell probe to outbd wing cell probe LH 1 
. 175-51054-61 . LEAD ASSEMBLY, Aft wing cell probe to outbd wing cell probe RH 1 
-28 175-51054-51 . LEAD ASSEMBLY, Aft wing cell probe to inbd probe inbd cell LH. 1 
175-51054-67 . LEAD ASSEMBLY, Aft wing cell probe to inbd probe inbd cell RH. 1 
-29 175-51054-53 . LEAD ASSEMBLY, Aft wing cell probe to inbd probe inbd cell LH. 1 
175-51054-69 . LEAD ASSEMBLY, Aft wing cell probe to inbd probe inbd cell RH. 1 
-30 175-51054-55 . LEAD ASSEMBLY, Inboard wing cell inboard probe to relay box. 1 
at fuselage station 254.645 LH 
175-51054-71 . LEAD ASSEMBLY, Inboard wing cell inboard probe to relay box. 1 
at fuselage station 254.645 RH 
-31 175-51054-57 . LEAD ASSEMBLY, Inboard wing cell inboard probe to terminal . . 1 
K strip at fuselage station 254.645 LH 
175-51054-73 . LEAD ASSEMBLY, Inboard wing cell inboard probe to terminal. 1 
strip at fuselage station 254.645 RH 
-32 175-51061-3 . CONDUIT, Coaxial cable harness . . . "LEE" H 
-33 A3044F4 . CLAMP (TIN). : .. 13 
-34 381001H0171 . TANK UNIT ASSEMBLY, “Non compensated E 35000 BC “250 ΝΒ dial. en i 1 
a ^ entry top mounted pacitron gage (SA) 
-35 175-51057-1 . SUPPORT ASSEMBLY, WCS station 107-7/8 aft fuel gage probe LH. 1 
175-51057-2 . SUPPORT ASSEMBLY, WCS station 107-7/8 aft fuel gage probe RH. 1 
-36 .175-51058-1 . SUPPORT ASSEMBLY, WCS station 107-7/8 forward fuel probe LH . 1 
175-51058-2 . SUPPORT ASSEMBLY, WCS station 107-7/8 forward fuel probe RH. 1 
-31 ΑΝΠΗΡΑ 5. BOLT ο ο φον. cR xd ο ο sv 9.9. κ. SiO 
-38 ΑΝΠΗΘΑ a BOUT. . 23 ο Ne, ἵει Sar ας τεῳ ος . pista ὁ 16 
-39 AN507 -1032B8 ο leur. e ee gaa, ce data ο Dee cer Ro Om uel SP wa es D aue rm Rr cmo Be 516 
-40 AN960D416 . WASHER . .-. . «4. . PE Y 
-41 38100360170 . TANK UNIT ASSEMBLY (Outboard wing fuel tank) ) (sa): ασ EAT. ας αν 1 
-42 175-51059 - "SUPPORT ASSEMBLY, WCS station 70.5 fuel gage probe . . . . +. + 2 
-43 381003H0172 1 TANK UNIT ASSEMBLY (Aft wing fuel tank) (SA) . . . . . + Y. ss 1 
-44 175-51056 . SUPPORT ASSEMBLY, WCS station 58-1/2 fuel probe. . . . . . +. + 2 
-45 3810030133 | ‘TANK UNIT ASSEMBLY (Inboard main. wing fuel tank) (SA). 2. 9 εις 1 
385008 i . ADAPTER, Right angle (SA). ba E eee per tie . Me. 
-46 175-51062 SUPPORT, WCS station 20- 1/4 fuel gage probe. cs S ra ra ta Y 
-47 AN520-1032-10 SCREW μμ. ue o. X DOR PES E XS C4 ο ο” ᾱ $. fes τῷ € kei 2 
-48 ΑΝΤΗ-5 BOGT Le woga δρ αν TET κας ον A ος κια b e oS .. 24 
LI - 
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H-175-51-26A 


FIGURE 33 - WING CENTER SECTION INSTRUMENT EQUIPMENT INSTALLATION 
Tt 








FIGURE & 


INDEX NUMBER 


-11 
-12 
-13 
-14 
-15 


-16 
-17 


-18 
-19 
-20 


-21 
-22 
-23 
-24 
-25 
-26 
-27 
-28 


PART 
NUMBER 


175-51011 
No Number 


No Number 
146-51043-11 


146-51043 -13 
146-51044-11 
146-51044-15 


P9OlM 
AN365-1032 
AN960D10 
AN3-4 
AN960D10L 
160-51076 
AN912-1D 
AN826-4D 
AN818-4D 
AN819-4Z 


951 
146-51801-31 


AN816-4D 
146-51801-35 


156-51100 
No Number 
184 -48160 


AN914-8D 
175-48039 
K9500A1 
160-51077 
ANQ60D416L 
AN365-428 
AN520-416R18 
2W1AL16-48-64 


AN 01-60AABA-4 
WING (Cont) 


2 3 4 5 6 7 


NOMENCLATURE 
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Group Assembly Parts List 


INSTRUMENT EQUIPMENT INSTALLATION, Wing center section. 


(see figure 9 for next assembly) 


WING CENTER SECTION PITOT TUBE LINES . 
(see figure 34 for detail breakdown 


BULB TEMPERATURE (GFP) (Navy stock No. R8 


ee . æ o o 


890). . 


LEAD ASSEMBLY, Cylinder head temperature . . . .. 


instrument LH engine 


LEAD ASSEMBLY, Cylinder head temperature . . . . . 


instrument LH engine 


LEAD ASSEMBLY, Cylinder head temperature . . . . . 


instrument RH engine 


LEAD ASSEMBLY, Cylinder head temperature . . . . . 


instrument RH engine 
PRESSURE SWITCH, 


NUT uode ος ο ox. “δν US de. tes dey οι is 
WASHER . . . . . . . . OM uer yes ey Ἵν e 
BOLT: i. ον ος a uo m oo E Ry cR 
WASHER 6 wood ou. 0 wc ὥς: 9 de τὰ, rs 
BRACKET, Stall warning switch mounting 
BUSHING © 45: 4 50 c9 ἃν cxx wo E e το 
TEES ο ὃς 3€ 4-04 OS . Sr cR de 
NUT. ra cr AA 
SLEEVE... S. GE ao Se κο Πόζναν 
SUMP, Drain (NA) š Gr ESAS? essen Tet fer te 
LINE ASSEMBLY, Stall warning drain tee 


port section 2 
NIPPLE 5 43 
LINE ASSEMBLY, Stall 
section 2 
VENT ASSEMBLY, Stall 


warning static. 


FUEL FLOW METER (GFP) (Navy stock No. 


warning drain tee 


Pilots stall warning differential 


eee 
$. 19-09. e NC 
Nee rs om ot n ng 
a 

Geeky Paes 
Do... . eee ο n 


Boo... 9 0 n9 ο 


ho o... 
o 
ks] 
Ώ 


eo. ο ο ο. 


to static port. 


R88T1965- 000). 


ELBOW, Emergency fuel pump outlet (supersedes 175 -48048 for. 


future procurement) 
ELBOW. . . . 


ELBOW, R2800 engine “fuel flow. meter inlet. 


VALVE ASSEMBLY, Drain (KOE). . . . 
BRACKET ASSEMBLY, Fuel 
WASHER. . . . . + 
NUT. s 2-4 ws 
SCREW. . . S eis 
WASHER, Plain (NA) 


. . e o «. 


. . 
D» . . © ot n 
e 0 e ee o ο 
. os 8 8 . 


. 


. 


. 


flow meter support. 


. 


oe © we we 9 » o 
$9 c£. .. ο 
e... 91 9 9 2 


. 
. 
. 
. 
. 
. 
. 


ee ο 


. 
. 
. 


ee 9 c9 ο ο ο 


9 6 ee ο ο 


ee 9 we ew . 


oe we o. 9 9 n n 


ee ee ο ο ο 5 


UNITS USEABLE ON 
PER ASSY. CODE 
Ref 
Ref 
4 
1 AD 
Ne cc 
1 AD 
1 σο 
1 
3 
6 
4 
4 
1 
2 
ο 
2 
2 
2 
1 
2 
1 
1 
2 Ρ 
2 P 
2 P 
2 P 
2 P 
2 Ρ 
20 P 
14 P 
8 Ρ 
8 Ρ 
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He175-51-17A 


FIGURE 34 - WING PITOT TUBE LINES 
UNITS USEABLE ON 


FIGURE & — PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
34 WING PITOT TUBE LINES 
NOTE: All equipment listed used on right wing only 
No Number . WING CENTER SECTION PITOT LINES (see fig. 33 for next assy). Ref 
-1 156-51108 - . SWIVEL ASSEMBLY, Airspeed static and pitot lines inboard. 1 
-2 156-51116 e . . NUT, Airspeed line swivel. . . . . . +. s'e . ««.«. 2 
-3 AN960-1016L e 4st «wv. WASHER: ^ ave IIS M. ο ο ο ο 2 











ΑΝ 01-60AABA-4 
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WING (Cont) \ 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
34-4 156-51110 ee e . SWIVEL, Airspeed line. . . . . .. . 4... 4. rn E 2 
-5 156-51111 oe dá . SHAFT, Airspeed line. . . . qM PECES . 1 
-6 AN6227-11 NES . PAC; ING i en τῷ ο ον CO, 9; pail Gr πάν. ee τν Set ο 4 
-7 156-51113 AO BRACKET, Airspeed line "swivel inboard . . . . . . ooo 1 
-8 ANSHOA 2. 4$. BOLTS nos ο yee ο ο ο ay Gg eine see e Canas d 
-9 AN365-428 V ose κ ο Ny ο ο ole tah aio toe ον PN ο el tar E . 1 
-10 AN4 -23A ghoi BOLT... ... . Bet, ο δν δν Gash, ce τον E 1 
-11 146-51801-58 M LINE ASSEMBLY, Suivel drain tee to inboard swivel ipe 1 
-12 146-51801-60 S c LINE ASSEMBLY, Swivel drain tee to inboard swivel (static) 1 
-13 AN824 -4D : E TEE. ον ν .ᾱ ere ο ie ide αν. ο ο ο Se ο ο f ο Ὅς, eg, 2 
-14 981 š + - -:SUMP, Drain (Na) . Sivek. (ey o ern a Moses et a) er iet ce sre A $ 4 
-15 AN819-4Z s E SLEEVE A cu ώρας ἽΝ᾽ 4 
-16 AN818-4D Vx NUD o9 s š : — . as cet ἃ 
-17 146-58101-62 O LINE ASSY, Inbd "swivel to nàc drain tee (patot) sect. lv ος 1 
-18 146-58101-70 6) 8% LINE ASSY, Inbd swivel to nac drain tee (static) sect. 1. 1 
-19 AN832-4D οἱ 3 UNION: 060€ Ὁ ο fo ie e di Io goo eee a RI e 4 
-20 AN924 -4D A š NUT. aa Wow oe x wow ee ar e E demus car O s te E 4 
-21 AN960D716 ý . WASHER: ce. ayes. ac IE VU Ter ο ο a jel ahs ve ce, E las das ou 4 
-22 146-51801-64 "E" LINE ASSY, Inbd swivel to nac drain tee (pitot) sect. 2. . 1 
-23 146-51801-72 να. LINE ASSY, Inbd swivel to nac drain tee (static) sect. 2. 1 
-24 146-51801-66 E LINE ASSY, Inbd swivel to nac drain tee (pitot) sect. 3. . 1 
-25 146-41801-74 EA LINE ASSY, Inbd. swivel to nac drain tee (static) sect. 3 . 1 
-26 AN815-4D à . κ ασ uo Ax de AER AAA A AN ρα j 4 
-27 146-51801-68 "LA LINE ASSY, Inbd swivel to nac drain tee (pitot sect. Y : 1 
-28 146-51801-76 E La LINE ASSY, Inbd swivel to nac drain tee (static) sect. κ 1 
-29 ANS24 -4D š s TEE. ο E ee DAT a a ee eR O E ei -ᾱ 2 
-30 146-51801-122 e LINE ASSY, Nacelle drain tee to fus drain tee (pitot). : 1 
-31 146-51801-124 "EN LINE ASSY, Nacelle drain tee to fus drain tee (static) . . 1 
-32 146-51801-80 FABER LINE ASSY, Nacelle drain tee to fus drain tee (pitot). . . 1 
-33 146-51801-90 a fh LINE ASSY, Nacelle drain tee to fus drain tee (static) . . 1 
-34 3384-3 "D GROMMET, Line support. . . . s s . e s e . . ew ew ον» ο» 15 
156-51106-1 . SUPPORT INSTL, Airspeed boom WOP (see fig. ! for next assy). . Ref 
-35 156-51104 "coils FITTING, Airspeed boom WOP main spar support . $ xe 1 
-36 156-51105-3 "M FITTING, Airspeed boom WOP main spar support Wo ιός T E 1 
156-51106-11 . SUPPORT INSTL, Airspeed boom WOP (see fig. ! for next assy). . Ref 
-37 156-51105-5 "RE" FITTING, Airspeed boom WOP front spar support. . . . . . . 1 
-38 AN4 -30Α PC: BOLT v 2 $09.16 doy A vee ee CS 2 
-39 AN4-6A are 1 BOLT ο ο, ο) ο αὖ ο ae el ee, τῳ ον Toy ο ο“. 2 
-40 AN960D416 v p WASHER) 5 35.0509 ο ον € πα Φις ο RI wr. ο Ge a dA Del ct ἃ 4 
-41 AN960D416L a ὁ WASHER 60000 fei di A a a ee ο -ᾱ- ae le 4 
-42 AN365-428 » x NUT. "D z $ A i^ dp anra al ἴα D 4 
-43 156-51107 al a BOOM ASSEMBLY, Wing outer panel airspeed Puel a ο ο 1 
-44 156-51107-11 RM . BOOM ASSEMBLY, Wing outer panel airepsed. P EEE 1 
-45 AN5816-2 ad ES . TUBE, (Navy stock NO. R88T3305) . del ra. wal Bat capte Lii] a 1 
-46 AN507-640-4 EN . SCREW Ea tap ie $08 osse. 4 o... ce ROL 
-47 156-51107-12 e Ls . LEAD ASSEMBLY, "Wing outer panel àirspeed. we (RE ae 1 
-48 AN815-4D eo tt V X UNION". ιν ο sa eue. Fe ὥς CR. Ὅν τὸ UR, quo. at τῳ Due d 2 
-49 AN6270-4-9 a he πη HOSE ASSEMBLY .........-.α«. CE ο 1 
-50 AN6270-4-10-3/4 ο, s HOSE ASSEMBLY . . . ce ο ο . 1 
-51 156-51115-3 me? s . SPACER, Wing outer panel “airspeed boom lines. . . . . . 4 
-52 156-51115-5 wi . SPACER, Wing outer panel airspeed boom lines. . . . . . 2 
-53 156-51115-7 e. AS SPACER, Wing outer panel airspeed boom lines. ο... 2 
156-51112 ay Sy LINES INSTALLATION, Wing outer panel instrument. €. o . Ref 
(see figure for next assembly) 
-54 AN6271-4-7-5/8 4 a, “HOSE ASSEMBLY; 4. x τν ie a Ὁ.» ος ον e at UB 
-55 AN927-4D wy u ELBOW 3:55.52 Dé em eh, fe? ο ο ο nie Tap ο μα ας 2 
-56 AN902 -4 s: . τος Be ο a aa ο Tee eee A 
-57 AN924 -4D "RP NUT ο sie Ee Qe Rr a ttd Bp κ οδών d. μμ JI Se ο ιδ 2 
-58 AN815-4D ES UNION. . . . "e . ο «ὁ : "Ex 2 
-59 156-51109 SOME SWIVEL ASSEMBLY, Airspeed stati ic and pito ot lines outboard. 1 
-60 156-51116 "S . NUT, Airspeed line swivel . . . . ee cae ο. 2 
-61 AN960D1016L - wu . WASHER. . . . ο ο tee e. 4. la^ CE) u€ 297 Sai CET ο 2 
-62 156-51110 e. x SWIVEL, Airspeed line 1... a ale PEERS 2 
-63 156-51111 PT . SHAFT, Airspeed line swivel... ud y SP oe -- 1 
-64 AN6227-11 e . 9 PACKING FECE e 9 9 4 € € TEN EUN ER ο Y 
-65 156-51114 et Za BRACKET, Airspeed line swivel outboard. wr να. τω κών wii 1 
-66 AN365-1032 ο μονά Ac πο Ne tI e JB 
-67 AN96OD1OL «ce. WASHER: o (Loo ena bo ral al ata Ὅν e a en a gt 
-68 AN3-21A eU or BOLE wo E eee ὃν kh je δν κκ Ἔ κ CET Ra RANA 1 
-69 AN502-10-12 et «τῷ SCREW. . . . . ET á e . end 1 
-το -146-51801-52 a 4s LINE ASSY, Qutbd wing drain tee to swivel (pitot) sect. 1. 1 
-71 146-51801-54 >. ος LINE ASSY, Outbd wing drain tee to swivel (static) sect. 1 1 
-72 AN824 -4D e s jd 5 κ. αν a mg ie eR? Ὁ ye ο gee eS "un νὰ 2 
-73 AN818-4D ay KS NUT. a E E A A E a ee a eas 2 
-74 AN819-4Z A SLEEVE . . . es Sah RSA ves ο ο Io οσα de UC ο” 2 
-75 9S1 AA SUMP, Drain (NA) ; s: bat. : > 2 
-76 146-51801-56 cus LINE ASSEMBLY, Airspeed boom to outboard wing drain. . . . i 
tee (static) section 2 
-TT 146-51801-48 yoa LINE ASSEMBLY, Airspeed boom to outboard wing drain. . . . 1 
tee (pitot) Section 1 
-78 AN821-4D ee e ELBOW. . . . . r , A 1 
-79 146-51801-50 "MAN" LINE ASSEMBLY, Airspeed “boom to outboard wing drain tee. . 1 
(static) section 1 
-80 AN815-4D ee UUNION. 2 τος ος 3-9 νεο a ae et eet A eo e Boe ard e 
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FIGURE 35 - LH AND RH ELECTRICAL AILERON TRIM TAB ACTUATOR BOX 
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INSTALLATION 


H-175-54-28A 
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Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
35 146-54250-101 BOX INSTALLATION, Electrical aileron trim tab actuator LH. . . Ref “AB 
(see figure 7 for next assembly 
146-54250-102 BOX INSTALLATION, Electrical aileron trim tab actuator RH. Ref AB 
See figure 7 for next assembly) 
146-54250-201 BOX INSTALLATION, Electrical aileron trim tab actuator LH. . Ref BW 
see figure 7 for next assembly) 
146-54250-202 BOX INSTALLATION, Electrical aileron trim tab actuator RH. . . Ref BW 
(see figure 7 for next assembly) 
-1 AN365 -832 μμ erroe pete erg Wee 4 eso EUR Ep © ip awk ες) Ὅν ae τν 1 
-2 AN960D8 WASHER. . . . + * 2 
-3 184-52356 STUD, Aileron trim tab 'adjüsting arm "(184- 52356 together. R 1 ΒΝ 
with 184-52355 supersedes 146-54281 for 
future procurement 
-4 AN315-3 . NUT cal e a 1 BW 
-5 184 -52355 . SCREW, Aileron trim tab adjusting arm (1842 52355 “together s 1 BW 
with 184-52356 supersedes 146-54281 for 
future procurement 
146-54281 . STUD, Aileron trim tab adjusting arm (superseded by . . ; 1 AB 
184-52355 and 184-52356 for future procurement) 
-6 AN960-10L WASHER. . . . > 4 AR 
-τ 175-54739-5 FORK, Elevator “and "aileron "trim tab position” indicator. a 1 AB 
- 146-54272-901 BOX ASSEMBLY, Elevator trim tab position indicator. . z 1 ΑΒ 
(supersedes 146-54272-100 for future procurement) 
see figure 65 for detail breakdown) 
175-54750-601 BOX ASSEMBLY, Trim tab electrical control complete. . p l BW 
Pipi 175-54750-201 for future procurement) 
See figure 65 for detail breakdown) 
ATTACHING PARTS 
-9 AN515-8R8 SCREW ο ae a a RA a es Uus wu a 4 AB 
-10 ANQ60D8 WASHER ο ας PWG) a? ca Ὃν by WO yos qe o yor BE (4 ese ee 4 AB 
-11 AN935-8L WASHER... vm uu Us hme we RAGS tn d AB 
ως Ee. - 
-12 AN530-6-6 š SCREW; ον ὦ Ὁ Ὁ a olg cu a Ἕν . 2 AB 
-13 ΑΝΟΘΟΡΕΙ, . . WASHER . . ar at tas ae τα á 2 AB 
-14 146-54361-7 . . COVER, Electrical trim tab indicator box . . . re 1 AB 
146-54272-31 . . SUB ASSEMBLY, Electrical trim tab indicator box. ο ο 1 ΑΒ 
-15 146-54360-9 . . . BOX ASSEMBLY, Electrical trim tab indicator box vs 1 AB 
-16 146-54366 a “CLIP, Electrical trim tab indicator switch mounting , 1 AB 
-17 A5980-6290° -3 - . . NUT, Angle anchor type (ΤῚΝ). ........... 1 AB 
-18 146-54272-23 y e cx FISH PAPER (os No. Ee — DE 1 AB 
-19 146-54272-27 . . . FISH PAPER GE No. 530 ee nie euer ap Jw Ju cat ο ο 1l AB 
-20 AN507-632R6 . . SCREW... πο ο ας 2 AB 
-21 146-54367-5 . . ANGLE, Electrical trim tab indicator switch mounting . . 1 AB 
-22 ANQ60D6L τα WASHER: νο ας oe Wha ial ae ον λος " 6: AB 
-23 22TM62 s «ΚΟΠ (EN). τε SR a Sa ae oe ee th - 6 AB 
-24 AN507-632R16 . . SCREW. EC OCT EE e «5 RE M 4 AB 
-25 W27RDTC . SWITCH (ΜΟ8}᾽ . . . A T MM E 2 AB 
-26 AN507 -632R6 SCREW. . . y WC RO uU. LUE ee ae ue 2 AB 
-27 146-54367-3 P ANGLE, Electrical trim tab indicator switch mounting . . 1 AB 
-28 AN931B6-10 "p" GROMMET, s ως 1 AB 
-29 7813-632-7A . . SCREW, 100° flush “head corrosion resistant (NA) . A s 4 AB 
-30 2W18-6L 472 WASHER, Flat μονο uu D WU E aoe au 4 AB 
-31 AN365-632 $C NU TA a a A a Ἐν 4 AB 
-32 AN507 -632R5 > » SCREW. . .. ined qd. Ένα πε 1 ΑΒ 
-33 1506-1 9 WASHER, Countersunk tooth lock (δη) | e fo ge ID 1 AB 
-34 146-54363 nef BEARING, Electrical trim tab indicator actuator, . $6 1 AB 
-35 175-54740-20 o os ACTUATOR ASSEMBLY, Electrical trim tab indicator . . . . 1 AB 
-36 146-54364 + . SCREW, Electrical trim tab indicator switch adjustment . 2 AB 
-37 146-54271 + . SCREW, Electrical trim tab indicator switch adjusting. . 1 AB 
-38 146-54293 * FOLLOWER, Electrical trim tab indicator travel adjustment 1 AB 
-39 AN515-4R6 ο. ΠΡΟΒΕΝ re? iat uA eh E ο ee. Ves αν ο ος ode A 2 AB 
-40 ANQ60D4L 4l WASHER C545 ἃ x. nV a ace a a ue qe SL Mah (ο e 4 AB 
-41 AN365-440 6C. NUT. V3 "m 2 AB 
-42 146 -54368 . . CLIP, Electrical trim tab indicator “adjusting screw. . . 1 AB 
-43 146-54283 ES WASHER, Trim tab box assembly spring . . . . . . + $ s 1 AB 
-44 175-54736 . . ARM, Electrical trim tab connecting. . . . .. n. 1 AB 
-45 AN960D10L Ἐν... a WASHER "Er «^e ο ο Dude cie. san Sa? fe 1 AB 
184 -54719-3 ὃς da POTENTIOMETER " ASSEMBLY, “Electrical trim tab box. .... 1 AB 
-46 AN936A6 . . . WASHER, . ο ο ο... 4 3 AB 
-47 2W18-6L Dol l WASHER, Flat (NA). E EC S 3 AB 
-48 AN515-6R7 - . . SCREM .. . 3 AB 
-49 184 -54716 . . . SUPPORT ASSEMBLY, Electrical trim tab potentiometer 4 1 ΑΒ 
4B19-S6-008 Yas Se BUSHING, Press-fit plain (NA).......... 1 AB 
A5980-6Z90”-3 s 1 a NUT, Speed. GIN). loo C C OR iLi 1 AB 
-50 52-022-094-0625 i os c; PIN, Roll (EN) . M ο E ris euo ev. eid Ne 1 AB 
-51 175-54760 > God a GEAR, Trim tab electrical control box pinion. . . .. 1 AB 
-52 746111 NM POTENTIOMETER (FAC). E E MERE LE τν 1 AB 
-53 AN659-1 Do. TERMINAL. . 2... . e. uen my a a . . $^ en de 2 AB 
-54 AN3057-6A . το ADAPTER. ts ne ο er o IRI TS ten AS Sx. Ag 2 
-55 AN3101A14S5P . . RECEPTACLE. . . . . . » ον es “ο οτι joy Li ee ^ue s 1 
-56 AN3106A10SL3P 4 PHUG 4. τς ὁ Os teres . 3 E EE A 25. νὲ 1 
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H-175-51-13 


FIGURE 36 - LH AND RH FUEL QUANTITY GAGE SYSTEM TIP TANKS INSTRUMENT SYSTEM EQUIPMENT INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
36 175-51024-1 INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Fuel quantity gage. . . Ref 
system tip tanks LH (see figure 21 for next assembly) 
175-51024-2 INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Fuel quantity gage. Ref 
system tip tanks RH (see figure 21 for next assembly) 
-1 38100640179 . TANK UNIT ASSEMBLY i) EN » ο D de ce "ED 
-2 38100640180 . TANK UNIT ASSEMBLY (SA). . IE ών, xa d 
-3 AN737RM74 -: ΟΌΆΜΡ,, i o a de a, Goh Toh Te eser iaa a e depa: ο . 8 
-4 384010-32 . LEAD ASSEMBLY, 400 (SA). . . . . . us Deb Eu ον. σον. 1 
-5 384002 -32 . CABLE ASSEMBLY, Coax (SA). . . « . . . ee we we ee we ον Ὁ 1 
-6 384010-23 . LEAD ASSEMBLY, 400 (SA). . . . . + + ο der ο ο ο 1 
-7 384002 -23 . CABLE ASSEMBLY, Coax (SA). . . . . . HP IPS s eos 1 
-8 384038 . FITTING, Feed through 400 (SA) . . . . « . . . 4. 4. 4 . ... 2me o d 
-9 384005 . TEE, Lead 400 (SA) . . . . . . . . . S22. So m ο. aS 1 
-10 UG492A/U . FITTING, Feed through coax (SA). . . . . . soes s . eee PE 1 
-11 UG274U . LEAD ASSEMBLY, 400 (SA). . . +. . +... ee ee eee ew ο ο n 1 
-12 384002 -12 . CABLE ASSEMBLY, Coax (SA). . . . . πα ο ο ο. 
-13 384010-12 . LEAD ASSEMBLY, 400 (SA). . . . . +. . co ἅν ο ο πμ... 
-14 384035 . ADAPTER, Bulkhead EM ο μας ο. «ο 1 
-15 384036 . ADAPTER, Bulkhead (SA) . . . . . . eee . ον . . . . . . +. 1 
a A AA AAA AA A A A AA A A RN 
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H-175-54-25 


FIGURE 37 - WING CENTER SECTION ELECTRICAL SYSTEM EQUIPMENT INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER L 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
37 146-54013-25 ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Wing center section . . Ref 
(see figure 9.for next assembly) ᾿ 


-1 146-54237-15 
146-54237-13 
-2 156-54055-3 


CONDUIT, Electrical wiring harness ep Side); voe 2 
CONDUIT, Electrical wiring harness (right side) . . . . . .. 1 
CONDUIT, Electrical reciprocating engine ignition (left side) 1 
CONDUIT, Electrical reciprocating engine ignition (right side) 1 
2 
2 
f 


156-54055-5 . 

-3 AN3106-10SL3S . PLUG. ... oo © © © © © © e . o ὁ ο ο ὁ ο ὁ 0 o « ὁ ο ο " 

-4 AN3057 -4 . ADAPTER . . . «© e ὁ © «e ὁ ο © ὁ e ὁ ὁ ὁ ὁ e * ὁ e * ὁ e * ο 
146-54203 i LIGHT INSTALLATION, Electrical approach . . . . . . . . . . . Re 

-5 AN507 -832R8 " . SCREW (left side only) . . . e s s e s 4... r.c. « 16 

-6 146-54203-10 : . DOOR ASSEMBLY, Approach light (left side only) . . . . + + 1 

-7 146-54203-6 E o FRAME, Approach light door (left side only). . . . . . 1 

-8 AN507-632F8 E δ. ὦ SCREW (left side only) . . . . ss . . eseo’ ... 10 

-9 AN960D6 n . . WASHER (left side only). . . +... . +... . 4... . . 10 

-10 KN365-632 M os NUT (left side Only) «u.s sce et ae ee ee Se rey Vus d 

-11 146-54203-5 5 ef s GLASS, Approach light door (left side only). . . . . + 1 

-12 146-54203-7 > 2 ow PLATE, Approach light door glass retaining . . . . +. . 4 

(left side only) . 

-13 AN507-832R10 ^ ^. ie SCREW (left side only) . . . . o... 4. eon n 4 

-14 AN960D8 o - . WASHER (left side only). . . . +. +. . 4. 4. «κ.» 4 

-15 AN365-832 ς d. -ᾱ NUT (left side only) . . « . s see o es soas oo 4 

-16 146-54203-8 E a -ᾱ GASKET, Approach light mtg bracket (left side only). . 4 

-17 146-54203-3 : a ον BRACKET, Approach light mtg bracket (left side only) . 1 

-18 146-54203-4 . E a BRACKET, Approach light inbd mtg (left side only)... 1 

-19 NAF1024 -2 . oi ts LIGHT ASSEMBLY, Approach single contact. . . . . . e . 1 

(USN drawing 67883) (left side only) 

-20 AN520-10R7 s E SCREW (left side only) . . . . . s s s e 4 ee eee 6 

-21 AN960D10L * MOT WASHER (left side only). . . . . . s . 4... . see ee 12 

-22 AN365-1032 . o NUT (left side only) . . . . . . . . . a AES eos 6 

-23 AN3124 -307 . . . LAM (left side only). . . . . esoe ee ee eee ee 1 

-24 160-54011-7 Š LEAD ASSEMBLY, Electric engine temp control (left side only). 1 AD 
160-54011-8 : LEAD ASSEMBLY, Electric engine.temp control (right side only) 1 AD 
160-54011-15 š LEAD ASSEMBLY, Electric engine temp control (left side only). 1 cc 
160-54011-16 $ LEAD ASSEMBLY, Electric engine temp control (right side only) 1 ος 

-25 AN5537-1 7 . CONNECTOR ASSEMBLY . . +. . +. © © © es © © © © © © we we ew n 1 

-26 AN3106-16-133 5 so PLUG. ο a ο «οι αἳ qox A πι ο ο ο οφ 9S «δὲ ovi ο” 1 

-27 AN3057 -8 A a ADAPTER -o 25: ο) ena Br a a e a Se 1 

AA eee e a 
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FIGURE 38 - LH AND RH WING OUTBOARD PANEL SURFACE CONTROLS INSTALLATION 
82 











Section Íl 


ΑΝ 01-60AABA-4 Group Assembly Parts List 
WING (Cont) 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
3 146-52006-1 SURFACE CONTROLS INSTALLATION, Wing outboard panel LH . . . . . Ref | 
(see figure ἃ for next assembly) 
146-52006-2 SURFACE CONTROLS INSTALLATION, Wing outboard panel RH. . . . . .Ref 
(see figure ! for next assembly) 
-1 AN210-2A v- PULLEY- 5, Vox ο ὦ ls ο ο A A oS 
-2 146-48826 . SPRING, Tip tank release return. . . ο ος, m ce wee, Tee a ο 
-3 146-48814 . CABLE ASSEMBLY, Tip tank release outboard. ον ἃ Xo de uni, 
-4 175-52318 . ROD ASSEMBLY, Aileron control wing break to boost. ολ E a eg «1 
ATTACHING PARTS 
-5 AN310-4 s NUT one gia IMS ie ο ο a ves ὡς ον Ay ο Ὁ Se CTS ο) ον wanda ὧν XS 2 
-6 AN960D416 . WASHER... οἱ fe οὔ; soie) toe wer cd 
-7 NAS54-14 . BOLT, Close tolerance alloy steel Cyn 28 (magnetic inspected). 2 
ey, μη 
-8 175-52320 a. ὃν ROD END ASSEMBLY, Aileron control wing outboard. .. so 2 
-9 AN316-8R E NUT. . $$ a 
-10 175-52319 v ^s ADAPTER ASSEMBLY, “aileron control wing c outboard "rod. toe Ὁ 
-11 AN310-4 e μμ 9p v m Fete We. aa T ce EL ho ae ας We o ok ue e. ἃ .. 2 
-12 AN960D416 . WASHER . . . . . ue 8 
-13 NAS54-13 . BOLT, Close tolerance alloy steel “1/82 “28 (magnetic inspected). 1 
146-523168-1' s BELLCRANK INSTALLATION, Aileron control outboard LH. . . . .Ref 
146-523168-2 . BELLCRANK INSTALLATION, Aileron control outboard ΠΗ... . . .Ref 
214 160-52339 ROD ASSEMBLY, Alleron boost follow-up. . . . . . . . . . . 21 
ATTACHING PARTS k 
-15 AN310-4 NUT (magnetic inspected) " , ο Ὁ Nea eye ix 
-16 AN174-13 e BOLT (magnetic inspected). εν ον iie doen 23. ke deb 1 
-17 AN960D416 e οὗ WASHER & o 2o Ὁ δ ον 79. wwe . δν Sa S P ev sd 
-18 AN960D416L ve. Ὁ WASHER. i -ᾱ- a eee OS 6 ἃ . . eue ts tal 
wm PA 
-19 AREA κ...“ . END, Bearing rod (544)................-:. 1 
-20 AN316-5R τ > ο NUT ox -ᾱ ος νι ολ ρα ὃς e 
-21 169-52323 ατα . BEARING, Aileron” control push pull “pod. Rem. wes τα) ᾱἳ AD 
160-52339-3 PE" . SUB ASSEMBLY, Aileron boost follow-up . . . . . . . . . 1 
-22 146-523152 E 1% .. ΕΝΡ ASSEMBLY, Aileron control inboard push pull rod 2 
160-52339-5 wo r$ oon oi TUBE, Aileron boost follow-up . . . . . . . . . . . 1 
-23 160-52386-1 NEC BELLCRANK, Aileron codtrol outboard LH . . . . . . . . . . 1 
160-52386-2 BELLCRANK, Aileron control outboard RH . . . . .. .. .. 1 
ATTACHING PARTS 
-24 AN310-5 £s NUT (magnetic inspected) . M: Elmo Vale se) ο cR se at ate. Ub 
-25 AN175-42 S ES BOLT (magnetic inspected). Se fale LIE I ee SB NOS qs ds ed 
-26 AN960D516 v es WASHER. . 4 3 ο. Ex. 3€ 0$ 7o €x ὃς GS πρ ών NE AT 1 
-27 AN960D516L Vr que WASHER. oca 2: 2*5 x wv os Sat ee a a Ua α; nero oe UE OS 1 
κ -ο- 
-28 146-523107 Lo E CHANNEL, Aileron horn rigging. . . . Xon πο. 
-29 146-52333-1 4 4 SUPPORT ASSEMBLY, Aileron control boost sector BH. aim. α 
146-52333-2 SUPPORT ASSEMBLY, Aileron control boost sector RH. .... 1 
ATTACHING PARTS 
-30 AN365-428 $c NUT. . .. — m ; x ο . MN. 6 
-31 ANY-7A zs BOLT (magnetic inspected). E δα dex να τον cy $ 4 
-32 ANH -11A . M BOLT. 2 act Say os LOU ΟΡ” “et ῳ a es $ 2 
-33 AN960D416L e c (WASHER 2 : 0.2 402 4 ος ας e B Sog. o> Ee εν ; 4 
-34 AN960D416 e fe. WASHER: a o. v A a coin je te E . 8 
ve o PR 
-35 AN207D5 ο ο Μο ο ο) own 6 e a Y ee data dí 
-36 AN200K5 a . BEARING... ο, url 
175-520102-1 . LOCK ASSEMBLY AND INSTALLATION, “aileron” surface control. . . Ref 
175-520102-2 . LOCK ASSEMBLY AND INSTALLATION, Aileron surface control. . . .Ref 
-37 AN960D616L s ow UWASHER soe e Xxx Wok ce τα ον ew wh ape! TE Le im oe ὅ, ue 
-38 AN396-31 uou" BING ος usu eurer μερος nb 
-39 175-5209h . à BUNGEE ASSEMBLY, Aleron surface lock return ie os .. 1 
-40 AN320-4 eux. μα e πι με ο e na? del ον να... 
-41 AN960D416L E é WASHER: s is... ο). ah Be. νι oe da sr Se a arc zie, 2 
-42 AN24-22 e BOLT l1 02 V. s ο i. ο ο GOL aM ο“ ew dl 
-43 146-523121 dí de SPACER, Aileron' lock arm ES i so el Gas hen τὸ Me stus Wu aed 
-44 146-52397-1 a SPRING, Aileron control lock hook LH PEDE CE el 
146-52397-2 : SPRING, Aileron control lock hook RH . . . . . . . . . a 1 
-45 146-52398-1 n ARM, Aileron lock hook operating LH. . . . . . . . . . «-- 4b 
146-52398-2 "ET ARM, Aileron lock hook operating RH. wu tas ο Se ze Vertu, α 
-46 146-52396-1 - . HOOK ASSEMBLY, Aileron lock LH. ............. 1 
146-52396-2 ¿Na HOOK ASSEMBLY, Aileron lock RH . . . . . . . . . . " 1 
-47 RBC4 Sh aag . BEARING (RBC) - : a pP e 1 
-48 .175-520109-1 ᾱ- 6 SUPPORT ASSEMBLY, Aileron. control" lock ΤΗΣ e a ES e. 
175-520109-2 SUPPORT ASSEMBLY, Aileron control lock RH. E MEE S 
ATTACHING PARTS : 2 
-49 AN365-1032 z NUES ista rar are jas ο ο ed an Que sic as des DD 
-50 AN960D10 . . WASHER . . . . DIM QUID PRECES EUR 
-51 NAS221-13 ay sa SCREW, Brazier head “Phillips recess alloy steel. . . . . . 1 
sn n vns ME die aa 
-52 AN364 -1032 : NUT. as ο ο ο ee RPM ου BÉ t.e D 
-53 AN960D10L A WASHER . . . ο ο κε γεινῶν μὰς ολο 4 
-54 NAS43DD3-10 %2 3 SPACER, Screw and "bolt ΕΟ η. ΠΠ i 2 
-55 AN23-9A é BOET ᾳ..-ῳ- Ὁ dou ο) eh ο ης S Uer ο προ at ταν Sue νι ge 
-56 AN210-2A S PULLEY... " Roe 1 
-57 146 -52330-1 - CONTROL INSTALLATION, “aileron outboard wing break LH | . . . .Ref 
146-52330-2 . CONTROL INSTALLATION, Aileron outboard wing break RH . . . . .Ref 


(see figure 39 for detail breakdown 
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H-175-52-3 


FIGURE 39 - LH AND RH AILERON OUTBOARD WING BREAK CONTROL INSTALLATION 
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Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 7 NOMENCLATURE PER ASSY. CODE 
39 146-52330-1 CONTROL INSTALLATION, Aileron outboard wingbreak LH : Ref 

(see figure 38' for next assembly) 
146-52330-2 CONTROL INSTALLATION, Aileron outboard wingbreak RH . . .. Ref 
(see figure 38' for next assembly) 
NOTE Quantities listed as per one installation except as noted 
-1 146-52318 . ARM ASSEMBLY,  Aileron control wingbreak outboard folding 1 
ATTACHING PARTS ` 
-2 AN310-4 Ni A ete Roe NUN OU ay an hed ue 1 
3 AN960-116 σα ο ο LE NUES QE ECCO Wr aie End o 1 
-4 NAS54-20 - BOLT, Close tolerance alloy steel 1/4-28 . . . .. .. 1 
—— À A Ἂν δ 
-5 NAS77 -4-37 - . BUSHING, Flanged press fit steel E^ E 2 
-6 146-52366-10 . ROD ASSEMBLY, Aileron control wingbreak outboard ‘ 1 
(supersedes 146-52366 for future procurement) 
ATTACHING PARTS 
-7 AN310-4 NU a A 9 “apr ieee Se Me, e ee ο AERE Pe ο ιο 2 
-8 ANQ60-4161 ο κ ue eue ο Roe Ae Oe A vy Mes 1 
-9 AN960-416 . WASHER . . . . . . up n Le 2 
-10 NAS54-14 . BOLT, Close tolerance alloy Steel 1/4- 28 . . ae Tee toe e 1 
-11 NAS54-13 . BOLT, Close tolerance alloy steel 1/4-28 . . ; A 1 
a 
-12 156-52302 +. BEARING, Aileron control push pull rod e Ἢ 1 
-13 ΑΝ316-5Β ο NUD Sou Qe x zo St nod ο ο να gost oh SY Aine νύν š 1 
-14 REYPLS . . END, Bearing rod (FAF) (superseded by 184-52357) . E 1 
184-52357 . . BEARING, Aileron control push pull rod . " 1 
(supersedes RE4FLS for future procurement] 
-15 AN316-5L zx NUTS S ὃν ο. $ ο eG ca ο ar a pri 1 
-16 146-52340-3 . . END, Aileron boost follow. up rod AER τος; νε αν e. 1 
-17 146-52340-4 : END, Aileron boost follow-up rod . . p 1 
-18 146-52391 | BELLCRANK ASSEMBLY, Aileron control outboard "wingbreak . 1 
ATTACHING PARTS 
-19 NAS54H23 . BOLT, Close tolerance alloy steel 1/4-28 . . . . .. è 1 
άμμος ενα 
-20 AN200K4 . . BEARING. .... : . P 
-21 4S7-5-813 . . SPACER, Flanged dual bearing (NA) "E e i 
-22 146-523174-1 . HORN ASSEMBLY, Aileron control wingbreak outbd “complete LH. 1 
146-523174-2 . HORN ASSEMBLY, Aileron control wingbreak outbd complete RH. 1 
ATTACHING PARTS 
-23 AN310-6 ay μι A e vong «e tet o ο ii ins as πον Ye 1 
-24 AN960D616 a WASHER. T dv a A o a sen κ, hiis 2 
-25 NAS56-21 . BOLT, Close tolerance alloy steel 1/4-28 ......... 1 
E ES : 
-26 AN310-3 Εμ a OR cust des SUD! A ce vat e lens 3 
-27 AN3-14 A fac vies ο ο reple ο ο (a> Εμ” --- 3 
-28 AN960D10 ote WASHER: ero ο es Be eid Marte denies) αι ας, ee Ὁ ον Ree 3 
-29 AN960-10 ο WASHER- A A Ρα... 3 
-30 146-523164-1 - . PLATE, Aileron control wingbreak horn LH . . . . . . : 1 
146-523164-2 + . PLATE, Aileron control wingbreak horn RH . : af ne A 1 
146-523162-1 5 HORN ASSEMBLY,  Aileron control wingbreak horn LH A 5 1 
146-523162-2 + . HORN ASSEMBLY, Aileron control wingbreak horn RH . . 1 
-31 K6A +. . BEARING (PAF) . : E σι ος ES E nin i 2 
-32 486-6-0.302 A SPACER, Plain dual "bearing (NA) e ; 1 
-33 AN201K4A » . BEARING MOT &^ s A 2 
-34 146-523146 : SUPPORT, Aileron control wingbreak Sector outboard H of es 1 
ATTACHING PARTS 
-35 AN4-7A BOLT ra techs tad! Mar ο ο ΕΕ de 6 
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H-115-52-1A 


FIGURE 40 - WING CENTER PANEL SURFACE CONTROLS INSTALLATION 


FIGURE & 
INDEX NUMBER 


AO 


-1 
-2 


ΑΝ 01-60AABA-4 


WING (Cont) 


(see figure 41 for detail breakdown) 





Section li 


Group Assembly Parts List 


ee ee » α 


9 ot ο 9 9 9 . 


UNITS USEABLE ON 
PER ASSY. CODE 
. Ref 
18 


.. o. . . e o9 . n n 


eo... ο n9 


eo. +. . ο 5 95 9 » 9 o 


PART 
NUMBER , 1 2 3 4 s 6 7 NOMENCLATURE 
146-52005 SURFACE CONTROLS INSTALLATION, Wing center panel . 
(see figure 9 for next assembly) 
AN210-2A bl PULLEY απο A A O SÓ ep ο eo da 
160-43132 . FAIRLEAD, Engine control wing station 99.75 fire break LH . 
160-43133 . FAIRLEAD, Engine control wing station 99.75 fire break RH . 
146-48816 . CABLE ASSEMBLY, Tip tank release intermediate LH 
146-48117 . CABLE ASSEMBLY, Tip tank release intermediate RH 
146-523130 . CABLE ASSEMBLY, Aileron lock control outboard . . 
146-523131 . CABLE ASSEMBLY, Aileron unlock control outboard . 
AN320-3 ac NUT uet ο er, ve e ο ei Aq vo Um. C e alie. IE, οφ ο” 
AN960D10L ec WASHER có: ae ὁ ος “δ eve τας Ὁ A TV Aoc. EISE e 
AN23-9 v. BOET E o a An δὶ t = NT ὃν κᾶν «Ὁ β 
AN23-10 . BOLT o) ende uM G νην O ae 
AN23-13 . BOLT (aft) .... s > ost de ds 
146-523106 . LINK, Aileron lock control cable. , Soa HE 
146-523102 . CABLE ASSEMBLY, Aileron lock . . n 
28-C093-72-3/8 : CONTROL ASSEMBLY, "Tru-way" push pull (ACA) . 
146-523104 i CLEVIS, Aileron lock cable inboard .... P 
146-523103 - . CLEVIS, Aileron lock cable outboard M ο ανν GR Ye 
AN315-3R Se dates NUT A AE AA UA des er νῷ 9 ^s 
AN310-4: so NUT 35 Sis Sieh κο να” A p " ο 
AN4-22 a BOLT . 2.2 de we κο δ 5 Lis . és v 
AN960D416L e WASHER Οτο dw as dea i " . "ACE 
ΑΝΟΘΟΡΙΟΙ, WASHER > 4 e 0. ᾱ wow é 5 a ᾱ- Ea 
4§3D416-10 . SPACER, Bolt (m) Leu M cubus O ref ir be ete da 
4§3D416-34 . SPACER, Bolt (NA).......... oe 
146-523100 . LEVER ASSEMBLY, Aileron lock ... IPC ee 
AN201K4A + . BEARING . . . . . . Ss -ᾱ cd ts $ ot uw 
AN3-6A . BOT... ο Ing η v3 99 Jas . PES 
AN3-4A s ‘BOLT ++ 2. ES AS xr e 
AN310-2A v. PULLEY 3.6 erm E $ e ers 
AN210-6A £^ RULDEY a $4509. x nw ue! "Ὁ We oe Xe ege = Ge a Si EMSs 
AN210-4A . PULLEY x 7 " . at is 
146- 59357 CABLE ASSEMBLY, Aileron control center wing o utboa 
A 52606—-——— 4. ` UNIVERSAL ASSEMBLY, Flap drive shaft ...... 
0-52613 . . REDUCER, Flap árive shaft . .. ο“ 
~ie- 52607 : . TONGUE, Flap drive shaft universal . . . . . . 
1646E1 . ACTUATOR ASSEMBLY, Outboard flap dud (supersedes 
175-52605 for future procurement 
"e = 28003" 15 . ACTUATOR ASSEMBLY, Outboard flap ........ 
52603 . ACTUATOR ASSEMBLY, Outboard flap . . .. s e 
"«AN310-5 dE evo IUUD MM d e cR 
ANS-24 . BOLT (magnetic inspected) ....... Er eena 
ANQ60D516L . WASHER . . I MD Ce SR IET 
146-52610 BLOCK ASSEMBLY, Flap actuator pivot universal . . 
ATTACHING PARTS 
AN310-5 SS NUT. 1. ur ze ta e κ. πο ο κάν, 37:8. ο ος ure 
AN5-25 . BOLT (magnetic inspected) . . . . . . . . . . . . 
AN960D516L 4 WASHER 27 40 x» 3.68 e a . 
146-52611-3 . BUSHING, Flap actuator block bearing spacer . 
mum ανν " 
NAS2-201 A FITTING, Lubrication... 1 
4B17-7-50 3 BUSHING, Flanged press fit bronze (NA) . . . . 
4B19B5-104 : BUSHING, Press fit plain (NA) ... : 
146-52608 | BRACKET ASSEMBLY, Flap drive shaft bearing .. . 
1153-52604 . BEARING ASSEMBLY, Flap torque tube ndn ete . 
NAS2-101 = . . FITTING, Lubrication .. s 4 κ. ον 
153-52608 x . BEARING ASSEMBLY, Flap torque tube rs 
S5KDD HE BEARING (FAF) τ. uxo a. 4 e 
AN365-1032' v μις ο. ο 93s a pir κας ολ πει δι ας A: 
AN3-7A S . BOLT (magnetic inspected) . gU. Fae de a eaten te, ἂν ee 
ΑΝΘΘΟΡΙΟΙ, æ WASHER. %- ο. -ᾱ- 2.09.0504 ai um ᾱ- ὁ τῳ ο ο) a ala, Ὁ Ὅν ἐν 
146-52601-19 . SHAFT ASSEMBLY, Flap drive . . . +. ..... H 
146-52601-7 . SHAFT ASSEMBLY, Flap drive . . . . ..... : 
146-52601-5 . SHAFT ASSEMBLY, Flap drive .. c9 ὧι ἃ a tee 
146-52603 5 COLLAR, Flap drive shaft lock πο ee 
146-52604 è SPRING, Flap drive shaft collar .. ee scd 
15806-52605 . . PIVOT, Flap drive shaft bushing ....... 
146-52602 . . SLIDE, Flap drive shaft collar . . . . . . . . 
AN210-1A . PULLEY... ο. eve ^s 
AN210-1A . PULLEY (station 120 right side) . ο Ὃν ον ον Sat es 
156-48801 . FAIRLEAD, Fuel tip tank release inboard (rignt side) 
156-48802 . FAIRLEAD, Fuel tip tank release wing (right side). 
156-52329-1 . HORN INSTALLATION, Aileron control wingbreak inboard LH 
(see figure 41 for detail breakdown) 
146-52329-2 . HORN INSTALLATION,  Aileron control wingbreak inboard RH . 


η 


H 
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H-175-52-2 





FIGURE 41 - LH AND RH AILERON CONTROL WING BREAK INBOARD HORN INSTALLATION 
88 
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. 5 -h 
Group Assembly Parts List AN 01-60AABA 


WING (Cont) 


CENMEEOC---——————————''ÉOO ELE ON 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
AL 146 -52329-1 HORN INSTALLATION, Aileron control wing break inboard LH. . . . Ref 
i (see figure 40 for next assembly 
146-52329-2 HORN INSTALLATION, Aileron control wing break inboard RH... . . Ref 


(see figure 40 for next assembly 
NOTE: Quantities listed as per one installation except as noted 
-1 146 -52365-9 . ROD ASSEMBLY, Aileron control wing break inboard . . . . .. 1 
ATTACHING PARTS 
NUT. 





-2 AN320-4 1 
-3. NAS54-13 . BOLT, “close "tolerance “alloy "steel We “28 5 (magnetic inspected 1 
-à AN960DH16 < WASHER . +... 0... . +. ++ : 2 
won M un on 
-5 REAF5 me END, Bearing rod (PAR). . . . . . 4 4 eee +. +... n on n 1 
-6 AN316-5R eT uos NUT ο ο. 2 
-7 156 -52302 aa BEARING, “aileron “control push pull σωμα ο. 1 
(altered from (FAF) part No. RE4F5) 
-8 146-52365-5 . . ROD SUB ASSEMBLY, Aileron control wing break inboard. . . 1 i 
-9 146-523160 Τσ END ASSEMBLY, Aileron control wing break inboard . . . 1 
push pull rod (forward) 
146-523215 . . . END, Aileron control wing break inboard push pull. ye 1 
(rod (aft) 
-10 146 -52364 . SECTOR ASSEMBLY, Aileron control wing break. 1 
ATTACHING PARTS à 
-11 AN310-4 . NUT. 1 
-12 NAS54-15 . BOLT, “Close "tolerance “alloy "steel an 28 B (magnetic inspected) 1 
-13᾽ ANQ60D416 WASHER ο Go ec ca. Bo om : A 2 
ρε νεα 
-14 AN200K4 . .... BEARING . . . 2 
-15 486-4-0.094 - . . SPACER, Plain dual “bearing “(nay . 1 
-16 146-52375-1 . BRACKET ASSEMBLY, Aileron control bellerank ἘΠῚ » 1 
146-52375-2 . BRACKET ASSEMBLY, Aileron control bellerank RH... . 1 
ATTACHING PARTS 
-17 ANA -12A E ο ow bate Sa Bera we ο YR Cu AL es 1 
-18 ANA -6A ο Dc. ο A te ARUM ΟΙ Ην. 2 
-19 AN4-5A 4 BOLT o3 0 {ο 0e δν oe . y . š 3 1 
-20 AN960D!16 « WASHER «2-4 9 wow s 3 Nn A A 4 
-21 146 -52317 ARM ASSEMBLY, Aileron control wing break inboard folding . . 1 
ATTACHING PARTS 
-22 AN310-6 E ώς RS 1 
-23 146-523144 . BOLT ASSEMBLY, Aileron control horn connecting . . . . . +. + 1 
-24 NAS2-101 . . FITTING, Lubrication. . . . . 4 4 ee eee ot on on t t t tg 1 
-25 2W1LB24-20-16 . WASHER, Plain (NA) . . . 4. ee a e 2 
-26 AN960D616 2o WASHER a od ees ia cov ο Re Des ο ο susc -ᾳ 1 
-27 ANQ60D616L . WASHER . . . . . ee Rom et om om om n n tm t] t] ] | 9091: ng τ F 
---κἘ--- 
-28 NAS2-301 . . FITTING, Lubrication. . . . Ls AS a κὲν ore a Jel st ο 1 
-29 NAS77A4-50 . . BUSHING, Flanged press fit steel. SoG, a ας “5 ae «οι ὁ 2 
-30 NAS77A6-38 . . BUSHING, Flanged press fit steel. . . Nyt aura) cot γαι Ps 2 
-31 146-523165-1 . HORN ASSEMBLY, Aileron control wing break 'inbd complete LH . 1 
146-523165-2 . HORN ASSEMBLY, Aileron control wing break inbd complete RH 1 i 
ATTACHING PARTS i 
-32 AN320-6 e NU... o om V e A 1 
-33 2W25P25-30- -65 . WASHER, Thrust washer (NA) e e ο ο A a 1 
-34 AN310-3 ὡς ANOT x 20509 δ” P $ è ^ jo. TS 3 
-35 AN3-14 . . BOLT. . . . . . n mio ed . 3 : 
-36 AN960D10 e ao WASHER: Ue wr ο ο A sop nra πο ος. 3 T 
-31 AN960-10 5 . WASHER. . . E et «Ὁ 3 7 
-38 146-523164-1 . . PLATE, Aileron control "wing break horn “LH ge tae Cotes e 1 
146 -523164-2 . . PLATE, Aileron control wing break horn RH . . NT 1 
146-52363-1 . . HORN ASSEMBLY, Aileron control wing break inboard LH. . . 1 
146-52363-2 . . HORN ASSEMBLY, Aileron control wing break inboard RH. . . 1 
-39 K12A . . . BEARING (FAF). A s) E xs 2 
-40 4s7-15-0.670 . . . SPACER, Flanged “dual bearing (Na): a La aa 1 
-41 NAS77-6-31 . . . BUSHING, Flanged press fit steel . . Ὃν τῶν Us bar ine na 2 
-42 146-52316 . SUPPORT, Aileron control wing break horn inboard EA 1 
ATTACHING PARTS 
-43 AN365 -8428 NOD: Xx. δις. A Auger E te ee άν ceris 4 
-44 AN960D416 . WASHER . . « « « ee . . 9 ὁ ο t m ο 9 ο: ο 1 t] t1. t! t1: t ia 4 
-45 AN4S-7A S- BOLE lnc e ace e e RC -ᾱ $2 κω, αὖ, ας. Y 
as an m πα 
-46 688 . BUTTON, adjustable stop bolt (ia). να ο ος thet e Dd 1 
-47 5B21 -428-26 . BOLT, Adjustable stop (NA). MEC DD ERES 1 
-48 AN316-4R 2 WUTL T 2 os ο ας. 1 
-49 146-523196-1 . STOP, Aileron “control “wing break horn ΙΗ... ....... 1 
146-523196-2 STOP, Aileron control wing break horn RH . . . . ++ +. +. +. + 1 
ATTACHING PARTS 
-50 AN365-1032 .OSNUTP C 25e «δ αι «ὦ Wen ο ο. "M i 3 
-51 AN960D10L . WASHER . . . . e + Sos : š EE 6 
-52 AN3-6A es BOL i. 26$ da a οὐ. x a pi de " è 1 
-53 AN3-7A . BOLT ar vetas x Bee. ie S 5 E 2 
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H-175-58.49 
. FIGURE 42 - LH AND RH WING OUTER PANEL HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
42 156-58012-1 HYDRAULIC EQUIPMENT INSTALLATION, Wing outer panel LH . . . . . . Ref 
(see figure 4 for next assembly) 
156-58012-2 HYDRAULIC EQUIPMENT INSTALLATION, Wing outer panel RH . . . . . . Ref 
- - T —— —. coo (see figure. 4 for next assembly). NIRE RR RS 7 sa) 
-1 3H3-10- 230 " HOSE ASSEMBLY, Plastic covered NA supersedes 156- 58808-15) . 1 
3H3-10-230 ; HOSE ASSEMBLY, Plastic covered (NA)(supersedes 156-58808-17) . 1 
-2 3H3-10-250 5 HOSE ASSEMBLY, Plastic covered ae supersedes 156-58808-7). . 1 
3H3-10-250 . HOSE ASSEMBLY, Plastic covered (NA )( supersedes 156-58808-9). . 1 
-3 AN815-10D . UNION . os AR a πο ο ο ο ο ο. 2 
-4 AN365-1032 è NUT. E A A A τὰ ᾱ.. κ ϱ ὦ AA AA ec A 6 
-5 AN96OD10L ; ^ OWASHEB.—u ei. nose OS e od Fen kw sg il s ew e a PL 
-6 AN3-22A so) ο é κ... ὁ . . £ A E A > 
-7 146-58333 š SUPPORT ASSEMBLY, Wing outer panel hydraulic and fuel lines a 3 
-8 146-58333-3 s . SUPPORT, Wing outer panel hydraulic and fuel lines upper . 1 
-9 146-58333-5 è . SUPPORT, Wing outer panel hydraulic and fuel lines center. 1 
-10 146-58333-7 . . SUPPORT, Wing outer panel hydraulic and fuel lines lower . 1 
-11 146-58333-9 τ . STRIP, Wing outer panel hydraulic and fuel lines . . . . . 1 
-12 156-58808-11 ? LINE ASSEMBLY, Hydraulic aileron up elbow wing sta 350 to.. 1 
union wing sta 295 LH 
156-58808-13 z LINE ASSEMBLY, Hydraulic aileron up elbow wing sta 350 to . . 1 
union wing sta 295 RH ` 
-13 156-58808-3 s LINE ASSEMBLY, Hydraulic aileron down elbow wing sta 350 to . 1 
union wing sta 295 LH 
156-58808-5 š LINE ASSEMBLY, Hydraulic aileron down elbow wing sta 350 to . 1 
union wing sta 295 RH 
-14 AN919-15D z REDUCER . . . b Ue δ; τῳ ii: DR ἃν "RI «4; ο αἱ Qs ο e 2 
-15 MS28741-8-144 Al HOSE ASSEMBLY (supersedes AN6292-8-14-1/2 for future. . . . . 1 
procurement) 
-16 MS28741-8-140 è HOSE ASSEMBLY (supersedes AN6292-8-14 for future. . . . . . . 1 
: procurement) 
-17 AN837-8D è ELBOW 2.25 19-7 Um ο IN Jer di ο ο ade w^ να, Te ἃν τὰ 2 
-18 AN6289-8D * NUT o ο ο ὃς 0* ^e woe me onm UN Ue DR CE e ϱ δι de πρ CE ος LUE 2 
-19 AN6291-8 vv RINGS IG tie pin Se So) νων oic ο wen As Let dorm d 
-20 AN6290-8 . GASKET: . 2 νο δι αν δι κ UP CS DR ae ke ὃν. Un ορ ARE 2 
-21 AN893-151D n BUSHING a wow" t4. ο r A e Rue RS O RA 2 
-22 AN6290-10 sa GASKET: i 2,0 ο στ ο ο ΟΡ... PN RP sO 





RGURE & PART 
INDEX NUMBER NUMBER 
43 175-58025 
-1 175-46006 
-2 E59081 -2 
-3 AN815-16 
-4 AN6290-16 
-5 -175-58069 
-6 AN6289-16 
.-T AN6291 -16 
-8 AN832-6 
-9 AN815-6 
AN833-6 
-10 AN919-7 
-11 AN926-6 
-12 AN6289-6 
-13 AN6290-6 
-14 AN6291-6 
-15 AN3-3A 
-16 AN960D10L 


-17 175-58217 
-18 175-58211-1 
175 -58211-2 





AN 01-60AABA-4 


WING (Cont) 


FIGURE 43 - HYDRAULIC FLUID COOLER ASSEMBLY 


1 2 3 4 5 6 7 NOMENCLATURE 
COOLER ASSEMBLY, Hydraulic fluid. . . . 


(see figures 45 and 47 for next assemblies) 


ELBOW ASSEMBLY, Hydrolube cooling air duct 


OIL COOLER, 6x9x210 diameter tubes (aluminum). 


(eross flow) (CLF) 
UNTON s.a la a X... 4» τε». pa To at Αι, ο 
GASKET . . 


FITTING ASSEMBLY, Special 45° side outlet elbow (hydraulic). 


ντ... ... 
RING... 
. UNION (LH) 
. UNION... 
. ELBOW (RH) 
REDUCER. . 
. TEE. . . . 
. ππ.... 
. GASKET .. 


RING . 
BOLT 

WASHER . . . . + Ὁ, ος, δν ος “ὧν ἕῳ, τα. Ὁ . 
SHIELD, Hydraulic fluid cooler . . . . . . 
BRACKET ASSEMBLY, Hydraulic fluid cooler . 
BRACKET ASSEMBLY, Hydraulic fluid cooler . 


eft 9 t] t] ὁ 9] 9 5 o’ 


e. . 0 0 ο 9 9| 9 9$ 5 


a 
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H-175.58 -92A 
FIGURE 44 - WING CENTER SECTION HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE & PART / UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ὁ 7 NOMENCLATURE PER ASSY. CODE 
là 175-58011 HYDRAULIC EQUIPMENT INSTALLATION, Wing center section... . .Ref 
(see figure 9 for next assembly) . 
No Number . LH SIDE WING CENTER SECTION HYDRAULIC LINES . . . . +. . +. . Ref 
(see figure 46 for detail breakdown) ; 
No Number . LH SIDE WING CENTER SECTION HYDRAULIC FITTINGS . . . . . + . «Ref 
(see figure 47 for detail breakdown) 
No Number . WS MAIN LANDING GEAR HYDRAULIC EQUIPMENT . . . . . . . . Ref 
(see figure 48 for detail breakdown) 
No Number . HYDRAULIC AILERON BOOST WING HINGE SWIVEL ASSEMBLY . . . . . .Ref 
(see figure 49 for detail breakdown) 
No Number - RH SIDE WING CENTER SECTION HYDRAULIC FITTINGS . . . . +. . +. Ref 
(see figure 45 for detail breakdown) 
-1 169-58804-53 . LINE ASSY, RH aileron up reducer wing station 285 to .... 1 
union wing station 160 
-2 169-58804-57 . LINE ASSY, RH aileron down reducer wing sta 285 to sta 160. . 1 
-3 175-58826-61 + LINE ASSY, RH aileron up RH nacelle union inbd to union outbd 1 
-4 175-58826-45 . LINE ASSY, Aileron down union LH side to union RH side RH nac 1 
-5 175-58826-47 . LINE ASSY, Boost press. union LH side to union RH side RH nac 1 
-6 175-58819-7 . LINE ASSY, Utility system pressure union LH side nacelle to. 1 
union RH side.nacelle RH nacelle 
-7 175-58818-93 . LINE ASSY, Boost pump suction union wing station 118 to. . 1 
union wing station 155 RH 
-8 175-58818-81 . LINE ASSY, Brake press. elbow nacelle station 255 to union 1 
nacelle station 296 RH 
-9 175-58818-79 . LINE ASSY, Fairing door open elbow nacelle station 255 to sou 
. union nacelle station 306 RH 
-10 175-58818-77 . LINE ASSY, Fairing door close elbow nacelle station 255 to . 1 
union nacelle station 306 RH 
-11 175-58818-75 . LINE ASSY, Main landing gear down elbow nacelle station 255 . 1 
to union nacelle station 314 RH . 
-12 175-58818-73 . LINE ASSY, Main landing gear up elbow nacelle station 255 . . 1 


to union nacelle station 314 RH 5 
ASES MI Ep PO Rec elu M c 
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Group Assembly Parts List 


a E πο 


PART 
NUMBER 


175-58817-23 
175-58817-21 
175-58818-69 
169-58806-5 

169-58806-25 
175-58818-71 
175-58818-67 
169-58806-3 

169-58806-11 
169-58806-51 
156-58804-41 
175-58810-65 
175-58810-67 
175-58810-69 
175-58810-71 


175-58810-73 
175-58822-35 


175-58024 
175-58816-47 


175-58817-39 
175-58817-27 
175-58817-33 
169-58802-17 
175-58802-53 
169-58802-15 
175-58802-51 
175-58817-41 
175-58802-49 
169-58806-39 
175-58815-43 
169-58802-23 
175-58809-5 


175-58819-3 
175-58819-5 


175-58826-43 
175-58818-91 


175-58818-95 
175-58818-89 
175-58818-97 


175-58826-41 
175-58818-83 


175-58818-85 
175-58819-9 
175-58826-35 


175-58826-15 
175-58801-13 


2 3 





UNITS USEABLE ON 


4 5 6 7 NOMENCLATURE PER ASSY. CODE 
ASSY, Utility pump suction elbow nacelle station 248 . 1 
to 45° elbow on cooler RH racelle 
ASSY, Utility pump drain bushing at check valve . . 1 
nacelle station 235 to elbow nacelle station 249 RH 
ASSY, Main landing gear down union nacelle station 1 
315 to relief valve RH 
ASSY, Main landing gear union nacelle station 306 1 
to tee wing station 142 RH 
ASSY, Main landing gear door open union nacelle . . 1 
station 306 to tee wing station 142 RH 
ASSY, Main landing gear up union nacelle station 322 1 
to relief valve RH 
ASSY, Brake press. union nacelle station 296 to . 1 
bulkhead elbow at flex hose nacelle station 338 RH 
ASSY, Emergency main landing gear down tee wing . 1 
station 137 to union nacelle station 314 RH 
ASSY, Emergency brake pressure union wing station 1 
104 to elbow nacelle station 338 RH 
ASSY, Emergerey brake union station 86 to union 1 
station 104 RH 
ASSY, Emergency brake pressure buttock line 33 union 1 
to wing station 86 union RH 
ASSY, Air vent union fuselage station 364 to union. . 1 
wing station 102.6 RH 
ASSY, Air vent union fuselage station 102.6 to... 1 
union nacelle station 365.5 RH 
ASSY, Air vent union station 365.5 to union station 1 
384.75 RH 
ASSY, Air vent nacelle station 384.75 to union . . . 1 
station 422 RH 
ASSY, Air vent nacelle station 422 to outlet assy RH . 1 R 
ASSY; Reservoir vent bulkhead union nacelle station: 1. BP 
384.75 to hose nacelle station 460 RH side 
ASSY, Hydraulic reservoir vent line outlet RH nacelle. 1 BP 
ASSY, Emergency main. landing gear down union wing . . 1 
station 79 to tee wing station 137 RH 
ASSY, Utility pump drain bulkhead elbow to check . . . 1 
valve station 235 LH nacelle 
ASSY, Utility pump drain tee at cooler to bulkhead . 1 
union nacelle station 217 
ASSY, Utility pump suction bulkhead union at cooler 1 
outlet to bulkhead union nacelle station 217 
ASSY, Variable volume pump pressure nacelle station . 1 R 
260 union to nacelle station 263 union RH 
ASSY, Utility pressure RH nacelle from union station . 1 BP 
263 to wing station 112 
| ASSY, Variable volume pump pressure nacelle station 1 R 
237 union to nacelle station 260 union RH 
ASSY, Utility press. RH nacelle from bulkhead union . 1 ΒΡ 
station 244 to union station 263 f 
ASSY, Utility pump pressure union nacelle station 237. 1 R 
to bulkhead union nacelle station 217 
ASSY, Utility pressure RH nacelle from firewall to A 1 BP 
bulkhead union station 244 
ASSY, Constant volume pump suction union wing . . . 1 
station 155 to union nacelle station 242 RH 
ASSY, Boost pump suction.union nacelle station 42 1 
to union nacelle station 217 RH (firewall) 
ASSY, Constant volume pump pressure nacelle station 1 
250 union to wing station 155 union RH: 
ASSY, Constant volume pump pressure nacelle station . 1 
217 union to nacelle station 250 union RH i 
ASSY, Boost pump pressure RH side of fuselage .... 1 
ASSY, RH aileron down union RH side fuselage to . .. 1 
union RH nacelle 
ASSY, Utility pressure RH leading edge . . . . +. - + 1 
ASSY, Brake pressure union RH side fuselage to... . 1 
elbow RH nacelle 
ASSY, Boost pump suction union RH side fuselage . . - 1 
to union RH nacelle 
ASSY, Fairing door open union fuselage to elbow in. . 1 
RH nacelle 
ASSY, Fairing door close union fuselage to elbow er 1 
in RH nacelle 
ASSY, Utility suction RH leading edge . . . . ...- 1 
ASSY, Landing gear up union in fuselage to elbow... 1 
in RH nacelle 
ASSY, Landing gear down union in fuselage to elbow . . 1 
in RH nacelle 
ASSY, RH aileron up union RH side of fuselage to . . . 1 
union RH nacelle 
ASSY, Utility pump drain union in fuselage to elbow . 1 
in RH nacelle 
ASSY, Main landing gear down flow regulator to hose RH 1 
ASSY, Main landing gear up relief valve to hose IH . . 1 
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H-175-58-93A 


FIGURE 45 - RIGHT SIDE WING CENTER SECTION HYDRAULIC FITTINGS 
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Νο Number 


AN919-15 
AN927 -8 
AN815-8 
AN6290-8 
AN365-1032 
AN960D10L 
AN3-30A - 
175-58229 
AN3-17A 
146-58185 
175-58713 
175-58237 
AN3-32A 
AN3-34A 
175-58238 
146-58164-10 
169-58160-2 
146-58183 
AN815-10 
AN815-16D 
AN821-8 
AN821-5 
AN894-6-5 
AN6290-6 
5-1649-75 


AN821-16D 
175-58025 


AN4-3A 
AN960D416L 
175-46003 
AN833-8 
AN6289-8 
AN6291 -8 
AN919-12 
A6070-24 
196-8-4.0 
156-58125-30 


156-58125-40 
3H3-5-25 


146-58298-3 
146-58298-5 
AN4-21A 
AN960D416L 
AN365-428 
AN832-6 
AN924-6 
AN832-5 
ANQ24-5 
AN815-5 
AN815-8D 
AN832-8D 
3H2L8-15 





ΑΝ O1-60AABA-4 
WING (Cont) 





Section [| 
Group Assembly Parts List 





UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
RH SIDE WING CENTER SECTION HYDRAULIC FITTINGS. ο. Ref 
(see figure 44 for next assembly) 
. REDUCER. . . . Te LAUS parre πο Loin onus " 4 
BEBO wo. We Gi $99 we se, dm um : . S e 2 
e “UNION o qoo l0 a 99 4.6, Us owl κεφ, ο Les DE mr τῷ. «ντο 9 
SGGASKETO. (noL Sea ee 5, Ῥ νει ἃ a ASS ; " 10 
v NUTS cL ursus m δ (ὦ τῳ t Her ος z E a2 tek De. qe ἴθι, CAVE 42 
= WASHER 6 ss av we si He a UR Rogge Fe ΕΙΡ. 
. BOLT... νιν Sy A ο. x 2 
. SUPPORT ASSEMBLY, Hydraulic wing folding section . . . . +. + 1 
> BOLT s ow. ον E ο ο ο ανα ος PEE 14 
. SUPPORT ASSEMBLY, Hydraulic wing center section. . κ ἂν. T τ 
. SUPPORT ASSEMBLY, Hydraulic lines RH nacelle . s — 1 
. SUPPORT ASSEMBLY, Hydraulic lines. . . . Wi V utet od MT 1 
s BOLT a a a ο δν ος > $ s DET 1 
a BODE ες 258 "LU MI EE ο) ων ος" ὁ n X 
. SUPPORT ASSEMBLY, Hydraulic RH nacelle lines . oe ee 1 
. SUPPORT ASSEMBLY, Center wing leading edge . . ee 6 
. SUPPORT ASSEMBLY, Hydraulic leading edge station 99.75 line. 1 
. SUPPORT ASSEMBLY, Hydraulic nacelle lines. AERE 4 
s UNION: > a “so eee ees κι a ee ls δ os m e δρ o a eie "P" 9 
. UNION. . . . . ye y: de 5 È o. e δν lel Dep δν Eg de 3 
ΡΟΝ S oA else sie 1e as s . A ο roo tits ] . 5 
. ELBOW. ο) ος m Ier: xe Dre? ci -— . SUC Ue «ο et oe 7 . 1 
. BUSHING. . . . A s 5 i Ces bien ο ο ο ο. ο Se 1 
vo GASKET: ο wie ο ο O ο ` aei % 1 
- VALVE, Overall hydraulic service No. 6 check valve on center 1 


eee we 


swing type 525-6D (PA) 
ELBOW. . E ."ῳ-γ 
COOLER ASSEMBLY, H draulic fluid τ 

(see figure 42 for detail breakdown) 


BOLT 4 2-4 Wee isole. $2909 δι ος ος “ὁ, iT 
WASHER . . w^. ule e DEL C 
TUBE, Hydrolube “cooler air duet flexible 
ELBOW. uwle. xt a ose sec ROV QUSS da el Ὁ ὃν vee -ᾱ ο 
NUT. I. Ru A τς 9 ο oeste us 
RING =e facta Sc ος δν wi 3o ov^ WI e vow We -ᾱ 
REDUCER. . . . . 


SURGE VALVE, Balanced outlet relief bleed type 


REGULATOR, Flow (3000 psi service) (WAEC). 


HOSE ASSEMBLY, Hydraulic main landing gear actuating cylinder 
(supersedes 156-58125 for future procurement) 
HOSE ASSEMBLY, Hydraulic main landing gear actuating cylinder 
(supersedes 156-58125-10 for future procurement) 


HOSE ASSEMBLY, Plastic covered . . 


SUPPORT, Hydraulic main landing gear hose. . z 
BRACKET, Hydraulic main landing gear hose support. . . 
BOLT . . « . io. . .. e ὁ we ὁ ο ww > 

WASHER w . . . .. « A (ore ie 8S. ῳ M TET 
NUT. Q id ^ TuS quud. ee AS E "aute el RS de E 

UNION. . . . . we o Cee ee wow Ὁ “ὁ . . o 5 
NUT. ο ὁ --- ο xoà bu TE CE is 

UNION. . . . « © ὁ ο . 5 E Ute Cy ob, 56 

NUT. Tigo puel Ve Me ος ο Ὁ A ες, a 

UNION. . . . « « we ον ον ος εἷς ον τες ΣΟ κα 

UNION oe? 38 <0, 4.9 os a ο s EET d eie. vs 
UNION. . . . . . . . we 9 . . ο a ug 

HOSE (NA). . . . . . . E . . PP $i tw" os 


5. 9 9 


(supersedes 156-58125-20 for future. procurement) (NA) 


. . 


e 9 ee t we 
oe eee 

eee ee t 9 n 

* 9 ee ο ο 


. 
. 
. 
P 
. 
. 
. 


(VNMB).. 


. 


oe ο 9 9 9 . 
. 


Μ.Ο) mU rPHDIOINOIDHH H HM HmNDHHHIAOO He 





Section. [| 


-Group Assembly Parts List ΑΝ 01-60AABA-4 


WING (Cont) * 









EA 18 

= 
op 46 i 
4 [| 19 





H-175-58-88 


FIGURE 46 - WING CENTER SECTION LEFT SIDE HYDRAULIC LINES 








FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ur-- 
46 No Number WING CENTER SECTION LEFT SIDE HYDRAULIC LINES . . . . a . . . . Ref 
(see figure 44 for next assembly) 
-1 169-58804 -55 +. LINE ASSEMBLY, LH aileron up reducer wing station 285. ... 1 
to union wing station 160 
-2 169-58804-51 . LINE ASSEMBLY, Hydraulic LH aileron down elbow station . 1 
285 to station 160 ` - 
-3 169-58805-23 . LINE ASSEMBLY, Emergency brake pressure union wing station . 1 
116 to elbow nacelle station 338 LH 
-4 169-58805-17 . LINE ASSEMBLY, Emergency brake pressure wing station 86. 1 
union to union wing station 116 LH 
-5 169-58805-19 + LINE ASSEMBLY, Emergency landing gear down union wing. . . . 1 
station 79 to elbow wing station 114 LH 
-6 156-58804 -27 + LINE ASSEMBLY, Emergency main landing gear down fuselage . . 1 
buttock line tee to wing station 79 union LH 
-7 156-58804 -39 . LINE ASSEMBLY, Emergency brake pressure fuselage buttock . . 1 
line 33 tee to wing station 86 union LH . 
Β -8 175-58817-81 . LINE ASSEMBLY, Emergency brake pressure elbow at buttock . . 1 BG 


line 33L to union at buttock line 33R fus sta 362 











PART 
NUMBER 


175-58817-83 
169-58805-15 
169-58805-33 
169-58805-29 
169-58801-11 
169-58801-9 

175-58818-5 


` 169-58805-11 


175-58802-45 
175-58817-35 
175-58817-31 
175-58818-41 
175-58802-55 
175-58818-43 
175-58818-45 
175-58817-29 
169-58805-47 
175-58818-49 
175-58818-47 
175-58818-65 
175-58817-41 
175-58809-3 

175-58815-45 
175-58817-45 
175-58802-57 
169-58802-7 

175-58802-59 
175-58817 -27 
175-58817-33 
169-58804-15 
175-58818-51 
175-58818-63 
175-58818-61 
169-58804-27 
175-58818-55 
175-58818-53 
175-58818-19 
175-58818-59 
175-58818-57 
175-58826-3 

169-58804 -41 


169-58801-17 
169-58801 -19 


2 3 
LINE 


LINE 
LINE 
LINE 
LINE 


. LINE 


LINE 
LINE 


LINE 


LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LiNE 


LINE 
LINE 








AN 01-60AABA-4 


WING (Cont) 


Section Il 


Group Assembly Parts List 


UNITS USEABLE ON 


4 5 6 7 NOMENCLATURE 


ASSEMBLY, Emergency main landing gear down tee fuselage 
buttock line 34 LH to union fuselage buttock line 32 RH 

ASSEMBLY, Emergency landing gear down wing station 113. 
elbow to union nacelle station 322 LH 

ASSEMBLY, Main landing gear door open union nacelle 
station 306 to tee wing station 130 LH 

ASSEMBLY, Main landing gear door close union at nacelle 
station 306 to tee wing station 130 LH 

ASSEMBLY, Main landing gear down union nacelle station. 
315 to relief valve LH 

ASSEMBLY, Main landing gear up union nacelle station. . 
322 to relfef valve LH 

ASSEMBLY, Brake pressure union nacelle sta 296 to bhd 
elbow at flexible hose nacelle sta 338 LH. 

ASSEMBLY, LH aileron down union wing station 160 to. . 
union wing station 105 

ASSEMBLY, LH aileron up union wing station 160 to... 
union wing station 105 

ASSEMBLY, Utility pump suction 45° elbow at cooler. . 
to union nacelle station 236 LH nacelle 

ASSEMBLY, Utility pump drain check valve nacelle sta. . 
235 to reducer nacelle sta 258 LH nacelle 

ASSEMBLY, Brake pressure elbow nacelle station 255. . . 
to union nacelle station 296 LH 

ASSEMBLY, Utility pressure LH nacelle from firewall . . 
to bulkhead union station 244 

ASSEMBLY, Fairing door open elbow nacelle station 255 
to union nacelle station 306 LH 

ASSEMBLY, Fairing door close elbow nacelle station 255. 
to union nacelle station 306 LH 

ASSEMBLY, Utility pump drain tee at cooler to check . 
valve nacelle station 235 LH nacelle 

ASSEMBLY, Boost pump suction union wing station 105 

to union nacelle station 242 LH * 

ASSEMBLY, Main landing gear up elbow nacelle station. . 
955 to union nacelle station 31l LH 

ASSEMBLY, Main landing gear down elbow nacelle station. 
255 to union nacelle station 31! LH 

ASSEMBLY, Boost pump pressure union nacelle station 263 
to union nacelle station 263 LH 

ASSEMBLY, Utility pump pressure union nacelle station 
237 to bulkhead union nacelle station 217 

ASSEMBLY, Constant volume pump pressure nacelle station 
217 union to nacelle station 280 union LH 

ASSEMBLY, Constant volume pump suction union nacelle. . 
station 242 to union nacelle station 217 LH (firewall) 
ASSEMBLY, Utility pump pressure union nacelle station . 
260 to reducer nacelle station 237 LH nacelle 
ASSEMBLY, ο... pressure LH nacelle from bulkhead . . 
union station 244 to union station 263 

ASSEMBLY, Variable volume pump pressure nacelle station 
260 union to nacelle station 263 Ñ 

ASSEMBLY, Utility pressure LH nacelle from union station 
263 to wing station 112 

ASSEMBLY, Utility pump drain tee at cooler to bulkhead. 
union nacelle station 217 

ASSEMBLY, Utility pump suction bulkhead union at cooler 
outlet to bulkhead union nacelle station 217 

ASSEMBLY, Utility pump suction union LH side fuselage . 
to union in LH nacelle 

ASSEMBLY, rius d pressure RH nacelle from bulkhead . 
union station 244 to union station 263 

ASSEMBLY, Brake pressure from elbow to elbow in . . . . 
AN6277-6 shuttle valve 

ASSEMBLY, Emergency brake pressure from elbow to. . . 
elbow in AN6277-6 shuttle valve 

ASSEMBLY, Boost system pressure union LH side fuselage. 
to union LH nacelle 

ASSEMBLY, Utility pressure LH nacelle from firewall . 
to bulkhead union station 244 

ASSEMBLY, Utility pressure RH nacelle from union. . . . 
station 263 to wing station 112 

ASSEMBLY, Emergency return from union fuselage station. 
215 to elbow thru bulkhead fuselage station 158 

ASSEMBLY, Landing gear up union in fuselage to. . . . . 
elbow in LH nacelle 

ASSEMBLY, Landing gear down union in fuselage to. . . 
elbow in LH nacelle 

ASSEMBLY, LH aileron down union wing station 105. . 

to union wing station 38 

ASSEMBLY, Utility pump drain union in fuselage. . . . 
to union in LH nacelle 

ASSEMBLY, Main landing gear up relief valve to hose LH. 

ASSEMBLY, Main landing gear down flow regulator . . . . 
to hose LH 


PER ASSY. CODE 
1 “BG π 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 R. 
1 BP d 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 R 
1 BP 
1 R 
1 ΒΡ 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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H-115-58-69A 


FIGURE 47 - LEFT SIDE WING CENTER SECTION HYDRAULIC FITTINGS 
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Section Il: 


AN 01-60AABA-4 Group Assembly Parts List 


WING (Cont) 


E or Q[—-—————— A — 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER — 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
47 No Number LH SIDE WING CENTER SECTION HYDRAULIC FITTINGS . . . . .. .. Ref y 
(see figure 44 for next assembly) 
-l 7 AN919-15 . REDUCER ... rne S s ο E —— . 2 
-2 AN927 -8 zo 3XELBOW. “τ, sone: oue ce es μὲ αν ου 2 
-3 AN815-8 ^ UNTON C. ten “ate «ο Se Gt s 5 > ΡΝ E 9 
-4 AN6290-8 & GASKET soo) 24 iu ο Ας ο κ. 10 
-5 AN365-1032 ΝΕ C ο κ oes οἱ HS " ws $. ie 3 os 38 
-6 ΑΝΟΘΟΡΙΟΙ, . WASHER . . « . "D "xL EE T MN 78 
-7 146-58185 . SUPPORT ASSEMBLY, Hydraulic wing center section outboard . 7 


leading edge lines 
ATTACHING PARTS - 


AN3-17A ΡΟ αυ wo A a E e a ας νι AA ὃν 12 
AN3-36A ο eus dee ο ο ο ο ο ο ENS: adie oa A 2 
i PR 5 
-8 169-58160-1 . SUPPORT ASSEMBLY, Hydraulic leading edge sta 99.75 line . . 1 
ATTACHING PARTS 
AN3-40A ο ο ra dh ο ο ο ο ο... 2 
A, A 
-9 146-58164-10 . SUPPORT ASSEMBLY, Center wing leading edge . . . . . +. + 5 
ATTACHING PARTS 
AN3-41A' Φος 8h ot ο ο uum ο ο ES IRI oes 10 
m um μα . 
-10 146-58183 . SUPPORT ASSEMBLY, Hydraulic nacelle lines . . . . . . . + 
ATTACHING PARTS 

-11 AN3-13A s BOLT 49b ὃς CES WE eov Ro usu v ο a Tg 

-12 146-58187 . BRACKET, Hydraulic nacelle lines support sta 308-1/4 LH. . 

-13 AN3-3A oh BOLT ug eis ος ο Me OT lla ο πο 
AN3-21A » BOLT + ο, so mes Wie oe SE Se Ὁ»... Bee oe Le tee a es 
NAS43DD3-56 . SPACER, Screw and bolt . . .. .. eee eee ee . . de 

—— aus 
-14 175-58229 SUPPORT ASSEMBLY, Hydraulic wing folding station . . .. 
ATTACHING PARTS 
AN3-30A BOLT 4. a a ae ia A a e Ve A ru 
ae ees 

-15 175-46003 . TUBE, Hydrolube cooler air duct flexible . . . . . .... 

-16 ANS15-16D ©, SUNION- μμ κο κ vo den SL ADOS al aa 

-17 AN815-10 fs UNION ο oh x vhs ος P “ae dee ο”... 

-18 AN919-7 be ο ΜΕ mies e ata ο ie ο ου 

-19 ANS21-8 € SEDBOW IN E ve ci ue ella ete ve D REPAS S mus 

-20 AN815-5 . UNION... Sie FOS FG! ns ο ο Ste Be Pel ene ca UTR 

-21 `  AN815-5D ΜΜ take es o a Sarde wo Meet Pi a 

-22 AN821-5 AT μμ UO E αμα μμ ο... 

| -23 ANS21-5D VELDON ta ον ο aa τον αερα 
| f -2} ANS24 -5D . TEE : : , ος 

-25 156-58125-30 . HOSE ASSEMBLY, Hydraulic “main landing gear actuating " 


cylinder (supersedes 156-58125 for future procurement) 


P mBHBHODHHiIPHFIIBPHEIPDPINDDIIDIMOFHIZ BP e PMR ERPURPOWR © H WNNMIDHO wu 


-26 156-58125-40 . HOSE ASSEMBLY, Hydraulic main landing gear actuating ... 
cylinder (supersedes 156-58125-10 for future procurement) 
-27 3H3-5-25 . HOSE ASSEMBLY, Plastic covered (supersedes 156-58125-20 . 
for future procurement) (NA) 
-28 146-58298-3 . SUPPORT, Hydraulic main landing gear hose . . . . . . . . . 
-29 146-58298-5 . BRACKET, Hydraulic main landing gear hose support . . . . . 
-30 ANH-21A. νε TEMOR EIE 
-31 AN365-428 νειν ko due UR IRSE oM A 
. -32 AN960D416L META A A A ο 
-33 AN832-6 . UNION .. 2 « eo we ὁ ὁ ὁ «ο ο ο . ο (e U^ fel rcs my de n 
-34 AN924-6 es NUT (o ο ia ο sosoo’ ? ο dee st Sal μα 
-35 AN832-5 . UNION... ο a, ον we ο) Fal su -ᾱἳ ο ως οταν τῷ 
-36 AN924-5 & NUT LO. Wo 9 € ὃς, νι τς τα E na Ca 5; rei cs ο 
-3 AN833-8 s: "ELBOW. "ar a eer hen ve Vae νι ο de 
-3 AN6289-8 a NUP: tee. a « Bi Na ο ete! Wan ο ο ο ο Ubi Beles πεν 
-39 AN6291-8 s RING d Ὁ -ᾱ--- . . νυν. η 
-40 A6070-24 . SURGE VALVE, Balance outlet relief bleed. type (VNMB) PE 
-41 196-8-4.0 . REGULATOR, Flow (3000 psi service) (WAEC) . 2 aaa ja 
-42 AN919-12 a RBDUCER- 4742752 e ueni) ^ wc woo V δι. να) AA fae οὶ, ix σι 
43 AN894-6-5 » BUSHING. 45-4 ο cee lee 9, 9 Dogs ο τῳ a A see os .. 
-44 AN6290-6 . GASKET... . utes ὑφ. ὁ; TE A 
-45 5-1649-75 . VALVE, Overall “hydraulic service "No. 6 check valve on. . 
. center swing type 525-6D (PA) 
-46 175-58025 . COOLER ASSEMBLY, Hydraulic fluid .. πα μυς 


(see figure 43 for detail breakdown) — 
ATTACHING PARTS 
AN3-3A s BOLE 2 4 a tE ο ιν LS cR μι ας A 
ANO960D416L s. WASHER A A A ο ο ο ub etu ο... 


Do 








ma ο ο te m 
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FIGURE 48 - WING CENTER SECTION MAIN LANDING GEAR HYDRAULIC EQUIPMENT 








ΑΝ 01-60AABA-4 
WING (Cont) 


Section I 


Group Assembly Parts List 





FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
48 No Number WING CENTER SECTION MAIN LANDING GEAR HYDRAULIC EQUIPMENT Ref 
(see figure 44 for next assembly 
-1 169-58805-9 LINE ASSEMBLY, Brake pressure elbow landing gear . 1 
-2 AN927 -8 ELBOW. 12 $42 Ser Were ος Qe. Ceo e it c o dS αρ SUME Quis 1 
-3 AN6290-8 GASKET : ὡς νά, WS LC EIE EM. 2 
-4 AN815-8 UNION. . . di 3 5 » 1 
-5 AN6291-8 RING . . . $3 ow . Us . á : è 1 
-6 AN6289-8 NUT. ὅν. οφ Ὁ. eet ος 7 7 a 1: 
-τ AN6271-8-34-1/2 HOSE ASSEMBLY. ο 8 A] A 1. 
-8 AN919-10 REDUCER. Q4 x. as ᾿ x ἃ " Es 
-9 AN924-8 NUP i 2 wo. ο 5 δ Del er AO A AAA τά 3° 
-10 AN6290-4 GASKET . . αν CRI τῷ, ; et- τόν ας δι, ὃς ο, ον ᾧ ος PCR 2 
-11 146-58178 TUBE ASSEMBLY, πα dde Service brake main landing gear strut 1 
-12 156-58101-3 SUPPORT, Hydraulic brake line main landing gear strut. A 1 
-13 MS28741-5-140 HOSE ASSEMBLY. . . . . . . Qi Ue Marie eim nal τον ἂν tee tig it 2 
-14 AN833-5 ELBOW. . . . . . ee EE "EET RN ERE 4 
-15 AN6290-5 GASKET . . . . . s 3 7 . d M .8 
-16 AN6291-5 RING PRECES er^ ec suu ou ú ú : - 6 
-17 AN6289-5 NUT. š E bs x ove ; 6 
-18 AN926-5 TEE. oy vw € a > . x A S us s T 
-19 AN832-5 UNION. νο ioe? 3 " E vus vow ` 1 
-20 AN784-5 TER ura tia ad A A i * 1 
-21 AN833-5 ELBOW. . Q3. ey € elec ο A . B g 1 
AN6290-5 GASKET . :...... T . az . 1 
AN6291-5 RING. s 03.9 e 2 x τ ENT " 1 
AN6289-5 NUT. . ο el tes agar oy, Lee 091 28 ο eT Sew! A DIES a 1 
-22 169-58805-51 LINE ASSEMBLY, Emergency brake pressure landing gear tube. B! 
to shuttle valve 
-23 AN833-8 ELBOW. . Qus ες da SO “ο E 
-24 146-58088 VALVE ASSEMBLY , "Hydraulic "brake "shuttle. αυ M 1 
(see figure 51 for detail breakdown) 
AN365 -1032 ο RIVE. vae ος ο καὶ Φε ec ΟΣ e ED uae de 2 
AN960D10L ; WASHER z Ὁ 0 Boe ee cnt Sr m wow S Je. i : 4 
AN3-13A V BOUT o a a Sey οι ο a eet ae ο Ὁ ο a 3 8 2 
-25 ANO27-5 s ELBOWS αλ“... "νιν 1 
-26 AN815-5 . UNION. ... E 7 2 re 2 
-27 146-58179 . TUBE, Hydraulic parking "brake main landing gear “strut. |... 1 
-28 AN920-5 . NUT. e 1 
-29 156-58101 -5 ᾿ SUPPORT ' ASSEMBLY , ‘Hydraulic "brake “line main “landing gear 1 
: strut 
-30 AN6271-5-35 a” HOSE: ASSEMBLY. L6 wc: Ar ^ YD WOW A a Gerd ee ο ies GS ον 1 
-31 175-58241 . SPRING, Tension. . . . dice ess 1 
-32 169-58805-3 . LINE ASSEMBLY, Emergency brake pressure ‘flexible 1 1)! T 1 
hose to landing gear strut tube $ 
-33 AN893-7 s SBUSHINGS 000 ep UON A κ d decer ο κὸν ο... 1 
-34 AN894 -6-5 e -BUSHING usu ee ο A a e E, dev ο ο ην, ἃν «Ὁ Ge 1 
-35 AN6290-6 . GASKET . . . . wl να τῳ ψῳ 19 
-36 146-58181 . CLIP, Hyaranlie "brake main landing gear “strut tube | | |} 1 
-37 146-58176-1 SUPPORT ASSEMBLY, Hydraulic brake line: main landing gear 1 
upper LH 
146-58176-2 . SUPPORT ASSEMBLY, -Hydraulic brake. line main landing gear . 1 
upper RH: 
-38 I RUE RTT 3 . SUPPORT ASSEMBLY, Hygraulie brake main landing gpar flexible 1 
-39 AN6292-6 -9-1/2 . HOSE ASSEMBLY. . . . . . ὡς ος d der, SG .. 9 
-40 AN6292-6-10-1/2  ; HOSE ASSEMBLY. . . 2 
-41 169-58805-39 +. LINE ASSEMBLY, Main landing gear door open tee wing “sta “130, 1 
: to bulkhead union wing station 142 
-42 169-58805 -41 LINE ASSEMBLY, Main landing gear door close tee wing sta .^ 1 
130 to bulkhead union wing station 142 
-43 AN926-6 sre EE SV. ο ο A wol ay Uist EC DX UR. ce e κ Sh ie rd oa em Ἂς ο 2 
ad AN815-6 . UNION. rad sone : NOTE ay WAG τος 2 
-45 AN919-12 e, “REDUCER 6: 2 OS ate pe Ste Un 7$ rea Ae a a Ὁ τῷ 2 
-46 AN815-6 s "UNIONS uoce der ce! uy Ase en ο) Bales RE S 2 
-47 AN832-6 . UNION. ο πο κ IE XE τμ μα a ἴα’ ἃ 4 
-48 AN921 -6 NU ha: cot ο ο ο ο αν a a EA. A a us 4 
-49 146-58184 ANGLE, Hydraulic main landing gear door cylinder ..... 2 
flexible line support 
160-58135 SHIM, Hydraulic main landing gear door cylinder flexible . 2 
line support 
-50 146-58085 VALVE ASSEMBLY, Hydraulic shuttle (see figure 51 for detail. 1 AJ 
breakdown) 
AN6277-6 VALVE. .. . : y us 1 CK 
15456-58310 PLATE, Hydraulic main τον gear ον. cylinder. NES 1 
fitting locking t 
156-58147 SUPPORT, Hydraulic main landing gear actuating cylinder. . . 1 
Shuttle valve 
-51 146-58310 FITTING, Hydraulic main landing gear cylinder to shuttle . 1 AJ 
valve 3 
146-58536 FITTING, Hydraulic main landing gear cylinder to shuttle 1 CK 
valve 
-52 AN893-7D BUSHING. . . . . . . . 6 A * ev τα, a DE OMA 1 CK 
-53 AN833-6 ELBOW. v. at, Tuy cs BT deca s " Σ 1 
-5h AN6291-6 RING. gies he eR. He . > Ue > 1 
-55 AN6289-6 NUTS 47e cec» eum o OX ux MES A 1 
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WING (Cont) 


H-175-58-87A 





FIGURE 39 - HYDRAULIC AILERON BOOST WING HINGE SWIVEL ASSEMBLY 
roe 











ΑΝ 01-AABA-4 
WING (Cont) 


PART UNITS 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE ; PER ASSY. 
No Number HYDRAULIC AILERON BOOST WING HINGE SWIVEL ASSEMBLY. Ref 
(see figure 44 for next assembly 
AN6292-8-17 -1/2 s SHOSE! ASSEMBLY: wx» ὁ a ος αἱ we, wt x ROUES WES AEG 2 
AN6292-8-19-1/2 ¿BOSE ASSEMBLY. αν 60 ο 22 o X € * X oW» A x AA RS 2 
AN833-8D a» ARUS xoc a je δὲ ος δν dE. OW Ts gls 2 
AN6289D8 6 NUTS is rei A a a ος Se A ee ὃ 4 
AN6291 -8 z RING e 2-280500: d to Ios ο IN a ATUS, Vy aos A 
AN6290-8 S (GASKET dX xe x EA qp. αν ocho A e αἱ ὃς δρ δν κ 4 
AN893-151D . BUSHING. . . . ‘i * à A vU ee en! qi 4 
AN832-10D . UNION. .... è Ὁ x ut uy oe 2 
AN837 -8D . ELBOW. . 355 "EE. $ 5 d Pn E 2 
AN6289D10 s NUT. € 56906 0x58 ; 3 x 2 
AN6291-10 s RING Sow 4 6 as Š » ES A n 5 2 
AN6290-10 s GASKET: sia xe qe. om ue e snp dec om oe uw ο ο αρ Ime e TO 
AN814-10D « PLUG: AND BLEEDER 4 4 w «Ὁ ο 9 9 9 9 90v 9 Hw ο e 
AN926 -10D s “ΒῈ-.. ves <n We. cay ο ο πο s 2 
146-58090-1 . SWIVEL ASSEMBLY, Hydraulic aileron boost wing "hinge LH... 1 
146-58090-2 SWIVEL ASSEMBLY, Hydraulic aileron boost wing hinge RH... 1 
ATTACHING PARTS 
AN365 -832 ec NUT S ae nk: GP ds των Se ο, ο. ἃ Sas OS de Ted ew a κα; des PP eds, See τ, ὁ 8 
AN960D8 . WASHER . . we πρὶ wr me ο SU wit a ο NUR IS m. TO 
2W1-11-32-63 . WASHER, Plain UNA). ae ec Bow eo iili iii Ib 
AN515-8R18 ο 1ος ΙΙ a ο ods pn ote eas 4 
AN515-8R16 x ο ge οἱ Geo ah See cae ο ο Sa, Tal ap a ae Se ἃ 4 
d ncm si 
AN320-8 , . NT... 6 
146 - 58488 ME: RETAINER, Hydraulic aileron boost wing "hinge “swivel body. 6 
seal 
AN6246-14 i14 RINGS ὃς ος wo9 age oe) a qun Bw αν ος Rowe GS 24 
AN6227 -14 . . PACKING . . . . 12 
146-58486-1 . . FITTING, Hydraulic “aileron boost "wing hinge swivel end LH 1 
146-58486-2 . . FITTING, Hydraulic aileron boost wing hinge swivel end RH 1 
AN502-10-12 . . SCREW . . s 12 
146-58495 TUBE ASSEMBLY, "Hydraulic ‘aileron boost “wing hinge a tae SS 1 
swivel inboard 
AN6227 -13 . . PACKING. . a “Ὦ 4 
146-58490 . . SPACER, Hydraulic aileron boost wing "hinge “swivel | . €. ; 4 
inboard 
146-58496 . . BODY ASSEMBLY, Hydraulic aileron boost wing hinge . . . . 2 
swivel inboard center 
146-58498 . . CONNECTOR ASSEMBLY, Hydraulic aileron boost wing. . . . . 2 
hinge swivel 
146-58492-1 . . . FITTING ASSEMBLY, Hydraulic aileron boost wing . . . . 1 
hinge swivel center LH 
146-58492-2 . . . FITTING ASSEMBLY, Hydraulic aileron boost wing . . . . 1 


hinge swivel center RH 
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AN 01-60AABA-4 


WING (Cont) 


FIGURE 50 - LH AND RH AILERON BOOST ACTUATING CYLINDER HYDRAULIC EQUIPMENT INSTALLATION 





H-115-58-50A 





FIGURE & PART è UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
50 146-58066-1 HYDRAULIC EQUIPMENT INSTALLATION, Aileron boost actuating . . Ref 
cylinder LH (see figure 4 for next assembly) 
146-58066 -2 HYDRAULIC EQUIPMENT INSTALLATION, Aileron boost actuating . . Ref 
cylinder RH (see figure 4 for next assembly) 
NOTE: Quantities are listed per one wing installation 
-1 146-58033-113 . CYLINDER ASSEMBLY, Hydraulic aileron boost actuating . . . . 1 
ATTACHING PARTS 3 
-2 AN5-23A se BOLT ο ο Aes. RO cc esu vno o d siu e à 
-3 AN960D516L WASHER Sn dur “eget ieee dee ie ο et adh eere Ἦν Vic Gd 8 
-4 AN365-524 AS A O MM 4 
-5 146-58418-1 RETAINER, Hydraulic aileron boost cylinder elbow LH. . . . . 1 
-6 146-58418-2 RETAINER, Hydraulic aileron boost cylinder elbow RH. . . . . 1 
-T AN179-17A BOLT w £4 . ea a ss a a ; 1 
-8 AN960D916 WASHER 4. 4 5.6 5 ο. o9 aa a Ὁ Ὁ ais 2 
-9 NAS73-9-005 BUSHING, Clamp-up steel cadmium plated ........... 1 
-10 AN365-918 NUT ο μα αν ο μα A kso xay XO OE ο ο a ue QU EIS AUS 1 
wane PE 
-11 146-58415 . END ASSEMBLY, Hydraulic aileron boost cyl piston rod. . 1 
-12 ΗΞΒΟΟΟΗ + BEARING (AP) Lo 260 al a M Up as th αν ει τν ορ η 1 
NAS2-101 . FITTING, Lubrication . . . . . . . . . . . τον Ll ln 1 
-13 AN924-8 NUT ei. ses e" ala, ο ο ο ο ces an e aio ie 1 
-14 2W1LA12 . WASHER, Tab lock (NA) ©.. oaoa a a a e a 1 
-15 146-58416 . END, Hydraulic aileron boost cylinder . . . . . . . . . . i 
-16 AN6244-4 e ORINGG ο a σι μον. ο ον ee Se cy ae τς ο ὦ 2 
-17 AN6230-4 s ο ο 6$ 607. αμ te eat Da da ο, Ὁ 1 
-18 AN623203 A ο ον οὶ E ipie ο 2 
-19 AN6227 -16 . PACKING ο wale T ο ah ane Ba MERE MM: 2 
-20 169-58103 PISTON, Hydraulic aileron boost actuating cylinder. . . . 1 
-21 146 -58405-3 RING, Hydraulic low friction piston . . . . . . . .. 6 
-22 6730 VALVE ASSEMBLY, Solenoid operated shut-off (WAH). . . 1 
(use on 146-58033-113 only) a 
-23 AN6227 -25 s PACKING 4 620456 a a as cus e e ἂν ο o ο. Ὁ I 
-24 AN6227 -18 + PACKING νας. MS MEE a ios ee a! Ss De eiu D ts 2 
-25 AN814-3D . PLUG AND BLEEDER. ....... » : : ae : 5 
-26 AN6290-3 GASKET. ; . ο. L9... 0€ 99 -- - - ὅν ὃν a 5 
-27 AN814 -4D PLUG AND BLEEDER. ds μα ὅς ENS a ys 2 
-28 AN6290-4 DE uc 1 
-29 156-58417 . ELBOW, Hydraulic aileron boost cylinder .... κ οῷ ὦ 2 
(used on 146-58033-113 only) 
-30 AN6246-11 a ARENG? cuv 8 πο Set QU ee fee oi FP ee s a 4 
-31 AN6227-11 . PACKING xi^ res πα oi ua ο a αν NE rien Ma cs Ὃς 4 
-32 146-15048 . FITTING ASSEMBLY, Aileron hydraulic cylinder attaching. 2 
-33 146-15049 BUSHING, Alleron hydraulic cylinder attaching fitting. 1 
NAS2-101 . FITTING, Lubrication . .............204.4. 1 
-34 146-58410 CYLINDER, Hydraulic aileron boost actuating . . πα 1 
-35 146-54233 PAD, Electrical hydraulic cylinder heating. . . . . . . 1 
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FIGURE δ. 
INDEX NUMBER 


-1 
-2 
-3 
-4 
-5 
-6 


-T 
-8 
-9 


PART 
NUMBER 


15456-58085 
146-58085-3 
146-58088 


134-58335 
AN6290-5 
141-58334 
Commercial 
146-58136 
141-58332 
146-58186 
146-58418 
141-58333 
134-58331 
134 -58330 
134-58330-3 


FIGURE 51 - WING AND BRAKE HYDRAULIC SHUTTLE VALVE ASSEMBLIES 
UNITS 
1 2 3 4 5 6 7 NOMENCLATURE ^ PER ASSY. 
WING AND BRAKE HYDRAULIC SHUTTLE VALVE ASSEMBLIES 
. VALVE ASSEMBLY, Hydraulic shuttle. . . TEMPE ἃ ΘΕ 
(see figure 48 for next assembly) 
. VALVE ASSEMBLY, Hydraulic shuttle. . . . . . . . . e « « » « Ref 
(see figure 296 for next assembly) 
. VALVE ASSEMBLY, Hydraulic brake shuttle. .... 72.52.52... Ref 
(see figure 48 for next assembly) 
+ . RETAINER, Hydraulic shuttle valve . . . . . s . e es . 1 
s. so “GASKET. . 4 κ. €-9 a δίῳ Ὁ ὁ ο e ὁ e EP E 1 
e . SPRING, draulic shuttle valve ..... ee Λι. Bere wae ....[οᾱ 
- . BALL, 11/32 diameter stainless steel. . . . . . . . o . . 1 
A FITTING, Hydraulic shuttle valve. . . . . . 1 
FITTING, Hydraulic shuttle valve (used on i46- 58085). . : 1 
FITTING, Hydraulic brake shuttle valve (used on 146- 58088) 1 
FITTING, Hydraulic shuttle valve (used on abe 58085- 3). " 1 
+ . SEAT, Hydraulic shuttle valve . . . a.. e " 2 
+ . VALVE, Hydraulic shuttle. . . . . . . . e o. és 1 
- . BODY, Hydraulic shuttle valve (used on 146- 58085) | E 1 
+ . BODY, Hydraulic shuttle valve (used on 146-58088 and. 1 


156-58085-3) 


H-175-58-69A 


USEABLE ON 
CODE 
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EMPENNAGE 








: ` H-115-20-3A 


FIGURE 52 - EMPENNAGE INSTALLATION 
106 








-19 
-20 


PART 
NUMBER 


175-20001 
184-20001 
146-21001-301 
146-21001-302 
184-21003-1 


184 -21003-2 


ΑΝ 01-60AABA-4 
EMPENNAGE (Cont) 


1 2 3 4 5 6 7 NOMEN 

EMPENNAGE INSTALLATION. . . . . . . 

EMPENNAGE INSTALLATION. . . +. +. + 
STABILIZER ASSEMBLY, Horizontal 


(see figure 54 for detail 
STABILIZER ASSEMBLY, Horizontal 
(see figure 54 for detail 
STABILIZER ASSEMBLY, Horizontal 
(see figure 54 for detail 
STABILIZER ASSEMBLY, Horizontal 
(see figure 54 for detail 


ATTACHING PARTS 


AN365-1614 
AN960D1616 
AN186-54A 
AN365-624 
2W1AL24-36-91 
146-23411-5 


AN6-15A 


-— Lez 


169-22002-101 
169-22002-102 
184-22004-1 
184-22004-201 
184-22004-2 


. 


NUT (magnetic inspected) 

WASHER ose. tes fe a a 
BOLT Quee. perti) Lig. 
NUT magnetic inspected sos 


WASHER, Plain (NA) . . 


brace fittings 
BOLT (magnetic inspected) . . 
ELEVATOR ASSEMBLY, Inboard LH. 
(see figure 57 for detail 
ELEVATOR ASSEMBLY, Inboard RH. . 
(see figure 57 for detail 
ELEVATOR ASSEMBLY, Inboard aero 
(see figure 58 for detail 
ELEVATOR ASSEMBLY, Inboard aero 
(see figure 58 for detail 
ELEVATOR ASSEMBLY, Inboard aero 
(see figure 58 for detail 


ATTACHING PARTS 


AN310-6 
AN960D616 
AN6-55 
146-22305 
AN310-4 
2W1-17-16-63 
AN174-26 


---ᾱ--- 


169-22003-201 
169-22003-202 
184 -22005-1 
184-22005-2 


. 


NUT. ο ο ο a "woe eh er v 

WASHER PE ET eV ὄφ, 

BOLT (magnetic "Anspected) Es 

PIN, Elevator station ne hinge attaching z 
NUT. : κ. 

WASHER, Plain (NA) ; . ; . ; : : 

BOLT Loira «οὶ ;6 (0€. Ὁ μαι, “ay ge 


ELEVATOR ASSEMBLY, Outboard LH ( 


(see figure 56 for detail 


ELEVATOR ASSEMBLY, Outboard aerodynamic nose balance RH. ο” 


(see figure 56 for detail 


ATTACHING PARTS 


AN310-4 
2W1-17-16-63 
AN174-23 
AN174 -26 


---*--- 


175-24002 
175-24002-100 


. 


NUT. ...oo š 
WASHER, Plain (wa) , 
BOLT Pane 174). 

BOLT station 84 and "station 12 


RUDDER ASSEMBLY, Lower e figure 61 for detail breakdown). 
supersedes 175-24002 for 


RUDDER ASSEMBLY, Lower 
procurement )(see figure 61 


ATTACHING PARTS 


BUSHING, Vertical stabilizer front brace and 





ICLATURE 


. © e. o 


“LH MEM 
breakdown) 
Re: ee ος 
breakdown) 
aero balance 
breakdown) 
aero balance 
breakdown) 


. 


breakdown) 
breakdown) 
balance LH. 
breakdown) 
balance LH . 
breakdown) 


balance RH. 
breakdown) 


PP 


. . e o 


>... eo a 


. . 5 ο n n9 


supersedes 


breakdown) 


breakdown) 


. . o . 


29) . 


169-22003-101 
future procurement)(see figure 55 for detail breakdown) 
ELEVATOR ASSEMBLY, Outboard RH (supersedes 169-22003-102 for 
future procurement)(see figure 55 for detail breakdown) 
ELEVATOR ASSEMBLY, Outboard aerodynamic nose balance LH. . . 
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UNITS USEABLE ON 
PER ASSY. CODE 
A n . Ref AN 
po Agee ob uxt ae tes del 
ὁ Ἂν 1 ΑΝ 
ο, δῖε; “nde καν ος 1 ΑΝ 
ΓΗ te ws ὃν 1 W 
RH. v - 1 
«ons m 4 
r y x 8 
š N bows 4 
τ e 2 4 
να... 8 
rear. . E 4 
5 S 4 
. w dev a 1 ΑΝ 


. . > 


ee ee eo 9 α 
ee ee 9 n9 n9 


. . . 


ΣΟΥ 


ENDO 


PP πι OP ΝΟ ΑΘΛΟ 
= E Bo» zzz 
zou 
us μαι A bec ων] 


He 


future. 


for detail breakdown) 


AN365-820 NUT ο ay et ee den Ses Se, a ᾱ νον Rs $e E. es "ο Wo ὦ ᾧ t σις 1 
AN960D816 . WASHER . . . . « . e à « e ὁ * e ^» e ὁ ο ^» ο ο 1; "P 1 
AN365-524 . NUT. .. 2. 2 2 ©ea wie a Ea ο τς δὲ eee dee ie 2 
AN960D516 . WASHER . TP M RET S 4 
AN310-3 +. NUT (magnetic 1nspected) CURE ος EVEN Yes 2 
AN960D10 . WASHER... eso eooo a, i. e 2 
146-24430 . SPACER, Rudder fold “Link " το 3e -ῳ ay Car al. Rh" ata 2 
AN3-6 . BOLT (nagnette ΤΕ κα ΡΝ ο E^ 2 
AN310-4 . NUT magnetic inspected) . . . . . . . Sr awe ds ait E 1 
ΑΝΟΘΟΡΗ16 -WASHER e a ke ae alah a ο cepe M Sowa S Re 2 
AN4-10 . BOLT (magnetic inspected) ....... ο br ο 1 
---ᾱ--- 
175-24003 RUDDER ASSEMBLY, Upper (see figure 63 for detail breakdown) 1 
ATTACHING PARTS 
AN310-6 . NUT (magnetic inspected) . . . ο uiu eb ο ο 1 
175-23002 . STABILIZER ASSEMBLY, Vertical. . . TU EA s 1 
(see figure 60 for detail breakdown) ` 
ATTACHING PARTS 
AN310-9 . NUT (magnetic inspected) . . . . . " D PPM A 1 
2W1AL36-36-91 . WASHER, Plain (NA) . . . . . . . . . . . ds E . 4 
AN179-25 . BOLT (magnetic inspected) . . . 1 
146-23410 . BUSHING, Vertical stabilizer center "bushing "fitting "hinge. 1 
AN9H14A . BOLT (magnetic inspected) . . . . . . .. eus. MC.» dU vts 2 
AN365-1032 . NUT. " 1 
146-23425 . STOP, "vertical stabilizer center fitting attaching bolt. . 2 
AN3-30A e. BOLT 4-18. 3.2 ae ο ο Vm. (e ve ου PECES EP ES 1 
AN310-6 ecncNUT 2 0 ο ο a Deus, τα) ei -ᾱ . ei erre 2 
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FIGURE & 
INDEX NUMBER 


52-45 


108 


PART 
NUMBER 


2W1AL24-36-91 


146-23411-3 


NAS56-13 
AN174-13 


175-25014-1 
175-25014-2 
175-25008-1 
175-25008-2 
175 -25006-1 
175-25006-2 
175-25004-1 
175-25004-2 
175-25005-1 
175-25005-2 
175-25007-1 


175-25007 -2 


1 


AN 01-60AABA-4 


EMPENNAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 

WASHER, Plain (NA) . . ................... 

BUSHING, Vertical stabilizer front brace and rear. . . . .. 
brace fittings 

BOLT, Close tolerance alloy steel 3/8-24 . . . . . . . . . . 

BOLT ο τς xe (et 9. ον Ὁ όν DeL CUL ceo VE oy Ὅν we Use uos du ον e 


RIB ASSEMBLY, Elevator to horizontal stabilizer close out LH 
RIB ASSEMBLY, Elevator to horizontal stabilizer close out RH 
DOOR, Vertical to horizontal stabilizer fuselage station . 
687.41 to station 691-1/2 lower fillet LH 
DOOR, Vertical to horizontal stabilizer fuselage station . . 
687.41 to station 691-1/2 lower fillet RH 
FILLET ASSEMBLY, Horizontal to vertical stabilizer 
station 634.41 to station 682.41 lower LH 
FILLET ASSEMBLY, Horizontal to vertical stabilizer 
station 634.81 to station 682.41 lower RH 
FILLET ASSEMBLY, Horizontal to vertical stabilizer 
FILLET ASSEMBLY, Horizontal to vertical stabilizer 
FILLET ASSEMBLY, Horizontal to vertical stabilizer 
station 634.81 to station 682.41 upper LH 
FILLET ASSEMBLY, Horizontal to vertical stabilizer 
station 634.81 to station 682.!1 upper RH 
Vertical to horizontal stabilizer fuselage station . . 
682.41 to station 697-1/2 upper fillet LH 
Vertical to horizontal stabilizer fuselage station. . 
682.41 to station 697-1/2 upper fillet RH 


fuselage. 
fuselage. 
fwd LH. . 
fwd RH. . 
fuselage. 
fuselage. 
DOOR, 


DOOR, 


ATTACHING PARTS 
SP1561-832-8 
SP1561-832-8 


. 





SCREW 


ASSEMBLY AR μας ορ CBee ο σα oK 
SCREW 


ASSEMBLY (SH 


e . >o a 9 ooo oso ὁ 5 c5 c] . c£; ὁ 5 


- UNITS 
PER ASSY. 


UN NE 


POR e PEP HB on H prep 


USEABLE ON 
CODE 





ΑΝ 01-60AABA-4 





EMPENNAGE (Cont) 
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FIGURE 53 - ELEVATOR DUAL RATE SPRINGY TAB MECHANISM INSTALLATION 


PART 
NUMBER 


184-52226-2 


AN393-11 
AN96OD1OL 
1N161 -16LL 
AN155-16L 
AN393-13 
ΑΝΟΘΟΡΙΟΙ, 
156-22632 
156-22611 
184-52531 
AN23-11 
ΑΝΟΘΟΡΊ ΟΙ, 
AN364-1032 
184 -52549-2 
AN4 -25A 
AN960D416 
AN365 -428 
ΑΝΗ -5A 
184-52548-2 
184 -52266 
AN161-16LS 
ΑΝΙ55-168 
AN393-11 
AN165 -16RS 
AN393-15 
AN23-12 
AN9ÓOD1OL 
AN364 -1032 
18h -52546 
AN501A/16-16 


2 3 4 5 


(RH elevator only) 


PIN. 2o δι ce 
WASHER 
FORK . . 
BARREL . 
PIN. 
WASHER 


oe t t n 


CABLE ASSEMBLY, Elevator spring tab. 
SPRING, Elevator spring tab. 


6 


7 


NOMENCLATURE 


MECHANISM INSTALLATION, Elevator dual rate springy tab. . 
(see figure 58 for next assembly) 


LINK ASSEMBLY, Elevator spring tab : 


BOLT .... 


BELLCRANK "ASSEMBLY, ‘variable rate “spring 


BOLT .... 
WASHER . . . 
NUT. . ès 
BOLT 


BRACKET, Variable rate spring “tab RH 


. 


SPRING, Tension. 


FORK . . .. 
BARREL . 
PIN. . . . 
EYE. . . . 
PIN. . « 
BOLT . . 
WASHER . 
NUT. 


LINK, Variabl 


SCREW. . . . 


e 


Τι 


ate spring tab 


tab 


RH. 


19 
H-175-52-35 
UNITS USEABLE ON 
PER ASSY. CODE 


ec 9 t 9 n n 


PARANA EP PER REP EE OPE PNP PP PREP eee 


LEE ZE ZE EE ZE ZE EE EEE EE ZE EE EEES 
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EMPENNAGE (Cont) 








H-175-21-5A 
FIGURE 54 - LH AND RH HORIZONTAL STABILIZER ASSEMBLY 
FIGURE & PART 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. A Cope 
54 146-21001-301 STABILIZER ASSEMBLY, Horizontal LH. . . . . . s s . . . . ων . Ref AN 
(see figure 52 for next assembly) 
146-21001-302 STABILIZER ASSEMBLY, Horizontal RH. . . . . . . . . . . . . . . Ref AN 
(see figure 52 for next assembly) 
184-21003-1 STABILIZER ASSEMBLY, Horizontal LH. . . . . . e e . . . . . . . Ref W 
(see. figure 52 for next assembly) 
184-21003-2 STABILIZER ASSEMBLY, Horizontal RH. . . . .. . . . . . . . . . Ref W 
(see figure 52 for next assembly) 
175-54231-9 . ELECTRICAL EQUIPMENT INSTALLATION, Horizontal stabilizer LH. Ref AN 
1175-5231 -10 . ELECTRICAL EQUIPMENT INSTALLATION, Horizontal stabilizer RH. Ref AN 
175-54231-16 . ELECTRICAL EQUIPMENT INSTALLATION, Horizontal stabilizer LH. Ref W 
146-21001-251 . STABILIZER SUB ASSEMBLY, Horizontal LH . . . . . . . . . .. 1 ΑΝ 
146-21001-252 . STABILIZER SUB ASSEMBLY, Horizontal RH . . . . . e . . . +. +. 1 ΑΝ 














FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. “ODE 
5} 18} -21003-151 . STABILIZER SUB ASSEMBLY, Horizontal aero balance . . . . . + I W 
184-21003-152 . STABILIZER SUB ASSEMBLY, Horizontal aero balance . . . . . . 1 W 
146-21301-101 + . BEAM ASSEMBLY, Horizontal stabilizer front LH . . . . . . 1 
146-21301-102 3 BEAM ASSEMBLY, Horizontal stabilizer front RH . "M 1 
-1 175-21420-1 e . . FITTING ASSEMBLY, Hor stab. front spar inboard LH. ei tt. 1 
175-21420-2 e >. . FITTING ASSEMBLY, Hor stab. front spar inboard RH. . . 1 
-2 4B19M-S8006 . . . BUSHING, Press fit steel (NA) . . . . . . . .... 2 
146-21302-1 BEAM ASSEMBLY, Horizontal stabilizer LH. . . . . . . . . . . 1 ΑΝ 
146-21302-2 BEAM ASSEMBLY, Horizontal stabilizer RH. Tidy eee ate e ο 1 AN 
146-21302-101 . BEAM ASSEMBLY, Horizontal stabilizer center LH tone, eek η ὅν ο 1 W 
146-21302-102 . BEAM ASSEMBLY, Horizontal stabilizer center RH . . . . . ο ο 1 W 
-3 146-21402-1 . . CAP ASSEMBLY, Horizontal stabilizer center beam lower LH. 1 
146-21402-2 . . CAP ASSEMBLY, Horizontal stabilizer center beam lower RH. 1 
-4 146-21402-1 . . CAP ASSEMBLY, Horizontal stabilizer center beam lower LH. T 
146-21402-2 - . CAP ASSEMBLY, Horizontal stabilizer center beam lower RH. 1 
-5 NAST5-16-101 R^ BUSHING, Press fit steel . . . . . . +. . Re ah ind i 1 
-6 NAS75-16-016 5 s . BUSHING, Press fit steel . . .. á DERE 4 ae ὦ 2 
146-21303-11 BEAM ASSEMBLY, Horizontal stabilizer rear LH 6. δι 4 ο 1 ΑΝ 
146-21303-12 . BEAM ASSEMBLY, Horizontal stabilizer rear RH . . . . . . . . 1 AN 
184-21305-3 BEAM ASSEMBLY, Horizontal stabilizer rear LH . . . . . . . + 1 W 
184 -21305-4 BEAM ASSEMBLY, Horizontal stabilizer rear ΠΗ... . Ex 1 W 
-7 175-21425-1 . . FITTING ASSEMBLY, Hor stabilizer rear beam inboard uH. 1 
175-21425-2 FITTING ASSEMBLY, Hor stabilizer rear beam inboard RH . 1 
-8 4B19M-S8006 . BUSHING, Press fit steel (NA). . . . . . . . ee ae 2 
146-21042-1 . RIB ASSEMBLY, Horizontal stabilizer station 40.75 aft LH . . 1 AM 
146-21042-2 . RIB ASSEMBLY, Horizontal stabilizer station 40.75 aft RH . . 1 AM 
146-21042-31 RIB ASSEMBLY, Horizontal stabilizer station 40.75 aft LH . . 1 BX 
146-21042-32 . RIB ASSEMBLY, Horizontal stabilizer station 40.75 aft RH . . 1 BX 
-9 146-21430 . . FITTING ASSEMBLY, Elevator station 41 hinge . . . . i a 1 AM 
146-21430-10 . . FITTING ASSEMBLY, Elevator station 41 hinge:. . . . . . . 1 BX 
-10 AN200K8 . BEARING. . . . PAIN" 4 BX 
184-21042-1 RIB ASSEMBLY, Horizontal stabilizer “station “HO. 75 "aft “LH a 1 W 
184-21042-2 . RIB ASSEMBLY, Horizontal stabilizer station 40.75 aft RH . . 1 W 
-11 184 -21437 . FITTING, Elevator station 41 hinge. ... $ $e 1 W 
146-21085-31 . RIB ASSEMBLY, Horizontal stabilizer station 83. 75 ‘aft LH ets 1 AN 
146-21085-32 . RIB ASSEMBLY, Horizontal stabilizer station 83.75 aft RH . . 1 AN 
-12 184-21431 . . FITTING ASSEMBLY, Elevator station 84 hinge . . . . . . . 1 AN 
-13 AN200K8 - . . BEARING. . . . x s 1 ΑΝ 
184-21085-1 | RIB ASSEMBLY, Horizontal stabilizer station '83. 15 ‘aft LH . ; 1 W 
184 -21085-2 . RIB ASSEMBLY, Horizontal stabilizer station 83.75 aft RH . . 1 W 
-14 184 -21438 . . FITTING, Elevator station 84 hinge. . . LESS dal eng 1 W 
146-21129-31 . RIB ASSEMBLY, Horizontal stabilizer station "128. 75 aft LH. . 1 AN 
146-21129-32 . RIB ASSEMBLY, Horizontal stabilizér station 128.75 aft RH. . 1 AN 
-15 184 -21432 . FITTING, Elevator station 129 ninge MEME ME ES 1 AN 
-16 AN200K8 a . BEARING. . . PM TOP 1 AN 
184-21129-1 RIB ASSEMBLY, Horizontal stabilizer “station "128; 75 aft LH. . 1 W 
184-21129-2 š RIB ASSEMBLY, Horizontal stabilizer station 128.75 aft RH. . 1 W 
-17 184 -21439 . FITTING, Elevator station 129 hinge iier ae Hier ον μόνα ως τ 1 W 
146-21174-31 . RIB ASSEMBLY, Horizontal stabilizer station 173.75 aft LH. . 1 ΑΝ 
146-21174-32 . RIB ASSEMBLY, Horizontal stabilizer station 173.75 aft RH. . 1 AN 
-18 184-21433 š FITTING ASSEMBLY, Elevator station 174 hinge. .... . 1 ΑΝ 
-19 AN200K6 «+ . BEARING. . . . E ET 1 ΑΝ 
184-21174-1 . RIB ASSEMBLY, Horizontal stabilizer station 173. τὸ aft ΙΗ. . 1 W 
184 -21174-2 : RIB ASSEMBLY, Horizontal stabilizer station 173.75 aft RH. . 1 W 
-20 184-21440 - . FITTING, Elevator hinge station 174 hinge . . : 1 W 
-21 146-21436-1 . FITTING, Horizontal stabilizer inboard torque rib “splice LH. 1 
146-21436-2 FITTING, Horizontal stabilizer inboard torque rib splice RH. 1 
-22 146-21436-2 FITTING, Hor stab. inbd torque rib splice (upper LH stab.) . 1 
146-21436-1 . FITTING, Hor stab. inbd torque rib splice (lower RH stab.) . 1 
-23 146-21439-1 FITTING, Hor stab. inbd torque rib splice fwd LH . . . . . . 1 
146-21439-2 PITTING, Hor stab. inbd torque rib splice fwd RH. . 1 
-24 146-21439-2. . FITTING, Hor stab. inbd torque rib splice fwd RH (upper LH 1 
stabilizer) 
-25 175-55007 . FITTING ASSEMBLY, Vertical stabilizer folding lower jack . . 1 
attaching (LH stabilizer only) 
-26 175-5507 -5 + . PIN, Vertical stabilizer folding lower jack attaching . 1 
-27 4B19S10-020 . BUSHING, Press fit steel (NA) . . . ... $c te 1 
-28 175-55009 . NUT, Vertical stabilizer folding Jack attaching ο es nefas 1 
-29 175-55007 -3 . FITTING, Vertical stabilizer foldi lower jack . . . . 1 
attaching (LH stabilizer only 
-30 184 -21304 . DOOR ASSEMBLY, Horizontal flexible shaft drive access. . . 1 W 
(LH stabilizer only) 
-31 AN509-10R8 . SCREW. . . . . 2 a^ So la τῳ UE a er Dl QE SR. να 16 
-32 146-21311 . TIP ASSEMBLY, Horizontal. stabilizer. D a E ὧι ὃν -ᾱ- «ον € 1 AN 
184-21311 TIP ASSEMBLY, Horizontal stabilizer. . . . . . . s . . . . . 1 W 
-33 AN509-10-8 SCREW. . dele wm ο ο ar an ο a we εφ ὅ 16 
146-21029-1 RIB ASSEMBLY, "Horizontal stabilizer station 27 aft .... 1 
intermediate LH δ 
146-21029-2 RIB ASSEMBLY, Horizontal statilizer station 27 aft . HS 1 
intermediate RH 
-34 146-73553 š LUG, Safety life line Ὃν ὅτι εὖτ poten, a e o ERE 1 
AN365-428 x eco NAUES 0. RAS e A E ee a : . s κ - ον 1 
AN960D416L e cs- WASHER. . 2 0. 2 o 3 5 AA ia ο 2 
ANH -10A e . BOLT... . ee Vau ος E: τν Heit χα wet oe E 1 
NAS75-4-104 . . BUSHING, Plain press “pit steel ὃν ee “δ ex UR ww S ce ve E 1 
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Section I]! 


Group Assembly Parts List 


a  — ελ es 
7 NOMENCLATURE 
ELEVATOR ASSEMBLY, Outboard LH (see fig. 52 for next assembly). 
(supersedes 169-22003-101 for future procurement) 
ELEVATOR ASSEMBLY, Outboard RH (see fig. 5? for next assembly). 
(supersedes 169-22003-102 for future procurement) 


-1 
-2 


NUMBER 


169-22003-201 
169-22003-202 


2 3 4 5 


6 


. 


175-54231-7 . ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 538 to . 
station 780 (LH outboard elevator) 
175-54231-8 . ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 538 to . 
station 780 (RH outboard elevator) 
146-22068-1 . RIB ASSEMBLY, Elevator station 68-1/4 LH. ...... 
146-22068-2 . RIB ASSEMBLY, Elevator station 68-1/4 RH. . . ... 
146-22418 + ΤΕΕ, Elevator station 67-3/4 fitting support. . . . 
146-22416 + . FITTING, Elevator station 68-1/4 outboard attaching 
146-22068-5 . . HALF HINGE, Elevator station 68-1/4 ....... 
146-22302-1 . BEAM ASSEMBLY, Elevator outboard intermediate LH.. . 
146-22302-2 . BEAM ASSEMBLY, Elevator outboard intermediate RH... 
146-22302-25 . . HALF HINGE, Elevator outboard intermediate beam LH. 
146-22302-26 - . HALF HINGE, Elevator outboard intermediate beam RH. 
146-22302-27 . . HALF HINGE, Elevator outboard intermediate beam LH. 
146-22302-28 - . HALF HINGE, Elevator outboard intermediate beam RH. 
146-22405-1 + . HINGE, Elevator trim tab half LH. ..... vu x 
146-22405-2 - . HINGE, Elevator trim tab half ΒΗ, . eo ο 
156-22647 + . HINGE, Elevator trim tab forward concentrated . . . 
146-22084-1 . RIB ASSEMBLY, Elevator station 84-3/4 LH. . . . . . . 
146-22084-2 . RIB ASSEMBLY, Elevator station 84 -3/4 RH. So ei a 
146-22411 . . TEE, Elevator station 84-3/4 hinge support. .... 
146-22410 - . PIN, Elevator station 84-3/4 hinge. $e ate, A 
AN3-6A A «Y BOLT. κος 2er RA ete EE 
146-22129-1 RIB ASSEMBLY, Elevator station 129-3/4 LH. PEDES 
146-22129-2 RIB ASSEMBLY, Elevator station 129-3/l RH. ECTS. 
146-22413 - . TEE, Elevator station 129-3/4 hinge support... . 
146-22412 . . PIN, Elevator station 129-3/4 hinge . . . . zu 
AN3-6A BO 2p ws Revier viue Us de κ. ας dg 
146-22414 . PIN, Elevator hinge station 174-3/4, è ^i 
ATTACHING PARTS 
AN3-6A . BOLT (magnetic inspected). . ο x A 
146-22403 . SUPPORT ASSEMBLY, Elevator hinge sta 176-1/4 . . . . . . . + 
146-24475-3 . . BUSHING, Elevator balance weight support. . 


146-22404-10 


BALANCE ASSEMBLY, Elevator balance intermediate 


ATTACHING PARTS 


AN365-428 
AN960D!16 
AN174-25A 


169-22326 
146-22327 
146-22334 
146-22333 
146-22332 
169-22309-1 
169-22309-2 
146-22317 
30602-1 
175-954052-1 
30602-1 


ER 


AN3106A145-5S 


AN3057-6A 
AN365-428 
AN960D416 
146-22330 
AN4-11A 
AN320-4 
ΑΝΘΗ -18 
175-22303 


eo. 9 9 9 5 α 


NUT (magnetic inspected) . . . . . . . 


WASHER . . . 


BOLT (magnetic inspected) . 


WEIGHT ASSEMBLY, Elevator 
WEIGHT ASSEMBLY, Elevator 
WEIGHT ASSEMBLY, Elevator 
WEIGHT ASSEMBLY, Elevator 
WEIGHT ASSEMBLY, Elevator 


oe e o 


. 


. 


sta 69-17} to sta 81 paddle. . . 
sta 85 to sta 97 paddle. . .'. 
sta 99-1/8 to sta 111-1/2 padd 
sta 114 to sta 126 paddle. . . 
sta 137-1/2 to station 149-1/2 


le 


BRACKET ASSEMBLY, Elevator trim tab actuator attaching LH. 
BRACKET ASSEMBLY, Elevator trim tab áctuator attaching RH. 


. BRACKET, Elevator trim tab actuator 
ACTUATOR ASSEMBLY, Linear 


(AIR) 


ACTUATOR REWORK, Electrical trim tab 
. ACTUATOR ASSEMBLY, Linear 


PLUG. . . 
ADAPTER . 


NUT (magnetic inspected) Es 


WASHER . . . 


BUSHING, Elevator trim tab 
BOLT (magnetic inspected). . 


. 


e . e o è . où 


. 


NUT (magnetic inspected) . . 


BOLT (magnetic inspected). . . . . 
DOOR ASSEMBLY, Elevator trim tab a 


ATTACHING PARTS 


AN509-10R8 


AN365-440 
AN960DA 
9C1-3-5 

. AN5O7 -440R8 
175-9230? 


AN509-10R8 
AN365-440 
ANQ60D4 
AN507-440R8 
9C1-3-5 


146-22311 


--- 


ATTACHING PARTS 


ATTACHING PAR 


AN509-10R9 


186-22501-101 Ἢ 
146-22501-102 


. 


SCREW. . . . 


. NT... 
. WASHER. . 


| CHAIN, No. 1 safety (NA) | 


SCREW . . 


SCREW. . 
NUT. . « 
WASHER . 
SCREW. 


CHAIN, No 


TIP ASSEMBLY, Elevator station 


SCREW. ... 


DOOR, Elevator 


8 


trim tab position indicator 


afety (Na). ; 


(AIR). 


TAB ASSEMBLY, Elevator trim LH . 
TAB ASSEMBLY, Elevator trim RH... . 


attaching . 


ctuator access 


actuator attaching. : 


access, 


e 0 0 9 6 9] 9 o9 9 c9 75 n ά. 


e*t ot n 


ee we ee 


“sta 176-1/4. 


UNITS 
PER ASSY. 


Ref 
Ref 
Ref 
Ref 


BPR RP HP IU HE H| JH H E H|BIPIBIBBmr IB IB rn Hire FF PEP RE REB PHP PHP HY BPP RP PRA PHP | PO AAA 


œ 


1 


m 
P pet peed BHHHEH 


a 
HH O Pp 


USEABLE ON 
CODE 


A 
AP 
AP 
AP 


AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 
AP 


AP 


BERR RRA 


> 
ο 


ο ἢ 
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PART 
NUMBER 


1 


2 3 4 5 


ATTACHING PARTS 


169-22003-35 
169-22003-37 
146-22502-1 
146-22502-2 
146-22502-5 


‘146 -22502-6 


146 -22502-7 
146-22502-8 
146-22507 
156-22646 
146-22513 
156-22649 
169-22331 


PIN, Elevator outboard 
PIN, Elevator outboard 





AN 01-60AABA-4 


EMPENNAGE (Cont) 


6 7 


. 


. BEAM ASSEMBLY, Elevator 
. BEAM ASSEMBLY, Elevator 


. . HINGE, 
. HINGE, 
. HINGE, 
. HINGE, 


. HINGE, 
HINGE, 


Elevator 
Elevator 
Elevator 
Elevator 
Elevator 
Elevator 


trim 
trim 
trim 
trim 
trim 
trim 


HORN, Elevator trim tab zn 
SCREW, Elevator trim tab pick-up adjustment 
STIFFENER, Elevator trailing edge. . . . . +. + 


trim tab forward LH 
trim tab forward RH 
tab forward LH. . . 
tab forward RH. . 
tab forward LH. . 
tab forward RH. . 
tab aft half... 
tab aft concentrated 
operating . 


5 9 +... o... 9| 9 9; ια 


3 
; 


FH EHP REP eee HH 








FIGU 


INDEX NUMBER 


RE & 


PART 
NUMBER 


184-22005-1 
184 -22005-2 


146-22068-1 
146-22068-2 
146-22418 
146-22416 
146-22-68-5 
146-22302-1 
146-22302-2 
146-22302-25 
146-22302-26 
146-22302-27 
146-22302-28 
146-22405-1 
146-22405-2 
156-22647 
146-22068-1 
146-22068-2 
146-22411 
ΑΝ3-6Α 

184 -22410 
184 -22407 
AN200KP8 
146-22129-1 
146-22129-2 
146-22413 
AN3-6A 

184 -22412 
184 -22407 
AN200KP8 
184-22414 
AN3-6A 
146-22403 
146-24475-3 
AN364-428 
AN960D416 
AN960D416L 
AN174-7A 

184 -22406 
AN200KP8 
184 -22022 


'NAS221-12 


AN365-1032 
2W1-13-14-63 
2W1-13-14-63 
NAS221-12 
184 -22028 


NAS 222-14 
AN365 -428 
2W1-16-16-63 
2W1-16-16-63 


AN 01-60AABA-4 
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Section || 


Group Assembly Parts List 


UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
ELEVATOR ASSEMBLY, Outboard LH aerodynamic nose balance . Ref W 
(see figure 52 for next assembly) 
ELEVATOR ASSEMBLY, Outboard RH aerodynamic nose balance . . . Ref 


(see figure 52 for next assembly 
RIB ASSEMBLY, Elevator station 68-1/4 LH . . . . . . . . . 
RIB ASSEMBLY, Elevator station 68-1/4 RH . . . . .. ... 

TEE, Elevator station 67-3/4 fitting support. . . "Im 

FITTING, Elevator station 68-1/4 outboard 1 attaching : 
. HALF HINGE, Elevator station 68-1/h $$$ 
BEAM ASSEMBLY, Elevator intermediate LH. SA ow Veris 
BEAM ASSEMBLY, Elevator intermediate RH. . . . . . .. 
. HALF HINGE, Elevator outboard intermediate LH . . . 

HALF HINGE, Elevator outboard intermediate RH . . . 

HALF HINGE, Elevator outboard intermediate LH... 

HALF HINGE, Elevator outboard intermediate ΠΗ... . 

HINGE, Elevator trim tab half LH. . . . . . s . . . 

HINGE, Elevator trim tab half RH. . .. oo ae = 

HINGE, Elevator trim tab forward concentrated ^o He 
RIB ASSEMBLY, Elevator station 84-3/4 LH. . . . . . . 
RIB ASSEMBLY, Elevator station 84-3/4 RH . . . . . . . . . . 

TEE, Elevator station 84-3/4 hinge support. . . . . . + 
. BOLT. ... a ο 
PIN, Elevator station 84- 3/4 hinge 
FITTING ASSEMBLY, Horizontal stabilizer "to elevator "hinge. 

BEARING . . . . E δεν 


* 9 9 9 9 9 9 ὁ o9 9» ο 
. 


.o. 9 c9 9 t$ 5$ : o 


RIB ASSEMBLY, Elevator station 129- 3/4 DH a dr de 

RIB ASSEMBLY, Elevator station 129- 3/4 RHi da ts 

. TEE, Elevator station 129-3/4 hinge support ο re vetns 

x BOLT; tir a ru a eos a a xe 

PIN, Elevator station “1292 23/40 hinge. que $ t 
FITTING ASSEMBLY, Horizontal stabilizer to elevator "hinge LE 
. BEARING . . . . or, ENGL AM. ο oli NÉ Mars ο Vo 
PIN, Elevator hinge “station 174- 3/4. ας C οὐηνᾶ ess 
BOLT (magnetic inspected) . . νην. τν 
SUPPORT ASSEMBLY, Elevator hinge station 176-1/4 er en ae are 
. BUSHING, Elevator balance weight support. ........ 
NUT (magnetic inspected) . ................ 
WASHER: 5 xL ο. «οἷς ϱ ἡ, ὦ e a ae ee ος “ὁ 
WASHER: ον ὁ ae ig, es, Se ad De be SE ck Se Ade ἃ ew Se ie ος Ὁ Ὁ 
BOT... . IA 
FITTING ASSEMBLY, “Hor “stabilizer to “elevator hinge outboa rd. 


. BEARING . . . . 

WEIGHT ASSEMBLY, Aerodynamic nose "balance “outboard elevator. 
station 68-3/16 .to station 82-13/16 

. SCREW, Brazier head ema recess alloy steel 10-32 . . 

. NT... ο Pele sa, «Ίδη, Sgn? ο Ed fare αμ. V. ἴθι, Ὁ 


. WASHER, Plein (WA); e «.. 404 as bse eke w bale 
WASHER, Plain (NA) . a, shes 


SCREW, Brazier head “Phillips recess “alloy "steel “10- 32. n 7 
WEIGHT ASSEMBLY, Aerodynamic nose balance outboard elevator. 
station 85 to station 103-1/2 counter weight 

SCREW, Brazier head Phillips recess alloy steel 1/4-28. . 
. NT... ο η i) is id WO ὧν Bone a “ἃν -ᾱ ο daa Ser "δι «ο 
. WASHER, Plain (NA). sou ο. Dante Celtis. Mr Cae αν ας CELOS! set όσα tg 
WASHER, Plain (NA) . . δ 
SCREW, Brazier head Phillips recess “alloy steel “a Tie 128 | 


NAS222-17 a 

184 -22029 . WEIGHT ASSEMBLY, Aerodynamic nose balance outboard elevator. 
station 106 to station 127-13/16 

NAS222-19 . . SCREW, Brazier head Phillips recess alloy steel 1/1-28. 

AN365-428 s ce NUT: ος oe Ὁ c MOM 

2W1-16-16-63 . . WASHER, Plain (NA). DE καὶ πῶ, ο ο ο EE 

2W1-16-16-63 . WASHER, Plain (ΝΑ) . . . 

NAS222-20 . SCREW, Brazier head Phillips recess “alloy "steel 1/42 228. . 

184 -22035 . WEIGHT, Aerodynamic nose balance outboard elevator . . . . 
station 130 to station 152-3/8 

AN509-10R11 + SCREW. . . . 4 wo Ὁ ᾱ 

184 -22034 . WEIGHT, Aerodynamic nose balance outboard “elevator dus Me sss “τὰ 
station 142-7/16 to station 172-13/16 

184-22019 . WEIGHT, Aerodynamic nose balance outboard elevator ..... 

mE Station 175 to station 189-11/16 

AN509-10R10 + SCREW. . . PIX 

169-22331 . STIFFENER, Elevator “trailing edge. ES wi a. κα; Tur, ce 

175-22303-10 DOOR ASSEMBLY, Elevator trim tab actuator access az cris Et DAT. s 

ATTACHING PARTS 
AN509-10R8 sOSCREM. - 2 o 9 ee αν ο "Ic MD 
a E a a Ν 

AN365-440 a el NUT uaan E Y IAS, ahd πα a A te 

ΑΝΟΘΟΡΗ ο. e WASHERS) ο ο τς ο ο a ο μα Gate NS 

91 -3-5 . . CHAIN, No. 1 safety (NA). 2a aie VALE i ο Mar de" Ὁ 

AN507 -440R8 . . -SCREW .. 2. aa ook de 

169-71063-1 | TAB ASSEMBLY, Radio "AN/ASA3 precipitation "static discharge 
elevator mounting 

169-71063-2 . TAB ASSEMBLY, Radio AN/ASA3 precipitation static discharge . 
elevator mounting 

184-22311 TIP ASSEMBLY, Elevator station 189-3/4 . . . . . . . . . . . 





PEO Πο FOOWWW Γοσωωω  HOUQOTOIDID ᾿ πὶ HH TOTO TO TO EHP E E i EH EB IH. IH. I 3 EJ [1 ERB BEE μὲ HE μα PPP μα μα TO A "1 νο 
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H-175-22-8 


FIGURE 56 - LH AND RH OUTBOARD AERODYNAMIC NOSE BALANCE ELEVATOR ASSEMBLY 
116 z 














FIGURE & 
INDEX NUMBER 


56-52 


PART 
NUMBER 
AN509-10-9 
146-22501-301 
146-22501-302 


169-22003-35 
169-22003-37 
mb cs n M ον 

146-22502-1 
146-22502-2 
146-22502-5 
146-22502-6 
146-22502-7 
146 -22502-8 
146 -22507 
156-22546 
184 -22514 
156-22649 
184 -52243-1 


184 -52243-2 


184 -52237 
184 -52239 
184-52241-1 
184-5224) -2 
AN365-428 
2w18-416L 
NAS334PA12 
AN174-30A 
AN174-17A 
AN174-13A 
AN174-12A 


. 





ΑΝ O1-60AABA-À 


EMPENNAGE (Cont) 


2 3 4 5 6 7 
SCREW. * 


NOMENCLATURE 


TAB ASSEMBLY, Elevator trim “LH E ὃν «Ἔν. Or Sy e 
TAB ASSEMBLY, Elevator trim RH ......... 
ATTACHING PARTS 


PIN, Elevator outboard 
PIN, Elevator outboard . . 


BEAM ASSEMBLY, Elevator 
BEAM ASSEMBLY, Elevator 
. HINGE, Elevator trim 
-> HINGE, Elevator trim 
. HINGE, Elevator trim 
* . HINGE, Elevator trim 
- . HINGE, Elevator trim 
Β HINGE, Elevator trim 
HORN, Elevator trim tab 


. . © © S ο ο 


trim tab forward LH 
trim tab forward RH 
tab forward ΤΗ. . . 
tab forward RH. 

tab forward LH. . . 
tab forward RH. . . 
tab aft half... 
tab 
operating . . 


. SCREW, Elevator trim tab pick-up adjusting. 
MECHANISM INSTALLATION, Elevator outboard geared 


(28° and 5°) 


aft concentrated. 


. 


MECHANISM INSTALLATION, Elevator outboard geared 


(28? and 5?) 

. LINK ASSEMBLY, Elevator 
. LINK ASSEMBLY, Elevator 
. BELLCRANK, Elevator 
. BELLCRANK, Elevator 

NUT 2 ο ὁ ον e ES 
WASHER, Flat (NA) š 
BOLT. 4 xw 
BOLT. . 
BOLT. . 
BOLT. 
. BOLT. 2 


. 


. 
. 
. 


oe ο n 
s.. 


outboard geared 
outboard geared 


outboard geared tab 
outboard geared tab 
tab LH. 
tab RH. 


oe . e. . 9 9 | ὁ ὁ o 
. . e o 
oe ο 


5 5 ο ο 
oe eee 
. 

. 
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ΑΝ 01-60AABA-4 


EMPENNAGE (Cont) 


H-175-22-1 





FIGURE 57 - LH AND RH INBOARD ELEVATOR ASSEMBLY 
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ΑΝ 01-60AABA-4 
EMPENNAGE (Cont) 


Section [| 


Group Assembly Parts List 





FIGURE & PART , UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
57 169-22002-101 ELEVATOR ASSEMBLY, Inboard LH s figure 5? for next ME . Ref AN 
169-22002-102 ELEVATOR ASSEMBLY, Inboard RH (see figure 52 for next assembly) . Ref AN 
-1 160-998 09 -3 . FITTING, Elevator torque tube attaching. . . . . . s e . e e 1 AN 
-2 146-22429-10 . TUBE, Elevator torque. . . ο αρ E A IS. ἃς Ino ος 1 AN 
146-22021-101 . RB ASSEMBLY, LH station 21- “1/2. 27 Se WO ον verte Tee, A ον 1 AN 
146-22021-102 . RIB ASSEMBLY, RH station 21-1/2. . . i » μα.” 1 AN 
-3 160-22301-1 v 7 COLLAR, Elevator station 21- 1/2 rib “to torque tube ο Wit ES e 1 ΑΝ 
attaching LH ` 
160-22301-2 "e COLLAR, Elevator station 21-1/2 rib to torque tube... . 1 AN 
attaching RH 
146-22031-1 . RIB ASSEMBLY, Elevator station 41-3/4 LH . . . . . . s . . . . 1 ΑΝ 
146-22041-2 . RIB ASSEMBLY, Elevator station 41-3/4 RH . . . . « . . . . cà 1 AN 
-4 146-22409 sU TEE, Elevator station 41 hinge support . . . . . . . . . . 1 AN 
-5 146-22408 EE PIN, Elevator station 41 hinge . . . . . e . . ο . osoo 1 ΑΝ 
-6 AN3-6A bd ο BOE ae a ee Ww woe cum os te. Gees, wb ΑΝ 
146-22067-1 | RIB ASSEMBLY, Elevator station 67-3/4 LH . . . . . 2 1 an 
146-22067-2 . + RIB ASSEMBLY, Elevator station 67-3/4 RH.. . . . . . e.s... 21 AN 
-T 146-22418 Ἐν νος TEE, Elevator station 67-3/4 fitting support . . . . . ο 1 AN 
-8 146-22417 oe FITTING, Elevator station 68 inboard attaching gs re desde Se Ὁ 2 AN 
-9 146-22067-5 ; HALF HINGE, Elevator station 67-3/4. . . . . Sf) aoe wane 1 AN 
-10 146-22417 * FITTING, Elevator station 68 inboard attaching ale i 2 AN 
-11 146-22324 1o WEIGHT ASSEMBLY, Elevator station 41-3/4 to station 53 paddle. 1 AN 
-12 146-22325 . WEIGHT ASSEMBLY, Elevator station 55 to station 67-1/8 paddle. 1 AN 
-13 156-22636 . WEIGHT ASSEMBLY, Elevator inboard station 27-1/8 . . . . . + + 1 AN 
to station 38 paddle 
-14 156-22644 . WEIGHT ASSEMBLY, Elevator station 12-1/2 to station. . . . +. + 1 AN 
23-13/16 paddle 
-15 156-22633 . STOP ASSEMBLY, Elevator spring tab . . « . . s s s e s s ewe 1 AN 
-16 AN161-16LL Se POR ana. ia ο aT acs νο ων ECCLE qM oly. SAN 
-17 AN155-16L . BARREL .. νη ΡΤ 1 ΑΝ 
-18 156-22632 . CABLE ASSEMBLY, "Elevator Spring. tab. wn e ως pOr e 1 AN 
-19 AN393-13 ο: PIN x AA κ ἃ es aan ο μμ AN ὦ 1 AN 
-20 AN960D10L . WASHER . . . + c A EI. pi AN 
-21 156-22611 . SPRING, Elevator spring μμ. ERN ο 1 AN 
-22 AN393-11 PENG aco Pier. Yai IR ο ο AR μμ AN 1 AN 
-23 AN960D10L . WASHER... . . κα AUI ue UE CL Ue UR s T δν C 1 AN 
156-22606-1 . BEAM ASSEMBLY, Elevator. inboard LH e. E de Da) core ΚΦ ἄν le ἐκ, UA 1 AN 
156-22606-2 . BEAM ASSEMBLY, Elevator inboard RH . . . . . s s . . s ος 1 AN 
-24 156-22615-5 - . ΒΑΕ HINGE, Elevator trim tab concentrated . . . . . . . . 1 AN 
-25 146-22405-3 E HALF HINGE, Elevator trim tab half . . . . « s e s e . . . 1 AN 
-26 156-22606-5 sct HALF HINGE, Elevator inboard LH. . . . . . ee s s s ο so 1 AN 
156-22606-6 o us HALF HINGE, Elevator inboard RH. . . . . . . s s s e s eo 1 AN 
-27 156-22606-7 ο, a HALF HINGE, Elevator inboard LH. . . . es s . s s . oso 1 AN 
156-22606-8 $ HALF HINGE, Elevator inboard RH. . . . . e . s es . eee 1 AN 
-28 169-22002-21 DOOR, Inboard elevator assembly. . . s es e . s ee ee eee 2 AN 
ATTACHING PARTS 
-29 AN509-10-7 4 ο ο ο ο ei ele ο Te ο 9). 9, ο e] AR A wow Sy ere! Gh en η AN 
---ᾱ--.- 
-30 169-22002-25 + DOOR, Inboard elevator assembly. . . . . . . s . . . . e.. 1 ΑΝ 
ATTACHING PARTS 
-31 AN509-10-7 ο SCREW: loto e h a d edm ir^ o Ue UT ele er wo αι αἱ κ θὰ... ΑΝ 
---ᾱ----- 
-32 AN507-440-8 a (SCREW ο a wp Geek td as WSS CAN 
-33 ANQ60D4 LV ιο ο x a Ὅν κα ο aes Week μα ο “ΑΝ 
-34 AN365-440 SUNUTL eos AA “ei ὃ Sig: gear a we Gan elie; ος AN 
-35 9C1-3-3 . CHAIN, No. 1 safety (wa) . iw. ο suni. ο oe VISUS Ie mis] Qa A 3 AN 
-36 156-22603-201 . TAB ASSEMBLY, Elevator spring LH . ... "a αυτα 1 AN 
156-22603-202 . TAB ASSEMBLY, Elevator spring RH... . xu ο ves i uie v IUS 1 AN 
ATTACHING PARTS 
-37 156-22645 a” (PINS: Elevator Niger A a a er a 1 ΑΝ 
παν κοιν 
156-22607-1 . + . BEAM ASSEMBLY, Elevator spring tab forward LH. . . . . . . 1 AN 
156-22607-2 + . BEAM ASSEMBLY, Elevator spring tab forward RH. . . . . . 1 AN 
-38 156-22607-5 ite ve . HALF HINGE, Elevator spring tab forward LH. . . . . . . 1 AN 
156-22607-6 wie . HALF HINGE, Elevator spring tab forward RH. . . . . .. 1 AN 
-39 156-22607-7 "S - HALF HINGE, Elevator spring tab forward LH. . . . . eà 1 ΑΝ 
156-22607-8 es . HALF HINGE, Elevator spring tab forward RH. . . . . .. 1 AN 
-40 146-22507 $ ou . HINGE, Elevator trim tab aft half . . . . . . . . ο . . . 1 AN 
-41 156-22615-3 ne E . HALF HINGE, Elevator trim tab concentrated. . . . . . . 1 AN 
-42 156-22625 "M HORN ASSEMBLY, Elevator spring tab . . . . . . s e s e s 1 AN 
-43 169-22634 DAS SUPPORT ASSEMBLY, Spring tab weight. r CEDE ο δν Ὃς 2 AN 
-44 2W1-16-24-32 - WASHER, Plain (NA) E ορ. sate Sia: te) ir αμ. 8 ΑΝ 
-45 156-22635 x WEIGHT ASSEMBLY, Elevator spring GAD 5: ara 40x ἐς ιο ο ο a 2 AN 
-46 AN365-428 7 NUE. a ΛΑ ο f ow na ye) Seve, A E RE a be 4 AN 
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FIGURE 58 - LH AND RH INBOARD AERODYNAMIC BALANCE ELEVATOR ASSEMBLY 
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FIGURE & 
INDEX NUMBER 


-1 
-2 





PART 
NUMBER 


184-22004-1 
184 -22004-201 
184 -22004-2 
175-54231-9 
175-54231-15 


160-22402-3 
146-22429-10 
146-22021-201 
146-22021-102 
160-22301-1 


160-22301-2 


184 -22041-1 
184 -22041-2 
146-22409 
184 -22408 
AN3-6A 

184 -22042 


NAS222-16 
2W1-16-16-63 
AN365-428 
NAS222-16 
2W1-16-16-63 
184 -22039 


NAS222-13 
2W1-16-16-63 
AN365-428 
NAS222-16 
2W1-16-16-63 
184 -22037 


NAS222-16 
2W1-16-16-63 
AN365-428 
NAS222-18 
2W1-16-16-63 
184 -22020 


NAS222-17 
2W1-16-61-63 
AN365-428 
NAS222-19 
2W1-16-16-63 
184 -22021 


NAS222-17 
2W1-16-16-63 
AN365-428 
NAS222-19 
2W1-16-16-63 
146-22067-1 
146-22067-2 
146-22418 
146-22417 
146-22067-5 
156-22633 
184 -52226-2 


175-954052-9 
175-954052-7 


30602-2 


30602 
AN3106A14S5S 
AN3057-6A 
AN320-4 
2w18-416 
AN24-15 
146-22330 
156-22606-101 
156-22606-2 
156-22615-5 
146-22405-3 
156-22606-5 
156-22606-6 
156-22606-7 


ELEVATOR ASSEMBLY, 
ELEVATOR ASSEMBLY, 
ELEVATOR ASSEMBLY, 


ee ee ο n 5. 5 $9 9 ο ο ee ee ο oe 9 ο ο ο ee 9 5 9 n9 


να... 


ΑΝ 01-60AABA-4 
EMPENNAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


Inboard aerodynamic balance LH . . . . . . 
52 for next assembly) 
Inboard aerodynamic balance LH . . . . . . 
52 for next assembly) 
Inboard aerodynamic balance RH . . . . . . 
(see figure 52 for next assembly) 
ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 538 to 
station 780 (see figure 64 for detail breakdown 
ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 538 to 
station 780 (see figure 64 for detail breakdown) 
FITTING, Elevator torque tube artacning: να, πεῖ, ας δ) far ο. 


(see figure 


(see figure 


TUBE, Elevator torque. de "oue dei. ας Se ο ie oA 
RIB ASSEMBLY, Station 21- 1/2 LH. e| oec ο ie (ο Tae m “δι Ea G 
RIB ASSEMBLY, Station 21-1/2 RH. . . bw UELLE Mee -ᾱι- Ὁ 


COLLAR, Elevator station 21-1/2 rib to 
attaching LH 

; COLLAR, Elevator station 21-1/2 rib to 
attaching RH 

RIB ASSEMBLY, Elevator station 41-3/4 LH... a is 

RIB ASSEMBLY, Elevator station 41-3/4 RH. í Ws cs 

è TEE, Elevator station 41 hinge support . . $. tw 

A PIN, Elevator station 41 hinge ...... νὰ 

P BOLT &. ió $ Ss 

WEIGHT ASSEMBLY, Aerodynamic nose “balance. LH inboàr d 

station 59-7/8 to station 68 
SCREW, Brazier head Phillips recess alloy steel 1/4-28 . 


torque tube 


torque tube . 


elevat 


$ WASHER, Plain (Na) . μα ο er μα ο αμ ας 

A NUT.- a ος .. 
SCREW, Brazier head Phillips recess "alloy steel "Aa 28 | i 
WASHER, Plain (NA). ERE 


WEIGHT ASSEMBLY, Aeordynamic nose "balance “LH inboard elevat 
station 41- 31/32 to station 57-1/2 

A SCREW, Brazier head Phillips recess alloy steel 1/l-28 

* WASHER, Plain? (NA) 4 4 2 1 o. a ον wo RID Sg 

x NUT. ve ar vette ο et ο ο a ο ος 

SCREW, Brazier head Phillips recess alloy steel Ακ. $ 

WASHER, Plain (NA). ea 

WEIGHT ASSEMBLY, Aerodynamic nose "balance “inboard “elevator 
station 11-13/16 to station 39-13/16 

. SCREW, Brazier head ο. recess alloy steel 1/4-28 

4 WASHER, Plain (NA) s tara AN a a S ο 

A NUT. . . > A 

SCREW, Brazier head “Phillips recess alloy steel 1/4 2282: 

WASHER, Plain (NA) . .'. . 

WEIGHT ASSEMBLY, Aerodynamic nose "balance "inboard “elevator 
station 11-13/16 to station 39-13/16 

, SCREW, Brazier head Phillips recess alloy steel 1/4-28 

WASHER, Plain (NA) . πω κ ARM uUi δι Ὁ κ μα μυ” 

i NUT. . . . 

SCREW, Brazier head “Phillips recess “alloy steel η 28 . . 

WASHER, Plain (ΝΑ) . . . . 

WEIGHT ASSEMBLY, Aerodynamic balance station bil 231/32 to r 
station 68 inboard elevator center ; 

è SCREW, Brazier head Phillips recess alloy steel 1/4-28 


. WASHER, Plain (NA) . ................ 
" NUT. uoi ο ο μα uei demo» ος ο” 
SCREW, Brazier head Phillips recess alloy steel 1/4-28 . 
WASHER, Plain (NA) . oe ΠΤ; 
RIB ASSEMBLY, Elevator station 67- 3/4 ASS αμα 


RTR ASSEMBLY. Flevator station 67-37} RH , , 

3 TEE, Elevator station 67-3/4 hinge support 

è FITTING, Elevator station 67-3/4 . . . .. 

HALF HINGE, Elevator station 67-3/4. , . 

STOP ASSEMBLY, Elevator spring tab . . . ... 

MECHANISM INSTALLATION, Elevator dual rate . . . 
Spring tab RH (See figure 53 for detail breakdown) 

ACTUATOR ASSEMBLY, Electrical trim tab LH (supersedes. 
175-954052-7 for future procurement) 

ACTUATOR ASSEMBLY, Electrical trim tab LH (superseded. . . 
by 175-954052-9) 

, ACTUATOR tea on 175-954052-9 only) 

. ACTUATOR (used on 175-954052-7 only) 


3 . 9 9 ο n 
3 4 9 ο ο 1 
9 . ο ο n 
ee 9 . oe 
* .. 9 9 49 9 c9 89 3 ο 


A SUC ES 
ADAPTER. . . 


WASHER, Flat (NA). 5 N^ ‘ 

BOLT .... z " 
BUSHING, Elevator trim tab actuator attach 
BEAM ASSEMBLY, Elevator inboard LH... . 
BEAM ASSEMBLY, Elevator inboard RH . . . .. .. 
A HALF HINGE, Elevator trim tab concentrated 
* HALF HINGE, Elevator trim tab half . .. 

x HALF HINGE, Elevator inboard LH. . . ο, a 
E HALF HINGE, Elevator inboard RH. 


HALF HINGE, Elevator inboard LH. . . 


. 9 
$9 o9 9 9 c9 5$ ο c9 c3 9 c9 ο ο 
$t 9 9 s 9 c] £9 δν 5 ο 5$ » «. 


ee t ο n 


or 


or. 


LH. 


ee ee ee 


se 9 wee 


ry 
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Group Assembly Parts List 


USEABLE ON 
CODE 


.Ref T i 
.Ref BY 


ee ο t t n 5 ee we eee ee 


.o. ey 


ee ot +... 
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PH 
POP PREY PHOOFEE PEEUUU HFIEZCUUU PODOANNN KEEPER 


m 


REPRPRERR 


Pp 
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Section [| 


Group Assembly Parts List AN 01-60AABA-4 


EMPENNAGE (Cont) 


FIGURE & PART ` UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

58 156-22606-8 . . HALF HINGE, Elevator inboard RH. . το ορ ον OU 
-42 184 -22004 -39 . DOOR, Elevator deeply. μμ oe λα A, Cac tare Gen E Kd 2 U 
-43 AN365-440 «^ NUBES οὐ ὃν δε ος * τιν" κἲ "EN ETE ο ο) ὕψι. Stes Ms 4 U 
-44 2w18-4 . WASHER, Flat (NA). cte Sor crane ge ον Ge Met site, E E Kei Mec ie boise ae aay: mie ou 
-45 9C1-3-3 . CHAIN, No. 1 safety (NA) . . . . . . . ace . . eee νο νο 2 U 
-46 ΑΝΡΟΤ -440-8 A μα κ ών a ων a E Y 
-47 AN509-10-7 » SCREW. 4 + « ww ue wm ἕῳ a eo ων wo IN cw a ee BA U 
-48 184 -22004 -25 . DOOR, Elevator assembly. Bride E tes Wee Sy ο απο ας 1 U 
-49 AN508-7 2s SCREW. αν νὰ Jue wv wx» Im deste We goes ds we ee O "oU 
-50 156-22645 . PIN, Elevator hinge. P E RA AR τως ἐφ, τῷ. a ---- 2 U 
-51 184-22603-1 . TAB ASSEMBLY, Elevator inboard trim DH ev 46 woe ὡς δν a 1 U 
-52 156-22603 -402 . TAB ASSEMBLY, Elevator spring ΒΕ................ι U 
156-22607-11 ο. κῷ BEAM ASSEMBLY, Elevator spring tab forward LH. . . . . .. 1 U 
156-22607-2 des BEAM ASSEMBLY, Elevator spring tab forward RH. . . . . .. T U 

-53 156-22607-15 & ἐν . HALF HINGE, Elevator spring tab forward LH. . . . . .. 1 U 
-54 156-22607-6 ES . HALF HINGE, Elevator spring tab forward RH. . . . . .. 1 U 
-55 146-22507 . .  . HINGE, Elevator trim tab aft half . . . . . . . . . .. 2 U 
-56 156-22607-7 a i . HALF HINGE, Elevator spring tab forward LH. . . . + ‘ 1 U 
156-22607-8 "ES . HALF HINGE, Elevator spring tab forward RH. . . . . . + 1 U 

-57 156-22615-3 To HALF -HINGE, Elevator trim tab aft half. . . . . . . . . #21 U 
-58 184-22515 Soak HORN, Inboard elevator trim tab operating LH. . . . . .. d U 
-59 156-22625 . e HORN ASSEMBLY, Elevator spring tab RH. . . « « δν Yer Take νο 1 U 
-60 169-22634 7 l? SUPPORT ASSEMBLY, Spring tab weight RH . . . II IIll 1 U 

(supersedes 156-22634 for future procurement) 
156-2263 . . SUPPORT ASSEMBLY, Spring tab weight RH . . . . . . .... 21 U 
(superseded by 169- 22634) 

-61 156-22635 . . WEIGHT ASSEMBLY, Elevator spring tab RH. . . . . . . . ον 1l U 
-62 AN365-428 5 -ᾱ NUT. . DR A A. Tes Ὁ RET Ὁ δ! RA 2 U 
-63 2W1-16-24-32 š * WASHER, “Plain” (NA) ; V HU. A O SS ος BA AR 2 U 
-64 AN365-428 E ο ον tet χε, vence € Rid. a A 
-65 AN4-11A 3, ‘BOLT oo 2. vov x SAL eee δὲ’ A cow 1 U 
-66 146-22317 . FITTING, Elevator” trim tab actuator attaching. Ip" 1 U 








-12 


-14 
-15 


-17 





ERES PAR -ᾱ Εν 
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Section I] 


AN O1-60AABA-h Group Assembly Parts List 
EMPENNAGE (Cont) 


FIGURE 59 - BROAD BAND VERY HIGH FREQUENCY RADIO ANTENNA ASSEMBLY 


PART UNITS 

NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
175-71031 ANTENNA ASSEMBLY, Broad band very-high-frequency radio. e... REE 

. (see figure 60 for next assembly) 
175-71031-3 . ‘ANTENNA SUB ASSEMBLY, Broad band very-high-frequency radio . . 1 
175-71031-5 eA ie PAD, Sponge rubber EP pp er pode de rarius 4 
175-71071 v" 4 STRAP, Broad band very- high- frequency “radio. ELA i 1l 

antenna shunting 
AN365B428 sy NUT. to Ss “5 Sena memes ic avon μμ. Gl 
146-71057 . WASHER, close out "capacity protective. aes ον shat, del ae ἕῳ σις 1 
146-71055 . GASKET, Radio frequency coupling attachment. Wd s. ο" 1 
AN365B632 Μο ο a epo a anta, δ 
ΑΝΟ6ΟΡ6 Ve WASHER a e ὃς ὦ ος ον ὅτι) UNE ick aA os Fe ca C UB 
AN507B632-10 a e OCREWS aa kaen ο ο ee uten ei ie rei ESL V a 4079 δι ee a 4. ὁ. ὁ 5 
AN500B6-12 EA SCREW; ος ὡς ον e s "IE M ὦ: thet euis: ώς κα ὁ 1 
AN365B440 s OUT. 0e τὸ ο ie ῳ (ο. ler «το τς ώς els ος a Goa ey ος ρος 4 
AN960DÀ 2o WASHER C ο ο ματα ο Te ο er T T en μυ... 
AN507B440-6 sA ο do δὶ see ce oad eh c» ο ο ke Gide, Merten δος vee Ὁ er qe Sy b 
AN515B6R6 . SCREW. . P . A I 1 
146-71051 E CONNECTOR, uG22/u panel” jack . eee ο fre Se venue Xd 
146-71053 . CONDUCTOR, Conductor broad band very-high- frequency. . . . . . 1 
e antenna feed-thru 

146-71054 . RING, Insulator protective . . « « « s s . o. e so s . ec eee 1 
146-71052 z INSULATOR, Feed-thru conductor . . . . ο E decode. dex n 1 
15456-71056 +. GASKET, Radio frequency coupling mounting. $e ena a obs d qe citi ie 1 


H-115-71-10A 








123 





Section I! 


Group Assembly Parts List ΑΝ 01-60AABA-4 
` EMPENNAGE (Cont) 





ROTATED 180° 


44 H-175-20-1A 





FIGURE 60- COMPLETE VERTICAL STABILIZER ASSEMBLY 


FIGURE & PART - UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
60 175-23002 STABILIZER ASSEMBLY, Vertical (complete) Ree: λος Gio yo Yer T 
(see figure 52 for next assembly . 
-1 175-23311-5 . TIP ASSEMBLY, Vertical stabilizer (aft). . . . . . . . . o 1 
ATTACHING PARTS 
AN509-10R10 PEM.d ODE 
AN509-10R13 o αμ ο ο ο. BO 
-—————— 
-2 175-23315 . DOOR ASSEMBLY, Vertical stabilizer light access (LH only). . . 1 
ATTACHING PARTS 
AN509-10R8 κ SCREWS e e ος eiue uet ο ο ee oe ος 
men ES 
-3 9C1-3-3 . . CHAIN, No. 1 safety (NA) . . +»... ... ......... 1 
-4 AN3158-1 . LIGHT ASSEMBLY imc) e elo» Tar τῶ. et Yes ὦ. -ϱ ὁ, a ῳ ὁ, 4’ c m ο ὡς -ᾱ 2 
-5 AN3158-2 . LIGHT ASSEMBLY (White) . . . . . . ο a E ο ασ - 
ATTACHING PARTS å 
AN515-4R9 -- ¡CRE ο raad κος EO WI AA μα τὰ UESTRO DW CLE 8 
—— e — — 
-6 175-23416 . FITTING, Vertical stabilizer rudder locking. . . . . . . . . . 1 
-7 175-23420 . SCREW, Vertical stabilizer rudder locking. . . « .. .. ... 1 
-8 146-23336-10 . SPRING, Vertical stabilizer rudder lock tension. . . . . . +. + 1 
-9 AN392-17 af μμ μα wow e D μα qr e d ore αν cm. c 
-10 AN320-3 a 2NUTL 2x Wu ο πα ο οκ ο teat e oy Shr RU ve, en γον Der des Ma: us” Ke ed dé 1 
-11 ΑΝΟΘΟΡΙΟ e WASHER ντος arsa ος ει Be τν e AA Ao A A RA UK 2 
-12 AN3-7 c BORD io 52-95 A US ar Le το ος Sek ca teer tal ιο) τν UAE Dec RUE. Ὁ 1 
-13 146-23323 . BRACKET ASSEMBLY, Vertical stabilizer rudder locking support . 1 
-14 4B18-4-64 ee BUSHING, Press fit (ΝΑ)... ............... 1 
-15 146-23417 . FITTING ASSEMBLY, Vertical stabilizer rudder locking support . 1 
-16 175-23418 . ROD ASSEMBLY, Vertical stabilizer rudder locking . . . « š 1 
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ΑΝ 01-60AABA-4 Group Assembly Parts List 
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FÍGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
60-17 1146-23419 . ROLLER, Vertical stabilizer rudder locking rod assembly. 1 
-18 AN365-1032 WA. ls NUT. 2 e μμ ale EI Tea σῷ 28 Yor ar See νο κο Mol, Sat A 1 
-19 AN960D10L S tse WASHER 204 4 wu -deocenE A esee UE, A e vx RN A μὲν ο 2 
-20 AN3-7A ES BOLT e τῳ v oW wx 1 
-21 175-23418-5 S FITTING, Vertical stabilizer rudder locking rod {upper}. 1 
-22 175-23418-7 cM FITTING, Vertical stabilizer rudder locking rod (lower). 1 
-23 146-23324 Se SPRING, Vertical stabilizer rudder lock compartment. . . . 1 
-24 4B2153 -008 - . BUSHING, Spacer (NA) . wits 1 
-25 146-23421 . GUIDE, Vertical stabilizer station 101- 5/8 rudder” locking. 2 
ATTACHING PARTS 
NAS221-11 . SCREW, Brazier head Phillips recess alloy steel 10-32. . . 4 
on a PE 
175-23308: . INTERCOSTAL ASSY, Vert stab, sta 114-3/4 to 121-1/h. . . . . . 1 
. -26 175-23308-5 PN DOOR, Vert stab. sta 114-3/4 to 121-1/4 intercostal. . 1 
ATTACHING PARTS 
NAS221-8 X" ^ SCREW, Brazier head Phillips recess alloy steel 10-32. . . 12 
AN960D10L 4° κ WASHER? 4. 5’ a nal cd: ο ΙΡ ο ο mores ο ο lt 6 
debe qu ME on mie 
-27 175-71031 . ANTENNA ASSEMBLY, Broad band VHF radio... 1 
(see figure 59 for detail breakdown and attaching parts) 
175-23001 . STABILIZER ASSEMBLY, Vertical (forward). η en or “ὅπ ES 1 
-28 175-23311-3 TIP ASSEMBLY, Vertical stabilizer (forward). "P 1 
ATTACHING PARTS 
AN509-10R10 . SCREW; «ὁ ο 4 $4409 9s 36 039 te boa 9 9; o 9 4 3o PH 
cC Gm. 
-29 175-23313 DOOR ASSEMBLY, Vertical stabilizer antenna access (LH only) 1 
ATTACHING PARTS 
AN509-10R7 Š SCREW, is? sa tes cc ο ο aa e Bo wo. 39 
eee aed 
-30 9C1-3-3 - .  . CHAIN, No. 1 safety (NA). . 1 
175-23165 $a ds .RIB ASSEMBLY, Vertical stabilizer. sta "1642 "3A center beam. 1 


- to trailing edge canted hinge 


-31 175-23409 "n FITTING ASSEMBLY, Vertical stabilizer sta 164-3/4 ninge 
-32 175-23333 as Ὢ : PLATE, Vert. stab. sta 164- 3/4 bearing retainer . . 
-33 AN200KP6 TS b 3 BEARING . . . . ^s 
-34 175-23409-3 "S . . FITTING, Vertical stabilizer sta 164- 3/4 hinge. es 

1175-23115 ve RIB ASSEMBLY, Vertical stabilizer sta 114-3/16 center beam 


to trailing edge canted hinge 
-35 175-23408 FITTING ASSEMBLY, Vertical stabilizer sta 114-3/16 hinge 


-36 AN365-1032 


. ο is A mU is a 


-37 AN960D10 2.7 x» $e WASHERS S215 ει, IUS ο a Teu c Ives a νι ὃν 58 

-38 AN509-10R18 En e EE" SCREW... 

-39 175-23319 Se cue a. τῷ PLATE, Vertical stabilizer station 114- 13/16 hinge . ; 

bearing retainer 

-40 AN200KP6 A xS BEARING . . . 

-41 175-23408-3 n FITTING, Vertical stabilizer station “1142 -3/16 hinge 
175-23302 n BEAM ASSEMBLY, Vertical stabilizer lower aft . . 

-42 146-23406-10 3 . PITTING ASSEMBLY, Vertical stabilizer to fus rear attach 


-43 NAS75-8-008 
-44 146-23406-5 
-45 175-23422 


ο. BUSHING, Plain press fit steel. . . 

a FITTING, Vertical stabilizer to fus rear “attaching. 

FITTING, Vertical stabilizer hingé rib to center beam. . 
attaching forward 


oe ee 9 9 5n 


-46 175-23423 i. e FITTING, Vert. stab. hinge rib to center beam attaching aft 
-47 AN364 -624 . . NUT. . . . e c9 ὁ c ο ο ο ο ο ὁ ὁ ο ο £1. ο ο 5 
-48 NAS143-6C A WASHER, Countersunk. . . . . . . 2 te te pii . 
-49 NAS143-6 


. WASHER, Plain. . . « ὁ . ο © ee ο ὁ oe ὁ ο ο ο ο ο ος 
x BOLT, Internal wrenching steel... 


-50 NAS146-36 : 
LINK, Vertical stabilizer folding upper ` jack attaching $ 


-51 175-55008 

-52 EBO64 : NUT, Self locking (ΕΝ). . . è s pe ew d e e ο .. 
-53 AN960D616 E . WASHER € 9 ὁ e» « 4 4 ὁ ὁ 4 9 e ο ο « ο 5 » ὁ 4 ὁ ο 4 
-54 AN6-12A * BOLT . 4. es A 


‘ PITTING, Vertical | stabilizer folding jack support. 
a ARM, Vertical stabilizer starboard door actuating. . 


-55 175-55005 i 
RIB ASSEMBLY, Vertical stabilizer sta 101-5/8 center beam 


-56 146-23308 


PHP ΓΡ dpmBHBEHH mHIDIDDH PEPPER 


175-23104 
to trailing edge canted 
175-55006 ee . FITTING ASSEMBLY, Vertical stabilizer folding upper jack 1 
attaching 
-57 4B19S6-012 « 2 $^ ove BUSHING, Press fit palin (NA). P 5 2 
-58 175-55006-3 2 NEC FITTING, Vert. stab. folding upper jàck attaching » 1 
146-23301-101 E s BEAM ASSEMBLY, Vertical stabilizer center. . . 4 1 
.160-23405 FE" . FITTING ASSEMBLY, Vertical stabilizer center "beam to. ; 1 
fuselage attaching 
-59 4B20S11-011 ae Ye d. s BUSHING, Press fit flanged (NA). A ; 8 
-60 160-23405-3 ay κ en e FITTING, Vert. stab. center beam to fus attaching i 1 
146-23401 E FITTING ASSEMBLY, Vertical stabilizer to fus front attach- 1 
ing 
-61 NAS75-8-008 o f . BUSHING, Plain press fit steel. . .. 1 
-62 146-23401-3 ο -: i FITTING, Vertical stabilizer to fuselage "front attach-. 1 
ing 
-63 156-23306 Sa Má DOOR ASSEMBLY, Vertical stabilizer bolting . . 1 
175-23183 2. RIB ASSEMBLY, Vertical stabilizer sta 184-3/8 tip forward. 1 
-64 175-23183-15 . DOOR, Vertical stabilízer sta 184- 3/8 tip forward rib. 1 
ATTACHING PARTS 
AN520-10R7 δ ες ης." ο DLP 4 
AN960D10L i "ER WASHER: TM MEE 
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NUMBER 1 


2 3 4 5 6 7 


NOMENCLATURE 


UNITS 
PER ASSY. 


USEABLE ON 
CODE 


61 175-24002 RUDDER ASSEMBLY, Lower complete (superseded by 175-24002-100 « Ref AB 


for future procurement)(see figure 52 for next assembly) 


-52 





175-24002-100 RUDDER ASSEMBLY, Lower complete (supersedes 175-24002 for . Ref BW 
future procurement) (see figure 52 for next assembly) 
No Number UPPER SECTION LOWER RUDDER ASSEMBLY , . oir fo kee $ ος A Ref 
- (see figure 62 for detail breakdown) 
175-24501 - TAB ASSEMBLY, Rudder trim... ον νὰ τῷ NT 1 
ATTACHING PARTS 
146-24469 PIN, Rudder trim tab hinge ee) "m 3 E RES 1 
146-24570-3 . PIN, Rudder trim tab hinge (lower VO RP AS š 1 
AN365-428 . NUT- (magnetic inspected) ............... ΚΠ 1 
ANA-12A . BOLT (magnetic inspected) . . . . . . . . "E "EM 1 
AN960D416 ay CWASHER Ὁ iia, ee E ου da BL So on ο Te de S 2 
146-24462-9 . BUSHING, Rudder trim tab actuator . . . . . .. 2 ο 1 
ἈΝΟΘΟΡΗ s WASHER osia wo cox ea ie A cer ν ὃ e τε E s IN 1 
AN392-9 gy ο S4 e: Sex A A ἴδω S δεντρο 1 
PERRE, RPTE 
175-24442 . FITTING, Rudder trim tab position indicator rod . 3 1 
attachment 
175-24501-9 . . HINGE, Rudder trim tab....... $3 καρ <i Re 4 te 1 
175-24501-7 + . HINGE, Rudder trim tab . . . . . . . . . . . . e Wis 1 
175-24519 + . HORN, Rudder trim tab .. ere dy er co ed. πραεῖς "n 1 
175-24520 E BOOT ASSEMBLY,  Rudder trim tab A o de ow dee eins TE 1 
175-24312 BOOT ASSEMBLY, Rudder Tower X w a e 5.6 POLY 1 
ATTACHING PARTS 
AN509-10R8 s SCREW? «Q4 cy ο, ος OS Oe XS m Ue De VE ay US Ss : 20 
AN931 -24-28 . GROMMET s cena owe oy οι ee οἷν m os "EM "ee 1 
175-24327 . DOOR ASSEMBLY, Rudder removal access . , EIS NA 1 
ATTACHING PARTS 
AN509-10R8 . SCREW (magnetic inspected) ....... n* , 20 
a CENE # 
9C1-3-5 " CHAIN, No. 1 safety (NA). QM Cr ee ME 1 
175-24309 . DOOR ASSEMBLY, Rudder trim tab “actuator access το να & 1 
ATTACHING PARTS 
AN509-10R10 . SCREW (magnetic να, SS ο AS αν 19 
AN509-10R11 . SCREW (magnetic 1nspected QU Ας) τῷ. αρ τ οι μι ἃν UL ᾱν ον. GO 16 
9C1-3-9 + . CHAIN, Νο. 1 safety (ΝΑ). ............... 1 
175-24408 . WEIGHT ASSEMBLY, Rudder balance . . . . . . +. +. . 4... 4. 7 1 
ATTACHING PARTS 
AN364-624 . NUT (magnetic inspected) . . . . τν A ELLE He verita. Id 4 
AN6-13A . BOLT (magnetic inspected) . .................. UB 
AN960D616L s WASHER 4-5 i4 wb ac 3 or, Go κ.α él m AR SP us ὁ να ah gee ee ο 8 
AN960D616 ^ WASHER: aoe wo So o deese De ο ο ROUX So Ves t er Gor. ιδ ο 5. abre 4 
m miim PES 
AN365-1032 : NUT eC xe ο... AP 1 
AN509-10R32 voe ο v. pu a dens ο”... "Qd aque 1 
2W1AL13-32-64 . . WASHER, Plain (NA). . . . . . . +... μα. 3 m 
4B1956-012 . . BUSHING, Press fit plain (NA) .... Sa š 4 
175-24408-3 à WEIGHT, Rudder balance . . ο E tae wee Ὁ. τὸ 1 
175-24407 ; SUPPORT ASSEMBLY,  Rudder station "53+ ip weight et Ges, Mai -- 1 
4B1986-013 . . BUSHING, Press fit plain (NA) ........ -— 4 
31540 . ACTUATOR ASSEMBLY, Linear a ο ο ο at, Ου E AB 
34548 . ACTUATOR ASSEMBLY, Linear (AIR) (supersedes 175-954052-5 . 1 BW 
for future procurement) N 
z ATTACHING PARTS 
AN365-428 . NUT (magnetic inspected) .....:.............. 1 
AN4-16A . BOLT (magnetic inspected) . . . d VETE Ver deo τὰ) OE αφ eee 1 
AN960D416 ES 4 ‘WASHER 4 2. e RRA am er ee " . Pr NE PUES 2 
146-24462-7 . BUSHING, Rudder trim tab actuator . . . . . λος SiG) δν 1 
a TIT . 
175-24416 SUPPORT, Rudder trim tab actuator . . . . . . . . . Pre 1 
ATTACHING PARTS 5 
AN3-7A . BOLT (magnetic inspected) . ............. "m 3 
ΑΝΟΘΟΡΙΟ « “WASHER 5-6 ως ao a e Cet ns Vel e. εφ) Ld e.. 3 
νο PA 
.175-24029 . RIB ASSEMBLY, Rudder station 29-1/8 canted hinge . a 1 
AN931-16-22 GROMMET . . . T Ie eI FR Fe ο ο ai etes ce v. tg 6o 1 
4B18-6-176 T BUSHING, Shoulder (ΝΑ) . a ἐς ese) τῳ, Werte. ee νο ο τὰ 2 
175-244 22 . FITTING, Rudder station 28 thrust A O O  --ᾱ 1 
175-2402 PIN, Rudder station 89-7/8 hinge ............. H 
ATTACHING PARTS 
AN3-7A BOLT (magnetic inspected) ......2..... "en ος 4 
uo ME ato a y 
175-24305 . BEAM ASSEMBLY, Rudder lower . . p rats Ex Sy 1 
175-2115 . . HINGE, Rudder station 62-37/64 trim tab . . . . . .. 1 
175-24305-7 . . HINGE, Rudder lower . . . E a PET 1 A 
146-54237-61 . CONDUIT, Electrical wiring harness) 1 . 2... ; "ES 1 
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PIGURE 62 - UPPER SECTION LOWER RUDDER ASSEMBLY 
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AN 01-60AABA-4 
EMPENNAGE. (Cont ). 


PART 


NUMBER 1 2 3 4 5. 6 7 NOMENCLATURE 

No Number UPPER SECTION LOWER RUDDER ASSEMBLY . . . +. . . . . . . . 
(see figure 61 for next assembly) 
175-24406 . WEIGHT ASSEMBLY, Rudder station 90.741 balance . . . . . 
ATTACHING PARTS 
AN365-624 . NUT (magnetic inspected) . JENSEN Se oe Mee Glee ns 
AN6-13A . BOLT (magnetic inspected). Sth iby A μα 29 I n 
AN960D616 sI WASHER 204 9399. cwn UE ue HO ο fes ο. 
-————-- 

4B19S6-010 . BUSHING, Press fit (NA). . . 5 ο ον A 
AN365-1032 


AN509-10R58 --SCREW (magnetic inspected) . 


2W1AL16-32-64 


2 NUT (magnetic inspected) . . . . 5... 


oe ot ot ο 


|o WASHER, Plain (NA)... . : 
SUPPORT ASSEMBLY, Rudder station 90.741 weight 


175-24406-3 WEIGHT, Rudder station 90. 741 balance. 
175-24405 3 
: 4B1986-012 BUSHING, Press fit plain (NA). . . . : 


e... 0 t] ο 9 n9 
eee ee ο 


. 9 ......... 
eo ee ee we 


BOX ASSEMBLY, Electrical trim tab indicator. » 

(see figure 35 for detail breakdown) 
175-54750-501 . BOX ASSEMBLY, Trim tab electrical control complete . . 
(see figure 65 for detail breakdown) 


146-54272-100 


ATTACHING PARTS 


AN515-8R8 Vu GOREN? w um e a ο αν a ἐφ ον O ο δν 
AN960D8 e J WASHER La a ber ce a A A ae tay ee -ᾱ 
m a M A 
175-24326 . LINK ASSEMBLY, Rudder trim tab position indicator. . . « 
AN392-17 ET. PINZ $ed Ro ος tec ce VES. SEXIES, ad "e ien tells, e SRI lem ῥεῖ. A Ce S 
ANQ60D4 z ^ WASHER... . aes Uv 
146-24434 š FITTING, Rudder” trim tab position “indicator. εν DAVE 
175-24443 * FITTING, Rudder trim tab position indicator. . . . . 
175-24326-3 » l1 TUBE, Rudder trim tab position indicator . . . . .. 
175-24318 . LINK ASSEMBLY, Rudder fold forward lower . . . . . . .. 
4B18B4 -72 a BUSHING, Shoulder (ΝΑ)... . . +. . + Wow atre fern wi 
AN310-3 . NUT (magnetic inspected) . . . . . ο gr (δὲ τᾷ νῷ soU ταὶ lese 
AN3-6 . BOLT (magnetic inspected). . . . . . 4. . ee se eevee 
AN960D10 . WASHER... . δν ἴον, AS ος RE DV iS 
146-24430 . SPACER, Rudder fold link i ye $ X9. cie ο uu De zw Im 
1195-9320 SUPPORT ASSEMBLY, Rudder fold link forward lower . . . . 
ATTACHING PARTS 
AN365 -1032 . NUT (magnetic inspected) . EA it E 
AN3-5A . BOLT (magnetic inspected). εικονα 
NAS221-11 + SCREW, Brazier head Phi111 5 recess “alloy” steel "10-32. . 
(magnetic ος 
AN960D10 fe WASHER 4 4 4 Ὁ 9 0-6 1 9 27 ὁ ee fo om a a ο. a 
AN960D10L e WASHER ..4 $ ο woe aaa DO ται ον im a ὁ) [me ie τα ἃ 
ΓΕ, AR 
4B18B4 -64 . . BUSHING, Shoulder (NA) . S REOS 
175-24428 SUPPORT ASSEMBLY, Rudder fold link lower àft o iei s 
ATTACHING PARTS à 
AN3-7A BOLT (magnetic inspected). VEL o Gal hed A 
AN960D10 zs: WASHER S enas e ο ο ο ο Ten I ces ο 
---ᾱ--- 
4B19S4-005 PEE" BUSHING, Press fit plain (NA). . . . . . . o... +. 
175-24427 . LINK ASSEMBLY, Rudder fold lower aft . . . . . . . . eo 
481984 -006 .. . BUSHING, Press fit plain (NA). ........ . . . e. 
AN310-4 . NUT (magnetic inspected). eet E UR. το A 
AN4-10 . BOLT (magnetic tnspected). iia ο iia fa, «πον τῷ 
AN960D416 . WASHER . . . +. ο ESS ο By Fon ο αμ 
175-24401 PIN, Rudder station 52. 625 hinge δ τοὶ ο epus tis a cen e 
ATTACHING PARTS 
AN3-7A . BOLT (magnetic inspected). . . . » . . . . . . se eee 
A AS 
175-24305 . BEAM ASSEMBLY, Rudder inner. . . . ssas es os o ewe 
175-24305-5 e HINGE, Rudder lower. . . » 
175-24333 . DOOR ASSEMBLY, Rudder trim tab position indicator. access 
ATTACHING PARTS 
AN509-10R8 . SCREW (magnetic inspected) . . . . . so « . . . «ο» 4 . 
----ᾱ--- 
9C1-3-3 - . CHAIN, No. 1 safety (NA) . . ND 
175-24439 . PITTING, Rudder sta 99-3/16 rib to stringer attaching. i 


146-244 14-10 . 
ATTACHING PARTS 


-AN365-1032 € Νο ον a ᾱ Ὃν a 9 
ΑΝΟΘΟΡΙΟ . WASHER... Oo Boh. ο ος Fes Ao End. erus u$ 7€ 
AN3-7A . BOLT (magnetic inspected). ο ο E ue cA OE NIC ον CY cal) 


Section I! 


UNITS 
PER ASSY. 


e. . ........ 


ee ee 


ee ee 3 we 


SPRING ASSEMBLY, Rudder fold (see fig. 63 for detail breakdown) 


Ref 
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USEABLE ON 
CODE 


BW 
BW 


BW 
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FIGURE 63 - UPPER RUDDER ASSEMBLY 
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PART 
NUMBER 


175-24003 
175-24412 


AN364-524 
AN960D516L 
AN25-64A 


AN365- τας 
2W1AL16-32-64 
AN509-416R48 
175-24412-3 
4B19-55-010 
175-24411 
4B19-55-008 


:175-24403 


AN365-1032 
AN960D10 
AN3-6A 
175-24410 


AN 01-60AABA-4 
EMPENNAGE (Cont) 
6 7 


2 3 4 3 NOMENCLATURE 


Section I! 


Group Assembly Parts List 


RUDDER ASSEMBLY, Upper (see figure 52 for next assembly). 
WEIGHT ASSEMBLY, Rudder station 114.930 balance. 
ATTACHING PARTS 


NUT (magnetic inspected) . . . . . . . + 
WASHER . . . 3.91 XE icti. s ED V. 
BOLT (magnetic inspected). pu 
$ NUT. . . ee Ανν PIE 
. WASHER, Plain (NA) . dar uou euis 5s 


5 SCREW. . . .. "AES 
- - WEIGHT, Lead alloy cast. 
BUSHING, Press fit plain (NA) 
SUPPORT ASSEMBLY, Rudder weight. 
BUSHING, Press fit plain (NA) 
PIN, Rudder station hinge. ... 
NUT (magnetic inspected) . . . . 
WASHER... . e. verus €i iw. 
BOLT (magnetic inspected). ; R 
WEIGHT ASSEMBLY, Rudder station 165. 15 


b 


ATTACHING PARTS 


AN364 -524 
AN960D516L 
AN25-46A 


A σε 


AN365-428 
2W1AL16-32-64 
AN509-416R47 
175-23310-3 
4B19-55-010 
175-24409 
4B19-55-009 
175-24404 
AN365-1032 
AN960D10 
AN3-6A 
AN4-10A 
AN4-7A 
ANY-6A 
AN960D416L 
AN960D416 
AN365-428 
175-24311 
SP1561-1032-8 
175-24319 
4B18B4-64 
AN310-3 
AN960D10 
AN3-6 
175-24317 
4B18B4 -64 
AN365-1032 
AN960D10 
AN3-5A 
175-24430 
4B19S4-006 
AN310-4 
ΑΝΟΘΟΡΗ16 
ANA -T 
175-24432 
481984 -005 
AN365-1032 
AN960D10 
AN3-6A 
146-24414-10 


.. 9 o9 9 9 0 9 9 9 9 ὁ 9 ὁ ὁ 0 9 «ανα. 


9 o. t os 9 o9 9 9 9$ ὁ ὁ ο 2 5$ 9 


NUT (magnetic inspected) . . . . . . . . 
WASHER . . . +. V. d Ὁ E 
BOLT (magnetic inspected). Wounded eene 3 


ΝΠ... . Sade yas sates po ES 
WASHER, Plain” (NA) . MI 
SCREW. . . : E φον 


* WEIGHT, Lead alloy cast. 
BUSHING, Press fit plain 


(NA). . 


SUPPORT ASSEMBLY, Rudder station 164.75 bal 


5 BUSHING, Press f1t plain (NA). 
PIN, Rudder station 164.750 hinge. 
NUT (magnetic inspected) . 
WASHER... +. . 
BOLT (magnetic inspected de 
BOLT (magnetic inspected). 
BOLT (magnetic inspected). 
BOLT (magnetic inspected 
WASHER . . . . . . ee oe 
WASHER . . . .- 
NUT (magnetic inspected) | 
TIP ASSEMBLY, Rudder upper 
SCREW (SH) . 

LINK ASSEMBLY, Rudder. fold 
P BUSHING, Press fit plai 
NUT (magnetic inspegbed) Ὁ 
WASHER . . . 

BOLT (magnetic inspected). 
SUPPORT ASSEMBLY, Rudder fold link 
s BUSHING, Press fit plain (NA). . . 
NUT (magnetic inspected) s i 
WASHER. . . . 9 ο o ο o 
BOLT (magnetic inspected). " š 
LINK ASSEMBLY, Rudder fold upper aft 7 


ppe 


. 
ga 
κ 
. 
P 
. 
. 
ss 
. 
. 
. 
upp 
. 
. 
. 


e © © Qs » © © » © : © we : » 


e.. Dre 9 ο 9 9 o o n ο n9 ο 


Ce o o n n 9 2 Dosos ο ὁ 9 5 9 | ο 4 t| ng n9 


è 


«Que o . 9 ὁ we 9 ο ο ο o9 n ο ο n 


an 


A a ro 


. BUSHING, Press fit plain ays 

NUT (magnetic inepectea) - πα. " 

WASHER . . . . paa 

BOLT (magnetic inspected). X 

SUPPORT ASSEMBLY, Rudder fold link upper aft 
BUSHING, Press fit plain (ΝΑ). s 

NUT (magnetic inspected). e ad 

WASHER . . . . ο ο ο. 


BOLT (magnetic inspected). me . 
SPRING ASSEMBLY, Rudder (see fig. 62 


ATTACHING PARTS 


AN365-1032 
AN960D10 
AN3-7A 


AN392-27 


-146-24416 


175-2444 
146-23317 
146-2415 
175-24003-27 
169-71062 


AN/ASA3 
175-24418 
175-24419 


NUT (magnetic inspected) . . . . . . . . 


WASHER . . . . * o ὦ * ws 
BOLT (magnetic inspected). Ὧν τῷ Aas δν ie 
s PIN. . . . . « ο s 
A PLUG, Rudder fold spring retaining . 
; SPRING, Compression. . . . . .. . 


PIN, Rudder fold spring. . . . « : . 


BARREL, Rudder fold spring retaining : 


SHIM, Rudder assembly upper. . . 


TAB ASSEMBLY, Radio AN/ASA3 precipitation discharge rud 


mounting 
STATIC DISCHARGER (FLFR) . » 


alance 
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PITTING, Rudder sta 165-1/2 rib to intercostal attaching . 
FITTING, Rudder sta 169-15/16 rib to intercostal attaching 


UNITS 
PER ASSY. 


e 9 © © 9 9 . 9 ο. 
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FIGURE 64 - EMPENNAGE ELECTRICAL EQUIPMENT 
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-1 
-2 


-4 


-12 
-13 





PART 
NUMBER 


175-54231-5 
175-54231-19 
175-54231-7 
175-54231-15 
175-54231-6 
175-54231-8 
AN3106A10SL3S 


:AN3101A10SL3P 


AN3057-L A 
146-54270-101 
146-54270-301 
175-54735-1 
175-54735-25 
175-54735-2 
146-54270-102 
175-54750-501 


175-54750-301 
175-54750-701 
175-54750-601 
146-54272-100 


175-54741 
175-54734 
175-54739-3 
292246-10A 
AN3436-2-7 
175-54231-9 


175-54231-10 
175-54231-16 
AN515-6R8 


AN3436-2-8 
146-54237-45 


2 3 4 5 6 7 


AN 01-60AABA-4 
EMPENNAGE (Cont) 


NOMENCLATURE 


EMPENNAGE ELECTRICAL EQUIPMENT 


oe ewe 


5 . 9 ο ο n 


. 


ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 
780 (elevator LH) (see figure 55 for next 
ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 
780 (elevator LH) (see figure 55 for next 

BERGER ICAL EQUIPMENT INSTALLATION, Fuselage sta 
780 (elevator LH) (see figure 55 for next 
ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 
780 (elevator LH) (see figure 55 for next 
ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 
780 (elevator RH) (see figure 55 for next 
ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 
780 (elevator RH) (see figure 55 for next 


538 to sta. 
assembly) 
538 to sta. 
assembly) 
538 to sta. 
assembly) 
538 to sta. 
assembly) 
538 to sta. 
assembly) 
539 to sta. 
assembly) 


oe ο α 


PLUG: 52045-7220. ey ος ο en a οι la “ὁ ιδ eL δν Κι ος 
RECEPTACLE: ν . 4 44 9 y 9990 9 Ὁ ἡ e 
ADAPTER. . vu erie! ile ue ο as ie wa ds Ὁ 

BOX INSTALLATION, "Electrical trim tabLH .. .... s; 
BOX INSTALLATION, Electrical trim tab LH. . . a ni 


BOX INSTALLATION, Electrical trim tab LH... 
BOX INSTALLATION, Electrical trim tab LH... 
BOX INSTALLATION, Electrical trim tab RH... 
BOX INSTALLATION, Electrical trim tab RH ar aS, αι. E 
. BOX ASSEMBLY, Trim tab electrical control complete LH 
(see figure 65 for detail ο μα ον 
175-54750-101 for future procurement 
BOX ASSEMBLY, Trim tab electrical control complete LH 
(see figure 65 for detail breakdown)(supersedes 
146-54272-100 for future procurement 
BOX ASSEMBLY, Trim tab electrical control complete LH 
(see figure 65 for detail breakdown)(supersedes 
175-54750-401 for future procurement 
BOX- ASSEMBLY, Trim tab electrical control complete RH 
(see figure 65 for detail breakdown)(supersedes 
175-54750-201 for future procurement) 
. BOX ASSEMBLY, Electrical trim tab indicator . . . 
(see figure 35 for detail breakdown) (superseded 
by 175-54750-501, -601, -301 and -701) 
. SEAL ASSEMBLY, Electrical trim tab position indicator 
. PLATE, Electrical trim tab box seal retaining . . . . 
FORK, Elevator aileron trim tab position indicator. . 
GROMMET (MKL) . ο ο ah Sel E ο at ley cm Te 
TERMINAL BLOCK ASSEMBLY; z ο E E E Tha 


ELECTRICAL EQUIPMENT INSTALLATION, "Fuselage sta 538 to sta. 


780 (stabilizer LH)(see figure 54 for next assembly) 


ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 538 to sta. 


780 (stabilizer RH)(see figure 54 for next assembly) 


ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 538 to sta. 


780 (stabilizer RI) ee figure δ for next assembly) 
SCREW. . 2-4 A c Ee ο. 
TERMINAL BLOCK ASSEMBLY. δα φορ. hen uote a S tap. τῳ; ο ο 
DONDUIT.- ot ana κ ασε ly να AIDUEDCX I Ro OEC VOS KO We 


Section [| 


UNITS 
PER ASSY. 


Ref 
Ref 
Ref 


Ref 


Group Assembly Parts List 


USEABLE ON 


CODE 


AM 
T 

BX 
BY 
AM 
BX 
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H-175-54-58C 
FIGURE 65 - COMPLETE TRIM TAB ELECTRICAL CONTROL BOX ASSEMBLY 
FIGURE & PART ] UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
65 : WING AND RUDDER TRIM TAB ELECTRICAL CONTROL BOXES 
175-54750-301 . BOX ASSEMBLY, Trim tab electrical control complete. . . . . . Ref BX 
(supersedes 146-54272-100)(See fig 64 for next assy) 
175-54750-501 . BOX ASSEMBLY, Trim tab electrical control complete. . . . . . Ref BW 


supersedes 175-54750-101)(see figures 62 and 
4 for next assemblies) 

175-54750-601 . BOX ASSEMBLY, Trim tab electrical control complete. . . . . . Ref BW 
supersedes 175-54750-201)(see figures 35 and 
4 for next assemblies) 

175-54750-701 . BOX ASSEMBLY, Trim tab electrical control complete. . . . . . Ref BY 
(supersedes 175-54750-401)(see fig 64 for next assy) 
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Section [ἰ 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
65-1 2W18-8L . . WASHER, Flat (NA) (used on 175-54750-501, -601, and -701). 2 
ΑΝΟΘΟΡΒΙ, e Ce MASHER Τι σος ο --ᾱ- omo Lm 1e «Hm 7 a TA ee Say Ve ee μὲ 2 BX 
-2 AN500A8-8 e © SCREW. e ox ; a αν Y 2 
-3 175-54768 + . COVER ASSEMBLY, “Trim tab electrical control E gas a xo 1 EX 
175-54768-23 . . COVER ASSEMBLY, Trim tab electrical control box. Aaa 1 
(used on 175-54750-501, -601, and -701) 
175-54768-15 gn Ose fu COVER SUB ASSEMBLY, Trim tab electrical control box. . 1 BX 
175-54768-25 eA ral xe COVER SUB ASSEMBLY, Trim tab electrical control box. . 1 
(used on 175-54768-23) 
-4 175-54768-3 ges κα . FISH PAPER, Trim tab elec control box (make from. . 1 
GE part No. 530)(used on 175-54768-25) 
175-54768-9 HW cA ue . FISH PAPER, Trim tab elec control box ..... x 1 BX 
(make from GE part No. 530) 
-5 175-54768-11 vn τὰ» La . FISH PAPER, Trim tab electrical control box . $ 1 
(make from GE part No. 530) 
-6 175-54768-13 . . . ` . FISH PAPER, Trim tab electrical control box.. . E l 
(make from GE part No. 530) 
175-54768-21 ας ὦ COVER SUB ASSEMBLY, Trim tab electrical control box. . 1 
(used on 175-54768-23) 
175-54768-17 fee ο COVER SUB ASSEMBLY, Trim tab electrical control box. . 1 BX 
-7 175-54768-7 RED . FISH PAPER, Trim tab electrical control box . TENE 1 
(make from GE part No. 530) 
-8 AN365-632 O μι RA s d 2 
-9 AN960D6L . . WASHER. . .. wow we. B 
-10 175-54774 + . SCREW, Trim tab "box assembly limit switch "mounting 3 Yeh ος 2 
-11 AN659-1 "SP" TERMINAL Boa JE ο ο ο A ceo τικ το. Jes 4 
-12 1HS3 - . SWITCH (MCS) . αν ος d rer ve). ue T lev veh VES ON DeC να, Dep ον ep Le E DR 2 
-13 2W1-8-12-32 ΤΟ WASHER, Plain (NA) . . . . Ww a 6 ὃν, «31 
-14 175-54766 + . SCREW, Trim tab electrical control box adjusting As ας δαν, ος 1 
-15 175-54751 - . SHAFT ASSEMBLY, Trim tab electrical control box. . . . +. +. 1 
-16 AN253-2-53 ES nie PIN. 44 A Foes Hes ος 1 
-17 175-54753 sa GEAR, Trim tab electrical control box. . . M des αὐτο ία, ἐς 1 
-18 AN500A8-10 e . SCREW. .... oe ^a^ κας sehen coe “Φ 2 
-19 175-54752 + . CAM, Trim tab electrical control box Switch. ^as ES UP UE oe 2 
-20 175-54756 au s FOLLOWER, Trim tab electrical control box switch . . . .. 1 
-21 2W1AL20-20-32 - . WASHER, Plain (NA) . . . . ari e. fr^ ος ος ορ δν 2 
-22 175-54757 + . YOKE, Trim tab electrical control “box. switch ο πο... 1 
175-54757-10 - . YOKE, Trim tab electrical control box switch . . . . . «ο 1 BY 
184-54719-5 "HER POTENTIOMETER ASSEMBLY, Electrical trim tab box. . . . +. . l 
(used on 175-54750-501, -601, and -701) 
-23 184 -54717 E 18 SUPPORT ASSEMBLY, Trim tab electrical control box. . . 1 
potentiometer (used on 184-54719-5) 
-24 AN515-6R7 . . . SCREW (used on 184-54719-5).. 2 To o Toae ee ee ee 3 
-25 AN936A6 - . . WASHER (used on 184-54719-5) . . Daroca ity «3 
-26 2W18-6L Le ee WASHER, Flat (NA) (used on 184- 54719- 5). a ο τοι νὰ 3 
-27 746 ANB179 O ce POTENTIOMETER [τος (used on 184-54719-5). . . . . . . 1 
-28 52-094-0625 ο ο τς ROLL PIN (EN) (used on 184-54719-5). . . . . . . . we 1 
-29 175-54760 Ba tope ove GEAR, Trim tab electrical control box. . . . . . . . . 1 
-30 AN365-632 ο NUTS e e c ο ο 7 ? ο 5 2 
-31 2W18-6L 2o. WASHER, Flat (NA)(used on 175-54750-501, 1601, and -701) . 2 | 
ΑΝΟΘΟΡΘΙ, . . WASHER (used on 175- 54750- -301.0nly)...: »-w ίνες a ο. tre 2 
-32 AN507 -632R12 A + SCREW. . . . ο ο . . oe ο ο ο os 2 
-33 175-54754-7 + . BASE ASSEMBLY, Trim tab electrical control box eG: KE e 1 BX 
175-54754-11 + . BASE ASSEMBLY, Trim tab electrical control box ... . . . . 1 BW 
175-54754-15 . . BASE ASSEMBLY, Trim tab electrical control box.. . . . . . 1 BY 
-34 175-54767 le SUPPORT, Trim tab electrical control box wire. . . . . 1 
-35 175-54763 wo íi us BEARING ASSEMBLY, Trim tab electrical box. . . . . eœ 1 
ATTACHING PARTS i 
AN507 -440R6 Sn ek rus SCREW (used on 175-54754-11 and -15 only). . 2 
2W18-4L rta fs WASHER, Flat (NA) (used on 175-54754-11 "and -15 only). 2 
AN365-440 E τῷ NUT (used on 175-54754-11 and -15 only). . . . . . . . 2 
———. 
-36 175-54765 ay e . BUSHING, Trim tab electrical control box shaft. . , 1 
-37 175-54755 La SUPPORT, Trim tab electrical control box switch. . . . 1 
-38 AN93146-10 . . GROMMET. . . Past! l 
-39 AN3101A10SL3P 1 . RECEPTACLE (used on 175-54750-301 and -701 only) . . . . . 1 
AN3106A10SL3S . . CONNECTOR (used on 175-54750-301 and -701 on el s ων l 
-40 AN3057-8 . . ADAPTER (used on 175-54750-501 and -601 only). P A e.g 1 
AN3101A161P + . RECEPTACLE (used on 175-54750-501 and -601 only) P 1 
AN3057-4 - . ADAPTER (used on 175-54750-301 and -701 only). . . . . . . 2 
-41 -AN3101A14S5P . . RECEPTACLE (used on 175-54750-301, -601, and -701) . . . . 1 
-42 AN3057-6 . . ADAPTER (used on 175-54750-301, -601, and -701). . . . . . 1 
: 175-54758 - . POTENTIOMETER ASSEMBLY, Trim tab electrical control box. . 1 BX 
-43 52-022-094-0625 "TTE ROLL PIN (EN). é v ται Wh η 1 BX 
-44 175-54760 - . . GEAR, Trim tab electrical control box. . . . . . . . . 1 BX 
-45 175-54759 τέο,» k BRACKET, Trim tab electrical control box . . . . . . . 1 BX 
potentiometer adjusting 
-46 146-54285-3 d. Tes us POTENTIOMETER, Electrical trim tab indicator . . . .. 1 BX 
-47 175-54764 - . SHIM, Trim tab electrical control box potentiometer. . . . AR BX 
-48 AN365-632 20d A A O 
-49 AN960D6L x. x WASHER ο 2 3 ou bo we be ee CD aw, OE ο, νι ο ow OC KL 4 BX 
-50 AN515-6R12 » . SCREW. . . : . 2 BX 
-51 175-54761 - . SUPPORT ASSY, Trim tab elec “control "box "potentiometer. να s 1 BX 
-52 175-54762 OD a BRACKET ASSEMBLY, Trim tab electrical control box. . . 1 BX 
-53 175-54765 ra Vu BUSHING, Trim tab electrical box shaft . . . . . . 1 BX 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
COMPLETE FUSELAGE ἢ 
175-31001 . COVER INSTALLATION, . Fuselage. . . . ... . . . . ... . . . . Ref 
-1 175-310137 . . RADOME ASSEMBLY, Fuselage station -12 to station 9-1/16. 1 
ATTACHING PARTS : 
AN509-416R13 Ve we SHS CRE ds ey ο ο cda de A Se AAA 9 
-2 175-310108 + . HOOD INSTALLATION, Fuselage forward oblique camera . . . . Ref 
station (see figure 88 for detail breakdown) 
-3 175-310136 . . DOOR ASSEMBLY, Fuselage station 30 to 49-5/8 deck. . . . 1 
RH equipment access 
9C1-3-7 κ. ‘esse “CHAIN, Safety (NA) νο νο ος ων oo οπως we 1 
-4 175-31261 + . DOOR ASSEMBLY, Fuselage station 19.625 deck access . . . . 1 
9C1-2-7 aie. Ὡς CHAIN, Safety (naj Ἢ νον rue ορ. 
-5 175-31263 + . DOOR ASSEMBLY, Fuselage deck station 30 to station 42.75 . 1 
inverter access LH 
ATTACHING PARTS 
AN509-416R10 OA Lo SCREWS S ed ΙΙ E e M dio R 18 
ME. : 
9C1-3-7 s « - CHAIN, Safety (NA) . νο ο . a uwa oT Room osos 1 
-6 175-310222-3 + . CURTAIN ASSEMBLY, Fuselage forward oblique camera. . . . . 1 
heat retaining 
-7 175-310222-5 à CURTAIN ASSEMBLY, Fuselage forward oblique camera. . . . . 1 
heat retaining 
-8 175-310222-11 E" SEAL, Curtain assembly oblique camera RH. . . .. «8 1 
-9 175-310222-15 - . . SEAL, Curtain assembly oblique camera LH. . . . . . . . 1 
-10 175-310222-21 + ». + SEAL, Curtain assembly oblique camera LH and RH. o 2 
-11 175-310107 + . DOOR ASSEMBLY, Fuselage photo viewfinder access. . . ME X 
-12 AN365-1032 € wo WS μα αυ Ro A νωρίς * * 20 
-13 AN960D10 «ve fet WASHERS uo δι αι as a ET oe Rol cv c yk in o. 9ο 
-14 AN509-10R10 w Xe xe a κ πο eh de Papier ceres cac a a Ih xv ἐν 20) 
-15 175-73284-3 +. . RETAINER, Photo viewfinder glass inner. . . . . . . . . 1 
-16 175-73284-5 . . . RETAINER, Photo viewfinder glass outer. . . . . . . . . 1 
-17 175-73297 - . . GASKET, Photo viewfinder glass. . . . . . . . . . . . . 1 
-18 175-73282 A . GLASS, Fuselage photo viewfinder window. . . . . . . . . 1 
-19 183-31080 + . DOOR ASSEMBLY, Crew entrance complete. . . . . . . . . . . 1 
(see figure 92 for detail breakdown) 
ATTACHING PARTS 
-20 AN320-4 fo tor NUTI PE x ο ο πο EE 2 
-21 AN960D416 £o. WASHER 2. S so) coh cer a ee ὧν αι Te E ceed wee τς at ck ao ο ο 
-22 AN960D816 ee Sar WASHER? (e e a St όν. o vb, ce As ias teils 8 
-2 4B2154-123 . . BUSHING, Spacer (NA)... . . . . . a . . . . we ee 22 
-2 AN960D616L DE M o AC —v TQ: 
-25 AN960-1016L 9o s WASHER S. S520: wo, $n oy oe woe τος EOS e σις 2 
-26 AN960D416L + . WASHER A el As tere Core et ο ο ee Ρα... 2 
-27 AN4-21 Seii BOLT Si ο ow o's Wal wo woe cR. Geos ue 2 
Pe en 
-28 183-31050 r DOOR INSTALLATION, Fuselage radio compartment equipment. . Ref cc 
access fuselage station 158 to station 199-1/2 : 
-29 183-31049 Š . DOOR ASSEMBLY, Fuselage radio compartment equipment . . 1 cc 
access fuselage sta 178-1/2 to sta 199-1/2 
-30 183-31048 . . DOOR ASSEMBLY, Fuselage radio compartment equipment . . 1 CC 
access fuselage sta 158 to sta 178-1/2 i 
-31 183-31047 - . . CHANNEL ASSEMBLY, Fuselage radio compartment equipment. 1 cc 
` access door í 
-32 183-31050-5 "P HINGE PIN, Fuselage radio compartment equipment . . 6 ος 
access door 
-33 AN365-428 " SOGNUT.IS 205-100 iow ROW. m WA UR ο ο ο . 2 cc 
-34 AN960D!16L ^ (ce WASHER. x 212 ido. Ὁ € wo ck; ᾠ ο ο ο SS ᾱ Ὁ νο ὦ . 4 cc 
-35 AN4-5 E BOT e hy, AA ta 2 cc 
-36 175-31501 . . HATCH ASSEMBLY, Fuselage sta 178-1/2 to sta 199-1/2. $c 1 ΑΡ 
escape (see figure 69 for detail breakdown) 
ATTACHING PARTS : 
-37 AN310-3 ap ΝΟΕ. ο, ας. ο a a A A * . 9 2 AD 
-38 AN960D10 s ce WASHER a 4265084 Ge Ve ὦ cem de m mosse WD τος ERO ie oe os 4 AD 
-39 4B2153-024 . . BUSHING, Spacer (NA). . . . ο ο TORIS IgE ος οφ. E ΑΡ 
-40 AN3-12 v fe BOLT rera A A a m ba Tat Fgh (5 Berg MP 9 ΑΡ 
XE πρ 
-41 146-31230-200 - . . DOOR ASSEMBLY, Fuselage fuel cell. . .. . . - ο ο s 1 ΑΡ 
(see figure 68 for detail breakdown) 
183-31030 E DOOR ASSEMBLY, Fuselage fuel cell. . .. . . . . . . . . . 1 cc 
(see figure 68 for detail breakdown) 
ATTACHING PARTS 
NAS206-15 - . SCREW, 100° flat head Phillips recess alloy steel 1/4-28 . ΠΟ 
m EN ; 
-42 169-31076 η DOOR ASSEMBLY, Fuselage station 240.718 to station . . . . 1 
262.812 hydraulic lines access 
ATTACHING PARTS 
AN509-416R12 S556 ιο ο ο Were fee te Ls A oer Bed ae ο O) 
E πω 
9C1-3-12 slow; a CHAIN, Safety: (NAN 2 ο ταν s D Rois uocum avo T 
146-31011-1 + . FILLET INSTALLATION, Fuselage to wing fuselage sta 221 . Ref 
to sta 362 bottom LH 
146-31011-2 A FILLET INSTALLATION, Fuselage to wing fuselage sta 221 . . Ref 


to sta 362 bottom RH 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
66-43 146-31011-3 - . . FILLET ASSEMBLY, Fuselage to wing station 221 to . . . . 1 
station 253 LH front : 
146-31011-4 . . . FILLET ASSEMBLY, Fuselage to wing staiion 221 to . . . . 1 
Station 253 RH front 
-44 146-31011-17 . . . FILLET ASSEMBLY, Fuselage to wing station 253 to . . 1 
station 315-1/2 LH bottom 
146-31011-18 - . . FILLET ASSEMBLY, Fuselage to wing station 253 to . . . . 1 
station 315- 1/2 RH bottom 
-45 146-31011-5 - . . FILLET ASSEMBLY, Fuselage to wing station 315-1/2. . . . 1 
to station 369.681 LH 
146-31011-6 . . . FILLET ASSEMBLY, Fuselage to wing station 315-1/2. . . . 1 


to station 369.681 RH 
ATTACHING PARTS 


AN509-10R9 Ὃν νυν io OO 
2w4-2 sas ῳ WASHER? (NA) x oot eked ρόδα is ro ce Sess -ο Ὁ «LOO 
ο μον 
146-31010 + . FILLET INSTALLATION, Fuselage to wing fuselage sta 254. . .Ref 
to sta 362 top 
-46 146-31010-175 . . . FILLET ASSEMBLY, Fuselage to wing fuselage sta . . . . . 1 
298-1/2 to sta 359.83 LH 
146-31010-176 i. FILLET ASSEMBLY, Fuselage to wing fuselage sta . . . . . 1 
298-1/2 to sta 359.83 RH 
-47 146-31010-105 + . . . DOOR, Fuselage to wing fuselage station 254 ..... 1 
το to station 362 top LH f 
146-31010-106 - . . . DOOR, Fuselage to wing fuselage station 254 ..... 1 


to station 362 top RH 
ATTACHING PARTS 


AN509-10R8 20. . . SCREW. ο ο ο m are Ὁ 10 
9C1-3-5 ope aoe CHAIN, Safety (NA) ο... rara ey tot ban ee pt an b 
ο m i 
-48 146-31010-177 - . . FILLET ASSEMBLY, Fuselage to wing fuselage sta . . . . . 1 
d 254 to sta 298-1/2 top 
-49 175-310010 - . . . DOOR ASSEMBLY, Fuselage fuel cell vent. . . . . . . . 
‘ ATTACHING PARTS 
AN509-10R8 e . e . SCREW.. wow a d xc9 a dos 36 
9C1-3-5 o CHAIN, Safety (NA). us UN etel wise ERE τον cl 
-50 146-31010-121 - . . . DOOR, Fuselage to wing sta 254 to sta 362 top . . . . 1 
ATTACHING PARTS 
AN509-10R8 HE. SCREW. . LEG wis dis dudes ird 
9C1-3-5 Dol ol . CHAIN, Safety (uj. —— (GET 
---ᾱ-..- 
-51 160-63275 - . . . DOOR ASSEMBLY, Bomb shackle support nut access. . . . 1 
9C1-3-5 as wh Se CHAIN, Safety (NA) . i 
-52 175-31312 lee la DOOR INSTALLATION, Fuselage station 311. 5 bulkhead' access «Ref 
(see figure 71 for detail breakdown) 
-53 No Number " . FUSELAGE COVERS ‘AND DOORS STATION 298 TO STATION 737.375. .Ref 
(see figure 67 for detail breakdown) 
175-31701 + . FUSELAGE ASSEMBLY, Complete . . . +. . . . +... «9» ον ο, 1 AD 
fi 175-31701-201 . . FUSELAGE ASSEMBLY, Complete . ER αι ον e LE Po Va ϱ ὃς σο 
146-31101-400 . . . FRAME ASSEMBLY, Fuselage complete. dE ο ο μα ο. ΑΡ 
(see figure 73 for detail breakdown) 
E 146-31101-600 + . . FRAME ASSEMBLY, Fuselage complete. . . . ο ο UI iL uL cc 
(see figure 73 for detail breakdown) ` 
175-71004 $ + . RADIO EQUIPMENT INSTALLATION, Fuselage . . s wow os c HEL 
(see figure 337 for detail breakdown) 
-54 175-31547 + . HOSE, Fuselage escape hatch drain tube. . . . . . . . . . . 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
67 No Number STATION 298 TO STATION 735-3/8 FUSELAGE COVERS AND DOORS. . . . . R 
(see figure 66 for next assembly) 
-1 175-31007 HATCH INSTALLATION, Fuselage camera compartment entrance . . . Ref 
(see figure 70 for detail breakdown) 
175-31540 . DOOR ASSEMBLY, Fuselage station 424-5/8 camera compartment 1 AD 
closeout 
-2 175-31540-200 DOOR ASSEMBLY, Fuselage station 424-5/8 camera compartment . . 1 cc a 
closeout 
ATTACHING PARTS 
3 AN253-1-4050 3 HINGE PIN ος ὃς oz eie ens as vn mele & Bl ωρα 1 
ερ PARO 
-4 175-31540-21 : HALF HINGE, Fuselage station 424-5/8 camera compartment. 1 
. closeout door 
-5 175-31540-23 Ρ HALF HINGE, Fuselage station 424-5/8 camera compartment. . 1 
closeout door 
-6 175-31540-27 φις SEAL, Fuselage station 424-5/8 camera compartment. . . ; 2 
closeout door 
-7 175-31540-29 XG SEAL, Fuselage station 424-5/8 camera compartment. . . 2 2 
closeout door y 
-8 175-31542 "M LATCH, Fuselage station 424-5/8 camera compartment . . . 8 
closeout door 
-9 175-310292 "e GLASS, Fuselage station 424-5/8 closeout door window . . . 2 
175-310291 .... DOUBLER, Fuselage station 424-5/8 closeout door window. . 2 
175-310290 er we SEAL, Fuselage station 424-5/8 closeout door window. λος 2 
-10 AN526-1032R12 "NE SCREW:i. 27$ 05 3 0€ oes ox Rae han es σος bua. o yr lp oc Ὁ ur α. SOU 
AN365-1032 ve nd NUT... spl nes S. len UNDIS oim ὁ. ele -ᾱ Se ὦ. κω sevi: lap ee ee COM 
AN960D10L ‘ WASHER . . . . ο tel κ LEUR eene rev ra ortu. TD 
-11 146-31351 DOOR ASSEMBLY, Jet entrance "auct PERPE € VW το προ ον ἕω, V ον 
ATTACHING PARTS 
-12 AN310-4 NUT (magnetic niendo a Lu ac 4 
-13 AN960D416 . WASHER . . . . Sy scat ο wr D Um ox No m Der νν rw D 
-14 2W1-16-24 -64 ; WASHER, Plain (NA) . . . . "DE 
-15 NAS72-4-303 . BUSHING, Clamp up steel chrome plated. . I I . . ooo o o 2 
-16 175-31049 . BUSHING, Jet engine duct door hinge. . . . . . . . . . ο ο ο ος 2 
-17 AN4-36 . BOLT ον inspected). ias pal ο seb ννννν iio NE 
-18 ANA -7 . BOLT (magnetic inspected). E um ο ο ο ἮΙ ΡΕ 
-———— P ee. 
-19 146-31351-65 25.5 SEAL, Jet entrance duct door . . . . . . . so . . 5050288 2 
-20 146-31351-67 gi. cd SEAL, Jet entrance duct door . . . . . . . . . «ο» ος 1 
-21 146-31351-91 "X SEAL, Jet entrance duct door . . . . . . . . . . . 08 ee 2 
-22 146-31351-85 RA RUB STRIP, Jet entrance duct door. . . . . . . . . . . νο 1 
-23 146-31351-87 e RUB STRIP, Jet entrance duct door. . . . . . . . . . . νο 1 
-24 146-31351-93 o RUB STRIP, Jet entrance duct door. . . . . . . . . . . e o 1 
-25 146-31447 $ FITTING, Jet entrance door... ο a Re νυν 1 
146-31076-1 - DOOR ASSEMBLY AND INSTALLATION, Fuselage station 363-15/64 to. Ref 
station 375-1/2 flap actuator access LH 
146-31076-2 . DOOR ASSEMBLY AND INSTALLATION, Fuselage station 362-15/64 to. Ref 
station 375-1/2 flap actuator access RH 
~26 146-31076-5 DOOR, Fuselage station 362- 15/64 to station 375-1/2 flap . 1 
actuator access 
146-31076-6 r DOOR, Fuselage station 362= 15/64 to station 375-1/2 flap . 1 
actuator access RH 
ATTACHING PARTS 
AN509-10R27 . . SCREW. . . . τσ A e G, <a OT 
9C1-2-7 ; CHAIN, No. O safety. (NA) . Sid eerte wa no, Sabo ert fo tah a V νη s 1 
---Ἐ..... 
146-31013-1 + FILLET INSTALLATION, Wing to fuselage aft LH . . . . . . . . . Ref 
146-31013-2 . FILLET INSTALLATION, Wing to fuselage aft RH . . . . . . . . . Ref 
-27 146-31013-15 . . FILLET ASSEMBLY, Wing to fuselage aft LH . . . . . . . . . 1 
146-31013-16 4 s FILLET ASSEMBLY, Wing to fuselage aft RH . . E es ιν SIT 1 
-28 169-31551-101 DOOR ASSEMBLY, Fuselage station 538 to station 603 jet .. - .. 1 
. engine access ere figure 72 for detail breakdown) 
ATTACHING PARTS 
184 -31526-5 . BOLT, Fuselage engine door installation. . . . . . . . . . . . 65 
184-31526-3 . BOLT, Fuselage engine door installation. . . . . . . SUPE M 6 
AN960D516L τ WASHER ía ceca i 
NAS149-31 . BOLT, Internal wrenching steel 8/16- 18 (magnetic inspected). ; 4 
NAS143-9C : WASHER, Countersunk. >r- ο ος 2 κ 4 90. a eve Ὢ 
-———Ó —— — 
-29 146-31030-200 - DOOR ASSEMBLY, Snubber access fuselage station 603-3/8 to. . . 1 
station 627-1/2 
ATTACHING PARTS 
AN509-10-10 e SCREWS. odd dud e ks IE ο ο ὃν Sued mo wu DL 
AN509-10-9 s "SCREM, o i; RR eie Se Aca sae: p ο ο ae qe x Sella. de erue 4 
ce ME 
146-31030-31 - DOOR, Snubber access fuselage station 603-378 to . . . . . 1 
station 627-1/2 
9C1-3-7 "n CHAIN, No. 1 safety (NA) . . . . . 1 
-30 146-31030-30 NES DOOR SUB ASSEMBLY, Snubber access fuselage station 603- 3/8 1 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


to station 627-1/2 


ATTACHING PARTS 


146-31030-21 


ας SA 


E HINGE PIN, Snubber access fuselage station 603-3/8 to. . 
station 627-1/2 door 
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l FIGURE 67 - STATION 298 TO STATION Τ35-3/8 FUSELAGE COVERS AND DOORS 
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Section || 


Group Assembly Parts List 


o x—_——— ee eee 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
6τ H5000-051 -042 2 LATCH ASSEMBLY (HWL) . 2 
-31 146-31032-7 ; DOOR ASSEMBLY, Fuselage sta "638 221/32 water "plane “26- 1/2 RH 1 
ATTACHING PARTS . 
AN509-8-9 A ο ο ey hue erus ae Go RR ο ου 
AN509-8-10 s SCREW: Oum an ας νο so bs τος Ὁ άν κ ὤ 6 cas ee A 2 
AN509-8-11 a ¿SCORES 4 ο δισ a yu A A TR ο e -ᾱ- αν τος . 9 
—É o 
-32 901 -3-τ - . CHAIN, No. 1 safety (NA). 3 Rar RO -Ἕληα 1 
-33 156-31026 +. . DOOR ASSEMBLY, Air sposa drain access’. . . . . D eus EIE 1 
-34 KM680 +. LATCH (CLC). Ὁ ο ο ο 1 
-35 156-31034-101 . DOOR ASSEMBLY, Fuselage. station “6472 1/2 to station 657-35/64 1 
water plane 15-25/32 LH 
ATTACHING PARTS 
AN509-10-9 Ww. ο ον ο I Uu ble ο ο ο ο 0s RE cen Se 15 
AN509-10-11 "EM SCREWS δῷ, AIME em 1 
-——*--- . 
9C1-3-7 + . CHAIN, No. 1 safety (ΝΑ)... . . W- οι ως ἄν" ναι VA Ψι Ae. ο 1 
-36 175-31679 . DOOR ASSEMBLY, Rudder sector àccess LH ed Sibu ας δα ce ete ie rm σε. ης 1 
ATTACHING PARTS 
AN509-10-10 ο SCREWS au Wee rete IS αν NEUEN Es ep WW ὦ δ ΟΠ 5T 
---ᾱἘ-...- 
9C1-3-7 + . CHAIN, No. 1 safety (NA). : tig T cia soe HESS Ie 1 
-3T 146-31029-101 . DOOR ASSEMBLY, Rudder sector access "RR A δν € cd eg) 1 
ATTACHING PARTS 
AN509-8-9 κ SCREW e Gor τῷ «οὐ we Due ee Ὁ sar Hay οκ OR “Ry PU see SS A eee, ens 19 
AN509-8-10 s. SCREW ο or wie Sat αν τα’ ἄντ ος DW erue A ο 21 
vier μη $ 
9C1-3-7 + . CHAIN, Νο. 1 safety (NA) ... . " 1 
-38 175-23327-1 . DOOR ASSÉMBLY, Fuselage trailing edge water plane '19-19/32 Š 1 
to 31-3 LH 
175-23327-2 . DOOR ae eiage trailing edge water plane 19-19/32 . 1 
to 31-3 
ATTACHING PARTS 
AN509-10-10 s ο κ qu? Seo Zo zor D^ EP GR sar swe op ES See Re A οὐ σος 46 
AN509-10-12 e “SCREW.” x6 4 x Wow AAA D wem aie pes ae SSS 4 
---ᾱ--- 
901-3-5 + + CHAIN, Νο. 1 safety (ΝΑ). ................ 1 
-39 146-31026 . DOOR ASSEMBLY, Elevator sector access RH . . . . . . . eee 1 
ATTACHING PARTS 
AN509-10-8 e SCREW = aa L4 o AR ο ab Be Be Sade ο 
9C1-3-7 + . CHAIN, No. 1 safety (NA). 4j m ay ALS a SRI RS τα... 1 
-40 175-23328 - DOOR ASSEMBLY, Fuselage trailing edge water plane 41-3/8 to 1 
61-5/16 LH 
ATTACHING PARTS 
AN509-10-8 . SCREW, . . coe ee a woa ο wet n wee we we 30 
9C1-3-5 . . CHAIN, No. 1 safety (ΝΑ). . . .............. 1 
-41 146-31033-3 . DOOR, Control cable access . . . . . . «νο eee ο ο +... 2 
ATTACHING PARTS 2 
AN509-8-7 "EE ο ιο CM C Ez EE 12 
---Ἐ--- 
-42 160-31612-7 . DOOR ASSEMBLY, Fuselage station 670-17/32 water plane. . . . 1 
à 56-5/8 hydraulic access LH 
ATTACHING PARTS 
AN520- -10R4 a SCREWS 40» ὁ w ὁ ο 99. v ep m ο. eS, a a us 8 
-snt mmm 
9C1-1-7 + . CHAIN, No. 1 safety (ΝΑ). . . . . ὁ « « les 1 
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FIGURE 68 - FUSELAGE FUEL CELL DOOR ASSEMBLY 
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AN 01-60AABA-4 
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Section Íl 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 


-10 


-12 


-14 


-16 
-17 
-18 


-21 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
146-31230-200 DOOR ASSEMBLY, Fuselage fuel cell o fig. 66 for next RUE 
183-31030 DOOR ASSEMBLY, Fuselage fuel cell (see fig. 66 for next assy). 
146-31262-5 - GUARD, Fuselage hand hold sta 211-5/16 and sta 235-5/8. . . 
146-31248 DOOR ASSEMBLY, Fuselage station 235-25/32 hand hold . . : 


146-31248-15 MS 


DOOR, Fuselage station 235-25/32 hand hold . 
146-31248-11 ^ os 


PIN, Fuselage station 235-25/32 hand hold. . 


146-31369 * - . HINGE, Fuselage hand hold sta 211-5/8 and sta 
134-31423 . . SPRING, Fuselage step. . . . . . . . .... .. 
146-48316-21 . BASIN ASSEMBLY, Fuselage fuel cell filler... 
3H2-6-23 y THOSE NAS us vou iM Tu κ cel NOI Ee 
AN737RM26 A E NN 
175-48862-90 . LINE, Fuel cell door scupper drain. . . . . .. 
3H2-6-42 4 WHOSE (NA). ο. ΜΜ ο. 
175-48346 . DOOR ASSEMBLY, Fuselage fuel filler (supersedes 


146-48346-10 and 146-48346-20) 
ATTACHING PARTS ᾿ 


AN960A10 WASHER volo. a ue o le a VIR S 
NAS221-8 SCREW, Brazier head Phillips recess alloy steel 
— E 


H5000-072-072 


FLUSH LATCH ASSEMBLY, Torsion spring . (HWL). 


175-48335 + . LOCK, Fuel filler cap handle safety. .... 
156-48112 . . HINGE ASSY, Wing fuel filler door (supersedes 
156-48112-3 La HALF HINGE, Wing fuel filler door . . . . 
156-18112-5 "D HALF HINGE, Wing fuel filler door , . . . 
156-48112-7 A de PIN, Wing fuel filler door. . . . . . . . 
156-48113 - . . ADAPTER, Wing fuel filler door hinge. . 
146-51064 . SUPPORT ASSEMBLY, Fuselage fuel gage. . "e 
183-51064 . SUPPORT ASSEMBLY, Fuselage fuel gage. ..... 
146-51064-5 + . DOOR ASSEMBLY, Fuselage fuel gage support. 
183-51064-5 . . DOOR ASSEMBLY, Fuselage fuel gage support. 
ATTACHING PARTS 
AN509-8-9 " SCREW. -— cess. ss ᾱ- κ.α Wy Ry 
9C1-1-12 +. . CHAIN, Bead (NA) .. .. .. .... 
146-51064-3 + . BASIN ASSEMBLY, Fuselage fuel gage support 
183-51064-3 - . BASIN ASSEMBLY, Fuselage fuel gage support . 
146-31262-3 - GUARD, Fuselage hand hold sta 211-5/16 and sta 2 
146-31247 . DOOR ASSEMBLY, Hand hold fuselage sta 211-5/16. 
146-31247-3 + . DOOR, Hand hold fuselage station 211-5/16, . 
146-31247-7 - . PIN, Hand hold fuselage station 211-5/16 door 
146-31369 - . HINGE, Fuselage hand hold sta 211-5/8 and sta 
134-31423 . . SPRING, Fuselage βῦερ............ 
146-31263 . DOOR ASSEMBLY, Fuselage fuel cell vent outlet ac 
ATTACHING PARTS 
AN509-8-8 wy, À0REW ^. os ών No Gasse ον ᾱ ES vr 
ses PRE 
9C1-1-7 +. CHAIN, Bead (NA). . . . . . . . . — 
146-48361 . LINER, Fuselage fuel cell upper door. . . . 
271 . JACK ASSEMBLY, Fuel nozzle grounding (ΝΑ). 


(supersedes 97-14055-5) 
FORMER ASSEMBLY, Fuselage station 232-1/4 ... 
GROMMET. ea a wea te Hs ee ον 


146-31232-15 . 
AN931-6-10 "m 


"235-25/32. 


146-48346 | 


10-32 | 
"146-48155) 


ee 9 we ο n 


. ο à 


3515/8 


. . 


"245-25/ 


. 
. 


32. 


cess. 


PER ASSY. CODE 
. Ref AD 
. Ref cc 
" 1 
A 1 
. 1 
; 1 
1 
1 
1 
1 
: 6 
. 1 
n 1 
» l^ 
: 6 : 
. 3 
Ρ 1 
" 1 
à 1 
5 1 
5 1 
a 2 
. 1 
5 1 AD 
E 1 cc 
. 1 AD 
E 1 cc 
. 10 
i 1 
. 1 AD 
> 1 cc 
. 1 
3 1 
. 1 
: 1 
2 1 
è 1 
9 1 
. 4 
i 1 
: 1 
é 1 
1 
1 
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FIGURE 69 - FUSELAGE STATION 178-1/2 TO STATION 199-1/2 ESCAPE HATCH ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 . NOMENCLATURE PER ASSY. CODE 
69 175-31501 HATCH ASSEMBLY, Fuselage station 178-1/2 to station 199-1/2 Ref AD 

escape (see figure 66 for next assembly) 
-1 175-31501-21 HATCH SUB 2 Hes Fuselage station 178- 1/2 to station 1 AD 
199-1/2 
-2 175-3152 . . FITTING ASSEMBLY, Fuselage escape hatch door forward . 1 ΑΡ 
hinge 
-3 4B19B5-025 "E BUSHING, Press fit plain (NA) . . ; 1 AD 
-4 175-31524-3 . . . FITTING, Fuselage escape hatch door forward hinge > 1 AD 
-5 175-31532 . . HINGE ASSEMBLY, Fuselage escape hatch door aft . i 1 AD 
-6 4B19B5-024 . . . BUSHING, Press fit plain (NA)... ο... 1 AD 
-T 175-31532-3 . .--;: FITTING, Fuselage escape hatch door aft er rm EC 1 AD 
-8 175-31518 . . BUSHING ASSEMBLY, Fuselage escape hatch mechanism " 1 AD 
-9 4B20B10-008 > ο BUSHING, Press fit flanged (NA) . . . . . . . . . . 1 AD 
-10 175-31518-3 SM COLLAR, Fuselage escape hatch mechanism . : . . .. 1 AD 
-11 175-31530-1 - . BLOCK, Fuselage escape hatch door lock forward... . 1 AD 
bearing retainer 
-12 175-31530-2 . . BLOCK, Fuselage escape hatch door lock forward . . . . 1 AD 
bearing retainer 
-13 175-31523 . HUB ASSEMBLY, Fuselage escape hatch door actuating . . . 1 ΑΡ 
lever ‘ ᾿ 
-14 175-31517-1 a BLOCK, Fuselage escape hatch door lock aft . . . . . . l AD 
bearing retainer 
-15 175-31517-2 BLOCK, Fuselage escape hatch door lock aft. . 1 ΑΡ 
bearing retainer 
-16 AN393-35 e PIN X ger uve c ec Ὁ mue qox, ο ote du EUN UNUS d Rm 2 AD 
-17 175-31522 . SHAFT, Fuselage escape hatch door actuating lever pivot . 1 ΑΡ 
-18 175-31520 . LEVER ASSEMBLY, Fuselage escape hatch door outboard . . . 1 AD 
ΕΙ, 
-19 AN6227 -9 . PACKING .. ^ ee US ee ee eee ἰῷ, ος. μι 2 AD 
-20 175-31521 . LEVER ASSEMBLY, ' Fuselage escape hatch door inboard 1 ΑΡ 
actuating , 
-21 AN365-1032 E a NUT ora a 9; Ves ee A Se eS 1 AD 
-22 AN3-14A Ὁ BOLT 2 ou uo je e "PET 9 1 ΑΡ 
-23 4B2083-004 . BUSHING, Press fit flanged(NA) at fas RE ἢ E 2 AD 
-24 AN393-15 PEE c MP PMID 1 ΑΡ 
-25 AN960D10L e AWASMER-. Wo 20x 15459 ο a ο eroe RUN στο. Š 2 AD 
-26 175-31525 . ROD ASSEMBLY, Fuselage escape hatch door actuating . ; 1 AD 
mechanism 
-27 AN365-1032 S. NUT ος E Gers ο τῳ RD LR οἱ ἃ) τὲ ws URS Yes EU w δν 4 AD 
-28 AN960D10L secca (WASHER? uo. oe ο o A ὃς ee μον ch ϱ LSU Show Dis 8 AD 
-29 AN3-11A se tas BOLT ci ον ὦ Ὁ ος ο ea ο ο ο ο e Sh eet 4 AD 
-30 175-31537-5 : ROD, Fuselage escape hatch door actuating mechanism . . 1 ΑΡ 
-31 175-31537-3 . . ROD, Fuselage escape hatch door actuating mechanism . . 1 AD 
-32 175-31525-3 + . TUBE, Fuselage escape hatch door actuating mechanism. . 1 ΑΡ 
-33 AN393-11 s PIN Gos a a moe A A P oov. ο. 1 AD 
-34 AN960D10L . WASHER... "Ἢν. a DM ο τ 2 AD 
-35 175-31505 . BUNGEE ASSEMBLY, Fuselage escape hatch mechanism . . . . 2 AD 
-36 AN43-6A $4. BOLT ox ο ο ve m del gee com. te ο Ἕλος. eee decr o 2 AD 
-3T 175-31514 . . SLEEVE, Bungee assembly fuselage escape hatch mechanism. 1 AD 
-38 175-31515 . TUBE, Fuselage escape hatch mechanism bungee σα η 1 ΑΡ 
-39 AN960D616 s WASHER ... 2. A 2 AD 
-40 165-52443 . SPRING, Compression “fuselage escape “hatch mechanism . 1 AD 
bungee assembly 
-41 AN39h -23 o SPIN Que ο το No ser del ο t de. ο rar oral A 2 AD 
-42 ANQ60D416L o> WASHER- 756 327. ος οι ia can Laide Cop cai eru ο) δρ hed fen ve τν τῳ 4 AD 
-43 AN394-19 . PIN A O um δν δι Ὁ 4 AD 
-44 ANQ60D416L . WASHER. . ow iue ο sS E ο dh qu WB tee ο Fer eds Te ο - 8 AD 
-45 175-31512 . ROD ASSEMBLY, Fuselage escape hatch door lock pin . . . .. H AD 
operating 
-46 AN486-1 š CISVIS 4 o x e a E e 4 ᾱ- a RA A ee tes e 2 AD 
-47 AN316-4R e « NUT. « 2. « « « . « o .oa ο o ono om oh om 9ὁ ο ο « . . tm. 9 n 2 AD 
48 175-31512-3 A ROD, Fuselage escape hatch door lock pin operating s 1 AD 
-49 175-31513 . PIN, Fuselage escape hatch door lock . 4 AD 
-50 175-31506 . DOOR ASSEMBLY, Fuselage station 178-1/2 to station 199- 1/5. 1 AD 
escape hatch mechanism 
-51 175-31506-9 a PIN, Fuselage station 178-1/2 to station 199-1/2 . . . . 1 ΑΡ 
escape hatch mechanism 
-52 175-31506-5 . . HINGE, Fuselage station 178-1/2 to station 199-1/2 . 1 AD 
escape hatch mechanism 
-53 175-31506-7 y HINGE, Fuselage station 178-1/2 to station 199-1/2 . 1 AD 
escape hatch mechanism 
-54 H5000-064-081 2 LATCH ASSEMBLY (HWL) ......- . . . +... . eee 1 AD 
-55 AN365-1032 e NUT a A a e ` 3 AD 
-56 AN509-10R20 s “SCREW ος a ώς lk. ia e aaa ας 3 AD 
-57 ΑΝΟΘΟΡΙΟ . WASHER . . « + iil. cal ο το Yay A de Cor ue 3 AD 
-58 175-31501-81 . TUBE, Fuselage “station 178- 1/2 to station 199-1/2 . . . . . 1 AD 
escape hatch 
UM 
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FIGURE 7O - FUSELAGE CAMERA COMPARTMENT ENTRANCE HATCH INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
το 175-31007 HATCH INSTALLATION, Fuselage camera compartment entrance. Ref 
i (see figure 67 for next assembly 
-1 175-31007-3 HATCH ASSEMBLY, Fuselage camera compartment entrance P 1 
-2 175-31021-1 . FITTING ASSEMBLY, Fuselage camera compartment entrance. l 
door hinge LH 
175-31021-2 . FITTING ASSEMBLY, Fuselage camera compartment entrance. 1 
door hinge RH 
-3 175-31061-1 . FITTING, Fuselage camera compartment entrance door . . 1 
release hinge LH 
175-31061-2 «a . FITTING, Fuselage camera compartment entrance door . . 1 
release hinge RH 
-4 AN364 -1032 κ. ux NOD Se A κα IR ὥς ER eh ind 7 
-5 AN960-10L e . . WASHER... νο T 
-6 NAS221-23 . . SCREW, Brazier head "Phillips recess “alloy “steel. iia. he 1 
-T 175-31088 . . ARM ASSEMBLY, Fuselage camera compartment entrance . . 1 
door hinge release handle 
-8 AN509-10R13 e ο . SCREW... 1 
-9 175-31063 - . . FITTING ASSEMBLY, "Fuselage camera "compartment “entrance 1 
door release arm 
-10 175-31026 i CLEVIS, Fuselage camera compartment entrance door. 1 
release outer 
-11 175-31064 - . ROD END ASSEMBLY, Fuselage camera compartment entrance 1 
door hinge release 
-12 AN509-10R21 « . SCREW. .. 1 
-13 175-31025 " . CLEVIS ASSEMBLY; Fuselage camera compartment entrance. 1 
door release inner 
-14 142-61010 . . + SPRING, Fixed wing gun blast tube retaining. . . . .. 1 
-15 AN509 -10R25 ο «SCREW! ο eel ο a ο ^w a ues WO Solel a ee ac WR RO 1 
-16 AN509-10R22 5 € CREW: ov wad e 5 $ $^ ὦ 1 
-17 175-31065 . . . PLATE, Fuselage camera compartment entrance "door ος 1 
"release fitting 
-18 175-31024 . . HANDLE ASSEMBLY, Fuselage camera compartment entrance . . 1 
door hinge release 
-19 AN393-25 O y I Y 3 " š $ ow 1 
-20 175-310199 . . SPRING, Fuselage camera compartment entrance “hatch. E 1 
handle retainer 
-21 AN364-1032 «x. d NUT e ολο fei cete RU omen! «ο Qo unde) wage E ER 6 
~22 AN960-10L +. WASHER. . . ia LS 15 
-23 NAS221-24 . . SCREW, Brazier “head Phillips recess alloy Steel ae ee Y 6 
-24 AN320-3 «ow NT A Ve wes Pe Are leo x cee . . 1 
-25 AN23-9: ο: Je BOLT; sha 5 . E . . H 
-26 175-310196 . . ROD ASSEMBLY, Fuselage camera compartment entrance “door 5 1 
stabilizing 
-27 175-310196-5 . . . END, Fuselage camera compartment entrance door . . . . 1 
stabilizing 
-28 175-310198 Α΄ τς LATCH ASSEMBLY, Fuselage camera compartment entrance door 1 
-29 AN364-1032 ae eg NOT v td eee oim Vel e ο μα. ου 6 
-30 AN315-3 et he? es: GNU TD S 2 oes ον be te s: Jw vaccae ο ass 2 
-31 5B1-10 -- BOLT, Adjustment INA) a νὰ a Sat κ... 1 
-32 AN960-10L «^ ορ WASHER DID . EC 10 
-33 AN393-57 $7, tar ον EEN So? rura ο ή ον ie a) leoi cis Me, τοι S iind E 2 
-34 NAS43C3-24 . . . SPACER, Screw and bolt E ΕΝ ` 4 ROM 6 
-35 NAS221-33 wl . SCREW, Brazier head Phillips recess alloy steel. . 3 
-36 NAS221-15 - . . SCREW, Brazier head Phillips recess alloy steel. . . . 1 
-37 175-31066 2 9 s FITTING ASSEMBLY, Fus camera compt entrance door lock. 1 
-38 4B19S3 -028 b olA Gy BUSHING, Press fit plain (NA). . . . . . . . . . 1 
-39 1N1-3 . . . NUT, Aircraft castle (NA) . . . .. . . . .. : a 1 
-40 NAS221-12 - . . SCREW, Brazier head E recess alloy steel. ο 1 
-41 AN23-18 a, MOB . H 
-42 175-31023 - e . CLEVIS ASSEMBLY, Fuselage camera compartment entrance. 1 
door lock 
-43 175-31022 + . LINK ASSEMBLY, Fuselage camera compartment entrance. . 1 
door lock 
-44 4B1983-004 . . . . BUSHING, Press fit plain (NA). PES e 1 
-45 175-310197 . . . ARM, Fuselage camera ον entrance “door lock. 7 2 
-46 175-310195 , : SPRING, Tension. . . . % $ 1 
-47 175-310150- 8 . HANDLE ASSEMBLY, Fuselage camera compartment entrance. 1 
door lock outboard 
-48 4B19S3-029 ο at es BUSHING, Press fit plain (NA). Oe 1ο Ei ος Ge 1 
-49 175-310159 - . . HANDLE ASSEMBLY, Fuselage camera compartment w^ d Lee os 1 
entrance door 
-50 1B1983-029 - . . . BUSHING, Press fit plain (NA). ον αρ ο ο ret as 1 
-51 AN530-6R4 . . SCREW.. as it (60 
-52 175-31030 - . SEAL ASSEMBLY, "Füsélage camera "compartment “entrance NES: 4 
hatch 
-53 175-31007-19 . . COVER, Fuselage camera compartment entrance . . . . . .. 4 
-54 NAS221-9 . . SCREW, Brazier head Phillips recess alloy steel .... 17 
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FIGURE & 


l 


.-10 


-12 
-14 


-18 
-19 
-20 
-22 


-24 


-26 
-28 


FIGURE n - FUSELAGE STATION 311-1/2 BULKHEAD ACCESS DOOR INSTALLATION 


175-31312 
175-31312-200 


AN365-1032 
AN960D3 
AN3-4A 
175-31312-13 
175-31312-17 
175-31312-25 
175-31315 
175-31313 
AN315-3 
AN3-5 
175-31328 
AN392-17 
175-31317 
175-31327 
AN393-13 
175-31325 
AN316-4 
1431-56170 
175-31316 
AN365-1032 
ANQ60D10 
NAS221-13 
NAS221-11 
1775-31326 
175-31312-11 
175-310285 


175-310287 
175-310286 
175-310288 
AN526-1032 
AN960D10L 

AN365 -1032 
175-31058-2 
ANZ16-4  - 
AN365-428 

ANO60D416L 


1 


DOOR INSTALLATION, Fuselage station 311.5 bulkhead access. 


AN O1-60AABA-! i 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


(see figure 66 for next assembly) 


(see figure '66 for next assembly) 


NUT .  .. ο. € 408 ὁ o9 c Ὁ Ὁ ο ο 44 e ὁ ο 
WASHER. . . . ees ὁ e e ee we ee . . +. m n ng 
BOLT. . . . "m 


PIN, Fuselage station 311. 5 bulkhead' access 


DOOR ASSEMBLY, Fuselage station 311.5 bulkhead access 
DOOR ASSEMBLY, Fuselage station 311.8. bulkhead access 
LATCH ASSEMBLY, Fuselage sta 311.5 bulkhead access 
SUPPORT, Fuselage sta 311.5 access door latch . 


D^ NUT oe Gra on PIE Reh bee Not Nm 
κο BOLT. .. 


PIN . .. . 


LINK, Fuselage sta 311.5 access door latch. 
PIN . 2-4 


NT... 


ο NUT oa wv ko AAA ως αν κ ὁ 
. . WASHER. . . 

x . SCREW, Brazier “head Phillips “recess 10- “33 
. SCREW, Brazier head Phillips recess 10-32 


: BUSHING, Fuselage sta 311.5 access door latch . 


SPRING, Fuselage “sta “311, 5 access door latch. 
HOUSING, Fuselage sta 311.5 access door latch 


LATCH, Fuselage sta 311. 5 access "door latch : 


HANDLE, Fuselage “sta 311; i5. access door. latch "aft 


. HALF HINGE, Fuselage station 311.5 bulkhead access 
. WINDOW ASSEMBLY AND INSTALLATION, Fuselage sta 311. 5 


bulkhead access door 


DOOR INSTALLATION, Fuselage station 311.5 bulkhead access. 


te ὁ ὁ «Que * o... 


o 
. Of 
3 


HANDLE, Fuselage "sta 311; 5 access door “latch” forward 


e| 9 νο n t1 91 n9 


. 
. 


UNITS 


PER ASSY. 


. Ref 


. . DOUBLER, Fuselage sta 311.5 bulkhead access door window 
. . GLASS, Fuselage sta 311.5 bulkhead access door window . 
: SEAL, ^puselage sta 311.5 bulkhead access door window. 


ολ fs SCREW ο ο ο BE Ὁ ο rM 
$5. WASHER. 2 04 3 ο: ο: ὁ 9 S ees 6): se: e 
mo AA πο je: e e 
BOLT, Fuselage camera door open detent. SO AN, 
NUT a as a a cue ese 
NUT Qu ea o Xr e a Noo κ Roe -ᾱ- Ὁ 
WASHER. ux κ d o6, X3 3] XS αι κι, ο «ᾱ FS Ge ον ee 


. 


. 
. 


e... n n 


. 


* o9 9 . s. 


. 
. 


Ref 


NDRERERPPNDEN 


ο A A A πι -1 


Pp 


m 
Feme ο) 


H-175-31-10A 


USEABLE ON 
CODE 


AB 
BW 
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FUSELAGE (Cont) 








H-175-31-19 
FIGURE 72 - FUSELAGE STATION 538 TO STATION 603 DOOR ASSEMBLY: 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
το 169- 31551 -101 DOOR ASSEMBLY, Fuselage station 538 to station 603. e... Ref 
(see figure 67 for next assembly) 

-1 169-31606-1 . FITTING ASSEMBLY, Door assembly fuselage station 603 LH. . . 1 
169-31606-2 . FITTING ASSEMBLY, Door assembly fuselage station 603 RH. . 1 

-2 169-31606-5 + . BUSHING, Door assy fus sta 603 (altered £rom(NA)AB19SBO15) 

-3 146-42532-1 . DOOR ASSEMBLY, Engine fire access LH . . . . . . . s X3 ὦ 
146-42532-2 . . DOOR ASSEMBLY, Engine fire access RH .. s SU Lid. ui ἃς 

-4 169-31551-45 . HALF HINGE, Fuselage station 538 to station 603. d ad Ὁ τῷ 

-5 169-31551-33 : HALF HINGE, Fuselage station 538 to station 603. . . . a) 

-6 169-31551-39 . PIN, Door assembly fuselage station 538 to station 603 PE 

-7 -146-42547 f BRACKET, Engine fire access door spring retaining. : ο να 

-8 AN310-3 A αν cx Ἰώ «οὐ, Ὅ πα 5, ὦ ο ο ὁ AS 

-9 AN960D10 . WASHER . . .. eX ο A rd o Ὁ, Ἴδε UR. Tete ovs 

-10 483D10-81 . SPACER, Bolt (ua) πα ο AT ay te hn οπου ; 

-11 483D616-18 SPACER, Bolt ΝΑ}... " . a č 

-12 146 -42545 SPRING, Engine plenum chamber pressure relief door . i . 

-13 AN3-31 BOLT . . . « wa, τν ο ο ον cae a ey Uer) di 

-14 146-31553 Ἢ 


DRAIN, Burner compartment. x. UR Mica? Sin’) T OW 
SCOOP ASSEMBLY, Jet engine cooling air LH. NE à 
SCOOP ASSEMBLY, Jet engine cooling air RH. . . 
DOOR, Fuselage station 538 to station 603 LH . 


-15 146-42533-1 
146-42533-2 
-16 169-31551-65 


2 
1 
1 
2 
2 
2 
2 
2 
4 
2 
2 
2 
2 
2 
1 
1 
1 
1 
2 
1 
1 
1 
2 
1 
n 
4 
1 
1 
1 


. 
. 
. 

s.. SP » 9 9 9  . * 5 « «« 5 5 


169-31551-66 . DOOR, Fuselage station 538 to station 603 RH . "NEC s 
-17 9C1-1-8 ; CHAIN, No. 1 safety (NA) (LH door and RH door) . . . . A 
-18 AN6270-8-9 | HOSE ASSEMBLY. . . . ae a You NT ; 
-19 146-42540-43 . LINE ASSEMBLY, Drain tank outlet extension ον Ἐν ta a ; 
-20 3H2-8-14 . HOSE (NA). ο Ας as ket πο οκ. res 
-21 AN737-38 . CLAMP. ... . E rar otis we ες 
-22 175-42509 . OUTLET ASSEMBLY, Discharge fuel "drain “tank . κ. ot ve 
-23 AN4-16A s BOLD oum Web. Rie WEN qe ks Saw ey oe Dee, Me ος MEAS 
-24 AN365 -428 s NUT. ... Αμα. Tra 

146-31547 . FRAME ASSEMBLY, "Fuselage station 546- 3/4 door. ος τρ sd. 
-25 AN832-8D oe UNION OS 0X eee: aR ο αν ο οι doh) ELIT e δρ) ce ue ος PE 
-26 ANQ24 -8D Bp NUT, ye Ν᾿. ΝΙΚ ο. ου. . 
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AN O1-GOAABA-4 


FUSELAGE (Cont) 


FIGURE 73 - COMPLETE FUSELAGE FRAME ASSEMBLY 


H-175-31-26A 











146-31101-600 
175-31702 
175-31702-201 
146-31107 
146-31107-3 
146-31113 
146-31113-14 
AN4 -5A 
AN960D516 
146-31140-17 
183-31140-103 
146-31140-21 
183-31140-107 
146-31140-13 
NAS221-11 
AN960D10L 
183-31140-31 
183-31140-37 
NAS221-11 
AN960D10L 
175-31201 
175-31201-201 
175-31227 
146-31225-201 
175-34001 
146-48330 
160-48621-20 
175-51031 
175-52002 
175-52007 
175-53031 
183-53031 
175-53301 
175-53301-200 
175-54031 
169-58015-3 
175-58031-10 
175-73201 
175-71006 
183-71006 
175-73301 
175-73301-100 
175-73301-200 
175-73205 
1175-74001 
183-74001 
175-53116 


175-31703 
175-31401 


146-31089 
146-31383 


Section Íl 


AN O1-GOAABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
146-31101-400 FRAME ASSEMBLY, Fuselage complete . . s. δια ek eno e Mer ο ιδ ^ CREE AD 


see figure 66 for next assembly) 


FRAME ASSEMBLY, Fuselage complete ........2..4.4.... Ref cc 
(see figure 66 for next assembly) 
FUSELAGE ASSEMBLY ΡΞΟΝτ................... 1 ΑΡ 
FUSELAGE ASSEMBLY FRONT. . . . ν . . . a . . eee elle 1 cc 
. DOOR INSTALLATION, Fuselage wheel well panel RH aft . . . Ref 
ᾷ DOOR ASSEMBLY, Fuselage wheel well panel RH aft. . . . 1 
. DOOR INSTALLATION, Fuselage wheel well panel RH forward . Ref 
+ . DOOR ASSEMBLY, Fuselage wheel well panel RH forward. . 1 
aU". BOLT ie: eh Ὁ ος er x45 qooqoe SY ων un. ταν arc IY iy s 32 
«ys WASHER nc zie e eee dn ce, a e WI vL Row Εμ.“ 32 
. PANEL INSTALLATION, Pilots compartment Step . . . . . . . Ref AD 
. PANEL INSTALLATION, Pilots compartment Step .-. . . . . . Ref cc 
. . PANEL ASSEMBLY, Pilots compartment step. ...... 1 AD 
+ . PANEL ASSEMBLY, Pilots compartment step. ...... 1 cc 
+ . SEAL PANEL ASSEMBLY, Pilots compartment step . . . .. 2 AD 
+ . SCREW, Brazier head Phillips recess alloy steel 10-32. 64 AD 
s WO WASHER aria sd ale > a a ra Dl AD 
- . SEAL PANEL ASSEMBLY,-Pilots compartment step . . . .. 1 cc 
+ . SEAL PANEL ASSEMBLY, Pilots compartment step ..... 1 cc 
- . SCREW, Brazier head Phillips recess alloy steel 10-32. 73 cc 
ο A WASHER. 25.0. oe ο e a lal ο ΙΙ μμ 73 cc 
. FRAME ASSEMBLY, Fuselage front. . . . . . . . . . . . . 1 AD 
(see figure 75 for detail breakdown) 
FRAME ASSEMBLY, Fuselage front. . . ss Her fe Soe sa e s 1 cc [| 


(see figure 75 for detail breakdown) 
PANEL INSTALLATION, Fuselage pilots floor station 51 to . Ref 
Station 79.5 (see figure 74 for detail breakdown) 


DOOR INSTALLATION, Fuselage station 224-5/8 bulkhead. . . Ref 
(see figure 85 for detail breakdown) 
+ AUXILIARY ALIGHTING GEAR INSTALLATION. . . . . . . . . . Ref 
(see figure 370 for detail breakdown) 
- LINER INSTALLATION, Fuel fuselage front . . . . . . . . . Ref 


(see figure 143 for detail breakdown) 
. LINE INSTALLATION, Fuel and air fuselage front. . . . . . Ref 
(see figure 18 for detail breakdown) 


. EQUIPMENT INSTALLATION, Fuselage front instrument . . . . Ref 
(see figure 159 for detail breakdown) 
. SURFACE CONTROL INSTALLATION, Fuselage forward. . . . . . Ref 


(see figure 168 for detail breakdown) 
. CONTROLS INSTALLATION, Fuselage front section Secondary . Ref 
(see figure 176 for detail breakdown) 


- FURNISHINGS INSTALLATION, Fuselage front. . . . . . . . . Ref AD 
(see figure 189 for detail breakdown) . 
+ FURNISHINGS INSTALLATION, Fuselage front. . . . . . . . . Ref σσ 
(see figure 192 for detail breakdown) 
HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Fuselage . . Ref AD 
front (see figure 203 for detail breakdown) 
HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Fuselage . . Ref σσ 


front (see figure 203 for détail breakdown) 

ELECTRICAL EQUIPMENT SYSTEM INSTALLATION, Fuselage forward Ref 
(see figure 226 for detail breakdown) 

HYDRAULIC EQUIPMENT INSTALLATION, Air emergency exit door Ref 
(see figure 97 for detail breakdown) 


HYDRAULIC EQUIPMENT INSTALLATION, Fuselage front. . . . . Ref 
(see figure 274 for detail breakdown) 
EQUIPMENT INSTALLATION, Camera vacuum system fuselage . . Ref 


front (see figure 349 for deta11 breakdown) 


EQUIPMENT INSTALLATION, Radio fuselage front. . . " Ref AD 
(see figure 333 for detail breakdown) 
EQUIPMENT INSTALLATION, Radio fuselage front. . . . . . . Ref σσ 
(see figure 333 for detail breakdown) 
OXYGEN SYSTEM EQUIPMENT INSTALLATION, Fuselage front. . . Ref AD 
(see figure 351 for detai1 breakdown) 
OXYGEN SYSTEM EQUIPMENT INSTALLATION, Fuselage front. . . Ref CA 
(see figure 352 for detail breakdown) 
OXYGEN SYSTEM EQUIPMENT INSTALLATION, Fuselage front. . . Ref CF 
(see figure 352 for detail breakdown) 
LINE INSTALLATION, Camera vacuum System fuselage front. . Ref 
(see figure 350 for detail breakdown) 
RADAR EQUIPMENT INSTALLATION, AN/APS31. . . . . . . . . . Ref AD 
(see figure 339 for detail breakdown) 
RADAR EQUIPMENT INSTALLATION, AN/APS31. ©... . . . . . Ref cc 
(see figure 339 for detail breakdown) 
WIPER INSTALLATION, Windshield. . . . . . . . . . . . . . Ref BW 
(see figure 99 for detail breakdown) 
FUSELAGE ASSEMBLY, Intermediate. . . . . . . . . . . . . . . T 
. FRAME ASSEMBLY, Fuselage intermediate . . . . . . . . . . 1 
(see figure 111 for detail breakdown) 
. DOOR INSTALLATION, Fuselage station 489 bulkhead. . . . Ref 


(see figure 86 for detail breakdown) 
. MECHANISM INSTALLATION, Duct door . . . . . . . . . . . . Ref 
(see figure 113 for detaii breakdown) 
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USEABLE ON 
CODE 


Οὔ 


ΑΗ 
σα 


FIGURE & PART UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
α 73 175-48162 . . LINES INSTALLATION, Bomb bay booster pump and cell bay. . Ref 
drain (see figure 157 for detail breakdown) 
175-48302 . . FUEL SYSTEM INSTALLATION, Fuselage intermediate . . . Ref 
(see figure 144 for detail breakdown) 
a 1175-48407 . LINE INSTALLATION, Fuel bomb bay booster pump seal drain. Ref 
(see figure 157 for detail breakdown) 
m 175-48407-101 . . LINE INSTALLATION, Fuel bomb bay booster pump seal drain. Ref 
(see figure 157 for detail breakdown) 
146-48501-21 . . FUEL SYSTEM INSTALLATION, J33 engine. . . . + ^e . Ref 
(see figure 393 for detail breakdown) y 
175-51032 > . INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Fuselage. . . . Ref 
intermediate (see figure 166 for detail breakdown 
146-52003-20 . . SURFACE CONTROLS INSTALLATION, Fuselage intermediate. Ref 
(see figure 179 for detail breakdown) 
175-53302 ς . HEATER INSTALLATION, Heat and vent system fus sta 463 . Ref 
: camera compt (see fig. 217 for detail breakdown) 
175-53303 . . DUCTS INSTALLATION, Heat and vent system camera compt . . Ref 
ventilation (see fig. 216 for detail breakdown) 
175-53304 7 . DEFROST SYSTEM EQUIPMENT INSTALLATION, Aft camera... + Ref 
compartment (see fig. 213 for detail breakdown) 
175-53306 . . LINE INSTALLATION, Heat and vent system camera compt. . Ref 
heater fuel fus sta 254-5/8 to fus sta 424-5/ 
(see figure 215 for detail breakdown) : 
175-54131 . . EQUIPMENT INSTALLATION, Electrical fuselage sta 224-5/8 Ref 
to fuselage sta 538-3/8 
175-58131 . . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate Ref 
(see figure 300 for detail breakdown) 
175-73205 . . LINE INSTALLATION, Camera vacuum system sta 224 to fus. . Ref 
sta 424 (see figure 350 for detail breakdown) 
-11 175-31704 '. FUSELAGE ASSEMBLY, Rear. . . . . . +. « e © e s ee ew ooo on 1 
146-31601-301 . . FRAME ASSEMBLY, Fuselage Tear . . . . . . sos ee eee 1 
(see figure 138 for detail breakdown) 
169-31603-17 . . DOOR ASSEMBLY, Fuselage station 603.375 bulkhead. . . . . 1 
175-51200 . . INSTRUMENT EQUIPMENT INSTALLATION, Fuselage aft sta 594 , Ref 
(see figure 167 for detail breakdown) 
175-5200 . . SURFACE CONTROLS INSTALLATION, Fuselage rear section. . . Ref 
(see figure 184 for detail breakdown) 
175-54231 . . ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 538 to. . Ref 
sta 682 (see figure 270 for detail breakdown) 
175-58231 n . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage sta 538 to . . Ref 
sta 682 (see figure 316 for detail breakdown) 
175-58701 . . HYDRAULIC EQUIPMENT INSTALLATION, Rudder and elevator . . Ref 
boost system (see figure 317 for detail breakdown) 
175-58705 . . CYLINDER INSTALLATION, Hydraulic rudder boost . . . . +. + Ref 
(see figure 329 for detail breakdown) 
Β 175-58710 . . CYLINDER INSTALLATION, Hydraulic elevator boost . . . . . Ref 
(see figure 326 for detail breakdown) 
n 175-58710-3 . . CYLINDER INSTALLATION, Hydraulic elevator boost . . . . Ref 
(see figure 326 for detail breakdown) 
-12 146-31590-200 . FRAME ASSEMBLY, Fuselage dorsal fin. . . . +. +. + πο cai d 1 
-13 146-31495 . SHROUD ASSEMBLY, Cable fuselage station 489 to station 549 . 1 
-14 169-31515-1 . FITTING, Fuselage station 239.75 top side to side frame. . . E 
at upper longeron attaching LH 
169-31515-2 . FITTING, Fuselage station 239.75 top side to side frame. . . 1 
at upper longeron attaching RH 
-15 169-31516-1 . FITTING, Fuselage station 239.75 side frame to upper . . . + 1 
frame attaching LH 
169-31516-2 . FITTING, Fuselage station 239.75 side frame to upper... . 1 
frame attaching RH 
175-31010-1 . DOOR INSTALLATION, Fuselage bomb bay door actuating. . . . , Ref 
mechanism LH (see fig. 132 € 133 for detail breakdown) 
175-31010-2 . DOOR INSTALLATION, Fuselage bomb bay door actuating. . . . + Ref 
mechanism RH (see fig. 132 ἃ 133 for detail breakdown) 
146-311216 . HINGE ASSEMBLY, Upper bomb bay door to longeron end attaching 2 
-16 146-311216-3 . . HINGE, Upper bomb bay door to longeron end attaching. » 1 
-17 146-311250 . . BUSHING, Upper bomb bay door hinge attaching. . . . . +. + 3 
175-48523 . RAIL ASSEMBLY, Fuselage fuel drop tank guide . . . . . . +» + 1 
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H-175-31-59 
FIGURE 74 - FUSELAGE STATION 51 TO STATION 79.5 PILOTS FLOOR PANEL INSTALLATION 
RGUIE & PART 5 UNITS USEABLE ON 
INDEX NUMBER NUMBER ι 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
74 175-31227 PANEL INSTALLATION, Fuselage pilots floor station 51 to . . . . Ref 


station 79.5 (see figure 73 for next assembly) 


-1 NAS221-8 . SCREW, Brazier head Phillips recess. . . s . . . . «ο». 5 
-2 NAS221-9 + SCREW, Brazier head Phillips recess. . . . . .:«:«:«:«:: 1 
-3 AN960D10L &. WASHER < o e e eec a 8 a κο ᾱ al ler FO να, a -ᾱ ἃ 6 
-4 156 -33405 . BRACKET ASSEMBLY, Emergency break control fus station 62.5 . 1: 
-5 NAS221-8 . SCREW, Brazier head Phillips recess. . . . « . . . . . . ee 2 
-6 NAS221-9 . SCREW, Brazier head Phillips recess. . .. . .««.«.: 2 
-7 AN960D10L .. WASHER . o e o » e ο e ὁ ὁ * * 9 . ὁ ὁ ο ὁ * » ὁ 9 e$ t ὁ 9 e 4 
-8 156-52052 . BRACKET ASSEMBLY, Secondary control fus sta 60.5 inboard . . 1 
-9 NAS221-8 . SCREW, Brazier head Phillips recess. . . . . . + es . ὁ ο ο 2 
-10 NAS221-9 . SCREW, Brazier head Phillips recess. . . . . . . . . + eas 3 
-11 AN960D10L « WASHER . . « ο ο ο ὁ ὁ ὁ 0... ὁ ὁ ὁ » ὁ 5 ὁ » ὁ * ο 5» 9 ο * 5 
-12 156-52050 . BRACKET ASSEMBLY, Secondary control fus sta 60.5 outboard. . 1 
-13 NAS220-8 + SCREW, Brazier head Phillips recess. . . . seses oso 4 

ΑΝΟΘΟΡδΙ, @ WASHER. 4 0 ο ο ο Ὁ «Ὁ 5 ο ναι a a ον. ος cm e, ὁ 4 
-14 NAS220-9 . SCREW, Brazier head Phillips recess, . . . « . . © ο e e e © 1 

ΑΝΟΘΟΡΒΙ, y "WASHER 4 4 4 ce 09 e o4 e a e Voice -ᾱ ὃς ώς Iw τα. ie 1 
-15 NAS221-11 +. SCREW, Brazier head Phillips recess. . . . . + sss seas 2 

AN960D10L « WASHER  « a s e w * ὁ ὁ » «le 9 ὁ . 65 4 9 ο * 9 5 ο 5 9 2 
-16 NAS221-10 + SCREW, Brazier head Phillips recess. . . . . + . . . eee © 3 

AN960D10L s WASHER. 4 ῳ.ἆ. ο “we! “ete a ὃν Ro δι a ιν wee cor Se) e m 3 
-17 NAS220-8 . SCREW, Brazier head Phillips recess. . . . . . eos . sees 4 

AN960D8L . WASHER . . . 0 « à ὁ à 5 » ο * 4 ὁ à ὁ o» 4 ὁ ο « 2 ο ὁ 4 ο s 4 
-18 NAS221-8 . SCREW, Brazier head Phillips recess απ... . ...-.-... 1 

AN960D10L e- WASHER .. 6 Ὁ 4 o9 e oom Rs c a ὁ ον c 9 de cel m το ὁ 1 
-19 NAS221-9 . SCREW, Brazier head Phillips recess. . . . . . . . . ο ο. 2 

AN960D10L vc “WASHER: 4-6 ο. e e οἱ ioc € im OBE ο του ὁ) ὦ Teo ὃν Ὁ ta Jo ο 2 
-20 NAS221-8 . SCREW, Brazier head Phillips recess. . . . . . . . . © . 2. 4 

ΑΝΘΘΟΡΙΟΙ. . "WASHER x... 2 ce o9 eden le 9 ο ο m o9 ο 9 7 Φ Ce CSI es 4 
-21 NAS221-9 . SCREW, Brazier head Phillips recess. . . . . ὁ . . © . » 5 « 1 
-22 NAS221-8 + SCREW, Brazier head Phillips recess. . . . . . . . ο - . es 4 

AN960D10L o WASHER . . . . ο . ο e © © © ο om oe m we ww ο m ὁ 9 ο 9 ο ο n 5 
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Section 11 


AN 01-60AABA-4 


Group Assembly Parts List 


AGE (Cont) 





33 32 31 30 


A 








PART 
NUMBER 


175-31201 


175-31201-201 


175-311110 


175-311110-201 


ΑΝ O1-60AABA-À 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


FRAME ASSEMBLY, Fuselage front . . IMMER ο aye val as. δ; al 


see figure 73 for next assembly) 


FRAME ASSEMBLY, Fuselage front . . να. 


(see figure 73 for next assembly) 
FRAME ASSEMBLY, Fuselage front station 51 to station 158. . 
(see figure 76 for detail breakdown) 
FRAME ASSEMBLY, Fuselage station 51 to station 158. 
(see figure 76 for detail breakdown) 


175-311185 . FRAME ASSEMBLY, Fuselage front fuselage station 158 to. . 
sta 224- 5/8 (see figure 81 for detail breakdown) 
183-31186-101 . FRAME ASSEMBLY, Fuselage front fuselage station 158 to. . 
᾿ sta 224- 5/8 (see figure 81 for detail breakdown) 
146-31155 GRIP, Hand fuselage station 158 . . . . .. . . . e . . 
ATTACHING PARTS . 
AN365-1032 ANO A πο ta Αἱ e E tate Yo ας ἃ 
ΑΝΟΘΟΡΙΟ WASHER. . . ος αν. a 
NAS221-21 SCREW, Brazier “head Phillips "recess alloy steel 10- -32 euet ος 
146-31266 . COVER, Crew entrance door emergency operating strut... 
ATTACHING PARTS 
AN3-4A wu. OTS Bh o o ME TIE A 0 
AN960D10 4. WASHER s a yc ια A ὡς να. UE ὦ Wow AS CIA A ὃν 
AN365-1032 NUT. 2.2 6 Uode ow DU de ζω eo os ay 6 YE eS. ONLUS LE) I AL e Uer udis sas δις ο 
κει σπα 
146-31316-11 . DOOR ASSEMBLY, Radio operators floor. . de tay et. E Ra 


NAS205-10 


146-31323-11 


ATTACHING PARTS 


NAS205-10 


AN365 -428 
AN960D416 
ANI -10A 


169-31266-100 


ATTACHING PARTS 


.... 


(four used on ship No. 18 and Subs) ` 


100? flat head Phillips recess alloy steel 3/8-34. . 


SCREW, 
(sixty used on ship No. 18 and Subs) 


DOOR ASSEMBLY, Radio operators floor station 163-3/16 . . 


SCREW, 100? flat head Phillips recess alloy Steel 3/8-24. . 
NUT (magnetic inspected). . . . . . . . eee ee ee . ... 
WASHER. . . p IE RS E" 
BOLT (magnetic αμα NA ον dev ας 


COVER ASSEMBLY, Crew entrance door emergency operating strut 


ATTACHING PARTS 


AN365-1032 
AN960D10 
AN3-4A 


---*--- 


146-31319 
KM610-32 
146-31319-13 
146-31334 
ΕΒΟΤΟ 
AN960D716L 
2W10-7 
NAS147-27 
12B064 
AN960D616 
2W10-6 
NAS146-23 
175-53110 
175-53111 


AN365-1032 
AN960D10 
AN3-14A 
AN960D10L 
AN520-10R20 
AN520-10R8 
AN365-428 
AN960D416 
5B6-12 
AN3-12A 


175-31805-1 
175-31805-2 


160-31806-101 


183-31801 


ATTACHING PARTS 


στις 4 w E 9 0609 νο ον Ὁ 5 y hie oe Φ' ES e Il 


WASHER. . . . . « 4 « ο we ὁ te mom om oh . n n on n 
BOLT: 2 $9 30€ 9 cede. oso pele lm, yo IP ο ου 


DOOR ASSEMBLY, Jack fitting station 160.75. . . . 
. LATCH (CLC) , ; 
HINGE ASSEMBLY, "Jack fitting Station 160. 75. " 
. SPRING, Hinge jack fitting station 160.75. . . 
NUT, Self locking 7/16-20 SEN) (magnetic inspected 
WASHER. poa be wea ea A 
WASHER, Countersunk "(Naj ; 
BOLT, Internal wrenchin steel "7/16- 20 "(mag netic “inspected ) 
NUT, Self locking (EN) magnetite aneprered ο νο δις 
WASHER. "M ts I a efus, e ο ο a Mer, 16 
WASHER, Countersunk "(NA) . See ek a? τρ γάτο, τν κ ος 
BOLT, internal wrenching steel '3/8- “oh, (magnetic inspected). 
HANDRAIL INSTALLATION, Crew entrance. . . . e e s © e s © . 
HANDRAIL, Crew entrance. Pii ana φ 7 00€ Πω δι ve de fuo iue 


ee ee 
. 


. 
. 
. 
. 
. 


5 o s. α 


.o e. ot m. ew n9 
. 

ee ee we 
. 
» 
. 


oe ο o9 n 
59 © . ο ow n 


4 9 t eo we 


9 5 ο on on . 
et ο . t 9 n 
Λο ee . ο 
ee ew on on 


9 9. 9 9 6 0 9 » » 


ec] 9| 9 t | 9 9 « n9 
3. . t o ] t] t| 9 t2] ο 


: NA). m 
Z BOLT... : 


MECHANISM INSTALLATION, Cockpit enclosure sliding panel LH. 
(see figure 106 for detail breakdown) 

MECHANISM INSTALLATION, Cockpit enclosure sliding panel RH. 
(see figure 106 for detail breakdown) 

ENCLOSURE INSTALLATION, Pilots cockpit enclosure complete . 
(see figure 100 for detail breakdown) 

ENCLOSURE INSTALLATION, Pilots cockpit enclosure complete . 
(see figure 100 for detail breakdown) 


Section I! 


UNITS 


PER ASSY. 


. Ref 


. Ref 


. 
. 
. 
" 


9 o9 o ο n9 


1 


μη 
Wr 


. Ref 


Ref 


. Ref 


. Ref 
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Group Assembly Parts List 


USEABLE ON 
CODE 

ΑΡ 

cc 

AD 

cc 

AD 

cc 

AD 

AD 

AD 

AD 

AD a 
AD m 
AD 

» WW 
AD 

AD 

AD 

AD 

AD 

AD 

AD 

AD 

AD 

AD 

AD a 
AD m 
AD m 
cc a 
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AN 01-60AABA-4 


FUSELAGE (Cont) 








» 


43 


L3 
AT 


46 
ROTATED 180° 





ROTATED 90° 


H-175-31-27B 


FIGURE 76 - FUSELAGE STATION 51 TO STATION 158 FRAME ASSEMBLY 








Section 11 


AN O1-6OAABA-h Group Assembly Parts List 


FUSELAGE (Cont) 


a A ———— ooe————— —— — — OJ—«————————— D 
FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


76 175-311110 FRAME ASSEMBLY, Fuselage station 51 to station 158... . . . Ref AD 
see figure 75 for next assembly) j 
175-311110-201 FRAME ASSEMBLY, Fuselage station 51 to station 158 . . . . . . Ref cc 
(see figure 75 for next assembly) 
-1 175-31176 . DECK INSTALLATION, Fuselage station 9-5/16 to station 51. . Ref 
| (see figure 77 for detail breakdown) 
E 175-31751 . FRAME ASSEMBLY, Fuselage station 51 . . . . . +. s +. . +. +. +. 1 
-2 156-31111 . . GUARD ASSEMBLY, Barrier crash. . . $ 1 
175-71065 . SUPPORT INSTALLATION, AN/APX6 radio fuselage "station 51 . . Ref 
receiver and transmitter 
-3 175-11065-11 . . SUPPORT ASSEMBLY, AN/APX6 radio fuselage station 51. . . 1 
receiver and transmitter 
w98292-2-.190 ο ο εν aoe we C2 me a 1 
99836 * . PIN UC s ο ime" QN Steph ο (A PEOR p Pie ee cer ἰῷ 1 
99947-P130 . . . RECEPTACLE (uc): . NE 1 
-4 175-71066 + . SPRING, AN/APX6 radio füselage Station 51 receiver and . 1 
transmitter 
169-74138-10 . SUPPORT INSTALLATION, ASBl radar computer ..... . .. Ref 
-5 169-74119-100 . . SUPPORT ASSEMBLY, ASB1 radar computer LH. . e ws 1 
-6 146-51060 . SUPPORT ASSEMBLY, RH stabilizer panel installation. WI 1 
AN8008D10 + . INSULATOR. . . yo 1 
175-31713 . CONSOLE INSTALLATIÓN; Fuselage "station πὸ. 1/2 to "ila RH . . Ref 
(see figure 79 for detail breakdown) 
175-31716 . CONSOLE INSTALLATION, Pilots center . . . S ο a Lars: "Ref: AD 
(see figure 79 for detail breakdown) 
175-31716-100 . CONSOLE INSTALLATION, Pílots cénter . . Ea cete quw REF cc 
(see figure 79 for detail breakdown) 
160-31712 . CONSOLE INSTALLATION, LH complete . . . So QN ug Ref 
(see figure 79 for detail breakdown) f 
169-74126-35 . SUPPORT ASSEMBLY, ASBl radar modulator. ... v is 1 
=7 169-74134 . . SUPPORT ASSEMBLY, ASB1 radar modulator inboard track v. is 1 
-8 169-74133-5 . . . TRACK, ASB1 ràdar modulator support . . : 1 
-9 169-74135-25 +. . SUPPORT ASSEMBLY, ASB1 radar modulator outboard “track. * 1 
-10 169-74133-3 + . . TRACK, ASBl radar modulator support . . . . . . . . . 1 
-11 AN210-1A a wo PULLEY 42445 400950 oca] €) w. eon) ὃς δι € ιδ ον a 1 
-12 AN365-1032 ὃς, os NUT. ceca snas woe AR a a aro S 9 
-13 AN3-6A en BOLD rs m 2 
-14 146-74062 . . PLATE, Radar modulator latch Spring “petainer . . 2... 1 
-15 AN960D10 XT ug WASHER "EC E cao ox 1 
-16 130-53032 . . SPRING, Pilots Seat "fore and aft adjustment “lock Ae 1 
-17 146-74061 . . PIN, Radar modulator latch . . . ο... 1 
-18 146-74034 > ol CABLE ASSEMBLY, Radar modulator support “release. . . . . 1 
-19 146-74063 . . HANDLE, Radar modulator release. . . OS TES 1 
-20 NAS204 -9 . . SCREW, 100? flat head structural Phillips "recess alloy . 1 
` steel 8-32 
-21 NAS120Y125 . . KNOB, Control 3/4 spherical. . . Run divi val Kee 1 
-22 169-74115 ih MOUNT ASSEMBLY, ASBl radar modulator ES 1 
-23 160-31870-10 : PIN ASSEMBLY, Cockpit enclosure sliding panel upper “tank 1 
-24 175-310202-1 x BUMPER, Fuselage forward oblique camera station hood. . . . 1 
hinge LH 
175-310202-2 - . BUMPER, Fuselage forward oblique caméra station hood. . . . 1 
hinge RH 
-25 ANH -6A ar BOLT Lo we 28 RS A ο 8 
AN960D416 . WASHER. . . . . ὁ © © ο © e we we e ο ο o t ὁ ὁ o ὁ ὁ ο e n 16 
-6A . BOLT... : m 8 
-26 146-31100-300 . FRAME ASSEMBLY, Puselage "station “79- 1/2 to "158 internal Ὁ 1 ΑΡ 
(see figure 80 for detail breakdown) 
146-31100-500 . FRAME ASSEMBLY, Fuselage station 79- 1/2 to 158 internal . . 1 cc 
(see figure 80 for detail breakdown) : ; 
175-53106 . HAND RAIL INSTALLATION, Fuselage cockpit stairway . . . A 1 AD 
-27 175-53107 . . HAND RAIL Ed Fuselage cockpit stairway. . . . .. 1 ΑΡ 
-28 AN365-428 : we ow NUT. ae $i wet SR eA ES OE RA Le ος me Le 4 AD 
-29 AN960D4 16 a sa WASHER ο 2 A νην ——— Jets eo an: ται 4 AD 
-30 5B6-12 . . BOLT "U" (N n ο ο ο ο το Moral VeL Us $e s 2 AD 
-31 AN365-1032 » w NUT. . ον ο Ven" Re "MEE EE NC REC RE EE oh ou lw 4 AD 
-32 ΑΝΟΘΟΡΙΟ 5 c. WASHER. 2 9 «.. . 4 » & d xes ec Ὁ er. ve i 2. tels 4 AD 
-33 AN3-5A wo BUD a a Se a -- ο “Se Ὁ ο ν 2 ΑΡ 
-34 AN526-1032R9 " SCREW. . . . wl ay dm. o8 caf ο ο ο rd, ο ου . T 2 AD 
175-311109 y PANEL ASSEMBLY, Fuselage station 51 to station 158 RH side. 1 AD 
175-311109-201 . PANEL ASSEMBLY, Fuselage station 51 to station 158 RH side. 1 cc 
146-31108-200 . PANEL ASSEMBLY, Fuselage station 51 to station 158 LH side. 1 ΑΡ 
146-31108-400 . PANEL ASSEMBLY, Fuselage station 51 to station 158 LH side. 1 cc 
160-31151-101 + .  LONGERON ASSEMBLY, Fuselage station 51 to station 158. 1 AD 
upper LH 
160-31151-201 . .  LONGERON ASSEMBLY, Puselage station 51 to station 158. . 1 cc 
upper LH 
160-31151-102 "ES EE ASSEMBLY, Fuselage station 51 to station 158. . 1 ΑΡ 
upper RH 
160-31151-202 + .  LONGERON ASSEMBLY, Fuselage station 51 to station 158. . 1 σσ 
upper RH 
-35 146-31159-1 . . . FITTING, Station.158 upper longeron forward LH. . 1 cc 
i 146-31159-5 3X Wh Xs FITTING, Station 158 upper longeron forward LH. . . . 1 cc 
146-31159-2 . . . FITTING, Station 158 upper longeron forward RH. . š 1 AD 
146-31159-6 . . . FITTING, Station 158 upper longeron forward RH. . . . 1 cc 
146-31152-1 + . LONGERON ASSEMBLY, Station 51 to station 158 lower LH. . 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

76 146-31152-2 + . LONGERON ASSEMBLY, Station 51 to station 158 lower RH. . 1 
-36 160-31161-3 - . . FITTING, Fuselage station 158 lower longeron forward. 1 

Y LH 
160-31161-4 - . . FITTING, Fuselage station 158 upper longeron forward. 1 

RH 

-37 146-31140-19 . PANEL ASSEMBLY, Pilots compartment step . . . . . . . ... 1 AD 
-38 146-31140-12 a. o SEAL, Pilots compartment step. . . $e ow ug 1 AD 

-39 :146-51061 . SUPPORT ASSEMBLY, Installation panel vibration damper Ws 1 

LH side 
AN8008D10 . . INSULATOR. . . . "S: 
160-71028-100 . SUPPORT ASSEMBLY AND "INSTALLATION, ' AS313//ARNÓ loop “antenna. Ref 
-40 160-71028-51 . . SUPPORT SUB ASSEMBLY, AS313/ARN6 loop antenna. . . . . . 1 
-41 AN3-10A . BOLT en e inspected). ον sat go ORT EUM 3 
-42 AN3-12A . BOLT magnetic inspected e aio ged rs νῷ . 1 
-43 146-31472 . RING, Fuselage station 51 tie down. E fx re tien bie "e ; È 
-44 NAS145-28 A BOLT, Internal wrenching steel. . . . .. . bone! oy wg 2 
-45 NAS143-5 . WASHER, Countersunk s.s s « ο» o... we we tw we we we a 2 
-46 AN960D516 2 “WASHER o4 νο usu Ce; hcm m cR ιν a E 4 
-47 AN365-524 . NT... —— P pt 2 
146-31776-201 . FLOOR ASSEMBLY, Station 51 to 79-1/2 sub. . . . 2 . 2. . . 1 
-48 175-31305 + . COVER, Brake cylinder and control system access. πος 1 
175-31307 . . SEAL, "Brake cylinder and control system access cover . . 1 
AN526-1032R9 "τον... de ho GU DO DM ME 
AN960D10L soc. WASHER 3. ο ve. Mer e δρ ce hs de ϱ Bo AR wu ms Xo ie ue ία, sous. . 38 
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Section [| 


Group Assembly Parts List 


FIGURE 77 - FUSELAGE STATION 9-5/16 TO STATION 51 DECK INSTALLATION 


PART 
NUMBER 


175-31176 


175-31176-31 
175-53361 
175-310204-1 


175-310204-2 


AN365-624 
AN960D616 
AN26-24 
4B2186-27 
2W13-6 
AN6-14 
175-310205 
175-310208 
2W1-24-32-64 
2W1-24-32-16 
2W1-24-32-32 
2W1-24-32-91 
AN365-428 
AN960D416 
AN509-416R14 
AN365-524 
AN960D516 
ANS -13 
175-310206-1 


175-310206-2 


175-310242 
AN365-1032 
AN960D10 
AN3-6A 
175-31182 
175-31233 
98292-2-180 
99836 


= ee 9 we 


2 


STRIKER INSTALLATION, Fuselage 
STRIKER INSTALLATION, Fuselage 


NUT 


3 4 5 6 


hood latch LH 


hood latch RH 


NUT .. 
WASHER. . . . 
BOLT. . . 


BUSHING, Spacer (NA 
WASHER, Serrated (ΝΑ). 


BOLT. . ... 


YOKE, Fuselage oblique camera 
SEAL ASSEMBLY, Fuselage 
NA 


WASHER, Plain 
WASHER, Plain 
WASHER, Plain 
WASHER, Plain 
NUT oa eh 
WASHER. . . « 
SCREW . . . . 
NUT ..... 
WASHER. . 2. 
BOLT. . . « 


e.. 


. ο oe e o s 


NA 
NA 
NA 


FITTING, Fuselage 
latch striker LH 
FITTING, Fuselage fwd oblique 
latch striker RH 
BRACKET, Upper deck fwd camera hood handling 


WASHER . . . . . 
BOLT ο ο od WE Ine Seth O he eS 
DOOR ASSEMBLY, Fuselage deck radar access. . 
GASKET, Fuselage deck radar access door . 


STUD, Fastener 


(Uc) 


fwà 


Cc). 


PIN, Fastener (UC) . 


) 


NOMENCLATURE 


DECK INSTALLATION, Fuselage station 9-5/16 to station 51. . . . 
(see figure 76 for next assembly 
DECK ASSEMBLY, Fuselage station 9-5/16 to station 51 
SCOOP ASSEMBLY, Heat and vent system nose air . 


oblique 


. . 
. 


station hood 


et . 0 tg ο n 


ee 
. . 
mer. 


latch striker 
fwd oblique camera station hood 


. t ο ο 9 n n9 


9 9] ὁ ν t 9 9 9 ὁ 


ca era station hood é 


camera station hood 


cable 


support 


fwd oblique camera statio 


n. 


fwd oblique camera station. 


ik 


UNITS 
PER ASSY. 


Ref 


ο ους eee Eee 





H-175-58-4A 


USEABLE ON 
CODE 


Pp 


NONO [BUB IO 
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FUSELAGE (Cont) 








ROTATED 90? e 


H-175-31-33A 


FIGURE 78 - FUSELAGE STATION 158 TO STATION 254.645 TOP FRAME ASSEMBLY 
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FIGURE & 


INDEX NUMBER 
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ΑΝ O1-60AABA-4 
FUSELAGE (Cont) 


Section 11 


Group Assembly Parts List 


a _ _ _ _-z__ AA 
PART 5 UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-31502-101 FRAME ASSEMBLY, Fuselage station 158 to 254.645 top . . . . + . Ref AD = 
‘(see figure 81 for next assembly) 
183-31181 FRAME ASSEMBLY, Fuselage station 158 to 254.645 top Ref cc m 
(see figure 81 for next assembly) - 
175-31528-1 . PLATE, Fuselage escape hatch fuselage station 178.5. . i AD m 
serrated LH 
175-31528-2 . PLATE, Fuselage escape hatch fuselage station 178.5. AD m 
serrated RH 
175-31529 . FITTING ASSEMBLY, Fuselage escape hatch latch pin fuselage 2 AD m 
station 178.5 
ATTACHING PARTS 
AN365-428 NUM Sonne. ο) Fo See wy lu νὰ cae le SO ta OI SS 4 AD 
AN960D416 νη... νιν ο 8 ΑΡ 
ΑΝΗ-ΤΑ 2 “BOLT ο eis» RE LE GUS 4 AD 
ανα CTA 
4B19B6-016 . . BUSHING, Press fit plain (NA). . . . ..... eee 2 AD ü 
175-31531-1 . FITTING ASSEMBLY, Fuselage escape hatch latch pin fuselage 1 AD 
station 199.5 LH 
175-31531-2 . FITTING ASSEMBLY, Fuselage escape hatch latch pin fuselage . 1 AD mu 
station 199.5 RH 
'ATTACHING PARTS 
ΑΝΗ ΤΑ s BOLT x eee Oo es apa are ἃ A 2 AD 
ANH -6Α e BO A you ROB reside ὃς 2 ΑΡ 
ΑΝΟ6ΟΡΗ16 ZOMASHER ον ην Ἦν EUROS! Swe mL m e 2 AD 
AN960D!16L . WASHER... 2.4 . . ο s : , $ 2 AD 
Peet RRE 
4B19B6-016 . . BUSHING, Press fit plain (NA). . . . . . . . . . 2 AD 
175-31503 . SEAL, Escape hatch door. . . . . . + ee eee ee . + . 1 AD 
146-31213 "STEP INSTALLATION, Fuselage station 211-5/16 upper x 1 AD 
183-31213 " STEP INSTALLATION, Fuselage station 211-5/16 upper . . . . + 1 cc 
146-31214 . . PIN, Fuselage station 211.5 step pivot, . . . . s . ++ + 2 
146-31216 "PIN ASSEMBLY, Fuselage station 211-5/16 upper step. . . . 1 
spring guide i 
146-31217 . SPRING, Fuselage station 211-5/16 upper step. . . . . . + 1 
AN393-19 y cw PIN a dv a a ce le e δν ο) δὲ ην ie) IST 1 
146-31220 . . PLATE, Fuselage station 211-5/16 upper step... . a ἃ 1 AD 
183-31220 . . PLATE, Fuselage station 211-5/16 upper step . . . . . + + 1 cc 
146-31219 ` | PAN ASSEMBLY, Fuselage station 211-5/16 upper step. . . . 1 ΑΡ 
183-31221 “PAN ASSEMBLY, Fuselage station 211-5/16 upper step. . . . 1 cc 
146-31218-1 "| . SUPPORT, Fuselage station 211-5/16 upper step side LH. 1 
146-31218-2 S ο SUPPORT, Fuselage station 211-5/16 upper step side RH. 1 
175-31526-1 . FITTING, Fuselage station 199.5 fwd tension tie LH . 4 € ws 1 ΑΡ 
183-31159-1 . FITTING, Aft fuselage station 119-1/2 fuel cell support LH . 1 ος 
175-31526-2 . FITTING, Fuselage station 199.5 fwd tension tie RH . . . . . 1 AD 
183-31159--2 . FITTING, Aft fuselage station 199-1/2 fuel cell support RH. . 1 cc 
175-31527-1 . FITTING, Fuselage station 199.5 aft tension tie LH..... 1 AD 
183-31174-1 . FITTING, Fuselage station 199-1/2 fwd heel line longeron LH. 1 cc 
175-31527-2 . FITTING, Fuselage station 199.5 aft tension tie RH..... 1 AD 
AN365-1032 . 0 ONUT. a a e 9e ο ὁ. Ὁ m δι. pe igs zen. ce c ο. ο 4 AD 
AN365-428 v- MUT ο ο a κα ο €, κκ EA EA E AAA 4 cc 
AN960D10 . WASHER . aeu Vale? fur SW s — Rr à 8 AD 
AN960D416 . WASHER . . . . ο Val τα ARA μι rV. € c ο Lo, eee tel Ta uy. ὁ 8 cc 
AN3-10A v BOLT ο eta ἐς ne ἢ 4 AD 
ANY-12A «x BOLT...’ "n . ο s ` tn ke Y σσ 
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AJ-2P-4-51-1 


FIGURE 79 - CONSOLE COVERS AND FRAME ASSEMBLY 


Revised 15 September 1955 
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Section II 
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AN 01-60AABA Group Assembly Parts List 


FUSELAGE (Cont) 








5 FIGURE & PART . UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
το CONS ERS A FRA A LY 
175-31713 . CONSOLE INSTALLATION, Fuselage station 79.5 to station . ... Ref 
114 RH (see figure 76 for next ων, 
-1 175-31705 x . COVER ASSEMBLY, RH console. E 1 
-2 175-31705-17 od κ DOOR RH -CONSOLE ο ες. eee aa M el a ee δν oe 1 
-3 175-31705-19 . . ., DOOR, RH console. . ο fius eet ας ο s ves 1 
-Å 98292 -1-090 . .. . STUD, Fastener (UC). dom ο a ee gl Ea ea 4 
99836 s cw “PIN, Fastener (UG). ο 4 ms ὁ ew ee ss οἱ Ὅτε -ᾱ 4 
99833P080 * . RECEPTACLE (UC). . . . . . +. + á $ 4 
175-31716 A CONSOLE INSTALLATION, Pilots center. Š ye. REF AD 
175-31716-100 . CONSOLE INSTALLATION, Pilots center. . . . . Ref σο 
- (see figure 76 for next assembly) 
146-51063 . . SUPPORT ASSEMBLY, Shock absorber instrument panel . 1 
-5 AN8008D16 bh Ὁ v. INSULATOR o οὐ νε ἂν τν Ὁ -ᾱ eue E X Ue UV oer et ρα T 1 
-6 175-31714 ` l CONSOLE ASSEMBLY, Pilots center . . . . . . . . . 80 eee 1 AD 
175-31714-100 . . CONSOLE ASSEMBLY, Pilots center . . G8 or ορ κος Sat te) oie S 1 cc 
-7 # 175-31717 . . ^. DOOR ASSEMBLY, Pilots center console . ἫΝ $m 1 
-8 "^ 1546-53101 . . . MOUNT, Console ash tray. . . . nds a uS 1 
-9 20641 è v . RETAINER (GDR) . $5 Ses I6. ie, ο αν “ᾱ t fe 1 
-10 3106109 7 1 RECEIVER ASSEMBLY, Ash don MR a 1 
: -11 AN365-832 A ow NU a er a Peat aan ο. s 8 
a -12 ANQ60D8L e e os yr WASHER c ii a κά) ὃν ἃ o y -ᾱ 1 ao ο 2 
` -13 AN515-8R16 . ‘ . SCREW. . Wale Wee ae en, fa aR on ee age oe. He" ve. RE 2 
-14- 146-71036 LO |. GUARD ASSEMBLY, Radio wiring hinged. . . ... . . . . . 1 
-15 175-31714-17 . . . COVER, Pilots center Console v do ew X A Ἕν - 1 
ATTACHING PARTS ᾿ 
-16 AN509-8R6 MI ouo EC xx z 8 
MA NU 
160-31712 . CONSOLE INSTALLATION, LH complete. : e... Ref 
(see figure 76 for next assembly) 
-17 146-31744 . . PANEL, Fuselage station ΤΟ to station 79.5 LH console i 
. ATTACHING PARTS 
-18 AN530-8-6 "LEE ο ο PII ο ο 8 
» AN960D8L A ve WASHER; a fee cwm AUS Ceo m WE wt TR SS Ὁ ος, ees A oS s 8 
: μας νά 
. 146-31728. . . INTERCOSTAL ASSEMBLY, LH congole instrument panel . .,. 1 
dr supporting 
-19 AN8008D16 +. . INSULATOR. . eras m 
-20 146-31732 + . MOUNT ao nae? LH console station “79. 5 to station. . . 1 
: 9.43 
-21 160-31716 . . PLATE ASSEMBLY, LH console fuselage station 89.438, . . . 1 
cover 
: ATTACHING PARTS 
-22 AN530-8-6 an oth “SCREW ce. os, Te TE AB a RS: ορ ὃν Dec O MITRA T 
AN960D8L €... WASHER, 408 λος ος) 9 7208s 79 e μάς TED oss; cs T 
Ds, 
-23 175-51094 . . PANEL ASSEMBLY, LH console fus station 83.5 instrument. . 1 
-24 156-31736-20* . . PLATE, LH console station 89.438 to station 114 cover . . 1 
ATTACHING PARTS 
-25 AN530-8-6 . ο ο ο aaa Ὁ ο) a a A a ο “a 16 
ΑΝΟΘΟΡΘΙ, zo V a μα ο O ος 
---*--- Ὃ- 
' -26 160-31712-10 . . PANEL ASSEMBLY, LH console fuselage station 96. 625 to 4. 1 
. τ station 195 
τν -27 31c6ho . . RECEIVER ASSEMBLY, Ash (GODR); - $8 T: 
20611 . . RETAINER (GDR). à EO ap vane TA A 1 
146-53101 . . MOUNT, Console ash tray Vide O πο... 1 
AN515 -8-17 Ἐ & “SCREW 2.4 vo cid Ru. ταν. ds -ᾱ- 4; (8. onm wo 2 
=. AN960D8L se. WASHER. ς 2 0$ 2. 909.7 9 as 4 v.d 6 2 
4S3P8-18 à SPACER 4. a coe ο ο er coe πο ο ο 2 
. AN365 -832 P ΜΜΑ Sola ede -ᾱ- ea we Se alee a e MERE 2 
-28 146-31738 . . PLATE, LH console fuselage’ station 114 to station 125 1 
ATTACHING PARTS ` E 
-29 AN530-8-6 e C. SCREW $02 4 0 ὦ 9 Ὁ ea e αἱ og 8 
AN960A8L me = MASHER. 20 0 aa Can y RUS pe, ata, a ja 8 
MP ; 
-30 146-31739-10 . . COVER, LH console fuselage station 125 to station 158 . 1 AD 
183-31739 . . COVER ASSEMBLY, LH console fuselage station 125 to. . . 1l cc 
station 158 
ATTACHING PARTS s 
-31 AN530-8-6 v de SCREW ouem. ο eR CS US ο... 18 
ANS60A8L A - WASHER, . . . . ee ee ee ew ee ee ee he 18 
σα ος 
156-54056 .. . . DOOR ASSEMBLY, Electrical spare lamps. . . . . . . +. +. 1 AD 
183-54056 . . . DOOR ASSEMBLY, Electrical spare lamps. . . +. +. . +. +. + 1 CC 
-32 156-54056 -3 ec . DOOR, Electrical spare lamps. . . . . . . . . . +. o. 1 AD 
183-54056 -3 i πὲ . DOOR, Electrical spare lamps. A Se 1 cc 
-33 156-54056 -5 . . . . HOLDER, Electrical spare lamps. PEL D E δε, 1 ΑΡ 
183-54056-5 * . . HOLDER, Electrical spare lamps. as Kor a ipte 1 cc 
-34 156-54056 -9 Š . HINGE, Electrical spare lamps . . . . . +. . . . +. + 2 AD 
183-54056-9 a ENT . HINGE, Electrical spare lamps . . ον ο... 8 cc 
-35 156-54069 ον g . SPRING, Electrical spare lamps door’ . v vov ὦ ος Qe. τ, 





NOTE: #. Denotes the incorporation of Service Change No. 474 
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Group Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 





H-175-51-2¢ 


FIGURE 80 - FUSELAGE STATION 79.5 TO STATION 158 INTERNAL FRAME ASSEMBLY 





FIGURE & PART at UNITS USEABLE. ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7% NOMENCLATURE : PER ASSY. CODE 




















80 146-31100-300 FRAME ASSY, Fus sta 79.5 to 158 internal (see fig. 76). 

. 146-31100-500 FRAME ASSY, Fus sta 79.5 to 158 internal (see fig. 76). . Ref cc 
175-31226 . FLOOR ASSEMBLY, Fus sta 79.5 to sta 158 pilots cockpit . . . 1 AD 
175-31226-300 . FLOOR ASSEMBLY, Fus sta 79.5 to sta 158 pilots cockpit . . . 1 σσ 

-1 146-53054-3 - . FITTING ASSEMBLY, Pilots seat floor attaching . . . . . . 2 

-2 NAS76A5-009 - . . BUSHING, Plain press fit bronze. .. . . . . . . . . . 2 

-3 146-53054-5 . . FITTING ASSEMBLY, Pilots seat floor attaching . . . . . . 2 x 
-4 NAS76A4 -008 - . . BUSHING, Plain press fit bronze. .......... 2 
-5 146-31128 + . FITTING, Pilots seat forward supporting . . . . . . .. 4 
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FUSELAGE (Cont) 


INDEX NUMBER NUMBER Y 2 3 4 5 6 7 NOMENCLATURE PER ASSY. co 






255 160-34121 
-56 160-34122 
-57 146-34124 
-58 146-34123 
-59 146-34127 
-60 146-34126 
-61 160-34111-3 
160-34112-3 
-62 AN509-10-28 
-63 AN960-10L 
-6h AN365-1032 - 
-65 NAS2-101 
NAS2-201 
-66 AN365-524 , 
-67 AN960D516 k 
-68 AN5-11A 2 
-69 AN365-428 : 


FITTING ASSEMBLY, Auxiliary LG trunnion support LH. 
FITTING ASSEMBLY, Auxuliary LG trunnion support RH. . 
. RACE, Auxiliary LG trunnion support fitting gearing. . 
BEARING, Auxiliary LG trunnion support fitting . . 
. SHIM, Auxiliary LG trunnion support fitting bearing 
. RING, Auxiliary LG trunnion support fitting. . . . 
. FITTING, Auxiliary LG trunnion support LH. 
. FITTING, Auxiliary LG trunnion support RH 


365- . . NUT magnetic inspected vi . t 
-7 ANQ60D416L se uw MASHERI 2064 lee τε ες na bie ο) ad we cs. 32 
-8 ANÚ-10A . . BOLT (magnetic inspected) . . . . . . . . 34. ug ο, iat jeta LO 
-9 146-53057 + - . FITTING, Pilots seat actuator aft support . . . ` noel 1 
i -10 146-31145 . . FITTING, Pilots seat actuator support . . . . . : eng 1 
is -11 AN365-428 . . NUT (magnetic inspected) . . . . ............ 4 
-12 AN960D416L al WASHER. 22030455. e Eaa νε εως τ . 8 
-13 ΑΝΗ -10A + . BOLT (magnetic inspected) ........... E 04 
-14 146-53076 + . TRACK ASSEMBLY, Pilots seat . . . . . . . . . . "T 3 2 
-15 146-53076-3 * See TRACK, Pilots S68t:.. ον 2.2). v oux ue eruta ub 
-16 AN365-1032 τ οὐ NUT. 225.278 uw νηοί 1e oes) ο μμ” να. T 
-17 AN960-10 : NU. Ὃν WASHER. ος «τος «ὃς ὦ Qr De Us ui Ye ος . 1 
-18 AN3-17A e wc BOLT ova. Us. O votes ον ου... K d 
-19 120-31837 + . STOP ASSEMBLY, Canopy operating mechanism truck. . . . 1 
-20 AN365-428 + . NUT (magnetic inspected). ..........,.,,..... 6 
i _7el ANQ60D416L «o « WASHER, - io 25. ss SC pce, φις, Got μέν δις 6 
-22 AN509-416-11 . . SCREW κας inspected). . up ET 
-23 AN509-416-12 - . SCREW (magnetic inspected). . ee CEN πο ο, ὃς νι 2 
-24 AN365-1032 . . NUT (magnetic inspected) . . . . . woo eee e. 4 
. -235 ANQ60D10L s -€ ES we ὦ echo ter ot Soca bas Oey Cb | 
-26 AN509-10-10 - . SCREW ος εν av ee "C $e a 
` -27 AN509-10-11 +« . SCREW (magnetic, inspected). ............ NS 2 
-28 146-31130-1 + . FITTING, Navigators forward seat support LH... ο 1 
146-31130-2 + . FITTING, Navigators forward seat support RH . . . . . . . 1 
146-31299 + . FITTING ASSEMBLY, Navigators seat rear outbd attaching. , 1 
-29 146-31127 - . . FITTING, Navigators aft seat support outboard. . . . . 1 
: 146-31300 . . FITTING ASSEMBLY, Navigators seat rear inboard attaching. i 
i --30 146-31132 - . . FITTING, Navigators aft seat support inboard . . . .. 1 
-31 160-58116 + . WELL ASSEMBLY, Hydraulic emergency brake handle . . . . . l AB A 
175-58144 + . WELL ASSEMBLY, Hydraulic emergency brake handle ..... 1 BW 
-32 160-58112 ** +. . SPRING, Hydraulic emergency brake o . 5A v. 1 
146-31779-200 . FRAME ASSEMBLY, Fuselage station 79.5. . . . . muse rie, Worm 1 
-33 146-74033 + . FITTING, Radar modulator support latch. . . . . . . . . . 1 
AN3-6A s qe BOLT so. ey ας obo we o D mr ο ορ w Xn UNT b ως os Wo we ers 3 
AN960D10L sog. WASHER, C. aoa ος δι. ge e ο 5 ο ᾱ- ο a i Mr aee “6 
AN365-1032 er e NUM ο as ie, c. a Os gy ee ok cM 3 
175-31220 . PANEL ASSEMBLY, Fuselage wheel well LH ........... k AD A 
175-31220-301 . PANEL ASSEMBLY, Fuselage wheel well LH . . . . . . . . . .. 1 σο 
-34 175-31220-129 + . RING, Fuselage wheel well LH. . . . .. . .. . e e e 1 
ro -35 175-31220-131 + . GASKET, Fuselage wheel well LH. . . ........... 2 
-36 175-31220-133 ... PLEXIGLASS, Fuselage wheel well LH. . . . . . . . so e νο 1 
-37 4ShD4 -9 + + SPACER, Rivet (ΝΑῚ. ....͵...............ὩΏΟ13 
-38 160-52213 + . STOP ASSEMBLY, Elevator continued forward sector. . . . . 1 
-39 1P7 + + . INSERT, Control stop (NA) .. ... ......... 2 
-40 175-31220-119 + . COVER, Fuselage wheel well ᾿΄᾿“ἕ«μἘ:Ξκ.............. 1. 
-41 AN960D10L m € de WASHER... VO ou 4 € vo» ὡς ἐς η E^ o D i AAA Gee 1 
. -42 AN3-4A ο BOLT e a DRE: 
-43 130-53447-5 +. FITTING, Cabin air system pressure test line. D" 1 
-44 130-53455-5 + . CAP ASSEMBLY, Cabin pressure system test fitting. .... 1 
-45 130-53448-5 - >. + SEAL, Cabin air system test fitting. . . . . . . . .. 1 
-46 130-53456 + . PLUG ASSEMBLY, Cabin pressure system test fitting . . .. 1 
-47 169-53091 + . MOUNT ASSEMBLY, Entrance ladder stowage lower . . . . . . 1 AD 
-48 AN365-1032 29 ες, «ο SN Pte κ A E O ΟΙ μα ica i eo A 1 AD 
-49 AN960D10 ui. e to WASHER (3. ο n δ. οποίον ον. ος Ὁ SII πα “κ.α. πο 1 ΑΡ 
-50 169-53004 ` + . STUD, Crew entrance ladder mounting. . . . . . . . . . 1 AD 
-51 169-53090 . MOUNT. ASSEMBLY, Entrance ladder stowage upper Bo ver Ce τῷ, "ὦ 1 AD 
-52 AN365 -1032 E $ A s Te nat iens σημ οφ. dole Sas ὧν τῳ) bs: e) ας duy «Ὁ, Ἕ vac e 1 ΑΡ 
-53 AN960D10 z- ne WASHER: νην ν.μ. AD 
8-5} 169-53004 - . STUD, Crew entrance ladder mounting. ......... 1 AD 
146-34031 TRUNNION FITTINGS INSTALLATION, Auxiliary landing gear . . . Ref 


SCREW o e ος ey dr bees ος . 
WASHER .. « . . . . . . we 1 
NUT. 23inzteceis€erne Je C.N 
FITTING, Lubrication RH. , 
. FITTING, Lubrication LH. . 
NUT (magnetic inspected) . 
WASHER. . . . . . . . . . 
BOLT Hanoi τ s 


Cr 9 o9] 9 5$ 9 0 0 *? c9 4 0 * 5 ο 59 5 
se ο ο n 
. o... ew 9 n 


m 
"Ow ΕΟΓ σνσνσνί A A ΑΛ) A O E ps 


NUT magnetic inspected 


e$ .. s o9 9 9 9 ὁ ο 59 ο 575 £8 
.. 9 9 9 * 9 5$ 5 5 9 ο ὁ  ». 1 


. 
. o... ... « 5. ο 
. 

e... 9 $9 9 5$ 9 79 ο 
$9 9 9 ὁ ο 9$ ο ο o 
` 
. 
. 


-το ANQ60D416 WASHER... o 2 4 2 sca : ; : s » 
-71 AN4-12A BOLT (magnetic inspected) . . . : A E 
-72 175-31258 FRAME ASSEMBLY, ‘Fuselage station 158 . N 3.5 


183-31158 
-73 175-31210 


FRAME ASSEMBLY, Fuselage station 158 . . . ... DES 
+. WINDOW ASSY, Fus sta 158 hyd reservoir fluid level insp 


-74 175-31210-7 - . GASKET, Fus sta 158 hyd reservoir fluid level insp . 
-75 NAS220-14 . SCREW, Brazier head Phillips recess alloy steel 8-32. . 
; 146-34032 . DOWNLOCK INSTL, Aux LG (see fig. 372 for detail breakdown) . Re 
: ΠΝ 
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FUSELAGE (Cont) 





H-175-31-32A 


FIGURE 81 - FUSELAGE STATION 158 TO STATION 224-5/8 FRAME ASSEMBLY 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
m 81 175-311185 FRAME ASSEMBLY, Fuselage station 158 to station 224-5/8. . . . . Ref AD 
(see figure 75 for next assembly ; 
π 183-31186-101 FRAME ASSEMBLY, Fuselage station 158 to station 224-5/8. . . . . Ref ος 


(see figure 75 for next assembly) 

















FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER . 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
81-1 146-31183-300 PANEL ASSEMBLY, Fuselage station 158 to station 224-5/8. . . 1 " AD mH 
LH side (see. figure 82 for netail breakdown) 
146-31183-400 . PANEL ASSEMBLY, Fuselage station 158 to station 224-5/8. . . 1 cc " 
LH side (see figure 82 for detail breakdown) 
-2 146-31184-300 . PANEL ASSEMBLY, Fuselage station 158 to station 221-5/8. . . 1 AD m 
RH side (see figure 82 for detail breakdown) . 
146-31184-500 PANEL ASSEMBLY, Fuselage station 158 to station 224-5/8. . . 1 cc a. 
RH side (see figure 82 for detail breakdown) 
146-31182-300 . FRAME ASSEMBLY, Station 158 to station 224- 5/8 bottom. . . . 1 AD 
183-31182 . FRAME ASSEMBLY, Station 158 to station 224-5/8 bottom. . . . 1 cc 
183-31218 n ... FRAME ASSEMBLY, Left side bottom. . . . . . . +. ποσα Ty 1 σσ 
183-31219 E FRAME ASSEMBLY, Right side bottom . Wo an φον S^ palm Fe 1 cc 
146-31195-1 + . BEAM ASSEMBLY, Catapult LH. . .:. . . s e e s s s o eee 1 
146-31195-2 . . BEAM ASSEMBLY, Catapult RH. . . . dud osos ull 
-3 146-31196-1 e. . FITTING ASSEMBLY, Catapult beam trunnion iu å S. 1 
146-31196-2 . . . FITTING ASSEMBLY, Catapult beam trunnion RH. à , 1 
-4 146-31196-5 «© . . . BUSHING, Catapult beam trunnion . . . .. : a 1 
-5 AN365-428 CR NUT (magnetic inspected) . . . . . . . . . ; i s 2 
-6 ANQ60D416 P WASHER . . . : 2 
-7 NAS206-14 τ. οἷς SCREW, 100% flat head "Phillips recess “alloy “steel. . 1 
; 1/4-28 (magnetic inspected) 
-8 NAS206-12 - . . SCREW, 100? flat head Phillips recess alloy steel. , 1 
1/4-28 (magnetic inspected) 
175-31222 s FRAME ASSEMBLY, Fuselage station 224-5/8 bottom . . . . . 1 
-9 163-31266 ¿a e uw" PLATE, Fuselage station 267-1/2 door stop. . . . . . « 4 
-10 163-31268 <. . . STOP ASSEMBLY, Fuselage station 267-1/2 door . . . . + 2 
-11 ANQ60D416 A μυ... 
-12 AN4-7A ane BOLT... ' DD E. 
-13 146-311259 - . . SEAL, Bomb bay door frame, . dU dw cS Ὁ ολο, ὁ 1 
-14 146-31316-3 . . RING ASSEMBLY, Radio operators floor. αμάν, Le Ca . dcus 3 AD 
146-31316-3 . . RING ASSEMBLY, Radio operators floor. . . . . . ME 2 cc 
175-31276-11 . . RING ASSEMBLY, Radio operators floor. .......... 1 cc 
-15 146-31320 + . DOOR arena | Oxygen filler valve. ...... e κ αν 1 
-16 KM610-32 a ἃ . FASTENER (cic 5 ο. d oen cei “ὁ 1 
11416-31157 . . SUPPORT ASSEMBLY, Fuselage' sta "160. -75 nose Jack fitting . 1 
-17 130-31217 +. . FITTING, Fuselage nose Jack pad. . . . . « . . . . . ο 1 
-18 146-31182-47 + . DOOR fs bottle access} ^" EDO ον ΠΕ A MS 3 
-19 146-31182-87 . . DOOR oxygen bottIe BCCOBS) wr le. se awa e qe. eius 1 
-20 AN509-416R12 . . SCREW.. νιν CIEL ME 
-21 9C1-3-7 . . CHAIN, No. 1 safety (NA). IGG IIi iiL 4 
5R10 . . RING, Chain retainer (NA). . ee EL: 
-22 175-31094 . . DOOR ASSEMBLY, Pilots relief system tank access $e» WEA e. d 1 
-23 159-13351 © . . SPRING, Relief system tank access. . . . e s . . s o. 1 
-24 146-58545 .  . FITTING ASSEMBLY, Hydraulic reservoir vent sta 220-5/8. . 1 
-25 AN365-524 . . NUT (magnetic inspected) dg Mende, ο Ta μμ.” 
-26 AN960D516 . . WASHER. . . PNE Ze: 4 ΗΝ ο a à 
-2 AN5-11A . . BOLT (magnetie inspected) ^P". 2 
-2 AN365-1032 . . . NUT (magnetic inspected) . . . . . . . . m ES s 4 
-29 AN960D10 . . WASHER. . . det gw Wem E Cem ium. 18 
-30 AN3-4A x BOLT (magnetic “inspectea) z EE . Y 
175-3122 5 FRAME ASSEMBLY, Fuselage station 224- 5/8 side. EM ETE 1 
-31 160-31354-7 s: FITTING ASSEMBLY, Forward sta bomb bay door idler strut . 2 
-32 175-310165 . . . BUSHING, Bomb bay door idler link attaching. 2 
-33 146-54062-11 : PANEL ASSEMBLY, Electrical pressure power panel disconnect 1 
-34 AN365B624 . NEU MN Pog oe το aM ariete ο "atu. am ο) Les Du 12 
-35 AN961-616 zou τς WASHER Zr a ten as dut bbs aruis 
-36 AN341-616 a po NUT: 4.3: hn Ss ben ane. Way A ere -ᾱ- ce gel ya. "DIE. 
-37 241B24-28-125 e. "s WASHER, Plain (NA). i ^s " .. 8 
-38 146-54063 e +. . STUD, Electrical pressurized power panel s "NN 6 
-39 146-54062-5 . . +. BUS, Electrical pressurized power panel disconnect ais 1 
-40 146-54062-7 5 . BUS, Electrical pressurized power panel disconnect . 1 
-41 146 -54062-3 ᾷ PANEL, Electrical pressurized power panel disconnect . 1 
-42 175-54062 3 PANEL ASSEMBLY, Elec press. power panel disconnect. uds 1 
-43 AN365B624 s eONUT. 2.2... . . PL" "Ei 
-44 AN961-616 10. 0. WASHER. ....... o cele. DET a jo Tertio ὦ . . 16 
-45 AN341-616 . . NUT. "νον. ο cu, RU e t ο DOLO 
-46 2W1B24 -28-125 à WASHER, "Plain (uA). i d ay a ΝΡ .. 12 
-47 146-54063 . . . STUD, Electrical pressurized power panel 2 . RN 8 
-48 175-54063 : BUS, Electrical pressurized power panel disconnect ah ds 2 
-49 175-54062-3 3 p PANEL, Electrical pressurized power panel disconnect 1 
175-31502-101 y FRAME ASSEMBLY, Fuselage station 158 to station 254.645 top. 1 AD a 
(see figure 78 for additional breakdown) 
183-31181 FRAME ASSEMBLY, Fuselage station 158 to station 254.645 top. 1 cc m 
(see figure 78 for additional breakdown) 
175-31509-101 . . WEB ASSEMBLY, Fuselage station 158 to station το. Dutra 1 ΑΡ 
-50 AN515-8-12 . . . SCREW. . . : .. 98 AD 
-51 175-31509-11 FEEDS WINDOW, Fuselage station 168 to station "178. 5. on AS Ke 2 AD 
-52 175-31509-13 e. a SEAL, Fuselage station 168 to station 178.5. ..... 4 AD 
-53 175-31509-15 7 l . RETAINER ASSEMBLY, Fuselage sta 168 to sta 118. πο Χα το AD 
-54 169-53111-1 . Όσα, Entrance ladder fuselage attaching LH . . . . moa 1 
169-53111-2 . LUG, Entrance ladder fuselage attaching RH .....-.... 1 
115- 53006 » HEAD REST INSTALLATION, Third crewmans retractable . . . . . Ref AD m 
(see figure 83 for detail breakdown) 
175-53076 . SEAT INSTALLATION, Fourth crewmans retractable . . . . . Ref 
(see figure 84 for detail breakdown) 
167: 
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FUSELAGE (Cont) 


H-175-31-36A 





FIGURE 82 - LH AND RH SIDE STATION 158 TO STATION 224-5/8 PANEL ASSEMBLIES 
168 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
82 146-31183-300 PANEL ASSEMBLY, Fuselage station 158 to 224-5 LH side. Ref “AD 
(see figure 81 for next assembly 
146-31183-400 PANEL ASSEMBLY, Fuselage station 158 to 224-5/8 LH side. Ref cc 
(see figure 81 for next assembly) 
146-31184-300 PANEL ASSEMBLY, Fuselage station 158 to 224- 5/8 RH side. Ref AD 
: (see figure 81 for next assembly) 
146-31184-500 PANEL ASSEMBLY, Fuselage station 158 is 224-5/8 RH side. . Ref cc 
(see figure 81 for next assembly) 
146-31069-100 . SEAL INSTALLATION, Crew entrance door . . NET eos Ref 
-1 146-31071 s ANGLE, Crew entrance door seal frame splice. Ses P 1 
146-31078 . . FRAME ASSEMBLY, Crew entrance door seal. . . . . a 1 
-2 146-31096 : . SEAL, Crew- entrance door. . νι ώς Sh ὃς 1 
156-31154-101 ! LONGERON ASSEMBLY, Station 158 to 224-5/8 lower LH. . . - 1 
156-31154-102 | LONGERON ASSEMBLY, Station 158 to 224-5/8 lower RH. : 1 
-3 - 160-31161-5 . . FITTING, Fuselage station 158 lower longeron LH. κ. 1 
160-31161-6 è FITTING, Fuselage station 158 lower longeron RH. . . . + 1 
-4 146-31340 : FITTING, Fuselage station 172-1/16 lower longeron. . 1 
* upper attaching (RH side only) 
-5 146-31341 FITTING, Fuselage station 172-1/16 lower JAóngéran. So 1 
upper attaching (RH side only) 
-6 AN365-428 A NUT (magnetic inspected) . . . . . . . . ο». - 2 
-7 ANQ60D416 . . WASHER . . .. μυ 4 
-8 ANÀ-TA - . . BOLT (magnetic inspected). Were TN Bessa (ο 2 
* -9 146- 31287 . . FITTING, Fuselage station 199-1/2 lower longeron . 1 
Š attaching upper (RH side only) 
-10 146-31321-3 E FITTING, Fuselage station 199-1/2 lower longeron . . . 1 
: attaching lower (RH side only) 
-11 AN365-428 . NUT (magnetic inspected) . . . Nor SORT REA 4 
-12 AN960D416 WASHER . . . DE E es E 8 
-13 AN4-11A BOLT (magnetic inspected). : 4 
146-31153-1 ' LONGERON ASSEMBLY, Station 158 to 224-5/8 upper LH. . . . 1 
146-31153-2 . LONGERON -ASSEMBLY, Station 158 to 224-5/8 upper RH. . . . 1 
-14 146-31160-1 . . FITTING, Station 158 upper longeron ΙΗ... . . +. +. +. + 1 
146-31160-2 . . FITTING, Station 158 upper longeron RH . . . 5... Sax ola TS 1 
146-58063 . EQUIPMENT INSTALLATION, Hydraulic emergency exit. | . . . . Ref 
(see figure 95 for detail breakdown) 
146-31397 . STEP INSTALLATION, Fuselage station 205 (RH only) . . . , . Ref 
146-31206-101 ` STEP INSTALLATION, Fuselage station 211.5 lower (RH only) . Ref 
-15 146-31214 . . PIN, Fuselage station 211. 5 step pivot . . . . .... +. 2 
-16 146-31208 Be de SPRING, Fuselage station 211.5 lower Step. . . . . . +. + l 
-1T 146-31210 . . PLATE, Fuselage station 211.5 lower step . . . . . . +. + 1 
-18 146.-31221 . . PAN ASSEMBLY, Fuselage station 211.5 upper step. . . +. + 1 
146-31221-101 . . PAN ASSEMBLY, Fuselage station 211.5 lower step. . . . + 1 
-19 146-31209-1 RES SUPPORT, Fuselage station 211.5 lower step side LH. . l 
-20 146-31209-2 Se v SUPPORT, Fuselage station 211.5 lower side RH. sed ae c 1 
-21 146-31397-5 s s PIN; Fuselage station 205 upper step .-. . . sso s e so l 
146-31206-5 . . PIN, Fuselage station 211.5 lower step . . . . . . . «+. 1 
-22 146-31397-7 . STOP, Fuselage station 205 upper step. . . . . λος 2 
146-31206-7 . STOP, Fuselage station 211.5 lower step. ogy Ὁ bu te 2 
-23 AN393-27 A o ος ος ο ee τς ο EAE DE LN 1 
-24 AN960A10 WASHER . . . . EE $ TE E 2 
146-31191-101 ` FRAME ASSEMBLY, Fuselage "station "199. e RH. ο, ο δὲ ο a 1 
-25 183-31115 . . PLATE, Crew entrance door frame assembly fixed eS 2 
-26 183-31116 te PLATE, Crew entrance door frame assembly adjustable. "o 2 
-27 AN365-1032 A E ; ELS 8 
-28 AN950D10 SC CWASHER: ο τὸ e 9 ο, Rus e us m My e e lw ue e de ϱ ἄν 6 
-29 AN3-11A 5. BOLT Ju. δῷ cero qr e ὁ ATE, IUE iesu rs ας ανα τὸ UR -ᾱ UR en 4 
- -30 AN3-7A a . BOT... : OH 4 
146-31173-101 . INTERCOSTAL ASSEMBLY, Fuselage "station "158^ to 199.5 RH side 1: 
-31 146-31338 FITTING, Fuselage sta 172-1/16 intercostal attaching . . 1 
upper 
-32 146- 31339 .. . FITTING, Fuselage sta 172-1/16 intercostal attaching . 1 
lower 
-33 AN365-524 . . NUT (magnetic inspected) . Dr E 4 
-34 AN960D5 16 . . WASHER... PEE : ai riter 4 
-35 AN5-11A . . BOLT (magnetic inspected). » ave: -ᾱ ; "EDS 4 
-36 AN365-428 . . NUT (magnetic inspected) . . . . . + . m iras) se 2 
-37 ΑΝΟΘΟΡΗ16 . . WASHER... οι, fon Ke y s; "a^ ο us 2 
-38 AN4-11A . BOLT (magnetic inspected). CRAS sas eus 2 
-39 169-31148-3 5 BRACKET, Crew entrance door laten support LH. . μας eL “ae ἑῷ 1 
-ho .169-31148-4 . BRACKET, Crew entrance door latch support RH. . . EM 1 
-41 169-31150 . GUIDE, Crew entrance door latch . . . . . . > : ae ὃς, A 
-42 169-31154 . SPRING, Tension ... . . . s +... e © es eo . š ο μον Us 1 
-43 AN365-428 s NUT S e de ecce ὦ A e e e ks hok ὃν κ s es 1 
-44 ANQ60D416L S WASHER ds ace 99 ο a E ς-ᾱ VIE ads 1 
-45 AN} -5A « BOLT. . .. "EN E (δν ὁ E zw ow ^g 1 
-46 4B21S4 -100 . BUSHING, Spacer (Na) . : s ee z I NU A: τῳ 1 
-47 169-31152 . HOOK ASSEMBLY, Crew entrance “door latch sisi Ser Ser ια 1 
146-31234 . SUPPORT ASSEMBLY, Hydraulic emergency exit “upper. Dare , 1 
: 146-31249 . SUPPORT ASSEMBLY, Hydraulic emergency exit lower. . . . a 1 
-48 51026 x PLUG, Button (UC) . . επί τὸν Y ras A 1 
-49 146-311103 TRUNNION, Crew entrance “door hinge rs ντ.» $ 2 
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H-175-53-20 
FIGURE 83 - THIRD CREWMANS RETRAC TABLE HEADREST INSTALLATION 
FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

E 83 17553006 HEADREST INSTALLATION, Third crewmans retractable. ....... Ref AD 
(see figure 81 for next assembly) 
B -1 146-53006-59 . HEADREST ASSEMBLY, Pilot and navigator seat ...... M 1 ΑΡ 
(third crewmans retractable) 
ATTACHING PARTS 5 
-2 AN365-1032 NU a a oed ee pru EO O ο ο E lies CN 1 AD 
-3 AN960D10 . WASHER. . . so Ὁ; tes We ve ᾱ.. Ὁ ὁ 1 AD 
-4 175-53046 . SPRING, Third crewmans “retractable headrest actuating .... 1 AD 
-5 NAS43DD3 -76 a SPACER, Screw and bolt. ..........4., A ο 1 ΑΡ 
-6 ΑΝΟΘΟΡΙΟΙ., á WASHER. E T A c eC a ὃς ο) O ae ἴδ τῶν δν ο O Ὁ 1 AD 
-7 AN3-15A e BOUT. oos. ο ὃν wx E daos ue. VES XR se Sw Ate sa 1 - AD 
Ls oet : : 

-8 146-53017 d PAD, Headrest assembly . . .. A a? D ων ὃν dus 1 AD 
146-53006-59 $ SUB’ ASSEMBLY, Third crewmans headrest. © cca, lope ener e a we AD 
-9 4318B5 -64 : . BUSHING, Shoulder εν ο es oe owe αμ...” AD 
-10 146-53020 é n RETAINER, Headrest pad. . . . de νο 1 AD 
-11 175-53048 | LATCH ASSEMBLY, Third crewmans retractable headrest s: xn Ἴων ὦν Le 1 ΑΡ 
-12 4B18B5-90 . . BUSHING, Shoulder (NA) oe aie as ts ον ον ο ΑΡ 
-13 ΑΝ365- 1032 eM ee RP ο ο ο ο ο. ΑΡ 
-1% ANO60D10 . WASHER. . . . 2. 1 AD 
-15 175-53045 . SPRING, Third crewmans "retractable “headrest latch retaining A 1 . AD 
-16 NASA3DD3-32 . SPACER, Screw and bolt. . . . . . . E xe E Uu drum. de. ἃ z . 1 ΑΡ 
-17 AN960D10L r WASHER. DECR RM M Eram wb be, -ν E - 1 ΑΡ. 
-18 AN3-10A ο ο 24-4 ia m oo BB de µε Ta " Ἐν de » PE e 1 ΑΡ 
-19 AN526-1032R16 wy CREW) AA ϱ-----. " zo 3 7 1 AD 
s . rS 2 1 AD 


-20  NASM3DD6-24 | SPACER, Rivet |...) . | eG ee mb rudd ARTS 
ee KNIE a 








ΑΝ 01-60AABA-4 
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FIGURE 84 - FOURTH CREWMANS SEAT INSTALLATION 


Section [| 
Group Assembly Parts List 


H-175-53-19A 





UNITS 


FIGURE & PART USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE, PER ASSY. CODE 
84 175-53076 SEAT INSTALLATION, Fourth crewmans. . . y ιῶππο τῳ φρο’ «REL 
(see figure 81 for next assembly) 
-1 169-31231-101 TUBE ASSEMBLY, Fuselage sta 198-5/16 radio guard panel . . . 1 
-2 169-31231-5 . TUBE, Fuselage sta 198-5/16 radio guard panel . : . . .. 1 
-3 169-31231-7 . CUP, Fuselage station 198-5/16 radio guard panel. . . . . 1 
-4 AN365-428 s NUT: te ο ο E SE ο a Qe EY AI δν ανα ο 7 1 
-5 AN960D416 . .oCWASHER. 0 AA . E oe oe εν ar m νε 2 
-6 AN4-25A 2 we OGODTITe co ο Ge ω.ον ο, dole ᾱ-..ᾱ., οἲ $e. E ac E vs δ; ᾱ 1 
-7 NAS43DD4-138 . . SPACER, Screw and bolt (NA). . . . . ο ὦ i-is. en terse 1 
-8 AN365-428 NUT. ορ cR Ro posee, ο 5- καθ: erts . . 2 a er ἐφ 1 
-9 AN960D416 » WASHER ο 4 2 9 κ ὁ * α "x S a ete $^. we e 2 
-10 AN4 -25A e e BOLT: m aag Ge Si ewig: E a . ὅν -.ᾳ 308; te 13 s i 
-11 NAS43DD4 -128 . SPACER, Screw and bolt (ΝΑ) . . .. ... Du ον αν Ὁ 1 
-12 175-53089-5 . DOOR ASSEMBLY, Fourth crewmans seat. . . . . .. . è 1 
-13 175-53091 " SPRING, Fourth crewmans harness door hinge. . is 2 
175-53089-7 . PANEL ASSEMBLY, Fourth crewmans seat . ate er^ ie fe 4s 1 
-14 175-53089-21 . . DOOR ASSEMBLY, Fourth crewmans seat eim ie 1 
-15 H5000-06l -125 LATCH. (EWL) εν A c um mi De ea nan ity, et ta ate 1 
-16 156-25009 . . . SPRING, Horizontal to vertical stabilizer fillet jan 2 
f attaching access door (fourth crewmans seat 
-17 175-53079 . DOOR ASSEMBLY, Fourth crewmans seat ART-13 trans access. . . 1 
-18 175-53103 . HANDLE ASSEMBLY, Fourth crewmans seat egress . . . . . . .. 1 
- -19 175-53084 . DOOR ASSEMBLY, Fourth crewmans seat belt stowage ...... 1 
-20 175-53090 . . SPRING, Fourth crewmans seat belt door hinge. ...... ᾱ . 
-21 175-53092-1 . LUG, Fourth crewmans seat lap belt attaching LH. . . . . . . 1 
175-53092-2 . LUG, Fourth crewmans seat lap belt attaching RH. ...... 1 
-22 AN365-428 PA ARA A A O AR 2 
-23 AN960D4 16 d WASHER ΟΕ ο A AA n. Ue EE, E A 2 
-24 ANA-6A . BOLT (magnetic inspected) . . . . . . .. . . . see eee 2 
-25 175-53093-1 . LUG, Fourth crewmans seat lap belt attaching ΙΗ... . . .. 1 
. 115-53093-2 . LUG, Fourth crewmans seat lap belt attaching ΠΗ... . ... 1 
-26 AN365-428 UE UD ge, ος. hk ὃς a ῳ αἱ a e A fe ee A 2 
-27 AN960D416 CEA WASHER s ie Soy οφ, coil LIUM E 2 
-28 ΑΝΗ-6Α . BOLT (magnetic inspected) . . . . . . . . . 2 ee le 8 
-29 AN515-8R10 e ODOREM Cu mod IW won RO O A AAA LE 52 
E n i ο ο E ee AA 
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FIGURE 85 - FUSELAGE STATION 224-5/8 BULKHEAD DOOR INSTALLATION 
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PART 
NUMBER 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 NOMENCLATURE 


UNITS 
PER ASSY. 


Section [| 


Group Assembly Parts List 


USEABLE ON 
CODE 


146-31225-201 DOOR oec ienei Er station 2: 5/8 bulkhead. Rel 


99836 
99833-8-130 


(see figure 73 for next assembly) 
DOOR ASSEMBLY, Fuselage station 224-5/8 bulkhead 


RECEPTACLE, Fastener loy: wA uie. d 


ee ew ο. 


146-31225-51 a et uris 1 
ATTACHING PARTS 
146-31038 . PIN ASSEMBLY, Fuselage station 224-5/8 door hinge. E 2 
146-31036 . SPRING, Fuselage station 224-5/8 door hinge A 2 
pin retaining 
146-31039 . RING, Fuselage station 224- 5/8 door hinge pin. hoot ee 5 1 
9C1-2-5 D CHAIN, Safety (ΝΑ)... . . . ον ... - , auc 1 
9C1-2-22 . “CHAIN, Safety. {ΝΑ}. τος oo sore a Oe x p Dv ο whats 1 
dle - 
163-32773 - . SUPPORT, Nacetle forward horizontal firewall aft. 1 
support rod 
175-31283 - . WINDOW ASSEMBLY, Fuselage station 224-5/8 bulkhead door . 1 
AN364-1032 wf NUTS. sus ο ον ο ο La I ο S ο” 3 
AN960D10 us WASHER . . .- 11 
175-31284 v “Ἂ HINGE ASSEMBLY, "Füselage Station 224- 5/8 buikhead. 1 
door window 
175-31283-13 . . . SHIM, Fuselage station 224-5/8 bulkhead door ..... 1 
AN509-10R9 C OW Ὁ SCREW. πο AE A UR το vel -ᾱ--ᾱ τς SS es ας xe Sg o a 8 
AN365-1032 RA i NUT. . 8 
175-31285 . . . HANDLE, “Fuselage station 224- 5/8 bulkhead door window. 1 
AN509-10R13 s E SCREW. . . . s rs rds 2 
175-31283-11 Ne BRACKET, Fuselage station 224-5/8 bulkhead door. . . . 1 
AN509-10R11 Se τες SCREW. . . . . . . Wi ον τὸ U es wl dw a E Le " s 2 
AN509-10R10 . . « SCREW. 2 « "IE, 4 
175-31283-9 - . . RETAINER, Fuselage station 224- 5/8 bulkhead door PER 1 
175-31283-3 a . . GLASS, Füselagé station 224-5/8 bulkhead door. . a 1 
175-31283-7 . . . SEAL, Fuselage station 224-5/8 bulkhead door ....:. 1 
175-31283-5 S DOUBLER, Fuselage station. 224-5/8 bulkhead door. s 1 
AN365-832 ee s NUT A al o EN ai cs A δν “Ὁ n A "I 3 
AN960D8 s WASHER. . .. λε ον λος Yd τν $us 3 
175-31287 : SHIM, Fuselage “station 224- -5/8' bulkhead door. . . . Vous 1 
AN509-8R15 » SCREW was s ὃν ta) e ear uo Maree Wee -ὁ E 3 
w98292-7-680 : STUD, Fastener (UC). E Ὃν eire fe A Dus 1l 
: PIN, Fastener (UC). DERE ae 1 
E A s Sie 1 
295107 : COVER, Fastener (UC). 3. O νι bs 1 
175-31286 SEAL, Fuselage station 224. “5/8 bulkhead door window.. . . 1 
146-31315 lol SEAL, Fuselage station 224-5/8 bulkhead door window . . . 1 
AN8022-1 ες COLOR CHART . . . e 1 
146-31314 . . LATCH ASSEMBLY, Fuselage "station "eon 5/8" bulkhead door. . 1 
146-31314-5 s se o. BIN, Bulkhead door latch ο kso pad ορ... 1 
ANQ60D4.16 ut Ae i WASHER ο... E E Que ^an Sap Soha ο ὃν uo A 6. 1 
146-31314-9 - . . PIN, Bulkhead “door latch . . yt 1 
146-31346 ln αν SHAFT, Fuselage station 224- 5/8 bulkhead mechanism vs 1 
146-31314-7 ὃς as ie HANDLE, Bulkhead door latch. ......... $e “ie 1 
AN393-9 bte vay VP LN ο ος ο dr Vek cas a ost a τα... «s 1 
AN365 -1032 νῷ. ww NUTS τω segs τῷ, de Cer Seis ceto. Τῷ, coal la Do Ie τῷ Se, " ae 3 
AN960D10 LE » WASHER i 4 4 Xo Wow» ἃ ox . REPE ο 5 
AN42-30A ια BOLT . . E rue. ο” 1s 1 
146-31217 a . SPRING, Fuselage station 211- -5 46' upper "step πως 1 
146- 31315 , . LATCH, "Fuselage station 224-5/8 bulkhead door. . . . . H 
mechanism . 
AN960-516 $ WASHER 5$ ος as A AA Ὃν 4 
AN960D516 v tu WASHER . . ον ο) ο) tex, PI^ AEN οἱ “Ἐν sus n 2 
4s4-6-11 ES SPACER, Rivet (NA). > : 2 
NAS221-13 R SCREW, Brazier head Phillips recess "bronze and alloy 2 
steel 10-32 I 
146-31314-3 - . . BRACKET, Fuselage station 224- 3/9: bulkhead door. & 1 
AN365-1032 . . NUT ΑΟ μα teu? Ὢ» νο A e ve P^ d ed. A ὦ 4 
ANQ60D10 Ds WASHER. Bs et E ο sar fa) AR πο . ο dis ο ος 8 
AN520-10R10 e . SCREW.. z ον IM ο το E 1g νον 4 
146-31225-19 . . SEAL, Bulkhead door latéhw. X (ο Se X τε ro De s 1 
146-31225-29 " HANDLE, Bulkhead door latch... e (——— € 1 
146-31225-45 . PIN, Bulkhead door latch. . . . . ND DUDEN 1 
AN365-1032 " NUT. rcp RE O ο ος ER a . ο T oe we 30 
ΑΝΘΘΟΡΙΟΙ, » WASHERS, uel εἰ, ES νος Ἔν ον A a, P 60 
AN526 -1032R11 . SCREW. . . eie ο ο ο... 30 
175-310282 . DOUBLER, Fuselage “station 2241 5/8" bulkhead door window | | ; 1 
175-310281 . GLASS, Fuselage station 224-5/8 bulkhead door window . . . . 1 
175-310283 . SEAL, Fuselage station 224-5 bulkhead door window. . . . . 1 
175-310284 3 DOUBLER, Fuselage station 224-5/8 bulkhead door window . i 1 


$5 4o. We iu. LU 


cutout 





Section il 


Group Assembly Parts List AN 01-6OAABA-l 


FUSELAGE (Cont) 





H-175-31-20A 








FIGURE 86 - FUSELAGE STATION 489 BULKHEAD DOOR INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
86 146-31089 : DOOR INSTALLATION, Fuselage station 489 bulkhead. . . . . . . . Ref 
. (see figure 73 for next assembly) 
146-31089-31 . DOOR ASSEMBLY, Fuselage station 489 bulkhead . . . . . . . e 1 
ATTACHING PARTS 
-1 146-31089-25 . HINGE.PIN, Fuselage station 489 bulkhead door. . . . . . . + 2 
— ——- 

-2 146-31089-21 + . HALF HINGE, Fuselage station 489 bulkhead door. . . . . . 1 
-3 146-31089-23 . . HALF HINGE, Fuselage station 489 bulkhead door. . . . . . 1 
-4 146-31089-27 + . HALF HINGE, Fuselage station 489 bulkhead door. . . . . . 1 
-5 146-31498 + . BLOCK, Fuselage station 489 door handle bearing . . . . . 2 
-6 AN365-1032 K Ca NUR ur uou aros esee re ο μμ esed ον καν m 
-7 ΑΝΟΘΟΡΙΟΙ, i co: WASHER. 20.503 3; 202909 ve ia al τε’ Sele) eo Qm, eat 4 
-8 NAS221-12 + . SCREW, Brazier head Phillips recess alloy steel 10-32 . , 4 
-9 146-31469-1 + . FITTING ASSEMBLY, Fuselage station 489 door handle LH. . 1 
-10 146-31469-2 + . FITTING ASSEMBLY,: Fuselage station 489 door handle RH . . 1 
-11 146-31485-1 . . SPRING, Fuselage station 489 door handle LH . . . . . . . 1 
-12 146-31485-2 + . SPRING, Fuselage station 489 door handle RH . . . . . . . 1 
-13 146-31496 + . HANDLE ASSEMBLY, Fuselage station 489 door. . . . . . . . 1 
-14 146-31497-11 + . CABLE ASSEMBLY, Fuselage station 489 door latch . . . . . 2 
-15 AN365-832 4 cu ος ο LIA EM ο οφ Re ο e modo e. “36 hs 
-16 AN960D8 es WASHERS € a ce) ese eus m δ. as da ον ea ys, 168 
-17 AN509-8-14 s. xo SCREW: ο Um el E eoo Pise eh, de oO 4 
-18 146-31484 + . SPRING, Fuselage station 489 door latch. . . . . . . . . 3 
-19 AN515-8R12 47] 0HEMW aaa e n mo Rom ο ee GD tee πα ο. 
-20 130-31412-3 +« . RING, Fuselage frame reinforcement. . . . . e . . . . . . 2 
-21 146-31089-71 - . GASKET, Fuselage station 489 bulkhead door. . . . . . .. 2 
-22 146-31089-69 + . GLASS, Fuselage station 489 bulkhead door . . . . . . . . 2 
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PART 


1 2 3 4 5 6 7 NOMENCLATURE 


UNITS 


PER ASSY. 


H-175-31-16 


FIGURE 87 - LH AND RH FUSELAGE FORWARD OBLIQUE CAMERA STATION HOOD AFT HANDLE HOUSING ASSEMBLY 


USEABLE ON 
CODE 


HOUSING ASSEMBLY, Fuselage forward oblique camera station 


175-310215-1 
175-310215-2 


ANY-16A 
AN365-1032 
2W1-16-16-63 
4B19S3-029 
AN3-15A 
175-310215-7 


151-31844-5 


151-31845 
151-31830 


151-31831 


aft handle LH (see figure 89 for next assembly) 
HOUSING ASSEMBLY, Fuselage forward oblique camera station 

aft handle RH (see figure 89 for next assembly) 
NUT. ο Ge A a e 
WASHER, Serrated (NA). . . 
SPACER, Screw and bolt . 
BOLT: πεν... caras eh lente. dea 


NUT. e is ο ών " 
WASHER, Plain (NA). . 
. BUSHING, Press fit plain 
BO ος. se ta a OE BE Riel ie ees 
. SUPPORT, Fuselage forward oblique camera 
aft handle 
LATCH ASSEMBLY, Fuselage forward oblique camera . 
station hood aft handle 


(uu... 3 : 


a n hood. 


t tio 


8 


. HANDLE, Fuselage forward oblique camera station hood aft . . 


. SPRING, Fuselage forward oblique camera station hood 
aft handle 

. SPRING, Fuselage forward oblique camera station hood . 
aft handle 


hood. Ref 


hood. Ref 


ee 9 ew ο ο n 
Pp Pee Or MM SM 


[M 


πι 
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H-17$.31-12 


FIGURE 88 - FUSELAGE FORWARD OBLIQUE CAMERA STATION HOOD INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
88 175-310108 HOOD INSTALLATION, Fuselage forward oblique camera station. . . Ref 
(see figure 66 for next assembly) 
-1 175-310138 . HOOD ASSEMBLY, Fuselage forward oblique camera . . la i BD a 
(see figure 89 for detail breakdown) 
175-310138-201 . HOOD ASSEMBLY, Fuselage forward oblique camera . . ave 1 H [ | 
. (see figure 89 for detail breakdown) 
175-310200-1 . LATCH INSTALLATION, Fuselage forward oblique camera. . . Ref 
Station hood LH 
175-310200-2 . LATCH INSTALLATION, Fuselage forward oblique camera. . . . . Ref 
station hood RH 
-2 175-310109-1 . . COVER ASSEMBLY, Fuselage forward oblique camera . . . . . 1 
station hood latch LH 
175-310109-2 . . COVER ASSEMBLY, Fuselage forward oblique camera eO μῷ 1 
station hood latch RH 
ATTACHING PARTS 
-3 NAS221-9 SCREW, Brazier head Phillips recess alloy steel 10-32.. . 3? 
-4 NAS221-10 . . SCREW, Brazier head Phillips recess alloy steel 10-32 A 4 
-5 2W1-14-14- 020 | v vs WASHER, Plain (NA). .... Meg ie io a Nec rye en ο 30 
-6 175-310209-1 . . LATCH ASSEMBLY, Fuselage forward oblique camera station . 1 
hood LH 
175-310209-2 LATCH ASSEMBLY, Fuselage forward oblique camera station . 1 
hood RH 
-7 AN364-624 2 NUT. ouo. A Ae eer uet σος aps 1 
-8 AN6-16A e 6 «BOLT: ^. vov. ο cg! Sexe Texte RC EO ο Τόν tee ra, ἆ ng 1 
-9 2W1-28-24-025 WASHER, Plain ae d $ dec ο ο ο. . . AR 
-10 2W1-36-24-025 +. . WASHER, Plain (NA la IS S by Sn Ges ο. : % 2 
-11 4B21B6-102 wu ww. -ᾱ BUSHING, Spacer (NA). Na es "P es er 1 
-12 ΑΝΠΗΙΘΑ v a « BOLT . . ; XA ὃν AM, E ele ο ο ας. 1 
-13 2W1-20-20-025 ο WASHER, Plain (wa). boss 2 bods eru ter retur usur. AR 
-14 2W1-28-20-025 oe WASHER, Plain (NA . ο ο πο E 2 
-15 4B21S4-102 e BUSHING, Spacer (NA). "Cp ES 
-16 175-310209-5 à . HAT, Fuselage forward oblique camera station hood LH . 1 
175-310209-6 . . . HAT, Fuselage forward oblique camera station hood RH. 1 
-17 175-310209-3 - . . HAT, Fuselage forward oblique camera station hood LH . 1 
175-310209-4 - . . HAT, Fuselage forward oblique camera station hood RH. ni 
-18 AN394-17 € o. o. PIN: ecu ο ο Oe a, I FR. dV νι ὧν) ES ὃς τής 2 
-19 2W1-16-16-032 7 LL WASHER, Plain (NA). . . . . 4 
-20 175-310210 +. . . HOOK, Fuselage fwd oblique camera "station “hood lateh A 1 
-21 175-310211 . . + LINK ASSEMBLY, Puse lage fwd oblique camera station . . 1 
hood latch 
-22 4B19Bl -008 "C BUSHING, Press fit plain (NA). : 2 
-23 175-310212-1 + . . HANDLE ASSEMBLY, Fuselage fwd oblique camera station η 1 
hood latch LH 
175-310212-2 - . . HANDLE ASSEMBLY, Fuselage fwd oblique camera station . 1 
hood latch RH 
-24 99836 ve le 4% ΡΙΝ (UO)... εν τῳ ote rime eus dy ufui ue or. A 
-25 98265-12-1250 0. . . STUD (ue). EA MENGE ο να tee Ces ο.” 
-26 AN393-19 A . PIN ` $^ d ts a 1 
-27 175-310224-1 : PLATE, Fuselage “sta “4g- 5/8 camera hood upper register LH. . 1 
175-310224-2 . PLATE, Fuselage sta 49-5/8 camera hood upper register RH. . 1 
ATTACHING PARTS 
-28 AN365-1032 2 NUT. Sore NR e t 
-29 AN509 -10R17 v. ο e wu. MR E ο Ie ο ce ss) eia ο de ο o IE m care ees Ὁ 
-30 AN960D10 MB WASHER. 26 inten es - ccc 
--2-2*--- 
-31 175-310225 . CLIP, Fuselage station 49-5/8 camera hood lower register . . 2 
ATTACHING PARTS 
-32 AN365-524 o ΝΌΤΟΣ -ᾱυ ue. e ορ Ger Soe Ga ue rep ne . s^ ec al ood xxn. 4d 
-33 AN5-10A . BOLT.. AMD S EP pal eee raid ο... 
-34 2W13-5 . WASHER, Serrated (NA) . . . ; . . .. PE 
-35 AN960D516 a “WASHER 5 ο ο £6. κος wies eie Tie eh od ο 3 P è so M 
-36 AN365-428 ο μοι A? iun A Se ke 4 
-37 ANQ60D416 - WASHER... . ah Shaye ee ο E CE E 4 
-38 175-310246 . PIN, Fuselage forward "oblique camera sta hood longeron 8448. 4 
register 
-39 2W13-4 . WASHER, Serrated (NA) ............-.......... 8 
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4 H-175-31 -14B 


FIGURE 89 - FUSELAGE FORWARD OBLIQUE CAMERA HOOD ASSEMBLY 


————————————— ——————————Á 
FIGURE & ` PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 012 3 4 5 4 7 NOMENCLATURE PER ASSY. CODE 
89 175-310138 HOOD ASSEMBLY, Fuselage forward oblique camera. . . . . . . . . Ref 
(see figure 88 for next assembly 
-1 175-310203 . SEAL, Fuselage forward oblique camera station hood s . . . ο 1 
175-53305. . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Forward camera. Ref 1 
compartment window (see figure 219 for detail breakdown) - 
1 


-2 153-31050-11 . MECHANISM ASSEMBLY, Fuselage nose oblique camera door. . . . 
: (see figure 91 for detail breakdown) | 








ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


Section |! 
Group Assembly Parts List 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
89 ATTACHING PARTS E 


-3 AN3-5A BOLT (xx ο RIS Wea E e stes dede DICE EU ver a 11 
ANQ60D10L WASHER; v X4 o ar Coe δον. aperte A "t . 7 
153-31623 . WASHER, Fuselage forward oblique camera well serrated. . , 11 

-4 AN3-4A 4 ο ο ey e che dis e oat "ret bl Des tc 90€ αν UU dior eR, ὁ 3 
AN960D10 e WASHER e 02034 v a wow cde WX a IERI τϕς ee ας ον 3 

En E 

-5 153-31091-11 . SEAL INSTALLATION, Fuselage forward oblique camera door. . . 1 
153-31090-7 + . SEAL, Fuselage forward oblique camera door. . . . . . . νι 1 

-6 175-310233 . WINCH ASSEMBLY, Fuselage forward camera hood . . . . | E 1 

(see figure 90 for detail breakdown) » 
ATTACHING PARTS 

-7 AN4-6A ο A Sects Wer ei Brit, ο. 4 
AN365-428 -. NUT ser a eE los cd de. Sap sah Sic o p ο Wess nd wae D cp erue 4 
AN960D4.16 WASHER 4. ο eh sO aloe Ge! dios eob te e oo egi rg 4 

ος ΕΕ 

-8 175-310240-9 . DOOR ASSEMBLY, Fuselage forward camera hood winch crank. . . 1 
9C1-1-7 - . CHAIN, Bead Type I (ΝΔ).................; 1 

-9 175-310247 - CRANK ASSEMBLY, Fuselage station 44-9/32 camera hood winch . 1 
AN365-428 v. NUES 2. μα ο ΑΙ μα eae XM ον 1 
AN960D416 a te “WASHERS: occa κ wets a ον ὃς, ὃν ie apie Ὁ bist sted ῳ, pow ee 2 
175-310247-5 + « ROD, Fuselage station 44-9/32 camera hood winch..... 1 

-10 175-310215-1 . HOUSING ASSEMBLY, Fuselage forward oblique camera station. . 1 

hood aft handle LH (see fig. 87 for detail breakdown) 
175-310215-2 . HOUSING ASSEMBLY, Fuselage forward oblique camera sta 44-9/32 1 
camera hood winch (see fig. 87 for detail breakdown) 

-11 175-310146 . SUPPORT ASSEMBLY, Fuselage fwd camera hood actuating cyl . . l 

ATTACHING PARTS 

-12 AN365-1032 M NUTS opaa a ο. ο A a BE eee Mech Bee 4 

-13 AN960D10 - WASHER, Ρ141α........... Mure ig uut at cR. ας ος 4 

-14 AN509-10R13 c. SCREW a sa erie a te, Bs wed το Sah ek be GO LO og ον) ον qd 2 

-15 AN3-6A a BOLT A το εν ὁ, d i V s . SUM RE TP 2 

NM NM 
-16 175-310145-5 . STRAP, Fuselage forward camera hood actuating cyl LH. . 1 
-17 175-310145-6 . = STRAP, Fuselage forward camera hood actuating cyl RH. . . 1 
ATTACHING PARTS 

-18 AN365-1032 νη" ο ey Soar A eu woe ow Xuan 2 

-19 AN3-15A F BOLTS 295 4-9» ος ας oe te s eT E ehe Vel ib oT e. a A 2 

-20 AN960D10 s d WASHER. oco 0650s vow ne a RODA. a UK go UE 4 

-21 4B1983-100 + . BUSHING, Press fit plain (NA). ............. 2 

-22 AN210-2B AAA RN RR Nd 1 

ATTACHING PARTS ng OY 
AN365-1032 e κα es Sir A Ημ” 1 
AN960D10 . WASHER E E ο E ο a Bh ah Ον ἠφὶ Τρ Ὁ 1 
AN3-7A Sra BOLT νιν usw dee erp nen λες E ώς go er tao Ὁ τς τὰ 1 
---π--- eam 
-23 AN210-2B EU A ο. . E du c rm s 1 
ATTACHING PARTS 5 
AN3-7A ABI it a LT nz 1 
AN960D10 # “WASHER 2. ο ο e ο e (OS EC dU gr m] Ra Ys 1 
AN365-1032 NUT va. ci rh Ὁ “Ὁ οφ eat oe ου ἃ ος ο. fL OS s. Fea e. τῷ, d 1 
aduer 

-24 175-310146-1 - BEAM ASSEMBLY, Fuselage fwd' oblique camera mount support LH. 1 

-25 175-310146-2 . BEAM ASSEMBLY, Fuselage fwd oblique camera mount support RH. 1 

-26 175-310147 + . HINGE ASSEMBLY, Fuselage fwd oblique camera sta hood. . . 2 

-27 AN365-528 EA "NUI o ara ο tor a a a πμ” e... 2 

-28 AN960D518 - « WASHER, .. 6 ........- νο. λα 4 

-29 AN5-17A 5 e GBOLTS o xy I CE 5 9 0 9 ο ^» 5 $ ο 2 

-30 AN365-1032 ο ο cer E να we "T 12 

-31 AN3-11A ο κ v aL nd rus ανν ὃς ler Av San Agr ο. e e ο ο ο ο 10 

-32 AN3-12A s te BOLT Soara ene cat er dy Geter ae“ vere ae Ὅν 6; 4 ᾱ- οἱ κ ὁ 2 

-33 AN960D10 soos CWASMER CO. s voce Geog, es bee ανν κι. ὦ κ ΛΝ « ο 24 

-34 175-310192 + . CABLE ASSEMBLY, Fuselage forward oblique camera . . E 1 

Station hood hinge release 

-35 175-310193 + + ROD, Fuselage forward oblique camera station hood hook. . 1 

-36 175-310191 + . HOOK, Fuselage fwd oblique camera sta hood hinge lock . . 1 

-37 175-310149 + + SPRING, Τοπβῖου............... A a a a os 1 

-38 AN253-1-050 a A ac) SEHEN: v.c a te m Se Gol ks a ye te esta te αι Ue d£ AAA 1 

-39 AN393-7 δι κὰν SEIN AD πο ο O en ete tat Fons Boney de sac ον pole μας. 1 

-40 175-310148 + . HINGE, Fuselage forward oblique camera station hood . . . 1 
175-310300 . LOCKER INSTALLATION, Forward oblique camera door . . . . . . 1 AL 

-41 AN365-1032 a ΝΟΕ, we vob eee UE Ὅτ nh wx eee a ο, ner ca ei as οί, te 2 AL 

-42 AN960D10L e us WASHER 2-253. 2.499. aid en a o οὖ * sè ο 4 AL 

-43 AN3-5A ες wees BOLT as ive ay, cal ο te ez e D Se ese og Node Ue ως WE cn Ὁ 2 AL 

-44 175-310301 + . SUPPORT ASSEMBLY, Forward oblique camera door lock. . . . 1 AL 

-45 AN365-1032 $ oo NUR 213 Woes ων uma moe ὀρ var e μμ ο US ere e 1 AL 

-46 AN960D10L sow UWASHERZ. Lol v 0. 46 997€ 4/7 de quet ven Wax. "et 9 AL 

-47 AN3-13A s. ISBOLTI ο A NA 1 AL 

-48 175-310298 + . FITTING, Forward oblique camera door lock. . .. ex be Η 1 AL 

-49 AN365 -428 e x ANUT EMi a n A ο ο ο αμ... 1 AL 

-50 AN316-4 i xx "Ον. A Bio ae! 1 -AL 

-51 ΑΝΟΘΟΡΙΟΙ, s. SWASHER Lol6 Sar Meee ο ο, Me ο..ὁ v στ ον uev OS PES 2 AL 

-52 175-31058-3 + . BOLT, Fuselage camera door open detent. . . CM SER ES 1 ΛΙ, 

-53 175-32111 SNUBBER, Nose camera (K38-24) . . . . . . . . RENE 1 
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---------------- 


FIGURE 90 - FUSELAGE FORWARD CAMERA HOOD WINCH ASSEMBLY 
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FIGURE & PART 
INDEX NUMBER NUMBER 
90 175-310233 
-1 175-310231 
-2 AN320-6 
-3 AN960D616 
-4 AN201K8A 
-5 NAS43C8-78 
-6 175-310262 


-7 175-310265-7 
-8 NAS43C8-90 
-9 175-310261 
-10 175-310265-9 
-11 NAS43C8-24 
-12 AN201KP8A 
-13 175-310230 
-14 AN320-6 
-15 AN960D616 
-16 175-310264 
-17 AN503-8-8 
-18 AN201KP8A 
-19 NAS43C8-48 
-20 175-310229 
-21 175-310241 
-22 175-310265-5 
-23 NAS43C8-38 
-24 2W1C32-26-010 
-25 175-310263 
-26 175-310265-3 
-27 NAS43C8-36 
-28 AN201KP8A 
175-310232 
-29 AN392-23 
-30 ANQ60D4 
-31 175-310232-3 
AN320-4 
-33 AN960D!16 
-34 AN201KP4A 
-35 175-310260 
-36 AN365-1032 
-37 AN960D10 
-38 AN3-14A 
-39 AN201KP8A 
-40 175-310241 
-41 AN365-832 
-42 AN515 -8R8 
-43 175-310251 
-44 175-310228 





ΑΝ 01-60AABA-4. 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


WINCH ASSEMBLY, Fuselage forward camera hood. . . . . ... 


o9 9 9 d. 9 0 9 5 9 * » * 0 ? $ à» 9 ὁ ο ο 9» ναι 


ο ETE Airis E S XI IE ο βοῇ. ντο οκ eene Ta 


(see figure 89 for next assembly) 
SHAFT, Fuselage forward camera hood winch worm gear. 
NUT. . ο! SS feos x ο Ὁ 


WORM, Diametral pitch 10 single thread E 
KEY, Fuselage forward camera hood winch gear 
SPACER, Screw and bolt . . . . . "n 
GEAR, Fuselage forward camera hood winch Small 
KEY, Fuselage forward camera hood winch gear , . 
SPACER, Screw and bolt . . ............ 
BEARING. s. ᾧ 1 ns “3 ; 
SHAFT, Forward fuselage camera hood ‘winch’ cable drum 


roc PE MOM E qn P bM E NC 
BEARING. . . . νι αι δν δν. “Sas exe : ; 
SPACER, Screw and "bolt ENE š * : ‘ 


δν 9 m n] 5 t n 
. 


WASHER . . .. 
RETAINER, Fuselage forward camera "hood winch bearing 


SCREW. - 2.4.04 -ᾱ- ἡ we A we ee Ee We de 
BEARING. . . E am ο 3e ATA de e M AA SG 
SPACER, Screw “and “bolt E ee Ὁ 


DRUM, Fuselage forward camera hood winch cable i 
CABLE ASSEMBLY, Fuselage forward camera hood winch 
KEY, Fuselage forward camera hood winch gear 
SPACER, Screw and bolt . . . . . . . . .. 


e 9 © $9 9 9 2 9 ο ο 5 


WASHER, Plain (NA). i ο Bes aerate as 
GEAR, Diametral pitch 10- 20° worm ‘ "C PE 
KEY, Fuselage forward camera hood winch gear a Mc Αν) x 
SPACER, Screw and δο1ς,............... 
BEARING. 5 7 sw S 
SHAFT ASSEMBLY, "Fuselage camera “hood winch crank sow er 
oi ΠΡΙΝ ος ὃς xw soe o£ δ ὦ τῳ eae ο A 

. WASHER. . . : ae oe 

. SHAFT, Fuselage forward camera “hood winch crank . . 
NUT. . xx w^ s x09 4*9 9 3 al d Ow v * ow 
WASHER 4o e E Áo scc Wen UXORES UN VS w^ qe ee 
BEARING. . . . . ince ox de Ke ᾱ- et ιῳ ιδιο. Is ST NS 
GEAR, Fuselage forward camera hood winch. . . . . ο ο 
πο ο ον SIE ανω. 
BOLI 225.5 eit or δν A m οφ Ὁ Wk ouo ah ee T e Om 
BEARING. ..... T DN UE CE ET 
GUARD ASSEMBLY, Fuselage forward camera hood winch ο 
NUT. ο πο μμ x isa ο ae Se QU Gara εώς 
SCREW. . . . . . 


CLIP, Fuselage forward camera "hood crank to “winch attachi 


HOUSING, Fuselage forward camera hood winch. . . . . . 


abl 


e 9 9 9 9 9 9 c5 9 9 ο 9 ὁ €. 9 c9 ο 5 9? ο 9 ὁ 5 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


RT δι; μοι ον μά E CENE Ὁ ο τω ἃ -ᾱ a ὦ -ᾱ Ὁ 


Section [| 


Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 
Ref 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


we 
HNWWHHE EB A BEEP 2 151 I E. [1 [3 BP DEER EE IE UO. I TO ΓΣ E [5 [4-4 IH WHH 
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nection ds AN 01-60AABA-4 
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H-175-31-31A 


FIGURE 91 - FUSELAGE NOSE OBLIQUE CAMERA DOOR MECHANISM ASSEMBLY 
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ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


——————————————MM—M—M—M————————————— 
UNITS USEABLE ON 


-10 


-12 


-18 


-20 
-21 
-22 


-26 


-42 


-45 


-51 
-52 


-58 
-60 


PART 
NUMBER 


153-31050-11 


AN365-1032 
AN960D10L 
AN960D10 
AN3-4A 
AN3-5A 
AN365-428 
153-31194 


2W1-17-24-32 
2W1-17-24-63 
ANY-224 
AN4-27A 
153-31296-11 
AN315-3R 
5B1-6 
153-31190 
AN310-3 
AN960-10 
AF83-6 
175-310143-3 
175-310143-5 
AN365-632 
AN960-6 

AN507 -632R8 
175-310143-29 
175-310143-41 
AN218-4 


153-31195-11 
AN960-4 
153-31193 
153-31183 
AN364-1032 
AN9T5-3 
AN386-1-7A 
153-31182 
153-31196 
153-31181-21 
AN3-5A 
2W1-13-24-63 
153-31179-11 
NAS50-143 
153-31220-11 
153-31185 
153-31044-11 
AN315-3R 
5B1-6 

AN3-14 
153-73294 
153-73296 
153-73292 
153-73290 
22TMB2 
AN960D8 
NAS220-20 
153-73291-10 


153-73291-103 
153-73291-5 
153-73291-3 
153-73293-7 
153-73293-9 
153-73299 
153-73295 
153-73297 


BOLT. . 


1 2 3 4 5 6 7 NOMENCLATURE 

MECHANISM ASSEMBLY, Fuselage nose oblique camera door. . . . 
(see figure b9 for next nucis) 

we NUT ο ο ο) Ὁ ο τς DE I Er δρ ας ο, τα a -—— T 

. WASHER. . e . . NES ος etos ce a 

. WASHER. .... e. λα, ο re AE τῷ nus i » 

. BOLT. . . . « « EN QS Sogne ον Ug ΚΣ 


NUT . ; AXE : 
WASHER, Fuselage nose oblique camera door operating "I 


. WASHER, Plain (ΝΑῚ. ............. 
. WASHER, Plain (NA) . . . . .. .. . .. .. . 
zo BOLT: seris impe ee uut ᾧ ρα ecl Ser toe wear ea πο Io 
. BOLT. ..- 

BRACKET ASSEMBLY; Fuselage nose camera “well uppe 


. BRACKET ASSEMBLY, Fuselage "nies nood well lower 


mechanism serrated 


NUT.... Se eee e 
BOLT, Adjustment “(naj SEE 


ec c n. ο ο | ο 


NUI LII GU A Rut dom eise πο σος εξης 
WASHER. | ; . 1 σα δα Pad 


f BOLT, Close tolerance aircraft “10- 32: S S 


DOOR ASSEMBLY, Fuselage forward oblique camera "station LH ! 
DOOR ASSEMBLY, Fuselage forward oblique camera station RH . 


. 
. . 
. 
. 


5... 9 9 9 9 ὁ ο ὁ ο ὁ ὁ 


BOLT. ΓΩ ^ w^ ο P! ο ο ο ου 
WASHER, Plain (ΝΑῚ | ; 
PILLOW ASSEMBLY, Fuselage forward oblique camera "actuator 


PLATE, Fus nose camera actuator pillow adjustment. * 
WELL ASSEMBLY, Fuselage forward oblique camera hood z 


NUT (used on 5 only) . a. ........ e e e +... 
WASHER (used on 5 only). .............. ον 
SCREW. . . . . E 
ANGLE, Fus forward oblique camera sta "(úsed on 3 only) 


SEAL, Fus forward oblique camera station (used on 3 only) 


BEARING, Ball bellcrank anti-friction airframe ..... 
(4 required on 5) (2 required on 3) 


CLEVIS ASSEMBLY, Fus nose camera door operating mechanism . 


WASHER . . . . EE E . e 
PIN, Fus nose oblique' camera door operating mechanism. 
LINK, Fus nose camera door operating mechanism center. 


NUTS, ο ο (Aen ve sa ate δν ο ο πο Ὁ CES. Ger nl TENE 
WASHER-. 4.204 ο ο Bae eO ου 
PIN. πμ 


FORK ASSEMBLY, Fus nose "camera door: “operating “mechanism 
. BUSHING, Fus nose camera door operating mechanism . 
SHAFT, Pus nose camera door operating mechanism. . . . 


RINGS, Internal retainer . . " 
BUSHING, Fus forward oblique camera “actuating "pillow 


NUT. . ο ο ο ο ah A 
BOLT, Adjustment (NA) |: ο ο ο ο ο ο να ο ;; 
BOT... P 
RING ASSEMBLY, Fuselage "forward oblique” camera window 
SEAL, Fuselage forward oblique camera window. . 


5. r o9 9 ο . ὁ 9 9 9 c£; ο - ο 


SNUBBER, Fuselage forward camera window. ....... 
WINDOW ASSEMBLY, Fuselage forward oblique camera . . . . 
. NUT, Light hexagon fine thread (ΕΝ). ds rcs Poe 


WASHER. PES 
SCREW, Brazier head Phillips recess alloy Steel B 32. 
HINGE ASSEMBLY, Fus forward oblique camera window . . 

. (supersedes 153-73291) 

. PIN, Fuselage forward oblique camera window. . . . 
HINGE, Fuselage forward oblique camera window. . . 
, HINGE, Fuselage forward oblique camera window. . . 
. RETAINER ASSY, Fus forward oblique camera window left 


RETAINER ASSY, Fus forward oblique camera window right 


! SPLICE, Fuselage forward oblique camera window. . . . 
GASKET, Fuselage forward oblique camera window. . . . 
GLASS, Fuselage forward oblique camera window . . . 


PERE 
PENHRRRNDRVUIVIVLAR A AR IO A ANO A RDA I. HI. OU OV. CO IH AONO XD PIDA IP IO TO IP I E CO ΕΠΟ TO TO IO 


+ 
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H-175-3 “ο 


FIGURE 92 - COMPLETE CREW ENTRANCE DOOR ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
92 183-31080 DOOR ASSEMBLY, Crew entrance complete . . , . . . . . . . . . . . Ref 
(see figure 66 for next assembly) 
-1 183-31179 . FRAME ASSEMBLY, Crew entrance door . . . Eom xoc. Row wem -ᾧ 1 
(see figure 93 for detail breakdown) 

-2 AN310-6 s^, NUTS Acer ve ο ο haste ο ο ο antes γος, ολο. cv ue Mieter a 2 
3 AN960D616L . WASHER... : πο. 
-4 169-31144 . BELLCRANK ASSEMBLY, "Crew entrance “door emergency operated. . . 1 
-5 4B2158-024 . BUSHING, Spacer (ΝΑ)... . . SOS d όν ος, ο eei Ὁ, edm ies. OR 
-6 156-31042 . BUSHING, Crew entrance door hinge. ο ο e ye Sao lé. ο 2 
-7 AN6-31 « BOLT... € sien ο WR Woo νε. Ὁ 2 
-8 183-31090 ; LATCH ASSEMBLY, “Crew entrance door DA τ ο ο κ, τι lere. νὰ ην 2 
-9 183-31111 ie oL HOOK, Crew entrance door latch assembly. ο ts 1 
-10 183-31121 A 5 LINK, Crew entrance door latch O 279: δ ecce das] E. ejt nw 1 
-11 RPA52-048-250-0500. a ROLL PIN (EN). . . . . ο, "ων ue ole ve) ες δος 2 
-12 183-31112 *- dw BELLCRANK, Crew entrance door. latch’ assembly a ο ee es 1 
-13 RPA52-048-250-0625. . ROLL PIN (EN). βι UE eie RUM τ ET δν uve cisco ὦ 1 
-14 183-31113 A PIN, Crew entrance door latch’ spring — ce 1 
-15 183-31114 : SPRING, Compression. . . . . . . . . eae E ae ee ee 2 
-16 ΑΝΘ6ΟΡ516 Ἢ . ΜΑΒΉΕΕ. e... T avec Mi eo iy cl eee Te TELE Ve. meg" D 
-17 183-31119-5 + SHAFT, Crew entrance door latch. s Nay tet ο ye Tus fom Wet a pie, eue 1 
-18 183-31118 s HANDLE, Crew entrance door latch inner (casting) . . . . . . . 1 
-19 AN365-1032 c NUT. € MEC ο ce Ie Delos ole Cw AR m TR. A ὃς ae iv ον Ὁ p Lp," 2 
-20 AN960D10 «> WASHER: i 4, 4.6 8 € wow 1e i9 S Tec «- «Ὁ -- ο)” ui. E ο. a E 4 
-21 AN3-13A « BOLT. va 4 ο ο tes har ο Ga sr τῳ cw lg 2 
-22 183-31119-3 . SHAFT, Crew entrance door latch. A Ww vi e o ak Fe 1 
-23 183-31091 . DOOR ASSEMBLY, Crew entrance door latch outer. μα O 1 
-24 183-31091-11 a Ss PIN, Crew entrance door latch outer. . . . . . . . . . . . 1 
-25 62-53718-3 $^ «ὦ SPRING, Map case door hinge. . . . , . PPP 2 
-26 183-31091-7 ara. os HALF HINGE, Crew entrance door latch outer. . . | . αι. 1 
-27 183-31091-9 Saar HALF HINGE, Crew entrance door latch outer . . . . . . . . 1 
. -28 183-31091-5 go te DOOR, Crew entrance door latch outer. . . . . . . s . . . 1 
-29 AN365-1032 : NUT v L$ wx dece ο ος δν δι νὰ dE δὶ αν 9 19 dio oio τικ, es ai vel EI m ὁ, φω Ὁ 
-30 AN960D10 2. WASHER. 5 6 pe 0k ον ὃν 4 ῳ νειν, a cR e ce ce qo 7 OE 
-31 AN3-13A ag BOLTS o6L.$€ ο. ο 9.1 ρα τν οι ὃς a 2 
-32 183-31122 . HANDLE, Crew entrance door latch outer (casting) $e cA SD es 1 
-33 183-31123 . HANDLE, Crew entrance door fixed (casting) . . . . . . . . . . 1 
-34 ΑΝΟΘΟΡΙΟ s WASHER. We 303€ 3.2.6» sx. Veo m a me E E ole A eere. rali 
-35 AN3-6A oh BOLT us 9 ον age, ἃ ο 9 ος ap oe cee We a ear m uo eat oe τ 
-36 AN364 -428 s UNUTIO. ie be ο ο ου A 1 
-37 AN960D416 s WASHER 0 νε, νο aé a a sie ος αν ο ος φον Valse οι ὃς oca Dl 
-38 AN24-17 . BOLT r PS e Ww LS. i mue τῳ ο IU 1 
-39 183-31081 . DOOR ASSEMBLY, Crew entrance deflector complete. . . . . . .. E 


(see figure 94 for detail breakdown 
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H-175-31-51 
FIGURE 93 - CREW ENTRANCE DOOR FRAME ASSEMBLY 
FIGURE & PART s UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
93-1 183-31179 FRAME ASSEMBLY, Crew entrance door. . . . . . . ss soso . Ref 
(see figure 92 for next assembly) 

-2 183-31084 . HINGE ASSEMBLY, Crew entrance door lower . BN deut ics 1 
-3 183-31083 . HINGE ASSEMBLY, Crew entrance door upper... . NEP ES 1 
-4 183-31102 ὄν «Ὁ HINGE, Crew entrance door lower. . . . . . . dene: εις: Saeed 1 
183-31120 i HINGE, Crew entrance door upper. TEMERE EC tes Wer ο” 1 

-5 AN364 -428 a NUTUS aan αὐ ο ο οκ ο νο ο ta ies aie, Le 
-6 AN960D416L a WASHER. 4. e 9 4o 9 09 0509-1. να ους Δ. d Lay ος a ὁ) «νος. τ 
-T AN24 -174A er^ te BOLT 2d a a ον a δε, 16; τα, ἰδ. -ᾱἳ ey) a 2 
-8 RPA52-048-250-0750 . . ROLL PIN. (END 4 Ἢ es: per oe. fe to: enana at eds im de ces ia les ia 1 
183-31082 TOES TOGGLE ASSEMBLY, Crew entrance door hinge. . . . . . . .. 1 

-9 RPA52-040-187-0375 . .  . ROLL PIN (EN "νον, wel ios nels e uw ois ^ EE 
-10 RPA52-048-250-0375 . . « ΕΟΓ, PEN: (EN) . . 4. 5 2 6 e € e * 09 o9 ass ee ᾱ- 2 
-11 183-31104 ο ^d . LINK, Crew entrance door jettison toggle. . . . . . +. +. 1 
-12 183-31105 "XE . BELLCRANK, Crew entrance door jettison toggle . . . . . 1 
-13 183-31106 δ; κ . PULL ROD, Crew entrance door jettison toggle. . . . +. . 1 
-14 183-31103 e e . HOOK, Crew entrance door jettison toggle. . . . . . +. . 1 
-15 AN365-428 a Nece RA a a EUER 6 
-16 AN960D416 « WASHER . . . ο © © ο . νο απ να 15/09 a Le 
-17 AN4-13A ». BOLT $2205 Sel τν νο ο. a oo; 16. as ον) SoS! an ies κά ὁ 6 
-18 AN365-428 a MS A ee RR A A A E A CN A Ee 18 
-19  AN960D416 5. WASHER e e See ca? les de ta SES Gee τρ Tea SE) ra C24 
-20 AN4-6A aA BOLT PPP "TTE. 
-21 183-31092 . BAR ASSEMBLY, Crew entrance door latch shaft . . . . . . . . . 3 
-22 4B20B12-006 So) s BUSHING, Press fit flanged (ΝΑ)... « . . . . . 2... 3 
-23 AN3-5A s. "BOLT uu ru. Ὃν ο E SP ο ο AL ο “ο.” 8 
-24 AN960D10 s WASHER soste €) awa ver ο κ, ως e a a τῳ ὁ. ὁ ae! τῳ a 8 
-25 183-31124-3 . ANGLE ASSEMBLY, Crew entrance door latch . . . . . . . . . . . 2 
-26  183-31124-4 . ANGLE ASSEMBLY, Crew entrance door latch . . . . . . . . . . . 2 
-27 4B20S4-006 itt BUSHING, Press fit flanged (NA). . . .. . . . . . . . .. 4 
-28 AN4-11A s BOLT s 2 02. -ᾱ ο Ὁ (ο. o0 Ὁ ce 719 7e oce m Se! oe ig? Ol eee ia cla vse be ced ie 4 
-29 AN960D416 m WASHER 4 uox 4€ 0€. €.* 3X LE AA oe Ὁ WU a A 4 
-30 183-31099 . CATCH, Crew entrance door to flap. . . . . . e s s e eos oo 2 
-31 AN365-1032 e NUTS OS Loo woe! sak ο ο ο See ος τώ ses Oe Se fes ο oed He eal ο y ο 4 
-32 AN960D10 zs MWASHER ως 255 be! Gok M ta Sor. etui Jot clas re, Len en κα, αλ, δα κό, el ἐῶν Pals ed wei ἐν ὃς 8 
-33 183-31125 . SPACER, Crew entrance door latch . . . . es ee s s «© «© 2. 2 +. 2 
-34 AN3-14A ¿a BOLT o na a ia For a Boy Men ad -ᾱ ME AOS Tes, vaL ες» ιό 4 
-35 183-31179-57 . COVER, Crew entrance door. . e . s s . . 0. . ee eee eee 1 
-36 NAS221-7 . SCREW, Brazier head Phillips recess. . "PI 35 
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FIGURE 94 - COMPLETE CREW ENTRANCE DEFLECTOR DOOR ASSEMBLY 
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PART 
NUMBER 


183-31081 


183-31107 
183 -31096-2 
4B19B10-018 
183-31089 


'AN365 -1032 


AN960D10 
AN23-17 
130-52084-2 
130-52084-1 
AN364 -428 
ΑΝΟΘΟΡΗ16 
AN24-21 
183-31098 
4B19B10-018 
183-31096-1 
183-31088 


AN361 -1032 
AN960D10 
AN23-16 
183-31097 
AN364-524 
AN960D516 
AN25-25 
183-31095 
AN364-428 
AN960D416 
AN24-25 
183-31185 
183-31088-3 


169-31132 
AN320-8 
AN960D816 
183-31180 
AN365-1032 
AN960D10 
AN509-10-19 
AN509-10-20 
AN509-10-33 
AN509-10-34 
183-31085 
183-31093 
183-31093-3 
4B20B10-020 
183 -31093-5 
AN365-1032 
AN960D10 


AN509-10-34. 


AN509-10-35 
183-31086 
183-31094 


183-31094 -3 
183-31094-5 
183-31087 
AN365-428 
AN960D4 16 
ANQ60D4 16L 
AN4S-14A 
AN4-11 
AN960D4 16 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


Section Íl 
Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. . CODE 


DOOR ASSEMBLY, Crew entrance deflector complete . . . . . . . . . Ref 


9. 9 9 9 $9 t 9 9 9 9 ο ο 


(see figure 92 for next assembly) 


PUSH ROD, Crew entrance door jettison. . ay lode v 2 
LEVER ASSEMBLY, Crew entrance door manual jettison control κ. ὦ 1 
BUSHING, Press fit plain (NA). s κ S ue ος toh er τὰ οι 1 
SHAFT ASSEMBLY, Crew entrance door jettison. PEE CEU --ᾱ- ES 1. 

NUTS. ves mS. uus ο A ο Te ae ces ae ces De ἕν en. Our ev ὃν de 2 
A WASHER . . 4 4. 0e e ov s wider: ες, We ke Mio. ορ ey Va Δ 2 
E BOLT .... TES E ον ο πο ο. 2 
.... SPRING, Control lock releasing EMEN d as s m o ον. o κα 1 
* SPRING, Control lock releasing . . . . . . + κ ιβ ο E 1 
5 NUTS ο aa Ge ο αι we dts PD E 1 
ὃς WASHER 4 & 4 4 279 0 ὁ ον $ os. De slices ous l 
š BOLT 3: cto ase ee " v.s ο μμ πο. a: ode 1 
* LEVER, Crew entrance door jettison shaft manual. « «e e. 1 

BUSHING, Press fit plain (NA). ..... ο 1 

LEVER ASSY, Crew entrance door manual jettison control M" 1 
HANDLE ASSEMBLY,  Fuselage crew entrance door manual . . X 1 

jettison 

š NOP ἃ Av ome a am leues We ο a a προ 1 
5 WASHER: 4/3626. 7» "OUR Re 0s τι) ἃν Pec mv κος πο eaux d e DE τὰς ορ, τας in 2 
- BOT... 9 ay ser a a 1 
. LEVER, Crew “entrance door jettison shaft manual. p qe 1 
A NUT Pura a See ek ne vee Se . AA ος δις 1 
è WASHER . . « « . . we ο « " CS ah, Wis eh RECEN ISTE RUE 2 

BOLT . ... si^ les tu ds we 1 
. CLEVIS, Crew entrance door manual jettison handle. eon 1 
$ NUT. 3-9 wu dm a vo Y ue e a κ τῷ νε, mois 2 

WASHER sios, ο fey i9 lecho ee Se aa ο eG, οὶ on We 4 

BOLT- ea: erus à al, ie a A 2 
s CLIP,-Crew entrance door manual jettison handle spring . 1 
x TUBE, Handle assembly crew entrance door . . . . . ... 1 


manual jettison control 
SPRING, Tension. . ..........«...... 
WASHER < nan μμ ο μα. 
FRAME ASSEMBLY, Crew entrance deflector door 
m NUT. . 


. . . . ee 


. . 
. . m 
. . m 
. . . 
. . . 


e.. 


. 
. ο . . s . ο 
. . . o . 
. . . on n 
. . e o . 
. 


. . 


Ῥ Crew entrance door wind deflector 


BEARING ASSEMBLY, Crew entrance door jettison shaft upp 
' HOUSING, Crew entrance door jettison shaft Upper, A 


τα 
Ω 
E 
= 


. BUSHING, Press fit flanged (NA)... 


. COVER, Crew entrance door jettison shaft upper. 


NUT. . . « 
WASHER . . 


. e o ù ο o a o osoo o : 


poe ee ο. PP 


va 
à 
Be: 
> 


e . 9 9 9 c5 oo $9 cf «: ο 


SCREW. . . 
HINGE, Crew entrance door wind deflector 


: BEARING ASSEMBLY, Crew entrance door jettison. KE 


shaft lower 


RATCHET ASSEMBLY, Crew entrance door 


. a NUP ree ee seh -ᾱ te hae a a ee ae ἡ ᾱ ὁ 
. - WASHER. . . 5 0. oo o9 ο o» n ο n 
. + WASHER. . 2. 6 6 6 «.»«.:«.«.'.. 
. a BOTS a ο a e, AD bi ar 
. BOLT... lo wx IR a deo ee ww 
. WASHER © . . e . ^ e s e o. ο ο o ς ο 


HOUSING, Crew entrance door jettison shaft lower 
. COVER, Crew entrance door jettison shaft lower. 


. t ο 9 9 9 n9 α 
5 5 o9 9 9 9 5$ ο 559 ο 
4 8 o9 9 o9 ο o9 ο n ο 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


. 
. 
. 
. 
. 
. 
. 
. 
. 


$9 9 $9 0 ο £9 « 5$ » 


uppe š 
er 


lower . 


νο ε’ DO e a A 


ee o9 ee ο n9 n 
a 9 ο ὁ we 9 on n 


oe ee 4 κ 

» ae Ser ee ee ο S 
wk VR, ὦ ce See 
νην 
FER AAA 
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H-175-58-24 
FIGURE 95 - EMERGENCY EXIT HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
95 146-58063 HYDRAULIC EQUIPMENT INSTALLATION, Emergency exit. . . . . . +. +. +» Ref . 
(see figure 82 for next assembly) 
-1 146-58057-3 . CYLINDER ASSEMBLY, Hydraulic emergency exit actuating. . . + + 2 
ATTACHING PARTS i 
-2 AN5H4 ASEGURO OEC ae Ro ο δν Άν eta ορ be eh aha BS a ο ο E 
-3 AN960-516 κ WASHER μα ο 25050» RO Pray e P IW. Ir fe rumes gece! e 
-4 AN960D716L . WASHER . . . 2 « - ὁ ee oo» m weet we we . | . ep  ]  . . ΑΒ 
----Ἐ....- 
-5 146-58203 TE END, Hydraulic emergency exit actuating. . . . . . . .. + 1 
-6 AN316-7R νυν. A RT ca ye ο”... 
-7 146-58204 $. s END, Hydraulic emergency exit actuating cylinder . . . . . 1 
-8 146-58202 ο PISTON ASSEMBLY, Hydraulic emergency exit actuator . . . . H 
-9 AN6246-24 Me RING co €» τω x03 ο ο ο aa Ses ie. ο.” 
-10 AN6227-24 A . PACKING. . . e « © e « © « « eo om om « ο o o . . . om . o. 1 
-11 146-58201 ES CYLINDER, Hydraulic emergency exit actuator. . . . . . e 1 
-12 156-58205 A BOLT, Hydraulic emergency exit actuator. . . . . . sees 1 
-13 AN6246-9 αμ 2 cin μμ κώμα ο ο”. 
-14 AN6227-9 st e o PACKING: e aa ata enlm et Be ER a ee ae ο. 
-15 AN520-10R6 4 SCREW 4 x ας eA m oswece Wut. Wow ere. e rhum CO uus a ry. ia 
-16 146-58229 . PLATE, Hydraulic emergency exit bolt locking . . . . . +. . +. +. 2 
-17 AN960D10L ο WASHER? ος 43 -ᾱ s Sie COE Ge, eat ee as δὶ e se we See CS Erde eA R 
-18 AN364 -1032 A puare ee ta a a O E ο ο αν ο A a ο ἃν «Ὁ 
-19 AN320-3 NUDO Bote cec de ck avem ese re a ο ο UE ο ο e Se A 
-20 AN960D10 « WASHER . . 4.4 ὁ ὁ ο ὁ ὁ ὁ 9 . ο . - e "ax 1 
-21 4B21-53-010 . BUSHING, Spacer (NA) . . . .. ee ee ee ee ee er ee eee 1 
-22 AN23-13 s BOLT E ο. eget ga te aces ha, od 
-23 169-58149 . MECHANISM ASSEMBLY, Emergency exit valve actuating . . . . +. + 1 
(see figure 98 for detail breakdown) 
ATTACHING PARTS 
-24 AN365-1032 NUTS do TA A A ter cul ud A ο tc is eee! oH 
-25 ΑΝΟΘΟΡΙΟ 5. WASHER 2-2) v. fo cette ο σι. ay by cals νο e sepu let a Ges cer ts ES 
-26 AN3-3A 2. BO ra a les te) ο A e elo ys SPS) pu sm ο ας os vows ο E 
enc so qu ος 

-27 146-523102 . CABLE ASSEMBLY, Aileron lock . . . . es eoe © © ο: «ος. 1 
-28 146-523103 Ἐ CLEVIS, Aileron lock cable outboard. . . e s s s 4. . . +. + 1 
-29 28C093-72-3/8 LA ni CONTROL ASSEMBLY, Tru-lay (ACA). . . . . . 5o e . . . . +. +. 1 
-30 AN315-3R Lc tee ONO A E E νο 8 
-31 146-523104 A CLEVIS, Aileron lock cable inboard . . . . . . . . soseo 1 
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FIGURE 96 - EXIT DOOR HYDRAULIC AIR EMERGENCY EQUIPMENT PANEL ASSEMBLY 


H-175-58-71 








a PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 3 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
96 169-58013 PANEL ASSEMBLY, Hydraulic air emergency exit door equipment . . . Ref 
(see figure 97 for next assembly) 
-1 169-48803-5 . LINE ASSEMBLY, Emergency air tee on panel to tee on refill . . 1 
valve boss 
-2 AN924 -4D « NUT. > o oo... « α 4 ὁ 4 ὁ 4 4 4 ὁ 4 ὁ Ὁ ὁ ὁ c oe 49 € ὁ 1 
-3 AN960D716 a “WASHER 2 Ce Ue κ cx, CV ες NDA ARS AAA, ο ες IMS OL des Ue ο 1 
-4 AN834 -4 a TEE; 4 Ὁ «0*0 ce A E AR AA A AAA 1 
-5 169-58803-3 . LINE ASSEMBLY, Emergency air tee on refill valve boss to... 1 
elbow on pressure gage 
-6 AN833-4 e UBBBOW.I. eee ρα, RO A AA NAAA Be Ee νε NS 1 
-7 AN6289-4 ο ΙΙ ο Se Se eis O 
-8 AN6291-4 τό ανα audor ο ik ot ὁ Seiwa Ὢ ὁ. ὦ. a ο ο ο ο ο ο eS 1 
-9 AN6290-4 x GASKET: κι ode E ο Be De A EA ee αλ OR ly oe 1 
-10 SK179BP6-14 e: SCREW (ASCO). s- aioe ὃς a a a la n 4 
-11 AN5771T4B e QGAGE, Ga boa ο ο a ο Bae TO ο φ.ν. ie Lh D ο ο αυ 1 
-12 AN80l -4 Πο ο E A ο RN A A ας 1 
-13 AN6289-4 IS μμ ο enm or ο ο ο ο ο pas tar ο ο ο ον... 
-14 AN6291 -4 s RENGA IES A PS, et τῶ; Ra ET Ts to as SSL es 1 
-15 AN6290-4 an GASKET dou ca σι Εν € We Re ee AS A AA wp 1 
-16 AN6287-1 o WALVE SS ca κιν E Se we ee Cee Ας A ae ee 1 
-17 161-58117 . FITTING, Hydraulic accumulator air valve mount . . . . . . . . 1 
-18 AN3-13A A τον eva, SS Gat Goo. Neck owe ο ο μα E RA αμ ο αμα 2 
-19 AN960D10 us" WASHER s (vu) anie ee m ο Ue sl SU ο raa aede ve Les di ο ο 
-20 169-58156 . PANEL ASSEMBLY, Hydraulic air emergency exit door equipment. . 17 
ο ο A MN Ec οκ ο A SA ᾿ξ U A 
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FIGURE 97 - AIR EMERGENCY EXIT DOOR HYDRAULIC EQUIPMENT INSTALLATION 
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ΑΝ O1-GOAABA-4 
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Section [| 
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FIGURE & PART 


1 
HYDRAULIC EQUIPMENT INSTALLATION, Air emergency exit door... 


eee ee 


2 3 4 5 6 7 NOMENCLATURE 


(see figure 73 for next assembly) 
PANEL ASSEMBLY, Hydraulic air emergency exit door equipment. 
(see figure 96 for detail breakdown) 


SCREW. p ο ox -ᾱ A a a 
WASHER: 5. $$ ve δὲ Ce κ AT ea as Ὁ IECUR. ο τῳ 


LINE ASSEMBLY, Emergency air fitting on bottle station 160 . 
RH to tee on panel station xe RH 

BOTTLE (WK). . . . S de sos NA. 

SUPPORT ASSEMBLY, 365 series double. leg. padded (man) CA 
(supersedes 169-58157 for future procurement 


UT ori cet uere ts a A ai o ο a eee des 


WASHER is: elm ee oe ow voe S δὲ νε a a A es a 
BOLT. $, ste. ο το: ας ai a emo E ure ue SE DS LS 


LINE ASSEMBLY, Emergency air tee on panel station 170 RH . . 
to elbow on control valve station 159 RH 
ELBOW: “ον. Ἵν» dai di ος τῷ; Ὁ τς dee ο 
NUT. τε a2 10) fey on ο te Wade cj a ρω) ο a a de ELS 
GASKET. r A. wu --ᾱ ο δι ον ὃς e. dez αφ Ὁ, ὦ . 
RING . . .. . E^ " 3 
LINE ASSEMBLY, Emergency air union on control “valve station. 
169-RH to tee on bleed valve station 170 RH 
UNION: a 32504 2-3 O αν ᾳ dw Ite wi ον wis 
GASKET . . . . i 
VALVE ASSEMBLY, “vent check bleeder 1/4 ΑΝ tube (wk). 
ΤΕΕ. 3600 ᾳ- a ow. dep a a de a 
NUD Scouts, «Se cos a δν By. len ee tae ο Ge κος hae dae wes 


INDEX NUMBER NUMBER 
97 169-58015-3 = 
-1 169-58013 
ATTACHING PARTS 
AN520-10R10 
. AN960D10L 
ww wi AA 
-2 169-58803-19 
-3 MS870149 
-4 22870 
ATTACHING PARTS 
AN365-1032 
AN960D10L 
AN3-14A 
i iai iis M aq i 
-5 ' 169-58803-7 
-6 AN833-4 
AN6289-4 
AN6290-4 
AN6291-4 
-7 169-58803-13 
-8 . AN815-4 
AN6290-4 
-9 MS840119 
-10 AN834 -4 
AN6289-4 
AN6290-4 
AN6291-4 


-11 169- 28803- -15 
* -12 175-58818-15 
-13 175-58818-17 


-14-  AN804-5-4 
-15 AN894-5-4 
-16 AN6289-4 
^ -17 AN6291-4 
-18 AN6290-4 


eo... 9 9 9 » 


GASKET «o e nest LESS a pork Tecla vies ο qe s eh Ter 

RING... . 

LINE ASSEMBLY, Emergency air tee on bleed “valve "station 170. 
RH to restrictor station 168 RH 

LINE ASSEMBLY, Emergency air tee on restrictor station 160 . 
RH to upper cylinder 

LINE ASSEMBLY, Emergency air tee on restrictor station 160 . 
RH to lower cylinder 

TEE. . . a 

BUSHING. . 

NUT. . « « 


. e. o so o ee 


. ο 


RING. . 
GASKET . 


. 
. 
. 
. 
. 


s.s.s 
ee ο 5 ο 
ee eee 
se ew ot n 
....» 
ee ee on 
ee ο ew 
ee ο we 
9 ... ο >» 
s... 
ee ewe 
ee 
m 
s... 
ee ew ee 
ee we n n 


. . o 
co . o 
. . o 
co e > 


... 


. 
.. 
. 
. 





.... 


UNITS 


. 


PER ASSY. 
Ref 
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. AN 01-60AABA-4 
Group Assembly Parts List 


FUSELAGE (Cont) 


DEPRESS BUTION FOR 
MANUAL aL EE 
TORESET DOOR 

«ΕΤ 

OPERATION 


Vo) 


H-175-58-23 





FIGURE 98 - EMERGENCY EXIT VALVE ACTUATING MECHANISM ASSEMBLY 
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PART 
NUMBER 


169-58149 


169-58146 
169-58231 
169-58225 
146-58207 


169-58225 
169-58226 
169-58230 
169-58228 
169-58227 
AN365 -832 
AN960DBL 
NAS220-15 
AN960D10 
AN3H6 
AN365-1032 
AN960C10L 
AN3-3A 
169-58142 
NAS51-68 
2W1-44-30 
AN960C716 
169-58145 


5 


AN960C10L 
AN393-15 
169-58143 
146-523103 
169-58147 
169-58148 
169-58147-7 
NAS42C4-14 
AN960C416L 
AN392-13 
AN365-1032 
AN960C10 
AN3-15A 
169-58144 
MS870629 


AN316-4R 
5B21-428-16 


AN 01-60AABA-4 





FUSELAGE (Cont) 


2 3 4 5 6 7 


NOMENCLATURE 


MECHANISM ASSEMBLY, Emergency exit valve actuating. . 
(see figure 95 for next assembly) 

BRACKET ASSEMBLY, Emergency exit air valve supporting. 

LEVER ASSEMBLY, Hydraulic emergency exit valve . . 

HANDLE ASSEMBLY, Hydraulic emergency exit valve. . 

D BUSHING, Hydraulic emergency exit and canopy actuator. 


e c 9 0 9 2] 2 $$ 1925205 952 ο ο 


handle 


5 s SONUS. ο ο 
. WASHER. . . « 


SCREW, Brazier "head 


WASHER ... ... 
BOLT . ... 
NUT. . . .. 
WASHER . . . 


RING, External τὲ παν 


WASHER, Plain (NA). 
WASHER... . 


BELLCRANK ASSEMBLY, "les 


mechanism 
WASHER . . . « . +. + 
PIN. V κ - 


CLEVIS, Crew entrance. emergency "air "bottle mechanism 


CLEVIS, Aileron lock 


HANDLE, Hydraulic emergency exit valve . . . 
KNOB ASSEMBLY, Hydraulic emergency exit valve lever. 
. KNOB, Hydraulic emergency exit valve lever. 
$ SPRING, Hydraullc emergency exit valve lever lateh. 
. LATCH, Hydraulic emergency exit valve lever... 


. 


rance eme 


Mees ὥς oo 

54 

. 

[ul 

. 

p 

. ct 
Ho o. ls... 


cable outboard. . . . . . 


LATCH ASSEMBLY, Emergency exit air valve mechanism 


7 SPRING, Tension. 
; LATCH, Emergency 
τ SPACER, Rivet. 
x WASHER . . . 
2 PIN. . .. 
WASHER . . . + 
BOT... 


. 
. 
. . o 
oe 
ΠΠ 
. 


SPACER, Emergency air bottle 


exit “air valve “mechanism. lock 


. 9 © ο . o 5 e.> t f 


oe 9 we 
oe ο we 
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. . 
. . 
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ee ee 
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valve mounting 
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. 


3 9 ee 9 9 ‘s 
oe 9 9 9 ο 


VALVE, Pneumatic two-way two position (WK) 
(supersedes ο. 

NUT. . . ERE EE 

BOLT, Adjustable Stop (na) . s. deus oth es ee UE 


Phillips recess alloy steel 8 


lock 


$9 9? 9 9 ὁ 9 c9 5 9 t$ ο ο 5$ ο 
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. 
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Section [| 


Group Assembly Parts List 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


FIGURE 99 - WINDSHIELD WIPER INSTALLATION 








H-175-53-34B 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
99 175-53116 WIPER INSTALLATION, Windshield (see fig. pr for next νε... . Ref 
-1 B17320 - CONNECTOR AND RADIO NOISE FILTER (MQ). 1 
-2 AN365-832 NUT. Po oy cue der nerve eue. E m. O 2 
-3 ΑΝΟΘΟΡΕΙ, WASHER μα Ipi] " 4 
-4 AN515-8R8 SCREW. . . ye se a DEG oh, «Ὁ 
-5 D17167 . MOTOR AND MOUNT ASSEMBLY, 1/16 hp ES volts de 10000 RPM (MQ). 1 
-6 AN365-428 . NUT. ... ο ο οφ rd τῳ ᾱ- ᾧ ώς we a lie one 2 
-7 AN960D416 - WASHER... 2. 2 
-8 B17315-6 . DRIVE CABLE ASSEMBLY (Braided Casing) (Ha) ες 1 
-9 D16955-18 . WINDOW UNIT CONVERTER (MQ) . . . . . NE 
-10 175-53458 . PLATE, Windshield wiper converter adapter. PE zty z 1 
-11 AN507-428-7 a SCREW: A a roue wane ot shane dica 4 
-12 AN960D10L ο ολο E acia 3 
-13 AN3-4 . BOT... othe ene Sey ta s $ ow. Ὁ 3 
-14 26C048 . CAP NUT, Self” locking 550° Ρ (NUS) . . 5 ; 2 
-15 AN935-416L . LOCK WASHER. . . of ο s -— 2 
-16 175-53119-5 . SPACER, Windshield wiper 1-1/8 . . | . Pict ti . 1 
-17 175-53119-7 . SPACER, Windshield ος 15/6 . . . . ; S £o NES 
-18 AN509-416R34 . SCREW. .... που Ñ eod xau b 
-19 AN509-416R35 SCREW. . . τον des a . A ος, d 
-20 417463 MOUNTING PLATE ASSEMBLY (Μα) we tener cate ; b wed ἃ 
-21 A17462 GASKET (MQ). . . ME OR de : > O 
-22 AN73-4 BOT... do eee en : zo sex cd 
-23 D17562-8 ARM ASSEMBLY, Drive E A ἢ : ue d 
-24 AN960C6 WASHER . . (PE we ee ο «Ὁ 
-25 B17500-9 . ROD ASSEMBLY, Tie (MQ) . . . . . . . . το . 1 
-26 D17438-3 . BLADE AND CHANNEL ASSEMBLY (MQ). ... . win ehe pre e cb 
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Section I! 


-AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) l 





H-175-31-35 


FIGURE 100 - COMPLETE PILOTS COCKPIT ENCLOSURE INSTALLATION 


FIGURE & . PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
100 160-31806-101 ENCLOSURE INSTALLATION, Pilots cockpit complete. . . . . . . à Ref AD 
(see figure 75 for next assembly) 
-1 156-31112 . FAIRING ASSEMBLY, Barrier crash guard . . E ME ον A A 1 ΑΡ 
-2 175-31801 . ENCLOSURE ASSEMBLY, Pilots cockpit complete a a at cere E 1 AD 
-3 160-31827-101 . « . WINDSHIELD ASSEMBLY, Pilots cockpit enclosure. . . . . 1 AD 
(see figure 105 for detail breakdown) 
-4 142-31871-15 . . NUT, Fuselage cockpit enclosure. . . . . . o... . e. 2 AD 
-5 AN936A316B a “ee WASHER: 27755, Sele Gea.) Re EY, tah ve ο Wow ο ο Bios «a AS wie ὁ; e 2 AD 
-6 Τ513-1032010Α. . . SCREW, 100° countersunk (NA) . ................. 2 AD 
-T 175-31803-73 + . GLASS ASSEMBLY, Cockpit enclosure canopy . . . . . . . . 1 ΑΡ 
175-31803-74 + . GLASS ASSEMBLY, Cockpit enclosure canopy . SUE UR s s 1 ΑΡ 
-8 160-31803-21 + . GLASS ASSEMBLY, Cockpit enclosure canopy . το i. Αφ; νῷ 1 AD 
160-31803-22 - . GLASS ASSEMBLY, Cockpit enclosure canopy . & ce m alten. -ᾳ 1 AD 
-9 175-31803-75 + . GLASS ASSEMBLY, Cockpit enclosure canopy . then erp. νι 1 ΑΡ 
175-31803-76 + . GLASS ASSEMBLY, Cockpit enclosure canopy . i^e eR à ues e 1 AD 
-10 160-31803-25 + . GLASS ASSEMBLY, Cockpit enclosure canopy . . . . . . . +. 1 AD 
160-31803-26 + . GLASS ASSEMBLY, Cockpit enclosure canopy . eet “el ve on τᾷ 1 AD 
-11 160-31803-27 - . GLASS ASSEMBLY, Cockpit enclosure canopy . κ ος αν τῳ. ὁ 1 ΑΡ 
-12 175-31803-79 . . GLASS ASSEMBLY, Cockpit enclosure canopy . . . . . . . . 1 ΑΡ 
-13 160-31803-29 . . GLASS ASSEMBLY, Cockpit enclosure canopy SEEN 1 AD 
-14 175-72005 + . SUPPORT ASSEMBLY, Periscopic sextant mount cano py. .. 1 AD 
station 44.079 
: 175-53032 . . SHADE INSTALLATION, Cockpit enclosure sun, ὃν ια" Ref ΑΡ 
-15 9085 7]. SHADE ASSEMBLY, Cockpit enclosure sun (CJPP). . . . . 1 AD 
-16 175-53036-1 . . . STOP, Cockpit enclosure sun shade . . . . . . . . . + 1 AD 
175-53036-2 . . . STOP, Cockpit enclosure sun shade . . . . . . . s.o + 1 AD 
-17 AN365-1032 wt ap SNUB Il. EW che die ο SS Sea Wen οκ.” 4 AD 
-18 AN960D10L Ze «Ὁ, wc WASHER A a a cy ei ος SOS Deumque es. 8 AD 
-19 AN3-hA "REN BOLT. . . . dr Tass i ο μμ 4 AD 
-20 175-53035-1 b Se SUPPORT, Cockpit enclosure sun shade . . . . . . . . . . 1 AD 
175-53035-2 . . SUPPORT, Cockpit enclosure sun shade ay ca PES a e aaa 1 AD 
-21 147-31641 . . SPRING, Bombardiers astrodome locking. ROT ὃς M etes “By αὐλῷ 365 AD 
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Group Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 





FIGURE 101 - COMPLETE PILOTS COCKPIT ENCLOSURE INSTALLATION 
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FIGURE & 
INDEX NUMBER 


101 


-12 


PART 
NUMBER 


183-31801 
183-31806 
183-31805-1 
183-31805-2 


183-31802 
AN 365-1032 
AN960D10L 
AN3-6A 
183-31811 
AN365-1032 
AN3-5A 
AN365-428 
AN960D416L 
ANY-7A 
183-31866 
183-31841 
AN4-10A 
AN4-14A 
AN3-10A 
183-31847-1 


183-31847-2 


183-31846 
183-31856-1 


183-31856-2 


183-31856-21 
183-31856-22 
od 
AN316-4 
183-318-44 
147-31641 
AN4-15A 
AN4-11A 
183-31821 
AN3-TA' 
NAS221-10 
183-31868 
183-31867-3 
183-31855-1 
183-31855-2 
AN960D10 
AN509-10R11 
AN507C1032R10 
AN936A416B 
142-31871-15 
160-31827-301 
183-31803-45 
183-31803-46 
183-31803-27 
183-31803-28 
183-31803-29 
183-31803-30 
183-31803-31 
183-31803-32. 
183-31803-35 
183-31803-36 
183-31803-37 
183-31803-38 
183-31803-39 
183-31853 
183-31803-197 
183-31803-189 


AN 01-60AABA-4 


FUSELAGE (Cont) 


3 4 5 6 7 NOMENCLATURE 


ENCLOSURE INSTALLATION, Pilots cockpit complete . . . a.a . 


E 


essees‘ 9 


€ .. ο t 0 t$ ὁ 9 9 ο 2 £3 9 5 


s... 


e. 9 9 0 ο n n9 


HATCH INSTALLATION, Fuselage cockpit canop 


(see figure 75 for next assembly) 
pitching hatc 
(see figure 104 for detail breakdown 


MECHANISM INSTALLATION, Cockpit enclosure sliding panel. 


(see figure 102 for detail breakdown) 


MECHANISM INSTALLATION, Cockpit enclosure sliding panel. 


ENCLOSURE ASSEMBLY, Pilots 


€ » 9 9 c9 9 9 3 9? ο 9 c9 ο * 9 9 ὁ * 9 0 9 9 ο 9 9 9 9 * 9 ο ο c9 0 ο ο 5 


(see figure 102 for detail breakdown) 
cockpit complete. 


NUT. ον Vu qai SE αὖ coh Wi cine NR 45 ο (δ), ος A 
WASHER. uo. t.t QW! we ὃς Φως eee ο CUR. ᾧ BY λε. ὧν 
BOLT. , y — s s . 
FRAME ASSEMBLY, Cockpit enclosure fuselage station 178 
NUT S oU uiuos ο ον a fee vuv. Dec rw. Rer at ον ο def cts 
BOLT. Wow 44 A ues "p FIDEM ET ahaa 
NUT. 5 τι (ον 5 3 α---ᾱ Br ek tes See ses D ο αν το, τον cM rabo ο xr de te 
WASHER. 4-5 2€ Gal tet C9 es er de nee Dex cene νο) vs vuv τῷ, cei Ie ALS 
BOLT. ... ο: τν ο ὃν ο è : E 
FRAME ASSEMBLY, Cockpit enclosure fuselage station 66. 37 
BOW, Cockp1t enclosure canopy station 56-3/4 RH side. . 
ποι... ας ON e E Eis s O aie E 
BOLT. ω- Sos O YS. terzi cre ων Fes Han ο Fc dat Coe Be, Ses Mow copy ee The 
BOLT. ... όν Ὁ 
SPLICE, Cockp1t enclosure canopy “station 21 .788 and . $ ss 


station 44.079 top 

SPLICE, Cockpit enclosure canopy station 21.788 and 
station 44.079 top 

STRAP, Cockpit enclosure canopy station 44.047 rod. . 


h. 


ROD ASSEMBLY, Cockpit enclosure canopy station 44.079 . 


to station 66.371 
ROD ASSEMBLY, Cockpit enclosure canopy station 44, 079 
to station 66.371 


. ROD, Cockpit enclosure canopy station 44.079 to 66.371 
ROD, Cockpit enclosure canopy station 44.079 to 66.371 


«e “CLEVES 213060920) a vm fee vee Ve οι WD UO e RP τς fen «ος nv 
φ NUT S Ls nu a οἱ ο Vey EI UR το πο 
FRAME ASSEMBLY, Cockpit enclosure canopy station 44, 
SPRING, Bombardiers astradome locking . . . . +. .. 


7 


BOLT a de MI 


ο 
BOLT. . . , 
FRAME ASSEMBLY, Cockpit enclosure canopy "station “21.78 
BOLT. . . 7 . 
SCREM, Brazier "head, Phillips. recess alloy steel ‘ 
TEE, Cockpit enclosure canopy station O top. . . 
SHIM, Cockpit enclosure canopy station O top. . Ρ 
SPLICE, Cockp1t enclosure canopy station O top. 4 
SPLICE, Cockpit enclosure canopy station O top. . 
WASHER. .. . ὁ ο w does ae e 
SCREW . . 2 ο ο ο ο e ὁ ο o 9 9 ο on ο n 
SCREW: 4 4 ο Ὁ poec9 a ὁ ὁ ms Soe 
WASHER. . . . + + 
NUT, Attaching fuselage 
WINDSHIELD, Pilots cockpit enclosure canop 
GLASS ASSEMBLY, Cockpit enelosure canopy. 
GLASS ASSEMBLY, Cockpit enclosure 
GLASS ASSEMBLY, Cockpit enclosure 
GLASS ASSEMBLY, Cockpit enclosure 
GLASS ASSEMBLY, Cockpit enclosure 
GLASS ASSEMBLY, Cockpit enclosure 
GLASS ASSEMBLY, Cockpit enclosure 
GLASS ASSEMBLY, Cockpit enclosure 
GLASS ASSEMBLY, Cockpit enclosure 
GLASS ASSEMBLY, Cockpit enclosure 
GLASS ASSEMBLY, Cockpit enclosure 
GLASS ASSEMBLY, Cockpit enclosure 
GLASS ASSEMBLY, Cockpit enclosure canopy. 
SUPPORT ASSEMBLY, Sextant mounting canopy 
GLASS ASSEMBLY, Cockpit enclosure canopy. 
GLASS ASSEMBLY, Cockpit enclosure canopy. 


cockpit enclosure 


tat 


o 


o.. Do. o... goo 9: 9 ὁ 9 ὁ 4 f or 9 9 og | n9 ὁ 9 ο 


5 


y 
canopy. . 
8 


e e. Phe 9 o e 0 ΙΙ ὁ | 9 ο 9 


a 


. 


9 
8 
/ 


.... 9 9 9 | o 9 ο ο ο c£ 5 ο ο +...» 
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Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 

Ref cc 
Ref CC 
Ref σο 
Ref σσ 
Ref ος 
8 -CC 
112 cc 
14 cc 
1 cc 
51 cc 
26 cc 
11 cc 
22 cc 


PRP PB 151 PEEP EP EP HBBÀBIBIPIDIDINOUU 1-1 γα EOP UNEP κ} πλ’; e PN N NOH REE 
a 
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H-175-31-71 


FIGURE 102 - COCKPIT ENCLOSURE SLIDING PANEL MECHANISM INSTALLATION 
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-4 


-13 


-14 
-15 


-16 


-17 


-18 


-19 


PART 
NUMBER 


183-31805-1 
183-31805-2 
183-318143-1 
183-318143-2 
183-318143-9 
183-318143-10 
184 -31890 


184-31892-1 


184-31892-2 
184-31891-1 


184-31891-2 


ANQ60D10 
AN365-1032 
NAS221-25 
183-318169 
183-318144-1 
183-318144-2 
183-318144-3 
183-318144-4 
183-318144-5 
183-318144-6 
183-318137-1 
183-318137-2 
183-318139-1 
183-318139-2 
183-318146-1 
183-318146-2 
183-318147-1 
183-318147-2 
183-318171 
183-31804 -1 
183-31804-2 





AN O1-60AABA-l 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


MECHANISM INSTALLATION, Cockpit enclosure sliding panel 


(see figure 101 for next assembly) 


MECHANISM. INSTALLATION, Cockpit enclosure sliding panel ... 


oe ο ο ο n 


(see figure 101 for next assembly) 
TRACK ASSEMBLY, Cockpit enclosure sliding panel mechanism. 
lower 
TRACK ASSEMBLY, Cockpit enclosure sliding panel mechanism. 
lower 

. WELD ASSEMBLY, Cockpit enclosure sliding panel. . . . 
mechanism lower 

. WELD ASSEMBLY, Cockpit enclosure sliding panel. . . . 
mechanism lower 

. BRACKET, Cockpit enclosure sliding panel mechanism. . . 
lower forward track (supersedes 183-318140-1 & -2 
for future procurement) 

. BRACKET, Cockpit enelosure sliding panel mechanism. . . 
lower track canopy station 18 
(supersedes 183-318145-1 for future procurement) 

. BRACKET, Cockpit enclosure sliding panel mechanism. . . 
lower track canopy station 18 
(supersedes 183-318145-2 for future procurement) 

. BRACKET, Cockpit enclosure η panel.mechanism. . . 
lower track canopy station 
(supersedes 183-318148-1 for future procurement) 

. BRACKET, Canopy station 44, , 
(supersedes 183- 318148- 2 for future procurement) 


BOLT . . . 6 ^» 0 ο ὁ o's ee ο ο ο ος ο αι 9. ας RU ὃς ο 
BOLT. i w uunc oce esse μονος ος V νι αφ eee de ᾱ 
WASHER . . . . 4 © © ὁ © © © © ὁ ee ο om om om m t t] ο 9 ng 
NUT. ... . . o. 


SCREW, Brazier head Phillips recess “alloy steel. . MD 
BUMPER, Cockpit enclosure sliding panel mechanism track. 


m 


TRACK ASSEMBLY, Cockpit enclosure sliding panel. . . . . 
mechanism upper . 
TRACK ASSEMBLY, Cockpit enclosure sliding panel. . . . .. 


mechanism upper 

. WELD ASSEMBLY, Cockpit enclosure sliding panel. . . . . 
mechanism upper 

. WELD ASSEMBLY, Cockpit enclosure sliding panel. . . .. 
mechanism upper 

. ANGLE, Cockpit enclosure sliding panel mechanism upper. 

. ANGLE, Cockpit enclosure sliding panel mechanism upper. 

. FITTING ASSEMBLY, Cockpit enclosure sliding panel... 
mechanism upper forward track 

. FITTING ASSEMBLY, Cockpit enclosure sliding panel... 
mechanism upper forward track 


+ . INSERT, Cockpit enclosure sliding panel mechanism. 
upper forward track fitting 
+ . INSERT, Cockpit enclosure sliding panel mechanism. 


upper forward track fitting 
. BRACKET ASSEMBLY, Cockpit enclosure sliding panel . . . 
mechanism canopy station 21.788 upper 
. BRACKET ASSEMBLY, Cockpit enclosure sliding panel . .. 
mechanism canopy station 21.788 upper ^ 
BRACKET ASSEMBLY, Cockpit enclosure sliding panel... 
mechanism canopy station 44.079 


. BRACKET ASSEMBLY, Cockpit enclosure sliding panel . . . 
mechanism canopy station 44.079 ' 
SPACER, Cockpit enclosure sliding panel mechanism. . . .. 


upper forward track 

PANEL ASSEMBLY, Cockpit enclosure sliding. . . . . e s s 
(see figure 103 for detail breakdown) 

PANEL ASSEMBLY, Cockpit enclosure sliding. . . . .. ... 
(see figure 103 for detail breakdown) 
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μα ας τμ 


cc 


σσ 
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FUSELAGE (Cont) 





FIGURE 103 - COCKPIT ENCLOSURE SLIDING PANEL ASSEMBLY 
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H-175-31-69B 





FIGURE δ 
INDEX NUMBER 


103 


-1 


-19 
-20 


-21 
-22 
-23 


-28 


-29 
-30 
-31 
-32 
-33 
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Hi RAR 


PART 
NUMBER 


183-31804-101 
183-31804-102 
183-318116-1 
183-318116-2 


AN3-10A 
AN960D10 

AN 365 -1032 
183-318120-1 
183-318120-2 
183-318124 
184-318165 
AN301KPHA 
184-31895 
AN2O1KPHA 
184-318166 


AN201KPlA 
184-31866-1 
184-31866-2 
AN316-6 
2W18-616M 
1B1986-00h 
NAS51-37 
183-318129-1 


183-318129-2 
183-318129-9 
183-318129-7 
183-318129-3 
183-318170-3 


. 183-318129-5 


183-318130-1 
183-318130-2 


AN944-101 
183-318163-3 
183-318170-5 


AN23-10 
AN320-3 
183-318118-1 


183-318118-2 


4B20B6 -014 
AN9A4 -101 
183-318122-1 


183-318122-2 
183-318126-1 


183-318126-2 


183-318165 
ΑΝΖΟΙΚΡΗΑ 
ΑΝ316-6 
183-318111-1 


183-318111-2 


4B20B6-014 
ANQ44-101 
183-318127 
183-318127 -3 
AN481-8P 
183-318128 
AN486-4 
183-318117-1 


183-318117 -2 
4B20B6 -014 


ANQE4 -101 
AN3-5A 
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Section II 


Group Assembly Parts List 


FUSELAGE (Cont) 
A a a ee eS eS LSE ARIESON 
[ UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
PANEL ASSEMBLY, Cockpit enclosure sliding LH. ... . . . . . +. +» Ref cc 
(see figure 102 for next assembly) 
PANEL ASSEMBLY, Cockpit enclosure sliding RH. . . .. Ref cc 
(see figure 102 for next assembly) 
. FITTING ASSEMBLY, Cockpit enclosure sliding panel upper. 1 CC 
forward arm attaching LH 
FITTING ASSEMBLY, Cockpit enclosure sliding panel upper. 1 cc 
forward arm attaching RH : 
s CBOLT- au. te OR c9 de RO ὡς ο) qe DAD e mere RAT a 10 cc 
. WASHER . . . . ee ee ee ee «ο o9 oh om om or m m n n! n n9 20 cc 
μα ie ce ooo E E S s o oos e ne τς 10 cc 
. ROLLER ASSEMBLY, Cockpit enclosure sliding panel forward 1 σσ 
. ROLLER ASSEMBLY, Cockpit enclosure sliding panel forward 1 cc 
. . ARM, Cockpit enclosure sliding panel mechanism forward. 1 σσ 
. . SHAFT ASSEMBLY, Cockpit enclosure sliding panel roller. 1. cc. 
. . . BEARING, . . . ee ee ee ee e hot om om or n or t n 1. cc 
. SHAFT ASSEMBLY, Cockpit enclosure sliding panel roller. 1 σσ 
5 τι S a Woo cia. bo! νιν a RID DU len De TA A 1 cc 
δ SHAFT ASSEMBLY, Cockpit enclosure sliding panel mechanism $ cc 
forward arm 
E . BEARING. . . . . « 4 +... om © et . ot om om t n tg t| 1 cc 
A SPRING, Cockpit sliding panel forward lower truck LH. 1 cc 
. SPRING, Cockpit sliding panel forward lower truck RH. 1 cc 
x NUT Xo Boe eee a AAA α in Ow ac wwe. oe ee 1 σσ 
" WASHER, Flat (NA) . . . . .. e . ee eee . . . +. o. 9 1 cc 
" . BUSHING, Press fit plain (ΝΑ). se . . +... +. 1 cc 
. RING, External retainer. . . . e . e e s eo s s soea soo 2 σσ 
TIE ROD ASSEMBLY, Cockpit enclosure sliding panel mechanism. 1 cc 
upper LH 
TIE ROD ASSEMBLY, Cockpit enclosure siiding panel mechanism. 1 ος 
upper RH 
" SUB ASSEMBLY, Cockpit enclosure sliding panel mechanism . 1 cc 
upper tie rod j 
. . TUBE, Cockpit enclosure sliding panel mechanism. . . . 1 σο 
upper tie rod . 
A . SPACER, Cockpit enclosure sliding panel mechanism. . . T σο 
. upper tie rod ` . 
. . CLEVIS, Cockpit enclosure sliding panel mechanism. . . 1 ος 
tie rod upper ` g 
E SPACER, Cockpit enclosure sliding panel mechanism upper . 1 cc 
tie rod : 
S WELD ASSEMBLY, Cockpit enclosure sliding panel mechanism. 1 cc 
: er LH 
. . WELD ASSEMBLY, Cockpit enclosure sliding panel mechanism. T cc 
upper RH 
FITTING i ο 3 8 4 € ee A we ee 1 cc 
` SPRING, Torsion cockpit enclosure sliding panel mechanism 1 cc 
. CLEVIS, Cockpit enclosure sliding panel mechanism tie rod 1 cc 
upper ‘ 
. BOLT. jo xo s ee Be Bae Se e De e RP δν ce Lo Tee Oe 4 cc 
νυ. νυν ERE a cia ay Se Fain DE E 4 σσ 
. FITTING ASSEMBLY, Cockpit enclosure sliding panel upper. . . 1 σσ 
. aft arm attaching LH 
FITTING ASSEMBLY, Cockpit enclosure sliding panel lower. . . 1 cc 
forward arm attaching RH 
. BUSHING, Press fit flanged (NA) . . . .. «-.::::: 1 ος 
. . TITTING . . . . . «4  ..»«»«.«:««: 1 Cc 
. ROLLER ASSEMBLY, Cockpit enclosure sliding panel mechanism . 1 cc 
aft 
. ROLLER ASSEMBLY, Cockpit enclosure sliding panel mechanism 1 cc 
9 ARM ASSEMBLY, Cockpit enclosure sliding panel mechanism 1 σσ 
aft j 
ARM ASSEMBLY, Cockpit enclosure sliding panel mechanism 1 cc 
aft 
. SHAFT ASSEMBLY, Cockpit enclosure sliding panel roller. 1 σσ 
. . BEARING. . . . . . ὁ à e e ee ee . om of on nr tm . . . . 1 cc 
. cue NUT . CoL 4 o 400 0 A i We 1 cc 
. FITTING ASSEMBLY, Cockpit enclosure sliding panel ‘lower. 1 cc 
forward arm attaching LH 
. FITTING ASSEMBLY, Cockpit enclosure sliding panel lower. 1 cc 
forward arm attaching RH, ; B 
k BUSHING, Press fit. flanged (NA)... .. 2+. ees 2 cc 
Š PITTING Xl aiae hwo ee DOCE A AE ἃ“ 1 Cc. 
. TIE ROD ASSEMBLY, Cockpit enclosure sliding panel mechanism. 1 cc 
F TUBE, Cockpit enclosure sliding panel mechanism tie rod 1 cc 
è CLEVIS, X ο x o ok 4 A ROA E E AA e cte X 1 cc 
" ROD, Cockpit enclosure sliding panel mechanism lower. . . 1 CC 
€ Us OOLEVIS. 4 oe £29 9.29 €. € oim cR cm "m m LR Tc. τς τπτ p Ud * 1 ος 
` FITTING ASSEMBLY, Cockpit enclosure sliding panel lower. x 1 ce 
aft arm attaching LH ` 
FITTING ASSEMBLY, Cockpit enclosure sliding panel lower. . 1 cc 
. aft arm attaching RH 
. BUSHING, Press fit flanged (NA) . . . . . +. +... . +. + 2. cc 
FITTING . . . . 4 4 e e eoe ooo om on om om om m m t t t tg! ng 1 cc 
BOUT . 1 2 204 ca a A E κ -ν cu 2 cc 
ος ο ””—0 1 8’ ewe oe 
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Section 11 


. ΑΝ 01-60AABA-4 
Group Assembly Parts List 


FUSELAGE (Cont) 





FIGURE & PART 2, UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
103 183-318134 . TORQUE TUBE ASSEMBLY, Cockpit enclosure sliding panel. . . . 1 cc 
mechanism 
-35. NAS221-17 + . SCREW, Brazier head Phillips recess alloy steel TE 1 cc 
-36 AN960D10 v os “WASHERS Gy uou esee jeu αυ A ο) ee Be ae EOS 1 cc 
-37 AN365-1032 ο EA E O NO 1 cc 
-38 183-318134-3 + . TUBE, Cockpit enclosure sliding panel mechanism torque. 1 cc 
|^ tube 3 
-39 183-318135 ` . . ARM, Cockpit enclosure sliding panel mechanism torque 1 cc 
"Ae tube upper 
-40 183-318136 . . ARM, Cockpit enclosure sliding panel mechanism torque . . 1 cc 
: tube lower 
-41 147-316411 . SPRING, Bombardiers astradome locking. . . . . . . . . . . . 96 cc 
-42 183-318168-1 . SEAL, Cockpit enclosure sliding panel LH . . . . . . . 1 ες 
183-318168-2 . SEAL, Cockpit enclosure sliding panel RH , . . . . . 1 cc 
-43 183-31803-43 . GLASS ASSEMBLY, Cockpit enclosure canopy LH. . . . . . . 1 cc 
183-31803-44 . GLASS ASSEMBLY, Cockpit enclosure canopy RH. . . . . . . 1 cc 
-44 183-31808 s SPRING Tension. s 4 x a lace: Si be wo ον ` 1 cc 
- ] NOTE: # Denotes the incorporation of Service Change No, 446 


NR το > 
6008 E : Revised 15 September 1955 
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FIGURE 104 - FUSELAGE COCKPIT CANOPY DITCHING HATCH INSTALLATION 





FIGURE & PART : UNITS USEABLE 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
> 104 1183-31806 HATCH INSTALLATION, Fuselage cockpit canopy ditching hatch. . . Ref 


(see figure 101 for next assembly) 
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ΑΝ 01-60AABA-4 





FUSELAGE (Cont) 


Section [| 
Group Assembly Parts List 





PART 





FIGURE & UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

“TOR-I  183-318000  . HATCH ASSEMBLY, Fuselage cockpit canopy ditching hatch... 1 CC 9] 
-2 183-31146 . . SPRING, Fuselage cockpit canopy ditching hatch. . . . .. 10 cc 
-3 183-31803-33 + . GLASS ASSEMBLY, Cockpit enclosure canopy. . . NE 1 σο 
-4 183-31876-1 . . SIDE FRAME, Fuselage cockpit canopy ditching hatch. "AA 1 cc 
183-31876-2 + . SIDE FRAME, Fuselage cockpit canopy ditching hatch. . . . 1 cc 
-5 183-31877 . . FORWARD FRAME,Fuselage cockpit canopy ditching hatch. . . 1 σσ 
-6 183-31878 . . AFT FRAME, Fuselage cockpit canopy ditching hatch... . 1 σσ 
-T 183-31880 . . SEAL, Fuselage cockpit canopy ditching hatch. . . Sw 1 cc 
-8 183-31889 . . PLATE, Fuselage cockpit canopy ditching hatch... š 6 ος 
-9 183-31899 a BRACKET ASSEMBLY, Fuselage cockpit canopy ditching hatch, 1 cc 
-10 146-31641 . . SPRING, Bombardiers astradome locking . DN s: 12 cc 
-11 NAS221-14 . . SCREW, Brazier head 29/32 inches long 10- 232 alloy steel a 4 CC 
-12 AN960D416 . >. WASHER. . . . + "ES WEINE ΟΓΑ ο vo Ne ο TY 4 σσ 
-13 AN960D10 e os WASHER. 2 ο 04) xo o9 οὗ ὃς ς vid with Tee er we cR) De. FECIT AIT ce 8 CC 
-14 ΑΝ365 -428 a NUT a, SE CS ah ο a Τὰ 2 σσ 
-15 AN364-1032 wy SNUB ive, Ye) ο ο οσο E ο deh L^ ret ben D. ο 4 σσ 
-16 ANA -1HA 5 . BOLT. . . a A σα ο ος 2 cc 
-17 183-31881 . HANDLE ASSEMBLY, Puselage cockpit canopy ditching hatch. . . 1 cc 
-18 183-31881-3 f HANDLE ASSEMBLY, Fuselage cockpit canopy ditching hatch . 1 cc 
-19 183-31883 . . . LINK ASSEMBLY, Fuselage cockpit canopy ditching hatch . . 2 σο 
-20 183-31884 . . BEARING ASSEMBLY, Fuselage cockpit canopy ditching hatch. 2 cc 
-21 4B20B6-020 . . . BUSHING, Press fit flanged (NA). . . » 1 cc 
-22 183-31885-11 + . CRANK ASSEMBLY, Fuselage cockpit canopy ditching "hatch. % 2 cc 
183-31885 -3 x a oec PLATES A de Wi OA OO UC a ὃ ο) ον wy ὁ oh ter, feces [ον ee 1 σσ 
183-31885-7 ὃς ον xw SHAFT us de 258 1 cc 
-23 183-31886 . . SPACER, Fuselage cockpit canopy ditching "hàteh. . . s. 2 cc 
-24 CR12CP . . CAM, Follower TOR) . SC Kat eT de. ον ss one aie de lb ei 2 cc 
-25 AN364 -624 οἱ. Ae 24.3 cu. Tei e ον ee ας e "n dia a udo. 2 σσ 
-26 AN960C616 +s « WASHER. 4 6 « x ολο LN 2 cc 
t -27 183-31887 . AXLE ASSEMBLY, Fuselage “cockpit canopy ditching “hatch. TES 1 σσ 
-28 183-31887-3 A AXLE, Fuselage cockpit canopy ditching hatch. . . . . .. 1 cc 
-29 183-31883 3 LINK ASSEMBLY, Fuselage cockpit canopy ditching hatch . . 2 cc 
183-31883-3 . . . PLATE, Fuselage cockpit canopy ditching hatch. . . . . 1 οσ 
183-31883-5 . . . TUBE, Fuselage cockpit canopy ditching hatch . . é 1 cc 
-30 183-31884 . . BEARING ASSEMBLY, Fuselage cockpit canopy ditching hatch. 2 cc 
-31 4B20B6 -020 . . . BUSHING, Press ft flanged (NA). . A 1 cc 
-32 183-31885-9 . . CRANK ASSEMBLY, Fuselage cockpit. canopy ditching “hatch. . 2 cc 
183-31885 -3 . . . PLATE, Fuselage cockpit canopy ditching hatch. .... 1 cc 
183-31885-5 . . . SHAFT, Fuselage cockpit canopy ditching hatch. . . . . 1 cc 
-3 183-31886 + . SPACER, Fuselage cockpit -canopy ditching hatch. . . . .. 2 cc 
-3 CR12CP . . CAM, Follower ac Tone M ομως ook eK. E. OE ες DEI ει e e 2 cc 
-35 AN364 -624 as NU ie scu ud, is Os e A a ce 2 cc 
-36 AN960C616 A WASHER. . . QUE, τό 2 ce 
-37 183-31888 . HANDLE ASSEMBLY, Fuselage “cockpit. canopy ditching “hatch. . . 1 cc 
-38 183-31888-3 - . TUBE, Fuselage cockpit canopy ditching hatch. ...... 1 cc 
-39 5H1-3 . . HANDLE (NA) . . . « >... ὁ ὁ ὁ c n n on o om o t tm 59 n n9 1 cc 
-40 1R12-6-049-428 io ve. ROD END (NA). cee ο 77 93 0 m 3s Ὁ ras aw 1 cc 
-41 AN315-4 ὁ. ῳ, ΝΟ a uae) a uh mi c. SR 8 1 cc 
-42 AN481 -4P Si GOLEVIS αν 44 ea n 4 ᾱ. A mois ο, a e a oe l cc 
-43 AN960D/116 » WASHER. . . ο ᾱ- Ὁ . $ vui iw ἐν 1 cc 
-44 183-31890 : TRUCK ASSEMBLY, “Fuselage cockpit canopy ditching hatch... 2 cc 
-45 183-31890-3 . . FITTING, Fuselage cockpit canopy ditching hatch ..... 1 cc 
-46 183-31892 ; . SPACER, Fuselage cockpit canopy ditching hatch. . . . . . 1 cc 
-47 AN960C616 e ο WASHER. . « . . ὁ o ο a CO O 1 Ως 
-48 AN364 -624 - . NUT c αἱ Seige ὁ. JE. ον ο ο ο A te, «ὁ 1 cc 
-49 CR12CP H CAM, Follower (TOR) . . i d. d 1 cc 
-50 183-31891 a BRACKET ASSEMBLY, Fuselage cockpit canopy "ditching hatch o. 1 σσ 
-51 183-31893-1 . TRACK ASSEMBLY, Fuselage cockpit canopy ditching hatch . . . 1 σσ 
183-31893-2 . TRACK ASSEMBLY, Fuselage cockpit canopy ditching hatch . . . 1 cc 
-52 183-31894 . AFT LOCK ASSEMBLY, Fuselage cockpit canopy ditching hatch. . 1 cc 
-53 183 -31894-3 . . LOCK, Fuselage cockpit canopy ditching hatch. ...... 2 ος 
-54 183-31894-5 o . ACTUATOR, Fuselage cockpit canopy ditching hatch. B 5e 1 ος 
-55 183-31894-7 . . TUBE, Fuselage cockpit canopy ditching hatch. . . 1 cc 
-56 183-31879 . BEARING ASSEMBLY, Fuselage cockpit lock canopy ditching "hatch 2 cc 
-57 183-31895 . ROD ASSEMBLY, Fuselage cockpit canopy ditching hatch . . . . 2 ος 
-58 183-31895-3 . . TUBE, Fuselage cockpit canopy ditching hatch. . . . . .. 1 cc 
-59 1R12-6-044-428 i07. (RODCENDI(NA).— 12. a a ο ο vh mo MEC Ne ae φορ ADR 1 cc 
-60 AN316-4 e -« NT...» . 9 9 9 ο ὁ ο ὁ . FECI cx TE 1 cc 
-61 AN481-4P e uw COCLEVIS. 4 44 -ᾱ ὦ aa a 1 Usted Je; «ο 1 cc 
-62 AN486-4 . CLEVIS. . . » s $ PD NE^ 1 σσ 
-63 183-31896 : PLATE, Fuselage cockpit canopy ditching hatch. n 2 cc 
-64 183-31897-1 . SUPPORT, Sta 178-1/2 fuselage cockpit canopy ditching "hatch. 1 cc 
183-31897-2 . SUPPORT, Sta 178-1/2 fuselage cockpit canopy ditching hatch. 1 cc 
-65 183-31898-1 . SUPPORT, Sta 66.371 fuselage cockpit canopy ditching hatch . 1 cc 
183-31898-2 . SUPPORT, Sta 66.371 fuselage cockpit canopy ditching hatch . 1 cc 
-66 36-53070 . SPRING, Map case . . . . « o o ὁ o o e e ο rom omo om on . on 1 cc 
-67 183-31882 . STOP, Fuselage cockpit canopy ditching hatch ........ 2 ος 
-68 AN960D10 « WASHER... 4 ο x 4 9 Ὁ 9 aaa ο 4 9 0 m a s -6- ὁ 36 cc 
-69 AN365-1032 & NUT ar eue a 5 ο ο ο ο rS lene cas C 13 cc 
-TO AN310-3 co NUTS i ο oue AA 5 cc 
-71 AN23-12 oh BOLT ini sei ce ο 0€. a ο ο ο ο ο ο ο cares 5 cc 
-72 AN3-10A LABOR lcd es ο ο 9-99 9e ο ο ο τν ο ο ο ο ο ο 19 cc 
-73 AN520-10R8 v SCREW, X 5o ων ὃν 7k -ᾱχ. (ον a o ὃς ος USUS ται Ὁ move Tl δ ο κ ies m 1 cc 
AN960B816 WASHER . . « . . © © . @ +. cias yal, LEE sies ra: BS AR σσ 
-74 2C15-3 . (CLIP (NA). . 4. 4 E ME ο he suus κ ES 1 cc 
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H-175-31-37 


FIGURE 105 - PILOTS COCKPIT ENCLOSURE WINDSHIELD ASSEMBLY 
204 : 








160-31827-101 


160-31827 -57 
160-31827-58 
175-31828 
175-31223 
175-73248 


ATTACHING 


AN341-8 
AN960D8 
AN507C832R12 
7813CN832 


160-31827 -59 
160-31827 -73 
AN364-1032 
160-31827 -77 
AN960D10L 
7813-1032C15A 
142-31871-17 
AN936A416B 
160-31827-89 
7813-1032C15A 
175-54071 
AN363-1032 
ΑΝΟΘΟΡΙΟΙ, 
160-31827-77 
19813-1032C16A 
AN365-1032 
AN509-10R16 
160-31827-27 
AN363-1032 
AN960D10L 
NAS43DD3-35 
7813-1032C17A 
AN363-1032 
AN960D10L 
160-31827-77 
1813-1032C16A 
1813-1032C15A 
160-31827-51 
160-31827-71 
160-31827-53 
160-31827-63 
AN364-1032 
AN960D10L 
NAS43DD3-33 
AN509-10R16 
160-31827-55 
160-31827-56 
160-31827-69 
160-31827 -41 
146-31825-1 
146-31825-2 





ΑΝ 01-60AABA -4 
FUSELAGE (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


WINDSHIELD ASSEMBLY, Pilots cockpit enclosure 
see figure 100 for next assembly) 
RETAINER STRIP, Pilots cockpit enclosure LH. ... 
RETAINER STRIP, Pilots cockpit enclosure RH. . . . 
. BOW ASSEMBLY, Cockpit enclosure windshield č 
. BOW ASSEMBLY, Cockpit enclosure windshield " 
+ . PLATE, Camera sight mounting. . . .. κ ο ων Of 


PARTS 

A ο O VL UR, oou. s 
WASHER. «4 i-e; xy ον ος τς m UR RU e 

. . SCREW... 


SCREW, 100? flush head corrosion résistant (NA) 


. STRIP, Pilots cockpit enclosure. . . . 
. STRIP, Pilots cockpit enclosure. . . . 


. NUT. . qns : s. s 
. SPACER, “Pilots cockpit enclosure wee " "a^ 
. WASHER . . CO BAM MES 
1 SCREW, 100° flush head corrosion resistant (NA). . 
. NUT, Fuselage cockpit enclosure. . . . . . . . . . 

WASHER Sus iR ο» vx 


SPACER, Pilots cockpit enclosure wu w (ror ae os 

SCREW, 100° flush head corrosion resistant (NA). 

SHIELD, Electrical wiring canopy ........ 

NUE ge X wm ᾱ ae CUR SE ο eet ος -ᾱ..α 
. WASHER . . . . ο ο ΟΚ ο ve 
. SPACER, Pilots. cockpit enclosure . . . .. . ὁ ο ο 
: SOREN; 100° flush head corrosion resistant (NA). . 
. NUT. BP Ena a σος ον» E PR aa «ν΄ WT Kd «ῷ 


» SCREW. " tA e τῷ] ο) LAORE DR ορ -ᾱ 
. FILLER, Pilots cockpit enclosure x 2€ Ὁ ο ᾱ τς 
NUTS ae ο ανν ve 19: ο we . 
WASHER . . . . BK tercios dev perpe -ᾱ -ᾱ 


SPACER, Screw and bolt | "IE E D OE 
SCREW, 100? flush head corrosion resistant ( 
NUT o. xri ον) ἳ we ος κ WOES Rie Eos sw s 
WASHER . . . . ο, ος ADD rel ος Ro Ge Ma, cai 
SPACER, Pilots cockpit enclosure . . . . . . 
SCREW, 100? flush head corrosion resistant | 


55 ο ο n 


SCREW, 100° flush head corrosion resistant 
RETAINER STRIP, Pilots cockpit enclosure , 
STRIP, Pilots cockpit enclosure rubber . . 
STRIP, Pilots cockpit enclosure cork . . 

TEE, Pilots cockpit enclosure. . 
NUT 42e. ο ο Sa oe bes ο οκ 

WASHER . . . E psa es Lee cia ον de] e V. τὰ A: 
SPACER, Screw “and “bolt E dw -- . 
SCREW. . . wet os 
RETAINER STRIP, "Pilots cockpit enclosure LH. Py 

RETAINER STRIP, Pilots cockpit enclosure RH. . 
STRIP, Pilots cockpit enclosure. ......... 
SEAL, Pilots cockpit enclosure . . oo. 
GLASS ASSEMBLY, Cockpit enclosure windshield: LH. . 
GLASS ASSEMBLY, Cockpit enclosure windshield RH, . 


o 8 8 e n 


oe . e sa o 


e. 0 9 ὁ 9 om t o9 | n9 α 
$9 9 9 9 9 9$ 9 9 c9 c c9 9 9 ο 9 c3 5$ ο 


PERRA 


4 9. . 9 o 0 ὁ . 6 ο 9| ο ο 5 ο 5 
5. 9 . .. ο ο ὁ 9 ο o 
ee 5 9 t] ο ὁ ο n 

H fO TO fO TO LH. S IS ES PO Λ) πιω 
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FIGURE 106 - LH AND RH COCKPIT ENCLOSURE SLIDING PANEL MECHANISM INSTALLATION 
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ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


Section 11 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
106 175-31805-1 MECHANISM INSTALLATION, Cockpit enelosure sliding panel LH. . . Ref AD 

(see figure 75 for next assembly) 
175-31805-2 MECHANISM INSTALLATION, Cockpit enelosure sliding panel RH. . . Ref AD 
(see figure 75 for next assembly) 
NOTE: Quantities listed per LH installation only except as noted 
-1 175-31802-1 . PANEL ASSEMBLY, Cockpit enclosure sliding LH . . . . . . +. +. 1 AD 
(see figure 109 for detail breakdown) 
175-31802-2 . PANEL ASSEMBLY, Cockpit enclosure sliding RH . . . " 2X 1 AD 
(see figure 109 for detail breakdown) 
-2 AN365-1032 c OUT τε Slit ει ο AA A ý a Wu 5 AD 
-3 AN960D10L &, "WASHER, δι 4v atre les a ος. a pe tog merce rre AS CM C 9 AD 
-4 AN960D10 e WASHER: V. ο ο ο aa πα dg ο. eA 1 AD 
-5 AN3-6A e “BOLT! 4. h > s . IJ AP ρω ας 5 AD 
-6 175-31819 . FITTING ASSEMBLY, Cockpit “enclosure track ‘aft low wer attaching 1 AD 
-7 B45P . . BEARING, Type DC needle (TOR) . . . ........... 1 AD 
-8 AN320-4 xL NUES: vanas seek «ῳ de a UT i Pont bee D ts a οι ῥέα 2 AD 
-9 AN960DÀ16L « MASTER 4.2 34 0 9 ww -ᾱ-- ο LESE a COLO C $. iL OO), 4 AD 
-10 AN24-18 s BOLT & ου r » . . Š 2 AD 
-11 175-31825-1 . FITTING ASSEMBLY, "Cockpit “enclosure aft upper track hinge. ` 1 AD 
frame attaching LH 
175-31825-2 . FITTING ASSEMBLY, Cockpit enclosure aft upper track hinge. . 1 AD 
frame attaching RH 
-12 B45P . . BEARING, Type DC needle (TOR) . . ο e, de ee κ 1 AD 
-13 175-31835-1 . TRACK ASSEMBLY, Cockpit enclosure sliding anel lower LH 1 AD 
Ñ (see figure 110 for detail breakdown 
175-31835-2 . TRACK ASSEMBLY, Cockpit enclosure sliding panel lower RH . 1 AD 
(see figure 110 for detail breakdown 
-14 160-31824-1 . TRACK ASSEMBLY, Cockpit enclosure sliding panel upper track. 1 ΑΡ 
LH (see figure 110 for detail breakdown) 
160-31824-102 . TRACK ASSEMBLY, Cockpit enclosure sliding panel upper track. 1 AD 
RH (see figure 110 for detail breakdown) 
-15 AN320-4 A A RS ο... UE 1 AD 
-16 AN960D416L So WASHER ας ca “eile. tra tye es rel Wh: a as ee 2 AD 
-1 AN24-22 .. BOLT .. e. F i 1 ΑΡ 
-1 175-31818-1 . FITTING ASSEMBLY, Cockpit “enclosure track fwd lower end LH | 1 AD 
175-31818-2 . FITTING ASSEMBLY, Cockpit enclosure track fwd lower end RH . 1 AD 
-19 B45P . . BEARING, Type DC needle (TOR) . ............. 1 ΑΡ 
-20 AN365-1032 . NUT. 4^ Wh τά, ο es Gea ο AIL ὦ ὃν uM R^ wir λος Cane Med Sy Ὁ 3 AD 
-21 AN960D10L * WASHER O ϱ OE αι ας τας DAD κι αν κ 6 AD 
-22 AN3-7A »- BOND 40x Ὁ, RE E Oe RA IC ΧΦ Δ 8 2 AD 
-23 AN50910R13 2, (SCREW PEPERIT 3x 1 AD 
-24 AN320-4 ο A E συ ο. 7 "EP 1 AD 
-25 ΑΝΟΘΟΡΗ161, a WASHER 2-0. ο ο a ο ο ο ο τα. ett owe) S 2 AD 
-26 AN24-1 a BOLIT .. . . : s; ws P 5 δὶ οφ; ον 1 ΑΡ 
-27 175-31816-1 . FITTING ASSEMBLY, Cockpit enclosure forward upper "track. POM 1 ΑΡ 
* hinge bow attaching LH 
175-31816-2 . FITTING ASSEMBLY, Cockpit enclosure forward upper track. . . 1 ΑΌ 
hinge bow attaching RH 
-28 4B19S4 -006 . . BUSHING, Press fit plain (NA) . EP ΠΝ P vive 2 AD 
-29 AN365 -1032 v ANUT Le queam Née τὸ ο ο p 2 AD 
-30 AN960D10L . WASHER . . . . . . ος 5 gue, να ο τ st τα ἂν ον 4 AD 
-31 AN3-10A se BOLT res aa 4e 4. de οι ae -ᾱ- O Sot “ae ον 3 . Sa 1 AD 
-32 AN3-7A BOLT 4-4 -ᾱ. τς ο’ το Je, os . oe ὁ ο ο -—— . ο 1 ΑΡ 
-33 AN365-1032 ΝΤΕ. ο a νι a al a ὁ; Ve iie ama 2 e 2 AD 
-34 AN960D10L s WASHER s ο ο a ο id oe: eels. ο ο ore 4 AD 
-35 ΑΝ3-ΤΑ 2 BOLD 4004 ar Ὅτῳ ὁ; «οὐ a " ο νεα, LE E 2 AD 
-36 175-31849 . FITTING, Cockpit enclosure bu ungee attaching. Nt MI Si vents 1 AD 
-31 AN320-3 . NUT. . ess, i9 o wo E > sil ο oes Tal ο 1 ΑΡ 
-38 ΑΝΟΘΟΡ1ΟΙ, s WASHER 4. 9 9 9o wd Bt ba ans νο VAS. dl DM eL KS) E 2 AD 
-39 AN23-13 . BOLT. oe * Bie Bee δι O τὰς (δν ώς. το 1 AD 
-40 160-31874 , BUNGEE ASSEMBLY, Canopy sliding panel mechanism. . . . . . . 1 AD 
-41 146-31860-51 . . ROD END ASSEMBLY, Canopy ανα panel mechanism. A » 1 AD 
-42 AN316-4R P . NUT . . 3 á 1 ΑΡ 
-43 160-31874-3 w^ ^. TUBE, Bungee “assembly canopy “sliding "panel “mechanism. A 1 ΑΡ 
-44 160-31863 . . BEARING, Canopy sliding panel mechanism bungee... vs 1 AD 
-45 160-31859 + . ROD, Canopy sliding panel mechanism bungee. . . . . . . . l AD 
-46 160-31875 . . SPRING, Canopy sliding panel mechanism bungee TOES 1 AD 
-47 160-31861 . . TUBE END, Canopy sliding panel mechanism bungee . . . . . ‘1 AD 
-48 AN320-3 . NUT. — e ο μα a τα Ὁ ο πο ο de ara 92 Ue 1 ΑΡ 
-49 AN960D10L è WASHER di cel 36. E δν ria «αἱ ών A DES AS 2 AD 
-50 AN23-13 + BOLT... "ES 1 ΑΡ 
Νο Number . CANOPY SLIDING PANEL MECHANISM HANDLE ASSEMBLY AND ATTACHING Ref AD 
PARTS (see figure 107 for detail breakdown) 
No Number . FITTINGS TORQUE TUBE ASSEMBLY AND ATTACHING PARTS. e... Ref AD 
(see figure 108 for detail breakdown) 
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ΑΝ Ol1-60AABA-l l Group Assembly Parts List 
FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
107 No Number CANOPY SLIDING PANEL MECHANISM HANDLE ASSEMBLY AND ATTACHING. . Ref AD 

PARTS (see figure 106 for next assembly) 
NOTE: Quantities listed per LH installation only 
-1 AN320-3 NU Qo ue BU UE a ο ο ο ο EL e E Me παν 3 MES 1 AD 
-2 AN960D10L . WASHER . . . ο ο A e qe MO 1 AD 
-3 2W1AL12-10-16 1 WASHER, Plain "(Naj . ο “ae Ney ο ο 4 AD 
-4 NAS43-3-40 . SPACER, Screw and bolt κα ο ντ a Ed e^ Sak ο Mal gr UNE AD 
-5 AN23-27 . BOLT .... è a A fal οκ. ri “ew 1 AD 
-6 175-31827-1 . LINK ASSEMBLY; Cockpit enclosure track actuating rod sup LH. 1 ΑΌ 
175-31827 -2 . LINK ASSEMBLY, Cockpit enclosure track actuating rod sup RH. 1 AD 
Ei HSB3 . . BEARING, Self-aligning (HLF) 
- ΤΤΗ3 . zs co BEARING: (ND) i.v 7204 "S ος We e VS; AA. ον ο 2 AD 
-9 AN364-428 s ONUTT 4-4 sm os ee ae dosw Oe vs ld SP a ὑφ. 11 - AD 
-10 AN960D416L k . WASHER . . an rete. See ve οφ 2 AD 
-11 NAS143-4C . WASHER, x4130° or equivalent 185; ¿000 to 145, 000 psi les del de ον 1 AD 
countersunk and plain types 
-12 175-31823 . SPACER, Cockpit enclosure sliding panel mechanism link . . . 1, AD 
-13 NAS144-25 . BOLT, Internal wrenching steel 1/4-28. . . . Ὅς, ὦ 5 adi 1 "AD 
-14 AN320-2 Er A coc A IN DO A 1 WD 
-15 AN960D10L . WASHER . . A uber odes 2 ÀD 
-16 175-31810 . . LATCH ASSEMBLY, “Cockpit. “enclosure “handle A e Men ο WI v 1 ΑΡ 
-17 AN200K 3L . . BEARING .... ο ο MM E M Tat Ng Te 1 ΑΡ 
-18 NAS468 -3-36 . BOLT, Shear close tolerance, . . ο. ὃν ὃς 1 ΑΡ 
-19 175-31806-1 . HANDLE ASSEMBLY, Cockpit enclosure sliding panel LH. e. 1 AD 
175-31806-2 . HANDLE ASSEMBLY, Cockpit. enclosure sliding panel RH. . "RM 1 AD 
-20 175-31807 -1 . . FITTING ASSEMBLY, Cockpit enclosure handle LH... m 1 AD 
. 175-31807-2 . FITTING ASSEMBLY, Cockpit enclosure handle RH... o 1 AD 
| -21 AN200KS 3L + . BEARING. . . voa s wr. Sip Ve esa uer aa 2 AD 
-22 4s6-3-.010 . . SPACER, Dual bearing (NA). EET rs «δν a Ἐν 1 AD 
-23 AN310-3 ο NUT ἐς A Ae a en, veia σος νι E Ὃν -οἳ ος OR, ὦ, Say Se ad "D E" 3 AD 
-24 AN960D10 o> (WASHER O Vo o. ccm ον «όν deo Axe LAS SM Ἕ Ὁ 5 Boe Ne, ey ue 11 AD 
-25 AN3-11 . BOLT. . . ` x 1 AD 
-26 175-31809-1 . FITTING ASSEMBLY, Cockpit enclosure handle aft “locking “LH 1 AD 
175-31809-2 . . FITTING ASSEMBLY, Cockpit enclosure handle aft locking RH 1 AD 
-27 AN200K3L +. . BEARING. . . . . μας ο bo; ο il πως 1 ΑΡ 
-28 175-31821-1 . . FITTING, Cockpit enclosure handle 27t lock catch LH . . . 1 AD . 
175-31821-2 + . FITTING, Cockpit enclosure handle aft lock catch RH... 1 AD 
-29 AN365 -1032 ο JU ὁ ᾱ. ο ο ο AE ο Ὅν ο ee SS pS ae Sol) Seige cae ἴσι GY 4 AD 
-30 AN509-10R11 +. . SCREM . . . . ο δὲς οἱ da κ EU EE E 2 AD 
-31 175-31839 . . SPRING, Tension Sa rie SOR A ο ES PA 1 AD 
-32 NAS428-3-7 + . BOLT, Adjusting crowned hexagon head. ο By ven κι. Ὁ 1 AD 
-33 AN315-3 es cai NUD eee ae RR A RA Bote Sey eh 3 AD 
-34 AN960D10L +. WASHER. . . . . ; acr 4 AD 
-35 175-31808-1 . . FITTING ASSEMBLY, Cockpit enclosure forward lockin ng LH. . 1 AD 
175-31808-2 . . FITTING ASSEMBLY, Cockpit enclosure forward locking RH. . 1 ΑΡ 
-36 4B19S3-011 . œ. . BUSHING, Press fit plain (NA). . . . . . . . . . .. + 1 AD 
-37 AN3-12 ea BOLT e 664 ev) ο ta ta 7€ 7€. € ο: οἱ 9 eS sy a en el eno ee ὃς 1 AD 
-38 AN3-10 + . BOLT. ... AS A 1 AD 
-39 175-31811 . . LOCK, Cockp1t enclosure handle. open position. A " 1 ΑΡ 
-40 175-31856-1 . . . GUIDE, Cockpit enclosure handle lock LH. . "νον 1 ΑΡ 
175-31856-2 .. . GUIDE, Cockpit enclosure handle lock RH. . ted cel ἐξα 1 ΑΡ 
AN509-10R8 Pe ei SCREW an ce ον see E AT E ale Ge, ος eos 2 AD 
AN364 -1032 2.2 NUT e 4o eue ise eos Es νά. ο Te ale) Ge etal ο ο «ϕ, Ὁ ο 2 AD 
-41 175-31817-1 . . FITTING, Cockpit enclosure handle lug LH. . . . . . . +. « 1 AD 
175-31817-2 “o . FITTING, Cockpit enclosure handle lug RH. . . . . . . +. + 1 AD 
-42 NAS428-3-10 + . BOLT, αρ πεις crowned hexagon head. . ......... 1 AD 
-43 AN507 -440R12 . o. SCREW... πω re ρα an TR OE 1 AD 
-44 —AB2 : - .. BUMPER (CRPI). ese. x, ον E ο NEUE RENS I AD 
#5 > 2WYAL8-16-032 lOi WASHER, Plain (ΝΑ). . ο .:::::.. 3352/3. Ὄνος, ἕω, Ὁ 4 AD 
-46 AN341-6 e μμ. "—— ο A E SE ος 1 ΑΡ 
2-47 175-31840 M SPRING, Tension eee . one o s d e age ow 1 AD 
. -48 175-31830-1 A COVER, Cockpit enclosure window handle LH. ; . . . a σα 1 ΑΡ 
175-31830-2 . COVER, Cockpit enclosure window handle RH. . . . « . . . e 1 AD 
-49 AN365-1032 πο e me Se os e 1 AD 
-50 AN960D10L « WASHER ο a 794 ο ος ὦ, mw) Ας ὃς TR Ἵν. ee. $t dete 3 AD 
; 4 2 AD 
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FIGURE 108 - FITTINGS TORQUE TUBE ASSEMBLY AND ATTACHING PARTS 











No Number 


175-31826-1 
175-31826-2 


AN310-5 
AN960D516 
NAS335-20 
AN310-4 
AN960D416 
NAS 334-22 


175-31850-3 
175-31853-1 
175-31853-2 
4BOS4-008 

175-31852-1 


--*--- 


| 175-31852-2 


4B20S5D10 
HSB3 
175-31854-1 
175-31854-2 
4B20B4-008 
AN365-1032 
AN960D10L 
AN3-6A 
AN3-7A 
175-31855-1 
175-31855-2 
4B20B4-008 
AN365-1032 
AN960D10L 
AN3-11A 
AN3-10A 
175-31836-1 


175-31836-2 


BRA5 
4B19B3-006 
4B2086-008 
AN310-5 
AN960D516L 
NAS335-14 
AN320-4 
AN960D416L 
4B21S4~-012 
2W1-16-24-50 
NAS 334-10 
160-31847-1 


160-31847 -2 


BRA5 
4B2086-008 
AN310-5 
AN960D516L 
NAS335-14 
AN320-4 
ANQ60D416L 
4B21S4-012 
NAS 334-10 
175-31838 
160-31871 
AN316-4R 
1R8P8-428 
175-31838-3 
AN320-3 
AN960D10L 
7813-1032-13 


1 


oe ee 4 0 ο 9 ww 1 


e ce. 9 9 ο ὁ 9 9 9 9 9 


AN 01-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


(see figure 106 for next assembly) 


Section li 


Group Assembly Parts List 


FITTINGS TORQUE TUBE ASSEMBLY AND ATTACHING PARTS 


TUBE ASSEMBLY, Cockpit enclosure track actuating 


NUT. LASER RUE ae δν ο νε, OG 
WASHER A 
BOLT, 1003 close tolerance high "strength 
NUT. A wo c9 SR c ᾱ a 
WASHER . 3 


BOLT, 100° close -tolerance high an 


FITTING ASSEMBLY, 
FITTING ASSEMBLY, 
. BUSHING, Press 
FITTING ASSEMBLY, 


fit flanged (NA). . 
Cockpit enel torque 
. FITTING ASSEMBLY, Cockpit encl voraus 
.- . BUSHING, Press fit flanged (na). 

. BEARING (HLF). τη 
MOUNT ASSEMBLY, Cockpit enclosure "torque 
MOUNT ASSEMBLY, Cockpit enclosure torque 

BUSHING, Press fit flanged (NA) . . . 
NUT at ος te μι ος A 
WASHER . . . + 
BOLT e... 
BOLT . . E 
MOUNT ASSEMBLY, Cockpit “enclosure torque 
MOUNT ASSEMBLY, Cockpit enclosure torque 

BUSHING, Press fit flanged (ΝΛ). . . 
NUT 72V. ei ate Ge 9) es Lies Φος ee κ 


ee eee 


. . ee 
oe 8 9 © © è o o ο s o o 

e . © © © 9 $2 £2 | o... sos... 
. . 


. 
. 
. 


9 ο 
. 
. 
. 
. 

Ὁ ο 
. 


. . © © © s o 
. 


BOLT . 
station 21.788 lower LH 


. TUBE ASSEMBLY, Cockpit enclosure track actuating 
ATTACHING PARTS 


5/16 -24 


ο ο ο ο 


1/4-28. 


tube bottom LH. 
tube bottom RH. 


torque LH 
torque RH 


oe ee ee 


op ee oe 
. 


9» ο 


ETRE 
tube lower RH 


n 
n 
. . 
. .—.... 


tube" upper LH 
tube upper RH 


. 
. . o 
. 


BELLCRANK ASSEMBLY, Cockpit enclosure sliding “panel ca 


oe 0 9 5 we » . 


no 


y 


TUBE ASSEMBLY, Coekpit enelosure track actuating torque 
Cockpit enclosure torque tube top LH 
Cockpit enclosure torque tube top RH 


p 


BELLCRANK ASSEMBLY, Cockpit enclosure sliding panel canopy 


Station 21.788 lower RH 
. BEARING (TOR). Sexe 
BUSHING, Press “rit “plain "(Na) us 


BUSHING, Press fit flanged (RH only) '( 
NUT... co ow os ο (ELO ο, as 
WASHER . 5-7 . 
BOLT, 100? close tolerance high strength 
NUT. V a aa a ο ο, ο το ο 
WASHER . . αν ῳ Φ ῷ ο ἃς I ys 
BUSHING, Spacer "(NA) . wi γρ wx 
WASHER, Plain (NA) . zs A 


BOLT, 100? close tolerance high strength 


Naj.: 
sfiezoi 
1/À-28. 


9. 9 9 9 ο c3! c3 9 9 o 


. > 
. ο 
. 
. 
eo. 
. ». 
. 
. 
. 


BELLCRANK ASSEMBLY, Cockpit enclosure’ sliding window . 


station 114 upper LH 


BELLCRANK ASSEMBLY, Cockpit enclosure sliding window . 


station 11! upper RH 


BEARING (TOR). . dia "ore 

BUSHING, Press fit flanged (NA) . . . 
NUT. ο 0o o9 €» Ὁ ὁ Ὁ o£ ο 999^ ὁ α ἃ 
WASHER . « 2 o . © © © © © © © $o ooo 
BOLT, 100° close tolerance high strength 
NUT. d 5-5 a ο -ᾱ- a i οι Se hee m. Ὁ 
WASHER .. lek grt E 
BUSHING, Spacer ΘΑ) . > 


BOLT, 100” close tolerance high "strength 
ROD ASSEMBLY, Fixed canopy sliding panel 


. NUT -—— rr 
. ROD END, “Threaded (na): eyo 

. TUBE, Fixed canopy sliding panel "actuating “mechanism 
NUT, a a a a ὁ ὁ Ὁ 9 


WASHER . . 


es 
be ew 
T 
m 

oo 5 ee oe 


1/4-28: 


j actuating 
. CLEVIS, Canopy enclosure sliding window tie rod 


SCREW, 100? "flush “head corrosion resistant (NA). 


9. 0 9 9 ο 9 c$ à o? $5 9 


ee 9 9 9 ο 9 9 c3 3 c o 


eo... ο ο 9 9 9 ο 


UNITS 
PER ASSY. 


Ref AD 


PREP μα Γ.Γ. ο γόνο YP ΕΟΟ IH HINI)OCO EH π} πα [1 πὶ κ} AA [4 πὶ [1 
> 
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USEABLE ON 
CODE 


mH 
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> 
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H-115-58-72A 


FIGURE 109 - LH AND RH COCKPIT ENCLOSURE SLIDING PANEL ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
09 175-31802-1 PANEL ASSEMBLY, Cockpit enclosure sliding LH. . . . . . . . . . Ref AD 
(see figure 106 for next assembly) 
175-31802-2 PANEL ASSEMBLY, Cockpit enclosure sliding RH. . . . . . . . . . Ref AD 
(see figure 106 for next assembly) 
-1 175-31802-3 . FRAME, Cockpit enclosure sliding LH. . . . . . . . . . e e o 1 AD 
175-31802-4 . FRAME, Cockpit enclosure sliding ΒΠΗ............. 1 ΑΡ 
-2 175-31802-5 . FRAME, Cockpit enclosure sliding LH. . « « . . . . . . . . o 1 ΑΡ 
175-31802-6 . FRAME, Cockp1t enclosure sliding RH. . . . ... e . . . eee 1 AD 
-3 175-31802-7 . FRAME, Cockpit enclosure sliding LH. . . « . . . . . . sso’ 1 AD 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NDS 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 





p g Winch 2 
FRAME, Cockpit enclosure sliding LH. ο τοι 


-4 175- ETE 9 s ar n Us Ε ρος 1 ΑΡ 
175-31802-10 . FRAME, Cockpit enclosure sliding RH. . .. ... oe ae 1 ΑΡ 

-5 175-31802-11 . STOP, Cockpit enclosure sliding LH . . . . . . . . . . . ο ο 1 AD 
175-31802-12 . STOP, Cockpit ¿enclosure sliding RH . . 9 XX - vef T ο 1 ΑΡ 

-6 175-31802-13 . STOP, Cockpit enclosure sliding LH . . .. "NP EE 1 AD 
175-31802-14 . STOP, Cockpit enclosure sliding RH. . .. ο ο... 1 ΑΡ 

-τ 175-31802-15 . STOP, Cockpit enclosure sliding LH . . .. A a ee T 1 AD 
. 175-31802-16 . STOP, Cockpit enclosure sliding RH . . .. "TIL 1 AD 

-8 175-31802-17 . STOP, Cockpit enclosure sliding LH . . Vi ριον ver La Tea tes tr e 1 AD 
175-31802-18 . STOP, Cockpit enclosure sliding RH s. ρα ως 1 AD 

-9 175-31813-1 . SEAL, Cockpit enclosure sliding panel 'LH πο di sce tele iem aco 1 AD 
175-31813-2 . SEAL, Cockpit enclosure sliding panel RH . . . . . . . . . . 1 AD 

-10 147-31641 . SPRING, Bombardier's astradome locking Er CES ?6 AD 
-11 175-31803-71 . GLASS ASSEMBLY, Cockpit enclosure canopy LH. . . . . e s . + I AD 
175-31803-72 . GLASS ASSEMBLY, Cockpit enclosure canopy RH. . . . . . . . . 1 AD 

-12 175-31833-1 . TRUCK ASSEMBLY, Enclosure panel rear lower LH. . . . . . +. + 1 AD 
175-31833-2 . TRUCK ASSEMBLY, Enclosure panel rear lower RH. . . « E 1 AD 

-13 175-31842-1 . . FITTING, Cockpit encl sliding panel rear lower truck LH . 1 AD 
175-31842-2 . FITTING, Cockpit encl sliding panel rear lower truck RH. 1 AD 

-14 AN200K3L . . BEARING... Soh ec uS seed fo cw. I US Eo αν wala te, ο) ley teres 1 AD 
-15 CR10 . . CAM FOLLOWER (TOR) : ο cel, MEIST κ Noo ies or ap τς 1 AD 
-16 AN364 -428 By. es NU Yanis ο a o ο ο ο ος 1 AD 
-17 ΑΝΟΘΟΡΙΗΙ6 è WASHER. . . . + . ο ο MEE 4 AD 
-18 160-31865 a PLATE, Fixed canopy “sliding “panel "truck serrated x eee 1 AD 
-19 160-31867 . SHIM, Fixed canopy ανα panel truck . . . . . . . « ... AR AD 
-20 AN365-1032 . NUT. . E a (Vo e ENS TER ds 10 AD 
-21 2W1AL13-22-6%4 . WASHER, “Plain "(NA) . S T ew ο aestu: ua qeu Er iw UELLE MR δ. αὶ 10 ΑΡ 
-22 AN3-12A v BOLT , x eo * š e a wea 2 AD 
-23 175-31832-1 . TRUCK ASSEMBLY, “cockpit enclosure “panel” rear upper LH. ΡΣ 1 AD 
175-31832-2 . TRUCK ASSEMBLY, Cockpit enclosure panel rear upper RH. . . . 1 AD 

-24 175-31843-1 . . FITTING, Cockpit enclosure panel rear upper truck LH. . . 1 AD 
175-31843-2 . . FITTING, Cockpit enclosure panel rear upper truck RH... 1 AD 

-25 AN200K3L . . BEARING . . DECRE o PECES 1 AD 
-26 CF12-6GT7J . . CAM FOLLOWER ᾽ (RBC of: M). s a Bg ev a Ieri el ne 1 AD 
-27 AN364 -428 + Ντ ον a ον ο Re. ο. Ου... 1 AD 
-28 AN960DH16 > WASHER. T "CP E 2 ΑΡ 
-29 160-31865 ` PLATE, Fixed sliding panel truck serrated. . . 1111117 1 AD 
-30 160-31867 . SHIM, Fixed canopy sliding panel truck . pi ἄν φως. une Sar Je: eoo AR AD 
-31 AN3-12A . BOLT . . .. $^ We τς su sce 5 ais Mak yd Αα. δος dar Ss Me 2 ΑΡ 
-32 175-31834-1 . TRUCK ASSEMBLY, "Cockpit encl sliding panel front lower LH. . 1 ΑΡ 
175-31834-2 +. TRUCK ASSEMBLY, Cockpit encl sliding panel front lower RH. . 1 AD 

-33 175-31845-1 . . FITTING ASSY, Cockpit encl panel front lower truck LH . . 1 AD 
175-31845-2 . . FITTING ASSY, Cockpit encl panel front lower truck RH . . 1 AD 

-3h RL205SH55L 5 a INSERT: CROSN), ον 2 2-6 eer ow ὁ ὅν ὃν ate Bk neg 1 AD 
-35 RL24SB7 : . RING (ROSN) . . . . . . . ο τετ vt^. ar ie 1 AD 
k -36 AN200K3L . BEARING oo a 4 ea τῳ 7.7909 Tee «ᾱ Ὁ, da BLS wer ος DE Oe VR IE ὦ 1 AD 
-37 CR10 Ρ : CAM FOLLOWER (TOR) . css ud t ia i Riese RARUS RT mU qd 1 AD 
-38 AN364 -428 ενος, E 4179. E ο ο ο ο ο ο ο Ce D 1 ΑΡ 
-39 AN960DH16L 2. ϱ O WASHERS 4.2 0$ dee Yel Po c9 ο ντα ο) ον (οὶ RI 5) τῷ 2 AD 
-40 AN365-632 vor NUT ος fon -ᾱ: etw" ie CR Cer We th is P ο ος 1 AD 
-41 AN960D6 . . WASHER. . ecc] ο ο ο 572 ο ο ο οσο eS 1 ΑΡ 
-42 ?WlAL10-20-.032 | . WASHER, Plain (NA). . . . . » e «2 es eon ο κ ος 1 AD 
-43 175-31841 . . SPRING, Cockpit enclosure handle latehy . wem are es 1 AD 
-44 2W1AL10-20-.032 . . WASHER, Plain (NA). . MU UNS AS pa P 1 AD 
-45 NAS42DD5-16A «su SPACER; RiVet. y oe τῳ ιο ὁ unc oe aa eae 9$ as sa Me 1 AD 
-46 AN515-6R12 . wo e OGOREW AAA Set eee Be we Aen ον O xeu Dur cel te ος ὁ 1 AD 
-47 AN315-3 A ο ο a ο So aa E aae NO ρα 1 AD 
-48 AN960D10 nta, WASHER e 447 644 o um c9 19 Soe we a a ος Sa ce soe; 2 AD 
-49 175-31834-3 e . SPACER. . . « ETa YA AAA $us ai aa 1 AD 
-50 AN3-10A . BOLT. . . . πο wu is οὔ ο. 1 ΑΡ 
-51 175-31848 à PLATE, Cockpit enclosure forward lower truck serrated. . . . 1 ΑΡ 
-52 175-31846 . SHIM, Cockpit enclosure forward lower truck side ote a AR AD 
-53 175-31847 . SHIM, Cockpit enclosure forward lower truck bottom . . . . . AR AD 
-54 AN960D10 y, WASHER tar ος cee la ene eui eres Le ο RU ὃς τς ὃς Eo us due e c eie 2 AD 
-55 AN3-11A a BOLT w. 4: a IO A ο πα A AN BPA Uu. vel DEC. ὁ 2 AD 
-56 AN960D10 A WASHER d ooa re a τῶ: aaie a ο ο ο a E UTA τς. ow 2 AD 
-57 AN3-10A a BOLD ote te . . . a 2 AD 
-58 175-31831-1 . TRUCK ASSEMBLY, Cockpit enclosure “panel front upper “LH 2 1 va 1 AD 
175-31831-2 . TRUCK ASSEMBLY, Cockpit enclosure panel front upper RH... 1 AD 

-59 175-31844-1 . FITTING, Cockpit encl sliding panel front upper truck LH. 1 AD 
175-31844-2 . . FITTING, Cockpit encl sliding panel front upper truck RH. 1 AD 

-60 AN200K 3L . . BEARING... 5. Ὁ. Ὁ. 97-9 ὁ 9. ὦ ὁ ey 9) S ὁ os 1 AD 
-61 CR10 *. . CAM FOLLOWER (τοπ) M D ar ME 1 AD 
-62 AN364-428 + +. NUT TA ο A A a SS) oh oe M 1 AD 
-63 ΑΝΟΘΟΡΗ16 . WASHER. ie ; A zd Soa d 2 AD 
-64 160-31865 A PLATE, Fixed canopy “sliding panel "truck serrated . 2-0 ad BV» 1 AD 
-65 160-31867 . SHIM, Fixed canopy sliding panel truck . . . . . .. e ον Lu 1 AD 
-66 AN3-12A . BOLT .... E N ae te 2 AD 
-67 175-731190-1 . BRACKET ASSEMBLY, Side oblique camera "sight “support LH TEE 1 ΑΡ 
175-131190-2 . BRACKET ASSEMBLY, Side oblique camera sight support RH... 1 AD 
AN365-1032 . . NUT Ser aan “sa E ο ον ahs Ge ο aR texters! ches νο EA 2 AD 
AN960D10L ὃν ο WASHER. eso wr EUR T ue ume as e et RSS de 4 AD 

AN3-6A aw A O ο ο Sel ae eee uer cep Qe ee See E 2 AD 
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H-175-58-74 


FIGURE 110 - UPPER AND LOWER COCKPIT ENCLOSURE PANEL TRACK ASSEMBLIES 


INDEX NUMBER . NUMBER 1 2 3 4 5 6 7 | NOMENCLATURE PER ASSY. CODE 
110 LH AND RH UPPER AND LOWER COCKPIT ENCLOSURE PANEL TRACK 
ASSEMBLIES ` 
175-31835-1 . TRACK ASSEMBLY, Cockpit enclosure sliding panel lower. . . . Ref AD 
track LH (see figure 106 for next assembly) 
175-31835-2 . TRACK ASSEMBLY, Cockpit enclosure sliding panel lower. . . . Ref AD 
track RH (see figure 106 for next assembly) 
-1 175-31835-13 . . TRACK SUB ASSEMBLY, Cockpit enclosure sliding panel πα ο ο 1 AD 
lower LH 
175-31835-14 . . TRACK SUB ASSEMBLY, Cockpit enclosure sliding panel ... . 1 AD 
lower RH 
-2 175-31835-3 . . . TRACK, Cockpit enclosure sliding panel lower . . . +. + 1 AD 
-3 160-31844-3 . . . FITTING, Cockpit enclosure track hinge station 114 . . 1 AD 


aft track section LH 











ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
110 160-31844-4 . . . FITTING, Cockpit enclosure track hinge station nh.. 1 AD 

aft track section RH 
-4 175-31835-15 . . TRACK SUB ASSEMBLY, Cockpit enclosure sliding panel . . . 1 ΑΌ 
lower LH 
175-31835-16 . . TRACK SUB ASSEMBLY, Cockpit enclosure sliding panel * 1 AD 
lower RH 
-5 175-31835-5 . . TRACK, Cockpit enclosure sliding panel lower . . . . . 1 AD 
-6 175-31815-1 . . FITTING ASSEMBLY, Cockpit enclosure track forward. s 1 AD 
lower LH 
175-31815-2 . . . FITTING ASSEMBLY, Cockpit enclosure track forward. . . 1 AD 
lower- RH 
-7 175-31815-3 $ ls . . FITTING, Cockpit enclosure track forward lower LH . 1 AD 
175-31815-4 . . . . FITTING, Cockpit enclosure track forward. lower RH . 1 AD 
-8 4B19S4-010 o . . . BUSHING, Press fit plain ios ^id o£ Hw esq Ὁ, ο. T 1 AD 
-9 4B19S4-008 - ο . + BUSHING, Press fit plain (NA) . . . . . + . a 1 AD 
-10 AN365-1032 «o0. $9 NUT PE E š 1 ΑΡ 
-11 AN960D10 € wo x WASHER κ 0 » wo o9 ἡ α e A ee ὃς 2 AD 
-12 AN3-27A z è $ BOLT, oo Sacer -- She: DT vq cpu CR. ο 5 1 ΑΡ 
-13 160-31845-1 vw τῷ FITTING, Cockpit enclosure track hinge station 114 3 1 AD 
forward track section LH 
160-31845-2 + . FITTING, Cockpit enclosure track hinge station 114 . 1 AD 
forward track section RH 
-14 AN320-4 . £z NUTS ο 4 x wm us MALES Jm 9. vq. ve τν OB? De; ve? Leu WW -ᾱ 1 AD 
-15 AN960-416L iaa ῳ WASHER ai e Tio ue E WES ο ao a τὰς O owl, REL iste Se I 2 AD 
-16 AN24-19 v da BOLT ... ' : 1 AD 
-1 160-31822 S us FITTING, Cockpit “enclosure aft "track "hinge ‘movable “Link : 1 AD 
-1 AN320-4 s^. NUT ANM At cm, nie Teas VES Ron UE Ue diee ce ναί ο ο e ος " 1 AD 
-19 AN916-416L " WASHER. η, Ayo A lah ο ο vas, ο * 2 AD 
-20 AN24-18 . . BOLT. . Vox ve ος, Ὁ 1 AD 
-21 160-31820 . . FITTING ASSEMBLY; Cockpit enclosure aft lower track re 1 AD 
hinge track attaching 
-22 B45P . . BEARING, Needle type (TOR). .... EC A SS 1 AD 
-23 AN365-1032 $e NU a a a a o Le οὐ dw» A a Ἵν 2 AD 
-24 AN960-10L s «e WASHER. 2 μ.ο) 9 ap ὄψι ce ew -ᾱι χά. e à ο owes da ss Tee 4 AD 
-25 AN3-11A e . BOLT... — IE 2 AD 
-26 175-31835-7 . . STOP, Cockpit enclosure sliding panel lower . . . . «ο ο 1 AD 
-eT AN365-1032 - . NUT ee he y ο ee ὃν eS A te ur ela Ls’ cec Ὁ, τν 2 AD 
-28 AN960C10 * τα WASHER; WC tes er, ο LOS ο ο IIR Leg Le ο deu hs ie AS «i Ten iu 2 AD 
-29 AN509-10R10 P SCREW... E $ iv otal -ᾱ 2 AD 
160-31824-1 ` TRACK ASSEMBLY, "Cockpit “enclosure “sliding "panel upper εν. Ref AD 
track LH (see figure 106 for next assembly) 
160-31824-102 . TRACK ASSEMBLY, Cockpit enclosure sliding panel upper. . . . Ref AD 
track RH (see figure 106 for next assembly) 
-30 160-31824-11 . . TRACK ASSEMBLY, Cockpit enclosure sliding panel upper. . 1 AD 
track LH 
160-31824-12 NES TRACK ASSEMBLY, Cockpit enclosure sliding panel upper . . 1 AD 
track RH 
-31 160-31821 . . . FITTING ASSEMBLY, Cockpit enclosure aft upper. . 1 AD 
track hinge track attaching 
-32 B45P . . . . BEARING, Needle type (TOR). E 1 AD 
-33 160-31822 e . > FITTING, Cockpit encil aft track hinge "movable "link τη $e 1 ΑΡ 
-34 AN320-4 ο jas NUDA orara e a rana arta UR de a se Veter ὃν miu 1 AD 
-35 AN960-416L oe . WASHER ...... ee! 'Φ' les e oe . 5 οθονη. is 1 AD 
-36 AN24-18 a (ete ΕΟΤ 4o. € 045 τν ών το AA δν See eS ὦ 1 ΑΡ 
-37 AN365-1032 ar a we NUS ou ow ee Ger ce ote es 2 ts? Coe s ar Nein Ta Yer "τῷ 2 AD 
-38 AN960-10L ec o WASHERS aa as cte was ry NETS) ον is ο de ma ο... 4 AD 
-39 AN3-11 d * . BOLT. wol 9 E ος ὦ c9) νο ὁ Ὃν ee eT: p Seton ὃν 2 AD 
-40 160-31844 -4 ` | il FITTING, Cockpit enclosure track hinge station 114 . . 1 AD 
aft track section RH (LH upper 
160-31844-3 . . . FITTING, Cockpit enclosure track hinge station 114 , 1 AD 
. aft track section LH (RH upper 
-41 160-31824-3 . . . TRACK, Cockpit enclosure sliding panel upper . . . . 1 AD 
track aft 
-42 160-31824-13 . . TRACK ASSEMBLY, Cockpit enclosure sliding panel upper 1 AD 
track LH 
160-31824-14 . TRACK ASSEMBLY, Cockpit enclosure sliding panel upper t 1 ΑΡ 
track RH 
-43 160-31817-1 . . . FITTING ASSEMBLY, Forward upper conopy track hinge . 1 AD 
attaching LH 
160-31817 -2 . . FITTING ASSEMBLY, Forward upper canopy track hinge . 1 AD 
attaching RH 
-44 B45P . . . . BEARING, Needle type (TOR). ... EAR E feng ns 1 ΑΡ 
-45 160-31845-2 . . . FITTING, Cockpit enclosure track hinge station 114 . 1 AD 
5 forward track section RH (LH upper) 
160-31845-1 . . . FITTING, Cockpit enclosure track hinge station 114 . 1 AD 
forward track section LH (RH upper) 
-46 160-31824-5 . . . TRACK, Cockpit enclosure sliding panel upper track LH. 1 AD. 
160-31824-6 oe TRACK, Cockpit enclosure sliding panel upper track RH. 1 AD 
-47 160-31870 N PIN ASSEMBLY, Cockpit enclosure a panel upper . 1 AD 
track pull (upper RH ‘onl 
-48 146-31036 . . . SPRING, Fuselage station doe door n.nge pin retain 1 AD 
-49 AN320-4 . . NUT (upper LH only) . . . . s a oo e e ccr rl rs 1 AD 
-50 AN960-416L . . WASHER (upper LH only). dts ο age SER Se A 2 AD 
-51 AN24-20 . .-BOLT (upper LH only) . . . . , +. . .. ee ee «ο. ene 1 AD 
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'H-175.31-39 
FIGURE 111 - INTERMEDIATE FUSELAGE FRAME ASSEMBLY 
PORE —PART l E — B o E ES UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE — 
175-31401 FRAME ASSEMBLY, Fuselage intermediate. . . . . . . . . ... . e 
(see figure 73 for next assembly) 
-1 146-31422-101 . WEB ASSEMBLY, Fuselage frame station 424-5/8, . . . . . . +. 1 
-2 175-31402-1 . PANEL ASSEMBLY, Fuselage station 224 to station 538 LH side 1 
(see figure 112 for detail breakdown) 
-3 175-31402-2 . PANEL ASSEMBLY, Fuselage station 224 to station 538 RH side 1 
(see figure 112 for detail breakdown) 
-4 146-31403 . PANEL ASSEMBLY, Fuselage station 362.236 to station 538 top 1 


deck (see figure 115 for detail breakdown) 
ο a € I M M — M ————————— 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
111-5 146-31 -400 FRAME ASSEMBLY, Fuselage station 424-5 to station 538 . . . Ref 
bottom (see figure 117 for detail breakdown) 

146-31380-200 . WEB ASSEMBLY, Fuselage station 362.236 to station 424.625 . . l 

-6 175-31359 . . COVER, Fuselage station 379-1/4 flap linkage . . ο 2 * 
-T NAS221-9 . . SCREW,Brazier head Phillips recess alloy steel 10- 232 (NA). 10 
-8 AN960D10 "EA WASHER n NC "e . 10 
-9 175-31360 . . COVER, Fuselage “station. 371- 119/32" limit! switch RH. d i a 1 
-10 NAS221-9 A SCREW, Brazier head Phillips recess alloy steel 10-32 (Na) 4 
-11 AN960D10 . WASHER MES » 4 
-12 146-31380-205 + ~. DOOR ASSEMBLY, Fuselage "station “362. 1236 to sta loh 625 | V 1 
-13 NAS221-9 + . SCREW, Brazier head Phillips recess alloy steel 10-32 (Na) 1 
-14 130-53145-8 AS HANDLE ASSEMBLY, Bomb bay walkway assist . . . . . . . +. . 1 
-15 AN3-5A . . BOLT (magnetic inspected ος ie? ie! τιν, ies “ear ten, τῳ ας ο eo τα. á 1 
-16 AN3-12A . . BOLT (magnetic inspected) (LH side only) . . . . . .. 2 
-17 AN4-6A . . BOLT (magnetic inspected). .... . . . . 2 ee ee eee 4 
-18 AN3-5A . . BOLT (magnetic inspected). . ............α... 4 
-19 AN3-6A " BOLT (magnetic inspected Bela ο τῳ το ἐς 2 
146-18002-1 HINGE INSTALLATION, Wing inboard “landing "flap inboard LH, . . Ref 


(see figure 14 for detail breakdown). 
146-18002-2 : 4 HINGE INSTALLATION, Wing inboarå landing flap inboard RH. . . Ref 
(see figure i4 for detail breakdown) 


-20 169-31522-3 . FITTING, Fuselage sta 424-5/8 longeron to lower frame tns E 1 
169-31522-4 . FITTING, Fuselage sta 424-5/8 longeron to lower frame (RH). . 1 
-21 AN365-428 . NUT (magnetic inspected) ....... ο He cae ἃν ei Te πο emi ole 
-22 AN960C0416 O WASHER. oye mus cg ida hee A a". ee eos nV de 
-23 AN960D416 . WASHER. . . ——— νον, ἵν νον e Mee lap re esol. SLE 
-24 AN4-6A . BOLT (magnetic daspected] : š E M sue Dau di M c. RN. bar HE. 
-25 AN365-1032 . NUT magnetic inspected ον τῷ d, dw Verh νῷ Ss αφ. κῶν, es ο Ne) gr artes ndi 6 
-26 AN960C10L a WASHER; aon se c6 £9.) a ὁ s è ο ο à ón cam fue 6 
-27 AN960D10 . WASHER. . . "EE" > As ES Er 6 
-28 AN3-5A . BOLT (magnetic inspected) | s ον ol; a UO 
-29 PK79XZ6-4 . SCREW (PK) .... δη Eee ve cies Se? i Ne deo ee se 2 
-30 146-31524-3 . ROD ASSEMBLY, Plenum chamber “fuselage station 500.25 tie. . . 1 
-31 146-31524-5 . ROD ASSEMBLY, Plenum chamber fuselage station 519.25 tie. . . 1 
-32 AN365-1032 . NUT (magnetic inspected) ο SE e Deh cote? iv Te Sol μα... 
-33 AN960D10 . WASHER. . . ESOS δε UP ae Dae γώ κοκ C 8 
-34 ΑΝ3-6Α . BOLT (magnetic  Anspected) | gre. τεῳ ο e «γω duo OG 
-35 146- μη . ROD ASSEMBLY, Plenum chamber "fuselage station 528.375 tie . . 1 
-36 AN365 "EE JE nece ο rr ο ο ο ο a Ὁ 9 
-37 ANOGQDIIÓ . WASHER. . . scere Gee er ls ane ο a inp «ἡ 
-38 AN4 -7A | BOLT (magnetic inspected) . . . . . . 2 ii i I Iil 2 
-39 PK79XZ4-6 . SCREW (PK). e es Sis? Gi. etsy ec Eo Tat E. 
-40 175-31002 . DOOR INSTALLATION, "Fuselage camera compartment. ο μυ toy ve. aa ROL. 
(see figure 119 for detail breakdown) 
175-73283 . GLASS AND PANEL INSTALLATION, Fuselage camera . . . . . . . . Ref 
(see figure 129 for detail breakdown) 
-41 175-310115 . FAIRING ASSY, Fus sta 361-7/16 to 428-13/16 aft camera door . 1 
-42 175-310120 ὃ COVER, Fus prime vertical camera door mech access. . . . . 1 
-43 AN509-10R9 1o. SCREW. . 11 
-44 175-310115-9 . . COVER, Fus sta 361- 1/16. to ἡρᾶ- 13/16 aft camera “door LH. 5 1 
175-310115-10 . . COVER, Fus sta ο μας to 428-13/16 aft camera door RH. . 1 
-45 AN509-10R8 a o SCREW; x ow κα. .. 16 
-46 175-310218-1 . SEAL ASSY, Fus camera compartment attaching hinge fwa LH. . . 1 
175-310218-2 . SEAL ASSY, Fus camera compartment attaching hinge fwd RH. . . 1 
-47 175-310219-1 . SEAL, Fus camera compartment attaching hinge aft LH . . . .. 1 
175-310219-2 . SEAL, Fus camera compartment attaching hinge aft RH . . ... 1 
-48 15416-52385 . DIVIDER ASSEMBLY, Aileron lock cable. . . . . . . +. . «ο ο ο 1 
ATTACHING PARTS 
-49 ANY -11A . BOLT (magnetic inspected) . . . . . . . .. ......... 3 
-50 AN960D416 « WASHER 2-1 Ὁ δι ον, ἃ εὐ € wo e Se oe a ee 3 
m μα 
-51 146-52377 '. . BRACKET ASSEMBLY, Aileron lock cable inde root LH. . . . 1 
-52 AN320-4 . . NUT.. A cui RUM ο e cs unus ceret. t 
-53  483D416-16 , SPACER; ‘Bolt. (NA) ο ον m Ux νο ii: 1 
-54 AN24 -50 μα ABODE gs aig τι κα ως αμα 
-55 AN960DH 16 . . WASHER... ο nr UB, 
-56 146-52382 . . PULLEY ASSEMBLY, Aileron lock cable divider. . . . . . . . 1 
-57 DW EE BEARING (FAR). . . . apa MO e νο ος 
-58 175-53164-1 . BOOT INSTALLATION, Flap hinge arm water and air seal LH | . . Ref 
175-53164-2 . BOOT INSTALLATION, Flap hinge arm water and air seal RH . . . Ref 
-59 175-53156-1 . . BOOT ASSEMBLY, Flap hinge arm water and air seal LH. . . . 1 
175-53156-2 - . BOOT ASSEMBLY, Flap hinge arm water and air seal RH. . . . 1 
-60 175-53158 . . PLUG, Flap hinge arm water seal boot... & ο κ ὁ ο. Ὁ ἡ 1 
-6ι 175-53161 + . TUBE, Flap hinge arm water seal boot drain . . . . . . +. + 1 
-62 AN737RM98 > E CLAMP Hose. ro as S aw as dc xA ο 
-63 AN737RM30 ὁ. 4e COLAMP,.HOSG.,. 5:273 0e cV woo da a ου ig τος lo A 2 
-64 3H2L8-31 n HOSE (NA) . . A o AE 1 
-65 175-31310-5 s: BULKHEAD ASSEMBLY, "Fus sta 311- -7/16 camera 'eompt closeout PEN 1 
(see figure 120 for detai1 presa) 
-66 AN365-524 . NUT (magnetic Inspected) nes ο a cow A 
-67 AN960-514 . WASHER. . . ον ο Mea ray ot πο μὲν «κο Ὅς, ο 8 
-68 AN5-10A . BOLT (magnetic: inspected) ο ο ep pl eum fot ee Ie oe PS 2 
-69 ANS-7A . BOLT (magnetic inspected) . κ —— 2 
175-31101 . STRUCTURE INSTALLATION, Fus camera "compartment sta “3111 -7/16 y 1 


to sta 423 (see figure 116'for detail breakdown) 
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ROTATED 180? 


FIGURE 112 - LH AND RH SIDE FUSELAGE STATION 224 TO STATION 538 PANEL ASSEMBLIES 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
112 175-31402-1 PANEL ASSEMBLY, Fuselage station 221 to station 538 side LH. . . Hef 
(see figure 111 for next assembly 
175-31402-2 PANEL ASSEMBLY, Fuselage station 224 to station 538 side RH. . . Ref 


(see figure 111 for next assembly) 


146-31362-101 . FRAME ASSEMBLY, Fuselage station 363.236 center LH. . . . . + 1 
146-31362-102 . FRAME ASSEMBLY, Fuselage station 362.236 center RH. . . . . + 1 
-1 146-31355-1 . . FITTING, Fuselage sta 262 frame to longeron upper LH... 1 
146-31355-2 . . FITTING, Fuselage sta 262 frame to longeron upper RH. ... 1 
146-31303-1 . LONGERON ASSY, Sta 424,625 to sta 538 upper LH. . . . . . +. + 1 
146-31303-2 . LONGERON ASSY, Sta 425, 625 to sta 538 upper RH. . . VOY το 1 
-2 160-31532-3 $ FITTING, Fuselage sta 538 upper longeron fwd and aft LH. . 1 
160-31532-4 - . . FITTING, Fuselage sta 538 upper longeron fwd and aft RH. . 1 
146-31304-1 . LONGERON ASSEMBLY, Fuselage station 424.625 to station 538. . Ref 
lower LH (see figure 114 for detail breakdown) 
146-31304-2 . LONGERON ASSEMBLY, Fuselage station 424.625 to station 538. . Ref 
N lower RH (see figure. 114 for detail breakdown) 
-3 175-48454 . OUTLET ASSEMBLY,Fuel bomb bay tank dive vent (LH panel only). 1 
-4 175-48455 . FILLER ASSEMBLY, Fuel upper bomb bay tank filler cap. . . . . 1 
(LH panel only) ? 
-5 175-48456 . . ADAPTER ASSEMBLY, Fuel upper bomb bay tank filler cap. . . 1 
-6 14546-48149 . . GASKET, Wing and fuselage fuel cell filler . . . . . . . . 9 
-7 175-48457 . . CUP ASSEMBLY, Fuel upper bomb bay tank filler. . . . . . . 1 
-8 14546-48150 . . CAP ASSEMBLY, Wing and fuselage fuel cell filler. . . . . 1 
-9 AN502-10-10 4 s SCREW; ee. le cx o oem ο ας ο κ ο πμ Di αἱ ts 8 
-10 AN960D10L . . WASHER . . . . POPE: 
-11 175-48445 . DOOR ASSEMBLY, Fuel upper bomb "bay "tank filler “adapter. — 1 
: . (LH panel only) (see figure 113 for detail breakdown) 
ATTACHING PARTS 
-12 AN520-10RB8 ο Volo Ye ο dece wx ue Node A wy WS S 
-13 AN960D10L 5. WASHERS € μον ο m E wu te Dee ee c B 
D m : 
-14 175-48601 -. ADAPTER ASSEMBLY, Fuel bomb bay drop tank filler (LH only). . 1 
ATTACHING PARTS ` y 
-15 AN509-10R11 . USCREW Ache vo Rice eS vesc ee Pon UR. A wos be eee 30 
-16 AN509-10R10 S A ES AAA αι ene wr AS QNUM. 8 
Rm AA 
-17 175-48602 . . ADAPTER ASSEMBLY, Fuel bomb bay drop tank filler . . . . . 1 
-18 175-48603 . . RETAINER, Fuel bomb bay drop tank filler adapter spring. . 3 
-19 175-48601-3 . . SPRING, Adapter assembly fuel bomb bay drop tank filler. . 3 
-20 175-48604 . . PLUNGER, Fuel bomb bay drop tank filler adapter. . . . . . 3 
-21 175-48605 6 PIN, Fuel bomb bay drop tank filler adapter, . . . . . . . 3 
-22 175-48607 7 DOOR ASSEMBLY, Fuel bomb bay drop tank filler (LH panel only) 1 
(see figure 113 for detail breakdown) 
-23 175-53322 . DUCT ASSEMBLY, Heat and vent system camera compartment. . . . 1 
heater exhaust (RH panel only) 
-24 175-53319 . SCQOP ASSEMBLY, Heat and vent system camera compartment . . . 1 
RH fuselage station 443 heater vent air 
-25 175-53318 . SCOOP ASSEMBLY, Heat and vent system camera compartment . . . 1 
heater combustion air inlet (RH panel oniy) 
-26-  175-51095 . VENT, Flush camera static source. .-. DOE OC 1 
-27 146-31379-101 m SUPPORT ASSEMBLY AND INSTALLATION, Fuselage station 383... 1 
inboard flap pivot (LH panel) 
146-31379-102 . SUPPORT ASSEMBLY AND INSTALLATION, Fuselage' station 383... 1 
inboará flap pivot (RH panel) 
~28 160-31378-1 - . `. FITTING ASSEMBLY, Fuselage station 383 inboard flap... . 1 
-pivot LH 
160-31378-2 . . FITTING ASSEMBLY, Fuselage station 383 inboard flap. . . « 1 
pivot RH 
-29 NAS75-6-009 a, “ὦ . BUSHING, Plain press fit steel. . . ..... 2 
-30 146-31379-23 . . FITTING, Fuselage station 383 inboard flap pivot e 4" pat e 2 
-31 AN365-624 a NUT 4x "m 4 
-32 160-31377 . . WASHER, Inboard "flap pivot fitting serrated. κών a! cae, οὖ 4 
-33 AN960D616 a. cw WASHER qo 93 d € A x» eO" IR νι AA KC A 4 
-34 AN6-15A " BOLT... e^ e! te! πο ο ο ο ο 4 
-35 146-31360 ὃ FITTING, Wing attached ise inee station 360-3/4 ....... 1 
ATTACHING PARTS 
-36 AN365-524 . NUT (magnetic inspected) . . . . . . ... . s... 8 
-3T AN960D516L . WASHER. . "νην O ας ο ο E E, LO 
-38 ΑΝ5-ΤΑ . BOLT (magnetic "Anspected) ο ο μα qd M RENE 5 
-39 AN5-7 s BOLT. 2 secs e Ge ee Ve) ven ai ο” 1 
-40 AN960D516 . WASHER. . a ο "πμ ο. 
-41 4s4D10-83 . SPACER, Rivet "(Naj Qi deus ο ο ο ο wee: ANA. “Ὁ 
-42 AN5-37A . BOLT (magnetic (rapes —€——— Gud te: ο da a κα... 
-43 AN5-40A . BOLT (magnetic inspected) . . . . . s o ... . . ee ew ee ee 1 
I UE 
-44 146-31259 . FITTING, Fuselage. station 254.645 lower ο σα EAE 1 
-45 160-31255 FITTING, Fuselage station 256.145 wing attaching. A RPG 1 
ATTACHING PARTS : 
-46 AN365-524 . NUT (magnetic inspected) . . . . «ων .. . 2 ee ee ee es 12 
-47 ΑΝΘΘΟΡΡΊΘΙ. τ... oy Sols οξέα ον ο αι ae on we ee a COE 
-48 - ΑΝ5-ΤΑ . BOLT (magnetic inspected) . . . . . . . .. .. . .. . .. 4 
-49 AN5-11A . BOLT (magnetic inspected) . . . . . « 2. ee e e ew ew ew ees 3 
-50 AN5-11 . BOLT (magnetic inspected) ....... Se Venns. um roa e v 1 
-51 AN5-10A . BOLT (magnetic inspected) . . . . ee eet td, ο mc s agama 2 
-52 AN5-13A . BOLT (magnetic inspected) . . . . E LI. $ed UE 
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FIGURE & PART UNITS USEABLE ON 
- INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
112-53 146-31428-1 . FITTING, Fuselage sta 424-5/8 lower longeron splice upper LH 1 
146-31428-2 . FITTING, Fuselage sta 424-5/8 lower longeron splice upper RH 1 
-54 146-31429-1 . FITTING, Fuselage sta 424-5/8 lower longeron splice lower LH 1 
146-31429-2 . FITTING, Fuselage sta 424-5/8 lower longeron splice lower RH 1 
-55 146-31367-1 . TIE, Fuselage station 362 upper LH . . . e e e e ο s s o νο 1 
146-31367-2 . TIE, Fuselage station 362 upper ΠΗ.............. 1 
ATTACHING PARTS i 
-56 AN365-524 . NUT (magnetic inspected) . ................. 6 
-57 AN960D516 s a WASHER 2 3276 27999 dac a roS lv μμ”. 3 
-58 AN5-12A . BOLT (magnetic inspected). ................. 3 
-59 AN960D516L a WASHER? 4 τῶ lor a ο lei ARTE. ceci ros πμ ο... 6 
-60 AN5-7A . BOLT (magnetic inspected). . . . . . . . 1 ww ew ew ww ws 3 
po ee S 
-61 175-31330 . PITTING, Fuselage sta 384 oblique camera door operating cyl. 1 
-62 175-31321 . FITTING, Fus 421 oblique camera intercostal RH aft . . . . . 1 
-63 175-31319 . FITTING, Fus sta 424-5/8 oblique camera intercostal LH aft . 1 
-64 175-31318 . FITTING, Pus sta 424 oblique camera intercostal forward. . . 1 
175-73311 + SUPPORT ASSEMBLY, Portable oxygen bottle upper (RH panel). . 1 
-65 175-73303 + . SUPPORT ASSEMBLY, Portable oxygen bottle neck . . . . . . 1 
-66 175-31089-1 . HINGE ASSEMBLY, Upper bomb bay door to longeron. . . . . . . 1 
intermediate attaching LH . ΄ 
-67 146-311250 + . BUSHING, Upper bomb bay door hinge attaching. . . . . . . 17 
-68 175-31092-1 + HINGE ASSEMBLY, Upper bomb bay door to longeron center . . . 1 
attaching LH : 
175-31092-2 +. HINGE ASSEMBLY, Upper bomb bay door to longeron center . . . 1 
: attaching RH ν 
146-311250 + . BUSHING, Upper bomb bay door hinge attaching. . . . . νο 6 
-69 175-310181-1 - HINGE ASSEMBLY, Fuselage camera compt to longn upper fwd LH. 1 
175-310181-2 . HINGE ASSEMBLY, Fuselage camera compt to longn upper fwd RH. 1 
146-311250 + . BUSHING, Upper bomb bay door hinge attaching. . . . 1 
-70 175-310187 + HINGE ASSEMBLY, Fuselage camera compt sta 256-7/8. . . . . . 1 
to sta 366-1/8 and sta 392- /B to sta 402-1/8 upper 
146-311250 + . BUSHING, Upper bomb bay door hinge attaching . . . . . . 3 
-71 175-310183 . HINGE ASSEMBLY, Fus camera compt sta 366-3/4 to sta 392-1/4. 1 
᾽ : upper : 
146-311250 + . BUSHING, Upper bomb bay door hinge attaching. . . . . . . 6. 
-72 175-310185-1 . HINGE ASSEMBLY, Fus camera compt sta 4102-11/16 . . . . . .. 1 
to sta 418-3/16 upper LH 
175-310185-2 + HINGE ASSEMBLY, Fus camera compt sta 402-11/16 . . . . . . . 1 
to sta 418-3/16 upper RH 
146-311250 - . BUSHING, Upper bomb bay door hinge attaching. . . . . .. 3 
ATTACHING PARTS 
-7 AN365-1032 ο NUDO OS ye eee a wv ec. or. V eS 58 
-τ AN960D10 e: MASHER' . £4 2 ος 9 κ ὁ ceo 6p oom Ὁ ο ae el ο ο s oe s. Ῥ8 
-75 AN509-10R14 v SCREW: o a cer woe seu a eve hc νιν ννννἮη 52 
-76 AN509-10R18 a μον S A e (a o vw wl Calc Weve ILIA 6 
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Η-115-51 -δ4 


FIGURE 113 - UPPER AND LOWER ΒΟΜΒ BAY DROP TANK FILLER ADAPTER DOOR ASSEMBLIES 








AGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
113 UPPER AND BOMB BAY DROP TANK FILLER ADAPTER DOOR ASSEMBLIES 

175-48445 . DOOR ASSEMBLY, Fuel upper bomb bay tank filler adapter . . . Ref 


(LH panel only) (see fig. 112 for next assembly) 
-1 156-48112 


+ . HINGE ASSEMBLY, Wing fuel filler door ... . . . . . . .. 

-2 156-48112-5 e >. . HINGE HALF, Wing fuel filler door. . . . 5 cee 
-3 156-48113 e ». . ADAPTER, Wing fuel filler door hinge . . * e o o 
-4 156-48112-3 - . + HINGE HALF, Wing fuel filler door. . . . : re us 
-5 156-48112-7 + > + PIN, Wing fuel filler door. . . . ice ; OR 
-6 H5000-0h0-64 + . LATCH ASSEMBLY, Flush torsion spring (BL): ἢ "m 
175-48607 + DOOR ASSEMBLY, Fuel bomb bay drop tank filler. . τος. 

m 


-7 165-48410-19 e . HINGE ASSEMBLY, Fuel fuselage cell. .... 
-δ 165-48410-9 + . . HALF HINGE, Puel fuselage cell. . . . . 
-9 165-48410-17 + . +. HALF HINGE, Fuel fuselage cell A -ᾱ 


-10 165-48410-7 . PIN, Fuel fuselage cell. . T. v . 
-11 H5000-040-091 LATCH ASSEMBLY, Flush torsion spring (HWL). 


o 

. . o. ùo flo 9 . 4 o o 
-4 

e.e ο ο «Ὁ 9 9 ο ο ο 
$ 

NE PRR PROPER 


(LH panel only) (see fig. 112 for next asse 
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> 
13 
H-175-31.5 

FIGURE 114 - LH AND RH FUSELAGE STATION 424.625 TO STATION 538 UPPER LONGERON ASSEMBLIES 

FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
114 146-31304-1 LONGERON ASSEMBLY, Fuselage station 424.625 to 538 upper LH. . Ref 
(see figure 112 for next assembl ) 
146-31304-2 LONGERON ASSEMBLY, Fuselage station Bok 6ος tó 538 upper RH. . Ref 
(see figure 112 for next assembly) 
-1 ANG-7A - . BOLT (magnetic inspected) . . . . ... . . 2... a. 1 
-2 AN960C616 +. WASHR 2... « « a . . . .. . ο ων ο νο ο . . ως, 1 
-3 AN960D616L ow WASHER eo. e . 2 eee ο a να νο cy x 1 
-4 AN365 -624 . . NUT progo tta ο... Vi Ua ο ων ο ρα, a τες 1 
-5 AN5-6A + . BOLT (magnetic inspected). . . . ... ... .... LL 1 
|: -6 AN960D516L + « WASHER . ... o... . . .. «ων ον ........ 1 
-T AN960D516L - . WASHER , κ ἴω €; ES ο i om ο τας. te. UE ὃς ο τω rv le. -ᾱν uu ues Be ὦ 1 
-8 AN365-524 νου» a a νην. 1 
-9 AN3-7A $e τάς, BOUTS ντος q uec det At Bick: re va! fod et ὃς e batido tne’ odie Pees co 1 
-10 AN960C10 +. WASHER . . Ole * ὦ ὁ ο ο ο ^£ EE 1 
-11 AN960D10 - $ WASHER ............. ο ο ο”. 1 
-12 AN365-1032 RR aS Man ays sea ae ek ee α 1 
-13 146-31911-1 - . SUPPORT ASSEMBLY, Eng main trunnion fus attachment LH. . 1 
146-31911-2 - . SUPPORT ASSEMBLY, Eng main trunnion fus attachment RH. . 1 
-14 AN320-6 s e NUT a Ὁ es Sees at ae a 2 
-15 AN960-616 - . +. WASHER, ....................... 2 
-16 AN26-22 a gee an BO Da er a V IRIS nU TR irs io 2 
-17 146-31903 + +. BOLT, Engine mount hinge eye. . . . . . . . . . . .. 1 
-18 157-31937 - . . NUT ASSEMBLY, Eng trunnion Support locking assembly . 1 
attaching (supersedes 134-31918) 
-19 134-31916 ++. . RING, Drop chain attaching . . . . ........ 1 
-20 157 -31938 +. « . CABLE ASSEMBLY, Engine support locking nut drop. . 1 
-21 134-31908 - + « + NUT, Lower engine mount socket to upper socket . 1 
assembly attaching 

-22 160-31920-1 - . . FITTING, Jet engine mount support LH. .:...... 1 
160-31920-2 +. . FITTING, Jet engine mount support RH. . . . . . . . . 1 
-23 146-31902 + . . HINGE, Engine main trunnion . . . . . . . . . e . . . 1 
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FIGURE 115 - FUSELAGE STATION 326.236 TO STATION 538 TOP DECK PANEL ASSEMBLY 


z ES 





FIGURE & ` PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
115 14606-31403 PANEL ASSEMBLY, Fuselage station 362.236 to 530 top deck. . . . Ref 
see figure 111 for next assembly) 
-1 146-31012-1 . FILLET ASSEMBLY, Fuselage to wing stub ἘΠΕ BS ie. ο "τν Fs 1 
station 362. 236 to station 399- 7/8 L 
146-31012-2 . FILLET ASSEMBLY, Fuselage to wing stub fusslasé; EU SE EE 1 
station 362. 236 to station 399-7/8 RH 
146- -31363- 101 . FRAME ASSEMBLY, Fuselage station 362.236 top . . . . . + a 1 
-2 146-31366-1 . . CAP, Fuselage station 362.236 upper LH. . . . . . . . . + 1 
-3 146-31366-2 . . CAP, Fuselage station 362.236 upper RH. . . . . +. +. +. + + 1 
-4 130-53145-8 Š HANDLE ASSEMBLY, Bomb bay walkway assist. . . . . . . + - 1 


ATTACHING PARTS 


-5 AN365-1032 go GNUT «use mo E ου E MCA EH 
-6 AN960D10 νη... "νιν... ο ο ο 
-τ AN3-5A E BOM ns ο ο ο M 
πως ο 

146-31508 . FRAME ASSEMBLY, Station 509.5 upper. . . e£ o9 (vom i; του Ὁ Ὁ 1 

-8 146-31910 SUPPORT ASSEMBLY, Engine forward steady nil, ἐφ. "ο LN T. e 1 
ATTACHING PARTS 
-9 AN365 -128 LOC NUT νην s EI QUE qe EU EC nr es ebur e bue v 
-10 ANQ60D4 - « WASHER. . . « « 4 « ee e . . ee om om om om om . . om . . n n 4 
-11 ΑΝΟΘΟΡΗΗ, . . WASHER, . . o elle cetera! Ste. te ene Όρου 
-12 ANU-7A . . BOLT {magnetito inspected). "II. 
-13 ΑΝΗ-10Α . . BOLT (magnetic inspected). . . . . . . . . 4 eee eee 2 
NNNM MDC 
-14 AN320-6 . . . NUT (magnetic inspected) . . . . . ο ERG. ees AMT a 
-15 AN960D616L 20. . WASHER... i a ee et tee 8 EID! 
-16 AN26-26 . . . BOLT (magnetie inspected). |.. uisum iuam dea. κας 
-17 146-31903 . . . BOLT, Engine mount hinge eye . a ον τῷ τῷ, δη 1 
-18 157-31937 “ta “a. NUT ASSEMBLY, Engine trunnion support locking. ὃν dum 1 
-19 134-31916 o0. . . RING, Drop chain attaching. . .. ὃς ito; - Ἔν τι δν du 1 
-20 156-31938 κ Ker SY ce CABLE ASSEMBLY, Engine support locking. da Lak eho ο 1 
-21 134-31908 - « . « NUT, Lower engine mount socket to upper socket. . . 1 
assembly attaching 

-22 146-31904 . . . HINGE, Engine forward steady support . . . es ssa 1 
-23 146-31901 . . . SUPPORT, Engine forward steady . . . . . - s . - . +. + 1 
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STA. 
423 


STA. 
311-7/16 


20 23 
19 


24 H-175-31-114 


FIGURE 116 - FUSELAGE STATION 311-7/16 TO STATION 423 CAMERA COMPARTMENT STRUCTURE INSTALLATION 





FIGURE & PART UNITS USEABLE 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
11 175-31101 STRUCTURE INSTALLATION, Fuselage camera compartment sta. . . . Ref 
311-7/16 to sta le3 (see figure 111 for next assembly) 
-1 175-31082-3 . FITTING, Fuselage sta 423 and sta 311-7/16 camera.door. . . 1 
actuating cylinder attaching LH 
175-31082-4 . FITTING, Fuselage station 423 and station 311-7/16 camera . T 
door actuating cylinđer attaching RH 
175-31124 . FRAME ASSEMBLY AND INSTALLATION, Fuselage camera. . . . . + 1 
. compartment station 423 
-2 175-31188-1 3 FITTING, Fuselage camera compartment sta 423 longeron LH 1 
175-31188-2 + . FITTING, Fuselage camera compartment sta 423 longeron RH 1 
-3 175-310190-1 . HINGE, Fuselage camera compartment sta 418-3/8 lower LH . 1 
175-310190-2 . HINGE, Fuselage camera compartment sta 418-3/8 lower RH . . 1 
175-31123 . FRAME ASSEMBLY AND INSTALLATION, Fuselage camera compartment 1 
station 337-9/16 
-4 175-31189-1 . . FITTING, Fuselage camera compartment sta 361-7/16 and. . 1 
sta 397-9/16 longeron lower LH 
175-31189-2 - . FITTING, Fuselage camera compartment sta 361-7/16 and. . 1 
. Sta 397-9/16 longeron lower RH 
-5 175-31293-1 . . FITTING, Fuselage camera compartment sta 397-9/16 and. . 1 
buttock line 11-9/16. inboard LH - 
175-31293-2 . . FITTING, Fuselage camera compartment sta 397-9/16 and. . 1 
buttock line 11-9/16 inboard RH 
-6 175-31294-1 + . FITTING, Fuselage camera compartment sta 397-9/16 and. . 1 
buttock line 11-9/16 inboard LH 
175-31294-2 . . FITTING, Fuselage camera compartment sta 397-9/16 and. . 1 
buttock line 11-9/16 inboard RH 
175-31115-1 . LONGERON ASSEMBLY, Fuselage camera compartment station. . . 1 
311-7/16 to station 423 LH 
175-31115-2 . LONGERON ASSEMBLY, Fuselage camera compartment station. . . .1 
311-7/16 to station 423 RH : 
-7 175-31216-1 . . FITTING ASSEMBLY, Fuselage camera compartment station. . 3 
361-7/16 and station 397-9/16 longeron attaching 
175-31216-2 . . FITTING ASSEMBLY, Fuselage camera compartment station. . 3 


361-7/16 and station 397-9/16 longeron attaching 
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RGURE δ. PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1.2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
116-8 175-31189-1 . . FITTING, Fuselage camera compartment station 361-7/16. . . 1 
and station 397-9/16 longeron lower LH 
175-31189-2 + . FITTING, Fuselage camera compartment station 361-7/16. . . 1 
and station 397-9/16 longeron lower RH 
-9 175-310186 . HINGE, Fuselage camera compartment station 402-11/16 to... 2 
` station 418-3/16 lower 
-10 175-310189-1 >- . HINGE, Fuselage camera compartment station 392-5/8 to... 
station 402-1/8 lower LH 
175-310189-2 . HINGE, Fuselage camera compartment station 392-5/8 to. . . . 1 
station 402-1/8 lower RH 
-11 175-310184-1 . HINGE, Fuselage camera compartment station 366-3/8 to . . . . 1 
station 392-1/4 lower LH 
175-310184-2 . HINGE, Fuselage camera compartmént station 366-3/8 το... . 1 
station 392-1/4 lower RH - 
-12 175-310188-1 . HINGE, Fuselage camera compartment station 356-5/8 to . . . . 1 
Station 366-3/8 lower LH 
175-310188-2 . HINGE, Fuselage camera compartment station 356-5/8 to . . . . 1 
Station 366-3/8 lower RH 
11715-31120 . FRAME ASSEMBLY AND INSTALLATION, Fuselage camera compartment. 1 
station 361-7/16 
-13. 175-31029 . . STOP, Fuselage camera compartment entrance door latch. . . 1 
-14 146-311213-91 . PIN ASSEMBLY, Bomb bay door hinge . . . . . so s «ο νο» . . 4 
-15 146-311213-81 . PIN ASSEMBLY, Bomb bay door hinge . . . . . . . ss sss.. 2 
-16 175-310182-1 . HINGE, Fuselage camera compartment to longeron lower fwd LH . 1 
175-310182-2 . HINGE, Fuselage camera compartment to longeron lower fwd RH. 1 
173-31310-3 . BULKHEAD ASSEMBLY, Fuselage station 311-7/16 camera . . . . . 1 
compartment close-out 
-17 175-31310-73 . . HINGE HALF, Bulkhead assembly fuselage station 311-7/16. . 1 
camera compartment close-out 
-18 175-53424 + . DOOR ASSEMBLY, Heat and vent system aft camera compartment 2 
Station 311 air exhaust 
175-53424-5 . . . HINGE HALF, Door assembly heat and vent system aft. . . 1 
camera compartment station 311 air exhaust 
-19 175-53424-3 . . . HINGE HALF, Door assembly heat and vent system aft. . . 1 
camera compartment station 311 air exhaust 
AN253-2-200 ο τμ ο xb T d πα ο ΜΜ ΑΦ Ομ. 
146-31353-5 . FITTING ASSEMBLY, Bomb bay door idler strut attaching fus . . 
-20 146-31353-3 + . FITTING, Fitting assembly bomb bay door idler strut. . . . 


attaching fuselage 
. . BUSHING, Bomb bay door idler link attaching . 
. PLATE, Fuselage station 267-1/2 door stop. . . . 


175-31016-5 : 
. STOP ASSEMBLY, Fuselage station 451 door. . . . . 


-21 163-31266 
-22 163-31268 


... n9 
Λο ο 


175-31091-2 
-24 175-31020-1 


HINGE, Upper bomb bay door upper center RH. . . . . chs 
FITTING ASSEMBLY, Fuselage camera compartment entrance door 
hinge frame attaching LH 
175-31020-2 .. FITTING ASSEMBLY, Fuselage camera compartment entrance door . 
hinge frame attaching RH 
4B19S5-6 . . BUSHING, Press fit plain (ΝᾺ). .........«:α.:-:. 


-23 175-31091-1 : HINGE, Upper bomb bay, door upper center LH, . . . . 


Y e ΓΩ ΝΑΟΙ” 
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H-175-31-56A 


FIGURE 117 - FUSELAGE STATION 424-5/8 TO STATION 538 BOTTOM FRAME ASSEMBLY 
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PART 
NUMBER 


-31404-400 


156-31037-1 
156-31037-2 


ATTACHING PARTS 


146-31404-43 
156-31037-7 
156-31517-1 
156-31517-2 
156-31517-5 
146-42545 
AN310-3 
AN960D10 
hs3D10-81 
AN3-31 
146-54264-100 
146-54264-23 
146-54265-1 


146-54265-2 


146-31430 
146-31430-23 


AN 01-60AABA-4 
FUSELAGE - (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


FRAME ASSEMBLY, Fuselage station 424-5 to station 530. 
bottom (see figure 111 for next assembly) 

DOOR ASSEMBLY, Fuselage plenum chamber fire access LH. 

DOOR ASSEMBLY, Fuselage plenum chamber fire access RH. 


. HINGE PIN, Fuselage plenum chamber fire access. . . .. 


. . HALF HINGE, Fuselage plenum chamber fire access. 
. DOUBLER ASSEMBLY, Fuselage plenum chamber door LH . 
. DOUBLER ASSEMBLY, Fuselage plenum chamber door RH . 
. . HALF HINGE, Fuselage plenum chamber door . . . 


. SPRING, Engine plenum chamber pressure relief door. 
A NUTI ος ο Noy E cer mugs ue eile, Ve) iR βοδιών paige O (a ο NS 
. WASHER. . . 4.52). a Nat ο ντ € ιών E . 
. SPACER, Bolt (NA). aA ου 5 


BOLT. . -ο 9 
RECEPTACLE INSTALLATION, "External power ae 
DOOR ASSEMBLY, External power. . . . 

. SPRING, Electric external power receptacle access. 
door (lower LH) 


. . SPRING 
(lower LH) 
DOOR INSTALLATION, Fuselage fuel filter access. .... 


. DOOR ASSEMBLY, Fuselage fuel filter access . . . . + 


ATTACHING PARTS 


146-31430-11 


KM610-51 
146-31430-9 
146-31430-25 
146-31468 


. . HINGE PIN, Fuselage fuel filter access ..... 
FASTENER 
HALF HINGE, 
+ . HALF HINGE, 
. RING ASSEMBLY, 


(CLC) . . . . Y X wow 
Fuselage fuel filter access. . . 
Fuselage fuel filter access. . . 
Fuselage station 389 tie down. 


ATTACHING PARTS 


AN365-624 
AN960D616 
AN6-12A 
AN6-11A 


AN310-5 
AN960D516 
2W10-5 
NAS145A29 


. 146-31471-10 


146-31473 
146-31472 
146-31475 
146-31488-101 
146-31492 
AN365-1032 
AN960-10 
1433-10-16 
AN3-17A 
146-31483 
146-31490 
9C1-2-5 
146-31440 


146-56621 
NAS77 -20-106 
156-42510 
AN509-10-5 
175-732101 
175-732103 
175-732102 


NUT (magnetic inspected) 

. WASHER. . . . . « . 0 . ..... 

. BOLT pets ad : 
magnetic inspected). 


. 
. 
P 
. 


ee ee 

ee ee 

oe ee 
. 


. NUT (magnetic ολ ο ο ο ο ο... 
. WASHER. . cust ui set cs. ua Ya iit ca ος 
. WASHER, Countersunk (NA). s ο. a 
. BOLT, internal wrenching steel 5/16-24 (magnetic 
1 COVER ASSEMBLY, Fuselage station 489 tie down ring . 
. FITTING, Fuselage station 489 tie down. . 

RING, Fuselage station 489 tie down. . 

WALK ASSEMBLY, Fuselage station 463-1/4 to “489 

FRAME ASSEMBLY, Fuselage 489 lower fuselage . 
BEAM ASSEMBLY, Fuselage station 9 lower. 

a w ae NU n a A rt ee mer Sets p 

x WASHER. a las O 


. 


a ο we ο 9 ο we 


. 
. 
. 
. 


ro... ο n 


. 


ee ot ew ο ο t n9 


se ee ewe 


SPACER, Bolt (wa). ates 
BOLT. . . . 


. SPRING, Fuselage station “489 door safety stop 
. . STOP ASSEMBLY, Fuselage sta 489 bulkhead door 
CHAIN, No. O Safety NA) . 
ASSEMBLY, Fuselage station hol 5/8 to 463- 1/4. 
holdback trunnion support 
TRUNNION ASSEMBLY, Holáback support. . . . . 
BUSHING, Flanged press fit steel and bronze 
INTAKE ASSEMBLY, J33 engine fuel drain tank air. 
. SCREW... 8 
. RETAINER ASSEMBLY , "16 MM camera fus sta 476- 1/8 glass A 
. SEAL, 16 MM camera fuselage station 476-1/8 window. 
GLASS, 16 MM camera fuselage station 476-1/8 window .: 


BEAM 


Electric external power receptacle access door 
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UNITS 


PER ASSY. 


Ref 


zi 
o 


zi 
o 
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H-115-42-2A 


36 37 39 38 


FIGURE 118 - DUCT DOOR MECHANISM INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
118 146-31383 MECHANISM INSTALLATION, Duct (see figure 73 for next assembly). Ref 

-1 146-58042 . CYLINDER ASSEMBLY, Hydraulic jet engine door actuator. ... 1 

ATTACHING PARTS 

-2 AN320-8 . NUT (magnetic παρε bed) 254) 9 sai eee et bado ο. 

-3 AN960-816L + WASHER... . ο snc ο det or re e E δῷ 

-4 NAS72-8-006 . BUSHING, Clamp up “steel” chrome plated. DA fure, ο” 

-5 AN28-26 . BOLT (magnetic inspected). . ................ 

-6 AN310-8 « NUT (magnetic Inspected) - ο E E PROC MN 

-7 AN960-816 . WASHER .... WIES UM E CR a "e ο Sas ὦ 

-8 'NAST2 -8-005 . BUSHING, Clamp up “steel chrome e plated. SN --- 

-9 AN8-21 . BOLT (magnetic inspected). be Ete a. ster oO, ke we Bye Gu 


-10 146-58129 END ASSEMBLY, Hydraulic jet engine door actuator rod 


PACKING .... 
PISTON ASSEMBLY, iranis jet “engine door actuator 
CYLINDER, Hydraulic jet engine door actuator. . .. 
NUT, Hydraulic jet engine door actuator cylinder loc 
HEAD ASSEMBLY, Hydraulic jet engine door actuator . 
. BEARING (AP)... ον μμ ein fie ρα E ος 
. FITTING, Lubrication ec -— "arm 
UBE ASSEMBLY, Jet engine. duct door. . rara sale 
BELLCRANK ASSEMBLY, Jet engine duct door outboard LH, 
(supersedes 146- 31385). 
NUT (magnetic inspected). 3 og 
WASHER. ... oe 
BOLT (magnetic “inspected) | è 
SUPPORT ASSEMBLY, Jet engine "duct 
e BEARING. . . . 


-24 AN6227-18 
-25 146-58130 
-26 146-58126 
-27 146-58402 
-28 146-58127 
-29 HSB8COH 
-30 NAS2-301 
-31 146-31392 
-32 160-31385-5 


-3 AN365-428 
-3 AN960D416 
-35 AN4 -22A 

-36 146-31391 
-37 AN202K29B 


-11 HSB80H . BEARING (AP)... bo ae, Sure uc s epic Dd ey va! ια 
-12 NAS2-101 . FITTING, Lubrication . . . . 2 DPD DD Pit 
-1 AN316-8R NUT, Aircraft check s: 4-4 soe cw 4 a 9 δὶ το. ve aaa a 
-1 2W11A8 WASHER, Lock tab (NA) ¿caceres a c9 93 oves] RE 
-15 7R2-13D RETAINER, Gland (Na). Sca Tec raana Veo C8 Ner ar Var αν 
-16 AN6231-4 WIPER . . . . . ο wt ek ak ου... 
-17 2W1ALP45-35-64 WASHER, Plain (NA): -—- DI D κα. 
-18 AN6232C2 -9-16 FELT. . . νο ο viande. Se. το) IRR AN 
-19 TR3-13D RETAINER, Rod. "o" ring (NA) S e ov wo m ud oce BE Ὁ 
-20 AN6246-13 ΕΕ see cata τν el a isa 
-21 AN6227-13 PACKING . . . . . « a D ο, 
-22 146-58128 END, Hydraulic: jet engine door actuator . . . . . . . 
-23 AN6246-18 BRINGS ο ae eis ey eo Se ο αν, 

κ 


e... 9 0 0 9 € 0 6 ὁ 9 » 9 * ὁ * 9 * * » ο ο 
e.as 9 t$ 9 9.9 9 * * * 9 9 ο ο 6 » ο 9 ο ο 
.. c c9 9 9 c9 »9 9 9 0 0 * * * ο 6 * 9 ο 0 » . 


(CR ο € LM ο 


me 


ΠΠ 5} πὶ NN EP PNP TO TO E ELE ERP FO IO IB. E QU IB. IL TO TO TO IKO P i. I2 TO FOF fO i i EP RPE I E00 OVI. IS [OI IP. E E. E. E] S. E. i ΓΙ) IO I2 


oor outboard 


Qe ο ο 


-38 146-31384 BELLCRANK ASSEMBLY, Jet engine “duct door. 
-39 NAS75-8-012 . BUSHING, Plain press fit steel a 
-40 AN364 -624 NUT (magnetic inspected). . . . . SEN 
-41 AN960D616L WASHER. . 439 o9 το as bia 
-42 AN960D616 WASHER. . . EET Lo 
-43 AN26-40A BOLT (magnetic “tnspected) | ste oe 
-44 146-31386 oor 


-45 AN202K29B 
-46 146-31392-5 
-47 146-31392-3 
-48 146-31381 
-49 NAS75-7-005 


. BEARING. . . . +. eee 

SHIM, Jet engine duct door. oe 

TUBE, Jet engine duct door. . . 
INK ASSEMBLY, Jet engine duct door. 


. SUPPORT ASSEMBLY, Jet engine duct 
L 
. BUSHING, Plain press fit steel. 


-50 NAS75-11-004 BUSHING, Plain press fit steel. . 
-51 AN310-5 NUT- (magnetic anepedted)::. eh te? -φ. ohne 
-52 AN960D516 WASHER . . . ew a 
-53 4B2185-212 BUSHING, Spacer. (NA) . ο e erre c a 
-54 AN5-32 BOLT (magnetic inspected). ara 


-55 146-31390 
-56 NAS75-7-005 


LINK ASSEMBLY, Jet engine duct door. 
- BUSHING, Plain press fit steel . 


$9 c9 c9 9 c9 c9 c9 c9 c9 ο 0 » » $ $7» Qo ὁ : « . cho 


E 


v 
p 


eee eee ὃ» Go oo. 9 ο ὁ 6  ὁ 6 ὁ ὁ 9 9 ὁ ο 0 0 ὁ ὁ ο ο ο 
€ » € » € ὁ ὁ € ο 9o ὁ ο Ὁ s. 7 ο 4 ο wo m 9 97 ὁ ol n ὁ ὁ v ὁ ὦ ὦ 


eo... 9 oc 9 9 9 c9 0 9 ο à * à ὁ e 0 ὁ c9 9 9 59 £9. 9 ὁ 0 c9 c ὁ ο 4 o9 9 ὁ € | ο 
e... 9 9 c9 $5 c39 9 9 9 0 9 c? 9 0 € 9» c9 9 à 0 9 9 * 9» 0 9 9 9 6 ὁ c ο 5» ο 
5 90 9 9 9 9 9 c9 9 c3 9 c9 09 9 9 c9 9 9 ο 9 9? c* ὁ 9 » ο * 9 ὁ * ο ὁ 9 ὁ 5 9 ο ο ο 
. 0 9 € 9 0 * 9 0 » 5$ € 9 ο 0 : c3 ο 9.9 8 4 9 * ο ο » » ο * * .* ὁ ο ο * ο * ο 
$9 c c! à 9 9, 0 9 . 9 9 o9 9 9 3 9 9 9 9 3 * 0 c9 9 * * 0 9 9 t* 9 * ο ο 3 ο ο 


9 9 c9 c9? 9 c c c9 » » 0 * 9 0 * * »» * * 0 * * * * * ? * » ο ο » ο ο 


Erro... Fe 9 9 9 9 9 ὁ 6 4 ὁ 9 5 9 22 2 5 0 cs. 27255 


Ane se 0 0 0 0 (De bo o ο c ο o ο ο t ο ο t9 nm 9 n ο ο 


-57 NAS75-11-005 . BUSHING, Plain press fit steel . 

-58 AN310-4 NUT (magnetic inspected) e πα... 

-59 AN960D416 © WASHER . . . . ο 

-60 NAS72-4-011 BUSHING, Clamp up "steel chrome plated 

-61 AN4 -12 BOLT (magnetic inspected). . . . . 

-62 146-31561 SPRING, Fuselage jet engine duct door overtrave 
-63 15456-31382 ROD ASSEMBLY, Jet engine duct door. . 

-64 146-31393 . END ASSEMBLY, Jet engine duct door upper rod 
-65 NAS75-7-006 "EP PUSHING; Plain press fit steel . . » 
-66 AN316-7R . NUT eres ath a . i eed 
-67 146-31394 . END, "get “engine duct door lower rod . A 
-68 146-31395 . END, Jet engine duct door lower rod . é 
-69 AN310-5 NUT (magnetic inspected)-. S 5 
-70 NAS72 -5-003 BUSHING, Clamp up steel chrome plated. ὁ . 
-71 NAS335-15 BOLT, 100* close tolerance high strength 5/16-2 


(magnetic inspected) 
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AN O1-60AABA-h 
FUSELAGE (Cont) 


ROTATED 45° 


NUM 


D 


a y « * . g 
PYGURE 119 - FUSELAGE CAMERA COMPARTMENT CAMERA DOOR INSTALLATION 


oe ae 
κε ni 2 E — x AL 





H-175-31-42A 





PART 
NUMBER 


175-31002 


No Number 


No Number 


No Number 


AN4-11A 

2W1AL18-44-032 
2W1AL18-44 -064 
2W1AL18-44-125 


2W13-4 
175-310102 
175-310102-3 
175-31078-1 


175-31078-2 
175-31078-3 
175-31078-4 
CR12CP 
AN364-624 
AN960C616 
ΑΝ365 -5 2th 
AN960D516 
AN5-10A 
175-31003-1 
175-31003-2 
AN4-10A 
AN960D416 
AN365-428 
175-58022-11 
175-58022-12 
175-31075-1 


175-31075-2 


1 








AN 01-60AABA-4 
FUSELAGE (Cont) 


3 4 5 6 7 NOMENCLATURE 


DOOR INSTALLATION, Fuselage camera compartment camera. . . . 


. 


see figure 111 for next assembly 


FUSELAGE STATION. 361-7/16 TO STATION 423 CAMERA . . . . + 


COMPARTMENT PRIME VERTICAL CAMERA DOOR 
(see figure 121 for detail breakdown) 


LH AND RH FUSELAGE STA 361-7/16 TO STA 423 CAMERA . . . . 


COMPARTMENT LOWER OBLIQUE CAMERA DOORS 
(see figure 122 for detail breakdown) 


LH AND RH FUSELAGE STATION 361-7/16 TO STA 423 CAMERA . 


COMPARTMENT UPPER OBLIQUE CAMERA DOORS 
(see figure 123 for detail breakdown) 


ANCHOR ASSEMBLY, Fuselage Side ἘΠῚ “ποτ᾽ camera door. 
ANCHOR, Fuselage side tri-met camera door. . . . 


BOLT. ο A ο ew ce ο κ A € EE a ‘ 
WASHER, Plain (NA) . . e « « . . «ια " 
WASHER, Plain (NA). .. ... παν 5 
WASHER, Plain (NA) . . . ... . A ας 
WASHER, Serrated (NA). PES š 


TRUCK ASSEMBLY, Fuselage siđe tri-met camera door 
(aft inboard and forward outboard) 
TRUCK ASSEMBLY, Fuselage side tri-met camera door . . 
(aft outboara and forward inboard) 
. TRUCK, Fuselage side tri-met camera door . . . . . 
aft inboard and forward outboard) 
. TRUCK, Fuselage side tri-met camera door . . . . + 
aft outboard and forward inboard) 
. CAM FOLLOWER (TOR). . 
v NUT cns 
. WASHER . . 


ee ee we ο 9 5 


NUT a ος ο ο ο ας Vale ο ο ο Et 

WASHER. .. . « . 4... . 0. S) Ενα, Ag eq ibe ὃς 255 "ao 

BOLT. . . . : . 3 3 EA 

DOOR ASSEMBLY, Fuselage camera compartment side tri-met LH. 
(see figure 124 for detail breakdown) 

DOOR ASSEMBLY, Fuselage camera compartment side tri-met RH. 
(see figure 124 for detail breakdown) 

BOUT Qux ο ολ iUe $E a CaN ay (mors ο Fars OS 

WASHERS: 242% 9e νο wer bia E yu ο eh oy phe ee Sue us ee, Be ιδιος 

NUT i^ ans 


CYLINDER “ASSEMBLY, “Hydraulic camera 
side tri-met) (see figure 137 

CYLINDER ASSEMBLY, Hydraulic camera 
side tri-met) see figure 137 

TRACK, Fuselage side tri-met camera 
lower right) 

TRACK, Fuselage side tri-met camera 
upper right) 


door actuating (RH. 
door (upper left a 


door (lower left a 


door “actuating απ: 
for detail breakdown) 


nd. 


for detail breakdown) 


nd. 


ATTACHING PARTS 


AN365-1032 
AN960D10 
2W1AL13-24-032 
2W1AL13-24-064 
2W1AL13-24-125 
AN509-10R13 
2W1AL13-32-032 
2W1AL13-32-064 


AN509-10R1! 
μα. 


AN365-428 
AN3E6-4R . .. 
ANQG60D416L ' 
175-31058-3 
175-310113-5 
175-54212-1 


175-54212-3 
175-54212-4 


AN365-1032 .. - 


AN960D10 
NAS221 -44 
NAS43DD3-132 
NAS43DD5-18 
175-54215 
AN363-632 
AN960D6 
AN507 -632R18 


ὃν 1HS1 


175-54214-1 
175-54214-2 
175-54212-13 


eo 9 © © we we ο ο ο 


WASHER. . . . . 
WASHER, 
WASHER, 
WASHER, 
SCREW. . . . . 
WASHER, 
WASHER, 
SCREW . . . . . 


. ο © ο e o 


9 9 9 9 9 9 n 9 s’ 
9 0 9 o9 c c9 9 ο o5 
4 9 c9? 9 $9 $ 9| ο 
oe ewe 

eo 9 ο © 9 ο 9 9 ο 
-.. o... 
......α 

* 9 c9 9 9 c '* c3: 9 ο 
e. ..o.o ο 9 ο. 
eo ee es ο 5 | . 


e... t we 9 9 ο ο 
ee ewe . 
. 
ee eo t ο ο ο £9 


"BOLT, Fuselage camera 


NUT .  « . « oo oo» ooo om. «ο 

NUT . 6 ὦ. ο 4 ο: ow ὁ ο ο 4 m 6 ὁ 

WASHER. . . ο... ο . . 

door "open detent. * 

SPRING ASSEMBLY, Fuselage eamera door open detent 

BRACKET. ASSEMBLY, Electrical camera door microswitch. 
(1ower tri-met) 


7. BRACKET ASSEMBLY, Electrical camerá, door microswitch. 


(LH side tri-met) 
BRACKET ASSEMBLY, Electrical camera door microswitch. 
(RH side tri-met) 


. WASHER $ for —— τι a ὦ, “ῷ ο ο ὁ 
. SCREW, Brazier head "Phillips recess alloy steel” 10-32. 
. SPACER, Screw and bolt . . . s ess ess . . . oo 
. SPACER, Screw and bolt . . . . * 4 
. SPRING, Electrical camera door microswitch bracket . 

. NUT. Qe c ο tal Teo, TS) ce REA. IND ο De. Ῥ τῳ 
. SCREW. . . .. 
$ MICROSWITCH, Single "pole double throw hermetically 2. 

sealed (MCS) 


. BRACKET, Puselage side tri-met camera door microswitch 


(used on -3 assembly only 


. BRACKET, Fuselage side tri-met camera door microswitch 


(used on -4 assembly only 
BRACKET, Electrical camera door microswitch. . . . 
used on -3 and -4 assembly only 


. . 2 9 £2] 72 £t 9 9 n 


Eum. ES ; 
"οσνσισνες: © m m rr 


ο Ὁ H HERP H 
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Section II 
Group Assembly Parts List 


> 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


eo 1 M ο... 
FIGURE & PART UNITS USEABLE ON 

INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
119 175-54212-7 + . BRACKET, Electrical camera door microswitch. . . ο . . 1 


used on -1 assembly only) 
. STRIKER ASSEMBLY, Electrical camera door microswitch LH, 
. STRIKER ASSEMBLY, Electrical camera door microswitch RH. 
ANCHOR ASSEMBLY, Fuselage lower tri-met camera door . . 
. ANCHOR, Fuselage lower tri-met camera door 


-43 175-54212-5 
175-54212-6 
175-310131 

-44 175-310131-3 


-45 AN365 -428 s NUDE dr VUE i v a TONES 

-46 AN960D4 16 zs. WASHER o> oes te ec wee a φον 

-47 2W13-4 . WASHER, Serrated (NA). . . . . . AA tol ur La de" car RN 

-48 2W1AL18-32-125 . WASHER, Plain (NA) .. ..... ... Nes wur. 5) ee mi 

-49 2W1AL18-32-064 . WASHER, Plain (NA) .. .. .......^.-.^.^.^.^.^.^5. 

-50 2W1AL18-32-032 4 WASHER, Plain (NA) .. --.- . e 03 Se a vo 90v l9 ek 9 e 

-51 AN4-11A $- BOLT. ie cot A oo ο Bona hee nodes D e. Keene 
175-31087-1 . TRUCK (ae Fuselage lower tri-met camera door outboard 

aft : 
175-31087 -2 . TRUCK aj Fuselage lower tri-met camera door outboard 
forward 

-52 175-31087-3 + . TRUCK, Fuselage lower tri-met camera door outboard (aft) 

-53 175-31087 -4 "NS TEE poes i lower tri-met camera door outboard . . . 

forward 

-54 CR12CP . . CAM FOLLOWER (1055).................... 
AN364 -624 ΠΟ E ces de ο ο RR ιν 
AN960C616 5 s WASHER . τομ ο m tends Goce 6 E UE a vw vean cao € d 
175-31098-3 . TRUCK ASSEMBLY, Fuselage lower tri-met camera door inboard. 

(aft and forward] 
-55 175-31098-7 5 . TRUCK, Fuselage lower tri-met camera door inboard. . . . 
(aft and forward) 

-56 CR12CP + 4. CAM FOLLOWER (TOR). . « .. . . .. . ... 0.0280 ee eee 
AN364-624 e NUM a la eyes BLS, SEE ES ος 
AN960D616 + . WASHER... ο ο RA V O οὐ ο που 

-57 AN365-524 v NUT: a ο ο ο ο aT. wiles ο See ah ο WAR ses e bt ae Te 
AN960D516 Sn “WASHER dr fg, ΙΙ lee Denuo ae ey eles ae uy e 
AN5-10A sz BOL Do ο κα πα Ste δον. eM ed hele ele 

-58 | AN509-516R17 . ΜΜ ος Hor Ib ο Ri ο se ces o^ xo ve a Ta ar cet he 
AN960D516 sr WASHER; cu uS ο wow. we eSB ree ο τὰ cum, “oy wr as “oa ae ts Re LE a 
AN365-524 ο ο Cabs ο RN it Hert er a 

-59 175-31004 . DOOR ASSEMBLY, Fuselage camera compartment lower tri-met, . 


camera (see figure 125 for detail breakdown) 


-60 AN4-13A ο ων A 
ANQ60D416 a. WASHER v0.56 as ο be Sew es Goes as DESC es ιν 
AN365-428 oy ασ ν᾿. νιν OUR SERO US 

-61 175-58022-9 . CYLINDER ASSEMBLY, Hydraulic camera door actuating (lower . 


tri-met) (see figure 137 for detail tracey 


5 motns ‘ 5 : 
0.00 WOUFDAOOOONN ΓΗ: ΟΦ D ποπ PH B ΑΒ Λὸ eeRe pa 


-62 175-31077-1 . TRACK, Fuselage lower tri-met camera door μα, TE 
-63 175-31077-2 . TRACK, Fuselage lower tri-met camera door (inboard) . . . . 
-64 AN365-1032 e NU o ο do. eu ος ο ο a WO a con, ο... 
-65 AN960D10 . WASHER, . . . . . ., oue νι ο ee ey hes Ὁ e ο 
-66 2W1AL13-32-032 . WASHER, Plain (NA) . . .. . . .. . « E fale LS a ve 
-67 2W1AL13-32-064 . WASHER, Plain (NA) . . ........ ay πο ο AD des 
-68 2W1AL13-32-125 . WASHER, Plain (NA)... .. .. ee wee ww ew we n 
-69 AN509-10R13 A 0x 97€ E cat ew) aoe) ος Beier ώς oo dd ἂν 
-70 AN509-10R14 ο ER ο ee ο O e. te du 
-71 175-310126 . NUT, Fuselage aft camera door track attaching (aft inboard. 
᾽ lower tri-met door track only) 
-T2 2W1AL17-32-125 + WASHER, Plain (NA) . « ... ... we eee we bw « ο ο 
-T3 2W1AL17-32-064 .. WASHER, Plain (NA)... . . .. .. ο νο νο ον 
-74 2W1AL17-32-032 . WASHER, Plain (ΝᾺ) .................... 
-75 AN507-832R7 s SCREW cca τος ο ea) ὃς οι we Sah mos Te δι a UE OS ae So ώς wae a 
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AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) κ 





ROTATED 1802 





H-175-31.40 


_ FIGURE 120 > - FUSELAGE STATION 311-7/16 CAMERA COMPARTMENT CLOSEOUT BULKHEAD ASSEMBLY 











Route δ. PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER ] 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 









120 175- selage station camera. . 
compartment" closeout (see fig. ni for next assembly) 
-1 175-53424 . DOOR ASSEMBLY, Heat and vent system aft camera . . . . . . 2 
compartment station 311 air exhaust 

-2 175-53424-7 + . DOOR, Heat and vent system aft camera compartment . . . 1 
station 311 air exhaust 

-3 175-53424-5 + . HALF HINGE, Heat and vent system aft camera compartment 1 
station 311 air exhaust 

-4 175-53424-3 - . HALF HINGE, Heat and vent system aft camera compartment 1 
station 311 air exhaust 

-5 AN253-2-200 . PIN. 5... è "PE 1 

-6 175-53425 E SEAL, Heat and vent "system aft camera compartment, Q τω ue 2 

Station 311 air exhaust door 
-T 146-31353-5 ="  .- FITTING ASSEMBLY, Bomb bay door idler strut attaching . . 2 
~ fuselage 
ATTACHING PARTS 

-8 AN365-428 s INU opr oud a a ede Bile onset ο ο ο δα 8 

-9 AN960Dh16 a> WASHER. 2 e ban e ἃ. opes ον δὲ ο ve e oce dena ou 16 

-10 AN4-7A a. ο ο ο ov i Ma a eS ο απ”. 8 

μον σα 
-11 175-310165 - . BUSHING, Bomb bay door idler link attaching. . . . 2 
-12 175-31310-73 . HALF HINGE, Fuselage sta 311-7/16 camera compartment closeout 1 
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Group Assembly Parts List AN Ol-6OAABA-h 


FUSELAGE (Cont) 





H-115-31-4. 


d ; s ] 
FIGURE 121 - FUSELAGE STATION 361-7/16 TO STATION 423 CAMERA COMPARTMENT PRIME VERTICAL CAMERA DOOR 
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ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 





RE PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
121 No Number FUSELAGE STATION 361-7/16 TO STATION 423 CAMERA COMPARTMENT. . Ref 
PRIME VERTICAL CAMERA DOOR (see fig. 119 for next assy) 

-1 AN4-10A . BOLT. ... x EM 3 
2W1AL18-32-032 . WASHER, Plain ΒΑ] -——— NS DE 3 
2W1AL18-32-064 . WASHER, Plain (NA) . © è e a .. w o e o soo . o sa . +... AR 
2W13-4 . WASHER, Serrated (NA). s us : os 3 

-2 175-31019 5 ANCHOR' FITTING, Fuselage. camera door. locking latch. E “ς 1 
175-310117-1 . TRUCK ASSEMBLY, Fuselage prime vertical camera door (LH. . 2 

aft RH fwd) 
175-310117-2 . TRUCK ASSEMBLY, Fuselage prime vertical camera door (RH. . 2 
aft LH fwd) 

-3 175-310117-3 "ME TS Ru. prime vertical camera door (LH aft... 2 

RH fwd 
-4 175-310117-4 . . TRUCK, pee prime vertical camera door (RH aft... 2 
LH fwd) : 

-5 CR8CP + . CAM FOLLOWER (TOR). caer Has, Sb ta ces ο μμ... 4 
AN364-1032 . . NUT. ας cer is Bier οφ seater ο Se Ὃν: Som diit ο ο 4 
AN960C10L A WASHER e ντ, de Net eh Ud che 4 

-6 AN4-12A > BOLT n et sie By Mose ΟΥ she Re ο RH WE LU e 4 
ANY-14A . BOLT (aft end) . . . . .. . .. —— A a a 4 
AN365-428 e NT... s A ER τον ae ties is Ὁ 8 
175-310201-5 . WASHER, Fuselage lower oblique "and "prime “vertical camera. . 4 

door truck attaching 

-7 175-31006 - DOOR ASSEMBLY, Fuselage prime vertical camera sta (see. . . 1 

figure 127 for detail breakdown) 

-8 AN4-10A sy BOLDT sc ο) Sophie: ae coh poses va Tar tat de o NO 1 
AN365-428 ο NUTA Vain Sk rai -ο.. ο) ο ση δν Tc LEE 1 
ΑΝΟΘΟΡΗ16 . WASHER. . . τῳ τς M Ge 1 

-9 175-58022-7 . CYLINDER ASSEMBLY, “Hydraulic camera door ‘actuating. fe d. 1 

(see figure 137 for detail breakdown) 

-10 175-54212-1 . BRACKET ASSEMBLY, Electrical camera door microswitch. . . . 1 

-11 AN365-1032 a Cio NU a A ο A A a Ta 2 

-12 AN960D10 - . WASHER. . . . ον ος 4 

-13 NAS221-44 + . SCREW, Brazier head "Phillips recess “alloy “steel “10- 32. . 2 

-14 NAS43DD5-18 Ε SPACER, Screw and bolt s ................ 1 

-15 NAS43DD3-132 ον ¥2 SPACER, Screw and bolt . . . HIEMS 2 

-16 175-54215 . . SPRING, Electrical camera door microswitch bracket ; | . 1 

-17 175-54212-5 + . STRIKER ASSEMBLY, Electrical camera door microswitch . . 1 

-18 AN363-632 AI E A Ar hat Gay AO 2 

-19 AN960D6 wee qr WASHERS o4... e ο κ. ο eve αμα. 2 

-20 ΑΝΡΟΤ -632Η18 . . SCREW. è D “Sel 2 

-21 1HS1 PII MICROSWITCH, Single “pole double “throw “hermetically ae Ὁ 1 

sealed (MCS) 

-22 175-54212-7 * BRACKET, Electrical camera door microswitch. . . . . . 1 

-23 175-310126 x NUT, Fuselage aft camera door track attaching . . . . ν e. 20 

-24 2W1AL11-24-032 E WASHER, Plain. (NA) 4 2 n3 ο) ο wy ϱ ορ, αι i: Ες 90 

-25 2W1AL17-24-032 è WASHER, Plain (NA)... ....... v ^s sors ape 40 

-26 2W1AL11-24-064 . WASHER, Plain (NA). .. ....... S Se PER" sre: Es AR 

-27 AN509-8R7 s (SCREW 2 025. 2 02 099 d κ ὁ τὸ stie. XE bs 90 

-28 AN365-1032 ο NUT oe ce res e Ὁ ο vs AS we μας ἘΠ 2 

-29 ΑΝΟΘΟΡΙΟ . ο WASHER: ácaro ανν al aa. ον n ace Ip tm, bet τῳ ος Ps ὃν 2 

-30 2W1AL13-24-032 . WASHER, Plain (αὶ wrath et ο AA εὖ, όν laete λιν ts ὁ ET 6 

-31 2W1AL13-24-064 . WASHER, Plain (NA)... . 2... . o. ee eee ssl... ΑΒ 

-32 AN509-10R15 s- SCREW a) uo se ο nelle vid: te qul UE Ὁ D. ee RE 2 

-33 AN365 -1032 5. NUT Το να ο ο ce) war ο. "e Ss vs 2 
AN960D10 e WASHER. a cor 0x co a ca K ον ος Sey scie EC 2 
2W1AL13-24-032 . WASHER, Plain uM A cp EAE sre ες 2 
2W1AL13-24-064 . WASHER, Plain (NA) ;............... arte AR 
AN509-10R11 . SCREW.... m "I X" v n 2 

-34 175-31073-1 . TRACK, Fuselage prime vertical camera door LH 2 €. ii 2 

-35 175-31073-2 A TRACK, Fuselage prime vertical camera door RH... du 2 
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Group Assembly Parts List ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 
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H-115-31-44A 


" FIGURE 122 - LH AND RH FUSELAGE STATION 361-7/16 TO STATION 423 
E .. CAMERA COMPARTMENT LOWER OBLIQUE CAMERA DOORS 
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ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 
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Group Assembly Parts List 





FIGURE δ. PART 
INDEX NUMBER NUMBER 
122 No Number 
-1 AN4-10A 
2W13-4 
AN365-428 
- 175-31095 
-2 175-31095-3 
-3 ANY-14A 
AN4-12A 


175-310201-3 
175-310201-5 


AN365-428 
175-31097-3 


-4 175-31097-7 
175-31097 -4 


-5 175-31097 -8 
175-31097-5 


-6 175-31097-9 
175-31097-6 


-7 175-31097-10 

-8 CRBCP 
AN364-1032 
AN960D10L 

-9 175-31005-1 


175-31005-2 
-10 AN4-13A 
` AN960D416 
AN365-428 
-11 175-58022-13 ----- 
175-58022-14 


175-54212-1 


A 1775-54 21228 


-12 AN365-1032 
-13 AN960D10 
-14 NAS221-44 
-15 NAS43DD5-18 
-16 NAS43DD3-132 
-17 175-54215 
-18 175-54212-5 
175-54212-6 
-19 AN363-632 
-20 ΑΝΟΘΟΡ6 
-21 AN507-632R18 
-22 1HS1 


-23 175-54212-7 
-24 AN520-10R8 
-25 175-310134-1 


175-310134 -2 


-26 175-310113-5 
-27 AN365-1032 

-28 AN960D10 

-29 2W1AL13-24-032 
-30 2W1AL13-24-064 
-31 AN509-10R14 
-32 AN509-10R11 
-33 175-310123-3 
-34 175-310123-4 
-35 175-310123-5 
-36 175-310123-6 


1 2 3 4 5 6 7 NOMENCLATURE 


LH AND RH SIDE FUSELAGE STATION 361-7/16 TO STATION 423. 


CAMERA COMPARTMENT LOWER OBLIQUE CAMERA DOORS 
(see figure 119 for next assembly) 
BOLT... up MR ere ate a! Red va 
WASHER, Serrated’ " (nA). — ο oi ο νον 
NUT .. 


. ANCHOR, Fusela e lower oblique camera door latch 
BOLT (forward ON) oy. Ότο ey eee wo m ver ο) ο οσα 


BOLT (aft end). 


WASHER, Fuselage- “lower “obli ue “and "prime “vertical camera. 


door truck attaching (forward end) 


: ANCHOR ASSEMBLY, “Fuselage lower oblique camera “door latch 


. WASHER, Fuselage lower oblique and grime vertical camera. 


door truck attaching (aft end 
. NT... di) Bey iiy cok ee δις οκ κος 
TRUCK ASSEMBLY, Fuselage lower oblique camera door. 
(forward » Fuselage 


. 


. TRUCK, Fuselage lower oblique camera door (forward inbd) 


TRUCK ASSEMBLY, Fuselage lower oblique camera door (aft 


inboard) 


. . TRUCK, Fuselage lower oblique camera door (aft Imba) 


. TRUCK ASSEMBLY, Fuselage lower oblique camera door. 
(aft outboard) 


. TRUCK, Fuselage lower oblique camera door (aft outbd). 


: TRUCK ASSEMBLY, Fuselage lower oblique camera door. 
(forward outboard) 

> CAM FOLLOWER (TOR). μμ με! 

7 WASHER . | . 


compartment LH 


TRUCK, Fuselage lower bisque camera door (fwd outbd). 


MURUS ως δα as iT dede RUE 


DOOR ASSEMBLY, Fusela 6 station del- 5/16 oblique camera 3 
laee figure 126 for detail breakdown) 


. 


. DOOR ASSEMBLY, Fuselage station 421-5/16 oblique camera . . 


compartment RH (see figure 126 for detail breakdown) 


BOLT co: τῶι ato a ds ias 0 iode Br ep ES. Se ο ο 


2 M 
. NUT. . 
; CYLINDER “ASSEMBLY, “Hydraulic camera door “actuating ση: : 


lower oblique) (see figure 137 for detail breakdown) 
CYLINDER ASSEMBLY, Hydraulic camera door actuating (RH. . 
lower oblique) (see figure 137 for detail breakdown) 


BRACKET ASSEMBLY, Electrical camera door microswitch (LH, 


lower oblique) 


.. —.—BRACKET ASSEMBLY, Electrical camera door microswitch (RH. 


lower oblique) 


r NUTS ce aig ces s 0. ο Umum OR ο ο ο a 
P WASHER . . . . 

à SCREW, Brazier head “Phillips recess “alloy "steel “10- 32. 
e SPACER, Screw and bolt . . . sos . .. . . . .. ... 


SPACER, Screw and bolt . . . . ix 
SPRING, Electrical camera door vionoswitch bracket & à 
STRIKER ASSEMBLY, Electrical camera door microswitch ΤΗ. 


NUT. 64.29 a a o9 m RI ο 
WASHER o 10e. 09 ον a ὦ ced sa an I τοι ιο. IUS 
SCREW. . . 


sealed (MCS) 
- . BRACKET, Electrical camera door microswitch. 
SCREW . . Xo ο. ta 


. 


: STRIKER ASSEMBLY, Electrical camera door microswitch RH. 


MICROSWITCH, Single "pole double "contact “hermetically. . * 


. 
. 
. 
. 
. 


ΒΟΟΤ ASSEMBLY, "Fuselage lower oblique camera door actuating 


cylinder seal LH 


. BOOT ASSEMBLY, Fuselage lower oblique camera door actuating 


cylinder seal RH 


TRACK ASSEMBLY, Fuselage oblique camera door. 
TRACK ASSEMBLY, Fuselage oblique camera door. 
TRACK ASSEMBLY, Fuselage oblique camera door. 
TRACK: ASSEMBLY, Fuselage oblique camera door, 


. SPRING ASSEMBLY, Fuselage camera door open detent . 
«ΝΤ. ....:.: o... ὁ "E . 
. WASHER. . e « ὁ «ο» ο» ee owe sa . 
. WASHER, Plain Nay ο ο ο for, eR Yer . 
. WASHER, Plain $ '€.4 7», IIR EMO LET . 
« SCREW. . « oo... ww uam . 
. SCREW.. 5 eine Set vw . 





9 9 9 ο we 


5 0 5 m 9 9 n9 9 n 


UNITS 
PER ASSY. 


Ref 


HO N TO ΕΙ AS Λ) S] 


HH 


PEPE HR PH 


|] PUR PRONE Γ4Λ)Ε2Λ)ΦΑΛ Pe YP HP PRA 


USEABLE ON 
CODE 
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Section {1 i 
Οτόυρ Assembly Parts List ΑΝ 01 -60ΛΛΒΑ- 


FUSELAGE (Cont) 





H-175-31-45A 


FIGURE 123 - LH AND RH FUSELAGE STATION 361-7/16 TO STATION 423 
CAMERA COMPARTMENT UPPER OBLIQUE CAMERA DOORS 
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Section HI 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
123 No Number LH AND RH SIDE FUSELAGE STATION 361-7/16 TO STATION 123 . . . . Ref 


CAMERA COMPARTMENT UPPER OBLIQUE CAMERA DOORS 
(see figure 119 for next assembly) 


-1 AN4 -6A . BOLT.. Sw Goa) ταῦ N ER δι οὐ A "τῳ 2 
2W13-4 . WASHER, Serrated (NA): N οσο d a 2 
175-310132 . ANCHOR ASSEMBLY, Fus upper oblique camera "door EA E IUE a i 

-2 175-310132-3 + . ANCHOR, Fuselage upper oblique camera door. . e . . . . . 1 

: 175-31098-5 . TRUCK ASSY, Fuselage lower tri-met camera door inbd. . . .. 4 

-3 175-31098-9 . . TRUCK, Fuselage lower tri-met camera door inboard . .. . 4 

πη AN365-624 NU a at ο a A ο ο ο je E RT CE 4 

-5 AN960D916 . . WASHER. . . a Sar E dl μα a Ge 4 

-6 CR12CP . . CAM FOLLOWER (TOR). > Gne Vera αν AT ο LAN See ae 4 

-7 175-310110-9 . PLATE, Fuselage camera door truck "washer EC μα EE 3 

-8 175-310171 A STRIKER, Fuselage upper oblique camera door microswitch. . . 1 

(lower forward end of door only) 

-9 AN365-524 ο μπα ο ο ο ο ο cis ly οκ ο προ. 8 

-10 AN960D516 ΜΑ ο αν, e md d. 8 

-11 AN5-10A s BOLT x. v τ 8 

-12 175-31062-1 + DOOR ASSEMBLY, Fuselage camera compartment upper oblique "A" 8 

(see figure 128 for detail breakdown) 
175-31062-2 + DOOR ASSEMBLY, Fuselage camera compartment upper oblique. . 1 
camera RH (see figure 128 for detail breakdown) 

-13 AN4-11A we BOLD Φ’ ταὶ tente ent V9 o D ο Nar ek age “ο; vel as TR 1 
AN960D416 . WASHER . . 2 6 «4 e 4 ee 9 ο 9 ww ὁ ὁ ὁ 9 ὁ ο 5 ο 9 ο ὁ ο n 1 
AN365-428 . NUT. . οδός 1 

-14 175-58035-1 3 CYLINDER ASSEMBLY, Hydraulic camera “door latas LH. oie .“ 1 

(see figure 137 for detail breakdown) 
175-58035-2 . CYLINDER ASSEMBLY, Hydraulic camera door actuating RH. . . . 1 
(see figure 137 for detail breakdown) 
-15 175-54212-1 . BRACKET ASSEMBLY, Electric camera door microswitch LH. . . . 1 
(see figure 122 for detail breakdown) 
175-54212-2 . BRACKET ASSEMBLY, Electrical camera door microswitch RH... 1 
(see figure 122 for detail breakdown) 

-16 AN365-1032 sA A E E D. MI RA  ὁ δὲ -ᾱ 2 

-17 2W1-13-24-064 . WASHER, Plain (NA) ...+....e.-s WORK e ο 2 

-18 2W1AL-13-32-032 . WASHER, Plain (NA) . . . « sosoo © e+ ο © © © © ο om ο n n AR 

-19 2W1AL-13-32-064. . WASHER, Plain (NA) . . +. +. +. +. +. ee eee ee . . ο om ο. AR 

-20 2W1AL-13-32-125 . WASHER, Plain (NA) . . « ο +. +. 4 e e ο ο we ο ὁ ο ο ο ο n n AR 

-21 AN3-7A PES-on dL LT DE 2 
175-310170 . DETENT ASSY, Fuselage upper oblique camera door. . . . s eà 1 

-22 AN365-1032 ec e A νο m ο ο ο ο ο ο ο tar ter 6. oe 1 

-23 AN960D10 . WASHER. . +. + DAA aa a es ant a 2 

-24 AN3-20A . . BOLT. .. ^w “4 EP a Te ο ο ο oe. E ϕ 1 

-25 4B21S3-23 + . BUSHING, Spacer (NA): 3 A » A . "m 2 

-26 175-310169 + . BRACKET, Fuselage upper oblique camera door open detent . 1 

-27 175-310167 +. . HOOK, Fuselage upper oblique camera door open detent. . . dc 

-28 175-310168 . .. SPRING, Fuselage upper oblique camera door open detent. . 1 

-29 AN520-10R17 . SCREW. οἱ 9 cas UE OR 9. v9 € 19079. C909 ὦ οἱ ο 9) er ere et es ἃ 0$; «ᾱ 2 
AN960D10 . WASHER . . ο ο ο ο « ο « ο ὁ ὁ ^» ὁ e 9 * c3 9 ο ὁ ὁ ὁ ὁ ο t£; 5 2 
AN365-1032 « NUTS. ον ox s . . . . . . . 2 

-30 175-310175-1 . BOOT ASSEMBLY, Fuselage upper oblique” camera door compartment 1 

closeout LH 

175-310175-2 . BOOT ASSEMBLY, Fuselage upper oblique camera door. . . . . . 1 

-- compartment closeout RH . 

ANT3TRM66 . CLAMP. . . ο ο ere ee. 76 1 

175-310176-1 . RETAINER, Fuselage’ upper oblique camera “door compartment . . 1 
closeout ΤΗ 

175-310176-2 . RETAINER, Fuselage upper oblique camera door compartment , . l 
closeout RH 

-31 AN365-1032 & NU Si e δι νο e A ia DA a 6n 20 

-32 AN960D10 « WASHER. >e a 9v. Ὅτῳ s |n e * 4 4 .« a cial fer Xe! fe tae de 20 

-33 2W1AL-13-32-032 . WASHER, Plain x e ο 0 ὁ ο e ὁ 9 ο ο 4 ο ο ὁ » » 9 ο HO 

-34 2W1AL-13-32-064  . WASHER, Plain μ.ο ds μ.μ. AR 

-35 AN509-10R14 $. (SCREW v «ον es po ek Mer ees T E do (eh ice ο ER, RE 10 

-36 AN509-10R13 + SCREW. . . . . . . απ δ. dw τὰ, TW 6, ml ee ες 10 

-37 175-310296-1 . TRACK, Fuselage upper oblique camera door ΤΗ... κ ος κ 2 

-38 175-310296-2 . TRACK, Fuselage upper oblique camera door RH . . . . . . e 2 
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Section [| 
Group Assembly Parts List 





AN O1-60AABA-4 


FUSELAGE (Cont) 


FIGURE 124 - LH AND RH FUSELAGE CAMERA COMPARTMENT SIDE TRI-METROGON DOOR ASSEMBLIES 


H-175-31-46 








FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

12 175-31003-1 DOOR SEMBLY, Fuselage camera compartment side tri-metrogon e 

see figure 119 for next assembly) 
175-31003-2 DOOR ASSEMBLY, Fuselage camera compartment side tri-metrogon RH Ref 
: (see figure 119 for next assembly 
-1 175-31067-1 . DOOR, Fuselage camera compartment side tri-metrogon LH. . . 1 
175-31067-2 . DOOR, Fuselage camera compartment side tri-metrogon RH. . . ν U 

-2 AN365-1032 μα ο E EA ο E 1 
-3 AN3-6 S BOLT. 12 to ο AA RA iw Ce 1 
-4 AN960D10L € WASHER. ο 0149 e νι δν τν) eG Ta ος ο. ὁ 2 
-5 ΑΝΘΟΟΚΡ3 s BEARING .- 4547049 De ο a το τν ὦ ο ας XV is Va 1 
-6 AN365-1032 e NUT T a Ute ο A RSS Ie ME 4 
-T AN960D10 Ὁ. WASHER: 404399 ο 9 -ᾱ- uu od Ox lus ο) τν e ὦ ο φ 4 
-8 AN509-10-16 « SCREW . . 2 4 ν 4 e o9 ὁ ὁ 9 ο ὦ cm ὦ ov. ὁ o 9 s 2 
-9 AN509-10-10 a CSCREW-. 2 04 3.0.3. us Rye σος we ede al το url lel de 2 
-10 175-31015-3 + LATCH ASSEMBLY, Fuselage camera door locking. . . . . +. + +. 1 
-11 AN310-3 DA NUR PU LE E EFE ο EOM E ATE eite ct E io 1 
-12 AN3-20 La BOLT a a a a e ος τῷ το v a 1 
-13 AN960D10 2.47 WASHER 4 cece “os ca) e wo ja ae ὧν oe ces Uer Dea. CES ce tec RD T daa 2 
-1% 4B2183-7 . . BUSHING, Spacer (NA). . . . . . . ee ee eee 9 ὁ ο « 2 
-15 AN365-428 es Vu NU as al a a Yel 19; Ze. 1 
-16 AN4-21A bo cae, BOLT. otira ar ο a SS, WIS ese as Ὅλ) MS re 1 
-17 ANQ60D416 + . WASHER ο”... ο ο πα 2 
-18 4B21S4-9 : | BUSHING, Spacer (NA); ` : : "ar 2 
-19 175-31018-3 . . SPRING, Fuselage camera door locking latch -— ας ων καν ve 1 
-20 175-31017-3 wi! τῷ BRACKET, Fuselage camera door locking latch LH . . . . . 1 
-21 175-31017-4 Sel ie BRACKET, Fuselage camera door locking latch RH . . . « « 1 
-22 175-31016 . . HOOK, Fuselage camera door locking latch . . . . . . . . 1 
-23 AN365-1032 & NUT A A ES e qe 1 
-24 AN3-13 s BOLT: “.. “ο a anade τν 4 e S. ls Ta M terae ns. 1 
-25 AN960D10L. . WASHER. . . wo, gw" ο el eee Am ο ο WE e à 2 
-26 14B1983-100 . BUSHING, Press fit “plain” (NA). «ος A MEME 1 














Section [| 


ΑΝ 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 





H-175-31-41 
FIGURE 125 - FUSELAGE CAMERA COMPARTMENT LOWER TRI- METROGON CAMERA DOOR ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
195 175-31004 DOOR ASSEMBLY, Fuselage camera compartment lower tri-metrogon. Ref 
camera door assembly (see fig. 119 for next assembly) 
-1 175-31068 . DOOR, Fuselage camera compartment lower tri-metrogon. . . . 1 
-2 175-31015-9 . LATCH ASSEMBLY, Fuselage camera door locking. . . . . . +. + 1 
ATTACHING PARTS 
-3 AN365-1032 Qv A πο ο A as ge E ande da 4 
-4 AN960-10 . WASHER. . . . . . . . . Swe. τὸ τῶ ces vale: (ey SUO ὦ, Cel TETTE Ὅς -ϕ 4 
-5 AN509-10-19 ο Sa nit ο ou μεριὰ, ei ο voter κο Mets. Wo is Im ied iue de ow. s 2 
-6 AN509-10-13 a 4 ὧν’ ο ow. ο te es ὃς οὖν rEr us ως Αν ο der D on "E 9 
ος AA 
-T AN365-428 E, eis (NUT usu RAE Bs we Si a Bs: Se Se 9 vto 1 
-ᾱ AN960D416 e ᾱ WASHER -sper ο as 9e a Rs Ae e ES E 2 
-9 175-31017-9 . . BRACKET, Fuselage camera door locking latch. . . . . . . 1 
-10 4B21-54-9 . . BUSHING, Spacer (ΝΑ)... .................. 2 
-11 175-31017-7 . . BRACKET, Fuselage camera door locking latch. . . . . . . 1 
-12 AN4-21A sto BOLT o ea be πο ο 061 ο “Ses Sel eet eve ο, ο 1 
-13 AN310-3 «ox ΝΟΤΕΣ. ο. ο ο ο ο ο ο ES "m αμ”. 1 
-14 AN960D10 «e cds WASHER τς ο ies Ue et CUR νι ROI ac m a Jan uk Rosie -ᾱ- ced 2 
-15 175-31018-3 + . SPRING, Fuselage camera door locking latch . . . . . . . 1 
-16 175-31016 ." . HOOK, Fuselage camera door locking latch . . . . . . . . 1 
-17 4B21-53-7 + . BUSHING, Spacer (NA). . . . .. . .. .. . 8 + eevee 2 
-18 AN3-20 ave BOLTA xo uo EA A ο ο Mer cae πο ο”. 1 
-19 175-31004-11 . BRACKET ASSEMBLY, Fuselage camera compartment lower . . . . 1 
tri-metrogon camera door assembly 
-20 AN365-1032 ο NUT ls lou cm onm wo mu Vo πὸ, ce rad ee Ὁ EM sd» WW us 1 
-21 AN200KP3 wy a BEARING; o2 Cow e noU. a ο o να. 1 
-22 ΑΝΟΘΟΡΙΟ € c WASHER iei 3h 305 ὃς X ue yos Dy <td? ow a [Se lo Λα 1 
-23 AN3-7A ο BOLT do ο ο ae wx m τς uo ας ο τν ὃν. εν 1 








Section il 
Group Assembly Parts List 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 





FIGURE 126 - LH AND RH FUSELAGE STATION 421.313 OBLIQUE CAMERA COMPARTMENT DOOR ASSEMBLY 
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Section Il 


AN 01-60AABA-4 9 
Group Assembly Parts List 
FUSELAGE (Cont) 
PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-31005-1 DOOR ASSEMBLY, Fuselage station 421.313 oblique camera. . . Ref 
compartment LH (see figure 122 for next assembly) 
175-31005-2 DOOR ASSEMBLY, Fuselage station 421.313 oblique camera. . . . Ref 
compartment RH (see figure 122 for next assembly) 
175-31070-1 . DOOR, Fuselage camera compartment oblique LH . . . "NET 1 
175-31070-2 . DOOR, Fuselage camera compartment oblique RH . . . . 1 
175-54180-1 ACTUATOR ASSEMBLY, Fus lower oblique camera sta microswitch. 1 
LH 
175-54180-2 . ACTUATOR ASSEMBLY, Fus lower oblique camera sta microswitch. 1 
ΒΗ 
ATTACHING PARTS 
AN365-1032 NU αμ a RR ose 8 . dead aste A ο 3 
AN3-10A A BOLT- Z vui ES 5 3 ^s ον EN 1 
AN3-14A s “BOLTS ooi ας A Sw fe a Doct ce? uer Ye wi WU δν ne πῶ 1 
ΑΝΡΟΘ- 10-19 s SCREW; 5 E WD e d € Go us é vs a vel Me 1 
AN960D10 e WASHER ect 6) ᾱ. ας er Bede em ROV τς πα. αἱ ποτῶν ᾱ. “Σα. ο 4 
PE. των 
AN365-1032 à NUT- ο 5 Aaa μα O A DEP. ROUEN a Fe 1 
AN960D10L 5 + WASHER. .... at us s vow uw ΣΣ ο. E 1 
AN509-10R37 A . SCREW... E ES c moa M s 1 
4B2183-100 . . BUSHING, Spacer, m E an τ O δν ος 1 
4B2183-024 . . BUSHING, Spacer NAJ) -ᾱ- eS a eh τν τα μα εν Gee Ye ὦ 1 
4B19S5-024 i BUSHING, Press fit plain (NA). . . . . . . . . . . . . 1 
AN365-428 3 NUT. λα μα ες. αμ. Ὁ wwe S aq φ n ws ix 5 l 
AN316-4R e NUT. o Ὁ ὦ VA Set per «ὁ κᾶν. τος, ἔτος 3 E E 4 1 
175-31058-3 . BOLT, Fuselage camera door open detent . . . . . . . . . , 1 
AN960D10 > WASHER T dd Vy $44 8 ST US T WS ue eoe b 2 
175-31015-7 . LATCH ASSEMBLY, "Fuselage camera door locking LH. . κ. ᾱ ‘ 1 
175-31015-8 LATCH ASSEMBLY, Fuselage camera door locking RH. . xd a 1 
ATTACHING PARTS 
AN365-1032 NUT. ue ο ας 9 à Sas We Nee E 2 
AN509-10-20 E SCREW AS «ὁ yrs $ 7 wow Ὅν te as ve iun d 2 
AN365-428 S NU Tye.) το tor vet. eie m ἂν a, ον οὐ ας SS EC obse stis us 1 
AN4 -14A s BOLT! το vo wc A Wo ὦ ντ Ὁ ὁ 1 
AN960-10 ο. WASHER 4 5€ @ 4. Ὁ ᾱ ᾱ ca ox Wo v Et Ae ον a dew 3 
ScaKool 
AN310-3 sce NUTS m ον ο ο oe γα X mem img. oe Nox us qu se 1 
ΑΝ3- 90 v.e BOLT ο ac e a Ue MD om SE A Ὁ νι Ὁ YU e ιδ Dos 1 
AN960D10 . . WASHER. . > RN OE ee eS μα. 2 
4B19S5-026 ; . BUSHING, Press fit plain (NA). . . . . . 22 1 
4B2183-026 1 . BUSHING; Spacer (4) oh idee S$ ewe @ Se aoe Ae Ree” ἃ 
4B2183-7 e -a “BUSHING, Spacer (NA) s-a 4 G ae m 0€ 0€ 33 5 sea Ὁ 
AN365-428 sow UND ο 43 a er ee ο o. e CS a 3 ESSE UR -ᾱς he “Ὁ 1 
ANY-21A & cw SBOLTS a a ee A a E RA 1 
AN960DH4 16 +. WASHER. . . . ATAR cw cx Ver 1e, dr cese ur Bt πο ARAS A 2 
4B21S4-9 . | BUSHING, Spacer (NA) . . . s; A dour eene" “Ὁ 
175-31086-1 woe BRACKET, Fuselage lower oblique camera door latch LH. . . 1 
175-31086-2 » BRACKET, Fuselage lower oblique camera door latch RH... 1 
175-31016 . . HOOK, Fuselage camera door locking latch. . . . wo v us 1 
175-31018-5 . SPRING, Fuselage camera door locking latch. . . sg Wo ow 1 
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Section [| 


Group Assembly Parts List 





ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


FIGURE 127 - FUSELAGE PRIME VERTICAL CAMERA STATION DOOR ASSEMBLY 


PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
175-31006 DOOR ASSEMBLY, Fuselage prime vertical camera station . . 
(see figure 121 for next assembly 
175-31069 . DOOR, Fuselage prime vertical camera station . . . .. 
175-31083 . ROLLER ASSEMBLY, Fuselage prime vertical camera door . 
AN365-1032 aar A E EA O 
ΑΝΟΘΟΡΙΟ n WASHER. +. . . ὁ . ὁ 2 ὁ ὁ 0 9 » eut «9 ο st 9 s 4 
NAS221-21 . . SCREW, Brazier head Phillips recess alloy steel 10-3 
NAS43C3-24 . . SPACER, Screw and bolt. . . . « . s . s 4. ο 
AN200KS3L « Go BEARING ο 6 4» Ὁ 4 6 9 τὰς eS e ce e 
175-31084 . BOLT ASSEMBLY, Fuselage camera door open detent. . . . 
AN364-428 € o INUTIL o E A -φ'-α.--ᾳ 
AN960D416 A WASHER; 2 5.03. aa e a τῳ, a, wens: A a a 
175-31058 . . BOLT, Fuselage camera door open detent. . . . . . + 
175-31057 . LATCH ASSEMBLY, Fuselage prime vertical camera door lo 
ATTACHING PARTS 
AN365-1032 € NUTS. 434 o9 ὦ 539.0 ο ο a eI Te i ce. Bane 
2W1-12-18-63 - WASHER, Plain . (NA). ος A. litio τον eii dato ir ae αμα) «φις 
` AN509 -10R22 xz SSOREW. 4 4. 6 4 0.02 E A 
NAS43C3-8 + SPACER, Screw and bolt . . . . e s . e 4. . soos ooo 
AN364-1032 is, ONUTS A E E E αν Mi ue Sake” πο ος 
AN960-10L . WASHER . . . . . . . "νον κ απο ο. 
AN509-10R17 οταν ΙΟΥΝΙΟΥ cR NR ο ο eid se je 
oa d T y 
AN310-4 Bin ὦν. NU a te A ο a ο ο ο Notes 
ANA -16 » a AAA GU» el aa des οἱ ϱῳ o δι a a 
ΑΝΟΘΟΟΝ16Ι, ox (WASHER; νο jaca ὡς τὰς A eo 
NAS43C4-24 + . SPACER, Screw and bolt. . . . . « « 2. 2 es ee eee 
AN393-67 «+. PIN, "| aux a ο 
2W1C13-18-32 so? WASHER; Plain (NA) ο ο οτε οσο c9 RS m 
AN960C10L & ^ WASHER. ece gne 10979 ses Ὁ UR (e) Tw Ce mo lw lh ula Me 
NAS43C3-24 . . SPACER, Screw and bolt. . . « s . . ss .. . . + 
AN315-3R "Ep AC M -— EDDIE 
AN526 -1032R16 4o ee CREW. D uo rr cse Ὅτῳ, ος iw Two τρ um (e «Ὁ jm c ο od 
175-3105! E . . BRACKET, Fuselage prime vertical camera door latch. 
175-31055 . . HOOK, Fuselage prime vertical camera door latch. . 
175-31056 . . . ACTUATOR, Fuselage prime vertical camera door ο ο 
175-31053 . . SPRING, Fuselage prime vertical camera door latch . 


e 9 0 9 9 o9 9 9 ο 4 0 ο ο 1 


PER ASSY. 


eo 9 © o9 4 s s 9 9 9 e... + os. 


UNITS 


Ref 


HRHHHHIDIIUDHIODIHH ΠΟΙΟΙ PEPE IA FH HH FH [3 [2 EL. E. IS 


H-175.31.47 


USEABLE ON 
CODE 
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Section [{ 


AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 





H-175-31-49A 


FIGURE 128 - LH AND RH PUSELAGE CAMERA COMPARTMENT UPPER OBLIQUE CAMERA DOOR ASSEMBLY 





FIGURE & . PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

198 175-31062-1 DOOR ASSEMBLY, Fuselage camera compartment upper oblique. . . . Ref 
camera LH (see figure 123 for next assembly) 
175-31062-2 DOOR ASSEMBLY, Fuselage camera compartment upper oblique. . . . Ref 
camera RH (see figure 123 for next assembly) 
-1 175-31060-1 . DOOR, Fuselage camera compartment upper oblique camera LH. . 1 
175-31060-2 . DOOR, Fuselage camera compartment upper oblique camera RH. . 1 
-2 .175-310166-1 . COVER, Fuselage camera compartment upper oblique . . . . ο . 1 
camera LH 
175-310166-2 . COVER, Fuselage camera compartment upper oblique . . . . . . 1 
camera RH 

-3 175-310295 . ROLLER ASSEMBLY, Fuselage upper oblique camera door fwd. . . 2 
-4 175-310295-3 . . ANGLE, Roller fuselage upper oblique camera door fwd. . . 1 
-5 AN365-1032 ο ANUN ey 0) Se, a ter a a ὁ 4. 5 4 ' 4 1 
-6 AN960-10L « -e MASHER. . à v 4 4 ο -- ο- s 4) ye ooo eo "AE PPP 2 
-T AN200KP3 e" “Al '"BEARING:. Co ο arta eye ete eh ὧν ρα, a TA ah ra 1 
-8 AN3-7A Poe a BOLT 5. O A 1 
-9 AN509-10R17 a nui MEE DEDE DD 3 

-10 AN509-10R9 "Enn. PDC 5 - 
-11 AN365-1032 e ΝΤ; 2. Sr τῳ a) eroe Lov SR, te ο Ημ... pss Φι..4ἱ ug. Weir, a 8 
-12 AN960D10 « WASHER... . . a . ο 4 es» ο ὁ 09,5 ὁ o Ὁ ———— a 8 
-13 175-31015-5 . LATCH ASSEMBLY, Fuselage camera door locking . . . . . . +. + 1 
-14 AN310-3 Ὁ γω NU ο a Sue We, a ales ese oa a is 1 
-15 AN3-20 ο αρ ο ο tear ο gee ο ο Sessa By Ὁ δω αν οτῳ Ὢ 1 
-16 4B2183-7 . . BUSHING, Spacer (NA)... saca ..... ee ee ον o 2 
-17 AN960D10 . . WASHER. . . « . . o. oo. CAE a REC ο. 2 
-18 AN365-428 fy. ties PNUD Se ah Slee εἴς ot ee Sed ο ο e. UU wel See ον. qui 
-19 AN4-21A a BOLT Se ο da Wa coke se ο ο τῷ Jw. Debes ioe ae. fo ορ... 1 
-20 4B2184-9 + . BUSHING, Spacer (ΝΑ). . . . . . — EL 22 
-21 AN960D/116 s ou; “WASHER; 02 o2 aaa oOo Cen ese des ο eo Yon EL OR KR. Pun 8 2 
-22 175-31017-5 . . BRACKET, Fuselage camera door locking latch LH. . . . .. 1 
-23 175-31017-6 + . BRACKET, Fuselage camera door locking latch RH. . . . . . 1 
-24 175-31016 . . HOOK, Fuselage camera door locking latch. . . . . . . . . 1 
-25 175-31018-3 + . SPRING, Fuselage camera door locking latch. . . . . . . . 1 


ΞΕ ικα ο A ο ES AAA κ ο τι a ----ος- 
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Section [| i 


. AN 01-60AABA-4 
‘Group Assembly Parts List 


FUSELAGE (Cont) 


. | H-115-13-10 





FIGURE 129 - FUSELAGE CAMERA GLASS.AND PANEL INSTALLATION 
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Section [| 


AN O1-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & - PART UNITS ^ USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE v. PER ASSY. CODE 
129 175-73283 GLASS AND PANEL INSTALLATION, Fuselage camera. . . . . . . . . Ref 
see figure 111 for next assembly A 
No Number . FUSELAGE STATION 371-7/16 TO STA 397-9/16 CAMERA GLASS AND. Ref 
: PANEL ASSEMBLIES (see fig. 130 for detail breakdown) 
No Number . FUSELAGE STATION 397-9/16 TO STA 423 CAMERA GLASS AND . . Ref 
PANEL ASSEMBLIES (see fig. 131 for detail breakdown) 
-1 175-310106-1 . DOOR ASSEMBLY, Fus side tri-met closeout panel vent LH. 1 
-2 175-310106-2 . DOOR ASSEMBLY, Fus side tri-met closeout panel vent RH. . 1 
-3 147-53008 . . SPRING, Fuselage side tri-met closeout panel vent door , 2 
-4 175-310106-15 + >.. SPONGE RUBBER, Fus side tri-met closeout panel vent door 1 
-5 AN365 -1032 . NT... DET 2 
-6 NAS221-12 . .SCREM, Brazier "head Phillips récess alloy Steel 10932 * 2 
-τ NAS43C3-16 5 SPACER, Screw, and bolt. 4 s . 6 ἡ aa a δι ο 2 
-8 AN960D10 «s UWASHER. ο 3 a es WP νο WETS αν ον We κ ee aly WU BOE ος τς 4 
-9. AN393-7 ο ο E RN A ee De," Xr We 9 
^ -10 AN960D10L . WASHER. . . mr τ 2 
-11 175-73298 . CABLE ASSEMBLY, S1de "tri net camera glass retaining E τν 2 
-12 140-53122 . SPRING, Pilots relief tube extension. . . Ey 2 
-13 175-73278 GLASS ASSEMBLY, Camera compartment side tri -met station ER 2 
ATTACHING PARTS 
-14 AN393-9 & PIN ο ot tar eet qe 9, ody ο e cen eom Bc ee Ὡν a lm cR d 4 
-15 AN960D10L 4 WASHER. ooo a ΙΙ Es Ue uw ge ne 8 Se eS BE a le ee ae 4 
a erm «ώμο 
-16 AN364 -1032 s NUT. a Muay 50 
-17 NAS221-6 . SCREW, Brazier head "Philii 5 recess “alloy "steel “10- 32. E 32 
-18 164-O101L . ws QUICK RELEASE LATCH "APN. ο T as 1 
164-0101R + . QUICK RELEASE LATCH MAFN eae eb . 1 
-19 NAS221-7 . . SCREW, Brazier head Phillips recess alloy “steel “10- 32; n 16 
-20 AN509-10R6 . . SCREW... 
-21 175-73292 . ». PLATE ASSEMBLY, "Fuselage side "trimet “and” upper obrigue. 
- camera glass corner 
-22 175-73291 . . GUSSET, Fuselage side tri-met and upper “oblique camera . 
glass corner 
-23 175-73290-5 . . RETAINER, Fuselage side tri-met and upper oblique. . . . 
camera glass ` 
-24 175-73290-3 . . RETAINER, Fuselage side tri-met and upper oblique. . ... 
camera glass 
-25 175-73290-13 + . RETAINER, Fuselage side tri-met and upper oblique. . . 
camera glass 
-26 175-73290-11 - . RETAINER, Fuselage side tri-met and upper oblique. . . . 
camera giass 
-27 175-73290-7 . . RETAINER, Fuselage side tri-met and upper oblique. . . . 
" camera glass 
-28 175-73290-9 . . RETAINER, Fuselage side tri-met and upper oblique. . . . 
camera glass 


-29 175-73276 GLASS, Side tri-met camera station... " 

-30 175-31099 DOOR ASSEMBLY,- Fus lower tri-met camera sta closeout “vent ; 

-31 146-42541 SPRING, Engine compartment fire exit door tension. 
175-31099-17 SUB ASSY, Fus lower tri-met camera sta closeout vent door 


e... . 9 n o9 ο 


-32 5B2-21 BOLT, Adjustment (ΝΑ)... .-........... 
-33 ΑΝΟΤΟ-5 ` zo WASHER. ο κ ο See ia A> ο κ... 
-34 AN960D416L . . WASHER. . . ws 
-35 153-54264 . SPRING, Two position split “contact "push button. "IET 
Switch plunger 
-36 175-31099-5 - ... SEAL, Fus lower tri-met camera sta closeout vent door 
-37 AN393-7 ο E usce ο R^ ME eR MS ἃ 
-38 AN960D10L WASHER, v ο αυ μα. «δι δι «δώ, δν de ve o a e τας rw LE Ned VETE Dy a 


NUT... S ο cts 
SCREW, Brazier "head Phillips recess alloy steel 1o- 32 st x 
CABLE ASSEMBLY, Fuselage lower tri-met camera EN ιν 
SPRING, Pilots relief tube extension. . . . 
GLASS ASSEMBLY, Camera compartment lower tri-met "station. 


-39 AN365-1032 
-40 NAS221-9 
-41 175-73299 
-42 140-53122 
-43 175-73279 
ATTACHING PARTS 


DN WOON FEE BRE NMNUEPRE HNP BHP ERE N iD N È E + ON 


-44 AN365-428 A ue ο ο lo "δον - 

-45 AN509-416R12 . SCREW... Bs Riz ο αμ” 

-46 2W13-4 . WASHER, Serrated (Na). Ὁ κῶν τῳ 

-47 175-73296 . PLATE, Fuselage lower tri-met camera "glass latch adjusting. 

-48 NAS221-7 : SCREW, Brazier head Phillips recess alloy steel 10-32 . . . 

-49 AN960D10L Ρ WASHER. ον ας ας δύω ὃς i ο du v ο ον ο cS ce sla de 

---ᾱ--- 
“> -50 AN365-1032 $ ος ΝΟ PA 4 

-51 NAS221-11 . . SCREW, Brazier “head "Phillips recess "alloy. steel “10- 32. 

-52 AN960-10 . . WASHER .... x " 46 

-53 NAS221-10 . . SCREW, Brazier head Phillips recess “alloy “steel 10- 32. z 20 

-54 NAS221-23 + . SCREW, Brazier head Phillips recess alloy steel 10-32. . 19 

-55 ΑΝΗ 2-13 . . BOT. ... ο ο Nes INC ο IR. Jerem HE 1 

-56 164-0101L . . QUICK RELEASE LATCH DAN — ο ο e 1 
164 -0101R - . QUICK RELEASE LATCH MAFN ws -ῳ ο UA Senos! he 1 

-57 175-73287 . . PLATE, Aft fus camera glass assembly corner. . . roue: 8 

-58 175-73286 Lo de GUSSET, Aft fus camera glass assembly corner . . . . . . à 

-59 175-73285-3 | | RETAINER, Fuselage camera glass. . . . . . . . . . . 8 

-60 175-73285-5 + . RETAINER, Fuselage camera glass. . . . . . . . . . . . . 4 

-61 175-73285-7 Eu RETAINER, Fuselage camera glass. . . . . . . . . . ο ον 4 

-62 175-73277-3 + . GLASS, Aft fuselage camera window. . i Wu s 1 


247 











Section ll 


Group Assembly Parts List AN O1-60AABA-À 


FUSELAGE (Cont) 


H-175-73-12 





FIGURE 130 - FUSELAGE STATION 397-9/16 TO STATION 423 FUSELAGE CAMERA GLASS AND PANEL 


AAA LLL—BM——————————————————————————————————D 
FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE . PER ASSY. CODE 
130 No Number FUSELAGE STATION 397-9/16 TO STATION 423 CAMERA GLASS AND PANEL . Ref 
ASSEMBLIES (see figure 129 for next assembly) 
-1 175-310173-1 . PANEL ASSEMBLY, Fus upper oblique camera closeout aft LH... 1 
-2 175-310173-2 . PANEL ASSEMBLY, Fus upper oblique camera closeout aft RH . . . 1 
ATTACHING PARTS . 

-3 NAS221-7 . SCREW, Brazier head Phillips recess alloy steel 10-32. .... 28 

-4 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 10-32. . . . . 12 

-5 NAS221-9 +. SCREW, Brazier head Phillips recess alloy steel 10-32. . . . +. 8 

-6 AN960D10L S "WASHER/ cue νο oce fo ο ο LC ο ο ο Sah a .. "δ 


a ΠΠ Γ᾽ 
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AN 01-60AABA-4 


FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 





HOURS & PART UNITS USEABLE ON 
INDEX NUMSER NUMBER 1 2 3 4 S 6 7 NOMENCLATURE PER ASSY. CODE 
130-7 AN365-1032 sere NUT. οτος; το Se Deas v. JR ο μμ ο κα μμ. (ών ο 3 
-8 AN520-10R8 s Ὁ V SCREW cote. ea ee Ces de Ὁ ο ο e 1p ews: e epe e Wh ter de 3.45 
-9 AN960D10L . . WASHER... mt "TEE š 6 
-10 175-53387-100 + . MANIFOLD ASSEMBLY, “Heat and vent system camera "compt "aft. 1 
- upper window defrost air (LH only) 
-11 175-53374-100 . . MANIFOLD ASSEMBLY, Heat and vent system camera compt aft. 1. 
upper window defrost air (RH only) 
-12 175-310172-1 . . VENT ASSEMBLY, Fus oblique camera door compt. in ae : 1 
-13 175-310172-2 . . VENT ASSEMBLY, Fus oblique camera door compt. (RH only). 1 
-14 175-310172-21 er ue © SEAL, Fuselage upper oblique camera door compartment . 1 
-15 147-53008 αν... SPRING, Navigators map and data case cover . . . . . . 2 
-16 AN320-3 . d UNUM GG wv e wo Sev de ρῳ -ᾱ δν ον o ie. oue xw quo Winu iui is 2 
-17 AN23-9 e « BOT... ... ee ο ο ο ο AR ο ts je 2 
-1δ AN365-1032 αν NUERA E exe e ος τὲ 2 
-19 ANH2-HA ee) BOLT 4 -ᾱ- Ὁ or oe ο. Ὁ. Bac Soe Men fae! 99. 18s ο, wt δν delle i9; "αἰ Ἴθι he Ὁ 2 
-20 AN960D10L Lx CWASHERS ouo Gress, ck cce moo ο ο o xw ο Rar ne ro ΜΗ 4 
-21 AN960D10L e . WASHER. . . HS pr s Vx s; e... AR 
-22 175-73289 e . GLASS ASSEMBLY, Fus camera compt upper oblique station ae 1 
-23 AN364 -1032 ote oi ΝΟΕ: ος. δω o> he xe 48 
-24 NAS221-6 - a . SCREW, Brazier head “Phillips recess 'alioy steel” 10-32. 24 
-25 NAS221-7 . . . SCREW, Brazier head Phillips recess alloy steel 10-32. 8 
-26 NAS221-17 e . +. SCREW, Brazier head μπα recess alloy steel 10-32, 16 
-27 ΑΝΟΘΟΡΙΟΙ, . +. . WASHER... P . NES 96 
-28 175-310297-1 e «+ RELEASE ASSEMBLY, Fuselage u per oblique camera. "Er 1 
glass (make from age up 164 -0101L) 
175-310297-2 e . . RELEASE ASSEMBLY, Fuselage upper oblique camera. . . . 1 
glass (make from (MARN) 164 -0101R) 
-29 175-73292 . . . PLATE ASSEMBLY, Fuselage side tri-met and upper. . . « 8 
oblique camera glass corner 
-30 175-73291 . . . GUSSET, Fuselage side tri-met and upper oblique. . . . 4 
“camera glass corner 
-31 175-73290-15 . . . RETAINER, Fus side tri-met and upper oblique camera. . 2 
-32 175-73290-17 . . + RETAINER, Fus side tri-met and upper oblique camera. . 2 
-3 175-73290-19 . . . RETAINER, Fus side tri-met and upper oblique camera. . 2 
-3 175-73290-21 . . + RETAINER, Fus side tri-met and upper oblique camera. . 2 
-35 175-73290-5 - . + RETAINER, Fus side tri-met and upper oblique camera. . 4 
-36 175-73290-3 + . . RETAINER, Fus side tri-met and upper oblique camera. . 4 
-37 175-73288 . . . GLASS, Upper oblique camera station. . . +. . . +... . + 1 
-38 AN520-10R10 s; SCREW; 4 v ο. Ὁ ὁ € 9*0 * ὁ Ὁ 4-09. 9 79. ICH a 20 
-39 AN960D10 $ . WASHER . . . + . 20 
-40 175-310121-1 - . PANEL ASSY, Fus' lower. oblique camera sta fwà closeout “LH only 1 
-41 175-310121-2 . PANEL ASSY, Fus lower oblique camera sta fwd closeout RH only l 
-42 175-310121-7 + . SEAL, Fus lower oblique camera sta fwd closeout panel . . 2 
-43 175-310121-9 . . SEAL, Fus lower oblique camera sta fwd closeout panel . . 1 
-44 9994P.130 a. ο, “RECEPTACLE. (UC) 4 ος w se a $9 m c9 ο ο ο oe ὦ 2 
-45 AN520-10R10 a ο κα αν ο ο ο ο ο ο ο ο“. 20 
-46 AN960D10 . WASHER... « 5 .. 20 
-47 175-31035-1 . PANEL ASSY, Fus “lower “oblique camera sta aft closeout LH only 1 
-48 175-31035-2 . PANEL ASSY, Fus lower oblique camera sta aft closeout RH only 1 
-49 175-31035-13 . . SEAL, Fus lower oblique camera sta aft closeout panel. . 2 
-50 175-31035-15 + . SEAL, Fus lower oblique camera sta aft closeout panel. . 1 
-51 175-31035-17 - . SEAL, Fus lower oblique camera sta aft closeout panel. . 1 
-52 175-310127 + . SPRING, Fuselage lower oblique camera sta vent door... 1 
-53 9994P.130 e: “io RECEPTACLE (UC)... 5.2 ox - νε 40€ 479 09 Seis ᾱ δι ee m 2 
-54 AN365-1032 T Sole. x Er Ve las mer (ὁ. UST DEI. ο Iz VEDO ο ο AA A ^er e 8 
-55 AN520-10R14 4^ SCREWS a νο ow vo el m, ὃν Wel “otto? c ee, 1. Ὅν 8 e ο) n ia A OR D 8 
-56 AN960D10 . WASHER . . . . iie! Lui. GN ο 0t del A ο 8 
-57 164-0101L . QUICK RELEASE LATCH a gc Yar Ley ο ο at He a ο.” 2 
164-0101R . QUICK RELEASE LATCH (MAFN) +. . « +... © ee © © ον» we we 2 
-58 AN365-1032 . s "nn .. E: 6 
-59 NAS221-11 . SCREM, Brazier head “Phillips recess alloy steel 10-38. . . . 2 
-70 NAS221-12 € SCREW,. Brazier head Phillips recess alloy steel 10-32. . . . 2 
-61 NAS43C3-16 + SPACER, Screw and bolt . ... . « . 44 ee ew ee ew we ene 4 
-62 ΑΝΟΘΟΡΙΟΙ, « WASHER . « © « 6 ο ὁ o o c o uo ὁ ὁ ὁ ὁ 9 ὁ ^ ὁ ὁ 9 e ο » ο 2 
-63 AN960D10 τ. WASHER ντο τος car «δι. 3; εν nepos. Ὁ Ju! es da 8 
-64 ANY2-4A . BOLT.... SAA ἐα, e ra! ο ο 2 
-65 175-73295 . CABLE ASSEMBLY, “Camera glass Tetaining Woo X^ E^ cu^ ο) I-A om ᾱ 2 
-66 140-53122 . SPRING, Pilots relief tube exterísion . .. . . . . . . . . . 2 
-67 AN507-1032R7 . SCREW. . MM" t 14 
-68 175-73280 . GLASS ASSEMBLY, "Camera compartment lower oblique . . . . . . 2 
-69 AN365-1032 ve NURGe o ο ο sel ge Uu e. lel a ee ος το οφ a e vere 42 
-70 AN509-10R9 ο SCREW Ec 42 
-71 AN960D10 « . WASHER. , 4 4 ο ^» ὁ € 4 ὁ 4 4 9 ὁ ὁ 9 ὁ 4 ^ ὁ ο 4 ο ο ὁ 42 
-72 AN365-1032 So ΝΟΕ. Ὁ Ὁ μον am 24 
-73 AN509-10R22 $c US CREW x 0o» 9.9 ο a a 09; 9 See SD -ῳ “Oe 24 
-74 AN960D10 + . WASHER. . + EM UPS ο ο ο ο 25 
-75 175-73287 e . PLATE, Aft füselage camera glass assembly corner. . . . . 8 
-16 175-73286 + . GUSSET, Aft fuselage camera glass assembly corner . . . . 4 
-77 175-73285-9 . . RETAINER, Fuselage camera glass . . . . . . . - osoo 2 
-78 175-73285-11 + . RETAINER, Fuselage camera glass . . . . +. “e e « eooo 2 
-79 175-73285-15 + . RETAINER, Fuselage camera glass . . . . +. . . . +... eee 2 
-80 175-73285-17 . . RETAINER, Fuselage camera glass . +... . . . +. +... . ns 2 
-81 175-73285-3 + . RETAINER, Fuselage camera glass . . . +. . . +. . . 4 eos 4 
-82 175-73285-13 . . RETAINER, Fuselage camera glass . . . . +. « .. 4 4... . +. 4 
-83 175-73277-5 ; . GLASS, Aft fuselage camera window . . . . . . . . ον . +. . 1 
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Section Il ES 


7 ΑΝ 01-GOAABA-4 
Group Assembly Parts List 


FUSELAGE (Cont) 





ROTATED 90° 


H-175-73-11 


FIGURE 131 - FUSELAGE STATION 361-7/16 TO STATION 397-9/16 FUSELAGE CAMERA GLASS AND PANEL 
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ΑΝ O1-60AABA-À 


FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


PANEL ASSEMBLIES (see fig. 129 for next assembly) 
DOOR ASSEMBLY, Fuselage prime vertical camera closeout 
panel vent 


SCREW, Brazier:head Phillips recess alloy steel 10-32. 
WASHER: Εν ο carac 9 o cR Ὅν de ce V» 1$ τς Κλιφ ie ον ier a ρα 
SCREW Sw uou RN 
WASHER ορ E wl ARE ᾱ RA ϱ AO MOI SOL e Ὦ 


A PAD, Fuselage prime vertical camera closeout panel 

vent door 
HINGE ASSEMBLY, Fuselage prime vertical camera . 

closeout panel vent door 

* . SPRING, Fuselage prime vertical camera closeout 

panel vent door hinge 

NT... A σε ον ως παι. e 

SCREW. . 

PIN. . . 

WASHER . ο ds Re Fay S 

CABLE ASSEMBLY, Prime vertical camera glass stop 


. 


. . 
. . 0 .. « ὁ « ὁ ο ο ο 
. . . . 


FIGURE & PART 

INDEX NUMBER NUMBER 

131 No Number 
-1 175-310116 

ATTACHING PARTS 
-2 NAS221-8 
-3 ΑΝΟΘΟΡΙΟΙ, 
-4 AN520-10R10 
-5 AN960D10 
pares URP 

-6 175-310116-9 
-7 175-310114 
-8 175-310112 
-9 AN364-1032 
-10 AN520-10R8 
-11 AN393-7 
-12 AN960D10 
-13 175-73294 
-14 140-53122 


-15 175-31034 


SPRING, Pilots relief tube extension... : 
PANEL ASSEMBLY, Fuselage prime vertical camera vent. . 
closeout 


ATTACHING BARTS 


-16 AN520-10R10 
-17 AN520-10R12 
-18 ΑΝΟΘΟΡΙΟ 
-19 AN365-428 
-20 AN509-416R14 
-21 AN960D416 
-22 2413-4 
-23 175-31081-3 
175-31081-4 


--—-*--- 
-24 175-31034-11 


-25 175-31034 -9 
-26 175-73281 


SCREW. . . 
SCREW. . . 
WASHER . . 
NUT. . . . 
SCREW. . . 
WASHER . . "m 
WASHER, Serrated NA). a da z 
PLATE, Fuselage prime vertical camera glass latch LH 2 
PLATE, Fuselage prime vertical camera glass latch RH. 


. 


ec ο ο n 
oe we we 


... o9 o9 n 
oe ee ee 
oe 9 o9 we 


oe ee ee 

ee ee ee 

oe . n ot n 
. 


. 
. 
. 
. 
. 
. ο . 


$ SEAL, Fuselage prime vertical camera vent closeout 
5 SEAL, Fuselage prime vertical camera vent closeout 
GLASS ASSEMBLY, Prime vertical camera station. .... 


ATTACHING PARTS 


-27 AN520-10R10 
-28 AN960D10 
PO rd 

-29 AN365-1032 
-30 AN509-10R22 
-31 AN42-12A 
-32 AN509-10R23 
-33 AN960D10 
-34 AN960D10L 
-35 AN364 -1032 
.-36. AN509-10RT7 


-37 175-73287 
-38 175-73286 
-39 175-73285-19 


-40 175-73285-21 

-41 175-73285-3 

-42 175-73277-7 

-43 164-O101L - 
164-0101R 

-44 NAS221-8 

-45 NAS221-7 

-46 AN960D10L 

-47 175-31032 


. 


ee we ewe 


SCREW. . . . ss ee ee e eon 9 ο ο ο 5 ὁ ο e n o o 


WASHER 0 Ὁ 4 € 9 349 9 Ὁ ο οὲ m - 
» NUT. 299 P. A er WE c9 ὃς ία ιο -ᾱ 
* SCREW. 4 ος 080 a IIO το [US wow. Tw SI € τα ο” I cm 8 
. BOLT We ὁ a ὁ Ce ο οὶ al iw a e 9 
> SCREWe ace πῶ: e aa ei tes Bene Wes Fe Rie. € 
> WASHER "ox seme a o τς, Wes ee Ue eS ο ie ce 
n WASHER . . « . © . ««« Mike We a! Teo ue URS hl Cel UT Oo e 
. NUT. . « . « «ο. Dres tad Ter oum T s wo δν da! c9. ὦ 
. SCREW. . . A CAU ώς ὃν E . oe ὁ ο « 
. PLATE, Aft fuselage camera glass assembly corner . 
4 GUSSET, Aft fuselage camera glass assembly corner. 
. RETAINER, Fuselage camera assembly . . . . . . . o 
. RETAINER, Fuselage camera assembly . ο on ὦ 
. RETAINER, Fuselage camera assembly . . . . . . +. + 
GLASS, Aft fuselage camera window. . +. . +. . s . . 


QUICK RELEASE LATCH [επ ce ew 
QUICK RELEASE LATCH (MAFN} . . . . 
SCREW, Brazier head Phillips recess alloy steel 10-32. 
SCREW, Brazier head Phillips recess alloy steel 10-38. 
WASHER . . . + . . 
WEB ASSEMBLY, Fuselage upper oblique camera "station. . 
forward closeout 


. 9 ο» t] n 9 n9 


eo. 9 t 9 ο 9 9 ο 
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Group Assembly Parts List ΑΝ 01-GOAABA-4 


FUSELAGE (Cont) 


FIGURE 132 - LH AND RH FUSELAGE BOMB BAY DOOR INSTALLATION 
252 
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Section 1I 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
132 175-31010-1 DOOR INSTALLATION, Fuselage bomb bay LH . . . e... Ref 


(see fig. 73 for next assembly and figure 133 for 
additional breakdown) 
175-31010-2 DOOR INSTALLATION, Fuselage bomb bay RH. . Š e.e... o Ref 
(see figure 73 for next assembly and figure 133 for 
additional breakdown) 


-1 175-31008 . DOOR ASSEMBLY, Fuselage bomb bay UDDEL νο ο x ON να ὦ 1 ΛΑ 
(see figure 134 for detail breakdown) 
175-31008-201 . DOOR ASSEMBLY, Fuselage bomb bay upper . . . . . . ο ο ssa 1 BV 


(see figure 134 for detail breakdown) 
ATTACHING PARTS 


-2 146-311213-71 . PIN ASSEMBLY, Bomb bay door hinge. . ............ 1 
-3 AN320-5 . ο ο ie P a op ey Bi Rigas ein 2 
-h AN960D516 . WASHER . . . Deg Wu E Mese ο οι 2 
-5 4B21MS5-100 . BUSHING, Spacer (NA) : URN ολο κ ο c 2 
-6 AN25-42 . BOLT (magnetic inspected). ο τῶ; eov By SS. μα C ο“ 2 . 
---¥ PU 
-7 175-31009 è DOOR ASSEMBLY, Fuselage bomb bay door hinge. . . . . . . . ο 1 AA 
i (see figure 134 for detail breakdown) b 
175-31009-101 + DOOR ASSEMBLY, Fuselage bomb bay door hinge. . . . . . . . ο L BV 


(see figure 134 for detail breakdown) 
ATTACHING PARTS 


-8 2P7-18-80-1/2 . PIN ASSEMBLY, Hinge (ΝΑ) . . . . . . . . . Be sb ahs ii 
-9 AN320-5 «: NU 3. ο o9 om ovo a a is a 
-10 AN960D516 . WASHER... IJ IR c E 
-11 AN25-29 . BOLT (magnetic inspected). IER ο ο Ved teu gn 1S 
erum en ες 
-18 175-31038 + FITTING ASSEMBLY, Bomb bay door actuating mechanism. . . . . AB 
universal LH i 
175-31038-10 + FITTING ASSEMBLY, Bomb bay door actuating mechanism... . . . BW 


unfversal RH 


-13 4B20MS4-013 . BUSHING, Flanged press fit qu A O UE 
-14 4B20MS7 -013 . BUSHING, Flanged press fit (NA) . . . . . . . 
-15 AN944-101 S OOMEPTING 6.4.3.7 093009 eed ώς a ος 
-16 AN320-4 NUT. LOR Ss hs Bs, Oh. eo. we alee er vel DE 
-17 AN960D4 16 WASHER . . . SOE μα ρω... 
-18 AN24-28 BOLT (magnetic inspected). à ος ο 7 


LINK ASSEMBLY, Bomb bay door actuating mechanism 


. LINK SUB ASSEMBLY, Bomb bay door actuating mechani 


3 


oe Me o .» 
eee 9 ee ew 9 9 3 
9. 0 9 9 ο ο ο ο ο 
. 9 9 9 c9 $9 ο » ο 


oe De. 9.9 ο ο ο 


-21 AN316-8R πο ο O DSi ο ους 
-22 175-310152 . CLEVIS, Bomb bay door actuating . . . . . . . 
mechanism link thread 

-23 AN320-4 NUT. 2:57 x59 9) SW ο 924,79. 9 v9 De ls MODE a Se Re. 
-24 AN960D416 WASHER . . πη νην 
-25 AN24 -28 BOLT (magnetic inspected). $4 e $e pue San eyes ai e e 
-2€ AN365-524 NUT. at METER ER tip 6 Senn ene: 
-217 AN960D516 WASHER Far (i. 9I. ο ια, eo, cm i o 9e woo ὁ 
-2€ 4B21MS5-100 BUSHING, Spacer (NA) . ο ὦ ο £2 ὦ eg eh οι Φ. ᾱΙ ο ὁ Ὁ Ὁ 
-26 AN5-20A BOLT (magnetic inspected). ο ἃ A ος ος. 


-31 175-58160 
-32 175-58183-5 
-33 175-31044 
-34 175-58138-3 
-3 175-310014 
-3 175-31056 
-37 175-58044 


ATTACHING PARTS 


WASHER, Hydraulic bomb door cylinder end lock. . . . 
NUT, Lock hydraulic bomb door cylinder rod end LH thread 
FITTING, Bomb bay door actuating mechanism turnbuckle. . 
NUT, Lock hydraulic bomb door cylinder rod end RH thread 
TUBE, Bomb bay door lock platform position... . 
NUT, Bomb bay door actuating mechanism servicing lock; . 
CYLINDER ASSEMBLY, Bomb bay door actuating mechanism . . 
(see figure 135 for detai1 breakdown) 


PPPNNNEFRFNDNENNNN PReENNNNNNN N DW ΑΜΑ 


-3C 175-31041-3 : CABLE ASSEMBLY, Bomb bay door actuating mechanism. 


-38 AN365-1032 e NUILI-4 4 νο Ὁ ο de 00€ A OECD d. ος μία. αἷς ce OU S OE ce e 
-39 AN960D10 . ο’ WASHER n e as ὃς ος ως m e) ie lw enc Be acter κ, TuS ὦ 4 
-40 AN3 -5A «- BOLT.. e.. 2 
-41 175-31050 . PIN ASSEMBLY, "Bomb door actuating cylinder attaching qum 2 
mantena 

-42 175-31041-5 . CABLE ASSEMBLY, Bomb bay door actuating mechanism. . . ... . 1 
-43 175-310178 . GUIDE, Bomb bay door μας mechanism «cable . . . . . . . 1 
-44 AN155-80L . BARREL . . .. ο se EN en ones «πλῷ ο qud, 
-45 175-31052 . LINK ASSEMBLY, Bomb bay door idler . . ᾿ ; ; ᾿ csi arvis De "ui die 2 
-46 HFX5G + . END, Bearing rod (HEC). πο πο MIU ο. 2 
-47 AN316-5 € ce: NUT e A EN A Ui Ta 2 
-48 175-31052-3 + . TUBE, Link assembly bomb bay door idler . . . . . . . . . 1 

1R11-12-049-524 + . ROD END, Knarled thread i kue ape φ ῳ τῷ ὦ τῳ tee Φ τῳ 2 
-49 AN365-524 . NUT. es. LR m "e Mec a, ο qe) ο πη Ii ο ο eh Seem eh ο; Ὁ 2 
-50 AN960D516 2 WASHER . . . dou vel iow job ο ο oci «ων vel, (a De 4 
-51 AN5-17A . BOLT (magnetic inspected). " ai ae ο ο”... 2 
-52 175-310164 . FORK ASSEMBLY, Bomb bay door actuating mechanism a a 1 

servicing lock (stowage ερ located on bulkhead at 
fuselage station 311-7/16) 

-53 15456-63469 . BOLT, Lower bomb bay door open position adjusting. . . . . . 2 
-54 AN316-5R S NUTS ETN a Va, αν ο ον ο Beane a ee AGIR ey 2 
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FUSELAGE (Cont) 





H-175-31-25 


FIGURE 133 - LH AND RH FUSELAGE BOMB BAY DOOR INSTALLATION 
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AN 0O1-60AABA-4 


FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
133 175-31010-1 DOOR INSTALLATION, Fuselage bomb bay LH (see fig. 73 for next . . Ref 

assembly)(see figure 132 for additional breakdown) 
175-31010-2 DOOR INSTALLATION, Fuselage bomb bay RH (see fig. 73 for next . . Ref 
assembly)(see figure 132 for additional breakdown) 
-1 175-31037-1 è SECTOR ASSEMBLY, Bomb bay door actuating mech LH (LH fwd) . . 1 
175-31037-2 A SECTOR ASSEMBLY, Bomb bay door actuating mech RH (RH fwd) . . 1 
-2 175-31037-3 $ SECTOR ASSEMBLY, Bomb bay door actuating mech LH (LH aft) . . 1 
175-31037-4 $ SECTOR ASSEMBLY, Bomb bay door actuating mech RH (RH aft) . . 1 
-3 175-31042 ? +. SHAFT, Sector assembly bomb bay door actuating mechanism . 1 
-4 AN365-428 ; εν uon. Up Der desc ο ο ο ον ο ο ο DN LE V, fe Ly us 8 
-5 AN960D416 : s | DWASHER@ o Lo Xo. v fe v9 wow v vx NT EA 
-6 AN4-31A " Ομ ο ο rue ^re. ο E ise fe ales Mae ο EL OTI. ες 1 
-T ANH -24A 7 P5 A BOLT oa sarg m ο Ear μα ο ο ο Meet ce τῷ; τος te Ee Y eer ο.” 2 
-8 AN4 -13A . C BOLT A A uie. AA e NS ar jes om ὃν 2 
-9 AN4-15A E vs, ¿BOLT 4 pel usc. RI. los ο ο. E IND 1 
-10 AN509-416R33 . . SCREW. . ο ο ο ve qe. dove CELOS oe eo go? Se ee) Ὁ 
-11 CYR3/4CP ; BEARING (MeL). A $e 5 ; s ο) s A s 2 
-12 175-31036-1 - SECTOR, Bomb bay door actuating mech LH(RH fwd ánd LH aft) 2 
175-31036-2 ᾷ . SECTOR, Bomb bay door actuating mech RH(LH fwd and RH aft 2 
-13 175-31039-1 : . ARM, Bomb bay door actuating mech sector LH a fwd and zr 2 
175-31039-2 A ARM, Bomb bay door dap ia mech sector RH (RH fwd and aft) 2 
-14 50841 PLUG, Button (uc) . i eris vui i eise ὃν ο ο be Ge εν. δν ο ο 
-15 AN320-8 NOD is na tad eb Ὁ νο. da A ο -- A 2 
-16 AN960D816 $ WASHER. . . . rau a Ὁ ὧι a " 2 
-17 2W1AL32-28-188 .- WASHER, Plain (NA). vs : ¿ : i . 8 
-18 175-310180 , SPRING ASSEMBLY, Bomb bay door actusting mechanism detent : 2 
-19 1N7-20 Νὶ . NUT, Lock (NA) . e egi os . 2 
-20 175-310179 E . WASHER, Bomb bay door actuating mechanism. detent spring. A 1 
-21 175-310180-3 E . SPRING, Spring assy bomb bay door actuating mech detent. . 1 
-22 175-310157 g . ROD, Bomb bay door actuating mechanism detent spring . . . 1 
-23 175-310158 3 . HOUSING ASSEMBLY, Bomb bay door actuating mechanism. . . . 1 
detent spring 
-24 AN365-1032 . NUT Ct $109 € o P xum 4 
-25 AN960D10 s WASHER. o.oo 97.9106, Tu. 81 de ar la σῷ aa ows 8 
-26 AN3 -5A : BOLT. ist fee ος Ὁ 91e] 3:0 UE, φώς, ο Ie E E. ce le. ολα, A Les ee 4 
-27 ΑΝΟΘΟΡΗ 2 WASHEH. v5: ΘΝ pl vie Ee fas Gere OS de aT s. a dere 2 
-28 AN392-11 : PIN δν. τ . TR MEDICO IM ο 2 
-29 175-31046 : BELLCRANK ASSEMBLY, Bomb bay door actuating mechanism . . . . 2 
sector detent 
-30 AN960D4 . WASHER 354 ο ο a UI ο ο ο Melee tes eg, «ἃ 
-31 AN392 -23 : PIN... πα ο anh qe ce. ag 4 
-32 175-31043-1 3 LATCH ASSEMBLY, Bomb “bay door actuating mechanism ROO 2 
sector detent LH (LH aft and RH fwd) - 
175-31043-2 š LATCH ASSEMBLY, Bomb bay door actuating mechanism . . . . . . 2 
sector detent RH (LH fwd and RH aft) 
-33 AN364-632 . NUT.. RR a Oo. 
-34 AN960D6 E WASHER. ο uie els: E E a um Sw. es e eR ie, Ce 4 
-35 AN515-6R16 .  SCREW . . . . D ua ο ep M EET 
-36 1HS1 . MICRO SWITCH (MCS). " PME TEE EE 
175-54216 a COVER, Bomb door limit switch St hal ub ach Me sedia ue emp eu ο ον is 2 
-37 AN365-1032 a NUT; fee set ae js 9 pm ο a, ϱ WD, ϱ- OB eS ole ος -- e 
-3€ AN960D10 . WASHER. . . + et ror Sei - oe ο ο Y 
-39 175-54184-1 : ARM, Bomb bay door actuating mechanism limit switch LH. . .. 2 
(LH aft and RH fwd) 
175-54184-2 m ARM, Bomb bay door actuating mechanism limit switch RH. ... 2 
(LH fwd and RH aft) 
-40 175-54185-1 è SPRING, Bomb bay door actuating mechanism limit switch LH . . 2 
(LH aft and RH fwd) 
175-54185-2 : SPRING, Bomb bay door actuating mechanism limit switch RH. e 
(LH fwd and RH aft) 
'-41 NAS43C5-20 s SPACER, Screw and bolt. . . . ο dap ο ορ. 2 
-42 NAS43C3-23 è SPACER, Screw and bolt. . . . A Φ ee Ὁ a a 2 
-43 NAS221-17 q SCREW, Brazier head Phillips recess (10-32) E A 2 
-44 AN364 -832 . NUT ο ο E ο ο ϱ A 4 
-45 ΑΝΟΘΟΡΒΙ, 3 WASHER. ο E ME MAE oe ER SA πσ a 4 
-46 AN509-8R16 $ SCREW . . . . M Se σῷ. -ᾱ-, MN ae namie Ὁ 4 
-47 175-310155 * RETAINER, Bomb bay “door actuating mechanism cable ...... 2 


255 








Section I! 
Group Assembly Parts List 


AN 01-60AABA-4 







FUSELAGE (Cont) 


H-175-31-23A 


FIGURE 134 - COMPLETE UPPER AND LOWER BOMB BAY DOORS 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
134 COMPLETE BOMB BAY UPPER AND LOWER DOORS . . +. +. +... à» e s e © n 

| 175-31008 . DOOR ASSEMBLY, Fuselage bomb bay upper 55. figure 132). . . . Ref AA 
175-31008-201 . DOOR ASSEMBLY, Fuselage bomb bay upper (see figure 132). . . . Ref BV 

175-31008-101 at ws DOOR SUB ASSEMBLY, Fuselage bomb bay upper . . . . . . . . 1 

-1 146-311217 AUI vs . HINGE, Upper bomb bay door upper end. . . ὁ; 6. “Ὁ. See e 2 

-2 175-31090 "P . HINGE, Upper bomb bay door upper intermediate MEE M E 1 

-3 175-31013 wii nd . HINGE, Upper bomb bay door lower. . . . . e e ee «ο 1 

-4 AN4-11A . . BOLT magnetic inspected)... e es ee eee eee eee 6 

-5 AN5-12A . . BOLT (magnetic inspected). . ........«.-«----.:«: A 

-6 AN! -10A a oU BOLT (magnetic inspected RIDERE sU eee ΤΟ 

-T 175-31011-1 - € FITTING, Upper bomb door actuating mechanism attaching LH. 1 

-8 175-31011-2 * ο FITTING, Upper bon^ door actuating mechanism attaching RH. 1 

-9 AN365-1032 er ος NUT. os α a ο Ὁ ος e e UIT Be Y 

-10 AN3-14A a oe BOLT 4. 4 € e a ο eee ο ο ου 4 
-11 175-310278 E Ux FITTING, Upper bomb bay door open position stabilizer. . . 2 BV 
175-310160 8 FITTING, Upper bomb bay door open position stabilizer. . . 2 AA 
175-31009 DOOR ASSY, Pus bomb bay lower es fig 132 for next ο... Ref AA 
175-31009-100 . DOOR ASSY, Pus bomb bay lower (see fig 132 for next assembly).. Ref BV 

-12 175-31014 wi HINGE, Lower bomb bay door . . . . . es esos e eor ee 1 
-13 175-310276-1 ow PITTING, Lower bomb bay door actuating mech attaching LH . 1 BV 
175-310276-2 m LES FITTING, Lower bomb bay door actuating mech attaching RH . 1 BV 
175-31012 w- “3 FITTING, Lower bomb bay door actuating mech attaching. . . 2 AA 
-14 175-310277 EP FITTING, Bomb bay door open position stabilizer. . . . E 2 BV 
-15 175-310161-1 d^ ο FITTING, Lower bomb bay door open position stabilizer LH . 1 AA 
-16 175-310161-2 EN FITTING, Lower bomb bay door open position stabilizer RH . 1 AA 
-17 163-311232-3 LM BRACKET ASSEMBLY, Bomb bay door open position stabilizer . 2 AA 

-18 175-31009-39 vs SEAL, Fuselage bomb bay door lower... . . . - . . 2. 2 1 

-19 175-31009-43 A SEAL, Fuselage bomb bay door lower . . . . . . - s eeo 1 
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AN 01-60AABA-4 
FUSELAGE (Cont) 


FIGURE 135 - HYDRAULIC BOMB DOOR ACTUATING CYLINDER ASSEMBLY 


PART 
NUMBER 


175-58044 


175-58142 
1N6-30 
NAS50-18 
AN6231A5 
7R4-14D 
2W1ALP49-37-40 
2412-14 
AN6246-14 
AN6227-14 
ANG244 -2 
AN6230-2 
AN6246-23 
AN6227 -23 
175-58143 
175-58141 
4B20MS8-018 


2 3 4 5 6 7 NOMENCLATURE 


CYLINDER ASSEMBLY, Hydraulic bomb door actuating. . . . +. +. + 





(see figure 132 for next assembly) 
CYLINDER END, Hydraulic bomb door actuating . . . . . +. + 
NUT, Cylinder lock (ΝΑ) . . - . . . ὁ 2. ὁ ο: ee eee 
RING, Internal retainer.. . . » « . » sse © © © © © on on 
SCRAPER: 1. .--. ο. ω, o ss mech ὦ ο. om A De Sale RI e 
RETAINER, Wiper ring (ΝΑ)... .....-..«-«-«::.. 
WASHER, Plain (NA). . . . s e e eee ο . . ὁ . . eee 
WASHER, Felt (NA)... .. ee ete ee . . . . . . . . n n 
BRING. Aris ο ahs cal ish et o ο ο ο o e eos 


PACKING. co ανω ρω S RU : ο 


9» ο 


PISTON ASSEMBLY, Hydraulic bomb door actuating cylinder s 


BARREL ASSEMBLY, Hydraulic bomb door actuating cylinder... 


. BUSHING, Press fit flanged (NA). . . . . . +. +... +. . 


. 


. 
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Group Assembly Parts List 


H-175-58-3 





USEABLE ON 
“CODE 
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ROTATED 30° 





FIGURE 136 - FORWARD OBLIQUE CAMERA HYDRAULIC EQUIPMENT INSTALLATION 
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PART 
NUMBER 


175-58014 
175-58022-3 


AN365-428 
AN960D416L 
2W13-4 
ANS-14A 
AN365-1032 
AN960D10 
AN3-11A 
AN365-1032 
AN960D10L 
AN3-6A 
153-58231 


AN832-4D 
AN6290-4 
AN6291-4 
AN6289-4 
AN365-1032 
AN960D10L 
AN501A10-5 
175-5819 
AN3-14A 
AN6277-4D 
AN837-4D 
AN815-4D 
AN924 -4D 
AN960D716 
AN833-4D 
1V7-8-15 
AN520-10R10 
SK3945 
AN894D6 -4 
AN6290-6 
15585-6 
15585-4 
AN6289D4 
AN6271-4-12 
AN6271-4-9 
AN6271-4-32 
175-58826-67 
175-58826-65 
AN837 -4D 
AN960D716 
175-58826-63 


AN837-4D 
AN960D716 
AN924-4D 
175-58826-69 
175-58826-71 


175-58826-73 


2 3 4 5 6 7 


ΑΝ 01-GOAABA-4 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 


NOMENCLATURE 


HYDRAULIC EQUIPMENT INSTALLATION, Forward oblique camera. . . 


etc t| t: 9 9 9 tÀ 


$9 9 . o9 9 9 . 9 9 c9 ο 9 i$ ο 9 i$ 9 | | ο 


(see figure 274 for next asse 


mbly) 


CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . 


(see figure 137 for detai 
NUT. a os se es c iow 


1 breakdown and attaching 


WASHER; iate einige mum ws ο ον Cr ates v dec sel ὃ 
WASHER, Serrated (NA)... « . soe n o e ere 
BOLT. αμ Se ο ο 1E ot mo ο SEE ο S ο ο. 
NUT ο A ο ο ο ο Ter RI Der m 
WASHER. ο. eo. ow 0-99 ὁ ὁ 1e ο ο 5 ὃν m Ὁ ὃς om o9 ὁ ὁ ο ο 
BOLT. ο ο a ο ο. 
NUT «e cux ο ο ies ee ο ο da ο Ἂν ὅ 
WASHER. 4-4 Ὁ 1ο: το ος jm i ὁ 19 $e Be OUR dec. -Ῥ ιό 
BOLT. . . . Teu eu e e Set ecu us. τν Aute. ο SON Lei aan ο Wer ea 
CLAMP ASSEMBLY, Hydraulic camera actuating cylinder shutt 
valve 
UNION 2-1 ο 0 oC ue νι) ας ues ο. τα) ^w. μοι uw. GS 
GASKET: ^v a a αν Sat US. le aoe ος) St Sa recto a ig 
RING Osee x oe Ole denm Pos o lm a ο fer lec ο. 
NUT: 1-4 SR as ο qes I ERU I. EUER. cq) ο Se E ᾱ 
INU: coe SRF AN AAA ο ο TOS ο es e) Neo ο 
WASHER. ro wey ex» ο s uS e ο We αἱ SES da ου 
SCREW s 1. ος. ἐς secte wo ve Ceo Me ο mn Erde stes ee Sei m] Vei m. ο 
SUPPORT, Cylinder hydraulic camera door actuating . . . . 
BOLT. 2 οὐ το ee fe a ο τι τὸ C$ ᾱ 18/7 CR dm enone ὁ 
VALVE 30.150 ο oco δι Ae se A τὲ xe Tap renes ες 4 
ELBOW 4 -ᾱ-- ο 3^ ὁ. Ὁ ας ^m le A 
UNION 4 νο ᾱ- ὁ as xw) gu 9 -ᾱ 408 ο (m ον ος ο ο ec el 
NUT Qr et Se Fer rif at ο a a Ile, ο fort Vel vend M. Le 
WASHER. us Mme lan ah ο αν ο ο ο ο 
ELBOW . - « ο ο € δν we ter ο ὃν dm οι οἱ Ce wo ce Wine ow. Tel queo s ᾱ 
VALVE ASSEMBLY, Hydraulic two-way restrictor (ΝΑ). . . . 
SCREW . . . . mine Mac πα πο ὅπ Se uten Shir rS 
SWIVEL ASSEMBLY (BCO) . Sie ewe ekg at iad A ern ο μα ος 
BUSHING . 4 o-a ο ὃς re ο -ᾱ- a oec» om ο m wis 
GASKET. . . . Susi me E ec ret ο ο 
COUPLING ASSEMBLY, “Hydraulic self-sealing Pos e) wee -ᾱ 
COUPLING ASSEMBLY, Hydraulic self-sealing (AQ). . . . +. + 
NUT .... δν EGR ο a να ο ao τὸν a ὦ 
HOSE ASSEMBLY ο a ο ο Gent τῷ ο e E ἃ 
HOSE ASSEMBLY . . « . . « . . © e e ὁ ὁ ὁ ὁ ο ο ο n 
HOSE ASSEMBLY . . . EP CE . . sá 
LINE ASSEMBLY, Emergency camera door. open swivel sta Ho. 
LINE ASSEMBLY, Camera door open 45° bulkhead elbow sta 31 
ELBOW 4.406043. 9 -ᾱ- wo ὁ ΦΚ το 07. € wal woo qe cel τῳ; 8 te T S my e 
WASHER. . . +. + se 
LINE ASSEMBLY, Camera door open bulkhead "elbow "sta is -1/2 


bulkhead union in clip st 
ELBOW . . ὁ « 2 © ee we n on on n 
WASHER. . . « 2 2 6 ὁ © we we oe 
NUT . « « e «e» ee we we woes 
LINE ASSEMBLY, Emergency camera 
LINE ASSEMBLY, Camera door open 

bulkhead elbow sta 31-1/2 
LINE ASSEMBLY, Camera door close 

to bulkhead center to flo 


a 30 


door open swivel sta 40 
swivel 40 LH to 45° 


swivel sta 4O RH... 
w regulator sta 31 


UNITS USEABLE ON 
PER ASSY. CODE 
. . Ref 
m 1 
parts) 


νο νο 
Ὡς 
Nav x €. 


ea ee 


m 


PH | I| PU I LOO P JO iS IB | UO Ov PS iB T RE TO FO IS TO i29 NODWN E HPNEN L5 IO π!π! 451 πα 


PREP 
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Group Assembly Parts List 





AN 01-60AABA-4 
FUSELAGE (Cont) 2 


FIGURE 137 . HYDRAULIC CAMERA DOOR ACTUATING CYLINDER ASSEMBLY 


ROD END, Hydraulic camera door actuating ο. piston. 
(use on all assemblies except 175-58022-3) 





H-175-58-40A 





7 AGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 67 NOMENCLATURE PER ASSY. , CODE ᾿ 
137 175-58022-3 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 

(see figure 136 for next assembly) 

175-58022-7 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 

: (see figure 121 for next assembly) ᾿ 

175-58022-9 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 
(see figure 119 for next assembly) 

175-58022-11 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 
(see figure 119 for next assembly) 

175-58022-12 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 
(see figure 119 for next assembly) 

175-58022-13 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 
(see figure 122 for next assembly) 

175-58022-14 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . . Ref 

] (see figure 122 for next assembly) 

5 175-58035-1 € 2 CYLINDER ASSEMBLY, Hydraulic camera door actuating. . . . . . . Ref 

(see figure 123 for next assembly) 
-1 153-58205 . HEAD ASSEMBLY, Hydraulic camera door actuating cylinder . . . 1 
-2 LSS4 E BEARING, Spherical self-alighting (HEC) . . . . . . . . . . . 1 
-3 AN6246-25 A RING. ¿id cw woo» ιο τὸ fe" a Ὁ Mol en ὡς ον ον 2 
-4 AN6227-25 5 PACKING cl aca -Φ ὅσ ο Slo Be eee a cler a te gion 1 
-5 1N6-24 τ NUT, Cylinder lock (NA) . ...........,...... 1 
-6 153-58209-15 ὃ CYLINDER, Hydraulic camera door actuating (use on 175-58022 . 1 
-3 assembly) 
153-58209-19 Β CYLINDER, Hydraulic camera door actuating . . . . . . . . ea 1 i 
(use on 175-58022-7 assembly) 
153-58209-21 . CYLINDER, Hydraulic camera door actuating . . . . . . . . . . 1 
(use on 175-58022-9, -11,-12 assemblies) 
153-58209-23 : CYLINDER, Hydraulic camera door actuating . . . . . . . . . . 1 
(use on -175-58022-12,-14, assemblies) 
175-58714 6 CYLINDER, Hydraulic camera door actuating . . . . . . . . . . 1 
(use on -175-58035-1 & 2 assemblies) 
-T ANG246-16 x RINGS & ue aer ii e ei Te aa a a o ἃ 
-8 AN6227-16 . PACKING 4 . is e ea ος 9 o ο ο omn y meo e y ο τὰν -ας 2 
-9 153-58208-25 > PISTON ASSEMBLY, Hydraulic camera door actuating cylinder . . 1 
(use on -175-58022-3 assembly) 
153-58208-19 * PISTON ASSEMBLY, Hydraulic camera door actuating cylinder . . 1 
(use on -175-58022-7 assembly) * 
153-58208-21 PISTON ASSEMBLY, Hydraulic camera door actuating cylinder . . 1 
(use on -175-58022-9, -11, -12 assemblies) 
153-58208-23 " PISTON ASSEMBLY, Hydraulic camera door actuating cylinder , . 1 
(use on -175-58022-13,-14 assemblies) 
m 175-58716 9 PISTON ASSEMBLY, Hydraulic camera door actuating cylinder . . 1 
(use on -175-58035-1 & 2 assemblies) 
-10 153-58206 3 CYLINDER END, Hydraulic camera door actuating . . . . . . . . i 
-11 ΑΝΘΟΙ 6-12 5 RING ss ο ο 04 Dra Cati Ὃν Si p o ate, δν. δρ we οἱ. ve ve 2 
-12 AN6227-12 i PACKING o oio isis) τν νι Ἐς dew Bs es tw Ὁ ere ας eis us eee or e 1 
-13 2W12-12 E WASHER, Felt (NA) .............. ala Jm A 1 
-14 2W11A6 : WASHER, Tab lock (use on all assemblies except. . . . . . . . 1 
175-58022-3) (NA) 
-15 AN316-6 : NUT (use on all assemblies except 175-58022-3) 
-16 153-58210 : LU VA 
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ΑΝ 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) l 






H-175-31-57A 


FIGURE 138 - FUSELAGE REAR FRAME ASSEMBLY 





AGURE & PART Sia : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1-2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
138 ' | 146-31601-301 FRAME ASSEMBLY, Puselage rear (see figure 73 for next assembly) . Ref 

-1 169-31626-303 . FAIRING ASSEMBLY, Fuselage sta 603-3/8 to sta 697 bottom. . . 1 

-2 169-31626-201 . . | FAIRING ASSEMBLY, Fuselage sta 603-3/8 to sta 697 bottom. . . 1 

ATTACHING PARTS 

-3 AN509-8-17 - ο φορα, ο ο ο ας ο ο ο πα Ker “5 

-4 169-31021-11 A . SCOOP ASSEMBLY, Fuselage sta 603 to sta 682 structure. . . 1 
cooling air LH 

169-31021-12 : . SCOOP ASSEMBLY, Fuselage sta 603 to sta 682 structure. . . 1 
cooling air RH 

-5 175-31651 ¿ FRAME ASSEMBLY, Fuselage sta 538 to sta 697.5 . . . . . . . . 1 


(see figure 139 for detail breakdown) 
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H-175-31-58 


ASSEMBLY 
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. , Section I! 
ΑΝ 01-60AABA- Group Assembly Parts List 


FUSELAGE (Cont) 





PART UNITS USEABLE ON 


RGURE & 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
139 175-31651 . FRAME ASSEMBLY, Fuselage station 538 to trailing edge e > « Ref 
(see figure 138 for next assembly) 
169-31630-101 . WEB INSTALLATION, Arresting gear support .......... Ref 
(see figure 141 for detail breakdown) 
175-52209 . SUPPORT INSTALLATION, Elevator boost cylinder. . . . . . . . Ref 


(see figure 142 for detail breakdown) 


146-31674-51 . WEB INSTALLATION, Lower rudder hinge support . . . . . Ref 
-1 146-3168 . . FITTING, Fuselage station 682.41 rudder sector support. : 1 
146-31610-39 . LONGERON ASSEMBLY, Station 538 to station 657.542 upper LH . 1 
146-31610-40 . LONGERON ASSEMBLY, Station 538 to station 657 .542 upper RH . l 
-2 160-31532-5 + . FITTING, Fuselage sta 538 upper longeron forward and aft. 1 
160-31532-6 . . FITTING, Fuselage sta 538 upper longeron forward and aft. 1 
-3 146-31642-1 . FITTING, Fuselage sta 638.31 upper longeron forward LH. . 1 
146-31642-2 . . FITTING, Fuselage sta 638.31 upper longeron forward RH. . 1 
146-31610-49 . LONGERON ASSEMBLY, Station 538 to station 657.542 upper LH . H 
146-31610-50 +. LONGERON ASSEMBLY, Station 538 to station 657.542 upper RH . 1 
4 146-31643-1 + . FITTING, Fuselage sta 638.31 upper longeron aft LH. . . . 1 
7 146-31643-2 . . . FITTING, Fuselage sta 638.31 upper longeron aft RH. . . . 1 
169-31638-101 . FRAME ASSEMBLY, Fuselage station 638.31. . . . . . . s s . . 1 
-5 160-31639-1 . . FITTING, Fuselage sta 638.31 lower longeron to bhd LH. . 1 
160-31639-2 . . FITTING, Fuselage sta 638.31 lower longeron to bhd RH . . 1 
-6 169-21437-1 . . FITTING, Fus to horizontal stab. front beam attaching LH. 1 
169-21437-2 . . FITTING, Fus to horizontal stab. front beam attaching RH. 1 
-7 4B1958-012 - . . BUSHING, Press fit plain (NA). . PE 1 
169-31603-201 . BULKHEAD INSTALLATION, Fuselage station '603. 375. eee ne era ROE 
169-31603-151 . . BULKHEAD ASSEMBLY, Fuselage station 603.375 . . EN 1 
-8 169-31607-1 + . . FITTING ASSEMBLY, Fuselage station 603- 3/8 engine. NE 1 
access door attaching fuselage LH 
169-31607 -2 +. + FITTING ASSEMBLY, Fuselage station 603-3/8 engine. . 
access door attaching fuselage RH 
-9 32-1452-098 . . . a. BARREL NUT (EN) . . a laa Ig 
-10 5B1 -6ΡΗ - ^. . . BOLT, Adjustment (NA) ET . 
-11 169-31607-5 . e >. . BUSHING, Fuselage sta 603- 3/8 engine” access door. . 
attaching uae ee 
-12 169-31607-3 κ . « . FITTING, Fuselage sta 603-3/8 engine access door. . 
attaching fuselage LH 
169-31607 -4 : FITTING, Fuselage sta 603-3/8 engine access door. . 
169-31676-101 > TUNNEL “INSTALLATION, Fuselage station 657.542 to station . . Re 


682.41 arresting hook 
. FITTING ASSEMBLY, Arresting gear bumper stop trunnion 
. . BUSHING, Press fit flanged (NA). . . . . & ᾧ 
SPLICE ASSEMBLY, Horizontal stabilizer center beam 3. 9. rie 
. FITTING, Horizontal stabilizer center beam splice . . 
. FITTING, Horizontal stabilizer center beam splice . . 


-1 175 -56129 
-1 4B20B10-016 
-15 169-21410 
-16 169-21411-3 
-17 169-21411-7 


oe ee 9 9 £9 


-18 169-21412 . . FITTING, Horizontal stabilizer center beam shear. 

-19 4B19816-101. - . BUSHING, Press fit plain (NA). ο ο 

-2C 146-23404"" . FITTING ASSY, Fus to vert stab. center beam “attaching hinge. 
-21 NAS75-11 -014 . . BUSHING, Plain press fit steel. . . . 

-22 146 -23403-100 . FITTING ASSY, Fus to vert stab. center beam “attaching "bolting 
-23 146-23403-3 . . FITTING, Fus to vert stab. center -beam attaching bolting. 
-24 AN365-1032 s^ le AAA cats gh dative: ο E κ ας. 
-25 AN960A10 . « WASHER. . . . . . ο ο. A Rc ο E ee 

-26 AN3-37A ‘ : EP PE 


BOLT. . . i cd 

-27  32-1505-098 . 
-28  175-31673-1 

175-31673-2 
-29  146-23402-10 
-30  NAS75-8-006 
-31  146-23407 
-32  NAS75-8-006 
-33 175-31658 


. BARREL NUT (EN) : s : EXPE : 
FITTING, Fuselage sta 638. 310 wP98 rib cap splice LH . . 
FITTING, Fuselage sta 638.310 WP98 rib cap splice RH . . 
FITTING ASSEMBLY, Fuselage to vert stab. front attaching 
. BUSHING, Plain press fit steel. . . . . . . . . . . . 
FITTING ASSEMBLY, Fuselage to vert stab. rear attaching. 
. BUSHING, Plain press fit steel. . . . . . . . s o . . 
FITTING, Fuselage sta 682.410 WP98 rib splice aft. ... 


. ... ..... ο 3 ο 
9 9 © 9 9 9 0 9 9» 3$ ο 


175-31682 BULKHEAD ASSEMBLY, Fuselage station 682.41 . . . . . 
-34 169-21438-1 . FENTING ASSEMBLY, Hor stab. rear beam attaching canted LH 
169-21438-2 . FITTING ASSEMBLY, Hor stab. rear beam attaching canted RH 
-35 4B19S8-012 - . BUSHING, Press fit plain (NA). . 
175-31653 RIB ASSEMBLY, Fuselage sta 661-104 to “sta 682.41 at “WL97 ate 


-36 175-31657 . FITTING, Fuselage sta 682.410 WP98 rib splice forward . . 


HH) 15} EP PPE DEP ΑΟ I IBID TO HA TO I γα EPROP ONE iH EH. E EB. Be e NVON H 


-37 175-23003 ‘FRAME ASSEMBLY, Fuselage sta 682.41 to trailing edge . . . . 
(see figure 140 for detail breakdown) 
-38 146-31679-31 . WEB INSTALLATION, Fuselage sta 661 to sta 682 at WPl1-3/8. . Ref 
(see figure 140 for detail breakdown) 
-39 146-23305 . DOOR ASSEMBLY, Vertical stabilizer center beam hinge . . . . 1 
-40 146-23305-9 . . PIN, Vertical stabilizer center beam hinge. . . s de cwm e 1 
-41 146-23305-5 - . HALF HINGE, Vertical stabilizer center beam hinge E EM 1 
-42 146-23305-7 . . HALF HINGE, Vertical stabilizer center beam hinge . . . . 1 
-43 156-53082 . DOOR ASSEMBLY, Horizontal stabilizer access ladder clamp . . 1 
-44 156-53082-13 - . PIN, Horizontal stabilizer access ladder clamp. . . 5, Ὁ 1 
-45 156-53082-9. . . HALF HINGE, Horizontal stabilizer access ladder clamp BD 7 1 
-46 156-53082-11 + . HALF HINGE, Horizontal stabilizer access ladder clamp. . 1 
-47 156-53083 . SPRING, Horizontal stabilizer access ladder clamp door... 1 
-48 KM610-51 1 FASTENER (CIC)... «s 1 
160-31612 . DOOR INSTALLATION, Fus sta 670 to "WL56 hyd access "LH side. . Ref 
-49 160-31612-5 . . DOOR, Fuselage sta id to WL56 hyd access LH side .... 1 
-50 9C1-1-7 V ue ΕΗ LE E d. Ta a dae ο ο ανα 1 
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AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 


ο ο ο ο - ————————— τπτ 
FIGUIE & PART UNITS USEABLE ON 
NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
FUSELAGE STATION 661 TO TRAILING EDGE FRAME AND WEB ASSEMBLY 
146-31679-31 s WEB INSTALLATION, Fuselage station 661 to 682 at w1 41-3/8. Ref 
(see figure 139 for next assembly) 
AN365-524 ew NUT oor Se A ok oe ος OMS ᾱᾱ κ Να 2 
AN960C516 . x WASHER . & ee Soe ee Ὁ ο ο ὁ m Ue mm ὦ om ὃς δν 4 
AN5-13 s BOT... ο A RL Rent e 2 
175-31671-1 : . FITTING, Fuselage “sta "682. 4i wi 41-3/8 fwd reinforcing LH 1 
175-31671-2 . . FITTING, Fuselage sta 682.41 wl 41-3/8 fwd reinforcing RH 1 
175-31672-1 A . FITTING, Fuselage sta 682.41 wl 41-3/8 aft reinforcing LH 1 
175-31672-2 τς FITTING, Fuselage sta 682.41 wl 41-3/8 aft reinforcing RH 1 
AN365-524 ο eae eee 
AN960C516 ` μα <b) a cR ο OS eV E e ο. 
AN5-50A s . BOT... : δὰ e 2 
175-31670 Ἢ . SPACER, Fuselage sta 657. 542 to sta 661.104 wl 37- 13/32 Ην 2 
bolt 
175-31668-1 Ρ . FITTING, Fuselage station 657.542 wl 37-1/4 upper longeron 1 
forward LH 
175-31668-2 z . FITTING, Fuselage station 657.542 wl 37-1/4 upper longeron 1 
s forward RH N 
175-31669-1 " . FITTING, Fuselage station 661.104 wl 37-1/4 upper longeron 1 ἕ 
aft LH uU 
175-31669-2 A . FITTING, Fuselage station 661.104 wl 37-1/4 upper longeron 1 
aft RH 
175-23003 E FRAME ASSEMBLY, Fuselage station 682.41 to trailing edge. . . Ref 
(see figure 139 for next assembly) ij 
AN365-820 ^ ως 1 RS ες ela νο for ο) ADE τος ών ud 
4B2158-6 s . BUSHING, Spacer D Ms Ga? gh UE RW Ova, Jer id iv. eh je Sac Ges ΕΙΡ 1 
- 4B21S8-19 " . BUSHING, Spacer (NA) . . . ο igit Jas ac TRU "te^ ων ολο 1 
175-24420 : . PIN, Rudder station 28 hinge ο au ο E. D. i tee. SOS 1 
175-24417 . : HORN ASSEMBLY, Rudder actuator . . . . ece e ee ee eee 1 
AN365-624 . . o. NUT. ο ΜΗΝ A © ae 
AN960D616 ος [Ol o WASHER... . : e fay, a ee” 22 
175-24433 A s^ is PIN, Rudder horn to pudder attaching MN EE 2 
4B19S10-011 s . . BUSHING, Press fit plain... O 1 
175-23401 a . PITTING ASSEMBLY, Fuselage trailing edge wi 28 hinge... 1 
support 
AN365-1032 οντως “ο La eris a pw T. 4) dr costi eet etree μα 
AN960D10 - 51x. OMASHER sax. (eds woe eer Eo ὃς E ta ος ες ec νο, B 
AN509-10R17 να ZSCREW. xolg -o$ x serene ο ο ο ean eet Lud 
AN509-10R24 e >e . SCREW. . . ο ο o... ο ο η ο ο ο ο ο... 
175-23347 ; . . PLATE, Fus trailing cage wl 28 hinge bearing retainer. 1 
AN207DP8 8 "C BEARING. . . + " $e -ᾱ, ᾱ- cU 1 
175-23052 A . RIB ASSEMBLY, Fuselage wl “52 -5/8 trailing edge an er ce 1 
175-23403 A e FITTING ASSEMBLY, Fuselage trailing edge wl. . . . +. + 1 
52-5/8 hinge 
AN200KP8 è er 8 A BEARING . . "D 1 
175-23089 . . RIB ASSEMBLY, Fuselage wl “89- 7/8 trailing edge ο ο. 1 
175-23402 . . . FITTING ASSEMBLY, Fuselage trailing edge wl. . . . +. + 1 
89-7/8 hinge - 
AN200KP8 sy s νὰ " BEARING. tg. 10€ V Ὁ -ᾧ' S ο ο masc mene tes Cub 
175-52072 > " BRACKET INSTALLATION, Elevator and rudder control surface. 1 
lock cable pulley 
AN365-1032 Aene SNODA ο ο ο μι. 
AN960D10L , . . WASHER . . . ο ο ο ose durus μα... 
AN3-4A : + . BOLT (magnetic inspected). "n IDEE 2 
175-52065 . v ας BRACKET ASSEMBLY, Control surface lock cable LE" 1 
fuselage station 693 pulley 
NASA 2DDÀ -28 7 s re . SPACER, Rivet... + at PATA των 4 
175-52066 š V. c. BRACKET ASSEMBLY, Control surface lock cable MS 1 
fuselage station 692 pulley 
NAS42DD4 -28 . v? 3% . SPACER, Rivet . . « . 6 . © ee e eo ο...” 2 
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H-175-31-61 


FIGURE 141 - ARRESTING GEAR SUPPORT WEB INSTALLATION 
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ΑΝ 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
141 169-31630-101 WEB INSTALLATION, Arresting gear support (see figure 139) . i Ref 

169-31630-63 . WEB ASSEMBLY, Arresting gear support. . . . . . sse 1 
169-56031 FITTING INSTALLATION, Arresting gear trunnion support Ref 
-1 AN365-428 NUT (magnetic inspected) . a a “Ὁ kt she 
-2 ANY-7A BOLT (magnetic ο ο. slg tar a4 a z 
-3 AN4 -10A BOLT (magnetic inspected). sel teow Se < 


od 


FER RPRPRPHEPNNNNN ££ IC TO Ee IO IB 47 TO TO OV CO 


-4 AN960D416 WASHER . . . . . . ... +. 


WASHER . . . + 
FITTING ASSEMBLY, "arresting gear actuatin 
BUSHING, Arresting gear uplock bracket . 
FITTING, “Arresting gear bungee trunnion 
NUT (EN). i 

M Internal wrenching steel i 1/2-20. 
WASHER, Countersunk (NA) . 


-5 AN960DH 16L . 
-6 146-56153 
-T 146-56183 


-8 146-56154 


-12 AN960D616 WASHER . . . + PES 
-13 NAS336A26 
-14 AN509-616-40 
AN365-624 
AN960D616 
-15 AN365-624 
-16 AN509-616-48 
AN509-616-45 


e 9 0 0 $9 . 9 t$ 0 59 ο ο. 


oe $9 9 . 9] 9 9) 9 t$ ὁ ο n 


BOLT, 100* close tolernace high strenght 
SCREW (magnetic inspected) . . . . . . . 
NUT (magnetic inspected) . . . . . . . 
WASHER . . us 

NUT (magnetic "Anspected) "νον 
SCREW, LH side (magnetite inspected 
SCREW, RH side (magnetic inspected 


m te ee 
8 

* o9 9 9 ...55.»...:» E E t] |] t5 9 9 
3 


oe o ὁ 9 n9 


g 
3/8-24. 
rin 


et 
ct 
Ὁ 
e «ΩΩ» ο t 
X 
$9 c9 c $ c9 9 c9 3a 9 9 $8 » ὁ 9 * ? 06 * * 3 * » v po... $9 9 9 9 $5 ὁ 9 ο 9 9 8 9 5 ος: 
3 
Mee ee we we 


AN960D616 5 - . WASHER . . . E i35 = $ 
-17 4B21S6-011 2 . . BUSHING, Spacer. (NA) . νο. Ty s 
-18 169-56201 A zd d LUG, Arresting gear emergency release spring a 
-19 EBO80 - ES NUT (EN)... τὰ γα να . 
-20 NAS148-59 ο + . BOLT, Internal wrenching steel 1/2-20. ee ae ‘ 
-21 AN960D816 . Dol o WASHER... e sd. e. WI ces ο ος 04 
-22 2w10-8 5 . . WASHER, Countersunk (NA) . . . - ^ e ooo . 4 
-23 AN6-17A Ρ - . BOLT, (magnetic inspected ) ο ο τῷ) aero Wl A , 4 
AN365-624 ; . . NUT (magnetic inspected) . . . . . . . . . . . . +. .- 4 
AN960D616 n 2. 4 -WASHER -Sos o9 eec oe ce Rom OUR INC Be qo Se Rane ; 8 
-24 EBO64 ^ Wc ne NUT (EN). EE «ὁ 6. ὙΦ ter Cd sug ο o ἔφη, des o NIU CS E 4 
-25 AN960D616 A . . — WASHER . . . — PDC . 4 
-26 2W10-6 " "E WASHER, Countersunk (NA) Vo aye ee Late? ibn er See a a ὃ 4 
-27 NAS146-25 . . . BOLT, Internal wrenching steel 1/2-20. . . . . . . . . 4 
-28 AN509-616-27 E . . SCREW EC inspected)... . 4. + ee eee . 4 
-29 AN509-616-20 ; . . SCREW (magnetic inspected) . . es ss esos . +. +. : 2 
-30 AN6-12A E . . BOLT (magnetic inspected). . . . . . . +... . . . . 2 
-31 AN365-624 5 Ὃν ais NUT (magnetic inspected) . . . . . .««.«:::. P 8 
-32 AN960D616 e. . WASHER... bb re Ros e V we 20 
-33 NAS146-39 " ον 4 BOLT, Internal wrenching steel 1/2-20. . . . . . . P 2 
EBO64 . . . NUT (EN) .. A ο ο ώς, ae > 
2W10-6 à - . WASHER, Countersunk " (Na) a dra Bee ep -ᾱ . 2 
AN960D616 .  . . WASHER, Plain. . . . as, Ὁ 
-34 AN6-24A , - . BOLT (magnetic inspected i dde ere uar ο πας poô 
-35 AN6-26A 3 ee ac BOLT (magnetic inspected). . . s.e so c +e ees ; 2 
-36 AN6-27A ‘ . . BOLT (magnetic inspected). . . . . se s . 0... . x 2 
AN365-624 . . . NUT (magnetic inspected) . . . soso . . . eo « «ως 6 
AN960D616 . PE WASHER . —. . . e. o o : . . m a 12 
-37 169-56169-1 š E cie FITTING ASSEMBLY, Arresting gear drag link trunnion LH 1 
169-56169-2 a 2 de FITTING ASSEMBLY, Arresting gear drag link trunnion RH 1 
-38 169-56124 : ae im . BUSHING, Arresting gear drag link trunnion fitting 1 
-39 160-56137-1 * "M BRACKET ASSY, Arresting gear door hinge attaching LH . 1 
160-56137-2 . "RN" BRACKET ASSY, Arresting gear door hinge attaching RH. 1 
-40 160-56202 $ o «4 SHIM, Arresting gear support fittings. . . . ΡΝ 9 
-41 169-56196 . ΣΣ de FITTING, Arresting gear drag link trun support center. 1 
back-up 
-42 AN6-13A P 2.3 BOLT (magnetic inspected). . . . . e . . +s. +. 4 eee 6 
AN365-624 5 i «Ὦ NUT (magnetic inspected) . d ο ο ο ο. 6 
AN960D616 . "E WASHER... uev one dr ee ¿Le 
-43 NAS146-27 3 D a BOLT, Internal wrenching steel 1/90-20:.. ate a e a e 4 
EBO64 5 * NUT (EN) . Bd Ne? «d qi ro ce ^p ο ος 4 
2w10-6 4 C. WASHER, countersunk (Wa) . Sonus ie εως ο τα να Br eles Uo geo ὃς 4 
AN960D616 5 + . WASHER . . . + Mu ice ο ο 
-44 169-56197-1 i 2^. 5 FITTING, Arresting gear “drag link trunnion support . . 1 
outer back-up LH 
169-56197-2 j "I FITTING, Arresting gear drag link trunnion support . . 1 
outer back-up RH 
-45 ANL-5A 5 - . BOLT (magnetic inspected). . . . . . . . . . . .... 4 
-46 AN4-6A % - . BOLT (magnetic inspected). . . . . . . . . νο «ο 2 
AN365-428 " a. Me NUT (magnetic Inspected) ig το as eh τς. 6 
AN960DH 16 m a^ "Ἐς WASHER . . . AERE DE: 1: 
-47 160-56200-1 * $^ FITTING, Arresting gear “drag link trunnion support . . 1 
upper attaching LH A 
160-56200-2 * ας a PITTING, Arresting gear drag link trunnion support . . 1 
upper attaching RH 
-48 169-56121 . xv FITTING ASSY, Arresting gear vert brace trunnion LH. . 1 
169-56122 Ὁ "I FITTING ASSY, Arresting gear vert brace trunnion RH. . 1 
-49 HSB20COH Y A . BEARING Nt PE Wee ces ο els an τ τῶ. Jes Tel yes MEET 1 
-50 HSB12COH 2 a 2 BEARING (AP ὅν lente Pp E I 
-51 NAS2-103 E m A FITTING, Lubrication. ees ds T 2 
-52 169-56198-1 à : PITTING ASSY, Arresting gr drag link trun “aft “back- -üp LH 1 
169-56198-2 3 : FITTING ASSY, Arresting gr drag link trun aft back-up RH 1 
-53 169-31634 A FITTING, Fuselage arresting gear support beam web aft... 2 
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FIGURE 142 - ELEVATOR BOOST CYLINDER SUPPORT INSTALLATION 








PART 
NUMBER 


175-52209 


AN365 -1032 
AN3-10A 
AN960D10 
AN365-128 
AN960D416 
AN4-13A 
AN4-11A 
175-52209-10 
AN365-428 
AN960D416 
AN4-7A 
AN4-10A 
AN4-6A 
175-52218-1 
175-52218-2 
AN365 -428 
ΑΝΗ -39Α 
AN960D416 
NAS43DD4-160 


2 3 4 5 6 


(see figure 
NUT ene 
BOLT (magnetic 
WASHER . . . + 
NUT (magnetic 
WASHER . . . . 
BOLT ΕΤ 
BOLT (magnetic 


SUPPORT ASSEMBLY, Elevator 
(magnetic inspected) 


. NUT 
WASHER. . . 
BOLT 





BOLT 


magnetic 
magnetic inspected 
magnetic inspected 


AN 01-60AABA-4 


FUSELAGE (Cont) ' 


7 NOMENCLATURE 


139 for next assembly) 


inspected). 
inspected). 


inspected). : 
inspected). À 
inspected è 


. . 


pu 


HINGE, Elevator control aft 
HINGE, Elevator control aft 
NUT ο ας a) . 


| BOLT 


` BOLT 
WASHER. . . 


| SPACER, Screw 


magnetic inspected 


and bolt. . 


Ep Qo t SEGUE DU ce COUR Let 
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. 
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[7 


e... 9 £]| £9 |$ »» 


See ee ewe 


Q 
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Hd 
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H-175-52-21 





UNITS 
PER ASSY. 


SUPPORT INSTALLATION, Elevator boost cylinder . . . . . . . . . Ref 


m 
VENNA-PNNODOORNNOFONN 





USEABLE ON 
CODE 


O O CO Oy 





ΑΝ 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 





H-175-48-1 


FIGURE 143 - FRONT FUSELAGE FUEL CELL LINER INSTALLATION 


AGUIE & PART Ὁ UNITS USEABLE ON 
~ DEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


143 1486-48330 LINER INSTALLATION, Front fuselage fuel cell. . . . . . . . . . Ref 


(see figure 73 for next assembly) 





-1 146-48362 . LINER, Fuselage fuel cell upper side ........ «2% 2 
-2 146 -48363 . LINER, Fuselage fuel cell lower center . fe tot ec e dr Ὁ Ὁ, 1 
-3 146-48364 . LINER, Fuselage fuel cell lower side . . . . . . . . . . s. 2 
τὰ 146-48365 . LINER, Fuselage fuel cell-lower aft. .. ο tas oe 1 
-5 15456-48366 . LINER, Fuselage fuel cell forward. . . . SLE κά res -ᾱν- ος Pee Led ον 1 
-6 146 -48367 . LINER, Fuselage fuel cell aft. . . . e eso ao « . s o ον ος 1 


ρουμ ών κ PEPE II IR RN, α καστ ARS AA REE EIA O μμ. κο σώσω τονως 
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FUSELAGE (Cont) 





H-175-48-14A 





FIGURE 144 - FUEL SYSTEM INSTALLATION 
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AN O1-60AABA-4 
FUSELAGE (Cont) 


Section Il 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
144 175-48302 FUEL SYSTEM INSTALLATION (see figure 73 for next assembly). . . Ref 

175-48139 . LINES INSTALLATION, Fuel booster pump cell bay scupper . . . Ref 
.drain (see figure 148 for detail άν αν 
175-48406 . LINES INSTALLATION, Fuel bomb bay. . . vow we wu mw ΗΘ 
(see figure 147 for detail breakdown) ` 
No Number . FUSELAGE FUEL CELL AND FITTINGS. . . . oi are Fa - Ref 
(see figure 145 for detail breakdown) 
-1 160-48861-35 . LINE ASSEMBLY, Fuel self sealing fuel fuse . . . . . . . . . 2 
adapter to side Junction 
~2 175-48217 . SUPPORT, Bomb bay fuel self sealing line fuse. ...... 1 
station 337 LH (upper) 
175-48218 . SUPPORT, Bomb bay fuei self sealing 1" line [upper cns ec us ts 1 
175-48209 . SUPPORT, Bomb bay fuel self sealing 1" line (lower). E 2 
-3 175-48215 . SUPPORT, Bomb bay fuel self sealing line fuse. . . . . . . . 1 
station 324 RH (upper) 
175-49214 . SUPPORT, Bomb bay fuel self sealing line (lower) . . . . ο . 1 
-4 175-48209 . SUPPORT, Bomb bay fuel self sealing 1" line. . . . . . . . . 4 
. (upper and lower LH and RH) 
-5 160-48861-37 . LINE ASSEMBLY, Fuel self sealing fuel main wing . . . . y 1 
cell gravity to Junction 
-6 146-48325-11 . JUNCTION ASSEMBLY, Wing fuel side LH . . E LA le la 1 
(see figure 158 for detail breakdown) 
-1 146-48325-12 . JUNCTION ASSEMBLY, Wing fuel side RH. . νυν 1 
: (see figure 158 for detail breakdown) 
-8 160-48861-39 . LINE ASSEMBLY, Fuel self sealing fuel main wing cell .... 2 
i pump to junction 
-9 160-48861-49 . LINE ASSEMBLY, Fuel self sealing fuel side junction. . . . . 1 
to main junction LH 
-10 175-48232-1 . SUPPORT, Bomb bay fuel self sealing line upper left and RH. 2 
175-48232-2 . SUPPORT, Bomb bay fuel self sealing line lower left and RH. 2 
-11 175-48212 . SUPPORT, Bomb bay fuel self sealing line . . . « . . . ο» . . 4 
-12 175-48210 . SUPPORT, Bomb bay fuel self sealing line fuselage sta 239 LH 2 
-13 146-48323-31 . JUNCTION ASSEMBLY, Main fuel LH. . . cos GT ves veo MOUSE. Se. 1 
(see figure 146 for detail breakdown) 
295246-40A . GROMMET (MKL $ 278 v9. 1 SL s ο απ.” 1 
-14 146-48324-21 . JUNCTION ASSEMBLY, Main “fuel RH. "EE s. de ser e leo mic» 8 1 
(see figure 146 for detail breakdown) 
-15 160-48861-55 . LINE ASSEMBLY, Fuel self sealing fuel transfer "Y" ..... 1 
to main cell LH 
-16 160-48861-76 . LINE ASSEMBLY, Fuel self. sealing fuel transfer "Y" ..... 1 
to main cell RH 
-17 175-48304 . ADAPTER, Fuel upper bomb bay tank transfer "Y" , . . . . .. 1 
-18 160-48861-85 . LINE ASSEMBLY, Fuel self sealing fuel transfer "Y" Ws sce 1 
.to main cell LH 
-19 160-48861-46 . LINE ASSEMBLY, Fuel self sealing fuel transfer "Y" . . . .. 1 
to main cell RH 
-20 175-48862-128 . LINE ASSEMBLY, Tip tank fuel and air fuse booster pump... 1 
-21 175-48862-129 . LINE ASSEMBLY, Tip tank fuel and air fuse booster pump seal. 1 
drain section 
-22 AN815 -4D . UNION. . . . EC HP UE ο ον όνος US 3 
-23 146-48199-10 . ELBOW, RH main fuel “cell booster pump seal drain...... 1 
-24 175-48862-127 . LINE ASSEMBLY, Fuel drain forward LH boost pump. . . . . +» + 1 
seal drain pump to seal 
-25 175-48862-126 . LINE ASSEMBLY, Fuel drain forward RH boost pump seal drain. 1 
pump to seal 
-26 AN926-4D .Q ΤΕΕ. ο 42 2. 9 ὁ ὁ οἱ 5 ὁ 6 * ἡ -ᾱ- ο Ἕ ὁ € 9 9 *» Ὁ aa ο ὁ 1 
AF934-7 2. TRING? oe -ο, οὐχ. Ὁ ο ere ee ee ee Breil A ο il er eit ver e 3 
-27 AN919-6D + REDUCER. . . . « « ο s © © e © © © ο © we « ὁ a ὁ « o... ο ο 1 
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FUSELAGE (Cont) 





H-175-48-15 


FIGURE 145 - FUSELAGE FUEL CELL AND FITTINGS 
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ΑΝ 01-60AABA-4 σ 
FUSELAGE (Cont) 


PART 





Section [| 
Group Assembly Parts List 


UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
No Number FUSELAGE FUEL CELL AND FITTINGS . . . Re Ne ipa dd e... Ref 
(see figure 144 for next assembly) 
146-48002 . CELL ASSEMBLY, Fuselage . . . . . . . . . +. +. ec ira νά 1 
ATTACHING PARTS 
AN365-428 ee NUTS Soy hl oats a alge end oh Ae Sette Bt RE. Be is? BAG 
2w14 . WASHER, Eccentric (NA) . .. .. ............. 15 
NAS185-4-5A . STUD, Fine thread . . . . . o ooo... ο ος "E 15 
-——- Rum 
146-48002-7 . . FITTING, Fuselage fuel cell hanger . . . . . . . . ... 15 
146-48002-5 . . FITTING, Fuselage fuel cell access ...... eran 1 
ANY130-1: . . FITTING (flush Pre sides areas Tris n 1 
AN41 30-3 . . FITTING (flush drain καν WE νο οι Sat δρ de 1 
AN4130-6 . . FITTING (gravity outlet) . . . . . πο A : 1 
ANY135-11 A FITTING . . . . . . . . . a πη " ὡς de ν Tto τ 1 
ccA4850-. š DRAIN VALVE (CTAD) .... S OW EG Ma “lee cw. MES Sar 48 A 1 
AN7T4-4 s. BOLT 2-3. e ese tee δ Wh ον ES A A O ee Re ih n s 4 
AN960D416L . WASHER. . we . x ETE E ος 4 
146-48336 . ADAPTER ASSEMBLY, ' Fuselage fuel cell drain . . . . . ... 1 
ANTA -5 ο ον... E Dee ο ο d e eae A eri 
ANDGODI16L "IM WASHER a O X € EE EE Lx Ecce 12 
146-48315 . SUPPORT, Fuselage fuel cell booster pump ...... z 2 
ATTACHING PARTS 
AN3 -4A Ν᾽ ο Gu ο E A ER NC SG πο. 6 
AN960D10L x. WASHER Ru ανν ο who Woo o Wo X. X 0 9. XC XOU CAO ᾧ οκ α 6 
mini ae δα 
TF31400-14 . PUMP ASSEMBLY, Submerged booster fuel electric motor . . . 1 
driven (TP) 

A19A6097 . . MOTOR, 1/3 H.P. 27 volts DC speed 6000- 8000 rpm (WX) . . 1 
AN74-4 & BOLT «4 27x (οί gs SURE Asa aA Bile caa M za ve. muse Cen (ος 2 
AN74-5 OS E n E προς ἂν δι ο ο ES 3 
ΑΝΟΘΟΡΗ 161, . WASHER .-........ "ccc O 5 
AN74-20 v» BOLT S κ ν αι eR we a E ow er eer cee ae «Ὁ Gee Porte! ο 1 
AF934-5 « “GASKET c κ 2. 6 90:9 ο ο ba "n ds e Eos "EX 1 
146-48303 . ADAPTER, Fuselage fuel cell ve ent outlet . gi Ga 1 
AN74-3 « οκ o ri a oa Ba Sek boo cn ο αν fub 3D 
AN502-116-10 «- SCREW Ὁ ο Ὁ δ νο uw e WX d κάν A AER 8 
ΑΝΟΘ6ΟΡΗ 161, . WASHER . . ... +. E59 Yo A Am 4 
146-48150 . CAP ASSEMBLY, Wing and fuselage "fuel cell filler... |! 1 
i (make from NAF1152-2) 

160-48150 . SPACER, Fuel cell wing and fuselage filler cap ...... 1 
146-48149 . GASKET, Wing and fuselage fuel cell filler ........ 3 
146-48318 . DOOR ASSEMBLY, Fuselage fuel cell access . . . . . . . .. 1 
146-48318-9 +. .  DOOR.SUB ASSEMBLY,, Fuselage fuel cell access . . . . . . 1 
146-48322 - . GASKET, Fuselage fuel cell access door gage . . . . .. 1 
146-48308 . . RING, Fuselage fuel cell access door gage ....... 1 
146-48149 . . GASKET, Wing and fuselage fuel cell filler . . . . . . . 1 
146-48307 . . RING, Fuselage fuel cell access door filler ...... 1 
AN502-10-10 io ce ο ο ο dy re ο ' des le cm wt Denon ehe D SY tev ceres a 8 
7813-832-6A + . SCREW, 100° flush head corrosion resistant (NA) < s; 2 
AN74-5 2» SIBODTe ta Ἂν. τος tae ΜΗ ARS ο ο... 8 
ARGGODAIEL . WASHER... "DIE ο r2 TE CIE E E η 8 
1146-8313 ADAPTER ASSEMBLY, Fuselage fuel cell gravity outlet upper . 1 
146-48347 CUP, Fuselage fuel cell gravity outlet sump retainer . > 1 
2W1ALP18-18-93 WASHER, Plain (NA) ce 2008 οτε: φ aS oe ο ο) ae 1 
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H-175-48-16 


FIGURE 146 - LH AND RH MAIN FUEL JUNCTION ASSEMBLIES 
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RE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
146 146-4}8323-31 JUNCTION ASSY, Main fuel LH (see figure 14} for next assy). . . Ref 

-1 AN5H4 BOLT Zu ec. ος wA ο ο ο ο aaa προ, DLE 

-2 AN960D516L . WASHER . . 5 Sd hes ο) See «φωνών ές ο ο ze eu estes - «2 

-3 146-48320 : ADAPTER, Main fuel junction. v Eos es i 1 

-4 146-48340 . ADAPTER, Main junction shut-off valve to one inch fitting. . 1 

-5 AN92! -16D . NUT. CALLE EE Αα ο 1 

-6 AF934-101 3 PACKING. ei en ο ο νο. $ ^. E RP Cat Car NR ο ο ὃν l 

-7 AN837 -16D . ELBOW. ... $; "δὲ («ν΄ ὁ» κ) κα 7 Zor fel “lot ος 1 

-8 WE451-1-1/4D : VALVE; Fuel shut-off (WTR) ο Se! αν Se, tint ο a T R^ acto Re 2 

-9 AN501-516-8 x SCREW; a0 We A ee ο ο ee Winn eee da -Ἔῷ 4 

-10 AN960D516L . WASHER . . . « -- 4 Cw ο er ο wah ο Ter. EE 4 

-11 146-48339 . BOSS, LH main junction cross feed line 4. x v Xo 9 ov -ᾱ 1 

-12 AN924 -20D . NUT. ο Ca NEUE ο qve Fe ee τν. πο ecc qt dee 1 

-13 AF934-116 E PACKING. HD AE να UR A SEC M E RT EA 1 

-14 AN833-20D . ELBOW. . « « Sige, esce νι ὃς ὃς ES SS v^ eue now. Sw 1 

-15 24242 . VALVE, Fuel Junction drain (KOE) . Sin ddl uve wr Rs Ge 1 

-16 AN503-10-10 ;' SCREWS: Wo. er eh ο sales Gor aa ae CE US erue Lees RE, a 4 

-17 AN960D10L . WASHER . . Do fon Se quu A SE EIE 4 

-18 146 -48333 . CLIP, Main fuel Junction Support MC E MES 1 

-19 AN960A10 . WASHER .. A ὙΦ. ο. 1 

-20 146-48341-11 . VALVE ASSEMBLY, “LH main junction check . a « . « « 4... ew ew 1 

-21 NAS51-25 . . RING, External retainer... * iw Ve qe wo. vous 1 

-22 134-48068 . . PIN, Auxiliary to main tank check valve adapter . . . . . 1 

-23 146-48329 . . ARM, Auxiliary to main tank check valve adapter . . . . . 1 

-24 146-48343 f DISC, Fuel check valve flapper. . . E 1 

-25 134-48067 ote WASHER, Auxiliary to main tank check "valve adapter. $^; 1 

-26 2W1C9-30-43 . . WASHER, Plain (NA). Η s A tefte 1 

-27 146-48337 + . ADAPTER, LH main junction valve to side junction’ line: . 1 

160-48337 . . ADAPTER, Fuel LH main junction valve to side. . . . . +. . 1 
junction line 

-28 146-48344 GASKET, Fuselage fuel Junction check valve . . E EN 1 

; 146-48324-21 JUNCTION ASSEMBLY, Main fuel RH (see fig. 139 for next assy). . Ref 

-29 AN832-16D + UNION. . « « 2 ο 4 © © ὁ ὁ ὁ om «ο» on om « «ο A i 

-30 AN924-16D s ΝΟ. od, ος et cat oec eve πό) ες, Behe eee ores ιβ) ὁ 19:7 07 19 19 oe re, OV 1 

-31 AF934-101 s PACKING > ie da We te? mr. Ve 09e ume E at ia 1 

-32 AN5H4 A E κα uoce da penis ler cet cate coi ears aon ο λα. 

-33 AN960D516L . WASHER . . .. "Ἐν O s a ο 

-34 146 -48340 . ADAPTER, Main junction shut-off valve to one inch fitting. . 2 

-35 WE451-1- 1/4D . VALVE, Fuel shut-off (WTR) . . . s s s se ees ooo cooo 3 

-36 146- 48320 . ADAPTER, Main fuel Junction. ER ARA E RS AA 1l 

-37 AN503-10-10 5 ο ο ve. E a rel ο a a ο ο A, ο, uc dne 4 

-38 AN960D10L . WASHER . . oe, ο ος ος R - 4 

-39 146-483 333 . CLIP, Main fuel” junetion support "IDE iS, tae ο. 1 

-40 146-48342-12 . VALVE ASSEMBLY, RH main junction check . . . . "TS 1 

-41 NAS51-25 . . RING, External retainer . . . ος Ee chere ed Sok we, £a Me 1 

-42 134-48068 : PIN, Auxiliary to main tank check valve adapter ..... 1 

-43 146-48329 . . ARM, Auxiliary to main tank check valve adapter ..... 1 

-44 146 -48343 . . DISC, Fuel check valve flapper. . . s as 1 

-45 134 -48067 a> ος WASHER, Auxiliary to main tank check "valve “adapter. m 1 

-46 2W1C9-30-43 + . WASHER, Plain (NA). . . ῆ $T κο ολ Ug ma T 

-47 146-48338 . . ADAPTER, RH main junction valve to side junction line nes 1 

160-48338 κ ADAPTER, Fuel RH main Junction valve to side junction lin 1 

-48 146 -48344 Σ GASKET, Fuselage fuel junction check valve . . . . . . . . . 1 

-49 24242 . VALVE, Fuel junction drain (KOE) . . . . . . e . . soe eeo 1 

-50 AN837 -16D a ἘΤΠΒΟΝ:. 2.4.7. ο ο ο 7 € 9» 1 9 ο 4. (6. 8 οἲ ars: Ὁ. i ce m ο m in 1 

-51 AN924 -16D "EN Q-— CI e ος e e ὁ 1 

-52 AF934-101 + PACKING. . . . ay ὃς Us w^ Sep, fetes 18S οὔ α) ον. oc 1 

-53 146 -48321 . ADAPTER, Main fuel junction "to 333 £s ca oia Sad fal ο λῶν. ἐξ tar 0G tah To 1 

-54 AN837 -20D . ELBOW. . . « 4. ὁ ὁ ο ο ο ὁ ο ο ΙΙ ΙΟ 1 

-55 AN924-20D e NUDT.... » » ὁ ο ο ὁ 9 * ο e . à ο à * * ο à ὁ ο * ο * * 5 1 

-56 AF934-116 + PACKING. . . « « «© © © © © © © © © ο we ο 9 ὁ ὁ ο ο c ὁ n ο ο 1 
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FIGURE 147 - FUEL BOMB BAY LINES INSTALLATION 
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Group Assembly Parts List 


FGUM & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
147 175-48406 LINES INSTALLATION, Fuel bomb bay . . . EA XS a ο RRE 
(see figufe 144 for next assembly) 
-1 175-48466 + BRACE ASSEMBLY, Fuel bomb bay drop tank pull-away 'anchor fwd 1 
-2 175-48467 + BRACE ASSEMBLY, Fuel bomb bay drop tank pull-away anchor side 1 
-3 ANHH10A ὁ πμ μα αμ ο ue ο Wi NIU Xe Node ve fec Roe Seas es S 1 
-4 AN960D416 eC WASHER s ss μα δ. eve a is aa 4 
-5 AN365-428 ΟΙ ie Ro MD isles. ek ets Wha, ονννν 3 
-6 ANY-6A s BOLT , ὁ 2 a ἽΦ “ὁ eus E " 2 
-T 175-48470 . FITTING ASSY, Fuel bomb bay drop tank climb” vent pull- away " 1 
-8 AF934-19 + PACKING. . . + . 1 
-9 175-48469 . PITTING ASSY, Fuel bomb "bày. drop tank fuel outlet “pull-away. 1 
-10 AF934-23 - . PACKING. . . . ο METUENTES 1 
-11 175-48468 . FITTING ASSY, Fuel bomb bay drop tank dive vent pull-away. . 1 
-12 AF934-27 . PACKING. . . . ν. ὦ NES ous è V a ee 1 
-13 175-48471 . FITTING ASSY, Fuel bomb bay drop tank pull- away anchor Me cd 1 
-14 175-48472 . SUPPORT, Fuel bomb bay drop tank climb vent pull-away. . . . 1 
-15 NAS51-112 + RING, External retainer. .................. 1 
-16 AN393 -53 ο AAA veu er ve RT O re, Bee AAA 1 
-17 AN960D10L . WASHER . ow ο ο ο ἮΙ ου“ 6 
-18 AN393-29 μυ. ΝῊ Ὃν O Αα”... 2 
-19 AN365-428 ο Uem A ο μμ TERR 1 
-20 AN960D416 « WASHER 4v a e 9 339 379 Te Woo. c. a S T 1 
-21 AN4-14A A AR O σον ο a tat ce απ αμ. 1 
-22 175-48465 - SUPPORT ASSEMBLY, Fuel bomb bay drop tank pull-away anchor . 1 
-23 AN365-428 A i; (6. E E ο ο ο ὃ Se ο ο ος Vw. RII UR Cw 1 
-24 AN960D416 s. WASHER. rire bp ο Ww RI edv cw ie p Deli arces ος v 1 
-25 ANA -6A . BOT.... Stet Greets, irruere ts Ve ία Ei ον MUT ret 1 
-26 175-48803-13 . HOSE ἐϑόεμρίχ᾽ Fuel fuselage cell gravity adapter to.... 1 
pull-away fitting 
-27 175-48459 « ADAPTER ASSEMBLY, Fuel bomb bay drop tank cross feed tee . . 1 
-28 AN833 -4D 3. * ELBOW A νιν 1 
-29 AN924 -4D - « NUT. A αν ο ΜΑ Τρ μα. 1 
-30 AF934-7 δ... 8 PACKING a Nee, ope Φις ο ἄν m. ee a 9 Ὁ dole. ee em 1 
-31 175-48460 + . NIPPLE, Fuel bomb ‘bay drop tank cross feed tee adapter. . 1 
-32 ANSHYA ole BOLT ele E ce ie oes RI μυ. 8 
-3 ος . . WASHER. . . m MCCC 8 
-3 61-1-1/4D « . VALVE ASSEMBLY, Slide motor (WTR) . . . . . . . . . . es 1 
-35 AN365-524 s e "NUT ο ο oy ὃς ium oo D ve 08 09S PS D ο) δν edo ases ο ὁ WI ok 4 
-36 AN960-516L +. WASHER. . . . * . . a e "E 4 
-37 175-48461 + . BRACKET, Fuel bomb bay arop tank shut -off valve support . 1 
-38 AN5-6A . ο BOLT. ... ὃν, αν εδ -ᾱ A 4 
E 175-48446 + . GASKET, Fuel "bomb bay drop. tank cross feed tee adapter. A 1 
-40 175-94807 + . VALVE ASSY, Fuel bomb bay drop tank cross feed tee check. 1 
(PA part No. 1111-516672) 
-41 175-48458 . ADAPTER, Fuel bomb bay drop tank cross feed tee . . . .. 1 
-42 CAA4850 á VALVE, Drain (CTAD). à ο ων 1 
-43 169-48308 ὥ SCREW, Gravity outlet fuel check valve | | . SU. iat ee Ἡ ψερ 6 
-44 2W1AL12-10-32 A WASHER, Plain (ΝΑ) . . o "E 6 
-45 1186-8312 5 GASKET, Fuselage fuel cell gravity outlet check. valve. te Ms 1 
-46 169-48304 . VALVE ASSEMBLY, Fuselage gravity fuel check. . . . . . . . . 1 
-47 AN500AB8-5 κο ο ο ο locu ο. 6 
-48 AN960DBL e . WASHER. . . Bidar erue neri se 6 
-49 160-948017 - . VALVE, Check (PA part No. 1111: ~516653). m 1 
-50 169-48305 «S GASKET, Fuselage gravity fuel valve adapter A E 1 
-51 169-48306 e's “ADAPTER, Gravity outlet fuel check valve assembly FED 1 
-52 169-48309 . GASKET, Fuselage gravity outlet fuel check valve . . . . . . 1 
-53 169-48310 . STRAINER ASSEMBLY, Fuselage fuel cell gravity outlet . . . . 1 
-54 AN900-42 + GASKET... $e, RU Calice w^ φ στ, τῷ. E Ves ον ον 1 
-55 AN6264 -4-19 . HOSE ASSEMBLY. m: "else cq vds ui rb. Ver, γα ο συ” 1 
-56 AN825-4D 5 BOWS ΙΝ Wey ai A as ο." 1 
-57 AN815-4D e SUNT ON OS 47 dre Cete ον RR Mey ta) tars Αν Baal’ vu qu ys one Me 1 
-58 AF934-7 sy PACKING 44 a πο i Um OE DU rater es ut 2) Sp, Sede d e 1 
-59 412-17B1 . SWITCH, Pressure actuated (STB). . . . . .. . . 2 . ew ees 1 
-60 AN526-1032R8 e OCRE a A το ο το a ee ὃν . 4 
-61 AN960D10 . WASHER . . . . E "I . PN. DOES NE DES 4 
-62 175-4880? -66 . LINE ASSEMBLY, Puel' dive vent to bomb bay drop tank. . . . « 1 
pull-away fitting 
-63 175-48802-55 . LINE ASSEMBLY, Fuel upper bomb bay drop tank climb LH. . . . 1 
vent ist section 
-64 1-1045-76 . CHECK VALVE (PA). ; ; ¿ τα. 1 
-65 175-48802-57 . LINE ASSEMBLY, Fuel” upper "bomb bay drop tank climb DH. 2 . 1 
vent 2nd section 
-66 175-48803-5 - HOSE ASSEMBLY, Fuel fuselage cell to tee check valve . . . . 1 
-67 3H2 -24-23 . HOSE (NA). Ic 2 
AN737RMAC P ACDAMBI Sore ci E ος τα ος νο να 8 
-68 3H2-24 -64 x HOSE (NA)... 2 o9 o9. 9) ον ος ο is y ο ο ο 2 
AN737RM66 . CLAMP. ... i η x A a) tel we tas 8 
No Number . STATION 250 TO STATION hol, 625 BOMB BAY FUEL LINES gems. j - . Ref 
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FIGURE 148 - FUEL BOOSTER PUMP CELL BAY SCUPPER DRAIN LINES INSTALLATION 
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PART 


AN815-6D 
AN815-10D 
175-48804-51 
175 -48804-25 
AN832-10 
AN924-10 
AN832-6 
AN924-6 


AN6264-10-22-3 /4 
AN6264-6-23-1/2 


8-378 

8-376A 

8-160 

8-151A 
AN924-6D 
175-48804-89 
175-48804-91 
AN832-10D 
AN924-10D 
AN960D1416L 
AN832-6D 
AN924-6D 
AN960D916L 
175-48804 -27 
175-48804 -57 
175-48804 -29 
175-48804-59 
175-48804 -31 
175-48804 -33 
175-48804 -61 
175-48804-35 
175-48804-81 
AN824 -6D 
175-48804 -83 
175-48804 -37 
175-58804 -73 
AN926-6D 
AN833-6D 
AF934 -9 
AN924-6 
175-48804-9 
175-48804 -45 
AN919-15D 
AN815-8D 
AN837 -8D 
AF934-12 
AN924-8D 
AN926-8D 
175-48804-79 
175-48804 -47 
3H2L8-22 

175 -48804-85 
175-48804-87 
AF934-14 
AN926-10D 
175-48804-53 


AN6264-80-14-5/8 


AN821-8D 
AN832-8D 
AN924-8D 
175-48138 
175-48804-5 
175-48804 -67 
175-48804 -49 
AN825-6D 
175-48804-3 


AN822-6D 
175-48804 -7 
1175-48804 -43 
AN926-6D 
AN919-6D 
AN815-6D 
AF934-6 
175-48804 -69 
175-48804-71 
175-48804-39 


175-48804-41 


175-48804-17 
175-48804-15 


AN924-10D 


e... 9 0 ὁ c9 6 0 9 9 ὁ ο 5 . 


$9 9 9 5.» . «ο ο ὁ » ο ο ο 


UNION. . « « . 
UNION. . . .. 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
UNION. . . 
NUTS 4 δν 
UNION. . . « « 
NUT. $ 

HOSE 
HOSE 
TUBE 


PE 


ASSEMBLY. 
ASSEMBLY, 
NIPPLE 
SOCKET 
NIPPLE 
SOCKET 


ASSEMBLY, 
UNION. . . . 
Ντ... 
WASHER . 
UNION. . 
NUT. . 
WASHER A . 
LINE ASSEMBLY, 
LINE ASSEMBLY,. 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
LINE 
LINE 
LINE 
LINE 
TEE. 
LINE 
LINE 
LINE 
TEE. . . 
ELBOW. 

PACKING. 
NUT. . 


. 
. 
. 
. 


PE 
ee 
9 ο 
. ο 
. 


ASSEMBLY, 
ASSEMBLY, 


ASSEMBLY, 


. 

. e o ο 
. ... 
. 


- > 


LINE ASSEMBLY, Wing aft RH 
Wing aft LH 


LINE ASSEMBLY, 
REDUCER. . . . 
UNION. . 
ELBOW. . 
PACKING. 
ντ... 
ΤΕΕ, . . 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
HOSE (NA) . . 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
PACKING. . . . 
TEE... 

LINE ASSEMBLY, 
HOSE ASSEMBLY. 
ELBOW. . . . . 
UNION. . . . « 
NUT. . 


. 
. 
. 
. 


9 9 c9 ο ο 


. 
. 
. 
. 


WIG 
WIG 
WIG 
WIG 


PP 


. 


PER ASSY. 


. e e e n . 


Fuselage bay drain aft to overboard fitting 7 


Pump sea 


oe we 
.“ . α α 


eot o9 9 9 9 9 9 5$! . α 


Boost pump seal 


9 ο . o 
. 5. 
9 ο ο 


Boost 


1 


$$ 9 9 9 c9* c9 ο ο ο 


ASSEMBLY, Fuel bay drain fusela 
n 


. 


pump seal 


drain aft 


ee ο t ο 
9 0 0 9 9 9 £9 £$ 2 
e 9 9 ο ο 9 ια. 


ge 
drain f 


. . > 
oe . 
e «© ο ο o . 
e» © c£! |; ο o 


drain a 


to overboard fitting. 


. 
. 
oe 
. 


station af 
uselage sta ane 


ft thru station. 489. 
Fuel bay drain aft thru station 424 to 463, 
Boost pump seal dràin aft station 324 to 463 


e .  » ο o 


. 
e . o 


e. 9 9 9 9 ο ο 


. . 
. . 
. . 
. . 
. . 
. . 
. . 


oe ee dos 


489 aft 


s.es ee 


aft. 


Fuel bay drain aft thru station 412 .... 
Boost pump seal drain aft thru station 424, 


ASSEMBLY, Boost pump seal drain aft thru station 412. : 


Fuel bay drain aft thru station 412 . . . .. 
Boost pump seal drain aft thru station 362. . 


Tee assembly to tee on main drain ο, ον 
ASSEMBLY, Boost pump seal drain station 324 aft . 
ASSEMBLY, Fuselage cell bay 


. 9 f$ 

= 5 ο e 

. . ο. 
. 


. 
. 
. 
. 
. 


w»... 


RH wing ο 


. 


. 
. 
. 
. 


pump 
pump 


. 
. . 
. . 
oe . 
oe . «. 
. . 


ASSEMBLY, Wing aft cell bay to tee assembly . . 


drain station 


. ee 
eo . ο 


seal 
seal 


. 
P 
. 


cell bay "drain tee "to m 
Wing cell bay drain RH tee to 


Wing center tee to RH 
Wing center 


. 


.. 


tee to LH 


Center wing cell bay to 


. . e ù 
. e o 


. ο ο 
. 


. 


BLOCK ASSEMBLY, Fuel and 


LINE ASSEMBLY, 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
TEE. e . . 


LINE ASSEMBLY; LH '1nbd wing scupper ‘drain’ to RH scupper. 


fitting 
ELBOW. . . . . 


LINE ASSEMBLY, wing scupper "drain tee "to station 298 . " 
LINE ASSEMBLY, Wing fwd boost pump seal drain tee to tee 


TEE. . . s $5 
REDUCER. . . . 
UNION. . . .. 


PACKING. . . +. 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
LINE ASSEMBLY, 
254 fwd 
ASSEMBLY, 
hose aft 


ASSEMBLY, 
sect. 








. e o o 
.. s ù 
. a o o 


Fuselage 
Fuselage 
Fuselage 


Fuselage 


Fuselage 


. 
. 
. 
. 


e © e o ο s s 


hydraulic fuselage bomb 
RH inboard wing scupper drain to RH side. 

Fuselage cell bay drain aft to station 324 
"ue cell bay, drain RH tee to sta 324 aft 


. 9 © 7 c o 


cell bay drain 
cell bay drain 


wing celi 
wing cell 


tee i 


aft thru sta 254, 
fitting to RH side. 
tank boost pump seal drain sta . . 


324 aft 


. 
o 8 ο o 
. 


+ 

o 

z 

T A 
E « o... ... 
oo 


e 
e 


. 
P 


oe we oe 


main drain tee. 


weld assembly . 


bay tee... 
bay weld assy 


. . 


bay . 


tank boost pump seal drain from. . . 


ASSEMBLY, Cell bay drain aft to station 324 . , 


scupper drain sta 239 upper first. : 


UNITS 


Bie 


(=) 


e PPRROWWNHRp μα Επ PEN OBE NE EN PWR UWE ER EEE PP ENP EE PEE PHU EOE EEE EP ee 


USEABLE ON 
CODE 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE i 
178 175-48139 LINES INSTALLATION, Fuel booster pump cell bay scupper drain. . Ref 


(see figure 144 for next assembly) 


y tu tJ 
4484 
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FIGURE 149 - STATION 250 TO STATION 424-5/8 BOMB BAY FUEL LINES AND FITTINGS 
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————M—————M—————M  ————— MM —H € ΓΞ 
& 


ROURE PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
149 No Number STATION 250 TO STATION 424-5 BOMB BAY FUEL LINES AND FITTINGS Ref 


(see figure 147 for next assembly) 


-1 175-48803-17 . HOSE ASSEMBLY, Upper bomb bay tank to tee check valve fuel . 1 
-2 175-48448 . FITTING ASSEMBLY, Fuel upper bomb bay tank transfer "Y" check 1 
i -3 1211-5166-24 - . VALVE, Swing check (PA) . . . .. . .. . ο ο . . e eee 2 
-4 6-1245-75-11 + . GASKET (PA) . . . . E 2 
-5 175-48447 . . FITTING, Fuel upper bomb "bay “transfer "Y" check E 1 
-6 AF931 -22 y" PACKING -w ο. a a δι OS ee Bence E ον δὲ δρ τν 1 
E AN924-16D . NUT. wie) Ter ten cee cer es ἵν. eh te Ue ου. ος Φ, 4) ο ον Te. Ue ως vet ἐφ You. 1 
- 3H2-16-23 + HOSE. (na): a a A AA a a Lie 3 
AN737RM4 . CLAMP. . ace a we. tee! ο. οσο R 12 
-9 175-48802-64 . LINE ASSEMBLY, Üpper bomb "bay tank climb RH vent 2nd section 1 
-10 175-48802-62 . LINE ASSEMBLY, Upper bomb bay tank climb RH vent 155 section 1 
-11 AN837 -4D 2 ELBOW. ος ox» ee κ κ δι a ον E πο T 1 
AN924-4D wa NAI A 6 gia ἂν ee re δν E es a are C es XS τον 1 
AF934-7 . PACKING. . . + 7 EE A ee 1 
-12 175-48802-47 . LINE ASSEMBLY, Puel “bomb bay drop "tank pressure switch... 1 
to vent 
-13 K7401-1 . VALVE, Drain (KOE) . s A A 2 
-14 175-48802-21 . LINE ASSEMBLY, Wing “forward fuel cell” sump drain extension LH 1 
-15 175-48802-23 . LINE ASSEMBLY, Wing forward fuel cell sump drain extension RH 1 
-16 146-48134-13 . ADAPTER ASSEMBLY, Forward wing cell gravity outlet . . . . . 2 
-17 160-48136 . . ADAPTER, Forward wing cell gravity outlet . . . . . . . . 1 
-18 AN822-4D i aie? MSBBOW. v. «ctis Tur wu ο Sb μ.ο tes Pr cs 1 
-19 AN900-21 e . GASKET. . . . le 1 
-20 146-48142 - . STRAINER ASSY, "Forward "wing cell "gravity “outlet complete. 1 
-21 175-48802-11 . LINE ASSEMBLY, Fuel upper bomb bay tank gravity outlet . . . 1 
Junction box 
-22 175-48464 . FITTING ASSY, Fuel upper bomb bay tank gravity outlet tee. . 1 
ATTACHING PARTS 
-23 AN365-428 SO πια» κο A ο ο et ο ο ος re 4 
-24 AN960D416L s. WASHER ο ο A OY μον onim Od) Yel Te -- 4 
-25 AN4-5A A y. Le cR) So) NL RT eS A -ϕ eat a ewe ee de 4 
RE κ 
-26 175-48463 - . HOUSING, Fuel upper bomb bay tank gravity outlet tee. . . 
-2 AF934-123 . . PACKING. . . . πλαν 
-2 175-948408 - . VALVE ASSEMBLY, Fuel” upper "bomb bay tank “elbow. o as Son ce ie 


gravity outlet tee 


-29 AN365 -428 so μι Xo. ἡ ὁ e € ee 0 v» aN 


1 

1 

1 

: "IE 4 

-30 AN960D416L (^. WASHERS: ας oy ο ο ο ο ο "ου 4 

-31 AN4-6A - . BOLT. ... ο ο Cut Er oleh as 4 

-32 175-48213 . SUPPORT, Bomb bày “fuel self "sealing line Dl... at ve σας 2 

-33 175-48212 . SUPPORT, Bomb bay fuel self sealing line.. . . . . . . . . . 2 

ATTACHING PARTS 

AN365 -1032 $ VUL sie a oe rim m ο we wo lecce es GL TU US xe we 8 

AN960D10L v WASHER. 6: 25.0: ws woe τὰ ο ο fae, a ce οὐ. c ο. m ο εφ, ce Lu D 8 

AN520-10R10 + SCREW. . . > $3 νο. 8 

-34 175-48803-9 . HOSE ASSY, Fuel side junction "to tee and main RH Junction. . 1 

-35 175-48803-7 . HOSE ASSY, Fuel J-33 engine forward. . . E 1 

-36 175-48803-15 . HOSE ASSY, Fuel RH main junction tee to upper. aic. deo G ain 1 
bomb Mod tank gravity and defueling valve 

-3T 3H2-40-21 . HOSE (NA). EN PL «ος oe 1 

ΑΝΤ3ΤΗΜΟΒ : CLAMP. . «. "Ἣν ee a a 2 

2 


-38 1175-48209 . SUPPORT, Bomb "pay “fuel self “sealing αἱ line. by, soviet a OS 
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H-175-48-304 
FIGURE 150 - FUSELAGE FUEL DROP TANK MANUAL CONTROL RELEASE ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
@ 150 175-40537 RELEASE ASSEMBLY, Fuselage fuel drop tank manual control, . Ref AB 
(see figure 177 for next assembly) 
Mm 175-48537-3 RELEASE ASSEMBLY, Fuselage fuel drop tank manual control. . . . Ref BW 
(see figure 177 for next assembly) 
-1 175-48534 . COVER ASSEMBLY, Fuselage fuel drop tank manual control . . . 1 
A -2 175-48535 . BOX ASSEMBLY, Fuselage fuel drop tank-manual control . . ο + 1 AB 
E 175-48548 . BOX ASSEMBLY, Fuselage fuel drop tank manual control . . . . 1 BW 
-3 AN365-1032 MEUM ο Md E 2 
-4 AN960D10 . WASHER . . . . 5. 9 ο ο ο 5 
-5 NAS221-16 . SCREW, Brazier head “Phillips recess “alloy” steel” 10-32. . . . 1 
-6 156-63202 . GRIP, Cockpit bomb control handle. . . . . e s eec eeso 1 
-T AN530-8R8 . SCREW. €. ido It ο o E, Te . . ο ο oe ο ο 3 
-δ AN960D8 . WASHER s . . « « ο ὁ e e s m ὁ m ὁ om ο o n ο ο ο ος on 3 
-9 AN392-33 » PIN. . ο «^ « ee à e» e e » ο 4 4 ο ο ο e * * 49 * ὁ * 0... 1 
-10 142-68019 . SPRING, Igniter wire plug access door. . . . . ees esoo 2 
-11 AN392-9 « PIN. ο ὁ ὁ .:» ὁ ὁ » 4 4 ε 9 4 4 ο 9 ο 4» 9 * ὁ ο ο * 1 - 
-12 AN392-19 « PIN. « « ο ο S Ui. dg οφ, το ὦ τα 1 
-13 175-48536 . SHAFT, Fuselage “fuel drop. tank manual "control. a o 3l 
-14 146-63203 . LEVER ASSEMBLY, Cockpit bomb control handle release. . . . . 1 
A -15 146-63204 . LEVER ASSEMBLY, Cockpit bomb control handle solenoid .... 1 AB 
175-63204 . LEVER ASSEMBLY, Cockpit bomb control handle solenoid . « « . 1 BW 
-16 NAS42DD6-38 « SPACER, Rivet. . . e « « © ο © © ὁ © ὁ ὁ ὁ 0. ο n o c. ο ὁ ο ο 1 
-17 NAS42DD6 -72 + SPACER, Rivet. "Ec a ὁ ο ο ὁ ὁ ὁ 1 
-18 AN520-10R36 « SCREW... Φ, -ὁ- E δι) cw ^ !Φ- UR, E - 1 
-19 4gh-10-14 7 SPACER, Rivet (NA) . ee are S ο MAIN gira eee 1 
-20 4B19B3-108 . BUSHING, Press fit plain (y πα RUN Cp: 1 
-21 494-10-17 . SPACER, Rivet GNA) ss e * ^ . * ὁ e ο * » * ὁ ο ὁ * * * e ο 1 
-22 AN520-10R28 e SCREW. . . + $^de a IA an 1€ wl 
-23 51146 . PLUG, Button (uc). ie tee de tadas Me : E sis -ᾱ 1 
175-48537-19 . RELEASE SUB ASSEMBLY, Fuselage fuel drop tank manual contro 1 1 
-24 NAS205-20 + . SCREW, 100° flat head Phillips recess alloy steel 10-32 . T 
-25 146-63208 . . DISC, Cockpit bomb control handle solenoid plunger. . . . 1 
-26 005-030-00 1o. ARMATURE ASSEMBLY, Solenoid (CED)... ο rar ὑφ) oy e 1 
-27 146-63207 . . PLUNGER, Cockpit bomb control handle solenoid . . . . . 1 
| -28 11258 ο ιτ ο ο o alte, τὰ ος τος MT 1 AB 
11512 . SOLENOID ASSEMBLY (CED). . . «6 . . eses «© ο ὃν ο» wo we ooo 1 BW 
-29 AN501A10-4 . SCREW... Bi bt Bates ο κο ο ae & ater ne πο 4 
-30 9C1P3-3 . CHAIN, Safety (NA). Sig nan ο Tende Vs Ὁ ᾱ πο Ὁ ο ο ος 1. 


RARA A E A NA A EM M ML. MA He 
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FIGURE 151 - FUEL TANK RELEASE MECHANISM ASSEMBLY 


H-175-48-364 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
151 175-48320-10 MECHANISM ASSEMBLY, Fuel tank release. a X*- Um aa MAT ‘ 
(see figure 152 for next assembly) 

175-48314 . HOUSING ASSEMBLY, Fuel tank release mechanism . . . . , A 1 
-1 175-48314-3 - . PLATE, Fuel tank release mechanism housing . . . . . . . 1 
-2 175-48314-5 + . PLATE, Fuel tank release mechanism housing ....... 1 
-3 AN361 -832 = I NUP 2 αν $ ο aa c DARE wb. ον κος e «5 2 
-4 NAS43DD3-72 . SPACER, Screw and bolt. a Sat ο ο ο Αν... 1 
-5 NAS43DD3-65 . SPACER, Screw and bolt. ... Ba πω ου. 1 
-6 NAS220-24 . SCREW, Brazier head Phillips recess alloy steel 8-32. . . . 2 
-7 AN365 -832 . NT... — P 3 
-8 NAS220-8 . SCREW, Brazier head Phillips. recess alloy steel 8-32. . . . 3 
-9 c8001-1 1 SOLENOID ASSEMBLY ἐν νιν ai μμ... 1 
-10 AN393-41 s. PIN... Bi aU ge κ s art a uter ug 4 
-11 151-48325 . PIN, Drop tank shackle "toggle link. . . Ra WO AS We τν ES μα 1 
-12 AN393-23 rr 1 
-13 AN395-41 . PIN.. > re E τῷ. Pe cal "Ἔα ο ts 2 
-14 4B21S8-112 ; BUSHING, Spacer (NA) . Wu ite το ο λος A οδών ἢ 2 
-15 AN392-17 . PIN... 5 ην νον a μα 2 
-16 175-48324 . ARM ASSEMBLY, Fuel “tank release mechanism. . . . . . . . . 1 
-17 151-48323 . ARM, Drop tank shackle lock test. . . Ba Has Vey aay κ CO, 1 
-18 175-48317 5 LINK, Fuel tank release mechanism toggle connect. . . . . . 2 
-19 175-48316 . LINK, Fuel tank release mechanism toggle. . . er NOE. 2 
-20 151-48328 . JAW, Fuel drop tank shackle . . . . . . CIN FS e get 2 
-21 AN201KP3A 5 BEARING, Ball . ... Vs "I 1 
-22 175-48318 . LINK ASSEMBLY, Fuel tank release “mechanism roller ; τς ! 5 1 
-23 151-48322 . SPRING, Drop tank shackle release . . eue Os HAL 2 
-24 151-48321 . SPRING, Drop tank shackle rocker and solenoid νη 1 
-25 175-48322 . ROCKER, Fuel tank release mechanism "em Ei "Wess os Woo a i 
-26 109-63035 . LINK, Wing bomb rack. . . . . . ws ee é ae. oe 1 
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FIGURE 152 - FUSELAGE BOMB BAY STORES ADAPTER ASSEMBLY 


^ 
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FIGURE & PART 
INDEX NUMBER NUMBER 
152 175-31109 
-1 175-31217 
-2 2W2B9 -64 -62 


-3 169-63149 
-} AN392-49 
-5 ANQ60D4 

-6 175-31175 
-T 175-31171 
-8 AN365-428 
-9 AN960-416 
-10 = AN4-14A 
-11  175-31172. 
-12 175-31173 
-13 AN565A6-lh 
-1}  175-31183 
-15 AN365-624 
-16  AN960D616 
-17 AN6-15A 
-18 ΑΝ6-ΡΙΑ 
-19  146-63135 
-20  EBO80 

-21  ANQ60D816L 
-22  AN365-1032 
-23 ΑΝΘ6ΟΡΙΟ 
-24 ^ !B19-53-0008 
-25 AN3-6A 

-26 175-8530 
-27.  4B18B5-91 
-28 175-48533 
-29 AN365-62l 
-30 ΑΝΘ6ΟΡ616 


-31 AN6-36A 
-32 AN6-35A 
-33 AN6-34A 
-3 175-48520 
-35 EBO80 


-36 AN960D816 
-37 175-31140 
-38 2W10-8 

-39 NAS148-622 
-ho 175-31113-5 
-41 175-48320-10 


175-31102 





2 3 4 5 


NUT, Fuselage bomb bay stores adapter center support. 
WASHER, Thrust 


PIN ος οὐ 3 
WASHER. . . 


ROD, Fuselage bomb "bay stores &dapter center “support. 
TUBE ASSEMBLY, Fuselage bomb bay stores center support 


BOLT .. 


SCREW. $ 


6 


. 


ΑΝ 01-60AABA-4 


7 


(NA). : 
WASHER, Bomb shackle nut "bearing. E" 


. TUBE, Fuselage 


BOLT. |. . 


FITTING, Single 


NUT, Stop (EN) 


WASHER. Επ 
NUT , . 
WASHER. us 


BUSHING, Spacer 


BOLT. . . 


LEVER ASSEMBLY, 


. 


Fuselage f 


e.. ο He 


. 


bomb bay stores center support 


ug bo 


. BUSHING, Spacer (N 
SPRING, Fuselage bomb 


NUT .... 
WASHER. ~ . 
BOLT. ... 
BOLT. . . . 
BOLT. "P 


. 
. 


. 
. 
. 
. 


BRACKET, Fuselage 


NUT, Stop 
WASHER. wow 


. 


(EN) . 


BUSHING, Fuselage 
WASHER, Countersunk (ΝΑ) 


BOLT, Internal wrenching steel "Mel 20 (magnetic inspected) 
FITTING, Fuselage bomb bay stores adapter κας forward 


eo. 


dr 


bomb bay stores adapter support forward 


mb 


. 
. 
. 


A). 
bay 


. ο 


op tank sh 


ce 


FUSELAGE (Cont) 


NOMENCLATURE 
ADAPTER ASSEMBLY, Fuselage bomb bay stores . 


. 


. 
. 


. 


sh 
ue 
sti 


. n. «ie ὁ κ Os Rs TEN 


. 


drop tank 


res adapter. 


. 
. 


MECHANISM ASSEMBLY, Fuel tank release 
(see figure 151 for detail breakdown) 
ADAPTER ASSEMBLY, Fuselage bomb bay stores. 
(see figure 153 for detail breakdown) 





ackle support. 


sh 


. 


. 


ac 


. 


. 


T 


e 


FITTING, Fuselage “bomb bay stores "center Support 
PIN, Fuselage bomb bay stores center support -. 


co 


hackle manual release. 


. 


a 


8. o. 9. vo ὁ ὁ BÀ 6 9 o) ὦ Ὁ ϱ ἃ oce x. © ye ee ϱ τῳ 


. 


e . © © © © » we s 5 « (De 


ntro 


. 
. 
m 
. 


. .. 


. . o 


e.e.. 


μ.ο 


ΗΝΝ ENN EPH 11} TD PP HH NY FEY 45 5ΞΟΝΟΟ Τμ μή μ! τὸ ENR RPE PEE 


Section | | 


Group Assembly Parts List 


p 


285 


Section I! 


Group Assembly Parts List 


H-175-31- 
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AN 01-60AABA-4 


. FUSELAGE (Cont) 


FIGURE 153 - FUSELAGE BOMB BAY STORES ADAPTER ASSEMBLY 





UNITS 








USEABLE ON 





FIGURE & PART 
1NDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
153 175-31102 ADAPTER ASSEMBLY, Fuselage bomb bay stores (see figure 152). . Ref 
175-48401 . TANK INSTALLATION, Fuel upper bomb bay. . . . . . . . . . . Ref 
(see figure 155 for detail breakdown) 
175-48h05 LINER INSTALLATION, Fuel upper bomb bay . . .. é Ὁ . Ref 
(see figure 154 for detail breakdown) 
-1 175-31112-1 . FITTING, Fuselage bomb bay stores adapter support rear. . . 1 
-2 175-31112-2 . FITTING, Fuselage bomb bay stores adapter support rear. . . 1 
-3 175-31111 . FITTING, Fuselage bomb bay stores adapter socket. . . . . . 2 
-4 175-31102-7 . ANGLE, Fuselage bomb bay stores adapter LH. . . . e... 1 
-5 175-31102-8 . ANGLE, Fuselage bomb bay stores adapter RH. . . . . . . . . 1 3 x 
-6 175-31184 . FITTING, Fuselage bomb bay stores inboard bomb rack upper . 2 ji 
attaching 
-7 175-31185 . FITTING, Fuselage bomb bay stores bomb rack brace attaching 2 
-8 175-31155 . STRIP, Fuselege bomb bay stores adapter forward beam rubbing 1 
-9 AN526-1032R9 ar, CREW: (^os md Ὦ ο aa AO a RI vue, we Ὁ. os ve arte w^ 30 
-10 175-31113-3 . FITTING, Fuselage bomb bay stores adapter support forward . 1 
-11 ΑΝΗ-19Α a BOLTE ον ire. tu τς ον ὃν ος αν ώς RO ELO S a ο) ο ο 2 
-12 AN960D4 16 . WASHER. ..... QI DE 4 
AN365-428 s NUT ae eta ee ie ο ο ο OP ο ο μμ”. 2 
-13 AN509-416R20 s SCREW g ο See E ο ο “μμ... 2 
-14 AN509-416R19 4 IBCREW 4. 40e ρα ws URS ley ιο a ara ls — oie ϱ . 2 
-15 AN509-417R17 aA SCREW Ον rerom ο ο ο (wi ο”... 2 
-16 AN509-416R15 z^ ES CREW cu ὅς vse ο ο pled ay Bei seh fou, fa ek αυ 2 
-17 AN509-516R14 ο ο huc sa) wow Bees, “ei -ῳ φς lee d aeneus ho 2 
AN960D416 . WASHER tada ο A > Seer ie) Φος ee, ite See (ΠΟ 
AN365-428 NUT. ca el ο el ake wate Seis ao Sete ο μ.ο 
-18 175-31110 . FITTING, Fuselage bomb bay stores adapter upper beam support 1 
-19 AN3-11A . BOLT, ο igs Ux ο (m det E c VE Seger cise lie, le? ὁ Y 
-20 AN3-10A . BOLT, wi uel. e 1: e nce? E ὃς im Φιν à 
AN960D10 . WASHER, πλ ο (es er Agr SS" ig ο ο d T ence tiec xe te e ο “38 
AN365 -1032 ΝΟΕ wo ue E D TS TED S 8 
-21 AN4-10A ot BOLT sag iua de ο μα te ye CS ο. a 2 
ANQ60D416 vs WASHER. 2 .0:€-.9- 7.48 br e SORA Us Ὁ BEES φις το ὅτῳ Bees 4 
AN365-426 ae oy NUT: πο aie = ο ο ο wale te ie ο ο ο ο ο”... "n 2 
-22 ΑΝΟΘΟΡΗ16 . WASHER. . . « . . .. 2 ο ο AR o ἂν ο 2 
AN365-428 αμ ο Bes dk ee Sa ο ο Gedo ο ak D τρ 2 
-23 AN509-16R22 . SCREW . a l* A eM. ο ^9 Sieh μα ο Ser ON, LIED SR 2 
1175-31108 . WEB ASSEMBLY, Fuselage bomb bay stores adapter upper. z 1 
-24 175-31141 : BEAM ASSEMBLY, Fuselage bomb bay stores adapter upper. . 1 
-25 175-31174 - . . FITTING ASSEMBLY, Fuselage bomb bay adapter center sup. 1 
RD208SH9 5 . . INSERT (ΠΟ3Νλ)............. ο. 1 
RL38SB9 Se m. 4 RINGS (ROS κα a a lira ere Ro ene 1 
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FIGURE 154 - BOMB BAY UPPER FUEL TANK LINER INSTALLATION 





AN 01-60AABA-4 


FUSELAGE (Cont) 


Section 11 
Group Assembly Parts List 


H-175-48 


-34 








RGU & PART 
INDEX NUMBER NUMBER 
15H 175-h8ho5 


-1 175-48440 
-2 175-48437 
-3 175-484h2-3 
-} 175-48442-5 
-5 175-48436 
-6 175-848439 
-1 175-48438-2 
-8 175-48438-1 
-9 175-48441 


4 


5 


6 7 


(see figure 153 for 


LINER, 
LINER, 
LINER, 
LINER, 
LINER, 
LINER, 
LINER, 
LINER, 
LINER, 


Fuel 
Fuel 
Fuel 
Fuel 
Fuel 
Fuel 
Fuel 
Fuel 
Fuel 


upper 
upper 
upper 
upper 
upper 
upper 
upper 
upper 
upper 


bomb 
bomb 
bomb 
bomb 
bomb 
bomb 
bomb 
bomb 
bomb 


NOMENCLATURE 
LINER INSTALLATION, Fuel upper bomb bay tank .. 


next assembly) 


bay 
bay 
bay 
bay 
bay 
bay 
bay 
bay 
bay 


tank 
tank 


tank. 


tank 
tank 
tank 
tank 
tank 
tank 


top front 
top rear. 
rear. .'. 
Tear... 
bottom rear 
bottom front 
RH side . . 
LH side 
Iront o e 2 


PPP 


UNITS 
PER ASSY. 


Ref 


RRA AAA 55} fed 


USEABLE 
CODE 


ON 


A A (== πο HZ VAART Se 
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FUSELAGE (Cont) 





FIGURE 155 - UPPER BOMB BAY FUEL TANK INSTALLATION 
288 





Section [| 


AN O1-60AABA-h Group Assembly Parts List 


FUSELAGE (Cont) 


-12 AF934-8 PACKING. . « . . . 


RGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
155 175-4801 TANK INSTALLATION, Fuel upper bomb bay. . . « e e . . . . . . . Ref 

(see figure 153 for next assembly) 
17175-51022 . INSTRUMENT EQUIPMENT INSTALLATION, Fuselage fuel quantity. . Ref 
: gage system (see figure 160 for detail breakdown) 
-1 1175-48402 . CELL ASSEMBLY, Fuel upper bomb bay . . eee ea νο. 1 
(see figure 156 for detail breakdown) ` 

-2 175-48419 . FITTING ASSEMBLY, Fuel upper bomb bay tank gravity outlet. . 1 
-3 175-48429 + . STRAINER ASSEMBLY, Fuel upper bomb bay tank gravity outlet 1 
-4 AN900-21 + « GASKET. . . c ο, νι Aea A A EE 1 
-5 K1485B DO VALVE, Drain (KOE). dada 1 
-6 175-48421 . . FITTING, Fuel.upper bomb “bay “tank suction feed. š š 1 
-7 175-48420 . SUPPORT, Fuel upper bomb bay tank suction feed . E : 2 
-8 ΑΝΙΗΘΑ ε BOLD ο ο RN ay Goh ὦ . Fy 24 
-9 ANAHÍÑA v A E E O š . 40 
-10 AN960D416 . WASHER... ey is s ον E EET è . . 91 
-11 K83501-1 . VALVE, Drain (KOE) ο. $ed as ον OS A . . 


.-..» 5. 


= 9 9 9 © © 9 0 9 9 3 9 9 1 » 


-1 175-48483 . FITTING, Fuel bomb bay tank sump drain . . sey . 

-1 175-48431-3 . SUPPORT, Fuel upper bomb bay tank sump drain... a : AH 
175-48431-7 . SUPPORT, Fuel upper bomb bay tank sump drain... ; " CJ 

-15 175-48431-5 . SUPPORT, Fuel upper bomb bay tank sump drain... X : AH 
175-484 31-9 . SUPPORT, Fuel upper bomb bay tank sump drain... 5 s cJ 

-16 ΑΝΠΗ͂ΘΑ ο τοὶ Ὁ e da AI IR e a Has e ee δόντων πε ος A 1 

-i7 AN4SH15A a DOLD yi e xus ο cT DIS; ο or Pela a es Nee cat THRE "er Me er ye e è 

-18 AF934-5 v2 PACKING: £55 m. 3o a e ar atte. cae Nett AN eus. SS xe. ser fe: DRS i 

-19 175-48412 . FITTING, Fuel upper bomb bay tank climb vent . . . . . . . . 

-20 146 -48123 . GASKET, Forward fuel cell vent line outlet . . $x e E E 

-21 ANYHITA s BOLT, 435 Suter cos ροκ νο) ον 

-22 175-48413 . SUPPORT, Fuel” upper “bomb bay tank "climb "vent . ο... 

-23 146-48223-15 . ADAPTER ASSEMBLY, Forward fuel cell vent line to cell. . . . 

attaching complete 
-24 AN507 -632-6 . . SCREW .. Su RM TW eC. 
-25 146-48224 + . ADAPTER ASSEMBLY; Forward fuel cell vent “line χο. Deets 


upper outlet 
GASKET, Forward fuel cell vent outlet ...... 
SPRING, Forward fuel cell vent conical. . . Sra 
PIN, Forward fuel cell vent line upper adapter. 


-26 146 -48227 a 
SPIDER, Forward fuel cell vent line to. cell lower mo 


-27 146-48226 

-28 146-48225 

-29 146-48222 

-30 146-48221 

-31 175-4812 

-32 146-4822 

-33 175-48220 

-34 175-48620 

-35 2W1AL70-44-60 

-36 AF934-18 PACKING... . . 

-37 175-48128 PLATE, Fuel upper “bomb bay tank “tension. tie "tunnel 

-38 175 -48443 . FITTING ASSEMBLY, Fuel upper bomb bay tank tension 
tie tunnel 

SUPPORT, Fuel upper bomb bay tank tenston tie rod. 


oe ee 


. ADAPTER, Forward fuel cell vent line lower outlet 
GASKET, Forward fuel cell vent ball ΗΕ cup. 
BALL, Forward fuel cell vent outlet. . . . DP 
CUP, Forward fuel cell vent ball retaining . . . 
NUT, Fuel upper bomb bay tank tension tie tunnel 
WASHER, Plain (NA) . L .:........... 


$9 o9 ὁ 9 ο 5; ὁ ο ο ο 
.. 


e.e s.s e © 5$ 5 0» :» 


. 
. 
. 
. 
. 
. 


-39 175-48424 


ΟΙΟΟΙΗ 2 21214 HI)  HH(ÜDQOHP PH form dH p|pHpmÓÓ|pd| 


Pp 


-44 ΑΝΟΘΟΡΗ16 WASHER... . . 


-40 ANUH3A BOLT .. . . A . ο. "m 
-41 TF51300-6 PUMP ASSEMBLY, Fuel "booster (πρ) . wow vs : "D 
-42 ANUESA BODT pa a ica φῶ; A Ses Dia m^ ha Se . ο 
-43 ANUHÓA BOM Ὅν ων κα ο νο... 


oe ee we ο o. 


-45 175-48427-3 SUPPORT, Fuel upper “bomb bay tank pump ; s 2 
-46 ` 175-48434 FITTING ASSEMBLY, Fuel upper bomb bay tank front pump outlet 1 
-47 No Number . VALVE ASSEMBLY, Fuel upper bomb bay tank rear pump check. 1 
(NA design drawing 175-948437) : 
-48 No Number - . VALVE ASSEMBLY, Fuel upper bomb bay tank front pump check 1 
(NA design drawing 175-948436) 
-49 AN4H5A . A AAA A E Te, 6] Sas a a ἰῷ es I e ο 8 
-50 AN960D416L . . WASHER. .... EE RE NES 8 
-51 175-48475 + . GASKET, Fuel bomb bay drop "tank front pump housing. . . . 2 
assembly 
-52 175-48435 + . HOUSING ASSEMBLY, Fuel upper bomb bay tank front pump . . 1 
RL28SB8 e . . RING LOCK ΠΟ. ο ὦ ἃν ο Sal ο ον E -- 8 
RD206SH65L +. . INSERT (ROSN). E a ου RS 8 
-53 AF934-19 . PACKING. . . . a TT ep ee ο ο 2 
-54 TF51300-6 . PUMP ASSEMBLY, Fuel booster “(Tp) -—————— A Wo A 1 
-55 ΑΝΠΗ͂ΘΑ se BOLT a ο ος ie) τῳ ο ο o a Cw Se ων τον Ta^ vé ερ v κω Ὁ 8 
-56 AN!HH5A 4. BOLT s 5. 0$ 0-40 0€ a a ie occ el I e Ὁ Les τς 8 
-57 AN960D416 . WASHER . . . . ο ο EE 16 
-58 175-48016 . SUPPORT, Upper bomb "bay. tank pump. E P ο... Sed 1 
(supersedes 175-48427-5 for fúture procurement) 
175-48427-5 . SUPPORT, Fuel upper bomb bay tank pump . . UN 2 
(superseded by 175-48016 for future procurement) 
-59 175-48418 . FITTING ASSEMBLY, Fuel upper bomb bay tank rear pump outlet. 1 
-60 175-48802-3 . LINE ASSEMBLY, Fuel upper bomb bay tank pump to cell . . ... 1 
-61 175-48805 . LINE ASSEMBLY, Fuel upper bomb bay tank pump to pump . . . . 1 
-62 175-48416 . LINE ASSEMBLY, Fuel upper bomb bay tank dive yent check. . . 1 
-63 AN365-1032 s m. ο E caer rre ο TY NE SRI has, to 3 
-64 ΑΝΟΘΟΡΙΟ voo “WASHER Ju e ας A EL ον. ο Ls a pe "ever SN. ον ον E ον ος 3 
-65 AN520-10R10 . . SCREW... cw os 3 
-66 οι . . GASKET, Puel' upper "bomb bay tank dive vent “check. A 1 
-67 1111-51667 - . VALVE ASSEMBLY, Fuel bomb bay tank dive vent check duis 1 


(NA design drawing Νο. 175-9h8ho9) (PA) 
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FIGURE & PART ] - UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
155- 3H2-21-23 . HOSE (NA). : : 

AN737RM66 eu JG BAMP: a nl ghee: “ah ne vo! οὶ OM > A s 2 
-69 130-48215 . WASHER, Fuel cell support . . A 5 s; ius à .. eh 
-70 ANHH3A e BOLT d s ee we ww £o» G4. ᾱ m š 5 sr x š 21 

ANHHAA ο ο ο μα ο venum cet esed e E 7 1 
-71 AN365-428 sc NUITS ο, “ο, ο: δι ας SN τς e sS M Sx 
-72 130-48215 . WASHER, Fuel cell support . . . . . +... +. . s . . . ο ον 4 
-73 175-48425 . STUD, Fuel upper bomb bay tank access door support .... 4 
-74 175-48422 . FITTING, Fuel upper bomb bay tank filler ......... 1 
-75 175-48430 . SUPPORT, Fuel upper bomb bay tank filler . . .. .... 2 
-76 175-48410 . FITTING, Fuel upper bomb bay tank dive vent . . . . . . . . 1 
ETT 175-48017 . SUPPORT, Fuel upper bomb bay tank dive vent . . . . . . . . 4 
-78 175-48414 . FITTING, Fuel upper bomb bay tank pump outlet ..... 3 1 
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H-175-48-35 





FIGURE 156 - BOMB BAY UPPER FUEL CELL ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER . NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
156 1175-48402 CELL ASSEMBLY, Fuel upper bomb bay (see figure 155). . . . . . Ref 
-1 175-48402-33 . FITTING, Fuel upper bomb bay cell . . . . . . . o... .. 15 
-2 175-48402-23 . FITTING, Fuel upper bomb bay Cell . . . . . . . . ee eee 1 
-3 175-48402-15 . FITTING, Fuel upper bomb bay cell . . . .... . . νο» 3 
-4 175-48402-25 . FITTING, Fuel upper bomb bay cell . . . . . . . . . . e .. 2 
-5 175-48402-29 . FITTING, Fuel upper bomb. bay cell . . . . . . . . «ως . 1 
-6 175-48402-19 . FITTING, Fuel upper bomb bay cell . . . . . . . . «νο . 1 
-7 175-48402-13 . FITTING, Fuel upper bomb bay cell . . . . . . . e 4... ss 2 
-8 175-48402-21 . FITTING, Fuel upper bomb bay cell , . ......... o. 1 
-9 175-48402-31 . FITTING, Fuel upper bomb bay cell . . . . . o... .. .. 1 
-10 175-48402-17 . FITTING, Fuel upper bomb bay cell . . . ..... 4... s 2 
-11 175-48402-27 . FITTING, Fuel upper bomb bay cell . . . . . . . . . s oe o’ 1 
-12 175-48402-9 . FITTING, Fuel upper bomb bay cell.. a . . e-e .... . . 1 
-13 175-48402-11 . FITTING, Fuel upper bomb bay cell . . . . . . . . +... . + 1 
-14 ANAHHA zs BOLT. dv 254m x ο 36 9 νο cw Tes MEUM Imre) eo wide ο 
-15 AN960DÀ16 £ UWASHER.. τιον. lena 2 de a τας ο νι M ere Vue ae ὃν 38 
-16 175-48402-5 . FITTING, Fuel upper bomb bay cell . . . . . . . . . . . .. 1 
-17 175-48402-7 . FITTING, Fuel upper bomb bay cell . . . . so o... . ss 1 
-18 175-48402-3 . CELL, Fuel upper bomb bay cell. . . . . .. oo... ss 1 
ENDE UE C A dM REN οτι μα ών ον ο ως ανα ως ως τς ο DIL MER EN GT UMEN E, 
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FIGURI & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
157 175-48407 LINE INSTALLATION, Fuel bomb bay booster pump seal drain. . . . Ref 
(see figure 73 for next assembly) 
175-48407-101 LINE INSTALLATION, Fuel bomb bay booster pump seal drain. . . . Ref 
(see figure 73 for next assembly) . 
-1 175-48802-43 . LINE ASSEMBLY, Fuel bomb bay pump seal drain bhd aft . . .. 1 
4th section 
-2 AN931-4-7 s> “GROMMET 6 owe “Seen p move X da oum He ὧν μον A ος 1 
-3 AN832-4D s UNION. o s a 9 Ὁ. $e ο ὁ ο. Ὁ ὁ ὁ ο ὁ 6- o ὁ jm om Gere 4 ο ὁ 1 
AN924 -4D c NUT. A E αι Να Ὁ ᾱ- ὦ ο KO ce μὰ 1 
AN960D716 ^^ WASHER RS eee ee ina d. Ir a te ο c T CET ο, Se 1 
-4 175-48802-41 . LINE ASSEMBLY, Fuel bomb bay pump seal drain bhd aft . . .. 1 
3rd section 
-5 AN931-4-12 . GROMMET. . . e ο ο ο © © © o .. o 9 ο » e 9 ὁ à ὁ ο ο ὁ ο ο 3 
-6 AN833-4D s>- 2) =| 0), PS e ὁ e ὁ ο * * e ὁ ὁ ο ὁ ο € 1 
AN924 -4D e NUDE 1 
AN960D716 «C. WASHER: Ντ ο ο ο RIS ο νο te ο da ie 1 
-7 175-58802-39 . LINE ASSEMBLY, Fuel bomb bay pump seal drain bhd aft . . .. 1 
2nd section 
-8 AN815-4D . UNION. ... "aA x ex 1 
-9 175-48802-37 . LINE ASSEMBLY, Fuel “bomb bay pump seal drain bhd aft . . .. 1 
155 section. 
-10 AN833 -4D 2. BELBOW. ox. ο Ὁ ὁ ο €. a Ae 1 
AN924 -4D . NT... DEHuPMNP Nx 1 
2W18-10L ' WASHER, Flat (ΝΑ); . . ο . «e . - e T ο ο ο ο 1 
-11 175-48802-45 . LINE ASSEMBLY, Fuel bomb bay pump seal drain pull-away to. . 1 
bhd 
-12 3H2L4-15 . HOSE (NA). e wee Ν e EUM UO oY, leita! δι Cel EET I 
-13 175-48802-53 LINE ASSEMBLY, Fuel bomb bay pump seal drain aft to sta 324. 1 
175-48162 LINES INSTALLATION, Bomb bay booster pump and cell bay drain. . Ref 
(see figure 73 for next assembly) 
-14 175-48161 . WELD ASSEMBLY, Wing cell bay and upper bomb bay drain , . . 1 
connector 
-15 AN815-6D . UNION... VR ο σα 3 
-16 175-48802 -83 . LINE ASSEMBLY, Fuel” upper "bomb bay adapter drain sta 455 , . 1 
to sta 470 ; 
-17 175-48802-81 . LINE eee ee Fuel upper bomb bay adapter drain sta 424 . . 1 
to sta 
-18 AN832-6D . UNION. . 2. 4. 4 «4 . o. 9 9 ὁ ὁ ὁ we os ὁ ο ὁ o ο 9 o 9 ο ο: ο 4 
AN924 -6D . NUT. . -— ru 4 
-19 175-48802-79 . LINE ASSEMBLY, F Fuel' upper "bomb bay adapter drain sta 392 . . 1 
to sta 424 
-20 175-48802-77 . LINE ASSEMBLY, Fuel upper bomb bay adapter drain sta 373 . . 1 
to sta 392 
-21 175-48802-87 . LINE ASSEMBLY, Fuel upper bomb bay adapter drain sta 350 . . 1 
to sta 372 
-22 175-48802-75 . LINE ASSEMBLY, Fuel upper bomb bay adapter drain sta 329 . . 1 
to sta 350 ; 
-23 175-48802-73 . LINE ASSEMBLY, Fuel upper bomb bay adapter drain sta 319 . . 1 
to sta 324 . 
-24 AN783D6 . TEES. 4 4 τα qoid e πα 1 
-25 175-48426 . ADAPTER, Bomb “bay tank drain ο er αι ος O Ὃν ee 6 -ϕς Φ E 
-26 AN9O2-6 . GASKET . . . .. e. e à e ο wj; 1 
-27 175-48158 +. WELD ASSEMBLY, Upper bomb “bay adapter drain to tee, a τὰ 1 
-28 175-48802-71 . LINE ASSEMBLY, Fuel upper bomb bay tank pump seal drain. . . 1 
tee to CORDE drain tee 
-29 AN824-4D « TEE. ὁ ο o eli ce oes sore 
-30 175-48802-69 . LINE ASSEMBLY, Fuel! upper "bomb bay tank tee to aft pump. . . 


seal drain 


-31 AN833-4D ELBOW. . « . 6 © . © we ο n 


HPPP “π᾿ 


AN92}4-4D T αμ A a Mu RACE O 
MS29513-12 . PACKING. ..... "P 
-32 175-48802-85 . LINE ASSEMBLY, Fuel” upper "bomb bay tank fwd pump seal. . . « 


drain to tee 
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H-175-48-17A 


FIGURE 158 - LH AND RH WING FUEL SIDE JUNCTION AND FUSELAGE GRAVITY FUEL CHECK VALVE 








FIGURE & P. UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE ὖ PER ASSY. CODE 
158 LH AND RH WING FUEL SIDE JUNCTION ASSEMBLY AND FUSELAGE 
; GRAVITY FUEL CHECK VALVE ASSEMBLY 
146-48325-11 . JUNCTION ASSEMBLY, Wing fuel side LH . . . . . . . . . «ve o Ref 
(see figure 144 for next assembly) 
146-48325-12 . JUNCTION ASSEMBLY, Wing fuel side RH . . . . . . . . . . + . Ref 
(see figure 144 for next assembly) 

-1 146-48326-1 + . ADAPTER, Wing fuel side junction LH .........4.. 1 

146-48326-2 - . ADAPTER, Wing fuel side Junction RH... E eu V. ALINE 1 
-2 AN503-10-10 SA ΤΝ E E A 12 
-3 AN960D10L s «ο WASHER. 208.5 cw ον. ο seo ete E ο ο DE 12 
-4 147-48344 - . GASKET, Fuselage fuel junction check valve. ...... 3 
-5 147-48327 + . VALVE ASSEMBLY, Wing cell boost pump to side junction . . 3 
-6 NAS51-25 +. . RING, External retainer. ..........2. 0.806 1 z 
-T 134-48063 + . . PIN, Auxiliary to main tank check valve adapter. 1 f 
-8 146 -48329 + + . ARM, Auxiliary to main check valve adapter ...... 1 
-9 146-48343 + . . DISC, Fuel check valve flapper . . . . . . . ,. 5 1 
-10 2W1C9-30-43 . . .» WASHER, Plain (NA). . . . . uu Re 
-11 134 -48067 . - . WASHER, Auxiliary to main tank check valve adapter , . 1 
-12 146-48328 . . . ADAPTER, Wing cell to side junction valve. . * * 1 
-13 ΑΝΟΦΙ- 160 gl u^ NUTS QU n ας ο ao UR, ue! Tal Que Ὁ Noe aua Is 3 
-14 AN902-16 Š . GASKET: . S .. 2. 96 $^ < 3 
-15 AN832-16D $ . UNION . : ic ᾧν τς. et Se e a 2 
-16 AN924 -20D ου AA A Cone hie ie: li s x 1 « 
-17 AN902-20 oA GABKRT. ο" κα ὑφ. Wd ti τ 1 
-18 AN832-20D Sou UNION e aida aries ta ERA Sol ais 3 1 
-19 AN833-16D . . ELBOW. a S. . 1 
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FIGURE & PART 
INDEX NUMBER NUMBER 
159 175-51031 
-1 175-51005 
-2 175-51015 
=3 AN515B8R8 
-4 175-51102 
175-51007 
-5 AN8008D16 
146-51062 
-6 AN8008D9 
175-51074 
-7 175-51091 
-8 AN365B832 
-9 2W1B12-20-hO 
-10 4S4D5-12 
-11 AN515B8R12 
-12 No Number 
-13 AN365B632 
-14 AN960D6 
-15 AN515B6R12 
-16 . 17175-51092 
-17 No Number 
No Number 
-18 No Number 
-19 AN515B6R12 
A8938-632 
-20 AN838-4D 
AN924-4D 
AN960D716 
-21 175-51801-53 
-22 175-51801-63 
-23 AN815-4D 
-24 175-51801-51 
-25 175-51801-61 
. -26 AN815-4D 
-27 175-51801-23 
-28 175-51801-25 
-29 AN82H -4D 
-30 175-51801-73 
-31 175-51801-75 
-32 175-51801-31 
-33 175-51801-33 
-34 AN833-4D 
-35 AN804 -4D 
ANQ24 -4D 
AN960D716 
-36 175-51045 
-37 175-51801-27 
-38 175-51801-29 
-39 AN824 -4D 
-40 175-51801-77 
-41 175-51801-79 
-42 AN832 -4D 
ANQ24 -4D 
AN960D716 
-43 AN6270-1 -18 
-44 AN6270-4-15 
AN960C10 
AN365-1032 
-45 175-51300 
AN3 -64A 
-46 146-51044-9 
CAT 146-51544-11 
-48 146-51043-9 
146-51547 


AN 01-60AABA-4 


FUSELAGE (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


EQUIPMENT INSTALLATION, Fuselage front section instrument. 
see figure 159A for additional breakdown) 
see figure 73 for next assembly) 
. PANEL ASSEMBLY, Pilots instruments complete (see figure 
161 for detail breakdown) 
PANEL ASSEMBLY, Fuel level gauge instrument . . . +. + 
(see figure 165 for detail breakdown) 
SCREW . . E ἐν ο. Ὅς ee 
COVER ASSEMBLY, Pilots instrument panel wy dix uw ας yes Se 
SUPPORT ASSEMBLY, Pilots instrument panel . . . . : +. + 
INSULATOR. . . t 
SUPPORT ASSEMBLY, Lower stabilizer "instrument panel 
. INSULATOR. . . * 
INSTRUMENT EQUIPMENT INSTALLATION, “Standby. compass. g 
PLATE ASSEMBLY, Standby compans, Pappo Sk instrument 


NUT. . . Peu $e n ov 
WASHER, Plain qui SR LEINR S dev Be ο da a “ate A 
SPACER, Rivet (ΝΑ)... s.. e . e eee ee or do.» 
SCREW. . ο ο ARA τρ ai 8 
GROMMET (Shóre H20- 30) (RB). κ κ μας 
NUT. 9 4 ee ος -ᾱ ο ανν δι, ως ta ae, Lot el e 
WASHER . . . . «4 . © © © © © © ος n tn n ng] 

SCREW. . . . κος ee wee Me: Se 7 

BRACKET, Standby compass 


COMPASS (SEE nee Stock No. R88C0779-500). 
COMPASS (GFP Navy Stock No. R88C0779-525 
ALTIMETER, Cockpit pressure (GFP) (Navy Stock No. 
SCREW . 4 κ a - 
NUT (TIN) . . Ὅτ, εὖ 
ELBOW 4 2 wow α ὁ ὁ ene 
NUT vo.» xxx 
WASHER. ... 
LINE ASSEMBLY, “airspeed 
static section 1 
. LINE ASSEMBLY, Airspeed 
pitot section 1 
. UNION... EE ο οι ο Ce ο E Ἐφ. !ϕ--ᾳ 
. LINE ASSEMBLY, "Airspeed indicator to fuselage drain 
! pitot section 2 
. LINE ASSEMBLY, Airspeed 
static section 2 
. UNION... DR" 
. LINE ASSEMBLY, "Airspeed indicator to fuselage drain 
pitot section 3 
. LINE ASSEMBLY, Airspeed 
static section 3 
TEE 4 . "^ 
LINE ASSEMBLY, "Technicians 
pitot section 2 
LINE ASSEMBLY, Technicians 
static section 2 
LINE ASSEMBLY, Technicians 
pitot section 1 
LINE ASSEMBLY, Technicians 
static section 1 
ELBOW . a.s es x so * * *ox X* € »* W e 


.. . 9 o o 9 o o o 


ο d αὶ ο € € ὁ - E c 0$ c 4 ὁ ἃ 


indicator to fuselage drain 


indicator to fuselage drain 


indicator to fuselage drain 


indicator to fuselage drain 


instrument panel elbow 
instrument panel elbow 
instrument panel elbow 


instrument panel elbow 


TEE .  « ο te ee ὁ ὁ ὁ ὁ ο o ] t] |] |] ||, ο ο. 91 9 tg 9 ; 


NUT ... 4 4 7 να ο coe o9, e ο hem ο ο o ea «5 
WASHER. n .' aí 4 E C ο E AA AIR e -ᾱ- ὢ 
PANEL ASSEMBLY, Photo technicians instrument complete 
(see figure 168 for detail breakdown) 
LINE ASSEMBLY, Airspeed indicator to fuselage 
pitot section 4 
LINE ASSEMBLY, Airspeed indicator 
static section 4 
TEE . . 
LINE ASSEMBLY, "airspeed indicator 
pitot section 5 
LINE ASSEMBLY, Airspeed indicator 
static section 5 
UNION . . . . 
. NUT o .... 
. WASHER. . . + 
. HOSE ASSEMBLY 
. HOSE ASSEMBLY 
WASHER. 
BOLT. . .. B , . 
PHOTO RECORDER ASSEMBLY, "Instrument complete. Wo. O 
(see figure 163 for detail breakdont) 


drain tee 


to fuselage drain tee 


to fuselage drain tee 
to fuselage drain tee 


(5 pressure). νυν ον 


taàtic). . ο ον 


d je ᾱ o o o o ùo o o o o où o o o o 


se ee ee 


BOLT. . " : eS 


LEAD ASSEMBLY, "cylinder head "temperature "instrument 
engine 

LEAD ASSEMBLY, Jet exhaust temperature instrument 

LEAD ASSEMBLY, Cylinder head temperature instrument 

GASKET, Pressure bulkhead thermocouple disc plug. 


to tee. 
to tee. 
to tee. 


to tee.- 


R8810625.000) 


LH engine 


UNITS 


PER ASSY. 


Ref 


PE e pmo P HÍDIDIDUU pP i p e FE E FE OO E EE O dE I P IB IB Τὸ’ i09 
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FUSELAGE (Cont) 








FIGURE 159.- FUSELAGE FRONT SECTION INSTRUMENT EQUIPMENT INSTALLATION 
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Section II 


ΑΝ 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 
MERC 
FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
159 AN515-4R8  I§CREWR S book UR ee a Seca Ws xw . T Xie 
AN365-440 NUT a ep ο we dE e ek ep ia o9 O ον Fe a Se v s 12 
-49 No Number AMPLIFIER (GFP) (Navy Stock No. R88A499). . . . . + ον ui Ce 1 
-50 No Number JUNCTION BOX (GFP) (Navy Stock No. R88B856-100) . . . . . . 1 
-51 No Number COMPASS, Auto pilot adapter (GFP) (Navy Stock No. R88A209). 1 P 
-52 No Number MOUNTING SUPPORT (GFP) (Navy Stock No. R88RO50) . Sere 1 Ρ 
i No Number COMPASS, Auto pilot adapter (GFP) (Navy Stock . "E 1 BL 
No. D ee) 
No Number MOUNTING SUPPORT (GFP (Navy Stock No. R88R050-025) . . . . 1 BL 
-53 No Number AMPLIFIER, Auto pilot (GFP) (Navy Stock No. R88A0496-000. . i 
or R88A0496-005) 
-54 385000 BRIDGE CALIBRATOR ASSEMBLY A é i i% 5 è x 1 
-55 385000-1 BRIDGE CALIBRATOR ASSEMBLY (SA . s We 1 
-56 382000 AMPLIFIER ASSEMBLY (SA) . . . + El% 5 5 2 
-57 384000 MOUNTING RACK ASSEMBLY (SA) . . . . . . +... +)... +. 2 
-58 175-51054 -3 LEAD ASSEMBLY, Amplifier to fuselage station 224.625. 1 
: pressure bulkhead individual (coaxial cable) 
-59 175-51054-5 . LEAD ASSEMBLY, Amplifier to fuselage station 224.625. A 1 
pressure bulkhead individual (No. 20 wire) 
-60 175-51054-7 . LEAD ASSEMBLY, Amplifier to fuselage station 224.625. ; 1 
pressure bulkhead total (coaxial cable) 
-61 175-51054-9 LEAD ASSEMBLY, Amplifier to fuselage station 295.625. 1 
pressure bulkhead total (Νο. 20 wire) 
-62 No Number RESISTOR (GFP) (Navy Stock No. R88R383-50). . . +. + . ; 3 
263 AN365-832 NUT aca E ο -ὂ Ὅν, ὁ i M ἂν ὃν s "T " 12 
-64 AN960C8 WASHER. EET ics ë 5 ac ας 5 12 
-65 AN509-8-10 SCREW 4 1 4s 056 ο 09 eS 7 ἅν κα Αα Ν eos E ; 12 
-66 120-51086 CONNECTOR, Free air thermometer bulb. . irs . 3 
-67 AN5525-1 BULB (Navy Stock No. R88B890) . αὶ ἃ E P . 3 
-68 AN900-10 GASKET 4 ο ο πι en X c0 4 Stu eo ve 9’ Ἂν. ὁ. ὁ A 3 
-69 175-51104 INSTRUMENT EQUIPMENT INSTALLATION, Stand-by compass Ref AD 
. (see figure 161 for detail breakdown) 
A 184-51117 PANEL ASSEMBLY, Hydraulic reservoir light and low level 1 AD 
warning indicator 
ATTACHING PARTS j 
-70 # AN515-6R5 . SCREW . LE $us a A a A 2 AD 
-71 # AN515-6R8 +. SCREW. os ο, Bes Se ὑῶν oak a ae ος a ὁ. ey δ Bh οἱ Be ο 2 AD 
-72* # ΑΝΟΘΟΡΘΙ, . WASHER, . ο ο . e ὁ ὁ ὁ ο © wo we n n 0n: 9 n ο 8. Bea sh «κ, τῷ 2 AD 
-73 # 2W1AL10-12-16 . WASHER, Plain (NA). . . +. +. +. +. + 5. Φα aw ae) ie ES 4 AD 
-74 8 AN365-632 ν NUT sio ea bi Jones fel SY A ϱ ee $ H7 far (iar E ὦ 4 AD 
m mz 
-75 4 184-51115 . . PANEL, Hydraulic reservoir high and low level warning. . 1 AD 
indicator ý 
# 184-51114 . . PLATE ASSEMBLY, Hydraulic reservoir high and low level. 1 AD 
warning indicator 
-76 # MS25010-4 LIGHT ASSEMBLY . . . . 4j xod ο ὁ ο d. ὦ 1 ΑΡ 
-TT i SP103-34 INDICATOR (KWC). . . . A E 2 AD 
# AN507-632R SCREW. x s EC . . . 7 4 AD 
NOTE: # Denotes the incorporation of Service Change No. 413 
a 
Revised 15 September 1955 296A 








Section I! 


] " 4 
Group Assembly Parts List AN O1-60AABA 


_ ` FUSELAGE (Cont) 








FIGURE 1594 - FUSELAGE FRONT SECTION INSTRUMENT EQUIPMENT INSTALLATION 
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"m a Section [1 
1-60AABA- ` 
2 i Group Assembly Parts List 


FUSELAGE (Cont) 


UNITS USEABLE ON 


FIGURE & 


INDEX NUMBER NUMBER 1.2.3 4 5 6 77 NOMENCLATURE PER ASSY. - CODE 
159A 175-51031 EQUIPMENT INSTALLATION, Fuselage front section instrument. Ref 
` o figure 73 for next assembly) 
iz (see figure 159 for additional breakdown) 
-1 183-51801-13 ν LINE ASSEMBLY, Station 140 union to station 88.5 union pitot 1 cc 
-2 183-51801-15 . LINE ASSEMBLY, Station 140 union to station 88.5 union static 1 cc 
-3 AN815-4D <7 UNION . . ; ; 2 σο 
-4 183-51801-9 DINE ASSEMBLY, Station "195 "tee to station 140 union pitot 1 cc 
-5 183-51801-11 . LINE ASSEMBLY, Station 195 tee to station 140 union static. 1 cc 
-6 AN824 -4D - . TEE. τ 2 σσ 
-T 183-51801-5 . LINE ASSEMBLY, "Technicians "instrument panel elbow to. 1 cc 
Posi station 195 tee pitot 
-8 183-51801-7 . LINE ASSEMBLY, Technicians instrument panel elbow to. ` 1 σσ 
station 195 tee static Y 
184 -51045 . PANEL ASSEMBLY, Photo technicians instrument complete . . 1 σο 
183-5106 A PANEL ASSEMBLY, Photo νόμο instrument dn τὸν ver δι ἐξ 1 cc 
-9 ΑΝΘΟΟΒΡ6 . . . INSULATOR . . . 4 © + © e > + wes Xe qoe is 2 cc 
-10 AN8008D7 . . ^. INSULATOR . . She Par 2 σο 
-11 No Number . . INDICATOR, Temperature (GFP) (Navy Stock "No. " R812698- 025) 1 cc 
-12 SK179BP6-12 . . SCREW (ASCO) Be μυς MO ο ος 2 cc 
A8938-632 ` | NUT (TIN). EA αμ Et te 2 cc 
-13 B4750 * : LIGHT, Instrument ο μμ αν ον μμ. 1 cc 
-14 AN507B632R14 v4 SCREW -e Scr ο A AA pus Ux A ie ende 1 cc 
-15 AN507UB632R14 s . SCREW. . « » e e e e ee ο t t t] t] t] ο. t9 t 2 τῷ 5 1 ος 
A8938-632 . .. NUT (TIN). ME z 2 cc 
-16 No Number . . OIL COMPASS, Repeater "(GFP) (Navy Stock No.  RBBio 801- i-01i) 1 cc 
-17 B4755 . . LIGHT, Instrument (GMC). . . . "LP Si ασ 4 cc 
-18 ON LOTB632R18 ^ ao SSCREW. Ὁ -ᾱ; a aa a om RA ee BE ΣΤΡ A Ut IS 4 cc 
-19 AN507UB632R18 2o. O SCREW; ce ο 09 a eye Oe Mom ee ο. ss 4 cc 
A8938-632 A . NUT (TIN). US sl we Mar, tae E CERTA AS e EE CES 8 cc 
-20 No Number | 1 ALTIMETER, O11 (GFP) (Navy 5 Stosk No. RBOA0351) | σεν 1 σο 
-21 SK179BP6-16 "7 SCREW (ASCO) . . +. - μος ahh gs ve 5 cc 
A8938-632 ` NUT (TIN). . 5 cc 
-22 No Number . . INDICATOR, Airspeed (455) "(Navy “Stock "No. ᾿πθβτούτή- 010). - 1 cc 
-23 No Number t INDICATOR, Temperature (GFP) Navy Stock No. dca s 10) 1 σο 
-24 AN6270-4-15 . . HOSE ASSEMBLY. $ Cat EE a πα σας τ. μι ME E ο 1 cc 
-25 AN823-4D s . ELBOW. . . ο ve "pd S ο... $ de RR τὰ 1 σο 
~26 AN6270-4-6 . . HOSE ASSEMBLY . eto WIRE NI EL IEEE 1 cc 
-27 AN6270-4-9 . . HOSE ASSEMBLY. . +. + + +» + . "LS SES eer. us 1 cc 
-28 AN816-4D $ NIPPLE a A O der te E 5 v 1 cc 
-29 5B27 -32-13 ; BOLT, Instrument pan el mounting (NA). +... ο EP 2 cc 
5B16 » BOLT, Retainer (ΝΑ) . . . «ο ο ee +. n + s τ. sie 2 cc 
-30 AN832-4D . UNION... 2. ee 2 ee ee t! tg: n ως ae en, is SU. 1 cc 
-31 AN8O04D4 ΕΕ; ο ο te ο ο fay ο δ) Egy πρβ M M es iir. t 1 cc 
AN364-720 « NT.. a eo ce aU er deu ges ee nee RE 2 cc 
-32 183-51801-1 . LINE ASSEMBLY, "Photo recorder station 205 tee to station. . 1 cc 
195 tee pitot 
-33 183-51801-3 . LINE ASSEMBLY, Photo recorder station 205 tee to station. . 1 cc 
195 tee static 
# 184-51120 . PANEL ASSEMBLY, Hydraulic reservoir high 2nd low level. . . 1 cc 
warning indicator 
ATTACHING PARTS ος 
-34 # AN365- 632 2 ONUTU ο ο eI NUR fet a ο ο CEU me MSc, ofr ΤΩ umo im M 3 cc 
-35 # 2W1AL10-12-16 t WASHER, Plain (NA)... 6 cc 
-36 A AN515- -6R8 Κη ο an weitere eee a ΝΙΝ E Deo ETA oe 3 ce 
μον οσο 
-37 # 184-51119 . . PANEL, Hydraulic reservoir high and low level warning. . 1 cc 
indicator support 
184-51114 . . PLATE ASSEMBLY, Hydraulic reservoir high and low level . 1 cc 
warning indicator 
-38 # MS25010-4 . . LIGHT ASSEMBLY . . . sss ot or ntt ot t t t NS 1 cc 
$ AN3140-327 n ge AMP ANM EIC cd A 1 σο 
-39 # SP103-34 " INDICATOR (KWC). . . 4 4 ee ee ets ef i? OP pain 2 cc 
AN507 -632R . SCREW. . . ο ο ee ee one nf t ot t], t t t nt αν, are Da. Fe 4 
NOTE: # Denotes the incorporation of Service Change No. 413 E 


297 


Revised 15 September 1955 





Section |l 


Group Assembly Parts List 


298 








AN 01-60AABA-4 
FUSELAGE (Cont) 


224.6 


FIGURE 160 - FUSELAGE FUEL QUANTITY GAGE SYSTEM INSTRUMENT EQUIPMENT INSTALLATION 





H-175-51-22B 











A. .... ... 





AN 01-60AABA-4 
FUSELAGE (Cont) 


Section [| 
Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
160 175-51022 INSTRUMENT EQUIPMENT INSTALLATION, Fuselage fuel quantity . . . . Ref 

gage system (see figure 155 for next assembly 
-1 38100300178. s TANK UNIT (SA). ss «ὁ -ᾱ e ο δν οἱ τὸ Pee ws x et Ἔ 1 
ANYH5A BOLTA: a. erase. Wires Sl ον te εδ» -ῳ O i Sf, vow 
AN960D416 WASHER Se 1 ο οὐ δα τος RENI Y. το το ates ο] τὸ «up νο, Ae rae Bip Dok xal te Bar's 8 
-2 175-51054-23 š LEAD ASSEMBLY, Upper bomb bay aft probe to forward probe. . . 1 
175-51054-25 š LEAD ASSEMBLY, Upper bomb bay aft probe to forward probe. . . Y 
-3 381003H0177 . TANK UNID (SA). 4 4. e 9 99x το αι 9 ο a So der dE d 1 
ANSH5A «o OLD ey dae i5 o droit UR tal NN ο ορ πα Se de ce gn Ber Fe 8 
AN960D416 s WASHER o e Ed deu cue RU oa ο πμ o e ο BOS ο. 8 
-4 175-51054 -27 A LEAD ASSEMBLY, Upper bomb bay forward probe to relay. . . . . 1 
box at fuselage station 254.645 
175-51054-29 n LEAD ASSEMBLY, Upper bomb bay forward probe to relay. . . . . 1 
box at fuselage station 254.645 
-5 175-51054-15 5 LEAD ASSEMBLY, Fuselage station 224-5/8 pressure bulkhead . . 
to relay box at fuselage station 254.645 
175-51054-17 š LEAD ASSEMBLY, Fuselage station 224-5/8 pressure bulkhead . . 1 
to relay box at fuselage station 254.645 
-6 175-51054-19 +. LEAD ASSEMBLY, Fuselage station 224-5/8 pressure bulkhead . , 1 
to relay box at fuselage station 254.645 
175-51054-21 : LEAD ASSEMBLY, Fuselage station 224-5/8 pressure bulkhead . . 1 
: to relay box at fuselage station 254.645 
-τ 384038 . CONNECTOR, ο ο ος a at αν αρα MU ο νι ας eB x woe Ue 
-8 UGA492A/U e CONNECTOR, Electrical (SA). . . . . . + NC EE EC 2 
-9 UG306/U τ ADAPTER, Electrical right angle . . .. cm δν τος e eater Say ο 3 
-10 NAS45-6-12 5 PANEL ASSEMBLY, Electrical connector. . . . . e e . e . e e o 1 
-11 175-51064 A LEAD ASSEMBLY, Fuel indicating system 400 relay connect . . . 1 
-12 175-51054-31 Y LEAD ASSEMBLY, Fuselage tank to relay box at fuselage . . .. 1 
station 254,645 
175-51054-33 τ LEAD ASSEMBLY, Fuselage tank to relay box at fuselage . . . . 1 
station 254.645 
-13 AN931-5-9 $ AROMA TA A owe i od) AL τς ee ο RI Duae 2 
-14 38102601 è RELAY SWITCH ASSEMBLY, Fuel quantity indicating . . . . ... 1 
instrument (SA) 
-15. 38100140178 mz «. STANK. UNIT (SA): e e a a AE AAA a is A 
37-3-2090 . GASKET: (SA) το ar a a ὃς oa iaa 2 
ANHHSA > BOLT το) τὶ as de E E 19 αὶ A A ete, “ος RS 5 
-16 175-51055-5 4 LEAD ASSEMBLY, Fuel indicating system breakaway . . . . . ο . 1 
-17 AN515-6-8 $ SCREW uw) £74. IR 9.02 2€ AA E A Gp, EOS QN Des y SED vw 4 
-18 AN365-632 5 NUT uc δν το oe Ὁ ος : . "CI x τόν ορ ο 5 a 
-19 AN515-6-6 s SCREW ο ο ce Pe: e ον ᾱ- δν eS ο AA CEU UR FDA duos 1 
-20 M634 r COVER ASSEMBLY (WIG) 4 4 4 aa ος Ra 1 
-21 AN515-8-8 " SCREW . . . . . IRAE 1 
-22 AN960C8 è WASHER. .. . . JN cuc 1 
-23 M635 $ CLIP (WIG). 4 5-9 aon 9 cue ox. m A Si δν ux το eyes ο e 1 
-24 AN365-832 à NUT. xo cw UA A RA AI e See 1 
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FIGURE 161 - COMPLETE PILOTS INSTRUMENT PANEL ASSEMBLY AND STAND-BY 
COMPASS INSTRUMENT EQUIPMENT INSTALLATION 
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H-175-51-3B 


-1 


-2 
-3 
-h 
-5 


-6 
-τ 

-8 

-9 

-10 
-11 
-12 
-13 
-14 
-15 


-16 
-17 
-18 
-19 
-20 
-21 
-22 


175-51005 


No Number 
SK179BP8-12 
184-51010-20 


184-51010-15 ' 


A5-35 
GA5-312 
175-51008-10 


175-51009 
146-51073-3 
146-51073-5 
175-51082 
175-51006 
AN826-4D 
AN6270-4-9 
AN6270-4-14 
AN816-4D 
AN6270-4-21 


AN6270-4-19 
AN365B632 
SK179BP6-10 
146-51048-5 
146-51048-7 
AN960D416 
146-51052 


146-51051 
146-51050-5 
146-51050-7 


5B16 
146-51049 
97-54109-16 
97-54109-4 
AN365B632 
AN507B632R10 
SK179B6-18 
SK179BP6-18 
146-51056 


SK179BP6-10 
146-51057 
SK179B6-10 
146-51058 


AN365B632 
AN507UB832R26 
AN507B832R18 
175-51105 


175-51050 
98292-12-1160 
98292-5-490 
99836 
175-51104 


AN365B832 
AN960DBL 
AN515B8R10 
AN365B652 
ANQ60D6 
AN515B6R12 
2W1B12-20-40 
4S4D5-12 
AN515B8R12 

1 


175-51100 
175-51034 
175-51092 
No Number 








ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 
3.4 5 


6 7 NOMENCLATURE 


COMPLETE PILOTS INSTRUMENT PANEL ASSEMBLY AND STAND-BY 


$9 9 9 $9 9 c£; ο ὁ $39 ο ο ο ο 


COMPASS INSTRUMENT EQUIPMENT INSTALLATION 


PANEL ASSEMBLY, Pilots instruments complete . .,. . +. + 


He eee è 9 5 9 


` HOSE ASSEMBLY. 


NSTRUMENT EQUIPMENT INSTALLATION, “stand-by 


(see figure 159 for next assembly) 


PILOTS INSTRUMENTS (see figure 162 for detail breakdown) 


SCREW (ASCO) . s sar ue wh S ce 
SHROUD ASSEMBLY, Pilots "instrument panel e τῷ 

(supersedes 146-51010 for future procurement) 
* SHROUD SUB seri Pilots instrument . . . . 


i STUD (Dz). πιο ο κα ls αν να: 
E GROMMET (pz) . Sue τούς ces ee E E 
SHIELD, Pilots ins;rument anel. So ree -ᾱ i s ^ 


(supersedes 175-51008 for future procurement) 
DIFFUSER ASSEMBLY, Pilots instrument panel . . . + 
E DECAL, Check off list landing. . . .. ee eo 
f DECAL, Check off list take-off . . . . . ... 
SEPARATOR, Instrument panel light diffuser . . . . 
PANEL ASSEMBLY; Pilots instrument (less equtpment:) 
TEE... . eie Ves bias IE im 


. n 


. . . . «. 


HOSE ASSEMBLY, 
NIPPLE . . .-. 
HOSE ASSEMBLY. ` 
(airspeed static) 
HOSE ASSEMBLY παρολο pressure). . ; . . . . . 


e 9 9 9 ο ὁ 9 « ο ο 


oes ο. 


. . . 
. . . 
oe ο o n 
. P 


NUT. 

SCREW (Asco) | EP dela he 
DISCONNECT ASSEMBLY, Instrument “panel” stabilizer 
DISCONNECT ASSEMBLY, Instrument panel stabilizer 


o ee 91 we 
ee ee s ο ο 


< WASHER . . . + Mt Ὁ 

. SPRING, Disconnect assembly. instrument panel 
stabilizer 

A SLEEVE, Disconnect assembly instrument panel . . 
stabilizer 


ee ee t we n9 


4 BOLT, Disconnect assembly instrument panel stabilizer. 


(used on 146-51048-5 assembly) 


. BOLT, Disconnect assembly instrument panel stabilizer. 


(used on 146-51048-7 


assembly) 
. BOLT, Retainer (NA). 


ROD, Disconnect assembly instrument “panel” stabilizer 


CORD ASSEMBLY, External power source adapter retaining 
CORD ASSEMBLY, External power source adapter retaining 
NUTS Lo uw ce ο ο DEL ο he eh Peis’ de 
SCREWLL der a. .εν Sara) ae carne ο ο ο A Ee ueiS e 
SCREW yee ah Se wel dg ο Toe ο οφ. eB ο) ο ο. 
SCREW (ASCO) . . 5 ὦ Ὁ wr velo T re E E E 
SUPPORT ASSEMBLY, αὐτο horizontal vertical mounting. * 


instrument 


"SCREW (ASCO) . . . « « ««α««:«::ι:., 


SUPPORT ASSEMBLY, Accelerometer cia do mounting. . 
SCREW (ASCO) . . . i 
SUPPORT ASSEMBLY, Turn and bank indicator vertical š 
mounting . 
NUT. -> 6 € o9 e x ο te se 
SCREW.. 4 sie 4 95. 3 ce oo. Ὁ Te ye s SO: i m 9 s 
SCREW. . . + 7 
ADAPTER, Master “direction. indicator. instrument —-— 
(supersedes 175-51083 for future procurement) 
KNOB ASSEMBLY, Master direction indicator extension. 
STUD ui med εναν: E ο. 


STUD (LH HO) αν µε κ c» € X ο ue κκ (e e m CUN 
PIN (UC) . oe ees 

compass s 
assembly) 


(see figure > for next 


. . 


. 
. 
. 
. 


e.s 


á 
m 


SCREW. " a 
WASHER, Plain BT ) 
SPACER, Rivet 
SCREW. ... 
GROMMET, Shore H 20- 130 (RCCA). R 
SUPPORT, Stand-by compass instrument BP9-5/8 
NAMEPLATE, Pilots stand-by compass . . . . . 
BRACKET, Stand-by compass support instrument 


5 9 9 9 t! 9 ο ο o... 


COMPASS, Stand-by magnetic (Navy stock No. R88C0779- -525 


. ο ee 


25 


5 . 9 o9 ew we ο 


) 


. 
. 
. 
. 
. 
. 
. 
. 
. 
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Group Assembly Parts List 
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PRPRPRPEEPR 


PURO Γ.Ε FP HB H 


"EID EU 


Prrros=rorsrronrn NRF RF 
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FIGURE 162 - PILOTS INSTRUMENTS 
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ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


Section 11 


Group Assembly Parts List 


ο μμ μμ μμ μμ μμ — — À—— M — E MÓ— HM 


-12 


-13 
-14 
-15 
-16 


-17 


-18 
-19 
-20 


-21 
-22 
-23 
-24 
-25 


PART 
NUMBER 
No Number 
SK179BP6-16 
SK179B6-16 


A6939-632-187 


SK179BP6-14 
SK179BP6-14 
SK179BP6-14 
SK179B6-14 
SK179BP6-14 
AN365B632 
SK179BP6-16 


A6939-632-091 


SK179BP6-10 
SK179B6-10 
SK179BP8-16 
SK179B8-16 
SK179BP6-14 
SK179B6-14 


A6939-632-187 


SK179BP6-14 
SK179B6-14 


A6939-632-091 


SK179BP6-14 
SK179B6-1h 
SK179B6-10 


A6939-632-125 


SK179BP6-1€ 
SK179B6-18 
AN365B440 
AN960-4D 
SK179BP4-10 
No Number 
No Number 
No Number 


UNITS 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
PILOTS INSTRUMENTS (see figure 161 for next assembly). . . . . . Ref 
. SCREW [1555 : "νυν, MMC «33 
. SCREW . (ASCO . : E e PEE . 
. NUT (TIN). . ς : ο τον Ge rome wu us de δν BOO 
. SCREW (ASCO a ο coe εφ Bee ae ο ο ο E ἃ , 
. SCREW ASCO . > fg Sh. WM deo e “sets 5 
. SCREW ASCO : A PEE . : yo £9 uo s a 
. SCREW ASCO 5 s s ja "6. OLE ; . 


20003-37B15A2 . 


No Number 
No Number 
No Number 


NAF1225-450 
No Number 
No Number 
No Number 
No Number 


No Number 
No Number 


No Number 
No Number 
No Number 
No Number 


No Number 


No Number 
No Number 


No Number 
No Number 
No Number 
No Number 
No Number 
No Number 
No Number 
No Number 
AN3157-2 
AN3121-313 
AN3027 -8 
175-54044 -3 
AN3157-6 
AN3121-313 
AN3157 -6 
AN3121-313 
AN3157-8 
AN3121-313 
160-71047 
146-51078-7 
AN507B632R7 
A4185 

GE327 





SCREW ASCO 


NUT.. 
SCREW (ASCO 


. 
. 


. 
. © 9 © © © .. 9 90ο. 
oe ee t9 
3 9 t 9 ο n 


PP... ὁ o9 9 9 9 +... c9 9 c9 9 c9 o 9 9 c9 ο υ 9 9 . 5ο 
e 9 o9 9 ο 6 o9? 9 4 9 o9 9 o9 9 o9 os 9 ο o» 9 o 5 9 9 9 9$ 9 9 c5 * * 
eoo. 9 o9 9 9 o. t aeo 9 ο ο | 9 1 9 t1 2 9 5 

€ 9 o9 9 9 o9 9 9 ν $9 9 9 9 e. 9 c9 9 9 5 9 9 9? sí f$ 9 | |? ο. 
e 8 9 9 © © 9 o9 9 9 9 o9 0 9 € 9 9 t$ c * 9 ο 9 9 $9 9 £. 9 1$ € 


NUT (TIN). E ` κ s 
SCREW [ος : ἃ A κο ον > 
SCREW (ASCO Ἢ 3 > ; e e Ñ : 
NUT (TIN). " : V. auos vs E E $ $ 
SCREW (ASCO $ Ñ NDS y As x τν art ‘ 
SCREW (ASCO y ; m S as e d ee ον. n 
SCREW (ASCO 2 ` E οι ONDES η 
NUT (TIN). . ; í RAO ES > TOP οσο : 
SCREW (50 ; EE E sh ar Mi ὡς qus ig ig : s 
SCREW (ASCO E DACH US κ τ 
νττ...'.. è se s e 1 s SEN : ; 
WASHER. . . . : αυ. P ; dos A 


. 


[Navy stock No. R88H500) im 


SCREW re 
HOLDER (GFP 


CARD (Airspeed ) (GFP) (Navy stock No. RÉSCO152). . 


$9 9 9 9 ο 9 7! ο 9 * 9 0 39 9 9 * ὁ ο 9 8 cf 4 9 9 9 3 9 . . 9 515 $9 


INDICATOR, Wheel and flap position (GFP).. ..... 
(Navy stock No. R8811888) 
INDICATOR, Torquemeter dual (GFP). . . . . . . +e ee eee 


(Navy stock No. R8810660-000-000) 
INDICATOR, CAT. dual (GFP) (Navy stock No. R8812700-10). . . 
INDICATOR, O11 temperature dual (Navy stock No. R8812700-10). 
INDICATOR, Cylinder temperature dual (GFP) . ........ 
(Navy stock No. R8812662-10) 
AMMETER, Volt (GFP). . . e . o... e e e eee orae ο ος 
INDICATOR, O11 press. dual (GFP) (Navy stock No. σα, 
INDICATOR, Fuel press. dual (GFP) (Navy stock No, R8811931) . 
ACCELEROMETER (GFP) (Navy stock No. R88A140-15) . . . . . + 
INDICATOR, Turn and bank (GFP) (Navy stock No. R8813150-010). 
or R8813150-015) 
INDICATOR, Master directional (GFP). . . . . . osos «ο» 
(Navy stock No. R8811651-100) 
INDICATOR, Master directional (GFP). . . . . . . +. + 
(Navy stock No. R8811651-100 or R8811651-030) 
ALTIMETER (GFP) (Navy stock No. R88A0351-011) . . ... . . ; 
INDICATOR, Tachometer dual (GFP) (Navy stock No. R8812380-12) 
INDICATOR, Tachometer (GFP) (Navy stock No. R7712600) . . . . 
INDICATOR, Temperature thermocouple chromelalumel . . . . + + 
single 0° to 1000°C (GFP) (Navy stock No. R8812675-25) 
INDICATOR, Manifold pressure dual (GPP) cco ce O 4 
(Navy stock No, R8811585-12) 
INDICATOR, Airspeed (GFP) (Navy stock No. R88I0474-010) . . . 
INDICATOR, Gyro horizontal (GFP) (Navy stock No. R88I1325-012 
or R8811325-015) 
INDICATOR, Rate of climb (GFP) (Navy stock No. R8810750-110). 
RADIO COMPASS (GFP) (Navy stock No, R1612021-50) . . . . . + 
INDICATOR, Fuel and oil press. (GFP)(Navy stock No.R8811927-50) 
INDICATOR, Free airtemp (GFP) (Navy stock No. R8812698-25). . 
ELAPSED TIME CLOCK (GFP) (Navy stock No. R88C574). . . . . . 
CLOCK (GFP) (Navy stock Νο. R88C0583-011). . . . . s es p - 
ALTITUDE LIMIT SWITCH (GFP) (Navy stock No. R16810481-200) . 
INDICATOR, Altitude (GFP) (Navy stock No. R1611976) . . . x 


LIGHT ASSEMBLY. . « . . « . s « so ee soe ο «ο tn n . 
LAMP. 4 4 «ο ο : e$ « oo «2 . « tis . 
SWITCH. ... . . . «ο . 


GUARD, Electric SE 
LIGHT ASSEMBLY. αμ κε ών ] 


LAMP. . . . . . 
LIGHT ASSEMBLY. 
LAMP. . . . .. 
LIGHT ASSEMBLY. 
LAMP. . .... V raros o p ene 
KNOB, 1D90/ARN-6 indicator extension. 
KNOB ASSEMBLY, Accelerometer. . . . . 
SCREW ..- 4 0. s um ιδ τος jo E σος 9' ο 
INSTRUMENT LIGHT ASSEMBLY (GMC). . . 
LAMP- (GE). oS a a es Se es . 


ne hole mounting Switch. or 


es t ο ο n 
. 


ο OS 


Pre HM o HPBPHBI)OII)H νυν ο EW 4Ξ FU) PH TOU) fO UO 47 HH CONO NO TO OO 


EH HW 


= e 


e ermee 


ph 


PEEP HEH RD CO GO. e lp Ree 


TIER 
ANN 


USEABLE ON 
CODE 








Section Íl 


Group Assembly Parts List νοι 


FUSELAGE (Cont) 





H-175-51-6 









> Instrument com 
(see figure 159 for next assembly 





-1 AN816-4D so NIPPLES mu lona ou wu Roe te, ος acces E aes ee rr es Sy να 
-2 AN6270-4-8 . HOSE ASSEMBLY ...-.....:.. S facte we ον Goa! τε E 
-3 AN826-4D Sen ADAG oo: as οω. Ge daz xa a ucc ta ο Mar a les ν΄» 
-4 115-100 . PHOTO OBSERVER ASSEMBLY (CAV). . . . . EE! 
-5 SK179BP6-10 poc OLD ge ο Τι e de 
-6 SK179B6-10 s SCREW (ASCO) .-. νο ee o 6m a ee bee as 8 
-7 No Number . ALTIMETER, Sensitiv (em ee stock Νο. PEE TOIT ono} EN 1 
-8 No Number . INDICATOR, Air speed (GFP Navy stock No. R88IO474-010) . . 1 
-9 No Number . INDICATOR, Radio altimeter (GFP) (Navy stock No. R1611976). . 1 
-10 No Number . CLOCK, (GFP). (Navy stock No. R88C0590-011). . . . . . . . . 1 
-11 No Number . COMPASS REPEATER (GFP) (Navy stock No. R8810801-011) . . . . 1 
-12 148-100 . INDICATOR, Film footage (CAV). . . . .. . . 4.2... .. .. 1 
-13 SK179BP6-14 ap o 4 ο τν ο ο EA τω περ 
-14 SK179B6-15 x SCREW: ASCO) X om ds uel cim) see ο es wee telles ecu cd 
-15 No Number . TEMPERATURE INDICATOR (GFP) (Navy stock No. R8812698-25). 1 








304 














ΑΝ O1-GOAABA-4 


FUSELAGE (Cont) 


Section II 


Group Assembly Parts List 


ROTATED 180° 


FIGURE 164 - COMPLETE PHOTO TECHNICIANS INSTRUMENT PANEL ASSEMBLY 


H-175-51-15 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, CODE 
164 175-51045 PANEL ASSEMBLY, Photo technicians instrument complete. . . . . Ref AD 
(see figure 159 for next assembly) 

-1 AN6270-4-12 . HOSE ASSEMBLY . . +. + + + + Ὅλ sate av ta ο 5 » " 1 AD 

-2 AN822-4D11 . ELBOW . . . . . 4 o... o ee ee l X χώ Ses . a é 1 AD 

-3 AN6270-4-12 HOSE ASSEMBLY . . . +... e s © © + -- ο a E ὃς y 1 ΑΡ 

-4 AN823-4D ELBOW . . . . . «© © e o o » . 2 š a 1 AD 

-5 AN6270-4-13 HOSE ASSEMBLY . . a $ ve 9I wie ο 56 2. - A s 1 AD 

-6 AN823-4D ELBOW . . . ee ee ee ee on om om m m] n9 NP αν ο 1 AD 

-T SK179BP6-12 SCREW (ASCO). . . . ; e e o 4 AD 

-8 No Number INDICATOR, Airspeed (GFP) (Navy Stock No. R88I0474-010) . . 1 AD A 

-9 SK179BP6-12 SCREW (ASCO). . . . e e +... + e a or rt tait "D 3 AD 

-10 No Number . ALTIMETER (GFP) (Navy Stock No. R88A0351-011) " A 1 AD 

-11 SK179BP6-12 . SCREW cron ecu ὁ ων Ὁ Mele ρει, ορ DeL UMS de E a 2 AD 

-12 SK179B6-12 . SCREW (ASCO)... «. . +... 1 AD 

-13 No Number . COMPASS, Repeater (GFP) (Navy Stock No. R8810801-011) . . - 1 AD a 

-14 SK179BP6-10 SCREW M SEG p A ο Be oat Ἔ Κρ. o É 3 AD 

-15 SK179B6-10 "SCREW (ASCO). . e œ e e 2 ὁ ana © e w om t 9 * ess? 1 AD 

-16 No Number INDICATOR, Temperature (GFP) (Navy Stock No. R8812698-025). 1 AD E 

-17 175-51046 PANEL ASSEMBLY, Photo technicians instrument. -. ο ο Jeu ὃν 1 AD 

-18 ANBOOBDO . INSULATOR. . . . . ee ee e eor on oh om m ο.” M We Us 2 AD 

-19 AN8008D7 . INSULATOR. . . . +... e s ee +. + DEIN 2 E A 1 AD 

-20 9892-1-130 .-STUD (UC). . . oro Side αν es ee 4 AD 

-21 99832 L PIN (UC) oaea E s —— à AD 

-22 175-51046-5 . PANEL, Photo technicians instruments " νυν A er D 1 AD 
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FUSELAGE (Cont) 





H-175-51-14 





evel gauge instrument. . . . . . 
(see figure“ 159 for next assembly) 
-1 AN507B632R8 m T. 
-2 AN3140-327 . LAMP... ο e ο qe sw. e D 
-3 A4185 . INSTRUMENT LIGHT ASSEMBLY (Gc); LL 111. 327. ^at ο, ala Set, “ 
-4 SK179B6-16 . SCREW rio ο ENE: Verus ceto wr BAN ο ο e μυ... 
-5 SK179BP6-16 . SCREW (ASCO)... ο hee. O se "UE DC MP EUR ο MEC. Y 
-6 384027 . SELECTOR SWITCH, Fuel tank (SA). . ο e ο οσο Ἂν. “ 
-T 383001-077 . . INDICATOR, Individual tank fuel uantity (SA). . . . . . . . 1 
-8 383001-076 η INDICATOR, Total fuel quantity (sa). ο ο ο O 
-9 No Number . INDICATOR, Flowmeter (GFP) (Navy stock No. R88I1200-12) . . . 1 
-10 AN365B632 . NT..... Vici erae DEVON ο ΝΎ Ro mode ο ουν... 
-11 SK179BP6-16 . SCREW (Asco) | ο ag Getler ο ο A ede, be ah ον 2 
-12 AN3157-2 . LIGHT ASSEMBLY. . . . . . ; ci 
-13 AN3121-313 κ. BAMP ws AULUS ek ces dece SB ox o eene er Denis x ce vided. She an E 
-14 AN365B632 y NUT. cero SET ο uo ο ο μα 
-15 ANSO7B632R6 . SCREW . . . « ΙΙ, ο ο ο deti te ret aV pie ie ae 1 0 
-16 5B15D5-1 . BOLT, Panel aac are Hel ο ο πο Ae EE 1 
-17 5B16 . BOLT, Retainer (NA). .............. LLL oars 1 
-18 AN365B632 . NUT rx cC EE QE 
-19 SK179BP6-8 1o SCREW (ASCO) ; ; 1.. die E as ie qunaUme tae «Ὁ 
-20 175-51018 . SHIELD, Fuel level gauge "instrument ο ο Mer ᾧ e earn eed cer ο 1 
-21 175-51017 " DIFFUSER, Fuel level gauge instrument . . . . . . . . .'. . . 1 
-22 175-51016 ', PANEL, Fuel level gauge instrument. DO ee oe ds i 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
166 175-51032 INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Fuselage intermediate. Ref 
(see figure 73 for next assembly 
-1 156-51544 -7 . LEAD ASSEMBLY, Jet exhaust temperature instrument . . . . . . 1 
-2 AN832-4D S UNION | ots. ce eles lr wv. Ὁ 4 sog wt τς 2 
AN960D716 s “WASHER: G2 i149. IE ww ‘ a ο’ Ὁ CEDE ta 8 2 
ANQ24-4D . NUT E 2 
-3 175-51802-3 . LINE “ASSEMBLY, “airspeed indicator to ' fuselage drain tee... 1 
(station 239) (static) 
-4 175-51802-5 . LINE ASSEMBLY, Airspeed indicator to fuselage drain tee . * 1 
(station 239) (pitot) - 
-5 AN824 -4D Bip a TEB ο a a te Day Ὁ 2e; ar ο a eurn a $ EO 2 
-6 AN818-4D es UNUT eS. rate a? Map? IL Share, “ap tals c9 ον ο. š x nius 2 
-7 AN819-4Z . SLEEVE. . . A ο. CEN A ο, Soe ὅς». τον αὖ 2 
-8 951 . SUMP, Drain “(nay : : $. ο ο et car Op 2 
-9 175-51082-7 . LINE ASSEMBLY, Fuselage grain tee (station 239) to. . . . . . 1 X 
fuselage drain tee (station 311) (static) 
175-51802-11 . LINE ASSEMBLY, Fuselage drain tee (station 311) to. , ΡΝ 1 BR 
fuselage drain tee (station 239) (static) 
-10 175-51802-9 . LINE ASSEMBLY, Fuselage drain tee (station 239) to. E 1 x 
fuselage drain tee (station 311) (pitot 
175-51802-13 . LINE ASSEMBLY, Fuselage drain tee (station 311) to. "ONCE i BR 
fuselage drain tee (station 239) (pitot 
-11 AN815-4D . UNION... d rs he fox E 2 
-12 175-51081-37 . LINE ASSEMBLY, "Fuselage drain tee station 239 to. * E 1 X 
fuselage drain tee station 311 (static) 
175-51081-89 . LINE ASSEMBLY, Fuselage drain tee station 311 to. . . . E 1 ΒΒ 
drain tee at station 239 (static) 
-13 175-51801-45 LINE ASSEMBLY, Fuselage drain tee station 239 to. . "EN 1 X 
fuselage drain tee station 311 [οτος 
175-51801-91 . LINE ASSEMBLY, Fuselage drain tee station 311 to. ws E 1 BR 
drain tee at station 239 (pitot) 
-14 AN804-4D e ΕΕ; cote Gk ο ο ορ Rar To ο ο ο tem we cay ος, RN ated qw 2 
AN924 -4D ga A δ κκ) AE Ga μα ας 2 
AN960D716 . WASHER, . . « ο ο ο >... NO sitet ἐφ. ba ὃς τῶ; τῷ (52 tener τα 9 
AN818-4D ολ μια lan, ia! ο ο Mot g's, Oe, oe: en visi sos TR ο ο ius uw US EY CEPS Us 2 
AN819-4Z . SLEEVE... T. cc A AS RE E ta 2 
951 ΡΗΝΟ Drain ΝΑ δω uo UR Y κος del RR S d. 2 
-15 175-51801-39 . LINE ASSEMBLY, Nacelle drain tee to fuselage draini 4 εν a 1 X 
tee (static) 
-16 AN815-4D . UNION... ο πα μας 1 X 
-17 175-51801-41 . LINE ASSEMBLY, 'Nacelle “grain” tee “to fuselage drain. ..... 1 x 
tee (static) 
175-51801-85 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain. ..... 1 BR 
tee station 311 (static) 
-18 175-51801-47 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain. su ow x X 
tee (pitot) 
-19 AN815-4D . UNION... at tek tars ota E fa e 1 X 
-20 175-51801-49 . LINE ASSEMBLY, "Nacelle drain "tee “to fuselage drain. .. os 1 X 
tee (pitot) 
-21 AN815-4D . UNION. . poe? ie ue tet cei a. se . . 2 
-22 175-51801-67 . LINE ASSEMBLY, "Nacelle "arain “tee "to fuselage drain; 5 Bh Se 1 X 
tee (static) . 
175-51801-81 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain. a T I. 1 BR 
tee station 311 (static) 
-23 175-51801-59 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain. . . "ES 1 X 
tee (pitot) 
175-51801-83 LINE ASSEMBLY, Nacelle drain tee to fuselage drain. 2, ehe 1 BR 
tee station 311 (pitot) 
-24 AN832-4D v SUN TON). 441572... See Ὁ 02 9 ὁ -ῳ Nia A Ὁ oe. QU IAS SU e dal US 2 
AN924 -4D . NUT ea wem el EOS, eite e) "Ὅς QE n . eb Ne “6 o£ ies 9o ou 2 
AN960D716 . WASHER. AES x 2 
-25 175-51801-109 . LINE ASSEMBLY, "Nacelle "arain “tee "to fuselage drain tee, . . . 1 Μ 
station 311 (static) 1 
175-51801-71 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain. . . 1 BF 
tee (static) 
-26 175-51801-111 LINE ASSEMBLY, Nacelle drain tee to fuselage drain. . . . « . 1 M 
tee station 311 (pitot) 
175-51801-69 . LINE ASSEMBLY, Nacelle drain tee to fuselage drain. .. e 1 BF 
tee (pitot) 
-27 AN815-4D ο ο ο ο προ e ELS sos. UB 
-28 AN515-8R14 . SCREW... ao 1452878, F^ Ges ae ee Bate, UM or Ss "Lm 4 
-29 2W1AL12-32-40 . WASHER, Plain (NA) . ΗΟ UM ο αυ... ich lem δαν is 4 
-30 AN365-8R14 . NUT » sas ERR E: 
-31 175-51080 e BRACKET ASSEMBLY, Aileron boost pressure ‘transmi O . ena a 1 
complete 
-32 175-51081 . . BRACKET ASSEMBLY, Aileron boost pressure transmitter 32 xe 1 
-33 AN8008D2 22. . INSULATOR . .. s x 4 
-34 7600-23A5-1 . . TRANSMITTER (EcP)' (arp) Eos stock No. 'R8871950-50) MEN d 
-35 175-51073 . . PLUG, Booster b transmitter breather. . . . . sa . 1 
-36 AN515B6R10 . . SCREW. . . s. «ων ο ο ο ο ο SES eee 5 4 
-31 2W18-6L A WASHER, Flat (NA) . —— ο tae PORE ο 
-38 AN832-4D Ρ ELBOW ο. — -ᾱ 2 
-39 146-51801-21 . LINE ASSEMBLY, “Airspeed port “tee “to left static port. er aes 1 
-40 AN824-4D . ΤΕΕ © mato Me 1 
-41 175-51801-57 . LINE “ASSEMBLY, “airspeed port “tee to right static "port efe ^m 1 
-42 175-51801-3 . LINE ASSEMBLY, Static port tee to station 399 drain tee . à 1 
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ROTATED 180° 





FIGURE 166 - FUSELAGE INTERMEDIATE INSTRUMENT SYSTEM nyuIPMENT INSTALLATION 


-50 


-61 


PART 
NUMBER 


ΑΝ835-ἠΓ' 
AN924 -4D 
AN960D716 
175-51801-5 
AN833-4D 
AN924 -4D 
AN960D716 
175-51801-7 
175-41801-101 
AN824-4D 
AN818-4D 
AN819-4Z 


9S1 
175-51801-9 
175-51801-103 


AN815-4D 
175-51801-105 


AN804-4D 
175-51801-11 


AN804 -4D 
6-127STO 
AN924-4D 
AN960D716 
AN818-4D 
AN819-4Z 


9S1 : 
175-51801-13 
175-51801-115 


175-51801-117 


AN8O4-4D 
6-127STO 
AN92H -4D 
AN960D716 
AN818-4D 
AN819-4Z 


951 
175-51801-17 


AN824-4D 
6-127STO 
175-51801-21 


AN804-4D 
6-1278TO 
AN924-4D 
AN960D716 
AN818-4D 
AN819-4Z 
9S1 





oe ο ν ο ο 5 


2 3 4 5 ο 7 NOMENCLATURE 

UNION ... 4 . e e ee ee we ee n, t ng $$. aes e 
NUT EID 
WASHER; ^ie. ο φορα ο“ 
LINE ASSEMBLY, static port “tee "to Statio on 399 drain tee 
ELBOW . . . . © © n s $us has δι τῶν qe ος ιο fe, T pre 
NUT wo S^ acres o ο SN Yu e Ue TER ο wi ο οκ ee e 
WASHER, d iue de ο E e 
LINE ASSEMBLY, "static port “tee "to station 399 drain tee 
LINE eee Static port tee to drain tee station 399 
O A E 4-6 8 
NUT ας E cie! al E Wh Jae ϱ 
SLEEVER ax το ο de Das ο LUV eee e. ves cel let O 
SUMP, Drain ina): à ; . Y ων ον ος ἃ 
LINE ASSEMBLY, Static drain tee station 339 ': to station 36 


AN 01-60AABA-4 


FUSELAGE (Cont) 


drain tee 
LINE ASSEMBLY, Static drain tee station 399 to drain tee. 
station 362 


UNION . . 





Section [| 


Group Assembly Parts List 


LINE ASSEMBY Static "arain tee “station “399 to drain in. 


tee station 362 


TEE . . 


LINE ASSEMBLY, 'static drain tee station 368 to "prime. A 
vertical camera station drain tee 


ΤΕΕ . . 


. o. 


NUT 
WASHER. oo ο 


NUT s.e 
SLEEVE. . . 


. 9 ο 


. 
. . . 
se 5 s 
eee 


SUMP, Drain (NA): 

LINE ASSEMBLY, Static 

LINE ASSEMBLY, Static 
station 337 

LINE ASSEMBLY, Static 


camera 


TEE 4050. x» 03 03. 0x κο o κ XO ow ᾱ, 4 
NIPPLE ASSEMBLY, Stainless steel 1/4 inch and 
NUT 


ο @ 


WASHER. . . . 
NUL. iacu. e 
SLEEVE 


Station 


oe . on 
eee 


. 
. . ee 
. 


SUMP, Drain (NA): 
LINE ASSEMBLY, Static, tee 
camera station 311 


TEE... 


NIPPLE ASSEMBLY , “stainless "steel uAC inch and 10050 end 


LINE ASSEMBLY, Static 


camera 


(wa) 


station 


o ο». 


. 
. 
. 
. 
. 
. 


4 0 ..... 


oe 
. ο 
9 ο 
. e 
. 
. 


. 


drain tee 
drain 


. 
oe 
. 


NIPPLE ASSEMBLY, "Stainless "steel 1/4 inch ban 


. 
. . 
oe ee 
. . 

. . 


tee 


362 
362 


d 10050 e 


to sta 331 tee. 
to drain tee. . 


tee station 337 to tri-metrogon « 


334 


o « 
oe 
oe 


tee 


311 


. 


drain tee 


station 33 


Ns ο ο ο ο 


drain tee 


station 337 
drain tee 


. æ >è o o 


.» oe 


. 
. 
. 
. 
. 


. 
. 

. 
. 
. 


10050 end 


...» sœ 


to tri-metrogon . 


. 
. 
. 
. 
. 
. 


e.. 


2 


e 9 ee o... |] 2] 1] ο ο 5 


UNITS USEABLE ON 
ASSY. 
1 


BR 
BR 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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η 
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H-175-51-8 


FIGURE 167 - FUSELAGE AFT STATION 594 INSTRUMENT EQUIPMENT INSTALLATION 





FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5.6 7 NOMENCLATURE PER ASSY. CODE 
167 175-51200 ο... EQUIPMENT INSTALLATION, oa aft station 59}. . . Ref 


-1 AN515-8R14 . SCREW . 9d. Wok τῶν τᾶν Ker eS wm -ᾱ 4 
-2 AN8013D1 - WASHER. . 2... «νο ee ο ος ο Rye αν a Ne. Sean eas ef 
-3 175-51075 . BRACKET ASSEMBLY, Elev booster press. transmitter complete. . = 
-4 175-51076 + . BRACKET ASSEMBLY, Elev booster press. transmitter. és 1 
-5 AN8008D2 + . . INSULATOR ... .. .. . .. : μμ . δ 
-6 AN515-6R15 ο ον. a Pan posce dures ceste cov See th ap pog eg lh 
-τ 7600-23A5-1 - + TRANSMITTER, Elevator booster press. transmitter (ECP) . . 1 
-8 AN832-4D κ. e OUNIONZI 2222 a φις a Qu c 1 
-9 AN6289-4 . ο. NUT Haie exu πι Όρος ο i S " 1 
-10 AN6291-4 A sA RENG ο optic ο ο ο “ρα.” 1 
-11 AN6290-4 oe GASKET Lu noe cese a Geen a ae wg 1 
-12 175-51073 . . PLUG, Booster pressure transmitter breather, 1 
-13 ANS515-8R14 .o0:SCREM . 2 202. 2 e. Pau M MER ME : 4 
-14 AN8013D1 + WASHER. . . . o se cee νο e . de... . ο ον .... BH 
-15 '175-51077 . BRACKET ASSEMBLY, Rudder booster press. transmitter complete, 1 
-16 175-51078 + . BRACKET ASSEMBLY, Rudder booster pressure transmitter. 1 
-17 AN8008D2 E ος, eo INSULATOR 4 s oi. a ee cane Sate es ay ee, δώ. 4 
-18 AN515-6R15 Es eas ο "IEEE 
-19 7600-23A5-1 + . TRANSMITTER, Elevator booster pressure transmitter (ECP). 2 
-20 AN833-4D s ut BON ois oa fee ja behest Wie) ae Fox c9 wha leg a Yr o ae eh AD 
-21 AN6289-4 sn ce NUTS ao a A. 
-22 AN6291-4 Po ove RING I ο ο πὸ τῷ Vet ck ο ge sue a fey Feed Loe ce moo P 
-23 AN6290-4 vow GASKET . ὁ ee a ας BOL ES ee eo ιτ ος a 7 
-24 175-51073 . . PLUG, Booster pressure transmitter breather, . . . . . .. 2 
"d τος A ον Tc pofi ES οἱ HO ee se ----) 
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FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
168 175-52002 SURFACE CONTROLS INSTALLATION, Fuselage forward. . . . . . .. 
(see figure 73 for next assembly) 
175-52008 . SEAL INSTALLATION, Surface control fuselage station . . . . 
224-5/8 cable 
-1 146-520101 + . TUBE, Aileron elevator and rudder control fuselage . . . 
station 224-5/8 
-2 146-520100-7 . . SEAL, Aileron elevator and rudder control cables . . . . 
fuselage station 224-5/8 
-3 146-520100-3 . . SEAL, Aileron elevator and rudder control cables . . . . 
fuselage station 224-5/8 
-4 146-520100-5 ` SEAL, Aileron-elevator and rudder control cables . . . . 
fuselage station 224-5/8 
-5 AN210-6B PULLEYX. à 49 2 e, φις $t osos ou * eo v. ss ον 
ATTACHING PARTS 
-6 AN26-27 . BOLT (magnetic inspected) . . . ES Ὃν oh. vg 3 πο 
-7 AN6-20 . BOLT (magnetic inspected) . . . . . . + ers : ET 
AN6H20A . BOLT (magnetic inspected) . . . S ἜΠΗ PE DET 
-8 AN26-53 . BOLT (magnetic inspected) . . . ENDE MNT s e οσοι SLE. d 
-9 AN26-19 . BOLT (magnetic inspected) . . . .. F ον Ὁ νο ο...» 
-10 AN320-6 νιν, Ὃν cUm ο ο ο 
-11 AN310-6 ENUM A E A δ. Ὁ οἷος, ε.α 
-12 AN960D616 a7 RWASHER ΤΟ «29 ος τα Ee ne LS, ss es SUE Ue awd oe ης 
-13 AN960D616L . WASHER. . . .. VIS Su AVIA eA Id de s O ie Send 
-14 4s2D616-8 . SPACER, Bolt (NA). . e id Soe wale ο hee YII E ce lus. D 
ο τα 
-15 146-523153 . PIN, Aileron and elevator pulley guard. "T" s 
-16 AN392-49 a PIN v E οἱ «Ὁ νι ae 
-17 175-52302 . SECTOR ASSEMBLY, 'Ailéron control "forward. ο. ne PEE 
-18 RD206SH6.5L . . INSERT, Internal threaded (ROS). ο. Pes sree εξ 
-19 RL28SB8 z RING, Lock (ROS). . . . . . S. ss bee : 5 
-20 AN201KP12A ο Ὁ BEARING. ween Fein tee ae D. . αν, ré O τῷ} 3 
-21 ΑΝΟΟΟΚΡ6 ο, Ὁ BEARING. » 4 04 9 ὃν 099 ὁ. εδ a ον ο τῷ E 
-22 175-52306 . CABLE ASSEMBLY, Aileron control fuselage forward upper. . . 
175-52113 . CABLE ASSEMBLY, Pilots control column outboard aft aileron. 
-23 175-52307 . CABLE ASSEMBLY, Aileron control fuselage forward lower. . . 
175-52112 . CABLE ASSEMBLY, Pilots control column inboard aft aileron . 
-24 AN320-4 . NUT (magnetic ingested) S eh Cele poh XXL a ο. 
-25 AN960DH16L . WASHER. . . . ο ο DE 
-26 AN24-12 . BOLT (magnetic inspected) ο πο aaa SSE “BC ος 
-27 AN392-19 . PIN magnetic inspected) . . . ss . 4. . © © © ew we .. we 
-28 ANQ60D4L . WASHER. . . Se we cis ex reve ae ο οὶ AR oe tet 
-29 AN320-6 D NUT (magnetic inspected) . i. ee 
-30 AN960-616 . WASHER. . . . eee e e eee o UR m e n m or m n ng] 
-31 AN960D816 . WASHER. . . "cL 
-32 AN320-6 . NUT (magnetic inspected) Solty op Byer rei Mat ο ep X 2 s 
-33 146-52308 . PIVOT, Aileron control sector . . ο coder areas sb: Noia 
-34 146-523151-3 š SUPPORT, Aileron control forward Sector . . . . . . . .. . 
-35 AN365-428 . NUT (magnetic inspected) . ........ tee te CAE 
-36 AN960D416 ο ιο a a aia vow ος Ge 
-3T AN960DÀ 161. . WASHER. . . METRE a E ο Do is . . 
-38 AN509-416-15 . SCREW (magnetic inspected). ο.” Κρ ND ν᾿ ἃ a 5 
ANA-7A . BOLT [udis peepee ca A ο ot fain wus v See Gs as te 
-39 AN320-4 . NUT (magnetic inspected) . . . . "In D» πο... 
-40 AN960D416L . WASHER. . . a ο we . e $579 ο. 
-41 AN24 -12 . BOLT (magnetic inspected) Εν e es PES 
-42 AN365-1032 "Ico 5. ο 
-43 AN960D10L a WASHER. . ο « ο « ὁ ο ο ὁ e ὁ ὁ ὁ 9 ὁ te ow a oe ὁ ο ο ο 
-44 NAS43C3-32 SPACER, Bolt. . . . . o. . +... "EP" on ος ὦ . ο 
-45 AN23-17A . BOLT. .. " 5 ο ο ο ὧι Ὁ, 'ὢν τι ος ον et mi hae . 
-46 175-52234 CABLE ASSEMBLY, Elevator up control forward . . x 5 5 
-47 175-52235 CABLE ASSEMBLY, Elevator down control forward . E 4. 4 
ATTACHING PARTS 
-48 NAS427K20 . PIN, Pulley guard. . ον a ο oe? Νε ἀφ, αν a τῶν ὁ ο 
-49 AN320-4 . NUT m gnetic inspected) E ο e rat rato ré 
-50 AN24-18 . BOLT (magnetic inspected) ....... A wu a ies 
-51 ANQ60D4L > MASHER, a- anan x a eH AAA ee! ο Wool Se 
-52 AN392-19 at PIN ia * Ὁ 
-53 175-52233 * DIFFERENTIAL AND AND SECTOR INSTALLATION, Elevator control. " 
forward (see figure 170 for detail breakdown) 
175-52233-100 DIFFERENTIAL AND SECTOR INSTALLATION, Elevator control. . . 
forward (see figure 170 for detail breakdown) 
-54 146-52250 . GUARD, Elevator control forward sector upper. DEC 
-55 175-52236 . . GUARD, Elevator control forward sector cable. δα. . 
ATTACHING PARTS 
-56 AN365-1032 zs NUT ος AR oe A AR A DA a ve as σος 
-5T AN960D10L « WASHERS 1 0 40 μα (€ ᾱ- ee AR οτι ας, NE «u$ y 
-58 AN960D10 » WASHER o Qao xix ow ow wow cw ἐς e. cw ba e a AO 
-59 AN3-4A Uo n να μμ πμ A rw lanes a o e. o PE 
E A 
-60 175-52114 . COVER ASSEMBLY, Pilots control colum . . . ον Δι š 
-61 175-52101-10 COLUMN ASSEMBLY, Pilots control . . oe x i 
(see figure 171 for detail breakdown) 
ATTACHING PARTS 
-62 AN310-5 NUT (magnetic inspected) . . . . . . . ν «ο ... αὶ 
-63 AN960D516L WASHER, . . v ww e κ «κ.κ. Ὁ α E A 
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FIGURE 168 - FORWARD FUSELAGE SURFACE CONTROLS INSTALLATION 
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PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
AN175-1 Ρ x AN A 
AN365-1032 . NUT (magnetic inspected). . E v^ arius Ny Cle 
AN960D10L . WASHER... E 
AN3-13A . BOLT (magnetic inspected] piis side only). . . . . . . 
AN3-12A . BOLT (magnetic inspected right side only) que oe ae ae 
ESS A 
169-52123 GUARD ASSEMBLY, Pilots control column pivot. . . . . .. 
ATTACHING PARTS : 
AN520-10-8 e οικου 
146-52479 GUARD, Rudder control forward sector outboard. ..... 
ATTACHING PARTS 
AN515-8R7 ο O CRBWS cw, ες as Ses A dee Miya) ge foal ἂν ον. ew, 2 ως. “ds 
AN365-832 s CNUT na US a tac fer Sinisa Me ο κεν DUM νὰ, Ayo See 
ANQ60D8L s^ WASHER. tu toma ὁ κ, ah peal κε. Dee wa Tes i υπ. 
ο) ενα : 
169-52467 . CABLE ASSEMBLY, Rudder left forward control. . . . . . . 
169-52468 CABLE ASSEMBLY, Rudder right forward control ..... 
ATTACHING PARTS : i : 
AN320-4 . NUT [medi ον ο ο wee ο 
AN365-428 . NUT (magnetic inspected). andy ο) Ta. ιν E Senis 
AN960D416 < WASHER Sme aen hear a a Qe nes occ ee LG 
AN24 -18 . BOLT o ο. i Ὁ le a Y 
AN4-10A . BOLT (magnetic inspected). . . . . . . . ee ew ew wee 
ewes 
146-52444 ROD ASSEMBLY, Rudder control forward push pull . . . . . 
ATTACHING PARTS 
AN365-428 . NUT (magnetic Inspected), ο ο A aay a e 
AN24 -33 . BOLT (magnetic inspected ο EA EN tao rta ον 
AN320-4 . NUT magnetic inspected). . . . yd e SE 
NAS338-11A . BOLT, 100? close tolerance (magnetic in Spectéd). v. E t 
AN960D416L a “WASHER -ᾱ aa a e RE ο a ο tg 
a pa 
REYFS . . END, Rod (FAF) . nc 
AN316-5R +. NUT a: Se tate Se Rove. areas SS 
146-52445 ye FORK, Rudder control forward “push pull rod. . 
146-52446-2 . . END ASSEMBLY, Rudder control forward push pull “rod RH 
156-52490-3 . SECTOR INSTALLATION, Rudder control forward. . . . . . . 


- ATTACHING PARTS 


AN365-1032 
483D10-57 
AN960D10L 
NAS221-36 


175-52424 
AN3-4A 
AN960D10L 
AN365-1032 
146-52443 


184-52247 
184 -52247- 


FR-5 
AN316-8R 


(see figure 169 for detail breakdown) 


e ‘NUT. ol. SE Ue AS US XL UO ο: νι. XE a A A OR 
1 SPACER, Bolt (NA) . ον οσο Ἦν ea 
. WASHER... . . Ew δώ) A 
. SCREW, Brazler head Phillips recess "alloy steel 10-32. . 
ae, να» 
. FAIRLEAD, Rudder control fuselage station 254.645. . . . 
ο ο ο ο ο ο tah aa ο ο” 7 
Pa WASHER o i eoa (ap vos WIE Oe RR. mo a a ia a 
. NUT. . * SN arae cus 
. PEDAL INSTALLATION, “Rudder control adjustment. " ec ο 
(see figure 173 for detail breakdown) 
. ROD ASSEMBLY, Elevator control control column. . . . . . 
to forward sector 
5 - . ROD SUB ASSEMBLY, Elevator control control column . . 
: to forward sector 
vos ΟΡΟ ἘΝΟ.. (SHA)... Ὁ 5. vov. aoc UE ο ου 





* ο ee 


oe ewe 


1 


zm 
o 


a 
o 
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H-175-52-27 


FIGURE 169 - FORWARD RUDDER CONTROL SECTOR INSTALLATION 
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INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 





SECTOR ASSEMBLY, Rudder control forward. ... 
BEARING . . . "νυν 
. SPACER, Flanged dual "bearing (ΝΑ)... . . . . 


-57 156-52447 
-58 -  AN2O1K4A 
-59 4s7-4-2625 


169 156-52490-3 SECTOR INSTALLATION, Rudder control forward. ο μη con arre ROL 
(see figure 168 for next assembly) 
-1 156-52448 . SUPPORT ASSEMBLY, Rudder control forward sector . . . . 1 
Ñ ATTACHING PARTS 
-2 AN365-428 NUT... ων sn ον A ο Me NE A. uh 
-3 ANQ60D416L M WASHERS OR Lee) NN T 
-4 AN960D416 i MAS HER O A A a o Beye OY Sap Mere ad do Va 
-5 ΑΝΩ ΤΑ A νιν. ων ὃν Ἣν ΙΕ 
-δ AN310-4 MT AA O Qao: aa μμ. 
-7 NAS54-42 . BQLT,.Close tolerance alloy steel 1/4- Bs FERES 1 
UE NUN 
-8 RL27SB8 . . LOCK RING OON) et ae Seis th uy "eoe $c Iu τῳ, αι 70 
-9 R206SH8 . . INSERT (ROSN) . $ Cei sectae dart ai cea ie ο ο το ο ο 
-10 AN316-4R e NUT. 2x e^ Ses Asp ves ο NT de: et ο νο ASQ OS 2 
-11 5B21-428-32 i BOLT, Adjustable stop (NA) >; II Ii iii lill 2 
-12 6B4 | BUTTON, Adjustable stop bolt (NANS 49 $E xc BP ds] Uu 
-13 AN365-1032 v NUT: Luo uL e LAURO CY TK he Ue τς ο MAD. d C ο ο ο ου 2 
-14 AN960D10L . WASHER. . . πο φεῦ rr δρ A 
-15 NAS221-11 . SCREW, Brazier “head Phillips recess alloy steel 10-32 . . . . 2 
-16 156-52480 . GUARD, Rudder control. forward sector. Beas errs) 8 ee! ce 1 
-17 AN364-428 o NOG A ο ο... ο ο AA τῷ a μα 1 
-18 AN24 -14 A O a e Se ce o 
-19 AN365-428 X. NUT e aa εκ eh Ua E S E ο ο E οφ ο ο CI Can ο 1 
"20 AN4-20A a- BOLT. 202 2. ο + RS τᾷ ` A ο 1 
-21 AN960D416 . WASHER. IEEE ο EE on, ΗΝ A o o Tats: 2 
-22 2W1C17-20-50 . WASHER, Plain NA) S Vw eb $. gente vous. ώς da urs 2 
-23 2W1C17-20-25 . WASHER, Plain. (NA). . . 7 οι tee Oi. tw eae δὴ ος 1 
-24 146-524129 . SPACER, Rudder control “forward sector bungee attaching. .. . 1 
-25 156-52483 . SPACER, Rudder control forward sector bungee. ος ο ὃν 1 
-26 - AN310-3 o NUT 203-9 w. ο wo R ο ONT U gel ο ve DIR ο 2 
-27 AN960-516 s “WASHER 46. 44e. 09-09 aae a ime E DS TR Des Wille lenox xen Ss se ines ee ὦ 4 
-28 AN3-24 . BOT... HIE MEET 2 
-29 175-52425-5 . SPRING ASSEMBLY, "Rudder control forward sector bungee . . . . 2 
-30 AN502-10-6 ae οι mom. www. ο cx oi ο ο ο ο ο μα εν εν 2 
-31 AN960D10L . WASHER . . . . ; ICA PUES 2 
-32 146-524124 - . PLUG, Rudder control forward sector "bungee Rn E MEE E 1 
-3 146-524132 m ὦ SPACER, ‘Rudder control forward sector bungee mounting. . . 1 
-3 AN310-4 ὁ NUDO S (oy rey Oat τῳ. es ala 5) ὧς ο 1 
-35 AN316-4R ae NDT ers Pe ᾱ- το δι ον uale Ὁ ον ah car es Ser yas dio ee fish ts Go os 1 
-36 AN960D416 - . WASHER... 6 Eo vous se ΑΒ 
-37 τος. + . HEAD, Rudder control forward sector bungee Diar a ν 1 
-38 -52477 X s SPRING, Compression. . .. S. TA La y ρου 1 
-39 175-52426 . . PLUG, Rudder control forward sector "bungee spring. .... 1 
-40 146-524121 . . TUBE, Rudder control forward sector bungee . . . . . . . . 1 
-41 AN315-4R s ο NUT. . a i s is Jar So ler ia 1 
-42 175-52428 * «ROD, Ruáder' control forward sector bungee. ee care ee 1 
-43 146-524133 2 END ASSEMBLY, Rudder control forward sector bungee . . . . 1 
-44 AN365-1032 è NUT $019 ο E E τὰ ο) ον Een a Sw, By leah O E RC e 3 
-45 ΑΝΟΘΟΡΙΟ + WASHER. ccm 
-46 AN3-5A « BOLT... κ τος it e Ye 3 
-47 146-524126 . SUPPORT ASSEMBLY; Rudder control rara “sector bungee τον 1 
-48 AN200K3L : BEARING. . . . δ s; Xe e ο 954 ο 4 
156-524 8Η n SECTOR ASSEMBLY, Rudder control forward complete. OS 1 
-49 AN365-1032 . NUT a aa δν WO. ee We UE RO DM 3 
-50 AN3-7A A aa . oe ο ο i£; "II 2 
-51 AN509-10-16 νονός." ο ο ος ο ο AES ο DER ο 
-52 AN364 -1032 X re VM. aoa wee Ue de DEO ανν έν ὃν ÁREA" . . Ds ows 1 
-53 AN23-15A s >. SCREW. « e ὁ κ 1. al ATA ο La ο ο 1 
-54 AN960D10L . . WASHER » e . "P e e.a 6 
-55 156-52481 . . LG, Rudder control forward sector bungee. ‘ κι) -ᾱ, oe 1 
-56 156-52482 a cG PLATE, Rudder control forward sector bungee attachin ES 1 
ws T 4 s 1 
"e è * 2 
ots T " * 1 
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Section I! 
Group Assembly Parts List 


AN 01-60AABA-4 
FUSELAGE (Cont) 








E-115-52-24B 
FIGURE 170 - FORWARD ELEVATOR CONTROL DIFFERENTIAL AND SECTOR INSTALLATION 
FIGURE & PART E. ue RUE E IA A Ξ---- ] UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
@ 170 175-52233 DIFFERENTIAL AND SECTOR INSTALLATION, Elevator control fwd. . . Ref AN 
(see figure 168 for next assembly) 
α 175-52233-100 DIFFERENTIAL AND SECTOR INSTALLATION, Elevator control fwd. . . Ref W 
(see figure 168 for next assembly 
-1 146-52214 . PIVOT, Elevator control fwd sector . .. . . . . . . . o o 1 
-2 AN320-6 ee, NU Tree o Ue ce: ο = δι. ο P asm c is ud & le D wi lw Ἡ ο ο ἃ 1 
-3 AN960-616 2 “WASHER: 25 ix 2 sin cei la e Wesce etes elie fee πι ge 1 











-12 
-13 


-14 


AN 01-60AABA-4 
FUSELAGE (Cont) 


ATTACHING PARTS 


AN509-10R13 
AN960D10 
AN365-1032 


169-52270 
169-52265 
AN174-36A 
ANQ60D416 
169-52253 


175-52253 
FR4-5 


PART UNITS 
NUMBER 1 23 4 5 6 7 NOMENCLATURE PER ASSY. 
AN320-4 ο A ER E "UR el A 1 
AN174-12 s uBOLT. usu lei, iR ο. το. We OS eui ο GSE c9. Leo eer Ss, eis e μὲ 1 
AN960D416 . WASHER, . . .. He ο; τα: car Ge 1 
169-52252 . ROD ASSEMBLY, Elévator “control “differential aft Ennan ter seue ie 1 
169-52252-5 - . SUB ASSEMBLY, Elevator control differential aft rod. . . 1 
AN516-6R όλο. e 9. 9 ο ο ὁ 9 5 ο 9 ὁ ο ο « IP Sa 1 
FRY . . ROD “END” (sg) loo! d XOU LE, SEE IT ESOS oS 1 
179-52242 . BOBWEIGHT ASSEMBLY, Elevator “control. ROS RI 1 
ATTACHING PARTS 
AN509-516R27 . SCREW- > κὰν ote. ο G αμ vol woh Nal κ πο NI M l 
AN509-416R29 . SCREW... aure: Ner Viet” son Awl! ο ο ο ας 2 
2W18-416 . WASHER, Flat (wa): "ΟΝ ο ο N? “Sy den RÁ 3 
AN365-428 A RR ο. 3 
Gu an ME A P 
175-52243 . BUNGEE ASSEMBLY, Elevator control fwd sector. . . * ow ws 1 
ATTACHING PARTS 
AN3-11A BOLT do a tes cR ο ο AI ο 1 
AN23-25A . BOLT. .. "c Ea 1 
2W18-10L . WASHER, Piat ΤΝ A Dont ig λος 5 
AN365-1032 e NUT qoe ο X X o δι cows ψ.- φαν Ῥίον AA 2 
wooed 
AN316-4R ντα NUD ds ove . ze WoW m) ο ο 2 
175-52250 . . ROD END, Surface control bearing A Sas, M RE ο 1 
175-52246 . END ASSEMBLY, Elevator control fwd sector bungee . . . 2 
` ATTACHING PARTS 
AN365-1032 v τα Νο νο ατομα ᾱ A RA AAA AA e SG e ANS 2 
AN960D10 jou EA ο ο ο CRA OR 4 
AN3-16A on, ἐς, ο oo. ὦ.“ ates! Ὃν ο Dentes ὦ vate κο ο gt roms? Sani 2 
eed σος 
AN365-428 We ΝΟ ie a A μις Jac E μι E A ο ο ὦ 1 
2W1AL17-26-032 . « WASHER, Plain (ΝΑ)... .............-. 2 
175-52248 š PISTON, Elevator control fwd sector bungee 2 whats ολ δν τὸ 1 
184-52251 . . SPRING, Close tolerance compression. . . . . «. s . . +. E 
175-52247 . . ROD ASSEMBLY, Elevator control fwd sector bungee . . . . 1 
175-52244 . . BARREL, Elevator control fwd sector bungee . . . . . . . 1 
AN365-428 fam NUT τὸν A ee SR) ο ος š E Fase a Set Tot ae T Ὁ 13 
AN960DÀ 16 s ¡NASHBR 2-2 ᾱ ὁ ayoa ὁ lle) cm C]. a A -ᾱ ο) ο -ᾱ 26 
AN4-7A κ ο, coy Sa vas tae Sat GP Ὁ ας ο m cs Gi Sas el eb len SIR Ὦ 26 
AN4-11A ο) BOLT 00042. ὁ ᾱ- O 19 09, cm. DEL ον 2 
AN4-6A . BOLT. . at (ier Ke. ἔφ, jede E Oh vei ο Je: Vale dna year ts 9 
169-52232 : DIFFERENTIAL ASSEMBLY, Elevator control fwd . . . . . . eà 1 
AN320-4 5o. NUT A TR ο ο ο A RR 2 
AN960D416 . . WASHER . . sU ὦ m ο Wi ο 4 
NAS464 -4-26 . . BOLT, Close "tolerance... . . a: dish “Be uh λα CRS at ee Ad 2 
160-52274-1 . . STOP, Elevator control differential. . . . IIIi] 2 
ATTACHING PARTS ` 
AN509-10R16 2x ο ie? tas ve: ο a e; οἱ οἱ 9v a ds 4 
AN960D10 ψ.. ᾧ WASHER Lo. 4o ντε e a a a 4 
AN365-1032 ὃς d ΝΟ zoe ο ο Ὁ a 7m 42-9 a lm. See fei LA 4 
160-52274-2 STOP, Elevator control differential. . .. . . . . . . . 2 
n 
4 
4 
2 
1 
2 
2 
1 


FR5 
169-52254 
AN316-5R 
AN320-9 
AN960D916L 
146-523151 
175-52233-3 
AN365-428 
AN960D416L 
AN4-6A 
ANQ60D416 
175-52202 
AN201KP12A 
AN201KP8A 


B4 
NAS428K4 -16 
AN316-4R 





. ... 9 ο 9 $5 ὁ 0... 9 $$ 9 c. 1| 9 


. SCREW. . . . . . 
. WASHER . . . ο . 
. NUT. . 


e 9 «e e c9 ο 2 oslo v‘ 
ee © © © oo ο ù i o o o 
. 


e e t n 7 © c] © © © © © © : : 


. FORK, Elevator control differential. .. 


. LINK ASSEMBLY, Elevator control differential 


BOLT . « . « « «ο « ee e ο e ww n om ο 
WASHER . . « 


ROD ASSEMBLY, Elevator control 'aifferential fwa : 
supersedes 175-52253 for future procurement 
ROD ASSEMBLY, Elevator control differential fwd . 


(superseded by 169-52253) 


. ROD END SHA) . 4. « ο ὁ * ὁ ο ὁ ὁ > 
. ROD END SHA)... 
. ROD, Elevator control “differential wi 


NUT *- Να mo ος ο Ἂς AD Αντ Ῥέα Ἔ 
WASHER. "EET . 
SUPPORT, Alleron” control "fud "sector . 
SHIM, Elevator control fwd. 


Wire οί 08] OW ο: Wale] aa ' Ὁ e 
29 o9 9 o9 ὁ t ὁ 9 9 ο ὁ n. ὁ ὁ (Qe ο 


NUT 4 403.09 c ew X ISIN moe mm. ος . 
WASHER. 6 06 ¿ad 8: a ας re de . 
BOLT ii e aa ος . 
WASHER. Ε AE Ro E le. LEM» δ. δ, κ . 
SECTOR ASSEMBLY, Elevator control fwd i 
. BEARING. . . . . es se es ww es " 
. BEARING. . . . . o de ο uoce 5 

BEARING (SHA) . . . . . . o... . : 
BOLT, Adjusting crowned hexagonal head 
NUT. ο ei $e Si Ce 


e 9 9 9 . 9 t o... 9 9 c9; 59 ο 


Section Íl 
Group Assembly Parts List 


. ο. t o9 on 
teese‘ 
eee ee 


j 


. 
Hd 


ο o 9 9 n 
ee $9 $9 ος 
. . t ot on 


o8 o9 o9 o. o9 9 ο 5$ 4 9 νο ο mo...» 
m 


Ce 
δα ee o9 f! og 9 a 8 9 9 o9 9 4 à * 5 5 
DOE RR III Eee 


USEABLE ON 
CODE 


11-11 1) LEX ELE SEEE E EEEE =EEEE 


22222 222 Z 222 
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Section li 


AN O1-60AABA 
FUSELAGE (Cont) 


Group Assembly Parts List 








B-175-58-63A 


FIGURE 171 - PILOTS CONTROL COLUMN ASSEMBLY 
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ΑΝ O1-GOAABA-4 
FUSELAGE (Cont) 


Section [| 
. Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
171 175-52101-10 COLUMN ASSEMBLY, Pilots control (see fig. 1 for next assy). . .Ref 
-1 130-52149 . CAP ASSEMBLY, Pilots control wheel O Vi αν a ub 
-2 AN996-18 « RING aa.. $4 Ξ πο ια. 
-3 130-52115 . NUT, Pilots control "wheel "retaining. ο ο OE ντο a at el See E 
-4 AN960D1416L s WASHER cs ae $4 x s O: 
-5 184-54173-2 WHEEL ASSEMBLY, “Electrical control ANE ES ος > l 
(see figure 172 for detail breakdown 
-6 130-52117 . RING, Bearing nut lock . . Sees As teed, 2d 
-T 175-52111 . NUT, Pilots control column Shaft bearing ο as ο ο ο 
-8 AN503-8-14 ο Μο ο νη — e wow ow x is vri Ὁ 
-9 AN960D8L s WASHER: uo v tw o3 te Se he e dm due Tw voie cue c e Ge UD ve a a Ὁ 
-10 AN502-10-10 s SCREW ο. ou vw E ees Wd» a ere x ad ca cod 
-11 AN960D10L . WASHER . . A . dos 5 ο ο ο. 
-12 175-52103 . COVER, Pilots control column head. : Sos ^ di ng. HENCE EE S E 
-13 AN503-8-14 a CREW na 4 1o Cel Se το τς, 3 v8 Se 99e) aie ada Gone’ E a enter Se 
-14 ΑΝΟΘΟΡΒΘΙ, io “WASHERS a ος ο ο aides e ρα η Vira, UV ορ οι T 4. πε A A 
-15 175-54711 . CLIP ASSEMBLY, Pilots control column electrical. . . . . . . . 1 
terminal block supporting lower 
-16 175-54712 . CLIP ASSEMBLY, Pilots control column electrical. . . . . . . . 1 
1 terminal block supporting upper 
-17 6-140 . TERMINAL (CIN). . . . . . . . . . RNC ο E S: 
-18 AN365-632 NU a ο τν ο ο A ο ο ο ο Ὁ Ὁ ω Ὁ 
-19 ΑΝΟΘΟΡΕΙ, so WASHER ο ο de ο c (onm v. a ανα cep ul ew Wo mU 
-20 AN526 -632R8 . SCREW. . . . ; Kus Ve cR m d ve. OS sx Ua OB 
-21 160-52109 . CHAIN ASSEMBLY, “Pilots control column. Φα weVR C. E. X OEC eom cx, UAE 
-22 130-52107 . SPROCKET, Pilots aileron control .. ο O x "ub 
-23 2W1AL85-54-91 . WASHER, Plain . (NA). ο σσ re ee fer qa a ves Ji wa ο nda de 
-24 AN202K21B $ BEARING. s vete Ec DESEE 
-25 130-52147 . SPACER, Pilots control column "bearing. de Beet μμ.” 
-26 . NAS50-206 . "RING, Internal retainer. . . DIEM αμ ο A E 
-27 130-52106 . SHAFT, Pilots aileron control. $ed E Vac X) ees a a Ub 
-28 AN365-1032 ο μμ RUE eec Se way DUE Mg a "ales ter tec dote" tlc ο EDITOS" vei fes fon c] O 
-29 AN960D10L a. WASHER... al ὃν «δις κ geo εν UM Ὁ ele! Sa ar vit ie νῷ, οι e der 1. 
-30 ΑΝ3- ΟΤΑ . BOT.... As A Ὁ 
-31 175-54715 . SHIELD, Pilots electric "stall "warning. ward. Gu TL EDU s e Ao Se ak. GE 
-32 175-54713 ν SUPPORT, Pilots electric stall warning forward . . . .. a... 1 
-33 B11FA519 . STALL WARNING (GLI) . . ς . e EN E TEE E 
-34 175-54714 . SUPPORT, Pilots electrical stall warning afb ο. ο hoe ee ὃς Ll 
-35 175-52101-3 . SUB ASSEMBLY, Pilots control column. . . . . . s . s e . . . . 1 
-36 175-52101 . . HEAD ASSEMBLY, Pilots control colum. . . . . s . . . . . . 1 
-3τ RL24SBT P. ARING E or) ei n “ay a, ualle a Yas eser qoo RUE T 
-38 . RD205SH5.5L - . . INSERT (ROSN). ES 
'-39 175-52106 . . TUBE ASSEMBLY, Pilots control column. hs. (Qn DA ο. ο. 
-40 175-52104 . . PIVOT ASSEMBLY, Pilots control column . . . . . . . . . . ο 1 
-41 RL24SB7 5 RING RON) rr 
-42 RD205SH5 .5L - « . INSERT (ROSN) , 5 a a ci By a e a 
-43 AN200KP5 - . . BEARING. . . . ο ο WI ceo Eus wr aly “bre eue MON Ie ved Ὁ 
-44 AN320-5 . NUT (magnetic inspected). . 2. 2 IIli i iiil 
-45 AN960D516 . WASHER . . . « oc ῳ «ᾱ- ca XI dec9 Wee iow De DES αἱ Tes A 
-46 AN25-26 . BOLT insane ete inspected). ΤΙ ο Ωμ ο... 
-47 AN502-10-8 . SCREW, DTI. 
-48 AN960D10 . WASHER . . . . os Sa ouk X www" Ὁ 
-49 175-52109 : GUARD ASSEMBLY, "pilots control column cable. . acre ο ο. 
-50 175-52105 . BASE ASSEMBLY, Pilots control colum . . .. . . .  . . . .. 1 
-51 RL24SB7 AO Sn TES A A 8 
-52 RD205SH5.5L 1 . INSERT (ROSN). , Lou Ee dice. mim aL te Wert ο... 
-53 AN365-624 . NUT (magnetic inspected). ο ο ο "ur iacu O ο uo c 
-54 AN960D616L . WASHER . . le, lev. ies lassi. By oe e. Val ms sw le ο 
-55 AN6A34 . BOLT (magnetic inspected). ο ngh kenapi het τα ο a fear apn 
-56 AN210-6B . PULLEY . . . . Xm ο a? War deo De i9 T € We ui ue 
-57 AN320-4 . NUT (magnetic inspected): ο wo UE we a ο ο. 
-58 AN970D428 . WASHER... s dem ^w. ο ο ο ο tata lar aga DO 
-59 AN24-12 . BOLT (magnetic inspected). . . . . . ο us sap es tal A 
-60 175-52107 . CABLE ASSEMBLY, Pilots control column “outboard aileron . . . . 1 
-61 175-52108 . CABLE ASSEMBLY, Pilots control column inboard aileron. . . . . 1 
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Section [| 


Group Assembly Parts List = 5 AN O1-GOAABA-A 
FUSELAGE (Cont) 











H-175-54-147A 
FIGURE 172 - ELECTRIC CONTROL WHEEL ASSEMBLY 
FIGURE & PART 4 UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 3 6 7 NOMENCLATURE PER ASSY. CODE 

172 184 -54713-2 WHEEL ASSEMBLY, Electric control (see fig. 171 for next assy) . Ref 
-1 AN515-4R6 A ase is. Lee cm VR. a ον ey we E ος ὃς 1 
-2 AN515-4R8 . SCREW... ee ee a W ea ee αφ 1 
175-54721-3 . CAP ASSEMBLY, “control “wheel” grip switch. ο ta jet es For πο 1 
-3 175-54773-3. + . CAP, Control wheel grip LH. . 4-7 ο Aulas e A 1 
-4 c41006 + . SWITCH, Push button momentary contact (RHS) és : <.s 1 
-5 2W1AL33-2-32 s a WASHER, Plain (NÀ). <<. νο w 6€ Wo ko wo ο 33x e ὦ 1 
-6 163 -52134-3 +, WHEEL, Pilot control . s s e-a € €» be 9790 vow ο ὁ ο a 1 
-7 AN340-6 € NUT. ο $m 0.09, Ὁ a δι AR 9 2€] ὦ ο AA Ὁ ο 4 
-8 AN935-6L .. WASHER 4 4 & ὁ ὁ 4 979 ο w 99 ο m ὁ ὃν ss 1 

-9 AN507 -632 -24 . SCREW. ... S 5 ce Jw οἱ de e cm ch; i Das Ὁ 1 à 
184-54772-2 . HOUSING ASSEMBLY, “control wheel electric switch. . . ὁ « ὁ ο 1 
-10 184-54769-2 + . CAP, Control wheel electric switch. . . . ο . . ο o... 1 
-11 184-54770 2 PIN, Control wheel electric cap... οφ V det 1 
184-54714 . . (HARNESS ASSEMBLY, Elevator trim control Switch. . . . . . 1 
184-54714-5 + >» . HARNESS SUB-ASSY, Elevator trim control switch . . . . 1 
-12 501801 $. τα . SWITCH, Double pole snap action (MSE) . οκ qe ^s 1 
-13 184-54771-2 TEES BUTTON, Control wheel electric switch . . e . . . s . ο ο 1 
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Section 11 


-6 -h 
μα Group Assembly Parts List 


FUSELAGE (Cont) 


INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


173 146-52443 PEDAL INSTALLATION, Rudder control adjusting. 
(see -figure 168 for next assembly) 





-1 ΑΝΟΙΟ-2Α . PULLEY. A ns ο sona ὁ; -ᾱ- RD Wege SA 
-2 AN210-1A . PULLEY . . ida 
' -3 146-52475 . BRACKET ASSEMBLY, “Rudder pedal adjusting cable fuselage. 
station 80. 5 
-4 146-52474 . BRACKET ASSEMBLY, Rudder control adjusting cable fuselage. . 


station 79.5 


-5 146-52476 . CABLE ASSEMBLY, Rudder pedal position adjusting. . . . . +. + 
-6 AN310-3 z NUTS y e v.s wo eoe Fleck ze mie Um NN 
-τ AN3-5 . BOLT (magnetic το NU. IE ote ere. EN 
-8 AN3-6 . BOLT (magnetic inspected ο κ ο ου FEES 
-9 AN960D10L . WASHER . . . . . < E. ο Αμ E ae ae ee 
-10 146-52498 . LINK, Rudder pedal adjusting Lo ee ee eno 
-11 6B4 : BUTTON, Adjustable stop bolt (ΝΑ) . . ο ον ceo 8) RA 8 
-19 5B21-428-16 . BOLT, Ajustable stop (NA) (magnetic inspec ed)... wee 
-1 AN316-4R . NT... ο ons. Tey vec teu Ye: [τ 
-1 146-52412 TUBE ASSEMBLY, Rudder control forward “push rt aio da 


ATTACHING PARTS 


-15' AN310-4 "EN voL TRITT ia BA 
-16 HAS Dn . BOLT, Close tolerance alloy steel 1/4-28 (magnetic inspected) 
-17 AN320- * WX XC wv XR NUN οκ σφι Ὁ “κ WEN Ao RNC CART ON SKIES ON ae νὰ 
-18 AN24-17 . BOLT (magnetic inspected). . . . s eee ee ew ee ..... 
-19 AN960D416L κ. WASHER s e a ο A ο τα, Ἡ e A ὁ -ᾱ 


. FORK ASSEMBLY, Rudder control forward push tube . . .. 
. . BEARING. . . . Pb 

FORK ASSEMBLY, Rudder control forward push tube forward 
ROD ASSEMBLY, Rudder control forward link. . . . . . +. +. + 


-20 146-52413 
-21 AN201KH A 
-22 146-52414 
-23 146-52436 

ATTACHING PARTS 


ae ee 
ee ee 


-33 146-52437-3 
34 146-52437-4 
-35  AN320-3 


-24 AN310-4 s ΜΗ, orasi "UNE E 
-25 NAS54-13 . BOLT, Close "tolerance alloy steel "aal 28 (magnetic inspected) 
-26 AN320-4 . NUT. . OW. es κ. ΟΡ νος 
-2 AN24-25 . BOLT (magnetic inspected). Efi SS" ολων 5 ορ ος A pe to 
-2 AN960D416L or. MASHER-.-. ὁ 4 V.x Dec. Co Uc A Se) le 9 ὁ 
-29 REAF5 . END, Rod (FAF) ........... A 
-30 AN316-5R αμ o4 AE ow a ar OI te ES . 
-31 146-52438 . FORK, Rudder control forward link rod 

-32 AN316-5L : ww i4 


END, Rudder control forward link rod. 
NUT. Wok] x e ARS «δώ: m τὰ a 


END, Rudder control forward link rod. . 


* o9 9 ὁ ὁ 9 ο 9 5 ο n 


-36 AN23-21 BOLT {magnetic inspected). νην 
-3 AN23-11 BOLT (magnetic inspected ww oW wo α 
-3 ANQ60D10L WASHER . . . eid 


SPRING ASSEMBLY, Pilots "brake return 
. SLIDE, Pilots brake return. . . . 
SPRING, Pilots brake return... 
ANCHOR, Pilots brake return... 


-39 146-33407 
-40 146-33409 
-41 146-33408 
-42 146-33410 


. . 9 ... 9 ο ο 5 9 «αι. 
a 9 9 9 ο . 9 9 9 ον 5$ ο 


oe 5 ο ο 9 9 
$9 $9 c9 9 a. ὁ £3 3 9 9 ο ο ο 
à * 9 9 9 o» 9 9 s. 9$ ο ο $9 5 
e. 9 9 ὁ 9 9 s. £P 9 9$ ο ο c3 9 


e 90 9 c9 9 . 9 ὁ 9 ο ο ο ο ο ? 


-43 146-52415 LEVER ASSEMBLY, Rudder control adjusting n A Pare 
ATTACHING PARTS 
-44 AN310-4 ONUDI a a ο ος ro la la ο ο. 
-45 NAS54-20 . BOLT, Close tolerance alloy steel 1/4-28 (magnetic inspected) 
-h6 AN960D4 16L  OWASHEROQ62 2 $05 ER ως dl ον αι φρο ἂν ον αρα 
Sone A 
-47 AN200KS4 a as “BEARING 6 o3 o ox 0 αμ. A US RIA a ἃν α oe ο ο 
-48 AN207D4 . . BEARING... s » c. 4 ὁ ο ο ο ο PP 
-49 169-52418 SECTOR, Rudder control adjusting ΗΝ ο τα zr $4 ον Ue 
ATTACHING PARTS 
-50 ΑΝ365- 28 ο, ΝΕ ο. ος κα a δα) ὁ) di 
-51 NAS54-7A . BOLT, Close tolerance alloy steel 1/4-28 (magnetic inspected) 
-52 AN960D4 16L Se WASHER Oz v a ας Niph ala “Set ats oe oe 
E, EXT . 
-53 AN365-428 NUT. |.. O ae ; 
-54 AN4 -7A E A 


BOLT (magnetic inspected 

WASHER . . . . . 

ROD, Rudder control forward brace. tie LH 

ROD, Rudder control forward brace tie RH 

BARREL erre alte 

LOCK ASSEMBLY, Rudder control “adjusting. 
(see figure ‘175 for detail breakdown) 


BOLT {magnet se inspected). Mee 


-55 AN4-6A A 
-56 ANQ60D4.16L : 
-57 146-524163-1 
-58 146-524163-2 
-59 AN155-228 
-60 146-52425 


ATTACHING PARTS 


FN»NOANNIE ENN PER ENN »rHFPNONNERRRPRERRP ONRAN FAN? ENNAN »NNNNNNAPNPR. e HERE 


* ee oe » . 9 5 
eo t ee 9 n. n 
eo] 9 t n. 0t n tà 
t. 9 ο n, t n 
eo 0 5 ο we α we 
5 9 t ot ο n. 

.o. 9 9] 9 n t n 
e c eee eee 


"a n5 £$ 3  » ο » 
e.. 
. 


-61 AN365-428 ee μας ο ο ο ο ο "EM 5 3 
-62 ΑΝΗ-ΤΑ . BOLT (magnetic ae s ο e ο κο. 2 

AN4-10A . BOLT (magnetic inspected). . . . .. e ee ee . . ee ees 1 
-63 ANQ60D416L . WASHER . . . . . « e o e. so ἃν Ὁ Ὁ . . . 6 
-64 146-52426 . SPRING ASSEMBLY, Rudder control adjusting. . . . . +. . +. + 1 

(see figure 174 for detail breakdown) ' 
ATTACHING PARTS ` 

-65 AN310-3 s. NUT. e δι ο «ας δι αι ὥς a RR T ον αι ᾱ 1 
-66 ΑΝ3-Τ . BOLT (magnetic inspected). . . . . . . . eee ee ee eee 1 
-67 ANQ60D10L Se WASHER o to 60 1055150989 a EES e ο ο ut ο c9 cm ren sm ο ge rid, ὁ 2 
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ο š -6 -4 
Group Assembly Parts List AN 01-60AABA 
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H-175-52-5A 


FIGURE 173 - RUDDER CONTROL ADJUSTING PEDAL INSTALLATION 
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ΑΝ 01-60AABA Group Assembly Parts List 


FUSELAGE (Cont) 





FIGURE & PART | UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 










173- © NUT I rete esie We Jw. m. cer Pipe ες οφ. DU tes iar rey CR LR 
-69 ANY-11 . BOLT (magnetic “inspected) "νιν ιν A 1 
-70 AN960D416L ως WASHER 6 0 eo eral a a A AA A REA 2 
-71 AN320-3 "ER NUT rp) ο ο a ο en λα EA € X £x 2 
-72 AN23-19 . BOLT (magnetic inspected) . . . . . . . . . . ο 2 
-73 AN960D10L . WASHER. . . TE . x EA 4 
-74 146-52401-1 . PEDAL ASSEMBLY, Ruóder control "complete LH. usw. b M 1 


(see figure 175 for detail breakdown) 
146-52401-2 . PEDAL ASSEMBLY, Rudder control complete RH. . . . . . +... + 1 
(see figure 175 for detail breakdown) 
ATTACHING PARTS 


-75 AN310-4 uuo a Sole eal ο ον ecg no η 2 
-76 NAS54-27 . BOLT, Close tolerance alloy steel 1/4-28 (magnetic inspected) 2 
: πε 
-TT 146-52416 ` . SHAFT ASSEMBLY, Rudder control adjusting torque . . . . . + 1 
ATTACHING PARTS 
-78 AN310-4 . NUT: 2 
-79 NAS54-43 . BOLT, Close tolerance alloy steel 1/42 28` (magnetic " inspected) 2 
-80 ΑΝΟΘΟΡΗ161, D WASHERS, αλ i ο ook ας να Pd ορ ο κα OUR 5-0 
-81 AN960D416 4. WASHER, ta rule a a el ο a tee Harel a e, aa Ὁ 
E M eum 
-B2 AN200K4 $ . BEARING. ... VA qu SNR μα ο Οκ ο 4 
-83 4s7-5-2.109 . . SPACER, Flanged αμα] bearing (Na) . : ccu A 2 
-84 146-52417 . SUPPORT, Rudder control adjusting torque ' shaft. νιν cepere 2 
ATTACHING PARTS 
-85 AN365-428 s CUI S ο ο ο e Ρ š ol acri. ο ος 8 
-86 ANY-7A . BOLT Mo eae MENS EH τον ο ο d 
-87 AN4-11A . BOLT (magnetic inspected) .-. . . pM 3 esac A 
-88 AN960D416L . WASHER. . . ο ο RC rr " 2 ο. s τ 12 
-89 2w1AL16-14-64 . WASHER, Plain " (NA) DERE Si, οί als E $n 5 4 
E FA 
-90 146-524164 . YOKE, Rudder control forward brace tie rod. . . . . . . s 2 
-91 146-52439 . BEAM ASSEMBLY, Rudder control walking . . . . s . +. ese eee 1 
ATTACHING PARTS j : 
-92 AN320-5 ο μα ο aR Swe? ο 3 Es Vara Be a a as Ὅλο See Ss Nao w^ Perl Yeh Ow 1 
-93 AN960D516L . WASHER. . . cx 1 
-94 AN4Y-16 . BOLT (magnetic "hspeoked) ein ον αν κως. ᾱ 
Sita 
-95 AN206DS4 s Ge “BEARING o0 209 eo cw Wou BN cee A ce μἲ ο. Ὁ 2 
-96 DW5 : BEARING (FAF) . ο ο tes ο canta er ο ο... 
-97 AN200KS4 . . BEARING. . . . . " 5 wow vw Wi μι cU, a I 
-98 146-52441-2 . BELLCRANK ASSEMBLY, Rudder control brake "RH de τας Ser AD i's 1 
146-52441-1 . BELLCRANK ASSEMBLY, Rudder control brake LH. . . . . . . +. . 1 
ATTACHING PARTS 
-99 AN310-4 es NUTS ue I ο 7e κ € (€ a ος τος Eo oo mx M. IR. ce aE ᾱ, ᾧ 2 
-100 ANO60D! 16 è WASHER. ΤῊ Aun Del Tad c - E. Ss 2 
-101 NAS334-40 . BOLT, 100° close “tolerance "high Strength "1/42 ^28 a ως, Ὁ 2 
(magnetic inspected) 
NODE ες 
-102 AN201K4A . .« BEARING. . . . A AR PLE 2 
-103 487-4-2,438 κ . . SPACER, Flanged “dual bearing "(Naj ο νο 1 
-104 156-52440 i BASE ASSEMBLY, Rudder control pedal . . . ον . . ao ss s.. 1 
ATTACHING PARTS 
-105 AN365 -428 ve NU Ds oe ee ὁ; Aem seo ve a A eee a in 7 
~106 AN4-14A . BOLT (magnetic inspected tat v.s A a rel τῶν Ye 2 
AN4-15A . BOLT (magnetic inspected) ... : ο test ο e Tace! «at fe em 2 
ANH-16A . BOLT (magnetic inspected) . . . : iier ves ane ee ος 1 
-107 ANH -TA . BOLT (magnetic {nopee een Er $t Ne S y err NE ura m 2 
-108 AN960D416L . WASHER. . . . . . . . "n 5 ὁ ο ο. ew « O 
AN960D416 è WASHER. . . . « « (1... ο ο n οι ο n uw τρ δν yov» ᾱ s Ὁ 4 
-109 AN365-1032 a ANUL x4 a A ic rs . . δὶ 65$. 73. Sur Me 3 
-110 AN3-6A . BOLT (magnetic inspected) ace ous ; By See ορ ον 3 
-111 AN960D10L . WASHER. . . . . . + £e yi > ο F Pa Aou a a eaa. 0 
ας ας 
-112 AN200K4 . . BEARING. . . . . . . . . d. ved ash leder tue Se po E 2 
-113 ΑΝΖΟΙΚΗΑ « « ΒΕΛΑΙΝΩ͂, . ... 4. ο ὁ ὁ ὁ ο * ο ο a τῇ in τω ley ar. “ᾱ $c 2 
-114 RL27SB8 . . RING, Lock (ROSN) . . . EE , os hy, a dread, Gey GP -ᾱ-. SB 
-115 R206SH8 . . INSERT (ROSN) ... .. . . . . v ge ὦ τε Bode ds S <2 
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FUSELAGE (Cont) 





H-175-52-6 
FIGURE 17! - RUDDER CONTROL ADJUSTING SPRING ASSEMBLY 
FIGURE & PART i — μμ... UNITS USEABLE 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


174 146-52426 SPRING ASSEMBLY, Rudder control adjusting. . . . . . . +. . 
d (see figure 173 for next assembly and attaching parts 


) 
-1 146-52434 . ROD, Rudder control adjusting spring link . . . . s. . . . . . 1 
-2 AN365-428 NU ca os at mtd a ala o ο aa ἃ meson Rim Wero ook 
-3 146-52429 . PLUG, Rudder control adjusting spring . . . . s . . . . . ο ο 1. 
-h 146-52428 . GUIDE, Rudder control adjusting spring. . . « . . s . . sso 1 
-5 AN364-1032 Ὃ NUE ν᾿. ves Var ὍΝ APT avon Ton ce e. e ere tad ob 
-6 146-52433 . ROD, Rudder control adjusting spring guide. . . . . . . . . . 2 
aT 146-52432 . COLLAR, Rudder control adjusting spring . . . . . . s . . s 1 
-8 146-52431 . WASHER, Rudder control adjusting spring guide . . . « . . . +. 1 
-9 146-52427 . SPRING, Rudder control adjusting. . . . . s . e s s . es es 1 
-10 AN315-3R ae NUT o ΙΙ Xo E ο ο ο LR WOCHE XE Se ELK 1 
-11 146-52430 . SLIDE, Rudder control adjusting Spring. . . . . . .. . . .. τ 
-12 2W1AL12-40-64 i WASHER; Plain (NA). s νε oa ee e ο) mom 1 
-13 AN365 -1032 PER μια ο ο De Se ο ο ο E EE 1 
-14 146-52435 . ANCHOR, Rudder control adjusting spring . . +. +. .. ὁ . . +. + 1 


emma e MM a a 
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H-175-52-7B 


FIGURE 175 - RUDDER CONTROL'ADJUSTING LOCK AND LH AND RH COMPLETE PEDAL ASSEMBLY 


| ROURE & PART $ UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 . NOMENCLATURE PER ASSY. CODE 
175 LH AND RH COMPLETE PEDAL ASSEMBLY AND RUDDER CONTROL 
ADJUSTING LOCK 
146-52425 . LOCK ASSEMBLY, Rudder control adjusting. . .'. . Ref 
(see figure 173 for next MEA: and attaching "parts 
-1 AN316-4R ὃν το NUT 2 7 es $e ND 1 
-2 6B4 « . BUTTON, Adjustable stop bolt " (Na) . ko * * " 1 
-3 5B21-428-21 + . BOLT, Adjustable arep (NA): ο Rai ο 5 1 
-4 AN310-4 - > NUT -—— E . . A 1 
-5 2W1AL17-24 -64 etr cs WASHER, Plain (NA): 4 ov x A . à " 1 
-6 146-52422 + . LEVER, Rudder control adjusting pawl. λος s; A : 1 
-7 NAS51-50 + . RING, External retainer... E å 5 * 1 
-8 146-52423 + . SPRING, Rudder control adjusting "pawl ais set i : R s 1 
-9 146-52421 e . PAWL ASSEMBLY, Rudder control adjusting . . . . . 1 
-10 AN4 -36 2s a, BOLT. ο 5 1ο " : τ 1 
-11 146-52424 e . SUPPORT, Rudder control δα justing. lock. "S 5 $ s. 1 
-12 AN201K4A e ο» + BEARING. . o... « » se ο ο ο wm vo ὁ 9 ο ο . . . 1 
-13 RBC4 © ο ο πο E . . . 1 
-14 RL27SB8 + . . RING, Lock (ROSN). oe ο ο ο ὁ ο ο ο . . . 1 
R206SH8 + . . INSERT (ROSN). . . oe ο ο ο ο ο . . . 1 
146-52401-1 +. PEDAL ASSEMBLY, Rudder control complete ΙΗ... 5 š . Ref 
(see figure 173 for next assembly and attaching parts 
146-52401-2 . PEDAL ASSEMBLY, Rudder control complete RH . š Ref 
(see figure 173 for next assembly and att ing p 


eesse 9 s 9 soa 9 os 9 t9 os t onm 0 t 5 9 ὁ ο ὁ 9 9 c De fo.» s t o o om os t ο n t 9 ο 
o 
a 
κ...» 5... ».».».͵»»..».1» $ V9 eS ο ο 0 v 


ng pa 
t hin; art 
146-52407 e . ROD ASSEMBLY, Brake control . . . +. +. +. +. +. oe 9 oe 1 
-15 AN24-13 . . BOLT (magnetic inspected) atc. fa ο ο. ex Mel aa 1 
-16 AN320-4 Bi ὁ ΗΝ Αα ας a TU IAN NG ee e ο ο 95 1 
-17 RER3N w^ eh τῷ on Rod (PAF) s e e e e 6 e ο ο * ο * νο eee 1 
AN316-4R ο . "m IDEE 1 
146-52407-3 e. Ὁ £u SUB. ASSEMBLY, "Brake "control rod. oe 4 e ο ο ο. 1 
-18 1R4-10 e . . . ROD END, Threaded riveting (NA)... oF er alee! ts 1 
-19 146-52442 - . . . END, Brake control rod. . . . . . . . HEISE 1 
-20 AN365-428 s ὁ NUT o ὁ- ὁ 5 9 e ο ο ο ο ο ο ο ο ο ο "nas. 1 
-21 146-52402-1 - > PEDAL ASSEMBLY, Brake control LH. ..... we a Se 1 
146-52402-2 + . PEDAL ASSEMBLY, Brake control RH. ..... e y tels 1 
-22 146-52449 e > « PLUG, Brake pedal: as ο ο A 9 ὁ ὁ ὁ 4 1 
-23 AN320-6 ar U- NUT A wi ow mo RI ον ee ee RA OUR Koh ας ete 1 
-24 2W1-24-22-125 » . WASHER, Plain (NA). . . ο 9 ο ὁ ο ο ο ὁ €. ο € 1 
-25 146-52405-1 + . LEVER ASSEMBLY, Brake control LH. etis n FECE E ιῳ τῷ 1 
146-52405-2 + . LEVER ASSEMBLY, Brake control RH. . . . +. +. ο et T. 1 
-26 AN2O1RÀA e > . BEARING. . . . . . oe ee ο ο e 9 ο ὁ ο 1 
146-52408-1 + . ARM ASSEMBLY, Rudder control, LH nie e oi bee wl 1 
146-52408-2 - . ARM ASSEMBLY, Rudder control RH . . . . . . Bet oe 1 
-27 AN201K10A « > . BEARING. . . . . s o ὁ o a € 91:9. E - 2 
4S7-13-0813 - > +. SPACER, Flanged dual bearing (NA). . . . d. iere es reta 1 
146-594 08-3 - >. . SUB ASSEMBLY, Rudder control arm LH. . , νο 1 
146~52408-4 - . . SUB ASSEMBLY, Rudder control arm RH... iy ον ENS 1 
-28 146-52409 - ο» . +. PIVOT, Rudder control arm upper... acta ος asa 1 
-29 146-52406 - s « . TUBE, Rudder control arm. . . . . . +. s $0 79 1 
-30 146-52410 > » >» . HORN, Rudder control. . . . ο. « « τῷ ο, 1 
-31 146-52411 - ^. . . PIVOT, Rudder control arm lower... oh an et τοὶ τῷ 1 
-32 146-52404 - . SHAFT, Brake control pedal. . . . . . . . . ο 1 


ο οπου ιο μυ A A AA AA E E A 
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FIGURE 176 - FUSELAGE FRONT SECTION SECONDARY SURFACE CONTROL INSTALLATION 
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FIGURE & 
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Section [[ 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


PART UNITS 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
175-52007 CONTROL INSTALLATION, Fuselage front section secondary nas ser Rei 
(see figure 73 for next assembly) 
No Number FUSELAGE FRONT SECTION, RH side and catapult hook secondary . Ref 
(see figure 177 for detail breakdown) 
175-58019 +. VALVE INSTALLATION, Hydraulic pressure emergency brake. . . . Ref 
selector (see figure 291 for detail breakdown) 
AN210-1B PULLEY. 4 $5774. Sei le δὶ 9 v9 a sacra «10, 
ATTACHING PARTS 
AN23-30 . BOLT (magnetic inspected) ο νι E ο ο. 1 
AN960D10L WASHER. . . . or ke Sie? ο Xo "aste" ο ο σα. 2 
AN320-3 . NUT (magnetic inspected). ο ο ο ο ter ei cals aree bay, Sete? ες 1 
AN23-42 . BOLT (magnetic inspected) E O es oe 1 
ΑΝΟΘΟΡΙΟΙ, . WASHER. . . + As a A REN 2 
AN320-3 . NUT (magnetic inspected). SC XU IURE RS ο ο venae De. Se «Ὅς ιδιο 1 
AN23-16 . BOLT (magnetic inspscted) Ssh s aho cR ien ΙΝ, ep a eae mun ae 
AN960D10L . WASHER. . . + "LE 
AN320-3 . NUT (magnetic inspected). πο ο ο ΙΙΙ qe e NT RI Ye 8 
AN23-12 . BOLT (magnetic inspected) . ................... 1 
ΑΝΟΘΟΡΙΟΙ, . WASHER. . . . We usn eie E ος e cie -ᾱ- Ve Toce 2 
AN320-3 . NUT (magnetic inspected)... ο ο eh ete iw WR To qe Tu. y 1 
AN23-17 . BOLT (magnetic inspected) $ cerae eA Ἕν pe P ο mel m. Dee Ve ue a 1 
AN960D10L . WASHER. . . . w wa e Ue: cw rer Ie DLL. uS cm X A p Se 2 
AN320-3 . NUT (magnetic inspected). ve a De» Coie Ice ο ο ah a e 1 
disi an αρα 
AN210-2B PULLEY; ο ο ο A A WOW ele tw a 20 
ATTACHING PARTS 
AN23-12 . BOLT (magnetic 1π6βρεοζεὰ)................... 2 
AN960D10L . WASHER. . . . RC mo dcn CR ο o ο ο. αρ. 4 
AN320-3 . NUT (magnetic inspected). a dE a Uy 2 
AN23-34 . BOLT (magnetic inspected) a AE απ ο ου... 1 
AN960D10L - WASHER. .-. . ο pc e iy SP cet “esis ie ET De coi 2 
AN320-3 . NUT (magnetic inspected). ο Le wel νο a e LO ο.” 1 
AN23-17 . BOLT (magnetic inspected) ais awe ο Wier Sec lena t! Gp cal ceo el ey ces eI e 1 
AN960D10L 22 WASHERS- LU ης αν eO vo ated Sel ets ate ev far xe Gi τς ep οὐ το ON 8 2 
NAS43DD3-18 . SPACER, Bolt. .. ο ο ο ee ee A 1. 19 de l1 
AN320-2 . NUT (magnetic inspected). eti ue RU ο ο ο a + A 
AN23-12 . BOLT (magnetic iHgpecven y — p ICI E. 
ΑΝΟΘΟΡΙΟΙ, . "WASHER. . . . Oe Se OR we OE ᾱς δι ο ὦ -ᾱ 4 
AN320-3 . NUT (magnetic inspected). "p ru fo Se dee fea Ὁ 
NAS43DD3-18 + SPACER, Bolt. . . A a" 2 
AN3-11A . BOLT (magnetic inspected) as 18. Get ο es Be BIE? ο πο. 
AN960D10L a WASHER: We skr oom ou -ᾱ τῳ c) lec a ο) ο ἴα, Se RU Uy φον, e 1 
NAS43DD3-20 . SPACER, Bolt. . . +. +. ,.- c 4o OR ge OD Re oe e ψ 1 
AN3-11A . BOLT (magnetic inspected]: des RESI Gu ο cese νε e Mer oe 1 
AN960D10L sy WASHER. οἱ 5. as ce21 ve) νο) duy SS Sa) Uis ER erg a ος 1 
NAS43DD3-18 . SPACER, Bolt. . . koe ο ο T ο ο SAID IT CU 1 
AN3-6A . BOLT (magnetic inspected) ο ο τν Ii GER ου «1 
AN960D10L . WASHER. . . 4^ 38: erie τών VET IM Um ο ο”. 1 
ΑΝ3-11Α . BOLT (magnetic inspected) oos ec. yor seer ley E an ο μμ.” 1 
NAS43DD3 -22 $ SPACER; “BOL Gis “aera: e a Dix COMES a a ο 1 
AN960D10L D WASHER... . Ὃν ΝΙΝ EE 
AN3-11A . BOLT (magnetic "Anspected) A ED 1 
AN960D10L + WASHER. . . . ec Wl "uw τα Tli $i qi CEU RU mU HE, τὸ, EI e "ὃς, Je 1 
AN320-3 . NUT (magnetic inspected)... S Ju. ο uie ds μας ο. 1 
AN23-19 . BOLT (magnetic inspected)... ............... 1 
AN960D10L . WASHER. . . ο) "e ws cw los Ce. O δι Lg 2 
AN320-3 . NUT (magnetic inspected). Ag). ο elc cH E UE IE 1 
------- 
146-52059 . SEAL, 3/32 cable elastic pressure . . EUIS S 
146-52082 . CLIP, 3/32 double cable seal. : ; A ας ut τω ον da ο ey 3 1 
146-52081 . SEAL, 3/32 double cable . . . a da woe . eee . . . . . . . 1 
AN23-9 . BOLT (magnetic inspected) . O c. a a -οἳ 
AN320-3 . NUT (magnetic 1ηβρεοςζεὰ).................... 1 
AN960D10L . WASHER. . . . . . . — ἴφι; α) E ἂν ee Pe οἱ ας ο οὔ. --, “ὁ 9 
146-33416 . CABLE ASSEMBLY, Emergency brake BED e ορ”. 1 
156-33414 . CABLE ASSEMBLY, Emergency brake lever . . . . . . . . . . .. 1 
AN365-1032 e^ &GNUTS ο o9 uy ο ο ο ο S" Tees cw ar^ ο eo s I Ue s 1 
AN3-5A . . BOLT... ο A ee -ᾱ 1 
4S3-10-7 +» « SPACER, Bolt (A). ea ras cu) (ὦ "ui Fal Vel at a 82 at ow 1 
AN315-3R "E E $^. cR σα a DW ce 1 
146-33424 e LINK ASSEMBLY, Emergency brake . Sie de ld E a 1 
156-33414-5 , CABLE ASSEMBLY, -Emergency brake lever, . III] 1 
146-33420 $ SPRING, Emergency brake lever return. . . .......... 1 
146-33413 . ARM "ASSEMBLY, Emergency brake lever . . . . . . 5 2 ee eee 1 
ATTACHING PARTS 
AN320-4 : NUT (magnetic inspected). dide esten dence DeC So le e ee Te De TED a ο 1 
ΑΝΟΘΟΡΗ 161, WASHER. . . VeL Tees ο Det ο ῥέα O «Ὁ 
ἌΝΘΗ -17 . BOLT (magnetic inspected) | itu! δν ων ιν λα ο ο Nat E 1 
-nat ue e 
146-52009 . SUPPORT ASSEMBLY, Secondary control handle. ... . . . o... 1 
ATTACHING PARTS 
NAS222-14 . SCREW, Brazier head Phillips recess alloy steel 1/4-28. . . . 4 
AN365-428 μπα ο E ο ο ο νυν ο 
Ἂμ, κα an FURIA 
146-33404 . CABLE ASSEMBLY, Emergency brake forward . . . . . . . . . . . 1 
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FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 ` NOMENCLATURE PER ASSY. CODE 
176-40 146-520124-3 - FAIRLEAD, Secondary cables fuselage station 156.25 ο ῃ E 1 

146-520124-5 + FAIRLEAD, Secondary cables fuselage station 156.25 upper). . 1 
-41 146-48829-3 - FAIRLEAD, Tip tank cables fuselage station 156.25 pozi oe 1 

146-48829-5 . FAIRLEAD, Tip tank cables fuselage station 156.25 (upper) . . 1 
-42 146-520126-3 . FAIRLEAD, Secondary cables fuselage sta 123-1/2 outbd eat] 1 

146-520126-5 . FAIRLEAD, Secondary cables fuselage sta 123-1/2 outbd upper 1 
-43 146-520125-3 - FAIRLEAD, Secondary cables fuselage sta 123-1/2 inbd (lower). 1 

146-520125-5 + FAIRLEAD, Secondary cables fuselage sta 123-1/2 inbd upper). 1 
-44 146-520128-2 - FAIRLEAD, Secondary cables fuselage sta 101 outboard (lower). 1 

146-520128-5 + FAIRLEAD, Secondary cables fuselage sta 101 outboard upper). 1 

146-520127-3 . FAIRLEAD, Secondary cables fuselage sta 101 inboard ee) s 1 

146-520127-5 . FAIRLEAD, Secondary cables fuselage sta 101 inboard upper) . 1 
-45 146-52022 . ROD ASSEMBLY, Control lock link. . . . . e ών ο d esu eee 1 

ATTACHING PARTS 
-46 AN320-3 - NUT (magnetic inspected). . . . . . . ... .. . LL ac eg. O 
-47 AN960D10L e WASHER, © . . . . . 2... . . . +... ο +... . www 4 
-48 AN23-16 . BOLT ic a) ο A a CE d 1 
-49 AN23-15 + BOLT (magnetic inspected) . . . . . . . .. o... . LL Ln 1 
——— € ns 
-50 REB3N - + END, Rod (FAR) s ecs so eeaeee ra depauar 2 
-51 AN316-4R - ds ο (Renee lea a ο μμ Εμ.” 
-52 146-52039 + + ROD, Controls lock link. . . . . . ... o... . . 2... 1 
-53 175-52024 . LOCK ASSEMBLY, Controls (see figure 178 for. detail breakdown) 1 
ATTACHING PARTS 

-54 AN365-428 ο Go VU See IE woke er ov veg i 

AN960D416L © “WASHERS: 4020 ose Se: dea ci ὦ Vo e Ὁ ων g a eo. eres. “o>, Le 4 

AN4-10A E: Berns (eae ER 

ANY-14A . BOLT (inboard). o... .. ooo... ... ο ο o... 2 

-----.-- 

-55 175-52033 - LOCK INSTALLATION, Surface controls forward . . uL MN EU 1 
-56 AN365-1032 ES ΝΟΕ cs ao A 
-57 AN9GOD1OL $e WASHER ο oia e Se) evita are beer at vog ΝΗ 
-58 AN509-10-14 e ver SCREW.ICS 2.3599 ο αν... DIR IE M MEE 4 

175-52034 + . LOCK ASSEMBLY, Surface control forward. . PCR E 1 
-59 AN509-10-12 * ^ lw ie CREW ος ον e-9 ἃν cm (oc “Ἕν Oe We DU S (od eo i m ox 1 
-60 146-52015 + + + KNOB, Controls lock handle . ...........2.. 1 
-61 AN320-5 Y u& ο πο ο ο seh xu v AA o d 
-62 AN960D4 16L vm -ᾱ WASHER ες 4 0594. τα a ο RR l 
-63 146-52016 SW ve ARM, Controls lock driving . . . . . . . . .. . .. . 1 
-64 146-52011 e ο Te BRACKET ASSEMBLY, Control lock handle. EA A 1 
-65 AN201K6A ih o5 e ΒΕΑΠΙΝΏ......................; 2 
-66 487-9-2.140 $19 e + SPACER, Flanged dual bearing (NA)......... 1 
-67 175-52035 os HANDLE ASSEMBLY, Controls .lock Um Cw qus Wine ne cereo 1 
-68 AN23-11 X^ ss BOUT Θα. τὸ, σεχ. εώς RSS wi ἐφ. το. e im ipit. (s E e € 2 
-69 ΑΝΟΘΟΡΙΟΙ, e" Ὁ. yi WASHER . . . . . . . . . ο «X CE 4^ ρω E Ὁ OT 2 
-TO 175-52039 os» 3 COVER, Controls lock latch . . . . . . . Word i eoa ᾱ-- e 1 
-71 NAS4C3-21 οὗ ον, ts SPACER, Bolt . . . . . . . . . . . .. ο οἱ E 4) ο 2 
-72 175-52041 s d re SPRING, Compression. . . . . . . ........ Lll 1 
-73 175-52040 ec Mil. 7$ TONGUE, Controls lock latch. . . .. . $e Ww idm GS US 1 
-74 146-48801 - RETAINER, Tip tank release handle. ........2..: ο, 1 
-75 AN504 -8-9 Ea SCREW os iin ο ο O μα as So We eet VR τν 3 
-76 146-52048 . HANDLE, Secondary control. ..........0....2.2.. 3 
-77 146-52046 + RETAINER, Secondary control handle cable. . . . . . . . . . M 3 
-78 156-33401 . HANDLE ASSEMBLY, Emergency brake. . . . . . . . . . . . ; $5 1 
-79 156-33402 + . HANDLE, Emergency brake. . . . . . . o. o... νο LL s l 
-80 156-33419 - + TUBE ASSEMBLY, Emergency brake handle. . . . . . . . . . . 1 
-81 169-33411 +. ΕΙΝ, Emergency brake handle stop . . . . . . . . . . . 2. 1 
-82 AN509-8-16 s; CUSCREW C. L6 oe to ade ας ος I Ar ολο S Wed: Lap ie. Ὁ xe ιδ ον 43M force 2 
-83 AN960D8L s L WASHERS: uiaei lan i Se. ο caes. κε ο Ue ley “ete e 2 

146-520109 + BRACKET INSTALLATION, Secondary controls fuselage sta 76.5. . Ref 
-84 146-33406 + + BRACKET ASSEMBLY, Emer brake and automatic pilot release , 2 
-85 146-48802 - . BRACKET ASSEMBLY, Tip tank release cable fus sta 81.5. o. 1 
-86 146-52051 . CABLE ASSEMBLY, Automatic pilot release forward . . . . . . . 1 
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FIGURE 177 - RH SIDE FUSELAGE FRONT SECTION AND CATAPULT HOOK SECONDARY SURFACE CONTROLS 


M € υ . —— M M € M ———— ταση φννφφή 
FIGURE δ. PART UNITS USEABLE ON 
, INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
177 No Number RH SIDE FUSELAGE FRONT SECTION AND CATAPULT HOOK SECONDARY. . . Ref 
SURFACE CONTROLS (see figure 176 for next assembly) 

-1 AN210-1B . PULLEY . . ai ο lm RE AE οπών. Epo 8 

-2 AN3-6A . BOLT (magnetic inspected). A μμ ο οτε 3 
AN365-1032 . NUT (magnetic inspected) . . . « es . eee ee ewe ο ο 3 
AN960D10 . WASHER. . ο A Deis cb RS ον 6 

-3 AN23-12 . BOLT (magnetic inspected). AS a eel ve. er Vo tena), Bi as 4 
AN320-3 . NUT (magnetic inspected) ...... « eee eee eevee 4 
AN960D10L . MASHER . . mio d ο vetas νο cat οἵα voi Ev era 8 

-4 AN3 -6A . BOLT (magnetic inspected). ο a Meee e ο Vet wl μες το tat CE EE 8 
AN960D10L . WASHER . . . +. + uu ο ο ws aN st πο χαθώ bes Ye ο 8 m 

-5 AN3-11A . BOLT (magnetic inspected). PRORSUS 1 
AN960D10L + WASHER. . οἱ ὁ, E E 9 I9. Tm pelo Ao "αν: ἵν, |; Ne 1 

-6 AN3-5 . . BOLT (magnetic inspected). νο ae Ὃν fat, ο lem tat J Bs τῳ 1 
AN320-3 . NUT (magnetic inspected) . . . « . . 4 eee ee we ee eee 1 
AN960D10L . WASHER . . ο ο ο ο © © © © © © © © © © © ο ο 9 ὁ ο ὁ ο ο f| ο 4 

-7 AN210-1B . PULLEY... . wi "ecu. a e ae 2 

-8 3810-7 . SEAL, 3/32 Cable elastic pressure (NA) "PP DECR 1 

(supersedes 11416-52059 for future procurement) 

-9 146-63236-3 . GUARD, Emergency bomb release cable bomb bay RH. . . . +. +. + 2 
AN530-8-6 . SCREW. . . . e 9 ^. à * € ^» Ó 3 5 € ὁ 9 ο ὁ ο ὁ ο ὁ ο ο 8 
A1778-823 . NUT, Sheet Spring τη ο al ee opis! ο ο “eine ce UE UR 4 
A1805-823 $ NUT, Sheet spring (TIN). . . . . . . +. zs E μι όντα 4 

-10 175-48532 . CABLE ASSEMBLY, Fus fuel drop tank manual control aft. d rs 1 

-11 175-48531 . CABLE ASSEMBLY, Fus fuel drop tank manual control forward. . 1 AD 
175-48550 . CABLE ASSEMBLY, Fus fuel drop tank manual control forward. . 1 σσ 
146-63244-36 . GUARD ASSY AND INSTL, Emergency bomb release cable RH fwd. . 1 

-12 146-63244 -25 . . GUARD ASSEMBLY, Emergency bomb release cable RH forward . 1 

-13 146-63244-13 - . GUARD ASSEMBLY, Emergency bomb release cable RH forward . 1 

-14 146-63244-9 . . GUARD ASSEMBLY, Emergency bomb release cable RH forward . 1 

-15 1175-48537 . RELEASE ASSEMBLY, Fuselage fuel drop tank manual control . . 1 AB 

(see figure 150 for detail breakdown) 

175-48537-3 . RELEASE ASSEMBLY, Fuselage fuel drop tank manual control . . 1 BW 
(see figure 150 for detail breakdown) 

169-54050-10 . HANDLE ASSEMBLY, Arresting gear control electrical illuminated 1 

-16 AN664C3 ‘ . ‘TERMINAL .... » Um d o 0. 0-191 *. ος ol we e 1 

-17 169-54051-10 + . HANDLE, Arresting gear “control. ο AA “5, ta 1 

-18 AN669L3LH > | TERMINAL . .. ο ο κ ο ο dui 23 κα 1 

-19 169- 54059 e . PLATE, Arresting gear release handle electrical illuminated 1 

-20 AN509-8-7 wa BORA IE a ὁ wh τὰ 9 

-21 AN509-8-4 « « SCREW. . . . isa ο ο ο ο ο. : OSEE E 1 

-22 AN3502-2A e . LIGHT ASSEMBLY. Qui) See dist Leni “δία, doles e) Wet een el er Wo D 1 
AN3140-327 e ῳ ARAS ΜΑ a a E bel Varaa δαὶ ο ο Tc - 3 1 

-23 169-56222 . . SHAFT, Arresting gear release. 2.4 2 ear Ὁ. οὐ GS a 1 

-24 169-54050-5 - . PLATE, Arresting gear handle. . . « . « « es «© © © © +. s 1 

-25 169-54050-18 » CABLE, Arresting gear control electrical illuminated handle 1 

-26 156-56920 : CABLE ASSEMBLY, Catapult hook intermediate . . . . . + Lx 1 

-27 146-56908 . CABLE ASSEMBLY, Catapult hook forward. . +. . s « e e >s e> où 1 


ως τς ο ο ο τω τω U ος τω οι νι ιο ο A 
329 








ΑΝ 01-60AABA-4 


Group Assembly Parts List 


Section [| 


FUSELAGE (Cont) 


16 





> y 





SAR 


No Dt 


y 


e 


2 





H-175-52-10 


FIGURE 178 - CONTROLS LOCK ASSEMBLY 
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-16 146-43105 CABLE ASSEMBLY, RH engine mix control forward 


-17 146-52036 . LOCK, 3/32 control cable... 


-18 146-43104 CABLE ASSEMBLY, LH engine mix control forward 


-19 175-52026 HUB ASSEMBLY, Controls lock πα μου κα... 
-20 AN201KP4A . BEARING. . . . +. ον «λαο 
. SPACER, Plain dual bearing (NA). S Rr e 3 


-22 45s6-6-883 SPACER, Plain -dual bearing (ΝΑ). . . . . 


HOUR PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
178 175-52024 LOCK ASSEMBLY, Controls (see figure 176 for next assembly and. . Ref 

attaching parts) 

-1 AN320-3 TENE NUT Ον e a a e A a0 A a al ος. 16 ETE 
-2 - AN960D10L er WASHER... "se. ces. So deo IE cem ren CS, nem XY foie) ων dee ees) oh te Goad s 
-3 AN3-61 &o BOLT: uo Ὁ ASE ce lw ADEL. OE αρ. S Oe sc OS RC ρ.ν "m 
-4 4S4D6-84 . SPACER, Rivet (ΝΑ)... . . . . +. o A E κ ως Uwe uy 
x5 4S4D6-74 . SPACER, Rivet (NA). . . . 2 4 4 0 . e's «« we ee tw ος 
-6 4Ss4D6-14 . SPACER, Rivet (NA). . . . . . + its a Ree ος 
-T AN320-6 Sh, NUD rura ry Jain Gar sit d, fhe Vote dor. be) 003 de vied fut ή. δῶν Ὃν. Ὦ -— 
-8 AN960D616 y WASHER. exe eov oe WO a e O9 al tee San ge EQ ὅλῳ ΦΟΝ, dey cee tmc 
-9 ANÓDD67 AS dile dep Ue TR ut US, EOD Ie os Cv. BE A μμ“ 
-10 AN320-4 ο NUT Lo ue Oat ὧν e ASE οἱ v Se IL ας, US T. δν, τὰ Mase 
-11 AN960D4 16 "E o oos AP αν tas, eg 
-12 AN4DD46 - BOLT. . E 7 è ο de ος "PP 
-13 146-52025-3 . BRACKET ASSEMBLY, Controls lock ο αἱ. hr stew de ος - αν 
-14 146-52034 . PULLEY ASSEMBLY, Secondary control drive. . . . . . x 
AN201K6A > . BEARING. . . . +. io) oA lee Ser | 56, Be Con's "us 
146-52033 . . PULLEY, Secondary. control “drive. Serie yi St rece is ee 
146-52035 + .- ARM ASSEMBLY, Secondary control drive pulle Y v eS 

-15 486-6-593 . SPACER, Plain dual bearing (NA). . de Tape 
ο es 


eo. 9 9 9 ο ο 9 59 
$9 o9 « 9 ὁ 9 5» à 9 9 0 ο c9 c5 9 * t$ 9 $9 t9 c9 * sv 9 9 9 ὁ 95 9 9 c9 c9 € 9 9 ὁ 9? 9$ ο 9 ὁ 9 9 ὁ ο c3 ο 


NNHP RP RPNHYH ENP ENE NPP RPE {19 112}! PNP ENP HEP RP RNP 1519 π! PNP RP REED 


-23 175-43058 BRACKET, Engine control cowl flap microswitch support de 
-24 BZ3YQ1T MICROSWITCH (MCS) . e$ * 0$ 262 Wo QU. yes qu ew LR ETE 
-25 175-52020 . STOP ASSEMBLY, Control lock Tu dec 1€. e S SUUM ye. ete vox 
-26 AN201KP6A . . BEARING. . . « ow ed de Su EE de e e e 
-27 4S6-6-174 . SPACER, Plain dual “bearing (ua) οι a ow iL κῶν κ 
-28 456-6-123 . SPACER, Plain dual bearing (ΝΑ) . . . . . . +. . +... tas αν 
-29 175-52032 . PULLEY ASSEMBLY, Controls lock. . . . . . . se ees E TEES. 
ΑΝΟΟΙΚΡΘΑ « » BEARING. . « « + WOCHE WU UU ο ανν Ni 
-30 146-43102 . CABLE ASSEMBLY, RH engine throttle con ntrols forward . te ey S 
-31 146-52036 + . LOCK, 3/32 control cable . . . . . . es . νο a tes κ 
-32 175-52031 . PULLEY ASSEMBLY, Controls lock. . . . +. +. +. +. . +... . wo 
-33 AN364 -1032 e 4e ΝΟΣ, ο AT τὰ EA (29 τε ἴθι δ S qe ών Ss * Wy 
-34 AN960D10L . . WASHER. . . . EE κ RAS X NA OR ᾱ- μ΄ ig 
-35 160-43027 . . CAM, Engine control cowl microswitch adjustable. . 25 us 
-36 AN3-7A €& wu BOLT wo xj. 19-217 (3 6€ «Ὁ CS; «ο DUNA 
-37 146-431011 . CABLE ASSEMBLY, LH engine throttle controls forward . a 
-38 146-52038 . CABLE ASSEMBLY, Controls lock forward . . . . . . . « "P" 
-39 146-52036 . . LOCK, 3/32 control σε τθι E AA 5x 9 -ὃ vss 
-40 175-52019 . PULLEY ASSEMBLY, Controls lock. . . . . . s . . . . o Em 
AN201KP6A . . BEARING. . . . e. Jw as (Ὁ LUN. ὃν ES 
-41 146-43103 . CABLE ASSEMBLY, Jet engine throttle control forward . ae ο 
-42 175-52018 + LINK, Controls lock . . . . . . . ο eum (qm τῷ τος 
-43 AN393-9 a PRIN & 4 Ὁ € AAA RAR c.. ... . ο; τῷ; ὁ 
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H-175-52-18A 


FIGURE 179 - FUSELAGE INTERMEDIATE SECTION SURFACE CONTROL INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
179 146-52003-20 SURFACE CONTROL INSTALLATION, Fuselage intermediate section. . . Ref 

(see figure 73 for next assembly) 
No Number + FUSELAGE STATION 362.236 SURFACE CONTROLS . . . . . . . . +. . Ref 
(see figure 181 for detail breakdown) 
No Number FUSELAGE STATION 239- -3/4 TO STATION 489 CABLE ASSEMBLY. . . . Ref 
(see figure 180 for detail breakdown) 
-1 AN210-6B PULLEY, Anti-friction bearing control . . . . . . . . . . so 6 
ATTACHING PARTS 
-2 AN26-30 . BOLT (magnetic inenecten) car d A js Sada 1 
AN960D616 . WASHER. . . . Y ο AS e ο up ο Wes de cuo ὦ 2 
AN320-6 . NUT (magnetic inspected). — Tos Ma tat WOR Le D 1 
-3 AN26-34 . BOLT (magnetic inspected) S. cetus Us cate, ώς αι ο BONO iat ae ce li 2 
AN960D616 . WASHER. . . . 221€ a is - 
483D616 . SPACER, Bolt (na) . BET aE RON qur ws OTT Ae ve? A ον 2 
AN320-6 . NUT (magnetic inspected). "νην ον Gt ee ec μμ. 2 
-4 AN26-36 . BOLT (magnetic inspected) ο ο ο ο μα. 1 
AN960D616L . WASHER. . . + D ενω E SEPTEM ER 2 
483D616-20 S SPACER, Boit (NAD S uo GG he i L eee eee OE 
AN320-6 . NUT (magnetic inspected). — Gola a iE ο ο ο μασ 1 
PRE PARA 
-5 AN210-1B PULLEY; Soe: e AR A GU ο 3-613 
ATTACHING PARTS 
-6 AN23-32 . BOLT (magnetic Tnspacpea) ad A ele: Gk ο E E A 1 
AN960D10L . WASHER. . . + a Mee UE ai ui οὔ; κῷ., ha? eee Wot τᾷ, coat qr QT IGI Dez tq. Ig) 2 
483D10-9 +. SPACER, Bolt (NA) | 5, αρ πο ο Pie! Yo! ds ο aa ala ei a iga τὸ 1 
ΑΝ320-3 . NUT (magnetic inspected). sup Ας nao iq" Met te oy des ο 1 
-7 AN23-11 . BOLT (magnetic inspected) . . s.s osoo «o o... . ee eee 6 
AN960D10L . WASHER. ... κ Be κ απ» 
ΑΝ320-3 . NUT (magnetic inspected). Hater ww Ul m le) Lav Sa) "e ter Ue ὑφ R S DEL ee le 6 
-8 AN23-29 . BOLT (magnetic inspected) . ;,..............«.. 1 
AN960D10L 5 ο ae τς é c. "GL NE IS O TEE 2 
AN320-3 . NUT (magnetic inspected). αφ ο a wea BRASS el T ο gr cu e] Tel ie ce 1 
-9 AN23-38 . BOLT (magnetic inspected) . . . . . . . . . 4... ο eee 1 
AN960D10L $ WASHER cr ac us. ο sca ores 09 Sle Len ο or Gi ο fevers ο ο ο 2 
483D10-11 +. SPACER, Bolt μα] ο dejo A ο αν ον 1 
483D10-15 « (SPACER, Bolt (NA) i. 4e 4 e Wo3c9 9. Τε Φ. eee et ada ἓν 1 
AN320-3 . NUT (magnetic inspected). . . . . . . . . ee ee ee 4r ο « 1 
-10 AN3-15A . BOLT (magnetic inspected) . . . . . . .. . «ο ο ο eee 1 
AN960D10 v WASHER.: visse ce col ο δ ο ο τα. XE Ing tos ap ie? NER aote 2 
483D10-14 . SPACER, Bolt EN E A κό ον Ὁ DE 1 
4S3D10-16 & «SPACER, BOlt (NA) cce o a er $079.09 a RI. α 1 
-11 AN23-12 . BOLT (magnetic μα en) eee ek, a. tas vba cx E 
AN960D10L . WASHER. . . . ο quc de ο ο Ὁ ο KE ca M ο. 
AN320-3 . NUT (magnetic inspected). ο ce. ο ce bes Ὁ ο μυ”. 
PESENE, οὖν ον 
-12 AN210-2B PULLEY: 4x ps e e ia il ου 
ATTACHING PARTS 
-13 AN23-17 . BOLT (magnetic lA a Ae AAA ο ον de ER 2 
AN960D10L . WASHER. . . . e à c^ 9 ο 9 ο *? « ο * à ο *s à 6 ο ο 4 
AN320-3 . NUT (magnetic inspected). Sigh hath Shoes ο ο στ ο el Mer ee 2 
-14 AN23-11 . BOLT (magnetic Suspacted] bp iste Fee RE, Bale A e Je ο) ῳ ο ὦ 3 
AN960D10L . WASHER. . +. + EA ο A ο A 6 
AN320-3 . NUT (magnetic inspected). ο ο ο πο Rs NOUO. e weve 3 
-15 AN3-17 . BOLT (magnetic inspected) . . . . . . . . . . . ee ew νο ο 1 
2W1AL14-20-40 « WASHER, Plain (NA). . . ces €.» «e» l4 9 $9. 9 Ὁ νι ο c ὁ n 2 
453D10-16 . SPACER, Bolt (NA) . a ο be den 099 9. 9 nla C Vel 22 UE Se 2 
AN310-3 . NUT (magnetic inspected). dire Cadena pc ο ο font veh ο Ses gor dures bese 1 
-16 AN23-16 . BOLT ei ie Mi ο poss ee iar des e Lies ο ere I m e ue. -ᾱ 1 
-17 AN23-20 . BOLT (magnetic inspected e 6 c» ο ο 9 9 ὁ 9 ο ^» ο * » ο ὁ of » 1 
AN960D10L + WASHER. . . A Me ἄς τῷ δω ολο, ος di der te 4 
AN320-3 . NUT (magnetic inspected). in ia Ὃς, τἂν de MR νο οσο 9 
-18 AN23-26 . BOLT (magnetic Inspected) 29 es ο ο 2 49 cay ο ο. 2 
AN960D10L . WASHER. . . LOS. eis wy ο ο ο m. οι ο uai ive SU se di 
AN320-3 . NUT (magnetic inspected). ο Sec ο enis, ο ας 1 
A mme 
-19 AN155-16L . BARREL. . . . "T "uM a E ra 
-20 175-52089 . FAIRLEAD, Surface control lock fuselage station 424-5/8 . . . 1 
upper cable 
175-52088 - SEAL, Surface control lock fuselage station 424-5/8 . . . .. 1 
upper cable 
-21 ἈΝ3-ΤΑ . BOLT (magnetic inspected) . AA ra de Lll 
ΑΝΟ6ΟΡΙΟ . WASHER. . . . i'd Ue acu rite νην ned ο atrial tg eo XD 
AN365-1032 . NUT (magnetic inspected). RE suat ο ο”. 
-22 175-43713 . FAIRLEAD, Jet throttle control "fuselage station 424 -5/8 2.) 22 1 
upper cable 
175-43712 . SEAL, Jet throttle control fuselage station 424-5/8 . . . . . 1 
upper cable 
-23 175-52087 . FAIRLEAD, Surface control lock fuselage station 424-5/8 . . . 1 
cable 
175-52086 - SEAL, Surface control lock fuselage station 424-5/8 cable “1 
-24 175-43711 » FAIRLEAD, Jet throttle control fuselage station 424-5/8 cable 1 
175-43710 . SEAL, Jet throttle control fuselage station 424-5/8 cable . . 1 
-25 175-56811 : FAIRLEAD, Arrestor hook fuselage station 424-5/8 cable. . . . 1 
175-56810 . SEAL, Arrestor hook fuselage station 424-5/8 cable. . . . . . 1 
-26 175-52261 . FAIRLEAD, Elevator control fuselage station 424-5/8 cable . . 1 
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179 175-52260 - SEAL, Elevator control fuselage station 424-5/8 cable... . 1 
-27 175-52421 + FAIRLEAD, Rudder control fuselage station 424-5/8 cable | | . 1 
175-52420 . SEAL, Rudder control fuselage station 424-5/8 cable . . . . . 1 
-28 175-52085 . GUARD ASSEMBLY, Surface control cable . wet Se DE pec de sl oe? wee VET VW 2 
-29 AN3-4 . BOLT (magnetic inspected) .............. RN 4 
AN960D10 se {WASHER S> w itt ee αγ αι wood oce waste e ete aa a 8 
AN365-1032 . NUT (magnetic inspected). . . . . . . . . 3... o... . 4 
-30 ΑΝ155-165 s BARRED σας οσο A e πι E ος ος 2 
AN320-3 + NUT (magnetic inspected). . . . . . . . .. . . . . 2. 2... 8 6 
AN23-9 . BOLT (magnetic inspected) . . . . . . . .. . LLL ο ος. 6 
AN161-16RS νο: Ao, O δν dE oso rp aor αι WI ο ὁ ον 2 
-31 146-48809 - PLATE, Tip tank release βρτ6εϑᾶετν............... 2 
-32 AN23-9 . BOLT (magnetic inspected) . . . . . .. o... . . . . 2. o... 1 
AN960D10L uu “WASHER ἐς Ke ο da oreo ος Meer vuv v Hh mii ος ο rush Tek e a tu 2 
AN320-3 . NUT (magnetic inspected). . . . . . . . .. . c. LL LL κ. 1 
-33 146-520134 . FAIRLEAD, Dual secondary cable. . . so sosoo aoa eo e a o a 2 
-34 175-52080 . FAIRLEAD, Dual secondary cable. .........0 2020 ce eae 2 
-35 146-52044 - GUIDE, Automatic pilot release equalizer pulley . . . . . . . 1 
AN310-3 - NUT (magnetic inspected). . .. . . . . . . . LLL vL vn x 1 
2W1AL14-20-40 . WASHER, Plain (NA)... . LLL Lv LLL o... P 
183D10-16 + SPACER, Bolt (NA)... .. . ...... .. VL . . 2. o... 2 
AN3-17 . BOLT (magnetic inspected) ..........0....... » 1 
-36 146-520132 + RETAINER, Emergency auto pilot release cable. . . . . . . . . 1 
AN365-632 . NUT (magnetic inspected). . . . . . . . .. . . . . . Ll 1 A 1 
ΑΝΟΘΟΡΕΙ, e WASHER; ΝΙΝ v ne tenn th qe IAS Tbh ag MID Sr "ας, ne oe 1 
AN507-632-10 . SCREW (magnetic inspected). . . . . . . .. . . . ο LL ln . 1 
-37 146-520129 . SECTOR ASSEMBLY, Emergency auto pilot release . . . . . . . . 1 
ATTACHING PARTS 
ANAHI5 - BOLT (magnetic inspected) . . . . . . . .. 2... LL 1 
AN960D416 e WASHER wre: e wo ὁ aa ta aia ο... 
PR, «πω. 
AN201K4A ὁ s. BEARING... we τς Τὶ τῳ δρ τι τς. oc IUED SZ va te οἱ Sa? ie! a 2 
486-4-0.485 + . SPACER, Plain dual bearing (NA). . . . . . . . .. . . . . 1 
-38 175-52093 + FAIRLEAD, Surface control lock fuselage station 324.5 . . . . 1 
. upper cable ; 
175 -52092 . SEAL, Surface control lock fuselage station 324.5 upper . . . 1 
cable 
-39 AN3-7A . BOLT (magnetic inspected) . . . . . . o... ......... 14 
AN960D10 e WASHER. . . . 6 6 ee ee . . ... ον ον νο νο ο νο. 28 
AN365-1032 . NUT (magnetic inspected). . . . . . . . . a . 2. 2 0... . 14 
-40 175-52091 +  FAIRLEAD, Surface control lock fuselage station 324.5 cable . 1 
175-52090 . SEAL, Surface control lock fuselage station 324.5 cable . . . 1 
-41 175-56813 + FAIRLEAD, Arrestor hook fuselage station 324.5 cable. . . . . l 
175-56812 - SEAL, Arrestor hook fuselage station 324.5 cable. . . . . . . 1 
-42 175-52316 . FAIRLEAD, Aileron control fuselage station 324.5 cable. . . . 1 
175-52315 - SEAL, Aileron control fuselage station 324,5 cable. . . . . . 1 
-43 175-52263 + FAIRLEAD, Elevator control fuselage station 324.5 cable... 1 
1175-52262 . SEAL, Elevator control fuselage station 324.5 cable ..... 1 
-44 175-52423 + FAIRLEAD, Rudder control fuselage station 324.5 cable . . . . 1 
175-52422 . SEAL, Rudder control fuselage station 324,5 cable . . . x. $ 1 
-45 146-524117 . FAIRLEAD, Rudder control fuselage station 271 cable . . . . . 1 
-46 AN3 -4A - BOLT (magnetic inspected) . . . . . . . . . . . . . . ον cease we 2 
ΑΝΟΘΟΡΙΟΙ, +. WASHER. 4.4 i v 4 3 4o. 4 v κ νι u^ Per V CE 2 
AN365-1032 + NUT (magnetic inspected). . . . . . . . . . Li Ll n πλαν ον 9 
-47 146-48809 . PLATE, Tip tank release spreader. . . . 0... .... . . . 1 
: AN320-3 - NUT (magnetic inspected). ............... dy ον 3 
AN23-9 . BOLT (magnetic inspected) . .......... . . A Maxie 3 
-48 146-43122-3 - BRACKET, Engine control fuselage station 253 upper LH. . . . 1 
AN320-3 + NUT (magnetic inspected). .. . . . .. . . . .. ων ο ο ος 2 
AN960D10L a, IMASHERI "sow Ts» ος ο δν Pal Vo o e. y DE DE WE XE Ur Mm -ᾱν κὰν ιφ 2 
AN23-38 . BOLT (magnetic inspected) . . . . . . . . E ea ae d 2 
146-523190-5- - BUSHING, 5/16 thin wall minter hoaa eae ος υπ, ος "XT 2 
AN960D10 e WASHER: a V0. € δ a a ον to cs 2 
AN393-65 sU Ρα AAA De a ὡς Sete, Een Boe TS va vm ο ο Tei 167. i. Tu was 2 
ATTACHING PARTS ^ 
AN365-428 . NUT (magnetic inspected). ................. J 3 
AN960D416L a: WASHERS 00620 ᾱ ves at os ee Bo ies Se eb ca en n oe. 9 e Se. οἱ m wg 6 
ΑΝΗ -ΤΑ . BOLT (magnetic inspected) . . . . . . .... ... LL ll 3 
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AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 





TA 








H-175-52-19 
FIGURE 180 - FUSELAGE STATION 239-3/4 TO STATION 489 CABLE ASSEMBLIES 
FIGURE & PART ; UNS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ο 7 NOMENCLATURE PER ASSY. CODE . 
180 No Number FUSELAGE STATION 239-3/h TO STATION 489 CABLE ASSEMBLIES . . . . Ref 


(see figure 179 for next assembly) 


-1 146-52099 . CABLE ASSEMBLY, Servo disconnect aft intermediate . . . . .. 1 
-2 146-52098 . CABLE ASSEMBLY, Control lock aft intermediate . . . . . . . . 1 
-3 : 146-52097 . CABLE ASSEMBLY, Control unlock aft intermediate . . . . . à 1 
-4 146-52394 . CABLE ASSEMBLY, Aileron control lock intermediate ...... 1 
-5 14046-52036 . . LOCK, 3/32 control cable . . . . es e sos a e e se ο ον 1 
-6 146-52353 . CABLE ASSEMBLY, Aileron control fuselage aft. . . . . . . . . 1 

146-52045 ^c. LOCK; 5/32 cable . e s 2. 202 3e eta ao L 
-T 146-52095 . CABLE ASSEMBLY, Servo disconnect forward intermediate . . .. 1 
-8 146-43110 . CABLE ASSEMBLY, Jet engine throttle advance intermediate. . . 1 
-9 146-52096 + CABLE ASSEMBLY, Control lock forward intermediate . . . . .. 2 
-10 146-43111 . CABLE ASSEMBLY, Jet engine throttle retard intermediate . . . 1 
-11 146-56906 . CABLE ASSEMBLY, Arrestor hook intermediate. . . . . . . . .. 1 
-12 175-52238 . CABLE ASSEMBLY, Elevator down control center. . . . . . . . . 1 
-13 175-52237 . CABLE ASSEMBLY, Elevator up control center. . . . . . . . . . 1 
-14 169-52486 . CABLE ASSEMBLY, Rudder left center control. . . . . . . . . . 1 
-15 169-52485 . CABLE ASSEMBLY, Rudder right center control.. , . . . . . . . 1 
-16 146-43107 . CABLE ASSEMBLY, LH engine throttle retard intermediate. . . . 1 
-17 146-43109 . CABLE ASSEMBLY, RH engine throttle retard intermediate. . . . 1 
-18 15456-53106 . CABLE ASSEMBLY, LH engine throttle advance intermediate . . . 1 
-19 146-43108 . CABLE ASSEMBLY, RH. engine throttle advance intermediate . . . 1 
-20 160-43115 + CABLE ASSEMBLY, LH engine mixture rich intermediate . . . . . 1 
-21 160-43117 . CABLE ASSEMBLY, RH engine mixture rich intermediate . . . .. 1 
-22 160-43116 . CABLE ASSEMBLY, LH engine mixture..lean intermediate . . . . . 1 
-23 160-43118 . CABLE ASSEMBLY, RH engine mixture lean intermediate . . . .. 1 
-24 146-48806 . CABLE ASSEMBLY, Tip tank release LH wing. .... όρο ος 1 
-25 146-48807 . CABLE ASSEMBLY, Tip tank release RH wing. . . . . . . . . . . 1 
-26 146-48808 . CABLE ASSEMBLY, Tip tank release center . . . . . ρα. 1 
-27 146-43114 . CABLE ASSEMBLY, Jet engine throttle aft . . . . . . . . . . ο 1 

146-52036 + . LOCK, 3/32 control cable . . . s . .. o... IE 1 
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H-175-52-20B > 


FIGURE 181 - FUSELAGE STATION 362.236 SURFACE CONTROLS 
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PART 


No Number 


AN210-6B 
AN26-17 
AN320-6 
AN960D616L 
AN6-13 
AN310-6 
AN960D616 
AN210-2B 
AN210-1B 
AN23-11 
AN320-3 
149-52016-3 
149-52042 
RA2258-2 
AN320-3 
AN960D10L 
AN23-17 
160-52621 
NAS51-43 
160-52622 


160-52623 


160-52620 
160-52601-5 
146-52603 
146-52604 
146-52602 
146-52609-17 
160-52601-11 
160-52613 
AN365-428 
1588Ε1 
1658E1 
yuo 18 
AN4 -7A 
AN365-1032 
AN96OD1OL 
AN315-3R 
No Number 


146-523145 
146-523133 
146-523134-5 
146-52355 
146-52356 
146-52045 
146-523127 
146-523126 
146-523128 
146-523129 
AN310-5 
AN960D516 
AN960D516L 
AN5-24 
AN5-21 
146-52611-5 
146-52610 
NAS2-201 
4B17-7-50 
4B19B5-104 
146-52617 
AN310-5 
AN960D516 
AN960D516L 
AN5-12 
ANHOH4-1 


MF36-3909-20ZD2 


175-52606-15 
175-52606-30 


:184 -52602-20 


1647E 

AN23-9 
AN23-11 
AN320-3 
146-523166-10 
146-523166-20 





ΑΝ O1-60AABA-4 
FUSELAGE (Cont) 


1 2 3 4 5 6:7 NOMENCLATURE 


FUSELAGE STATION 362.236 SURFACE CONTROLS. ... 
(see figure 179 for next assemb 1y) 

PULLEY. . . a eco 

BOLT (magnetic inspected) 

NUT (magnetic inspected). 

WASHER. . . 

BOLT (magnetic "inspected) 

NUT (magnetic inspected). 

WASHER. & # a 9 ὁ % © 9 

PULLEY. . . 


9. 9 9 t 9 ο n ο n 
es 9 ο we 5 ο n 


ee ee |] |] ο. 
oe ee ο ο we 9 n9 
9 9 4 t t] |] 09 ια: 
e 9 0 m t 9 ο n ο 
.. t ο 5 ο t| 9 o 


BOLT (magnetic '" Anspected) 
NUT (magnetic inspected). 
SPRING, Auto pilot servo disconnect cable 
CLAMP ASSEMBLY, Auto pilot servo emergency r 
FITTING, Quick detachable (ACA). S ws 
NUT (magnetic inspected). . . . . . . . . 
WASHER. . . + Witwe eL μον. 
BOLT (magnetic “anspected) | vs S we 
UNIVERSAL ASSEMBLY, Flap drive 1nboard 8 
RING, External retainer. . . . . 
. TONGUE, Flap drive shaft universal " 
πη ADAPTER, Flap drive shaft. . . a 
SHAFT ASSEMBLY, Flap drive (inboard); A 


SHAFT ASSEMBLY, Flap drive (outboard) 
. COLLAR, Flap drive shaft lock. . 


co... ὁ ot tm ] t9] 9 9 ng 0 d. 9 ὁ o9 o9 9 ος t| ο 


ha. 
SPRING, Flap drive shaft collàr. . . . . 
SLIDE, Flap drive shaft collar. . $i 
TUBE, Flap drive (outboard). . . . xs 
UNIVERSAL, Flap drive outboard (màke from A 
üpe 


: REDUCER, Flap drive shaft (outboard ) 
NUT (magnetic inspected). . .. E 
DRIVE ASSEMBLY, Flap motor gear [νον] 
DRIVE ASSEMBLY, Flap motor. gear 
WASHER. +. +. + i 3 ey 
BOLT (magnetic “inspected) 
NUT (magnetic inspected). 
WASHER. . . . 
NUT (magnetic inspected). 
POTENTIOMETER, Electric landing 


(s 


eo ο. 


. 
. . 
n 
. . 


pers 


e 9 9 9 0 . c9 9 ὁ 9 9 9 * *$ *? * * ο 9 9 ο ὁ o... 3s * 9 9 9» 0$ 9 s 5$ 9 .«<.. 
ee eee 


flap (ma: 


RETAINER, Aileron control sector cable. . . . 
RETAINER, Ailéron control.sector cable. ... 
CABLE ASSEMBLY, Aileron 
CABLE ASSEMBLY, Aileron 
. . LOCK, 5/32 cable . . ENS 
. CABLE ASSEMBLY, Aileron 
. CABLE ASSEMBLY, Aileron 
. CABLE ASSEMBLY, Aileron 
. CABLE ASSEMBLY, Aileron 
. NUT (magnetic inspected). 

+ WASHER. . . e ο ο 
. WASHER. . . "e 
. BOLT (magnetic inspected] * 
. BOLT (magnetic inspected) . 
. BUSHING, Flap actuator block bearing spacer 
. BLOCK ASSEMBLY, Flap actuator pivot universa 
+. FITTING, Lubrication... . 
- . BUSHING, Flanged press fit bronze " (NA) 
e cel BUSHING, Press fit plain (NA). . 
. SHIM, Flap actuator gear box 


ee ο ο ο 


uplock control LH 
ος control RH 


NUT (magnetic inspected). . . 
WASHER. s sc 4 4 ow 09 0$ ou 0 
WASHER. . . ES 
BOLT (magnetic inspected) ἂν 


GASKET. . « +. . 
MOTOR ASSEMBLY, Hydraulic (Vi) (dr. 
ACTUATOR ASSEMBLY, Flap inboard . 
ACTUATOR ASSEMBLY, Flap inboard . 
ACTUATOR ASSEMBLY, Flap inboard . 
ACTUATOR ASSEMBLY, Flap inboard (Wi 
BOLT eU ος as da 
BOLT (magnetic inspected κ 
NUT (magnetic inspected). . . . . . . . 
BOOST INSTL, Fus sta 36? aileron control pA 
BOOST INSTL, Fus sta 362 aileron control (see 


z 
Ee AN LEM 
d 
...... 552» 


. &. mn δ. κ...» 


e. e.o 9 ὁ pde 9 . ο 5 » 9 0 0 plo $5 9 » ν« 


e 0 9 9 9 $9 ο 9 9 9 9ο ο 9 13 ο 


No 


be pur 
from HPT) (Design Spec. No. 166- -54053-5) 
GUARD ASSEMBLY, Aileron control sector fuselage station 


control LH center wing inboard. 
control RH center wing inboard. 
lock control LH wing inboard. . 
lock control RH wing inboard. . 


wing inboard. 
wing inboard. 


Section || 
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UNITS USEABLE ON 
PER ASSY. CODE 
a, e ROL 


release spring : : 

AN271810). . . . 

edes 1481ED) . . AW [| 
EX ies Wwe dee να A Ww 
rchased. . . . 


542 


AK 
BY 
AV 


2 


9. 9 . .. ο meo. . . 0... 


4Ξ 5Ξ Τὸ τὸ 10 Ν ΝΟ π! Πὸ 4Ξ 45 4Ξ 4Ξμ! ;» Γὸ π! ΠΟ ΤΟΝ NON ERP i5 BY iB f RP LO EE ROPE ERP iB. B iS. B. [OD IO ARNO IO ENP PRP ODOWWEND HE EO E 


figure 182 
figure 182 


| 


EJE) 
Ὁ Ὦ 
Kp τν 
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40 39 41 





H-175-52-15C 


FIGURE 182 - FUSELAGE STATION 362 AILERON CONTROL BOOST INSTALLATION 








FIGURE & PART UNITS _ USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
α 18ο 146-523166-10 BOOST INSTALLATION, Fuselage station 362 aileron control . . . . Ref AS 
(see figure 181 for next assembly) 
α 146-523166-20 BOOST INSTALLATION, Fuselage station 362 aileron control . . . . Ref B 
(see figure 161 for next assembly) 
-1 No Number . SERVO, Electric (GFP) (Navy stock No. R88S0150-000 or... 1 
R88S0150-005 ) 
-2 146-520108 + DISCONNECT ASSEMBLY, Automatic pilot servo. . . . . . . . . 1 
-3 175-52325 . GASKET, Auto pilot control. . . . . . A A 
-4 146-523126 . LEVER, Aileron control auto pilot . . . ο S Eu e ce e Us 1 
-5 169-52319 - PLATE ASSEMBLY, Aileron auto pilot rigging. οκ Dak Son teh by tees 1 
-6 175-52324 . STOP, Aileron auto pilot lever. . . s re m 1 
-7 146-523117 . SUPPORT, Aileron auto pilot servo motor . | ` ORE αμ 1 
α -8 156-52534 . ROD ASSEMBLY, Aileron control auto pilot. . eS i 1 AS 











Section HI 


ΑΝ O1-60AABA-l Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER . 1 2 3 4 5 6 7 - NOMENCLATURE PER ASSY. CODE 


184-52354 . ROD ASSEMBLY, Aileron control auto pilot. . . . . s e . «ο ο 1 B 

-9 AN509-416-22 è SCREW? V p iat Ses ioc Cah He bt ο ἊΝ ο Vey be en een es epee Cs 1 
AN365-428 ὅ- eNUTUS da αν ο eat Cela y Hib Mi αν abe ο ο ο. 
AN960D416L s WASHER; ana ο ο AE Le Ot ο a ο seti cw ge Tul we θι»µ8 

-10 AN3-11 πρ..." oS Ako cas Be ale Sa ae ο OS Ce NW EDO VO c v O a 1 
AN3-12 Ww BOLD ν. το, a ey Pee par LR Shy ο ο ο ce ae AS: VE ey a οἳ 1 B 
AN310-3 wo NUT LS IE νο ᾱ SOR OE ο TR MR OG AS OO ος XT UR RT 1 
AN960D10 o UWASHER: x s ss a Ue od eU ow. aw OU a SOS EO SES 2 

-11 AN4H5 « BOS ovx Be ee Fr αν ας Se NO Tae κο μμ Sg a an ο OE oS COSE 3 
AN960DÀ 16L S WASHER sey sese MEL oi εδώ ve ον ον Pee Ue io a Nr dec OS 

-12 ΑΝΗΗΘΑ è ο se € wv. ο ον ο WIDE ο ο a e tels Due Tain e nes % 1 

-13 ANHH11A « BOLT. 4 ὁ x» 4. ox € ας Re Me AX Nc DTE 2 
AN960D416L E A ia ον ο ο 

-14 175-58709 . VALVE ASSEMBLY, Hydraulic aileron boost Ὁ τῷ xot) e s 1 


(see figure 323 for detail breakdown) 


175-58709-10 . VALVE ASSEMBLY, Hydraulic aileron boost . . . +. s . . . . . 1 W 
(see figure 323 for detail breakdown) 

15 146-523161 . SUPPORT, Aileron control boost valve fuselage station 362 . , 1 
-16 NAS54-31 . BOLT, Close tolerance alloy steel 1/4-28. . . . . . . . . . . 1 
AN310-4 ο NUT ee O AA AAA E ME ae ET Oe TA A dE 1 
AN960D416 2s WASHER. ο 47 «Ὁ Ὁ Ὁ X Ὁ SUUS" ο ver Se, πο ο. 2 
-17 ANA -7A s BOLT $04 a ad ο 2 
AN365-428 a C μ.ο O E ο νι E Tel tef Qe Goan EAE 2 
AN960D416 x "WASHER. 4:59; ὦ, οφ xw νὰ; a a δις oes re ee ee Val ee ὧν ον 4 
-18 ANA-16A z BOLE a Ὁ RA a A e "Co 2 
AN365-428 μι πο νο ο A UE Wha. A une 2 
AN960D416 Ao “WASHER πο ο A A ο ο πο eene Ve a Y 
-19 AN4-31A ge BOLTE ιν κα ο aa RS mI Shoah ewe cat σσ. 1 
AN365-428 ΜΕ on ο Aes LP Ve. CE a Nar ο ce αμα. 1 
ΑΝΟΘΟΡΗ 161, « WASHER. Ὁ... 4 2 09s -——— P Ἐξ Ὅς “Awe ο Se ο 2 
-20 AN4-11A v BOLTS iuri ος δν Set te "ο. νὰ Sete ay τες. Ὁ ο ο O Gay eet Me 2 
AN365-428 xc NUE gh να απ κ RAR, κα SS ο ra d enis fie ος. 8 
AN960D416 me WASHER es D rte i su κο a ο a aa ο ο te a 4 
-21 AN310-5 μα μμ Le ca Se: re Ne Dur her, a πο A ipt a ατα 1 
-22 AN960D516 s^ WASHERS: 21 ὦ mo mo» RUP STE o a πι. τα 
-23 AN5-35 . BOLT. . + O A DK. ree 1 
-24 146-523179 . TONGUE ASSEMBLY, Aileron control locking. s . « . « © ο ο ο ο 1 
NAS2-201 + . LUBRICATION ΕἸΤΤΊΝΩ.,.................. 1 
193 + . BEARING (HEC). . . . . . . . wv aw. ος e κ. δι C HEC E CUR 1 
-25 146-523115 . SPRING, Aileron control lock tongue return? V ος re fe cx ve 1 
-26 AN310-3 Ὁ» ANUT, ἐν anra ο Ee ra οὉ * SQUE casta oar φ Λιβίῳ, rogue Sei ger, ve 1 
-27 146-523180 . SPACER, Aileron control lock tongue Sib E ο E E A 1 
-28 146-523114 . SPRING, Aileron control lock tongue ............. 1 
-29 2W1C13-16-42 . WASHER, Plain (NA). ce SY 14 δ, jet Veh v EL WI qr Sey cet ὦ Ver e 1 
-30 AN365-1032 v. NUT: ο erre, δύω ο μα ο magi μμ. αν 8 
-31 AN960D10L ER WASHER MEC LX ο ο ο ο ον 4 
-32 AN520-10-10 + SCREW . . . . . . . e ος Tubs Je. te. αμ 2 
-33 146-523181 - STOP, Aileron control lock tongue SPS RE νο 1 
-34 146-523177 . ROD ASSEMBLY, Aileron control lock. . . . +. +. +. +. +. s s s «ο 1 
REB3N Í lu CEND, Rod (PAF) ara 3s προ ad Ge erc ter πρὸ 
AN316-4R S ete NUT. 26.4 ὁ dex ee er a nee ο ο ww ve rs 1 
-35 146-52384 . FORK, Aileron lock cable. . . . . . . ... . ee we 2. rn 2 
-36 146-52383 + LINK, Aileron lock cable. . . . . e s ο ν ee ον ο ο ν wwe 2 
-37 AN23-15 oe BOLT... Sr soi nies ot, ο o ee nia BC Gin Ὅν Gane vel NOt ο η οκ νο ον ο 1 
AN320-3 e: UD hey ae ο et ee εκ ar ἡ. Se ok de a ee Ἕν We E ο... 1 
AN960D10L >i WASHER. ο το 5) ιν, 9s um VR. ὁ Ὁ, Roi e Ways 62 Sel «δὲ. eho ww ^ er ο e 1 
2W1-13-20-94 +. WASHER, Plain (NA). . . . +... . ee eee ee eee ee eee 1 
4S3D10-9 » SPACER, Bolt (NA) ... ο ὦ. — wo. oe BOR «ον UR ο δα Rn 1 
2W1-12-20-16 » "WASHER, Plain (NA). . 4. . 4. 4 2 ὁ ο x € «ος ass 1 
-38 AN23-20 x OL ee e cae Be OR A ο A E μη AR 1 
AN320-3 & NUT e OR ee AR A NA ARAS AAA 1 
ΑΝΘΘΟΡΙΟΙ, as $ σσ μα a ο e ὑφ Ue. aks ο ο ο Te ο ο ο Jes cwn Usb 
AN960D10 . WASHER. " Grm m "m er οι ser 19e -ῳ- ᾱ- νι ο, ὁ co ο oT RV ο Mer 1 
4S3D10-9 . SPACER, Bolt (NA) MEL er 1 
2W1-12-20-16 - WASHER, Plain (NA). . ἃ . "CON dU 1 
-39 146-523159 . LINK ASSEMBLY, Aileron control boost lever. t holes Jw. BL SS 78 1 
-40 NAS54-11 . BOLT, Close tolerance alloy steel 1/4-28. . . . . . . . . . . 1 
AN310-4 $o NUT oh ο ο; τών e, ogee ο a A J 
AN960D416 S. i WASHER v 0 a ο Gop lee oes a IS tae 2 
-41 AN310-4 O A ο v ar Φα) ο A TR. Te 1 
AN960D416 . WASHER. . . . . A ον ος Vw. τος δν les el ο 1 
NAS334-20 . BOLT, 100* close tolerance high strength. Bea E oe e 1 
-42 146-523178 . SUPPORT ASSEMBLY, Aileron control lock tongue . . . . . . . . 1 
-43 AN4-6A e EBODEz: de σα ΟΡ Αν Ye, a ids ες e LOS 3 
AN960D416L "PED WASHER s ir ο O E Benes ote. RI a τονε) οἷς 3 
-44 ANA -10A e “BOLT LR RA ss X ον Ὁ slot Mor ϱ, «ὁ i ead el, 3 
AN365-428 e NUT e ο Role. o3 ο ο ο e EA de 3 
AN960D416 « WASHER; co co. ο οι ου oor pete Oi a wat deu ο Ὁ OE eet eet’ εἴ, Ὁ 
-45 : 146-523166-5 . SECTOR ASSEMBLY, Fuselage station 362 aileron control boost . 1 


(see figure 183 for detail breakdown) 
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FUSELAGE (Cont) 


ji) 








H-115-63-14A 





UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 


183 No Number FUSELAGE STATION 362 AILERON CONTROL BOOST SUB ASSEMBLY AND. . . 
LEVER ASSEMBLY (see figure 182 for next assembly) 


-1 156-52303 . LEVER ASSEMBLY, Aileron control boost valve . . . . . . > . . 1 
-2 AN206DS3 € ue BEARING; y- 5 4 ο cots ο We A ely el: e seven, τ 
-3 AN207D4 * se IBBARING. Ὁ. ο ὃς Ὁ Ὁ το 4 Wo ee a a ses ere bt UE et ce 1 
-4 AN200K5 s. Ue BEARING; X e rl a la RS o Wey a ων ji ᾳ 1 
146-523156-5 . SUB ASSEMBLY, Fuselage station 362 aileron boost. . . . . . . Ref 
-5 AN310-5 le NUR. $2... ar l9. ο Ὁ δν τῳ a a e ais 1 
-6 AN960D516 es Ser "WASHER 4 4.620976 9 La oi a iy ia ο ο De usw 2 
-τ NAS335-34 - . BOLT, 100° close tolerance high strength 1/4-28. ..... 1 
(magnetic inspected) 
-8 AN310-4 = ck MUS e o X. 039, EA ET AA A aa Ὁ ὁ 1 
-9 AN960D416 s. ke TWASHER sy ο, re ero. a ο ων Ὁ a e Déc e rca 1 
-10 NAS334-20 + . BOLT, 100° close tolerance high strength 1/4-28. ..... 1 
(magnetic inspected) 
-11 175-52310 - . ROD ASSEMBLY, Aileron boost valve fuselage station 362 . . 1 
ATTACHING PARTS 
-12 AN310-4 κ. NUS © RA αὶ A AAA 
-13 AN960D416 ao 2, ¿A E A 
-14 NAS334-13 + . BOLT, 100° close tolerance high strength 1/4-28. . . . . . 1 
(magnetic inspected) 
πο νο 
-15 175-52312 ee. ide FORK, Aileron boost valve fuselage station 362 . . . . 1 
AN316-6L OS raa Lx A, 1 
175-52311 ὅλη Jar. Me ROD, Aileron boost valve fuselage station 362. .... 1 
-16 FRA sov. ἡ. END, Bod (SHA) 2 . x 003 0e 4 3 09 £0 eo 9 e 9 5 3 α 
AN316-6R E ο i.d ο a όν Son cai wea fus xr re e ce e vede b 
-17 AN365-820 κ΄... OU τν A a te αν A el ge et A ees Br ARA 1 
-18 2W1C33-36-63 « + WASHER; Plain (NA) . . α 4.4 4 9 νο mo mo. o 1 
-19 146-523171 - . PIVOT, Aileron control sector fuselage station 362 . .. . 1 
-20 146-523170 + . SECTOR ASSEMBLY, Aileron control fuselage to wing. . . .. 1 
-21 K10A ca a. BBARING (FAF). 4 ο. Ὁ 460€ e o9 05 3 4 € € 74 moo * x 9 
-22 146-523141 + . SLEEVE, Aileron control sector fuselage station 362. . . . 1 
-23 146-523157 + + SECTOR ASSEMBLY, Aileron control wing fuselage station 362 1 
-24 K16A +. . BEARING (ΒΑΕ). .....................ι 
-25 146-523414 da πὰ SPACER, Aileron control sector bearing . . . . . . .. 1 
-26 K12A REP CN BEARING (FARE); i. e 6 ο ο sm mos ee m YU wi ο ος 1 
-27 AN365-1032 ace A AAA E AE ὁ Ae SOE ο ας ὡς SEDE 6 
-28 ANO60D10 s.c CWASHER zov. 33e 409 ῳ 97 09 ος aaa ία, o da το, Te a δν τς 6 
-29 AN509-10-10 a at MSCREW ο ο e ο Rer Re ο ο δεν Ὁ. recie eve 70 
-30 2W1A149-38-64 - ὦ. WASHER, Plain (NA) . . e e e en Se ο ᾱ- a y. e 1 
-31 146-523140 - . CHANNEL, Aileron control sector fuselage station 362 . . . 2 
guard 
-32 146-523172 + . SUPPORT, Aileron control sector fuselage station 362 . . . 1 
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ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


Section I! 


Group Assembly Parts List 





RGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
1 175-520 SURFACE CONTROLS INSTALLATION, Fuselage rear section . . . . . . Ref 

(see figure 73 for next assembly) 
-1 175-52405 + ROD ASSEMBLY, Rudder control boost follow-up. . . . e . . . +. 1 
ATTACHING PARTS ! 

-2 AN320-4 . NUT (magnetic inspected). . .  « . « 2 . . 4 . ee we ὁ ο ο 1 

-3 AN960D416 . WASHER. ; . . + + ES ELO νο aa 2 

-4 NAS464-4-14 . BOLT, Shear close tolerance (magnetic inspected). ai vob ites Go et ue 1 

—— on A 

-5 159-52219-5 - . CLEVIS, Elevator control tube. . . . RE MES 1 

26 :175-52406 ox CLEVIS, Rudder control boost follow-up POd a Wesce rs Nox 1 

a 175-52405-3 + . TUBE, Rudder control boost follow-up rod . . . . . . . . . 1 

- 175-24316 . ROD ASSEMBLY, Fudder actuator push. . . es . . s 4 ὁ s. è> 1 

ATTACHING PARTS g 

-9 AN365-820 . NUT (magnetic inspected). . . . o... ee eee e νο ο ο 2 

-10 AN960D816 . WASHER. . « .. . pos a a 28-19 ο a a uve 2 

-11 AN178-32A . BOLT ο. 1nspected) TU MES ον WV σῷ. ος «ὃς αν ος (ao cie 1 

-12 AN178-20A . BOLT (magnetic inspected) . ο κα 2x ο ου 1 

-13 175-24435 . . ROD END ASSEMBLY, Rudder actuator push rod forward HERE 1 

-14 HSBG8 + . . BEARING, Spherical self-aligning (HLF) . . . . . . . . 1 

. (supersedes 4B23- 8 for future procurement) 

-15 AN944 -101 Si ej ὧν FITTING. . . +. oS, ἴδ. Ὄφο. ὁ 1 

-16 175-24316-3 + . TUBE SUB ASSEMBLY, Rudder” control "boost 'eylinder SUNL CL EDS 1 

-17 175-24436 sg g ROD END ASSEMBLY, Rudder actuator push rod aft... . 1 

-18 HSBG8 PEDE . BEARING, Spherical self-aligning (HLF). P 1 

(supersedes !B23-8 for future procurement) 
-19 AN944-101 NI τὰ ve. SBITTINO a do AA ^ E AE RARA ϱ -ᾱ ee D 1 
-20 AN316-10 . . NUT.. ο a ο ο ο ο ο ο 1 
-21 2W11-10 A WASHER, "Tab “lock (NA). sx ος 1 
-22 175-52410 a SUPPORT INSTALLATION, Rudder control "boost cylinder αφ. ο ROL 
(see figure 187 for detail breakdown) 

-23 175-52401 . MECHANISM INSTALLATION, Rudder boost control. . . . . . . . . Ref 
(see figure 185° for detail breakdown) 

-24 175-52201 . MECHANISM INSTALLATION, Elevator boost system . . . . . . . . Ref 
(see figure 186 for detail breakdown) 

-25 AN520-10-26 . SCREW (magnetic isnpected). μα irte! bs dea e m uso uis 1 
AN960D10 . WASHER. . . eive res M ca a e A ο rias Vat I ὁ αὶ 1 
NAS43DD374 . SPACER, Screw and bolt. Ea ο ος ο ο LR CI A 1 
AN365-1032 . NUT (magnetic inspected). ο μα Xe" ο αν Roca e Ted ὁ 1 

-26 149-52016-3 - SPRING, Auto pilot servo disconnect cable |. . . . . 0. . R 1 

-27 149-52042 . CLAMP ASSEMBLY, Auto pilot servo emergency relief spring. . . 1 

-28 RA2258-2 . FITTING, Quick detach (ACA) . . . 2... 2.2 ee eee ee . . 1 

-29 AN210-2B. . PULLEY. . « wo Auk ον A ELS τὰς ο RA 1 

-30 AN23-12 . BOLT (magnetic “anspected) di ο a eA eu Ge "ου 1 
AN960D10L . WASHER. ... e s) 9 0 9 9 ο ^» a ὁ ο * 5 5 ο ο ο 9 
ΑΝ320-3 . NUT (magnetic inspected). av ca) der aot TQ νο sa? od πμ μι. 1 

-31 AN210-2B . PULLEY... ο ο e A e el Gee (Cor fe wet iaa ely a 1 

-32 AN23-11 . BOLT (magnetic “inspected ) ΙΙ cee mors qe ire ogee ae Ble 1 
AN960D10L + WASHER... -—— c Et 2 
AN320- 25 . NUT (magnetic inspected). κ. ΧΦ GbR ο ο s eua: ο ου 1 

-33 AN210-2B κ PULLEY. ... e e 9 c c ο. 9 ὁ ὁ 9 ο 9 c» o... . 1 

-34 146-52044 . GUIDE, Auto pilot release equalizer pulley. . . . . . ooo. 1 

-35 AN310-3 . NUT (magnetic inspected)... 1709-7999 ow mU. ὦ 9 e ao 1 

-36 2W1AL14-20-40 - WASHER, Plain (NA)... ong, PO τῶ; Ee as eee ana EP 

-37 48310-16 +. SPACER, Bolt (NA). 7 "Ὃν ο ο en Bote ο ο - 

-38 AN3-17 . BOLT (magnetic inspected ) bn Se Mer t eid an e νο "ian VE" wal Soe 55 1 

-39 AN320-3 . NUT (magnetic inspected). ο aa ο EE qu fag Ge 1 

-40 AN960D10L . WASHER. . . e... 9 c» 9 ὁ ὁ .........o.... 2 

-41 AN23-9 . BOLT (magnetic inspected) EE IS ας 1 

-42 AN210-1B . PULLEY. .. A RA Ns aa "9. το 1 
AN320-3 . NUT (magnetic inspected). ο ou "WU se. Du boc yii a a τῳ «ὦ -ᾱ «ὁ 1 
AN960D10 . WASHER. . . e 9 ὁ 9 à 4 ο * 9 * 9 ο ο ο * ο ο 2 
AN23-12 . BOLT (magnetic inspected) di, ο ο κ κ RES 1 

-43 146-52470 . CABLE ASSEMBLY, Rudder right aft control. . . . . . s s . . > 1 
AN365-428 . NUT (magnetic inspected). . . . . « e . ss es we we «ο ..... 1 
AN960D416 « WASHER. . . 4 ο ο ο ν ο m E ἴθ. “OOS 2 
AN4-12A . BOLT (magnetic inspected) . up ο ig sure ος La 1 

-44 146-52469 . CABLE ASSEMBLY, Rudder left aft control . . tru ώμος = oP feris rus 1 
AN365-428 . NUT (magnetic inspected). . .:.. . . . . ee ee ee we eee 1 
AN960D416 - WASHER. . . "PEE 
ΑΝΙ-19Α . BOLT (magnetic "Anspected) SA xe qe ο re Te a ο de 1 

-45 AN210-1B . PULLEY... — c LP 

-46 AN23-11 . BOLT (magnetic inspected) uu aL 4 
ΑΝΟΘΟΡΙΟΙ, . WASHER. . . « woe ele ὃς ντος e DW cw δι ο ἃ a a 4 
AN320-3 . NUT. (magnetic inspected). ο ο da o: a νι ο ο 4 

-47 146-52094 . CABLE ASSEMBLY, Servo disconnect aft. . . . . . . s . . .. 1 

-48 146-56907 ; CABLE ASSEMBLY, Arrestor hook aft . . . .. . . e s seo eo 1 
AN320-3 . NUT (magnetic inspected). ANTI RIPE 1 
AN23-9 . BOLT (magnetic inspected) ES -—-P c e UE 1 

-49 AN210-1B + PULLEY. .. ο ο να ο E neh Te T a 2 
AN320-3 . NUT (magnetic inspected). ο ο πο ο AS Ἔν O 1 
ΑΝΟΘΟΡΙΟΙ, + WASHER. . . Τίς na aa do eo ο LS E Tes ve 1 
AN23-15 . BOLT (magnetic inspected) L^ uem 2 eue eue SES en URS re “ἃ 1 

-50 AN210-6B . PULLEY. . rele d$ ο ον e; sie tat ep “er “Sze 2 
AN320-6 . NUT (magnetic inspected). "-— ODD IY τν ο ο...” 
AN960D616 a WASHEH. à. A ὃς yo CR. αν Ὁ ών AA A 2 
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H-175-52-17 


FIGURE 184 - FUSELAGE REAR SECTION SURFACE CONTROLS INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. Ἢ CODE 
- BOLT (magnetic inspected) . . Ρ š w; Ἂν uk a wg 2 

-51 AN210-1B . PULLEY... SSNS: aus v € δὲ δι οι ο wn ws 1 
AN3-6A . BOLT (magnetic inspected) Son Gh 2 pis WICHUO eV be Ero 1 

-52 AN210-6B . PULLEY. . . $ ο i tw ο g 7E s 1 

-53 AN6H20 . BOLT (magnetic ` inspected) a νι ah FC A 1 
AN960D616L Sr cCMASHER.. e RO ue» ᾱ- τς “κος A Sy -ᾱ ὧν ο ιο ιν Wr πας ee 1 

-54 AN210-6B . PULLEY. . . M "M sas 1 

-55 AN6H12 . BOLT (magnetic inspected) ο ης, Shee elc uc ande Vier A 1 
AN960D616L + WASHER. . . + + . ds aV You ο Deco M ae? SEA SAT ue 1 

-56 175-52076 . CABLE ASSEMBLY, Elevator and rudder co ontrol surface unlocking 1 

-57 1175-52240 . CABLE ASSEMBLY, Elevator down control aft . . . . . . . . eà 1 

-58 AN210-2B . PULLEY. . . 9i det s X SED o CAN ο ο” Rien 1 

-59 AN3H6A . BOLT (magnetic inspected] . EP EM 1 
AN960D10L . WASHER. . . P RES ο κ νο... 1 

-60 173232232 . CABLE ASSEMBLY; Elevator up control aft . . . . . 2 2 es 1 
AN365-42 . NUT (magnetic inspected). ae asus e Deo UR, dede det chr ὃς τς T€ Unies Y. ο 2 
AN960D4 16 . WASHER. . . δι ας AT τῷ ΟΝ οι ες a 18 
AN4-7A . BOLT (magnetic inspected) . for A a «δα uet a ὑφ Ti ^m 2 

-61 175-52077 . CABLE ASSEMBLY, Elevator servo disconnect δι. ο ο Man το 1 

-62 175-52075 . CABLE ASSEMBLY, Elevator and rudder control surface lock. . . 1 

-63 175-52074 . CABLE ASSEMBLY, Elevator and rudder control surface lock. . . 1 

-64 AN210-2B . PULLEY. . . (cech aA. a rg a ο O M X Ua Y ο 1 

-65 AN23-11A . BOLT (magnetic "1nspectea) "Mt s κ a Va "M 1 
AN960D10 + WASHER. . +. + es) fel wep AR ae ions ere say, for fen “ας PE 2 
AN365-1032 . NUT (magnetic inspected). A iiec Sh ae NEC e κ ο ο... 1 

-66 AN210-1B . PULLEY. . . σι A sel eke 1 

-6τ AN23-11A . BOLT (magnetic 'Anspected) ο de" ve rte c6 ο τῶν. περ ος Be Der «ὁ 1 
ΑΝΟΘΟΡΙΟ . WASHER. . . . + ος ae τῷ, τῶν ος ιο) abd eT αι ον te 2 
AN365-1032 . NUT (magnetic inspected). . LAE oe es Mei Sas n el ce 1 

-68 175-52073 . MECHANISM INSTALLATION, Elevator. and rudder control surface Ref 

lock (see figure 188 for detail breakdown) 

-69 146-52256 . LINK, Elevator servo disconnect spring. . . . . . . . es 1 
AN365-1032 . NUT (magnetic inspected): E E σε» c ate ds s ὃν s T 
AN960D10L . WASHER. : . . RUP Ee ds e E ae ase ες 2 
NAS221-9 +. SCREW, Brazier head Phiniaps” recess 10- 32 (magnetic inspected) 1 

-70 AN210-2B . PULLEY... V. ute RD ο ο ος 1 

-71 AN3H6A . BOLT (magnetic “anspected) | d^ Sa, Tay) ο at ae o eee ο” 1 
AN960D10 s. WASHER. uomo.) τὰ. “ὁ ves ep dm TR ue c gel oe Ve (eu; a τῶι e a a 0€ 1 
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FIGURE 185 - RUDDER BOOST CONTROL MECHANISM INSTALLATION 
344 








175-5240 


AN4 HY 
ANYH5 
AN960D416L 
156-52477 
No Number 


AN502-8-10 
AN960D8L 
175-52325 
146-520108 
AN663C2 
AN664C2 
146-520108-3 
No Number 


AN365-428 
AN960D4 16 
ANA-14A 
AN4 -15A 
156-52402 
156-52404 
REAFLS 
AN316-5L 
156-52302 
AN316-5R 
156-5201 
AN310-4 
NAS54-35 
NAS54-10 
AN960D416L 
175-52403 
AN365-428 
AN509-416-22 
AN960D416 
175-52408 
AN320-3 
AN386-18 
AN975-3 
AN310-4 
146-52457 
146-52456 
AN201K4A 
AN200KS4 
146-52450 
AN201K8A 
AN201KYA 
175-52404 


Lao ὁ, Ὁ» Ὁ 


AN 01-60AABA-4 
FUSELAGE (Cont) 


NISM IN A b ro 
(see figure 184 for next assembly) 
BOLT [ρε inspected). ....... 


BOLT (magnetic inspected). c ο 
WASHER . . . . 
BASE ASSEMBLY, Rudder “auto pilot servo mo 
or R88S0150-005) 
SCREW (magnetic inspected). . . . . . « 
WASHER . . . . En 
GASKET, Auto pilot control A] v a 
DISCONNECT ASSEMBLY, Automatic pilot ser 
. TERMINAL. . 4 ο . 9. « $909 9 $ 9 . 
. TERMINAL. . . « « E 
. CABLE, Automatic pilot servo 'aisconnec 
š DISCONNECT, 
(PR) 

NUT (magnetic : 
WASHER. os οί ὃν e 3 ie S . 
BOLT peo ie κρ Ia 3 
BOLT (magnetic inspected e . 
LEVER, Rudder auto pilot control » 
ROD ASSEMBLY Rudder auto pilot contr 
. ROD END (FAR). . . . . . ων ως 
e NUT 5s . 

BEARING, “aileron "control "push pull rod 
. NT... SR UC 
. ROD, Rüdder auto “pilot” contro MO ES 
NUT (magnetic inspected). . . š 
BOLT, Close tolerance alloy steel αι» -28 
BOLT, Close tolerance alloy steel 1/4-28 
WASHER ... 
MECHANISM ASSEMBLY, “Rudder boost control 
. NUT (magnetic inspected) ο αν a og 
. SCREW (magnetic ας, ο, ds dis 
WASHER. . . 
SUPPORT, Rudder auto “pilot. control rod 
NUT (magnetic inspected) . sc 
P 


inspected). . . 


rol. 


. 


IN 

WASHER (magnetic ERRE s 
NUT (magnetic inspected) . . . . 
SHAFT, Rudder control boost torque. 
LEVER ASSEMBLY, Rudder control boost. 

t GBEARING; ie) co. vo. {sebelah ὦ δι. Ve 

. BEARING. . i . 

SECTOR ASSEMBLY, "Rudder control boost 

se ¡BEARING. 2.2 2 39 2 ca eo ee 

. BEARING. . . . 

SUPPORT ASSEMBLY, Rudder control boost se 


. 
oe 
. 
. 


. 
. 
. 


ATTACHING PARTS 


AN365-428 
ΑΝΩ ΤΑ 

ANY -10A 
AN960D416 
AN4-6A 
AN960D416L 


AN2O1KP4A 
AN200KP4 
AN316-4R 
175-52414 
146-52459 
AN316-4L 
146-52460 
AN4-10A 
ANQ60D416L 
175-58721 





NUT magnetic 
BOLT (magnetic 
BOLT (magnetic 
WASHER . . . ra" 
BOLT (magnetic inspected). 
WASHER . . « . . 4... se eee 


inspected). 
inspected). 
inspected). 


9 5 ο 9 n ng: 
ee ο t on n 
. 


BEARING . . « 2 ὁ ο »:««»ι«:α. 
BEARING ouk ako. eae a Rw Ae 
NUT 20i ο the ο ο eae ὦ ie de 
ROD ASSEMBLY, Rudder control boost valve 
. ROD, Rudder control boost valve . . . 

. NUT. " 
P FORK, Rudder control "boost "valve “rod. 
BOLT (magnetic inspected). ....... 
WASHER ... . 
VALVE ASSEMBLY, "Hydraulic "rudder boost " 
(see figure 320 for next assembly) 


SERVO ASSEMBLY, Electric (GFP) (Navy stock No. R8ŜS 


vo 
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PPP 
oe «ο . 


ünting. 


t assembly. 


magnetic 


. ee 


e .. 9 ο ο» ο ο 2: » 
o... ο ο 


.. . oo. t 9 9 9.5 ο 9 ὁ ο ο 


o.. o9 0 9 9 +... ο 9 ο ο 3 . 


(magnetic 
c 


. o... ot o9] 9 9 9 9 oa 3» ο * ο 9 59 
e 9 39 $9 9 9 5 ὁ 9 c |] 5 | [1 9 ο ο 


PX 


. 
tor 


.o. $9 ο 5 
eo ο ο. ο 
oe 9 9 we 
oe ee ο 

se ee 


Servo type DQ8 (GFP) (Navy stock No. R88D1 


$e 9 +... 9 9 c9 0 5 o... ο r$ i$; 


0150-000, 


34 








UNITS USEABLE ON 
PER ASSY. CODE 
, 4 
; 6 
. 1ο 
: 1 
1 
; 4 
à 4 
; 1 
" 1 
x 1 
. 1 
f 1 
) 1 


inspected 
inspected 


e . 9 0 o9 9 . o 6 5 o... ος ια 


: Ὁ : 
H[HOD)OPHHHBREHH ». ROMO HIONIHIH IH IH E E |AEPIPIBIIIH ία |I 15} HH REE γε» HIT TO 
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FIGURE 186 - ELEVATOR BOOST SYSTEM MECHANISM INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
186 175-52201 MECHANISM INSTALLATION, Elevator boost system. . . . . . . . . . ner 
(see figure 184 for next assembly) 
-1 175-52212 . HORN ASSEMBLY, Elevator control . . kr rao ce e LR ο HE C E 1 
-2 AN207DP10 . . BEARING, Ball double row heavy duty anti-friction air. . .. 1 
frame 

-3 A6 . . BEARING (SHA) . ο det ο ο ο ο μμ.) 

-4 175-52212-3 . \. HORN, Elevator control "νην ιν, A 1 

-5 AN310-4 | Nur (magnetic inspected) . . . . . . .. . . . . .. . . κ . . 2. 1 

-6 AN960D416 . WASHER. . . A RA AN 2 

-τ . AN174-13 . BOLT (magnetic inspected] RI deese “aie on Au tr mat QUAS te ved ο. 

-8 AN320-10 . NUT (magnetic inspected) . . ος ονομα anda? Ὁ Fee οἰῶ; ν. ὦ 1 

-9 AN960D1016 . WASHER. . . ο e eve Alb ex ο ο t hw rs 32 
-10 AN180-24 . BOLT (magnetic “inspected) ; Wu Ls. EN AE i BP Mae DEX BE ons 1 
-11 175-52216 . LINK ASSEMBLY, Elevator boost Nr RM FE ES CT ες, τς 1 
ΑΝ320-6 . NUT (magnetic anepected) - νο πμ Be Her es . 2 

AN960D616 . WASHER. . . Sow ud Ὁ merue ce Δι te deles ci ue cep ds T d 

146- 592959 . BOLT, Elevator booster link . . . . . . pee eee κο A 2 

-12 175-52215 a BELLCRANK ASSEMBLY, Elevator boost. . . . . s s e © © ee so 1 


cylinder hinge 
-13 RBC6 . BEARING T αν EIA ote 
-14 AT-7 . BEARING TOR) .... - 
-15 > 175-52208 . SPACER, Elevator bellerank bearing 
6 A6 | BEARING (SHA)... i 
-17 175-52215-3 . BELLCRANK, Elevator boost 'eylinder ws 
hinge 


e... .. 
Νο ot ο 
oe eae 
oe eo 5 
. . . 
se es ee 
ee eee 
ο. 
. 

. ο ο ος 
Pree 


-18 AN365-720 . NUT (magnetic inspected) 2409 e so ra ji a dls l 
-19 AN960D716 o> μμ ο ar ο ο ο ο ia ο E. 
-20 AN177-35A . BOLT AA ανν He . ο uo ο” 1 
-21 AN320-6 . NUT (magnetic inspected) . . . . . . . . « Dou Uie e. le ο d 
-22 AN960D716 . WASHER. . . Wo e te ee, ar wo € dei AE! a Ene Tp. «ἃς (ντος ο. 1 
-23 NAS464 -6-13 . BOLT, Shear close tolerance (magnetic inspected). . . . . . . 1 
-24 AN365-428 . NUT (magnetic inspected) . . . . .. .. 4... 2l ο ο e' 1 
AN960D/116L . WASHER. . . E "RET FE arr 2 
AN4-10A . BOLT (magnetic daspeoted] OS e a ο. 
-25 AN365-428 . NUT (magnetic inspected) . . . . . . ..... ee ee ee ο n 2 
AN960-416L . WASHER. . . CIMA 4 
AN4-6A . BOLT (magnetic inspected). ΙΟ ase, eta Sd e ο”. 
-26 146-52240 . BRACKET, Elevator control valve . . . . s.m docu. Cu! ο” 1 
-27 NAS464-4-16 . BOLT, Shear close tolerance (magnetic inspected). . . . . . . 1 
AN960DH 16 . WASHER. . . SOR ge ο ο ene, LES UR ---- " 
AN320-4 . NUT (magnetic inspected) "νυν νιν ο e cepe wo d 
-28 AN310-4 . NUT (magnetic inspected) . . . . . . . 4 4 4 we ee ο . . 1 
-29 AN960D416L . WASHER, . . odes dr ue . Ss area uo wi ts l. 
-30 NAS334-14 . BOLT, 100° close tolerance "high stre ngth "JU Ba Ὢ 
(magnetic inspected) 
-31 175-52214 . LEVER, Elevator control auto pilot. . . . . . ee s e 4 e 1 
-32 AN502-8-6 NECS mE cc -————-———UÉ ae A 
-33 AN960D8 ~ WASHER. . p ooo e Lg rale "ean ise. ἀργὴν 4 
-34 146-520108 n DISCONNECT ASSEMBLY, ' Auto pilot Servo ο t iet Texte 1 
-35 AN664C2 . . TERMINAL... αμ wan ο ο 1 
-36 146-520108-3 . . CABLE, Carbon- steel. QR di μυ”. ο cap Meat ONE ο 1 
-37 AN663C2 i> axe TERMINAL a e rd ο τῶι ναὶ eae 1 
-38 No Number js DISCONNECT, No. “1 servo pioneer type No. .DQ8 (GFP) .... 1 
(Navy stock No. e pioneer Ὁ . 
-39 AN4 -6A . BOLT (magnetic inspected) . . . . . . ee ee eee eee 4 
AN960D416 . WASHER. . . ua 4 6) ae δν IN A φως δι dd 4 
-40 146-52237 . SUPPORT, Elevator auto “pilot. servo. 25 D uve] ο. 1 
-41 AN4H5 . BOLT (magnetic αεί Sate avem Ule psu. att πὸ “Ἔξω G 
-42 ΑΝΟΘΟΡΗ16 . WASHER. . . +. τς ο φαν Fa ae onec ο a vele κ ον O 
-43 175-52325 . GASKET, Auto pilot "control. ; ACE NEN 1 
-44 12359-1A . SERVO, Electric (GFP) (Navy stock No. R885 150) (PR). . . . . 1 
-45 175-52210-5 A SECTOR ASSEMBLY, Elevator boost control . . . . . . . aay ἐν 1 
-46 AN364-1032 . . NUT (magnetic inspected). MD PER 2 
-47 AN975-3 . . WASHER . . 4, «e sie 6. cor 9L τὰ ο ἃ ο, MO 6- 4 2 
-48 AN386-1-11A . . PIN (uegnetas ΠΠ ο ο @ Se ο “ο... 
-49 AN386-1-7A . . PIN magnetic inspected s 3s τον E ker ca Veteri e etas 16h te H 
-50 184 -52215 . . SHAFT, Elevator control boost torque acier c ue ρα Te tei ὦ 1 
175-52211 . . LEVER ASSEMBLY, Elevator control boost follow-up . . . +. + 1 
-51 Bh Z | . BEARING (SHA). . . . Kaui Pda, ap le ον ας, .' 
-52 175-52211-3 . . . LEVER, Elevator control boost follow- “UP . a 27. ὁ 9 : « 1 
175-52231 . . SECTOR ASSEMBLY, Elevator control boost. . . . . . . . . o 1 ᾿ 
-53 AN200KP5 i -3 .- BEARING .. ο 22 ὁ ο 9 de A A pe ce (ιο 1 
4s7-8-1.415 . . . SPACER (NA). . . . . . c ete. Bedam ve ab na CS 
AN207DP5 a^ Ἢ co BEARING a e a a a TA ORAS ἃ 1 
-54 AN201KP8A . . . BEARING . . . . LEE 2 
-55 AN320-5 . NUT (magnetic inspected). . νιν ουν 1 
-56 AN960D516 . WASHER. . . . $i. Be as wo wt ὃς ὃς Va! jer Del fel ve d UC ce αν d 1 
-57 AN25-52 . BOLT (magnetic inspected) νον. mea ra? 387. uU Ne ρου 1 
-56 AN320-4 . NUT (magnetic inspected) . . . . . . . δ τὰν NOMEA id res Qe tee hat te 2 
-59 AN960D416 . WASHER. . . "LI "IINE X ee E s peg τὲ 5 
-60 NAS334-21 . BOLT, 1005 close "tolerance high strength 1/5228 . . . . . . . 1 
(magnetic inspected) 
175-52203 . ROD ASSEMBLY, Elevator control boost follow-up. . . . . . +. + 1 
-61 FRY SoN END, Μο ο 9 ο ο E e e AL 
AN316-6R e s uer AD Te 5 an Ge 7 a irae a 1 
-62 175-52203-3 τ ROD, Sub assembly elevator control boost follow- lup iat ghee vs 1 


-347 





Section II 


Group Assembly Parts List 


AN 01-60AABA-4 
FUSELAGE (Cont) 


-ο- Ee AE ee E A SRE O RA ed pd 








FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
186 160-52235 . . . END, Rod elevator control boost follow-up. . . z 1 
160-52258 ς A FORK, Elevator control boost follow-up . . y κ 1 
156-52296 ` ROD ASSEMBLY, Elevator auto pilot boost. . . . . . . ; 1 
-63 RE!FLS . . END, Rod (FAF). a Ae MR v Rdegg ποιοι αν ge s E 1 
AN316-5L . . NT.... x m a 2 
-64 156-52294-3 . . ROD, Elevator valve and auto pilot control. Swe a 3 1 
-65 146-52258 . . END ASSEMBLY, Elevator auto pilot servo rod... E xx 
-66 175-52206 . ROD ASSEMBLY, Elevator control boost valve . . . . . 2 1 
-67 175-52204 + . FORK, Elevator valve control rod. . . . . . . . . š 1 
-68 AN316-6L - RN IND E n eio A QUO a] RU SUE ια ᾧ : 1 
-69 1175-52207 P ROD, Elevator valve control . ; ES z s 1 
-70 AN316-6R a . NUT. CN ο, ο Mn Velen et ES 5 TEE < : l 
-T1 FR4 DO. END, Roa’ (SHA) 2 2 DDD Dif! — A š 1 
-72 AN174-13 . BOLT (magnetic prepasted Bo nds 3 cdt 5 1 
-73 AN310-4 . NUT (magnetic inspected nop ‘3 1 
-74 NAS464-4-11 . BOLT, Shear close tolerance (magnetic inspected) s 1 


y 
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FIGURE 187 - RUDDER CONTROL BOOST CYLINDER SUPPORT INSTALLATION 





FIGURE & PART UNITS USEABLE OM 
EX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
187 175-52410 SUPPORT INSTALLATION, Rudder control boost cylinder. . . . . . . Ref 
(see figure 184 for next assembly) i 
-1 175-52409 . SUPPORT ASSEMBLY, Rudder control boost cylinder . . . « . . . 1 
ATTACHING PARTS 
-2 AN320-5 AA A a te co wo ο ο ee 1 
-3 AN960D516 . WASHER. . . ww Tel e cs . ο ee ee οὶ να 2 
-4 NAS464-5-17 . BOLT, Shear close tolerance a τν ME AC ὃν. De; ον ia 1 
-5 AN320-4 a NUP V xw RA ap we RA AA T = LA ν.δ ὅ 2 
-6 AN960D416 . WASHER. ..... -————P PPM M 
-7 NAS464 -4-13 . BOLT, Shear close tolerance ου. i. “Sas ita Σων 2 
-8 AN207DP8 : ὁ- s BEARING. Ade a κας a ολ ares -ᾱ- 4) 8 ο ο πα 1 
-9 175-52416 PIN, Rudder control fuselage station 697.5 lower. . . . . . + 1 
ATTACHING PARTS 
-10 AN365-428 ον, NUD E A A A 
-11 ANQ60D4.16 "ER Ducum Eee e ο ο ο ο e t 
-12 AN4-10A 2 ABOUTS ac μμ ο ο A ay Beh say ο. ον. 
ΗΕ as 
175-52410-3 . SUPPORT, Sub assembly rudder control boost cylinder n 1 
-13 175-52411 CONES. FITTING ASSEMBLY, Rudder control fuselage station "697. 5. : 1 
actuating yoke 
-14 175-52413 . RETAINER, Rudder control fus station 697.5 bearing. . . 1 
ATTACHING PARTS 
-15 AN365-1032 . soc NUT s ος ane Sey la: ἄρ. τω. edt, ο . o —— P 2 
-16 AN960D10 sc. WASHER d X -ᾱ- ὁ to io -ᾱ s "e Ge hes) oh. av can a^ ο, ος “δ 2 
-17 AN3-15A . . e BOB To cee οι ον δν, de Due e e lis 4^". aTa ο 1 c. ὁ 2 
-18 ANQ60D10L . o> “WASHERS: 4o coe A ο dms a CIN 2 
πως E 
-19 AN206DSP10 25i ο κ 5. 75 νιν, d eS a Ad 2 
-20 AN320-10 ο AE uua reficere, Mar Sas May DR ΕΜ... 1 
-21 AN960D1016 . . WASHER... . VIL ud. ο. μα 1 
-22 175-52412 . . PIN, Rudder control fuselage station 697.5 upper .᾽. . . 1 
-23 2W10-10 s WASHER, Countersunk (NA). wv d eere α νο η "& cen We valde 1 
ATTACHING PARTS' : 
-24 AN365-428 Sola A ο A 4 
-25 ANQ60D416 $2 se WASHER: us gtis ὃν, ugs ws te ce, vel m ο E Co ae > Le 
-26 ANH-10A á ο νο ο A ος E 4 
"ud οσα s 
-27 AN320-8 Ans NUT ue τα ARA A Ὅς DID a A ο ae ENS ASA 1 
-28 AN960D816 . WASHER. . . . . « ο ο ο ο uem e ν΄ ο... 1 
-29 NAS464 -8-24 . BOLT, Shear close tolerance D es ges al te εξ s "οὐ ες. is tre τ ἕῳ 1 
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FIGURE 188 - ELEVATOR AND RUDDER CONTROL SURFACE LOCKING MECHANISM INSTALLATION 


H-175-52-16 
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FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
188 175-52073 MECHANISM INSTALLATION, Elevator and rudder control surface. . , Ref 
locking (see figure 184 for next assembly) 
-1 175- 520101-3 . BUNGEE ASSEMBLY, Control surface lock return. . . . . E 1 
ATTACHING PARTS 
-2 AN320-3 . NUT (magnetic inspected) . . . . . . . VIAE ο 1 
-3 AN960D10 . WASHER. . . Sie; uel top sol se ος xs CR By SRS: AS 2 
-4 AN23-13 . BOLT (magnetic inspected) Se cect demie. UN TET NISI EQ Cie ο. 
-5 AN365-1032 . NUT (magnetic inspected) . . . . . . 4... . . . ο» ο ec eee 1 
-6 AN960D10 . WASHER. . . e) ο uw e VUE CIE τς οὐ ve 2 
-7 AN3-6A . BOLT (magnetic inspected) E na ο delV ο Μα ο 1 
-8 NAS43DD3-12 . SPACER, Rivet . . . . « « o... MES wl wo de E T νο 1 
-9 175-520108 . . END, Rudder surface lock bungee rod. . . . . απ ο 1 
-10 175-520105 . . CAP, Surface lock bungee . . . . . « . . . . . ο "EI NA 1 
-11 4B21-55-016 . . BUSHING, Spacer (NA). ..... iy ey veria Geh dt ye! τ; e ay Er, ο 
-12 175-520104-3 . . ROD, Surface lock bungee AR a ce Ser. ο ο Ad RS ο 1 
-13 2W1P21-20-125 : WASHER, Plain (NA). QUAL AIEO ο eu Pura ue, Vr Cadet ii ο 1 
-14 175-520106 ; SPRING, Compression. - RAA aE e EE D E DE: 
-15 2W1P21-20-156 e WASHER, Plain (NA). $8 ο epee Aer ra, Ue. cutis κ. 1 
-16 175-520103 : TUBE, Surface control lock bungee. E A t 1 
175-52056 A LOCK ASSEMBLY, Rudder control surface . . . . . . . so s so 1 
ATTACHING PARTS 5 
-17 ANY-5A . BOLT (magnetic inspected) . ........-..... 23 5 
-18 AN960D4 16L so WASHERS Ὁ 4 ο X £9. o3 Deu e NI i Ie ais ατα ee 
ος να : 
-19 175-52061 . . ARM, Rudder control surface lock . . . . . . e e s s e s 1 
-20 AN365-1032 ο A A The ah bes ο E eo Di. O | 
-21 AN860D10 ὃν d WASHER EE ο πο ο ENTE AA 0 ee 2 
-22 AN3-31A > | BOLT (magnetic inspected). . . . . IIIJ ;-.; 1 
-23 175-52063 + . ARM, Rudder control surface lock return spring . . . . .. 1 
-24 AN365-1032 e», "y NUT. SU qoe oum τὰ S E XE dm Ie ἐν Rei) ον wr Se ue ας λας ες, C, VE. ον -ᾱ ee 1 
-25 AN960D10 e . WASHER... n ee Bf δις δν ey «ον 2 
-26 AN3-13A . . BOLT (magnetic inspected). EN I ο ο μα ο”. 1 
-27 AN365-1032 . . NUT. Xu xa 1 
-28 AN960D10L PEE: WASHER std. ο τὸ ον TOU UE IS de, Im Serv 2 
-29 AN3-14A : | BOLT (magnetic inspected). Ss νο vcore? tgp ee, ο ο. 
-30 AN860D10 . . WASHER... ο ᾱ e v ο ο 1 
HEN ES + . SHAFT ASSEMBLY, “Rudder control surface lock. . . . . . . . 1 
-31 AN944-101 "DEN FITTING". . . . ; tote xe Me, oe ιο ο) (δ 1 
-32 175-52059 se . . PLUG, Rudder control "surface lock shaft ο ee a ee e 2 
-33 175-52069 . . . SHAFT, Rudder control surface lock. . . . V. ον 1 
-34 175-52048 . . COLLAR, Rudder and elevator control surface lock release : 1 
-35 175-52050 . . SPRING, Rudder and elevator control surface locking. . . . 1 
-36 175-52060 os. ὦ TONGUE’ ASSEMBLY, Rudder contról surface locking. . . . .. 1 
-37 AN365-1032 su ο ο ο vais Baye. ο ay Neo μα κα ο aa Pie cds 1 
-38 AN960D10 . . WASHER . . e ὁ 9 9 ὁ * ο ο ο ο 1 e 9 ο ha... ο ο 2 
-39 NAS43DD3-66 + . SPACER, Rivet. ο ο dae cay an ced Ρο ο 1 
-40 AN3-15A « -« BOLT. ... RUE. cata μμ ος 1 
-41 175-52057 * BASE, Rudder surface control lock. ¥ io A ρα, ee τά 1 
175-52055 2 ROD ASSEMBLY, Rudder control surface lock ο lm er Caere eie 1 
ATTACHING PARTS 
-42 AN365 -428 . NUT (magnetic inspected) ....... DECR πεῖν κῶν, 32 
-43 AN960D416L . WASHER. . . E γί ds Oa 8 e ο ο ὁ 9 ο c! ο « 2 
-44 AN174-13A . BOLT (magnetic inspected) . i y EQ ο... Eris 8T. tal Ἐν ο) La Sm 2 
-45 AN960D416 . WASHER. . e 4. o « «.. oe ο ο ο o o * 9 ο 9 ο ο ο ο ο 2 
aa — ; 
-46 REHF5 . . RODEND (FAF). ο ο a a 2 
-47 1R12P12-065-524  . . RIVETING ROD END, “threaded (ΝᾺ) III IIli 2 
-48 AN316-5R . ΝΤ... . : νο αι ον» " | 
-#9 175-52055-3 . . TUBE, Rüdder control surface lock rod. eu ect γω τον fer oe oe 1 
175-52071 . SUPPORT ASSEMBLY, Elevator & rud control surf.lock bellcrank. 1 
ATTACHING PARTS ^ 
-50 ANH-MA > . BOLT (magnetic 1πβρεεζεὰλ),.....-............ 4 
-51 ΑΝΟΘΟΡΗ 161, ικα ο ο ο ο ο ο αυ. sacs Y 
EEN A 
-52 AN365-1032 - e μωρο ο ο Day w9 τα ο ο αν“; Ἂν ος 1 
-53 AN960D10L . . WASHER... τς ea vel Tae a ο, e. 
-54 AN3-11A . . BOLT (magnetic. inspected) . Qi t4. ο ου 
-55 NAS43DD3-32 . . SPACER... eai τῷ er tereti πο ie a o d 
-56 175-52054 . . GUARD, Elevator and rudder control surface lock cable. . . 1 > 
-57 AN365-428 a NU a org ο ear qe 79 A 
-58 AN960D416 » . WASHER . . να ο ὁ ο ocv ὦ ^a os 2 
-59 ANÀ-25A : | BOLT (magnetic inspected). . . τ; LII ss. 1 
-60 175-52053 + . BELLCRANK ASSEMBLY, Elevator € rud control οὐδ . 1 
-61 AN201KP4A - . . BEARING . . . ΙΡ By 197.9) et eM ere Ὁ 2 
-62 487-4-1.188 ἃ SPACER, Flanged dual “bearing. (NA). $36- 
-63 175-52052 x SUPPORT, Elevator and rudder control surf. iock "bellerank. 1 
175-52047 5 ROD ASSEMBLY, Elevator control surface lock . ὁ- ὃς «ὦ «τῳ ET S 1 
ATTACHING PARTS 
-64 AN310-4 NUT (magnetic inspected) . ..........«..... $ x 1 
-65 AN960D416L . WASHER. . . So ee 1 09) 4. Ὁ cs pe hed ος ET 2 
-66 AN365-428 NUT (magnetic da gue mo dedu Go tel sete ae ot et οι FL 
-67 AN174-13A BOLT (magnetic inspected) . δι ἐς Al e Gor A 1 
e 
-68 REYES η . END, Rod bearing (FAF)... AE EET FEES i 
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7188-69 — AN316-5R OOO ------------ι | 
188-69 AN316-5R - ο. NUT ER 1 
-70 175-52047-5 + . ROD SUB ASSEMBLY, Elevator control surface lock ο οι a Se 1 
-71 REAF5 + » . END, Rod bearing (FAR) . ..........«.... 1 
-T2 1R12-8-.035-524 e « . RIVETING ROD END, Threaded (NA). . . . . . ο ss eee 2 
-73 175-52047-3 + . : TUBE, Elevator control surface lock. . . . . . . . . . 1 
-74 175-520101-5 + BUNGEE ASSEMBLY, Control surface lock return . . . ο . e.. 1 
ATTACHING PARTS 
-75 AN320-3 . NUT (magnetic inspected) . ................. 1 
-76 AN960D10 + WASHER .... μα A Man qc, 2 
-77 AN23-13 . BOLT (magnetic inspected). wl ΑΡ te ο TIE Te E 
-78 AN310-4 . NUT (magnetic inspected) . . . . ο .... . . . . . . . . 0. 1 
-το AN960D416 . WASHER .  « . « «ο . ο ο ο ο ο 181 E ο 2 
-80 NAS43DD4 -14 . SPACER... A ο τῷ αμ 1 
-81 AN174-17 ; BOLT (magnetic inspected). ο ο eq AS e w^ Heke ῳ 1 
-82 AN960D416L s WASHER AA ο S RAS. ILE ον QU cec ea ie drea 1 
--- wwe 
-83 175-520107 - . END, Elevator surface lock bungee TOG. ο ον ος “ei vee SR ο ο” ce 1 
-8h 175-520105 + + CAP, Surface lock bungee. .°. . . sos cen 1 
-85 4B21-55-016 e . BUSHING, Spacer (NA). ὁ ο Aule. A vw. ο 1 
-86 175-520104-5 - . ROD, Surface lock bungee. ο ο cor Wo. Oy ee - ele te tee loi er Le. 1 
-87 - 2W1P21-20-125 + . WASHER, Plain (NA). E “one te, Ὁ. Sele 1 
-88 175-520106 e . SPRING, Compression .., «............... 1 
-89 2W1P21-20-156 é - WASHER, Plain (NA). «2 ο à 2-9 e necia Ds ai, a e! erg) 1 
-90 175-520103 + .. TUBE, Surface control lock bungee . . . s e ss s s so ο ο 1 
-91 AN365-1032 . NUT (magnetic inspected). Seu vie el Ru VU NIS. ver Se ο IA ve 1 
-92 AN960D10 + WASHER . . . . ο. WS. «ο fet δε 791-19 109^ E O - Ler 19 1 
-93 AN42 -4 . BOLT (magnetic inspected). aa ar 1 
175-52043 . LOCK ASSEMBLY, Elevator control BUüPf&aeB8. 4. 5. uoo ο ον. e e 1 
ATTACHING PARTS 
-94 AN365 -428 . NUT (magnetic inspected) . .᾿................ 4 
-95 AN960D416 . WASHER . . * 5 78^ ESOS ο E ννν ΗΝ 8 
-96 AN174-6A . BOLT (magnetic inspected). Su ο ο πα ο αν τος 4 
-97 AN364 -428 « NUT (magnetic o de ο ο ο“ τα 8 
-98 AN960D416L « WASHER... E UE ᾱ πάς ον σα ὢ 4 
-99 NAS464 -445 . BOLT, Shear close' tolérance (magnetic inspected) . . . . . . 2 
-100 AN365-428 . NUT (magnetic inspected) . . . . .. .. . ser . 2... 1 
-101 AN960D4 161, . WASHER. . τ Sale ο a ο π.μ 3 
-102 AN174-6A . BOLT (magnetic inspected). $3 Te a te. cta ial wi re ον “ο 2 
-103 AN365 -428 . NUT (magnetic inspected) . ..............-: 1 
-104 AN960D416L + WASHER. . . WC ee ee wi sw Re UNT ὃ ee 3 
-105 NAS144 -13 . BOLT, Internal wrenching Steel 1/4-28 (magnetic inspected) . 2 
---ᾱ--.- 

-106 AN365-1032 - . NUT (magnetic inspected). ντο) 161,9 QE c did 1 
-107 ΑΝΟΘΟΡΙΟΙ, «+ WASHER. . . ο. 'ᾳ ΚΑ δι αν ee eG 2 
-108 AN3-12A + . BOLT (magnetic inspected) . ο ο Ομ ο e: qe] πο o E 
-109 175-52046 - . ARM, Elevator control surface lock, , | . ο ete ce 1 
-110 175-52051 ws owe PLUG, Elevator control surface lock shaft . . . . . . . . 1 
-111 AN365-1032 + + NUT (magnetic inspected). ο Iud Gr 489: ο a da 1 
-112 AN960D10L +. WASHER. .... . EERE NE ME 2 
-113 AN3-14A + . BOLT (magnetic inspected) . SES τῳ e Ue ax an ta! TEX E e τῷ 1 
-114 AN960D10 + ο WASHER. ... ο . . ο . ο ο ο pag 1 
175-52045 + + SHAFT ASSEMBLY, Elevator control surface lock ο. 1 

-115 175-52068 : . . BUSHING, Elevator control surface lock shaft ..... 1 
-116 .175-52067 + . . SHAFT, Elevator control surface lock . . . . soe... 1 
-117 AN944-101 . . > PFITTING. . . . e ο ο ο ὁ ο ο ὁ € i 
-118 175-52048 . + . COLLAR, Rudder and “elevator control surface lock release. 1 
-119 175-52050 ^. . SPRING, Rudder and elevator control surface LOCK 42. 4x 1 
-120 175-52044 + . TONGUE ASSEMBLY, Elevator control surface lock. . . . . . 1 
-121 175-52042 e ο . o iii 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
189 175-53031 FURNISHINGS INSTALLATION, Fuselage front. . . . AD 
(see figure 73 for next assembly) f 
146-53002-10 . SEAT INSTALLATION, Pilots. , . ο ο a del AD 
(see figure 196 for détail breakdown) 
146-53003-10 . SEAT INSTALLATION, Navigators. . . BAN dx ὅταν wen Ret AD 
(see figure 198 for detai1 breakdown) 
146-53004-10 . SEAT INSTALLATION, Radio compartment . . Okie Beets ew Ret AD 
(see figure 200 for detail breakdown) 
175-53010 . ASH TRAY INSTALLATION, Radio compartment . . . 9 dS we Ὁ Ref AD 
-1 31c640 . . RECEIVER ASSEMBLY (GDR). . . . « .. . 4... ee νο ee -1 ΑΡ 
-2 26611 E RETAINER (GDR) .... V. ο A κ ος 1 ΑΡ 
-3 146-53014 . CUSHION, Radio compartment seat—back NE e. ο ιν Be as 1 ΑΡ 
-4 156-53078 "t CUSHION, Radio compartment seat-back molded . . . . . ; 1 AD 
175-53012 . CANTEEN INSTALLATION, Water. . vx ow xo wo ΗΒΓ AD 
-5 No Number . . COVER, Canvass (Navy stock No. "R7403005) (GFF). ον οι Biches de 1 AD 
-6 B428 uA ie CANTEEN; Water (GFP and government installed). . . . . . 1 AD 
-7 9-196-650 . KIT, First aid (GFP). . ë σι os ex 1 AD 
-8 169-53034 | PILLER ASSEMBLY, Pilots and navigators seat- "back M A 2 AD 
-9 AN230B20 a e (GROMMET << «40x 4&0 x x» vA UP ως ᾱ OR. ἃ E EE P 2 AD 
-10 AN227-7 wow BOOKED, d 4 qoe ow κ AO c ες XC ως δι δι μι es ας να αν 4 AD 
-11 AN227-6 we Ὃν BUTTON; te e IE ιο ee UR 09D Se we E AAA Y - AD 
-12 169-53034-3 . . FOAM RUBBER . > HT ο ο ας 1 AD 
-13 169-53034-5 ` | FOAM RUBBER CUSHION (AMLP) . R Sc ao ban cM rs Cs 1 AD a 
-14 175-53034 . MIRROR INSTALLATION, Pilots and “navigators rear view . . . . Ref AD 
(see figure 194 for detail breakdown) 
-15 1201-7 BELT ASSEMBLY, Pilots lap and shoulder safety (GFP) . . . . 1 AD 
ATTACHING PARTS 
-16 AN320-3 NUT (magnetic inspected). . . . ...... ee eee ene 3 AD 
-17 AN960D10 a WASHER: Va 3 OR ο, Ὁ c X OC Ode dde ECT μα πια ᾱ ιο 3 AD 
-18 ΑΝΟΘΟΡΙ1ΟΙ, s. WABHBH. 4 ou. de ορ μα ος A ρα e eo dE UT AAA 3 AD 
-19 AN23-12 . BOLT age i. iege ed: e e pe, ence al Se tag a Ro CL eaters c 3 AD 
-20 AN320-4 . NUT (magnetic inspected). . . « . e . eee «αι. 6 AD 
-21 AN960D416 κ WASHER 4 204 0x04. 4 c € deo AAA A e 6 AD 
-22 NAS42-8-6 ; ABUSHINQ its * OI Ue eh y s modem ee 9S ISI ev e 79 ce te 8 6 AD 
-23 ος ee . WASHER... ο ο qo δ eT vc TL cee ο LRL 06 AA. Me ret sete Yar, Seis 6 AD 
. -24 AN -6 | BOLT (magnetic inspected). . . νο ο eon 6 AD 
-25 142- 223035 | PLATE, Pilots shoulder release strap attaching . . . . . . . 3 AD 
-26 AN365-52 1 nut {magnetic inspected). . 0... . . eee ee 0 ss... BAD 
-27 AN960D516 2: WASHER 1.2 ο ο doe ο ο ο. 8 ΑΡ 
-28 AN960D516L . WASHER . . . ο . «ο ο «ο . : a ο. 8 ΑΡ 
-29 AN5-11A . BOLT (magnetic inspected (used with 116: 53004 seat instl). 2 AD 
AN4-13A . BOLT (magnetic inspected fourth crewmans seat). . . . . . 9 AD 
AN5-14A . BOLT (magnetic inspected used with 146-53002 and... . . 4 AD 
146-53003 seat installation) 
e m 
-30 175-53040 . CHART BOARD INSTALLATION, Photo navigators . . . . . . . . . Ref AD 
-31 ΑΝΟΘΟΡΒΙ, a> ah WASHER. ιο ο ον fos ih wolle Uu ὠς nr I ὡς, α Ὁ αρ mig S 8 8 AD 
-32 AN515-8R8 . . SCREW.. a Fouls Wh piel esata Nes 8 AD 
-33 175-53038 . . CHART BOARD ASSEMBLY, Photo navigators. s ce we vor at Poh Se (8 1 AD 
-34 W98-292-6-560 . 4o. STUD (UC) . νο % AS ο. 6 ΑΡ 
-35 169-53035 . FILLER, Pilots and navigators "seat ον. ος Si e tectae cs 8 ΑΡ 
-36 175-53104 . VISOR INSTALLATION, Pilots and navigators sin. . . . Ref AD 
(see figure 194 for detail breakdown) 
-37 175-53070 . CASE ASSEMBLY, Navigators instrument & camera data stowage . 1 AD 
(see figure 193 for detail breakdown 
No Number . NAVIGATORS CASE (Navy stock No. R88G18C649) (GFP)..... 1 AD 
No Number . CHART PLOTTING BOARD (Navy stock No. R88B0648-000 (GFP). . 1 AD 
No Number . COMPUTER (Navy stock No. R88C1121-000) (GFP). A YN UE 1 ΑΡ 
No Number . PLOTTER (Navy stock No. R88P0643-000) (GFP) . E M^ 1 AD 
-38 175-72001 . NAVIGATION EQUIPMENT INSTALLATION. . « . « . « ee s ès we 1 AD 
1708-01-0 . . MOUNT. (GFP). à 5 å R O E 1 ΑΡ 
-39 175-73268 . BOX, Camera sight “and navigation watch stowage ος Sees. ls 1 ΑΡ 
(see figure 193 for detail aa 
-40 432-35-020 . WASHER, Dimpled (TIN) . . . . . . E TET 4 AD 
-41 AN509-10R7 . SCREW. . oe ο * €; 4 AD 
No Number ` WATCH BOX (Navy stock No. R88B060- 000) (arp) | ο 1 ΑΡ 
No Number . WATCH, Navigational (Navy stock No. R88WO510- 000) (GFP) .. 1 AD 
-42 175-630 1 . TABLE INSTALLATION, Third crewmans . * ue wand + AD 
-43 175-53042 : TABLE ASSEMBLY, Fuselage station 158- -1/16 third crewmans. 1 AD 
ATTACHING PARTS 
-44 AN310-3 INTE RT ο μα aa, ae RE RE ο E A DS A GS RT oe a 2 AD 
-45 AN960D10L 5 s WASHER ναό ος Ὁ ην. ES τα νὰ, ο) ἡ οἱ ερ Φα 19 ΑΡ 
-46 NAS43DD11 « a SPACER, Screw nnd bolt. . . 2 4 4 ela e s e e 4 AD 
-47 AN3 -7 Wr. o BOLTS ην wo Vei. RAR a Ga er uote ja E E E E I 2 AD 
-48 AN310-3 . ντ. E A A ον αι ἃν ere Nh YW) coy EE 2 AD 
-49 AN960D10L 9 . WASHER. ο. δα cle δν E ος "RU. T δι ώς τῳ e - οι vw qu 6 ΑΡ 
-50 AN3-3 4 x BOL de ο ο da A e S. Teo e (ο 2 AD 
ES πο 
-51 175-53043 . . . SPRING XC ups 1 AD 
-52 175-53054 . . LATCH ASSEMBLY Third crewmans table securing ...... 1 AD 
A1663-028-1 . . « LATCH (TIN)... ear OS 1 AD 
-53 175-72006 . SHELF INSTALLATION, Sextant "carrying case "stowage 2.2.5.2. Ref AD 
-54 AN365-832 . NUT sh oy Sa i De ὋΝ. efie emp ο n) CaL: ο GAYS cya ns 2 AD 
-55 ANQ60D8 s WASHER: 4 4 006-4-«.0 3 o κ ο AD WS S XOU τς RR LES mo OG 2 AD 
-56 AN509-8R8 < SCREW a uou ao ο ας > ee Se a o o TAE ας S 2 AD 
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175-72006-26 
AN486-4 
AN960D10 
AN393 
AN315-3 
175-72006-25 
175-72006-29 
146-31038 
146-31038-3 
146-31036 
9C1-2-7 
175-72006-13 
No Number 
146-53025-200 


146-53079 
AN365-1032 
AN960D10L 
AN3-17 
146-53085 
NAS221-13 
'AN960C10 
146-53084 
26C048 
ANQ60D416L 
AN -22 
146-52079-40 
146-53081 
146-53079-50 
146-53080 
175-53085 
175-53085-3 
175-53085-13 
175-53098 


5 0 9 9 9 0 ὁ 9 9? 9 c9 £39 9 ο 9 9$ 5 οι. 


PERISCOPIC SEXTANT AND CASE "(Navy stock No.R88SOlOO- 050) (GFP) 


Section [| 


ΑΝ O1-60AABA-4 
FUSELAGE (Cont) 


UNITS 















STRAP SUB ASSEMBLY. . . . . 
. STRAP... " 
ADJUSTING ROD END (lower). 
WASHER (lower) . . . . +. + 
PIN (lower). . . . . . . . 
NUT. 4 orc δι κ ο ὁ * 
ROD V. ^ " 
ADJUSTING ROD END (üpper). 
PIN ASSEMBLY, Fuselage station 2415 5 
STEEL ROD; $ £z. 5 $3 

. SPRING... 

CHAIN, Safety and bead 
STRAP . . 


e... ο wo ο o 


o 
2. Ho o... ... 


oe 9 © 9 9 9 5 9$ 53 9 i 
e 9 o9] 9 c 9| ο 3] ο 9 9 5 


ee Deo... ο 2 «5 


ing 


e| Qe wn eee eve 
oik No. . .o... 


(NA). . . t 


e 9 9 0 ο 9 9 9 5 2 


DT 
a 


TUBE INSTALLATION RELIEF SYSTEM. . . Aaa e RE 
(see figure 190 for detail breakdown) 

LADDER ASSEMBLY, Main entrance . . . .. 
μι ο uec om cs equis ere we 

s WASHER uo: do] X Φα x de ὃν eee. KS: A 

BOT... ὁ 

BUMPER ASSEMBLY, “Entrance ladder. ^ 

SCREW, Brazier head Phillips recess al 

WASHER. ase im Φον. e δι ὃν 

SPRING, Entrance ladder bumper catch, 

DOME NUT (NUS) Wess Cas: sd DE ir WO ew de 

WASHER. 4 iaa £9 9 $9 * 90 ο a 

BOLT. . .. am «αν MP e 

LADDER SUB ASSEMBLY, "Main entrance. . 

. HINGE... M uh So ep 

LADDER SUB ASSEMBLY, "Main entrance. P 

. . HINGE. . . . 

HEADREST ASSEMBLY, Fourth. crewmans Seat, κ. 4 
HEADREST SUB ASSEMBLY, Fourth crewmans seat 
HEADREST SUB ASSEMBLY, Fourth crewmans seat 
PAD, Fourth crewmans seat headrest. . .. . 


δα ο ο oseese‘ 


lo 


5 9 o9 9 9 S o e... 
ct 


eo 9 9 o9 ο o. « »» 9 o plo a. ος 
ρ 
w 
να Me «ow os 
F2 EH ELIO FIO REN ENN HE IO 9 IO 4E IO IE. S i iE iE πι IE E E IS Ὁ E. (E. ει E. HÀ 


5 0 9 o9 o9 os 9 « n 9 n 
eo. aot 0 ot o9 9 ο 5 5 ὁ 9 FF. ot o ο 


e 9 9 +... . c9 9 9 9? +... . a ο. 


oe ο ο n 
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H-175-53.52 





| UNITS USEABLE ON 
; INDEX NUMBER © NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

190 146-53025-200 TUBE INSTALLATION RELIEF SYSTEM (see fig. 189 for next assy). . Ref AD 
-1 WM203 . HORN ASSEMBLY (AA). . . . . . . ον erus πω 3 AD 
146-53025-5 . BRACKET ASSEMBLY; Radio compartment relief system tube . 1 AD 
146-53026-9 . BRACKET ASSEMBLY, Pilots relief system tube. . . . . . . 2 AD 

-2 AN8021-1 κ, ας BRACKET. vox 2. 0-405008 73 Ὁ wow ie GO ον a DE a τον ιό 1 ΑΡ 
146-53025-13 . TUBE ASSEMBLY, Relief. . . . . . . . . . Ευ e iei enm A 1 ΔΡ 

-3 146-53025-31 . . TUBE, Relief. . . . . . . . . . αν τῷ. ον ων eee s 1 AD 
146-53025-11 . TUBE ASSEMBLY, Relief. . . .. Pai en ec ees tta e e ος div. ces qe 1 AD 

-4 146-53025-29 «e TUBE, Relief. . . . c2 0. 09 da a ee E rd αὶ diet ss 1 ΑΡ 
-5 AN848-6D a ELBOW o" hie. 4 218542 16e £09 c9 OES our svi cap e. Be Wr er does Ge 4 AD 
2W1P40-40-64 . WASHER, Plain (NA). . . . . . . . . .. 2: 30581 cot i^v rad 4 AD 

AN924 -6D ΕΝ e ο IR, T Ν᾽ ecd word shes 4 AD 

-6 146-53025-35 . TUBE, Relief . 2 e 5 24 o 1.3 € 0* o. 6 7. v 5 : 1 AD 
-τ 146-53025-37 &- TUBE, Relief oceni oe ο da on a ie a : 1 AD 
-8 AN931-9-13 . ΘΠΟΜΜΕΤ.,........... Ee er ae A 1 AD 
-9 146-48206-10 . TUBE ASSEMBLY, Fuel booster pump seal drain. . . .. — 2 AD 
-10 146-53025-39 s UBE, Relief is 0.1. 2 dea ta ος i o an a 1 AD 
-11 146-53025-51 ΙΟΒΕ, Relief cu cia 0 4 ox. Wo. eo MODE 1 AD 
-12 146-53025-53 5 TUBE, ΠΕΙΤΕΓ όν ορ 3 2 2 a 0 Rex $78 ας. τὸ 1 ΑΡ 
-13 AN838-6D ΡΕ A ο ERU -ᾱ e 1 AD 
AN960D916 e. WASHER: . 21 eo oe ea αν a ον ης οὐ diee dd τε 1 AD 

-14 ` AN927-6D A A 909 o3 9 ws O ow. qe Nate co 1 AD 
` ANBO7-6D s ADAPTER kaosa αρ e Vasc μες ος Ec IUP ο ἂν ας a ego e ο D 1 AD 
AN902-6 s- GASKET ο ater ο Wes Kine. eve % cie Ὅρα τας EP a e ja he 2 AD 

AN924 -6D ΡΕ SRL UMS OL SIUE ου er aoe Te PN 3 AD 
146-53025-15 . TUBE ASSEMBLY, ΒΘ1165..:.................. 1 AD 

-15 146-53025-33 AA ο RAE ed's esti S. aE D SGP uoce ου. 1 AD 
-16 146-53025-3 . TUBE SUB ASSEMBLY. . . . . . . . . . . JT M MM 1 AD 
-17 146-53025-47 . TUBE, Relief . . .. . . . . . cv nuu D ques de AIR τι anu 1 AD 
146-53025-59 ..TUBE SUB ASSEMBLY. . « « « « « .. .. eee . ¿o . . . . . .. 1 AD 

-18 146-53025-57 . . TUBE, Relief. .......... ius Se ear αν δαν ON um 1 AD 
-19 146-53025-49 . TUBE, Relief ......0.. MM M KDE eae 1 AD 
146-53025-61 . TUBE SUB ASSEMBLY. . . . . . . 0... .. E μμ. 1 ΑΡ 

-20 AN822-6-6B A AAA dk o e resi Ec e ce hs iy daos 1 AD 
-21 175-53024 . . TANK ASSEMBLY, Relief system. . . . . . . . . . . 1 AD 
-22 K90005-3A ow DRAIN VALVE. (ROVE) . L.. ae cone we LIS 1. AD 
-23 AN842-8D . . ELBOW. Ml eu ο ποιο his tUe κ dS να 1 AD 
-24 146-53025-63 . TUBE, Relief ........ E ος νο 1 AD 
-25 146-53025-65 . TUBE, Relief ... 2... os 1 AD 
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FIGURE 191 - RELIEF TUBE SYSTEM INSTALLATION 











FIGURE & PART UNITS USEABLE ON: 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
191 183-53025-1 TUBE INSTALLATION, Relief system. . . . . . . . + sct be eet Ref cc m 
(see figure 192 for next assembly : : 
183-53025-3 . SUB ASSEMBLY, Relief tube. . . . . . . . . . np 2 σο 
-1 AN8021-1 y -. BRACKET 101 2 xo ο Qe Siew ea ο A Je e (€, L8 29 a 1 cc 
183-53025-5 . SUB ASSEMBLY, Relief tube. . . . . . . 4.4 2 ee ee eee 1 cc 
-2 AN8021-1 zc BRACKET O2 0-35 tecyex e 4e ο eer aen ο an ia ὃν ον a 1 cc 
183-53025-9 . SUB ASSEMBLY, Relief tube. . . . . +. + AXE EM LE 1 cc 
-3 WM203 . . HORN ASSEMBLY (AA) . . « « . +. +... +... . . ο νον 1 cc 
-4 183-53025-31 v9 TUBE, Relief. 4. ce 6 a ele le el, a aa a 1 cc 
183 -53025-7 . SUB ASSEMBLY, Relief tube. ........ «ο ο μμ αρα 1 cc 
-5 WM203 . . HORN ASSEMBLY (AA) . . . . . Moe Le. τον ga ete ορ ay Se 1 cc 
-6 183-53025-33 . . TUBE, Relief. . . . . . . . . EC EQ a Wes" Bim Oe 1 cc 
183-53025-11 . SUB ASSEMBLY, Relief tube. . . . . . . νην νην 1 σο 
-7 WM203 . . HORN ASSEMBLY (AA) . . .. +. +... eee eee ee ww n 1 cc 
-8 183-53025-35 . . TUBE, Relief. . . . . . PEG REPE ὧν οι η πρ ο 1 ος 
-9 AN931-9-13 = GROMMET. u o ier ge ὁ 0. 0€ e a aean νυ ee 1 cc 
-10 183-53025-37 . TUBE, Relief ... . . 5... e 4o ο ἡ ο ος ee a DE 1 cc 
-11 AN848-6D . ELBOW. . . . . . ο ws rar esee E RENT ev ο ot ο Απο ο ο 4 cc 
2W1P40-40-64 . WASHER, Plain (NA). . . . . . . 4. se eee IN 3 cc 
ANQ24-6D ο ial I ie Se ο a ο se oj) a ce: ka oes Ves er Ger DET iur Sor WO Gee 3 cc 
-12 183-53025-39 . TUBE, Relief . . iia ow. ete os 9I a ᾱ- a 1 cc 
-13 ANBO19-1 sS TEE; 2 15.0 Ὅς 0 ener ο ο ο O RD 2 cc 
-14 183-53025-41 . TUBE, Relief . . . . . v « ο a ea aos 1 cc 
-15 183-53025-43 . TUBE, Relief ........ "Mc SO dE $i νῶν μα» a Le 1 cc 
-16 183-53025-47 . TUBE, Relief . . |. . e « o ow 7» od ees ὦ πο ου 1 cc 
-17 183-53025-45 . TUBE, Relief . . . ὁ 5. 4 ο κ 9 ee esse. a ues ος Me 1 cc 
183-53025-15 . SUB ASSEMBLY, Relief tube. . . . . s «o... . ee ee e ο ο 1 cc 
-18 175-53024 . . TANK ASSEMBLY, Relief system. . . . . . s +. +. +... wwe 1 cc 
-19 K90005-3A . . DRAIN VALVE (KOVC) . . . .. ο ο μμ ορ 1 σσ 
-20 AN822-6-6D s o ELBOW o X 453 x ai se ep e e a a OO πας 1 cc 
-21 183-53025-53 2 TUBE, Rellef 4 μ.ο... 2o. 4 09 3 ὁ ως ο ο e 9 9 i κ. νι ο 1 cc 
-22 AN842-8 ; ELBOW o ο moe 9 ler ee ww ren ee ee ee jg 1 cc 
183-52025-13 / . SUB ASSEMBLY . . s . . e a a er ln n PRO 1 cc 
-23 183-53025-57 s 4 TUBE, Reliefs qa ο ος ων as Oe ae a e a E αὐ κ 1 cc 
-24 183-53025-71 . TUBE, Relief ... . . . . . . «ο 28 © νε. ο 1 σο 
-25 `  183-53025-51 ;. TUBE, Relief o . eis νων vx e rl € IS a O8 1 σο 
-26 183-53025-67 . DRAIN SUB ASSEMBLY, Relief tube. . . . . . . +. + oF ek ο BAN 1 cc 
-27 169-53139 . MOUNTING ASSEMBLY, Relief tube . . . . . s eceso ee «ος» 1 cc 
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FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
19ο 183 -53031 FURNISHINGS INSTALLATION, Fuselage front. . . . . . . . . . . . Ref cc 
(see figure 73 for next assembly) ; 
146-53002-10 . SEAT INSTALLATION, Pilots. . . ose. a! Tei «ων. ha a. “REL. cc 
(see figure 196 for detail breakdown) 
146-53003-10 . SEAT INSTALLATION, Navigators. .. Star ο) luv dos rs REL cc 
5 (see figure 198 for detail breakdown) 
183-5300h . SEAT INSTALLATION, Third crewman... aeos «-- κεν. ἡ. REL σο 


(see figure 201 for detail breakdown) | 


-1 169-53035 . FILLER, Pilots and navigators seat... Bene nes Mee «ᾱ ἐν. 3 cc 

-2 169-53034 . FILLER ASSEMBLY, Pilots and navigators seat “back ME 3 cc 

3 AN230B20 « . GROMMET . . « . - ο ο © © © © ὁ © © ὁ ὁ ο m t ὁ o ο ο n 2 cc 

-4 AN227-7 5. Moe CSOGKRTLI 55 ο n ed, - o ο ο ο 4 cc 

-5 AN227-6 ess ‘BUTTON. « 4 ο 5... ὁ 9 ὁ $9 ὁ ὁ ὁ ο 9 es 4 cc 

-6 169-53034-3 . . FOAM RUBBER SID Mei ne) ο ο ο 08 wr, ie: ap dal ya τας 1 cc 

-T 169-53034 -5 * FOAM RUBBER CUSHION s ο NOU RE a E ος ὑφ» ce A rati 1 cc 

-8 1201-8 > BELT ASSEMBLY, Lap safety (GFP). ο tyi ο μα ο -ᾱ- «οὶ de 4 cc 

-9 1201-9 BELT ASSEMBLY, Shoulder safety (GFP) . . . . . . . ee eee 4 cc 

ATTACHING PARTS 

-10 AN320-3 e NUT Ὁ qud sel RE Fee φτῷ! ce led re ey ας A al ts el ce 8 3 .CC 

-11 ΑΝΟΘΟΡΙΟ . WASHER.. s . . ο ο e © e e » e e * e » ὁ 6 ο * ὁ 6 ο * ο ο. 3 cc 

-12 AN960D10L . WASHER . . . . à ο © . © © © ὁ ^ c 0... ὁ 9 ο ὁ ὁ e c3 c3 5» ο € 3 cc 

-13 AN23-12 . BOLT 2102.6» ο 4 d les δαν Gwe ο; ὁ) ὃς 9. ey τας 4, -ῳ De 3 cc 

-14 AN320-4 ο ο ο E ο O ο 6 σο 

-15 AN960D4 16 . WASHER 5 404 se a a ο ὁ ον 6 cc 

-16 NAS42 -8-6 . BUSHING, Rivet... . . soe ee ee ewe we ew om ο ο n 6 cc 

-17 AN960D416L o -WASHER e 3650. ww 6 ho] 9 c9 o9 09.8 ὁ Ἕν. ᾱ GI da Re 6 cc 

-18 ANÀ-6 s BOLT ὁ aio ete, 0. o. a ο Ὁ ᾱ Ὁ L9. 79. as iiie Us ὁ 6 σσ 

-19 142-53035 . PLATE, Pilots shoulder release strap attaching . . . . . +. + 3 cc 

~20 AN365-524 e WNUT 403 ον ὁ de s/w e 9 ὁ ὃν ὁ Ὁ -ᾱ- SPE SE ὁ Ὁ ο ὦ. φ..ὁ a Ss 8 cc 

-21 AN960D516 e "WASHER 4 4 e o9 sedeo Ὁ ο €. 3-9. A m; ὁ 8 σσ 

-22 AN960D516L s. WASHER soo e e € we 9 es fe 93e 9 9 uh ses Dm 5) Ὁ i Δ) -ᾱ- le ὦν α 8 ‘CC 

-23 AN5-14A 4 BOLT 2 wl ee € EPIIT 6 σσ 
AN4-13A . BOLT (Fourth ο rewmans sea Αμ νῷ deve κο τοί T6; ο 2 cc 

—— owe 

-24 175-53040 . CHART BOARD INSTALLATION, Photo navigators . . . . . . . . . Ref cc 

-25 ΑΝΟΘΟΡΒΙ, 4 ow WASHER 6 v 14 409 ο (moe wa eS δις; a De ce ὃς 8 cc 

-26 AN515-8R8 . . SCREW... Rais πα wi cee is 8 cc 

-27 175-53038 + . CHART BOARD ASSEMBLY, Photo navigators. PTA UE E πο ος 1 cc 

. -28 w98-292-6-560 + +. . STUD (UC). . . $t c ce leds Ὃν 6 cc 

-29 175-53104 . VISOR INSTALLATION, pilots and navigators sun. RÀ te sie. «ἷκε as wens oS TE ES cc 

D. ' (see figure 194 for detail breakdown): 
-30 183-53109 - . SUN SHADE INSTALLATION, Cockpit. . . š ος. ο oee: der sen SEL ca 
(see figure 195 for detail. breakdown 
-31 175-53034 _ . MIRROR INSTALLATION, Pilots and navigators rear view . . o.) Ref cc 
: (see figure 194 for detail breakdown) . 

-32 183-72001 : . NAVIGATION EQUIPMENT INSTALLATION. . . ... Ref cc 
No Number . . MOUNT (Sextant) (Navy stock Νο. R88M0300- 025) (GPP) ; 
183-53070 . NAVIGATION EQUIPMENT AND STOWAGE INSTALLATION. +. +. + + . . Ref cc 

-33 183 -53069 . . CASE ASSEMBLY, Navigators instrument and camera data. . e 1 ος 

stowage (see figure 193 for detail breakdown) 
No Number . CHART PLOTTING BOARD (Navy stock No. ο did 099) (GFP) . . 1 cc 
No Number . PLOTTER (Navy stock No. R88P0643-000) (GFP).. PEDE C: 1 σο 
No Number . COMPUTER (Navy stock Νο. R88C1121- αν E HET AE EUER 1 cc 

E No Number . NAVIGATORS CASE (Navy stock Νο. R88G18C649) (GFP). . . . . . 1 σσ 

-34 No Number . COVER, Canvass odd Stock No. R74C300) TE A ee ow 1 cc 

-35 B428 . CANTEEN, Water (GFP and Government installed ως Ὁ να es 1 σσ 

-36 175-73268-41 . BOX, Camera sight and navigation watch stowage . . . . . . ο 1 cc 


see figure 193 for detail breakdown) 


No Number . WATCH BOX (Navy stock No. R88BO60- x (GFP) vu 1 cc 

No Number . WATCH, Navigational (Navy stock No. es 600) (GFP). ss 1 cc 
-37 183 -53042 . TABLE ASSEMBLY, Third crewman. +. . + E nie | ye 1 cc 
-38 9-196-650 . KIT, First air e: (ORP) E ο oS: COS Ge. lao ο ρου 1 cc 
-39 M5100B . BELT (AA). ege chow. ec ie) dec 9r “δ ο ο ο e. ο ο 1 cc 

02300 . SLIDE (NJ). EET eia oai ο ο μυ 1 σο 
-40 146-53079 . LADDER ASSEMBLY, Main” entrance Wi del 4s Oe 6s d. E ες ee Te "4. -ᾱ 1 cc 
-41 AN365-1032 + . NUT al ο ὦ da oes ie "e; a AS A AR E TE" 8 cc 
-42 AN960D10L o WASHER. ο) νο ος ο ως Sa ἴθι sw AO φ ae ὢ ET REGE E RU -ὁ- a 4 cc 
-43 AN3-17 + +. BOLT. ... ai ei lt e 2m tes ο. 2 cc 
-44 146-53085 - . BUMPER ASSEMBLY, "Entrance ladder. "DER 1 σσ 
-45 NAS221-13 . . SCREW, Brazier head Phillips recess alloy steel 10-32 . . 2 cc 
-46 'AN960C10 . . WASHER. . .. —————— PE 4 cc 
-47 146-53084 . . SPRING, Entrance ladder bumper catch sr 2 eoe 2 cc 
-48 266018 « . DOME NUT (NUS). X o3 uw rune o eae SW ος 2 cc 
-49 AN960D4 16L > œ WASHER: & 45042 5 4 € € 9 7*9 09 9 ee a ew 4 cc 
-50 ANY -22 oe BOLE. 2042 2. 4 6 ο VE ο κ wey. ie Sak De AS da 2 cc 
-51 146-52079-40 + . LADDER SUB ASSEMBLY, “Main entrance. , . e s o osooso 1 cc 
-52 146-53081 e © . HINGE. .... . PL 2 cc 
-53 146 -530Τ9-50 + . LADDER SUB ASSEMBLY, Main entrance. . i e . 2 2 ts ο ο 5. 1 cc 
-54 146-53080 e > > HINGE... . at ee ee 2 cc 
-55 No Number +  PERISCOPIC SEXTANT AND CASE "(Navy stock No. R88S0H00-050) (GFP) 1 cc 

175-53085 . HEADREST ASSEMBLY, Fourth crewmans seat. . e . e © «ο « «© « 1 σσ 
-56 175-53085-3 + . HEADREST SUB ASSEMBLY, Fourthecrewmans seat . . . » . .. 1 cc 
-57 175-53085-13 - . HEADREST SUB ASSEMBLY, Fourth crewmans seat... . . . +. + 1 cc 
-58 175-53098 + . PAD, Fourth crewmans seat headrest... κι es X κ κ 1 ce 
-59 183-53025-1 . TUBE INSTALLATION, Relief system (see fig. 191). its fes Sat 1 ce 
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FIGURE 193 - NAVIGATIONAL EQUIPMENT AND STOWAGE INSTALLATION AND INSTRUMENT BOX AND CASE ASSEMBLY 
360 


-10 


-14 


-17 


-18 


-21 


-23 


-24 
-25 


-26 
-27 


175-53070 
175-53070-11 


175-53070-23 
175-53070-21 


175-53070-19 
A6928S1 
175-53070-31 


175-53070-15 
175-53070-41 


175-53070-17 
175-53070-25 
175-53070-27 
147-53008 
A6928S2 
183-53070 


183-53069 


147-53008 
AN253-2-300 
AN253-2-1200 
183-53069-11 


183-53069-13 
183-53069-21 


183-53069-19 
A692881 
183-53069-31 


183-53069-15 
183-53069-17 
A6928S2 
175-73268 


175-73268-41 
175-73268-19 
147-53008 
175-53268-11 
175-53268-31 
175-53268-7 
A692832 
175-53268-21 


175-73268-15 
Α692881 
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ΑΝ 01-60AABA-4. 


Group Assembly Parts List 


FUSELAGE (Cont) 


UNITS USEABLE ON 
12 3 4 5 6 7. NOMENCLATURE PER ASSY. CODE 
NAVIGATIONAL EQUIPMENT AND STOWAGE INSTALLATION AND INSTRUMENT 
BOX AND CASE ASSEMBLY | 
. CASE ASSEMBLY, Navigational instruments and camera aata . . Ref AD 
(see figure 189 for next assembly) 
. . CASE SUB ASSEMBLY, Navigational instruments and camera . . 1 ΑΡ 
data stowage 
e. . HALF HINGE. . . . . . ὁ . . « e ὁ ο ono o o osoo ο n 1 AD 
. . CASE SUB ASSEMBLY, Navigational instruments and data... 1 AD 
stowage j 
e « . HALF HINGE, 4 4. 2 2 4 9 «+... +. som... Ὁ 4 1 AD 
. . . FASTENER (TIN)... . . +... +... . n o. . n nS. 1 AD 
. . CASE SUB ASSEMBLY, Navigational instruments and camera . . 1 AD 
data stowage 
« » ~» HALF HINGE., 2 . Ὁ αν € o» 4 09 09 oc Ὁ wo» e ῳ ὁ ᾱ- oov 1 AD 
. . CASE SUB ASSEMBLY, Navigational instruments and camera . . 1 ΑΡ 
data: stowage 
. a . HALF HINGE; . « ... oo. o... . . 5 . . ο n n9 n t 1 AD 
. . HINGE PIN, . ... . « o. . « . . . « ο ο oh ο . ο t ο n t] t! n9 1 AD 
. . HINGE PIN. . . . e . Te oe age a | 1 AD 
. . SPRING, Navigators map and data case cover E en RIA 3 AD 
| | CATCH (TIN) . . . . E M M E AD 
. INSTALLATION, Navigators "equipment “and stowage. s d ο ο, ROL 
(see figure 192 for next assembly) 
. . CASE ASSEMBLY, Navigators instrument and camera. .-. . . . 1 cc 
data stowage i 
c3. e SPRING: ὃν : 20 0 ο ο a a ο a 3 ος 
v o e BIN & e 3.09 30€ OR ο ο δες e 1 cc 
e ν « PIN ο wc. 9. <0) ος (8 1 cc 
- . . CASE “SUB” ASSEMBLY, “Navigators instruments and camera. . 1 σσ 
data stowage 
w^ s . . HALF HINGE... € i Ὁ; v 1 σσ 
ων. Ls CASE SUB ASSEMBLY, Navigators instruments and camera. . 1 cc 
data stowage 
a » « . HALF HINGE . . . « ο ο oo... ο 9 ee ο 0.0. ew ng 1 cc 
. . . . FASTENER (TIN). ο ο μα. cc 
. . +. CASE SUB ASSEMBLY, Navigators instruments and camera. . 1 cc 
data stowage 
e . . . HALF HINGE . « « « 1 4. 4 e ee ee ee . on 9 n m n n 1 cc 
co... . HALF HINGE... « « 1 « 2 4 e ee ew ew th o... n n 1 cc 
ἘΣ I oi CATCH (TIN). - Έντο ος idu qu EY cc. 
. BOX, Camera sight and navigators "watch stowage. $i. Se oe Rel AD 
(see figure 189 for next assembly) 
. BOX, Camera sight and navigators watch stowage. . . . . +. . Ref cc 
(see figure 192 for next ΚΕ 
. . HINGE PIN. ..-.. . ; Dopo o ἃ. us 1 
. . SPRING, Navigators map and data case cover i4 d» X w.X*x.$ 9 
. . BOX SUB ASSEMBLY, Camera sight and navigators. . . . . + + 1 AD 
watch stowage 
. . BOX SUB ASSEMBLY, Camera sight and navigators. . . . ο + 1 cc 
watch stowage 
o. . . HALF HINGE. . 2. « . « « . 4 e e « soso we ο. 1 
> l | CATCH (TIN). seta haria) E 
. . BOX SUB ASSEMBLY, "Camera sight and navigators. αμ x Ὁ ος 1, 
watch stowage 
$. xe HALF HINGE, . . Side. ne^ fal ο ο ο ο.” 1 
ο, “Ὁ FASTENER (ΠῚΝ}).......:..“:-.«:..::.».:.«::«:ὦ 5 
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Group Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 





H-175..53.-51 


FIGURE 194 - PILOTS AND NAVIGATORS MIKHOK AND SUN VISOR INSTALLATION 









UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE t PER ASSY. CODE 
194 PILOTS AND NAVIGATORS MIRROR AND SUN VISOR ASSEMBLY 


175-53034 . MIRROR INSTALLATION, Pilots and navigators rear view .. oe Ref 
(see figures 189 and 192 for next assembly ) 


-1 175-53033-1 + . MIRROR ASSEMBLY, Rear vision [ας from LMW No. 819 oe 1 
175-53033-2 + _. MIRROR ASSEMBLY, Rear vision (made from LMW No. 819 ae 1 
ATTACHING PARTS è 
-2 AN365B1032 pw ΜΕΣ. ον i 09 o a a 2 
-3 AN960D10L « e “WASHER. 27. o ὁ ὁ ο e è o oc ὁ ο ὁ ος ο νο ο «ο ο. 4 
-4 NAS221BZ18 + . 'SCREW, Brazier head Phillips recess bronze 10-32. . . . . 2 
-5 NAS221BZ39 + . SCREW, Brazier head Phillips recess bronze 10-32. . . . . 2 
-6 175-53033-11 + . BLOCK, Rear view mirror . . . 2. s eoa . sw ew l.c. 2 
——Ó —— a 
Po 175-53104 - VISOR INSTALLATION, Pilots and navigators. . . . . . . . . A Ref 
P 2 (see figures 189 and 192 for next assembly) 
E 175-53105-1 a> e (VISOR na a 9 9 0 luc a D ene τς 1 AF 
: 175-53105-2 * dec VISOR.. το, Se 0909 feo sires Swe ad? eR ge vee ene τς SE ee 1 
m 175-53105-21 a 0€ VISOR 2e 4c e a ο a o te 1 ca 
zo τε. 175-53105-3 + + . FILTER, Pilots and navigators sun visor. . . . . . . D 1 
-8 AN365-632 να NUT. 1. 7o oi oh oe αν ον. ο «ο. 4 
-9 AN960D10L * le o. WASHER... a 0 "νι ο ον he Sl a 8 
-10 AN515-6R10 sk e SSCREW. ο. rr es bo ace a ὃς ως e 4 
| > 175-53105-5 κ Ce “ΑΝΟΒΕΡΟ e ο a a RU Re τς 1 AP 
175-53105-11 ο E nC 1 CG 
-12 AN3195-3 s s -FASTENER 2 4 03 o. 2 022 x e ος ς o κ coc TUR S 2 











FIGURE 195 - COCKPIT SUNSHADE INSTALLATION 


‘AN 01-60AABA-4 


FUSELAGE (Cont) 


H-175-53-92 








Section Il 
Group Assembly Parts List 











FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
195 183-53109 SUNSHADE INSTALLATION, Cockpit (see fig. 192 for next assembly). Ref σα 
183-53105 SUNSHADE ASSEMBLY, Cockpit. A uo ver inim τα... $ v3 σα 
-1 183-53105-3 . SHADE... . . . . . EAM : A νο ου 1 σα 
-2 183-53101 . KNOB, Sunshade tension á " : 1 ca 
-3 183-53102 HOUSING, Sunshade ball . . M "v 1 ca 
-4 183-53105-7 PADA: 20:35. 4709 goce — E 1 ca 
-5 183-53105-9 so PAD. one ow 7 3 E 1 σα 
-6 183- 53105. κ SHAFT, Sunshade sippeseine : a RUM 1 σα 
-T 183-53103 ' SEAT, Sunshade ball. . . , AE ese 1 σα 
-8 183-53110 SPRING, Compression. . . Ὃν E 1 σα 
-9 NAS221-10 . SCREW, Brazier head Phillips recess “10- 32. V. s 6 ca 
-10 AN960D10L 7 WASHER . . . . ἃ z PAD : 12 ca 
-11 AN365-1032 . NUT. . 2 A 6 ca 
-12 1N7-14 - . NUT, Check (ΜΑ) . ; Μη z 1 cG 
-13 ANQ36A416 7 LOCKWASHER . . . . . A 7 : i : 1 ca 
-14 ANQ60D1416L se GWASHER 22 3-09 i Ξ : A s 1 σα 
-15 AN960D416 . WASHER . : š ae E 1 ca 
-16 AN365-428 NUT... FEM a a i r -.. «8 σα 
-17 ANQ60D416L WASHER. . ... . 2. a E . $28 σα 
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ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 





FIGURE 196 - PILOTS SEAT INSTALLATION 


e$ 1 
19 
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Section II 


ώς Group Assembly Parts List 


FUSELAGE (Cont) 
NN, eee 
UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
SEAT INSTALLATION, Pilots. . ὃς δν άν TR Ref f 
(see figure 189 for next assembly) ` 
HEADREST ASSEMBLY, Pilots seat. s 1 


ATTACHING PARTS 


FIGURE 4 PART 

INDEX NUMBER NUMBER 

196 146-53002-10 
-1 146-53006-39 
-2 ΑΝΟΘΟΡΗ 161, 
-3 AN3911 -39 
-4 1453P416-30 
-5 146-53058 
-6 ANO6CDA16L 
-T AN393-7 
-8 ANO60D10L 
-9 AN393-39 
-10 NAS75-3-102 


-11 146-53060-3 
-12 169-53059 


-13 NASh2Ch -60 

-14 146-53017 

-15 146-53027 -39 
146-53027-40 


ATTACHING PARTS 


-16 AN365-832 . NT. beh Gl a a REA Ign RETO RUE HE, δε τῶν Msn 
-17. 4s3P8-4 | SPACER, Bolt “(nay 1. i. τα, ele z 
-18 NAS220-24 . SCREW, Brazier head Phillips récess alloy Steel ΕΠ 
-19 146-53049 δ SPRING, Pilots seat armrest actuating.. . . . ὁ. πε i. 
-20 146-53048 . TUBE, Pilots seat armrest spring Spacer VU. ο δε de E 
t dien “ἜΠΗ 
-21 AN393-13 vo BN uA ώς ον δν ορ αφ NUUS. Tw Ὁ ὅν y AD Αρ tue 
-22 AN960D10L . WASHER. . . τν aree 
-23 169-53019-5 . CABLE ASSEMBLY; Navigators "seat back "release. ο E Ea 
-24 169-53019-15 . CABLE ASSEMBLY, Navigators seat back release. . . . . «s+ 
-25 AN365-524 . NUT (magnetic inspected). i as » ο A s 
-26 AN960D516L . WASHER. . « bo fe quw E co TUA. Spo RU ce uc ve ED κα 
-27 AN5-11A ` BOLT (magnetic inspected a acc vs Bote Ge a lorena ka a 
-28 160-53036-11 . BRACE, Pilots seat back . . . . . . ee . eor +. +. . 
-29 AN365-832 L NUT νυν, ο ο ου E 
-30 AN960D8 . WASHER. . . EP pda 
-31° _NAS220-25 SCREW, Brazier “head Phillips | recess alloy steel 8-32. ... 
-32 146-53065 CLAMP ASSEMBLY, Pilots and navigators seat back release . . 
cables 
-33 HA 146-53007-17 . BRACKET, Pilots seat bucket assembly. . . pose tit 
-34 # $3431905-505-17 . CONTROL ASSEMBLY, Shoulder harness inertia “reel (HTEC). . . 
ATTACHING PARTS 
-35 4 AN507-1032R18 o e eee saa em OR Xe € dT ce a UR ee o e o 
# 2W18-10L . WASHER, Flat (NA) 
# AN365-1032 v «ΝΟΕ A E A em ds 
-36 # s3388949-501-00 . INERTIA REEL ASSEMBLY, Personnel shoulder harness (HTEC). P 1 
ATTACHING PARTS g 7 
-37 καὶ AN3-20A Ην... A aide merase Aes Ge Be ao AN ο Sake ls le) FRUI See 2 
# AN365-1032 . NT. ο Get Fan TRE Bag ο E A EM EE AERE 8 
# 2W18-10L | WASHER, "Plat (λεω ᾽ν, ce e 4 
-38 # ANA-20A . BOLT. ae eae ck de o» Wo O ROC SES OUO SC Ρ QE d 1 
#. AN365-428 NU ο ο ges Aca Ut GOR de n ah ΙΡ ERE ok 1 
# 2W18-416L | WASHER, Flat (ΝΑ)... ...:.«:..'. 2 
-39 # AN393-13 PIN . A A Τε, he AA AN δ» Ern Y 
# 2w18-10L ` WASHER, Flat (NA) . . νην ση 1 
146-54080 è ACTUATOR INSTALLATION, "Electrical pilots "seat. PME EA Ref 
-40 29200-2 . ACTUATOR ASSEMBLY (AIR). . . .. ......... 1 
x ATTACHING PARTS 
-41 AN310-4 sou NU a A s ο $ : 2 
-42 AN960DH16 . . WASHER . . . . . ee © ee ee ont n A ΓΝ 4 
-43 AN4-12 . . BOLT eie inspected: 2 A y eve 1 
-44 ΑΝ -13 . . BOLT (magnetic inspected). . . + r ` 1 
EN, i cn f u 
-45 AN3021-7 . . SWITCH . . . .... +... ο. ο... 1 
-46 AN320-5 -NUT eo Bs Sac Se a a ο ee BM ο 4 
-47 AN960D516 WASHER. . 8 
-48 NAS145A39 BOLT, Internal "wrenching "steel '5/16- -24 "(magnetic inspected) 2 
-49 AN25-22 . BOLT (magnetic inspected) . ο ge Wa ο... 2 
-50 .146-53053 . BRACE ASSEMBLY, Pilots seat hinge aft p ewe A y 06. S e 1 
-51 146-53071 d FITTING ASSEMBLY, Pilots seat aft hinge brace upper. A 2 
-52 4B19B5 -009 3 BUSHING, Press fit plain (supersedes NAS76A5- 009) (NA) 1 
-53 146-53072 1 FITTING ASSEMBLY, Pilots seat aft hinge brace lower, . 2 
-54 4B19B5-008 . BUSHING, Press fit plain (supersedes NASTGA5- 008) (Wa) 1 
-55 AN365-524 . NUT (magnetic inspected). . . . . . . + eee : ME 4 
-56 AN960D516 7 WASHER. ds Pl AS. Ue Sin bh les de ee Bat ous 8 
-57 AN5-14A " BOLT (maghatic “inspectea) | πα car αν ο a? denn eevee οὔ 4 
-58 AN365-428 . NUT (magnetic inspected). ....-- zu κ. : ` 4 
-59 ΑΝΟΘΟΡΗ16 . WASHER. . . ου. ON s I J 8 
-60 ANJ -6A " BOLT (magnetic “inspectea) | inis. sy MEN TP 4 
-61 146-53009 . CARRIAGE ASSEMBLY, Pilots Seat. νο E E ο. A 1 
AN365-428 . . NUT (magnetic inspected) . DG aE -ν ον ως e tornei : : 2 
ANQ60-416 . . WASHER. . . . +. . + - ο E N S S 4 


WASHER. . . « . « e .. . .. .. . om om . om . . n t ng] 

PIN . d CLE EE 
SPACER, Bolt “(way l.l Www tah 
SPRING, Navigators "headrest retraction, et wis) τος '8 
WASHER. . . . . " NC ET "AR 

PIN La. ge eoe m ο ee ο ο ο ο ec S ο. 
WASHER. . . . 4 ee ee ee ο . . . . . ee tm 9] n9 n n9 
PIN... νον νη 
BUSHING, Plain. press “pit “steel. O E is 
LEVER, Navigators headrest release. . . . . . . +. 


SPRING, Navigators headrest release lever... . 


SPACER, Rivet... ο sca Marr δὰ ο cy o Few 
. PAD, Headrest assembly . a Gas ο λος 
ΑΗΜ REST ASSEMBLY, Pilots and radio compartment seats LH. 
ARM REST ASSEMBLY, Pilots and radio compartment seats RH. 


NON FO PERFENNMENPRPRRP NON. PPPN PRR RPP RPP RPE 
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AN 01-60AABA-4 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
196 NAS220-18 - . SCREW, Brazier head Phillips recess alloy steel 1/4-28. . 2 


-62 146-53009-7 

-63 146-53063 

-64 AN320-5 

-65 AN960D516 

-66 AN25-20 

-67 117-31824-11 

-68 146-53056 
117-31825-2 

-69 AN365 -428 

-70 AN960D416 

-71 AN24 -29 

-72 146-53051 

-73 4B19B5-006 

-74 4B19BÀ-008 

-75 AN310-5 

-76 AN960D516 

RT AN5-12 

-78 146-53050 
AN320-4 
AN960D/ 161, 
AN24 -23 
146-54050-11 
146-53050-3 
146-53050-7 
4B19B5-010 
146-53050-5 
146-53050-9 
4B19B4-007 

-79 AN310-4 

-80 AN960D416 

-81 AN4-12 

-82 146-53052 

-83 4B19B4-008 

-84. 4B19B5-008 

-85 # 146-53007-200 

-86 4 169-53005-103 


NOTE: 


# 


(magnetic inspected) 

. FITTING, Pilots seat carp Lage πμ ο GU ἐν πὶ OR 
FITTING, Pilots seat carriage attaching. os Wer et ντ 
NUT (magnetic inspected) 4 i a pee or ane τς eck he IS 
WASHER 35:349 m wl ως το πο ας wor Gh de x ον ον δε ὃν 
BOLT (magnetic inspected). ; . . . . |... c EE 
ROLLER ASSEMBLY, Cockpit enclosure Sliding canopy truck. 
TRUCK ASSEMBLY, Pilots seat carriage ΠΗ 

. ΕΙΝ, Cockpit enclosure sliding canopy truck roller, . 
NUT (magnetic inspected) . . . . . — ο es CAG 
WASHER. 2 rx ο Ὁ owe ο a A E. E 
BOLT (magnetic inspected). . . τ: 
BRACE ASSEMBLY, Pilots seat bucket aft v og ý 


- . BUSHING, Press fit plain (supersedes NAS76A4-008 
. NUT (magnetic inspected) . . . . . . . . M Qs Jon we e 
gr WASHER θα 0m οφ a ο Wed m xe a a Ὁ ο ^s 
. BOLT (magnetic inspected). . . . . . . . ,. ; . ανν 
- BRACE ASSEMBLY, Pilots seat bucket forward brace . . .. 

. NUT (magnetic inspected). . . . . . . . . . M es 2 

o WASHER. 40040 ow dos sow cV m fg 

o BOLT. -:..ὃ ο. νον 
- . TUBE, Pilots seat bucket forward brace. . . . . ᾿ ; 
+. FITTING ASSEMBLY, Pilots seat bucket forward brace, 
εκ. FITTING, Pilots seat bucket forward brace. 


BUSHING, Press fit plain (supersedes ο πες, (wa). 
Na). 


- . BUSHING, Press fit plain (supersedes NASTÓA5-010) (NA) 


. FITTING ASSEMBLY, Pilots seat bucket forward brace. 

. FITTING, Pilots seat bucket forward brace, 
. NUT (magnetic inspected) . . . . . . . ! 
e WASHER.S 2 04 2 x δ xoxo» 0 vus ACQUA 
BOLT (magnetic inspected). . . . . . . . IIl! oe 
BRACE ASSEMBLY, Pilots seat hinge forward. . 5$ o 


. . BUSHING, Press fit plain {supersedes IO (ua). 
- . BUSHING, Press fit plain (supersedes NAS76A5-008) (NA). 
. BUCKET ASSEMBLY, Pilots seat . . oh Bde eS 


(see figure 199 for detail breakdown) ` 
. SEAT BACK ASSEMBLY, Pilots .... AA de φον ee we 
(see figure 199 for detail breakdown) 


N 


Denotes the incorporation of Service Change No. 417A 





BUSHING, Press fit plain (supersedes NAS76A4-007) (NA) 


p 
H ΠΠ Νὸ NERD RRA p js jS ΦΞΟΟ ΞΟ ΤῸ H7 T0 I. πο TO TO HE IO IO EAN ENE 
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Section || 


-AN Ο1-6ΟΛΛΒΑ Group Assembly Parts List 


FUSELAGE (Cont) 








9 
8 
6 
1 
5 
13 LS. -18 ÀJ-2P-4-53-2 
FIGURE 197 - NAVIGATORS SEAT BUCKET ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
197 # 160-53008-10 BUCKET ASSEMBLY, Navigator's seat. a ec m Val ds, T Ref 
(see figure 198 for next assembly) 
-1 146-63016-5 . BUCKET ASSEMBLY, Pilots and navigators seat . . E 1 
-2 NAS221-22 . SCREW, Brazier head Phillips recess alloy steel io- “33 "na 2 
-3 NAS221-8 . SCREW, Brazier head zii recess Mani steel 10-32 . . 1 
NAS43C3-48 » BUSHING, Spacer . . . a . T Scu fs 2 
AN960D10L ce WASHER er Cc a FG. πο ὁ Φα 6 
AN365-1032 « (NUT ο ς 3 
-4 156-53089 . SUPPORT ASSEMBLY, Pilots “and ‘navigators seat “back release 1 
NAS221-22 . = SCREW, Brazier head Phillips recess apie’ steel 10- ds J 
NAS43C3-48 a x SPACER, Screw and bolt . . . . A e Eens 5 1 
AN960D10L $ . WASHER . . +. + ὃς να «4. “nar, κω; πῶ, “α) te "IEEE 2 
AN365-1032 5 . NT... a 
156-53088 . . HANDLE ASSEMBLY, Pilots “and “navigators seat “back release 1 
-5 2W1-26-36-63 . νυν WASHER, Plain (NA). ae 1 
-6 146-54212 . . . SPRING, Trim tab switch assembly. upper. de ον 1 
-7 NAS43DD926 è . . SPACER, Screw and bolt. . . 1 
-8 156-53087 . . . HANDLE, Pilots and navigators Seat "back release sl 
-9 156-53088-3 τα τα OPIN, Pilots and navigators seat back release. 1 
handle assembly 

-10 156-53086 ν ARM ASSEMBLY, Pilots and navigators seat back release 1 
-11 146-53032 E FITTING, Navigators seat rear leg . . " 2 
-12 160-53034-1 . FITTING ASSEMBLY, Navigators seat back lower "hinge “LH . 1 
160-53034-2 . FITTING ASSEMBLY, Navigators seat back lower hinge RH. 1 
-13 146-53035 . FITTING, Navigators seat front leg. . . ae fe Pasi ες μα. 2 
-14 160-53033 . FITTING, Navigators seat back brace... . + + + e+e > 2 
-15 AN3-13A A BOLT. 5 al es Tani xor νην ο day A νην 6 
-16 AN3-12A . BOLT... AA A E ο. ον DIEN TL oS 2 
2W18-10L | WASHER, Flat "aj . "ην ο ο PLE 16 
AN365-1032 « NUT... pla 8 
146-58560-100 . CONTROL INSTALLATIÓN, Emergency hydraulic exit “valve. s Ref 
-17 146-58565 . . CLIP, Crew emergency exit valve control forward. . . . 1 
-18 AN365-428 ο A mock ole RR us A: dier iio 28 1 
-19 ΑΝΟΘΟΡΗ 161, . . WASHER . . : Ὃν τῶν ea. ο Ὅν οφ ον MEC 1 
-20 4B2154-105 . . BUSHING, Spacer " (NA) doc qe ero» Ie En de A e teli ctm. e 1 
-21 AN509-416R31 ως ο a s esa ee a a ae a, Rogue a m ow IR S ο... 1 
-22 AN507 -832R10 . . SCREW. . . ο fey ο ο 1 
-23᾽ NAS120R125 . . KNOB, Cóntrol 3/4 “spherical. $6. TET 1 
-24 146-58562 . . LEVER ASSEMBLY, Emergency hydraulic “exit valve control 1 
4B20B6-007 . BUSHING, Press fit flanged (NA) . . . . . + eee es 2 
# 184-53039 . BRACKET, Inertia reel control mounting. . . Se τῶν ον t Lm Ref 


(See figure 198 for breakdown) 


NOTE: # Denotes the incorporation of Service Change Νο. 417A 
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FUSELAGE (Cont) 





39 


ROTATED 180? 


AJ-2P-4-53-3 


FIGURE 198 - NAVIGATORS SEAT INSTALLATION 
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Section If 


Group Assembly Parts List 


FUSELAGE (Cont) 
soa E—————————————— AAA A  __————— 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
198 146-53003-10 SEAT INSTALLATION, Navigators . . st es [eem ux εν Ὃς, ὃν Ref 
(see figure 189 for next iseci] 
-1 146-53006-39 HEADREST ASSEMBLY, Navigators seat ο.» 1 
-2 1146-53017 . PAD, Headrest aspenbIy., dU E PC ah nyt eee 1 
-3 ANQ60D416L WASHER . . . . . . . ý λος palate E NAS oy S. ce T 
-h AN39h -39 PIN. . b dove. dede 1 
-5 48 3P416-30 SPACER, “port (na). $e Sere ow. recs T 
-6 146-53058 SPRING, Navigators headrest “retraction καρ τῷ fei xs 1 
-τ ANQ60D10L WASHER 4 © r a poe See os E ^d $ d ος ia 2 
-8 AN393-7 ῬΤΝ. dio etait e ὃς ᾳ πα 267 A ER ja Sec ἐξ αμ 1 
-9 AN393-39 PIN. «+ I MN CE M EE ET 1 
-10 NAS75-3-102 BUSHING, Plain press fit steel ο ο ο YI εν, Pe 1 
-11 146-53060-3 LEVER, Navigators headrest release . . DIL 1 
-12 169-53059 . SPRING, Navigators headrest release lever. e. GA ast qe TN ο 1 
-13- AN960D10 . WASHER . . . . . . + ο ΝΠ 7 S $ 1 
-14 AN393-7 s PIN. a ος > . $ s T 1 
-15 AN393-13 PEN a a ec te eie š a ὃς 1 
-16 ` AN960D10L WASHER . . . . . αρ ντο a 1 
-17 169-53019-5 CABLE ASSEMBLY, Navigators seat "back release » 1 
-18 169-53019-3 CABLE ASSEMBLY, Navigators seat back release 1 
-19 AN365 -524 NUT (magnetic inspected) Fhe ra ur a 2 
-20 AN960D516L WASHER . . . ο ο Um cete he Con en ed acute ow 8 
-21 ANS-11A BOLT (magnetic inspected). EN VU ο ο το μεν διψῶ ο 2 
-22 160-53036 BRACE, Navigators seat back. . . . . . . . . . e ee . . . +. 2 
-23 AN365 -524 . NUT (magnetic inspected). 2-1. 35909 aa a a OPTED 2 
-24 AN960D516L . WASHER . . . . δ μόνο. AMD cee ey ον M 8 
-25 ANS -12A . BOLT (magnetic inspected). ο daa e Mouse ο 2 
-26 A 169-53005-105 SEAT BACK ASSEMBLY, Navigators . See! αν. ae αν ce τῷ 1 
(see figure 199 for detail | breakdown) 
-27 AN365 -832 NUT . ον ος a ra » 7 E 2 
-28 AN960D8L . WASHER . . . deu 4 
-29 NAS220-26 . SCREW, Brazier head "Phillips recess “alloy "steel “gl 32 Sing τὰ 2 
-30 146 -53065 . CLAMP ASSEMBLY, Pilots and navigators seat back release. . . 1 
cables 
-31 # 83131905-505-17 CONTROL ASSEMBLY, Shoulder. harness inertia reel (HTEC) . . . 1 
ATTACHING PARTS 
-32 # AN507-1032R18 . SCREW, " Ρ MES ‘ ν 9 
# 2W18-10L ` WASHER, Flat (NA). . . soe ay Sip ο.” 2 
# AN365-1032 ve ONS η ae is, wow QS wc a 9 Ὅν UE a Paw no eh HS 2 
-33 4 S3388919-501-00  . INERTIA REEL ASSEMBLY, Personnel shoulder harness (HTEC) . . 1 
ATTACHING PARTS 
-34 # AN365-1032 c NUTS uus τρ cO M Wo ο ο iustius 8, ρα be a ee ae ue 2 
-35 # 2W18-10L . WASHER, Flat (NA). . Eg rae , i : 4 
-36 # AN3-20A a CBOLT, (oh oats! ver τν dem τὸ ^ . A . 7 — 2 
-37 A AN365-428 NUT. š E A κ A ; à MET 1 
-38 ἡ 2W18-416L WASHER, Flat (NA). . . ' M xeu EE 2 
-39 # AN4-20A BOLT. v ᾱ- ο ὦ ἢ ; > : E ; : 1 
mm. erus. 
-ho 8 AN393-13 PIN, b ug R ibus 1 
# 2W18-10L WASHER, Flat (NA). Ste NOR EN E ο a nim é Ὁ 1 
-41 AN365-624 NUT (magnetic inspected) ο tak NR e Ora) raw, ecce Sout da : 8 
-42 AN960D616 WASHER . . sere. Vw ier er da . ; " 4 
-43 AN6-12A BOLT (magnetic inspected). mtg: 8 a, UEM ET a a i n 1 
-44 AN365 -1032 NUT (magnetic inspected) . 3 week 4 
-45 AN960D10 WASHER . . . τῳ, nes A p d : 8 
-46 AN3 -6A BOLT (magnetic inspected). . . . . 4.44. 4 
-47  # 160-53008-10 BUCKET ASSEMBLY, Navigators seat . . bea “bi fe 1 
(see figure 197 for detail breakdown) ` 
-48 # 184-53039 BRACKET, Inertia reel control mounting. mE 1 


NOTE: # Denotes the incorporation of Service Change No. 


(see figure 197 for next assembly) 


417A 
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FIGURE 199 - PILOTS SEAT BUCKET AND SEAT BACK ASSEMBLY 
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AN 01-60AABA-4 


Section Il 


Group Assembly Parts List 


CODE 


FUSELAGE (Cont) 
| 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
199 PILOTS SEAT BUCKET AND SEAT BACK ASSEMBLY 

# 146 -53007-200 BUCKET ASSEMBLY, Pilots seat. . E ee στ ee Ref 

(see figure 196 for next assembly) 
-1 146-53007 -30 . . BUCKET ASSEMBLY, Pilots and navigators seat. . 1 
-2 156-53089-10 : SUPPORT ASSEMBLY, Pilots and navigators seat back release 1 
156-53088-10 A . HANDLE ASSEMBLY, Pilots and navigators seat . . . . . 1 

back release 
-3 156-53088-5 g Vile . PIN, Pilots and navigators seat back release handle 1 
τη 156-53086-10 Ὅν ον . ARM ASSEMBLY, Pilots and navigators seat ` 1 
back release 

156-53086-7 uz o .. . BUSHING, Pilots and ολ seat back, release 1 
-5 2W1-26-36-63 A | WASHER, Plain (NA)... ts os gy ας 1 
-6 NAS43DD9-26 ME . SPACER, Screw and bolt . . suis ders 1 
-T 147-54212 M Yt . SPRING, Trim tab switch assembly upper 3M i 
-8 156-53088-7 wow PIN, Pilots and navigators seat back release handle 1 
-9 156 -53087 š HANDLE, Pilots and navigators seat back release. 1 
-10 156-53088-3 PIN, Pilots and navigators seat back release handle 1 
# 169-53005-103 SEAT BACK ASSEMBLY, Pilots. . . ir te ran E E δν Ref 

(see figure 196 for next assembly) 
# 169-53005-105 SEAT BACK ASSEMBLY, Navigators. . er ee Wo eB oe Ref 

(see figure 198 for next assembly) 
-11 146-53042 FITTING ASSEMBLY, Pilots seat arm rest support 2 

(used on 169- 53005-103 only) 
ATTACHING PARTS 
NAS221-12 SCREW, Brazier head Phillips recess alloy steel 10-32. 4 
NAS221-13 . . SCREW, Brazier head ας recess pnm steel 10-32. 4 
AN960D10L . e WASHER... ο νο we : Qr ie ue Ἔν 8 
AN365-1032 NUT: UL. S A o Mp o cm UR o ο μὲ οὶ λον 8 
ΡΕ. POETA 

4B19B12-010 DES BUSHING, Press fit plain S πόμα NAS76A12-010) 1 
4B19B12-012 : BUSHING, Press fit plain NS supersedes NAS76A12- 012) 1 
146-53045-11 . . BEAM ASSEMBLY, Navigators ud seat back LH. . . sis 1 
146-53045-12 . . BEAM ASSEMBLY, Navigators (only) seat back RH. . 1 


146-53045-21 
146-53045-22 


-12 169-53043 "E 
169-53043-5 ος) axe 
169-53043-6 "P 
4B19B5-007 ovy 

-13 169-530444 -1 ET 
169-5304 -2 E 

-14 AN509-10R25 $6 

-15 AN509-10R13 x 

-16 AN509-10R12 Ἐν 
2W18-10L $^ 
AN365-1032 

-17 260048 

-18 2W18-416 


-19 AN391 -15 x 
-20 169-53009 . 


-21 260058 
-22 AN960Dl16 : 
-23 ANA -13A d 
-2h 169-53007 Sn d 
-25 169-53021 MEE 
-26 169-53008 i 
4B19B4 -006 : 
-27 AN365-832 ses 
-28 ANQ60D8L ο -ᾱ 
-29 AN515-8R14 a 
-30 AN394 -23 ES 
-31 AN310-3 eos 
-32  -. AN365-1032 . cs 
-33 AN960D10 e 


-34 169-53011 e a 
-35 AN394 -13 a Ug 
-36 169-53014 . 


-37 169-53017 
4B19B4-008 &, C 
-38 AN3-10A . à 
-39 ΑΝΟΘΟΡΙΟ κ: ovs 
-40 169-53010 © > 
4B1888-125 e oR 
4B20B6-005 
-41 169-53015 s 
-42 169-53029 . 
169-53018 . 
-43 169-53018-5 . 
-44 169-53018-3 . 


BEAM ASSEMBLY, Pilots ena seat back LH. . . . : 
BEAM ASSEMBLY, Pilots 


only) seat back RH. . . . + . 
FITTING, Navigators seat lower hinge. . . . 
FITTING ASSEMBLY, Pilots seat back lower hinge “LH ; 
FITTING ASSEMBLY, Pilots seat back lower hinge RH . 

BUSHING, Press fit plain (NA). . . . +. . + +. + 

(supersedes NASTÓA5- 007) 

FITTING ASSEMBLY, Navigators seat back brace support LH 
FITTING ASSEMBLY, Navigators seat back brace support RH 


e ο ee ewe 


. SCREW. . . « . © ὁ e :« . om om ο: . 5. 91 9 ng 

. SCREW μα on 169-53005-105 only). . . e ee « « : . 
` SCREW (used on 169-53005-103 only). . . . s esso 
. WASHER, Flat (NA) 0 De m Rt e a e 

NUT. . Og ub Ὅν LT. ο E p^ 6S ; 

DOME STOP NUT (us). NON DEP PL Ae 
WASHER, Flat (NA). . . a x ara n EON omo . A . oh . t n 
PIN. e ws; 


ROLLER, Navigators Seat “back release lock. "EET 
DOME STOP NUT (NUS). . . . — T" . 
WASHER o : . 4 8 5 4 ο ο o € o» o9 ee ee ee 
BOLT... wea δι) ar τω 

BAR, Navigators “seat back “release “Lock Bi ese AS? al, ο 
SPRING, Navigators seat back release torsion . . . . 6 +. 
ARM ASSEMBLY, Navigators seat back release oe ο. 


NUT. ... 
WASHER . 
SCREW. . 
PIN. . . 
NUT. . . 
NUT. . 


BUSHING, Press fit plain: M 


wi oe ὦ i -ᾱ- α. A Ὁ V. ee ο Ἡ 


ee ot n 


4d ὁ 4574 ο 76 ο Um; ὁ ο. E E ue Ὁ 4; - ie 


WASHER πλ ona ματ PAC A 
CRANK, Navigators seat back release. . . . . . + + ο. 


PIN. . — n 
LEVER, Navigators “seat back release. . 
LINK ASSEMBLY, Navigators seat back release. 


BOLT Qo AC. E Ao. EEE SOM M NO. 


BUSHING, Press fit piain (NA) . 


oe t ο ng 
. 


WASHER . . κα ο ος 
BRACKET ASSEMBLY, “navigators seat “back release linkage . 


BUSHING, Shoulder (NA). . ERES 
BUSHING, Press fit fianged ΘΑ) . of se ἰκ ἐν ie ὁ 


ARM, Navigators seat back operating mechanism. 7 
SPRING, Pilot and navigator seat release mechanism locking 
SHAFT ASSEMBLY, Navigators seat back release . . . . + 


FITTING, Navigators seat back release . . . . +. + 
SHAFT, Navigators seat back release . . . . . e 


NOTE: # Denotes the incorporation of Service Change No. 417A 
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Section 1l 


AIC OL GORABRA? Group Assembly Parts List 


FUSELAGE (Cont) 


NN): —_——_ a _ ?_»P--- A Q2———— 
FIGURE & . PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
200 . 146-53004-10 SEAT INSTALLATION, Radio compt (see fig. 189 for next assy) . . Ref AD 
-1 146-53026-101 . BEAM ASSEMBLY, Radio compartment seat support LH . . . . .. -1 AD 
-. 146-53026-102 . BEAM ASSEMBLY, Radio compartment seat support RH... ; 1 AD 
-2 146-53010-3 . . FITTING, Radio compartment seat safety belt attachg LH. A Ls AD 
146-53010-4 . . FITTING, Radio ας unen: seat Safety belt -arrache n RH: 1 AD 
-3 AN365-1032 $ ΝΟ ο ον δν ks το 5 a te; 4 AD 
-4 AN960-10 e ue ΜΑΒΗΒΗ. ας. ο ος ο) -- κ * 8 AD 
-5 AN3-5A 5 BOLT. .. be d veles 5 s 4 AD 
-6 AN365 -428 [NUT (magnetic "anspected)  ; ; ia . : 4 AD 
-7 ANQ60D416 . WASHER... «os T 8 AD 
-8 NAS222 -24 . SCREW, Brazier head “Phillips recess “alloy “steel 1/42 “28 | 5 4 AD 
‘(magnetic inspected) 
-9 146-53028 . . TUBE ASSEMBLY, Radio pl seat bucket 5 support z ἃ 2 ΑΡ 
-10 AN365-428 . NUT (magnetic inspected) . . : a : 2 AD 
-11 . AN960D!16 . WASHER... s 5 4 AD 
-12 NAS221 -15 . SCREW, Brazler head “Phillips recess alloy steel "s -32. E 2 AD 
: (magnetic inspected) 
-13 'AN365 -1032 f . NUT (magnetic inspected) . . . . . . eee ee ee + A 14 AD 
-14 AN960D10 . WASHER... ———— Án > 28 AD 
-15 AN3-5A . BOLT (magnetic inspected). "a n a 14 -AD 
-16 AN365 -1032 . NUT (magnetic inspected) . . . . . . ..::.««.. 4 AD 
-17 AN960D10 . WASHER . . . ib sy te 8 AD 
-18 NAS 221-13 . SCREW, Brazier head “Phillips recess “alloy "steel “27 - 32. 2 4 AD 
(magnetic inspected) 
-19 146-53022 . BACK ASSEMBLY, Radio compartment seat. . . . . . . 4. e sce 1 AD 
-20 146-53018 . . COLLAR, Radio compartment seat. . . . osos . . . +. . . +. 2 AD 
-21 AN365-1032 ο ο μα ος ο, ο oue νο TE ah ae 2 ΑΡ 
-22 AN960D10 e£ WASHER; 6 2 4 9 « 5 8 ὁ Ὁ € e e ὁ momo ὁ es 5 2 AD 
-23 AN3-31A »- BOLT. sate EE EE 2 AD 
175-51507 . LOCK ASSEMBLY, Fuselage “escape hatch position open "DW 1 AD 
ATTACHING PARTS 
-24 AN365-1032 DEN μι ο ο a ο ο ο ER Se 2 AD 
-25 AN960D10 cs WASHER o l1 2 6 40 oo de 909 09 im oe ocv Αἱ Je a ος m ἃ ᾱν ος 2 AD 
-26 ΑΝ3-15Α . ^s μον ο ον bay REA A ae 2 AD 
cama 
-27 175-31535 . . BODY ASSEMBLY, Fuselage escape hatch position open... . 1 AD 
-28 175-31536 . . HANDLE, Escape hatch position open lock . . . . . +. +. + 1 AD 
-29 AN960D416 e . WASHER. .. M. ala SX div 2s αμα eos 1 AD 
-30 26C048 . . CAP NUT, Self locking (nus) ο Ορ ο ο O eom Ow 1 ΑΡ 
-31 AN393-37 muc PEN g aii de bye ia ον GR ae «τν 1 AD 
-32 141-56170 . . SPRING, Barrier guard actuator “tube lock. "NE EK 1 AD 
-33 175-31534 $ PLUNGER, Fuselage escape hatch position open lock ών δι 1 ΑΡ 
-34 175-31539 5 BRACKET ASSEMBLY, Fuselage escape. hatch lock . . . . . . 4 1 AD 
-35 AN365-832 "ES icc ον ο we rie Tá . Pee ae ae . A 10 AD 
-36 AN960D8L . WASHER 4. : ara RA RR, A 20 AD 
-3T AN526 -832-10 . SCREW. . . s ha. d 10 AD 
-38 175-53507 . SHIELD ASSEMBLY, Radio compartment seat “back sta 199. 5 c 1 | AD 
-39 146-53024 .' BEAM ASSEMBLY, Radio compartment seat inertia reel | attaching 1 AD 
-40 AN365-1032 Su NU Dice Se Ὁ, ο ea ὦ . . 7 AD 
-41 AN960D10 . WASHER... ] αν, a ΑΡ 
-42 NAS221-9 . SCREW, Brazier head “Phillips recess “alloy “steel” 10- 32. T AD 
-43 # 146-53023-20 . BUCKET ASSEMBLY, Radio compartment seat. . . . . ο d 1 AD 
-44 AN365-1032 . . NUT (magnetic inspected HER WU πε ο tals δον 6 AD 
-45 AN960A1OL . . WASHER. , 5 12 AD 
-46 NAS221-19 . . SCREW, Brazier “head Phillips. recess alloy steel 10: “30 6 AD 
(magnetic inspected) 
-47 160 -53053 . GUIDE ASSEMBLY, Radio compartment seat back. ..... 1 AD 
-48 # 184-53037 . BRACKET, Inertia reel control mounting . πο. 1 ΑΡ 
-49 # s3431905-505-17 . CONTROL ASSEMBLY, Shoulder harness inertia reel (HTEC ) 1 ΑΡ 
ATTACHING PARTS 
-50 # AN507-1032R18 . SCREW. A Ca WE τὶς Wa Us wah ee τα ce id ae ο) Le 2 AD 
# 2W18-10L | WASHER, Flat (NA). Wa Per LP 2 AD 
# AN365-1032 μμ -ο-ς αλ». a E E 2 AD 
pn an cc m . 
-51 f£ 184-53038-1 . BRACKET, Third crewmans inertia reel mounting LH . . . . .. 1 ΑΡ 
-52 # 184-53038-2 BRACKET, Third crewmans inertia reel mounting RH. . A 1 AD 
ATTACHING PARTS 
-53 f£ AN365-1032 ss NUTS 2825 Vy oo" weds. Me CI TEM 4 AD 
-5h # 2w18-10 " WASHER, Flat (NA). . . . . . . be ee ee ee aL T 8 AD 
-55 # NASH3-3-56 . SPACER, Screw and bolt . . . . . . . . e e 4 ὁ ror . . . on 4 AD 
-56 # AN3-15A e BOLT a ei a AA 3€ a δὲ AE . A 8 AD 
μμ A E 
-57 # S3388949-501-00 . INERTIA REEL ASSEMBLY, Personnel shoulder harness (HTEC ) 1 AD 
ATTACHING PARTS 
-58 # AN365-1032 . . NUT. "IU 2 AD 
-59  £ 2W18-10L ` WASHER, Flat (NA). "EE 5 "n a 4 AD 
-60 # AN3-20A - BOLT... <->» αν ze . e * a ο τῷ 2 ΑΡ 
-61 # AN365-428 . NUT. P. . . . x S 1 AD 
-62 # 9W18-hi6L ] WASHER, Flat (NA). . . . . a " MORE IUE M y 2 AD 
-63 f ANU-204A * o. BOLT ara a see mS 5 E V t 1 AD 
mm ah DF a do * 
-64 4 AN393-13 . PIN. oy d. dur Woche ern ον duse e ος αἱ ὃν ο 1 AD 
# 2W18-10L U WASHER; Fiat (NA). i ck. bo ab ce ο Woo ο don UR, eem) ϱ 1 AD 
NOTE: # Denotes the incorporation of Service Change No. 417A B 
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ΑΝ 01-60AABA -4 


Section ll 


Group Assembly Parts List 





a L————————————————————————————— 


FUSELAGE (Cont) 
A AAA AAA A μονος  — R 1ISEARIECONT 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
201 183-5300 SEAL INSTALLATION, Third crewmans . . - . Ref σο 
(see figure 192 for next assembly) 
-1: AN365-1032 NUT. 2 2 a Ἔα ΤΡ ; s 6 cc 
-2 AN960D10L WASHER leon ie hs αν S * 14 ce 
-3 AN3-5A BOLT er ar m ες Wood e “sg Saye ah BI E UR Ter ve ms Ue : 8 cc 
-4 AN365-423 NUT. ies e oe . s , 8 cc 
-5 ANQ60D416L WASHER -. A add te SS . 5 ; 16 cc 
-6 AN4-7A BOLT . ee as VO PR ah a rat, ido τω; d ‘ 8 σσ 
183-53004 -200 SEAT ASSEMBLY, Third ¿rewmans “seat S 13 by aide Li. e z * 1 ce Β 
-T 183-53019 HEADREST ASSEMBLY, Third crewmans seat. éa . A 1 σο 
-8 146-53017 PAD, Headrest assembly . . . . +. +... «ο» ο A 1 cc 
-9 146 -53020 M RETAINER, Headrest pad . . " 1 cc 
-10 183-53018-1 . ANGLE, Third crewmans headrest “attaching "LH " 1 ce 
183-53018-2 . ANGLE, Third crewmans headrest attaching RH x 1 ος 
-11 183-53007 . SEAT BACK ASSEMBLY, Third crewmans. . EP UE l cc 
-12 183-53008-1 A BEAM ASSEMBLY, Third crewmans seat back "LH 7 1 σο 
183-53008-2 ` .BEAM ASSEMBLY, Third crewmans seat back RH ; ` E i 1 ce 
-13 183-53017 FOOT, Third crewmans seat rear, . AS 2 cc 
-14 183-53009-1 FITTING, Third crewmans safety belt attaching LH. . T cc 
. 183-53009-2 A FITTING, Third crewmans safety belt e RH. . 1 σο 
-15 183-53010 . . . FITTING, Third crewmans seat upper. . ‘ n A 2 cc 
-16 AN365 -1032 σος NX. Bene. τῳ CR Ves τὰ) ὁ A s » : 8 CC 
-17 AN960D10L V WASHER αν ο. cc 
-18: AN3-12A BOLT, ον κ. e ο Y ο ο “be av as te A 8 cc 
-19 AN365 -524 ο μμ E fe ea ae ; : ; 2 σο 
-20 AN960D516L v WASHER}. e dos a 9 uae ο.” à . 4 σσ 
-21 AN5-13A v BOLT . ο ae à E 2 cc 
-22 183-53015 . FITTING, Third crewmans seat. to floor LH, "CM EE M 1 cc 
183-53016 . FITTING, Third crewmans seat to floor ΕΠ. ο ες A 1 σσ 
-23 183-53013-1 . . FLANGE, Third crewmans seat supporting LH. 5. -ᾱ ὃ a 1 ‘cc 
183-53013-2 - . FLANGE, Third crewmans seat cA king RE Lum $ ` 1 σο 
-24 AN5-15A v x BOLT $$ ροκ οτι e x cen TES χι ey Neue dea “Ὁ è 2 σο 
AN960D516L . . WASHER. . . usur νι Soe " 2 cc 
-25 183-53014 . . BRACE ASSEMBLY, Third éréwmans seat . . . . eee Š 2 cc 
-26 183-53011 - . SUPPORT ASSEMBLY, Third crewmans seat .. ad wl ee τῷ 1 cc 
-27 169-5302) . . INTERCOSTAL, Pilots and navigators seat parachute support 3 cc 
-28 146 -5 3046 -5 . . BUCKET ASSEMBLY, Pilots and navigators seat . . . . . : 1 ος 
-29 # 184-53039 . . BRACKET, Inertia reel control mounting. . . "ον Rr 1 ος n 
-30 # S3431905-505-17 . . CONTROL ASSEMBLY, Shoulder harness inertia reel (HTEC). 1 σο 
: ATTACHING PARTS 
.-31 # AN507-1032R18 . . SCREW. NER SE πο μοι 2 cc 
# 2W18-10L Pro WASHER, Fiat (NA) . 0v 00h voxy doo fe WB ce Sb GAS ws 2 cc 
# AN365-1032 . tee NUTS 24 Vu. aa cer Cached καὶ ac. ο ο e o < 2 ce 
-32 f£ 184-53048-1 . . ANGLE, Third crewmans inertia reel support LH... . s 1 cc 
-33 # 184-53048-2 . . ANGLE, Third crewmans inertia reel support RH . . Ν A 1 cc 
ATTACHING PARTS 
-34 # AN3-10A . . BOLT. . A ches Putas So Sep ης 4 cc 
-35 # 2Wi8-10L bo x WASHER, Flat " (NA) Be Sa ο ο ο Vai Ya er el 4 CC 
---Ἐ-.- 
-36 # 5338899501 -00 . . INERTIA REEL ASSEMBLY, Personnel shoulder harness (HTEC) 1 cc 
ATTACHING PARTS : 
-37 # AN365- 108 νιν A EN A 1 σο 
-38 4 2W18-416L . . WASHER, Flat (ΝᾺ)... eer oor on n ? cc 
-39 4$ AN4-23A e ao BOLT, ὃν wo. e's ΕΣ as 1 cc 
-40 # AN365-1032 E sS NUT 2. 0395 om mo . ο oe . 1 cc 
-41 # 2W18-10L . WASHER, Flat (NA)... . . . ee we 3 2 cc 
-42 # AN3-22A BOLT: 2o cu ἵν. Ie. dick ey ταν Sey aT 5 . 1 CC 
aw um PRE 
-h3 f£ AN393-13 PIN CP" 1 cc 
# 2W18-10L WASHER, Flat (NA) . ἃ ow. τέννις ο ο ορ JL E 1 σο 
NOTE: # Denotes the incorporation of Service Change No. 417A A 
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FIGURE 202 - HEAT AND VENT WCS HEATER FUEL LINE AND TURBO BLEED DUCTS INSTALLATION 
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ΑΝ O1-60AABA-h 
FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
202 175-53433 DUCTS INSTALLATION, Heat and vent WCS heater fuel line and. . . . Ref 

turbo bleed (see figure 9 for next assembly) 
-1 169-53313 . DUCT, Heat and vent system nacelle lower turbo bleed ..... 1 
-2 146-53321-7 . CONNECTOR, Heat and vent system duet jov. ow oues ὡς e E 
ANT3TRM98 . CLAMP. . . . . . s e 24 
-3 146-53314 . NOZZLE, Heat and vent nàcelle turbo "bleed airflow "Limiting Boss 2 
-4 169-53315 . DUCT ASSEMBLY, Heat and vent system LH nacelle upper turbo . . 1 
bleed ‘ 
-5 175-53388 . DUCT, WCS heat and vent system LH wing to LH nacelle . . . . . 1 
-6 175-53433-9 . DUCT, WCS heat and vent system RH nacelle. . . . . ὁ . . . . . 1 
-7 175-53433-3 . DUCT, WCS heat and vent system RH nacelle to junction. .... T 
-8 146-53319 . DUCT ASSEMBLY, WCS heat and vent turbo bleed air junction. . . 1 
-9 AN3-H5 e. BOUD nee xeu om we oos ο S en ρα ud Bowes Ob eue fa. ΑΡ 
-10 AN960D10 e o. WASHER, Plain . ο ν 2... 59 59595 59 wow. wr.» c e 
-11 AN365-1032 s». NUT, Self Locking’... 4-4 . 9 s) € oom eoo owes. cw 10 
-12 AN960D10L v je “WASHER; Plain. zoe 6 2o. moo |o m x cvv) ecco ws el 
-13 AN3-5A e. BOLT. 6o. Ὁ ο A . . s a a «39 
-14 146-53319-15 + . GASKET, WCS air junction duct assembly. Eh ee δ; ees Bue Oe Fe 4 
-15 146-53319-3 + . WELD ASSEMBLY, WCS air junction duct. . . . . e ο e . . .. 1 
-16 90500-20 + . VALVE ASSEMBLY, 2-1/4" check wing center section air. . . . 2 
junction duct (AIR) 
-17 146-53319-5 A WELD ASSEMBLY, WCS air junction duct. , . . e e e . s s o 2 
-18 175-53433-5 | DUCT, WCS heat and vent. . . ; e ois ese ed 
-19 175-53462 2 DUCT, WCS heat and vent RH nacelle nozzle “to front Spar. ... 1 
-20 175-53461 . DUCT, WCS RH nacelle intercooler to nozzle . . . . . . . . ο . 1 
-21 .AN924 -4 so NUT aa a Ecc M 2 
-22 AN960D716 2 WASHER σου je ele, a ar LUE ^ ce D "T 
-23 AN837-4 . ELBOW... νο πο πο a s P Cu) αἱ 9 
-24 169-53312-5 « LINE ASSEMBLY, Firewall “bulkhead fitting to fuel filter. ... 2 
-25 AN822-4 . ELBOW. .. νο, ο ο πο 5 
-26 45020 . FILTER ASSEMBLY, Fuel (KP). DECENNIO EE τῳ ᾱ 2 
-27 AN911-1D . NIPPLE. . "Ν.Ε ΝΟΥ ο ο ο e e me" uid 
-28 5256G1/8D . VALVE ASSEMBLY, "Check “(Pal : sc Ve ο lal es Setar lec ore. M ον 2 
-29 AN816-4 . NIPPLE.... oe OY col en etnies ο SL 3 
-30 175-53309-71 . LINE ASSEMBLY, Heat “and “vent system camera compartment . . . . 1 
-31 G10lD6 . VALVE ASSEMBLY, Solenoid (ΜΗ). . . « . . « « 220 eee eee 3 
-32 AN824-4 * TEE... 4 4 4 4 e e e e e ... . . ... . . ο ο ος: 1 
-3 AN825-4 . TEE... P $ DEC . e.. 1 
-3 175-53309-5 : . LINE ASSEMBLY, Heater “fuel line to camera compartment wes. ^ uw 1 
-35 175-53309-25 . LINE ASSEMBLY, WCS fuel check valve to cabin heater fuel . . . 1 
solenoid 
-36 175-53309-17 . LINE ASSEMBLY, WCS fuel solenoid to fuel pressure relief . . . 1 
valve 
-37 AN910-1D . COUPLING . . . . . . . . Sd aa ο V 
-38 8182-10 1 VALVE ASSEMBLY, Fuel pressure relief (ap). . -— Pieter xb 
-39 175-53309-21 . LINE ASSEMBLY, Fuel pressure relief valve to vapor return. "E 1 
fitting 
-40 175-53309-29 . LINE ASSEMBLY, Cabin heater fuel solenoid to nacelle ..... 1 
: station 226 
-41 175-53309-33 . LINE ASSEMBLY, Cabin heater fuel nacelle station 226 to... . . 1 
wing station 144 : 
-42 175-53309-9 . LINE ASSEMBLY, Camera compartment heater nacelle station . . . A 
225 to wing station 144 
-43 175-53309-13 . LINE ASSEMBLY, Camera compartment heater fuel wing station . . 1 
139 to station 99-3/4 
-44 169-53312-48 . LINE ASSEMBLY, Wing station 87 to RH nacelle . . . esse.. 1 
-45 146-53312-141 . LINE ASSEMBLY, RH nacelle to fuselage. . oe ὁ ο ου 1 
-46 175-53309-37 . LINE ASSEMBLY, Camera heater fuel wing station 99- 23/4. ce seve | 
to fuselage bomb bay 
-47 146-53312-145 . LINE ASSEMBLY, LH nacelle to fuselage. . . . e s's s s s wee 1 
-48 169-53312-43 . LINE ASSEMBLY, Front spar to wing station 95 . . . . . . . ο . 1 
-49 169-53312-59 . LINE ASSEMBLY, LH nacelle station 244 to nacelle . . m 1 
station 254 ; 
-50 169-53312-55 . LINE ASSEMBLY, LH nacelle firewall to station 244, . . . . ον 1 
-51 AN815-4 $^ "UNION. 1610770 yr ο ιο ch ο Gab se) Go eh Ab: Marie e ue ot ο ο 20 
-52 AN815-4D . UNION. Si fel ries. Wy ἴθι) a AS de ο τῳ cen, δ ses ο 9 1 ὁ 6 2 
-53 AN832-4 O ARA A -ὁ 1 
ANQ24 -4 NUDE AUS uiti neo ve μον 2801028 99. ο V6. es dia 1 
AN960D716 os WASHER: 242.2 ο ος ο ο I erue ao la e LIRE 1 
-54 AN931B4S12 sa GROMMET ear ο le δ; cei oe) Whee du er Dev (ὦ τῳ ἴω, 1 
-55 AN824-4D ο ITEE S al ο ο ο ο A ο a en e Ade cS 1 
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UNITS USEABLE ON ` 
| INDEX NUMBER NUMBER c 3 4 5 6 7 NOMENCLATURE PER ASSY. 
E203 175-533011 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Forward fuselage . . Re D 

: section (see figure 73 for next assembly) ` 
"" Y75-53301-200 -HEAT AND VENT-SYSTEM- EQUIPMENT INSTALLATION; Forward fuselage- . . Ref - -CC 
section (see figure 73 for next assembly) 
L | 175-53308 . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Forward fuselage. Ref AD 
" section (see figure 207 for detail breakdown) 
u 175-53308-100 . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Fuselage sta. . . Ref cc 
51 to sta 158 RH (see figure 207 for detail breakdown) 
146-53304 . HEATER INSTALLATION, Heat and vent fuselage sta 103 to . . . . Ref 
sta 158 RH (see figure 204 for detail breakdown) 
15416-53305 -300 . DUCT INSTALLATION, Heat and vent fuselage sta 158 to . . . . +. Ref 
sta 256 (see figure 207 for detail breakdown) 
a 1175-53460 . HEAT AND VENT EQUIPMENT INSTALLATION, Cabin air distribute . . Ref AD 
system (see figure 210 for detail breakdown) 
n 175-53460-100 . HEAT AND VENT EQUIPMENT INSTALLATION, Cabin air distribute . . Ref σο 
system (see figure 210 for detail breakdown) 
146-53434-400 . DUCT INSTALLATION, Heat and vent system vent and cooling . . . Ref 
package air (see figure 206 for detail breakdown) | 
1175-53483 . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Third man . . . . Ref 
distribute system (see figure 208 for detail breakdown ` 
α 183-53311 . DUCT INSTALLATION, Heat and vent system canopy defrost . . . . Ref CC 
and side.outlet (see figure 214 for detail breakdown) σος 
" 160-53306-100 . DUCT INSTALLATION, Heat and vent system canopy defrost . . . . Ref AD 
and side outlet (see figure 205 for detail breakdown) 
146-53310-200 . EQUIPMENT INSTALLATION, Heat and vent fuselage station... . Ref 
79-1/2 to station 114 LH side - 
-1 13036-102 + . REGULATOR ASSEMBLY, Fixed isobaric and ratio control (AIR). 1 
-2 AN3-5A "stud. MBOUP i. tad Ge hea ie μμ ο VG sa can dele ee ο... 
3 AN3-6A vu BOUTS ce. 0 xo wo ος ae eel ος ο De αφ οκ o ο ο ος, ὁ Ὁ 
AN960D10L 2 X WASHER. ; Ὁ ο 0x 5ox ce xh cR. i ὡς, ὃς τος. MO US E ος τὰς RIO E Ce T o EV εν. ὃ, « LO 
-5 146-53320 + ,. GASKET, Heat and vént fuselage station 84 cabin . . . . . ... 1 
: air pressure regulator ` 
-6 55000-3.00 e . PRESSURE RELIEF VALVE ASSEMBLY (PG) 2.2.2 ο a Ὁ 1 
zb AN365-1032 ν.μ... oe cR ee ac meh sue i IO 
- AN960D10L Sess “WASHERS Do co ps2 ie wan eer Vers ote varie dese ee ο eR D 
-9 11416-53339 . . GASKET, Heat and vent fus sta 109 cabin air dump valve. . . 1 
-10 146-53312-99 . . LINE ASSEMBLY, Heat and vent system cabin air dump valve. . 1 
and heater fuel - 
-11 AN822-4D 2- ο 87 Qu a 16 emus ο ο bet od e e ο ο... 
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FIGURE 203 - FORWARD FUSELAGE SECTION: HEAT AND VENT SYSTEM EQUIPMENT 
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μετ. 
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19 20 
H-175-53-27B 
FIGURE 204 - RH SIDE FUSELAGE STATION 103 TO STATION 158 HEAT AND VENT HEATER INSTALLATION 
FIGURE & PART 2 UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE : PER ASSY. CODE 
20 146-5330 HEATER INSTALLATION, Heat and ven uselage station . «Re 
to 158 RH side (see figure 203 for next assembly) 
-1 930B3 . HEATER ASSEMBLY, Heat and vent system (SW) La Sierras ο 1 
(supersedes 930B-1 and 930B-2) 
-2 455-.750-8,2508 . CLAMP, Heat and vent heater support (MAR). ου. 2 
-3 146-53358-5 +. PAD, Heat and vent system heater support . . 2-5 2 
-4 146-53443 . GASKET, Heat and vent system heater inlet and “outlet duet. Ὃν “Ὁ 2 
-5 AN816-6 + NIPPLE... . e 2 
-6 146-53312-95 . LINE ASSEMBLY; Heater combustion Section overboard drain aft A 1 
-7 AN931-6-10 . GROMMET. . . a « » © e ο o oe t o oo oo ooo čuo n ο n 2 
-8 146-53312-53 . LINE ASSEMBLY, Heater combustion section overboard drain aft . 1 
-9 146-53423 . DUCT ASSEMBLY, Heat and vent system fuselage station 125... 1 
combustion air inlet 
-10 3H3-24-9 , “HOSE. (NÀ). s . 0x ο cob 3 09 ο 095 7-9 e ie we Bt e aay, Ὁ 
AN748-66 . CLAMP... 4. ον ο e SH 
-11 G475015A . VALVE ASSEMBLY , "cpmbustion air regulator (sw). ο μα RS 1 
-12 3H2-32-10 . HOSE (NA). e a ee x 1 
AN748-82 E IT A E A IA 22 
-13 UE mS -T . GROMMET. . . E 1 
-14 92561 . IGNITION ASSEMBLY, Heater " (Su) (supersedes "9254 and 9250) . . « 1 
-15 AN6264-4-14- 1/2 + ‘HOSE ASSEMBLY. . . . 6 « et » ο ὁ ο 9 ὁ ο ο «e e. α ὁ Ὁ ο ο 1 
-16 AN822-4D . ELBOW... . €. wl 4. E PC im ὁ 1 
-17 G104D6 . VALVE, Solenoid fuel shut-off Qm) ο a πα aM i vga ας 1 
-18 AN911-1D . NIPPLE . . δ, ο ὁ jos. DeL ὡς ο do ILU 6, ὁ) iw, οἱ ο c 1 
-19 50-0 . FILTER, Fuel iskr) . ὁ ο ὁ ο ο ὁ  * ο ὁ 6 we ar A rete e 1 
-20 AN816-4D . NIPPLE... ἵ 5 . REED: 
-21 146-53312-65 . LINE ASSEMBLY; Puselage 'station 152 drain valve to filter. . . 1 
-22 AN918-1D de CBOSS a II ALLE: 
-23 AN911-1D . NIPPLE . . . . e 4 9 4.4 » ο ς 1 
-24 W6100-1/8D . VALVE ASSEMBLY, “Plug heater fuel drain (wrR) . C EE 1 
-25 146-53425 . SUPPORT, Heat and vent heater fuel line drain “valve. τα 1 
-26 146-53312-69 . LINE ASSEMBLY, Fuselage station 152 fuel line.drain. . . . .. 1 
valve overboard 
-27 103D6E . SWITCH, Fuel pressure (McQ)(for a list of detail parts . . . . 1 
i refer to |NavAer. 03-10-550) k 
-28 146-53312-61 . LINE ASSEMBLY, Fuselage station 152 to fuel pressure switch. . 1 
-29 AN821-4D . ELBOW. . . ο qw use A Lah dei Cay ὃς 1 
-30 175-53309-113 . LINE ASSEMBLY; Puselage “station "158 to 152 ο Ag «te. et Sz en Se) CONS 1 
-31 AN913-1S s- PLUG 5 pinu Esos or ο as IE. De SR IRA EcL ce lesus e ve gr oye AU 
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H-175-53-32B 


FIGURE 205 - HEAT AND VENT SYSTEM CANOPY DEFROST AND SIDE OUTLET DUCTS INSTALLATION 














FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
205 160-53306-100 DUCTS INSTALLATION, Heat and vent system canopy defrost and . . . Ref AD 

side outlet (see figure 203 for next assembly) 
-1 175-533126-1 + DUCT ASSEMBLY, Heat and vent.system side outlet and canopy. . 1 AD 
defrost LH 

175-533126-2 . DUCT ASSEMBLY, Heat and vent system side outlet and canopy. . 1 AD 

. defrost RH ; 
-2 175-53446-1 . DUCT ASSEMBLY, Heat and vent system canopy defrost manifold. . 1 AD 
-3 175-53446-2 . DUCT ASSEMBLY, Heat and vent system canopy defrost manifold. . 1 AD 
-4 ANT3T-T^ v CLAMPu uos ὁ Wow ow ὃν ὃν wow a 1031s €. ww» 7 9; ΑΡ 
-5 AN737-44 a ACEAMP IPTE 2 AD 
-6 160-53333 . OUTLET ASSEMBLY, Heat and vent system windshield bow line air. 2 ΑΡ 
-T 160-53334 . SPRING, Heat and vent system windshield bow line air . . . .. 2 AD 
-8 AN520-10R18 V SCREW ο ὃν ο οι eui o, ο Sy Ww currus EIS m a dedu eoe Ὁ 2 AD 
-9 AN960D10L s “WASHER uu arum we Sia a) Guo SPR ϱ ed ος ος CES TE DES cw) des νι eS 2 AD 
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' 


FIGURE 206 - HEAT AND VENT SYSTEM VENT AND COOLING DUCT INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
206 146 -53434-400 DUCT INSTALLATION, Heat and vent system vent and cooling. . . Ref 


(see figure 203 for next assembly) 
DUCT INSTALLATION, Heat and vent system ram air. . . . . . o. 
BRACKET ASSEMBLY, Heat and vent system ram air duct support 
+ SCREW : . ο 4 . ὁ ὁ ο 1.0... 4 £4 9 59 45 ὁ ο ο ο ὁ ο « 
a WASHER, . . ο ο 9 . 9 . e 9 o. ὁ o o 9 ο ο ο ὁ ὁ 9 9 ὁ ὁ ο . 
. CLAMP (MAR) . . sa sc ὁ ο « ὁ «o. ο ο oe ὁ 5 ο 9 ὁ ο on 
. DUCT ASSEMBLY, Heat and vent sys fus sta 30 to 51 ram air. 


zu 
o 
"5 


-1 175-53434 

-2 175-53441 
AN520-10R10 
AN960D10L 

-3 325-0.625-6.3125 

-à 175-53436 

-5 146-53438 

-6 146-53432-10 

-T 175-53453 


CONNECTOR, Heat and vent system cooling package air duct. 

DUCT ASSEMBLY, Heat and vent fus sta 94 to sta 116 vent air. 

DUCT ASSEMBLY, Heat and vent sys fus sta 90 supercharger. 
cooling air take-off 


-8 146-53351 . . ADAPTER ASSEMBLY, Heat and vent fuselage station 114... . 
supercharger inlet duct 

-9 146-53359 . . ADAPTER ASSEMBLY, Heat and vent fuselage station 114. . . . 
emergency ram valve 

-10 146-53360 . . ELBOW ASSEMBLY, Heat and vent system fuselage station 114 , 


combustion air inlet duct 
-11 146-53440-3 . GASKET, Heat and vent system fuselage station 94 vent line . 
-12 146-53440-5 . GASKET, Heat and vent system fuselage station 94 vent line . 
-13 146-53440-7 . GASKET, Heat and vent system fuselage station 98 vent line . 
-14 AN365-1032 e NUT Ὁ e a -ᾱ-.ο-ῳ ὦ E e 
-15 AN960D10L . WASHER . . . ο ο © © © © © © 9 ο « o9 ο « o... o9  ὁ 9 9 t! n n9 
-16 AN3-3A a ABE v i eee 0€ a IR, ὁ τῳ Oe D neris RI ἵΦ) Det € τῳ, ης 
-17 146-53433 . DUCT ASSEMBLY, Heat and vent system fuselage station 79-1/2. 

to statíon 95 vent air 


WEN 
ΕΓΩ ΕΛ FP PB H HHHHUÜTNIrFH 


-18 325-0.625-6.312S zo “CLAMP? (MAR) > 4c a κο ae a is ες a da ceo De is τν Y 
-19 146-53438 . CONNECTOR, Heat and vent system cooling package air duct . . . 2 
-20 146-53435 . DUCT ASSEMBLY, Heat and vent fuselage station 79-1/2 to... +. . 1 


station 51 vent air 
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FIGURE 207 - FUSELAGE STATION 51 TO STATION 256 HEATING AND VENTILATING EQUIPMENT 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
207 FUSELAGE STATION 51 TO 256 HEATING AND VENTILATING EQUIPMENT 
175-53308 . HEATING AND VENTILATING EQUIPMENT INSTALLATION, Fuselage . . . Ref AD a 


station 51 to station 158 RH side 
(see figure 203 for next assembly) 
175-53308-100 . HEATING AND VENTILATING EQUIPMENT INSTALLATION, Fuselage . . . Ref cc L| 
station 51 to station 158 RH side 
(see figure 203 for next assembly) 


'No Number + . COOLING UNIT AND MISCELLANEOUS HEATING AND VENTILATING. . . Ref 
EQUIPMENT (see figure 209 for detail breakdown) 
-1 13050 e oe “SUPERCHARGER: (STIO): ;$ 4 0 0 dea 6-9 9 moo mmo ο ᾱ 1 
ATTACHING PARTS g 
-2 175-533112 . . SUPPORT ASSEMBLY, Heat and vent system cabin air compressor 1 
! outboard 
175-533111 . . SUPPORT ASSEMBLY, Heat and vent system cabin air compressor 1 
inboard | f 
-3 ANA -5A ὅτι BOUTS e Ὁ a e aon cae E 2 
-4 AN365-428 mc e UNUS ὦ A ὃς ESO ὁ LT V, a 9s 9c Yes οὗτοι “oh Set a 5 
-5 ANQ60D416L vec WASHER. wo 6-9 9 xc 9 ὁ 09 ος Ν Ὁ ee i ee a OE 
e um um 
-6 146-53328 . . DUCT, Heat and vent fuselage station 130 to station 155 . . 1 
turbo bleed air 
-7 146-53321-9 . . CONNECTOR, Heat and vent system duct. .  « . e s es eee 2 
AN737RM98 n gp COLAMP- ΗΡΙ πα ο e ο το φον c e md o “8 
-8 AN742D46CB e . CLAMP... ρα ο 187 82 189708 8. cent NS 1 
-9 MF10-3911-25ZE + . MOTOR ASSEMBLY, 9 cylinder hydraulic (VI) . : . . . . . s 1 
ATTACHING PARTS 
-10 AN365 -52h "EDD o MEC c 
AN960D516L sut WASHER. ο) ἘΣ. ον CUR S acre voe v rare set s up mee Pete ate, tl 
——— 
-11 175-533113 . . DUCT ASSEMBLY, Heat and vent fuselage station 108 cabin. . 1 


supercharger discharge duct 
ATTACHING PARTS 


-12 AN365-428 « 4 NUP ο “Gk Tee ers es Sel de^ O49 ο ο ο aw ο Fah E A -κὰ 4 
-13 AN96OD416L Dol WASHER. . ; ου. 
-14 146-53376 . . GASKET, Heat “and vent fuselage "station 108 cabin. . . . . . 1 
supercharger discharge duct 
——— PA 
-15 146-53321-5 . . CONNECTOR, Heat and vent duet V le -ῳ eov o9 ov 09 Pd, ο, vu; τς 1 
AN737RM74 . . CLAMP... ¿tas 1B 
-16 175-53447 . . LINE, Heat and vent System "fuselage station 100. . . . . . 1 
supercharger cooling air supply 
-17 146 -53321-25 . . CONNECTOR, Heat and vent duct... . ss ee ee eee ee 2 
AN737RM58 . . CLAMP... . 4 
-18 175-53448 + . NOZZLE ASSEMBLY, “Heat and vent "system compressor “cooling. A 1 
air 
ATTACHING PARTS 
-19  AN365-1032 ee NU ο ο tE aada ο ο ee 8 
-20 AN520-10R8 TENET oC MM Node O νο AR 
-21 AN960D10L eo es WASHER. V0. το alas fh al ας ee we es bela eee AP eyes v Ὁ 
— ο---- 
-22 ΑΝΡΗΔΑ ο BOUTS: ο ο ο ο es στε, μα, Ὁ ο ου... 
-23 AN960D516L . . WASHER. . + ο eh eI ο Ro. oq. wow tats dog oet O 
-24 146-53364 . . NIPPLE ASSEMBLY, "Heat and vent fuselage station 108 cabin. 1 
supercharger discharge 
-25 146-53331 . . ADAPTER, Heat ard vent fuselage station 108 control valve . 1 
` to shut-off valve 
-26 W7946-2D . . VALVE ASSEMBLY, Shut-off (WTR). . . . ss e es soosse 1 
-27 13301 . . VALVE ASSEMBLY, Cooling package by-pass (STTC). . . . . +. + 1 
A ATTACHING PARTS 
-28 AN3-4A e « BOLT. . ο « ὁ 9 o © o. 9 . 0 ο ὁ ο ὁ * 629 9 0. ὁ ὁ ὁ « ο ο 3 
-29 AN960D10L - . WASHER. . . 4. . © © © © © © © © ©  ὁ 9 9 ὁ ὁ 5 ὁ 0. 9] 9 9 n9 8 
-30 AN365-1032 «J^ NUT . « « « © oo» .«»«»':»».»»»«»«»«α«:.» 4 
-31 AN3-5A e « BOLT... « we » « . ὁ 0 « ο ὁ ὁ * ὁ ο ο * ὁ 4» 2. 1 
-32 ANT4 -4 a oi, BOLD is 2 24e ο ο πα tae MI Ne MERE ασ. 
-33 AN960DÀ16L - . WASHER, . NC" LC" E 
-34 146-53378 . . SUPPORT, Heat and vent fuselage station 105 flow control. . 1 
valve 
-35 146-53379 . . SUPPORT, Heat and vent fuselage station 111 flow control. . 1 
valve 
——— 
-36 146-53321-5 . . CONNECTOR, Heat and vent system duct. . . « s ο >s sses 3 
AN737RM74 « . CLAMP... coe 1 
-37 146-53370 . . DUCT, Heat and vent fuselage “station 114 to station 136 i4 1 
3 flow control valve to combustion heater 
-38 146-53382 . . SUPPORT, Heat and vent fuselage station 125 flow control. . 1 
valve to heater duct 
-39 146-53333 . . DUCT ASSEMBLY, Heat and vent combustion heater air inlet, . 1 
-40 42189-10-8.73SH . . COUPLING ASSEMBLY, Ventilated band heater duct OS nes 1 
-41 42189-12-8.73SH . . COUPLING ASSEMBLY, Ventilated band heater duct (MAR). . . « 1 
-42 146-53335 . -. DUCT ASSEMBLY, Heat and vent flow control valve to heat . 1 
3 exchanger 
-43 146-53380 . . GASKET, Heat and vent heat exchanger inlet duct . . . . . . 1 
-44 1486-5331 -7 . . CONNECTOR, Heat and vent system duct. . . . . . . 0... . 4 
AN737RM91 e G9 ΕΛΜΕ i1 2 tea € 924x099 Fee ντ ms m sm mc»: e 8 
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FIGURE & UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
207-45 175-53459 + . DUCT ASSEMBLY, Heat and vent system intermediate radio. . . 1 ΑΡ 

compartment air 
175-53459-3 - ». . DUCT SUB ASSEMBLY, Heat and vent system intermediate . . 1 AD 
radio compartment air 
175-53459-11 * + + WELD SUB ASSEMBLY, Heat and vent system intermediate . . 1 AD 
: compartment air 
-46 146-53321-7 + . CONNECTOR, Heat and vent system duct. . . . . . D hs ores aa 3 AD 
AN737RM91 yo CLAMR L2 oc es to: ae el. uarie al Ὁ ts y obese) cee Ὅλ a? Vel ron Cy oe 3 AD 
AN742D4SCB AO All ο ο EE Role ο WI C V KC QUA CT VS 3 AD 
-47 146-53365 + . DUCT ASSEMBLY, Heat and vent fuselage station 84 cabin, , . 1 AD 
y ` air elbow 
-48 146-53308-11 + + . INSULATION ASSEMBLY, Heat and vent system duct . . . . . 1 AD 
-49 146-53347 + + ELBOW ASSEMBLY, Heat and vent cabin air distribution system 1 AD 
-50 146-53327 » . GASKET, Heat and vent fuselage station 158 cabin air duct . 1 AD 
-51 1175-53364 + . DUCT ASSEMBLY, Heat and vent system fuselage station. . . . 1 cc 
120 wl 1-1/2 third manifold vent air Š 
175-53364 -9 + + . DUCT SUB ASSEMBLY, Heat and vent system fuselage station 1 CC 
120 wl 1-1/2 third manifold vent air 
175-53364-11 - + . WELD SUB ASSEMBLY, Heat and vent system fuselage station l AD 
120 wl 1-1/2 third manifold vent air 
-52 AN3-5A ο E ο ow an ie o: A 4 cc 
253 AN960D10L ao Ls WASHER.. ecese a ο) ο en er ceo Se ow 4 cc 
-54 175-538477 + . DUCT ASSEMBLY, Heat and vent system fuselage station 135. . 1 ος 
Wl 1-1/2 third manifold vent air 
175-53477-5 + + . DUCT SUB ASSEMBLY, Heat and vent system fuselage station 1 CC 
Wl 1-1/2 third manifold vent air 
-55 1175-53478 + . DUCT ASSEMBLY, Heat and vent system fuselage station. . . . 1 cc 
142-1/2 wl 1-1/2 third manifold vent air l 
-56 175-53481 + . GASKET, Heat and vent system nose wheel well LH wall. . . , 1 σσ 
third manifold vent air duct 
-57 AN3-4A su. BOLD. 21040 8) A de ος 
-58 ΑΝΟΘΟΡΙΟΙ, &- de WASHER 4. ^v voce ie τας $03 ο wae ws, Wes δι ρα e da δι OO 
-59 175-53479 - . DUCT ASSEMBLY, Heat and vent system fuselage station. . . . 1 σσ 
; 152-1/2 below floor third manifold vent air 
-60 175-53480 r> GASKET, Heat and vent system fuselage station 152 below . . 1 οὐ 
floor third manifold vent air duct 
-61 AN3-7A ΟΝ Νο; ΕΟΟ ΝΥ od a) ο. 2 σσ 
-62 AN960D10L v. wu WASHER. 29 oie V icu geo ἄνες m δν ὦ woe Ge Ue mU V IST qu 2 cc 
-63 146-53321-11 + . CONNECTOR, Heat and vent system duct. . . . . . . . . . . . 1 Cc 
AN737RM107 * de CLAMP ο ο v ο ο Ὁ Ue Terre. ὑπ ὃς ta Gat fe la a Se 2 cc 
AN742D50CB SS. VOLAMP ο a a a 1 cc 
-64 146-53361 + . DUCT ASSEMBLY, Heat and vent fuselage station 125 . . . . . 1 
E emergency ram valve 
-65 175-533114 + . DUCT ASSEMBLY, Heat. and. vent cabin supercharger air outlet. 1 
-66 146-53368 + .» GASKET, Heat and vent cabin supercharger air outlet . . . . 2 
-67 146-53374 + . SCREEN ASSEMBLY, Heat and vent fuselage station 109 cabin. 1 
i supercharger air outlet 
-68 10963 e . SWITCH (STTC)........ Rs ο”. 
-69 3H2L4 -69 ο ας. ο ο ιο αμ 
TO... 3H2-h-95 .. icr. SHOSESUNA) μας ο ο κα ο ας E ρνο AR 
-71 AN844-4D «ce “ELBOW 4 o4 e 3 65e ος ο ο Says ο cec ol se) WI ew le eee 1 
-72 AN840-4D sow ADAPTER u: col ana v.c. ο ese ous arce. is 1 
-73 K9000S1A +. . DRAINCOCK, 1/8 pipe side (KOE). 2:179 eos a te e Ue 1 
-74 146-53350-9 + . DUCT, Heat and vent system flexible . . . . . s se o... 1 
AN737RM56 Ἵν, “Ἕν Αν ο ο ο os acer toe a oi is 2 
146-53305-300 + DUCT INSTALLATION, Heat and vent fuselage station 158 to 256 , Ref 
heater fuel line and turbo bleed 
(see figure 197 for next assembly) . 
-T5 146-53305-19 + . DUCT SUR ASSEMBLY, Heat and vent fuselage station 158 to. . 1 
25 
-76 146-53305-5 + . DUCT SUB ASSEMBLY; Heat and vent fuselage station 158 to. . 1 
25 
-T7 146-53321-9 + . CONNECTOR, Heat and vent system duct. . . s s s e a s s o o 3 
AN748-98 ο ο E A A cei te Ὁ 
-78 146-53305-15 + . TUBE, Fuselage station 211.5 to station 161 heat and vent . 1 
-79 146-53312-137 + . LINE ASSEMBLY, Fuselage station 254-5/8 to station 224-5/8, 1 
-80 169-53312-50 * . LINE ASSEMBLY, Heat and vent cabin air and heater fuel. . . 1 
] fuselage station 224-5/8 bulkhead 
-81 175-53309-117 + . LINE ASSEMBLY, Heat and vent cabin air and heater fuel. . . 1 
fuselage station 224-5/8 to fuselage station 158 
-82 AN833-4D s c. ELBOW X 40. a 0x 9 o a ee o e Sle ve ow ate α 
AN924 -4D a NU ou oi ο ο ο ο ο Se A. OC 1 
AN960D716 se WASHER. 2050309 a a a a as oe ο 9 ο 1 
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H-115-53-60A 


FIGURE 208 - THIRD MAN HEAT AND VENT SYSTEM DISTRIBUTION INSTALLATION 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
20 175-53483 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, 3rd man . . . . + + Ref ος m 


distribution (see fig 203 for next assembly) 


-1 AN3-4A BOLT. . . ο o o o © e Ὁ oso 9 o oo ὁ o 6 ο o 9ο ο o... σο 
-ᾱ 175-53487 OUTLET ASSEMBLY, H € V system 3rd man air foot. . . . . . +. σσ 
-3 NASA 2DDÀ -16 s SPACER 4.6 ος 5. o. 4. a ὃς a e Lu eve. ᾱ- ΟΦ. ce ος 
-4 146-53321-27 CONNECTOR, Heat and vent system duct. . . . e . e e . eee σσ 
-5 AN737RM44 CLAMP Ες ος eu οὔ v rua Hal ce mi^ Coo Vos m sites 19425. "9 ὑφ, sa? ας al pep “onze cc 
-6 AN3-7A BOLD E οἱ τν. oy Merrie el, sien leo ley at: μοι ώρα Mu ον λαθών leche: “ως <i cc 
-7 AN960D10L WASHER. V. 9444 a Vez αν το Delia Ὁ, a ο δι M a teo aa ὅδ sar farte ie σσ 
-8 175-53482 GASKET 4.4. x x. o a RR RA ε' EUR A we ὁ αὶ cc 
1175-53484 DUCT ASSY, H € V sys sta 152-1/2 3rd man above floor vent a1 cc 
-9 175-53484 -3 . WELD ASSY, H € V sys sta 152-1/2 3rd man above floor vent cc 
-10 146-53321-5 CONNECTOR, Heat and vent system duct. . . . . . e'e e e . . cc 
-11 AN737RM74 CLAMP .. . ee ο κ ὦ ὁ 4 α Oe A we ae ee cc 
-12 AN365-1032 NUT. Voy ou Gag Pa ο ο ο πο ο ο NB ο ο AN Le 1d, cc 
-13 AN960D10 WASHERS 46 E Gate ee RO RR AR o De ee cc 
-14 AN3-4A BOUT a a e A ὃς eR ea κ... AA AA ᾱ cc 
175-53485 DUCT ASSY, H € V sys 3rd man defrost side to window manifold σσ 
-15 175-53485-3 . WELD ASSY, H & V sys 3rd man defrost side to window man. cc 
-16 AN365-632 x^ NUT alas TT RA A A e a Se a αρ. HET cc 
-17 AN960D6 è WASHER qoe 2 RA ιδ a COE AA cc 
-18 AN515-6-14 £ CRW cc κ κ κα eae E ee ee -ᾱ 
-19 175-53485-25 . RETAINER, H & V sys 3rd man defrost side to window man . σσ 
-20 175-53485-23 . COLLAR, H & V sys 3rd man defrost side to window man . . cc 
-21 AN960D716 .— WASHER: ᾱ- a A Hh AR AA a ee ᾳ κ σσ 
-22 175-53489 . SPRING, H € V sys manifold window defrost valve. . . . . cc 
-23 175-53485-21 . VALVE PLATE, H € V sys 3rd man defrost -side to window man σσ 
-24 175-53496 . SHAFT ASSY, H € V sys 3rd man window defrost valve.. . . σσ 
-25 146-53321-25 CONNECTOR, Heat and vent system duct. . . . . . es es eo cc 
-26 AN737RM56 CLAMP... 1.4. ο ο ieu ο cel ο e es -ϕ- ο“ cc 
-27 175-53488 DUCT ASSY, H € V sys 3rd man vent side outlet . . . . . . . cc 
-28 AN520-10R18 SCREW . ο ο o4-x 5 * ode 404 47 OP ἃ κα αι ae Oe ᾱ RO σσ 
-29 AN960D10L WASHER. 4 4 € Ὁ Re ER 90 aa e ee we ee Se cc 
-30 160-53333 OUTLET ASSY, H & V sys windshield bow line air. . . . . .. CC 
-31 160-53334 SPRING, H & V sys windshield bow line air outlet. . . . . . cc 
-32 146-53321-5 CONNECTOR, Heat and vent system duct. . . « . . e e e e. cc 
-33 ANT3T(RMTH CLAMP . 4 x οἱ ὁ κ we D& κ X WO RA A AR cc 
-34 AN365-1032 NUT: L2. ο a aa ο e A oer toy ce, A πο σσ 
-35 AN960D10L WASHER: 423-9 woe 04^ ὁ δρ) ἃν AS dec euim. E eere σσ 
-36 AN3-4A BOLT yc. 4| ee 00 κ.α ἃ RRA UN UK oe ee A c ee ce 
-37 175-53491 MANIFOLD ASSY, H & V sys 3rd man side window defrost air fwd cc 
-38 AN737RM44 CLAMP . . . . , A ; è cc 


PRPN ENN μ! HEE PRP NO A PREP PEP A Γὸ A A FON RPP A A ASNO PUEDE 
a 
a 


xxu 


-39 175-53493 MANIFOLD, H € Y sys 3rd man side window derost air aft. : 
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FIGURE 209 - COOLING UNIT AND MISCELLANEOUS HEAT AND VENT EQUIPMENT 
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Section II 


AN 01-60AABA-5 Group Assembly Parts List 


FUSELAGE (Cont) 


ARIE ON 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
209 No Number COOLING UNIT AND MISCELLANEOUS HEAT AND VENT EQUIPMENT . ... + Ref 


(see figure 207 for next assembly ) 


-1 13070 . COOLING UNIT, Air cycle machine cabin cooler (STIG) 9s 1 
ATTACHING PARTS 
-2 146-53383 . SEAL, Heat and vent system cooling package upper and lower. . 4 
-3 146-53384 . SEAL, Heat and vent system cooling package entrance . . . . .- Y 
-h ANQ60D10L La WASHER s ea μμ a ee ee Se, dii A 
-5 AN960D10 T Απ S 2 wx ovt mcn ls 4 wow cy mud ces eec e RU IUe c ntes SET. 
-6 AN3-5A μμ μα κ ο O Seiten Ὁ 
αν αι κ 
-τ 13127 z FILLER ASSEMBLY, Air cycle machine oil (STTC). Ep 
-8 W7947-2D . VALVE ASSEMBLY, Motor slide shut-off (ΤΕ. Ὁ xe ο αν 
ATTACHING PARTS 
-9 ANSHYA . BOLT. .... © © © e ο . . " "PR CN UR ο ον. 
-10 AN960D516L . WASHER. . . « . ὁ ὁ © © © © © +. AA τα. We IA 
-11 ANY -HOA ¿2 BOLT. a ee se fe ee xL A σι Le Se EE ο τς A? 
-12 ANH -5A . BOLT. . . . « à © © © © © © © ὁ ο 9 ο s ο «ο ο 1 0. £|; 1| 85 
-13 AN960D! 16L . WASHER. . 5€ 6 9 5 x ος ος ον ο wn S ος ie qa ce) Pe 
-14 AN365-428 PS NUT A 246 o o9 EIAS E es z ο 
wir n ος M uie le 
-15 AN502 -10-8 ¿SCORE Wi Q ISP 
-16 AN960D10L . WASHER. +. . +. +. +... «αι... t om] t] t1 9] t! t9 ng. 
-17 146-53372 . GASKET, Heat and vent fuselage station 114 cabin sunercharger 
ram air inlet duct 
-18 146-53373 . VALVE ASSEMBLY, Heat and vent fuselage station 114 cabin. . . 
supercharger ram air inlet 
-19 AN501A10-10 s SGREW. 2 4 ο-ᾱ, € AR a a a e ra e e a ig 
-20 ANQ60D10L . . WASHER . . . +. «4 4 ο ὁ © we we . . gom om o9 ot ot o9 og onm tm] t| t] n 
-21 90410-2 l O VALVE ASSEMBLY, 2 inch check (AIR) .... ss 4 4 eee 
-22 146-53372 . . GASKET, Heat and vent fuselage station 114 cabin. . . . . 


supercharger ram air inlet duct 

. WELD ASSEMBLY, Supercharger ram air inlet duct . . . . . 
CONNECTOR, Heat and vent system duct. . . . . s + + sees 
CLAMP . . « 4 ror on n SATA MI I . 
ELBOW, Heat and vent cabin supercharger ram air inlet duct. 
SUPPORT, Heat and vent ram air to supercharger duct... . 

DUCT ASSEMBLY, Heat and vent combustion heater air discharge 

(contains No. 41666-800-07 MAR tert welded to duct) 


-23 146-53373-3 
-24 146-53321-5 
AN737RM74 
-25 146-53363 
-26 146-53391 
-27 146-53334 


-28 42189-10-8.73SH 
-29 42189-12-8.73SH 


oe ee ο. 


COUPLING ASSEMBLY, Ventilated band heater (MAR) . 


COUPLING ASSEMBLY, Ventilated band heater (MAR 


-30 46B401-2 . THERMOSTAT (VCH). . . . +... e s ero o ee f we ee rn 
-31 502D2NAS . SWITCH, Temperature control (MCQ) . . . +... +. ees 
-32 146-53321-11 . CONNECTOR, Heat and vent system duct. . . sse ses 

AN737RM107 . CLAMP... . d qe P s 


-33 175-53431 DUCT ASSEMBLY, Heat and vent cooling package discharger 


. WELD ASSEMBLY, Heat and vent cooling package discharger 
t 


||BmPHÓHidpA4dIPINPHPmPIUDPDPmprmpmb PRENDE PRU L| HUN WONMH OO rr 


-34 175-53431-19 . . INSULATION ASSEMBLY, Heat and vent system duct... ΡΕ 

-35 175-53431-27 a m 

-36 146-53321-11 . CONNECTOR, Heat and vent system duct. . . . . . . . . +. δ. κ 
ANT3TRM107 a CLAMP . 2 46 4 νοκ ια ESOS κ LACE UR ο κ κ κ. A . ο 

-37 48B22-1 . THERMOSTAT (VCH) (in 146-53431 duct). . . . . ee ees TER 

-38 146-53406 . GASKET, Heat and vent temperature control duct thermostat . . 

-39 AN502-10-8 . SCREM . . . . 6 ^ ^ © © © © om ο ο mom ὁ ο ton ο.” 

-40 ΑΝΘΘΟΡΙΟΙ, . WASHER. . . +... s +. os o o o oso om ο Μο t] m] t t| 9] 9 t| 

-41 48B20 . THERMOSTAT (VCH) (in 146-53434 duct). . . . e s e e ee ew e 

-42 AN515-6R8 . “SCREW © . e 4 4 ὁ w ο ο ο ο (9 e 6 m eee oe « 
ANQ60D6L . WASHER. . +. . . «4 à +... © © « oe ο © ο ο ο 0... . . e n o |] £9 t5 

-43 146-53312-103 . LINE ASSEMBLY, Nose wheel well to cooling package E arie AD | 
175-53309-109 . LINE ASSEMBLY, Nose wheel well to cooling package oil)... cc 

-44 AN816-4D . NIPPLE. . . . . . e « . © e ... e ὁ * ο * e » ο... 

-45 AN911-1D . NIPPLE. . , » ο © ὁ © © © © © ο ὁ ο ο m ooo o o o o o ooo 

-46 146-53312-85 . LINE ASSEMBLY, Duct pressure switch Station 62-792 below. . . 


floor (airline) 


-47 AN931-487 . GROMMET . . . . « 6 © © © ο © © © © ο © mo ο n 9 t t 0.0. 1 
-48 146-53312-87 . LINE, Duct pressure switch station 79-1/2 to heater discharge 1 
duct (airline) 
-49 3H2L4-12 . HOSE (NA).. . . ee ee ee ee ee ee ete om m t m n t] t n 2 
AN737RM22 . CLAMP. . . . s os © ὁ . ὁ ὁ om om 9 f o m t om 9 o] 9 n] o... 4 
-50 w7946-2D . VALVE ASSEMBLY, Motor slide shut-off (WTR). . . . +. +.» + + + 1 
ATTACHING PARTS 
-51 AN5SHHA πο μι vespere oops ο e E. T 
-52 AN960D516L E A A O Ὁ 
-53 AN4-5A . BOLT. . « « o... «»:«:«:«::«:«::«:: Pee ο ae a ee -ὔ 2 
-54 ΑΝΟΘΟΡΗ161, . WASHER. . . « . . © +. +. ο. ο "EURO δν ος ο) Ti 4 
-55 AN365-428 μμ a -ῳ Ὁ $059. m pue alu cy relire le Ue Bee ας Ὁ, HE 
---*--- 
-56 146-5336 . NIPPLE ASSEMBLY, Heat and vent fuselage station 108 cabin... 1 
supercharger discharge 
-57 146-53419 SUPPORT, Heat and vent air cycle matching by-pass valve . . . 1 
-58 146-53321-5 . CONNECTOR, Heat and vent system duct. . . . . . . + . eee 1 
AN731RM74 . CLAMP . . . «4 ^ «4 ὁ te . « ο we * ο 9 £5 9 c£ o£; t1 9 t; n 0n n 1 
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FIGURE 210 - CABIN AIR DISTRIBUTION SYSTEM HEATING AND VENTILATING EQUIPMENT INSTALLATION 
388 











ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


Section |! 
Group Assembly Parts List 


e aaaeeeaa 


USEABLE ON 


-40 


PART 
NUMBER 


175-53460 
175-53460-100 
No Number 
146-53324 
80300 


AN737RM56 
146-53325 


146-53369 


AN365-1032 
AN960-10 
146-5309 
146-53395 
146-53427 
146-53426 


AN365-1032 
AN960-10 
AN3-6A 
146-53426-3 


NAS120B125 
AN509-8R9 
AN365-1032 
AN960-10 
146-53409 
146-53395 
146-53426-11 
146-53407 
146-53321-5 
AN737RM74 
AN742D18CB 
160-53385-1 
160-53385-2 
160-53307-3 
160-53307-5 
160-53307-7 
160-53307-9 
146-53321-7 
AN737RM91 
146-53412-5 


146-53323 


146-53396 
146-53387 


146-53321-11 
AN737RM107 
146-52402-100 
146-53321-5 
AN737RM74 
146-53324 


80300 
146-53405 


146-53405-10 





1 2 3 4 5 6 7 NOMENCLATURE 


HEATING AND VENTILATING EQUIPMENT INSTALLATION, Cabin air. 
distribution system (see fig 203 for next assembly) 
HEATING AND VENTILATING EQUIPMENT INSTALLATION, Cabin air. 
distribution system (see fig 203 for next assembly) 
. HEATING AND VENTILATING CABIN TEMPERATURE CONTROLS. . . 
(see figure 211 for detail breakdown) 
. OUTLET ASSEMBLY, Heat and vent cabin air distribution . 
System floor 


Δ; πο ASPIRATION NOCERE; Anemostat air defuser (type No. 5NC3) 
ANE 


. CLAMP... : 
. ADAPTER ASSEMBLY, Heat “and "vent fuselage station "116. í 
N cabin air distribution system floor 
. GASKET, Heat and vent fuselage station 116 cabin. . . . 
air distribution 


NUT Cee ο 7€ Le 7s E O A δν 


WASHER. e.. 


ROD, -Heat and vent fuselage station 103 navigator air . 

CONTROL ASSEMBLY, Heat and vent fuselage station 103. . 
navigator air 

NUT. ou ac E ^x e ον 9 WO ον ον Ὁ Ge PL ος. e Ty S 


BOLT . . ... 
HANDLE ASSEMBLY, Heat ' and “vent fuselage station 103. 
navigator control... 


; KNOB, Control 3/4 spherical. ος ως Ta fe, eaten αι Ga οὗ ze 
. SCREW. wo . Mm e ον Ge. et, a οί o ο. ο ewe Ve 
x- NUT. κ. ν΄ A Απ SO δι € ee, eS 
- WASHER... Ae . A . 


. 


DUCT, Heat and vent canopy defrost forward. . . . .. 
CONNECTOR, Heat and vent system . . . . . . « . o... 
CLAMP 4 « x67. Sei Ὁ κ a SO on e X A 
CLAMP . . 4. 2 € € 9 * ew wie eee 
DUCT ASSEMBLY, Heat and vent "cabin canopy defrost LH. . 
DUCT ASSEMBLY, Heat and vent cabin canopy defrost RH. . 


CONNECTOR, Heat and vent system duct. . . . . . . ee 

CLAMP... Y. erus 

STRAP ASSEMBLY, Heat “and “vent windshield "defrost. ο πα 
manifold support 

ELBOW ASSEMBLY, Heat and vent fuselage station Bes cabin 
air distribution system 

. ELBOW ASSEMBLY, Heat and vent fuselage station 56 duct. 

. GASKET, Heat and vent fuselage station 56 cabin air . . 
distribution system 

CONNECTOR, Heat and vent ΡΣ duet. 2 ox wow α 

CLAMP... . : 

DUCT ASSEMBLY, “Heat and vent "cabin floor air outlet è 

CONNECTOR, Heat and vent end dUi. ο 4 4x os ROW 

CLAMP . . P 

OUTLET ASSEMBLY, “Heat and vent cabin air "distribution 
system floor 


9 9. 9 9 9 0 9 9 o... ... o... . 


9 9 ee ee 
ee ο ο ae 


BOLT, Heat and “vent cabin air distribution system control 
BUSHING, Heat and vent cabin air distribution system control 


. 


. 


BOLT, Heat and vent “cabin” air "distribution system control. 
BUSHING, Heat and vent cabin air distribution sys control. 
SUPPORT, Heat and vent fuselage sta 103 navigator air. 


MANIFOLD ASSY, Heat and vent sys windshield defrost LH front. 
MANIFOLD ASSY, Heat and vent sys windshield defrost RH front. 
MANIFOLD ASSY, Heat and vent sys windshield defrost LH rear 
MANIFOLD ASSY, Heat and vent sys windshield defrost RH rear 


UNITS 


PER ASSY. 


. Ref 


m.e 


. 
Pp 


mee HERP EP 


. 
. 
. 
. 
. 
. 
. 


DUNE DR e WEEP RH PEPE τὸ EWHP REP PPE Ee 


. . ASPIRATION NOZZLE, Anemostat air defuser (type No. 5NC3)(ANE)1 
. SUPPORT ASSEMBLY, Heat and vent fuselage station BBE 94V 1 


windshield defrost manifold LH 
. SUPPORT ASSEMBLY, Heat and vent fuselage station 88 . . 
windshield defrost manifold RH 


AD 
cc 


CODE 


389 
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FIGURE 211 - HEATING AND VENTILATING CABIN TEMPERATURE CONTROL 
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FIGURE & PART 
INDEX NUMBER NUMBER 
211 No Number 
-1 160-53309 
-2 160-53394-100 
-3 NAS123B125 
-4 1813-1032-8A 
-5 160-53394-15 
-6 61-3308 
-T AN365-1032 
-8 AN960D10L 
-9 4B21B3-012 
-10 AN3-7A 
-11 AN515-8R7 
AN515-8R8 
-12 ANQ60D8L 
-13 146-53312-129 
14 3Herà-i2 
AN748-22 


-15 146-53312-127 
-16 146-53312-131 
-17 146-53312-133 


-18 AN924 -4D 

-19 ΑΝΟΟΘ -4 

-20 AN837-4D 

-21 146-53312-45 

-22 AN816-4D 

-23 146-53312-49 

-24 AN815-4D 

-25 146-53312-107 
-26 AN823-4D 


-27 146-53410-17 


-28 AN393-13 
-29 AN960-10L 
-30 160-53353 


-31 AN486-4 
-32 AN316-4R 
-33 160-53351 
-34 AN365-1032 


-35 AN960D10L 
-36 AN3-10A 
-3T 160-53355 
-38 4B21B3-016 
-39 160-53352 
-40 AN365-1032 
-41 AN960-10 


-42 146-52409 


-43 146-53395 
-44 146-53322-100 


-45 146-53322-31 
-46 146-53322-37 


-47 146-53322-47 
-48 146-53322-35 


-49 146-53322-45 
-50 146-53397 


-51 ANA86 -4 
-52 AN316-4 
-53 146-53326 


-54 80370-2 

-55 46B377-2 

-56 PG208AS3 

-57 AN822-4D 

-58 175-534 74-49 


-59 AN924-4D 
-60 AN960D716 
-61 AN902 -4 
-62 AN833-4D 
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2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


HEAT AND VENT CABIN TEMPERATURE CONTROL. . . . +. e. e . . . e Ref 


e... t ο we ο 


see figure 210 for next assembly) 

CONTROL ASSEMBLY, Heat and vent system temperature and... . 
emergency air system (see fig 212 for detail breakdown 

PANEL ASSEMBLY, Heat & vent windshield and foot air control . 
. KNOB, Control one inch diameter x 5/8 oval plastic . . . . 
. SCREW, 100? countersunk (NA) . . +. ss se e ee ee ee n 
. HANDLE ASSEMBLY, Heat and vent system windshield.. . . . + 
and foot air control 

. . BULLET, Catch (NLC). . 
ὁ- NUD 2 4 ο ος ο: 


Be PP 


WASHER | 1... | 
BUSHING, Spacer (NA) 


. BOT... «ο. 
SCREW . . . «. «: :. 


SCREW . « . o... s; 
WASHER. . . « + © +... + s. 
LINE, Cabin floor to pneumatic dump 
atmosphere (air line) Ν 
HOSE. (NA) . . . . 4 . 4 e e e . . . . . . . m . . m . t . n9 
CLAMP . . « « «αι. 
LINE, Cabin floor to pneumatic dump valve . . . e s + e e e 
LINE ASSEMBLY, Cabin floor to pneumatic dum valve control. . 
LINE ASSEMBLY, Cabin floor to pneumatic dump valve. .-. . . . 
atmosphere control 
NUT 2-4 oe Wo. ὁ ος ὃς ο ὁ ο e Cie ο e 
GASKET. . « . . «© © © © © © © © © om o, ... 00. 
ELBOW . . . . 4 4 ««α«--«-- 
LINE ASSEMBLY, Cabin floor to nose wheel well 
atmosphere fitting 
NIPPLE. . . . . 4 « © © © © © © © © ὁ ooo ο ο 0. ο. * 
LINE ASSEMBLY, Cabin floor to nose wheel well fitting . . . 
UNION . . . « « ο « ο we we ὁ ο ὁ 9 ὁ ὁ ο ο 9 o 9 ὁ 9 n n n 
LINE ASSEMBLY, Nose wheel well fitting to radioman's floor. 


ee eee eee 


. 
. 
. 
. 
. 
. 


. 
. 
. 
. 
. 
. 
. 
. . 
. 


oe ee we we ο 
ee c] 29 £9 :» 
s...» 9 9 o... 
eee t] ο em 9 ο 
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* 9 59 2 ο 9 ο ο ο 
e... ο ο 9 ο ο 
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ee ee 
. 

ee ee 


ELBOW 4.42 3 ο οσο a qe ο ο VIL ieee: a ve 
CONTROL ASSEMBLY, Heat and vent cabin air distribute. . . 
! system flexible 
PIN 4 4o οι ος AT E E A Oe wie ve C9? 
WASHER. . +. . +. ο e e e ........ ὁ ο ὁ ο ο 9 ο... 
ROD ASSEMBLY, Heat and vent fuselage station 60-1/2 . . . +. . 
windshield defrost control 

CLEVIS i. 0974 £9 ὃν * 39] 3 0 oW) 9 ie e ole δι ον 
NB Dno MI XI M M E 
SUPPORT ASSEMBLY, Heat and vent windshield defrost control. 
e NUT. . 2. « ὁ e ooo... 9 ὁ om o9 o9 9 9 ὁ 9 B t1 9 n ο 
2 WASHER s 4 wv 4009 4 9509€ a Be E, E ο ο 
oe) IBOLT: oe col er 71e ο A ο ο E ew. ries ἃ 
. LEVER ASSEMBLY, Heat and vent windshield defrost control 


BUSHING, Spacer (NA) . . : . +... +... s er we ot ot ot ng 
SUPPORT, Heat and vent fuselage station 60-1/2 . . . + + 
windshield defrost control 
NUT i. 2 6 4 4e € 5 ᾱ- ο ὁ m omo -ᾱ- -ᾱ- Ὁ, Οδ ο ο im Res 5, Desc rw 
WASHER. +. . +. +. es os e ὁ ὁ ee we ο «ο 5ο. tf n tm. tg 
BOLT, Heat and vent cabin air distribute system control . 
BUSHING, Heat and vent cabin air distribute system control 
MANIFOLD ASSEMBLY, Heat and vent cabin air distribute . . 
System control 
. MANIFOLD WELD ASSEMBLY, Heat and vent cabin air. . . . .. 
distribution system control 
. BELLCRANK WELD ASSEMBLY, Heat and vent cabin air . . . .. 
- distribution system control 
. DAMPER, Heat and vent cabin air distribute system control. 
. SHAFT AND ARM WELD ASSEMBLY, Heat and vent cabin air... 
distribution system control 
. DAMPER, Heat and vent cabin air distribution . . . +. . +. + 
system control 
. LINK ASSEMBLY, Heat and vent cabin air distribution. . . . 
system valve 
5. e CLEVIS . . « ses ὁ » ......1.<1...0 t ο ο ο f. £c 
* e NUT. 3; 3:09 Xecis ense ο. Ὁ ὦ ὦ 4») 9) ας n9. e 
OUTLET ASSEMBLY, Heat and vent cabin air distribution... . 
system radio compartment 
. DIFFUSER (ANE) . . . +. +. +... +. + + ο ο Ὁ ψ' 4 
THERMOSTAT (VCH). s`. . e s 2 eee . . or n on n 
SWITCH ASSEMBLY, Air pressure (MH). . . . . + + + 
ELBOW . . . . 2 « s ο « ο oe ο ὁ ὁ ο ο «ο 0... .0o.. 
LINE ASSEMBLY, Duct pressure switch pilot's floor 
station 60 to station 62 
NUT ο e 
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ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


H-175-53-36A 





FIGURE 212 - HEAT AND VENT CABIN TEMPERATURE DEFROST AND EMERGENCY AIR SYSTEM CONTROL ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
212 1160-53309 CONTROL ASSEMBLY, Heat and vent cabin temperature defrost and. . Ref 
emergency air system (see fig 211 for next assembly ) 
-1 160-53395 - PANEL ASSEMBLY, Heat and vent cabin air system control. ... 1 
-2 146-54132 + POTENTIOMETER ASSEMBLY, Electrical heat and vent control(MAL) 
-3 AN3021-1 e ¡SWITCH e oe semis! al a ee ea e See ok dew) ὁ l 
-4 AN839-4D A ARAS E γε. OR e TR e St ὦ 2 
-5 AN924 -4D so NUT: Ὁ ey cele ο ο iiie a a e ace RN ὁ 2 
-6 AN902-4 .. GASKET, .. o... ...... 1... a το, eee 2 
-7 22350 - VALVE ASSEMBLY, Pneumatic dump (PC) ........ "PD 1 
-8 AN507-10R24 é ο 2 o aa 19 ai ee 9 AT RUE aw eee ae a A 
-9 AN365-1032 ΝΕΤ οι cu ον αν. πο e eI Da Co 9 aa ae Ἴφ. ο a -ᾱ- a 2 
-10 AN960D10L s WASHER L0... ες woo Wale Ma Sel De 8 iw te) Sab. eo ϱ A 
-11 AN507-632R18 € CBCREM i0. te wo εἱς is aay ye os ey a Te AP br ος voL UB 
-12 AN365-632 s NUD ο m es 13 dece I Roy ey αφ ο ανα ατα ας Ὁ 
-13 AN960D6L (WASHERS sto siena deseri a ον en dele e Eom een pov D. Ὁ 
-14 146-53392 - BLOCK, Heat and vent cabin air system emergency control... 2 
-15 146-53341 + KNOB ASSEMBLY, Heat and vent cabin air system emer control. . 1 
-16 146-53340 - CAM, Heat and vent cabin air system emergency control . . . . 1 
-17 AN365-632 a B DEA ἴδ e ο e ea e al ο a Ὁ νε ο» +B 
-18 ΑΝΟΘΟΡ6Ι, ο ο ο ο ο ooo]. 
-19 AN507-632R18 e BORM s ο ο ο a wavs v vox A 
-20 .AN507-632R7 ο SCREW e's ce e cecus Gom Row roe are RIS nee be 8 
-21 146-53400 - SPACER, Heat and vent cabin air distribution system . . . . . 2 
emergency control 
-22 BZ3YDT + SWITCH (MCS)... . . . . . . . . BLUR Ell; (Rosy ce! Dat ο te ves Si ow 2 
-23 AN3157-2 - LIGHT ASSEMBLY. ......... ο ο ο 1 
AN3121-313 ao LAMP Su Pe tata, qe ala ο, νο ας BS atid tee s. ο A et nee καὶ Dg 1 
-24 45A7400-1 + SWITCH, Single pole aircraft circuit breaker toggle [Επ oe 1 
8749K11 - SWITCH, Single pole aircraft circuit breaker toggle (CUT) . . 1 
| (may be substituted for 45A7500-1) 
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PART 
NUMBER 


175-53304 


146-53321-25 
AN737RM46 
175-533127 


146-53321-3 
175-533125 


146-53321-3 
AN737RM58 
175-53385 


175-53370-3 


175-53340-15 
AN737RM58 
AN365-1032 
AN960D10L 
AN520-10R10 
175-53373 


146-53321-5 
AN737RM74 
183-43382 


146-53321-5 
183-53379 


AN365-1032 
ΑΝΟΘΟΡΙΟΙ, 
AN520-10R10 
146-53321-7 
AN737RM91 
175-53380 


AN365-1032 
AN960D10L 
AN520-10R8 
146~53321-3 
AN737RM58 
175-53376 


AN365-1032 
AN960D10L 
AN520-10R10 
175-53375 


AN737RM56 
AN365-1032 
AN960D10L 
AN520-10R8 
325-.625-3.688S 
175-53340-3 
325-.625-3.6288S 
146-53321-3 
AN737RM58 
175-53370-5 


175-53340-15 
AN737RM58 
AN365-1032 
ΑΝΟΘΟΡΙΟΙ, 
AN520-10R10 
175-53373-2 


175-53366 


175-53309-77 
PG208AS3 


ATTACHING PARTS 


AN520-10R10 
-nceann 
AN816-4D 
AN365-1032 
ΑΝΟΘΟΡΙΟΙ, 
AN520-10R10 
175-53368 


175-53331 
AV6.5-4-8000DX4 
153-53452 





AN 01~-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


DEFROST SYSTEM EQUIPMENT INSTALLATION. . . . . . . . . eo 


9 t] t] n ο n 


e... 9 t 9 n9 9 


(see figure 73 for next assembly) 
CONNECTOR, Heat and vent Stan duct. ov s as 
CLAMP... 


DUCT ASSEMBLY, “Heat and vent "system aft camera “compartment, 


LH oblique window defrost air 
CONNECTOR, Heat and vent system duct. . . . b d 
DUCT, Heat and vent system camera compartment LH. — 
fuselage station 367-23/32 to 398-11/32 upper 
window defrost air 
CONNECTOR, Heat and vent system duets scare ο wow ὦ, το 
CLAMP . . . A s 


.DUCT ASSEMBLY, “Heat and vent system fuselage station. " 


363- 11/16 LH side window camera compartment defrost 


DUCT, Heat and vent system camera compartment forward . 
window defrost air supply 


HOSE, Heat and vent system flexible . 


CLAMP os) e τὸν ου ΟΣ e vm we od 28> τῶν, τὸ; elm Ie aS 
NUDO. du o eo quoe O O Rs Ἕν τς 
WASHER; 4056083 390€ ος AAA 
SCREW . . . . . A : ος. 
MANIFOLD ASSEMBLY, Heat and vent system camera com 


tri-met window defrost 
CONNECTOR, Heat and vent system duct. . . . . . . . +. e 
CLAMP... z 
DUCT, Heat and vent system fuselage station 364 - 7/16. : 
camera compartment aft LH window defrost 
CONNECTOR, Heat and vent system duct. . . . . . 
DUCT ASSEMBLY, Heat and vent system fuselage station. R 
365-7/16 camera compartment forward and aft 
window defrost air 
NUT: Sie πο aie εν ce So ves pte? wend 


WASHER. ο ο ο Wer ο ο e εν erra wien ier Da m eso 
SCREW... . ο ο cote ο) 
CONNECTOR, Heat and vent "system duct. "A O Ce ta 
CLAMP... uS din Ye 
MANIFOLD ASSEMBLY, “Heat and vent system camera, .... 
compartment prim vertical window defrost air ' 
WASHER. ois vie ue ὁ ας ac a meh Stas Ὁ d 
SCREW . . . . PEE SC EHE 
CONNECTOR, Heat and vent system duct. ο ο ο v is 
CLAMP... " . . 


DUCT ASSEMBLY, “Heat and vent system camera compartment 
fuselage station τ 7/16 lower tri-met window 
defrost air 

NUT . at ia is a a ales Se Tel De ie) er eve. ϱ Ὁ 

WASHER. . . 

SCREW... 

MANIFOLD ASSEMBLY, “Heat and vent “system camera. 


. e 
e 9 9 c5] c5 o osos oos ο ο c£: 5 o ο 
oe 


compartment lower tri-met window defrost 
CLAMP ο « ὁ ο © © ο ο ο ο ο iR i ο 
ο aan ον ο Ne utes de ie oe 4 ὁ ὁ * ο ο * 
WASHER... ὁ κω ve d o). τν τῷ ες Sr Betas Eri cu te wA Verre 
SCREW. . . . «. ο te ew we we ews . ο e 
CLAMP (MAR) . . " e 9 *  ὁ » 9 * ο ο 
HOSE, Heat and vent system "flexible i ae o. ο 2 «. « 
CLAMP (MAR) . Se e yar ste Shit “awit Se ο 
CONNECTOR, Heat and vent system duet. © 9 ο 5.0 * ὁ ο ο 
CLAMP... . ο ο ο . . APER 
DUCT, Heat and “vent system camera compartmen nt forward . 


window defrost air supply 
HOSE, Heat and vent system flexible 
CLAMP... . 
NUT . . . 
WASHER. 
SCREW . 
MANIFOLD ASSEMBLY, Heat and vent system camera. 

compartment tri-met window defrost 
HEADER ASSEMBLY, Heat and vent system fuselage station. 

381.593 camera compartment window defrost 
LINE ASSEMBLY, Heat and vent.system camera compartment. 
SWITCH, Pressure (MH) . . ...........-..... 


. 
e 9 © © © © eb ο o «. 
9 « 
o 


. 
. 


SCREW 21 ol) Ὁ pel Sn 4 Shia ο TEs, Bet % 


NIPPLE. . à 


ΙΝ ν κ νη 
WASHER 0026: yor ve ος Rol ο νῷ, e A a 
SCREW . . ADA e $i ‘ ETA apt aS OS 
SUPPORT, Heat and vent system camera compartme ent. . .. 


defrost blower lower 
GASKET, Heat and vent system camera compartment blower. 
AXIVANE PANE (JOI). FEED Sos e v Se ὧν 


GUARD ASSEMBLY, Defroste system blower. LR PLE 


partmen 
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FIGURE 213 - AFT CAMERA COMPARTMENT DEFROST SYSTEM EQUIPMENT INSTALLATION 
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AN O1-60AABA-4 
FUSELAGE (Cont) 


Group Assembly Parts List 


NOURETA PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
213-50 AN305-1032 e NUT ess a dm xoc heo e πω de Wo ὃν ee πο as Ὁ WD eee e. le 1 
-57 AN960D10L s WASHER: Gs 45006) [e αἱ ox W^ A a eerie ὦ ϱ 2 
-58 AN520-10R10 e^ SCREW ᾱ-. ο ce Gne E AN 1 
-59 AN365-1032 e NUT o... * 5 ὁ; ιο, -Φ, 1’ - Be se ee SY ws a, eee ἴδ οᾱ “β 2 
~60 165-53461 - SPACER, Anti-ice system insulating. 4 4 e æ 4 e eco e 4 
-61 AN520-10R10 . SCREW. . . . A e è ENEE X ab ee ο 8 
-62 175-53429 . BRACKET, Heat and vent system camera compartment. . . . . . . 1 
thermostat and thermometor mounting MEN 
-63 AN365 -632 s NUT δν το c xod uu Wi s He. GR, en E ο EISE ick y o UP 
-64 AN960D6L ο ον A AA e a a E. 2 
-65 AN515-6R10 . SCREW.. ETRE oO cC A AAA Ὁ 
-66 51864 . THERMOSTAT, Control (ven) . S. oe eg POE EE! 
-67 175-533118 . NUT, Heat and vent camera compartment air distribution. . . . 1 
system NON 
-68 AN960D1016 Pu IA qb opidi ap Rae Bg ADAE TRA EE I 
-69 AN5525-2 BULB. . . PE ος uh deb To, ise AA DS NU UEM cum n eet. A 
~70 325-.625-4.188s . CLAMP (MAR) . "T EE A 
-71 146-53321-21 . CONNECTOR, Heat and vent system duct. ο κα ee A Ow Ὁ 1 
-72 146-53321-25 . CONNECTOR, Heat and vent system duct. . . » . s . e . ο . . . l 
AN737TW48 . CLAMP.. 5 A a One 4 € MIX ο 2 
-73 175-53340-5 HOSE, Heat and “vent system. flexible ν. ὦ. a ee ck AX X wow X 1 
AN737RM66 CLAMP E ο AA ας 2 
-74 175-53377 . MANIFOLD ASSEMBLY, “Heat and vent system camera. . . . . . . «. 1 
compartment aft window defrost air RH 
-75 AN365-1032 š Kreas e A ο DC ο ο.” 
-76 ΑΝΟΘΟΡΙΟΙ, - WASHER. . o We gi Sah care sey’ te Row es cR erre ο y 
-TT AN520-10R10 sy UO ao PEE 2 
-78 AN365-1032 a NUT US. dem ET a wis ue qt dew A IE A dl 5 
-79 AN960D10L s WASHERS ocan ia es vw αφ, bs Ier) ui losa e HD ο TER e δν ὃς 0 
-80 AN520-10R10 + SCREW... " AER EIER a A Aen ee ee ne 5 
-81 175-53378-100 . MANIFOLD ASSEMBLY, Heat and vent system camera. . . . . . . . 1 
compartment fuselage station 394-3/16 to 
400-1/4 RH side 
-82 175-53340-7 - HOSE, Heat and vent system flexible . . . . . . . . s o cee 1 
AN737RM74 . CLAMP... Bre ο de mode esce m τῷ, So Yen mode Se BE tt es Ug 2 
-83 146-53321-5 . CONNECTOR, Heat ànd vent system duct. . . . e u ο sa ο . ο ο 1 
AN737RM74 ECL O.P M 1 
-84 AN365-1032 e NUT ο g a l a eE A. 
-85 AN960D10L Z WASHER. 32459 De ὁ uice e τ wow oue Hw ep CUN ϱ Ὁ, o vene nA Ὅτῳ 2 
-86 AN520-10R10 s SCREW a ον ο ο a vs € e$ ce mou. dole Model las δες Teste. qe «Ὁ 
-87 175-53384 +. MANIFOLD ASSEMBLY, Heat and vent system camera. ....... 1 
compartment aft window defrost air LH 
-88 AN365-1032 ος NUD V Reve oh ue O IX o a Ses 2 
-89 ΑΝΟΘΟΡΙΟΙ, » "WASHER: owe echo ο o A e RNS 4 
-90 AN520-10R10 + SCREW.... . dw NS 9 
-91 175-53386 . DUCT, Heat and vent System "fuselage station 400- 5/16. Se Nas, νῷ 1 


camera compartment lower aft window defrost air 


supply 





395 








Section [| 


Group Assembly Parts List ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 














) y A-175-53-74 
FIGURE 214 - HEAT AND VENT SYSTEM CANOrx vrrROST AND SIDE OUTLET DUCTS INSTALLATION 
HOUR E PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
214 183-53311 DUCTS INSTALLATION, Heat and vent system canopy defrost and. . . Ref cc 
side outlet (see figure 203 for next assembly) 
-1 183-53312-1 + DUCT ASSEMBLY, Heat and vent system side outlet and..... 1 cc 
canopy defrost LH 
183-53312-2 . DUCT ASSEMBLY, Heat and vent system side outlet and . . . . +. 1 CC 
canopy defrost RH 
-2 183 -53312-25 » . WELD ASSEMBLY, Heat and vent system side outlet and. . . . 1 cc 
canopy defrost LH 
183-53312-26 + . WELD ASSEMBLY, Heat and vent system side outlet and. . . . 1 cc 
canopy defrost RH 
-3 183-53312-15 . . SEAL, Heat and vent system side outlet and canopy defrost. 1 οσ 
-4 AN737RM74 s COCDAMP s e 0:593 ο laa ο ο e e 2 το UE, “eso 1 cc 
-5 AN737RMA4 ο US S ο Ὃν ο ο e Zea ο ΝΙΝ oh Veber US eum dp SCC 
-6 AN520-10R18 oo SCREW ο M xx 1 cc 
-T AN960D10L 4" WASHER; 2.409 7 Xo o9 ο eS e oe S eU DURS Bes 1 σσ 
-8 160-53333 . OUTLET ASSEMBLY, Heat and vent system windshield bow line air 1 CC 
-9 160-5333. - SPRING, Heat and vent system windshield bow line air outlet . 1 ος 
-10 183-53319-1 . DUCT ASSEMBLY, Heat and vent system sliding canopy .... 1 CC 
defrost manifold LH 
183-53319-2 . DUCT ASSEMBLY, Heat and vent system sliding canopy . . +. +. + 1 cc 
defrost manifold RH 
-11 183-53319-11 . . RIVET ASSEMBLY, Heat and vent system sliding canopy. . . . 1 cc 
defrost manifold LH 
183-53319-12 + . RIVET ASSEMBLY, Heat and vent system sliding canopy. ... 1 σσ 
defrost manifold RH 
-12 183-53318 + . STOP, Heat and vent system canopy defrost control valve. . 1 cc 
-13 183-53317 . . PLATE ASSEMBLY, Heat and vent system canopy defrost. . . 1 cc 
. : control valve 
-14 AN365-632 e ^ NUTS. Qu e A a ce a a ee TS 1 CC 
-15 AN960D6 £. 5 WASHER X & x e 09 Vlde os teh coe, ο γρ Gene Ve a eto. oo. TEC 
-16 AN515-6R8 oy ro SSOCREWS, co.) ο) ὃν ο A δι ο E 
-17 '183-53316 . . SHAFT, Heat and vent system canopy defrost control valve . 1 cc 
-18 146-53343-1 . . KNOB ASSEMBLY, Heat and vent sys canopy defrost control LH 1 CC 
146-53343-2 . . KNOB ASSEMBLY, Heat and vent sys canopy defrost control RH 1 CC 
-19 3672 s a .  PRICTION CATCH (ACH) © o . +. +... ὁ . eee eee ee 1 CC 
-20 AN565A10-7 E ^u “5 SCREW; ον ος 102-9 1579 De DE. ο- Gos modes wo oie. AD e ees 1 cc 


i M————————— 
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FIGURE 215 - FUSELAGE STATION 254-5/8 TO STATION 424-5/8 CAMERA COMPARTMENT 
HEAT AND VENT SYSTEM HEATER FUEL LINE INSTALLATION 


USEABLE ON 





FIGURE & PART UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
15 175-5330 LINE INSTALLATION, Heat and vent system camera compartment . . . Ref L [ | 
heater fuel fuselage station 254-5/8 to 424-5/8 


(see figure 73 for next assembly) 

175-53306-100 LINE INSTALLATION, Heat and vent system camera compartment . . . Ref BH m 
heater fuel fuselage station 254-5/8 to 424-5/8 
(see figure 73 for next assembly) 


-1 AN832-4D . UNION. « « « . « e ee we ὁ we mom om ὁ ο m o9 9 9 +... t] t9 9| n 1 
AN924 -4D s NUT SA O A MM O 1 
-2 175-53474-41 . LINE EL a compt heater fuel fus sta 393-1/2 to. . . . 1 
24- 
-3 AN815-4D LOGUNIONU, 20.5. ο ο ου O 
-4 175-53474-9 . LINE ASSY, Camera compt heater fuel fus sta 372 to sta 393. . 1 
-5 175-53309-101 . LINE ASSY, ο compt heater fuel manual drain to fus sta . 1 L ] 
393-1/2 
175-53474-17 . LINE ASSEMBLY, Camera compt heater fuel manual drain to fus . 1 BH 
sta 372 
-6 AN825-4D . TEE . . . ο ο ο eooo 0 ο ὁ ο ο c ὁ ο ὁ 9 0 9 9 9 o 9 9! f 1 
-T AN365-832 © NUT . «.«. « ew ὁ e e ὁ 9 ὁ c c c ὁ ὁ 9 9 * ο 5 * ο. 9 : 3 095 4 
-8 ΑΝΟΘΟΡΘΙ, 47 WASHER. -40 acia μος ο Cet e ο ο ο 
-9 AN515-8R8 . SCREW... . © © © © 9 © © ee we m ὁ om ὁ ο 9 ο 9 oc ος. 4 
-10 AN931-4812 . GROMMET . « « .» +... «© © © © © © © © © © ὁ 9 ὁ ο t ο.» 2 
175-53427 . VALVE ASSEMBLY, Heat and vent system camera compartment . . . 1 L 
heater fuel manual drain 
175-53492 . VALVE ASSEMBLY, Heat and vent camera compartment. . . . . .. 1 BH 
heater fuel manual drain 
-11 AN500A6-3 . « SCREW. . ο » ὁ e ο ὁ ο ο » e ὁ ὁ * 6 à ὁ * .. 56 2 9 8 4 
-12 ΑΝΟΘΟΡΘΙ, . » WASHER . . . « . ο ο © © © © © ο © ο ο m o t ο ο om ο. 4 
-13 w6100-1/8D . . VALVE, Fuel slug valve (WIR) . . . . +. +»... we ee ee ο 1 L D. 
-14 175-53426-3 . . FITTING, Heat and vent sys fus sta 350 camera compt heater 1 
fuel line drain (make from AN840-8D) 
175-53490-3 . . FITTING, Heat and vent sys fus sta 347-3/8 camera compt. . 1 BH a 
heater fuel line drain (make from AN840-8D) 
-15 175-53426 . . SUPPORT, Heat and vent system fuselage station 350 . . . . 1 L α 
camera compartment heater fuel line drain: 
175-53490 . . SUPPORT, Heat and vent system fuselage station 347-3/8 . . 1 BH B 
camera compartment heater fuel line drain 
AN365 -832 s NUT ο ow vx ὃν ve im ιδ 4, ^ CE [Low 2 BH 
AN960DBL . WASHER. . « « s 4 « ο ο à à * ὁ ὁ ὁ ὁ ὁ e ὁ e 3 c! ο 9 ο ο on 4 BH 
AN515-8R8 ο. BOLT A A s oum AA A φ (δ 2 BH 
175-53486 . CLIP, Heat and vent system camera compartment heater fuel . . 1 BH 
manual drain support : 
-16 175-53309-97 . LINE ASSEMBLY, Camera compartment heater fuel fuselage. . . . 1 L 
station 317-1/2 to heater manual drain 
175-53474-13 . LINE ASSEMBLY, Camera compt heater fuel fus sta 276-3/4 . . . 1 BH 
-17 175-53309-93 . LINE ASSY, y uda compt heater fuel fus sta 276-3/4 to. . . . 1 
317-1 
-18 175-53309-89 . LINE ASSY, Camera compt heater fuel fus sta 954 to 276-1/2. . 1 
-19 175-53309-85 . LINE ASSEMBLY, Camera compartment heater fuel fuselage. . . . 1 


station 254-5/8 to lower longeron 
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FIGURE 216 - HEAT AND VENT SYSTEM CAMERA COMPARTMENT VENTILATION DUCTS INSTALLATION 
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PART 
NUMBER 


175-53303 
175-53345 


AN737RM74 
146 -53321-5 
AN737RM74 
AN365-1032 
AN3-3A 
AN960D1OL 
175-53360 


175-53341 


146-53321-11 
AN737RM107 
175-53348 


AN742D48 
AN365-1032 
AN520-10R8 
AN960D10L 
175-53342 


146-53321-19 
325-.625-3.68758 
175-53349 


AN7T42D56 
AN365-1032 
AN520-10R8 
AN960D10L 
175-533123 


175-53343 
175-533122 


146-53321-5 
AN737RM74 
146-53321-21 
325-.625-4.18755 
175-53350 


AN742-64 
AN365-1032 
AN520-10R8 
AN960D10L 
146-53321-23 
325-.625-4,68755 
175-53344 


AN365-1032 
AN3-7A 
AN960D10L 
175-53357 


175-53359 
175-53321-5 


AN737RM74 
175-53347 


AN742D32 


AN365-1032 
AN520-10R8 
AN960D10L 
175-53345 


AN742D32 
AN365-1032 
AN520-40R8 
AN960D10L 
3H264 -40 
AN737RM22 
AN840-4D 
PG208AS3 
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FUSELAGE (Cont) 


UNITS 
12 3 4 3 6 7 NOMENCLATURE PER ASSY. 


DUCTS INSTALLATION, Heat and vent system camera compartment . . Ref 
ventilation (see figure 73 for next assembly) 
. OUTLET ASSEMBLY, Heat and vent system fuselage station 424 . 
camera Ινώ vent air 
CLAMP. . . . . 
CONNECTOR, Heat “and “vent system duct a 
CLAMP. . . . « 2 es A 
NUT. eco ie eS eos A 
BOLT ..... ooo . 
WASHER... «» 25 . . " 
DucT ASSEMBLY, Heat and vent system fuselage 8 
station 337 camera compartment vent air 
. OUTLET ASSEMBLY, Heat and vent system fuselage station . . . 
340-1/2 camera compartment vent air 
. CONNECTOR, Heat and vent system duct . . . . . e e eeoa o 
+ CLAMP. . . . «. wg, he 
DUCT, Heat and vent system fuselage "station "345" to station . 
355 camera compartment vent air 
CLAMP. ... ο ὁ ο © «© © © ο ο ο 
NUT. . . « Behe. ie . PE «6 


. 

. . . 

e © € è © è ο o 
- 

. . 


κ...» ο ο 
ΕΔΩ KY 


We ο νο ο ο 
Ww 
che o. © » : » 
o 


tion 


a 


t 


PEN Pp 


WASHER PM ` » Β 
OUTLET ASSEMBLY, Heat and vent system fu 
camera compartment. vent air 
è CONNECTOR, Heat and vent system duct . . « . . . e e èe è «© ο 
. CLAMP, "T" bolt (MAR). : ο 
. DUCT ASSEMBLY, Heat and “vent system "fuselage station 365... 
to station 380 camera compartment vent air 
CLAMP. L0 09 X 90 99 9 ο e EE EB . 
NUT (Us AL Se ete ο ed e on Ὁ κ . 
SCREWS s eoe δι: 9, β. ώς te ὁ Š 
WASHER . . . . . . è ETE 
DUCT ASSEMBLY, Heat and vent system fuselage station 385 
camera compartment alr vent 
. OUTLET ASSEMBLY, Heat and vent system fuselage station 385 . 
camera compartment vent air 
. OUTLET ASSEMBLY, Heat and vent system aft camera . . . . .. 
compartment defrost air ᾿ 
. CONNECTOR, Heat and vent system duct . . . 
+ CLAMP. . 2. « « « 6 © © © o. ὁ ο ο ο ο on 
. CONNECTOR, Heat and vent system duct ... 


Uu 
a 
E 
= 


sta 


CLAMP, "T" bolt (MAR). s 
DUCT ASSEMBLY, Heat and “vent system ' füselage 8 
to station 405 camera compartment vent a 

e 


CLAMP. . . 2. 2 ο: n 0. 


SCREW, v els Roach eie d 


9. . © © o 


. e o 
. .. œ 
. . «.. 


CONNECTOR, Heat and vent system duct . . 
CLAMP, "T" bolt (MAR). ; ^ 
Ui 


. 
. 
. . 
. 
. 


a 
r 
8 


Ξ 
to 
B 
Es 


too. n n 
H 
Over. ono 


OUTLET ASSEMBLY, Heat and “vent system fuselag 
camera compartment vent air 
NUT. 2. s .oo ὁ « ο 9 ο ὁ ο +. ¿+ $)... ο ὁ 9 9 ο 5 ο ο 
BOLT 4, ὁ 4 ο 6 € ὁ 5 Ὁ a cw 5 Ὁ a ee 
WASHER . . +. + oe on oo t n 
DUCT ASSEMBLY, Heat "and “vent system fuselage station F 
424- 5/8. camera compartment vent air RH side 
. GASKET, Heat and vent system camera compartment fuselage . . 
station 424-5/8 duct 
. CONNECTOR, Heat and vent system duct . . . . 2... + 0... « 
. CLAMP. . ὁ . +. a cary sce 
. DUCT, Heat and vent "system fuselage station “yee 5/8. ory ae 
camera compartment vent air 
CLAMP. « o « ο s o e e 0.0. ο ο n 
NUT. . . +. we ee 


WASHER . . . + + . . o . ο 
OUTLET ASSEMBLY, Heat and vent system fu 
424 camera compartment vent air 
CLAMP. . . 
NUT. ... 
SCREW. . + 


τα 
Q 
Bi 
B 


selage station 


e © © © © 9 9 ο ο o o 


WASHER . i 
HOSE (NA) 5 
CLAMP. . E 
ADAPTER. . 


SWITCH ASSEMBLY, Ai 


9 
. 
. 
. 
. 


Εν Οδ PEND BP PENN HPN PPR RP PERN Bo RB EDP PEN ΓΕ’ 


ess 


8 


e... t ot 9 ο 9 
eto] 9 ὁ ο 9 ο 
9 0 ..oo. 5 n9 
oe ot 9 |] ο 9 
ec 0 t 6 ο ο ο 
9 o... αι 
e... ο ο n ts n 
e... ο ο ο ο: 
oe ee ee n ο 
9 5 ee 9 t n n9 
oe ee ος ευ 


pr 


USEABLE ON 
CODE 
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FIGURE 217 - FUSELAGE STATION 424 TO STATION 463 CAMERA COMPARTMENT 


HEAT AND VENT SYSTEM HEATER INSTALLATION 








H-175-53-16B 














FIGURE & PART UNITS 
INDEX NUMBER NUMBER 4 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
217 175-53302 HEATER INSTALLATION, Heat and vent system fuselage sta 424. . . Ref 

to sta 463 camera compartment (see fig 73 for next assy) 
No Number . HEATER AND MISCELLANEOUS HEATING AND VENTILATING EQUIPMENT . Ref 
i (see figure 218 for detail breakdown) 
-1 175-53314 - BLOWER ASSEMBLY, Heat and vent system RH fuselage sta 437 . 1 
camera compartment heater 
ATTACHING PARTS 
-2 AN3-3A . BOLT. zx Pt. ο πο ο. : e. š 4 
AN960D10L - WASHER . BS oos estais ut m A bi a Ὁ Όρο 6: 7 . 8 
AN365-1032 . NT... s V xis ο ο. $us . nth . 4 
---κ--- 
-3 AN520-10R10 - > SCREW =: ὦ wir’ fe a M EDS E . . "E . 29 





ΑΝ 01-60AABA-4 - 
FUSELAGE (Cont) 





Section I! 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
217 AN96OD1OL * . WASHER ΝΤΟ ο, c i cS δις πρ BOR cue Sie Bids πο DO 

AN365-1032 ae NUT. «os : Wo meus v € 6 νο. 29 
-4 175-53331 +. GASKET, Heat and vent camera compartment blower. -— ae ee 1 
5 175-53328-5 HL SUPPORT, Heat and vent system RH station 437 camera. . . . 1 
; compartment blower 
-6 175-53328-3 SUPPORT, Heat and vent system RH fuselage station 437. ene 1 
camera compartment blower 
~7 175-53311 + . DUCT ASSEMBLY, Heat and vent system camera compartment . , 1 
blower discharge 
-8 AV65-4-8000Dx4 . BLOWER ASSEMBLY (HGP). à . $a ol 
-9 175-53324 VALVE ASSEMBLY, Heat and vent system camera compartment " Ὁ 1 
RH fuselage station 450 air diverter 
-10 AN3-3A ο κο E ο ο Se ο O ane & 4 
AN960D10L e WASHER: 5, Ὁ ως y fa εκ... ἑν" ws Sia verd Cue wo e e EO a), κος Sales 8 
AN365-1032 oo NUT £4 7 " a "E 4 
-11 175-53324-19 Ρ GATE ASSEMBLY, Heat “and “vent system camera compartment Sr 1 
RH fuselage station 450 air diverter 
-12 175-53324-15 era HINGE HALF, Heat and vent system camera compartment. . 
station 450 
-13 175-53324-25 A E HINGE HALF, Heat and vent system camera compartment. . 
station 450 
-14 AN253~-4-375 sw τν PIN. σῷ ο z : sus AT 
-15 175-53324-17 EC EA SEAL, Heat and vent system camera compartment RH Sige te 1 
fuselage station 450 air diverter 
-16 AN3-3A a οι e y ο E RUM Go roe μα πρ... 2 
ΑΝΟΘΟΡΙΟΙ, e oq “WASHER? Σα x 40 ες eile τς we s Eme A S 4 
AN365-1032 : NUT.... Sey bi ee A a fens Ὁ 
-17 175-53336 s GASKET, Heat and “vent system camera compt diverter valve. cy 1 
-18 AN3-4A so [BOLTS cos ye Νο Μο vel er eit ο μμ κ 
AN960D10L »- WASHER $7.3 4.09, Serie) UE io hes Tel vev o | Shia! he el quo NR τῳ ate, oh fe vo ae ee, “AB 
AN365-1032 ος NUT OS. ... 24 
-19 175-53309-59 + LINE ASSEMBLY, “Heat and vent sys “Pus” sta “you” to sta 463 eee 1 
camera compartment 
3H2L4-13 . HOSE (NA). P E 1 
-20 175-53332 . SCREEN ASSY, "Heat and vent. sys “sta 424 to 463 camer compt Vis 1 
-21 175-53315 + DUCT ASSEMBLY, Heat and vent system station 424 to 463. . . , 1 
camera compartment 
-22 325-0.625-6. 7508 . CLAMP ASSEMBLY, (MAR) . . FOE 1 
-23 175-53333 . SEAL ASSEMBLY, Heat and vent system station lol to "463. sS ον 1 
camera compartment 
-24 175-53325 . DUCT ASSEMBLY, Heat and vent system station 424-to 463. . . . 1 
camera inda dup: 
-25 325-0.625-4.1878 . CLAMP (MAR). " ew os 2 
-26 175-53335 . DUCT ASSEMBLY, "Heat and vent system camera ' compartment. i re 1 
ram air flexible { 
-27 - 175-53312 . HEADER ASSEMBLY, Heat and vent system station 424 to 463. . . 1 
camera compartment 
-28 175-53474-93 . LINE ASSY, Camera heater fuel fus sta 424-5/8 to 450- 3/8. ius 1 
-29 AN911-1D + NIPPLE. . . . ο 1 
-30 175-53323 . DUCT ASSEMBLY, “Heat and vent system camera compartment "Rh ET 1 
fuselage station 444 combustion blower inlet 
-31 146-53321-5 . CONNECTOR, Heat and vent system duct. . . . . a e . e e s s o 1 
-32 3H2-40-6 . HOSE (NA). SC rg NA RADI 1 
-33 175-53437 . CONNECTOR, Heat and vent "system camera compartment. . . . .. 1 
| combustion air ~ aS 
-34 CM0O25-4-1/2CC +. FAN AND MOTOR UNIT (HGP). . οἱ ον, ων E. ce. o o WIR. ROTE De US 1 
-35 AN365-428 SA A A NR Re deo se 4 
-36 AN960D4 16L wm WASHER 64 to wie Get, νο Xen ve ue εκ ὡς αι te, ay σκι aos Jol retis wer gh | SB 
-37 AN4-5A a BOL Teili a a oe νῷ. eR Lee ἐς Ὄνι Ὄως Tals! Sener rigs ao qo δι μμ. 4 
-38 3H2-24-10 . HOSE (NA) . . . . ‘ A M Mion a έναν μον Bye Soon ανω 2 
-39 G475015A . COMBUSTION AIR VALVE (Sw) $n Mi we. gode her cR! 28 a es 1 òè 
-40 175-53320 + DUCT ASSEMBLY, Heat and vent system camera compartment... . . 1 
i combustion air regulator valve to heater 
-41 103D6E FUEL PRESSURE SWITCH (MCQ). . ................ 1 
ATTACHING PARTS 
AN520-10R8 SCREW zz: de a ος; Lern ven? Σο”... 2 
AN960D10L 2) WASHER: ο ο ο ο c ο eM ae Sou tre. ο οι 4 
AN365-1032 ος ο we Se a a do ὙΦ 
-———— owe 
-42 175-53474-29 - LINE ASSY, Camera compt heater fuel filter to pressure switch 1 
-43 175-53474-33 . LINE ASSY, Fuselage sta 424-5/8 bha DEDE to tee fitting. . 1 
-44 AN824 -4D s ATEB ee a an hats a ο fed di aden, lay a ae ώς ο a are CRI nTa 1 
-45 ANS16-4D + NIPPLE. . . ο ο ter a a or Ses “Sl a, 1 
-46 450-0 . FUEL FILTER (skr) ο δι 3» Tore O a ον Be aes T8 a a 1 
-47 AN365-1032 ve "NUT aate ον a κ ο τα: LaL ια ae DES NES ο WI he a a 2 
-48 AN960D10L a: “WASHERS os Te, Vola la aa els ο eee ο ο ld G 4 
-49 NAS3DD3-26 + SPACER, Screw and »οο15ς.................... 2 
-50 AN520-10R32 s. “SCREW .« ος ces ο CODE Gen We SB cao M tiae des Pe eL uL 8 
-51 AN911D ο NIPPLE; PC jas yal e edi O HE 1 
-52 NAS43DD3-10 + SPACER, Screw and bolt. . . . . « ὁ . s se . . ο ο ο ο ο νο 1 
-53 AN520-10R12 να΄...” ο τε Re. νο m eh nate ar b CET SA dea Fer at eee coU 1 
-54 ΑΝΤΗΦΡΟ236 « CLAMP... . wie 18. (e ο ca ο ο ae Be vl Ce" Tow ciel ces Ua 1 
-55 610-4D6 - VALVE, Solenoid fuel shut-off (MH). . . — E 1 
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FIGURE 218 - HEATER AND MISCELLANEOUS HEATING AND VENTILATING EQUIPMENT 














ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


Section [| 


Group Assembly Parts List 











FIGURE & PART EABLE 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. i cour 
218 No Number HEATER AND MISCELLANEOUS HEATING AND VENTILATING EQUIPMENT. . . Ref 
(see figure 217 for next assembly) 
-1 930B3 . HEATER ASSEMBLY, Heat and vent system (SW) . . . . . . . . . 1 
-2 455-0.750-250S . CLAMP, Heat and vent heater support (MAR). . . . . . . . . . 2 
-3 42189-12-873SH . COUPLING NA μπε ο AR ο oe ee Rr. Selb ας 2 
-4 42189-10-873SH . COUPLING (MAR)... οἱ. aN EN 2 
146-534443 . GASKET, Heat and vent system heater inlet "and outlet duct. . 2 
-5 AN6265 -4 -15 . HOSE ASSEMBLY. . +. . . : CERTA WT 1 
-6 175-53309-49 . LINE ASSEMBLY, Heater combination "section drain to drain tee 1 
-7 AN816-6 s NIPPLE frites κ UNE ον κκ αρα. 1 
-8 AN824 -6 e TEE; Gis: se "E πα a ο ος ο των. RP 1 
-9 3H2L4 -64 . HOSE (NA). — GO ο ο ek ο ο ο «ια 1 
-10 AN840-4 1 ADAPTER. . . . o. AN eu ERE EEEE ο. ον ον 1 
-11 175-53317 . SWITCH ASSEMBLY, Heat and vent system RH fuselage station. . 1 
450.375 combustion air pressure 
P90l-1 + . DIFFERENTIAL PRESSURE SWITCH (AEO). . . . ses so eee 1 
-12 AN365-1032 + « NUT πα ας Wi ea Siete es ο πο ων ος 3 
NAS43DD3-6 ae SPACER, Screw and bolt. E Soc UE". τῳ; "o Te MUR ee cel ag οφ 3 
-13 AN3-3A «ow BOLT ο ο ο ο ο a E SR term T" νιν νννν 4 
ΑΝΟΘΟΡΙΟΙ, . . WASHER.  . ο . 2. 2: cre O 4 
-14 175-53316 - . SUPPORT ASSEMBLY, Heat "and vent syste RH fuselage. ... 1 
station 450.375 combustion air press switch 
-15 AN912-1D è ove BUSHING o Ὁ e aa a $9. os a eal 2 
-16 ANB23 -4D scu | ELBOW ea as RE ee, ais a aa S 1 
-17 AN844 -4D Ρ ELBOW . . . . . es ο ο ο 1 
-18 175-53321 a BOX ASSEMBLY, Heat and vent system RH fuselage station. . . 1 
437.5 camera compartment heater ignition 
ATTACHING PARTS 
-19 AN3-3A ; wr ABOUTS 524.6599 eR X a ιτ TET RO CR, SU δὲ cw 7 
AN960D10L è “WASHER: a ὁ ο ὁ ως ο ὀρ ve ὁ res aes ea wie τὰς ete we ^^ UIA 
AN365-1032 ec NUT. οσο “een ah iw les SP eh ee NS τῳ Je E ER SU T4 φίδι cfs levee 7 
hu euam DE A 
-20 ANAL -6A whe BOLT uw Ὁ ο ὦ, sommo ο ο ο ο ο ο" 3 
AN960D416L + . WASHER... A ἵν e 3 
925C1 + . IGNITION ASSEMBLY, "Heater (SW). . Se le 1 
-21 175-53334 + . SUPPORT, Heat and vent system RH fuselage station & ovg 1 
437.5 camera compartment heater ignition unit 
-22 175-53313 . HEADER ASSEMBLY, Heat and vent system camera compartment . . 1 
heater discharge 
175-53359 . GASKET, Heat and vent system camera compartment heater... 1 
discharge 
-23 AN520-10R8 s ΘΟΠΕΝ,.. αὶ Ὁ eo e a [92 aa Re Gos ea 12 
AN960D10L s WASHER G 4€ Ss $1909 οι evo sim. ο E wu vo we 08 
AN363- -1032 πο e ο qos ο A a ο ο 19 
-24 51B66 . THERMOSTAT (VCH) . . . » +. +. » «» soc nct o ote m ο n ο 1 
-25 51868 . ‘THERMOSTAT (VCH) . .  « « e - e e a e oh oon ο ο ος ο ο 1 
-26 51B70 . THERMOSTAT (VCH) . . . eus 33 ue . . $e 1 
175-53428 . GASKET, Heat and vent system thermostat compartment control 3 
-27 175-53309-45 . LINE ASSEMBLY, Heater combination section forward drain. . « 1 
το drain tee 
-28 AN816-6 . NIPPLE . . . « uice diu ο ια) a es, e 1 
-29 175-53309-41 . LINE ASSEMBLY, Camera "heater exhaust to pressure switch. . . 1 
-30 AN365-1032 :. A A RNA A 8 
-31 AN960D10L s -WASHER - 4 ο. νι 09 -ᾱ- $04 ce 9 a ο ο δι TW ο iw (οἱ m. "m Se 16 
-32 AN3-3A «- BOLT uo. è . Su οι ον τν νο 8 
-33 175-53410 . GASKET, Heat and vent "system camera compartment heater . . . 1 
exhaust upper ᾿ 
-34 175-53339 . FLANGE, Heat and vent system camera compartment heater . . . 1 
exhaust > 
-35 AN737RM91 . CLAMP. .... SS Wow Se ο "ο" 1 
-36 No Number . DUCT ASSEMBLY, Heat “and "vent stem 3" diameter. . . . . . . 1 
(NA Spec. dwg 175- 953315 
T -37 43688-300 + COUPLING (MAR) . . . . « «ο. nos NES 1 
-38 175-53326 . GASKET, Heat and vent system camera compartment "heater . | . 1 
exhaust 
-39 175-53309-53 . LINE ASSEMBLY, Heater combination section "T" overboard. . . 1 
-40 1175-53335 . DUCT ASSEMBLY, Heat and vent system camera compartment ... 1 
ram air flexible 
-41 325-0.625-4.187S . CLAMP (MAR). . Sole ie S4, ce AO 2 
-42 WBOO2-4A . VALVE ASSEMBLY (ven) a aa ala ide 1 
-43 AN3-4A a BOLT τῳδὶ μμ UE ο ο ο ο ο ο a 6 
AN960D10L è MASHER 35 το e 9€ τος ὃς τον E 12 
AN365-1032 . NUT. Ἐν 3.7, CE tra NEL I uet: Sari qr oe t er e Vau) ὦ) «$e e EAS oe 6 
-44 175-53346 š GASKET, “Heat and vent system camera compartment modulating . 1 
valve 
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H-175-53-9A 


FIGURE 219 - FORWARD CAMERA COMPARTMENT WINDOW HEATING AND VENTILATING SYSTEM EQUIPMENT INSTALLATION 
404 
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PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-53305 HEATING AND VENTILATING SYSTEM EQUIPMENT INSTALLATION, Forward . Ref 
camera compartment window (see fig 89 for next assembly) 
175-53400 . NOZZLE ASSEMBLY, Heat and vent system fuselage station 86 , . 1 
viewfinder window defrost 
ATTACHING PARTS 
AN509-10R8 ba CREW: ο i ae. Ia whee 158 Se Vet Lp" 2 
ANQ60D10L a WASHER MEME νυν a SP Sw e OR ed ah oe. 172 
AN365-1032 ο μι Mv 
——— a 
175-53399-5 . SEAL, Heat and vent system forward camera compartment . . . . 1 . 
viewfinder defrost air duct 
AN737RM58 . CLAMP... AS dade eni. I 
175-53340-11 . HOSE, Heat and “vent system flexible CR RP Sy αμ. 1 
AN737RM58 . CLAMP... «s 2 
175-53403 . LINE, Heat and vent System fuselage station 66 to station ES 1 
. 82 viewfinder window defrost 
146-53221-25 . CONNECTOR, Heat and vent system duct. . . ον qe ts 2 
175-53402 + LINE, Heat and vent system fuselage station δρ. Le to "m 1 
station 66 viewfinder window defrost ] 
175-53399-3 . SEAL, Heat and vent system forward camera compartment . . . . l 
viewfinder defrost air duct 
175-53416 . TUBE, Heat and vent πα viewfinder window defrost. . . . . pa 
AN737RM58 ; CLAMP PAESE ο ο...” is 4 
146-53321-25 . CONNECTOR, Heat and vent system duet. sei απ Fox Utd ο ο ο 2 
51B72 . TEMPERATURE CONTROL ELEMENT (VCH).... rte E E | 
AN515-6R10 e SCREW: d ο es five yo ep ee ο OL, wile. wa folie el a Gee 1E. 
ΑΝΟΘΟΡ6Ι, οι αν ο ο ο a ο ο... 
AN365-632 a $6 a is as A o tes ᾱ See 2 
AN5525-1 . BULB. . . . S e e "m e pa a is ea der e 1 
175-533118 . NUT, Heat and vent system forward camera compartment. . . .. 1 
air distribution system 
AN960D1016 sh WASHERS Ga ο TN A Xm aa O an R 6 1 
175-53417 . BRACKET, Heat and vent system forward camera compartment. . . 1 
thermostat and thermometer 
ATTACHING PARTS 
AN3-4A κ. BOUT ss ο μ.ο, et E ee he. ee GS BS 2 
AN960D10L e” (WASHERS: Ὃ, ᾱ. oue wo moe ise ot uh ox OS tap de a e» IV 4 
AN365-1032 e CNUP OW A ο ο a ο”. 2 
---*--- 
153-53452 . GUARD ASSEMBLY, Defroster system blower . . . . +. +. +... . «ο 1 
AN365-1032 è bi «ἐν T ὃν NS (USE enc Dm V fe RL ec el ere «38 
AN520-10R8 ἐν A απο os! what κ oy Ὁ con Mac eT cnr ο κ ui E teh aras 0 
AN960D10L . WASHER. . . as St ο A a ΘΗ 
AVG. 5-4-8000DXY . BLOWER ASSEMBLY (301) os ahd ES ο ο ου 1 
175-53406 . SUPPORT ASSEMBLY, Heat and vent system forward camera . . . . 1 
compartment defrost blower lower à 
AN365-1032 e NUT e Ww eR xw ὦ 1m uw ος τς οἱ cw Rr RR oW ee Ἕ τῳ ο ies «Ὁ as 2 
AN3-4A & BOLT d ο ins oy ο Wy oi ο ie τὲ ci e 2 
AN960D10L + WASHER. ..... . ες a 4 
175-53331 . GASKET, Heat and vent System camera compartment blower. . . . :1 
175-53309-81 . LINE ASSEMBLY, Nose camera defrost air blower duct to . . .. 1 
Pressure switch 
AN815-4D . UNION... os 1 
175-53474-21 . LINE ASSEMBLY, “Nose camera “defrost air "blower duct “to Sere 1 
ο μὴν switch 
AN822-4 . ELBOW . . ius 2 
175-53392 . DUCT ASSEMBLY, "Heat and vent system forward compartment E 1 
window defrost blower discharge 
325-0.625-4.0625S . CLAMP (MAR). . οκ) abs EE. ew A 
175-53407 . SUPPORT, Heat and vent system forward camera üoupastmeHt. ER 1 
blower discharge duct 
ATTACHING PARTS 
AN3-4A c ¿BOB is Via is e ts ο Bove. A 4 
AN960D10L a. (WASHER 6, ow vou EL sas αν ea ae S) e V ᾱ--ῳ oos ᾱ το c 8 
AN365-1032 xu NUTS ver uu du wins ry ο ο οὔ ὅν ο πο a le. ος C TITEL iE ope ex Me 4 
-—— ÀÀ— 
AN931-21-28 . GROMMET . . DR μα ο ο ο ΣΟ cs. SA 1 
42737-4.000 . SLEEVE (MAR). ο ο ο LES ve ο a a “SNe ve 1 
42535-4.000S s “COUPLING. (MAR): ος 2 wo Bie ce es BD A Ee ey Gode eee ee Ὁ 
0932 . HEATER (CLP). . « « . .. « «κ « s es acu re e Se Y 
175-53398 . ELBOW ASSEMBLY, Heat and vent sy stem forward camera ES 1 
compartment discharge. 
51B74 . ELEMENT (overheat) (VCH). . $ She Jp eie 1 
175-53428 . GASKET, Heat and vent system thermostat compartment control . 1 
AN520-10R6 dia ο ο Oa we LE cs: ο ο Jay Be μα ο”. 
AN960D10L = (WASHER: xz. a ο P is Cm TR Ren sul s mee ^B 
AN363-1032 . NUT. Eni AR 4 
175-53405 . DUCT ASSEMBLY, “Heat and vent "system forward camera. E El E, 1 
compartment ventilation 
AN3-5A e BOLT. uon a ο -ᾱ. ATA RV Toe ο ο ου” 6 
AN960D10L  UWASHER.I s a Sr: Νο. eo Ces woo Lm ος ον ce le D le cw we Te ur S. α0 
AN365-1032 e CNUB Qv a a 09-0920». 09e ὦ ᾱ ὁ eo Se, 9009! t ce το) ὦ 6 
175-533117 . FLANGE ASSEMBLY, Heat and vent system forward camera. . . . . 1 
compartment window defrost check valve 
175-533115 + DUCT, Heat and vent sys fwd camera compt window defrost right 1 
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Section [| 


Group Assembly Parts List ΑΝ O1-GOAABA-A 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
219-43 175-533116 + DUCT, Heat and vent system forward camera compartment . . . . 1 

: i window defrost left 
-44 146-53321-17 . CONNECTOR, Heat and vent System GUCTS.... ος ὃν de eta us 2 
AN737RM74 Z CLAMP... E -ϱ- ο THE 
-45 175-53396 + DUCT ASSEMBLY, “Heat and vent system forward camera. . . . . . 1 
: compartment window defrost air 
-46 146-53321-11 . CONNECTOR, Heat and vent system duct. . . . . . s s . . ο ον 1 
-47 51C60 > CONTROL BOX (VCH) . ras cue ο ο πα ο a i eh os 1 
ATTACHING PARTS 
AN515-8R8 Μο e ο a e A as A ed 4 
AN960D8L s WASHER... 290 momo hoe RS e aa Up wwe dk 
---κἘ..-- 
-48 PG208AS3 . PRESSURE SWITCH (MH). . ....-............... 1 
-49 AN515-8R8 IA, AA A E E 4 
ΑΝΟΘΟΡΘΙ, . WASHER. . . a A a a See sd 4 
-50 175-53393 . OUTLET ASSEMBLY, “Heat and vent system forward camera. . . ο . 1 
compartment window defrost check valve 
-51 175-53340-21 . HOSE, Heat and vent system flexible . . . . . . s s s o s a 1 
AN737RM74 * CLAMP "E . κος quoe s x. v scu cel 2 
-52 175-53408 . BODY ASSEMBLY, “Heat and vent system forward camera. Ser ae te: ὃ 1 
compartment window defrost check valve 
-53 175-53413 + GASKET, Heat and vent system forward camera compartment . . . 1 
window defrost check valve body 
-54 175-53411 . FLAPPER ASSEMBLY, Heat and vent system forward camera . . . . 


compartment window defrost check valve 


-55 AN393-57 e PINE 44 tant a a xw ο ον a FEE re br duis E ἃ 1 
-56 ΑΝΟΘΟΡΙΟΙ, s WASHER. e ace Ue cde a a εδ δις CES -ᾱ Sel sd ens By Mer Pl 
-57 AN365-1032 s! NUT Ia. ο 
-58 AN3-6A & BOLD o o a cx C 2 du etek κεῖ (φίλῳ ef νὰ 4 
-59 175-53412 . CLIP, Heat and vent system forward camera compar rtment . ... 1 
window defrost check valve 
-60 AN3-5A « BOLT. Ὁ. . . oe 2 
-61 175-53394 + MANIFOLD, Heat and vent system forward camera compartment s 1 
window defrost air: 
-62 175-53340-9 + HOSE, Heat and vent system flexible . . . . . . . . o o... 1 
ANT3TRMÓ6 . + CLAMP . . .. & EA 2 
-63 175-53415 . TUBE, Heat and “vent system forward” camera compartment as Seinen N 1 
window defrost 
-64 146-53321-3 . CONNECTOR, Heat and vent system duct. . . . . . . . . e .... 1 
AN737RM66 . CLAMP... 9 — Cu. 
-65 175-53358 . TUBE, Heat and vent System "forward camera compartment — ο 1 
window defrost air 
-66 AN931-24S2B = GROMMET ες ue ὃς ο, a moe RO Ic LL lec eed 1 
AN737RM66 . CLAMP... ο. 
-6τ 175-53440 . VALVE ASSEMBLY, Heat arid “vent System forward camera serie e 1 
. ‘ compartment return 
-68 175-53442 - . FLAPPER ASSEMBLY, Heat and vent system forward camera. . . 1 
compartment return valve 
-69 AN520-10R10 e DORE: vc ο) ey ος ας ο ὑψοῦ de tes ces Rev; ey tee cac de) Tele i RE S S 2 
-70. AN960D10L + .» WASHER . . .. . ο . $ cw. 3 9 
-71 175-53443 + . CHANNEL, Heat “and vent system "forward camera compartment 5 1 
ᾷ return valve λος 
-72 AN393-67 » PIN. ... ; quU Ses Meuse QUE 
-73 175-53445 . SPRING, Heat “and “vent System forward camera: compartment EET 1 
return 
-74 AN3-4A * BOLT. s ανν . . i59: cd wj «ος, e. 
-75 175-53419 . CLIP, Heat and “vent System forward camera compartment i e 1 
return valve 
-76 AN393-9 κ ο ο | 
-TT AN393-25 e PIN «ος Di τὸ I 
-78 175-53444 . CABLE ASSEMBLY, Heat and “vent system. forward camera Set fei UNS 1 


compartment return valve 
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175-53503 


175-53503-11 
175-53503-13 
175-53503-15 
175-53503-17 
175-53503-19 
175-53503-21 
175-53503-23 
175-53503-25 
175-53503-27 
175-53503-29 
175-53503-31 
175-53503-33 
175-53503-35 
175-53503-9 
175-53503-7 
175-53503-5 
175-53503-3 
175-53503-37 
175-53503-39 
175-53503-41 
175-53503-43 
175-53503-45 
175-53503-47 
175-53503-49 
175-53503-51 
175-53503-53 
175-53503-55 
175-53503-83 
175-53503-85 
175-53503-87 
175-53503-81 
175-53503-79 
175-53503-TT 
175-53503-75 
175-53503-73 
175-53503-71 
175-53503-69 
175-53503-67 
175-53503-65 
175-53503-63 
175-53503-61 
175-53503-59 
175-53503-57 
175-53505 
175-53505-45 
175-53505-41 
175-53505-39 
175-53505-47 
175-53505-49 
175-53505-43 
175-53505-21 
175-53505-37 
175-53505-35 
175-53505-33 
175-53505-31 
175-53505-27 
175-53505-29 
175-53505-35 
175-53505-23 
175-53505-51 
175-53505-13 
175-53505-11 
115-53518 


175-53518-235 
175-53518-237 
175-53518-229 
175-53518-225 
175-53518-221 
175-53518-217 
175-53518-211 
175-53518-213 
175-53518-233 








AN O1-60AABA-Y * 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


INSULATION INSTALLATION, Aft camera compartment complete 


€ € $ $9 c? c» » 9» *? € 6 * » $ 9 * 9$ $8 *? 9$ à 0 9» 6 9 9 E Ρο», 0 0 0 0 0 0 50ου», 


(see figure 221 for next assembly 
INSULATION ASSEMBLY, Aft camera compartment 
INSULATION ASSEMBLY, Aft camera compartment 
INSULATION ASSEMBLY, Aft camera compartment 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
STRIP ASSEMBLY, Aft camera compartment complete . . . 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
STRIP ASSEMBLY, Aft camera compartment complete . . 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
STRIP ASSEMBLY, Aft camera compartment complete . . 
INSULATION ASSEMBLY, Aft camera compartment complete. 


complete. 
complete. 
complete. 


INSULATION ASSEMBLY, Aft camera compartment complete. 


INSULATION ASSEMBLY, Aft camera compartment complete. 
STRIP ASSEMBLY, Aft camera compartment complete . . . 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
STRIP ASSEMBLY, Aft camera compartment complete . . . 
STRIP ASSEMBLY, Aft camera compartment complete . . . 
INSULATION ASSEMBLY, t camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
STRIP ASSEMBLY, Aft camera compártment complete . . . 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 
INSULATION ASSEMBLY, Aft camera compartment complete. 


. 
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INSULATION INSTALLATION, Aft camera compartment RH side 
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. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft.camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera cómpartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
. INSULATION ASSEMBLY, Aft camera compartment RH side. 
INSULATION INSTALLATION, Aft camera compt fus sta 424-5/8 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
. INSULATION ASSEMBLY, Aft camera compt fus sta 424-5/8. 
bulkhead 
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Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 
. Ref 
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1 
1 
1 
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1. 
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1 
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1 
1 
1 
1 
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Group Assembly Parts List BUT SOMMA 
FUSELAGE (Cont) 





H-17$-53-58 


FIGURE 220 - COMPLETE AFT CAMERA COMPARTMENT INSULATION INSTALLATION 
408 











PART 
NUMBER 


175-53518-239 
175-53518-241 
175-53518-243 
175-53518-231 
175-53518-227 
175-53518-223 
175-53518-219 
175-53518-215 


175-53504 

175-53504-45 
175-53504-47 
175-53504-49 
175-53404-41 
175-53504-43 
175-53504-39 
175-53504-33 
175-53504-31 
175-53504-35 
175-53504-37 
175-53504-29 
175-53504-27 
175-53504-25 
175-53504-23 
175-53504-15 
175-53504-17 
175-53504-19 
175-53504-21 
175-53504-11 
175-53504-13 
175-53506 

175-53506-29 
175-53506-31 
175-53506-27 
175-53506-25 
175-53506-23 
175-53506-21 
175-53506-19 
175-53506-17 
175-53506-15 
175-53519 





s.s $9 9 9 c9 t$ ..... ὁ ο ὁ ο 9 9 ο 


INSULATION INSTALLATION, Aft camera compartment LH side . 
compartment LH side. . 
compartment LH side. . 
compartment LH side. . 
compartment LH side. . 
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ΑΝ O1-60AABA-4 
FUSELAGE (Cont) 


3 4 5 6 7 


INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 
INSULATION ASSEMBLY, Aft camera 
station 424-5/8 bulkhead 


INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 


INSULATION ASSEMBLY, t camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 
INSULATION ASSEMBLY, Aft camera 


fus sta 311- -7/16 to 329-1/2 


(see figure 225 for detail breakdown) 


NOMENCLATURE 


compartment fuselage . . . 


compartment fuselage . . . 


compartment ΤΗ side. 
compartment LH side. 
compartment LH side. 
compartment LH side. 
compartment LH side. . 
compartment LH side. . 
compartment LH side, . 
compartment LH side. . 
compartment LH side. . 
compartment LH side. . 
compartment LH side. . 
compartment LH side. . 
compartment LH side. . 
compartment LH side. . 
compartment LH side. . 
compartment LH side. . 
NSULATION INSTALLATION, Aft camera compartment ceiling . 
Af compartment ceiling. . 
compartment ceiling. . 
compartment ceiling. . 
compartment ceiling. . 
compartment ceiling. . 
compartment ceiling. . 
compartment celling. . 
compartment ceiling. 
compartment ceiling. 
NSULATION INSTALLATION, Fwd camera compartment closeout. 


Section [| 
Group Assembly Parts List 


compartment fuselage . . . 1 
compartment fuselage . . . 1 
compartment fuselage . . . 1 
compartment fuselage . . . 1 
compartment fuselage . . . 1 


compartment fuselage . . . 1 
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Section lI 


- Group Assembly Parts List AN 01-6OAABA-4 
| FUSELAGE (Cont) 





H-175-53-57B 


FIGURE 221 - HEAT AND VENT SYSTEM COMPARTMENT INSULATION INSTALLATION 
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FIGURE & 
INDEX NUMBER 


221 


Section Il 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 





PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

175-53500 INSULATION INSTALLATION, Heat and vent system compartment. . . . Ref AD 

183-53500 INSULATION INSTALLATION, Heat and vent system compartment. . . . Ref σο | 

175-53502 . INSULATION INSTALLATION, Forward oblique camera compartment . Ref 

' (see figure 223 for detail breakdown): 

175-53503 . + INSULATION INSTALLATION, Aft camera compartment . . . . . . . Ref 
(see figure 220 for detail breakdown) 

175-53521 + INSULATION INSTALLATION, Fuselage station 224-5/8 radio . . . Ref 

ὶ compartment (see figure 224 for detail breakdown) 

175-53525 . INSULATION INSTALLATION, Radio compartment LH . . . . . . . Ref AD 
(see figure 224 for detail breakdown) 

183-53525 + INSULATION INSTALLATION, Radio compartment LH . . . . . . . . Ref cc 
(see figure 224 for detail breakdown) 

175-53526 + INSULATION INSTALLATION, Photo technicians compartment. . . . Ref AD 
(see figure 224 for detail breakdown) 

175-53526-101 . INSULATION INSTALLATION, Photo technicians compartment. . . . Ref cc 
(see figure 224 for detail breakdown) 

175-53527 . BOOT INSTALLATION, LH flap hinge arm air seal . . . . . . . . Ref 
(see figure 222 for detail breakdown) 

175-53528 . BOOT INSTALLATION, RH flap hinge arm air seal . . . . . . . . Ref 
(see figure 222 for detail breakdown) 

183-53527 .' INSULATION INSTALLATION, Fuselage station 199-1/2 top . . . . Ref cc 
(see figure 222 for detail breakdown) ; 

175-53501 INSULATION INSTALLATION, Pilots compartment complete. . . Ref AD 

175-53501-201 INSULATION INSTALLATION, Pilots compartment complete. `. Ref cc 


PANEL, Fuselage sta 136 to sta 141.5 left side insulation, 
PANEL, Fuselage sta 131.5 to sta 136 left side insulation. 
PANEL, Fuselage sta 125 to sta 131.5 left side insulation 
PANEL, Fuselage sta 125 forward left side insulation .. 


175-53501-35 
175-53501-33 
175-53501-31 
175-53501-51 
175-53501-45 
175-53501-29 
175-53501-27 
175-53501-25 
175-53501-49 
175-53501-43 
175-53501-23 
175-53501-47 
175-53501-41 
175-53501-21 


175-53501-19 
175-53501-17 
175-53501-15 
175-53501-111 
175-53501-115 
175-53501-109 
175-53501-113 
175-53501-75 
175-53501-73 
175-53501-70 


PANEL, Fuselage sta 125 forward left side insulation . . . 
PANEL, Fuselage sta 114 to sta 125 left side insulation. . 
PANEL, Fuselage sta 114 to sta 125 left side insulation. . 
PANEL, Fuselage sta 103 to sta 114 left side insulation. . 
PANEL, Fuselage sta 114 to forward left side insulation. . 
PANEL, Fuselage sta 114 to forward left side insulation. . 
PANEL, Fuselage sta 91-1/4 to sta 103 left side insulation 
PANEL, Fuselage sta 103 forward left side insulation . . . 
PANEL, Fuselage sta 103 forward left side insulation . . . 
PANEL, Fuselage sta 83-1/2 to sta 91-1/2 left side . . . . 
insulation 

. PANEL, Fuselage sta 70 to sta 79-1/2 left side insulation. 
PANEL, Fuselage sta 60-1/2 to sta 70 left side: insulation. 
PANEL, Fuselage sta 51 to sta 60-1/2 left side insulation. 
PANEL, Fuselage sta 51 left side insulation. . . . . . s. 
PANEL, Fuselage sta 51 right side insulation . . . . . . . 
Fuselage sta 51 lower center insulation . . . . ο . 

PANEL, Fuselage sta 51 upper center insulation . . . . . . 
PANEL, Bulkhead fuselage sta 51 upper center insulation. . 
PANEL, Bulkhead fuselage sta 1 upper LH insulation . . . . 
PANEL, Upper forward fuselage sta 51 to sta 60-1/2 . . . . 

LH insulation 


175-53501-129 + . CARPET ASSEMBLY, Pilots compartment right intermediate . . 1 
175-53501-127 + . CARPET ASSEMBLY, Pilots compartment right aft. . . . . .. 1 
175-53501-121 + . INSULATION SIDE ASSEMBLY, Pilots compartment right . . , . 1 
175-53501-117 + . INSULATION SIDE ASSEMBLY, Pilots compartment left. . . . . 1 AD ll 
175-53501-135 + . INSULATION SIDE ASSEMBLY, Pilots compartment left. . . .. 1 cc 
175-53501-13 + . ANGLE, Pilots compartment carpet attaching . . . . . . ο 1 
175-53501-5 + . ANGLE, Pilots compartment carpet attaching . . . . . . .. 1 
175-53501-9 - . STRIP, Pilots compartment right rub. . . . . . e . s e sà 1 
AN509-8-8 ay Cep SCREW: soa ο ο atar e des so ον δι ^. ww vw 25 
A3135 a: ve’ “WASHER (TIN) ota aaa ata e has a 25 
175-53501-11 + . STRIP, Pilots compartment left rub . . . . . s . s . . νο 1 
AN509-10-8 » wes OCREW -w om ay fa a eee SS τσ ox M ον, si even wa ος ον ES, 
A3235-020 v cuc WASHER; (TIN) 5 ca δν ο oy κε, Wi αὶ ών ο ο ος PU S SS e 3 
175-53501-125 + . CARPET ASSEMBLY, Pilots compartment left forward . . . . . 1 
175-53501-123 - . CARPET ASSEMBLY, Pilots compartment left aft . . . . . . . 1 ΑΡ 
175-53501-131 + . CARPET ASSEMBLY, Pilots compartment left aft . . . . . . . 1 σο 
175-53501-119 + . CARPET ASSEMBLY, Pilots compartment aft intermediate . . . 1 AD 
175-53501-133 + . CARPET ASSEMBLY, Pilots compartment aft intermediate . . . 1 cc 
49203 wis SRASTENER (UC); 1 68 le w. eim ew δα le eee le Um, ον «νας, 36 
175~53501-39 + . PANEL, Fuselage sta 147 to sta 158 left side insulation. . AD 
175-53501-3 + . PANEL, Fuselage sta 147 to sta 158 left side insulation. . AD 
175-53501-37 + . PANEL, Fuselage sta 141.5 to sta 147 left side insulation, AD 
175-53501-71 - . PANEL, Fuselage sta 141.5 to sta 147 left side insulation. ος 


PA ο IE [1 5} E ERO d κα κο a [1 E [2 [1 [51 I [4 pd νο νο μα μα μα 


"d 
P 
a 
E 


175-53501-67 + . PANEL, Upper forward fuselage sta 51 to sta 60-1/2 . . . . 1 
RH insulation 

175-53501-69 + . PANEL, Upper forward fuselage.sta 60-1/2 to sta TO . . . . 1 
RH insulation 

175-53501-68 - . PANEL, Upper forward fuselage sta 60-1/2 to sta 70 . . . . 1 
LH insulation 

175-53501-63 + : PANEL, Upper forward fuselage sta 51 to sta 60-1/2 . . . . 1 
LH insulation 

175-53501-65 + . PANEL, Upper forward fuselage sta 51 to sta 60-1/2 . . . . 1 


RH insulation 
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Group Assembly Parts List ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


AEREA 
I UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
221-43 175-53501-57 + . PANEL, Bulkhead fuselage sta 158 lower LH insulation... 1 AD 
-44 175-53501-59 - . PANEL, Bulkhead fuselage sta 158 lower center insulation . 1 AD 
-45 175-53501-61 - . PANEL, Bulkhead fuselage sta 158 upper center insulation . 1 ΑΡ 
-46 175-53501-53 - . PANEL, Bulkhead fuselage sta 158 intermediate. . . . . a. 1 AD 
. LH insulation 
-47 175-53501-55 - . PANEL, Bulkhead fuselage sta 158 upper LH insulation... 1 ΑΡ 
-48 175-53501-81 . . PANEL, Fuselage sta 114 to sta 158 RH insulation . . . . . 1 
175-53501-77 - . PANEL, Fuselage sta 114 to sta 146 RH insulation . . . . . 1 
175-53501-79 . . PANEL, Fuselage sta 147 to sta 158 RH insulation. . . . . bs 
-49 175-53501-83 . . PANEL, Fuselage sta 103 to sta 114 RH insulation . . . . . 1 
-50 175-53501-85 + . PANEL, Fuselage sta 91-1/4 to sta 103 RH insulation. ... 1 
-51 175-53501-87 + >, PANEL, Fuselage sta 79-1/2 to sta 91-1/4 RH insulation. . 1 
-52 175-53501-89 + . PANEL, Fuselage sta 70-to sta 79-1/2 RH insulation. . . . 1 
-53 175-53501-91 + . PANEL, Fuselage sta 60-1/2 to sta 70 RH insulation . . . . 1 
-54 175-53501-93 + . PANEL, Fuselage sta 51 to sta 60-1/2 RH insulation . . . . 1 
-55 175-53501-101 + . PANEL, Fuselage sta 79-1/2 forward RH insulation . . . . . 1 
175-53501-107 + . PANEL, Fuselage sta 79-1/2 forward RH insulation . . . . . 1 
-56 175-53501-99 . . PANEL, Fuselage sta 91-1/4 forward RH insulation . . . . . 1 
175-53501-105 + . PANEL, Fuselage sta 91-1/4 forward RH insulation . . . . . 1 
-57 175-53501-97 - . PANEL, Fuselage sta 103 forward RH insulation. πο 1 
1Τ5-53501-103 + . PANEL, Fuselage sta 103 forward RH insulation. . . . . . . l1 
-58 175-53501-95 . . PANEL, Fuselage’ sta 114 forward RH insulation. . . . . . + 1 
-59 146-53501 . INSULATION INSTALLATION, Pilots compartment steps . . . . . . Ref ΑΡ 
146-53511-21 + . INSULATION SUB ASSEMBLY, Pilots compartment steps. . . . . 2 AD 
183-53511 . INSULATION INSTALLATION, Pilots compartment steps . . . . . . Ref cc 
183-53511-31 » . INSULATION SUB ASSEMBLY, Pilots compartment steps. . . .. 1 ος 
183-53511-33 + . INSULATION. SUB ASSEMBLY, Pilots compartment steps. . . . . 1 cc 
175-53524 . CARPET INSTALLATION, Photo technicians compartment ins ... . Ref AD 
175-53524-101 + CARPET INSTALLATION, Photo technicians compartment ins. . . . 1 cc 
-60 175-53524-3 + . CARPET SUB ASSEMBLY, Photo technicians compartment ins . . 1 AD 
175-53524-21 + . CARPET SUB ASSEMBLY, Photo technicians compartment ins . . 1 cc 
183-53524 . CARPET ASSEMBLY AND INSTALLATION, Third crewmans. . . +. . . . Ref cc 
183-53524-19 - . CARPET SUB ASSEMBLY, Third crewmans. ...... νη 1 cc 
-61 183-53524-3 s UR X PANEL ASSEMBLY, Third crewman's carpet . . . . . . .. 1 ος 
-62 183-53524-5 A PANEL ASSEMBLY, Third crewman's carpet . . . . . . . . 1 CC 
-63 183-53524-7 μι ος PANEL ASSEMBLY, Third crewman's carpet . . . . . . .. 1 cc 
-64 183-53524-9 - . PANEL ASSEMBLY, Third crewman's carpet . . . sce so e s . 0. 1 ος 
-65 183-53524-11 e . PANEL ASSEMBLY, Third crewman's carpet . . . . . . . . ο ο 1 σο 
183-53523 + INSULATION ASSEMBLY AND INSTALLATION, Radio compartment ; . . Ref cc 
equipment access door 
-66 183-53523-3 - . PANEL ASSEMBLY, Radio compartment equipment access . . . . 1 cC 
door insulation 
-67 183-53523-5 + . PANEL ASSEMBLY, Radio compartment equipment access . . . . 1 cc 
door insulation 
-68 183-53523-7 + . PANEL ASSEMBLY, Radio compartment equipment access . . . . r CC 
: door insulation 
183-53523-31 + . PANEL SUB ASSEMBLY, Radio compartment equipment access . . 1 σο 
door insulation 
-69 183-53523-9 w ia PANEL ASSEMBLY, Radio compartment equipment access . . cc 
door insulation 
-70 183-53523-11 o Ws cv PANEL ASSEMBLY, Radio compartment equipment access . . 1 cc 





door insulation 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
222 LH AND RH FLAP HINGE ARM SEAL BOOTS AND FUSELAGE STATION 
199-1/2 TOP INSULATION 
175-53527 . BOOT INSTALLATION, LH flap hinge arm air seal . . . . . . . Ref 
(see figure 221 for next assembly) 
-1 175-53527-5 . . BOOT, LH flap hinge arm air seal . .. . .. . +... +. 1 
-2 AN227-6 ο BUTTON: no Ὁ so ee oc 909 ve nec mount ae Ses cere eos ub 
AN227 -T . . SOCKET . .. o. o... © © c n ot n. ev A ceu. ae e e 
AN227-8 τν. ο e ο ο ay I, cQ IEEE te 
175-53528 . BOOT INSTALLATION, RH flap hinge arm air seal . .. .. e . Ref 
(see figure 221 for next assembly) 
-3 175-53528-3 . . BOOT, RH flap hinge arm air seal .. +... o... . +. 1 
-4 175-53528-9 . . STRAP, RH flap hinge arm air seal . . . . + . + +... +. 1 
-5 175-53528-11 . . STRAP, RH flap hinge arm air seal . . . +--+ e+ s+ ee ees 1 
-6 175-53528-13 . . STRAP, RH flap hinge arm air seal... . +--+ es ees 1 
-7 AN227-6 . . BUTTON... . . e . . . . n n n on n . . . . . n n n n. 5 
AN227 -T . . SOCKET . . . . 0. 0... ουν", te ο le 
AN227 -8 SMUD cco ο ο ο ο ο Bom moe Got ος ox ἃ wa 26 
AN227-9 ο ακομα ο ο ub o9 eue ον denia va weir BO 
183-53527 . INSULATION INSTALLATION, Fuselage station 199-1/2 top .. Ref cc m 
(see figure 221 for next assembly) 
-8 183-53527-3 . . PANEL ASSEMBLY, Fuselage station 199-1/2 top .« « «+ « 1 cc i 
183-53527-5 ; PANEL ASSEMBLY, Fuselage station 199-1/2 top... . . . 1 σο 
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FIGURE 223 - FORWARD OBLIQUE CAMERA COMPARTMENT INSULATION INSTALLATION 
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ΑΝ O1-60AABA-! 


FUSELAGE (Cont) 


Section || 


Group Assembly Parts List 


a 'Ἅ 5 5 5 5 MB M —Ó— MÀ 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
223 11715-53502 INSULATION INSTALLATION, Forward oblique camera compartment. . . Ref 
(see figure 221 for next assembly) 
-1 175-53502-41 . INSULATION, Fwd oblique camera compt fus sta 30 aft . . . . . 1 
-2 175-53502-35 . INSULATION, Fwd oblique camera compt fus sta 30 to HO. cv 1 
-3 175-53502-29 . INSULATION, Fwd oblique camera compt fus sta ΠΟ fwd RH. . . . 1 
-4 175-53502-23 . INSULATION, Fwd oblique camera compt fus sta 40 aft ΒΗ... . 1 
-5 175-53502-17 . INSULATION, Fwd oblique camera compt fus sta 40 to 49-5/8 RH. 1 
-6 175-53502-7 . INSULATION, Fwd oblique camera compt fus sta 49-5/8 fwd RH. . 1 
-T 175-53502-79 . INSULATION, Fwd oblique camera compt fus sta hood canted RH . 1 
-8 175-53502-65 i ΠΕΝ Fwd oblique camera compt fus sta hood canted. . . 1 
to 28 RH 
-9 175-53502-69 INSULATION, Fwd oblique camera compt fus sta 24-13/16 to. . . 1 
30 RH 
-1 175-53502-73 INSULATION, Fwd oblique camera compt fus sta hood canted 30. 1 
-ι; 175-53502-63 INSULATION, Fwd oblique camera compt fus sta 22 to 30 ΠΗ. . . 1 
-1c 175-53502-61 INSULATION, Fwd oblique camera compt fus sta hood canted. . . 1 
to 30 
-13 175-53502-49 INSULATION, Fwd oblique camera compt fus sta 30 lower RH. . . 1 
-14 175-53502-51 INSULATION, Fwd oblique camera compt fus sta 30 upper RH. . . 1 
-15 175-53502-89 INSULATION, Fwd oblique camera compt fus sta 9.3 to hood... 1 
7 canted 
-16 175-53502-97 . INSULATION, Fwd oblique camera compt fus sta 9.3 center ... 1 
-17 175-53502-93 . INSULATION, Fwd oblique camera compt fus sta 9.3 to hood. . . 1 
canted , 
-18 175-53502-81 . INSULATION, Fwd oblique camera compt fus sta hood canted. . . 1 
-19 175-53502-59 . INSULATION, Fwd oblique camera compt fus sta hood canted. . . 1 
to 30 
-20 175-53502-47 . INSULATION, Fwd oblique camera compt fus sta 30 fwd center. . 1 
-21 175-53502-39 . INSULATION, Fwd oblique camera compt fus sta 30 aft center. . 1 
-22 175-53502-33 . INSULATION, Fwd oblique camera compt fus sta 30 to 40 center. 1 
-23 175-53502-27 . INSULATION, Fwd oblique camera compt fus sta ΠΟ forward center 1 
-24 175-53502-21 . INSULATION, Fwd oblique camera compt fus sta 40 aft center. . 1 
-25 175-53502-15 . INSULATION, Fwd oblique camera compt fus sta 40 to 49-5/8 . . 1 
center 
-26 175-53502-5 . INSULATION, Fwd oblique camera compt fus sta 48-5/8 center. . 1 
-27 175-53502-3 . INSULATION, Fwd oblique camera compt fus sta 48-5/8 LH. . . . 1 
-28 175-53502-13 . INSULATION, Fwd oblique camera compt fus sta 40 to 48-5/8 LH. - 1 
~29 175-53502-11 . INSULATION, Fwd oblique camera compt fus sta 42 to 47 LH. . . 1 
-30. 175-53502-9 . INSULATION, Fwd oblique camera compt fus sta 40 to 49-5/8 LH. 1 
-31 175-53502-19 . INSULATION, Fwd oblique camera compt fus sta 40 aft LH... . 1 
-32 175-53502-25 . INSULATION, Fwd oblique camera compt fus sta AO LH. ..... 1 
-33 175-53502-31 . INSULATION, Fwd oblique camera compt fus sta 30 to HO LH. . . 1 
-34 175-53502-37 . INSULATION, Fwd oblique camera compt fus sta 30 aft LH... . 1 
-35 175-53502-43 . INSULATION, Fwd oblique camera compt fus sta 30 LH upper. . . 1 
-36 175-53502-45 . INSULATION, Fwd oblique camera compt fus sta 30 LH lower. . . 1 
-37 175-53502-67 . INSULATION, Fwd oblique camera compt fus sta 24-13/16 to. . . 1 
30 LH 
-38 175-53502-55 . INSULATION, Fwd oblique camera compt fus sta 22 to 30 LH. . 1 
-39 175-53502-53 " ΡΤ Fwd oblique camera compt fus sta hood canted. . . 1 
; to 28 LH 
-40 175-53502-57 . "INSULATION, Fwd oblique camera compt fus sta hood canted. . . 1 
to 30 LH 
-41 175-53502-71 . INSULATION, Fwd oblique camera compt fus sta hood canted. . . 1 
to 30 LH 
-42 175-53502-91 . INSULATION, Fwd oblique camera compt fus sta hood canted aft. 1 
-43 175-53502-75 . INSULATION, Fwd oblique camera compt fus sta hood canted LH. 1 
-44 175-53502-95 . INSULATION, Fwd oblique camera compt fus sta 9.3 to hood. . . 1 
canted LH 
-45 175-53502-87 INSULATION, Fwd oblique camera” compt fus sta hood canted fwd. 1 
-46 175-53502-83 INSULATION, Fwd oblique camera compt fus sta hood canted. . 1 
forward center 
-47 175-53502-85 . INSULATION, Fwd oblique camera compt fus sta hood canted. . . 1 
aft center 
-48 175-53502-77 . INSULATION, Fwd oblique camera compt fus sta hood canted aft. 1 
-49 .175-53502-101 . INSULATION, Fwd oblique camera compt fus sta 25 to 40 hood. . 1 
top 
-50 175-53502-99 . INSULATION, Fwd oblique camera compt fus sta 9.3 to 48-5/8. . 1 
top hood 
-51 175-53502-103 . INSULATION, Fwd oblique camera compt fus sta 49-5/8 aft LH. . 1 
-52 175-53502-105 . INSULATION, Fwd oblique camera compt fus sta 49-5/8 aft RH. . 1 
-53 175-53502-107 . INSULATION, Fwd oblique camera compt fus sta 48-5/8 aft... 1 


center 
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FIGURE 224 - RADIO AND PHOTO TECHNICIANS COMPARTMENT INSULATION 
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FIGURE 4 
INDEX NUMBER 


224 


PART 
NUMBER 


175-53526 


175-53526-47 
175-53526-45 
175-53526-43 
175-53526-41 
175-53526-39 
175-53526-37 
175-53526-35 
175-53526-33 
175-53526-49 
175-53526-31 
175-53526-29 
175-53526-27 
175-53526-25 
175-53526-23 
175-53526-77 
175-53526-15 
175-53526-7 
175-53526-21 
175-53526-59 
175-53526-63 
175-53526-53 
175-53526-69 
175-53526-65 
175-53526-57 
175-53526-61 
175-53526-51 
175-53526-55 
175-53526-67 
175-53526-75 
175-53526-73 
175-53525 


175-53525-67 
175-53525-69 
175-53525-65 
175-53525-63 
175-53525-61 
175-53525-73 
175-53525-71 
183-53525 


183 -53525-3 
183-53525-5 
183-53525-7 
183-53525-9 
183-53525-11 
183-53525-13 
183-53525-15 
183-53525-17 
183-53525-19 
175-53521 


175-53521-29 
175-53521-27 
175-53521-10 
175-53521-9 

175-53521-11 
175-53521-13 
175-53521-15 
175-53521-17 
175-53521-23 
175-53521-21 
175-53521-19 
175-53521-14 
175-53521-25 





2 3 4 


AN 01-60AABA-4 - 


FUSELAGE (Cont) 


5 6 7 


NOMENCLATURE 


Section [| 


Group Assembly Parts List 


RADIO AND PHOTO TECHNICIANS COMPARTMENT INSULATION 
INSULATION INSTALLATION, Photo technicians compartment. 
(see figure 221 for next assembly) 


5 Φα R ϱ -ᾱ- ᾱ 


PANEL 
PANEL 
PANEL 
PANEL 
PANEL 
PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
. -PANEL 
. PANEL 
. PANEL 


. PANEL, Photo 


. PANEL 
. PANEL 
PANEL 
PANEL 
PANEL 
PANEL 
PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
INSULATIO 


PANEL 
PANEL 
PANEL 
PANEL 
PANEL 
PANEL 
PANEL 


Hor © t ο we ew t 


. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 
PANEL 
PANEL 
PANEL 
PANEL 


ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 


ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 


Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 


technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 


compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 


technicians compartment. 


Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 
Photo 


technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 
technicians 


‘technicians 


technicians 


compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment. 
compartment, 
compartment. 


N INSTALLATION, Radio compartment LH . 
(see figure 221 for next assembly) 


ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 


ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 
ASSEMBLY, 


Radio 
Radio 
Radio 
Radio 
Radio 
Radio 
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NSULATION INSTALLATION, 

199-1/2 LH side (see figure 221 for 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 


compartment 
compartment 
compartment 
compartment 
compartment 
compartment 
compartment 
Fuselage sta 


sta 158 t 
sta 
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sta 
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199-1/2 
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199-1/2 
199-1/2 
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199-1/2 
199-1/2 
199-1/2 


INSULATION INSTALLATION, Fuselage station 224-5 
compartment (see figure 221 for next assembly) 


PANEL 


| PANEL 


. PANEL 
. PANEL 
. PANEL 
. PANEL 
. PANEL 

PANEL 

PANEL 


". PANEL 


. PANEL 
. PANEL 
. PANEL 


ASSEMBLY, 
ASSEMBLY, 
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side. 
side. 
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side. 
side. 
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224- 
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224- 
224- 
224- 
224- 
224- 
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224- 
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224- 


sta 
sta 
sta 
sta 
sta 
sta 
sta 
sta 
sta 
sta 
sta 
sta 
sta 


Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage, 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 
Fuselage 


5/8 radio 
5/8 radio 
5/8 radio 
5/8 radio 
5/8 radio 
5/8 radio 
5/8 radio 
5/8 radio 
5/8 radio 
5/8 radio 
5/8 radio 
5/8 radio 
5/8 radio 


compartment . 
compartment . 
compartment . 
compartment . 
compartment . 
compartment . 
compartment . 
compartment . 
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compartment . 
compartment . 
compartment . 
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UNITS USEABLE ON 

PER ASSY. CODE 
Ref 
A 1 
R 1 
` 1 
. 1 
. 1 
* 1 
Η 1 
. 1 
. 1 
s 1 
$ 1 
> 1 
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H-175-53-59A 


FIGURE 225 - FORWARD FUSELAGE STATION 311-7/16 TO STATION 329-1/2 
BULKHEAD CAMERA COMPARTMENT CLOSEOUT INSULATION 
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PART 
NUMBER 


175-53519 


175-53520-133 
175-53520-135 


175-53520-137 
175-53520-139 


175-53520-141 
175-53520-143 
175-53520-145 
175-53520-147 
175-53520-149 
175-53520-151 
175-53520-153 
175-53520-155 
175-53520-157 
175-53520-159 
175-53520-161 


175-53520-163 
175-53520-165 


175-53520-167 
175-53520-169 
175-53520-171 
175-53520-173 
175-53520-175 
175-53520-177 
175-53520-179 
175-53520-181 
175-53520-183 
175-53520-185 
175-53520-187 
175-53520-189 
175-53520-191 
175-53520-193 


175-53520-195 
175-53520-197 


175-53520-199 
175-53520-201 


175-53520-113 
175-53520-115 


175-53520-117 
175-53520-119 
175-53520-121 
175-53520-123 
175-53520-125 
175-53520-127 


175-53520-129 
175-53520-131 


1 


ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


2 3 4 5 6 7 


NOMENCLATURE 
INSULATION INSTALLATION, Forward camera compartment closeout. 


Section || 


Group Assembly Parts List 


fuselage station 311-7/16 to station 329 bulkhead 
(see figure 220 for next assembly) 
INSULATION ASSEMBLY, Panel station 311-7/16 bottom . . . . . 


intermediate LH 


INSULATION ASSEMBLY, Panel station 311-7/16 bottom . . . . 


outboard LH 


INSULATION ASSEMBLY, Gusset station 311-7/16 door LH... 


INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 

intermediate LH 
INSULATION ASSEMBLY, 
outboard LH 
INSULATION ASSEMBLY, 
outboard LH 
INSULATION ASSEMBLY, 
INSULATION ASSEMBLY, 
INSULATION ASSEMBLY, 
INSULATION ASSEMBLY, Cover 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
intermediate LH : 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Panel 
intermediate LH 
INSULATION ASSEMBLY, Strip 
INSULATION ASSEMBLY, Strip 


Panel 
Panel 
Cover 


Cover 
Cover 


station 
station 
station 
station 


station 


311-7/16 inboard. . . . . 
311-7/16 center . . . . 
311-7/16 outboard . . . 
311-7/16 center . . . . + 


311-7/16 upper. . . . . . 


horizontal web station 314-29/32. 
horizontal web station 313-15/16. 
horizontal web station 321.25 . . 
horizontal web station 324-21/32. 


Station 
station 


station 


station 
station 


station 
station 
station 
station 
station 
station 


station 


station 
station 


329.5 lower outermost LH, 
329.5 lower outboard. . 


399.5 lower center. . . 


329.5 center outermost LH 
329.5 center outboard . 


329.5 center. . o. . s . 
329.5 lower inboard... 
329.5 center LH. . . . . 
329.5 upper outermost LH. 
329.5 upper outboard. . 

329.5 upper center. . . . 
329.5 upper inboard... 


329.5 aft ceiling . . 
333.437 aft ceiling . 


INSULATION ASSEMBLY, 
INSULATION ASSEMBLY, 
INSULATION ASSEMBLY, 


Strip station 336-3/4 . . . 


ο .. . 


Panel station 329.5 center RH... 


Panel station 329.5 inboard 


nr 


intermediate RH 
INSULATION ASSEMBLY, Panel 
intermediate RH 
INSULATION ASSEMBLY, Panel 
intermediate RH 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
329.5 horizontal 
INSULATION ASSEMBLY, Strip 
aft horizontal 
INSULATION ASSEMBLY, Strip 
aft horizontal 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
intermediate RH 
INSULATION ASSEMBLY, Panel 
intermediate RH 
INSULATION ASSEMBLY, Panel 
intermediate RH 


INSULATION ASSEMBLY, Door station 311-7/16 . . . . +. +. +» + 
INSULATION ASSEMBLY, Gusset station 311-7/16 door RH . . . 


INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 
outboard RH 
INSULATION ASSEMBLY, Panel 
INSULATION ASSEMBLY, Panel 


station 
station 


station 
station 


station 
station 


Station 
station 


station 


station 


station 
station 


station 
station 


329.5 center. . . . . . . 
329.5 outboard. 


329.5 outermost RH. 
311-7/16 station. . 


311-7/16 upper. . . . . 
311-7/16 lower. .... 


311-7/16 outermost RH . 
311-7/16 outboard . . . 


311-7/16 center . . . . 
311-7/16 inboard. . . . 


311-7/16 below door... 
311-7/16 bottom . . . . . 


311-7/16 above catwalk. . 
311-7/16 below catwalk. . 
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Group Assembly Parts List κος, 


FUSELAGE (Cont) 





H-175-54-130B m ROTATED 180° 


FIGURE 226 - FORWARD FUSELAGE ELECTRICAL EQUIPMENT SYSTEM INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
22 175-54031 ELECTRICAL EQUIPMENT SYSTEM INSTALLATION, Forward fuselage. . . ef 
(see figure 73 for next assembly) 
175-54095 . ELECTRICAL EQUIPMENT INSTALLATION, Fus sta 51 to sta 224-5/8 Ref AD 
LH side (see fig. 228 for detail breakdown) 
183-54095 . ELECTRICAL EQUIPMENT INSTALLATION, Fus sta 51 to sta 224-5/8 Ref cc 
LH side (see fig. 228 for detail breakdown) 
175-54096 . ELECTRICAL EQUIPMENT INSTALLATION, Fus sta 51 to sta 224-5/8 Ref 
RH side (see fig. 254 for detail breakdown) 
175-54097 : . ELECTRICAL EQUIPMENT INSTALLATION, Fuselage nose station O . Ref 
to sta 79-1/2 (see fig. 264 for detail breakdown ) 
175-54016 . ELECTRICAL EQUIPMENT INSTALLATION, Canopy. . . . . . . . . . Ref 
-1 AN3106A10SL3S νυν ΕΕ ΙΙΙ ΙΙΙ, Ον cw ὃς xc eb RE RD S 6 
AN3057-3 sad ADAPTERS ΝΙΝ e os fo Bie, ney fos WO wand oe p voi 27 13: 4d 6 
-2 175-54015 + + PANEL ASSEMBLY, Electrical fuel boost switch control. . . 1 ΑΡ 
(see figure 227 for detail breakdown) ἢ 
175-54015-101 + . PANEL ASSEMBLY, Electrical fuel boost switch control. . 1 cc 
(see figure 227 for detail breakdown) 
AN520-10R10 e . SCREW. . . . . DE ο ο. e 5 ΑΡ 
GE327 . . LAMP (GE)... ὃν νι Ὃν ασ ο led vor, Boe tel Ok 6 
AN3116-1 . . PLUG ASSEMBLY ......4..2., ; κο ab ο “Ὁ 1 cc 
-3 AN365-440 3 tot ο vas ος. a lends Ὅτε (alterna o> ο μμ... 4 
-4 ANQ60D4L κ WASHER. 274 4 a φωτο 7 3 esr D NES -— 4 
-5 AN515-4R8 . è SCREW. ... AME eel τὸ; τῷ, τῳ ee a "og o add 4 
-6 AN3102A1681S . . RECEPTACLE. . A rufus! iecur “ah Dui rat is os e. cw fn οὔ. 1 
-7 2209-6 ex CAR? (CED) a Lm a at aa od A 1 
175-54098 . ELECTRICAL EQUIPMENT INSTALLATION, Fuselage nose station . . Ref 
O to sta 51 lower 
-8 AN3106A1283S 4 «uL PLUG a te is e ws τν a des aia de 1 
AN3057-4A e cs ΓΒΌΛΡΤΕΠ. ο aie ὃς Άν fa rece ος m oe Ἕν gee ος 1 
-9 AN3106A16-11S 4 Be RU e Se λος o eU Dew Ea oy Go os «λον ἃ 1 
AN3057-8A + . ADAPTER ὃς doe: τῷ a ae Sd a yak? Wh eco: dim Fi s 1 
-10. AN3108A32-6P ss A A uice Es E ον dou A phe te! ie 1 
AN3057-20A s <s ADAPTER ii a A UR ad ee lens OG qi ove 1 
-11 AN3106A18-10S . . PLUG. ... ee ο oe eee ee x We. σος 1 
AN3057-10A + + ADAPTER . . . . . Bs V. rue s ec “τών ee is «x «ο νι) ΕΗ 1 
-12 AN3106A16S1S ο". ᾿' ο ο ahs as be de Le 1 
AN3057-8A Seo (RDAPTER a si a 0 soy V voc cde ah O ae a a d de nd 1 
-13 295134-8A . . GROMMET, Plastic (MKL) ......... ο, τς does αν ον 1 
-14 1Η56 oy, 0 SWITCH AMOS) . . αὐ 2 2.400 a da a ros ak 1 
MB2731A - . ACTUATOR (MCS) a. . . . .. ern. ΡΠ 1 
-15 AN3436-2-3 - . TERMINAL BLOCK ASSEMBLY, Electrical . . . . . . E. κ ὃν e 2 
-16 AN515-4R4 €.ce ο ο ο r om e bm ervey Gaede anh 4 
-17 ANQ60D4L er as, OWASHER s: v Stas, Wee taque» το see le: μα Wl i Ga a vs 4 
-18 AN365-440 εν, NUT 272 3; eine πο Eee Ea de ce es dé 4 
-19 AN3434-1 . . STRIP. ᾿ ao By dn ο αρ... ”.. es ος, θὰ) Se 4 
-20 AN961-6 . . WASHER. μονο o ο μμ... . d das Αν re 6 
-21 AN936A6B A O e ome S 6 
-22 AN341-6 fn sa NUT a ο. im mie Le vi Rcs SUI Bong See 6 
———— MM MA A Ue Ns κοπο κ ram c uhr co uci Lese es. 
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Section [| 


Group Assembly Parts List 





FIGURE 227 - ELECTRIC FUEL BOOST SWITCH CONTROL PANEL ASSEMBLY 


PART 


175-54015 
175-54015-101 


1 


2 3 4 5 6 7 NOMENCLATURE 


PANEL ASSEMBLY, Electric fuel boost switch control. 


(see figure 226 for next assembly) 


PANEL ASSEMBLY, Electric fuel boost switch control. 


(see figure 226 for next assembly) 


. 
. 
. 


175-54012 . BOX ASSEMBLY, Electric fuel boost switch control 
175-54012-101 . BOX ASSEMBLY, Electric fuel boost switch control 
AN520-10R8 . SCREW. . eec τῷ μα” DEC: 
295134 -16A . GROMMET, Plastic “ (ue) . a 
175-54009 κ INSULATOR, Electric fuel boost switch control. 
175-54011 . BASE ASSEMBLY, Electric fuel boost switch control... 
175-54010 . REFRACTOR, Electric fuel boost switch control. . 
169502 ` LIGHT ASSEMBLY (WMAC) . ooo 
AN3021-2 . SWITCH . . . . . « 4 e e . ο ο ο ο: ο tm om ot n 
AN3027-2 . SWITCH... MS 
169-51074 . KNOB ASSEMBLY, Fuel system Schematic panel switch 
AN565D6-8 , SCREW . . . . « ee ν e eo on on n ο. 5 . 
AN565D6-4 A . SCREW . . . . d Foaia 
169-5107! -3 . . KNOB, Fuel systematic panel switch. EE 
25532 . SWITCH, Type 212 (OM). .. .. sss on 
AN3157-2 . LIGHT ASSEMBLY Se, es ο e ος he TOS ο 
AN3226-3 Se SWITCH .- 4^ So ος Bea modes 9 Sa d caf mS τών οι e 
AN507 -632R5 . SCREW. . Sb RUE 
175-54049 . SHIELD, Electric fuel “boost switch control M gnis 
AN520- 10R12 SCREW. . . . s s ss ee ee ee or ot ng E NUTS 
AN960D10 . WASHER elk τος es ον ο vs d ma] ier de CRI e S 





κου κο $9 9 o9 9 c9 6. .»»» 5 


eo 9 o9 9 9 . ο . 0 ον ο c] 9 £9 1 


H-175-54-85A 
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H-175-54-118A 


FIGURE 228 - LH SIDE FUSELAGE STATION 51 TO STATION 224 ELECTRICAL EQUIPMENT INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
m 228 175-54095 ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 51 to. . Ref AD 
‘station 224-5/8 LH side (see fig. 226 for next assembly) 
5 183-54095 ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 51 to.. Ref cc 
station 224-5/8 LH side (see fig. 226 for next assembly) 
No Number LH SIDE TUNNEL AREA STATION 79-1/2 TO STATION 158 ELECTRICAL Ref 


EQUIPMENT (see fig. 229 for detail breakdown) 
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Section [| 


Group Assembly Parts List 





FUSELAGE (Cont) 
FIGURE & _ PART i UNITS USEABLE ON 
το INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE : PER ASSY. CODE 
228 No Number . LH SIDE STATION 158 TO STATION 224.625 RADIO. ‘Ref AD 
COMPARTMENT ELECTRICAL EQUIPMENT (see figure "233 “for 
detail breakdown) 
No Number . LH SIDE STATION 158 TO STATION 224. 625 RADIO. . . Ref σσ 
COMPARTMENT ELECTRICAL EQUIPMENT (see figure “233° for 
detail breakdown) 
No Number . STATION 51 TO STATION 79.25 PILOTS INSTRUMENT PANEL . . . . Ref 
ELECTRICAL EQUIPMENT 
-1 146-54094-100 . . CONTROL INSTALLATION, Elec landing gear (see fig. 250) » Ref 
-2 AN3157-2 +. LIGHT ASSEMBLY . . . . « +. +... ee ee 9 . on 9 ο E 1 
AN3121-313 μι. CBAMP ua :-4- v er A ol a Wis) -ᾱ- ey ον el Hae Me ey AS Dr ot reser hg 1 
-3 AN3213-1A . . SWITCH . . 1 
-4 156-54055-7 + . CONDUIT ASSEMBLY, “Electrical reciprocating “engine ignition 1 
-5 146-54068 . . GROMMET, Electrical ignition switch. ....... ES 1 
-6 AN3116-1 Ὁ PLUG ASSEMBLY. . . 1 AF 
-T 146- 54061 -25 + . LIGHT INSTALLATION, "Electrical cockpit left "hand console Ref 
-8 AN3034-1 E Ys LIGHT ASSEMBLY. . . . . +. . fete 6; ie Te: Get ee ee WF Se 3 
-9 AN3121R313 e » . LAMP... "E ^ ww Ἴψι col iei as "és sey ο ο. 3 
-10 175-54034 - . INDICATOR LIGHT, Electrical. ex 45 (4 1 
-11 146-54028-25 . . CONSOLE PANEL INSTALLATION, Electrical LH (see fie. 250) Ref 
-12 AN3108A1681S e- ow Εις ο ον ὁ. α x ded eC Ber ee š 1 
AN3057 -8A i-o. ADAPTER. y ο. ue ὃς. o 4} -ᾱ- AR a Ν΄ 9I τών, o. ψ 1 
-13 AN3106A24-5S e^ Bee PU Give e Ὁ. Ἀφ. as te RD ee uh Se eet) 1 
AN3057A16A e . ADAPTER. . . . . ον ᾧ ο Mb" κος Rs RO ets wat, A 1 
-14 175-54046-101 . . PANEL INSTALLATION, Elec eng control switch (see fig. 240) Ref 
AN3106A14S2S So PLUG ear ο ow Seay E κ at ο ie a Due Lents 1 
AN3057-6A . . ADAPTER.. . . INE 1 
-15 175-54035-3 + . PANEL ASSEMBLY, “Elec circuit breaker (see figure 252). 1 
-16 AN3436-2-2 . . TERMINAL BLOCK ASSEMBLY. . . . +. +». +. +... © © © . © - ο 1 
AN3433 -2-2 κ A XE iR Ὁ UR ee EEE αἱ O LR ο. Woo κ 1 
AN3434-1 © ο. STRIPS Sox MA eR ES 2 A ae 5 vow d 2 
-17 AN341- 6 vole NUI. u$ we ducem οἱ (ο -- * z 5 ae». ὁ; Ὅν 2 
-18 AN936A6B . . WASHER . ο IN e š : A AS A RO E 2 
-19 AN961-6 +. WASHER . . fay sah e ey . a a abet A ος ejt T0 EE TEN 2 
-20 AN365-440 e . NUT. * 5 X hxc a . PCR ο. 2 
-21 AN9GODAL sco. WASHER OV o eri a a ade e οἱ 2 
-22 AN515-4R5 . . SCREW. . A E OLA, Gen a a EP «αλ “ 2 
-23 175-54195-77 . . COVER ASSEMBLY, “Electrical terminal connector. . . . . . 1 
-oh 90195 + + CONTROL BOX (BTL). aN, ch NAO 2 
AN3108A20-22S . . PLUG CES ο ο we e A edes RÀ a 2 
AN3057 -12A AES ADAPTER. ὃς ο. Lee e οκ ο) Ap Je c oS. κὰν” Ὁ 7 . 2 
AN3108A16S5S es Om, Μι ο Sad E E" οὶ os cR E "E 2 
. AN3057-8A . . ADAPTER. . . +. + ος UM. ca Ne lt “ae κ. Vs, 78 κ ος s . 2 
-25 237EAU . . RELAY (LR) . . . . . . "LOREM ο EET š F 2 
-26 AN515-8R7 a e  BCREW o4 a ea ο. ο ς 2 
AN365-832 A NUTS ASE i Urs NUES s ^s 4 
AN960D8L . . WASHER. . . ὁ ὁ ο ὁ ο s ὁ ie cae, len zw, "EP 8 
AN509-8R7 . SCREW. . s . 2 ὁ « © α ὧν τὸν αὶ ana wae AN 2 
-27 AN365-632 «Ὁ. Νο ον x4 ο ον P M é 5 . . 4 
-28 AN960D6L . WASHER. . . +. ug . . 5 E 4 
-29 AN515-6R8 s / SCREW. eo os 2 » š " 4 
-30 AN3028-1 GUARD... 4 2e cia a a tes A a te 2 
-31 AN3021-3 š SWITCH O ISA ee Me Or πα 2 
-32 175-584032 A EQUIPMENT INSTALLATION, "Gentes console elec (see fig. 253) Ref 
-33 AN3108A18-9S . PLUG ¿ia sand. 8.2 a Ὅτ Ὅν», or ο tae μα 1 
AN3057-10A * ADAPTER. . . du πῶς ο acoge Θα. 1 
-34 295134-8A - . GROMMET, Plastic (MKL) P E E 1ο’ Ὁ 1 
-35 10-800 . . AMPLIFIER CHASSIS ASSEMBLY (AAEE). aL s A I ar =f, AT noel 1 
-36 C10-800 + . MOUNTING PLATE, ME chassis (AAEE) . de ἀντι Le du ue tse 1 
AN3106A20-16P sc ow PLUG 2 459 a A AME ETE 2 
AN3106A20-16PW 8 PLUG oyi ιν E ος ute og 1 
AN3057 -12A s oe ADAPTER. o a AAA ο urs) te 3 
AN3106A18-12P Ην a uen wed ue: ον ο μον ο... 1 
AN3106A18-11S O ΠΕΙ ο da woe Ra δν αρ a νη, ce p τὰ 1 
AN3057-10A «ce ADAPTER; 4 4 aaa a E ve e τὸ, «ὁ 2 
-3T AN509-416R9 a . SCREW. . . +. ο al ο ου eb Rs, Su στ ο E ea ad 4 
-38 175-54035-9 + . PANEL ASSEMBLY, Elec circuit breaker (see figure 252). . 1 
-39 AN3436-2-10 e . TERMINAL BLOCK ASSEMBLY. . . . ee +... ea «:«:«-«:«:: 1 
- AN3434-1 a us USERIÍIP. 6 ο ο ο ow 4) ux o AA ὃς a 2 
-40 AN341-6 s ce NVR ce. ὁ ο-ς eo tee eer, BS ee es a οφ Ce "Φιν -ᾱ- y ος τς e e 10 
-41 AN936A6B το G2 WASHER 2: «2 3. exe Mies cu GEM m moo be tese sy ate "ΝΗ 10 
-42 AN961-6 e n WASHER: X 202 e 96.79 Rs (00€ val e v. ο ών ole DER LR 10 
-43 AN365-440 ES re, inch ieee? wo ον ο ο Oe ee ee es UE, 2 
-44 ΑΝΟΘΟΡΗ1, «. x “WASHER ο να Re ας A dno ceo cds ὃν eS 2 
-45 AN515-4R6 9, . © SCREW. . : wi ricer.” ο O ο 2 
-46 175-54195-93 . . COVER ASSEMBLY, Electrical terminal connector. . . . . . 1 
-47 295134-16A . . GROMMET, Plastic (MKL) . a NUR dei- ace. Be ο EE T CX. fon pe. Fi 3 
-48 295134-16B - . - GROMMET, Plastic (MKL) . . . . . - 4 «:::«:«::: 5 
-49 295134-20A + . GROMMET, Plastic (MKL) . . . +. +. +. e e e ew ee we . . on .8 
2951345 -20B + . GROMMET, Plastic MEGY o uox ο ο. ὄντος ο ο, ο eoe M. ρος 22 cc 
-50 295134 -24A à . GROMMET, Plastic μμ ο ο ο ο aE ο 5 AD 
AN931-12-17 i UGROMMET. - ο. ete ie der elo cede we he Ges, ee Bb 5 cc 
-51 295134-28A . . GROMMET, Plastic (MKL) . . . . +. +... . ee ee ee ee +. 4 AD 
295246-36A . . GROMMET, Plastic (MKL) . . . . +... . + +. 58 ee 4 cc 
-52 295134-32A . . GROMMET, Plastic (MKL) . . . . 4. 4 eorr one 1 AD 
AAA AAA Q-- --—-—Á———————————— ——— ÉL LL. €.— 
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H-175-54-1194 
. o 
' FIGURE 229 - LH SIDE TUNNEL AREA STATION 79-1/2 TO STATION 158 ELECTRICAL EQUIPMENT 
TT Pa EE — ier 








"INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
229 No Number LH SIDE TUNNEL AREA STATION 79-1/2 TO STATION 158 ELECTRICAL . Ref 
: EQUIPMENT (see figure 228 for next assembly) 

-1 AN3436-2-9 . TERMINAL BLOCK ASSEMBLY ¿ . « .. . dosao . . .. RES 1 

-2 AN341-6 s NUT S o ο a as beris 9 

-3 AN936A6B wc WASHER. A ας μμ |B) eG oe, ns de 9 

-à . AN961-6 -- CWASHER 6. oe is de Got a? ο ανν SAS στον a GONE Qe εν cro δι dec y 9 
: -5 AN365-440 ο NUT are peed ol ο ο cR RES a ae ve Um woe tig m ο qe Ὁ 

-6 - ANQ60D4L s WASHER: ο ο e pd: Pad Hes Mar ο TE ce Oe eo AI ο SL ke BAS 2 
a ES IN TAI RENE 
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AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
229-7 AN515-4R7 . SCREW... E o mV eiie 2 
-8 No Number . AMPLIFIER: REMOTE COMPASS "(Navy stock. No. "R88A499) (GFP). . . Ref 
(see figure 159 for next assembly 
AN3106A16S1S αυ vex Ὁ SS ay τς τῷ, ode) ον Cw δὲ ὑφ; D GE. δ! ὃν eee wi rie Wier tse) Lr 1 
AN3106A22-14S & o PEUG A ee St o ee ra AS . wow S uw a pompe Deas ves 1 
AN3106A14S2P s PLUG: eae ae, a APA OS EAE Un ea e deus irte. «Ὁ 2 
AN3057-6A s ADAPTER ZO ae eS o3» RR A AR e δ; δι TERES 9 
AN3057 -8A 4 ADAPTER qol m a 45 ow RA κ ο e, ο ο. 1 
AN3057 -12A . ADAPTER ο c a ad daa . vies e μα rg 1 
-9 320400 . PROPELLER SYNCHRONIZER (HS) (see fig. “409 for next assembly) Ref 
AN3106A14S2S + PLUGS αἱ ass 2 wx e eee ee ο, we he Ὁ A ee IPS eR 1 
AN3106A14S6S yo “PLUGS ὃν Bek ow ο et ο nas ve, ο πο ο erat cle el les A 1 
AN3106A14S5S a PLUG: dX: GO 6d ERRE οί vs ei aes s tuv cans oe de> al 1 
AN3106A24 -28S ο ο ο d a le Ὃν Sy ο ον la ia rn eee a a a a P 1 
ΑΝ3ΟΡΤ-6Α a ADAPTER g a3 0€ 300» £X. Ck DE; AAA ὢ ο ο joe rer tee da 3 
AN3057-16A . ADAPTER , VOV. Sse US . νον 1 
-10 No Number . JUNCTION BOX, Auto o-pilot (Navy stock No, R88B856-100) (GFP) . Ref 
(see figur e 159 for next assembly) 
AN3106A20-168 sr REUS. LA AE AAA E er νεα A AE A ἃ ἜΝ 1 
AN3106A20-4S x PLUGS 2-4 x 43 03 c9 v ἐκ ko νῶν dx vq ο ο η οφ ὃ + ie «We Yen Nas "ον 1 
AN3106A14S28S να ea OS ox cw ws ek ONE πο; A IE as S ex fen Yee -ᾱ 1 
AN3057 -6A « ADAPTER 5 Soa) Wow 37x A AA Ὁ αν ο A da tan ede 2 
AN3057 -8A . ADAPTER. . BOSE, Pr cx Pra qa 1 
-11 233-51A RELAY ASSEMBLY (IR). . . Qs «6o eA νον om n 9 fn i 1 
ATTACHING PARTS 
-12 AN515-8R8 SCREW ειδε» a raters $e san fe, Wier iv aa αρ ἀν er ολες A WSL HOS ES Ye ντ Sey Lue 2 
ANQ60D8L < WASHER s. Bs ae A ee ο, ο τα 2 
AN365-832 x. NUT OQ QUA a κ ἐν A an OO A RY an Lee 2 
-13 No Number . ADAPTER COMPASS, Auto-pilot (Navy stock No. R88A209) (GFP). . Ref 
(see figure 159 for next assembly) 
AN3106A14S6S fao PLUG. eoo duel Ese as ο UE, RICO RC ARS se AMI A RO CNET 
AN3106A14S2S 5 PDUG Q6 οι ο ὁ 09308 a zig ste ta tels as «ep CS Ee Ven Hes ας 
AN3106A16S1S ^ GPLUG. e ο xe woke m ceo ον š Adra ο 
ΑΝ3ΟΡΤ-6Α ' . ADAPTER . . . . . "M κ νῷ . ο δν e Si cay -ϕ 
AN3057-8A . ADAPTER. . A . ; "Tx 
-14 No Number . AMPLIFIER, Auto-pilot multiple channel (Navy. stock No. ...HRe 
RBBAlI96) (GFP) (see. figure 159 for next assembiy) 
AN3106A20-16S ¡E A A A O E A 
AN3106A14S6S « PLUG. sau HEC ea eres: le a $049 “acts wba νᾶ baie past TR ce 
AN3106A22-14S aa PLUGG. ocd ars ο oe! vay. toy “los Ἔν να Sie car ο Cod con Se ah, ens 
AN3106A20-11S . PLUG. . ο ο ο ο ο ουσ Sst NEUE 
AN3057-6A . ADAPTER . . « « o... «ο n o «ο n n WOUEC NP ap Sete ον ο, 
AN3057-12A . ADAPTER . —Á $us rea S doe ο 
-15 146-54030-50 a age tunnel a 


EQUIPMENT INSTALLATIÓN, Electrical "LH fusela 
(see figure 230 for detail breakdown) 


E: 
o 
mmm WOOD VNO πω... PRA 


-16 295134 -20A . GROMMET, Plastic ne Rn tgs Soak ο dee ον suns PE " 
-17 295134-24A A GROMMET, Plastic (MKL Sis o ten tee eqs Site! a ἈΠ 
-18 77832 . TIMER, Propeller feathering (GFP). . . . ly £4 os 
ATTACHING PARTS 
-19 AN515-10R8 VC SCREW AV suleste ux pepe ἃ) IR s eel e Co oer RUSSIE WI DL ey. B 
AN960D10L ae, WASHER. cs Gor Lo ο me Nel αὶ te: ο ὤν ο ο ο E 
AN935-10L . WASHER το ον use 9o ar NS οὐ me TURIS HESS ας όν GE, δν Ὢ a 
A, PR 
AN3108A14S5S s PLUG. we os ea 9 cel Te! ο doe ee ο. 
AN3057-6A . ADAPTER . . εν κα seh Ta ele ys uices dire MES ο. 
-20 AN3436-2-14 7 TERMINAL BLOCK ASSEMBLY . . . . . 2 2 . . . . . . 6 Sa 
AN3434-1 αμ Biter κ ee ote, ο 3. ih le us Yen ο τ τὲ, 
AN341-6 a NUP V 22 y oa a ETERS R PE: <... 14 
AN936A6B . WASHER... . « ο ο ὁ MOT CES iaa wx QU ET κ scs 38 
AN961-6 a WASHER. ode. s Shes bx x A κ E . 14 
-21 AN365-632 . NUT. E Mr rr ET PES ‘ . «ou 
ANQ60D6L . WASHER. o s ecoa P s NS 2s xov Ὁ 
AN515-6R6 s SCORES : ce. va es . πα a σεν d eed a . 2 
-22 AN3108A20-27S . PLUG. . ο ce e τον See ta ο ew eet tete «ὅν ᾱ- M cet Te 
AN3057 -12A . ADAPTER... ——— (E .. 2 
-23 175-54082 . PANEL INSTALLATION, Auto-pilot control junction . . . . . . Ref 
? (see figure 231 for detail E) 
-24 AN3436-2-9 . TERMINAL BLOCK ASSEMBLY ...... dy aie a har Coe San E 
AN3436-2-3 . TERMINAL BLOCK ASSEMBLY ..... ο ο ο O 
397-9 . COVER, Terminal strip ed rm ad 43» a Se Wn a ο: 
397-3 . COVER, Terminal strip HEGE) . . AES E UE Cue WD ο ee T 1 
-25 AN3436-2-16 . TERMINAL BLOCK ASSEMBLY . . . . . . +. + A at Ge stare» Sb 
397-16 . COVER, Terminal strip (HEGE) exe αι ο bn? τῷ; ο. ee a UR i. OL 
AN3434-1 4 STRIP Gl act oh ace 4) eno NS e eine CA 
AN3434-2 . STRIP sa ate ο αν eec St eS ον da ο ο ο uy map. e ven. cu 
-26 AN341-6 Νις mods we OP cee wos 89D Las A a TUN DER gs ο DD 
-27 AN936A6B > “WASHER. ον ος ο ο ese 909 omm S Us EA Sigel ο a Gate iss 528 
- -28 AN961-6 . WASHER. .......-. —MÀ—— MM a e 28 
-29 AN365-440 ΝΟΕ ος ο. xx BOs ὁ ως -ᾱ ae ents io Mentor ο ο ο :6 
-30 AN960DHL « “WASHERS. 2 l1. x Sok eee ear EOS προς ο οἱ» GRON e! να. :6 
-31 AN515-4R6 2 USCREWSu. s Soy tee der m aye a E βίο DOR A» .. 6 
-32 AN515-8R8 Mec ΑΜ E O 
AN960D8L . WASHER... oroare i x) ie τῳ; a Se CERO ES T- 
-33 237EAU . RELAY (propeller synchronizer) (IR) . . . . . .. .... .. 6 





ΑΝ 01-60AABA-4 


| Section I! 
Group Assembly Parts List 


FUSELAGE (Cont) 











^ 











a 19 H-175-54-120 
| FIGURE 230 - LH FUSELAGE TUNNEL ELECTRICAL EQUIPMENT INSTALLATION 
TES PART UL X A OO 7 UNITS USEABLE ON 
j INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
1 





230 146-54030-50 ELECTRICAL EQUIPMENT INSTALLATION, LH fuselage tunnel. . . . . . Ref 
See figure 229 for next assembly) 


-1 175-54041 . COVER, Electrical AC relay panel. . . . ... e's . s o ee «ο 1 
-2 AN365-1032 9 LNOT. $532 ο ο ο ο ο a EE ο” a, Ὁ 
-3 2W1AL14-20-20 . WASHER, Plain (NA)-. . . ..............-«... 18 
-4 NAS43DD3-16 . SPACER, Screw and bolt. ................... 9 
-5 175- 54053 . STUD, Electrical panel cover support. . . . . . . es . . . 9 
-6 175-54036 . PANEL ASSEMBLY, Electrical AC relay . . . . . . . «ο «ο 1 
(see figure 232 for detail breakdown) 
ATTACHING PARTS 
-T AN520-10R8 s SCREWS uode gana a a ο ο ο aa A οσο ο 
δ» AN520-10R12 S. SCREW X57 5. ace E oue VSN bs Im skr Sel Te Dee Ue ο mous Ce e wu cl 
-9 483D10-7 + SPACER, Bolt (NA). ......... a a, “α 
-10 AN520-10R10. e SCREW ^5 Wu ο ere eee: ce ο Seay eee oe aw Me a ey e -α 
-11 ΑΝΟ6ΟΡΙΟ ο a ae ον ο ο ο ο ο. 
-12 AN960D10L e WASHER. 2020x060 0m τς. oc ode eode Oe Ὁ e ves m dr Us de Tm, a es .Ὦ 
---*.--- E 
-13 AN3150A . BATTERY (GFP) o νο ο 499 wo δις ος mue αν Se α 
ATTACHING PARTS 

-14 AN3156-3 ewe CLAMP o a a a ο AT o ο” 
-15 AN365-1032 suNUT I e ox laa a ὋΝ: ea tr CS 
-16 AN960D616L . WASHER, o ο ο ande UR τὰς οίνος δν) cl Tw d eue νο fee eile xe Roe A 
-17 4$3D10-10 . SPACER, Bolt (NA). .........-............ 2 
-18 AN3-6A aoe BOET X^ 4D E ο rer ta Leu. cie Ue eae, SE ο a ο... 
-19 146-54307 . STUD, Battery holddown. . . . . . .. . 3 Wt m AS. μη) 2 

11751 . PLUG, Quick disconnect (CED) . « .............. i 

11749 . RECEPTACLE, Plug (CED) . ....... ..... . . . .. . 208008. 1 
-20 9555 a ELBOW. -CHPL)I a oa e es Eds Set Sea ese 
-21 146-54030-3 + ‘HOSE, Battery o a sus s es ο 9 ὁ ἰν -ᾱ ο ο ο See ὁ o9 Ὁ α 5 
-22 146-54030-7 « HOSE; Battery oi. pi ας 29 29 is e δρα e ras eo ᾱ 
-23 AN931-10820 . “GROMMET ... . . «ο 6. 9 oom ο € mois VIS να” 
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AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 





H-175-54-12: 


FIGURE 231 - AUTO PILOT CONTROL JUNCTION PANEL INSTALLATION 















FIGURE & PART ; UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


UESL--CC ISE E Isto pilot control funetiens η ἩΡ Τ 
(see figure 229 for next assembly . 


-1 AN515-8R8 + SCREW . . . « . 4 9 .. e . 0. te ee . . . 


-2 ANQ60D8 WASHER I Uo. ce iL urit ο eRe oy Oats καν 
175-54082-11 . PANEL ASSEMBLY, Auto pilot control pon e a chek le 
-3 No Number CAGING RELAY (Navy stock No. R888360) . . . . +. . +. +. + 


ë ATTACHING PARTS 
-4 AN515-8R7 e ue SCREW V ο Ὁ Ὁ a ia a it De E το Ὁ ue ὃν 
, AN365-832 ENS oM ο ο ο ο ο ο ο. 
AN960-8 j . . WASHER . eson 0 ee e m ee te ee m om m 9 n o o 9 t? 
-5 NAS45-6-17 . . PANEL ASSEMBLY, Electrical connector . . . « . sessa 
-6 NAS45-6-10 . . PANEL ASSEMBLY, Electrical connector . . . « . . «κε 

ATTACHING PARTS 
-7 AN365-440 . a NUT. 250 a aras το ᾱ Faw vet Je o A el ei re, oce 
AN960-4 s «© WASHER . . 2. . . 25; «ο om os m ὁ om 6. mi om os 
AN515-4R7 a wwe ΘΟΡΕΝΙς: μ.ο. ο. anaa ce Rm ο 08 ὁ up eom ο ο ο. 

* 


ο 000 HW FNM Press 


AN3434-1 STRIP. 


-8 AN340-6 S oca NUM A E ton ο ο Selle ses ο ο tee cers 61 
-9 ΑΝΟ36Λ6 . . WASHER . .. ....-. ο ο RA ἃ. «οὐ Jase 61 
-10 AN960-6 a ran WASHER«S 00: A ο ο ο ο. 61 
-11 AN515-4R5 LOL SCRE Ws ia. ont case: eer a I et des (ο ela at usos. “fe? aay ος 3 

AN515-4R6 J S ων ο ο Qe RO O ote A εὖ 1 
-12 ANQ6OD4L nw WASHER: FG ok Tes Ghar Ce alu ο ο ue ο πο ο 5 
-13 AN365-440 z cs NUT. a r sm ce a eee E ee es 4 
-14 AN3308-1 νε... T ope a ο aa Ugh e sigas 1 
-15 AN3102-20S cy RECEPTACLE: 4. ο ο ο ο ο. Ρο 1 
-16 AN931-8-13 «a “GROMMET. a ir a a τς. e a 1 








Section [| 5 
Group Assembly Parts List 


ΑΝ O1-60AABA-l 
FUSELAGE (Cont) 





H-175-40-8A B 


FIGURE 232 - ELECTRICAL AC RELAY PANEL ASSEMBLY 
| 
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AN515-8R10 
PA15 
AN515-4R7 
AN365-440 
AN3436-2-6 
AN3434-1 
AN515-6R8 
AN3436-10-1 
AN520-416R9 
AN3370-1 
183-54040-4 
183-54040-5 
AN520-416R10 
D7230-80A 
AN507 -1032R10 
44B18574 
AN520-10R7 
45B7367 
AN520-10R8 
AN3352-1 
AN520-416R9 
7264-283 
AN520-10R8 
DWS7A1 
AN515-6R8 
DL70080 
AN515-6R40 
AN960D8L 
2W1P10-25-62 
No Number 
AN520-10R7 
c124 


AN515-8R12 
CP53B2EB405K 
AN520-10R10 
AN3320-1 
44320-2 
295134-14A 
AN515-8R6 
237EALL 


AN515-8R8 
AN3316-1 
AN3308-1 
AN3057-12 
AN3100-20S 
AN515-4R5 
AN365-440 
AN515-4R6 
ANQ60D4L 
183-54040-3 
183-54040-7 
183-54040-9 








AN 01-60AABA-4 
FUSELAGE (Cont) 


NOMENCLATURE 


ca 
(see figure 230. for next 
SCREW 
CIRCUIT BREAKER (ρα): 
SCREW . . . . ooo oo 
NUT .. 
TERMINAL BLOCK ASSEMBLY 
STRIP . 4 S νε ο aw 
SCREW . . 
TERMINAL BLOCK ASSEMBLY 
SCREW . . . . . 
RELAY . . . . 
BUS BAR, Electrical AC "relay panel “assembly 
BUS BAR, Electrical AC relay panel assembly 
SCREW . . "o PIDE IM Rn 
CIRCUIT BREAKER, "804^ ο» PIRE ο os 
SCREW... ον. 


relay. . . . . - 
assembly) 


. 
. 
. 
. 
. 
. . 
. 


. 
. 

m . 
. . . > 
eo t] t ee 
. . . . 


ee e n 


RELAY, Circuit “single pole “type Di (LR). 
SCREW... 
CONTROL, Automatic 
SCREW . . . . 
RELAY ..:. . 
SCREW . . . . 
RELAY (LR). 
SCREW . . . . . 
TRANSFORMER 
SCREW 
CAPACITOR “(piLc) | 
SCREW . . . . . . . 
WASHER. . . à 
WASHER, Plain “(Naj 
RESISTOR, 2 ohms type 
SCREW . . 
AUTOMATIC TRANSFORMER, 
(FREL) 
SCREW . s e 
CAPACITOR (SPEC. JA 
SCREW... . 
RELAY . . . . , 
RECTIFIER (vij). 
GROMMET, Plastic 
SCREW. , 
RELAY ASSEMBLY, Double “pole 
(LR) Dwg. Νο. 105008 
SCREW . . Jes 3.54. ος τ 
RELAY . .: 
RELAY . . 
ADAPTER . 
RECEPTACLE 
SCREW . . 
NUT . . 
SCREW 
WASHER. ὦν, τὸ 
BUS BAR, Electrical 
BUS BAR, Electrical 
BUS BAR, Electrical 


(spec. "autoj ^ (IR) . 


Thermally 


fused 


> 
ζω 
JT 
El 
x 

e... ο ο 9 ο 5 ont n 


. 
. 
. 
. 


“115 to 


AN-C-25 


(wi) 


etc è o ο ο ο 


σ 
λα, wi ών 

o 

ct 

Fa osecao 
5 


For... wwe 


Cr ee» 9 9 ο 9 ο ο 
o 


. 
. 


. 
. 
. 
. 


o. 5 ο ο 9 » o 


. 
. 
. . . 
. o . 
. . 
. . 


. 
. 
. 


. PP «5: 


. 
. o... 0t ο 5 ο : 
. 

. 


3 AC “relay "panel assembly 


AC relay panel assembly 
AC relay panel assembly 


eo 0 9 9 9 9 9 sosoo, ο ο 9 e. 


RHS2D2RO "(Spec JAN-R-26) 


Section [| 


Group Assembly Parts List 


. 
. 
. 
. 


26 volt AC “relay panel 


Deo. oo. 
a 
o 


to 


Or. .o oo. 


"o. 0 0 |] 5| t2 ο 9 n 


9 9 9 $9 9 ο 9 9 t$ ο 9 





USEABLE ON 
CODE 






m 
PR OY TONDUO CO UO 9 EH JE EH TO HTUO ON. TO E I IO I IH IQ. EB HE TO. EERE £7 πὸ I2 TO I I NDE 17 OO FE IO. En MO 7 


m 
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Group Assembly Parts List ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 





ROTATED 90” 


H-175-54-124 ' 


FIGURE 233 - LH SIDE STATION 158 TO STATION 224-5/8 RADIO COMPARTMENT ELECTRICAL EQUIPMENT 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
mo33 No Number LH SIDE STATION 558 TO STATION 224-5, RADIO COMPARTMENT . . . . Ref AD 


ELECTRICAL EQUIPMENT (see figure 228 for next assembly) 


-1 160-54051 . LIGHT INSTALLATION, Electrical radio compartment retracting. Ref AD 
160-54051-5 - . LIGHT ASSEMBLY, Electrical radio compartment retracting . 1 AD 
-2 AN931-3-5 5. ven £4 GROMMET. uu ee pone m δεν a Ia uem sis ted tec ake Ὅ οκ lus Gr φ-,. AL AD 
-3 AN3155-50-100 so Me £SICRHEOSTAT o a a Sot al es ee witha iss ore eme δν i Sess od AD 
-4 160-54051-3 = . . PANEL, Electrical radio compartment retracting . . . . . 1 AD 
-5 146-54412 - . LIGHT ASSEMBLY, Navigators chart light retracting . . . . 1 ΑΡ 

(see figure 254 for detail breakdown and 

additional next assemblies) 
-6 AN365-632 ο NUT: Lu nO Si M ο ο τὸ ete a Rice ME Gece. ud AD 
-T AN960D6L ay ue! “WASHER? - ic o a a a a a es ads OM AD 
-8 AN515-6R6 E te SCREW ia a e a AME AD 
-9 175-54033 . PANEL INSTALLATION, Electrical circuit breaker and AC fuse . 1 AD 
(see figure 234 for detail breakdown) 

a -10 AN3106A14s28 . PLUG (Photo recorder free air temperature remote compass) . . 2 AD 





430 














Section HI 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


SA A ———————————————————— A, 
FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
233 AN3057-6A . ADAPTER. .... ο τῳ, IN Sumus το ads X Se 2 AC 
-11 AN3106A18-8S . PLUG (Photo recorder counter "unit). ze xeu . xf 1 AC 
AN3057 -10A . ADAPTER. . . ο EL OC NP ES DRAN 5 EE 1 AC 
-12 AN3106A18-9S . PLUG (photo recorder) . v ww irs ο res qr Ae baie e 1 AC 
AN3057-10A . ADAPTER. . . eit seria 7$ es οί voe. TR 1 AC 
-13 JX37 . FILTER ASSEMBLY, Radio noise (SPR). a P x " 1 AC 
-14 AN515-8R8 E AN eta RA . σας m AC 
-15 AN781-4 - . NIPPLE . . Sow ow ἐν τα ος sc 2 AC 
-16 AN3106A18-68 | PLUG (emergency hydraulic pump). iuri ο x ovis 1 AC 
-17 No Number . CAPACITOR (type CE410651G) (JAN- C- 162). ΡΟΚ —€— 1 AC 
-18 AN3106A12S3S . PLUG (pressure switch). . . . . . . ee ee «« ee . . we 1 AC 
AN3057-4A . ADAPTER. . . πο ον 1 AC 
-19 947-103 . SERVO POWER “UNIT, "MALO camera “magazine control (type D2)(CAV) 1 AC 
-20 AN31064A211 -28S . PLUG (servo power unit) . . . . . . e 4 4 ec e ο» onn 1 AC 
AN3057-16A . ADAPTER. .. go νο Ge δν lel ae CR He 1 AC 
-21 AN3106A20-27S . PLUG (servo power unit) A ορ ue DEI tH JS ὃς Hae TÉ 1 AC 
AN3057-12A . ADAPTER. . . . 4 PT 1 AC 
-22 160-54011-13 . LEAD ASSEMBLY, Electrical “engine (temperature contro} LH. . 1 AC 
160-54011-14 . LEAD ASSEMBLY, Electrical engine (temperature control) RH. . 1 AC 
-23 146 - 51517 . GASKET, Pressure bulkhead thermocouple discharge plug. . .. 2 AC 
-25 AN515-4R8 ve GREW 6. v. c3 cw ee si e. s. da d ds ὃς ος w Se. as, κο 8 AC 
-25 AN365 -440 . NUT.. ata a COURAGE ee RAE cag 8 6 AC 
-26 AN3436-2-6 A TERMINAL BLOCK ASSEMBLY: ο A ο Qul tu: Sat ο ο αμα ο ο 1 AC 
AN3434-1 . STRIP. ο ΜΕ ο μυς ο ew ale τα 2 AC 
-27 AN3436-2-4 . TERMINAL BLOCK ASSEMBLY. . . . . . . . ei νι 04.09 7€ 19^ E ὁ 1 AC 
AN3434-1 δν. STRIP 46. ο τὰ ο V ον ea d ΤΆΣ ΠΣ et RS 2 AC 
AN515-4RB8 geo SCREWS Soca. di ele ow "EI. ig HS "PR " RR RE 4 AC 
ANQ6ODAL . WASHER . . s. let face efe nan σος οκ» eae tat cer th Geiss: 4 AC 
AN365-440 . NUT. aL ipu ta dete οδό ees . . dv. Yet" ante 10 AC 
AN966D6L . WASHER . . . . . +. + "P M ο ος den dw Tero sw. wv ce Ce. "els ete 10 AC 
AN936A6 + WASHER . «e^. x ox woe os allis ve. des ο” 10 AC 
AN341-6 . NUT.... é . 7 πο ο ο ο. 10 AC 
175-54195-85 . COVER ASSEMBLY, Electrical terminal connector. ο ed eus 1 AC 
175-54195-81 . COVER ASSEMBLY, Electrical terminal connector, . . . . . . - 1 AC 
-28 A24A9178-3 ` VOLTAGE REGULATOR (WX) .... gn Ἐν teh Yer a GT. aA 2 AC 
-29 A28A8727 . MOUNTING BASE (WX) ..........: «ια... 2 AC 
AN515-6R8 oe ESCRES 4S els e rada τὲ uu ei A Ge ο. 8 AC 
ΑΝΟΘΟΡΘΙ, « WASHER. 4 a κ νο ο ο RAR UE ὃς α' AA A AA 8. AC 
-30 AN3106A28-15S se PLUG 21 τω ο 047€ £7 ὃν. -ᾱ- di δν. (ὦ I ον, de «λῶν ie, Ce De UE 1 AC 
AN3057-16A . ADAPTER. .. z . b es . μα 1 AC 
146-54060 . EQUIPMENT INSTALLATION, Fuselage bulkhead station 224- 5/8. . Ref AC 
(see figure 235 for detail breakdown) 
-31 AN515-6R6 . SCREW. . . . « DC zu 8 AC 
-32 175-54059-3 . COVER, Electrical "pressurized. power “panel (qu fwd side "EE 1 AC 
175-54059-5 . COVER, Electrical pressurized power panel (LH aft side). . . 1 AC 
-33 ` 175-54061 4 INSULATOR ASSEMBLY, Electrical pressurized power panel... 2 AC 
-34 175-54050 . PANEL INSTALLATION, Electrical LH generator control relay. . Ref AC 
(see figure 238 for detail breakdown) 
-35 146-54100 . LAMP INSTALLATION, Radio compartment dome. . . . . . . . . . Ref AC 
(see figure 236 for detail breakdown) 
-36 146-54074-25 . PANEL INSTALLATION, Electrical cabin temperature controls. Ref AC 
(see figure 242 for detail breakdown) 
-37 AN3106A1681S Φε πλ qt scu Or SM IR ο. 2 AC 
AN3057-8A . ADAPTER. . . . . 4 . ὁ e » e ^ ὁ ^ » ο ew $ 4295222229. «0. 9 AC 
-38 AN3106A16S1P .PLUG vox wd ᾱ- Les RE A TE Sar αν νὰ, Oe 1 AC 
AN3057 -8A . ADAPTER. . , 1 AC 
-39 175-54024 . PANEL INSTALLATION, “Electrical bomb "release “and temp erature. 1 AC 
controls (see figure 237 for detall breakdown 
AN3106-14S5S s PLUGS l2 Load x 30.9 9. ec a ο a ee os hE, ἡ 1 AC 
AN3057 -6A . ADAPTER. . . πο 1 AC 
-40 175-54140 . PANEL INSTALLATION, “Electrical camera “heat and vent and. M 1 AC 
bomb control relays (see figure 238 for detail breakdown) 
-41 175-54038 . PANEL ASSEMBLY, Electrical circuit breaker camera. . . . . 1 AC 
(see figure 242 for detail breakdown) 
ATTACHING PARTS 
-42 AN515-8R8 ο ΡΜ a as ra a hc lea. SLA AC 
-43 ANQ60D8L « (WASHER. ao ος eh ὁ οι Foie eee ᾱ- 6. €) το al RS 12 AC 
πε παν 
-44 A4853 . FILTER, Radio noise (intervalometer) (AIK). . . . . . . +. . 1 AC 
ATTACHING PARTS : ` 
-45 AN365-832 A ο ο tse ο "ο. 2 AC 
-46 ΑΝΟΘΟΡΘΙ, « WASHER Os ias 6 ὁ xk κ ο Oe RA RA AA A 2 AC 
-47 AN515-8R6 «- ISCREW.- a ο ο e a oo ο a a 2 AC 
---ᾱ... 
-48 295134 -28A . GROMMET, Wire protecting split (MKL). "T 3 AC 
-49 146-54111 . LIGHT INSTALLATION, Emergency hydraulic “panel “electrical . . Ref AC 
(see figure 236 for detail breakdown) 
-50 175-54078 . LIGHT INSTALLATION, Electrical tank salvo safety switch. . . Ref AC 
(see figure 236 for detail breakdown) 
No Number . LH AFT SIDE BÜLKHEAD STATION 158 ELECTRICAL EQUIPMENT. . . . Ref AC 


(see figure 239 for detail breakdown) 
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Group Assembly Parts List AN 01-60AABA-4 
FUSELAGE (Cont) 





ES H-175-54-123 


FIGURE 23! - ELECTRICAL CIRCUIT BREAKER AND AC FUSE PANEL INSTALLATION 
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AN 01-60AABA-4 


FUSELAGE (Cont) 


Section [| 
Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
234 175-5033 PANEL INSTALLATION, Electrical circuit breaker and AC fuse. . . Ref 

(see figure 233 for next assembly) 
πι -54033-5 . PANEL ASSEMBLY, Electrical circuit breaker . . . . . . . s 1 
-1 414001 o RUSE (LIP) 2 30e a A 15 
-2 414002 s A ΕΒΕ OLTRE). ca a δει woile RA ee ος ows A 2 
-3 414003 s cw PUSE: {ΤΕΣ s o e e AA RRE A Ὁ δ. es 2 
-4 414005 ose RUSE (ETE) ox wow A AA AA 3 
-5 414010 e ος ἘΠΘΕ CDTE)I X a Oe See Vel eles SS WP CES ην ον 2 
-6 414015 ww RUSE (UTR ες τε ο ο ον se νι ο AR ὃς τς WO Qe c ee Rog 1 
-7 414025 . . FUSE (LTF). . . . ec τον de eee HES κεν ahs E E 1 
442001 + . EXTRACTOR POST (LTF). $e ο μα ο ο ee ee 
-8 NAF1077-3 . » RECEPTACLE AND CAP, Electrical connector double contact . 1 
-9 AN515-4R6 € wate US CREW er es wa, ο vU A ae ab reap Ss o se vw ie τῷ; ce 4 
AN365-440 € d NUT ears ο ore ο ὁ oe I6 οὐ San Sg οφ a 4 
AN3057-8 e . ADAPTER . . . . . WU WIS ο Εν e e e^ PD e Nes Se 1 
-10 AN3436-2-16 + . TERMINAL BLOCK ASSEMBLY E AA ο os. τἂν AR o Doo AS Me 2 
-11 AN3436-2-9 . . TERMINAL BLOCK ASSEMBLY . . . +. +... +... ee ew we wwe 1 
AN3434-1 Oe a SRD Res Sie. Ὁ Slee RS sessile cae Gene el ar ae. tel fer Yee τον, Gh sae τᾶ. νς 6 
AN3434.-2 e TRIAS Ue etes dw ον Ve 3 
-12 AN515-4R6 πο ας (cgi Sa ο ee. eh ος ὦ, δ. Ge el oS 8 
-13 AN365-440 sux NUT S e DA DA wx E ο ue eats Se, SET av See Meet, C 8 
-14 AN341-6 St. oe NUT a ο RY ο BW we BAG. USO wales Vor ei ted ies ὦ ena Gea EEL 
-15 AN961-6 so “WASHERS ο 3 e ἐν ων ὅς a Gee a elie cx dar AEE 
-16 AN936A6B a WASHER) ns Carai DS Re la rare a al wane} aes) PAD 
-17 AN515-6R8 wu. “ὅς SCREW! τρ δὲ lm CRX er He δ τν τε CORO Io AN OUR" eT ar OS 1 2 
AN365-632 ο. dr ΝΟΕ ος ue mom cse Gee cw SU Ie T ie οἱ Ra νο τῶι oe el a 2 
-18 9311-5A + . CIRCUIT BREAKER uU Si Ere xe ο σε E ο. Qe Fe 1 
-19 PLM80 « - CIRCUIT BREAKER (SPP) . ; 6 ον νο ο ον ὁ 1 
-20 AN520-10R12 w we SCREWS εν 4-9 49 oo Uim ιν CR - fo RD wed a Ὁ ο, ος shop ο Sol cs 2 
AN365-1032 xam INURE io woe de de a ce Vei ae a as e ὁ 2 
AN960D10L - . WASHER. e dE lr dece Tod URN ER ο Cer ο Dae ου 2 
-21 123001 + > CLIP (LTF). ο ο ο ο ο ve Sn ee, ues ch. κέν IS νῷ le ᾱ 24 
AN315-832 s Na poc ο ο μα ar, HOR 
AN515-8R7 $e ου ni. 9o 79 a) SB, vee ree at ο ewe Goer ce we ὋΝ 
-22 414001 $8 ce “SUSE CITE Jae “ὁ ences δ woe 3 a [How cas, we ates a o del ὧν τὸ 5 
-23 414002 er ey PUSE (ETR); ος ies ο’ ο ce de νό e φ---ᾱ- Soh 0€ Ὅν ὁ oe Ree es 1 
-24 414003 sa RUSE ALTR Jo Q6 $0 e veu ai de Ro RA us 1 
-25 414005 ap PUSE: CDTE). ο ὦ; mc cm e da a E 2 
-26 414010 $c. PUSE ΟΤΕ Της a a c9 ee a o As ie A RN 1 
-27 414015 > pa RUSE CURR i ο τες δ a D O is ὦ eh coh Fee ae 1 
-28 414025 UIT LS A E cm en 9e. a ο e. Uv 1 
-29 PGM105 + . CIRCUIT BREAKER (SPT) . a « « «o... .. ... ο ο ο 1 
-30 AN515-10R8 esc ο AAA A ο oW De zer D Rl de. coe s 8 
AN960D10L eve ter, WASHER? seo xe yam la Euer e ty πι μα, cw ce es d e ο ο 16 
AN365-1032 S ο NUT esi RRA Sek iei twi TR Le. NC Yes uL I ὧς κ 8 
-31 PGM200 è . CIRCUIT BREAKER (SPT) . ... s e ewe ew ὁ ee «. ο ο 2 
-32 AN515-10R8 4. we SCREW: o tenp weiss Ge wie ου, ος. ο qe den, Bosh ue ton efor lea oh ah 8 
AN960D10L v.e WASHER; re-a an ge ο uS d ep oy wt AA is ο BLS) 16 
AN365-1032 «+ —. NT.... . $ s les dw : it ον «ὅν Ἕν -ᾱ 8 
-33 175-54033 -3 + . PANEL, Electrical circuit breaker and AC fuse A 1 
175-54047 + . SHIELD ASSEMBLY, Electrical AC fuse and circumfere ence . . 1 
breaker panel 

-34 175-54047 -5 «+ . HINGE, Electrical AC fuse and circumference breaker. . 1 

panel 
-35 175-54047 -7 - . . HINGE, Electrical AC fuse and circumference breaker. . 1 

panel 
-36 175-54047 -3 e > » SHIELD, Electrical AC fuse and circumference breaker . 1 

panel 
-37 AN515-6R8 al ue: ἂν ABC HEWI x V uie --ᾱ- LE Seno Ce UI A ον RACES Let d 3 
AN365-632 «les nw NUTS. ο is a in sete eom 1m wb wo e ass CAD Dose, dee 3 
AN960D6L . . . WASHER... Qa PE 12 
NAS43DD1-152 +. +. SPACER, Screw and “bolt af foc Leh tar AR M jal. we a 3 
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--115-54-100 


FIGURE 235 - FUSELAGE BULKHEAD STATION 224-5/8 ELECTRICAL EQUIPMENT INSTALLATION 


FIGURE & PART ; κ UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
235 146-5060 μις EQUIPMENT INSTALLATION, Fuselage bulkhead station. . Ref 


224-5/8 (see figure 233 for next assembly 


-1 146-54101 . SWITCH ASSEMBLY, Electrical station 224- v8 and 424- -5/8. A 1 
-2 AN365-632 in ee NUT aS, fb ws RR E TR "E . > 6 
-3 AN960-6 . « WASHER. . . 0 ο o €* £0.04 gr Nase πα fe 4^ ve 9] ow T ὁ 12 
-4 AN515-6R6 s) ο ο ο αν oho. de ee. e emi E ve e a T Q^ ο ue ναὶ vec Agite 6 
-5 AN365-832 s > NUT V0 Vx e... ο « 9 ο ο ο ο ο 1 . e ο 0 ὁ . . 1 
-6 AN960D8L « . WASHER. . « . oe ee ο o o vw, tes κῶν La sta ae us . ο 1 
-T AN515-8R6 Ὁ . SCREW . . . . - . Siesta ieu" Ar 1 
-8 146-54101-15 . . GUARD, Station 22h- 5/8 and 424 -5/8' eleetrical switch. . . 1 , 
"assembly (make from AN3229-1) y 
-9 AN3021-3 . . SWITCH. . 2... 5. ... Qi xeu aloe PAM e tx. viv ον ον WP Nes ve? «ὦ 2 
-10 AN3021-6 € x SWITCH. . . a πο ar oka τῷ . 1 
-11 YHS100S6 | "TERMINAL PANEL (pressurized) (BE) . . .. . . . . 2... 3 
-12 AN520-10R10 4 ο Ὁ w aee a O WARD er D) e 86 
-13 AN960À10 . WASHER . . ο Ου E . 1. las ο ὁ 86 
-14 . No Number . ; CLIP, Type A3 (BE): . . .. . s^. de etie a k Sa He! sm Ἔν - RLS 
-15 130-51066 » GASKET, Pressurized ως anel v. bg las aeir esas aar be Pe 3 
-16 YHS40S6 1 TERMINAL PANEL (pressurized) BE). ταν Het, μα 19: fa de qaom 5 
-17 146-71238 . GASKET, Pressurized radar 2 dh. panel. a «οι er Sr s 5 
-18 No Number . CLIP, Type All CBE Εαν ος ο me ve or Cen Eee . 1ο 
-19 No Number £ CLIP? Type A5 BEI. ον Ah A FE I^ dex οἳ $^ i r 10 
-20 AN960D6 e (WASHER: ias a ο ο ο ria iaa Ga a ο 8 
-21 AN515-6R8 z ο MP I 235. 3:579 4 
-22 TBF28-15PS . RECEPTACLE (CED). . . ..-............. a E 1 
-23 AN365-440. S VNUTS Cu. ee rers Je: don le vena St Sel pe n e των EN qs Ze lay e Dee Foe 3 4 
-24 AN515-4R4 . SCREW. .. a n ur ενος μοι, ves em 4 
-25 146-54101-3. . COVER, Station 224- 5/8 eléctrical switch assembly. PES Da i 
-26 130-54217 . TOOL ASSEMBLY, Electrical pressure disconnect fitting. . . . 1 
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FIGURE 236 - EMERGENCY HYDRAULIC PANEL LAMP RADIO COMPARTMENT DOME LAMP AND 
ELECTRICAL TANK SALVO SAFETY SWITCH LIGHT INSTALLATIONS 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. - CODE 
236 EMERGENCY HYDRAULIC PANEL LAMP RADIO COMPARTMENT DOME LAMP AND 
ELECTRICAL TANK SALVO SAFETY SWITCH LIGHT ASSEMBLIES 
146-54111 . LAMP INSTALLATION, Emergency hydraulic panel electrical. . . Ref 
(see figure 233 for next assembly) 
-1 AN365-832 ο: ο NUT ,. ο ο 9 ὁ ο 9 9 om... ὁ ὁ ο ο 6 ὁ 9 ο 6 ο ο ο 4 
-2 AN960DBL o « WASHER. . . « 2 ο ὁ « ee eee we we ee on t on t n sn n ng 4 
-3 AN515-8R7 + c». SCREW.. e sos o o A AA A 4 κ. 4 o oo oo oo 4 
-4 169-54057 . . BRACKET ASSEMBLY, Electrical emergency hydraulic control. 1 
A panel 
-5 34582946 + . LAMP ASSEMBLY (SEB) . . +. 2 2 6 ee ee ee ee nh on nt ng 1 
ATTACHING PARTS 
-6 AN365-632 Ην ο em 2 
-τ 2W1AL16-12-24 . . WASHER, Plain (NA). . +. +. +. eee ee ee . . we eee 2 
-8 AN507 -632R6 νην...” ο ale weeds wouter oar ου 2 
a owe 
AN3132-308 e +. LAMP. « « ο ο ο © e ο © © © ὁ ο o ὁ o o ο * ο ο c5 c 5 5 ο) l 
146-54100 T . LAMP INSTALLATION, Radio compartment dome. . . . . . . e . . Ref 
(see figure 233 for next assembly) 
-9 AN515-8R8 P SCREW. . 4 Ὁ erene * 4 € ὁ- ὁ * ο € ο e 9 e 9 e» 4 4) € ο ὁ 4 
-10 AN960A8 > . WASHER . ο ο ο ο «© ὁ «© ὁ 9 0 9 ο ὁ oe 0 o. ο ο 9 we ο ο ο 4 
-11 34B2946 + . LAMP ASSEMBLY, Type ΑΖ (SED). . sis ο 4. ο 4 t o ο 3 1 
. : ATTACHING PARTS 
-12 AN365 -632 A e QGEECEQE ο ο ges E US URS de ο ου. 2 
-13 2W1AL16-12-24 . . WASHER, Plain (ΝΑ). . . + +. 6 +... ¿6 eee ee . νο. 2 
-14 AN507 -632R6 ioc τὸ SCREW Qo. . Ὁ m ο Room oom um d Jo e Dm dm, oh 6 rm ἡ 8 
---ᾱ-.-- 
ΑΝΘ 1325308 voe ΑΜΒ; as ο ο a Ra wh de Sis de ο ος 1 
-15 146-54100-3 . . BRACKET, Radio compartment dome lamp. . . e e s es ee 1 
175-54078 . LIGHT INSTALLATION, Electrical tank salvo safety switch. . . Ref 
(see figure 233 for next assembly) i 
-16 AN365-832 EET a Gic  ὁἳ ο ο, 9 οἱ ο. 95 A A 3 
-17 AN960D8 s. & WASHER. ... ὦ a e 46 ο Φ He ο) aa e a e ih. 79; s ὦ 6 
-18 AN515-8R10 e « SCREW. . ὁ o... 9 © © 9 ὁ ο 0. ο ὁ 9 ὁ ο c 9 c ὁ ο ος ς ο 3 
-19 AN515-8R8 a ὁ SCREW. e en vocem αν E m ιδ ο. M ος «νο σόι «δν ἐν 2 
-20 AN960D8 e . WASHER . « ο ὁ 9 9 ο ο «© © © © © © © © © 9 © © ο ὁ ὁ ο 2 E 
-21 175-54078-5 ` . . LIGHT SUB ASSEMBLY, Electrical tank salvo safety switch . 1 
-22 AN507-440R10 2 ow S SCREW o ος io. ον So το, ete) αν ε.φ, So αν) le) e c9) OS. ος “ὁ; m c ο i$: 5 
-23 AN3030-7 . . LIGHT ASSEMBLY. . . « « « e «© © © © © © © © © © ο ο . ο 1 
-eh AN515-6R8 & c SCREW ο τος eie €) ww οπως 13. 19. Ὁ 29 ED Vv ys) sen Rc δι ος v τὰ 1 
~25 AN3229-1 « « GUARD . . ο ο . ο ο e © ὁ © ὁ 0... ο 9 ο ο ο t t 5 ο 1 
-26 AN3023-3 s e SWITCH. 2 9 es € e c9 ο ο a èd a e a 1 
A A A A τ A A A οὓς ο ιο ος το μονη 
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FIGURE 237 - ELECTRICAL BOMB RELEASE VACUUM AND TEMPERATURE AND 
PHOTO TECHNICIANS CAMERA CONTROLS PANEL ASSEMBLY 
436 : 
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H-175-54-105 








175-54024 


175-54024-13 
AN365-832 
AN515-8R12 
No Number 
2W1AL12-20-40 
No Number 
175-54024-7 
175-54024-5 
AN3157-2 
AN3121-313 
AN3157-4 - 
AN3121-313 
AN3027-2 
AN3027 -3 
AN3021-2 
AN365-440 
AN960D4 
AN515-4R6 
AN3436-2-5 
AN3434-1 
AN3433-2-5 
AN3220-2 
8918K545 
AN515-6R6 
AN3333-1 
AN3022-7 
AN3028-3 
AN3227-8 
40A7419-1 
321CA 
321CA 
A4O1U3SH 
pie: -8R8 


175- -54024-3 
AN515-8R8 
AN365-832 
175-54022 


175-54022-23 
AN515-6R8 
947-101 
AN515-6R8 
ΑΝΟΘΟΡΕΘΙ, 
938-200 
AN515-6R8 
170-100 
AN3157-2 
AN3121-313 
AN365-440 
ΑΝΟΘΟΡΗ1, 
AN515-4R6 
AN341-6 
AN936A6B 


. AN961-6 


AN3436-2-6 
AN3434-1 
AN515-6R8 
7103103 
AN515-6R8 
AN3227-2 
AN3027-2 
AN515-6R8 
AN3022-2 
AN515-6R8 
AN3226-2 
AN3157-4 
AN365-1032 
AN9GOD1OL 
A4B19-2 
AN3034-1 
AN515-8R8 
AN365-632 
AN960D6L 
AN515-6R10 
175-54022-13 
175-54022-21 


AN520-10R8 
AN960D10 


t 2 3 
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ΑΝ 01-60AABA-4 ‘Group Assembly Parts List 


FUSELAGE (Cont) 


4 5 6 7 NOMENCLATURE PER ASSY. CODE 


ELECTRICAL BOMB RELEASE VACUUM AND TEMPERATURE AND PHOTO 
TECHNICIANS CAMERA CONTROLS PANEL ASSEMBLIES 


& 9 9 9 9 9 0 9 ο ο ? 9 . 9 ο 9 ο 0 9 9 ὁ Ὁ 9 9 | 9$ ο 9 ο ο 5. 


E 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
P 
. 
. 
. 
. 
. 
. 
P 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


$9 c9 9 . c9 9 ὁ 0 ὁ ὁ 6 ὁ 0 0 6 ὁ ο 0 9 ὁ 9 ὁ 9 9 0 9 9 9 ο ο à 9 9 9 ο ο ο 
Pe 9 . 9 9 t? P? 9 v 9» 0 9 4 9? +... 5 9 9 0 5 9 9$ 0 4 6 5 9 ο 9 o... 


€ 9 c9 € ὁ c9 9» 9 c. 9 0 ὁ 9 c» 9 9 9 9 9 9 9 9 9 9 9 ὁ 09 9 9 c | 0 9 $5 9 9 ο 


e . SCREW. . . . . « 4 « e « e eo ο . . . . . . . . . 9 n 
. . WASHER, . ... 6 6 . ee ww . « . ο oe we ο ον n on 


PANEL INSTALLATION, Electrical bomb release vacuum and . . . Ref 


SCREW . « . « . «αι. 
NUT 
ANEL INSTALLATION, "Electrical photo technicians camera. 


PANEL ASSY, Electrical bomb release vac and temp controls i 
NUT. . 4 e e e e e noeh om om oh om om m m th m m n n ο.” 
SCREW. . . . 8 
INDICATOR, Temperature (Navy stock No. REBLETO0- 16)" (GFP) 1 
WASHER,: Plain (NA) . PME MR 8 
GROMMET, Number 16 Shore hardness (RB) . . 8 
SPACER, Electrical bomb release vac and temp controls. 4 
SUPPORT, Electrical bomb release vac and temp controls 1 
LIGHT ASSEMBLY . .. + $979: τῳ cR ex Te οι φ Ψ, δ. ᾱ, ο) ο 3 
LAMP... ^w iow) fe es ο E ο ο V Ow V vi 3 
LIGHT ASSEMBLY — ο ne Me BN wes E ος Sa ow, Ὁ :ᾱ SL Ree 1 
AMP c3 wo SSP ie rete ὁ «κ ὁ ϱ αι iss ge ee a 1 
SWITCH . . . ee ee ....... ὁ 9 ο 9 ὁ 9 ὁ |] | 0 ὁ 8 
SWITCH <a ο ο |IG o c9 ο iwl. ey eel ὁ 1 
SWITCH . . « « e ο ο ο 6 e ὁ ὁ ο ο ο 9 ο ο ο ο ο ο o n 8 
NUT. ο ο ον ο wo ο ο ᾱ ο Ὁ) ο ο ο ο. 8 
WASHER . . . . «© » ο ο « ο ὁ ο ὁ 9 ο 9 ο ὁ 9 ο 9 ο 9 n 2 
SCREW; 4: ene et e ai a Ὅν κα 2 
TERMINAL BLOCK ASSEMBLY. . . . . ο © © © © © © we ww n 1 
STRIP. . e 4 oec») e 009 779 Ἔ--ᾱ ον ὦ 9o ὁ So HS Od 2 
BUS. ecb 1ο ow a a ο feo ὡς wo ος, e ο. αν Des - Ὁ 1 
KNOB + P" 1 
SWITCH ASSEMBLY (CUT). . . . . sses ee ee woe l 
SCREW, ^... wow m 6S) τς 4s, ὁ νι we s rol ὁ ὃς e 4 
GUARD. ... ο. 6.7» ee a ee ὁ, 4 ers ο ὁ 1 
SWITCH ..... ὁ ο ο ὁ .... ὁ ὁ ὁ ο ο .2. ο ο ὁ 9 ο 1 
QUARD. 4 ο Ὁ ο «ο 9 09 ὁ α ὁ ο ὁ ὁ ὁ 4 ὁ rm ο 1 
SWITCH a A A e a a 1 
LIGHT ASSEMBLY (BMC) . . 4... 4 ee ee ee ee ee) 14 
LAMP ic "Ix 14 
LAMP (GE). . . «4 «4 4 4 © e ee ee om om om om om m n . 9 n9 6 
SWITCH (RHS) . . . . . ee ee ο: ew ee ew m om on on ng 1 
SCREW. . . . ο o ὁ ο e ......-....«. 4 
INTERVALOMETER (AIK) . « « « +... ee eh ee ew ewe 
PANEL, Bomb release vacuum and temperature controls. . 


PANEL ASSY, Electrical photo technicians camera controls 


temperature control (see fig. 228 for next assy) 


controls (see figure 234 for next assembly) 


SCREW. . . . 9 . e.. 
CONTROL ASSEMBLY, "Maid σαν) . . 

SCREW. . « « - . « ee ee we ο. . 

WASHER . . . . 

CONTROL HEAD, “Type MCD- -3 interval "(CAV) 

SCREW. . . . . . 


CAS-2 REMOTE CONTROL UNIT (cav). 
LIGHT ASSEMBLY 
LAMP... 
NUT. . . 
WASHER . . 
SCREW. . + 
NUT. . . 
LOCKWASHER 
WASHER . . 
TERMINAL BL! 
STRIP. + . 
SCREW. . . 
COUNTER (VEE) 
SCREW. . 
SWITCH . 
SWITCH . 
SCREW. . 
SWITCH . 
SCREW. . 
SWITCH 
LIGHT ASSEMBL 
NUT. . . . . 
WASHER . . 
RECTIFIER (S690) 
LIGHT ASSEMBLY . 
SCREW. . . . . - 
NUT. . o... . 
WASHER . . . +. + 
SCREW. . « 
PANEL, Electrical photo technicians camera controls. 
PANEL SUB ASSEMBLY, Electrical photo technicians . 
camera controls 


.. . oe 


ξ» ο we ooo. 


K 


Dro... ὁ ο 


e eeoa cooo Moo... 


E 


C 


. 
...s 9 9 9 o 9 ο ο 5 ὁ 9 ο ο ο 


oe ee eee 


e 9 9 9 9 9 9 on 9 9 9 ὁ ὁ po ὁ 9 s 9 ο n ο 
Uv 


$9 9€ c9 9 9 0 c£ 09 c9 9 9 9 » 9 * * $e 9 9 9 5 9 9 ο 5 
9 9 9 9 9 c9 0 $5 9 c» 9 9 0 $9 ο c8: 9? $ $ 9 9 9 9 ο ο 

e$ 9 39 9 $9 4 c9 9 à» 9 0 * 9 9 ὁ * 9 * 9 0 9? 9 c3 ο f 

"COMEDIT CLIE ITE 
e... 9 ο 6 9992929222222 ὁ 6 9 9 ὁ 9 0 6 ο 9 9 ὁ 9 ο ο ο ο 9 ο 
e 0 0 0 c9 ο: 9 4 09 à 9 9 0 c c9 0 ο 9 6 * * 9 9 ο * ο 9 c3? $3 ο ο 
5 0 9 o9 9 0 9 o9 9 $39 9 0 9 9 9 9 ο 9 t$ ο 9 0$ 96 c9 ὁ ο 0 $ à ο ο ο 
.. 3» 9 €$ 9 9 * 9 9 * * 9 * 9 9 9 9 9 9 * 9 ο 9 5 ὁ $ 9 5 9 9 ο 
$9 9 9 9 c? » 9 ο c? o9 0 9 c9 9 9 ο c£ 9 9 ο ο 9 39? ο 3 9 i$ 9 9 * 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


eee dca ie ο... 


v) 


eif 9 ο ο m | 9 | 2] || ὁ 9 9 | 5 £9 [nec] |n 9 n9 n 


TM AE EE SS EEE EEE EEE EEE EEE EEES 
EB AA SA ἴα 


FE ΓΩ ΛΟΟΦωω9ΦΕΗΛ)ΓΛ)ΩΕΓΛΟΙΑΓΟΟΟΟΝΒΒΑΛΟΟΟΩΟΓΟ ΕΣ» "rms n 
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H-175-54-104 


FIGURE 238 - CAMERA HEAT AND VENT LH GENERATOR AND BOMB CONTROL ELECTRICAL RELAY PANEL ASSEMBLIES 
438 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
238 CAMERA HEAT AND VENT LH GENERATOR AND BOMB CONTROL ELECTRICAL 
RELAY PANEL ASSEMBLIES 
175-54050 . PANEL INSTALLATION, Electrical LH generator control relay. . .Ref 
(see figures 233 and 941 for next assemblies) A 

-1 AN520-10R12 zs a SCREW? ο ο oe Doe omis Se EU m er an dd 
-2 AN960D10 . . WASHER. . . $e μας νε le 
-3 175-54050-11 . . SUB ASSEMBLY, ' Electrical “LH generator control relay panel . 1 
-4 AN365-1032 +. NUT. μμ μμ μμ μμ eee BO 
-5 2W1-13-16-63 "e WASHER, Plain “(naj . at ES $a. e we ee 898 
-6 175-54053 Ὁ. STUD, Electrical panel cover “supporting . . . , 3 . 8 
-T 175-54050-17 HL" COVER, Electrical LH generator control relay panel. qued vs 1 
-B: AN520-416R14 E . SCREW... ο ο ο $4727 57 1." ios ws ups te m A. ers 
-9 67191-1 ` | RELAY (GFP). πι aT D Je E O EA ueram c 
-10 AN515-8R16 . SCREW... ο e SP EU e Suo d Pei 3 ; sr xx Ὁ 
-11 PAIS . CIRCUIT BREAKER ` (SPT). νο iw. pes ie te . aes M τα. 
-12 AN515-8R12 e SCREW o 2. ese 5 MC ος silo? ee τ duces en de cu ES eo ρα 
-13 AN3316-1 v ^. RELAY qu ui e en ew BMD, a Ἴθι ce tle s: ss dtr fet arte? ete, 8 
-14 AN3249-1 eco ο ΘΆΟΚ; So a δ ο Secs Le ee . $E due Dp tp Ver ἐς ra ον 

AN960C516L v x WASHER. 4 0 x 3973 cy ὃς mmo og - ο ο 
-15 AN3249-2 we Ὁ JACK $06 $979 $ x. τε. τῷ dm oo s ὃς IPs ss $e b 

AN960C516L +. WASHER. . . . +. + $ six 2% 3 > Uy ο ον erui A ts 
-16 AN520-416R14 E . SCREW . . . . . . . "τν"... ο Cer diat E^ Ies Se 
-17 AN3370-1 ο e RELAY a a se e e cere. ven ὃν e a a 
-18 AN520-416R14 . . SCREW. . . . . Aa E -ᾱ E eS . gnai τῳ, 2 
-19 AN3371-1 pi . RELAY . . O πο ο a ο. 
-20 175-54050-5 , . BUS BAR, Electrical LH generator control relay panel. . . . 1 
-21 175-54050-15 . . BUS BAR, Electrical LH generator control relay panel. . . . 1 
-22 175-54050-7 . . BUS BAR, Electrical LH generator control relay panel. . . . 2 
-23 175-54050-13 . . BUS BAR, Electrical LH generator control relay panel. . . . 1 
-24 AN365B624 ο ee μμ cie ue s m^ Swe Ra Here le ΙΝ ο ο Be ae oe ved OB 
-25 AN960B616 n . WASHER. . . . « « e © © . ὁ © ὁ on ο ot on 9 n ng v noU ene d 
-26 AN507 -832R16 . . SCREW.. ο.” 
-27 146-54043-10 . . PANEL ASSEMBLY, Electrical "3/8" inch stud “terminal ο... 
-28 ` AN341-616 +. ΝΟ, αι μι αμ μον ο I AS AS 
-29 AN935 -616L wo dg? E WASHER "T ο ο ο EL egia 3.3 
-30 AN507B624R32 ' © . . SCREW. . Eos there? xw fad t3 
-31 146-54043-3 . . . PANEL, Electrical "378° inch stud terminal . . . "EE 
-32 146-54043 -5 e INSULATOR, Electrical 3/8 inch stud terminal panel ee | 
-33 175-54050-9 . . BUS BAR, Electrical LH generator control relay panel... . 2 
-34 AN520-10R16 vo hel PCW: unos cuz lo 9o V vey UR Gh ο αἱ imis e BOE E See oe Y 
-35 AN3200-450 o SHUNT 445 it a a Ὁ RR pa «5 Ὁ τς, TES e a 2 
-36 AN520-10R12 . . SCREW... νην: 
-37 AT51E . . CONTRACTOR, Generator π00Α ᾿οὖγ᾽ DC " (REM). 9 ο ο ου -- 

175-54140 . PANEL INSTALLATION, Electrical camera heat and vent and bomb .Ref 

control relays (see figure 233 for next assembly) 
-38 AN515-8R10 ν΄"... e ve* Seq re we gen Be ae exe 1o 
-39 AN960D8 . . WASHER. . . mI MGE 
-40 175-54140-5 . . SUB ASSEMBLY, Electrical | camera heat “and “vent and bomb. . . 1 
control relays 
-41 AN515-8R10 . . SCREW.. ΜΉΝ E" pu «φ- γερο ius: 24 
-42 650-3138 ` l TIME RELAY, Aft camera heater (COE). . . . aa D 
-43 AN520-10R10 . Ow SCREW xc 6 0e or 3 9 ae a is 2 ο - 
-44 AN3350-2 Co c9 RELAY 2 X x10. ο Ὁ 9 € ας 5 αν το, δι cm Qm Ὃς. ας 26 
-45 AN515-8R10 . . SCREW... ee A WO ο ο S 
-46 237EAU . . RELAY, Dpdt 24 voit DC coil (LR drawing. No. LC5008) (LC) . 3 
-47 AN515-8R10 . . SCREW . . . ww ew ὁ . o... . m om 5 ος ο ee AME 
-48 AN3316-1 . . RELAY... e... ο ο CH" viles sa sap ub 
-49 175-54140-7 . . BUS BAR, Electrical camera heat and vent and "bomb control . 1 
; relay panel 

-50 AN520-10R10 + . SCREW... eseo o fs ese Os a! et ay Be aa eet eae SS 
-51 AN3352-1 . ἡ RELAY . 4 . αν a we sete ο -ᾱ ο 79 e ο 1 
-52 AN520-10R10 ντ..." ο ο 
-53 A7933 ` | TIMER, Bomb salvo repeat (HYAW). . . . . ee ee eee ee 1 
-54 AN515-4R8 . » SCREW . . . o... .. . .. . o9 om o m t 55«».«. n 3 

AN365-440 ^ NUT . . « « « « ee n ooo EMEN a te el ee δὲ ay E ο 4 

ANQ60D4L . . WASHER, . . 2. socso > . e ioe ο... 
-55 AN515-4R10 P . SCREW . . . . . . . . W^ ie Ἕν ia TEE O 
-56 AN3310-1 9 . RELAY . . . - ὁ ο 2 € Seige sien ie ο EUN. ο ο We! Can Ter -ᾱ- ον = E 
-57 AN3100A22-19S . . RECEPTACLE, . « . . ὁ ee .. > + Si τᾷν i was te^ tec Ye sx d 
-58 2L7-2 . . LUG, Safety (NA). . . . . . . DD ae! α 
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FIGURE & 
INDEX NUMBER 
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ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


i 


H-175-54-127 





FIGURE 239 - LH AFT SIDE BULKHEAD STATION 158 ELECTRICAL EQUIPMENT 


PART UNITS 

NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
No Number LH APT SIDE BULKHEAD STATION 158 ELECTRICAL EQUIPMENT. . . . . . Ref 

(see figure 233 for next assembly) 
175-54040 . COVER, Electrical photo technicians camera control closeout . 1 
AN515-6R7 a OCREW o C 5 
AN515-8R7 : CREW ὁ; ζῶν ars 474099 a, Ὁ, a e da ὃς a as naa ο "Ὁ 
ΑΝΟΘΟΡΕΙ, ez WASHER; a: ise ss: Λε. Je oe we e δα a de e e ... . 5 
AN960D8L s WASHER. ... 2 2 . € 2 09 ο a X679 oy Fo oss os O 
175-54194 . PANEL ASSEMBLY, Terminal strip mounting . . . . πο 1 
ATTACHING PARTS 
AN515-8R8 ΙΑ πο ο Sar se? har ye Bier ος uel (δ Wee cay ο 6 
ANQ60D8L e WASHER πο 0,08, a ο O in e 6 
a 
175-54194-3 - . PANEL, Terminal strip mounting . . . .. asa aes E 1 
175-54194-5 . . PANEL, Terminal strip mounting . . Sid Mey cial ο Cet “ve bis 1 
AN3436-2-20 . TERMINAL BLOCK ASSEMBLY. ..... 5. 9 e ο ο e» .... 5 
AN3434-1 ο STRIPS e ee de a Δ. L9 6 a we ae wo te LO 
AN3434 -2 ο de STRIP 20.056999 A NR A al NS 5 
AN936A6B - . WASHER... DICERE EE E aca ee ae ADO 
AN961-6 - . WASHER . . IO A E CAR AA AI A pe a OO 
AN341-6 : NUT. . . "p" 100 
AN515-4R6 A SCREW. . . . ... & ^." ues ou ο . e e o a i 
ΑΝΟΘΟΡΗ1, χα» Wr WASHER: ταν ean ara Pee ο niece erdt e ο ος ce ο L6 tau d. Ὁ ἐς, «15 
175-54022 . PANEL INSTALLATION, Electrical photo technicians camera . . . Ref 
controls (see fig. 237 for detail breakdown) 
AN3106A1!85S . PLUG (MCD3 control 938-200). . . .............. 1 
AN3057 -6A a” ADAPTER. 2-. o 53. 9 de ας age αἱ ὦ" v dm -ᾱ- TR. ὁ- ew 1 
AN3106A28-11S . PLUG (MA10 control 947-101). . . .. v.i. ο ο ο... 
AN3057-16A ^. «ADAPTER t. dr tO cat ies ος ti δν Si molar δικο Da ο TR Wa. but ABO ον 1 
AN3106A28-12P . PLUG CAS2 remote control ie tee eh “Wace ο ο bs te ey net ᾱ 1 
AN3106A28-12S . PLUG CAS2 remote control 170-100) . . FIC a A o a a 1 
AN3057-16A "E ADAPTER oo τῷ, ces tae tea Ὁ eaten Mea 2 
NAF1077 -3 . RECEPTACLE AND CAP, Electrical connector double contact κ; A 1 
ATTACHING PARTS 
AN365-440 $5 (NUTS ο eG we ena) Sot ο ο τὰ Vente“, Convio. αν ο E 4 
AN935-4 » ¿LOCK WASHER. 4.4 7e € a Jar Cee See aa T ον a a cm L6 ἓῷ 4 
AN515-4R4 s CREW "νην Seek ο Shee Se Sere ee ο cel sy 4 
POS ¿ER 

AN3057-8 ADAPTER 2 a EIE d we ge ος eect Zh te ud 
AN3106A14S2S PLUGS ο A Pa pe? 2. Wop E^ Wis SOL et ο Ὅς Qe ey e rie Ern 1 
AN3106A14S2P PLUGS 5 mls rx «ο τς reos ue ο prar ur ο. e 1 
AN3057-6A ADAPTER . . ——— e en eee See e e a ο. 


USEABLE ON 
CODE 


— ee ο - οσα α σασπαστσαησνσακυώ πως ὦ 
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FIGURE 240 - ENGINE FLAP CONTROL PANEL INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. ^" CODE 





175-54046-101 PANEL INSTALLATION, Engine flap control. . . . . . . . . . o 
(see figure 228 for next assembly): i 
-1 AN520-10R8 «e SCREW = o ο el ATA 9 29 91089. οφ 16s a ος e A δν. ᾱ ον 2 
-2 AN960D10L . WASHER. . . yu E o Lv 9 
-3 175-54046-23 . PANEL ASSEMBLY, Engine flap control . ο. Mei cs at ee e UR le ie ᾧ 1 
-à 8747K3 . SWITCH (CUT). . . . . . M eat te Mowe Jor ty oo 6 
8916K544 + GUARD (CUT) ...... ra aa, Syren TaN $ 6 
-5 AN515-6R7 . SCREW... . . . . το. 12 
AN365-632 . NT.. . . . . $e 12 
-6 AN3034-1 | LIGHT ASSEMBLY. $ k 2 "AE 1 
AN3121R313 . LAMP. . . . . > 1 
-τ AN3157-2 . LIGHT ASSEMBLY. Be YO τῳ; v nosh es che: c I E ο x 1 
AN3121-313 . LAMP. . . . A ο oL P deci mien E ο ὖβ. . 1 
-8 AN3021-1 S  SWETCH. Vo  ὁ ὁ 49 ege cw le Ὁ "ὦ 9 e a a " 1 
-9 AN3211-2 - SWITCH. . . . D 1 
-10 175-54046-5 . BRACKET, Panel “assembly engine flap ς control es <a Stes οφ cee 1° 
-11 6400A23A1A4 . AUTOSYN INDICATOR (BX). . . nae Brats oy Hon εὖ 1 
-12 AN365-832 . NUT... aire e eu Pan ο VENE. ο ο ο dk Vale T$. ee ταν «ο. ciet e 8 
-13 2W1AL12-20-40 . WASHER, Plain (NA). . eh haste’, DERE E 8 
-14 16 . GROMMET (Shore H20- 30) (m) : : Da ᾱ- KD EAE. US sel d 8 
-15 175-54046-7 . SPACER, Panel assembly engine flap control. d.a Ne. Ram luo ur Caras 4 
-16 AN515-8R12 a “SCREW zo 102 a QAI “a ο - (αν Tec dare να, ο 8 
-17 AN515-6R6 . SCREW... wide ie Sign Sere ο pales A ο ο sey ae Id 4 
-18 AN3160-10 . CIRCUIT BREAKER αν P : a lei E de 5 a 
-19 87843 . SWITCH (CUT). . . . E d ος. Ὁ 1 
-20 AN3021-3 . SWITCH. . . . . . . 3 3 
AN3028-4 ze GUARD a 3c) ο see ον he esie de Ge tte ar ee ae e n 3 
-21 # AN3021-3 , s PONTICE: x 29 XU GU eee ee es e dm E. τοδί ο TR ie 1 
NOTE: # Denotes the incorporation of Service Change No. 411 Β 
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PIGURE 241 - LH SIDE STATION 158 TO STATION 224-5/8 RADIO COMPARTMENT ELECTRICAL EQUIPMENT 
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ΑΝ O1-GOAABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
241 No Number LH SIDE STATION 158 TO STATION 224-5 RADIO COMPARTMENT. . . . Ref CC 
ELECTRICAL EQUIPMENT (see fig. 228 for next assembly) 
-1 AN520-10R8 . SCREW. . . ý 19 σσ 
-2 183-54033 . PANEL INSTALLATION, “Electrical circuit breaker and AC “ruse ἃ 1 σσ 
(see figure 244 for detail breakdown) 
-3 183-54024 . PANEL INSTALLATION, Electrical bomb release and temperature. 1 σσ 
controls (see figure 247 for detail breakdown 
-4 CHA . PORTABLE: LIGHT (Navy Spec. 94-32294D) ... ded une ἃ vs 1 cc 
-5 AN515-6R7 μα ο παρ μα Sea A a GF a at ac eo OR VE wr VO a 2 cc 
ANQ60D6L . WASHER enter woven. Signa tol be es 06 2 cc 
-6 A4853 | FILTER INTERVALOMETER (ark) Sos edt E ar ον Lael ve E 1 cc 
\ -τ AN365-8-32 s CNÜTISG IS ο 4 κο X 19,9 we ο ο ο ο 2 cc 
v -8 ANQ60D8L al WASHER'4. a fe. a a ews τᾱ- RII 8 he es 2 cc 
-9 AN515-8R6 . SCREW. Wu CE ὡς EL AT AR NL T 2 σσ 
-10 183-54038 . PANEL ASSEMBLY, “Electrical circuit breaker camera. . « . . . 1 σσ 
(see figure 243 for detail breakdown) 
-11 AN365 -440 se μισο ο ο ο ο Sas’) cap ο Ay κο ο ee, el Se VIO Cip Ged les ο Se 8 cc 
-12 AN935-4 s WASHER ος e a cel $s $20 a AA ανν A 1E ας as 8 cc 
-13 AN515-4R4 . SCREW... ae 8 σο 
-14 NAF1077 -3 . RECEPTACLE ÀND CAP, "Electrical connector doubler contact Me 2 CC 
-15 AN3057 -8 ws ADAPTER. 4. 4.04 Ὁ le an b> pe o E οὗ τς à ντο 2 cc 
-16 AN520-10R8 ο ολα Swe A ο Set οὐ ee ae a E 3$ 10 σο 
ANQ60D10L « WASHER 45 xoxo ον, TR A να tae αν αἱ ee eS ws. i s 10 σσ 
NAS43DD3-20A . SPACER, Screw. . . τ 5 cc 
-17 183-54140 . PANEL ASSEMBLY, Electrical ‘camera heat vent and "bomb control 1 σσ 
relays (see figure 245 for detail breakdown) 
-18 AN520-10R8 igi ιο A Sh gs. ο a eS ARIAS AA Ble ο lat; wR a a 7 cc 
AN960D10L . WASHER . . 7 cc 
-19 183-54074 . PANEL INSTALLATION, “Electrical cabin temperature controls. 1 σσ 
(see figure 243 for detall breakdown) 
-20 AN3106A1681S ο PLUG AE ον 0-4 αν He a ee ὁ E X. ας ὡς e oe 2 σσ 
-21 AN3106A16S1P 2 PLUG UL A ο iuga. ec RA 1 cc 
AN3057-8A . ADAPTER. . . stade: a Lar $c 1 σσ 
-22 938-300 | ELECTRONIC INTERVAL CONTROLLER (Type MCD-3) (Cav). . S... 1 cc 
AN520-10R8 ον OCRE αμ RE Greate ο ο ο ος. 4 σσ 
AN960D10L z WASHER s ὃν ας So Ab cas mo E m a lec UE LI L6, Sale te τα ὃς ῳ 4 cc 
-23 AN3106A20-27S A A uie eX Ie oe A MR TO ME A LS 1 cc 
AN3057-12A e", ADAPTER ΦΚ ος νο (R18) ος E cc 
-24 JX37A . FILTER ASSEMBLY (SPR)... .. ..-. eee ος 1 cc 
-25 AN515-8R8 e OCREW u “ἴδ a ο ces ᾱ. fe rte te. as ere cor a, del Se $79 Gi See Cw es 4 cc 
-26 AN781-4 s NIPPLE io a lente Sac we ο Ses Cosel aaa ας 2 cc 
-27 AN3106A18-68 vs Εμ LA a a e a Ye ος "A M PPP 1 cc 
AN3057-10A é ADAPTER; $5 1.2109 3 x4 αι ον Gg oe $i ο ara "νι Quid 244 ken Pon 1 cc 
-28 No Number . CAPACITOR {Έπος σεβιδ6ὀ16)᾽ (JAN-C-62). 1. . . . . . . . Y cc 
29 AN3106A1283S . PLUG . . . . "xx 1 σσ 
AN3057-4A . ADAPTER. . . . i 2.5 . a a Jet see 8 1 σσ 
-30 AN3106A1482S . PLUG (photo recorder free air temperature remote compass) . 2 cc 
AN3057-6A . ADAPTER. .... $i ee ΝΡ μα” 2 cc 
-31 AN3106A18-18S . PLUG (photo recorder. counter "unit). ο τς κ ^ FEM 1 ος 
-32 AN3106A18-98 . PLUG (photo recorder) . doces ο Va εν. "ES 1 cc 
AN3057 -10A s ADAPTER. ov οσο tial! a AV CI Hae BE door vehe . S s 2 cc 
-33 AN5534-1 . RESISTOR. . . . $79 ASA oe «@ s-e 1 σσ 
-34 175-54195-107 . COVER ASSEMBLY, Electrical terminal conne ector. Mund Na ος 2 s 1 ce 
-35 AN3436-2-17 . TERMINAL BLOCK ASSEMBLY. . . « . . +... e «© ee 9 we ο ο "n 1 cc 
AN3434-1 ge AIRIS asd xw. ms 821581 Ye] d ο wore .. 3 cc 
-36 AN365-440 . NUT. . $..€ ck. ως Ὁ, Ae. acum Two ves τε e Ia: e) δι, al D^ DEI Esca I) ο sen τα, Se 3 cc 
-37 ΑΝΟΘΟΡ4, +. WASHER Lo € e a ἡ See α οὐ ἃ P TTL a το Si da more 3 σσ 
-38 AN515-4R7 . “SCREW. 2 2 $7. 5. 3 ; 2s ay jaf ea πω 3 cc 
-39 AN341-6 NT MEE MERECE w ve wo» «s ὃν Nees 17 cc 
-40 AN936A6B « WASHER c o € ox κ 4 -ᾱ ox * wo -ᾱ 2 "m "o ὧν, δν νῷ» we 17 cc 
-41 AN961-6 . WASHER μα ΙΟ E ἃ) ὦ νο ο τῷ; ο ο. 17 σσ 
-42 AN3030-7 . LIGHT ASSEMBLY 1M M A eee an Ney O TEM . 21-78 1 σσ 
4-83 AN365-440 OU ccc 5 cc 
- 3-44 ANQ6OD4L . WASHER . «6 ο 2 04 » ο ο ο wo ο... ο "m 5? cc 
-45 AN507 -440R10 s OCREW Ὁ. ο. * X ko A νὰ NAE . ἐς ye ore 5 cc 
-46 AN3023-3 2 SWITCH ix jeta er ken vei tien Nog cer «ἂν μα le b . — "E 1 σσ 
-47 AN3229-1 . GUARD. . e! Wes Rue Tecum m vw, c e ο ar EA d e e o "TET 1 cc 
-48 AN515-6R8 ° . SCREW. .... a TEE DONNE 2 cc 
-49 AN3436- 24, . TERMINAL BLOCK ASSEMBLY. A vai ο ο ο ο IURE ου b> ιτ) Us: 1 CC 
175-54195- 81 . COVER ASSEMBLY, Electrical terminal connector. . . . . sà 1 cc 
AN365 -440 PNUD ενα Ὁ ae OSA, te e aa Bie ο.” 2 cc 
ΑΝΟΘΟΡΙΗ, . WASHER , . Wives aa e a A ee A A La 2 cc 
9 AN515-4R8 io CREW. uo ae er A we Se HR, ᾱ n . 6 E Φ 9 cc 
AN341-6 x NUT. oe es) 3v € oe de OE oe a κα 22 M. CS! Je (er τὰς ud τι. sk 4 σσ 
À AN936A6B ΟΙ με ie aaa, er Oe ee μμ ος 
AN961-6 2. “WASHER o a a a ie te le s.s $ Ts -— 4 σσ 
-50 947-103 . SERVO POWER UNIT, MA-10 camera magazine "control (type δὲ) {οὰν ) 1 cc 
AN507-428R8 | πίη: ocv isis ah 9€ eee A W. ote ο ο“... 6 cc 
-51 AN3108A24-288. μον a τς ο ο tele ë 2 432€ i94 - > αὶ 1 cc 
AN3057-16A `} . ADAPTER: 4. 2o ο els 3 49 3.1 ^9 el s. Swe de or ls ie, De κ; .ᾷἳ 1 cc 
-52 ANS108R20- 278, PLUG... .. : ; κ te Vie an ape. By le 1 cc 
- AN3057-À gh . ADAPTER, Electrical accessory “to cable ^ πο EE 1 cc 
-53 160- 54011- . LEAD ASSEMBLY, Electrical engine ΓΞ. control) LH. .... 1 cc 
Q 160-54011- 13 . LEAD ASSEMBLY, Electrical engine (temp control) RH. z. 1 cc 
-54 146-51547 . GASKET, Pressure bulkhead thermocouple discharge plug... . « 2 cc 
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FIGURE E PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
241-55 AN515-4R8 ο μον gr terum ue ues ο qu coh el ον me NUS 8 cc 

-56 AN365-440 e. ANU S ec. eos "ru TE A E: 6 σο 

-57 AN3436-2-7 . TERMINAL BLOCK ASSEMBLY. m UE RAS AA 1 cc 

-58 AN3436-2-5 + TERMINAL BLOCK ASSEMBLY. . . . ee . . 2 4 4 ο ὁ we we ὁ wwe 1 ce 
175-54195-83 . COVER ASSEMBLY, Electrical connector . . . . a . . . s ο ον 1 cc 
175-54195-87 . COVER ASSEMBLY, Electrical connector . . . . . e . e s sso 1 cc 
AN365-440 s NUTS co ο ο ο αν ο ο cer Me eee USD e Ἡ Ὁ Ue vs 4 cc 
AN96ODAL . WASHER p: à ο τν 0) 0993 a A o € ὁ ο 2 4 cc 
AN515-4R8 2. SCREW: 4x a ο ον e AA a Ἡ ον 4 cc 
AN341-6 é NUT e 20 dor ei More cesse Sah ae V os Wem eek. oue a wen hike 12 cc 
AN936A6B & WASHER o4 $9 ὁ oloa a € a es a a A δν μον e 19 CC 
AN961-6 e» MWASHEBH-4 454-9 2 7e 989.09 €. ο 3o may O A SS e le Ὁ ptu 12 cc 

-59 AN3106A28-15S ο "BLUG- v o wu E A € TUR E A Ἡ e ον eem. ὃν Se 1 cc 
AN3057 -16A + ADAPTER. . +. + ENS A ο Ὁ ARANA A EAS a 1 cc 

-60 A24A9178-3 . VOLTAGE REGULATOR (WXL)e a ο Tem e Gite ovs 2 σσ 

-61 A28A8727 . MOUNTING BASE (WXL). . . . ............-...... 2 cc 
AN515-6R8 & ,S9CREWe ὁ ον ᾱ αφ ue cde AS αι Ὁ) τῷ OD Wee ὃν ers 8 cc 
AN96OD6L o WASHER a aaa E ϱ a a araa ο A Us, a ata 8 cc 

-62 AN515-6R6 è SCREWs & κ « α $ . . . AE" 8 cc 

-63 175-54059-3 . COVER, Electrical | pressurized panel LH fwd side}. EU. E v 1 cc 
175-54059-5 . COVER, Electrical pressurized panel (LH aft side ο a αἱ 1 σο 

-64 175-54061 ‘INSULATOR ASSEMBLY, Electrical pressurized power panel . . . 2 cc 

-65 175-54050 . PANEL INSTALLATION, Electrical LH generator control relay. : 1 cc 

: (see figure 238 for detail breakdown) 

-66 1022 . LAMP ASSEMBLY (type A-O) (SEB).v ae v e Ox 1 cc 
AN3122-308 ᾳ E e cR ον 6, αἱ ος δι ών. d m NU Vis. ve κ m" ee oe Ug 2 σσ 
AN507-632R6 . SCREW... 5;. 17 3€ c9. 9. 19.9 Jo Orem fait dm A eir. s 2 σο 
2W1AL16-12-64 . WASHER, Plain (Maj "ΙΡ ο e as lon eta ee a 2 cc 
AN365-632 . NUT. . rre sis x : CERERE EPE 2 σο 
No Number + LH FORWARD SIDE "BULKHEAD STATION 199 ELECTRICAL EQUIPMENT. . Ref ce 
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(see figure 246 for detail 


breakdown) 
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H-175-54-103B 


FIGURE 242 - ELECTRICAL CIRCUIT BREAKER CAMERA -AND CABIN TEMPERATURE CONTROL PANEL ASSEMBLIES 


ROURE & PART UNITS USEABLE ON 
INDEX NUMSER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
242 ELECTRICAL CIRCUIT BREAKER CAMERA AND CABIN TEMPERATURE CONTROL 
PANEL ASSEMBLIES 
175-54038 . PANEL ASSEMBLY, Electrical circuit breaker camera. . . . . . Ref AD E 
(see figure 233 for next assembly) 
-1 175-54038-3 + . PANEL, Electrical circuit breaker camera. . . + + + . . » 1 AD 
-2 AN507-632R8 e + SCREW.. oeoo soe tw ο 9 «ο.» 9 t ot s ο ο ο n. 2 AD 
-3 AN515B6R8 U i SBCREWO. a wreda dese arte e einer Le! ah wince: eie ies waver ite s 98 AD 
-4 AN3161P5 . . CIRCUIT BREAKER . . . . . © © © e © © © © © © © tm t] 9 t n9 14 AD 
-5 AN3161P10 + . CIRCUIT BREAKER . . +. +. +. +. © e e © © © © © © © © eo’ 22 AD 
-6 AN3161P15 . . CIRCUIT BREAKER . « . « « © © © © © © © © © © 0... . gn on 4 AD 
-T AN3161P25 e . CIRCUIT BREAKER . +. . ο « © «© © © © © © © © © n n © n tg 1 AD 
-8 AN3161P35 . . CIRCUIT BREAKER . ο . . . « «© «© © «© © © © © © © © © © 9 ng 3 AD 
-9 AN3161P50 . . CIRCUIT BREAKER . . . . +... . e . . . . 0... . tw 1 AD 
-10 2B1-9-2 . . BUS BAR (NA). . « « © « © © © © © © © © © © ot ot ο. 95: 9 n9 4 AD 
-11 2B1-10-2 +, + BUS BAR (NA). +... e e e ο ο ο . . ο ο ο ο . +... t! t1 +. 3 AD 
-12 2B1-10-3 . . BUS BAR (ΝΑ). . . ο « © © © © . © © © © © oeo ο ο 15 ΑΡ 
146-54074-25 . PANEL INSTALLATION, Electrical cabin temperature control . . Ref AD 
(see figure 233 for next assembly ) 
-13 AN520-10R8 . . SCREW. . ο . e © © © © © © ooo. oo... 9 £$| 5 9 ο 6 AD 
-14 AN960D106 v (e CWASHERS =s a 9e ot ο ο a ὦ ο αι ὁ. ο. ᾱ, ας 6 AD 
146-54074-15 . . PANEL ASSEMBLY, Electrical cabin temp. control. . . . +. e 1 AD 
-15 146-54074-9 . . . PANEL SUB ASSEMBLY, Electrical cabin temperature control 1 AD 
-16 AN520-10R8 . « . SCREW . . . ὁ . ὁ ὁ ο ο ὁ ee ο o ot om loo © gp o t | | 4 AD 
-17 46c412-1 7 . | BOX ASSEMBLY, DC cabin temperature control (VCH) . . . 1 AD 
-18 AN520-10R8 e > « SCREW. . . ὁ © 9 © © e © © © © ο o o o | t |] ο. oo 4 AD 
-19 47C24 . . . BOX ASSEMBLY, DC heater control (VCH). . . « a we ee 1 AD 
-20 AN515-8R7 +. +. SCREW. . . 6 « © © © © ο ο ο ο ο «9 ο oo o t o 5» 4 AD 
-21 23TEAU + . . RELAY, Double pole double throw 24 volt DC coil (LR) . 2 AD 
-22 AN515-8RT7 e . « SCREW. « ο ο . ὁ »  « ο ee ewe 9 ο n os s ο ος. ο f 8 AD 
-23 2069-900 . . . RELAY, 24 volt DC coil (LR). 4 ὁ 4 ον oec] 90908 2 AD 
-24 AN515-6R10 » e « SCREW. . . . » ὁ » e e » ὁ 9 s» e ὁ c? 9 ὁ 5 . ὁ ο 1 1 f 4 AD 
-25 E6469 . . . RELAY, One switch time delay 30 seconds with filtering 1 AD 
(jet door) (HYAW) 
-26 AN515-6R10 ©. a +. SCREW. . . ο © ο © © © © © © © 9 ο o. ο os «ο. ο. 4 AD 
-27 6468 . . . RELAY, One switch time delay 10 seconds with filtering 1 ΑΡ 
(heater) (HYAW) 
-28 RW31G201 . . . RESISTOR, Fixed wirebound (power type) . . . . +. +. + + 1 AD 
style RW31 (specification MIL-R-26B) 
AN365-632 s .» x. NUT. A Ow ᾱ 5 9 1 ΑΌ 
2W1P10-2A62 . . . WASHER, Plain (NA)... +. +. +. +... + + "I 2 AD 
AN960D6L so v9 WASHER .5 ο ος 1o qe, muri m mmm ος ὃς os DEP cei Pw cm τᾱ 2 AD 
AN515-6R32 e . « SCREW. 2 6 6 « » à 4 € « o^ Ὁ 0€ * 3 9 o * o € 4 9 o oo 1 AD 
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a FIGURE 243 - ELECTRICAL CIRCUIT BREAKER CAMERA AND CABIN TEMPERATURE CONTROL PANEL ASSEMBLIES 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
a id A PA ως ο ών. οσα 


ELECTRICAL CIRCUIT BREAKER CAMERA AND CABIN TEMPERATURE 
CONTROL PANEL ASSEMBLY 








-183 -54038 . PANEL ASSEMBLY, Electrical circuit breaker camera. . . . . . Ref cc E 
(see figure 241 for next assembly) 

-1 183-54037 + « PANEL, Electrical circuit breaker camera. . . . . . . . . i cc 
~2 AN515B6R10 eee hy SCREW ο ο eh. see vm neum neo EX) ο de AVAST NS eee ey "BO cc 
-3 AN507B632R10 + + SCREW... ο AS ο S ow av ou ve E ος 2 CC 
~4 AN3161P5 2:3. CIRCUIT BREAKER |.. lo II IIL i i i i ii æ cc 
-5 AN3161P10 s» -GIRCUIT BREAKER. o x4 € wx φάω Ὁ 9 AAA 0 αφ. ὦ 22 cc 
-6 AN3161P15. « . CIRCUIT BREAKER . . . « . o... © © © © ὁ ὁ ο ο m ο ὁ ο ο σσ 
-7 AN3161P25 . ο ¡CIRCUIT BREAKER: ο ο ὁ ὁ ὁ 9 ὁ ww δ; o9 80 ee e cc 
~8 AN3161P35 a us CIRCUIT BREAKER, e 2ο eo a aa ls a cc 
-9 AN3161P50 è ἡ -CIRCUIT BREAKER. οὐ e w Ὁ ὦ bow et OK AA ἃ αὶ Ὁ S σσ 
-10 2B1-6-2 s. τ BUB BAR ANA. ος wow URS ee A RO A RA cc 
-11 2B1-6-3 e cce BUS BAR (NA)e 4 3-3 9 ve m a a ος i ee -ᾱ 1 cc 
-12 2B1-9-2 « . BUS BAR (NA A as Cu δή Wy Tee NND NS a a OS σσ 
-13 AJ4-35 + . STUD (DZ). o. USE sts Me. cay ced ο X€ Uer ο Paes OU, we Ned a ig σσ 

GA4250 gins GROMMET (DZ). 9 " - ο idle pr A nn cus -- cc 

183 -54074 . PANEL ASSEMBLY, Electrical cabin temperature control . . . . Re cc 


(see figure 241 for next assembly) 


-14 183 -54073 PANEL, Electrical cabin temperature control... 


-20 AN365-632 NUT. 44 ἡ. 99g) D$ ow "ο o 9 om ce De c MS RES ιν -ᾱ, ve 


-15 AN520-10R8 SCREW . . . . S Nei . cc 
-16 47C24 BOX ASSEMBLY, Direct current “heater control ἰνοη) PE * cc 
-17 AN515-8R8 SCREW... . μι ασια μμ μα ο. cc 
-18 237EAU RELAY (LR Drawing No. 1c5008) . φ τς . . 

-19 H46C412-1 CONTROL BOX, Direct current cabin temperature control VCH) οσ 





. 9 0 c9 9 9 c9 0 9 Ὁ ο ο * * ο 
. 9 9 9 9 c$ $9 c9? 9 0 ο 75 0 » » 


( 
RESISTOR, (Specification No. JAN-R-26A) (Type RW31G201) 
) 


WU DH PRK ORPRPNNRPHNNY Or H UW W UI EW HW eH Jr 
Q 
Q 


-21 AN960D6L WASHER. . . « etuer ce eh! Wee Né 119 -ἱ6 ἂν ον uode + cc 

-22 2W1P10-20-62 WASHER, Plain (NA): » σσ 

-23 No Number à cc 

-24 AN515-6R32 SCREW νο c. ο κ ον A JA Wy a & cc 

~25 AN515~6R8 SCREW... . Pee eer Gee eee Te ee ee eT : σσ 

-26 E6469 RELAY, One switch time "relay quw) EFI EE A ο > cc 

-27 6468 RELAY, One switch time relay (HYAW) . . . . . . . a : cc 

~28 2069-900 RELAY, 24 colt direct current coil (Air Ground Monitor) . cc 

(LR Drawing No. LC2900) : 

-29 AN3436-2-17 ew TERMENAL BLOCK; 34 wd A a A AAA ce 
AN3434-1 de ac) ARLE A A O RO ο σσ 
AN3434-2 Ac Oo ΜΕ os d C OM E X Oc Ue OW RA A ER A cc 

-30 AN365-440 Fe NUT ac xs dc e G3 uec WX e RAR A AA AE A ce 

-31 AN96OD4L O A O Veit o aad σο 

-32 AN515-4R6 ο) PA ο e ο ο co ἃν Γεν wee: ο ο Le ἐάν cc 

-33 AN341-6 wo 40 NUT A RAR E AA RA OX ώς a 17 cc 

-34 AN936A6B » se. WASHER; € 2. ARA RA AE Sew we 17 cc 

-35 AN961-6 ὁ a OWASHBB. p «Mm AAA AAA AAA 17 cc 
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FIGURE 244 - ELECTRICAL CIRCUIT BREAKER AND AC FUSE PANEL ASSEMBLY 
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B-175-54-136 








^ 


PART 
NUMBER 


183-54033 


183-54032 
AN515-4R5 
AN960DÀ 
AN365-440 
AN3436-2-13 
AN3434-1 
AN961-6 
AN936A6B 
AN341-6 


“414001 


414002 
414003 
414005 
414010 
414015 
442001 
AN515-6R10 
AN960D6 
AN365-632 
9311-5A 
AN515-10R10 
AN960D10L 
AN365-1032 
PGM-105 
PGM-200 
165-54249 
175-54136 
175-54137 
AN365-624 
AN960D616 
AN6-15A 
AN6-12A 
AN520-10R12 
AN960D10L 
AN365-1032 
PLM80 
123001 
AN515-8R10 
AN365-832 
414001 
414002 
414003 
414005 
414010 
414015 
414025 


t 2 3 


(see figure 241 for next assembly) 
PANEL, Electrical circuit breaker and AC 


SCREW. 


NUT. . 
TERMIN 
STRIP. 


NUT. . 
FUSE 
FUSE 
FUSE 
FUSE 
FUSE 
FUSE 


SCREW. 


NUT. . 
CIRCUI 


NUT. . 
WASHER 
BOLT . 
BOLT . 
SCREW. 
WASHER 
NUT. . 
CIRCUI 
CLIP ( 
NUT. . 
NUT. . 
FUSE 
FUSE 
FUSE 
FUSE 
FUSE ( 
FUSE 
FUSE 


e 9 $9 c 9 9 9 9 9 9 9 9 t9 c9 c? 9 * ὁ * e$ * * * * * *» * * ὁ ὁ * ο 6 * 9 * » Ὁ 9 9 c9 9 ὁ 0 ο 5 


4 


WASHER . 


AL 


WASHER . 


LTF 


WASHER . 


T 


. 


—————— 9 ὁ ο 


EXTRACTOR P 


. 


T BRE 


. 
. 
. 
. 
. 
D 


LTF) 


LTF 
LTF 
LTF 
LTF 
LTF 
LTF 
LTF 


s ww Ὁ o AE o cv a 


AKER ( 


S 


6 


. 


BLOCK 


e.e Hoc... ο 9 n9 


CIRCUIT BREAKER E 5 
CIRCUIT BREAKER " 
SHIELD, Electrical circuit 
BUS BAR DETAIL, Electrical 
BUS BAR DETAIL, Electrical 


y 


ee 0 ο 9 ο 


BREAKER ( 


ee ee 9 0 £2] 5[ ^e ο 





ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


7 NOMENCLATURE 
PANEL ASSEMBLY, Electrical circuit breaker and AC 


eo . ο è ο eo ο ο 


ΕΒω ee 9 9 ο ο ο ο 


9 


« Meee 5 
oy 
. ο M. 5 rt... $9 9 o » . o 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. . 
. 


5. 49 9 9 c9 9 9 6 ο t9 9 $9 t9 ο ὁ .o.o.o..<.e 
e 0 9 c9 c9 t$ 9 0 0 c$ t9 0 9 9 »» » 9 5 » » » 
e 0 © © © © © 9? © ὁ » 9 * $9 ὁ * * e * ο ο » ο 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


SPT). . oa eos 
breaker 
circuit 
circuit 


ΙΕ ΠΠ 
soU. Te ae ee ὦ 9 
"E 
«' 66 ὦ ww ἃν ο 
κ ο ο ο κ ὁ Ὁ, ὦ 
«ο ὦ Ὁ Ὁ ΚΦ 9 
5... ο n 

SPD): y ee te te ὃ 
5 . ο ο ο ο ο ο ope 
$eue Ww e € ο) e 
5 9 ο ο ο om o 5 9 ο 
eo 5 9 ο ὁ ο ὁ ο ο ο 
e... ο ὁ ο ο ο ο ο 
5 9 9 ο 9 om ο ο ο n 
e... 9 « ο ο ο ο ο 
e... . ο ο ο ο on 
5. 9 9 ὁ 0 ο ο 5 ο ο 
e... . ο ος» ο ο 


9. 0 9 9 c9 c9 c5 c9 c» c» t$ à» 9 0 * » ο ο Ὁ ου e . o 9 9 6 »»» ὁ ο ὁ 9 e 0 6 ο * * * ο ο ο 


e... c 9 ο s 0 9 9 o E » ὁ om ὁ 4 9 om 9 ο ο ὁ m ὁ ὁ ὁ 0 ὁ ο ο 5 9 9 ο n9 


moo 


woe 6 os o 9 c 9 à 9 9 9 ο 9 9 ο à 0 DER 9 9 9 9 à 9 9 9 o9 0 9 ὁ ὁ o 9 c 3 ο ο ο n ο ο 


(c o 


5 9 9 9 . 9 4 4 4 4 9 ὁ ο ὁ ὁ ο ο . Ἡ 9 9 9 9 9 9 0 9 9 5 ὁ 5 0 ὁ 9 9 ο ὁ 9 ο ο 


Section [| 


Group Assembly Parts List 


fuse. 


9 5 . . o9 9 9 0 9 c c9 c9 ο * 5» » ο 909» » c o 0 9 ο 9 9 ὁ 0 * ὁ * ὁ ο ο ο ο i£ 0 5 ο 
[- 1-1 | 
bo 5. t9 9*9 0 0» 0 9 0 e 9 9 ο » » * (he * » * 0 * * 0 * * * 0 0 ο * » ο * * * à » * * ». 


fuse. 


e 9 c9 c 9 c9 0 9 9 0 0 ὁ * $ 9 9 * * * * ο ο * $* * 


9. 9 9 0 9 9 9 9 0 9 9 9 ὁ 9 ὁ 9 0 ο ἩὮ Ὢ9 9 9 9 9 9 9 9 9 ὁ δ 9 9 9 9 9 9 ο 9 6 9 ο ο 5 ο 
Bb 
e... 9 9 9 9 o... «9 t 0 9 9 9 0 fife 9 9 0 ὁ . 9 6 9 ὁ ὁ 9 0 ὁ 0... 0 ὁ 9 0 n 9 ος ο 


9. 9. 0 9 | 9 | |] | n | ο ο 4 | ο Mo 9 9 9 9 ὁ ο 9 ὁ ὁ ὁ ὁ 9 6 ὁ 0 0 ὁ ὁ ὁ ὁ 6 ὁ ὁ ο 9 


9 6 6 ὁ 6 0 ο 6 ὁ ὁ 9 ὁ 6 ο ὁ 252 Ὁ» . ο ο 9 ο 9 ὁ ὁ 9 ὁ 9 ὁ ὁ 9 ὁ 9 0 ο ὁ ὁ ο ο ὁ νά 


eom o +... 9 ὁ 9 9 9 ο n, t n ο Dd... ὁ 9 m ὁ 0 s ὁ 9 o... 9 |] | 9] ὁ 9 ο 9 n 


oo 


9 9. 9 SO Sy 


roe 


24 
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4 
5 
B 
B 
15 
1 
10 
12 
9 
8 
13 14 
n 
2 
17 
16 
H-175-54-139 
FIGURE 245 - ELECTRICAL CAMERA HEAT VENT AND BOMB CONTROL RELAY PANEL ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
Mos 183-54140 PANEL ASSEMBLY, Electrical camera heat vent and bomb control. . . Ref CC 
relays (see figure 241 for next assembly) 
-1 183-541 39 . PANEL, Electrical camera heat vent and bomb control relay. . . 1 cc 
-2 AN515-8R10 + SCREW. ... a at eye ο 1 οσο 
-3 650-3138 . RELAY, Time delay 'aft camera heater (CoE). ON EDU ap 1 ος 
-4 AN3316-1 « RELAY. . . "m oe ὁ ο ο ὁ ο 1 cc 
-5 183-54140-7 . BUS BAR, Electrical camera heat “vent and bomb “control; eI 1 cc 
relay panel 
-6 AN520-10R10 s; DOREW.. ο ο Oa ο vh ὃ ἐς C8 ο ῳ ὑφ. ο) ὁ) ο Ὁ Ὁ e Dex wie? 10 σσ 
-T A7933 . TIMER, Bomb salvo repeat (HYAW). . . . . . . ..... ..... 1 CC 
-8 AN515-4R8 e SCREWS o8 a a AS Ὁ, ο a ο a es Ta imi ce 1 cc 
AN960DAL s. WASHER-; 4 acacia Gis RR UE e γα 9 ceu ene ae S apis dw OO 
AN365-440 s NUT eri a ο ον carn et ο eh ο ο ολο. 4 CC 
-9 AN515-4R7 we SCREW 404 m ο; (δ δ es tae ἃν coy a e a a Je ᾱ e, De ce re 3 cc 
-10 AN3310-1 . RELAY. i Sah. ai ἐν. ο eie ο erre ie o RS κ v da ee de CE 
-11 AN3100A22-19S . RECEPTACLE ο. ὑφ᾽ Le, Te E 4’ 6; E ὁ 4 ᾱ 1 σσ 
AN3057 -12 . ADAPTER. . . eee ο ο 9 ο ο n - ὁ ὁ ὁ ο * Ὁ ὁ €. ὦ ὁ -ῳ 1 cc 
-12 183-54140-5 . CLIP, Electrical eamera heat vent and bomb control . . . . . . 1 cc 
relay panel 
-13 2L7-2 = LUG; Safety (NA) . 4 o cds a ale jarras, E 6 
-14 AN3350-2 . AMAS αν e A 0 a A C Ae TE Ue E ος κ. ἀν ta 2 cc 
-15 AN3352-1 . RELAY. ... ies wo ο ο Der) le 1 cc 
-16 23TEAU . RELAY, dpdt 24 volt DC coil "(ig^ drawing No. '165008) (LC) . νο νο: d τος 
-17 295134-20 . GROMMET, Elastic (MKL) . . . . . +. +... ον νο . . . . oon os 1 cc 
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FIGURE 246 - LH FORWARD SIDE BULKHEAD STATION 199 ELECTRICAL EQUIPMENT 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
24 No Number LH FORWARD SIDE BULKHEAD STATION 199 ELECTRIC EQUIPMENT . . e [ | 
(see figure 241 for next assembly) 
-1 175-54194 . PANEL ASSEMBLY, Terminal strip mounting. « . . e e «© e . © +. 1 cc m 
ATTACHING PARTS 

-2 AN515-8R8 ο SCREW E E RE 6 σο | 

-3 ΑΝΟΘΟΡΒΙ, . WASHER. . . 4 . ee ee ee +. +. + ο τὰς 6 cc 
---*--- 
-4 175-54194-5 . . PANEL, Terminal strip mounting. . . e s s es es eses 1 σο 
-5 AN3436-2-20 . . TERMINAL BLOCK ASSEMBLY . +. +. +. +. © e ee © ο . t1: +. 5 cc 
AN3434 -1 vou. TREPA rc E A AA A 10 cc 
AN3434-2 . STRIP o s. vo 7 cow. € 0$. ο oy Ge: o e ο €; cei 0 mor Ue 5 cc 
-6 AN961-6 CE ορ . x o 0*9 4D Ee om ο ο c eoe ὅκα ess φον 100 cc 
-τ AN3433 -2-3 . . BUS BAR . . « . . . © © © © © © ee om ot n, ο... 1 CC 
-8 AN936A6B . . WASHER. . . . «4 4 e ee oho om om om m ο. m t! t! ο 0 ] 91: t1 t1 t 100 σσ 
-9 AN341-6 su > μα A 08 ϱ 6 ο. 100 cc 
-10 AN365-440 e Uw NUT E EE M M E E 15 CC 
-11 ANQ60D4L . e WASHER. ewe ae ae ee RR Lx 15 cc 
-12 AN515-4R6 x SCREW. . . . dte te ο EC e. ο ο "P 15 cc 
-13 183-54022 M PANEL ASSEMBLY, Electrical photo technical camera controls * 1 CC 
(see figure 247 for additional detail breakdown) 

AN520-10R8 ¿e SCREW. so ὦ οἱ 9 OR, δ a ja Vue AR BES A ἃν e 9 σσ 
AN960D10L . WASHER . . . e s e e 2 ee ο ee ο © d we o m ot tm t! t1 9| t9 tg t 9 σσ 
AN3106A14S5S 2 PLUG bed Bei oh Wee 9 duh ο ο ο OO Ta DS, UU e oom 1 cc 
AN3057-6A . ADAPTER. ss 1 cc 
AN3106A28-12P MEJOR." mcus M A 1 CC 
AN3106A28-128 s. PLUG o a e a € ejm. ec lum ο ο ee a n ver ve 2 cc 
AN3057-16A . ADAPTER. . . « «e ee ee ο ο ee om om om om or m t t] |] | t | 91 52 t5 3 σο 
-14 AN515-6RH v SCREW, Ὁ. ο cle cse wow ο ο ae E es TENDRE dm UE 4 cc 
AN935-6 . WASHER . . e s e ee ee et tee et ete mk t t t] t n] t9 ng 4 cc 
-15 AN3034-3 . LIGHT ASSEMBLY . « + 4 © © © © © © ee m t t ttt t] t1 tg 1 cc 
-16 AN3106A14S2S 2- δη μα νος ο as SB seh e oec ey A ce. De ve 1 σσ 
-17 AN3106A14S2P s PLUG ο ete E ο 4, ο 6, ῳ o oce e ee o on 1 cc 
-18 AN3106A1485S ;. PLUG o a sne ein Ses we Ae es Sse δ 9) eue E E S vor e 1 cc 
AN3057-6A . ADAPTER. se 3 σο 
-19 AN3157-2 . LIGHT ASSEMBLY . . . . « ὁ © © © © © © ee sos 3 σσ 
-20 AN3021-2 = SWITCH . 2. o9 09 Rom m ὁ ea) ο ο me m ὁ mom 5 1 σσ 
-21 AN3027- κ; . SWITCH 4 2 2.54 4 € £9 9 A A 1 σσ 
-22 AN3027-2 . SWITCH... quate "n . E: as ὦ 1 cc 
-23 15206 . RHEOSTAT, Model J (Jege c- -Jenon) (OHM). Lo Se. tan Sec e Ne: potter Ha e 1 cc 
-24 a aaa INBA Mme -2 . KNOB αλ ES ο απο as! Le) Te 1 σσ 
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FIGURE 247 - ELECTRICAL BOMB RELEASE AND PHOTO TECHNICIAN CAMERA CONTROL PANELS 
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FIGURE ὁ PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
217 z ELECTRICAL BOMB RELEASE AND PHOTO TECHNICIAN'S CAMERA 

CONTROLS PANEL 
183-54024 . PANEL ASSEMBLY, Electrical bomb release panel assembly . . . . Ref CC α 
(see figure 241 for next assembly 
-1 183-54023 . . PANEL, Electric bomb release. . . . . . . s + ee ee eee 1 cc 
-2 AN515-6R4 $^ ca» SCREW 45e» ie. eee e ος o. Gouwlnges wo Eee wees B CO 
AN935-6 . . WASHER... CUP μα. Imus Be! Ww Wm eo ee Tete wu ¿06 
-3 AN3034-3 t | LIGHT ASSEMBLY. ... s 2 9. 8 579 9v sua ew ee eee ος CC 
-4 AN515-6R8 τ SSCREM a ον ο ο a a ες Seve Um el le e eos ato δ, CC 
-5 AN3028-3 2S” GUARD aaa κα ο a e D ο it ο ο an: As 
-6 AN3027-3 Star USWITCH ο a OE Qe ο pe ae ο S2 E ο ee TAS ' ας Ὃς 
-7 AN3333-1 s: v SGUARD w hs a eom 3009 Ὁ OR ie ο ο. 1 cc 
-8 AN3022-7 a ISWITOH a ο ο ο e ο ο ο 1 cc 
-9 AN3157-4 . . LIGHT ASSEMBLY. . . . +... . e ee on n n n . .. . ος 1. CC 
AN3121-313 Sh ga PAM as wovu le as YO, o πέν a EM πα. 
-10 AN3027-2 zw SWITCH. o ee ce tr awe a a A ο δν muss 1 cc 
-11 . AN520-10R8 ο ea @SCREW 4 sas esu [sock 9o GE e (9n 8 9 9509 I en “oy de dec eA S à cc 
-12 183-54028 . . BRACKET, Interphone control box mounting. . . e e . . +. +» +. 1 cc 
-13 A4O1U4SH Ὁ. SWITCH- (RHS) de 4o o£" Sina a, WW wo wow 0 Fee -ᾱ- ᾱ- ος δι 1 cc 
-14  AN365-822 ο E ο ο ο ο A à cc 
-15  AN960D8 sce WASHER «e vos ee cot XO RC UC Cw ο ο ay hei ala SE DD e$ ο à cc 
-16 AN515-8R10 QUO a SCREW co. la x fa UR el ον ώς PD Xe “οί ο Se ed EI modes d ος Se 4 cc 
-17 B9 . .  INTERVALOMETER (AIK). . . . . «e e e e ee ee om om n ο n n. 1 cc 
-18  AN3021-2 scu o o -ᾱ ο ar ets a ue ee tie c λος ας ον. Se secs --ᾱ V OC 
-19  AN3220-2 e . ΚΝΟΒ.... xw ο “Bl yee ae a ο OL Us ar ο a a OU. 
-20 8918K545 . . SWITCH (CUT): ο de e e ο ο ο δ) o ias aa prisa 366 
-21 40a7419-1 . . LIGHT ASSEMBLY " (BMC): uni RE μα ο WM dure enisi p ο ICE 
321CA . . LAMP (GE) πώ κ νο κο ic ο o o> now ne Le deo ares dub. «00 
-22 AN515-4R6 v ul SCREW! L0. ow ο ος, See owe ag ;ele τό ον a aw ος Se e ve ας ὃν 38. SOC 
AN960DÀ 2. x. “WASHER Vows) o» € 9o € ὥς a) Sines mW UE ose we cw ow. 3 Ὃς 
AN365-440 + + NUT O abc UE i eie ee uer e eure Way cae cp fates Jet CE 
-23  —AN3436-2-7 ο. Ὢ TERMINAL BLOCK ASSEMBLY . . . . . . . ee ew . ..... ον 1 CC 
AN3434-1 2^ 5 E si aoa e μων fe we εως T ο, να as torte: Be Φε, -Ὁ” ος 
AN3433-2-2 ο BUSLW. e Os ο eS ee a al ο Eis we ου. 1 ος 
AN3433-2-5 "αν A A REED RAR A ο 
-24 321CA . . LAMP (GE) . . . . Αν ; so eor te, ww ον Ὁ, HCE 
183-54022 . PANEL ASSEMBLY, Electrical hoto technician! s camera . . . » . Ref cc 
control (see figure 246 for next assembly) 
-25 183-54022-3 . . PANEL SUB ASSEMBLY, Electrical technician's . . . . . . +. . 1 cc ΒΒ 
camera control 
-26 151-53162 . . . PIN, Pilot's adjustable headrest latch... RUNE. 1 cc | 
-27 147-43069 . . . SPRING, Engine power control quadrant throttle . . . .. 1 cc 
lever detent 
-28 183-31718 . . GUARD ASSEMBLY, Third crewman's instrument panel. ..... 1 CC 
-29 183-54021 . . PANEL, Electrical photo technician's camera control... . 1 CC 
-30 | AN515-6R8 CTI SCREW 4 ow οἷος Sa vu ο ο «πρ codo Br ejes 10. 06 
-31 AN3022-2 sw SWITCH. ore v or το’ ο S ᾧ se οὶ κια os Cav GY nus es Cae Fates ο m Cu SOC 
-32  AN3226-2 $c SWITCH nc oe e O ^ av Oeo Y i τος κο Gs ene we co ου 
-33  AN3??T-T zs SWITCH. We vi en site ei es dora de Se vem. ul M ita. cabe αι i Ὁ -ᾱ 1 cc 
AN3433-2-2 A IC A O 100 
-34 = AN3157-4 Z 7 LIGHT ASSEMBLY. . . >... . . e n gn B gn n n s s.s. 4 CC 
AN3121-313 5 η κ νιν νι ob Soe: νύν ΙΟ C OC 
-35 AN3027-2 . . SWITCH... ον dy ve Emp te οταν Ῥω ua. facie a eu mk ve. Oo "OC 
-36 | AN3157-2 . . LIGHT ASSEMBLY. Vou. wi tan voe ee e Y XUI ay yew Bates RR ϱ 8 cc 
AN3121-313 ZUM HAMP vos sov eal ο ει. duy ον coe m O A SCC 
-31 ΑΝΡΙ5-6Η8 + . SCREW . , ας δν e A ia Wel oS mae dé ra Tías arca ἃ; cb Or ο ος 
-38  T103103 a COUNTER (VEE) ο ο ο ο ο elas let ee ees ee τα ACE 
-39 AN515-4R6 i ο μμ 3 ar Sor ο io ο tele ο ο”... 
ΑΝΟΘΟΡΗΗ, usu WASHER. s ets ona de ous Now e de ee e ο ο ο. 
AN365-440 +. NUT M κ adc "cM EU 
-40  AN3436-2-2 ` | TERMINAL “BLOCK ASSEMBLY . sow wee ee e ee ee ew 2 ος 
AN3434-1 ο SIRI P oss So due a as at, “yee 
AN961-6 + . WASHER. . . a e oes i n ο ya ο. 
AN936A6B 2n. WASHER: 20€ € cse m oes lata at es ee na a ον à cc 
AN341-6 sra NUT ο A E IC ο ο 4 cC 
-41 | AN365D1032 vow NUT Gs pow ta te a oo coms E O e 9l 3 ος 
-42 . AN960D10L - . WASHER. . s -— DO UIDI ee 3 cC 
-43  44B19-2 s RECTIFIER (uúBi9- 3 may be substituted)(VI). . . . . . . . . 3 ος 
-44 . AN515-6R8 + . SCREW .. a. i af eh e Ey aiv aT e ο ate di. 66 
-45 170-100 . . CAS? REMOTE CONTROL UNIT (CAU). 4 4 ο. ὃν ο oe to d uos d €C 
-46 | 938-200 . . MCD-3 INTERVAL CONTROL HEAD (CAU) . . . e +. ss s ee . . . 1 CC 
-47  9hT7-101D + . MA10 CONTROL ASSEMBLY (cau) E n δν “AL, ος 
-48 | ANS515-8R12 e s SCREW va o ow ὁ 5 "Qu PUDE 
AN341-8 s 04 NUT 202 νο - ο SR Uoc ue iuo Be MTS leva ga whee ar Lan “ai ον δν fei se τν 2 CC 
ΑΝΟΘΟΡΕΠ, 2 α. WASHERS xsv Genoa Bh epu c9 T ὃς e ο ών ών a ἐν) νε ceci eo Ὁ. SCC 
AN936A6B s x» WASHER e a 3 o3 5 ο rho Eu ο ορ ος 1 cc 
AN365-832 2^ i5. πι cercare i ο E ος ο ον ος 1 cc 
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Group Assembly Parts List 


CER SS ee  _ _ 2 
FIGURE 4 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
2 Νο Number STATION 51 TO STATION 79-1/2 PILOTS INSTRUMENT PANEL. . . . . . Ref 
ELECTRICAL EQUIPMENT (see figure 228 for next assembly) 
-1 No Number . RESISTOR, Type RW 310501 (Specification JAN-R2642) . . . . - 1 
ATTACHING PARTS . 
-2 AN365-1032 EAU Ti o omes ο ο. . CP e ; 1 
-3 2w1P14-24-62 . WASHER, Plain (NA). . . . ; i s ; 2 
-4 AN960D8L WASHER oaa ον & ο So το l4 08-39 ϱ MS Uy eroe ee She Binds 2 
-5 AN520-10R28 s SCREW mo. ee eae es x s s ee 3 2 1 
cat ii DU qus smi 
-6 237EAU . GREDAY (IR) a e erg e x 4&9 ui ee ος Gio ree ons . 1 
ATTACHING PARTS 
-7 AN365-832 UD a xL; v9 ο p APS A ας ᾱ να 2 
-8 ANQ60D8L er MASHER 4 sena Dow ew cee Glass XS ND A 2 
-9 AN515-8R8 S SCREW.. ο dete at cmo mele E AS 2 
-10 183-54061 . PANEL INSTALLATION, Instrument panel electrical terminal . . Ref ce a 
(see figure 262 for detail bbreakdown) : 
183-54062 . COVER ASSEMBLY, Instrument panel electrical terminal . . . . 1 σο | 
156-54061-25 . PANEL INSTALLATION, Instrument panel electrical terminal . . f AD 
(see figure 249 for detail breakdown) 
175-54198 . COVER ASSEMBLY, Instrument panel electrical terminal . . . . 1 AD [ | 
-11 ` No Number . RESISTOR, Type RW 316631 (Specification JAN-R26A2) . . . . . 1 
ATTACHING PARTS 
-12 AN365-1032 NU aleje 5 - e elie 1 
-13 2W1P14-24 -64 . WASHER, Plain (NA). . . + Se, eri rat ac ERES ών ο fen e. 2 2 
-14 ΑΝΟΘΟΡΒΙ, . WASHER . . .......... Ms a MS eub see emer α wus 2 
-15 AN520-10R28 v AS OREW εὐ ων -ν ἐφ τὸν φον. τῶν ὧς ὁ ος fal See λῶν το δὲ ο Bide ver ος 1 
-16 ΑΝ31Ο6Α2Ο-2Τ5 . PLUG... she. NR Roin e ο a, ied td ο”... 4 
AN3057-12A .o ADAPTER O ου. voe * ee E pd. can Rue Ge lar e Wu wis 4 
-17 AN3106A14S2S A aay as ο We a ats, “5, ου ο ο ο. 1 
AN3057-6A 2 GADAPTER.I ada a as ve. a CU οφ) ὦ 1 
-18 AN3106A16S1S . PLUG .. se Og tgs ibe lay Cob bah cC EE 3 
AN3057-8A . ADAPTER. TR "P" EIE M 3 
-19 D17333 . RHEOSTAT ASSEMBLY (MQ)... .. 2 ee . ο «ο n o ο . + 1 cc n 
-20 AN3106A14S1S 2S UPDUG oes eos ορ στο, ἃ) δ ο, Se ων BL BAG 03) ος 16) qni ese a ne 1 
AN3057-6A -> ADAPTER. 4... 2 0€ o9 7€ ae να ο ee ew ew ὁ 1 
-21 AN3106A14S5S o: PLUG. ho eh dee 0k weis Φος Ree val ee Gas Satay’ ὅρῳ st ods Se a e, IS 1 
AN3057 -6A . GADAPTER 4 . 4 0: 4 €» 3 9 € ος 09 βιό we oc o A Dee ie 5 1 
-22 AN3106A14S1S a GPLUG. v ii νι ας dece! E to he ies OL La aims ae oT) IRL RS 1 
AN3057-6A < ADAPTER. 2 ove erum vel uUum Gav tel E κο, ἠδ ο ο. 1 
-23 AN3106A14S2S © αμα se od cat E ο tee cm ο... 1 
AN3057-6A S ADAPTER. . v.e Goo ον τρ ie αι o uy eR, eg el ce Ims I, UE. E 1 
-24 AN3106A1486S v PIU cr da e RB ah de slo» le Wt o IN (e 7m o e ται δι ος 1 
AN3057-6A . ADAPTER. . . . . ee we . .. tt . . eto m . . o9 9 got m nm, n 1 
-25 AN3106A22-148 MES HMM Sik Rh ey Ra cy SS La Re cu CE 1 
AN3057-12A . ADAPTER. e 1 
-26 AN3106A14S5S PIDO o a ο ee a ο ο a ate Ἡ ἃ 1 
AN3057-6A . ADAPTER. . . . +... ee ee ee ὁ . om om m o9 o9 ο . . t t] t]. n 1 
-2T AN3106A16S1S y PLUG ο eee a aah ο ae es de ο ο πο ος 1 
AN3057-8A o ADAPTER. i 400» 9x 9 o. BE ὃς o Ὁ ὦ e gt Sel Bert Ue. fus ln 1 
-28 AN3106A14S1S we PLUG a oiu Rone oaks το. US Fable ee Ree Se ἃν (ο, οὐ er Ew Se Sree 1 
AN3057-6A . ADAPTER. . . ὁ «e ὁ ο ο om on on ορ a κάλο qai ων ο ὃς ades iue 1 
-29 AN3108A10SL35 APLU a eich μα ο ο Vole ep DF E el ορ... i2 1 
AN3057-4A . ADAPTER. o ο eb a E oe acp 1 
-30 AN3106A14S5S ΡΙΚ I ile οι ea x lw s ase ES dosi vertat hat E 1 
AN3057-6A ; ADAPTER. <<. 2 ο νεο ος Bw mene eue ae tas δ φις ee ia 1 
-31 AN3249-1 AA A O E E E 6 
-32 AN3249-2 LUWACK. a νον. lom tel ου δ ο) at FC 6 
-33 AN3106A16818 --. BUG ο Loo. eoe mie ο ο ος ο ως τὸ Mes ease! ο 9 E 1 
AN3057-8A . ADAPTER. . . . ... ὁ ο ὁ ο ws ws by ec pure $ s 1 
-34 AN3106A18818 . PLUG "D". xo sis ria s esos 1 
AN3057 -10A . ADAPTER. . . . . . +... po hom o9 om om . e . . . gere t +. 1 
-35 No Number ` RESISTOR, Type RW 207131 (Specification JAN-R-26A) . ae uw 1 
AN520-10-8 E SSOREW. Go wow ow dm m ce CRT. ο o d 4pm GR sei es A 2 
AN365-1032 EN V A E E E 2 
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H-1175-54-89A 


FIGURE 249 - ELECTRICAL TERMINAL PANEL AND MIXING VALVE ACTUATOR 
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156-54061-25 


AN520-10R8 
AN96OD1OL 
156-54061-29 


AN365-440 
AN9Q60-4L 
AN515-4R6 
NAS45-8-6 
NAS45-8-14 
AN340-8 
AN936A8 
AN960-8 
NAS45-6-14 
NAS45-6-13 
NAS44-6-3 
NAS44-6-2 
NAS45-6-16 
NAS44 -6-2 
NAS45-6-15 
AN340-6 
AN936A6 
AN960-6 
ΑΝΡΟΤ -440R5 
AN3436-2-12 
AN3434-1 
AN3434-2 
AN341-6 
AN936A6B 
AN961 -6 
AN931-12-17 
146-54084-3 


AN393-23 
AN960A10L 
146-54084-15 
AN393-17 
AN960A10L 
29172-2 


AN365-1032 
AN960A10L 
AN3-10A 
146-54085 


NAS76A3-003 
AN365-832 
AN960A8L 
AN515-8R7 
12034-11 
AN365-632 
AN960D6L 
AN515-6R18 
AN3169-1 
AN3210-1 
146-54084-19 
146-54084-21 


AN 01-60AABA-4 
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NOMENCLATURE 
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ELECTRICAL TERMINAL PANEL AND MIXING VALVE ACTUATOR 


9 . ο ο ο ο 


«eee 


‘PANEL INSTALLATION, Instrument panel electrical terminal . . . 


complete (see figure 248 for next assembly) 


a SCREW κ ece € wc AO 
. WASHER. . . 
. PANEL ASSEMBLY; Instrument 
(less terminal strips 
* NUT. vU a mnm ee e 
WASHER v κ 4o «o 9 oo 
SCREW. . . . 
PANEL ASSEMBLY, "Electrical 
PANEL ASSEMBLY, Electrical 
NUT, ο κα ο κ wo v» ᾱ x 
WASHER , α . «ια 
WASHER . +. + 
PANEL ASSEMBLY, “Electrical 
PANEL ASSEMBLY, Electrical 
BUS BAR, Electrical. . . « 
BUS BAR, Electrical. . « 
PANEL ASSEMBLY, Electrical 
BUS BAR, Electrical. . . 
PANEL ASSEMBLY, E Electrical 
NUT. «V ο το 
WASHER . . . +. + 
WASHER . . . . + 
SCREW. . » sese « «. 
TERMINAL BLOCK ASSEMBLY 


Ce 9 9 ο ο 5 5 9 ο ο 


STRIP... .. 
STRIP. . 
NT... 
WASHER . 
WASHER , 
GROMMET. 
CTUATOR INSTALLATION, 


. 
«. 
«. 
«. 
n 
. 5 e ο 
. 
. 
«. 
. 


oe ee eo ο we 


9 
. 
. 
9 ο 
. 


Electrical 


valve (see figure 256 for next assembly 


PIN . « .oooo.o»o o... 
WASHER. . . 


PIN .. . «αι: 
WASHER. . 
ACTUATOR ASSEMBLY, “Linear air 


eo ο ο ο ο 


©... o 
e . ο s ù 


Oe te “ 
connector 
connector 
Eoo ae ae: 
€ o» we 


ee e ο 


connector 
connector 
eee we 
connector 

wc cer “eho 


connector 


air condi 


. 


valve . . 


(modulating actuator)(AIR) 


NUT e 9 9 o9 o o o 9 n 9 9 n9] 
WASHER. eoe om om ο o o n9 ο n n9 
BOLT. . . 


m 


valve actuator 
. BUSHING, Plain press fit br 
WASHER. ee . «© © «ο on on 
SCREW . . 
FILTER ASSEMBLY, "Radio ‘interfe 
NUT Oe ος 
WASHER. e. ο 
SCREW . . . . 
ACTUATOR. . + 
SWITCH. . +. + 
BRACKET, Electrical 
ARM, Electrical air 


oe ee 


. 
. e . © ο © o 
. . 9 © © ο ο 
. o . e è o ο 


air 


onze, 


rence 


sc 
. . 
. ο 
. . 
nois 
7 X 


P 
eo ο o 
oe @ 





ene electrical 


t1 


ANGLE, Electrical air conditioning "mixing 


. 


ARM ASSEMBLY, Electrical “air "conditioning T 


* 2727 © . De . . o 


conditioning mixing 
conditioning mixing valve . 


PER ASSY. CODE 
Ref AD 

o? NE 5v] 

ο ο τ te Ay SAD 

terminal. . . . 1 AD 
la, ο] AD 
ο be gual te AO AD 
a we geo 18. AD 
Uo. e ο. o. ΑΡ 
as BCO AD 
bee ϱ in 207 AD 
νο αι ee cae 20%, HAD 
Pa ο 2202 JAD 
i We eres a AD 
ca as αἲ φον. e OAD 
ars? et Pehle 1 AD 
Sanar ὁ λ΄. ¿AD 
Bn gts ο erence, a GED? SAD: 
ο ος es μι ao OAD 
^ar φον dw ees oW ds «ἈΠ 
ον ον ο ος, 8h AD 
ο ei ben Tec JOT” GAD 
wu κι οσα OG. SAD 
uo. ee aa 30 PAD 
i wwe mov o.c, d. AD 
2 dc. wer ques. Ὁ PAD 
olet ww Var cete u^ rd. GAD. 
es ιο 2: AD 
$om Ue wc» oe cw dO CAD 
ο ο ο ο --«ece δι. «ΑΡ 
νυ, 1 AD 
ioning mixing. . . Ref 
) 
vi actuator 


alve 
"m 


valv 


. p 
PRPPPNUNNPEFOFE PENA ΠΟ Ωω 


e (De sce» ο 2272727 
9 9 9 9 c] ο ο 9 ο 5 ο ο 
e 9 ο 9 $9 9 9 9 ο ο ο ο 
3. 9 ο 0 9 0 ο ο 0 ο 9 ο 
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H-175-54-92A 
i 10 
FIGURE 250 - LANDING GEAR CONTROL AND LH CONSOLE ELECTRICAL EQUIPMENT 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
250 LANDING GEAR CONTROL AND LH CONSOLE ELECTRICAL EQUIPMENT 
146-54028-25 . ELECTRICAL EQUIPMENT INSTALLATION, LH console. . . . . . . . . Ref 
(see figure 228 for next assembly) 
-1 AN515-8R7 v I SCREW S 5 vL a it e a E E ERES . 16 
AN365-832 et Ἵν, NUT ta e A ee eae IE I wan δν 4 
-2 146-54028-5 + . ELECTRICAL PANEL ASSEMBLY, LH console . . . . . . . . . . . 1 
-3 - AN515-6R6 DE no g aia ο ia efor ob) Blas Ws al arte shee eho ETEEN 8 
-4 66411 +» . SWITCH, Toggle four pole momentary contact (GFP) . . 2 
interchangeable with CUT part No. 8905K758) 
-5 AN3228-2 š GUARD. 2 L0. Ὁ ὁ σος e e Soy A pad τώ) 287 ον ee aie 
-6 AN3227-1 n SWITCH 9.2/9. A, e πω A e i es Sa m E PET . 2 
-T AN3223-1 BOOT e ur E e, ο ο ο eer oun TS a . 1 
-8 AN3027 -1 A. εφ, tee SWITOH. A ὦ eus ΟΕ E prre Edna 1 
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AAA AAA AA IS SABE ON 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
250-9 1J1-1-1-3 JUMPER, Wire (ΝΑ). . . e es e e ee ee ee ee + o. ng 1 
-10 2B1B1-3 . . . BUS BAR (NA) . . ο ο Ὅς qr Ree Ὁ) ceo lec ow 2 
-11 67372-1 . . . SWITCH, Push button (GFP). À s — 2 
(1nterchangeable with GE part "No. “20c50) 

-12 146-54056 . . . GUARD, Propeller feather control switch. . . . . . +. + 2 
-13 AN3157-4 . . . LIGHT ASSEMBLY (amber) . 6, lose ου ο ο ο... 1 
AN3121-31B zo e Ue DAMP e e e eoim oe e eoe 2 

-14 c8700 . . . SWITCH (RHS) . ENTE 1 
-15 146-54027 INE" PANEL, Electrical "propeller “synchronization switch . . 1 
-16 AN3027 -3 ο i. SWITCH. ος . o ode on d 3 
-17 160-54044 . . GUARD, Electrical jet éngine “master switch. ee a eE 1 
-18 CH7664K2 . . SWITCH, Double throw-two circuit. . . . . s ee es sss 2 
-19 169-54035 . . GUARD, Electrical two position SWITCH à e € ας s 1 
-20 AN515-6R6 Lo SCREW e e x wo 09 09 ορ fee 8. ὦ -ᾳ UE ὁ mode DE Ὅς οφ US ce n) ow 2 
-21 AN515-6R20 . . SCREW... « . e e o e ο . m . . 9 m] t . |] t] ] 0] 9 9 n9 4 
AN365-632 e o ΝΟΕ .- 9. ο ES cet ης 4 
146-54052 . . WASHER, Electrical "crim tab indicator de de See at WU S Wes 4 

275-1 . . MOUNT, Vibration isolator (BLC) . e ss es e eee ees 4 

-22 182. 954045 | . INDICATOR, Electrical trim tabs (WS). . . . . e+ ee ees 1 
-23 AN515-8R13 e . SCREW... ο). wo. δι wow US διὰ 4 
-24 146-54201-5 . . SWITCH ASSY, "prim tab (see fig. 251 for detail breakdown) 1 
-25 AN931-12-20 . . GROMMET . . a new ο qu er Ri WU ο ο 3 
-26 169-54058 . . PANEL, Electrical fire "control. $ uas Trin νυ SEAR ee OP 1 
-27 AN3157-6 . . LIGHT ASSEMBLY στ Leg) We eee ede ο as ο ἵνὲ a 6 
-28 AN3157-8 . . LIGHT ASSEMBLY amber). ο cel lab σι na lee: Ses fe ᾱ de κ, M. 9. eie, v 2 
AN3121-313 . . LAMB. ... ea Gas er We om "eris de 8 

-29 CH7674K3 . . SWITCH, Double "throw two "circuit ' (CUT): Ὃν AP New αρα. 1 
-30 NAS45-6-3 «^. PANEL ASSEMBLY, Electrical connector, . . . «ο... 1 
-31 AN515-4R6 « Ὁ SCREW... m^ da veru a ar Te, ιδ c9 CES ο a τω) hy Tein 1€ 2 
AN365-440 v uas μα ο ec eiue ROREM ie ped. Dh re. eis 2 

AN340-6 V o INUT A ὁ ὃν ον E 6 Ὁ. ve. oue e 4-4 «6-9 -.ἆ 3 

AN936A6 . . WASHER. . . . ὁ e 9 . © © « ὁ © ο ὁ 0... m] | |] 9 | | t9 1g] 3 

AN960-6 s e WASHER. 4.0. e eo 273 0 o νο wow RA 3 

-32 AN3028-4 »  « ‘GUARD. @ deco ᾱ oe E κ Ὁ We A ee 2 
-33 AN3021-2 . . SWITCH. . . « « e e ο e . «ο te ee ot 9 t mom n n tg n n9 tg 1 
-34 AN3027 -6 Ὁ SWITCH: 4o). Choco SED ο e. le Oe ud za ies d Lr es cU 1 
-35 NAF1077 -3 . . RECEPTACLE AND CAP, Electrical connector doubler contact. 1 
AN3057-8 2 v ADAPTER s 4 we ow os as ON ss ide ᾱ Ὁ. 4 ϐ o vm ics 1 

-36 AN515-4R4 « « SCREW... « ὁ ὁ ο 2 9 ο ὁ © ὁ 9 0 ee 9ο... 4 
AN365-440 +. NT... e ο BNE Tan eve ου ο ο 4 

-37 A2953 | I SPARE LAMP "CONTAINER (GMO) ne. x ο ου wor 2 
AN936 -B716 . . WASHER, . . +. +... +. +... +... ὁ om om ο m9 ο om om om] t t! t] t1 t9] 2 

-38 AN3140-327 e. LAMP. . . + m EIE 10 
GE327 . . LAMP (GE)... . . ee e oe «ο «ο... 10 

-39 AN3121-313 . . LAMP. o . e e e e ee eee ο ο om tm t 9 t] t] 9] t t] 9 tg 19 6 
AN3121R313 so o. LAMP. ο ιο 5.89.9 -ᾱ ὁ 6 ο A e$ eo e e 3- 
AN3124SR307 zoo» ΜΡ. oko. ED ec de € 90€ 09 ow A OA AAA 1 

-40 AN3436-2-10 . . TERMINAL BLOCK ASSEMBLY . +. +... +. +. © © © © © ... ο...” 1 
AN3434-1 . . STRIP . . « ο ο © « © © © © 9 0 9 . 002. 0... | t1 |] t t9 2 
AN365-440 to ue ο E a a ο γέ Ἄνες, Ὁ; Φα 2 
AN960D46 . . WASHER. . . « . . © © © © © © © © . om m . ee ee ee 2 
AN515-4R6 8 SCREW: «c 3o x eoo m om τῳ e γε, a ον ϱ δ δια LR 2 
146-5509 -100 ! CONTROL INSTL, Elec landing gear (see fig. 228 for next ass sy) Ref 

-41 BZ3YQ1T . . SWITCH, Basic (MCS) . . ανω DEL ο e) wo i, ren See eo ᾳ 2 
-42 AN515-6R18 . « SCREW. . « « «e « «eom om om om oe o9 om oh m . n n 9 t ος |. 2 
AN960-D6 . ^. WASHER. . . soosoo © © © © ο © ο «ο: m t] t] t1 t] 9 t9 tg] 4 

AN340-6 «+. NUT . 2. 2 .ooo» oo. T les xal «μάζα, «ὦ το a wi αι eel ty «6 2 

-43 146-54094-15 . . BRACKET ASSEMBLY, Electric al landing gear . . . . o... 1 
-44 AN365-428 we ge UNUT ο Th ae ο ο να E a 1 
-45 AN960A416 . « WASHER. +... « « e e ee eee ee a tee ee 9 t9 ng ng] 2 
-46 AN4 -21A x^ le BOLT. * 4 . ο. . e a aaa M) MD τῷ 1 
-47 2W1AL25-16-16 . . WASHER, Plain (NA). (for ad justment only). m lec eine? ο μι e 16 
-48 146-54094 -7 . . TUBE, Electrical landing gear... E ο 1 
-49 146-54094-25 . . ARM ASSEMBLY, Electrical landing gear gh Agate de τῳ catre. ον. 1 
-50 AN749-2-2 . . JUMPER. . . « «4 « ὁ +. ee ο o om o o9 m om m . 99ο. t1 tg] 1 
-51 AN515-4R7 . . SCREW . « « . . . . ὁ e ο ο ὁ ο om .. 0... t t 91 t] 91 t n9 1 
-52 AN515-4R6 o e SCREW. « ο ο « ὁ e o nomo ὁ om eee 9 9 tm 9] tm t] 9 t] n t| 4 
-53 ΑΝΟΘΟΡΗ, . a WASHER. o 2 2 6 e a 5ο νο ὁ 4 9 ος om oe nn . 6 
-54 AN341-4 . co» NUT o ο € 4 2 ο ὁ . PME a 5 
-55 146-54094 -23 . . WIRE PROTECTOR, Electrical landing BEAD . α « 5.5557 1 
-56 AN365-440 e « NT.....- . bs Fat fat Matte. ce? Jah 6,.. 80 E 5 
-57 146-54095 . . SPRING, Landing gear “actuating ad justm enb 2» ver a> ὁ. ὦ. as 2 
-58 AN515-6R3 . . SCREM . . . « © ὁ ο ο ee ὁ ο 9 ο ο ee ο: «ος... 6 
-59 AN936A6 . . WASHER. . . « « « « ο © © ο © © © © ο 9 ooo ooo t1 9 n 6 
-60 ANQ60D6 . » WASHER. . + é . APO 3 
169-54023 . . KNOB ASSEMBLY, Electrical alighting gear control lever. . 1 

-61 AN520B10R8 . . . SCREW. . . .. «5.5... 2 
-62 AN936A10 . . . WASHER... ms ES 2 
-63 169-54022 + . . HOLDER, Electrical alighting gear “control lever knob . 1 
-64 169-54024 . . . KNOB, Electrical alighting gear control lever. . . . . 1 
-65 169-54021 me vL Ne RETAINER, Electrical alighting gear warning lamp... 1 
-66 AN3140-327 - « . LAMP... è . 1 
-67 169-54018 - . . CONTACT ASSEMBLY, “Elec alighting gear "warning lamp ed 1 
-68 169-54019 + . . INSULATOR, Elec alighting gear warning lamp contact. . 1 
-69 153-54264-3 . . . SPRING, Two-position split contact push button switch. 1 
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Group Assembly Parts List AN O1-60AABA-4 


FUSELAGE (Cont) 








B-175-54-132B 
FIGURE 251 - TRIM TAB SWITCH ASSEMBLY 
FIGURE & PART UNIS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
251 147-54201-5 SWITCH ASSEMBLY, Trim tab (see figure 250 for next. . . . . . . . Re 
assembly) 
-1 AN515-632R6 SCREW. 5.2 06.29 999 9 Ww WAY os . š 
π -2 AN507 -632R6 SCREW o ο o y wu. ce Tec Ον oL D as B A 
-3 AN960-6 WASHER . . . . . . . eee ο ο 9 «ο a 
Y AN935-6 WASHER 4 ον a a aaa a . 
-5 AN3102-24-5P RECEPTACLE . . eses ew . . « we eee . 
-6 147 -54220-3 BLOCK, Trim tab switch receptacle mount 
-7 147 -54209 HANDLE, Trim tab switch control. . . . 


BOOT“(MCS) -s o. ow ace ocn 
COLLAR, Trim tab switch boot retaining 
SCREW, Trim tab switch base attaching. 
BASE, Trim tab switch mounting . . a.. 
SCREW. cede woe: how ος ο ος ο Ree OE. 
SUPPORT, Trim tab switch upper spring. 
PISTON, Trim tab switch assembly upper 
SPRING, Trim tab switch assembly upper 
SHAFT ASSEMBLY, Trim tab switch control. 
BUSHING, Trim tab switch shaft retaining 
SCREW: ο dm ο ο to ee ie 
SWITCH (MCS) . . 4... 0. o» ow a ο ῳ . 
SCREW, Trim tab switch support mounting 
PLATE, Trim tab switch mounting. . . , 
SWITCH (MCS) . . ........... 
PLATE, Trim tab switch guide . . . . . 
PISTON, Trim tab switch lower actuator 
SPRING, Trim tab switch assembly lower 
SUPPORT, Trim tab switch lower spring. 
COVER ASSEMBLY, Trim tab switch. . . . 


-8 DD10189 

-9 147 -54367 
-10  147-54679 
-11  147-54219-3 
-12 ΑΝΡΟΤ-632ΗΒ5 
-13  147-55213 
-14 9147-54214 
-15 147-54212 
-16 147-54202 
-17  147-54208 
-18 AN507-632R16 
-19  BZ7RDT 

-20  147-54222 
-21  147-54207 
-22 | BZTYDT 

-23  184-5h217 
-24 = 147-54215 
-25 147-54211 
-26 — 147-54221 
-27 147-54210 


νο 


£ 


.. Feos... 9 6 9 ο ὁ ὁ 9 0 ὁ ὁ ο ὁ ὁ  ὁ ὁ ο ὁ 


3 


S as E qot re VR οι ie oe ie II RUN HO 
— cC PF IMTC ERE 
AE AS A ο ο ο. 
ο ον a Lie ey ELSE ec te Se 
ο ο AA ESO νο που 
IRA ο ο ο Er rei ec Ὅ, τῷ τ 

SAGE Wy COG IEEE 
ome ο wy Ἕν ae eee ee ee A 
ο Ce ay OP hfe. ο ο ο ο ος 
5057.8 ο ο Pe ο ο ο ου... 
o HP γα R8 E. CONO Ον 


e . c Che ο 9 » c 9 9 0 6 9 9 ο ο ὁ ο ο ο 


.. ΠΗ» ο ο ο ο ο 
o 
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Section Il 


AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 


H-175-54-121B 





FIGURE 252 - ELECTRICAL CIRCUIT BREAKER PANEL ASSEMBLIES 


FIGURE & PART 
INDEX NUMBER NUMBER L 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
252 ELECTRICAL CIRCUIT BREAKER PANEL ASSEMBLIES 
175-54035-3 . PANEL ASSEMBLY, Electrical circuit breaker . . . . . . . . . . Ref 
(see figure 228 for next assembly) 
-1 175-54035-5 - . PANEL, Electrical circuit breaker . . . . . . ο ew o... 1 
-2 AN515B6R8 s; SCREW AAA O O a a Ὡς 
-3 AN365-632 DEP ANUE ο ο οφ ὁ φὶ ο ο ος E ETE. 
-4 AN507-632R8 A xo) σφ 0 τώ cole Sake ee setae Get αι, Ve fies a Tat ea ee ee: te ee 10 
-5 AN3161P5 + . CIRCUIT BREAKER . . « ο 0. ce ὁ e ο ο nc ο ὁ ο ο ο 20 
-6 AN3161P10 è . “CIRCUIT BREAKER o e eoe a ο ses 9 m ο ὁ m v.c. 36 
-T AN3161P15 - . CIRCUIT BREAKER . . . . « 2 . 2 . . a e e . ew ο ew « 1.00. 5 
-8 AN3161P20 » . CIRCUIT BREAKER . ...... 4 ..... 9o o oc o ew 9 ο ο ο 5 
-9 AN3161P25 ». « CIRCUIT BREAKER . . . . : ὁ « ὁ ὁ ὁ ^ « ὁ » * ο ο ὁ ο ο ο ο 4 
-10 AN3161P35 « > CIRCUIT: BREAKER «0.000 000004000000 ο ῳ ὁ Ὁ ea e e 1 
-11  2B1B10-2 εν... 
-12 '2B1B10-3 a ο BUS BAR (NA). . - τς, ο. ιδ ο s eS: aa aia dO 
-13 AN3034-1 - . LIGHT ASSEMBLY, Screws and nuts furnished with light assy). 1 
-14 AN3121R313 e “ὁ BAMP. 2. τῶι τῳ e a ere οὐ e A e a iie. 1 
175 -54035-9 . PANEL ASSEMBLY, Electrical circuit breaker . . . . . . . . . . Ref 
(see figure 228 for next assembly) 
-15 175-54035-11 + . PANEL, Electrical circuit breaker . . . . « . . « ees ee 1 
-16 A5-30 s ce STUD: (DZ) ii o wow ve mee res mr wow Ue es See als 4 
-17 GA5-312 . . GROMMET (DZ)... . ο. Some: je "e bee el αἲ αφ Seles (oe a) Namie? τον Ὃν 4 
-18 AN515B6R8 sco SCREW o1 08591. e € (e ee wo w ον τος a ο oe a Me 
-19 : AN507-632R8 adas SCREW: ena αὐτῶ tom ae uve ο has Gor ο ot ο ere Parr atean δι ο ay TO 
-20 AN3161P5 s o CIRCUIT. BREAKER. ; ο -.-. wd. coo ues e ο iwl. α cm ear wie) 63 
-21 AN3161P10 - . CIRCUIT BREAKER . . « « « 2 « oo o. . . ee 4... . . 9 ΑΝ 
AN3161P10 s ces CIRCUITS BREAKER ο 222.09 els a rs a moe ο) (ῷ 8 σ 
-22 —175-54163 . . COVER, Elevator control knob circuit breaker. . . . . . . . 1 C 
-23 AN3161P15 e o “CIRCUIT: BREAKER cins 4| € eo 03 9 9 τὰ e e φον ως d 
-24 AN3161P25 s o CIRCUIT . BREAKER 20304 es 2 Beye, e τοι Ue! “οφ e a Gite es ο) e 1 
-25  2BlB10-2 AE A δις ο ο E 
-26 2B1B10-3 v oos ¡BUS BAR (NA) cora a als e ee οκ ee ee ο A 


περι A A RARA A ο A A A A A ο M Qv M 
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FIGURE 253 - CENTER CONSOLE ELECTRICAL EQUIPMENT INSTALLATION 
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Section Il 


Group Assembly Parts List 


FIGURE & PART USEABLE ON 


UNITS 


INDEX NUMBER 


PER ASSY 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE A CODE 
253 175-54032 ELECTRICAL EQUIPMENT INSTALLATION, Center console. . . . . . . 


Ref 


-1 
-2 
-3 


-4 


-5 
-ᾱ 
-T 
-8 
-9 
-10 
-11 
-12 
-13 
-14 


-15 


-16 
-17 
-18 
-19 
-20 
-21 
-22 
-23 


175-54042 
AN515-6R5 
AN3227-5 
AN3021-7 
AN3223-1 
AN3021-7 
NAS44 -63 
49-2035-2 
AN3021-2 
175-54 044 -5 
175-54043 
AN515-8R7 
AN507-8R11 


2W1AL32-28 -64 


AN3021-2 
AN3028-1 
AN3021-8 
AN3223-1 
160-54029-5 
169-56221 
AN960D10L 
AN393 -27 
169-56219 
169-56218 
AN960D10 
NAS43DD3-20 
AN393-21 
ANQ60D10L 
AN393-7 
169-56216 
AN960D10L 
AN393-29 
169-56215 
AN365-1032 
AN960D10 
169-56320 
169-56132 
169-56217 
No Number 


AN3106A22-14S 


AN3057-12 
AN515B6R10 
AN960D6L 


5. 9 9 9 ο c] ο 9 ο 


A6939-632-.062 


A6939-632-.125 


xc715420-1 
AN3106A18-1S 
AN3057 -12 
175-54017 
175-54017-3 
175-54017-5 
32534 

32535 
MS25010-4 
AN520-10R7 
No Number 


184 -54087 
184 -54088 
175-54237 
AN515-6R8 
AN960D6L 
AN365-632 
AN3027 -2 
AN3223-1 


NOTE: 


# Denotes. the 


(see figure 228 for next assembly) 
PANEL ASSEMBLY, Electrical engine control switch complete 


SCREW: ο ο OVE e A NA oie iu š 
SWITCH a A ti m κο 
SWITCH . . . . ove m AA E ae a x 
BOOT > ss o a mide ᾷ * os 
. SWITCH .. SW eA ο y un ud. cus ο ο μυ 
. BUS BAR, Electrical. sie reae eru dee DOS Ue c οφ. ue rae cv TY 
- SWITCH GUARD (CUT), ο AA A a AA Ue 


SWITCH .... κ rU deu δι i ow ox . 
GUARD, Electrical one “hole mounting switch... . . . . . 
PANEL ASSEMBLY, Electrical engine control switch . . . . 
SCREW ο μα TER ERA ως τὰς ο ο CE 
SCREW . . s . 
WASHER, Plain (NA). ρα. 
SWITCH. a a o Ua 


GUARD . . . . . . . 


SWITCH. . . . . .. "p EE mede NEC Vn oe d "n 
BOOT. . . . y s 
NAMEPLATE, Electrical arresting gear “retracting switch. sa 
LEVER ASSEMBLY, Arresting gear release handle . . . A . 
WASHER lucio ira e ὃς τς at gat e. ἘΦ 
PIN. 2.4 & Bie sas “ah. ὃς Ls 
LEVER, Arresting gear “release “handle se ae 
SPRING, τηε gear release handle torsion. E 
WASHER... Waa a SS CE dev ος rel (s 
+. SPACER, Screw and “bolt AROS ο ο oh Data ur ar EST da 
A INS 2o a a ate a cs EM 
ες: ute RR ο toe Bw ue a eC uei. --- . 
PIN. . . UN , πο " 
LINK, Arresting gear release handle ‘ratchet. ES ‘ 
WASHER c-r: accu ee . 
PIN. . . OLD ‘ 
RATCHET, Arresting gear "release "handle V uw. ο a ον εἷς 5 
NUTS ve. da ey οὐ ED epi ae ve ee eee oe . . 
WASHER... . eine” uk . . 
BOLT, Arresting gear release handle. $5 « Ρ 


RECEPTACLE, Arresting gear control handle. ; 
BRACKET, Arresting gear release handle ratchet 
CONTROLLER, Stick type turn and pitch (PR type. . 
XE768416-1) (Navy Stock No. R88C1500-050 or 
Rac 1500+ 060) (GFP) 
PLUG. . . . * 
SCREW ir -a ο ο UE “Bee rs e 
WASHER. . . . . "Pure 
SPEEDNUT, Instrument "mounting (v) TO εδ DA oa s 
SPEEDNUT, Instrument mounting (TIN) . . M i 
CONTROLLER (BOR): ον ολ E IS E ed eU PA Tela. ti RA ας riv aps 
PLUG. 4o. le Rey Ru μα Ἔλα lm Tess Gr e cee Ὁ 
ADAPTER . . . . e ^ a ο ο ο 
CONTROL ASSEMBLY, Electrical. interior lights. σσ . 
BASE, Electrical interior lights control assembly. à 
REFRACTOR, Electrical interior sienes control assembly 


9 9 9» ot ο ο n9 
. 


4: δν 04: ᾱ- [4 6. -ᾱ- jme ὁ, --ᾱ- -ὁ fe ᾱἳ (ὦ ΟΦ: ὁ 7 ὁ E -ὁ 


RHEOSTAT ASSEMBLY ton EN ES πα 
RHEOSTAT ASSEMBLY (ΟΜ})................. 
LIGHT ASSEMBLY . . . « . ,.«..........-... 
SCREW... A 
o (Pioneer. type 609) "(Navy Stock. Νο. ' R8851378); 
GFP 
GUARD, Electrical automatic pilot switch. . . . . . . . . . 
BASE, Electrical automatic pilot switch guard . . . 


PANEL ASSEMBLY, 
SCREW . . .. 
WASHER. . 
NT... 
SWITCH. . 
BOOT. 


Electrical automatic pilot control. switch " 


a . o 


. . 
. . . . 

PE . . . e eo 0 ο ο ὁ n. t$ ὁ o. ο 
. . . . 


oe we 


e.s’ 
s...‘ 


incorporation of Service Change No. 


m 
ΕΕ. ΟΝ ΟΝ! Pa 


m 


E) ES ES EE E 5} EIE A A AA AA AA ARA A A A OOO PIAR 


PEPPRRPRARpRRAnNnorer 


TT eS 


Revised 15 September 1955 
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H-115-54-94C 


FIGURE 254 - RH SIDE PANEL FUSELAGE STATION 51 TO STATION 224-5/8 ELECTRICAL EQUIPMENT INSTALLATION 
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TOUR & 


254 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 





Section || 


Group Assembly Parts List 


PART ; UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-54096 ELECTRICAL EQUIPMENT INSTALLATION, RH side panel fuselage . . Ref 
station 51 to 224-5/8 (see figure 226 for next assembly). 
No Number . RH SIDE FUSELAGE STATION 79-1/2 TO STATION 91-1/4 ELECTRICAL Ref 
EQUIPMENT (see fig. 257 for detail breakdown) 
No Number . FUSELAGE STATION 51 TO STATION 158 LOWER ELECTRICAL. . . . . ‘Ref 
. EQUIPMENT (see figure 256 for detail breakdown) . 
No Number . RH SIDE FUSELAGE STATION 199-1/2 TO STATION 224 ELECTRICAL . Ref 
EQUIPMENT (see figure 258 for detail breakdown) 
175-54051 . CONSOLE ASSEMBLY AND INSTALLATION, Electrical RH. . . . .. 1 
(see figure 255 for detail breakdown) 
146-54237-35 . CONDUIT, Electrical wiring harness plain end . . . . . . . . 1 
146-54237-33 . CONDUIT, Electrical wiring harness plain end . . . . . . > 1 
AN3054-16 μμ ο ασ κο ο ο RIO REUS TE el ο ο ο eet a Ὁ 8 
AN3053-16 . FERRULE. . . « νο CORTE v. e, sa ne Oe oe ος it 8, 09 2. 8. 6 8 
. AN3058-16 + COUPLING . . « ο ο o... © © « ο ew o ὁ o . ὁ ὁ ὁ 0.0009. 2 
AN3066-16 "o JNUTS 4 ta O Ya A ο. το RN E ole SON, wa a es an δν ως 4 
AN3060-16 . COUPLING wu RA A EA RA A A A 2 
AN3064 -16 E CONNECTOR. 5 5 ο ο con Lew EPI CER 2 
146-54237-29 . CONDUIT, Electrical wiring harness plain end . . . . . . . . 1 
146-54237-31 . CONDUIT, Electrical wiring harness plain end . . . . . ια. 1 
El616-2 . INVERTER (GFP) Enaria e Sat) μα ο “wn? e) ce ο ο το.” 1 
AN520-10R10 . SCREW. . . . . M ο ο ο ο στ SAS at. av Gan ee AS, “8 4 
AN3106A14S7S s PLUG ιν «Ὁ “κ.κ Oe ARRE κ AAA 1 
AN3057-6A 2a ADAPTER. sa e e e lada a ds 1 
AN365-440 uo NUTS E A ο δ. τῳ, ο A IT tie! Ὁ 8 
AN960DÀL v WASHER: 2007 vs.) he ος va δν ον Gos ee: pm sed De a e A e 8 AP | 
2W18-4L ; "WASHER, Plat (NA). ico . oo os m gn ere a e a ο 16 W 
AN515-8R8 5, SCREW; woe arias ο ο ο an ses dh ο ο 18k Se ἕν Ἕ. de ea 8 
AN3100C20-1P « RECEPTACLE 4 40. e a κ A A AA LOCA 1 AP 
TBF22-14PS . RECEPTACLE (CED) . 4. 9 om om om 9 9 ο 9 9 9 o9 o9 on n n on ng n 1 W 
AN3106A20-18 e PLUG ei ο - e 5 ο οφ ο 5.6 ja ο οἱ Φος Φα. ὁ, Φ' US 1 ΑΡ 
AN3106A22-14S . PLUG (upper HYMN ο ye πο ater δ, AE Yor ο eee eke he 84 1 W 
AN3106A22-14P * PLUG. (lower side). ... 4 « 4 e ὁ o9 o9 69 νο e 1 W 
AN3100C22-14P . RECEPTACLE . . eps Tels E Te) Re D, SS an ο et «ο. 1 ΑΡ 
TBF22-19PS . RECEPTACLE (CED) κ a A νὰ 1 W 
AN3106A22-148 . PLUG... .. 9. ^ 9 ὁ .... * à ὁ 9 ὁ ο ο o» ο ὁ t? ο ! ο 1 ΑΡ 
AN3106A22 -19S . PLUG upper siae. —'sd'I lc 1 W 
AN3106A22-19P . PLUG (lower side). . . « ὁ ο e e « «e e ο ὁ ο ὁ ὁ ὁ oo ο ο on on 1 W 
AN3057A12A . ADAPTER. . . AA A ee ee ee we ee ee 4 
AN3027-1 . SWITCH ASSEMBLY. W' κ. e DUK Ὁ el M, DeL ο α) AR e ei RTL no ᾱ 1 cc ΒΕ 
AN3106A14S78S xc PLUG € a ο να 4x ow) ὃν oe e δι κ AAA 1l 
AN3057 -6A . ADAPTER. . . « . « ο . . ο E τὸ, ὦ 1 
175-54066 . LIGHT INSTALLATION, Electrical cockpit RH console. wo οἱ κα f 
(see figure 257 for additional next assembly) 
146-54412 . . LIGHT ASSEMBLY, Navigators chart retractable. . . . . . . 1 
(see figure 233 for additional next assembly) 
AN393-61 ο SPINZ- 6040 Me S45 6 ο ο ο ο Iud vai Rie. cn 1 
AN960D10L s « +» WASHER s 2 6 6 9 κα 2 α wow 4 * κ 4 o» e νο ss 4 
146-54411 κα ox BBRING s v 404 "P" 1 
146-54412-5 + . . ARM, Navigators “chart retractable light "assembly E ers 1 
AN365-1032 p Man DI uU NIS EQ wee Bede OR 
AN520-10R7 e «+ . SCREW... oe ο 2 
146-54412-11 - . +. SUB ASSEMBLY, “Navigators chart retractable light | "us 1 
146-54412-3 . e . . ARM, Navigators chart retractable light assembly. . 1 
146-544 12-9 . ^». . . BRACKET, Navigators chart retractable light assembly 1 
146-54412-7 . . . BRACKET, Navigators chart retractable light assembly . 1 
AN931-1-7 «e e . GROMMET. .... . e ο e 2 
ME 54410 + + . CABLE ASSEMBLY, Navigators chart retractable light e 1 
AN3034-3 e ». . LIGHT ASSEMBLY, Direct instrument ....... + ο è 1 
2250-1 « > « RING, Bonding. . « « e se'e e è è α ee ο...» 1 
AN3436-2-1 . TERMINAL BLOCK ASSEMBLY. . +. +. +. +. +. es © ο © © © ὁ «ο ο 1 
AN365-440 € NUT. 274 ο. ο ο ο ο aa a ᾱ 4... ο ᾱἳ Ὁ ve 9 
ΑΝΟΘΟΡΙΗ, . WASHER . '. . « . ο ὁ e e o « o 0. o... 9 ὁ 5» ο ο c ὁ ὁ ο ο 8 
AN515-4R5 . SCREW... Py Tt e ὃν ὁ 2 
34B2946 ` LAMP ASSEMBLY (SFB part No. 1022 may be substituted) . . . . 1 AD 5 
AN3132R308 e LAMP . « ὁ se » 2 «ὁ 5 « * * e * e ^ ὁ ὁ à e ὁ e 4 ο 4 4 4 1 
AN507 -832RG . SCREW... «e ὁ ὁ 4 ὁ € - 4 Φ 4 ο 6 »' ὁ 2 
34B2946 ` LAMP ASSEMBLY (SFB part “No. 1022 may be substituted) .... 1 ,cC 
03565-1 . : CODER AND FLASHER ASSEMBLY, External lights quen e ὁ eso 1 AD B 
G5825-1 . CODER AND FLASHER ASSEMBLY, External lights (GMC). . . . . + 1 cc 
ΑΝ3108-28-165 a PLUG: Gna αν 34024 9x ο 419 747 ο ο ο ο ο ο ο 1 
AN3057-16A & ADAPTER. 4 2 4 ὁ o ure 0* 05 Ὁ P γα, ο Φα οἷο. τῳ 6 1 
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H-175-54-93 





FIGURE 255 - RH CONSOLE ELECTRICAL EQUIPMENT 





FIGURE & PART y * UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
255 175-54051 CONSOLE INSTALLATION, Electrical RH . . . . Boe θα. 

(see figure 254 for next assembly) : 


-1 AN515-4R4 
-2 AN365-440 
-3 NAF1077-3 
. 4 AN3057-8 
-5 G4720A1 


SCREW e a Cellnet ο Ue ilm im a SU) Ae ee we a 
ρον... A D ree aU cesses SRL da € e a 
RECEPTACLE AND CAP, Electrical connector double contact. 
ADAPTERS 4 $e oo: “etre e we D UN le . 

BOX CONTROL, Exterior lights (GMC) . 


. . ... ©. > ο 


e 9 ο 9 t ο n ο 
ee 0 9 9 ο 
. .. 9 9 ο ο ο £i; 


-6 AN515-8R7 SCREW ciar Be σα ee Se, els ve Qe he ee τς . . ο ο we 
-7 ΑΝΟΘΟΡΒΙ, WASHER: 6-4 ο ο A ἡ ee: Mag eS. YS . 

-8 AN365-832 NUT. 5.2.75 599 E NA EP . s 
-9 175-54090 . PANEL ASSEMBLY, Electrical resistors . . Enine . 

-10 AN515-8R22 T E ο αν ο ie Γκ... . . 
-11 AN960D8 è WASHER. -$ Ὁ κ.β ὁ a ee ee a O ών a a e 

-12 No Number : & Ὃ RESISTOR, Type RW-G-220 (Specification JAN-R-26 


-13 No Number 
-14 No Number 
175-54051-3 
-15 175-54045 
-16 AN515-6R12 


. A 
. RESISTOR, Type RW20G250 (Specification JAN-R-26A 
. RESISTOR, Type RW20G450 (Specification JAN-R-26A 
CONSOLE ASSEMBLY, Electrical RH. . . . . > 
. PANEL, Electrical AC power switch 


.. 9 0 .. 9 9 o... 9 0 t$ $9 53 5 


SCREW . . . . . . . 


s... 0 o9 9 5» c9 9 9 * 9 t$ o» * ο ο ο 


λος 


-17  AN3202-1 κ VOLTMETER caso ας ὅτι SNe Bere νιν VOY M Mo 
-18  AN3157-2 + « ‘LIGHT ASSEMBLY. so <ua x νο 9309 6k ων ο αν VR V I ταις 

AN3121-313 2$ SBULB. Oe elf. 2L 5 ww ati ce enm voca oe ο efus μα 
-19  1AT3 . . SWITCH ASSEMBLY (MCS) . .................. 

AN3333-1 E UN RE 

AN3224-2 vA BOOT 6. fh: νο ar aE A E Ee tc oa ος 
-20  AN515-6R7 ey dt. OCRE sip ct veh a ae to (P es a eines dar RE pe, O A Ane 
-21 AN3021-3 νο ας ros yore oor set ο WE debes Wold. me ur ce 
-22 AN3021-2 o ο DCH ce cum ta va αν ο μμ ανα 
-23  AN3223-1 aim dec NN RN NN DA 
-eh — AN3211-1 a A A EN NS 
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Section | 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


H-175-54-91B 





FIGURE 256 - FUSELAGE STATION 51 TO STATION 158 LOWER FUSELAGE ELECTRICAL EQUIPMENT 








FIGURE & - PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
256 No Number FUSELAGE STATION 51 TO STATION 158 LOWER FUSELAGE ELECTRICAL. . . Ref 

EQUIPMENT (see figure 254 for next assembly) 
-1 146-54084-3 . ACTUATOR INSTALLATION, Electrical air conditioning . . . . . . Ref 
mixing valve (see. figure 249 for detail breakdown) 
-2 175-54301 . SWITCH INSTALLATION, Electrical auxiliary alighting gear . . . Ref 
downlock (see figure 380 for detail breakdown) 
-3 175-54327 . SWITCH INSTALLATION, Electrical auxiliary alighting gear . . . Ref 
uplock (see figure 381'for detail breakdown) 
-4 AN3106A12S 3S ΕΙ 2.4 ος 4 Ὁ Ὁ 60€ € 7.9 0*9 c9 Sa ee E ere ὁ «Ὁ 1 
-5 AN3057 -4A 4 ADAPTER.: o € A Uu E τα corte (δι -ὔ, ο ^ A 1 
-6 AN3106A14S5S ο Μα ο ees AN ο μα Bae cdl πώ e e e 3 
-T AN3057 -6A z: ADAPTER: 4$ 24. 4 e e ads νο ο Te ους 3 
-8 AN3106A14S7S và PLUGS E e ο κών VeL A la Sey Wet pes: el Pay a a 1 
-9 . AN3108A14S7S ο ΠΜ ος a a Ia I EIA ο a “ὦ 1 
-10 AN3106A14S7D ο A A ees qu^ ὡς vs ου ο ο ο ο... 
-11 AN3057-6A « ADAPTER. . . . ο ο em Ὁ ee ο ὁ Ὁ. ο 4 e 4 ο ο I. V e ὁ ὁ 2 
-12 AN3100C20-18P . RECEPTACLE . . . . . © © © © © s e © ο ο . o... 9 .  ὁ ο ὁ ο n 1 
-13  AN515-l-7 MEC c MED QC uc cc ΄ 
-14 AN960D4 e WASHER x „oi a 5 0€ € Ὁ hcm τῳ ια Sy ww 4 ee ea ο us NTE 4 r 
-15  AN365-440 ME S DM DENT aen ο ο aas, eaa LT E 
-16 AN3057 -12A . GADAPTER. 42 o αμ. ὦ) 4 τε ο ὦ τό, -ᾱ De Lom: mh mo 4, ὃς cm ο im ο m) m Se 6 1 
-17 182XAX102 . RELAY ASSEMBLY (stock No. 18071)(SD) . . . . . . +. +... . sso 1 
160-55015€—— . NAMEPLATE, Electrical cabin heater overheat. . . . ον iae CENE 1 
relay reset instruction ` 
-18 ΑΝ365-639 ο ων A € 2 a ae) cael aoea GINE um ο... 
ΑΝΘΘΟΡΘΙ, 2 UMASHER G κ μα ο he vere mer sm e oa πε oe, OF 
AN515-6R12 s OSCREW. sle ca ιν ας Aie e we ceded Hees a το ce ay, d 
-19 AN3106A12S3S v PLUG. 1240469 0x 5609 ee ww -ᾱ- es «rm desc! Stet esce eu “iss cet ᾱ 3 
-20 AN3057-4A s ADAPTER; 2 2-090» Hee ee) ce eh ο ὦ OE Cia. AR TC MN 3 
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Section Il 


Group Assembly Parts List AN 01-60AAB-4 


FUSELAGE (Cont) 





H-175-54-97B 


FIGURE 257 - FUSELAGE STATION 79-1/2 TO STATION 91-1/4 ELECTRICAL EQUIPMENT 
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-9 
-10 


-11 
-12 
-13 
-14 
-15 
-16 


-17 


-18 
-19 
-20 
-21 


-22 
-23 
-24 


-25 
-26 


PART 
NUMBER 


No Number 


C745A10 
AN520-10R8 
AN365-1032 
AN960D10L 
175-54066 


175-54018 
175-54018-101 
AN515-8R8 


'AN520-10R8 


AN3-3 


` AN960D10L 


175-54018-21 
175-54018-25 
A401U3 
A4O1U4SH 
AN3157-2 





AN 01-60AABA-4 


FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


FUSELAGE STATION 79-1/2 TO STATION 91-1 


(see figure 254 for next assembly 
CONTROL HEAD (RUV) . . . 4... 4. es 
CREW erat cS e. ο ο ο ος 
NUT. oW * ὁ κ OL Xo να we ode Se I 
WASHER . . 

LIGHT INSTALLATION, "Electrical cockpit 


Section li 


Group Assembly Parts List 


UNITS 
PER ASSY. 


Ref 


ELECTRICAL EQUIPMENT. 


. . 
. o . ο 
ee ee 
. oe . 
oe 


RH console 


(see figure 254 for detail breakdown) 


PANEL ASSY AND INSTALLATION, Elec photo nav camera 
PANEL ASSY AND INSTALLATION, Elec photo nav camera 


+ SCREW  « ο ew we «ια. .. 
SCREM . 
BOLT. . 
WASHER. 


PANEL ASSEMBLY, Electrical photo navigators 


3 A s ΕΝ νο. 
. SWITCH (RHS) . ., « 4 . 2. eee 
. LIGHT ASSEMBLY . . . . . +... . 


ATTACHING PARTS 


AN515-8R7 
AN961-8 
AN365-832 


AN3121-313 
AN3227-7 
AN3433-2-2 
AN515-6R7 
T103103 
AN515-6R8 
AN3021-2 

BS 
AN515-8R10 
AN365-832 
AN3227 -8 
AN3433-2-2 
AN3228-2 
ANS15-6R7 
L14001 
A401U3 
A4O1U4SH-R 
10700 
AN520-10R10 
AN3227 -2 
AN3433-2-2 
AN515 -6R7 
175-54079 
AN3121-313 
935-102 
AN515-4R8 
ΑΝΟΘΟΡΗ1, 
AN365~440 
16915 
AN515-8R10 
AN365-832 
33187 
AN515-8R6 
AN960-8 
AN935-8 
8918K578 
AN3220-2 
AN3027-3 
AN3021-2 
AN3027-7 
AN3333-1 
AN3022-7. 
AN515-6R8 
AN3101A16-11S 
AN3057 -8A 
AN3106A18-9S 
AN3106A18-12S 
AN3057-10A 
AN3106A16S1P 
AN3106A16S5S 
AN3057 -8A 
A4853 
AN520-10R10 
AN960D10L 
AN365-1032 
AN3436-2-15 
AN515-4R8 
585-2-15 
8c6-2-15 
AN3434-1 


9 0 9 9 SS SS 9 ὁ 9 9 ὁ 9 * 9 0 ?* ο * « 9 0 9 9 € 9 9 6 9 so. .«< c3? ο 


SCREW,  « « « « 0... ο ο on on 
+ . NT. 


. . © © © © © © © ο ο  » ο 


. LAMP BULB. 


: PANEL ASSEMBLY; Electrical photo navigators 


WASHER . e es ........: 


control . 
control’. 


camera control. 
camera control, 


e. 9. è 5 9 e oa o o o o 
e . © © © © ew c2 : » $9 


e . ^ © © 4» o. ο. 


ο SWITCH Bo μμ sec BS. Bi SS ο Gk Sense A MA 
2" κ ο ο ο Vetere wire πα ο ο 
ο μμ αν ο πμ Ot desi: ο ο ο ο. 
ο Ue COUNTER (VEE hs ος τα ὡς a δν IA IR. We ιν for VOIE ος «ον 
wo we SCREWS. ΕΝ ο ο ον ο AS ver ax 
d d. ασ αν ο ν ο ος ΉΝ ede E whe 
+ . INTERVALOMETER (AIK) . . « « +. +. +. +... +. ee we . . ον ο ο 
ο 1 A A A A Gs e e 
ο ο μμ uo WoW φων A COLO, οὔρῳ Jae oe 
2 o SWITCH 50.» ο ῳ.ᾱ. wo φον m ο”... 
e x BUS iS 4 4 ὦ Ὁ Wy» a cm mo me e a I φ,. 9 
2o GUARD o a κ ο ο vel Ver m Ce. o coms De e AOE OSS um eee e 
gr S SCREW; 6. ο WC. Ὁ ADR cm VL ος m Ὁ ὁ De ia Hh ο. es 
eoe -BIGHTER, Cigar (CSP). να $09 wow» who e omo ον ὦ 
. . SWITCH (nus) ο ο E δι τος, ος 
3 Ὁ SWITCH (RES) a αἰ ὦ. o 29 δώ je ca μον ἀπ 
+ . AZIMUTH CONTROLS (AAEE). . s.s ee ee e n n 
tm aig: SOREM V. voe erm em le cote ο Ce uds ο ορ. 
v. SWITCH: ο. doe Sete 0€ pie ο ο coit de ta Pn IR τῷ 
a. Ὃ (BU Sie na a ore See RUE OU. S. ivo S Vete ster voe d Leo κια, ὃς De 
. . SCREW. . . . PEE ROT αμ ο... 
+ . LIGHT, Electrical camera ready warning . . . +. . . e . +. 
. . LAMP... Vr rec. e. (at E icai ran fio Pasce: Meera “a Niel πο 
+ . COMPUTER ASSEMBLY, Ground speed. (CAV)... ος o a > ua 
scu SCREW a acu eek ow Rue ο i9 ο ο ο 
v. x WASHERS wee ο ο ος oe ene) Bites e RR ae ee 
e ο NUT SF ο ο οἱ coc Si ast 6 la ο ο aa Sey ος 
. . BOX ASSEMBLY, N9 control panel. (FAC) . secs: ox ος ος ὁ 
z- a SCREW; i sera m Tier Im om ve iem Path ο eue ο. ο ο 
ve SR NUT a Ly. ἵν Har lan e E asia te! de eS E. RU EIUS C RT, Bats, WIDE Te 
+ . RHEOSTAT ASSEMBLY (ΟΜ). . . . +. +... . + ee eee eee 
Be SCREWS A RR O ο E, Sore! SEC E ο 
& ov. WASHER s a οὐ ie Sey de A RS ας ο ce 
S gt NUTS $306 τας ο, ας ὃν 0990 29 Sel 9 a OA 18.08 08975879 97. ώς ὃς ος 
. a OSWIPCH (CUT) ce 4010: 80x09 0, 0€ 9. aa 9D IR AA E 
ο αν KNOBL uS s ch Ab assis E A Ae, elf Ru trece tte Ὅταν 
vo wo SWITCH sis ον ce 0609 c E lodge m ἃ. FI HA ὁ. ος c» 
s. οι μα im uiv. ser WO I ο ο esol la τα, ο 
«ce SWITCH Us τω Gos Se ie. ny far em E V οσο 
s we, GUARD o oe Ὁ Sep vale ey A BB an te ὦ 
Ae WET CHE oye ο ο tor tot or ο Lue uel Ὁ, ὦ χοῦ 
x ow o ο αμ ο a See A ο eee κος 
RECEPTACLE: $ 2... ο ο ο Sie’ οἱ ον eee le οφ SOE ARS, ee Se 
ADAPTER το cei tans: sh coy Ves er ο Ἄρτα Monten e: Ὁ νῷ, XS etree erie ane Ge 
PLUG a cee οὐ Se Ds be pies Ga we ο ale SSL les C ο ο” 
PLUG... ον ο αρ et Sr li event e τε. ο ο de 
ADAPTER ο ον cen e ile de Ὁ, tease Cop de pecas ντο τον ο κ 
PLUG. 4-2 τή ο e a μας ος GAA Tan ta, de run dr fos οσον e 
PLUG. Ou. μα ο ον ο ον ο ο. 
ADAPTER. xi eo 604 a ace e GE Dese oe va heen Fe δν C. (Ἡ CAO Tid τιν a 
FILTER, Intervalometer (AIR) . . . . so a e 2 eee ee «ος 
SCREW: 3 3504. coL e IE DR OE Uu del ο cat ce, ο ο. 
WASHER... ο ο ο ο S sme i ϱ ess fol E e va Tei De D, ἴδια) ὦ 
NUT. — PP PPM EE C 
TERMINAL BLOCK ASSEMBLY. . . . . . . . «e . . κ . . . . . ον 
SCREW. . . . . . OM DE REP 
STRIP, Terminal base installation (NA) i 0$ R04 al αν σος 98 
COVER, Electrical terminal block (NA). . eses . . eee ee 
STRIP. 4.9. 4 4 ο ie te m Ja GS, e ο ο G 





zu 
o 
-5 


m 


I 


DEFEND IZ IO IQ fO. I2 £7 I2 UU JO. I. EH. E. HL IO ΠΟ IP. i E E ο EE {ΞΕ d E HH EE EYEE EE E 1} Hi [0 IB i8 jS. I IBS κι IB JO ΗΛ ES E ES B DI 


USEABLE ON 


CODE 


AD 


Q 
Q 


ἘΞ 
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Section ii 


Group Assembly Parts List Ὁ 


FUSELAGE (Cont) 





H-175-54-90B 


FIGURE 258 - RH SIDE FUSELAGE STATION 199-1/2 TO STATION 224-5/8 ELECTRICAL EQUIPMENT 


FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
25 No Number RH SIDE FUSELAGE STATION 199-1/2 TO STATION 224-5/8 . . . . . . Ref 
ELECTRICAL EQUIPMENT (see figure 254 for next assembly) 
-1 175-54054 . PANEL INSTALLATION, Electrical RH generator control relay. . Ref 
(see figure 259 for detail breakdown) 
a -2 175-54058 . PANEL INSTALLATION, Hydraulic landing gear control relay . . Ref AD 
: (see figure 260 for detail breakdown) 
E 183-54058 . PANEL INSTALLATION, Hydraulic landing gear control relay . . Ref σσ 


(see figure 261 for detail breakdown) 


-3 AN520-10R8 Ὁ ICRA εν RCM Ue de απ ο ο A CK AS TROC RAR RI INCDUS EVO ὦ T -ᾱ 4 σσ 
ΗΕ as WASHER 6.90.3 ne ο ο Ie dd ο. cc 
AN515-6R « SCREW ie ce eae les ee e δ ee 90 UE UN UO a ο «τα ee ae Ὁ 
AN365-632 . NUD ο ve x ee ο ο S ο ad Gat nt day lel ο Ημ” 8 
ΑΝΟΘΟΡΕΘΙ, a WASHER: w Ὁ ve oe, Worse We de d" RA κ Αμ AAA κ Ψ ο A 8 
-4 A24A9178-3 . REGULATOR, Voltage type AVP109C (WXL). . . . +. . s +... ee. 1 
(NA drawing No. 160-54110) 
-5 A28A8727 . MOUNT ASSEMBLY, Voltage regulator shock (WXL). . . . . . . + 1 
6 T€ (NA drawing No. 160-54111) - 
- AN3108A14S2S « PLUG -a ei ea 9*7 ow Ορ X ER ee ere ο ee OE a ea τῳ 1 
AN3057-6A a ADAPTER o ο. a X0 0€) RAR A AAA ο ας τς 1 
-7 AN3108A1283S e “μυ o£ x. A ier AS LO A A ρα, RAS ας 2 
AN3057-4A ^ ADAPTER ο o AR ae ee 79 OU AA T e we eS 2 
-8 AN3108A14828"X" . PLUG κ e e wo a A RA a RATA A oe -- 2 
AN3057-6A » "ADAPTER. e ἡ e we φωτα d AAA κ 2 
-9 AN3108A14S28"y" « “PLUG s 4 cee ene ae A UR ie 1 
AN3057-6A s ADAPTER. 4 43$ ió a ada a ev ler A 1 
-10 AN3108A14S2S - PLUG. os 2872€ dé ra cc 1 
AN3057-6A « "ADAPTER. a o £u ASE d ο ᾱ Mo o EC A ER AR AR i 
-11 AN515-6R6 e SCREWS 440.209 ie! 9 0 09 o9 91€ a ὦ δ.) Bo eS oa te er ite 8 
-12 - 146-54059-8 . COVER, Electrical pressurized power panel (RH forward side). 1 
-13 146-54059-10 . COVER, Electrical pressurized power panel (RH aft side). . . 1 
-14 146-54061 . INSULATOR ASSEMBLY, Electrical pressurized power panel . . . 2 
-15 175-54077 . PANEL INSTALLATION, Electrical hydraulic control relay . . . Ref 
(see figure 259 for detail breakdown) 
η. -16 "REC . . AMPLIFIER (MCD-3) (CAV). . 2... - . 2 ee . ee we wae 1 AD 
8 Ν -275 s PLUG αν O RR A 1 AD 
el AN3057-12A A ADAPTER Corto dee) Ge) ο cote ae caries Gilles cel kw este ch ve ee: τες Ten etis 1 AD 
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Section [| 


AN 01-GOAABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 





FIGURE 259 - RH ELECTRIC GENERATOR CONTROL RELAY PANEL INSTALLATION 








FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. CODE 

259 175-5405 PANEL INSTALLATION, Electric RH generator control relay . . . . . Ref 

(see figure 258 for next assembly) 

-1 AN520-10R12 ὁ CREW s Ur" fog Bi see, ος erie ee Se Oe te es Ow, See . 6 
-2 AN960D10 . WASHER . . . « oe ewe 6 
-3 175-54054-21 . PANEL ASSEMBLY, "Electric RH "generator "control relay. i Aas RA 1 
-4 AN365-1032 .« + NUT e ο ὁ ο 6 * € ο ὁ . 4. 19. 79. 1s oe 6 
-5 2W1-13-16-63 . ο WASHER, Plain (NA). . E α ο ο .. 18 
-6 175-54053 + . STUD, Electric panel” cover “support. alts A τ οτι. τῷ 6 
-T 175-54054-17 + . COVER, Electric RH generator relay panel. "E dE sate ‘ba e 1 
-8 AN520-10R12 + œ SCREW a e-e e eo owed cn ὁ e... eee ee s.n n. Y 
-9 ΑΤΡΙΕ + . CONTACTOR (HEM) . . « « . . . + li a is L 
-10 175-54054-7 s. a: BUS BAR 4 » . acs e. òè . . ο Sn. . 1 
-11 AN520-10R16 as » SCREW . x» o» * « x $9. οἱ 8,59. Ὁ . "M m 2 
-12 AN3200-450 a a ὍΠΗΝΕ ea a Ας a aos . . . ο "S 1 
-13 175-54054-9 om we.) BUS BARES 3. ο) etur ve oo fe, ο ome . 4 » 4 4 . . . ο 1 
-14 175-54054-11 e ow BUS: BAR «hw να... & w^. Ceo e fe ow μι, ο uu 1 
-15 175-54054-19 + « BUS BAR « «© « 4.5 Ὁ ὁ ὁ ο Ὁ € ὁ ὁ ὁ 4 Ὁ oe ο « 1 
-16 AN507-832R16 4. SCREW . ᾱ--ᾱ wi 8. eh «ὁ; o Tera IU. Φ'. Je 1 . oe e ù 2 
-17 AN365B624 - « NUT: EEN cxt iW a o « . " & wo» 4 4 3 
-18 AN960B616 Dol WASHER. . Κρ ROSE ώμος a div ἡ Ὦ 
-19 146-54043-10 «e . PANEL ASSEMBLY; Elec tric "3/8" inch stud terminal uic d Tue y. Tar c 1 
-20 AN341-616 al, e NUT. . 29095 ο saat pe cur e 404 celsis κ Cee es cd 
-21 AN935-616L e > . WASHER ..... à * ο € e a o >. je . ta 3 
-22 ANS5O7B624R32 i: ce ore SCREW AA sale 1 € . . 4 . e * ο 3 
-23 AN3380-1 a τῷ. RELAY 453-0. Ge 09 a ος Ὁ A , Ve ose Ἔ 
-24 AN520-416R14 a ΚΟΕΝ ^w ee ae we ο ew . M 5 * 9 ο e e e. Φ' o 6 
-25 AN3370-1 sc E RELAY κο Φα ox ας αν κ οἱ ο τι ἐφ ος ο PRECES 1 
-26 175-54054-13 €x “BUS ο ο ewm a e Wwe uA Sas OB e 1 
-27 175-54054-5 e .. BUS BAR. . . . . . 4; ο ο ce) Ui δ ας ο je GE Ve el oU. wo de 1 
-28 AN3371-1 eo ο RELAY ς α ο -ᾱ-.ᾱ- α Se ee ee ye oe s cm τς νο ο eet aaa? al ο 1 
-29 AN3316-1 ὃς WOGREDAY e las 4 9:9 09^ a A ο AA 1 
-30 AN515-8R12 £^ SCREW quo ono apr DX 4 
-31 67191-1 + . RELAY, 24 volt DC feathering “(GFP): πο ΙΙ ας 1 
-32 AN520-416R14 a. Sto ο ο G Set κ ο ο ce. Ἂν ie: wet a. Ue IV AA ο ee oe 2 

A A ee Sy et 
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10 uw: 11 

































































Ad-2P-4-54-1 
FIGURE 260 - HYDRAULIC LANDING GEAR ELECTRICAL RELAX CONTROL PANEL INSTALLATION 
E oe 
FIGURE & | PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
260 1175-54058 PANEL INSTALLATION, Electrical hydraulic landing gear control . Ref AD 
relays (see figure 258 for next assembly) 
-1 AN520-10R8 L. OSOREWS 4 ἴδ. ο, re a deo ο Rene ned ges a a 4 AD 
-2 ΑΝΘΘΟΡΙΟΙ, . WASHER . . 7 AD 
-3 175-54058-3 . PANEL ASSEMBLY, "Electrical hydraulic landing gear “control. 1 AD 
τ 
-4 AN365-1032 . NUT. . PE ο RO ED T AD 
-5 2W1-13-16-64 ! WASHER, Plain “as x L up. at on eat, “δ AD 
-6 175-54058-5 . COVER, Electrical hydraulic “landing gear control relays. . . 1 AD 
-τ 175-54053-10 . STUD, Electrical panel cover support . . . . . . . Š M 4 AD 
-8 44B19-2(S690) . RECTIFIER HH ute... qe. cw Sn m Sef eA ves τῴ. ποὺ, ο) uetus " ZU 2 AD 
-9 44B5- 2(s692) . RECTIFIER (VI Ri. ο e car eu τῶν is re cos 1 AD 
-10 AN515-8R9 . SCREW, . ME aa θά, SEE ee aS ie ies oa neta UL ΑΡ 
-11 237EAU . RELAY (LR) r . Se ted ae 2 ad, wo) arg a> uo Be 5 AD 
-12 175-54058-9 . BUS BAR, Electrical “hydraulic landing gear control relays. . 1 AD 
-13 AN365-440 o NUTS το ᾱ- 454 ο ας Kot ; 2. ρα gei gant 3 AD 
-14 ANQ6ODUL s WASHER = o a ᾱ ὦ ᾱ- τῷ -ῳ ere «ο ο ο ie οἱ, 4 T ES ἀν γω. e 3 ΑΡ 
-15 AN515-4RQ s OSCREW 3. uL Seca se a Ὁ -ϱ τι ὦ e ^ ΡΝ t 3 AD 
-16 AN3434-4 . STRIP. . M ο. one eis : em is ὃν ES a 3 AD 
-17 AN3436-4-16 " TERMINAL BLOCK ASSEMBLY. . . . . . . . e seo 1 AD 
-18 AN3316-1 . RELAY. . . δ. παν que, Verger Venues CY lee a oe 2 AD 
i -19 f D379 ' RECTIFIER; Solenium blocking valve (ITR). . . . . . . . 1 AD 
-20 # 18h-54173 . DECAL, Landing gear warning light rectifier. . . . . . + +1 AD 
8 NOTE: # Denotes the incorporation of Service Change No. 455 


a AAA _K_K2ÁXA—_— — ————2—— 
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Section 11 


FIGURE 261 - HYDRAULIC LANDING GEAR ELECTRICAL RELAY CONTROL PANEL INSTALLATION 


FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
261 183-54058 PANEL INSTALLATION, Electrical hydraulic landing gear control . Ref σσ 

relays (see figure 258 for next assembly) 
-1 183-54057 . PANEL ASSEMBLY, Electrical hydraulic landing gear control. . 1 cc 
relays 

-2 AN365-1032 AN A pete ο ο ο ο ο... 7 cc 
-3 2W1-13-16-64 . WASHER, Plain (NA)... .. 2.24. el ον ον 12 cc 
-4 183-54058-3 COVER, Electrical hydraulic landing gear control relays. . 1 cc 
-5 175-54053-10 . STUD, Electrical panel cover support . . . . . . . . . . . . 4 cc 
-6 AN515-8R9 ο Εν. ΝΙΝ, oda dh Tat e ο. ο ας 18 cc 
-7 237EAU 5 "RELAY (LR) ce Qs ci a a Bs de ag 5 cc 
-8 175-54058-5 . BUS BAR, Electrical hydraulic gear control relays. . . . . . 1 σο 
-9 AN365 -440 VERA E σας. aN a e A me 3 cc 
-10 ANQ60D4L 2: MASHER, S02 162 ο AL adi ο ο μυ ο. 3 cc 
-11 AN515-!R9 $ SSCREM. l0 ο Heck de, OY X4 a s ws i 3 σο 
-12 AN3434 -4 ISTRIA. iia ο ο Sl κ... "EE 3 cc 
-13 AN3436-3-16 . TERMINAL BLOCK ASSEMBLY. . . . . . . . . . . . 800808080848 1 σο 

AN961-10 x WASHER 4.0 uc soe ew qe s D res IRE IN οἱ κ ον Soar Se is eee, . 6 cc 

AN936A10B s WASHER ος 03 κο e τς νο ος ος UE δρ | secon Rea ecd IS Ghent n 16 cc 

AN341-10 as ANU ER E κ.» 16 cc 
-14 AN960D10L a WASHER, 2-2 m as ταν sabe uel ap tae xe, όσο vas red, ex es e VOL Soe tan id 3 CC 
-15 44B4 -2(S692) . RECTIFIER lu P ο ο ον a ao as μα 1 σσ 
-16 44B19-2(S690) =) REC TIFGBR (WL κ ο Lo uode on ο Mare ae n e^ s Caro 2 cc 
-17 AN3316-1 es ο αρα τω Paid ia το pi ο ie de ο ea ate, ϱ cui A IR A 2 cc 
-18 # D379 . RECTIFIER, Solenium blocking valve (ITRC). . . . . . . . . . 1 cc 
-19 £g 184-54173 . DECAL, Landing gear warning light rectifier. . . . . . . .. 1 cc 

NOTE: # Denotes the incorporation of Service Change No. 455 
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Section li 


Group Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 





1 
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A 
E H-175-54-145 
FIGURE 262. - ELECTRICAL TERMINAL INSTRUMENT PANEL ASSEMBLY 
ΗΕ . NI E E Md EN m 
FIGURE & PART E . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 . NOMENCLATURE PER ASSY. CODE 


62 183-54061 PANEL ASSEMBLY, Electrical terminal instrument. . . . . es. e Ref σσ 
(see figure 248 for next assembly) 
SCREW. « e s © © © © © © on 


-1 AN520-10R1h cc 


á ο aTa AUCI N^ A ρα ei te ος 2 
-2 AN960D10L . WASHER a . ssas eeue ea o. .«..... .«....... 2 CC 
-3 NAS43-3-22DD . SPACER, Screw and bolt e . 3 . . eses ο» ο ο «ο» 0. om tm ng 2 CC 
183-54061-21 . PANEL ASSEMBLY, Instrument panel electrical terminal . . . . . 1 CC 
complete . 
-4 183-54061-25 . . PANEL, Instrument panel electrical terminal . ......+-s. 1 cC 
-5 183-54061-23 . . PANEL, Instrument panel electrical terminal . . . . . »  : 1 ος 
-6 295246-20A . . GROMMET, Plastic (MKL). . . . . 4... eee n rn . ee 9 CC 
-7 AN515-4R7 BS ES SCREW ντος ὃς lol oe 02 ae ae Ge A! le όν τς, ο ele Mal m Ca ον ντ ee. Ἐς 
AN9GODHL vL WASHERS oie aoe ο ο ot ο Ue ci ο ο ο SE ο uw e ο 
AN365-440 2^ ONO As Sed ee Bo ο O X QE cw ο ο ο. 
-8 AN3436-2-31 . . TERMINAL BLOCK ASSEMBLY . . ess sso «ον ew we nr n n ee 1 CC 
AN3434-1 κ € πι ΙΕ a e ide we ma e ο ο. 
AN961-6 . . WASHER. . o uy n) vus SP ον ο. cae οφ ὁ; ὃν ο εις “CC 
AN936A6B . . WASHER, . . νο ο ο sor o9 κ vom s n n n on 9 n n n 5. . 121 CC 
AN341-6 oor Ἀν e μα A a ο Ῥω ER Del. Ce 
-9 AN3433-2-2 νον" ο ο b. c E E E A 
-10 AN3433-2-3 v T A uod he wow oco erum O umo OC 
-11  AN515-4R7 ο μμ xo Wr oo bo eo ο are ce now ees ο αυ... 
ΑΝΟΘΟΡΗ1, ` ο ο WASHER eca e ο a a ο ο ο ο ο ου. 8 cc 
AN365-440 eS fh TNUTI.B d£ sos Se eine ρω) ες COE ewer er ο SEN Ge ο y's ο 8 cc 
-12 AN3436-4-5 . . TERMINAL BLOCK ASSEMBLY . . . . . . 4 ee ee . . + ο. t t à cc 
AN3434-3 οι ο S62 os tence) vU s eum mum ae OG Ga ete Br ος 
AN961-10 T A WASHER. -a oroi so 9 ow) side ο see, 409 3 ᾱ Ὁ re ὁ uec 50: ος 
AN926A10B κι “WASHER. ig. ο ο ο a a e ο 
AN341-10 ον NUT A E A A 
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FIGURE 263 - ELECTRICAL HYDRAULIC CONTROL RELAY PANEL INSTALLATION 


H-175-54-87 





FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
263 175-54077 PANEL INSTALLATION, Electric hydraulic control relay. . . . . . . Ref 

(see figure 258 for next assembly) 

-1 AN515-8R10 ο SCREW A ο e Ww NUN e. A 
-2 AN960D8 s WASHER tas aa a ieu NUS ie τε fel Vega e cedes d 
-3 175-54077-11 . PANEL ASSEMBLY, Electric hydraulic control relay . . . . . . > l 
-4 175-54077-5 . . COVER, Electric hydraulic control relay panel . . . . . . . 1 
-5 AN365-1032 aa a A A ου ος ο ο ος 
-6 2W1-13-16-63 . . WASHER, Plain (ΝΑ)... .... +... ... eee er ο «ο 6 
-7 175-54053 + . STUD, Electric panel cover support. . . . . . ο e è e e eo 2 
-8 AN515-8R12 z ee NUT... «oce se aie ose Ter A eee ὦ ieu er ο A ve 
-9 ΑΝΟΘΟΡΒ s x OWASHERIS «oe c» 93 as aaa τς ο a τι τὰς ἃ δν, e 
-10  44B5-2 e RECTIFIER: (VI). ceca oe o des dress A 
-11  23TEAU . . RELAY, DPOT 24 voit DC coil (LR drawing No. LO5008) . . . . 2 
-12  AN515-8R10 «one 1 O ο AIR απο” εν) 
-13  175-54077-13 gow! BUS BAR V era ὁ. «κο, κα ο ο ο qe a de as αᾱ 
-14 16146 4^ ce RELAY, CHYAW) S -3-— 90 eu Rec. A qur αρ d κο, Lee ον σε b 
-15  AN515-6R10 Las ο μμ cack Wo Serve (e dore ο OR goles dés a> veis A. 
-16 AN3436-2-6 + . TERMINAL BLOCK ASSEMBLY . . . . . +. +... . eee ee nee 1 
-17  AN3!1-6 v οὶ SNUT v x) ood e e yer “enter eke eec Red WO NO QUAD να, ας. 20 
-18 AN936A6B ow WASHER: visis ο Ss crc OT eli ei de eue cx ewe Wer ος ceris a “Ὁ 
-19  AN961-6 Ay c WASHERG S. sexe endo ie ria! v do. πα a esce nas sa M8 
-20 AN365-440 αυ ον μα ue Hle a ο ο μα ο E 
-21 AN507-440R7 ο ο μμ A Pus rere ο ο ο ο e x κο e 
-22 2069-900 . . RELAY, 24 volt DC coil (Air Ground Monitor)(LR) . . . . .. 1 
-23  AN515-8R10 i. cw ¿SCORE se 5. το δα e Ὁ -ῳ ο ο eu Us νυν a @ tae (SO 
-24 AN3316-1 eG. RELAY 0. 3- € we. 0909. 29 79 09 c9 φεῦ ο) a 09 ο) E. E A, 


nn 
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ΑΝ 01-60AABA-4 


Section 11 


Group Assembly Parts List 








FUSELAGE (Cont) 

AGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE : PER ASSY. CODE 
264 .175-54097 ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Fuselage nose sta . . Re 

3 O to sta 79-1/2 (see figure 226 for next assembly) 

-1 E1725-1 s; INVERTER (GFP) a l0 woe €c€eseck]ty Ὅν Be ae LLL Uy oie -ᾱ 2 

-2 AN5-6A bo BOUB ess bob ο ο αν ---———pp ce 8 

-3 AN960D516 e WASHER ο E E RA νον Ὁ ἃ 1. UO RE AAA 8 

-4 E1617-1 + INVERTER (GEP) . e s apee 9 9 δ wo m qe ο e m we ewe α 

AN3-5A ων ο a ewe ee od 

AN960D10 è WASHER ca Ὁ ο Ὁ 3d de xU dE UR € 3 E IA IE 4 

-5 AN3106A20-48 V XBhRUG.S Gu. ο ie τες «εφ EUN Ue. ο Hay Ghee Sao ec Qe we he esate’ cb 

AN3057 -12A κ ADAPTER? Xo αν Ὁ Xo 0e X IR A A AR AA CA 1 

-6 JX51K . RADIO NOSE FILTER (SPR)... . +. +... .... . ....... n ng 6 

AN365 -832 Se. SONU sta vias Fe tet eh cae νο) φοναῖς Sot oi DE oy apse ο Pda: ο ο ο 

ΑΝΟΘΟΟδΙ, C^OWASHER: Ρος ο e ο ο ο der vey 9e OD rien si. EO. 

AN515-8R8 s SCREW senes ο ο ο ο ce e Y WO oe o hne AR Se ee eee «38 

-7 AN3106A16-11S e BUE AS ϱ A 2e AAA AA oes X 6 

AN3057 -8A v. ADAPTER. aa a a Yo ov ene da as «Ὁ 

-8 AN3100A18-208 . RECEPTACLE να a E AAA A A EA 1 

AN3057-10A « ADAPTER. 6 4 4 ο ο ο £o * (e 9 ea 95 a aS ο e: ἐφ᾽ lei ii 1 

-9 AN31004A32 -6S « RECEPTACLE εἰ "e$ τω jew ο ye uvae X -ᾱ- διαφ CDS e e 1 

AN3057-20A > ADAPTER; νο RA A AE 1 

-10 AN3100A20-16S 4 “RECEPTACLE ο Gos (€ @ 9 Ὁ € 0€» κα «ο 4 X X* X* * Ὁ 1 

AN3057-12A . ADAPTER. . . woo ce αὶ Φ Ὁ D MÀ ah δν ee Ce Je. Ss ee ᾱ- δ Fer ve 1 

-11 295134-8A . GROMMET, Plastic MKL BPG ra ar ο AT O Dea <5 1 

-12 YHS40S6 . TERMINAL PANEL (pressurized) (BE) wo νο Cel, sired eh Mele) Ὃν ος. eae: fo, « 

-13  147-71238 . GASKET, Pressurized radar connector panel. . . . . . es ὁ ο ο 1 

-14 PC16231 . CLIP, Type A4 $i. Ry aw. τοὶ τς 79 (δ Ὁ o TELS SS Ve. UC νι ΚΦ ^ “ὦ elc 2 

-15 PC16189 . CLIP, Type A5 oe 9 € ee WO 7€ 0109. see ὁ: 4 m i sc Se 2 

-16 | AN520-10R10 s SOREN S veto ei oe te esc o so oe Ὅν ενα ος ο TUI AP OE e ape o «20 

-1 :-AN960A10 s WASHERS io: 06 a ο ο ο a en TE Where. qmdem αἳ ο 

-1 AN515-6R6 es SCREW G: να Ὁ A AAA AA O ϱ A οκ EE 4 

-19 AN960D6L +. WASHER .  « . ο ο RE . M Di va. ο ο ο 4 

-20 175-54075 . COVER, Electrical pressurzed power: discharge station 79-1/2. . 2 

-21  175-54074-1 . SHIELD ASSEMBLY, Electrical pressurized power discharger . . . 1 
station 79-1/2 

175-54074-2 . SHIELD ASSEMBLY, Electrical pressurized power discharger . . . 1 
station 79-1/2 

-22 AN3-7A v( BOLT LULA. ο αὐ wey aD AE RN aoe ep Tao ο: ο. 

-23 | AN960D10 . WASHER... CL CE ο 

175-54073 . PANEL ASSEMBLY, "Electrical pressurized power discharger. . . . 1 
station 79-1/2 

-24 AN365B624 a- ae NUT ο ὁ ο ο ὁ ο 9 ὁ ο ὁ 9 ὁ ὁ ο ὁ 9 ὁ 9 ὁ 4 ὁ ὁ ο ο ὁ a 2 

-25  AN961-616 es WASHER sa $0499. ws ar so» e ο X a ο wee, 2 

-26 AN341-616 « . NUT & . X A TN a a x ox Ὁ τὰ 2 

-27 2W1B2l-28-125 b. ide WASHER; Plàin (NA). * . . eo... ο ο m ο ο ο 2 

-28 14156-54063 + . STUD, Electrical pressurized power panel. $Om. να 4 

-29 175-5407 3-3 » . PANEL, oie pressurized power discharge station... 1 

7T9-1/2 
-30 175-54073-5 * PANEL, ae pressurized power discharge station... 1 
T7T9-1/2 

-31 AN3108A16-10S s PLUG. 4-4 οἱ ο 97/1 ἡ «4 ὁ Om a ee ὦ ed ὁ Φὶ “es bee a Secs He 3 

AN3157-8A e ¿ADAPTER s ua a ον το τα arras ο Telle a AT dm 9s 8 ο, Ὁ Ue es ler cde 3 

-32 AN3316-1 x RELAY. 4 να ER A RR AE A A 1 

AN515-8R6 o. SOREW4. 4 46 4 4) ο ὁ Ὁ € 49 X 4 9 -ὁ- ὁ ὦ. ο 4.4 4. 9 - οἱ 4’ ο €x 4 

AN960D8L s WASHER ος ev τῳ; Sec igh Bu Races im Ce. ce) Te Dr ον las Ire fece eite faire” Gases «ο 

-33 AN3106A12S3S ο PUG s crs el em ee EA ὁ κ κα ᾱ AAA 1 

AN3057-4A + ADAPTER: α. s 6 4 6008 204. 00 0 a e A C 1 

-34  cT65 SALVO UNIT, Camera aid (RUV) . . « . . . . ee ae wd See tate! Ub 

ATTACHING PARTS 
-35 AN520-10R8 SCREW. 4x oo X 0x2 ροκ κ κο E "Nc E 4 
-36 ΑΝΟΘΟΡΙΟΙ, e “WASHER. 444 € t5. Sep ae ae ias a dede teva) A 
——— ——— 

-37  AN3106A16-9S pln m D PCI ο... 

AN3057-8A v ADAPTER, ο a e a ο le a acte a reta ía ος, ἃ 

-38 650-3128 « RELAY (COB). 4 κ o A WO 9» * κ ἆ 9 7 x 9o cw OW 1 

-39 650-3129 v RELAY (COE Je ᾳ e κα X*X 0 90€ X €. δε ο ο el a 1 

-40 650-3130 . RELAY (COE). 2. o ὁ ^ ὁ ὁ ὁ « « «4 ο ὁ * * «4, « «2 loeso 1 

AN515-8R6 So SCREW se roe ο ο ο A A a ο” 

AN960D8L s WASHER .. 1. $5 mw ara ela e e a a e Pte .ᾱ- e 
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FUSELAGE (Cont) 











H-175-54-112A 
FIGURE 265 - FUSELAGE STATION 224-5/8 TO STATION 538-3/8 ELECTRICAL EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4,5 6 7 NOMENCLATURE PER ASSY. CODE 
965 175-54131 ELECTRICAL EQUIPMENT INSTALLATION, Fus sta 224-5/8 to sta. . . . Ref 
538-3/8 (see figure 73 for next assembly) 
No Number . LH SIDE FUSELAGE STATION 224-5/8 TO STATION 424-5/8 . . . . . Ref 


ELECTRICAL EQUIPMENT (see figure 267 for 
additional breakdown) 


No Number . FUSELAGE STATION 463-1/4 TO STATION 538-5/8 ELECTRICAL. . . . Ref 
, EQUIPMENT (see figure 269 for additional breakdown) 
No Number . LH SIDE FUSELAGE STATION 424-5/8 TO STATION 489 . . . . . . . Ref 


ELECTRICAL EQUIPMENT (see figure 268 for 
detail breakdown) 


-1 2951341 -16A . GROMMET, Wire protecting split (MKL). . . . . s ss s s ο ο ο 3 
-2 295246-14A . GROMMET, Plastic m Zo € ης erue tet μα ο... wo 
-3 295246-20A . GROMMET, Plastic (MKL). . . . . « . . we ο «νο» we ee 2 
-4 AN3436-2-2 . TERMINAL BLOCK ASSEMBLY . . . s . +. 4. 4... . . . . . .. ... 1 
-5 AN3436-2-4 . TERMINAL BLOCK ΑΒΒΕΜΒΙΥ,,................. 1 
-6 AN3106A1485S s^ η πμ σοκ Υ ο Qe e ES MC ee IG PR Re 3 
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10C2A3-57 
175-54186-1 
175-54186-2 
175-54186-9 
175-54186-10 
175-54186-3 
AN509-8R19 
AN960D8 
AN365-832 
175-54186-7 
175-54186-8 
NAS43C3-4 
175-54187-1 
175-54187-2 
NAS220-24 
NAS43DD3 -64 
AN507 -6R18 
1HS1 
175-54080 
ΑΝΟΘ6ΟΡ6 
AN365-632 
AN3021-2 
295202-14A 
295202-20A 
295134-8A 
2995131 -8C 
CHUA 
295246-16A 
295134 -120 
AN3106A14S2S 
AN3108A18-10S 
AN3106A16-118 
AN3436-2-6 
AN3106A1283S 
175-54128-30 


295202-14A 
295202 -20A 
295202 -8A 
AN931-14-20 
10C2E8-128 
146-54226 
AN365-1032 
2W1AL12-18-64 
AS4D6-5 
4$3D10-9 
AN960D10L 
AN3-10A 
AN365-1032 
AN3-7A 
ANQ60D516L 
484D6-9 
4$3D10-2 
AN3-13A 
142-54122 
142-54122-3 
5B1-4 
AN345-10 
2W1AL12-12-31 
142-54123 
146-54226-50 
AN515-6R7 
AN960D6L 
AN5785- 1 
AN3436-2-8 
AN3106A1283S 
AN3106A16-10S 
AN3106A18-10S 
AN3108A16511S 
AN3108A14S5S 
AN3108A14528 
AN3108A18-35 
182XAX1022 
51058 

51C58-1 
AN3106A18-1P 
AN3106A18-1S 
6468 


eo 9 © ὁ 9 9 9 | 9| 9 1 ee o’ 


, NT. .... 


SWITCH ASSEMBLY; Bomb bay door position 
SWITCH ASSEMBLY, Bomb bay door position 
Bomb bay door switch LH... + 
Bomb bay door switch RH . 


PLATE, 
PLATE, 
PLATE, 
SCREWS ο ον ous στη A 
WASHER . . . . ων . . . . . 


_Bomb bay door switch. 


ARM, Bomb bay door switch LH 
ARM, Bomb bay door switch RH 
SPACER, Screw and bolt... 


NOMENCLATURE 


SPRING, Bomb bay door position indicator 


SPACER, Screw and bolt . . 
SCREW. ... 


oe ὁ t ο 9 n9 


WASHER $C Ber su cer, ντος le fg 
NUTS cz ὃ; εν uud ος, S 
SWITCH. a e? dar, einer, ὁ 
GROMMET [τα enc): A 


GROMMET (FA3-8 spec). 
GROMMET, 
GROMMET, 


. 
. . 
P 


Plastic (MKL 
Plastic (MKL 


GROMMET, 
GROMMET, 


Plastic (MKL). 


PORTABLE LIGHT (navy spec 94 -32294D) - 


SPRING, Bomb bay door position indicator 
SCREW, Brazier head Phillips recess alloy steel 8/3 


SWITCH, Hermetically sealed (MCS). oar 
GUARD, Bomb bay door position indicator switch 


indicator : 
indicator . 


PLUG. 
PLUG. 
PLUG. 


9 . e om s o 


κ... 


. 


Wire protecting split ` (MKL). : 


TERMINAL “BLOCK ASSEMBLY 


PLUG. 


. 

eo 8 © so a o 
e . e o a n 
. 


BOX ASSEMBLY, Electrical camera 
junction (see figure 266 


μου 
Wee . . ο n 


GROMMET 
GROMMET 
GROMMET 





FA3-8 


ΤᾺ δὶ 
FA3-8 


. 


. 


.... 


GROMMET... . . 
CONDUIT... . 
TRANSMITTER INSTALLA T 
e NUT. ..... . 
WASHER, Plain t "i 


. 
. 
. 
. 
. 
e 


1 


SPACER, Rivet 

SPACER, Bolt (NA) 
WASHER . 
BOLT . . .. 
NUT. . . . . 


ct 


. . œ 


BOLT . 
WASHER 
SPACER, Rivet (NA) 
SPACER, Bolt (NA). 
BOLT. .... 


ION, 


e... 9 o9 9 ὁ 9 ὁ 0 9 ᾖ]ὸ n n n 


. o 
. o 
oe 
P 


5 BOLT, Adjustment (HA) eyed 
. NUT... oe ο ο 
. WASHER, Plain (NA). 
. CLAMP, Wing flap transmitter 
. TUBE, Electrical wing flap 
. SCREW. . . . . - . . i 
. WASHER . . . . . + 
TRANSMITTER ASSEMBLY 
TERMINAL BLOCK ASSEMBLY 
PLUG. . . « . . 
PLUG. . . . 
PLUG. . . . 
PLUG. . . . 
PLUG. . . . 
PLUG. . . 5 
PLUG. . . . 
RELAY (SD). . . 
VAPOR CONTROL B 
B 


GFP) 


. 


. 


VAPOR CONTROL 
PLUG. . . . . 
PLUG. 2 5 
RELAY (HYAW). 


9 9 . 9 9 2 9 ο ο ο 5$ 
€ 08 59 $9 . 9 9 4 4 | £1 5$ 22» 


( 





ARM, Wing flap transmitter actuating. 
ARM, Wing flap transmitter actuating 


c w 


m 
eo ο ο Me o ο ο ο 
kej 


o9 9 ο os o9 9 9 n n n FR 9ο 
ec 9 . s foros. 
5 
5 . . s 9 9 | o... (Rt n n n 


arm ad 


. . 9 9 | 9 t| | .» 9 (Guo 5 » 


2 
1 
f 
5 


9 0 9 9 t t 9 9 9 9 9 t | ο ὁ ο ο 5 ο 


9 9 ο t] 9 ο n9 


5 9 0 ὁ 9 0 ὁ 9 ὁ ὁ ο ο Fe o. ὁ e» ὁ 9 o 0. 0.00 ο 


eoe oe o t om ο t om] 9 ο n +... t| n n 
et 


UNITS 
PER ASSY. 


USEABLE ON 
: CODE 





TO fo & 


e 9 ο t ὁ 9 9 ο 
e*t os t 09 α 


. > 
oe 
. . 
oe 
oe 


oe ee 9 . 
eee oe 


switch LH 
switch RH 


9 . ο ù 


eo 9 0 9 o9 9 9 9 9 0 c3: 9 9$ 9 05 9 $9 5 ο. 


D AUTRE ο ase ο. 


. 
. 
. 
. 
. 


- 9 5.2: 2. 
. 
9. 0 0 9 . 9 vos 9 0 c9 o9 9 9 5| 9 c] 5$ £$ t$ £5 t 


o 
ο 
z 
3 
ee ot s 9 +. pese. 


eee ο ο we eee 


e 8 9 9 © ο ο o‘ 
9 9 € o9 t o9 9 o... 9 « 9 c9 9 4 9 9 9 9 ο ο 5; 


5. 9 9 9 9 0 9 9 9 c: 9 ὁ 9 9 o9 9? c3: 9 5 5 9 t$ ο 7 ο 5 


.. . t ot ot; t9 9 9 ο n n 


. 9 t t 9 9 n 
5 9 ο o; ο. n 
ee ο ο 
ΛΣ 9 9 ο n1 


oR 


las] 
o i 
BPH E E EH HL IH HS HL ER E IH I RPE EER EL ID JO IP πίε’! (2. QOO P9 ΟΙ ERP π! ERP P I BPW FJ. PRP RP RPP PRP PDP PWR κ TO PO πὸ τ! NDP PRP BPE EP IS TO PO 2 IE I2 [ή 


e.. 9 o9 4 9 9 ὁ t 9] 9 9 ο £]| £3 ο 
9 . © | t: t |] 2 » ο ο 51 
e". . c . ὁ 9 9 c9 4 9? c9? ο, 25 9 t1 1 
. 
.. 9 o9 9 o9 9 fà o9 9 ὁ » :..».»»ι:.. 


e... t] 9 9 9 ο 
9 9| 9 t] ο ο 
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H-175-54-13. m . 


FIGURE 266 - CAMERA STATION NO. 2 NO. 3 NO. 3A NO. 4 AND NO. 4A ELECTRICAL JUNCTION BOX ASSEMBLIES 
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FIGURE & PART " UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
266 . 175-54128-20 BOX ASSEMBLY, Electrical camera station No. 2 Junction . . . . . Ref 

E (see figure 267 for next assembly) . 
175-54128-30 BOX ASSEMBLY, Electrical camera station No. 3 and 3A junction. . Ref 
(see figure 265 for next assembly) 
175-54128-40 BOX ASSEMBLY, Electrical camera station No. ! and 4A junction. . Ref 
(see figure 267 for next assembly) 
175-54128-3 . BOX SUB ASSEMBLY, Electrical camera station No. 2 junction. . 1 
(used on 175-54128-20 only): 
-1 175-54128-19 . . BOX, Electrical camera station No. 2 junction. . . . . . + 1 
(used on 175-54128-20 only) 
175-54128-7 BOX SUB ASSEMBLY, Electrical camera station No. 3 and 3A... 1 
junction (used on 175-54128-30 only) 
175-54128-25 . . BOX, Electrical camera station No. 3 and 3A junction... 1 
(used on 175-54128-30 only) 
175-54128-11 BOX SUB ASSEMBLY, Electrical camera station No. 4 and HA. . 1 
; junction (used on 175-54128-40 only) 
175-54128-27. BOX, Electrical camera station No. 4 and YA junction... 1 
(used on 175-54128-40 only) 
175-54128-5 . COVER SUB ASSEMBLY, Electrical camera station No, 2 . . . . . 1 
junction (used on 175-54128-20 only) 
-2 175-54128-17 + . .COVER, Electrical camera station No. 2 junction. . . . . . 1 
(used on 175-54128-20 only) 
175-54128-9 . COVER SUB ASSEMBLY, Electrical camera station No. 3 and 3A. . 1 
junction (used on 175-54128-30 only) 
175-54128-21 + . COVER, Electrical camera station No. 3 and 3A junction. . 1 
(used on 175-54128-30 only) 
175-54128-13 . COVER SUB ASSEMBLY, Electrical camera station No. 4 and... 1 
4A Junction (used on 175-54128-40 only) 
175-54128-23 . . COVER, Electrical camera station No. 4 and 4A junction. . 1 
(used on 175-54128-40 only) 
-3 w98292-1 . . STUD (UC) (used on 175-54128-20, -30, YO. . . « . eee 2 
-4 99836 - . PIN (UC) (used on 175-54128-20, -30, -40 . . s . . . . s 2 
-5 AN3102A22-14SW . CONNECTOR, (175-53128-20 only). . . e . . s ee eee ee ee 1 
-6 AN365-440 . NUT (175-54128-20 only) . .................... 4 
AN515-4R6 . SCREW (175-54128-20 only) . . 0e e ο τα’ ο ie v 0, Te 4 
-7 AN3102A28-12S . CONNECTOR (used on 175-54128- “20, "30, SHO) ος Voss eh dem 1 
-8 AN365-632 . NUT (used on 175-54128-20, -30, -40). . . s . . s ee ee .. 4 
AN515-6R6 . SCREW (used on 175-54128-20, -30, -40). PCR E 4 
-9 AN3102A20-27SW . CONNECTOR, Maes on 175-54128-20 only ERA ee ee A o 1 
AN3102A22-14SW . CONNECTOR, (used on 175-54128-30, -40 only) de €. pate ee et, 80 ο 1 
-10 AN365-440 . NUT (used on 175-54128-20, -30, -40). ss . s e . s o o . . . 20 
AN515-4R6 . SCREW (used on 175-54128-20, -30, -40). . . . . . . . . . . 20 
-11 AN3102A20-16S . CONNECTOR (used on 175-54128-20 only) . cR ο φας AEN, SUA D. t 1 
AN3102A20-27SW . CONNECTOR (used on 175-54128-30, -40 only). 4.4 E O Se να 1 
-12 AN3102A20-278 . CONNECTOR (used on 175-54128-20 only) . c a ο αρ AAA 1 
AN3102A20-16S + CONNECTOR (used on 175-54128-30, -40 only ο ως 5 1 
-13 AN3102A18-1S . CONNECTOR (used on 175-54128-20, -30, -H0). . . s . +. a . ee 1 
-14 AN3102A16S8S . CONNECTOR (used on 175-54128-20, -30, BO). 2 . . . . 0. 2. 1 
-15 9995 7P.110 . RECEPTACLE (UC) (used on 175-54128-20, -30, HO)... . . . + 2 
-16 AN3436-2-19 . TERMINAL BLOCK ASSEMBLY (used on 175- 54128- 20, -30, -40). . . 4 
AN3434-1 +. STRIP (used on 175-54128-20, -30, -40 $ (6.59. chi DW. ten ie: V DT T iie 8 
AN3434 -2 . STRIP (used on 175-54128-20, -30, -40). . . « s e e . ew ee 4 
-17 AN515-4R6 . SCREW (used on 175-54128-20, -30, -40). . ο κ a a ale, Ae 
AN365-440 “+ NUT (used on 175-54128-20, -30, -40). . .. . « s s.s... 12 
-18 AN961-6 . WASHER μη on 175-54128-20, -30, ο QUUM» δν a a STG 
-19 AN936A6B . WASHER (used on 175-54128-20, -30, HO) . . . . . . . > e. . 76 
-20 AN341-6 . NUT (used on 175-54128-20, -30, -40). . P. λα e a δι ὁ. D 
-21 29513! -16B . GROMMET, Plastic (MKL) (used on 175- 154128- -20, -30, -40)... 4 
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FIGURE 267 - LH SIDE FUSELAGE STATION 224.625 TO STATION 424,625 ELECTRICAL EQUIPMENT 
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AN 01-60AABA-4 Group Assembly Parts List 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
267 No Number LH SIDE FUSELAGE STATION 224. 625 TO STATION 424,625 ELECTRICAL. Ref 
; EQUIPMENT (see figure 265 for additional breakdown) 
-1 AN3106A10S-2S ο λε μα μμ. ο ο οδών ee oy ay πο ο.” 1 
AN3057 -3A y GADAPTERS aci e ᾧ b τὰ, ay esee 5 ΕΝ r T 
-2 AN3106A20-298 . PLUG . . . . E aè ae «ᾱ DM CMS Kim. δν . 1 
AN3057 -12A . ADAPTER. ο.» πο . ies vas ον . š $ " 1 
-3 AN3106A1681S . PLUG... -— Dp ey . e $ " h 1 
AN3057 -8A . ADAPTER, . . . . erue τὸ A 5 & 2 FEES 1 
-4 AN3100A20-15 . RECEPTACLE . . φον x. RS 5 A . i^ te 8 
AN3057 -12A . ADAPTER. . . Qiu A BN BA «οκ τῷ ον τν 2 
-5 146-54110 . BOX INSTALLATION, “Electrical ignition. ο) ὃς Pa REF 
(see figure 272 for detail breakdown) 
-6 AN3100A18-1S . RECEPTACLE . . . . v.g ο ο d. ete -ᾱς ὄν DER TERIS Se ? 
AN3057-10A . ADAPTER. . E E E A sat, Su ο ο ο S rM Ee Ue» e 2 
ο 2952156 -1HA  GROMMET, Plastic [καὶ S e ehe. ra e AS ia 2 
-8 295134 -16A . GROMMET, Plastic (MKL) M A ο ο an, pds μονο» 1 
-9 AN365-1032 a NU Ta bel IC uu Ὁ. can e A a IU ven a ta Va re Ss 2 
-10 AN520-10R8 . SCREW. . . A A μμ 2 
-11 c4910-201 . THERMOSTAT, "Hérmetically sealed snap action fixed. . . . . 1 
temperature (SPT) 
-12 295202 -15A . GROMMET, Plastic αι ο e ο ο 2 
-13 295202 -BA . GROMMET, Plastic (ΜΚΙ}λ)................:.. 1 
-14 295202-12A . GROMMET, Plastic ea Sy ig Web ο ον ble pays? Gat, IR πο 3 
-15 295202 -20A . GROMMET, Plastic (MKL) . ΡΜ e μμ : 3 
-16 175-54129-50 . BOX ASSEMBLY, Electrical camera. 5 οἱ EO Gas 6; Qu, ὁ Ref 
(see figure 273 for detail breakdown) 
-17 175-54129-30 . BOX ASSEMBLY, Electrical camera, . Ref 
(see figure 273 for detail breakdown) 
-18 AN3108A21! -28S .. PLUG l1 see v.$ ο. Y, ος ue mem oc ES wv ves m L8 S ος Wee oe πὶ ne Πω 3 
AN3057 -16A . ADAPTER. . . 4 ves p is mmus, ο tele Ve ee I 3 
-19 175-54128-20 . BOX ASSEMBLY, "Prime "vertical S bed He ir “REL 
(see figure 266 for detail | breakdown) ` 
-20 AN3106A18-12S vi PLUG A Nt. ai ta ορ ται s be. τῶν ώς n EATEN ee T 
AN3057 -10A . ADAPTER. . A I 
-21 No Number ` ADAPTER AMPLIFIER “(Navy Stock No. R88A0200-000-000) (GFP). . 2 
-22 AN3108A22-14S ο PLUS E ee 8 νο ο ἐς δν ὃς O a EE T 
AN3057 -12A s ADAPTER: 2 45.0 ο ie se qe δι AVR OC. e om xD RP A Φα, ee “Ἢ 1 
-2: AN3106A18-18 « PLUG . ., SA. S. uiis οὖν, «φον, ο πα a, "esl 1 
-24 97-3106-18-1S . PLUG, Amplifier “adapter “ (AMP) ) position DANDO v cee le clas eh vote 2 
AN3057-10A . ADAPTER. . wp ὧν “ὁ ο ο ο ο. 3 
-25 175-54128-40 . BOX ASSEMBLY, “LH oblique camera. . . . 2. eee ete Ref 
(see figure 266 for detail breakdown) 
-26 295202 -12A . GROMMET, Plastic (MKL) . . . M "Ix 3 
-27 175-54129-40 . BOX ASSEMBLY, Electrical camera. ο Cie GRIS leh Gi Soe a. ROL 
(see figure 273 for detail breakdown) 
-28 295134-8A . GROMMET, Plastic mus ο δ) ο ο ww wo ου UTR 1 
-29 295131 -8C . GROMMET, Plastic (MKL) . . D A 3: 
175-54107 . LIGHT INSTALLATION, Electrical bomb ‘bay, “and camera compt . Ref cc 
-30 AN515 -BR8 . . SCREW . .. . . . . ΤΣ . Des να ος de 4 
-31 AN960D8 . . WASHER. . . . ο ρε As ce eis 4 
-32 146 -54104 . . BRACKET, Bomb bay dome Mant. eX A ο a Ae S -- 2 
-33 AN507 -639ΗΤ τ SCREW .. . " ` ETE zb vee Sige GE wy δὲν. te 12 
-34 Η93Ρ6-3 DO SPACER, Bolt (ΝΑ) . Erai ασ fel ae E: 6 
-35 AN365-632 era- NUT πο a 2 $i SiG ος ον td ie 6 
-36 AN3124SB307 as ᾱν “BAME ο ^5 2 0 5 E $e. X; ὃς er ven ο) ολ τε 2 
-37 AN3049-1 η . LIGHT ASSEMBLY. . . R p wi je EIC DE 2 
-38 295134 -28A . GROMMET, Plastic (MKL) η . A ao 7g 1 
-39 AN3106A18-1S «e PLUG: ο rar Πο! ey ο cel IR ο ο ος. 1 
AN305T -10A «e ¡ADAPTER 549.5 . ο . e. ee τν ο; 7€ 1 
-40 AN3106A10SL4S . PLUG . E E ον eos . . sm ads E ia 1 
AN3057 -4A . ADAPTER. . . . . &. ue e * v . .. . E 1 
-41 AN3106A14S2S z PLUG a45 το; -ᾱ- ον a Gee: oS . . SS x 1 
AN3057 -6A . ADAPTER. . ο v4 2 . ο . 9 - at ας 1 
-42 AN520-10R8 e SCREW. . . « 2. « ο «© «4 ο) ey a CE. Fel Iu, OO a pe 4) YE 2 “ὁ, 2 
-43 AN960D10L . WASHER. . ý "IIS ee a A E A 6 i “τῷ 2 
-44 146-54154 . SWITCH ASSEMBLY, Jet engine duct door mechanism upper. : 1 
-45 AN365-632 se S ΝΠ; a a a α΄ gah as ὃν i να... 2 
-46 AN960D6L ar « WASHER, . . . 4 « «κ « . . νο ο . om . . . epa... on 4 
-47 AN515-6R16 5 . SCREM . Ὅν ΟΦ" ο ο 2 
-48 134-54214 . . COVER, Microswitch "terminal protector 2 $c ολ ον 1 
-49 Β2ΤΗΟΙΤ . . SWITCH, Jet engine duct door upper (MCS). AE τὰς Cah ter ος Cg “1 
-50 146-54154-3 > ANGLE, Jet engine duct door mechanism upper . . . -— 1 
175-54705 " SWITCH INSTALLATION, Fuselage station 375.5 to station » Ref AP 
387.688 landing flap electrical limit 
175-54705-3 . SWITCH INSTALLATION, Fuselage station 375.5 to station . . . Ref W 
387.688 landing glap electrical limit 
-51 AN3ho-6 . . NT ..... ey tents. et ὦ ἂν Δες Cie. ον αν Teel on τε. NA Vee 4 
-52 AN935-4 . SWASHER i is. 3.6 a a ο) ο ο aia 4 
-53 ΑΝΟΘΟΡΗ . WASHER. . TAPA * ager) ai * 8 
-54 AN515-6-18 . . SCREW oan πα δα a να ος 5 Ὃν eue ὅς 4 
-55 1581 lo. SWITCH (MCS). |. | $e np acd us 2 
-56 AN365-1032 P . NT.. PO MES Ei: ο” . δν is e x sm ue 2 
-57 ΑΝΟΘΟΡΙΟ . . WASHER. - uo d ge ug aU er EE τῷ ὸ 21" a ies 4 
-58 AN3-6A © a BOLTS a πο. 5 τν». ο s. e . ὅλο xe rii 2 
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FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER pS 9. «35. 4.5. 48 Ὁ NOMENCLATURE PER ASSY. CODE 
267 1175-54709 * STRIKER ASSEMBLY, Landing flap inboard hinge electrical . 1 
limit switch 
-59 175-54709-3 . . . CHANNEL, Landing flap inboard hinge electrical limit 1 
switch 

-60 AN365-1032 = 74 “ὦ E ou qua uei as ag ai. de 5 5 2 
-61 AN960D10 . . . WASHER... : N : " 4 
-62 175-54708 . . . SPRING, Compression. ο) τ E ο odi Bev Se Src 2 
-63 AN3-30 t BOLT .. brie Se es M Ν 3 2 
-64 AN3436-2-4 $ TERMINAL BLOCK ASSEMBLY. us > 5 E 5 .1 
-65 AN3108A14S53 e PEUG 2 054 E ud ᾷ n "EET A E. 
AN3057-6A s ADAPTER: OX aa we mr ole E 2 

-66 AN3106A28-15P . PLUG .. Sibley δε «δὶ ο ο ο Jen cat δα. ορ. 1 
-67 # 184-54113 . BRACKET ASSEMBLY, “Electrical Jet engine duct door switch . 1 

mounting 

-68 # AN365-632 . NUT, Y^ des Joy ο AL ie ο 4 
-69 4 2W18-6 | WASHER, Flat (NA). NE DAS : á J νην : 4 
-TO # AN515-6R6 . SCREW. , ο qe ο E E " "E . 4 
-τι # 2HA1LH1 . SWITCH (mcs j ' A Gh E is 5 -1 
-72 # AN365-1032 « NUT; ^s vr dux 5 " " e e 9 4 
-73 # 2W18-10 | WASHER, Flat (wa). ο... E ee ab he 8 
-74  # AN520-10-24 . SCREW. . ς Ὃν “Ὁ š " 4 
-75 # 184-54112 . ARM, Electrical Jet “duet door open switch. MES " 1 
-76 # AN365-428 « NUT, . S RIS. VAS ve) va a 4 wm uos v ce S EU. 1 
-77 # 2W18-416 . WASHER, Flat (NA): 1 2 DDD Dic | "D fa μα μα eae 2 
-78 # AN4-10A . -BOLT . . . o gru UE a deo e, e rs s . 1 
-79  £ 184-54111 . ROLLER, Electrical jet duct door open switch ..... 5 1 
-80 # AN365-1032 « NUT. .. A E A RA SS an E 5 1 
-81  £ 2W18-10 . WASHER, Flat NA). |. . . . . 111 Pas x 4 ve : i 3 
-82 # üB21B3-O11 7 BUSHING, Spacer (Na) a E : $ š s 1 
-83 # AN3-7A . BOLT.. ton d 3 M i 1 
-84 # 109-63040 . SPRING, Wing Domb rack a ον gle 51, ᾧ ος ο tes te, ὧν ὦ 1 
-85 # AN365-1032 . NUT P = fai Ne ;) JR ο ο dei Eee ο Ἕν Se Ὁ Ὢ 1 
-86 ^ f$ 2418-10 , WASHER, Flat (NA). E D " 1 
-87 # AN3-11A . BODT...... oe etis Z9) uy ον yet Ge EN 1 


NOTE: # Denotes the incorporation of Service Change No. 461 
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H-175-54-114 
FIGURE 268 - LH SIDE FUSELAGE STATION 424-5/8 TO STATION 489 ELECTRICAL EQUIPMENT 
FIGURE & PART n UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
268 No Number LH SIDE FUSELAGE STATION 424-5/8 TO STATION 489 ELECTRICAL. . . Ref 
EQUIPMENT (see figure 265 for next assembly) i 
mo! 146-54126-30 . PANEL INSTALLATION, Electrical trim tabs . . . . +. . A ce Beef AP [ | 
(see figure 271 for detail breakdown) 
146-54126-40 . PANEL INSTALLATION, Electrical trim tabs . . . e ee eese Ref Ww 
` (see figure 271 for detail breakdown) f 
-2 146-54262 . PANEL INSTALLATION, Electrical LH fuselage station 470 . . . Ref 
relay (see figure 272 for detail breakdown) 
-3 175-54276-30 . FIRE DETECTOR, Electric fuselage station 424-5/8 to . . . . 2 
station 489 (rework from 34216-2 (EDI) ' 
-h AN3106A16818 s PLUG 20 ος n ο ο ο ο IUS MU ο Te SO ee, s 2 
AN3057-8A . ADAPTER. a «© «© « : 9 © ο e à * e 4» 9» * € * * 2 
-5 AN3106A1681S(W) « PLUG. . .. © © . ο s . ο ὁ 9. Ὁ οἱ A τό A 2 
AN3057 -8A . ADAPTER. . +. +. +. eee eee a ο. 2 
-6 AN365-832 . NUT... n o. oo.» š ο or) fa? ο ο ορ 8 
-τ AN960D8L WASHER . . . +... +. +. ur wt ὦ AS E 8 
-8 AN515-8R8 . SCREW. . . 0 . . et eo om nh . m o9 m ot! ο À] t] | t t] n n tg9 ng 8 
-9 AN3136-2-11 . TERMINAL BLOCK ASSEMBLY. +. +. +. +. +». +. + O d; o1 im ET 2 
-10 JX37A . FILTER, Emergency ο ος p (SPR)... « 4 ees 1 
-11 No Number . CAPACITOR Docs CP58B2EB405K (JAN-C-62 ) à ο ὁ ο e Ὁ * € € ὁ 1 
-12 No Number . CAPACITOR (type CE4106516) (JAN-C-62). 4 39 O E c ce o9 A 1 
-13 AN3108A18-6S i PLUG e a 4 se e SL 1 
AN3057-10A . ADAPTER. +... +... e © © © ο 5 +. ee ο ££» 4 κ $9 ο » 1 
-14 AN3177-3 . LIGHT ASSEMBLY . . . +. +... +... s o e ος: ee m t] ee ew 1 
-15 182XAX102 . RELAY ASSEMBLY, (stock NO. 18071) (SD)... . - ee ee . +. 1 
-16 ` 51C58-1 . VAPOR CONTROL BOX (VCH). +. +. » « 6 © +. +. +... © © ee ee ee 1 
-17 AN3106A18-1P e PLUG... . © © e © © © © on om ew of m m t1 99 n9 "ZEE "P 1l 
-18 AN3106A18-1S « PLUG . . . « © © e .. © we ee ee m 98 95 t9 V. e. tale: νο . 1 
AN3056A10 . ADAPTER. +. . +. +. « 9 e © +. oo o s os oo o ο o o s oo oo 2 
-19 6468 . RELAY, One switch time delay 10 seconds with filtering (HYAW 1 
-20 J3 . SIGNAL ASSEMBLY, x rd crew warning bell . . ο αν χόλος 1 
(USAF Spec. 32468) (GRE) 
-21 AN3177-1 . LIGHT ASSEMBLY . « . . » e © © © © © © © © © © © ee . ooo 1 
PK79XZ6-8 SCREW, Self tapping (Parker-Kalon) . . . . «:::::«:'. 12 
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FIGURE 269 - FUSELAGE STATION 463-1/4 TO STATION 538-5/8 ELECTRICAL EQUIPMENT 
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-25 AN365B624 


NUT. ..ooo oo... o... om m tm ος... 


a CO C O Ea 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 7 NOMENCLATURE PER ASSY. CODE 
269 No Number FUSELAGE STATION τη 71 TO 538-578 ELECTRIC EQUIPMENT . . . . . Ref 
(see figure 265 for next assembly) 

-1 AN365-624 . NUT . . . 4 ee ew e mom o... ο o mom oS m o9 m ot o9 9 m n 9 9 t] t| 1 
AN960D616 . WASHER. ... +--+ +... +. + 9 " ο o ο RE SE 
AN6-12A . BOLT. « « ο . ο ὁ © ο c ο ο ο ο ο ο ο. EE Soe κών ος 2-59 Sad τν 1 

-2 AN520-416R14 e “SCREW o νο ος wu res e je ne ϱ -ᾱ MIU 4 
AN960D416 . WASHER. .:. + is . . ο ο a a ος 4 

-3 CR2781C106A3 . CONTROLLER, Starter jet engine (GE) . > eae he see ο. 1 

-4 169-541144 . COVER ASSEMBLY, Electrical jet starter contr oller terminal. . 1 
295246-28A . GROMMET, Plastic (MKL). . . . seen e" la. Denm Sw, δ). a 1 

-5 169-54145 PLATE, Electrical jet starter controller "terminal $ (Ws 1 

ATTACHING PARTS 
AN515-8R5 . SCREW . . . e . 4 we ew Bom «κο ee o9 om 9 m] n n m] n t] c] ng: n9 
AN960DBL . WASHER. . +. 4 +. +. +. 9 © ὁ © © © ο © tm ο m ο... t] t] t]. 9 t| l 
AN365-832 "ME EREMO MU x TL 
το κ d πα 

-6 AN520-416R12 . (SCREW s ὃν Se τος αν a 7€, I SR Ai 8 
ΑΝΟΘΟΡΗ16 . WASHER. . . sse à 4 e e om o ο ο ο. m om om t] t] t| t9 t] t tg] 
AN365-428 e NUT. ας 5 Pe ae ae cw αι. a Ὁ, Cw 

-T 10-54400-1 . DYNAMOTOR AND FILTER UNIT ASSEMBLY (SNT). A e Ὁ ὦ. ὢ 

-8 10-53700-1 . EXCITER UNIT ASSEMBLY, Jet engine ignition (SNT). POPE EC ey E 

-9 10-54466-1 . LEAD ASSEMBLY, Dynamotor to exciter unit (ΝΤ. . 59 ὁ ο 
295246-20A . GROMMET, Plastic (MKL). . . να νον, US 

-10 10-54467-2 . LEAD ASSEMBLY, Exciter unit to disconnector (snr) we KG ER 

-11 AN3108A28-118 ° . PLUG. . . « «© © © © © . 4^ ses oe a: ue ve e c, nad er Deuce Welle ae RP DE 
AN3057-16A . ADAPTER. . . 2 . « ο e ὁ © ee om ὁ sos 

-12 AN6-10 2s BOLT: i-us owe lue Ce) See le a ο DRIN Xeon ο ο ES Sh Mel's, 
AN960D616 . WASHER. . « +. « « 4 © © © © © © © © © 9 t| ο... VIN MCI 
AN365-624 < -NUT νο ae Sea fa Sa ο) 09. 0 08 0 ee eer | (ms e o» uw 

-13 AN507-1032R14 . SCREW... . . . ee we ew ὁ rss 

-14 AN960D10L 5. WASHER. vox ec lc ove DEI ον. ο ο) ᾱ- ml ία δ) ο δν ae τα. δν S m e 

-15 AN365-1032 . NUT... Wo να ο ο ο ο a ο ο M ME MN E UE 
169-54210 A RECEPTACLE ASSEMBLY, External electrical power. . . +. +. . ; 

-16 AN365-1032 © « NUT. « « . 6 . © ο ο om om ὁ o9 om «ο... τ 

-17 AN960D10 . . WASHER. . . . « e e mom om om ee eee ee t] t t] t! ng 7 

-18 AN507-1032R16 nr SCORE a e a Se ο ο e ο ap eee ο sh ey κ A 

-19 AN2552-3A . . RECEPTACLE . . « « ὁ 4 e. e om os ο 9 oh ot om] on we . on t! t 0. E 

-20 AN365-832 μα ο ου O . 

-21 ΑΝΟΘΟΡΒ + . WASHER. .  « +... © ee ee ew . n ng πι ο 5 

-29 AN515-8R14 + + SCREW. ... ΕΝ ο e i ο dei Set 18 A 

-23 169-54209-5 + . INSULATOR, Electrical external power receptacle. . . . * 
169-54209-3 . . INSULATOR, Electrical external power receptacle. . . + . 

-24 169-54209-9 οσο Ὁ INSULATOR, Electrical external power receptacle. . E 
169-54209-7 2A um x INSULATOR, Electrical external power receptacle. . δ 


WASHER... + PE" 
BOLT, Brass hexagon “head electrical (wa) . A 
SCREW. . . . . . 
. BRACKET, Electrical “external power receptacle. 


34 AN935-616L 
-35 NAS467-6-30 
-36 AN515-8R10 
-37 169-54210-3 


-26 AN960-616 WASHER... 4^1» 7, -ᾱ- Jel, wi ὁ ley αν ἃ oo ὁ - 
-27 2W1R25-24 -65 š WASHER, Plain (Naj : . oe 
-28 169-54210-7 F BUS BAR, Electrical external power receptacle. EiS 
-29 AN507-1032R14 . SCREW. . . 
169-54210-21 . SUB ASSEMBLY, “Electrical external power “receptacle 
-30 169-54210-13 A K INSULATOR, Electrical external power receptacle 
-31 169-54210-9 S us PANEL, Electrical external power receptacle. . 
AN341-616 27 Gs NUT.- a ο. mon mou E e 9s M Ten ὁ 
AN935B616L «o WASHER a acea αρα, x 
AN507B624R32 a WS SCREW. . +. + " . 
. -32 169-54210-5 TES B a BAR, Electrical external power receptacle. A 
-33 AN341-616 2 a NA RO ui ο ο ο το... ; 


ee 9 £32 9 ! © 5] | £9 
ee ee t. n 


-38 169-54208 . . COVER, Electrical external power receptacle. . , 
-39 AN931-11-20 GROMMET. . « s e e s s © e s © o «ο . . 0. . ’ 
-ho AN3106A14S25 PLUGS v0 ede ο cae Wes cece ta Se eh Gar e eet de, on . : 


-41 AN3057-6A 
-42 184 -54169 


ADAPTER... +» 
BOLT, Electrical Jet engine starter lead "attaching. 
(replaces (GE) part No. 6627387) 


ID f I EB. PB. p. d jp IQ I iB ο TO fO IP IP ID TO ID. I FOR IB EB Ην: B IS DO. FFE IO ITO IO TO OVID A e en n jn E EURO NEN 


5 E eS A E a E a A e E a A. e a E E aE e ai 


ee ο n 
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Group Assembly Parts List AN 01-60AABA-4 
FUSELAGE (Cont) 











T 


eo c» 
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H-17$-54-109 


FIGURE 270 - FUSELAGE STATION 538 TO STATION 682 ELECTRICAL EQUIPMENT 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER" NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
270 175-54231 ELECTRIC EQUIPMENT INSTALLATION, Fuselage sta 538 to sta 2. . Ref 

(see figure 73 for next assembly) 

-1 AN3108A18-18 b ΗΟ, eoo 4.9. ο ee 9 Dm UR AT c UE WI ww rece E n 1 

AN3057-10A s. ADAPTER v. 92$: 0e c9 0h 9 ο 7m ο V. esa ce υ--- s 1 
-2 AN3106A14S ες, PENG iw. RN rm ος ἃ την. 1 

AN3057-6A . ADAPTER. . . . . EAS E EN 1 
-3 10C2E6-30 + CONDUIT (NA). . . . . . . 2. ee ο ο ο ορ. A 1 
-4 rOC2E4 -28 + CONDUIT (ΝΑ). . ...........-... ocv vede cy Sette Wet ud 1 
-5 10C2E8-30 ve CONDUIT’ (NA). a «c6 £4 esee ο al ο ο eee wg ος 1 
-6 10C2E8-25 « "CONDUIT ANAL 4 white ve oe cns 30e ce cx ove ee Lec ES ο φις 1 
-7 AN3108A18-1S ^ PLUG. IW 34 o ον E LE loe, A We cas eerie ο”... 1 

AN3057-10A o> ADAPTER sai Teta a a tada Ve. ο 1 
-8 AN3106A1233S + PLUG. . . . . E Gl ede darse, “ων cesi E m ce oe. A ie’ δι τᾷ, Set Se 1 

AN3057-4A at ADAPTER 4 $ 6*9 ο) ος viens ey te bse ὦ) Se ee Keine) μὸν Ser ο ους 1 
-9 35534-3 . THERMOCOUPLE (Ε5τ)............. τῷ Ug: ο var ἐφ. cw 22 
-10 AN3100A12S3P . RECEPTACLE, Electrical connector wall mounting. . . "y ide" rs 1 
-11 295134-8A + GROMMET, Plastic (MKL). .................. . 20 
-12 295134-12A + GROMMET, Plastic (MKL). . .................. 3 
-13 295134-14A + GROMMET, Plastic (MKL). . . . . . . ο ου 3 
-14 295134-16A . GROMMET, Plastic (MKL). . ................. 2 3 
-15 295134-20A . GROMMET, Plastic (MKL). . ................ io ώς, ώς ce 5 
-16 175-54383 . SWITCH INSTALLATION, Electric arresting gear downlock and . . Ref 

fwd uplock indicator (see fig 390 for detail breakdown) 
-17 175-54312 . SWITCH INSTALLATION, Electric arresting gear indicator. . . . Ref 
control (see figure 390 for detail breakdown) 

-18 175-54378 . SWITCH INSTALLATION, Electric arresting gear hook aft . . . . Ref 
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Section II 


AN O1-6OAABA-h Group Assembly Parts List 
FUSELAGE (Cont) 








ο 8 
7 
3 H-175-54-106A 
FIGURE 271 - ELECTRICAL TRIM TAB PANEL INSTALLATION 
FIGURE & PART ᾿ UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
271 146-54126-30 PANEL INSTALLATION, Electrical trim tab. A ra ve; REE, AP κ 
(see figure 268 for next assembly) _ j 
146-54126-40 PANEL INSTALLATION, Electrical trim tab. . . s.. :.: Ref W m 
. (see figure 268 for next assembly) 
-1 AN365-1032 . NUT. 1. 2 « ooo... .. MOI 3 
-2 AN520-10R7 . SCREW... » se vs eae 9 Pe 4. Ice ος tet Ὁ e e ὁ δι c9 ar ἰΦ' pe 6 
-3 AN960D10L . WASHER. . +. +... «© «© 4 + oo e ὁ ο * à» * ο ὁ * ^ 9 
-4 146-54126-20 . PANEL SUB ASSEMBLY, Electrical | trim sate (use on 146-54126- Το) 1 
146-54126-35 . PANEL SUB ASSEMBLY, Electrical trim tabs(used on 146- 54120- 40 1 ΒΝ 
-5 AN515-8R7 . . SCREW. , ... . . 2. MT" 2 "Cu ss 12 
AN960DBL . . WASHER. . +... ee ee +... ee eom m eot . . +... on n 12 
-6 237EAU . . RELAY, Dpdt 24 volt "DC coil " (LR) (LR drawing No. 1c5008) . 5 
-7 No Number . . CAPACITOR (Specs N No. JANC25) (styre No. CP53B1E- E 4 
-8 AN507-832R7 . +. SCREW. . ... + AE te A A e N^ 6 
AN960DBL . . WASHER. +. +. +. + + ο το ο deals ος > 6 
-9 AN515-6R6 . . SCREW. . . « « © © © -. aueh e. eh cree eh € Qu ο ουσ” 4 
AN960D6L + . WASHER. . + . +. + +. OS ο ο a e "n 8 
-10 AN515-6R12 . . SCREW. . . è e è . ο dev a a Le. A DA ο T AE 4 
-11 AYLZ2542P . . MICROPOSITIONER (Bcc). C. wel ο νο ο d ο XR. ο 2 
-12 78RS8TM . . SOCKET (ANP) . . +. +. + +. + ος ο a Se, lle ανα 2 
-13 AN515-6R40 . . SCREW. .. . . » - A See Nw. Sta ain Se Meshes a cs ο at ee oe 4 
-14 AN960D6L . . WASHER... . «ια. xA. Bh ctor τὸν ᾱ- Ὁ μον... 
-15 2W1P10-24-62 . . WASHER, Plain (NA)... +... +. +. +... 213.04 ene eee Ὁ 
-16 No Number . . RESISTOR (Spec. No. JAN-R26) (Typle RW320310). . . . +. + 3 3 
-17 ALOFA . . RESISTOR, Adjustable 150 ohms with series 250 mounting . 1 
bracket (CLR) 
-18 ΑΙΟΒ . . RESISTOR, 400 ohms with middle tap (CLR) . nu 1 
-19 A20KA . . RESISTOR, Adjustable 25 ohms with series 250 mounting. "e 1 
bracket (CLR) : 
-20 AN931-7-11 . . GROMMET. . . . - . » +. +. IR E: OP ος 1 
-21 AN931-5-13 . . GROMMET. . +. +. +. +. + as cue ἴον alt oe dan ea e ai S 1 
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H-175-54-116 


FIGURE 272 - FUSELAGE STATION 224-5/8 ELECTRICAL IGNITION BOX AND RELAY PANEL 
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146-54110 


AN365-1032 
146-54110-5 
TB2-13 

ANI -25 
146-54110-7 
146-54110-3 
AN315-3R 
AN935-10L 
ΑΝΟΘΟΡΙΟΙ, 
AN520-10R12 
SB4=2 


AN365-440 
AN340-4 
AN936A4 
AN960Dl 
NAS45-6-2 
146-54262 


AN520-10R7 
AN960D10L 
AN365-1032 
AN520-10R16 
AN960D10L 
453D10-16 
AN365-1032 
146-54262-11 


146-54262-5 


AN365-832 
AN96OD8L 
AN515-8R7 
AN3316-1 
237EAU 
A7949 
AN515-8R40 
ΑΝΟΘΟΡΒΙ, 
2W1P12-24-62 
AN365-832 
No Number 
AN365-632 
AN960D6L 
A10FA 
3127-3 
44B20-2 

No Number 
175-54 084 





AN 01-60AABA-4 


FUSELAGE (Cont) 


4 5 6 7 


NOMENCLATURE 





Section lI 


Group Assembly Parts List 


UNITS 
PER ASSY. 


FUSELAGE STATION 224-5/8 ELECTRICAL IGNITION BOX AND STATION 
470 RELAY PANEL 


e 9 9 o9 9 . SS c9 c9 0 9» 6 ο ο ο. 


9 9 ο 5.2. 


BOX INSTALLATION, Electrical ignition. 

(see figure 267 for next assembly 
NT... 
COVER ASSEMBLY, Electrical 1gnition 


SCREW . . 


NUT... 


NUT . . 


BOX, Cover junction (Na) 
STUD (52). . . . 


BOX, Electrical ignition 
NUT. . . +. . 
WASHER . . 
WASHER . . 
SCREW . 
SPRING (Dz) 
NUT. . 
CONNECTOR. 
NUT. . . . 
CONNECTOR. 
SCREW. . . 
NUT. .. . 
NUT. . . . 


9 9 0 0 £$ 5] | ο $9 ο 
9 9 9 $9 c3] 59 9 | 35 9 9 » ο 


e... © © © 2 |] ο | 590 » 
5 9 9 ο ο 9 $9 ο 732 9 ο t$ 


WASHER . 
WASHER . 


mI 


e 9 9 c ο 9 c£; t$ 5 9 c9 9 5 


BOX ASSEMBLY, Electrical "ignition 


PANEL ASSEMBLY, Electrical 


INSTALLATION, Electrical 
(see figure 268 for next 


. . . . 


. . . . 
e.s’ . 
e.. ee ew ooo 
e... . ὁ ο ο ο 
. . 8 6 n 
oe ee 


Bolt (NA) 


. 
. 
. 
. 
. 


fuselage sta 


) 


connector 


A te Gre A A ROI 


assembly) 


PANEL ASSEMBLY, Ejectrical LH 


. . 


Yoo. t .07202.0..-..o 9 ο 


e 9 .. 9 9 ο c3» 9 ο 9 9 $9 9 9 0 ο ο 


complete 


PANEL ASSEMBLY, Electrical 


relay 


RELAY. . . o% . e 
RELAY, Dpdt 24 volt DC c 
TIMER (HYAW) . . 

SCREW. . . . . . 

WASHER . . . + + 

WASHER, Plain (NA 
μμ ss 
RESISTOR, 80 OHM 
NUT. -ῳ-ᾱ οὐ ο: το. 7e 
WASHER . . . + + 
RESISTOR, 10 OHMS with 
RELAY, T.D. (ELSC) . . 
RECTIFIER τς A 


e. Do... . Or. ο ο ὁ 


1 
) 
( 


R 
8 


CAPACITOR 


W3 


e 9 © ο © fro 9 o n 


Pp 
~ 
- 
o 

e... ο. n 9] ο ο ο n 
e 

9 0 9 9 o... o. on 
| 

4» ο. ο» Do... 


. . 
. . 
. . 
. . 
. . 
. . 


fuse 


LH fuselage 


lo 


n 470 r 


e 9 9 9 9 0 9 9 2 9 2 9 0 05ο. 
e 9 c c9 09 6 9 à 0$ » 9 8 6 9 9*9 9 9 ο. 


lage station 470 rel 


station 


. 
. 
. 
9 


o 
z 
δ...» 


613465 250 mountin 


Mer. ee wees 


oe ee 
t 
Wu 


E Mee ee ee ee Qe eee 
ee Ree o. ee ee Ov eae 


νο ο ο ew 
Y 


Spec. No. JAN-C25) (style No. CP53B2EB205K) 


Q 


la 


Poo ο ο ο ο 


elày 
470 


. 
. 


. 


e Fe ew 9 9 9 ο ὁ o on on nm n 


e 
— 


à o. 9 9 9 a * $9 9 ο 9 ο ο ο 


Q 
A 


O 
e cte oe oo ooo Be ew +... 


INSULATOR, Electrical jet starter sequencing control. 


switch 


μι] 
O 
H 


uu 
o 





USEABLE ON 
CODE 


"$10 4Ξ ος ὃς ΡΕΞ Πο ΟΝ ΝΠ 1 πίε 


TO fO {105 SY 


PRE HON ODP RPNNPHENEPOAFE PP 
i 
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Group Assembly Parts List ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 





H-175-54-108 


FIGURE 273 - CAMERA STATION NO. 1 AND NO. 1A ELECTRICAL JUNCTION BOX ASSEMBLIES 
492 











ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


Section 11 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
273 CAMERA STATION NO. 1 AND NO. 1A ELECTRICAL JUNCTION BOX 

'" ASSEMBLIES 
175-54129-30 . BOX ASSEMBLY, Electrical camera station 1 and 1A center. . . 1 
Junction (see figure 267 for next assembly) 
-1 175-54129-21 + . COVER ASSEMBLY, Electrical camera station 1 and 1A. . . . 1 
` ο box 
-2 w98292-1-150 we! te STUD (UC). wd ay EA 1 ARO AAA Ὁ δν 3 2 
99856 EnF PIN (UC) . rS . πο ο ο 2 
-3 175-54129-11 . «ὦ BOX, Electrical camera station 1 “and 1Α Junction. . . . . 1 
-4 9994-P.130 ο e a. RECEPTACLE- (UC). s s ὦ . 9-0 aa 2 
-5 AN3102A16S8S e ὦ. CONNECTOR S: 4 4 ara -ᾱ--ᾱ- wk €. οὶ aa a e A 1 
-6 AN3102A1452S s. . ΙΟΝΝΕΟΤΟΗ e ο. ὦ οφ eee ees, So a an 2 
-τ AN365-440 s^ ac. NUT: ὅν a e a e OFS τὰν Bid Lov ete toe Newer o 16 
-8 AN515-4R6 so vp “SCREW cients, ο ο werent ο em a ο ve. Ged e's. pex wie aa we Δρ ο 16 
-9 AN3436-2-10 + . TERMINAL BLOCK ASSEMBLY . . . +. +. « +... . o © we we we ο ο 2 
-10 AN341-6 s uar NU e LAS A. τος “ev eter as 7€ 29 o9 voy ele Bas cele e er ws 50 
-11 AN936A6B € . WASHER. 4&4 Gus x sec oo Uy. Ue eRe ose Bicones dod wl se 
-12 AN961-6 & dé WASHER. 4 eo. 69. coa ή ος oe VOU le vel ee at oes. 220 
-13 .AN3434 -2 ο ne. αν ασ ο ο a ο ο ie VOLES. αἱ Ὅν Lola d. urere Tengo Ll ου 4 
-14 AN3433-2-3 a a BUS... τ ο ο ο ο ο a Res Ue o ας 1 
-15 29513. -16A + . GROMMET, Plastic (MKL). le 4 NET « BP ο ο 1 
175-54129-40 . BOX ASSEMBLY, Electrical camera station 1 and 1A RH. . . .. 1 
junction (see figure 267 for next assembly) 
-16 175-54129-23 . . COVER ποσα Electrical camera box station 1 and 1A. . 1 
-17 W98292-1-150 A A ο V LOS CE eoa el CE ce e 2 
99856 +... PIN (UC). C9, a ae ee 2 
-18 175-54129-13 e . BOX, Electrical camera "station. 1 "and “14 junction. A aT ide) 1 
-19 9994-P.130 ων A RECEPTACLE (UC). Ὁ. ο as a e ai 2 
-20 AN3102A1L6S8S s 6 OCONNECTOR- 4. e xh τὰ Sey, ο) arnt? cor et W^ ρε δι ie" I edhe: le de te. ν. τὰ 1 
-21 AN3102A28-12S ec.» ¡CONNECTOR 4. iia” ον. aries Veo tea Set seb ος te el eh fe Oo as? 1 
-22 AN365-440 baa a NUT 52 co Qe cia <i Zor Sop ο ο fei ο 16^ ο να tet 19) Gel TIC heh oe 10 
-23 AN515~-4R6 47€ - SSCREW: vos 40e wow ο aca ae ^08 ος Ga λε a icy ὃς LO 
-24 AN365-632 οὐ s NU ce ar ο ras Vot ita Co, ten PTOS 4 
-25 AN515-6R6 wv. cv. ο v v a si Cap, 9 C ο ene tah Dele ο Geen, “en ο” 4 
-26 AN3436-2-10 + . TERMINAL BLOCK ASSEMBLY . +. +. +. +. +. +... « . +... .. eevee 3 
-27 AN341-6 e ce. NUT o το τό) a vea zan a das 730 
-28 AN936A6B a 6. WASHERS ES RE ce eter, at ος 
-29 AN961-6 a -S> WASHER Cora get tos ος Ὁ 9) se) el να ο ο. 30 
-30 AN3434 -2 - +. STRIP... ^ SIC si “δὶ Vel c HERI το ου 6 
-31 295134-16A + . GROMMET, Plastic (MKL). . a ὁ . ..... 1 
175-54129-50 . BOX ASSEMBLY, Electrical camera station 1 and 1A LH junction 1 
(see figure 267 for next assembly) 
-32 175-54129-21 + . COVER ASSEMBLY, Electrical camera box station 1 and 1A. . 1 
Or. 
-33 W98292 -1-150 +. . STUD (UC). CS τῳ Um. y 9 CA ο ὁ “ὁ δ. Je μα 6 4 2 
99856 +. ΡΙΝ (UC). ο” qe e ο ου 2 
-34 175-54129-15 . . BOX, Electrical camera station 1 and 1A Junction. . . . ο 1 
-35 9947P130 s. c 2e “RECEPTACLE. Q1 00 0 a a e Ὁ 2 
-36 AN3102A16S8S @ a CONNECTOR 5 Vou τως War er as ος ern ος UE al mois et νῷ T DE e 1 
-37 AN3102A28-128 s x CONNECTOR a 60649 a ia 182 WU ο te ον es tee, € 9 lew ος e 1 
-38 AN365-440 Diad NUT V a a Leno" ο Bae ο N oe “TO 
-39 AN515-4R6 € « -SCREW v 46 4 a -ᾱ eS ea ee hee do Ue wy LO 
-40 AN365-632 ο ο NUD ο νο Wor ο ες ο ca a O et oe Ὁ 4 
-41 AN515-6R6 er, (SCREW ο feces aa ee eee cR Cae TRU UR nectar, e τν Shak em wh on T0. 16 4 
-42 AN3436-2-10 + . TERMINAL BLOCK ASSEMBLY . . . +. « +... « . «s+ es ee ee 3 
-43 AN341-6 CO NUT DTP. 
E AN936A6B so 0 WASHER: 3026 cia ον 3.09. 9 a wo wu War ea its 30 
-45 AN961-6 s a WASHER: 2€ cw cea a ae ea 30 
-46 AN3434 -2 o d UBERIP nal s ^ κο ον ο ολ Pado Xe 6 
-47 295134-16A + . GROMMET, Plastic (MKL). cere Lem δ, vul pes ey ὃς e a LT Rs 1 
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H-175-58-30A 


PIGURE 274 - FUSELAGE FORWARD SECTION HYDRAULIC EQUIPMENT 
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ΑΝ O1-60AABA-! 
FUSELAGE (Cont) 


Section Íl 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
274 175-58031-10 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage forward section... Ref 

: (see figure 73 for next assembly) 
175-58030 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 224-5/8. . Ref 
bulkhead (see figure 286 for detail breakdown) 
175-58026 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage front section. . . Ref 
‘ camera door (see figure 293 for detail breakdown) 
175-58027 . HYDRAULIC EQUIPMENT INSTALLATION, Crew entry compartment. . . Ref 
(see figure 284 for detail breakdown) 
175-58028 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage lower forward. . . Ref 
section (see figure 294 for detail breakdown) 
175-58029 » HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 239- 3/4. . Ref 
bulkhead (see figure 297 for detail breakdown) 
175-58014 . HYDRAULIC EQUIPMENT INSTALLATION, Forward oblique camera. . . Ref 
(see figure 136 for detail breakdown) 
-1 175-58015 . PANEL ASSEMBLY, Hydraulic emergency control . . . i 1 
(see figure 279 and 280 for detail breakdown) 
175-58017-3 HYDRAULIC EQUIPMENT INSTALLATION, Emergency power system. . . Ref CH 
(see figure 275 for detail breakdown) 
175-58017 . HYDRAULIC EQUIPMENT INSTALLATION, Emergency power system. . . Ref AG 
No Number . « EMERGENCY RESERVOIR HYDRAULIC EQUIPMENT. . . . +. . +. +. . +. Ref AG 
(see figure 276 for detail breakdown) 
AN3-4A n 24 BOLT Roc. A Ακ) Ue ue VOD o AS ORG ADR ος c κ «ᾱ AG 
AN960D10L s.v WASHER V 449 99-6 9 a δὶ το) ae e deo τοῦ cw μον νο ων” ico «αΣ AG 
-2 AN824 -6D s ow DER. 2.5 6o c6) SESS xe ok DA a τει ον, om To un Gros wo er OL AG 
-3 AN919-15D s le, “REDUCER e 42cm 6h, οι E sw ιν δν δν OP a. Xenon, 1; CR TIU 1 Αα 
-4 175-58802-11 . . LINE ASSEMBLY, Hydraulic emergency suction . πο“. 1 AG 
-5 175-58802-67 + . LINE ASSEMBLY, Hydraulic emergency return. . . . . . . o 1 AG 
-6 AN960D10L e cos WASHER 2-509. 9 o δις ὃν Roy ow Ὁ Soy Cw βρες wu “δ CAG 
-T AN365-1032 € ΝΟ S Www ὦν. A "OI PER 2 AG 
-8 AN832-8 . . UNION... δν. αν e duh Ὃν em ceo t Most o dic TP κά νά ο, "οὔ το. T 1 AG 
-9 2W1V49-32-62 E WASHER, Plain (NA) κ eine. y wl ο ο en GP EAE. Ὁ Sees a 1 AG 
-10 AN924 -8 A μια πρ ae nS] ο ο A RO 1 AG 
-11 AN894 -8-5 s Ue BUSHING: OS A6 .ie wis, e ad ae g^ ώς το αν daa a ος «λα 
-12 AN6290-8 + ο» GASKET . . . . γα Tere, Se viene Lo aee, ptu O SR τν 1 Λα 
-13 175-58802-39 + . LINE ASSEMBLY, Hydrau ulic emergency brake pressure. . . . . 1 AG 
-14 AN832-10 + . UNION... μι αν ens Vei ISP τῶι. deep. andi; efe pere. 1 AG 
2W1V57-36-62 + . WASHER, Plain (na) βρε seis Sian e s rara rely ao Tex hE de es Nev, dor Mere 1 AG 
AN924-10 & ces ΝΟ € 2e o9 a cx ο Ὁ Ὅς E ee EO. ἡ et ὁ; ne 1 AG 
-15 AN837-6 . . ELBOW. . row as O AG 
2W1V37 -26-62 Dol WASHER, Plain. (NA) ο ο ο dE iu. AAS 1ΔΩ 
AN960D916 5o wo WASHER. 272.9 te Sow say adas Mesh de E doc a ere ee erty -ᾱ., CAG 
AN924 -6 è « NUT... o coe ee ce du e. ay 1 eae Ver 9-97 Ix 1 Αα 
-16 yee 58826-29 . . LINE ASSEMBLY, Hydraulic emergency brake pres sure. .... 1 AG 
-17 175-58802-9 . . LINE ASSEMBLY, Hydraulic emergency suction . . . . . . . . 1 AG 
-18 175-58802-15 + . LINE ASSEMBLY, Hydraulic emergency return. . . . . . . . . 1 AG 
-19 175-58802-17 . . LINE ASSEMBLY, Hydraulic emergency return. . . . . . . . . 1 AG 
-20 AN6235 -2 2. Lec JBEDTER: ος ὁ WOW EP PE e... 1 AG 
-21 NAS43DD4 -32 . . SPACER, Screw and “bolt ο ο MOY ο cer ο ο 2 AG 
-22 ANY -24A s e BOLT a ar ὃς a s e ιών, (ὁ E αμ ae ee ae eT 2 AG 
-23 AN815-6D wt ἐμ. UNIONS US es es Sieh Ite bese ο), er hed veh eR eee ο e de" RAG 
-24 AN833-6D s we ELBOW s ο ιο wai st ανν PETI E 1 AG 
-25 ΑΝΘΟδΟΡ6 Bh ἐφ. ΝΟΕ. ον ts πο ο ο tr Sess ΡΕ κ κο 1 AG 
-26 AN6290-6 s ow GASKET s . . Lo 4^4 o9 09 o ος. ep ee im Ia. ὁ eh ia E ar πας 1 AG 
-27 AN6291-6 voce CARING c Pasig sie etes re umo Wes ANS de e ο ο et pue s, "ης 
-28 AN815-6 à e UNION. . 4—e ^x δια 79.09. a a LIE 1 Αα 
-29 AN815-8 s se "UNION. 44 02.0 αἱ 40€ a «ὦ ^R US ο ὁ; a a 1 AG 
-30 AN815-10 . . UNION. . . . +. . . A A οφ) cw 1 AG 
-31 175-58734 - . SUPPORT ASSEMBLY, Hydraulic lines "fusel age station 158 . . 1 AG 
to station 224-5/8 LH 
-32 AN3-36A ο”. c BOL a ar a ῳ a ls a den c9. a 2 AG 
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Group Assembly Parts List AN 01-60AABA-h 


FUSELAGE (Cont) 





H-175-58-119 


FIGURE 275 - EMERGENCY POWER SYSTEM HYDRAULIC EQUIPMENT INSTALLATION 
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mE & 


275 


PART 
INDE NUMER — NUMBER O — 1 2 3 4 5 6 7  '. ...NOMENCIATURE O O O O O O _ PERASSY CODE 


175- 7215  175-58017-3 HYDRAULIC EQUIPMENT INSTALLATION, Emergency power system . . . . Ref CH | -3 
No Number 


AN3-4A 
AN960D10L 
AN824- 6D 
AN919-15D 
175-58802-11 
175-58802-71 


AN827-6 
2W1V37-26-62 
AN960D916 
AN924 -6 
175-58802-17 
AN815-10 
AN832-10 
2W1V57 -36-62 
AN924-10 
175-58802-9 
175-58802 - 29 
AN815-6 
AN815-8 
175-58802-39 
AN365-1032 
AN960D10L 
AN3-36A 
175-58734 


AN832-8 
2W1v49-32-62 
AN924-8 
AN894 -8-5 
AN6290-8 


ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


HYDRAULIC EQUIPMENT INSTALLATION, Emergency power system. . 
(see figure 274 for next assembly) 
. EMERGENCY RESERVOIR HYDRAULIC EQUIPMENT . . +. . . +. +» + 
(see figure 275 for detail breakdown) 
BOLT a sen, ue SE ἡ A ο RH. τος Us 
WASHER. . . . 
TER A A G9 wo AAA A c v» ᾱ δ E us 
REDUCER . . she. Ha 
LINE ASSEMBLY, “Hydraulic emergency ' suction. cc κα 
LINE ASSEMBLY, Emergency return from tee station "214 to . 
45° elbow, in radio compartment floor 
. ELBOW.. . ο 
. WASHER, Plain (NA). . . 
WASHER. .......- 
NUT o 6 PEE 
LINE ASSEMBLY, "Hydraul 14ο 


e 9 9 υ 9 $4 ο ο 9 9 9 9 $9 c9 « 52 5 ὁ $2 c* $5 


eme rgency “return 
UNION . « « ... 5 
UNION... . 
WASHER, Plain (wa). . 
NUT. . . ` 
LINE ASSEMBLY, “Hydraulic emergency suction. x 


ee œ .- 


e. 5 è n 
. 


ur 


ee . © 9 © 9 9 9 9 9 ια 


LINE ASSEMBLY, Hydraulic emergency brake press 


et 9 0 ο 9| 9 9 9| ο ο 


9 9 o9 9 . 9 9 9 9 9 ο o£. 5$ ο ο 


re 
e 


e . 9 9 9 9 9 0... 9 c9 9 ο : » 


UNION... e ; 
. LINE ASSEMBLY, “Hydraulic emergency “brake. pressur κ 
+ WASHER. . 2. 2. «© 6 © © eo © © © © © we we we we ww è 
a “BOLT. « . « « $ . . 


SUPPORT ASSEMBLY, Hydraulic lines fuselage station 158 to 
station 224- 5/8 LH ' 

UNION... A 

WASHER, Plain (NA). 

NUT e e £46 $900 ἡ, ν 

BUSHING . . . . . . . 

GASKET. . . . . 


ee eee 
ee 
oe eee 
ee eee 
e. we ee 
. . 9 ο ο 
ee ο ο ο 
se eee 
e...’ 
. 
5 9 ο ewe 
. 


. 
. 
. 


oe ο 
oe ο we 


. 
. 


e... 
ee ο ο t 


oe ο t t: n 


ee 0 9 © © 2 t1 5 2 ο 59 5 





Section || 


Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 
. Ref CH iB 
. Ref CH I] 
. 11 CH 
scd CH 

. 1 CH 

* 1 CH 

* 1 CH 

Ρ 1 CH 

. 1 CH 

: 1 CH 

. l CH 

" 1 CH 

. 1 CH 

ᾷ 1 CH 

z 1 - CH 

- 1 CH 

. 1 CH 

. 1 CH 

3 1 CH 

« 1 CH 

" 1 CH 

. 1 CH 

. 2 CH 

` 4 CH 

. 2 CH 

i 1 CH 

. 1 CH 

. 1. CH 

. 1 CH 

. 1 CH 

. 1 CH 
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Group Assembly Parts List AN Ol-6OAABA-l 


FUSELAGE (Cont) 





H-1*75-58-20A 


FIGURE 276 - HYDRAULIC EQUIPMENT EMERGENCY RESERVOIR 





FIGURE δ. PART ; UNITS USEABIE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
276 No Number HYDRAULIC EQUIPMENT EMERGENCY RESERVOIR. . . . . . s . . . 2 2 Ref 

(see figure 274 for next assembly) : 
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Section: ll 


AN 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 


A NOCERE oec CI E RNC AS 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
216 x 175-58010 . RESERVOIR ASSEMBLY, Hydraulic emergency . . +. . . scs s © so 1 AD m 
: (see figure 280 for detail breakdown) . 
175-58010-13 . RESERVOIR ASSEMBLY, Hydraulic emergency . . . +. +. . . eee 1 CB m 
(see figure 280 for detail breakdown) 

-1 AN3-5A go BOLT: €. a «ον» iaa a UO ο ο», ο ο. 2 AG 
ANY-5A BOB e wem wow ws ORE IUOS OE EAE TEES 2 AG 
AN960D1416L s WASHER; Ce ox khe» ge cer we ο" 79 4s * o9 Aen e ὡς ὃς ὃν led es cm mo VAG 
AN960D10L . WASHER. Μον E A Ὁ AG 

-2 175-58734 . SUPPORT ASSEMBLY, Hydraulic lines fus sta 158 to 224-5/8 ΙΗ . 4 AG 

-3 AN3-36A os “BOLTS i wo ^w wc» SS Re 0 LO OO Ὁ κ ERA αι Ὁ 18 AG 

-4 AN960D10L κι: νυν ue mom aa a oa ce ee: 30) AG 

-5 AN365-1032 S NUE We os ο” vow Rcs e dm vh i mode ve) αι or, εν uos IB A 

-6 175-58801-17 . LINE ASSEMBLY, Hydraulic reservoir filling. . ν΄ 1 AG 

-7 175-58802-7 . LINE ASSEMBLY, Hydraulic emergency suction. —— 1 AG 

-8 175-58826-27 . LINE ASSEMBLY, Hydraulic emergency brake pressure d oM e wine Se 1 AG 

-9 175-58826-25 . LINE ASSEMBLY, Hydraulic LH emergency brake pressure. . . . . 1 AG 

-10 175-58826-23 . LINE ASSEMBLY, Hydraulic RH emergency brake pressure. . . . . 1 AG 

-11 175-58802-19 . LINE ASSEMBLY, Hydraulic emergency return . . . . . . . . . . #21 AG 

-12 175-58801-23 . LINE ASSEMBLY, Hydraulic emergency nose gear dom. lill I AG 

-13 AN832-10 a UNION ο ca ieee ae: ber la Ver vole? Seixas set re Be ees. al Late Sar ο ος 2 AG 

-14 AN960D1416 . WASHER. . . . . . ο PES uc. iste, ^. Myr ο a IDEO ST a 4 AG 

-15 AN924D10 v NUT 2 cee o9 ο € 9 ος e ο) Ὁ Ὁ IE tet 14e Yer ne τρ, le 4 AG 

-16 AN833-6D soCEDBOW qo eoe ο’ Ὁ -ᾱ Ὁ € m 5... desi CRI ek oy dm ο) ῳ Teh cep ας 9 9. Ue 1 AG 

-17 ΑΝΟΘΟΡΟΙ6 . WASHER. .  ὁ « ο oeoo o d Biot et iw τῷ, v ghar ο Nee rev den d ES 2 AG 

-18 AN924 -6D "νην ο BG Sow eae IO ο ο ο es neve Je Dl. JAG 

-19 175-58802-5 . LINE ASSEMBLY, Hydraulic emergency suction. . . . . . . . «ο 1 AG 

-20 AN919-11D τ. -REDUCER . 4. Ὁ ο 4 € ὁ ο 9€ Ὁ ο eee Ὁ ὁ Ὁ ee ϱ «6 «4 ee E 2 AG 

-21 AN837-5D v ELBOW 4 26 ca (de 09 we 9 ve. 9. A e 1 AG 
AN960D816 . WASHER. ο ο € ο... a ο a Ὢ Vu. e -ῳ- ὃς ϱ 2 AG 
AN924 -5D ὃς NUT uox BUE e ives « . acq ᾱ;- ὦ ἑῷα 18) ique, Mer ο ο ο κο 1 AG 

-22 AN821-8D . ELBOW . . . . . . " . A Gee weiss “OS E dem "ec πο Uer ih 1 AG 

-23 175-58801-15 . LINE ASSEMBLY, Hydraulic reservoir filling. $3 "wr uM ανν 10 rie ο 1 Αα 

-24 175-58802-21 . LINE ASSEMBLY, Hydraulic emergency return . . . . «'. . ο . . 1 AG 

-25 175-58802-23 . LINE ASSEMBLY, Hydraulic emergency return . . . . seese 1 Λα 

-26 AN833-6D s ELBOW 5 aoa. eS ve le sk Be we Ue ᾱ e o9 O6 a ce wow s A. AG 

-27 AN924 -6D x MUT... i A « "2 1 AG 

-28 AN833-10D a ELBOW . αι ο ice we, 9) 9x 7] eo ae ϱ Ὁ ᾱἱ (Φ} ΟΦ 9 vee, eee cor 4 4 AG 

-29 AN832-6D x UNION 2-492. κος E RE AO A AL DR κι ον e cai n l AG 

-30 AN926-6D v IRE OX ox c» ο E RA E ος ο ome. Se 1 AG 

-31 AN937-6D <  BLBOW s a ente ac a ο ο RUM ο ο as be AG 

-32 AN919-12D . REDUCER . . . « « ο « ο © 0... ὁ e". 9 ο ο ο ὁ ὁ ..«—<..0.0<<..0. 1 AG 

-33 AN6289D6 a NUT Ga a ooo A ee A ERA A LA 2 AG 

-34 AN6290-6 . GASKET. . . « ο ο © ο . .. 9 ὁ ο ο ο 9 9 9 ὁ ὁ ὁ ο ὁ 6 9 t υ ο 3 AG 

-35 AN6291-6 ©. RING.. ν ERA ο Ὃν ο ο RE ο ο ο AA a A 2 AG 

-36 175-58802-3 . LINE ASSEMBLY, Hydraulic emergency suction. . . . . . . . co 1 AG 

-37 AN6289D10 ©. NT... ο Bere ἴδ. i. E ο ο μα ο E ο E E 2 AG 

-38 AN6290-10 . GASKET. . . . © ο ο e » e » ὁ * e e e * * e ὁ * e .....—- * ο * 2 AG 

-39 AN6291-10 . RING. . . . wo Rr. A Vw URS m “ὦ; os 1 Αα 

-40 175-58801-13 . LINE ASSEMBLY, "Hydraulic "reservoir “pa Jing. --. ἐς. rics, teles 2) Ese 1 AG 

-41 175-58156 . SHIELD ASSEMBLY, Hydraulic emergency reservoir. . . . . . . . 1 AG 

-42 AN520-10R10 she SCREW 27 4 xo ο eu ο ο Ros S UR νων ο Ae Δα 

-43 AN960D10L . WASHER. . . š alw Xe eost O VAG 

-44 175-58749 . SUPPORT ASSEMBLY, Hydraulic lines LH wheel. . . . 2. 2... l AG 

-45 AN3-15A » BOLT. aa . “a . a^. Di reb $^ Te 6 AG 

-46 175-58826-15 . LINE ASSEMBLY, “Hydraulic emergency "brake return . . . 2 2 s. 1 AG 

-47 175-58826-17 . LINE ASSEMBLY, Hydraulic emergency brake pressure . . . +. . + 1 AG 

-48 175-58747 . SUPPORT ASSEMBLY, Hydraulic lines LH wheel. . . « . . . . . . 2 AG 

-49 175-58826-21 . LINE ASSEMBLY, ο D emergency LH brake pressure. . . . . 1 AG 

-50 4580 . BRAKE VALVE, Power (WAH). . . . . +. . +... le ee we eo . . . 2 AG 

-51 AN520-10R32 ,. SCREW. . « © o... ο ο e e e ο ὁ ec 99090880 ο e «Ὁ; δ. belted te 4 AG 

-52 AN833-8D . ELBOW... « « 6 «© ο © ο © © © © © © 9 o ὁ « ο ὁ ο . ο ο o. n 4 AG 

-53 AN815-4D a UNION zx 23g. a Ce BH a ese 14. taa DÀ. hay “ar Se, 2 AG 

-54 AN834 -8D V. TEE ο ος τος ο ο, RE A Λα 

-55 AN6289D8 se VNUT Ὁ. ῳ A cep Te iy a a τὰς o9 ο 1.9 9. “ol cee eh he 6 AG 

-56 AN6290-8 2IOIGASKET. 20x ο ox 97 e wo ve cipue ox dem ww See «6: CAG 

-5T AN6290-4 « GASKET. . . . . ο 4 ο ο à. e ^» 4 ^ e ο 4.4» 2 . » ὁ * 4 ὁ ο . 2 AG 

-58 AN6291-8 . RING. . . + . E ee 7 7 ο ο εφ ος wi IS 6 AG 

-59 175-58819-27 . LINE ASSEMBLY, Hydraulic emergency brake return ανα ο. 1 AG 

-60 175-58819-29 . LINE ASSEMBLY, Hydraulic emergency brake pressure D 1 AG 

-61 175-58826-19 . LINE ASSEMBLY, Hydraulic emergency RH brake pressure. . . . . 1 AG 

-62 AN6274-4-10 . HOSE ASSEMBLY . . . . . . . Yu oc a P EN Ro Ἂν Druid ων εὖ --ῳ 1 AG 

-63 AN832-5D . UNION . . . . . o. +. "AES 2^ Ger vl e. LRL eT aT MTS 1 Αα 

-64 AN894D5-4 .- “BUSHING: ds uox) evel wise or a ee ae a woe a AG 

-65 AN924D5 s NUT 20 x60 9.90 ο 9 Ὁ ὁ 9mm om mom cm ὦ we A ὁ Se 1 AG 

-66 AN960-5D . WASHER. «. « . «© 4. © ο © © © © ο ὁ ὁ o 9 o» c. ο c ὁ ο 5 ο | |; f; 1 AG 

-67 AN6290-5 . GASKET. . . uius. δὲν uUi reve ΤΕ cm) cok 1b ο ο Ner m ο ο ο 1 Αα 

-68 175-58817-85 . LINE ASSEMBLY, Hydraulic emergency nose down. . . . . . . . . I AG 

-69 AN837-4D . ELBOW... ο cigs A ey et de τα ων δν τος έως 4) Get, <b) Mek ο Se: ele, A 1 AG 
AN6290-4 . ‘GASKET... «5. 4 2 2 Ll 4 99 3 € o m -ᾱ DOM LEE Nes? ο) TS 1 AG 
AN6289D4 . NUT. iet SES CEN Sb eee ae sepe ο ο. ο. AG. 

-TO 175-58819-25 . LINE ASSEMBLY, Hydra aulic RH brake control o RA οἱ eri. ὃν see Te 1 AG 

-71 AN833-4D . ELBOW... ix ο) vel «8: cease er dm. ὃ 1 AG 

. Rc 1 AG 


LINE ASSEMBLY, “Hydraulic. LH brake control 


-72 175-58819-23 
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ROTATED 90° 
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H-175-58-121A 


FIGURE 277 - EMERGENCY RESERVOIR HYDRAULIC EQUIPMENT 
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PART 
NUMBER 


No Number 


175-58010-13 


` AN3-5A 


AN4-5A 
AN960D1416L 
AN960D10L 
175-58734 


AN3-36A 
AN960D10L 
AN365-1032 
175-58801-17 
175-58802-7 
175-58826-27 
175-58826-25 
175-58826-23 
175-58802-19 
175-58801-23 
AN832-10D 
AN960D1416 
AN924D10 
AN833-6D 
AN960D916 
ANO24 -6D 
AN919-11D 
AN837-5D 
AN960D816 
ANQ24D5 
AN821-8D 
175-58802-5 
175-58801-15 
175-58802-21 
AN833-6D 
AN924-6D 
AN833-6D 
175-58802-3 
AN6234-2 
NAS43DD4 -32 
AN4-24A 
AN815-6D 
AN833-6D 
AN6289D6 
AN6290-6 
AN6291-6 

184 -58808-69 


184 -58808-65 


AN926 -6D 
AN919-12D 


184 -58808-67 


184 -58808-63 


175-58747 
AN3-15A 
175-58749 
175-58826-17 
175-58826-19 
175-58826-21 
175-58819-27 
175-58819-29 
4580 
AN520-10R32 
AN833-8D 
AN815-4D 
AN834-8D 
AN6289D8 
AN6290-8 
AN6290-4 
AN6291-8 
175-58801-13 
175-58156 
175-58817-85 
MS28741-4-100 
AN6289D10 
AN6290-10 
AN6291-10 
AN832-5D 
AN894D5-4 
AN924D5 
ΑΝΟΘΟ-5Ρ 
AN6290-5 


1 


2 3 4 5 6 7 


AN 01-60AABA-4 


FUSELAGE (Cont) 


NOMENCLATURE 


_ HYDRAULIC EQUIPMENT EMERGENCY RESERVOIR. . . . . . . . . . + 


e 9! 0 0  * » » »»  «.»:».».“».ἀ2»ἀ»»',4ἀἐ. 


(see figure 275 for next assembly) 
RESERVOIR ASSEMBLY, Hydraulic emergency . . — 
(see figure 280 for detail breakdown) 
BOLT. V e ie. SE die AE Ioas e Ta rm wep RD Sie, US 
BOLT. . .. AS a ο e αγ Lig ed 
WASHER. > " CS 
WASHER. . . . . e cs 
SUPPORT ASSEMBLY, Hydraulic lines fuselage stati 
station 224-5/8 LH 

BOLT. a Met e gal δι ιν αὖν-τεν. en's ἂν I 
WASHER. . « ά « ο ο ο e e © eo © ὁ ο ὁ ο we we 
NU Ὁ -ᾱ---ᾱ---ᾱ- A E e a 
LINE ASSEMBLY, Hydraulic reservoir filling. . 
LINE ASSEMBLY, Hydraulic emergency suction. . 
LINE ASSEMBLY, Emergency brake pressure . .,, . +. 
LINE ASSEMBLY, Hydraulic LH emergency brake pressure 
LINE ASSEMBLY, Hydraulic RH emergency brake pressure 
LINE ASSEMBLY, Hydraulic emergency return . . . .. 
LINE ASSEMBLY, Hydraulic emergency nose gear down 
UNION . aee de. e A ee 
WASHER. . 
NUT... 


. . 
. . ù è o eo .. e. © © © © o o 


D wie 


roo... 


ELBOW . 


WASHER. . 
NUT.... 


REDUCER 
ELBOW . 
WASHER. 
NUT. . 
ELBOW . . 

LINE ASSEMBLY, 


ee ee © wo 9 «ο ο 
e... 9 ο 9 9 » 


. 
. 
. 
. 
. 
. 


ee ο t 


. . . 
. . . 
. . . 
. . . 
. . . 
. . . 
. . . 
. . . 
. . . 
. . . 
. . . 


Hydraulic emergency suction. 
LINE ASSEMBLY, Hydraulic reservoir filling. 
LINE ASSEMBLY, Hydraulic emergency return . 
ELBOW ος Ὁ. ο a c9 ὦ wc; Uie ὁ 
NUT... e... ο cm 5 ο ὁ «6 Ἵν οἳ ὁ “ος ei 
ELBOW... 
LINE ASSEMBLY, 
FILTER. . . . 
SPACER, Screw 
BOLT. . . . « 
UNION . 
ELBOW . 
NUT... 
GASKET. 
RING. . 
LINE ASSEMBLY, Emergency retur 
1n emergency reservoir 
LINE : ASSEMBLY, Emergency return bulkhead elbow in female. 
tee down to bulkhead elbow station 146 
TEE ο a ο ve 9-99 δ Dec m ο vey ο 
REDUCER... . 
LINE ASSEMBLY, Emergency "return female to aft to elbow. in 
filter station 158 
LINE ASSEMBLY, Emergency brake return from tee in brake . 
valve aft to tee station 146 
SUPPORT ASSEMBLY, Hydraulic lines LH wheel. . . . . 
BOLT. . . è o 
SUPPORT ASSEMBLY, Hydraulic lines LH wheel. lS 
LINE ASSEMBLY, Hydraulic emergency brake pressure . . 
LINE ASSEMBLY, Hydraulic emergency RH brake pressure.. 


“Hydraulic emergency suction 


9. 4 t o9 o9 9 9 c$9 c9 c9 c£ 9 9 ὁ c9 0 c9 9 ὁ 9 9 9 . o... 9? 9 9 ο 5 ὁ 9| ια» 


oe © we ew 9 9 ο 


. 
. . 

. .. 
. . . 
. . . ο 
. . . 
. . . 


ee ee we po 
3 

Qe 

LEE σι. 

o 

M 

ct 


oe ο ο n 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. . 
. . 
. . 
. . 
. . 


. ο . 
. ο . 
"s . 
& τᾷ . 
"a . 
. oar . 
s Ai e . 
. m . 
. . . * 
n union rt 1 


e elbow 


LINE ASSEMBLY, Hydraulic emergency LH brake pressure. 
LINE ASSEMBLY, Hydraulic emergency brake return... 
LINE ASSEMBLY, Hydraulic emergency brake pressure 


BRAKE VALVE, Power (WAH). . . . . 
SCREW . 
ELBOW 
UNION 
TEE . 
NUT 

GASKET. 
GASKET. 
RING. . 
LINE ASSEMBLY, Hydraulic emergency reservoir. . 
SHIELD ASSEMBLY, Hydraulic emergency reservoir. 
LINE ASSEMBLY, Hydraulic emergency nose down. 

HOSE ASSEMBLY 
NUT... 
GASKET. . 
RING. . . 
UNION . . 
BUSHING . 


. . . 
. . . 
. . . 
. . e o 
. . . 
. . . 
. . 


e... 9 ew t$ 5 
* 5 9 9 ο. 


. . 
. . 
. . 
. . 


. 
. 
. 


e... ο ο ο 2 5 


3 9 ο» ο ος. 


. 9 ee 9 ο 9 . t$ ο 


e e. © sso 9 9 9 ο - o o e o 
. . 
. . 


NUT . . 
WASHER. 
GASKET. 


. 
. 
. 


9 9 9 9 t 9 9 n 
9 9 5 ο ος 
etc] t | 9 9 » 
9 o... 9 9 59 5 
e... 9 9| ο 9 £5 

. . t ο ew 9 ο 

e 0 9| ο ο 1 

eo © we t| 2 we 
et os] £s 9| £9 n5 5 
[Er E 

ee ee ww ο 


n 158 “to . 


UNITS 
PER ASSY. 


Ref 


4 ee ο 


$9 9 9 9 9 5 9 5 9 9 » 0 * 9 $9 $ v 9 9 9 c9 9 9 t$ 9 ὁ 9 9 9 5 9 35 5 9 5 9 


Section [| 


Group Assembly Parts List 


USEABLE ON 
CODE 


FU) OWW TO IO ΑΕΕ FRE -1 IE. iS iB. jS. jS i. iS. [0 κ’ TO. 51 EF ENP EPP Pee 
a 
= 


RR E e I| IN TO mum m A ΟΝῸ DONNE A A RP HH OD 
Q 
= 











Section [| 
Group Assembly Parts List 


ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
277-72 AN837-4D ΚΒΟΣ, a ea Dn bor Mese moy Ue Gode ο UE ae Mo mou xo ο: CH 
AN6290-4 s GASKET ος πε. Ae Soe SR SOA Re Re eee calo OH J 
AN6289D4 VNU ας a Se gee a "qoe cm ἂν αν το CCH 
-73 175-58819-25 . LINE ASSEMBLY, Hydraulic RH brake control . . . . a . . . . . 1 CH 
-74 AN833 -4D ο μα κ 8). 9 o3 con Wo re a ο a cat Gece at αν. AEH 
-75 175-58819-23 . LINE ASSEMBLY, Hydraulic LH brake control . . . . . . . . . . I CH 
-76 AN520-10R10 se SCREW cesso X € y ο ον 09 a eh SS a we vows ue ow mos OC 
-TT AN960D10L zs UWASHER.- 3e eco x09 ἡ Ge mo oae ow ο δι OS 03 Roo wo. wx E, CH 
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AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


278 175-58015 PANEL ASSEMBLY HYDRAULIC EMERGENCY CONTROL . . . . . . . . . . . Ref 
: see figure 274 for next assembly) 
see figure 279 for additional breakdown) 
-1 175-58178 . SCREEN ASSEMBLY, Hydraulic system filling . . . . . . . . . . 
- (see figure 281 for detail breakdown) 
-2 AN3436-2-6 . TERMINAL BLOCK ASSEMBLY 


m 


dva tu ial ο οσο ten roby jolt E Mes o 1 
AN3434-2 of. IST RIP ο eS a eS ees Awe ROR, IT 
AN515-4R6 s. SOREW ee E oe, SS BBL Aide were. 2 
ANS60D42 s “WASHERS, aaa ο ve loe we a dts oe Me eh Serie RL we QUE 
AN365-440 ME DIET ο lao IO os ορ 
AN961-6 SOOWASHER.: ο euo <8 ce oe Sot qe ov. ep v RC ES n Los NOR RI e deos ὧν, ο. “Ὁ 
AN931A6B a WASHER. . e . . e +... s usw es lc xD ev EO sept sa ο el den en de ade «LO 
AN341-6 μα ο a de A e a il, O 
-3 175-54195 . COVER ASSEMBLY, Electrical terminal connector . . . . . . . . 1 
-4 25000 . VALVE am) ^ Manually operated four-way rotary selector. . 1 
STB 
-5 AN919-3D s; REDUCER s- . 0409. o9 woes cv woe ee RW Ue ow Ὁ 
6 UC s GASKET. 2-79 eoe ko ὃς δισ Pita Se de pe Veg cS re iz vu 
- AN6280- e VALVE, 27v 4 ἃ cus ο ον US M we al po an Nus CS a D. 
-7 ` ANB33 -5D ο NR αμ. - 
AN6289-5D ο ΝΟΕ doe. aa gon Se, e Re αντ ὃς aha 0 
AN6291-5 ae BRING. co ee οἱ δν Ss ve i. m eg ee ER TA eS uae as 18 
AN6290-5 ir GASKETS, io? uus C cse con tes COS uer Cer ος AOS sue te tuper nhe 
-8 AN893-7D o BUSHING: 4-330392 le cy ee. os ee fs ; -— a wl 
AN6290-6 £s GASKET -a x oy Pao go, S a a cla see νο, ο 
-9 AN6280-6 zt VALVES S.T do su ah eoo ie e e X^ aure c ute ο ο πο ο 1 
-10 AN919-7D o. REDUCER Aa 41.9 606g e ds in et Aa? ae a Buea, eee ee, Fe 
AN6290-6 a GASKET a fer ce ds φαν Ae ο ο se be, Ὁ ο ο ο Ve va? SU an Bar eras Us 2 
AN6290-5 ο Ες ΗΝ aS: E he se Sen ο eRe 8 
-11 AN926-5D μον νων, ο aD rer eS OM otal fn 1 
-12 ANB15-5D v. UNION. $^ Vus our ce, ees ων eure velles vile πε, as vee Cie’ er i pum cae at. Oe 
AN6290-5 s [GASKETS A ο ος vehe aryl mue WI P ie RE ο» De pe el feng c ων Ὁ ale . 30 
-13 AN926-5D ey LIBE E αν ο ο κο aoe worsae qe ντο Wl ip I ER E rec Ite 1 
AN6289-5D ir μμ δει Y νοὶ m er ce ο ου ου. 1 
AN6291-5 ΙΝΩΝ, sid. rit ο sy les ο eer ae ROO ALIE αμ ο 1 
AN6290-5 wir) GASKET > 0x52 a Ree oe ERO ο ο ος Gee very Nar o tem Iul 
-14 AN804-5D ο ο 905 ο ο a ΟΙ ΙΝ ΗΡΙ; 
AN6289-5 ο 0-4 c£ ae cee sa ο ο 9 SU" Ro a ote nem e) act 1 
AN6291-5 s RINGS. L ο ο ας o9 δαν So a ο τὸ, “ot e a aceite (Bat ολ 
AN6290-5 GASKETS eS ο es ο e ο Nee “ah aise ο. 
-15 MOD1530 . SWITCH PRESSURE ACTUATED (STB). ...... 22 2 eee eee 1 
-16 175-58051 . ACCUMULATOR ASSEMBLY HYDRAULIC 60 CUBIC INCH. ........ 1 
(see figure 282 for detail breakdown) 
325-.625-3.8758 s PCLAMP:(MAR) cin ος ες a A Ue 
-17 AN893-8D « BUSHING eli oce v S le s -————— EDS T 
AN6290-5 . GASKET. bg dee ο ο οἷ, Sieh ο ο e Maii XR ae ο m pi 
-18 AN833-5D s ELBOW tecla Toes at Beate ar Ts Sh las Me iar en sn a Gea ar Dey το 1 
AN6289-5D so NUT ea ο A ch Tec ο ᾱ, Seg Ww oic wake ey TL 
AN6291-5 s ORINUS A ce aac ο ee nes vous Bel TR dosi ae Ab 
AN6290-5 DE E coL. D 1 
-19 AN832-4D v: UNION € won era je i am res cy Ὁ Ge? amie na Sere Bs ees, eh Sy eco b ; 
AN6289-4D ο μα aa inca sess Ὅς ce ο ος ο es Tal areas Gus ο. 
AN6291-4 η [νο ο var 29.099 vet ο e fot abe πο ο tamer. cb 
AN6290-4 A GASKET a ο ο ο ο S. ο πο cho ^ HON Rte Aes at ar. oO 
-20 AN927-4D s ELBOW De o 9008 E eae hinted won. ο Ὁ) αἱ wh as Lat eset woe 1 
-21 AN804 -4D TEE e a Ὁ ο. veu cu ee een: a ió dae” A 
AN6289-4D va NUT: τς ον Ee ope tee et ον AS Peel a De dota να. 
AN6291-4 s RING Ge ο GE rows! es Yeh Selmar ο Ge ray Se vu οὐ τῷ ο. 
AN6290-4 o GASKET Si μμ ο ya ce ce e Bastar al “Bi Teque caer fer ere ceci ee 1 
-22 AN919-3D + ΠΕΡΌΟΕΒ s cos ii a a de as το. κα S708 T I ES rue] CB 
AN6290-5 a (GASKETS. e τῳ ws eode ecu at 3 ce oo I al ce val Ge velo wes. Ὁ 
-23 AN926-5D α΄ κ: Wo 1e 450694 τος ow wer vL oA ο ae cR ο arte Vee: Sete, ene - «οἱ 
-24 AN919-7D 5 “REDUCER. 2o $194 ο ο ο τῷ Id o. ds oh οὖν oO ve 1 
AN6290-5D ¿> GASKET ο lm te xia RI ο ο Ima ο a UE E e εἴης. uices. Ub 
-25 AN832-5D & UNION. «4 v 34 tw iv oo es a Sy Weise ο ο ο μμ... 
AN6289-5D i NULA ο ο te e halved C En m use ο ο ου. 
AN6291-5 v RING. Lou ο deo] usc Se ο TUR μι deum vo GA o ene, - OU 
AN6290-5 z- GASKET: μ.μ 5i dw. capa δν ας ο ας) τας oe e mous ο Ὁ mls. G 
-26 AN815-5D  , s. "UNION. x: ced ο μα A ο ο. e wr ose cs, 00 1 
AN6290-5 e GASKET: 53-0 a A e aiv UE UR δα ce imis 1 
-27 AN804 -5D v ο e ua) E ο ο O ο Jee ο ο Sah nS 
AN6289-5D m NU SIS -ᾱ- ἂν Yo? ses ven epe ο κ ανα αν ie tees μα”... 
AN6291-5 $^ RINGo oe mese wel ο hole one ο SUR ee See el ts S 
AN6290-5 fo GASKETS: 5 qeu ie) ure car erta metis dm See d oue cec er be sr ο ee sd Bebo S 3 
-28 146-58473-3 . RESTRICTOR, Hydraulic two-way fixed . . . . . . . . . s o . o 3 
-29 AN919-7D s “REDUCER. 4 4» ia e a a aa e οᾱ 
AN6290-6 ; πο ο ο ο ο ο ο κο. 
-30 169-58422 . PUMP ASSEMBLY, Hydraulic emergency. . . . . . . . . ο. 1 
(see figure 283 for detail breakdown) 
-31 AN894D8-5 & / BUSHING z ad eo Sites cal, ita KS e A δω. ee Le 1 
AN6290-5 “GASKET a oats Sa, bein ates a G ec law ο tele oh eel ie! te Ge) CL 
-32 AN833 -8D a ELBOW s i amr, εν ih oa enaa un ep wee wl  ο- | UE. 
AN6289-8D st μα ο ο Yes eo e A ος ο ο Te Monday μια. 
AN6291-8 2 RING eS een αν ο ο calicem soU ο ο ο ο 
AN6290-8 s GASKET; x u^ a A a ὍΣ A TE 
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AN 01-60AABA Group Assembly Parts List 


FUSELAGE (Cont) 


—— M M M —— — —— — M — M — MM € € Ó € & 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


278-33 AN919-3D REDUCER . 
















































AN6290-4 3 “GASKET ο ος md eS d se s -—— Án cet δν. ἃ 
AN6290-5 . GASKET. .. :... Se el cs ο a ues wow, A 
-34 AN815-4D — — a UNION A ata is ite. Eee e Ss, WS SS s. "p ο πα ο 1 
AN62904l SS O we el A 2 
-35 MS28741-8-124 . HOSE ASSEMBLY (supersedes AN6271-5-12-1/2 for . . . . . . . . 1 


future procurement) 
AN6271-5-12-1/2 


(STB) 
-53 . 1AT2 . SWITCH ASSEMBLY (MCS)... +... . . . +... . . . .. onn 
-54 AN5771-7A « GAGE. . . » « 4 4 4 ew ὁ e ο e eor oe o... . om . om om on om on n 


. 


. HOSE ASSEMBLY (superseded by MS28741-8-124) . . . . .᾿. . . . 1 

-36 AN827-5D v ‘CROSS? sc ο eve we Sica eee ee ee wt at de ie be a ey ilte m ares > τα 
-37 1175-58130 . SUPPORT ASSEMBLY, Hydraulic emergency control panel ..... 1 
-38 AN815-8D a. UNION cold, ce Po Ags Gy ceo me Re RN ee Pas We ema es dee ub 
-39 MS28741-8-140 s HOSE ASSEMBLY. 4.4 9 -ν.. e ιδ ο Gt er -ᾱ- Get a es δα Gu, el oh, “OS 1 
-40 AA11324A . VALVE, Hydraulic relief (VI). . . . . . se . ee ο «ο ο s 1 
-41 AN833-4D v ILBOW- 0 33 ο a a se a C9. δι dmt De cm τό, ὦ ο) Vm τὰ 3 
AN6289-4D, SA NUT se e lai! ao? Yap Gah ο RO A cr ue V 
AN6291-4 e RING: w e- a wp 9.04€ 69 A 9 79 Ὁ 21€ 7€ GSD e de 9) cel es -ὦ 3 
AN6290-4 s “GASKET. v. 2 2 uo € sia a οἱ de ty ew 090€ 09] Sw Ae 3 

-42 AN837-4D e. ELBOW « νο we ο ο ea RS A 1 
AN6289-4D . NUT.. ο αν ARA A E E Αν lw 1 
AN6291-4 4 RING: at a Gere, Be a AAA a d 
AN6290-4 t «s OGASKET. w se a a e ο ας S 9s 80s Hew oe en 2 

-43 AN814 -4D » PLUG AND BLEEDER: « 4 xw € e. * X X* Ya Xo * RA AA 1 
AN6290-4 s IGASKETZ 4 iy ἰδ; a de dés δν. o9 δ ὦ οἱ AS cx el ee € ow os 1 

-44 AN6287-1 . “VALVE © oe e 39.09 ὁ ὦ a ee A «δ τά. ψ 1 
-45 161-58117 . FITTING, Hydraulic accumulator air valve mount. . . . . . . . 1 
-46 AN927-5D .. O ue X £9 m demo 3 
-47 AN919-11D yo GOREDUOGERS Gozo» AAA EA ERA 3 
AN6290-5 ν. BASED, κ ο UR OK E A KR E X Ἡ € COS ESSA Qoo: ᾱ AA 3 
AN6290-8 x BASEET.e Ww « C&* E X* νά € 4€ ο. XC XU αφ ἃ SR Ὁ ᾱ 3 

-48 “AN815-4D w MUNSON: «s Wege νο asian, oP a ᾱν ae ὃς eis cee WE Ser ὃς ep ce 2 
AN6290-4 £s GASKET: 446.4. aoe κα κ.κ. AE AAA AA RU 2 

-49 AN919-6D « REDUCER s of a κ é © As 34 € AA Pa mL Se SD ie 1 
AN6290-5 & GASKET ο 4 79 9 ο ὦ a r A ας ον αρ ὃν, Le 1 
AN6290-6 vs (GASKET. ας ex «κα κ &*o* 4o E ow) Ὁ μα να de ᾱ X. ᾱ 1 

-50 AN919-7D « REDUCER + à x wow x* *ox* 7 par) Š A A NT E 
AN6290-6 e “GASKET, « 6o « τῳ * © © κκ κ.κ * EE tal τῳ) wee a del wre ES 1 

-51 20176 +. VALVE ASSEMBLY, Hydraulic (WTR) . . « . +... s e 2+ es eee 1 
-52 25316 - VALVE ASSEMBLY, Manually operated four-way rotary selector. . 1 
1 

1 


€ 
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FIGURE 279 - HYDRAULIC EMERGENCY CONTROL PANEL ASSEMBLY 
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AN 01-60AABA-4 


FUSELAGE (Cont) 


Section I] 


Group Assembly Parts List 


a --——ÓbÓbÓÜóbóbóbóbóbRbóRóoÓGÓóÓ8bÉ n i. e rl 
που 2 PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-58015 PANEL ASSEMBLY, Hydraulic emergency control. . . . . . tive wes Ref 
` (see fig 274 for next assy) (see figure 278 for 
additional breakdown) 

175-58800-9 . LINE ASSEMBLY, Emergency pressure from tee in flap valve. . . 1 
to tee in female tee 

175-58800-3 . LINE ASSEMBLY, Suction from elbow in filter to reducer in. . 1 
filler valve . 

175-58800-43 . LINE ASSEMBLY, Emergency flaps down from elbow in flap. "m 1 
valve to union station 224-5/8 LH 

175-58800-23 . LINE ASSEMBLY, Emergency pressure from tee to tee ln. eoe $9 1 
pressure switch 

175-58817-87 . LINE ASSEMBLY, Emergency pressure tee to tee emergency panel. 1 

175-58800-59 . LINE ASSEMBLY, Emergency jet door close from elbow in . . . + 1 
landing gear and jet door valve to union 
station 224-5/8 LH 

175-58800-25 . LINE ASSEMBLY, Emergency pressure from elbow in accumulator . 1 
to union in pressure switch 

175-58800-75 . LINE ASSEMBLY, Emergency bomb doors open from reducer in. . . 1 
restrictor to union station 224-5/8 

175-58800-57 . LINE ASSEMBLY, Emergency bomb doors open from reducer in. ‘ i 
restrictor to union station 291 -5/8 LH 

175-58800-55 LINE ASSEMBLY, Emergency bomb doors close from reducer in. . 1 
restrictor to union station 224-5/8 LH 

175-58800-39 . LINE ASSEMBLY, Emergency return from reducer in female... . 3 

- tee to tee 

175-58800-7 . LINE ASSEMBLY, Suction from reducer to reducer in filler. . . l 
valve > 

175-58800-53 LINE ASSEMBLY, Accumulator air pressure from tee in . . . +. + 1 
accumulator to union in air pressure gage 

175-58800-33 . LINE ASSEMBLY, Emergency return from check valve in landing . 1 
gear valve to tee in female tee 

175-58800-31 . LINE ASSEMBLY, Emergency return from check valve in flap. . . 1 
valve to union in female tee 

175-58800-47 LINE ASSEMBLY, Emergency bomb doors open from elbow in. . . . H 
bomb door valve to reducer in restrictor 

175-58800-15 . LINE ASSEMBLY, Emergency pressure from tee in female tee. . . 1 
to elbow in filler valve 

175-58800-49 . LINE ASSEMBLY, Emergency bomb doors close from elbow in.. . . 1 
bomb door valve to reducer in restrictor 

175-58800-35 . LINE ASSEMBLY, Emergency return from check valve in bomb. . . 1 
door valve to tee in female tee 

175-58800-27 . LINE ASSEMBLY, Emergency pressure from tee to reducer in. . . 1 
two-way restrictor 

175-58800-21 . LINE ASSEMBLY, Emergency pressure from reducer in check . . . 1 
valve to tee 

175-58800-13 . LINE ASSEMBLY, Emergency pressure from union in female. . . . 1 
tee to elbow in bomb door valve 

175-58800-11 . LINE ASSEMBLY, Emergency pressure from tee in female tee. . . 1 
to elbow in landing gear valve 

175-58800-51 LINE ASSEMBLY, Accumulator air pressure from elbow in air. . 1 
filler valve to tee in accumulator 

175-58800-17 . LINE ASSEMBLY, Emergency pressure from tee in female tee. . . 1 
to elbow in female tee 

175-58800-5 LINE ASSEMBLY, Suction from reducer in filler valve to. . . . 1 
elbow in pump 

175-58800-19 . LINE ASSEMBLY, Emergency pressure from reducer in female. . . 1 
tee to elbow in relief valve 

175-58800-29 . LINE ASSEMBLY, Emergency pressure from union in dump valve. . 1 
to elbow in rellef valve 

175-58800-37 . LINE ASSEMBLY, Emergency return from elbow in relief valve. . 1 
to reducer in female tee 

175-58180 LINE ASSEMBLY, Hydraulic system filling . . . . ss «ο «ο 1 
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6 
H-175-58-21 
FIGURE 280 - HYDRAULIC EMERGENCY RESERVOIR ASSEMBLY 
FIGURE & PART | UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
E 280 175-58010 RESERVOIR ASSEMBLY, Hydraulic emergency. . . ος sad ον TR τὸ Ref AD 
(see figure 276 and 277 for next assembly) 
α 175-58010-13 RESERVOIR ASSEMBLY, Hydraulic emergency. . "AO ele EE Ref cc 
(see figures 276 and 277 for next assembly) 
-1 175-58120 . PLATE ASSEMBLY, Hydraulic emergency reservoir gage. . . . . 1 
-2 175-58121 . GASKET, Hydraulic emergency reservoir gage. . . . o . . . . 3 
-3 175-58119 . WINDOW, Hydraulic emergency reservoir gage. . . 2. d ο Ux 1 
-4 175-58122 . PLATE, Hydraulic emergency reservoir gage window. DUE" 1 
-5 200AC10 ; LOCK-0-SEAL (WOF). . . Bw aw PEE 10 
-6 NAS221-16 . SCREW, Brazier head Phillips recess $ b vos i ue 32 wA e 10 
-T AN3-5A br- BOLT. 1. Hee, abe de QUIS UU S pe ae uses ne κ. dA ο, ο) Rex e 3 
-8 AN960D10 - WASHER. . Bs fefe e Bl. ο yeah 719) ato Pais ie e Sy D. aos 3 
-9 AN814 -4D . PLUG AND BLEEDER. RE M va a ds . ilie τὰ 1 
-10 AN6290-4 . GASKET. . . Ὃς δ è : A NS 1 
-11 175-58153 . ANGLE, Hydraulic emergency reservoir lower support. Dti» 1 
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FIGURE & 


INDEX NUMBER 


281 
-1 
-2 
-3 
-à 
-5 
6 
-7 
-8 
-9 
-10 
-11 
-12 
-13 


PART 
NUMBER 


175-58178 
175-581748 
156-58107 
AN6227 -24 
175-58172 
AN515-8R6 
AN935-8 

AN6290-8 

175-58176 
AN6227-12 
175-58175 
175-58177 
ANQ60D416 
AN310-4 


FIGURE 281 - HYDRAULIC SYSTEM FILLING SCREEN ASSEMBLY 


UNITS 
12 3 4 5 6 7 NOMENCLATURE PER ASSY. 


SCREEN ASSEMBLY, Hyd sys filling (see fig. 278 for next assy). . Ref 


. WELL ASSEMBLY, Hydraulic system filling screen. . . . . . . + 1 
. STRAINER ASSEMBLY, Hydraulic system filling screen. 4 WR τ 1 
. PACKING - . . ο 4 e 3 A εξ, Ὁ μὰ. a δι eai -ᾱ 1 
. COVER, Hydraulic system filling screen. . . “e a 1 
s SCREW- c ον 4 9 7 9 AAA $ C 3 κ eie 4 
; WASHER. & e 0o. 49 e 09 d A r Be aw zw ds sos dd 
a (GASKETS o 2 X006 x 929 ELE um E e wo A BOS S 8 1 
. BOLT, Hydraulic system filling swivel . τ s ἃ € uw 1 
y PACKING 4. 4 X ο eel € are δν fais ax A δν ιν ᾱ δι AA 9 
. SWIVEL, Hydraulic system filling screen . . . . . . gis. ος 1 
. RETAINER, Hydraulic system filling screen swivel. . Wow) κ 1 
; WASHER >. ο wd a 9 ou 3 SR Sw A — 1 
x NUT oo gan Ὁ ο ceceow-ihoe κ τν, «ον AAA m 2&4 1 





H-175-58-28 


USEABLE ON 
CODE 
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H-175-58-27 


FIGURE 282 - HYDRAULIC 60 CUBIC INCH ACCUMULATOR ASSEMBLY e 

FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER + 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
282 . 175-58051 ACCUMULATOR ASSEMBLY, Hyd 60 cu in. (see fig. 278 for next assy) Ref 

-1 165-58372-3 . CYLINDER END, Hydraulic 60 cu in. accumulator. . . . . . . $ 1 

-2 AN6230-14 τῷ, GASKET: ed ales ώμος eb Πο τος a eta νο τας ών ver Λὸν νὰ s 2 

-3 ANG244-14 e, RING «m X 4 23x RL CER A AAA A io NS 2 

-4 165-58122 . PISTON, Hydraulic 60 cu in. accumulator. . . . . pP 1 

-5 AN6227-37 ας ιο εν rai in nied gon ο be Ὅρα. Je, we Bie ey ο ae ls de) ος 2 

-6 5R16-37 . RING, Spiral back-up (NA) . . .. . ...... QU τον today de 2 

-T 165-58121 . CYLINDER, Hydraulic 60 cu in. accumulator, . . . . . . . . . 1 

-8 165-58372-5 . CYLINDER, End hydraulic 60 cu in. accumulator. . . . . . . + 1 
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H-175-58-26 


FIGURE 283 - HYDRAULIC EMERGENCY PUMP ASSEMBLY 





UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 





zu 
o 
a 





203 169-508422 PUMP ASSEMBLY, Hydraulic emergency. . . . 
. (see figure 278 for next,assembly) 
-1 AN365-1032 ve NUT. ο a a cm im a a τας Ter a e a e 1 
-2 AN960D10L & WASHER. 4, 4 οἵω... 9o ee ὦ, τν αἱ 9; ο ο ὁ τῷ 2 
-3 AN520-10R16 2 SCREW.. alae ea in IUE 1 
-4 169-58500 . SHIELD ASSEMBLY, Hydraulic emergency pump motor splash . . . 1 
-5 AN365-524 z GNUTG a ο ο esto UR e ο vm ec CES Rui o Gest Ie ᾱ 4 
-6 AN960C516 2 “WASHER: X Loue ado ο ο a er QU UR ορ ο RR Vei sene DE 6 
-T. AN5-12A fy BOUT tena μα ky none ον να Se ary Bete. τέ 4 
-8 PF24 -3906-252H2 . PUMP ASSEMBLY, Nine cylinder fixed stroke (VI). . . . . . . 1 
-9 75437 . GASKET, Mounting (VI)... .. . . 4. ee ee ee ee ee n 1 
-10 D820 . MOTOR, Hydraulic pump (HOQ) . . . ...........-. 1 
A En alt alg ea 
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FUSELAGE (Cont) A 


FIGURE 284 - CREW ENTRY COMPARTMENT HYDRAULIC EQUIPMENT INSTALLATION 


H-175-58-19A 











FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
2 175-58027 HYDRAULIC EQUIPMENT INSTALLATION, Crew entry compartment. . . . Ref 
% see figure 274 for next assembly 
-1 AN5771-7A ae GAUGES n v vo A ver “Zines 1 
ATTACHING PARTS 
-2 146-58501 . BRACKET ASSEMBLY, Hydraulic utility system pressure gauge. 1 
-3 AN515-6R12 SCREW: ο ode E ch. S s μμ Ημ 4 
-4 AN520-10R8 SCREW. iss i aa emos Xe iesu) dis Ne 4 
-5 AN960D10L WASHER. 0220, ara al sa που fe 4 
PA ; 
-6 146-58502 NAMEPLATE, Hydraulic utility system pressure gauge . 1 
-7 AN832-4D UNION. ;; ----ᾱο- 04-3 9 ala ᾱ E 1 
-8 ANQ24-4D NUT. 200 ay. ος) eae 190€ deh er i6 1 
-9 2W1V29-22-62 WASHER, Plain (NA). . . . . . 1 
-10 AN6290-4 GASKET sia kas ΠΕ a im ο m ο bleh E ow e. ey 1 
-11 175-58802-27 LINE ASSEMBLY, Parking brake pressure valve from bulkhead. 1 
elbow station 224-5/8 to bulkhead elbow parking brake 
valve station 224-5/8 
-12 AN6290-5 GASKET ........ vois “ῳ 2 
-13 AN893-7D BUSHING; . ο ὃς doshas es G 2 
-14 AN833-5D ELBOW. e 1 4 ὦ 5. o 03-0939) $t 2 
-15 AN6289D5 NUT. o ὃς 090999 o co won 2 
-16 AN6290-6 GASKET . . . ooo... 9 . 3 
-17 AN6291-5 RING. n sw SS, ὁ 9o Rice ve De e EIU IR T dr aT do Ne eee diues ο ο 2 
-18 175-58802-43 LINE ASSEMBLY, Emergency pressure from parking brake valve . 1 
elbow station 224-5/8 to tee station 224-5/8 
-19 AN6291-6 RING . L0. -ὁ ο 209. ox dew a κιν φως... 1 
-20 AN6289D6 NUT 4 us s ο vs ο ROO LRL OS) Yeah bs cellar iiS Go ve 1 
-21 AN837 -6D ELBOW; . 2 ον €. ο ERO XE ow v Ὁ ver era 1 
-22 175-58802-35 LINE ASSEMBLY, From parking brake valve elbow station. 1 
224-5/8 to tee station 218 
-23 4570 . VALVE (WAH)... . . . . . . . leen 1 
ATTACHING PARTS 
-24 AN365-1032 NUT. ο μα 5 4 
-25 AN960D10L WASHER DA δν dese da 8 
-26 AN3-5A BOLT . s zy 4 
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FIGURE 285 - MAIN SYSTEM AND AILERON BOOST HYDRAULIC RESERVOIR ASSEMBLIES 


512B Revised 15 September 1955 








ΑΝ O1-60AABA-! 


FUSELAGE (Cont) 





Section II 


Group Assembly Parts List 


A A SSS -  ————— τσ 
FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
285 # 184-5800 RESERVOIR ASSEMBLY, Hydraulic aileron boost Ref AB 
(see figure 299A for next assembly) . 
# 184-58006 -3 RESERVOIR ASSEMBLY, Hydraulic aileron boost Ref BW 
(see figure 299A for next assembly) 
# 184-58005 RESERVOIR ASSEMBLY, Hydraulic main system Ref AB 
(see figure 299A for next assembly) 
# 184-58005-3 RESERVOIR ASSEMBLY, Hydraulic main system Ref BW 
(see figure 299A for next EA 
-1 AN814-4D « PLUG & ce 5 . š E 1 
-2 AN6290-4 . GASKET. . ο ta E Tat vs ὦ η. 
-3 2W18-10M . WASHER, Flat (NA). vis « $ 2 
-h AN393-23 . PIN.. : 2 
-5 184 -58521 . COVER, Hydraulic reservoir filter “housing. A 1 
-6 AN6227 -66 « PACKING. . . . . + 5 τ n X 
-T AN365 -428 . NUT. ο ο e e Fay ο ον ο. 1 
-8 2W18-416M ` WASHER, Flat İNA). : : snd ας 1 
-9 1854 -58521 ; SUPPORT ASSEMBLY, Hydraulic “reservoir” filter " 1 
-10 AN6227 -44 . PACKING. . be neh te MS τ a Sh 2 * ὰ 2 
-11 AN6236 -2 . FILTER ELEMENT hb, «Ὁ boa? πὲ ä 1 
-12 184 -58003 STUD, Hydraulic réservoir coarse thread. Ν 1 
-13 184 -58520 HOUSING, Hydraulic reservoir filter vent . A 1 
-14 AN6230-41 . GASKET . . . è τ esa $ t 
-15 NAS50-143 . RING, Internal retaining x, « 5 2 
184-58522 š VALVE ASSEMBLY, Hydraulic reservoir “relief | A 2 
-16 NAS50-100 . . RING, Internal retaining. . . . . $ s BR 
-17 2W1ALP46-31-32 . . WASHER, Plain (NA). . é 1 
-18 146-58521 . . SPRING, Hydraulic reservoir relief “valve. a 1 
-19 H676-1000 "7. POPPET, Hydraulic check valve (HYP) . . . 1 
-20 184-58523 . . CARTRIDGE, ος reservoir relief valve 1 
-21 AN6227 -19 . PACKING. . os eom NN 2 
-22 663-7920S . CLAMP ASSEMBLY (MAR) . ES ; é 1 
-23 184-58111 . TANK ASSEMBLY, Hydraulic aileron boost reservoir 1 AB 
184-58111-3 . TANK ASSEMBLY, Hydraulic aileron boost reservoir . 1 BW 
-24 184-58115 TANK ASSEMBLY, Hydraulic main system reservolr 1 AB 
184 -58115-3 . TANK ASSEMBLY, Hydraulic main system reservoir . . ὃ 1 BW 
-25 184 -58252 . GASKET, Hydraulic reservoir αμα -low level switch assembly 3 1 
-26 F7001 . SWITCH, Float (AEO): - b τω τος anus 1 
-27 AN3-6A . BOLT seule AE ed, ARE Ὅν 8 
-28 2418-10 à WASHER, "Flat İNA). Š ‘ 8 
-29 146-58572 . PLUG, Hydraulic reservoir “sight gage transparent ο. 2 
-30 AN6227 -20 " PACKING. ac) do WU pad: Qo ο wo ck qe ο. e 2 
NOTE: # Denotes the incorporation of Service Change No. 413 a 
AAA A AAA AAA A AAA ÁJ———— ——— —_—--- - E SEQ QM 
Revised 15 September 1955 513 
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B-175-58-34B 
FIGURE 286 - FUSELAGE STATION 224-5/8 BULKHEAD HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE & PART n UNITS USEABLE ON ^ 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
286 175-58030 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 224-5/8. . . Ref 
bulkhead (see e 274 for next assembly i 
No Number . FUSELAGE STATION 224-5/8 BULKHEAD HYDRAULIC FITTINGS . . . . Ref 


(see figure 287 for detail breakdown) 
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& PART EABLE 
INDEX NUMBER NUMBER 2 3 4 56 7 NOMENCLATURE PER ASSY. Ll Cope" 
286-1 175-58815-27 . LINE ASSEMBLY, Reservoir air pressure from elbow bulkhead. . 1 

station 224-5/8 to union at station 239 i 

-2 175-58807-61 . LINE ASSEMBLY, Gage pressure pressure snubber tee at manifold 1 
to hose elbow at bulkhead fuselage station 221 -5/8 

-3 175-58803-57 . LINE ASSEMBLY, Nose gear down tee at fuselage station 226. . 1 
to bulkhead at station 224 

-4 175-58803-55 . LINE ASSEMBLY, Cabin compartment motor return bulkhead elbow 1 
at station 224 to tee at station 226 

-5 175-58803-61 . LINE ASSEMBLY, Nose gear up tee at fuselage station 227 to . 1 
bulkhead elbow at station 224 

-6 175-58803-59 . LINE ASSEMBLY, Cabin compartment motor pressure surge valve. 1 
to female elbow at bulkhead 224 

-T 175-58803-37 . LINE ASSEMBLY, Return tee in bottom of manifold to elbow . . 1 
in bottom of adjacent manifold 

-8 175-58803-29 . LINE ASSEMBLY, Return tee to elbow at fuselage station 227 . 1 

-9 175-58803-77 . LINE ASSEMBLY, Nose gear up manifold to tee at fus sta 226 . 1 

-10 175-58803-35 . LINE ASSY, Return tee in bottom of man. to tee at fus sta 227 1 

-11 175-58803-81 . LINE ASSEMBLY, System pressure tee on manifold to fitting. . 1 
on top of adjacent manifold 

-12 175-58803-21 . LINE ASSEMBLY, Gage pressure pressure snubber at manifold. . 1 
to bulkhead union at station 224-5/8 

-13 175-58802-29 . LINE ASSEMBLY, Parking brake press.union in bhd sta 224-5/8, 1 

-14 175-58815-83 ` . LINE ASSEMBLY, Brake pressure elbow bulkhead station 224-5/8 1 
to union at fuselage station 226 

-15 175-58815-81 . LINE ASSEMBLY, Brake return elbow bulkhead station 224-5/8 . 1 
to union at fuselage station 226 

-16 175-58816-31 . LINE ASSEMBLY, RH brake pressure elbow bulkhead station. . . 1 
224-5/8 to union at fuselage station 226 

-17 175-58803-15 . LINE ASSEMBLY, Brake supply union at fuselage station 230. . 1 
to elbow at fuselage station 244 

-18 175-58803-63 . LINE ASSEMBLY, Fairing door close flow regulator to union. . 1 
at fuselage station 230 

-19 175-58809-7 . LINE ASSY, Fairing door open union sta 239 to elbow in man.. 1 

-20 175-58803-23 . LINE ASSEMBLY, Main landing gear down elbow in tee at... . 1 
manifold to tee at bulkhead 239.75 

-21 175-58803-25 . LINE ASSEMBLY, Main landing gear up tee at fuselage station. 1 
224-5/8 to tee at fuselage station 239.75 

-22 175-58803-27 . LINE ASSY, Main sys return tee at sta 228 to tee at sta 239. 1 

-23 175-58803-33 . LINE ASSY, Return tee on bottom of man. to tee at fus sta 228 1 

-24 175-58803-41 . LINE ASSEMBLY, Wing flaps down elbow in manifold to. . . . . 1 
reducer fuselage station 243 

-25 175-58803 -43 . LINE ASSEMBLY, Wing flaps up elbow in manifold to reducer. . 1 
fuselage station 243 

-26 175-58803-31 . LINE ASSEMBLY, Return tee on manifold to tee at station 226. 1 

-27 175-58803-45 . LINE ASSEMBLY, Cabin compress motor pressure elbow in. . . . 1 
manifold to surge valve station 233 

-28 175-58803-47 . LINE ASSEMBLY, Landing gear down union in manifold to. . . . 1 
tee at fuselage station 227 

-29 175-58803-53 . LINE ASSEMBLY,’ System pressure elbow on priority valve . . . 1 
to tee on manifold 

-30 175-58803-11 . LINE ASSEMBLY, Jet door close elbow on manifold to union . . 1 
at fuselage station 244 | 

-31 175-58803-13 . LINE ASSEMBLY, Jet door open union on manifold to union .. l 
at fuselage station 244 z 

-32 175-58803-51 . LINE ASSEMBLY, Bomb doors close elbow on manifold to union . 1 
at fuselage station 230 RH 

-33 175-58803-49 . LINE ASSEMBLY, Bomb doors open elbow on manifold to tee. . . 1 
at fuselage station 243 ΠΗ 

-34 175-58807 -67 . LINE ASSEMBLY, Brake pressure elbow fuselage station 224-5/8 1 
to union fuselage station 235 

-35 175-58803-67 . LINE ASSEMBLY, Alleron boost reservoir filler bulkhead elbow 1 
at station 224 to union at fuselage station 230 

-36 175-58803-73 . LINE ASSEMBLY, Emergency landing gear down bulkhead elbow. . 1 
at station 224 to bulkhead tee at station 224 

-37 175-58817-51 . LINE ASSEMBLY, LH emergency brake pressure union at station. 1 

: 224-5/8 to elbow in bulkhead station 224-5/8 

-38 175-58817-53 . LINE ASSEMBLY, RH emergency brake pressure union at station. 1 x 

224-5/8 to elbow in bulkhead station 224-5/8 
175-58829-93 . LINE ASSEMBLY, Emergency brake pressure union station 242 LH 1 BR 

to bhd 45 in sta 224 approximately buttock line 15 

-39 175-58803-71 . LINE ASSEMBLY, Arresting gear pressure union at fuselage . . 1 X 
station 226 to union at fuselage station 232 

175-58829-73 . LINE ASSEMBLY, Emergency bomb doors close union station 245. 1 BR 

to bulkhead union station 224 . 

-40 175-58818-29 . LINE ASSEMBLY, Utility system return tee camera door control 1 
panel to tee fuselage station 224-6/8 

-41 175-58803-69 . LINE ASSEMBLY, Arresting gear pressure elbow on manifold to. 1 > 
union at fuselage station 226 

-42 175-58807-11 . LINE ASSEMBLY, Utility system return reducer station 226 . . 1 
to tee at fuselage station 226 

-43 175-58810-83 . LINE ASSEMBLY, Elevator and rudder boost return. . . . . .. 1 BE 

-44 175-58810-85 . LINE ASSEMBLY, Elevator and rudder boost return union. . . . 1 BE Į 


fuselage sta 239 to union fuselage sta 254 
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FIGURE 287 - FUSELAGE STATION 224-5/8 BULKHEAD HYDRAULIC FITTINGS 
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PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


No Number FUSELAGE STATION 224-5 BULKHEAD HYDRAULIC FITTINGS. . . . +. + e 
(see figure 286 for next assembly) 


AN833-4 o AA ds ce 1 
AN6289-4 Ah NUT iat A τον δαν a Ie 5 Zu να νο ee dar qe ari 2 
AN6290-4 > GASKET. ....... Stabe: M E oh Share $5 H 3 
AN6291-4 s RING s sron oats Cae E: " κέν sov us 2 
AN6271-4-14 . HOSE ASSEMBLY. .......... Sou. ene aris! E Ee τ 1 
AN833-4D s ο ο S ye chivas ec gs μα ο P ἐπι γι την, ερ” ἥ 8 τῷ 1 
AN960D716 so WASHER? MEI ME P 1 
ΑΝΟΟΙ -4D ah NUT. 28 ud DE ο ανα ο. UM ds fe 1 
AN815-10D UNION. ucl oce ums Ew Gy Ile que pe e e Ve 69 x : 2 
AN833-5D o ο ος εν nse EEE cs Vs Tin Ee sons 2 
ANQ24-5D s 4NUT. τν OW Geen ον E a Re Se μα Oe > 2 
AN960D816 s WASHER μα εν Ὅν το ϱ s Pe μι S Uy tee C8 9 
AN833-8D e ELBOWS: κ ο a ar cvs e a ο ei ο 5 
AN924 -8D SNUTT A 9» 0*9 l9 ue ce exp μα ο... 5 
AN960D1216 ;COWASHER 4 ou $02 € ar ad se Des Heins Tel RICE. ου -- 5 
AN833-10D ; UBLBOW. o. ον ρα komo Ἐν o roo σοι ον ὁ νην... Ἡ 9 
AN924-10D NU ο Ts E ele, Ον. ie Ris E ποιά δι Su 2 
AN960D1416 . WASHER . a . . . +... ο. SIn A de a a 2 
AN833-6D .SUOBLBOW. o2. 0 239 See Tey ο ἃν Te feos πας FPE 4 
ANQ24 -6D v NUT.I-elI X: RT ο ου 4 
AN960D916 . WASHER . . . . . +... τη. medo de Rue i ders T us πως 4 
AN837-5D SOCELBOM. 204 4. 9o . : op cle? fer AS LS ο ο 1 
AN924 -5D 2 SNUTIC.I SR o^ ws S PEE: E oso T i 1 
AN960D816 a WASHER a woe voee a la Fo VU WU cy e. ue 1 
AN3-27A s BOLT l0. a o ow Mo E Sca ww We EO 8 
AN960D106 » WASHER s 209 feos κι» e E ὁ ow Gee n. [a acces eret ae 8 
175-58104 . SUPPORT ASSEMBLY, Hydraulic lines. . . DEED COE τον 9 
175-58117 . SUPPORT ASSEMBLY, Hydraulic lines. . . ae ep teas . 2145 1 
175-58125 . SUPPORT ASSEMBLY, Hydraulic lines. . . ον ος a Ὄρος "μι Sore 1 
E106T8 ' . VALVE, Surge damping with check (DN). : RCM PE 1 
AN919-12D . REDUCER; « 4 4 ees) ὦ 3046 o c $e SE 2 
AN824 -10D TEE Vue eun ο wore carm e O ee, BAN A os ee 2 
175-58020 . MANIFOLD ASSEMBLY (ane figure 290 for detail ΡΕ αν. 1 
175-58021 . MANIFOLD ASSEMBLY see figure 292 for detail breakdown) . . 1 
AN832-4D gor HUNTON "oes ο UIS κ αμ ee ο d A ote «Ὁ 1 
AN924 -4D A AAA A ο ο ο eei Bar ο ο ο ο ο 1 
AN960D716 a WASHER s oho eee c 9o C9 dw 0e oo Mal δ... ο ᾱ- νο, 9 ce Te Ue. Fe 1 
2W1V29-22-62 . WASHER, Plain. (NA): e . 4 4 eee nea o4 mo ws 1 
AN832-5D μον de si de 1 
AN960D816 ; WASHER ο a 8e Ὁ) done moo UM cxi Te en 9c) kw α΄ He 1 
ΑΝΟΟΙ -5D E Vege, εν. φις EA 1 
2W1V33-24-64 . WASHER, Plain. (NA).-. 5. o . e 4 4 o. e oo He a es 1 
AN815-8D ge. UNIONS oues wore hey ob ο ο ᾱ, ce) a, on Qo O8. BMS Ie αἱ πι DeL ο 6 
AN815-6D s. UNIONS «5. “ἀφ τω erate’ des censa caer Var Sess “ep tay ας μες te 5. da γὸ 3 
AN824 -8D ο up ala ον as SX Ea ο sional Seb Seen tay Sense (ae ee, GL Sy V 3 
AN834-10D ge TEB fy ce: cig) Yai sak pis το ed See ο ο ο oe ως, 247749 29. d ce Lid. -ᾱ 1 
AN6289-8 v NUD ο E BE νο UE" Pontes ᾱ ο ο. 1 
AN6290-8 2 GASKET se ee Be ο iris ai Όρος ὃν pe τ SS AEN 1 
AN6291-8 . RING. Ac" 1 
AN6280-12 ir VALVES Sw cS cert de 9 Sat lente daa OS 8 ο Se mL Se eles wwe Zh 1 
AN919-19D . REDUCER. . . . . . cw φον Wer - : e. cec ου 1 
AN893-16D . . BUSHING. . . . . . dui κώνο καν 3 à εἴων χὰ τάν το; eid t cai ce 1 
AN6290-12 s GASKET ; 0.242 9 ος aa me LS pum tai Ni uo eiue MUS 2 
AN815-5D . UNION. cre ur e fq es Vs νο EE PA 4 
ΑΝΘΟΙ -4D y TE fe^ ν ο A ο DARAS ἐν Sr wc 1 
NAS424 -4D . COUPLING, Fitting internal screw thread. . E αν. 1 
ΑΝΘΟΙ -5D se AA S νο αι aa 3 TM MENO 1 
AN960D816 a WASHER . 4 04 2 v 4 9 7 «ο ος — A $5 ; s es 1 
AN924 -5D s NUT. τω a a τῳ UP Ὁ or νο KER αμα "E ij ee 1 
2W1V33-24-64 . WASHER, Plain (ΝΑ)... . ew ς at fas ap απ ατα 1 
AN916-15D o> REDUCER: 76 Sob cubo ca 9l 9) ο a a a ea ο, αἱ qme le Ὦ 2 
175-58018 . VALVE INSTALLATION, Hydraulic utility system and selector. Ref 


(see figure 289 for detail breakdown) 
AN919-15D ie REDUCER. 4. 46 3 0» - 99 e Ὁ oo we e A ο a ος εν 
AN815-8D § UNION ἕνην woe ques Wd »uMe qe τών 8) elt RC Jor ym, CALLES Haw 


EH 
= 
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: . FIGURE 288 - HYDRAULIC CAMERA DOOR EQUIPMENT PANEL ASSEMBLY 
518. 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
288 175-58052 PANEL ASSEMBLY, Hydraulic camera door equipment. . . . . . . . . Ref 
(see figure 293 for next Abi ; 
-1 175-58803-3 . LINE ASSEMBLY, Hyd utility sys press. reducer to elbow on . . 1 
Selector valve 
-2 175-58803-5 . LINE ASSEMBLY, Hydraulic utility sys return elbow on press. 1 
reducer to tee on panel 
.-3 175-58811-17 . LINE ASSEMBLY, Emer brake press. union at sta 262 to union. 1 
at sta 242 
-4 AN824-8D . TEE. A ο ae AD Ee τς HBR coge adel ον μὲ s α 
-5 AN834-8D & TEE ο a cx ἃ EA Wer iy . . : lode BY ae 9 as 1 
-6 AN6289-8D so NUT V eg. oos Sm Gaa 9 De Anus ccm durus AN 
-7 AN6291-8 AA E κ. X y Y ᾧ a ls è 7 
-8 AN6290-8 y GASKET; 4-3 ux RRA ο Ὅτῳ ὁ e $$ 2$ ᾿ῷ κα δ ν » 15 
-9 2L22035H . PRESSURE REDUCER (WTR)... . .. . +... cllc . ee L . 
-10 AN3-25A . BOLT. . A Marie ὃν HS. En Ὅν τὸν 4 ο sx 2 
-11 AN960D10 x WASHER: xx ος Ge ete woe WI S πα Ὁ ἃ αυ . 6 
-12 AN3-21A . BOLT. . E Ὁ δῷ, Ὁ š $ Bic wae sh SS), Ze P 2 
-13 AN3-14A s BOLTS eus anes ee Se “ες 3i τ Dior E ze m ae -ᾱ 2 
-14 AN833-8D a JEDBOW 2 ee ee ας ἃ . " ees a a qe VS 4 
-15 7790 . SELECTOR VALVE (WAH) s NC Mp ες š ^ HE 3 1 
-16 AN832-8D s "UNION ο ce a 43 è E Ween ` mE A A 9 
-17 AN926-8D 6: EE a are ὃν AA A DAA Wed. xm A A a 2 
-18 AN815-8D a UNION . 09 os we ee UE oe wow drove UE Uu sas s 
-19 AN919-10D . REDUCER n CE TR E RC uu PE προς e ον. τς RR 2 
-20 AN6280-8 a VALVE- f. Que due Um LES wo δημο Ὁ RU" νο αν ὃς cR cues Ὁ -ᾱ αὶ 1 
-21 175-58811-19 . LINE ASSEMBLY, Utility return from union in check valve to. . 1 
elbow in pressure reducer s 
-22 2L22020H . PRESSURE REDUCER (WTR) . . . . « $$ s $. E ov 1 
-23 AN833-4D s  BIBOW : ore ox as . ina 5 as de ae 2 
-24 AN6289-4D y (NUT 24 a ia oe Sy ᾱ ας. aS ES 3 
-25 AN6291-4 GORING. a uo 9 EO ας A we a o a ο ο wr. i3 
-26 AN6290-4 . GASKET. . . . .. s. E èd ἃ y eu ig 3 
-27 AN834 -4D wc HER D E AA TR Ὁ A TAE ϱ Oe oe S s 1 
-28 175-58140 . PANEL ASSEMBLY, Hydraulic camera door equipment . . . . . . + 1 
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H-175-58-37A 
FIGURE 289 - HYDRAULIC UTILITY SYSTEM AND SELECTOR VALVE INSTALLATION 
FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY, im» 
289 175-58018 VALVE INSTALLATION, Hydraulic utility system and selector. . . Ref 
(see figure 287 for next assembly 
-1 175-58146 . GASKET, Hydraulic selector and control valve. . . . . . . . 1 
-2 AN3H4 ve BOLTS ΙΝ MS νην al wel Mena a ID" 36 
-3 AN365-1032 ο αμ ο ον ο EL eid ev e Coe αλα 36 
-4 AN960D10L s; WASHER.. . 4... .. ο. Ὁ ο. ο αι De UK bó p eee le δώ wee aC I -72 
-5 7310-3 y . SELECTOR VALVE WAH) . . . . .. 2 
-6 7310 . SELECTOR VALVE (ΜΑΗ) . . . . . . . . . 2 
-T 7310-5 . SELECTOR VALVE WAH) 5 ος xv. ov s 1 
-8 9990 . SELECTOR VALVE WAHJ: 2 5 502 usw] 3-3 b l 
-9 7290 . SELECTOR VALVE WAH) «^ ους δν "νι oie 1 
-10 NAS144DH28 . BOLT, Internal wrenching steel 1/4-28 . 24 
-11 ANQ60D416L s WASHER. i05 2 S09 2 0x o ie Say Bees ορ ον 98 
-12 NAS144DH44 . BOLT, Internal wrenching steel 1/4-28 . 4 
-13 NAS43DD4-16 . SPACER, Screw and bolt. . . . . . . . . . . . 502 ee eee 4 
-14 168-58122 . HANDLE ASSEMBLY, Cabin compressor hydraulic valve complete. 1 
(see figure 291 for detail breakdown) 
-15 175-58147 . GASKET, Hydraulic selector valve. . . . . s eos . ων . a 1 
-16 169- 581069 . KNOB, Hydraulic control valve large . . . . . . . . . . . 2 
A A A NOR nice cad A tfe cir ema ME e RR MURS MN, NL E E EE 
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H-175-58-36 


FIGURE 290 - HYDRAULIC SELECTOR AND CONTROL VALVE MANIFOLD ASSEMBLY 


PART 
NUMBER 


175-58020 


175-58133 
AN834-8D 
AN6289-8D 
AN6291-8 
AN6290-8 
AN833-8D 
AN837-8D 
AN833-6D 
AN6289-6 
AN6291-6 
AN6290-6 
AN833-10D 
AN6289-10D 
AN6291 -10 
AN6290-10 
146-58134-3 
AN6290-12 
AN6227 -14 
146-58135 
140-52425 
160-58134 
1102 
AN832-4D 
AN927 -8D 
AN6289-4 
AN6291-4 
AN6290-4 
AN926-10D 
AN919-20D 
AN832-10D 
AN815-10D 
AN814-6D 


MANIFOLD ASSEMBLY, 


2 3 4 5 6 7 NOMENCLATURE 


(see figure 287 for next assembly) 


MANIFOLD, Hydraulic selector and control valve . 


ΤΕΕ... . © ο © © ew €... 


RING. tcc νο 


9 9 ο ο 0 9 t ο 


ee ο we ο 9 5 


z 
3 


ELBOW . . . . . . 
NUT .. .. ,ε ο 
RING . ..... cee oe ὁ 
GASKET ... . « « «© ὁ ὁ we we 
SEAT, Hydraulic check valve 
GASKET . « « +... «ο a 
PACKING . . « 2. 6 2 - se ... 
POPPET, Hydraulic check valve 
SPRING, Compression . . 


. ον e o 


. 
. eo . > 


RETAINER, Hydraulic check valve spring . . 


SNUBBER (OPS) .... 
UNION... . . ee ee 
ELBOW . . . ... +. 
NUT ;... 5 > 
RING . s 
GASKET $ 
TEE . 5 ier 
REDUCER... 
UNION... 
UNION . . . 6... 
PLUG AND BLEEDER . . 


ee 
PE 


ee ο ο 09 9 . 
ν 








UNITS USEABLE ON 
PER ASSY. CODE 


Hydraulic selector and control valve . . . Ref 


ΠΟ HIS HHHH H H IL IRL O [D O FO IO O RIU ID. H 
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H-175-58.38A 
FIGURE 291 - CABIN COMPRESSOR HYDRAULIC VALVE HANDLE AND EMERGENCY 
HYDRAULIC PRESSURE BRAKE SELECTOR VALVE 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
291 CABIN COMPRESSOR HYDRAULIC VALVE HANDLE AND EMERGENCY 
HYDRAULIC PRESSURE BRAKE SELECTOR VALVE . . 
169-58122 . HANDLE ASSEMBLY, Cabin compressor hydraulic valve complete . Ref 
(see figure 287 for next assembly) 
-1 AN315-3R * ᾱ κ DX" 2 
-2 160-58151 + . HOUSING, Hydraulic emergency tail surface boost control. 1 
-3 AN316-10R be ο ar ο ο eh ο ο SO tales ab ολα ὢ tec ie ce ας D 1 
-4 -156-42028 + . SPRING, Compression . . . es es ses ce cee ee o ο ο ο 1 
-5 160-58152 + . PLUNGER, Hydraulic emergency tail surface boost control. 1 
-6 169-58126 + + GUIDE, Cabin compartment hydraulic valve handle spring. . 1 
-7 151-54350 + . SPRING, Electrical gun port door open indicator switch. . 1 
-8 169-58128 + + STOP, Cabin compartment hydraulic valve handle spring . . 1 
-9 169-58123 + . HANDLE ASSEMBLY, Cabin compartment hydraulic valve. . , . 1 
-10 AN509-10R38 se SOREWI. ἡ oe. Ὁ et ea) oe les Ὁ uisu I a cer ce elc a Terre UO 1 
-11 AN960D10L «e WASHER Scie: sce τοσα. Recens RW Dess eb pl αι CR ον τα 4 
-12 4B21-53-101 + . BUSHING, Spacer (NA). . ........... 9. 9 © ο ο ο ο 1 
-13 AN365-1032 ο NUT ο ο ο A E A oe 2 
-14 4B21-53-017 e + BUSHING, Spacer (NA). a See een EI eller AR, ο ο à 1 
-15 169-58127 + . ECCENTRIC, Cabin compartment hydraulic valve handle... 1 
-16 169-58125 + . LEVER, Cabin compartment hydraulic valve handle . . . . . 1 
-17 169-58124 + . BASE, Cabin compartment hydraulic valve handle. . . . . . 1 
-18 ΑΝΟΘΟΡΗ 161, s qe ο ο ΙΙ ο ο ee Tel Wo o. a de 1 
175-58019 + VALVE INSTALLATION, Hydraulic pressure emergency brake . . . Ref 
selector (see fig. 176 for next assembly) 
-19 AN507-632R8 δι y SCREW Cs e 6s A a a a a da 4 
-20 175-58138 - . COVER, Hydraulic emergency brake. . . . . . . o... ο ο 1 
-21 AN3H12A Π.Ν. Ον ut c co» oe se μμ epe s S ST ay Aa? νη l: 
-22 2W1AL13-18-64 + . WASHER, Plain (ΝΑ)... .................. 1 
-23 175-58006 + . HANDLE, Hydraulic emergency brake . . . . . . . . . . . 1 
-24 175-58007 + . SHAFT, Hydraulic emergency brake fuselage station 108 . , 1 
-25 AN6227-7 ο, PACKING τς ο Ee: ye, 50x τὰς Γιος. fist es "oce e GS UV we Fee cvi ie ὦ 1 
-26 AN3H7A ου ο σον werte ο νο ο ο ο ae. tek ee lee dans 3 
-27 AN960D10L e 5 WASHERS 407 ec So oce ves di i eile, Lice ο Ὁ ei) Ὁ Uu. ο δις 3 
-28 NAS43DD3-36 + . SPACER, Screw and bolt. ................. 3 
-29 21912 + + VALVE ASSEMBLY, 3 way 2 position special selector valve . 1 
350 psi 1/4 tube size (SVL) 
522 
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H-175-58-35 
FIGURE 292 - HYDRAULIC SELECTOR VALVE MANIFOLD ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
292 175-58021 MANIFOLD ASSEMBLY, Hydraulic selector valve. . . « . . . . . . . Ref 
(see figure 287 for next assembly) 
-1 175-5813 . MANIFOLD, Hydraulic selector valve. . . . . +. . s eoa s eee 1 
-2 AN804 - 10D ΠΕΡΕΣ. μον, Ὁ 030 aine ο ο AA ο ο ο ο 2 
-3 AN6290-10 . GASKET. . 4 der he een AS ώς χάδι. πο ο ο ο ο Y 
-4 AN6291-10 & ORENG; Lec τον oue es k cw τς ei. ire. MR AUS HS φ) Sed “δη Théo Le ο est oe 4 
-5 AN6289-10D "EN oL ο Jer, ώρες re ela 4 
-6 AN833-10D 2 GELBOW qo 0e 9.9097 ws . Do acsi qus erret ai “Ὁ, ag ον 2 
-T AN833-6D v ELBOW Τεν Ser a v το; Ὁ, 47 ar e Stee? 24 Pa e * 9 . ο ο 1 
-8 AN6290-6 s> GASKET: v 2 x 4x ww) ow Evo. UP ETE a “Ῥ 1 
-9 AN6291-6 . RING. . . αν Ex eite ceri d i c te ice . ο e ow. δν 1 
-10 AN6289-6D . NUT. DECRE AE E Et το uo ος en ce BS” Jur cec E -ᾱ 1 
-11 AN833-5D o SELBOW A ο ὦ A e 251» xe ών δα pr Db 
212 AN6290-5 a: GASKET αν Ἕνα $3 $^. i ce uus So te, Fé wires νι n 2 
-13 AN6291-5 v RING; uw $066 v ve ολα τος τὸ” κέν See ete tea? Lir E ος . 1 
-14 AN6289-5D ο ο ο ceu ο coh a Cet Vel ταὶ alias ᾱ V quise «1 
-15 AN815-5D ds, UNION: o4. ο ος we Wn oe al τὰ . oy ever, να, DER Era 1 
-16 AN6227-12 of. PACKING! S. ο πο eA πο ο ender ο, E E S 1 
-17 175-58185 . FITTING, Hydraulic special universal. . . RES 1 
-18 AN6227 -11 V SPACKING 2-32. το ο ων it tere bal IR λος Cere rus sa S54 πον αν. Bin Se ὦ 1 
-19 130-58449 . BOLT, Hydraulic special universal fitting . . . . . . . +. + 1 
-20 146-58134-3 . SEAT, Hydraulic check Valve . . . . . . . . s ee ee eee 2 
-21 AN6227-14 $ PACKING 4. o wow id Se tee gp $s, «αἱ ο ο anaes cs νον οι sa oe ete 2 
-22 AN6290-12 2» “GASKET oo αν a ο ο ο ο τα ο”. να 9 
-23 146-58135 . POPPET, Hydraulic check valve . . . . . . . . . e s . . . +. 2 
-24 140-5242 e SPRING, Compression. .-: 4... la dd li a e wow 9 
-25 160-5813 . RETAINER, Hydraulic check valve spring. . . . . . . +. + N 9 
-26 175-58803-39 . LINE ASSEMBLY, Return tee in bottom of manifold to tee... 1 


in bottom of manifold 
MM E A A κι μμἁυ NL T —A 
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FIGURE 293 - FUSELAGE FRONT SECTION CAMERA DOOR HYDRAULIC EQUIPMENT INSTALLATION 
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H-175-58-31A 


PART 
NUMBER 


175-58026 


155-4-4 
AN520-10R10 
AN960D10L 
AN365-1032 
155-4-6 
175-58807-77 


AN832-4D 
AN924 ED 
AN9600716 
175-58807 -27 


175-58807 -69 
AN832-6D 
AN960D916 


AN6290-6 
175-58807 -35 
AN832-4D 
ΑΝΟΘΟΡΤΙ6 
AN924D4 
AN815-4D 
175-58807 -25 
175-58807 -33 


AN815-4D 
175-58807-71 


175-58807 -43 
175-58807-45 
AN832-4D 
AN960D716 
AN924p4 
AN833-4D 
ΑΝΟΘΟΡΤΙ6 
ANQ24-4D 
175-58807-83 
175-58807 -23 
175-58807-31 
175-58807-21 
175-58807 -29 
175-58807-13 
175-58807-39 
175-58829-95 
175-58807-37 
AN833-5D 
AN960D816 
AN924 -5D 
175-58803-9 
175-58811-15 
175-58807-9 
AN815-4D 
ANQ26-4D 
AN6290-4 


AN919-13D 
175-58052 





1 


UNITS USEABLE ON 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
HYDRAULIC EQUIPMENT INSTALLATION, Fuselage front section. . . . Ref 
camera door n figure er 1 for next assembly) 
. COUPLING HALF (AQ). . . . . BUR. dw Gk vans ὃν US τὲ ; sod 2 
"ON Inu PI A eke E S . vus 9 
ο ο RR O o RERO e Mod ih ; Vos ος 
. NUT... E neh Iioc v Wu ο” a ge. 9 
! COUPLING HALF (49). s x 1 
. LINE ASSEMBLY, Hyd emer camera door. open from union “through. 1 
bhd fus sta 79.5 to coupling through bhd fus sta 51 
ay, UNION cor ideo! ο cgi καλος 20 ως, αἱ Nev Se cue επῴοπω etn etter SOF ey αγ δὲ 1 
. WASHER .. Safe ο Ἕν, Jah ο “gic o ο ο EUM ar SPI T E το E 1 
. LINE ASSEMBLY, Hyd camera door closed from union through bhd 1 
fus sta 79.5 to coupling through bhd fus sta 51 
LINE ASSEMBLY, Hyd emer camera door open from union fus sta. 1 
108 RH to union through bhd fus sta 79.5 
. WASHER . . . . . +. "P ot fot vs ἔτ Cas vet Me? “are ταν Sone 1 
s BUSHING; cs o2 e ο ο e ues vos -ϕ mie? Ea ies ds 1 
. GASKET .. i hig ae E $ νο ου. 1 
. LINE ASSEMBLY, Hyd camera door open from union through bhd . 1 
fus sta 79.5 to coupling through fus sta 51 
oo WASHERS: «22 Lu wow ROSE ue IE E TE. «τέ; ο 1 
. LINE ASSEMBLY, Hyd camera door closed from union fus 868 . . 1 
108 ΤΗ to bushing on union through bhd fus sta 79.5 g 
. LINE ASSEMBLY, Hyd camera door open from union fus sta 108 . 1 
to union through bulkhead fus sta 79.5 
+ UNION. . . . . A πο. ο Ου M ED 3 
. LINE ASSEMBLY, Hyd emer “camera door open from union through. 1 
bhá fus sta 158 to union sta 108 RH 
. LINE ASSEMBLY, Hyd camera door closed from elbow through bhd 1 
fus sta 158 to union fus sta 108 LH 
. LINE ASSEMBLY, Hyd camera door open from elbow through bhd . 1 
fus sta 15 o union fus sta 105 LH 
. WASHER . . . . . . . os a fae S) εὖ ο Ver ca e me en ae Rh ο 1 
s (WASHER: 4 doi ον ἐν οἱ, m ᾱ ὦ mom o mom e og ER M ο οὗ 3 
. NUT. > RO à s 3 
. LINE ASSEMBLY, Hyd emer camera door open from. elbow throu h. 1 
'bhd fus sta 224-5/8 to union through bhd fus sta 15 
. LINE ASSEMBLY, εἰ. camera door closed from elbow through bhd 1 
fus sta 224-5/8 to elbow through bhd fus sta 158 
. LINE ASSEMBLY, Hyd camera door open from elbow through bhd . 1 
fus sta 224-5/8 to elbow through bhd fus sta 158 
. LINE ASSY, Camera door open from tee in camera door selector 1 
valve to elbow through bhd fus sta 224- 5/8 
. LINE ASSEMBLY, Camera door closed from tee in camera door. . 1 
selector valve to elbow through bhd fus sta 224-5/8 
LINE ASSEMBLY, Emer camera door open from tee in pres8.. . . 1 
reducing valve to elbow through bhd fus sta 224-5/8 
. LINE ASSEMBLY, Emer camera door open from tee in press.. . . 1 X n 
reducing valve to union fus sta 230 LH side 
LINE ASSEMBLY, Emer camera door open union station 231 to. 1 BS π 
bhd tee sta 224 
. LINE ASSY, Emer camera door open from union through bhd fus. 1 
sta 224-5/8 to elbow in press. reducer 
. NUT. E aa e. da Gef, vet te ὃν 1 
. LINE ASSY, Utility sys return “elbow on press. "reducer to tee 1 
on female tee on selector valve 
. LINE ASSY, Utility return from reducer in tee to bhd tee in. 1 Β 
press. reducer ‘valve 
. LINE ASSY, Utility system press. from tee in manifold to . . 1 
elbow in press. reducing valve fus sta 224-5/8 
o- GASKET . ο ce fab 45 0091. $0.19 Oe ὡς 0900€ SLO Me SR SPS ως "οἱ Gh, E 3 
. REDUCER. .... è E aiana as 1 
. PANEL ASSY, Hydraulic camera door "equipment. * CAU. EO οἱ a 1 
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FIGURE 294 - FUSELAGE LOWER FORWARD SECTION HYDRAULIC EQUIPMENT INSTALLATION 
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Section 11 


Group Assembly Parts List 


A a a Ta rn 


PART 
NUMBER 


No Number 

No Number 
AN832-4D 
ANQ24-4D 
AN960D716 
AN832-6D 
ANQ24D6 
ANQ60D716 
AN832- 
ANQ24D8 
AN960D1216 
AN821-10D 
175-58819-85 
175-58819-81 
175-58819-79 
175-58819-77 
175-58819-95 
175-58819-93 
175-58819-91 
175-58819-89 
175-58819-87 
175-58819-75 
175-58819-73 


AN833-10D 
AN6289D10 


: AN6290-10 


AN6291-10 
AN833-10D 
AN960D1416 
AN92!D10 
175-58801-5 
175-58819-63 


AN919-15D 
175-58819-43 


175-58819-47 
175-58819-55 
175-58819-49 
175-58819-51 
175-58819-39 
175-58819-41 
175-58819-59 
AN815 -6D 

AN824-8D 

175-58819-53 
175-58819-45 
1963-10-8.5 
AN919-15D 

AN6290-10 

175-58819-57 
175-58819-61 
175-58801-49 
175-58801-51 


3H214-15 
AN737-22 


oe ee ο ο we 


2 3 4 5 6 7 NOMENCLATURE 
uselage lower forward. 
section (see figure 274 for next assembly) 
NOSE WHEEL WELL HYDRAULIC LINES. . . . — Em 
see figure 295 for detail breakdown) 
NOSE WHEEL WELL HYDRAULIC FITTINGS EQUIPMENT ...... 
(see figure 296 for detail breakdown) 
UNION; ^ Qum or os ο ο” até 
NUT. eo e eoa Wen» ο. we τῳ οὐ x ww d x "2 
WASHER νι ορ Lou a mS εν αν SAA -ἃ, Ὁ καὶ“ 
UNION, . . .....::. Wow ^ ss eee Ὁ ᾱ 
NUTS... aa cmo de De 9 iem, αι πι ὁ Sw AS . o 
WASHER. e és νο ate, ιτ νι ον ο) 6 ES 
UNION; 490 09 9m νι ε- RA A E «φ' ag te el Rte 
BUT. (6 xw. eee wr ES UK xod ioo S GRECO RO, De E 
WASHER . . . . . +... + Mo s SUUS acy ee ein de να 
ELBOW. le H " . ο. τς le e κ 
LINE ASSEMBLY, LH brake pressure bulkhead union. . . ο 


station 158 to bulkhead elbow 224-5/8 
ASSEMBLY, RH brake pressure bulkhead union. . n 
station 158 to bulkhead elbow station 224- 5/8" 
LINE ASSEMBLY, Cabin compartment motor to bulkhead... 
‘elbow station 224- 5/8 
LINE ASSEMBLY, Cabin compartment pressure bulkhead . . 


LINE 


union station 158 to bulkhead elbow station 224- 5/8^ 


LINE ASSEMBLY, Brake pressure bulkhead union station 158 . 

to bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Brake return bulkhead union station 158 $ 
to bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Brake supply bulkhead union station 158 . 
to bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Nose gear up bulkhead union station 158 . 

to bulkhead elbow station 224-5/8 

ASSEMBLY, Nose gear down bulkhead union station 158 

to bulkhead elbow station 224 -5/8 

LINE ASSEMBLY, Air pressure bulkhead union station 158 . 
to bulkhead elbow station 224-5/8 

LINE ASSEMBLY, Cabin compartment reservoir to elbow. . . 
fuselage Station 157 

ELBOW. 


NUT. .. 
GASKET 
RING . 
ELBOW. 
WASHER 
NUT. . E Js 
LINE ASSEMBLY, Cabin Supercharger motor réturn elbow 
fuselage Station 155 to elbow emergency reservoir 
LINE ASSEMBLY, Cabin compartment motor return reducer. 


LINE 


. . 


. 
. 
. 
. 
. . 
. 


. 
. 
. 
. 
. 
. 


ee ee we 
ee ο ew «ο 
ee o9 o9 ot on 
ee ο ο we 


. 
. 
. 
. 
. 
. 


oe we ee 
eee ee 

oe ot n we 
oe ο 9 t! n 
e ο ee ot n 


. 
"D 
.. ο. 
m 
. 


. o... 
eo ee we 
eo. t ot ot 9 n5 


. 
. 

. 
. 
. 
. 
. 


eee eee 
oe ot m ο n ο 
5 9 9 ew ο ο ο 


m 


e£: ο ee wo we 


e$ eee ο 9 n 


fuselage station 130 to bulkhead elbow wheel well wall 


REDUCER. . . . . 
LINE ASSEMBLY, Utility system. pressure bulkhead “elbow. . 
on wheel well wall to bulkhead union station 158 
ASSEMBLY, Return tee on wheel well wall to fuselage 

station 158 bulkhead union 
LINE ASSEMBLY, Brake supply bulkhead union station 158 . 
to bulkhead elbow wheel well wall 


LINE 


LINE 
union to bulkhead elbow wheel well wall 

ASSEMBLY, Nose gear down bulkhead union station 158 
to bulkhead elbow wheel well wall 


LINE 


ASSEMBLY, Nose gear up fuselage station 158 bulkhead. 


LINE ASSEMBLY, LH brake pressure bulkhead elbow wheel well 


wall to bulkhead union station 158 

LINE ASSEMBLY, RH brake pressure bulkhead elbow wheel. 
well wall to bulkhead union station 158 

LINE ASSEMBLY, Cabin compartment motor pressure bulkhead 
union station 158 to flow regulator station 122 

UNION; : 2 45.9 ο Sy ee mio meom mU panal a 

TEE. " 

LINE ASSEMBLY, Brake supply bulkhead elbow wheel well. 
wall to bulkhead union station 158 

LINE ASSEMBLY, Utility system return bulkhead elbow on . 
wheel well wall to bulkhead tee on wheel well wall 

REGULATOR, Flow (WAEC). ... . . . . eee le n s 

REDUCER; > 4-5 5 owe ee ο) Hal e e We eS et -ᾱ- ἃ 

GASKET 4 Ὁ. ον ο ον ὁ ve ou το τᾱ- T LC ιτ p e wx e 

LINE ASSEMBLY, 
motor to flow regulator station 130 

LINE ASSEMBLY, Cabin compressor motor return to reducer. 
station 130 to 45” elbow compressor motor 

LINE ASSEMBLY, Cabin compressor motor drain tee brake. 
return to compressor motor 

LINE ASSEMBLY, Air pressure cabin supercharger to union. 
station 158 

HOSE (NA). ιών D ο ανν EG A S deed. 

CLAMP, . 4. . «<<... 4 - 4 9 ες κ ἡ κ « moy 


Cabin compressor motor pressure compressor. 


UNITS 
PER ASSY. 


Here H H πι 


USEABLE ON 
CODE 


RP EPUIVIVIO ΜΑ 


mn 


Pp 


e e RH 


Hm oH 
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FUSELAGE (Cont) 


PART UNITS USEABLE ON 


RE & 
NDE NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
294-39 AN919-10D SCIREDUCER.- LO n9 aie 6 -a RO ο ο ορ RAW uz SIA eee 1 
-40 AN837-8D e ELBOWS ο ο or Sen aa a a οκ αν μμ... sí 1 
-41 - AN6289D8 a Νο e aaa as al 
-42 AN6291-8 νυ "ΙΙΙ. ᾽ν o E cur έν o š 4 
-43 AN6290-8 . GASKET , AS ο ee Nee. PORES, E -ᾱ- A uml qm ws Ὅν ae 9 
-44 AN926-8D νιν ΙΙ a a uy NE ο AR 1 
-45 AN832-8D :. ὌΝΤΟΝ; Ὁ. Ὁ -ῳ a a See aod ena ek e 
-46 AN815-8D « UNION. o . . sera ο ον ο μα SS Sas tc "ED E 1 
-47 AN6280-8 . VALVE, 3000 psi hydraulic check internal ports . . . . . . . 1 
-48 AN833-8D O A O RO A: 1 
-49 AN927 -8D a BLBOW 0 453€ edo ioo XM ο e dw Ium soe 1 
-50 AN804 -8D . TEE. o Ἢ Ww. 16 ον S ὑφ y So o INS τὰν A ος “δν ie des qur ὦ 1 
| -51, AN6290-18 . GASKET . .. 8 š s "C s: ὁ ve ἕν, | 
-52 175-58801-43 . LINE ASSEMBLY, Cabin supercharger motor return tee on. » 2 1 


return side of motor to check valve on pressure side 
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FIGURE 295 - NOSE WHEEL WELL HYDRAULIC LINES 
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& PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
295 No Number NOSE WHEEL WELL HYDRAULIC LINES (see fig. 29! for next assembly).Ref 
-1 175-58819-11 . LINE ASSEMBLY, Brake supply bulkhead tee buttock line 4-1/2, . 1 
: to bulkhead elbow at station 79-1/2 
-2 175-58819-31 LINE ASSEMBLY, Utility system return tee in RH brake valve . . 
to bulkhead elbow in wheel well wall 
-3 175-58819-33 LINE ASSEMBLY, Utility system pressure tee in RH brake valve . 1 
to bulkhead elbow in wheel well wall 
-4 175-58819-35 . LINE ASSEMBLY, Brake pressure LH brake valve elbow to. . . . . 1 
bulkhead elbow in wheel well wall 
-5 175-58819-37 LINE ASSEMBLY, Brake pressure RH brake valve elbow to. . . . . 1 
bulkhead elbow in wheel well wall 
-6 175-58819-29 . LINE ASSEMBLY, Utility system pressure tee on LH brake to. . 1 
bulkhead eibow on RH brake valve 
-T 175-58819-27 LINE ASSEMBLY, Return tee on LH brake valve to bulkhead elbow. 1 
on RH brake valve 
-8 175-58819-15 LINE ASSEMBLY, LH normal brake control elbow in selector valve 1 
to elbow station 79-1/2 
-9 .156-58807 -19 . LINE ASSEMBLY, LH brake supply LH master cylinder to left. . . 1 
buttock line 4-1/2 tee 
-10 175-58819-21 . LINE ASSEMBLY, RH normal brake elbow RH brake valve to elbow . 1 
in brake selector valve 
-11 175-58819-19 LINE ASSEMBLY, LH normal brake control LH brake valve to elbow 1 
in brake selector valve i 
-12 175-58818-33 . LINE ASSEMBLY, Nose gear down at flexible hose to nose gear. . 1 
downlock cylinder 
-13 156-58807 -59 . LINE ASSEMBLY, Nose gear up elbow at flexible hose to nose . . 1 
gear downlock cylinder 
-14 175-58818-35 . LINE ASSEMBLY, Nose gear up bulkhead elbow wheel well wall. 1 
to gear down lock release 
-15 175-58819-17 . LINE ASSEMBLY, Return brake selector valve to tee in LH. . . . 1 
brake valve 
-16 156-58807-21 . LINE ASSEMBLY, RH brake pressure RH master cylinder to left. 1 
buttock line 4-1/2 bulkhead elbow 
-17 175-58819-15 . LINE ASSEMBLY, LH normal brake control elbow in selector . . . 1 
valve to elbow station 79-1/2 
-18 156-58807-23 . LINE ASSEMBLY, RH brake supply RH master cylinder to left. . . 1 
buttock line 4-1/2 tee 
-19 156-58807-17 . LINE ASSEMBLY, LH brake pressure LH master cylinder to left. . 1 
buttock line 4-1/2 bulkhead elbow 
-20 MS28741-5-21-1/2 e HOSE ASSEMBLY . 1 2 ος τς es ee € ee Ses 1e 8 09 ο. ος Re ete, -1 
-21 MS28741-5-19 « ΤΗΟΘΕ ASSEMBLY s 12... 401 το ος al. Be Got ee πιό 9. oom ede era eee ed 
-22 184 -58806-89 . LINE ASSEMBLY, Landing gear down from flow regulator to tee. . 1 
-23 175-58826-85 . LINE ASSEMBLY, Landing gear down bulkhead elbow in wheel well. 1 
wall to flow regulator 
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FIGURE 296 - NOSE WHEEL WELL HYDRAULIC FITTINGS 














Section ll 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


296 No Number NOSE WHEEL WELL HYDRAULIC FITTINGS. νε o ya eL: 
(see figure 294 for next assembly) 
-1 AN833-8D . ELBOW. ... 


AN960D1216 ‘WASHER: 4 oue. 8. Soi cols fos Em τς E 
ANQ24-8D io NUT ο ο ists oe a) ο ου Be ds δ οἳ He. tarda, νο e 
-2 AN833-6D . RIGBOW v oe sh ate! le Πο. δ) eS ST ee QA ο Re es 
AN960D916 . WASHER . . . . ο 2 0 5 9 - ον ὁ οφ ο ο ὁ RO ο ο 3 
AN924 -6D ΜΕ Se ee ο ae Se ae cep ου a a ο EE ows 
-3 AN6290-4 ASKED τς dr e ὃς ἵετο» εἰ XE en SE ὅν ορ φας Py A 
-4 AN6290-6 * GBASKET a pom ο e "ον ο. 
-5 AN833-4D < ELO ib, kok Beier as le rom: ο oy ο... 
AN6289D4 NU ; ..-5; e a ιν quad τν ο. 
AN6291-4 ο RING Ox os. ca bl ο. Be as He ey IS ο ο A Sra cin ο ten te 
ANG290-4 S GASKET o .. a εὐ E os HEC pa 
-6 4580 : | VALVE ASSEMBLY, Power brake (WAH) 9. .. . . ee ee es 


ATTACHING PARTS 
=T AN3-20A : ο BOLTS fe ον} ἐν "δε SER S . . $c 
-8 ANQ60D10L ; WASHER . . e 22 A A AA 


. 
. 
. 
S 
. 
. 
. 
. 
. 
. 
. 


-9 AN833-8D ELBOW. . . 


AN6289-8D Μον. S Gs ο ο ον a aed ο oe «cones Staal δε hh Κη 
AN6291-8 . RING... ο paola Vis. δν per e Rees: A ο ο O 
AN6290-8 . GASKET ο ath eh foci Me OS! Neale ay RO US νην, 
-10 AN834-8D . ΕΒ, 2 102 ow» € * xo * κα κ ὃν κ δι ὃν E ο IS LUE Lena 
AN6289-8D c NUTS AI uu wor xem oe xy Y nne A MC CES NIC M: 
AN6291-8 MEC A c E T 
AN6290-8 a GASKET o o. 99e €x a Lo ia S ολο πόλων pg 
-11 AN804 -8D . TEE. . . Soi b er Ie CE cen VW ο μα... 
AN6289-8D A A ο Io eo Ss ae I 
AN6291-8 s RING . 2 2 € 9 o4 ewe Row 90 οι ος a D eite es 
AN6290-8 2 “GASKET s x v 00€ os es 9 9 cm ὃν «δ oe mcm ἃ ὃ im ΦΚ 6 vm ον 
-12 ANQ24-5D Νις Se ce Ecce a X; €) a Ro αἲ Be desse 
-13 AN960D816 -. WASHER « . 6 a e se a a ον ᾱ- 5 ᾱ ὦ. we 4 
-14 AN832-5D . UNION. a 
-15 AN6290-5 c GASKET: . .o 0 cw sU» de ο, e A 
-16 AN926-5D ME AP cci zc ii 
-17 AN919-7D . REDUCER. . +... ο e ὁ ὁ e eo ee ο. om m t m t]! . 0] t t] 9] tg t 
-18 AN927-5D e ELBOW. x 2 0 09 3 € 999179 9. um woe oe e m moe es 
-19 AN837-4D . ELBOW. . . . «4 ee ὁ ὁ ee om . om «ο o9 m o] o... . .. t! t: 
AN960D716 2. WASHER-. o3 9o. woe Te oem moo m ὦμο νον hole R ου. 
ANQ24-4D s WUT. ο» a E 5609 A mo κ go m 8. Κ.δ mg 
-20 311398 . CYLINDER (GPC). .. . 4. 4. 4 2 4 e e e +... +... m t t] n] 
ATTACHING PARTS 
-21 AN3 -24 BOLT. x ss We a ve: ο ce t wi hap ter, μα. 
-22 AN960D10L . WASHER . . . . 4 e ee ee o on n ο ο ο νυν 
-23 AN310-3 i NUT. ez tes eis aes or rw. “Ὁ ου. by AE Bee ann νῷ 
-24 AN6290-4 : . GASKET . . . « . e. ... ὁ ὁ on ο ο 1 do a a e 
-25 AN6291-4 -> . RING . .-. o... . . ee on we on ng. ως 
-26 AN6289-4D s OUT. oe wow a ote et eet ee η ο et m Le es 
-27 AN833-4D . ELBOW. . 2. « .. . ete ee ο: ot m om .. ure οὐ» ai ο a, od 
-28 AN815-4D . UNION. Bick ee. oa cx O E eK et ae ἃ ον IEEE 
-29 - AN365-1032 A 094 $39 44.099 V e, d vs M on 
-30 AN960D10L . WASHER . a 2 A sra val a FU Rx κάλ sel ο vo Ua ο πο 
-31 NAS43DD3-104 . SPACER, Screw and boltred aa Yi τος, δρα alee Απο E DA 
-32 AN520-10R48 . SCREW. ... . . . ee νο ο κ” ο ο ο 
-33 AN520-10R30 . SCREW. . . A s ded Us ` 
-34 175-58426 . SUPPORT ASSEMBLY, “Hydraulic auxiliary landing gear actuating 


cylinder shuttle valve 
+35 146-58085-3 . VALVE ASSEMBLY, Hydraulic shuttle (see fig. 51 for detail. 
breakdown) 
-36 AN815-4D UNION. ..... 


-3 AN6290-4 . GASKET . . . . o... ed i ee τεῳ OT OS DADO ES ὃν od 
-3 AN815-5D - . UNION; 6 4 αν © «aa o9 AA A AAA om oe Ὁ 
-39 AN6290-5 . GASKET . $m de. cl Jahre AA πο ia b, pice wie, Tala ας. 4 
-40 146-58330 . FITTING, Hydraulic nose gear shuttle . v ons te Gu Ab ost ος ὦ 
-41 AN6289-5D . NUT. PEN Mr Mr RW. αφ ARS e ο "ου 
-42 AN6291-5 . RING... « 4 oda ὁ 9 * ο « 4 ο δ «. . 4 c ο ο οσο” 
-43 AN6290-5 . GASKET ο e lm ἰῷ cep «) ο ο A «ἳ et tekst A oe Ua) 8 
-44 AN924 -6D 2 ANUT a Ss Go ο ο en ele el ae, UR eae UR ου el R 
-45 AN960D916 . WASHER . . . . © © © © © © © om om or om ooo’ tae tae le 4. ce 
-46 AN832-6D . UNION. . . . . . 4 . ee ee ee . oh m on m . t] ng A . e 
-47 AN926 -6D e TEE. co. ο . 4 6 4 5 Ὁ ο 96 ο αφ 4 .' 5 ο 5 s "UT 
-48 AN919-6D . REDUCER. . . . . . + — E 5 o Ga Tel δν (67 α ἰῷ a^ (ἃν d 
-A9. AN833-6D . ELBOW. . . . «© .. « a ihe dele a ta d. eines 
-50 AN6289-6 2 NUE: ον ls ὦ E le ie imn 2 QW yx ο ο ens E V. γον ce 
-51 AN6291-6 . RING a Gat Ae 3 κι ο ὧν, ioe er ο «δὴ, EE 22 νά 
-52 AN894D6-4 m BUSHING. 2 r 4 7 ος "CIN 
-53 1V5-20-30: VALVE ASSEMBLY, Hydraulic two-way “restrictor (NA)... . . 
-54 184-58135 . SUPPORT ASSEMBLY, Hydraulic auxiliary landing gear actuatin| ng 


cylinder refule valve 
AN3-21A . BOLT.. i ui va ο oa Mas tee tel το f 
2W18-10L . WASHER, Flat (NA). ον. tes de URS su ere es TR RIT RU qe E 
AN365-1032 MED A—— ου ο ο -ϕ ο RR Res 


ΜΕΓΑΛΟ ΓΙ HB PENNOWNNNNE YEN ΒΛ) ΠΗΡΕ EF EFSEFEDNNIWUYW EEE 


AAA AA AAA. Kat —— — ÁÁ A RARA 
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AJ- -4-58-3 
FIGURE 297 - FUSELAGE STATION 239.75 BULKHEAD HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
297 175-58029 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage sta 239.75 bulkhead Ref 
(see figure 276 for next assembly) 
No Number . FUSELAGE BULKHEAD STATION 239 HYDRAULIC VALVES AND EQUIPMENT Ref 
(see figure 299 for detail breakdown) ς 
No Number . LH SIDE BULKHEAD STATION 239.75 HYDRAULIC EQUIPMENT. . . . . Ref 
(see figure 298 for detail breakdown) 
' Revised 15 September 1955 
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ΑΝ: 01-60AABA-4 


Section I! 


Group Assembly Parts List 


FUSELAGE (Cont) 
AA A AAA AAA A AAA AAA T ΠΞπεση 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE . PER ASSY. CODE 
297-1 175-58816-79 . LINE ASSEMBLY, Vent ail. boost reservoir to main reservoir. 1 
-2 175-58816-81 . LINE ASSEMBLY, Utility pressure union RH side fuselage to. 1 
tee in top of manifold wing station O 
-3 175-58826-31 LINE ASSEMBLY, Pressure tee on check valve on manifold to . 1 
RH purge valve 
-4 175-58816-89 . LINE ASSEMBLY, Utility system pressure union wing . . 1 
station 35 RH to tee in manifold check valve 
-5 175-58816-87 LINE ASSEMBLY, Vent from main system reservoir to elbow . 1 
on Airex pressure valve 
-6 175-58810-23 LINE ASSEMBLY, Air vent elbow fuselage station 245 to . . 1 
: reducer fuselage station 248 
-7 156-5812» SUPPORT ASSEMBLY, Hydraulic lines fuselage sta 239.75 RH. 1 
156-58122-7 . SUPPORT ASSEMBLY, Hydraulic lines fuselage sta 249.75 upper 1 
-8 175-58816-73 LINE ASSEMBLY, Fairing door open union wing station 6 RH. . 1 
to wing station 38 RH 
-9 175-58816-67 LINE ASSEMBLY, Fairing door close union wing sta 7 RH to. 1 
union wing station 38 RH ᾿ ` 
-10 175-58816-91 LINE ASSEMBLY, RH aileron down union wing station 38 RH. 1 
to manifold wing station O 
-11 AN815-8D E UNION S ΜΑ x X OW OVE S Ue ee ο τμ... 5 
-12 175-58816-93 . LINE ASSEMBLY, Brake pressure RH shuttle valve to union . 1 
wing station 37 
-13 AN815-10D UNION . "νυν a GE PS eee ae, PE Be, ie EE a E 4 
-14 AN815-16D UNION o 4 ue €. a e 4 a δα 6, de cm 1€, 4 à vov 2 
-15 175-58826-5 LINE ASSEMBLY, Aileron boost pump suction boost reservoir 1 
to union right side fuselage 
-16 175-58816-83 . LINE ASSEMBLY, Aileron boost pressure manifold wing . . . 1 
station O to union wing station 25 RH 
-17 175-58826-33 . LINE ASSEMBLY, Air pressure elbow on valve. to union sta 239 1 
-18 AN815-4D . UNIÓN: vee cep coy in, a EU WE Set Jc A Se os 1 
-19 175-58826-49 "LINE ASSEMBLY, Air pressure union waterline plus 30 to; <6: 1 
; union in top of filter 
-20 AN815-5D UNION i. e x we £590 o9. sie o se ue ce. om. o] ὁ, -ᾱ. m ule ον 1 
-21 175-58807 -65 LINE ASSEMBLY, Bomb door open from elbow to flow regulator. 1 
-22 175-58815-59 LINE ASSEMBLY, Landing gear up tee wing station 20 RH... 1 
to union wing station 35 RH 
-23 175-58792 . SUPPORT ASSEMBLY, Hydraulic aileron lines station 254 . . . 2 
-eh- 175-58816-59 . LINE ASSEMBLY, Aileron boost pressure union wing station. . 1 
20 RH to union in manifold wing station O 
-25 175-58816-85 . LINE ASSEMBLY, Aileron boost pressure manifold fuselage . . 1 
station 239 to union wing station 25 RH i 
~26 175-58810-3 . LINE ASSEMBLY, Alleron boost return union wing station 36 . 1 
to elbow at aileron boost reservoir 
-27 175-58815-89 . LINE ASSEMBLY, Utility system pressure union wing . . . + + 1 
station 35 RH to tee in manifold 
-28 175-58816-61 . LINE ASSEMBLY, Landing gear down tee wing station 20 RH.. 1 
to union wing station 35 RH 
-29 175-58815-63 . LINE ASSEMBLY, Utility drain tee at center line to union. . 1 
RH wing station 35 
-30 146-58158 . SUPPORT ASSEMBLY, Fuselage station 239.75 outboard hydraulic 1 
-31 156-58803-15 LINE ASSEMBLY, Utility pump suction reservoir to union right 1 
` side of fuselage 
-32 AN832-8D UNION =; . . « « . o osoo oo τ at oos e as . 1 
ANQ60D916 WASHER. . . . + + + . A . ο ο ο e $ x . m 1 
ANQ24D8 NUT .. "SEEMS τα, Tey fe en moore ode. A ες ο Mae oe A P 1 
-33 AN832-4D UNION .... ae A . an st Mer τῳ 1 
AN960D716 . WASHER. Peers) k . PEE P 1 
ANQ24D4 NUT" a ο A ο ὁ 8108 e e αν S QR 1 
-34 175-58826-59 LINE ASSEMBLY, Air vent reducer at station 248 to union . . 1 
at station 254 
-35 175-58815-67 LINE ASSEMBLY, Flap motor drain reducer fuselage station. 1 
: 246 to bulkhead union fuselage station 254 
-36 AN919-13D . REDUCER . . . . . - . +. +. ο va RE αν ος 1 
-37 AN919-12D c REDUCER s 4 4 o6 a m m ea 1 
-38 175-58815-69 . LINE ASSEMBLY, Flap motor drain tee fuselage station 239. . 1 
to reducer fuselage station 246 
-39 175-58816-95 LINE ASSEMBLY, Utility pressure union RH side fuselage sta. 1 
239.75 to union in priority valve 
-40 # MS28741-10-24 HOSE ASSEMBLY .  « . s e s o s © soen g ot ο t t t] t 2 
-41 175-58802-31 LINE ASSEMBLY, Parking brake pressure tee 239 to elbow. 1 
shuttle valve RH side 
-42 175-58815-65 . LINE ASSEMBLY, RH brake pressure union station 227 to. 1 
shuttle valve RH side 
-43 175-58817-9 . LINE ASSEMBLY, Landing gear up tee in emergency dump. . 1 
valve wing station 32 RH 
-44 175-58817-5 LINE ASSEMBLY, Utility brake return bushing on male tee . 1 
to union fuselage station 230 
-45 175-58810-77 . LINE ASSEMBLY, Union in flexible hose center line plane . 1 
station 239 to union buttock line 15 RH station 239 
-46 # AN627-10-12-1/2 HOSE ASSEMBLY . . . . . +» - + jy da) τος ὡς we d Uu ᾱ ev E ve Se 1 
-47 AN815-12D UNION . 4. i eoe a Ὁ. τς a ο τς ee aT m ie ves ο. e ce e 1 
-48 # MS28741-10-15 HOSE ASSEMBLY . . . . . s e s s o s e ecc o 1 
NOTE: # Denotes the incorporation of Service Change No. 328 A 
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FIGURE 298 - LEFT HAND SIDE BULKHEAD STATION 239.75 HYDRAULIC EQUIPMENT 
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ΑΝ 01-60AABA-4 


Section II 


Group Assembly Parts List 





FUSELAGE (Cont) 
ο 2s eee —USEABE ON 
FIGURE & PART A UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
298 No Number LEFT HAND SIDE BULKHEAD STATION 239.75 HYDRAULIC EQUIPMENT. . . Ref 
(see figure 297 for next assembly) 
-1 175-58826-11 . LINE ASSEMBLY, Pressure elbow on LH purge valve to tee. . 1 
on check valve on manifold 
-2 175-58810-15 . LINE ASSEMBLY, Utility system pressure manifold fuselage B 1 
station 240 rellef valve fuselage station 941 » 
-3 175-58816-65 . LINE ASSEMBLY, Fairing door close tee left side of . . 1 
fuselage to union wing station 7 RH 
-4 175-58816-71 LINE ASSEMBLY, Fairing door open tee left side of. . 5 > 1 
. fuselage to union wing station 6 RH 
-5 175-58826-7 . LINE ASSEMBLY, Air bleed tee on purge valve to cross . 1 
fuselage station 239.75 ; ; 
-6 -175-58816-63 LINE ASSEMBLY, Utility punp suction utility reservoir. 1 
to union left side of fuselage . 
-7 175-58815-93 . LINE ASSEMBLY, Utility brake pressure elbow in manifold. . 1 
to union fuselage station 242 : 
-8 175-58815-71 . LINE ASSEMBLY, Return female tee in relief valve to female . y 
cross station 239 
-9 175-58815-85 . LINE ASSEMBLY, Return bulkhead tee in-relief valve to. . . 1 
female tee by utility reservoir 
-10 175-58810-5 LINE ASSEMBLY, Brake supply elbow aileron boost reservoir. 1 
to union fuselage station 230 
-11 175-58817-7 . LINE ASSEMBLY, Emergency landing gear down union fuselage. 1 
station 239 to emergency dump valve 
-12 175-58810-9 . LINE ASSEMBLY, Aileron boost reservoir filler union. ere 1 
fuselage station 226 to union at aileron boost reservoir 
-13 175-58817-3 . LINE ASSEMBLY, LH brake pressure union station 230 to LH . 
shuttle valve 
-14 175-58802 -33 . LINE ASSEMBLY, Parking brake pressure tee station 239 to . 1 
elbow shuttle valve LH side 
-15 175-58816-51. . LINE ASSEMBLY, Brake pressure LH shuttle valve to union. . 1 
wing station 35 
-16 169-58807 -23 . LINE ASSEMBLY, Boost pump suction reservoir to union wing. 1 
center section station 44 LH 
-17 175-58815-77 . LINE ASSEMBLY, Fairing door open union station 227 to. . . . 1 
union in flow regulator station 239 
-18 175-58815-79 . LINE ASSEMBLY, Fairing door close union station 230 to. . 1 
union in flow regulator station 239 ° 
-19 175-58816-57 . LINE ASSEMBLY, Landing gear down union wing station 38 . . . 1 
LH to tee wing station 20 RH . : i 
-20 175-58815-55 . LINE ASSEMBLY, Landing gear up tee at center line to union . 1 
at wing station 35 LH ᾽ 
-21 175-58816-55 . LINE ASSEMBLY, LH aileron down union wing station 38 LH. E 1 
to tee wing station 15 RH 2 
-22 175-58816-53 . LINE ASSEMBLY, Utility pump drain union LH wing station. . . 1 
38 to tee wing station O 
-23 175-58810-13 . LINE ASSEMBLY, Fairing door close flow regulator station . 1 
239 to tee wing station 39 LH 
-24 175-58810-11 . LINE ASSEMBLY, Fairing door open flow regulator station. 1 
239 to tee wing station 38 LH 
-25 175-58816-77 . LINE ASSEMBLY, LH aileron up union wing station 28 to... 1 
a manifolá wing station O 
-26 175-58816-69 LINE ASSEMBLY, System pressure union LH wing station 37. . 1 
to tee LH side of manifold station O 
-27 175-58816-75 . LINE ASSEMBLY, Aileron boost system pressure union wing. . 1 
station 38 LH to check valve in manifold wing 
à ] station O 
-28 AN815-8D s 6) 8 0) ame ar aue a a e e cem a mie αν ο; ἃ 6 
-29 AN815-10D + UNION. . . . . . ao cte ye Seo et ey o te κ ο le tae. Y 
-30 AN815-5D 2s UNION. ;. wo e OSE A KC ο ^*^ “ὃν Ἠῶ 2 
-31 AN815-16D . UNION. . Dci c : —V——— rra P. rS 2 
-32 AN824-5D A A ο ο E Oa A 1 
-33 146-58158 . SUPPORT ASSEMBLY, Fuselage station 239.75 outboard hydraullc 1 
AN3-26A e BOE A 4364. ος νύν πα AA ΜΗ. ΝΡ; 3 
ANQ60D10L . WASHER . . . 4. ὁ ὁ ὁ e * ee ο: ο "m 3 
NAS43DD3-76 . SPACER, Bolt . . . 2 « . e © © «ο. . ο. oc ee 3 
-34 AN824 -8D e MEE o a 03 0009 0x. a lar IE a a a 2 
-35 156-58123 . SUPPORT ASSEMBLY, Hydraulic lines fuselage station 239.75 LH 1 
156-58122-9 . SUPPORT ASSEMBLY, Hydraulic lines fuselage station 239.75 top 1 
AN3-15A x BOLT νο 4 à oU o do oX€X doce E 6-5 κ Xe ee 2 
ANQ60D10L . WASHER . . . . e o © a sa o Σ TF 2 A 4 
AN365-1032 s NUT... u ο ο aa ο ο e ces AI ο RC a 2 
-36 175-58065 " SUPPORT ASSEMBLY, Hydraulic 11165. . . ... soso ee ee eee 2 
AN3-14A BOBO 10. E -ρ aa a ὦν Λες EU RAE 4 
AN960D10L . WASHER’ a ον Ὁ noe Ἡ : i a an Pat τᾷ digs 4 
-37 # MS28741-10-18 . HOSE ASSEMBLY. +. . . + + a οἱ ὁ. DI cm Ὃς e 1 
-38 # AN837-10D ELBOW: oe ke eke ss / ο uxo. ος d nl ere 1 
# AN6289-10D NUT. . « « « « o. . ee o] ὁ m ὁ m . tm ο n t ot t ng s xs sud 1 
# AN6291-10 RING ...oo o». . ` - A ον 1 
# AN6290-10 . GASKET "ANE E > oh 4. ως Mes To da “ὁ S Ὁ E ως fad ke 1 
NOTE: # Denotes the incorporation of Service Change No. 328 
a ΓΕ Γ εως 
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FIGURE 299 - FUSELAGE BULKHEAD STATION 239.75 UPPER HYDRAULIC EQUIPMENT 
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Section [| 


AN 01-GORABA= Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
299 No Number FUSELAGE BULKHEAD STATION 239. 75 UPPER HYDRAULIC EQUIPMENT. . Ref 
(see figure 297 for next ον, 
-1 196-8-5.0 . REGULATOR, Flow (WAEC) oo s r 2 
-2 AN815-8D . UNION. . . «4 « « s eec ο ο ot t8 tg E 4 
-3 AN6290-8 . GASKET . τ "ην νη % : 4 
-4 1116-517126 . VALVE, Overall check cone type (PA). : : 2 
-5 AN833-6D . ELBOW. . . + "e ec VR CU ES IUS : 7 3 
-6 AN6289D6 . GNUT. c deck 4 we ον ; : 3 
-7 AN6291-6 ~ RING n 20$ 9 5 xw € wo yo Eoi ow L9 ο Rise A ds ceo 3 
-8 AN6290-6 "e c MM I: c c e τς EB, ὃν He = 9 
-9 - AN926 -6D . TEE, 4-0 3€ e AUS um Yes Vie qu os 1 
-10 AN815-6D ; UNIÓN. . eth e 4 
-11 HB1900-30 . VALVE ASSEMBLY, "Hydraulic "réservoir. pressure ( ARX) a 1 
-12 AN833-4D a ELBOW. . . 4. ee ee ee 5 a ον ᾱ 5 1 
-13 AN6289D4 2 Μι qox oe Sew RE Oe σε ἃ i we be te! s 8 1 
-14 AN6291 -4 . RING o n ng Pm 1 
-15 AN6290-4 . GASKET... ου 1 
-16 146 -58290 MANIFOLD, Fuselage Station 239.75 hydraulic system . 1 
ATTACHING PARTS 
-17 AN3 -30A BOLT. ae a Ὁ a è b ον. 3 
AN3 -36A vo BOLT ο x eee 2 $ $ x 1 
-18 AN960D10L . WASHER s . . + +. +» DEC $ š 4 
-19 NAS43DD3-72 . SPACER, Bolt . > e Rey Ce, s 4 
: NASA 3DD 3-32 . SPACER, Bolt . e k " 1 
-20 AN833-10D . ELBOW. . . . . e+ 4 n e 3 Ea É 
-21 AN6289-10D zo WN RR è ᾱ- οὐ 1 
-22 AN6291-10 . RING . . . ew we ee or on on » A sow š 3 
-23 AN6290-10 * “GASKET copa 5. ο ἡ €x o9 E R ME" B 12 
-24 AN893-19D . BUSHING. . . . +. + «-s è á . 3 
-25 AN6290-12 . GASKET... +... ο - » $ $ed νεο 8 
-26 AN6280-8 2 VMALVES oom e ο δν UR m s s OW " " 2 
-27 AN6290-8 | GASKET: sono secare 6 Woo m oce eee 5 ; ic ner 6 
-28 ` AN919-15D . REDUCER. . . . . . eve 7 : : j 4 
-29 AN815 -10D . UNION. g ara o. o e © © © © © t] 0t] t9 $ s š 6 
-30 AN815-8D . UNION, . .. « 4 e e oe ee n . > k dim uu 1 
-31 AN783-10D «. MER AY MUR d xen cot palin el ep e s A "E 4 W ὦ 2 
-32 AN6289D10 s NUT. ς ue . : oat ie 3 dac Uus Da cos 2 
-33 AN6280-12 . VALVE. μυ. ; oss e us S5 AE 9 
-34 AN919-14D . REDUCER. . . + $e erus s erus $e . 25 . $e 2 
-35 AN919-20D . REDUCER. . +. +. +. + +. . i 3 $^ Ὁ $ ws 3 
-36 AN834-12D s TEE. sue Rete f oW $ oue a Ὁ a 5 i as % 1 
-37 AN6289D12 s NUT. $e x € ὁ ὁ ο 92508 s con't "NC AES "e 1 
-38 AN6291-12 . RING. ο. EE 5 ` sa emi de E 1 
-39 AN814-8D . PLUG s vas WO) -ὁ do (δὶ ᾱ . «. o ai. e 1 
-40 AN814-10D . PLUG ds ers s.s ἢ . σον e a 1 
-41 AN814-12D . PLUG s A Sa e o . : M 4 1 
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FIGURE 299A - FUSELAGE BULKHEAD STATION 239.75 LOWER HYDRAULIC EQUIPMENT 
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ΓΕΝ DOM: Group Assembly Parts List 


FUSELAGE (Cont) 





A SON 
FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
299A No Number FUSELAGE BULKHEAD STATION 239.75 LOWER HYDRAULIC EQUIPMENT. . . Ref 
(see figure 297 for next assembly) 
zx AN3-4A ST BOBR ia ee αμα αν ο wee m ME 
-2 ANQ60D10L . WASHER. . rat bo einen να τό 12 
-3 # 184-58005 . RESERVOIR ASSEMBLY, "Hydraulic "main system. sen Ded a e Fo E 1 AB 
: (see figure 285 for detail breakdown) 
# 184-58005-3 . RESERVOIR ASSEMBLY, Hydraulic main system. ........ 1 BW 
(see figure 285 for detail breakdown) 
-4 # 184-58006 . RESERVOIR ASSEMBLY, Hydraulic aileron boost. 1 AB 
(see figure 285 for detail breakdown) 
# 184-58006-3 . RESERVOIR ASSEMBLY, Hydraulic aileron boost. . 1 BW 
(see figure 285 for detail breakdown) 
-5 AN815-16D v UNIONS ο ο a ase ον" ve eh oath 8 ιδ AR DS 5 2 
-6 ΑΝ6290-16 . GASKET . Vox Nigel Ss neis fes Gem m oat. Tee A deo Ὁ, de cnl οι ey den $ 2 
-T ANB33-6D . ELBOW. JR tether ser: ο ο NR ou Ὃν ο s 1 
-8 AN6289D6 $ SOUUTIS n ae ; ` " ; 1 
-9 AN6291 -6 . RING .. A M T aa z EM $ 1 
-10 AN6290-6  "GASKET 1. 2 Ὁ 4 $78 à S "P - . 1 
-11 AN893-12D . BUSHING. . . +. . + . s; è 6 a 1 
-12 AN6290-8 . GASKET . . . . ee UN E E . avos Se: κ 1 
-13 AN815-10D . UNION. . .... o. š 5 > : ᾱ: Δ. €. 1 
-14 AN6290-10 . GASKET . . . .».. é $ δν Ge à u 2) x 1 
-15 AN837 -16D . ELBOW. . . . . . . « . δι (δος, e : ors η 2 
-16 AN6289-16D et ΠΤ; ..- Ὁ e tecum ws . o s e : 2 
-17 AN6291-16 s RING 425404. νι τς ϱ οι WO x - "m » 2 
-18 AN6290-16 . GASKET . . . . . š er ; ; š n A 2 
-19 HH AN833-10D s ELBOW: € uoe ter 9S $e ES Inv Ai ἃ L^ d 2 
-20 ## AN6289-10D e JUI. $9956 nS V τὸν . " 5 à 2 
-21 HH AN6291-10 e RING 4 € cs ERES ος ΕΦ . ë P $ > Ὁ 2 
-22 HH AN6290-10 . GASKET . . . .. A á $ oe M e 2 
-23 AN815-8D a. UNION. 42 94 A ς 5 ^ l 
-24 AN6290-8 . GASKET . . .. ἢ A a ; A ; : l 
-25 AN815-6D ae UNION. 02-5 PET . 2 
-26 AN6290-6 .o0 BASKET X. x ox oer Se x " "Eu ‘i " ; 2 
-27 HH AN837-10D « ELBOW, . « 4 te ge cQ WO Mere vei. ο eM ο Beas Des estes Jer oi 2 
- ## AN6289-10D s NUT. v € ox wx vows ο ms al vet i d^ ve. vd i Te LM 2 
-29 ## AN6291-10 . RING NEAR TUE EOR ie . PE NC O -ᾱ bs iat 8+ “ψ 2 
-30: ΒΕ AN6290-10 . GASKET ον 2 4. 7€ 79-0 0 9 7$ €» o9. $e v, cs ds VI ο a 2 
-31 AN3-15A a BOLT ὁ e νι ος d. Ὁ ο αν οἱ οἱ 4 . MEM PLE 4 
-32 AN960D10L . WASHER . . exu e ue o cR ose. fon dm LOS μα. IET DEC ES 2 
-33 MSV6-01. . VALVE ASSEMBLY, “Shuttle (BTP). . . . . . . be “πο 2 
-34 AN833-5D . ELBOW... A A E RE (οἱ n . Ge Or 5 Fee tae ᾱ 1 
-35 AN6289D5 ΝΠ, oue we ap ο a cel a ca. Ὁ. (αι 5 Ta δι τς Say 2 1 
! -36 AN6291 -5 Μο ώμο tes WU Ri ο. : rl T 
-37 AN6290-5 e (GASKET 5° 6) 20s $4. 5 μα “ἐν vate, οὖς “Er Ske Macy ου. 1 
-38 AN893-7D . BUSHING, "qu ο ο rel "ο "ων. e αι ο, UA ra A 1 
-39 AN6290-6 . GASKET . a o dao ο ας δ ss ww ἂν ο del cho ο ἴα. S 6 
-40 AN919-12D . REDUCER. dp ο ὅν. ὁ . . 3 
-41 AN833-8D . ELBOW. . . . . . a 2s su ou . . NOTES * 1 
-42 AN6289-8D z.INUI ο ne eS. . τ i à L 
-43 .AN6291-8 . RING .... b . e. . ὃν ο ης 1 
-44 AN6290-8 y GASKET . 4 5 κ 4 . . . x : v 1 
-45 AN894D8-6 . BUSHING. . A TO -ᾱ, e μι ο 1 
-46 AN919-7D . REDUCER. . . " . ws a ue Ὅν νῷ 9 1 
-47 AN3-17A i BOLT) a cer cg ob el veh 92$ we ϱ ον ο) m Brel m ο eS Ge dos 4 
-48 ANQ60D10L . WASHER , . DET EE EE a Mele ie, 4 
-49 AA11362A . VALVE ASSEMBLY, “Hydraulic relief (VI). νο ων, 1 
-50 AN804 -10D ze CBE. ὃ $2» γαι Ὅρα ue Ver fer de T νῷ a ἵν ο - D e NE QS. 1 
-51 AN6289D10 . NUT. . . ο ο ae Pee 4. ee eer ae a a Oy τος ον τώ. ee ae) 1 
-52 AN6291-10 . RING. ο Ec «Rc ο deer wed ο ο ο Due a Ἴθι oe IET 1 
-53- AN6290-10 . GASKET . . . . ooo. . . . . de von wee. Tan ης UR 1 
-54 AN893-19D . BUSHING. . . . E et -, CEP: . . ο ο ο ὧι ὁ 1 
-55 AN6290-12 . GASKET . . . κο 2. estere -— E 3 ἃ 4 
-56 AN814-12D `. PLUG AND Β EEDER PEE" E e oo MES e 2 
-57 AN815 -12D . UNION. . . . « . . © © +. de ren el 3 aa di Bt eat, de 1 
-58 AN925 -8D . CROSS. . . . 2 2 ὁ s. s so o» 4 4 . i£ Te : 1 
-59 AN832-8D . UNION. e 4 e 4. - . φας Ie LE. Ὦ ue . rg ceri, ae ee ΕΗ 1 
-6ο AN6290-8 . GASKET . . . . . . . OI NU EE E . QR s; 5 
-61 AN815-8D . UNION. . . . . o. * X ies "A Ur = fai hs » 1 
-62 AN834 -5D 2 FEB. α. euo; Mh ὅσα T . d^ μα, νι à 1 
-63 AN893-8D « BUSHING. . . . 4. «e ὁ 5: . n va ὦ 1 
-64 AN6289D5 e UNUT. Q3; τις 5 dole Sen se se "E -i PESE A 1 
-65 AN6291-5 e RING κ $ € e ECT E . . . « e "m 1 
-66 AN6290-5 . GASKET . vous sos 2 d WAP SRI EUR: 2 
-67 AN919-12D . REDUCER. . . . . z B 4i we CER». ose. ὁ * ov 1 
-68 AN834 -8D s CTEB. oue $c. wot du . ο A . * e de 1 
-69 AN6289D8 . NT... Hn PES ο . A a e. . 1 
-70 AN6291-8 . RING . E τω, δν τὰ da uen E s a k εξ, 5 P 1 
-Tl AN894D8-6 . BUSHING, E e e EE deal "ἃν ώς) fet 264 ve. e ὁ RIA ὃν. ce 1 
-72 AN6290-6. . GASKET. ...... Bt eh wegen ο Jet Soe: ο 1 
-73 AN815-5D . UNION. .. T Ε ** wis 1 
175-58080 . VALVE ASSEMBLY, Hydraulic emergency “dump . "e AU Statice: eic 1 
(see NavAer 03-30CX- -504 for additional information) 
-78 175-58219 . . BODY, Hydraulic emergency dump valve. . . . . . . so 1 
-75 175-58218 i . . SPRING, Compression . . . . +. - 2D Pret πώ ωρα. ο 1 
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Group Assembly Parts List 
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FIGURE & PART g UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY, CODE 


2994-76 17558220 


E "T 1 
-ττ AN6227-10 + + + PACKING. s aa e oso κ , y. dr uat ae x 1 
-78 175-58220-5 +. +. POPPET, Hydraulic emergency dump valve sleeve , . . , 1 
-79 5R16-17 + + BRING, Spiral back up (ΝΑ). . . . . . . . lap de de Nip nie? vg 4 
-80 AN6227-17 e + PACKING. ........,.,.. Sd O E. DOE 2 
-81 AN6290-16 e GASKET νο aa L : , ges ve 1 
-82 AN893-10D o. BUSHING. ........... ds ue nsns eee is 1 
-83 AN926-10D μις; a Go eng ws nd Se s EEE OE ag, Be 1 
-84 AN833-10D é ELBOW ..... 2... ο ως ln νη 1 
-85 AN6289-10D . NUT. ο) ἂν es Ss ὄν. ἐφ um I^ ge c, mus Ξ ου. 1 
-θ6 . AN6291-10 . e RING... 2... ων ll ln Sexe » AEN u.s 1 
-87 AN6290-10 e GASKET, 2 sons soro 9 wb ος a Se. deg νη 3 
-88 AN815-10D s UNION ο οι ee ee de ae sw κι. gbe ar UN à 2 


z 
o 

E 
H 
ο 


NOTE: # Denotes the incorporation of Service Change 
## Denotes the incorporation of Service Change No. .328 
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Section 11 


Group Assembly Parts List 





PIRE & MEE ᾿ UNITS USEABLE ON 
INDE: NUMBER 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
305 οι RYURAULIG EQUIPMENT INSTALLATION, Fuselage . . . . . . . +. . Ref 
See figure 73 for next assembly) 
175-58043 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage LH intermediate. . ief X 
(see figure 308 for detail breakdown) ‘ 
175-58083 . HYDRAULIC EQUIPMENT INSTALLATION, LH intermediate ... . . Ref BR 
(see figure 309 for detail " breakdown) 
175-58042 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage RH intermediate. . Ref 
(see figure 311 for detail " breakdown) 
175-58033 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate . . Ref BR 
Section bomb bay and camera door 
(see figure 303 for detail breakdown) 
175-58033-3 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate . . . Ref 
section bomb bay and camera door (see figure 303) 
175-58041-3 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate . . . Ref E 
Section upper d 
175-58041 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate . . . Ref BA 
section upper 
No Number . . HYDRAULIC BOOST RELIEF VALVE AND FLOW DIVIDER PANEL. . . Ref BA 
ASSEMBLY AND FITTINGS (see figure 314) 
No Number + . HYDRAULIC BOOST RELIEF VALVE AND FLOW DIVIDER PANEL. . . . Ref E 
ASSEMBLY (see ΤΕ 13 for detail breakdown) 
-1 AN837-6 . . ELBOW (2 used on ships 1 9) ον ο ο ο. $m 1 
-2 2418-916 . . WASHER, Flat (ΝᾺ)... . > ES . "νον; Υ 
AN960D916 zoo WASHER: Q4. 9 9 eas ον Ὁ δ, s " κο du VS E EL SUE 2 cc 
-3 AN924-6D o C NUD So: Cents A ares (ej we qx Fat coy ας ει dette eee ie ie 2 
-4 AN832-6D e » UNION. é o e . . e ο $4 . Guest, ἢ 5. ὃς ee Ὧι Scu as 1 Y 
-5 AN6290-6 e . GASKET. . . . . . . ; "pe "e δὲ PME 3 Y 
-6 AN894D6-4 «ie BUSHINGS 52.3 uo. $069 ede 958 ο a ο ο mu ies δεν 3 Y 
-7 AN6290-4 x» a GASKET. . . 2 ο A "aer. er xol WO BES: Ais: ces ϱ5 3 Y 
-8 1V7-20-30 . . RESTRICTOR, Hydraul lic "two-way restrictor (NA) ο... v vs 1 Y 
-9 AN6291 -6 s SV RING ο στ 9909 9 d. . a7 29x aa καὶ rei δι. δν. fe 70/15, Τῷ 2 Y 
-10 AN6289D6 se ow. INUT. X voe ο woe . " wu Gone wow e UE ee κ 2 Y 
-11 AN837-6D A BLBOW. ooa seus $09 95s ^ E $e d ο lel, ο Ne 2 Y: 
-12 AN6290-6 sue SOASKET uod V S ise. edes d sey coc] Sa tay MAE: aes Se, SEP ey ey el Wee 5 cc 
-13 AN6291-6 do ῳ RING an ex dmm των. τεῷ Feo Sates TE igs veo Gee! ο. ee 2 cc 
-14 AN6289-6 soe NO Mia e ᾱ. os κο ος E a cen a Pe aL Se δ ὡς D τρ Ne he 6g 2 σσ 
-15 AN832-6D x o UNION. OZ 4056 iaa x13 0» e ἃ a ia 2 σο 
-16 AN927-6D O 1 0 A E m DS. Se A ον 1 cc 
-17 AN815-6D eas’ t UNION 5.2504 ios. 2.09.09 dms Dee Sos nai A ii κ ο 1 σσ 
-18 1V4-3-30 . . VALVE ASSEMBLY, Hydraulic one-way restrictor (ΝᾺ). . . . 1 cc 
-19 AN837 -6D w^. JEBBOW. ο € wow. ο οἵ Tes e ο ο. es us 1 σσ 
-20 AN833-6 s» ea BBBOW. 2 21 RE Ὁ .ᾱ ᾱ PENSA 2 
-21 AN6289-6 6^ ΝΟ; Ὁ π.δ. ooo ο ο Ge RAR UR luu O 4 
-22 AN6291-6 ve^ CRING oW a ew CES e A hee ae al cm ie 4 
-23 AN6290-6 : GASKET . . . . . : PPS MEE: 
-24 1VT7-10-30 - . VALVE ASSEMBLY, Hydraulic "two-way restrictor a wow o 1 Y 
1VÀ-6-30 + . VALVE ASSEMBLY, Hydraulic one-way restrictor NA) . . .. 1 cc 
-25 AN919-6D so. REDUCERS ie. 40.8 9. 4 a ϱ δι e ii τς ὁ 1 Y 
AN815-6D + . UNION. . . . . . . ο. a aie. mre. E D. o &. eer ae ee ee ὁ 1 cc 
-26 AN6277 -6 a Ὁ VALVE + .α..δ ο νο ο da be E ee 1 
-27 AN832-6D $2 UO UNIONS Sec) moa ο ο uo gh ros ee ee! 4 : 
-28 AN924 -6D νο GNUT. s oc» ow fe eh et wi Zi, 4} wo TN oe . ...«.». 1 ςς 
-29 AN960D916 - . WASHER . . . . . Sol» ο i oom s Ὁ e.e. HAAS 1 cc 
-30 AN6290-6 v x (GASKET 4 4 1 οίνος ος oe a . . ο ο ea LS. των aio 2 cc 
-31 1v4-6-30 . . VALVE ASSEMBLY, Hydraulic one-way restrictor (NA) . . . . 1 ος 
-32 AN893-7D . . BUSHING. . . . . . κὰν ὃς ^w lm Ta . ashe Sat «ai το, Δ ςς 
-33 ΑΝ6290-5 e wer (GASKET. s Ὁ a a Oe 9  ὁ . . € A 1 cc 
-34 AN6291-5 ve ow RING o9 4 e € 36.86 79 RS 0$ PUDE eise 1 cc 
-35 AN6289-5D $$ ee NUTS ο ο jae ο Ce πα Ν᾿. ΙΝ we ce Mp Se te ol ος 
-36 AN833-5D «oco ELBOW; -ᾱ- 4 05 o9. ο ὦ s. c ον ADDE κ. 1 cc 
-3 146-58089 . . VALVE ASSEMBLY, Hydra aulic b bomb door shuttle (see fig. 310) i 
-3 AN833-5D . de SELBOW. Ὁ ο. a e 3209 9 79. ὁ ae 9o A A om era, οἱ de πὰ 1 
-39 AN6289-5D e ^oc Μος que dou CK So ος € ο AV ad ὃς Ὁ µια ἂν ᾱ -ᾱ ae A 1 
-40 AN6291-5 es! wo RINGS wu ky; δν ο dme ce s m ee Ὁ * ο » ^ δ ο ο 4 ο ὁ 1 
-41 AN6290-5 . . GASKET ...... .. 4. δ. οἱ ὦ dm δι E ο ον ὁ .ὁ 1 
-42 AN894-5-4 . . BUSHING. ..... wow WD ii a a Lie 1 
-43 AN6290-4 è- ca “GASKET a c ο κ ox 0559 0 SE, te κ oe 1 
-44 AN832-6D uUi) AAA ο A A E 1 
-45 AN893-121 Ses BUSHING; ct o9 ον, o ο iur a ὧν ον ο. τα 
-46 AN6290-10 s oco GASKET ἃ 2o kat ας οφ. οι ορ δν ας τν κ.α. CAVE RAS ATAR 1 
-47 AN833-8D κ BLBOW. αι. 06 4 e A as o ce ve ARA 1 
-48 AN6289-8D wt ο ENUT S το Ius ο AR ee he i ο ο rh dts La INS as Hiway Ceteri" de 
-49 AN6291-8 oce S RING visa te a ee a ο eae ie κα ιδ he be uae: La 2 
-50 AN6290-8 ο Ὁ AJGASKET erie 25€ 3 € ou. τς e SR Bae A as, 11 
-51 AN919-15D i-e REDUCER: X ο a e A Ὁ ἃ ᾧ ἃ e o o aie, “at κα 4 
-52 AN6280-8D * o VALVE: 2 04 9 4 o X o wl WL la we AA A AA A ᾱ 1 
-53 AN926-8D «cw UBER. vo € € A A TE EA AR TE" 2 
-54 AN837-4 $5. Ou cs ELBOW. μμ Je os ο Sule x. GER E h 
AN6289-4 sae INUL ο οι ολο Gee 9 Se ces. a. e E P E ν em 1 
AN6291-4 s. ey ARING 2i 4. μα ir ον m3 de οἱ ο ve e uar care “eb 1 
AN6290-4 . . GASKET . "ECCE SOM . αν oie! ^a S ὅς 1 
-55 175-58806-57 . . LINE ASSEMBLY, Atleron boost system gage pressure. .... 1 
from snubber fuselage station 376 to elbow 
fuselage station 377 
-56 7230-1 z VALVE ASSEMBLY (WAH)... . . . . 4. ων . «νο ον ο... α 
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FIGURE 300 - INTERMEDIATE FUSELAGE HYDRAULIC EQUIPMENT INSTALLATION 
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Section [lI 


ΑΝ 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 


oe ο ο t n 


NEN X———————— | nM. i1ití e ST nc 
FIGURE & ` PART UNITS USEABLE ON 
INDEX NUMBER NUMBER : ι 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
300 AN520-10R37 . SCREW. ... DRE doh a e ‘ A ο 
AN520-10R43 SCREW. 3 p eae ενος “can fs s ὁ ὃς ἃ 
ANQ60D10L WASHER . . . E : ve e ves s i vw τ8 
AN365-1032 NUT..... sn eiie 5 e a zw IS ou 
-57 AN833-4 . ELBOW. M» ADA s ista s rus 
-58 AN6271-4-11 . HOSE ASSEMBLY x EM $ vie AU 
-59 AN833-10D ELBOW. . . A P . ES : 


eo 9 o9 om m ὁ 9 ο ο n. o... 

eof 9 o9 t 9 9 δν 9 9 9 9 n 
o.oo o ooo 

e 8 9 © o» 9 9 9 ο 5 09 9 5 
ο ν t | ot! |] 95 5 9 


-60 AN6289-10D NUT. .. . . ἣ i 
-61 AN6291-10 . RING... A Lx glue 
-62 AN6290-10 . GASKET... s 

-63 AN894D10-8 . BUSHING. . . - eo ia z 
-64 11D2 . SNUBBER (OP . ΟΣ . Ρ 


-65 AN6290-4 
-66 AN893-3D 


GASKET... 
BUSHING. . . 


9. 9 ο o 9 o 9 t! 9 91 9 n9 9 n5 


oe © 9 ew ew » 9 
9 9 9 ..*.o . » 
9 9 © ο .» 9 9 n. t 9 n 


s) 


e... we we 
. 9 9 o9 ο t o9 9 n 
eee ο 

ec . ὁ t1 £n 2 ο 71 5 


PRO HB HB e BEEBE PEPER RE 


-6τ 184 -58808-83 . LINE ASSEMBLY, Jet door open aft bulkhead union RH Y 
to 45° elbow in flow regulator 
175-58828-39 . . LINE ASSEMBLY, Jet door open aft bulkhead union RH... cc 
to 45° elbow in aft flexible hose 
-68 156-58809-45 . . LINE ASSEMBLY, Jet air duct door close bulkhead. . . . + + E 
union to hose 
175-58828 -37 . . LINE ASSEMBLY, Jet door close forward bulkhead union. . . BA 
RH to elbow in forward flexible hose 
-69 AN6292-6-19-1/2 XE ASSEMBLY i ο ο μα E E. 
-70 AN6292-6-18-1/2  . . HOSE ASSE P ive he, S 
-71 175-58817-73 + . LINE ASSEM m Emergency wing "flap down "bulkhead vs ire. et -ᾱ E 
elbow to Shuttle valve 
175-58828-43 . . LINE ASSEMBLY, Emergency flap down bulkhead union. . . . . 1 BA 
RH to reducer in shuttle valve on flap motor ᾿ 
-72 175-58817-75 . . LINE ASSEMBLY, Emergency LG down bulkhead elbow to . . . 1 E 
tee fuselage station 362 
175-58828-25 . . LINE ASSEMBLY, Emergency LG down bulkhead union. . . . . - 1 BA 
shear web LH to male tee 
-73 175-58806-79 . . LINE ASSEMBLY, Emergency brake pressure LH elbow . . . . 1 E 
fuselage station 368 to fuselage 368 
175-58828-25 . . LINE ASSEMBLY, Emergency LG down bulkhead union. . . . . « 1 BA 
shear web LH to male tee . 
-74 175-58817-79 ¿ . LINE ASSEMBLY, Emergency brake pressure elbow ate co te ee 1 E 
LH buttock line 33 to bulkhead elbow fuselage 
station 371 
AN821-5D . . ELBOW... om 1 E 
. 175-58828-23 . . LINE ASSEMBLY, Emergency brake pressure "RH bulkhead. . . . 1 BA 
union at shear web LH to union RH side 
-T5 AN824 -5D νον νιν Ὃν E E 1 
-76 AN821-5D e a ELBOW: 64 e a a A ALA A A κα E 
-TT SONES ν . REDUCER. . . -——- 1 
-78 184 -58804 -63 . . LINE ASSEMBLY, Emergency jet door “close “elbow at ae 1 Y 
station 365 to flex hose at station 370 
175-58806-71 + . LINE ASSEMBLY, Emergency, jet door close union. . . . . +. + 1 cc 
fuselage station 366 to restrictor fuselage 
station 368 
-79 AN837 -10D a a- BLBOW PAPI -ἑ κ᾽ Ae ο . E ee ee ee 5 1 
AN6289-10D wv -ᾱ NUTS ντο ἐς Gel ce, vec. m. a . . ds a a Say ce 44 1 
AN6291-10 . e RING 4 4. 6e $4. es ao. a . . » 5-141278) A 1 
AN6290-10 * GASKET . . « « « «© «© o oo wow δν) pe EID RI Tel AU ce ο νι 9 1 
-80 AN815-10D γα NIONS. aso E A αφ Ὁ 
AN6290-10 . . GASKET . . . « « « ο e ooo ὁ ο om o oos on oo m m] t! 2 t n n9 2 
-81 AN833-10D a ELBOW, 4.4 3» oe ᾱ- * o» ᾱἳ Ὁ 4 ^ “oie νι en is 4. Ue. ον vas δι. ὁ 1 
AN6289-10D » . NUT. . WR, m oes kel Pe eee We 9, “6 “ϐ "E ola E c forse 1 
AN6291-10 « « ΕΙΝ... « ὁ «4 ὁ « « » ὁ 9 9 * ὁ * ὁ «ο » * ... t £|; 0. 1 
AN6290-10 . . GASKET... . . «© «© © «» ««.: d 4 (umo el LT τὦ l 
-82 156-58811-63 .. . LINE ASSEMBLY, Aileron boost pressure shear web. . v μοῦ ce 1 
to valve 
-83 175-58806-83 . . LINE ASSEMBLY, Aileron boost return fuselage station... 1 E 
366 to check valve fuselage station 366. 
-84 AN824-10D « o TEE. ο. πα RES 1 
-85 175-58817 -77 . . LINE ASSEMBLY, Àileron boost return "fuselage station... 1 
375 by-pass valve to tee 
-86 175-58806-81 . . LINE ASSEMBLY, Boost system pressure from tee. . . . . +. + 1 
fuselage station 368 to elbow on valve 
assembly fuselage station 375 
-87 169-58807-21 . . LINE ASSEMBLY, Aileron boost pressure valve to tee . . . . 1 E 
-88 169-58807-3 . . LINE ASSEMBLY, Aileron boost pressure valve to . . . +. +. + 1 E 
: shear web 
-89 175-58806-89 . . LINE ASSEMBLY, Drain flap motor to bulkhead elbow. . . . . 1 
-90 175-58806-85 . . LINE ASSEMBLY, Wing flap down bulkhead elbow to. . . . . + 1 E 
2 elbow in shuttle valve 
175-58806-93 . . LINE ASSEMBLY, Wing flap down bulkhead union to. . . . . + 1 BA 
elbow in shuttle valve 
-91 175-58806-87 . . LINE ASSEMBLY, Wing flap up bulkhead elbow to flap... 1 E 
motor 
175-58806-95 s LINE ASSEMBLY, Wing flap up bulkhead union to. ...... 1 BA 
elbow in flap motor 
-92 AN832-8D -. UNION. 4 κο a a A Deo wo Φ' eee, 8 1 
-93 AN815-8D & ο. JUNION. € sve £cxkecxECwtUx a 073-9 X διὰ x ce τν B να. ' -ᾱ 
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FIGURE 301 - LH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC EQUIPMENT 
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FUSELAGE (Cont) 


USEABLE ON 
CODE 


UNITS 
PER ASSY. 


NOMENCLATURE 


LH FUSELAGE STATION 311-7/16 TO STATION 


PART 
NUMBER 
No Number 


FIGURE & 
INDEX NUMBER 


301 


Ref 


OWEH HYDRAULIC . 


N23 ! 


EQUIPMENT (see figure 303 for next 


VALVE. 
BOLT 


-1 
-2 


AN6277-4 
AN3H12A 


. 


WASHER 
NUT. 


AN960D10L 


AN365-1032 
AN833 -4D 


9 ο 


ELBOW. 
NUT. 


-3 


Aaa 


AN6289-4D 
AN6291-4 


RING . 


. 


GASKET 


ELBOW. 
NUT. 


AN6290-4 


AN837-4D 


-4 


AN6289-4D 
AN6291-4 


RING . 


GASKET 
UNION. 


AN6290-4 


AN815-4D 


-5 
-6 


RING . 


AN6290-4 


ELBOW. 


AN833 -4D 


WASHER 
NUT. 


AN960D716 
AN924 -4D 


irie two-way restrictor (NA). . . . . . 


e ο 5 ο o 


1v7-8-15 


VALVE ASSEMBLY, Hydraulic two-way restric 


UNION. 


AN832-4D 


-τ 
-8 


AN960D716 
AN924 -4D 


. 
. 
P 
. 
. 
. 
. 
. 
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. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


WASHER 


AN834 -4D 
AN6289-4 
AN6291-4 
AN6290-4 
AN837-4D 
AN960D716 
AN924 -4D 
AN804-4D 
AN960D716 
AN924 -4D 


-9 

-10 
-11 
-12 
-13 
-14 
-15 
-16 


AN815-ÀD 


AN6290-4 


AN833 -4D 


RING 
NUT. 


AN6291-4 


AN6289-4 


AnS TAA Nat ot spar MM at TN CIC: HARA AADODMMMMOANAN aA 
n 


linder .. 


. 


Hydraulic camera cylinder shuttle valve. . . 


CLAMP ASSEMBLY, Hydraulic 


Shuttle valve 


BLOCK, Clamp assembly hydraulic camera cy 


CLAMP ASSEMBLY, 


. 
. 


. 
P 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
P 
. 
. 
. 
. 
. 
. 
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. 
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. 
. 
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. 
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H-175-58-111A 


FIGURE 302 - LH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC LINES 











ΑΝ O1-60AABA-4 
FUSELAGE (Cont) 


Section [ἰ 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
302 No Number LH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC . . Ref 

` LINES (see figure 303 for next assembly) 

-1 175-58808-9 . LINE ASSEMBLY, Camera door open union buttock line 7 RH. , . 1 
sta 399 to union in shuttle valve sta 410 

-2 MS28741-4-11 x. HOSE ASSEMBLY, Αμα A a A AA 1 

-3 175-58808-15 LINE ASSEMBLY, Camera door open 90° in shuttle valve . . . . 1 
station 406 to 905 station 408 

-4 175-58808-7 . LINE ASSEMBLY, Camera door close union buttock line 6 RH. . 1 
to 45° elbow in restrictor station 399 

-5 MS28741-4-10 . HOSE ASSEMBLY. .... A ES ? Š 2 

-6 175-58808-13 . LINE ASSEMBLY, Emergency camera door open "union "buttock line 1 
7 RH sta 399 to 45 in. shuttle valve sta 406 

-7 175-58808-11 . LINE ASSEMBLY, Camera door close union in restrictor . . . ο 1 
sta 399 to elbow sta 410 

-8 175-58804-85 . LINE ASSEMBLY, Energenoy camera door open from 90° . . . . . 1 

; ; fitting station 385 to hose fitting 
-9 175-58808-25 . LINE ASSEMBLY, Emergency camera door open 90? elbow. . . . . 1 
7 sta 390 to union sta 390 LH under floor 

-10 175-58804 -83 . LINE ASSEMBLY, Emergency camera door open shuttle. ..... 1 
valve aft to 90° fitting 1n floor 

-11 MS28741-4-13 + HOSE ASSEMBLY. . . +. + de ar Us 1 

-12 175-58804-79 + LINE ASSEMBLY, Camera door open “station ΕΠ bulkhead aft .. 1 
to shuttle valve station 370 LH 

-13 175-58804-81 . LINE ASSEMBLY, Emergency camera door open station 358. . . . 1 
bulkhead aft to shuttle valve station 370 LH 

-14 MS28741-4-10-1/2 . HOSE ASSEMBLY. . . +. . "EE" 2 

-15 175-58804-27 . LINE ASSEMBLY, Camera door close from frame fitting. ec V cu we 1 
station 355 aft to restrictor LH 

-16 175-58804 -47 . LINE ASSEMBLY, Emergency camera door open station 345. . . . 1 
tee aft to frame fitting station 354 LH 

-17 175-58804-37 . LINE ASSEMBLY, Camera door open from hose tee station 346, . 1 
aft to frame fitting station 354 LH 

-18 MS28741-4-7-1/2 . HOSE ASSEMBLY. .... " IN ES 1 

-19 175-58805-53 . LINE ASSEMBLY, Camera door open "from union in shuttle. sae Y 1 
valve at LH tri-met camera door cyl to elbow in cyl 

-20 175-58804 -25 . LINE ASSEMBLY, Camera door close from underside longeron . . 1 
aft to frame fitting station 355 LH 

-21 175-58805-89 . LINE ASSEMBLY, Camera door open from union in shuttle. . . . 1 
valve at RH tri-met camera door cyl to elbow in cyl 

-22 MS28741-4-6 . HOSE ASSEMBLY. . . . . . © «© © © © © ὁ .«.... 0 9 ὁ ow ο ο on i 

-23 175-58804 -23 . LINE ASSEMBLY, Camera door close from tee station 354. . . . 1 
to upper side longeron station 350 LH 

-24 175-58804 -35 . LINE ASSEMBLY, Camera door open from bottom side of. . . . . 1 
longeron to tee hose connection LH 

-25 175-58804 -33 . LINE ASSEMBLY, Camera door open from station 340 down. . . . 1 
to top of longeron LH 

-26 175-58804 -45 . LINE ASSEMBLY, Emergency camera door open station 342. . . . 1 
down to tee hose connection LH 

-27 175-58804 -43 . LINE ASSEMBLY, Emergency camera door open station 336. . 1 
tee aft and down to longeron fitting sta 342 LH d 

-28 175-58808-31 . LINE ASSEMBLY, Camera door open bulkhead elbow in shuttle. . 1 
valve to bulkhead elbow in cyl LH eee ενω door 

-29 MS28741-4-9 . HOSE ASSEMBLY. .... . e. 1 

-30 175-58804 -41 . LINE ASSEMBLY, Emergency camera “door open "station 311; MEA 1 
aft to tee station 336 LH 

-31 175-58804-31 . LINE ASSEMBLY, Camera door open from tee station 355 . . . . 1 
aft to hose connection LH 

-32 175-58804 -5 . LINE ASSEMBLY, Camera door close sta 311 to sta 354 LH... 1 

-33 175-58804-39 . LINE ASSEMBLY, Emergency camera door open station 311. . . . 1 
aft to tee station 336 LH 

-34 175-58804 -29 . LINE ASSEMBLY, Camera door open from tee station 311 . . . . 1 
to tee station 350 LH 

-35 175-58804 -3 . LINE ASSEMBLY, Camera door close sta 311 to sta 354 LH... 1 

-36 175-58808-27 . LINE ASSEMBLY, Camera door close union sta 311 to. . . . .. 1 
tee sta 311 LH side 

-37 175-58808-29 . LINE ASSEMBLY, Camera door open union station 311 to... . 1 
tee station 311 LH side 

-38 175-58804 -55 . LINE ASSEMBLY, Emergency camera door open station 311. . . . 1 
inboard to tee station 311 first section 

-39 175-58804-49 . LINE ASSEMBLY, Camera door open station 311 tee inboard. . . 1 
to tee station 311 first section 

-40 175-58804-7 . LINE ASSEMBLY, Camera door close station 311 first section . 1 

cH 175-58808-35 . LINE ASSEMBLY, Camera door open from tee to union. . . . . . 1 
in clip station 311-7/16 : 

-42 175-58808-37 - LINE ASSEMBLY, Emergency camera door open from tee 45° , . . 1 
elbow in clip station 311-7/16 

-43 MS28741-4-13 +. LINE ASSEMBLY. s-o 4 αν eee RÀ ko OE ee UA ee a 1 

-44 MS28741-4-23 + HOSE-ASSEMBLY. . 4 o» a os eso κά  ὁ ο να ο oo 1 

-45 Ms28741 -4-8 . HOSE ASSEMBLY. . . . . κι Wow ce ob ο ο La 1 

-46 175-58808-33 . LINE ASSEMBLY, Camera door open "from station 310. .. . . . 1 
down to top of longeron LH 
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FIGURE 303 - FUSELAGE INTERMEDIATE SECTION HYDRAULIC EQUIPMENT INSTALLATION 
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GMEHDNMMIE"————— s) —— T TT I τη 


-10 
-11 
-12 


-14 
-16 
-17 
-18 


-19 


175-58805-13 
175-58805-15 
175-58805-25 
175-58805-3 

175-58818-19 


262 LH to union station 280 LH 


ASSEMBLY, Emergency bomb doors close from union . . . 


station 243 to tee station 262 LH 


ASSEMBLY, Emergency bomb doors close from tee station 


262 LH to elbow in hose station 262 LH 
ASSEMBLY, Emergency camera door open from union 
station 230 LH to union station 250 LH 


ASSEMBLY, Emergency bomb doors open from reducer. . . 
in union station 224-5/8 LH to tee station 250-11/16 
ASSEMBLY, Emergency bomb door close reducer in union. . 


station 224-5/8 to union station 243 LH 


LH 


PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-58033 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate section Ref BR 
: bomb bay and camera door (see fig. 300 for next assembly) 
175-58033-3 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage intermediate section Ref X 
bomb bay and camera door (see fig. 300 for next assembly) 
No Number . RH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC. Ref 
EQUIPMENT (see figure 305 for detail breakdown) ; 
No Number . RH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC. Ref 
LINES (see figure 306 for detail breakdown) 
No Number . LH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC. Ref 
EQUIPMENT (see figure 301 for detail breakdown) 
No Number . LH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC. Ref 
LINES (see figure 302 for detail breakdown) 
No Number . RH FUSELAGE STATION 224-5/8 TO STATION 311-7/16 LOWER HYD. . Ref 
EQUIPMENT (see figure 307 for detall breakdown) 
No Number . LH FUSELAGE STATION 224-5/8 TO STATION 311-7/16 LOWER HYD. . Ref BR a 
EQUIPMENT (see figure 304 for detail breakdown) 
AN815-6D i UNION o vise € ἡ ο ο ia ley len ee ο ο hr vum ο oe DURS Eterna 6 X 
AN832 -8D . UNION; o e e € 4o» 9 € € ο x 0X» ὁ Ὁ Ὁ ᾱ-ᾳ AA c heo 2 x 
AN924-8D A NT e e w ael ΙΙ AR A IE te mers 2 X 
AN960D1216 . WASHER v 47396 3 xor ye, Sie ce o9 Ue wl S. mme τὰ, ον σος e cubo té 2 X 
AN6292 -6-13-1/2 . HOSE ASSEMBLY. . +. . +. +. +. +. +. +. +. eoe ot om om . . . ot n n t8 ng 1 X 
AN924-4D or NUT es ὁ. «Ὁ ο ὁ ὁ E δα 3 X 
AN960D716 > WASHER zx 2.3 9o Rm mmo τν ες ϱ oa aile ce ὁ 3 X 
196-6-2.8H . FLOW REGULATOR ο, e ο το m eic ο ο ο ου Der ey a 1 X 
196-6-1.2H . FLOW REGULATOR (WAEC). +. +. +. +. +. © © © © © © © t © © ee ow 1 X 
MS28741-4-14 . HOSE ASSEMBLY. . . . ο « +. © © © © © ὁ © © © © © 9 m 9 ng 1 X 
AN6289-6D p UND cise en ve Dem ο DS mar ο e e Le ο ο... 2 X 
AN6291-6 . RING oa o.o 9 9 oo 5 9 a a I9; m oo δ -φι ooo 2 X 
AN6290-6 > “GASKET os 5. o 9 ο 9. 9. um 0m. sw a Ὁ. ο . oy s 12 χ 
175-58191 . BRACKET, Hydraulic bomb door cylinder shuttle valve. . . . . 2 X 
ATTACHING PARTS 
AN3-15A BOLT a απο A E A AA A a a 4 X 
AN520-10R10 s SCREW 6 s soa os a? ὁ a a A A a 4 X 
AN960D10L . WASHER. . « ο» e e e e ese ee oe 9 ὁ ὁ ο ο « 0 ὁ ο ο ες ο 16 X 
AN365-1032 e ἘΠ κα... κκ ee i Ὁ ae ϱ ᾱ a A 8 X 
---ᾱ--- 
ANG277-6 S VALVES Ss a a a A ο a ο O Ea e 2 X 
AN832-6D . CUNTON.. οφ. ον hte m athe moa ey at cB Denim es tan tee ο ae te 2 X 
AN919-6D . REDUCER: 32: 49 e 9 om m RÀ ο 9 eR SL) ο. 2 x 
AN837-4D . ELBOW. . « 4 € o. 2 Ὁ « * 4 * o4 κε» A 1 X 
AN815-4D «UNIONS, co ον ο el ο a Se Be we ee Ὁ ὁ 8 x 
AN832-5D v UNION, : sce @ o € ο e νο VN ο 0 4-ᾱ- α Oe Um 2 X 
AN6290-5 . GASKET . . . . ο ο ο © © © . ο 9 9 ο 9 o m ὁ 9 9 ὁ ot n t 9 t n9 2 X 
AN924 -5D s ox 2 X 
AN960D816 oe WASHER ND ee Soe ee a ο 8, ο ο 2 X 
AN804 -4D 2^ TEE. Gc. tai ο a as O ο ο (o SU Le ere 2 X 
AN824 -4D » TEE. . « ὁ ο ο à» ὁ » « 00. * » » ὁ ὁ ο * ὁ e ὁ e ὁ e : e * 1 X 
175-58828-9 . LINE ASSEMBLY, Emergency bomb doors close union station 306. 1 X ES 
LH to bulkhead 45° elbow station 299 RH 
175-58828-7 . LINE ASSEMBLY, Emergency bomb doors open union station 308 , 1 Xx 
LH to union station 304 RH 
175-58828-5 . LINE ASSEMBLY, Bomb doors close restrictor station 30h . . . 1 X 
LH to union station 301 RH 
175-58828-3 . LINE ASSEMBLY, Bomb doors open restrictor station 287. . . . 1 X 
LH to union station 306 RH 
175-58828-11 . LINE ASSEMBLY, Camera door open tee station 306 LH to. . . . 1 X 
union station 311-7/16 LH 
175-58828-13 . LINE ASSEMBLY, Camera door close tee station 230 LH to... 1 X 
union station 311-7/16 LH 
175-58805-19 . LINE ASSEMBLY, Emergency bomb door close from union. . +. +. + 1 X 
station 280 LH to elbow station 306 LH 
175-58805-7 . LINE ASSEMBLY, Emergency bomb doors open from union. . . +. + 1 X 
station 279 to elbow station 308 LH 
175-58805-29 . LINE ASSEMBLY, Emergency camera door open from union... + 1 X 
station 275 LH to union station 311-7/16 LH 
AN6292 -20-1/2 . HOSE ASSEMBLY. . +. . +.  ὁ +. +. © © © © © © © © © © 0... ο ο ng 1 X 
175-58805-27 . LINE ASSEMBLY, Emergency camera door open from union... . 1 X 
státion 250 LH to union station 275 LH 
175-58805-5 . LINE ASSEMBLY, Emergency bomb doors open from tee station. . 1 x 
250-11/16 to union station 278 LH 
175-58805-17 LINE ASSEMBLY, Emergency bomb doors close from tee station 1 X 
X 
X 
X 
X 
X 
X 


MS28741-4-13 


ASSEMBLY. . . . . « « . . . . . . . .. . om on om on 
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H-175-58-109A 


FIGURE 30h - LH FUSELAGE STATION 224-5/8 TO STATION 311-7/16 LOWER HYDRAULIC EQUIPMENT 
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Group Assembly Parts List 


a _ _ E — 


PART 
NUMBER 


No Number 


AN894D5-4 
AN6290-5 
AN832-5D 
AN960D816 
AN924 -5D 
AN815-4D 
AN824 -4D 
AN804 -4D 
AN960D716 
AN924 -4D 
AN837-4D 
AN960D716 
AN924 -4D 
175-58191 


ATTACHING 


AN365-1032 
AN960D10L 
AN3-15A 
AN520-10R10 


AN6277-6 
AN815-6D 


AN832-8D 
AN960D1216 
AN924 -8D 
175-58828-9 
175-58828-7 
175-58828-5 
175-58828-3 
196-6-2.8 
196-6-1.2 
175-58829-53 
175-58829-49 
175-58829-51 
AN6292-6-14-1/2 
AN6292 -6-19 
MS28741-4-12 
175-58829-55 
175-58811-5 


AN821-4D 
175-58811-3 


MS28741-4-15 
175-58829-57 


175-58828-13 
175-58828-11 
175-58829-77 
175-58829-73 


12 3 4 5 6 7 NOMENCLATURE 
LH FUSELAGE STATION 224-5/8 TO STATION 311-7/16 LOWER . . . + + 
HYDRAULIC EQUIPMENT (see fig. 303 for detail breakdown) 
. BUSHING. . . « . «© « © © © © e © ο om om ee om on m m] t 98 9 t9 n9 
e GASKET 2.2108 496 A e me 9 ὃς η αἱ eso ιδ) eos 
. UNION. . . . « « e à e$ à à ὁ ο m ο om .. o9 9 ot ος... 
. WASHER . +. . « . « 4 e n mom ο o9 om om ο ο o9 o9 m o9 ot! n9 t1 t9 n9 
6 NUT o ore νο c9 e ie Ue 7m ος ᾱ; δν e φ (δι ἃ el) oe 
x UNION. «e à e... κο * € 0» ο a * ck» A o4 x o 
v ΕΕ o 00e 306 ον 9 a RU [E ος τν ue ῳ..Φ ΚἜ 
. TEE. caco. 4 ὁ ᾱ ὁ - 4 ο X* Ὁ ow» € ἐ « » HH ee 
. WASHER . . . +... « © © 5 5 © ὁ © ὁ «9 om om om m ο |] ο. | t! 9 
e NUT. . « « ^ 2 © ὁ ο 9ὁ o... 9 ὁ 9 c ο ὁ ὁ c£ ο 5 c] 132 9 f$ ο 
. ELBOW. . . . «4 ^ e © ο ο 9 ο ο 9 ο o9  ὁ 9 ο 05” 
. WASHER . . . +. . 4 e à © ὁ ee ὁ ὁ ο ο ο . . o] t 5ο... 
: ΝΟΕ. 4 0406 e wo. ee a (ο 4. ο 64... 6. ο 4. Ὁ ὦ, ν.δ 
. BRACKET, Hydraulic bomb door cylinder shuttle valve. . . . . 
PARTS 
ve NUT. o4 ο ο ο ο A ώς mo m ὁ E E 
=. WASHER ; Low o osas osoo m ei ο. οι ore 
. BOLT . « ο ο ο ο © e e e e » » 9 ὁ e * e * * 9 c c] ο ooo’ 
. SCREW. . « ο e ο ὁ ο ee ο ὁ ὁ » * * ὁ * ὁ * à * e ο ες. ^ 
. VALVE. 2 4 4 4 W ox o? ox * wo 4» » ὁ Ὁ 4 X «€ ss ᾱ- αὶ Ὁ 
x UNION. cua e €-— - ο ο RRA A ὃς a Se c ΦΚ 
2s ELBOW. asso Ὁ ια «ο ὁ ὁ "€ 79. m ο. c.c δ) ὁ a; c] o AA 
s. NUT. AS Q4. ER Φιν we ος der o C] δ το eS 19 o9 
s -RING ο ο. 00€ 009 0979.4] ο. 4 6 A 1. 5$. ος ο ὁ ue ce ὁ ο ὁ 
. GASKET ο ο. m hh t s t ng 
S REDUCER: 2 x Mee ο ο de. oe ών ὦ Ῥ wk WD sa; c) se. 9. os 4 
+. UNION. . . . . ^ . ο * e . ο ὁ 9 ο ὁ ο o 05 5 9 ο ο... 
e MEE. 4o κ να 0 να .Ἓ eR ee ee aa 
. WASHER . . . « « © © © © © © © © © © . 9 ο 0 9 | 9 | 9 1 0.0. 
te NUD A E ο ο ο ο ο ο ce ο 
. UNION. . « « « « ooo 6 6 ὁ ὁ ὁ o mom ο ο. . ο tm t m 1 91 9 ng] 
. WASHER . . . . 6 ο © © © © 9 9 9 ee oon 9 ὁ ὁ ο o9 n n t n. 
zc NT. LS 0889 209.209. A OE RA ee lo 
. LINE ASSEMBLY, Emergency bomb doors close union station. . . 
306 LH to bulkhead 45” elbow station 299 RH 
. LINE ASSEMBLY, Emergency bomb doors open union station 304 . 
LH to union station 305 RH 
. LINE ASSEMBLY, Bomb doors close restrictor station 304 LH. . 
to union station 304 RH 
. “LINE ASSEMBLY, Bomb doors open restrictor station 287 LH . . 
to union 306 RH 
. FLOW REGULATOR a ros o Bie Son ο o e ο cw ger Wie (7 9 7 e 
. FLOW REGULATOR (WAEC). . +. + +. + +... eor oro ooh oowoo n 
. LINE ASSEMBLY, Emergency camera doors open union station 301 
to union station 264 
. LINE ASSEMBLY, Emergency bomb doors close union station 305. 
to tee station 362 
. LINE ASSEMBLY, Emergency bomb doors open union station 301. 
to station 26% 
. HOSE ASSEMBLY. +. . . » +. +. © © © © © © © © © © om © ο ot t! n] f| 
. HOSE ASSEMBLY. +. . . +... . « e . © ee ee . . ee . ew ee 
. HOSE ASSEMBLY. . +. +. + "m oe 


ELBOW. . . . 


LINE 


HOSE 
LINE 


LINE 
LINE 
LINE 
LINE 


ASSEMBLY, Emergency bomb doors close tee station 262. 
to bulkhead elbow station 262 

ASSEMBLY, Camera door open union at station 261 to... 
905 elbow at station 246 


9 ο ο > o oe e e.. ο ο 


ASSEMBLY, Emergency camera door open union at station . 
267 to union at station 234 

ASSEMBLY. . . « . «© © © © . t ὁ ο ο ὁ ὁ ο ὁ 9 ο ὁ 9ο 

ASSEMBLY, Emergency bomb doors open union station 264 . 
to bulkhead tee station 282 

ASSEMBLY, Camera door close tee station 230 LH to... 
union station 311-7/16 LH 

ASSEMBLY, Camera door open tee station 230 LH to. . . . 
union station 311-7/16 LH 


ASSEMBLY, Emergency bomb doors open bulkhead tee station 


282 to bulkhead union station 224 
ASSEMBLY, Emergency bomb close union station 245 to . . 
bulkhead union station 22h 
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UNITS USEABLE ON 


CODE 


Ref BR m 
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Group Assembly Parts List ΑΝ 01-60AABA-4 
FUSELAGE (Cont) 





FIGURE 305 - RH FUSELAGE STATION 311-2/16 TO STATION 423 LOWER HYDRAULIC EQUIPMENT 











AN 01-60AABA-4 


FUSELAGE (Cont) 





Section li 


. Group Assembly Parts List 


A θεος OND 
UNITS USEABLE ON 


AGURE A 


INDEX NUMBER 


305 


-18 
-19 


-21 


PART 
NUMBER 


No Number 


AN837-4D 
AN960D716 
ANQ24-4D 
AN832-4D 
AN960D716 
AN924 -4D 
AN6277-4 
AN833-4D 
AN6289-4D 
AN6291-4 
AN6290-4 
AN3H12A 
AN960D10L 
AN365-1032 
153-58230 


AN365-1032 
AN960D10L 
AN3HI4A 
AN3-4A 
AN742D23 
AN837-4D 
AN6289-4D 
AN6291~4 
AN6290-4 
AN804-4D 
AN960D716 
AN924 -4D 
1V7-8-15 
AN815-4D 
AN6290-4 
AN832-4D 
AN960D716 
AN924 -4D 
AN824-4D 
AN833 -4D 
AN960D716 
AN924 -4D 
AN804-4D 
AN6289-4D 
AN6291-4 
AN926-4D 
AN919-6D 
AN924 -6D 
AN960D916 
AN832 -6D 
AN6290-6 
AN926 -6D 
AN815-4D 
AN6289-4 
AN6291-4 
AN6290-4 
AN833-4D 
153-58231 
153-58231-3 
153-58231-5 


AN501-10-6 
AN365-1032 
AN960D10L 
AN3H12A 
AN3-5A 


2 3 4 


cyl 


VALVE ASSEMBL 


UNION. 
GASKET 
UNION. 
WASHER 
NUT. . 
TEE. . 
ELBOW. 
WASHER 
NUT. . 


ELBOW. 


CLAMP ASSEMBLY, Hydraulic camera 


RH FUSELAGE STATION 311-2/16 TO 
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5 9 0 9 9 $9 9 9 9? ' ο ὁ 9? 9? 9 9 | 5$ 9 ο ο ο 5 ο 
e 90 9 2 9 0 ὁ 9 ὁ ο 9 0 9 9 0 0 ο 5 9 ο »»» 


eee we ee 


9. 9 ὁ ο 6 ὁ 9 9 9 9 9 9 9 ὁ 6 ene ὁ ὁ Pee ο 9 ο ος 


NOMENCLATURE 


STATION 423 LOWER HYDRAULIC 
next assembly) 


wo 99 o9 » » à à o9 oa o3 à os ὁ ὁ 9 os ga s 9 9 9 cho... t|] | |] | 09 | 9 8 


eo 9 9 9 o9 9 9 9 0 9 9 c£ 9 9 c9 9 t9 ὁ 9? ὁ c£ ο es os. | ο 5 ο 5: a. 9 9 » 
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e. be... . o 9? 9 0 99 a 9o. 9 ὁ n9 s ga ὁ 0 9 ο 6 t] «ος ο 
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9 9. 9 +... 0 9 c9 0 0 ' 9 . » » 9 » c9 » 9 5  -. » 0 »»:»» ο 


Oo ee © © ».» 9 © © 0ο... 


et 


9. 9 0 9 o9 o9 9 9 0 9 9 +... 9 og t? oc o9 9 9 9 ο De 9 9 6 9 9 ο n n9 n9 ο 


Erro. ὁ t 9 5 9 5 99 n 9 


p 


9 o... . o9 9 ὁ c9 € 9* 9 9 9 9 c9? o... os... . 9 9 | ο 9 9 ὁ ο ο ο t$ £5 


cylinder shuttle ν 


. CLAMP, Hydraulic camera cylinder shuttle valve. 
. BLOCK, Clamp assembly hydraulic 


cylinder shuttle valve 
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FIGURE 306 - RH FUSELAGE STATION 311-7/16 TO STATION 423 LOWER HYDRAULIC LINES 





PART 
NUMBER 


No Number 
175-58808-21 
175-58808-19 
175-58808-3 
175-58808-5 
175-58804-93 
175-58808-17 


MS28741-4-13 
175-58804 -87 


175-58804 -89 
175-58804-21 


MS28741-4-10-1/2 


175-58804 -65 
175-58804-77 
175-58804-19 
175-58804-63 
175-58804-89 


MS28741-3-7-1/2 


175-58804 -75 
175-58804 -73 
175-58804-61 
175-58804 -17 
175-58804 -16 
175-58804 -91 
175-58804 -59 
175-58804 -53 
175-58804-11 
175-58804 -67 
175-58804 -69 
M528741-h-10 
175-58804-71 


MS28741-4-9 
175-58808-23 


AN 01-60AABA-4 
FUSELAGE (Cont) 


4 5 6 7 NOMENCLATURE 


RH FUSELAGE STATION 311-7/16'TO STATION 423 LOWER HYDRAULIC . . 
LINES (see figure 303 for next assembly) 


LINE 
LINE 
LINE 
LINE 
LINE 
LINE 


HOSE 
LINE 


LINE 
LINE 


HOSE 
LINE 


LINE 
LINE 
LINE 
LINE 


HOSE 
LINE 


LINE 
LINE 
LINE 
LINE 
LINE 


LINE 


LINE 
LINE 
LINE 
LINE 
LINE 
HOSE 
LINE 


HOSE 
LINE 


ASSEMBLY, Camera door open union station 394. .... 
to union buttock line 7 RH 

ASSEMBLY, Camera door close union station 393 . . . . 
to union buttock line 6 RH 

ASSEMBLY, Camera door open 45° elbow station 394. . . 
to union station 394 RH 

ASSEMBLY, Camera door close 45° elbow station 393 . . 
to union station 393 RH 

ASSEMBLY, Camera door open from bottom of camera. . . 
Shelf station 370 aft to floor fitting 

ASSEMBLY, Camera door close 45” elbow under camera. . 
shelf to 45° elbow station 394 RH 

ASSEMBLY. . . . ὁ 2 ὁ ο ο ο ο ὁ S ος. ο dw. Bee 
ASSEMBLY, Camera door open from elbow station 354 , . 
aft to shuttle valve RH 

ASSEMBLY, Emergency camera door open from elbow... 
Sta 355 aft to shuttle valve sta 370 RH 

ASSEMBLY, Camera door close station 354 aft to ... 
restrictor station 360 RH 

ASSEMBLY. 4.4. 06.099 ce a ον 04. TE wig ιν RIO Ros. φον 
ASSEMBLY, Emergency camera door open from tee . . . « 
sta 340 aft to 45” bulkhead fitting sta 350 
ASSEMBLY, Camera door open from tee sta 340 . . . . . 
aft to frame fitting sta 355 RH 

ASSEMBLY, Camera door close from under side . . ... ο 
camera pad longeron aft to frame fitting 

ASSEMBLY, Emergency camera door from bottom of. . « « 
longeron do n to tee station 340 RH 

ASSEMBLY, Emergency camera door open from elbow... 
Sta 355 aft to shuttle valve sta 370 RH 
ASSEMBLY. ai ος 4 ox e ος ο 9. veli at τς CXII LR CR. De 
ASSEMBLY, Camera door open from longeron fitting. . . 
down to tee station 340 RH 

ASSEMBLY, Camera door open from tee station 345 . . . 
down to longeron fitting RH 

ASSEMBLY, Emergency camera door open from tee . . . . 
Sta 330 down to longeron fitting RH 

ASSEMBLY, Camera door close from upper side . . . .. 
camera pad longeron up to tee RH 

ASSEMBLY, Camera door close station 354 tee . . .. . 
to bulkhead fitting in camera shelf RH 

ASSEMBLY, Camera door open from tee station 370... 
down to top of camera shelf station 374 

ASSEMBLY, Emergency camera door open from tee . . . . 
Sta 311 across and aft to sta 330 RH side 

ASSEMBLY, Camera door open from tee station 311 . . . 
across and aft to station 350 RH side 

ASSEMBLY, Camera door close sta 311 second. . . . . . 
Section to sta 354 

ASSEMBLY, Emergency camera door open from tee . . . . 
sta 340 aft to hose fitting sta 380 RH 

ASSEMBLY, Camera door open from tee sta 345 . . . . . 
aft to tee sta 370 RH 

ASSEMBLY, Camera door close sta 354 to restrictor RH. 
ASSEMBLY. . . . Dax 
ASSEMBLY, Camera door open from tee sta 370 . . . . . 
aft to hose fitting sta 380 RH 

ASSEMBLY. . $4 £o € 4o. 0 ο δν Ros, ὁ ὁ 
ASSEMBLY, Camera door open bulkhead elbow in shuttle. 
valve to bulkhead elbow in cyl RH upper oblique door 


. 


UNITS 
PER ASSY. 


Ref 
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' FIGURE 307 - RH FUSELAGE STATION 224-5/8 TO STATION 311-7/16 LOWER HYDRAULIC EQUIPMENT 
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AN 01-60AABA-4 
FUSELAGE (Cont) 


ee ο ο 


. 


. 


PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
No Number RH FUSELAGE STATION 224-5/8 TO STATION 311-7/16 LOWER... 
HYDRAULIC EQUIPMENT (see fig. 303 for next assembly) 
AN837-4D io ELBOWS: sa aa w ον αν ve ο 9 es de 
AN960D716 WASHER. 2-4. 4 Seve. Ὁ 4e OB Se acta a A eee Sede ai 
AN924 -4D es NUDE ᾱ. RS A ae RSS A 
ΑΝΘΟΤΤ-6 sco VALVES » fo ος. ιο PO. im OL T E €. A 
ANS15-6D . ae UNIONS sors, a 0€" ee 1 39:808 Ὁ a O eS 
AN6289-6D S NUT. ος ο ᾳ Ὁ a Oe Cue GA RE qo S 
AN6291-6 2 ARING 203 oe ας Heol δν ος Save Sal Gop Sor Oe PO US, RRA dy 
AN6290-6 e GASKET 2 $040 Ὁ ο Ὁ ερ ος ὁ Wow NA ᾱ- er WC, es ὦ 
175-58191 . BRACKET, Hydraulic bomb door cylinder shuttle valve. . 
ATTACHING PARTS 
AN3-15A s BOLT. ο ο say E oum dm eR woe UNS 0 09 Sw 
AN520-10R10 d SCREW; ο ο ο ὁ 5 ὁ ο ὁ AAA a a 
AN960D10L « WASHER. 4 ο e 4 ο ὁ € € ὁ ὁ ὁ 9 δ ὁ 1 (d cv Ὁ o ὁ ὁ $05 
AN365-1032. τ. ο O O 
ec iiis PE 
AN926-6D a ΤΕΕ 6.6 Ὁ 9 ὦ, 99-29 AAA ΚΦ δ. qoc Vac ο ἃ. 9 6 
196-6-2.8H . FLOW REGULATOR (WAEC). . +. +. +» +. +. +... eee ono ewe 
AN819-14D + REDUCER . . . eee e» * ὁ 9 ο ο ὁ ο 4 2 9 59 ὁ « » 
AN837-6D . ELBOW. ... OT TEUER ME X a ee 
196-6-1.2H 7 FLOW REGULATOR (WAEC). (ver ν Ὅν EROR m SEINS We νο 
AN833 -6D s ELBOW  &)€ Mer o9 -ᾱ- 0 C$ ο sum deo ὃς ᾱ- 4) ᾱ M ο A qu 8 
AN815-4D ... UNIONS αν... ο 50x ὁ REA ἃ 4 E ὁ ὁ φ.. o ο. Φι A 
MS28741-4-20 e HOSE ASSEMBLY. , . . +. . © «© «© «© «© ὁ © © © © © © 5 ο ο 
MS28741-4-10 . HOSE ASSEMBLY. . è « ο ὁ ο ο © «© © © 5 © © © ὁ wo 2. ο ο 
AN6292-6-13 . HOSE ASSEMBLY. . « ο ο ο ^ . 9 9 ὁ ee © ὁ ὁ ὁ © ο 5 f] 
AN6292-6-12 . HOSE ASSEMBLY. . . . ΠΝ ACC TEC v rm We $us 
175-58803-91 . LINE ASSEMBLY, Bomb doors close from union station 237 
to reducer in tee station 262 RH 
175-58816-45 . LINE ASSEMBLY, Bomb doors open elbow on manifold to tee at 
fuselage station 243 RH 
175-58811-13 . LINE ASSEMBLY, Bomb doors opon tee at station 243 RH to. . 
union at station 271 RH 
175-58803-85 . LINE ASSEMBLY, Bomb doors open from union station 268 RH . 
to union station 311 RH 
175-58803 -93 . LINE ASSEMBLY, Bomb doors close from union in tee station. 
262 RH to union station 298 RH 
175-58805-11 . LINE ASSEMBLY, Emergency bomb doors open union station 
305 RH to elbow station 271 RH 
AN832-6D « UNIONS 4 κα «4 3*0 ο o a AA AR 
AN6289-6 wi μμ a othe a, ores fale Cede DE x Te | ole ο USLTS 
AN6291-6 2 RING. L adel cere ouk cmo τα ο A ο ο ο ο 
AN6290-6 6 GASKET aq deck rw ᾱ κι 0 cO EU, A κα. αν -ᾱ Ὁ ϱ-ᾱ 
AN815-6D y UNION: κ e e aw, we CR 
AN6290-6 s GASKET κ. 4 6o 4 Ὁ ak he GO κ ο, oo AAA 
AN919-6D s REDUCER. = s a @ ο κάθε ORO ew 
AN6290-6 » GASKET ον 4 4. wo» o» c RR κ Ww κ.α ow AAA 
AN837-4D ob ELBOW e ae. da Var um ο e ran οσο 
AN6289-4 v. NUT ο αν ο de Here OF orl wt ους 
AN6291-4 n RING as ο ὃς ος Hex ος, dos τας ος Je ceo Joy ὦ το Bee A Sey cel ο ώ: uw 
AN6290-4 + GASKET . . ο ο « © 9 . ὁ ὁ ὁ ww ὁ ο ο eh ὁ ο ὁ ο ο ο 
AN893 -2D . SSUSHING: 2  ᾱ Ὁ we 9 ἡ, e de 4' 4 es C -ᾱ-  ό 
AN6290-6 e GASKET . 2. 2 ο ο ο ooo 9 e ο e c ὁ ο ὁ ὁ ὁ 4 ὁ ο ew ο 





e. . 2] 2 | t1 | 5 »» ::». 
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UNITS 


PER ASSY. 


Ref 


e 9 9 9 ew 9 ο ο ο 


m 
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a 1 
9 1 
. 1 
. 1 
. 1 
E 2 
. 2 
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. 2 
. 2 
. 1 
. 1 
. 1 
. 1 
. 1 
. 1 
. 1 
. 1 


USEABLE ON 


CODE 


555 





Section || 


Group Assembly Parts List ΑΝ O1-6OAABA-l 
FUSELAGE (Cont) 






(STA 424. 625) 


1 
(STA424. 625) R 
4 Da a à 





44 





" wi 
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H-17$-58-48P 
FIGURE 308 - LH FUSELAGE INTERMEDIATE SECTION HYDRAULIC EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
308 175-58043 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage LH intermediate. . . Ref X 
Section (see figure 300 for next assembly) 

-1 AN832-5D s UNION. 1 0l ο aise ο. POM Soe ταν “gi age Se. οί 2 X 

-2 2W1V33-24-62 . WASHER, Plain (NA) IN CAP IE E UE P TREES 2 X 

-3 AN960D816 5 WASHER i νο ον ο 5 μι ο ο ο as ὦ ὦ SURE c ο ο ιν 2 X 

-4 ANQ24-5D μμ νο ces η, τ Ley Wan, ο κ eve αμ at "a κ. 2 X 

-5 ANS16 -6D sn UNION $2. BAS )sx: x De iSo eure ei t oe cda Sie A en Den di io 8 X 

-6 175-58817-63 + LINE ASSEMBLY, Emergency wing flaps down bulkhead union. , . 1 X 
station 224-5/8 to union station 245 

-7 175-58806-91 . LINE ASSEMBLY, Emergency landing gear down tee station... 1 X 
224-5/8 bulkhead to tee station 245 

-8 175-58806-23 . LINE ASSEMBLY, Emergency jet door close bushi fuselage . . 1 X 
station 224 to union fuselage station 26% 

-9 AN815-5D ὁ; ὍΝΙΟΝ; 0-06 τς erik 4969 v uos ατα te oS O Gow ee 8S 15 X 

-10 AN815-4D s CUNTON it Sects: what esd ans A a OIE le 7 X 

-11 175-58806-9 . LINE ASSEMBLY, Emergency brake pressure LH union fuselage. . 1 X 
station 235 to elbow fuselage station 267-1/2 

-12 175-58806-11 . LINE ASSEMBLY, Emergency brake pressure RH union fuselage. . 1 X 


Station 235 to elbow fuselage station 267-1/2 
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308-13 175-58806-5 . LINE ASSEMBLY, Arresting gear up union fuselage station 230. 1 


to union fuselage station 265 


4 


-14 175-58817-61 . LINE ASSEMBLY, Arresting gear retract return union fuselage. 1 X 
. i station 245 to union fuselage station 275 
-15 AN824-5D ; "Eoo" X 
-16 175-58826-39 . LINE ASSEMBLY, Emergency landing gear down tee station 245 , 1 x 
to union station 239-3/4 
-17 175-58815-23 . LINE ASSEMBLY, Emergency landing gear down tee station 245 . 1 X 
to union station 290, 
-18 175-58815-21 . LINE ASSEMBLY, Emergency wing flaps down union station 245 . 1 x 
to union station 291 
-19 175-58806-25 . LINE ASSEMBLY, Emergency jet door close union fuselage . . . 1 X 
station 264 to union fuselage station 311 
-20 175-58815-25 . LINE ASSEMBLY, Arresting gear retract return union fuselage. l X 
Station 278 to union fuselage station 305 
-21 175-58806-7 . LINE ASSEMBLY, Arresting gear up union fuselage station 265. 1 X 
to union fuselage station 308 
-22 AN832-5D a UNION: ra a a w WS o a Tar ο. X 
AN960D816 S (WASHER? Ou. 06 αν. τί τειν οφ Se, 9 γα αἱ EAM LE ο. ο epu «Ῥ X 
ANQ24-5D o NUT se. base uc e VIP ο M ie a Miah e eo Se ete Jah Lr us ο ο... X 
-23 175-58806-15 . LINE ASSEMBLY, Emergency brake pressure LH elbow fuselage. . 1 X 
station 267-1/2 to union fuselage station 284-9/16 
-24 175-58806-13 . LINE ASSEMBLY, Emergency brake pressure RH elbow fuselage. . 1 Xx 
station 267-1/2 to union fuselage station 284-9/16 
-25 175-58806-19 . LINE ASSEMBLY, Emergency brake pressure LH union fuselage. . 1 X 
Station 284-9/16 to union fuselage station 311 
-26 175-58806-17 . LINE ASSEMBLY, Emergency brake pressure RH union fuselage. . 1 X 
station 284-9/16 to union fuselage station 311 
-27 175-58806-3 . LINE ASSEMBLY, Emergency landing gear down union fuselage. . 1 X 
station 342 to elbow fuselage station 368 
-28 175-58815-15 . LINE ASSEMBLY, Emergency wing flaps down union station 291 . 1 X 
to reducer station 365 
-29 175-58815-17 . LINE ASSEMBLY, Arresting gear retract return union fuselage. 1 x 
station 305 to union fuselage station 365 
-30 175-58815-19 . LINE ASSEMBLY, Arresting gear up union station 306..... 1 X 
to union station 36 
-31 175 -58806-55 . LINE ASSEMBLY, Emergency jet door close union fuselage . . . 1 X 
station 311 to union fuselage station 342 
-32 175-58806-39 . LINE ASSEMBLY, Emergency brake pressure LH union fuselage. . 1 χ᾽ 
station 311 to-union fuselage station 342 ` 
-33 175-58806-37 . LINE ASSEMBLY, Emergency brake pressure RH union fuselage. . 1 X 
station 311 to union fuselage station 342 
-34 175-58806-45 . LINE ASSEMBLY, Emergency jet door close union fuselage 342 . 1 X 
to union fuselage station 368 
-35 175-58806-43 . LINE ASSEMBLY, Emergency brake pressure LH union fuselage. . 1 X 
station 342 to union fuselage station 368 
-36 AN815-5D 2 UNION. I 10. 409. 08. ο iy Cu DE e LE le Re e X 
-37 175-58806-31 . LINE ASSEMBLY, Emergency wing flaps down reducer fuselage. . 1 x 
station 368 to elbow fuselage station 370 
-38 175-58806-35 . LINE ASSEMBLY, Emergency jet door close union fuselage . . . 1 X 
station 368 to union fuselage station 370 
-39 175-58806-33 . LINE ASSEMBLY, Emergency landing gear down elbow to elbow. . 1 x 
at fuselage station 370 
-40 175-58806-27 . LINE ASSEMBLY, Emergency brake pressure RH union fuselaze. . 1 X 
station 368 to elbow fuselage station 370 7 
-41 175-58806-29 . LINE ASSEMBLY, Emergency brake pressure LH union fuselage. . 1 X 
Station 368 to elbow fuselage station 370 
-42 175-58806-49 . LINE ASSEMBLY, Arresting gear up union fuselage station 368. 1 X 
to union fuselage station 399 
-43 175-58806-47 . LINE ASSEMBLY, Arresting gear return union fuselage. . . . . 1 X 
8tation 368 to union fuselage station 392 
-44 175-58806-51 . .LINE ASSEMBLY, Arresting gear up union fuselage. . . . . « . 1 X 
station 392 to union fuselage station 424 
-45 175-58806-53 . LINE ASSEMBLY, Arresting gear return union fuselage. . . . . 1 X 
station 392 to union fuselage station 424 
-46 AN832-4D ΜΟΝΟ. E eo eet SE ALA ee Se EN S: "E - X 
AN960D716 e WASHER 4. ὁ ὁ 2$ se os a -ᾱ- κ á ο ο AD O ο “6 X 
AN92! -6D v UNUT S o$ we» ceci, mw ο oe fo teh ο ου S ο... G X 
-47 AN832-6D + UNION. ο. e ὁ ο ὁ e. ο s ὃν νῷ ver ox a cy S dei. «Ὁ X 
AN960D916 s WASHER: 4 L0 eo» 3 κ ο α o») -ᾱ ϱ des ον God ae Meni, tesa de 50 X 
ANQ24-6D AA ο RC Se RR we Ὁ, Ὁ X 
-48 175-58815-47 . LINE ASSEMBLY, Arresting gear retract return union fuselage. 1 x 
station 455 to bulkhead union 424 
-49 175-58815-49 . LINE ASSEMBLY, Arresting hook up bulkhead union station. . . 1 X 
: 424-5/8 to union station 456 
-50 175-58815-51 . LINE ASSEMBLY, Arresting gear retract return union station . 1 x 
485 forward to union station 455 
-51 175-58815-53 . LINE ASSEMBLY, Arresting hook up union station 485 forward , 1 xX 
to union station 455 : ; 
-52 175-58816-35 . LINE ASSEMBLY, Arresting gear retract union station 485. . . 1 X 
to union station 546 
-53 175-58816-37 . LINE ASSEMBLY, Arresting gear retract return union fuselage. 1 X 


station 547 to union fuselage station 485 
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FIGURE 309 - LH INTERMEDIATE. FUSELAGE HYDRAULIC EQUIPMENT INSTALLATION 


STA 424.625 


H-175-58-102 








FIGURE & 


INDEX NUMBER 


309 





PART 
NUMBER 


175-58083 
AN919-13D 
AN6290-4 
AN926-4D 
AN815-4D 
175-58829-75 
AN832-5D 
2W1V33-24-62 
ANQ60D816 
ANQ24-5D 
AN804-5D 
2W1V33-24-62 
AN960D816 
AN924-5D 
175-58829-83 
175-58829-81 
175-58829-59 


AN815-6D 
175-58829-63 


AN815-5D 
ANQ24-5D 
175-58829-61 
175-58826-39 


175-58811-7 
175-58811-9 


AN821-5D 
175-58829-87 


175-58829-85 
175-58829-39 
175-58829-47 
175-58829-45 
175-58829-41 
175-58829-43 
AN832-4D 
AN960D716 
AN924-4D 
AN832-6D 
AN960D916 
ANQ24-4D 
175-58829-35 
175-58829-37 
AN832-5D 
AN960D816 
AN924 -5D 
175-58829-89 
175-58829-91 
175-58829-21 
175-58829-23 
175-58829-25 
175-58829-31 
175-58829-33 
175-58829-29 
175-58829-27 
175-58829-11 


175-58829-9 


UNITS USEABLE ON - 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
HYDRAULIC EQUIPMENT INSTALLATION, Fuselage LH intermediate. Ref BR π 
(see figure 300 for next assembly 
$ “REDUCER cu ps to hoe a e AXE vU. WR EL 1 BR 
s GASKET ο Leonie ο ο ο ο ο docu e cw ο 2 BR 
Lc CUBE. 2 x ES E - Ρ E A 1 BR 
UNIONS ο φαν oz) ον. AR Dd A ος τος ώς Ἂν ON 9 BR 
LINE ASSEMBLY, Arresting hook return union station 228 . . 1 BR 
to reducer in female tee station 224 
& UNION... ο e. το νο ο ο πο ο Ea ae RD 2 BR 
. WASHER, Plain (NA). . . x ds Gas sates T IEEE 2 BR 
. WASHER . e « « « o... .. . . — HA 2 BR 
e NUT; ause ο ο o5» s 5 ΠΝ HEC 2 BR 
ο ο 0 4559 ο an m obser RES oen ο D E eas 1 BR 
« WASHER, Plain (NA). . . woo x o9 xe 9 eo $9 3 ον -ο- κ ὁ 1 BR 
s WASHER 2.24 rar a URS vC TR e A Tel m ουδ 1 BR 
E NUTS. o died | Gea se cae pes UI oe ο pis e! D oe Toe στ Cie, ge Duo ce 1 BR 
. LINE ASSEMBLY, Emergency landing gear down bulkhead. . . . . 1 BR 
tee station 224 to male tee station 247 
. LINE ASSEMBLY, Emergency flaps down bulkhead union . . . .. 1 BR m 
station 224 to union station 245 
LINE ASSEMBLY, Emergency jet door close union station. . . . 1 BR [| 
269 to union station 224 
Sy CON LON as SS a mes. ο a de ας 3 BR A 
. LINE ASSEMBLY, Arresting hook up union station 263 to. . 1 BR 
union station 228 > 
UNION; 4 Ὁ ο. a Ree eh ne i ος RE a e Vege da v 405 19 BR 
po μμ ο O A A O RE 1 BR 
LINE ASSEMBLY, Arresting hook return union station 268°. . 1 BR 
to union station 228 
. LINE ASSEMBLY, Emergency landing gear down tee station . l BR 
245 to union station 239-3/ 
. LINE ASSEMBLY, Emergency brake pressure union at sta 242 R 1 BR 
. LINE ASSEMBLY, Emergency brake press. union at station . ‘ 1 BR 
264 to 90° elbow at station 247 
^ SLB OW 6 ses ο A Rm Le QUIS ο en E 1 BR 
. LINE ASSEMBLY, Emergency landing gear down male tee. e. 1 BR 
station 247 to union station 293 
. LINE ASSEMBLY, Emergency flaps down union station. . . . . 1 BR 
245 to union station 292 
. LINE ASSEMBLY, Emergency jet door close bulkhead union . 1 BR 
station 311 to union station 269 
. LINE ASSEMBLY, Arresting hook return bulkhead union. . . .. 1 BR 
station 284 to union station 268 
. LINE ASSEMBLY, Arresting hook up bulkhead union station. . . 1 BR 
284 to union station 263 
. LINE ASSEMBLY, Emergency brake pressure bulkhead union . . . 1 BR 
Station 311 to union station 265 LH brake 
. LINE ASSEMBLY, Emergency brake pressure bulkhead union . . 1 BR 
Station 311 to union station 263 RH brake 
. UNION. . . . . Qu A, a servio κο, ο. 287 αν ts vit ος $ usos 2 BR' 
. WASHER da ο uw (cb PET s CS ES i s 2 BR 
e NUT. 2 2 2. 67] QUIE αφ ἕωρς É P" sde 2 BR 
g "UNION. i: 2.2609 i 9 oe -ᾱ . . .. 9 . . ὁ ο t ο n9 n 2 BR 
s WASHERS a 5 ὧν ο ana ne V eis ο ποιος 9 BR 
E NUTS mo o s A ID qt ta Lie ο... 2 BR 
. LINE ASSEMBLY, Arresting hook up union station 346 . . . . 1 BR 
to bulkhead union station 28A 
. LINE ASSEMBLY, Arresting hook return union station... ve 1 BR 
309 to bulkhead union station 284 " 
2 UNION. 5 ue ue ce ouis eoa ves a αν A ο ο RET Ro e 8 BR 
s GWASHER a Maner os ceu esum ee ον mi m ον νέα. e Ie Rs 8 BR 
ο μα cond wh, ae ο ο ο te SG een τῶν LaL νος, δ. a? Tes ce 8: BR 
. LINE ASSEMBLY, Emergency landing gear down union station . 1 BR 
293 to union station 364 
. LINE ASSEMBLY, Emergency flaps down union station 292. . . 1 BR 
to union station 365 
. LINE ASSEMBLY, Arresting hook return union station . or 1 BR 
366 to union station 309 
. LINE ASSEMBLY, Arresting hook up union station 365 sted 1 BR 
to union station 310 
. LINE ASSEMBLY, Emergency jet door close union station. 1 BR 
364 to bulkhead union station 311 
LINE ASSEMBLY, Emergency brake pressure union station. . . . 1 BR 
345 to bulkhead union station 311 LH brake 
. LINE ASSEMBLY, Emergency brake pressure union station. . . 1 BR 
346 to bulkhead union station 311 RH brake 
. LINE ASSEMBLY, Emergency brake pressure union station. . . η `- BR 
363 to union station 364 RH brake 
LINE ASSEMBLY, Emergency brake pressure union station. . 1 BR 
:362 to unión station 345 LH brake 
. LINE ASSEMBLY, Emergency jet door close union station. " 1 BR 
364 to union station 374 
LINE ASSEMBLY, Emergency flaps down union 365 to . . T 1 BR 
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SS ημας o — μμ A. T 
PART UNITS USEABLE ON 


FIGURE € 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
309-42 175-58829-3 . LINE ASSEMBLY, Emergency brake pressure union station 362. . . 1 BR 


to union station 374 LH brake 


-43 175-58829-7 . LINE ASSEMBLY, Emergency landing gear down union station . . , 1 BR 
364 to union station 374 

-44 175-58829-5 . LINE ASSEMBLY, Emergency brake pressure union station 363. . . 1 BR 
to union station 374 RH brake 

-45 175-58829-19 . LINE ASSEMBLY, Arresting hook up union station 390 to union, 1 BR 
station 365 

-46 175-58829-17 . LINE ASSEMBLY,. Arresting hook return union station 391 to. . 1 BR 

: union station 366 

-47 175-58829-15 . LINE ASSEMBLY, Arresting hook up bulkhead union station 424, , 1 BR 
to union station 390 

-48 175-58829-13 . LINE ASSEMBLY, Arresting hook return bulkhead union station. . 1 BR 

. 424 to union station 391 

-49 175-58815-39 . LINE ASSEMBLY, Arresting hook up bulkhead union station. . . . 1 BR 
424-5/8 to union station 456 

-50 175-58815-47 . LINE ASSEMBLY, Arresting gear retract return union fuselage. . 1 BR 
station 455 to bulkhead union station 424 

-51 175-58815-53 . LINE ASSEMBLY, Arresting hook up union station 485 forward . . 1 BR 
to union station 455 

-52 175-58815-51 . LINE ASSEMBLY, Arresting gear retract return union station . . ] BR 

᾿ 485 forward to union station 455 

-53 175-58816-37 . LINE ASSEMBLY, Arresting gear retract return union fuselage. . 1 BR 
station 547 to union fuselage station 485 

-54 175-58816-35 . LINE ASSEMBLY, Arresting gear retract union station 485. . . . 1 BR 


to union station 546 


-55 175-58235 . SUPPORT ASSEMBLY, Hydraulic lines. . SA ie 5 BR 
AN3-22A τον RO) BR 
AN960D10L & WASHER x το ιν be O νῷ. OD αν te de s 94 4 20 BR 
AN365-1032 s NUTS a ar Vander ie" cue dem NE, eene UR Sd OO Sox κ Ρα 10 BR 

-56 175-58240 . SUPPORT ASSEMBLY, Hydraulic lines. . . . . s . . . . . . . 5 BR 
AN3-30A 5, BOLT ον Gib uode (scie Sar τῶ; er ai ο «δ fe tan es fe d ὀρ eso real cce, 0 BR 
ΑΝΘΘΟΡΙΟΙ, v WASHER% mos 3 0k WT» ο Desde ον δα, μα ος m πρὸ, wh ώρα) DO BR 
AN365-1032 gta Μο ο ο ο O BR 

-57 175-58209 . SUPPORT ASSEMBLY, Hydraulic lines. . . . . . . . .. . .. .. 7 BR 
AN3-22A 4 BOLT Εμ eremo. ο dete ire: Ue ecd vee ο ο Ὁ veter LE BR 
ANQ60D10L s WASHER s oy ο ο caer ο ο Yor SE, Lue ο Oh ge a (OB BR 
AN365-1032 - NUTS. RI γιοι wy ere cet ο IBC GEE! ο. “eh ce, Oe Recieve ws cee di BR 

-58 175-5822 . SUPPORT ASSEMBLY, Hydraulic lines. . . . . . . . . . . νο ον 2 BR 
AN3-22A x BOT os € X^ ww bia e δν we IC ee wire Gad OR coL tan wpe ο. οᾱ te LA BR 
AN960D10L ^ WASHER o E aa a e pode. τς «8 BR 
AN365-1032 e JAR AR BR 

-59 175-58234 . SUPPORT ASSEMBLY, Hydraulic lines. . . . . e . +... s ων .. 1 BR 
AN3-17A on PE" eR ES a) le we ae le ae Ge Ὢ BR 
ΑΝΘΘΟΡΙΟΙ, S WASHER: Cw ο $ed S409 ο ο Ὁ -ᾱ ro A δὲ ο ου... ΒΗ 
AN365-1032 v SNUT. AM ds ὃς A A DR A sa e a όντων 28 BR 
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H-175-58-81 
FIGURE 310 - HYDRAULIC BOMB DOOR SHUTTLE VALVE ASSEMBLY 
FIGUR & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER L 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
310 1460-58089 . VALVE ASSEMBLY, Hydraulic bomb door shuttle. . . . . . . . . Ref 
see figure 300 for next assembly) 
-1 134-58335 + . RETAINER, Hydraulic shuttle valve . . . . . « s s e e è 1 
-2 AN6290-5 $e: w^ GASKET. ο O O6 im o rat i ATUS Bi ton! ut Ὦ at fo tere 1 
-3 141-5833 . . SPRING, Hydraulic shuttle valve . . . . . s s s +. c ο 1 
-4 Commercial . . BALL, 11/3? diameter stainless steel. . . . . . . . eo 1 
-5 140-58418 . . FITTING, Hydraulic bomb door shuttle valve. . . . . . . . 1 
-6 146-58249 + . FITTING, Hydraulic bomb door shuttle valve. . . . . . . . 1 
1 141-58333 ᾿ . . SEAT, Hydraulic shuttle νᾶῖνοα.............. 2 
- 134-58331 * - . VALVE, Hydraulic shuttle. . . . . . ss se s sec ο +... 1 
-9 146-58250 * . . BODY, Hydraulic bomb door shuttle valve . . . . . . . s 1 


* Each valve and body combination are selective fit and are not to 
be stocked or ordered separately. 
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H-175-58-47C 


FIGURE 311 - RH INTERMEDIATE FUSELAGE HYDRAULIC EQUIPMENT INSTALLATION 
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FIGURE & 
INDEX NUMBER 


311 


-1 
-2 


PART 
NUMBER 


175-58042 


A6010 
160-58137 
AN520-10R10 
AN960D10L 
AN365-1032 
AN815-12D 
AN6290-12 
AN833-12D 
AN6289-12D 
AN6291-12 
AN815-8D 
175-58810-87 


AN832-8D 
2W1LAL-49-32-91 
ANQ24-8D 
175-58810-89 


AN815-8D 
175-58810-91 


175-58810-93 
175-58810-95 
175-58810-57 


AN832-5D 
AN960D816 
ANO24D5 
175-58815-7 


175-58815-9 


AN815-5D 
175-58810-39 


175-58810-61 
175-58810-43 
175-58810-41 
175-58815-13 
175-58815-11 


196-8-4.0 
AN919-15D 
AN6290-8 
AN815 -10D 
175-58825-57 


175-58825-59 
175-58825-53 
175-58825-55 
175-58810-47 
175-58810-49 
175-58810-45 
175-58810-25 


AN832-8D 
AN924D8 
AN960D1216 
AN832-4D 
ANQ24D4 
ΑΝΟΘΟΡΤΙ6 
196-8-4 .0 
AN6290-8 
AN832-8D 
ANQ24D8 
AN960D1216 
AN815-8D 
196-6-2.0 
ANQ24D8 
AN960D1216 
AN832-8D 


1 


UNITS 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
HYDRAULIC EQUIPMENT INSTALLATION FUSELAGE, Intermediate RH. . . Ref 
(see figure 300 for next assembly) 
RELIEF VALVE, Balance outlet inverted (VNMB). . . . . . . . 1 
SUPPORT ASSEMBLY, Hydraulic pressure priority valve. . . . . 1 
SCREW: 1.4.6.7 7e 9 δις ᾱἳ ο s Shee we, Yan -ϕ "EC 4 
WASHER: 60a. «4 3.05, be WO ον Ue CE S ette eet: «8 
NUT... ο ος ὦ -ᾱ od Ὁ ο ο a 3 νυν a 
UNION. .;.« a 5.4 ο ὁ ο τόσ γώ” ο πο. I 
GASKET ¿sii ὁ. 0 $o43:1)3 A 9 ὁ; ὃν US RV. μη a Wy Wwe 2 
ELBOW... 2.09 994 oom ος ο ot eo We Ges, Sty E ώρας 1 
NUT. . 499 ᾱ. ὁ 5 ρθρο όρο ME E MV ADU 1 
RING &.. . ο 6o 9 o9 o3» v 4s . raw ROTE C SES 1 
DNION.. 2.22 ο ο ο a T ο a ο ο A an ο 1 
LINE ASSEMBLY, Elevator and rudder boost return union fus. . 1 
station 254 to union fuselage station 311 
UNION. 4:2. m3 ea 6 e cea ο e ο DEA GV EHE ο 1 
WASHER, Plain (NA). . νο. 8 4 e εν o ο αν 9 ο ο E 
NUT. a ouo πο ο E E το ο ο UAR TUM A 1 
LINE ASSEMBLY, Elevator and rudder boost return union fus. . 1 
station 311 to union fuselage station 324.5 
UNION. 4.2 03.9.19. o IE m x A BN Gad Cad τοὶ i, aN say Le aaa woe 5 
LINE ASSEMBLY, Elevator and rudder boost return union fus. . 1 





AN 01-60AABA-4 
FUSELAGE (Cont) 


station 324-1/2 to union fuselage station 337-1/2 

LINE ASSEMBLY, Elevator and rudder boost return union fus. . 
Station 337-1/2 to union fuselage station 375-1/2 

LINE ASSEMBLY, Elevator and rudder boost return union fus. . 
station 375-1/2 to elbow fuselage station 424 

LINE ASSEMBLY, Rudder and elevator boost pressure elbow fus. 
station 404 to elbow fuselage station 424 

UNION, i-e 33 29 0 ὁ ο By ο RY a (mln 

WASHER. s a 40x59 0 ane UR Ὁ a A AR cy ο σι ο ον τού 

NUT it b iR ο ο ο E m ο E ο ο ο si MA ὁ 

LINE ASSEMBLY, Jet air duct door open union station 367 to . 
bulkhead union station 399 

LINE ASSEMBLY, Jet air duct door close union station 369 to. 
bulkhead union station 399 

UNION. npo $i. 7m ο 29 e a e e ia DT UR os 

LINE ASSEMBLY, Jet door close union fuselage station 324 to. 
union fuselage station 358 

LINE ASSEMBLY, Jet door open union fuselage station 324 to . 
union fuselage station 358 

LINE ASSEMBLY, Jet door close union fuselage station 294 to. 
union fuselage station 324 

LINE ASSEMBLY, Jet door open union fuselage station 290 to . 
union fuselage station 324 

LINE ASSEMBLY, Jet air duct door close union station 251 to. 
union station 293-1/2 : 

LINE ASSEMBLY, Jet air duct door open union station 249 to . 
union station 289 

REGULATOR (WAEC). . . > . 

REDUCER. . . . . . . . . . 

GASKET ........ . . 

UNION. ,......:. NE 

LINE ASSEMBLY, Boost system supply union 
elbow station 370 

LINE ASSEMBLY, LH aileron up flow regulator station 254 to . 
elbow station 370 g 

LINE ASSEMBLY, RH aileron up flow regulator station 254 to . 
elbow station 370 

LINE ASSEMBLY, Wing flaps up union fus station 324 to. . . . 
regulator fuselage station 344 

LINE ASSEMBLY, Drain union fuselage station 328 to tee . . 
fuselage station 254 

LINE ASSEMBLY, Wing flaps up union fuselage station 256 to . 
union fuselage station 324 

LINE ASSEMBLY, Wing flaps down union fuselage station 250. . 
to union fuselage station 328 

LINE ASSEMBLY, Air vent union fuselage station 35! to union. 
fuselage station 328 

UNION. . . . . . . « 

NUT. .. 

WASHER . 

UNION, . 


ee ee 
ee ee 


station 254 to. 


Qe se nee 
= 


9. 9 o9 9 0 0 9 o£. 9 c£; ὁ ο ο t1 


= 


up m 


et | 9 t] 09 n t 
e 9 ο t t n 9 t9 ο 
oe ee ewe 


W 


9 0. 9 9 o9 oa 9 0 9 ο 9 0  ὁ ο ο 
4 δν .. ο o9 9 0 9 39 ὁ 9 9 . ο ο 
e... 0 0 ὁ 4 9 9 9 ο ὁ  ὁ ο ο 

... . . 0 0  ὁ 9 4 9 ὁ «ια. 
e... 9 9 ὁ 9 o9 o 9 s 9 ο £3 14 
$9 . +. o9 s. 9 os s. 9 ο ο on o9 9 n 
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FIGURE & PART ] ; UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
311- s GASKET o oe us pao a Tw a cm ᾱν fe ος NI d τὸ Ee W 
-45 AN894D8-6 a BUSHING s de el Go oak eo e, e WDR Um A A 2 W 
-46 AN6290-6 . GASKET . . ae ea $^ 4E he -ᾱ "e à ΡΝ 4 W 
-47 AN919-12D es “REDUCER; xo 236m a Gap wie Ta ο et ο ο ο a 2 W 
-48 175-58810-53 . LINE ASSEMBLY, Wing flaps doen union fuselage station 324. . 1 AN 
` to regulator fuselage station 355 
175-58817-95 . LINE ASSEMBLY, Wing flaps down union fuselage station 324 to 1 W 
regulator fuselage station 355 
-49 175-58810-55 . LINE ASSEMBLY, Wing flaps up union fuselage station 324 to . 1 ΑΝ 
regulator fuselage station 344 
175-58817-93 . LINE ASSEMBLY, Wing flaps up union fuselage station 324 to . 1 W 
regulator fuselage st tion 344 
-50 175-58810-37 . LINE ASSEMBLY, Drain elbow fuselage station 375 to union . 1 
fuselage station 324 
-51 175-58810-51 . LINE ASSEMBLY, Air vent union fuselage station 324 to elbow. 1 
fuselage station 360 
-52 175-58817-65 . LINE ASSEMBLY, Wing flaps down breakdown elbow station 370 . 1 
to union station 355 
-53 175-58817-67 . LINE ASSEMBLY, Wing flaps up breakdown elbow station 370 to. 1 
union station 355 
-54 AN833-8D x “ELBOW a- a x» & X € o» X X ROMS ARE (O03 Be duse cC d 4 
-55 175-58810-63 . LINE ASSEMBLY, Air vent elbow fuselage station 362 to union. 1 
fuselage station 36 
-56 AN832-4D s "UNIONS 4 € €» a a ο. Ww cec ο E. moo doy ops οἱ a ow ie 1 
AN924D4 e NOT 4 ο 45099 .Ἡ ο AS 4 -ᾱ; a -ᾱ ος A e ce .ᾱ 1 
ΑΝΟΘΟΡΤΙ6 x WASHER 4 «oe & wc oa SOR AER Oe Se E ELE ᾱ 1 
-57 AN832-8D a "UNIONS e—Weaeccwm] ie gm A “ὁ has, IA ας lay Bor 97 ee e 2 
AN924D8 e MUT. & wow -xO* N M Bey ο ei LS Noy Le UR 2 
AN960D1216 zo WASHER a-o aoa «cx X» ms E X Xu» AAA RR ARA 2 
-58 AN833-10D s ELBOW) <a AAA A ος terc te 4 
AN924D10 A E We te φις ἡ coc eros os ao Cb 
AN960D1416 a WASHER 4 a a ῳ αὐ. ἃ OX AE AA AAA 4 
-59 AN919-6D + REDUCER. . « . ο » ^ © e ὁ ὁ ewe c e 0... ο ὁ ο 5 ο ὁ ο ο ο 9 
-60 AN6290-6 s. (GASKET ade 0X νο E 0€. κ.κ ÁO. ee ee ον. dr ΓΑ A T 
-61 AN6240-1 a FILTER 2 a a AE EA AAA AAA 2 
-62 5-1649-75 4, CHECK VALVE: (PA). s Ὁ 4. 93209 ox e o a A 
-63 AN814 -6D a PEUG AR ἃ εἰς ck Wee δν) c o. a τὰ Son «4, De ue 1 
-64 AN926-6D e MEE ae. ο νο A e le e AE a AOS 1 
-65 175-58810-59 . LINE ASSEMBLY, Rudder and elevator boost . . . . . . . . . . 1 F 
return elbow fus sta 420 to union fus sta 424 
-66 AN815-8D ^ ΤΟΝ 4L ο en Ὁ ge D E Uu ο qul ch s de] m Uv e Ip ο 1 BB 
AN833-8D v ELBOW... ν 606 wow $9 ο Ὁ αὶ $m E (oe ὁ ο eee ὁ 9 Ἡ 1 F 
-67 AN833-8D. e ELBOW: c a S a A ς ed δι m o x 1 F 
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PIGURE 312 - HYDRAULIC RELIEF AND BY-PASS VALVES PANEL ASSEMBLY 


H-175-58-120A 





USEABLE ON 


a PART UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
312 175-58073 PANEL ASSEMBLY, Hydraulic relief and by-pass valves. . . . . +. + Ref AC E 
(see figure 313 for next assembly 
-1 AA11362A . VALVE, Relief (VI). . . . . + Wiener S . * πο 1 AC 
-2 AN3-17A . BOLT. ... ο we ὁ ο ο . a ο ο P . Uu eL CR ὁ 8 AC 
-3 AN3-22A . BOLT. .. . - - . . © : s Pe A A 8ο 2 AC 
-4 AN960D10 . WASHER. . . «αι. AE . seoce 10 AC 
-5 NAS43DD3-74 . SPACER, Screw and bolt. . « . ^s s ον an dee “es “Se cé 4 AC 
-6 AN919-20 . REDUCER . . +. +. » «+. + Ν Stee ο ο ὦν Ὁ ο ου . 2 AC 
-7 AN814-12D . PLUG. . . « « . «νο ο "P ο RUE Teo URL es το; DR » H AC 
-8 AN6290-12 GASKET. esses m ese ei cate ie ce ES à 4 AC 
-9 AN893-19D . BUSHING . . . . - «ο .. è; ede ae E eiu cried 1 AC 
-10 AN6290-10 . GASKET. . . 2. ὁ 2 ee ew 9 ὁ . ; ος 5 1 Ας 
-11 AN6291-10 . RING. . ο PE ET PRAES A E vw. d. ve s 1 AC 
-12 AN6289-10D . NUT 20. ο ὁ : ὁ ὁ ὁ ὁ € ὁ c ἃ ο m, ο ς 5 ος 7e. τν -οᾱ . 1 AC 
-13 AN834- 10D . TEE (AN833-10D elbow used on 1, 2, 22-S). . . . d eris z 1 Ασ 
-14 23621 . VALVE, Hydraulic pressure relief (AP) . . . . +... ses . 1 AC 
-15 AN919-15D . REDUCER. . . . « ο ee e s ὁ ὁ Ὁ ο ο ee ὁ o ὁ ο o ο ο i ë 2 AC 
-16 AN6290 . GASKET. . . « 2. 2 se +. 2$. S a Sr ace, Corte % E 5 AC 
-17 AN6291-8 . RING. . 5. ο Gene . ο ο ος arn Ὁ 2 AC 
-18 AN6289-8D AA τν ve e, e es iR ον de a! τν, elem e ο s ν 2 Ας 
-19 AN833-8D ELBOW . « es 6 6 © ee we . 5. of a. ee ur ee ee ee a 1 AC 
-20 AN815-8D UNION . « 4 2 « 4 e ee ee ee ee we aaa ja cd SAC 
-21 25036 VALVE, By-pass (AP) . ο p ^ PE" MEE. 1 AC 
-22 AN833-6D ELBOW sesso ee ee te ο ds A M ΠΕΡ 1 AC 
-23 AN6289-6D NUT.. E ara a ο; πο ra $i. e MESS Aa «αὐ το 1 AC 
-24 AN6291-6 RING. v UE. dades vs $t rara SE s M E 1 AC 
-25 AN6290-6 + GASKET. . . . . . + +. Mer ie αν. is . 1 Ας 
-26 AN919-12D . REDUCER. . egre e qc. δν " M x nía 1 AC 
-27 ANS94D8-6 . BUSHING. . . . . . . ο HEN : . 1 AC 
-28 ΑΝΒΟΙΡΒ STEE o ο ο ecb ec ο ο ο ο O A 
-29 175-58878-15 . LINE ASSEMBLY, Elevator and rudder boost return from by-pass. 1 AC 
valve fus sta 393 to relief valve sta 390 ` 
-30 175-58878-13 LINE ASSEMBLY, Boost system return relief valve fus sta 390 . 1 BA m 
to relief valve fus sta 377 

-31 175-58072 . PANEL ASSEMBLY, Hydraulic relief and by-pass valve. . . . +. . 1 AC | 
-32 AN929-8 ZI CAP ΗΡΙ O EEN ο ehe, HE 
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FIGURE 313 - HYDRAULIC BOOST RELIEF VALVES AND FLOW DIVIDER PANEL ASSEMBLY 
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Group Assembly Parts List 


FOURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
313 No Number T HYDRAULIC BOOST RELIEF VALVE AND FLOW DIVIDER PANEL ASSEMBLY . . Ret E 

AND FITTINGS (see figure 300 for next assembly) 
-1 AN824 - 10D . TEE... Wei. Ὁ, der Ὃν "9^ cac. i. cw] L9: ere να ὁ. ο Rose «ο, αὶ “ὁ Ue 1 BC 
-2 466645 . FLOW DIVIDER (Bx) ————— BGs Be ιν ἕο; τν. τᾷ 1 BC 
-3 AN3-6A BOLD coc tery op ο ο oou fac RA ae 
AN960D10L «. WASHER. «' νο ο 919. co wv! oss ie wo us sU [es Wo wr lE. vete. Ae) Se. 4 BC 
-4 AN919-20D + REDUCER . . . . . . . ee. ο ο μα. E e vld τῳ s «5 1 BC 
AN6290-6 x GASKET Lu om. si wave c eum cede P. X T iml ws Sin as το s Se Ie ος NEP αν tes hs, 1 BC 
-5 AN815-6D a UNION ur “oe LARA A ο ο ο σα ο. 1 BC 
AN6290-6 s (GASKET zc um de Ὁ ο. δ τῳ νιὸς Im E e ο ο oe ου 1 RC 
-6 AN919-15D à& SREDUCER . ο o a e A X Xo dk ko O "C 1 BC 
AN6290-8 s GASKET; ο ο le m UE CECI Ve φε τος. s RT a Gee Ae de πο RE τοι ae 1 nc 
-τ 38428 «s PILTER (PUP) 59 doe ιν το Saat is a UNE aa 1 RC 
-8 AN3-22A e BOLT s s ο 9 wu ο ο ο a ae ae 2 BC 
AN960D10L e WASHER: uie 9s WIL chew Ὁ Ie a NU uem τν”, δισ RAS D nc 
-9 AN919-20D a? REDUCER: 4: y tar ed ο a Eo Gotten la, a o αν ? BC 
AN6290-12 s DBOASKET. wj 42443420: We ee τε: AD. τῳ. cR. "msc v qu εν a) WE ντ ιδ (IIS ος ὦ 2 BC 
-10 AN832-5D ο» UNION 4 bv ο ο I e nor ο πο I ce). IRE te i atar "e 2 nc 
-11 AN960D816 a “WASHER νο ο ο e ο Tes ο ο Ge" iaa 2 BC 
-12 AN924D5 VO PD NUT. ο UP rie ασ ος φαί -ᾱ-, a 109 πα DU ο -ϐ 2 BC 
-13 AN833-8D + ELBOW. . ο ο © ο e e ..2..02.o..o. o... ^» o... 0 c? ος 1 BC 
-14 AN832-8D e. UNION A aa ed iaa e “eis a a TAE 1 BC 
-15 AN960D1216 ο WASHER. νο a a ον. Ee as DELIS e le as 9 2 BC 
-16 AN924D8 . NUT... ‘ * . oa wo. eis ce Fw τος... OR. 80 
-17 175-58828-17 . LINE ASSEMBLY, Alleron boost return reducer in check. . . ο « 1 ΒΑ 
valve to 45” elbow in boost valve 
-18 175-58828-15 . LINE ASSEMBLY, Aileron boost pressure union buttock ... . . . BA 
11ne to union in boost valve 
-19 175-58828-19 . LINE ASSEMBLY, Aileron boost pressure male tee to . . . . ο ο l BA 
bulkhead elbow in boost valve 
-20 175-58828-21 . LINE ASSEMBLY, Aileron boost pressure union buttock . . . .. 1 BA 
line O to union boost valve eN 
-21 175-58828-33 . LINE ASSEMBLY, Aileron boost pressure bulkhead 90 . . . . . + 1 BA 
RH outboard to union buttock line O 
-22 175-58878-17 . LINE ASSEMBLY, Boost system pressure elbow fuselage . . . . . 1 E 
station 363 to relief valve fuselage station 377 
-23 175-58878-37 . LINE ASSEMBLY, Boost system return from tee fuselage. . . .. 1 BA 
station 369 to elbow fuselage station 363 
-24 175-58878-35 . LINE ASSEMBLY, Aileron boost pressure bulkhead 90 . . . . +. + 1 BA 
: RH side to uhion buttock line O 
-25 175-58878-33 . LINE ASSEMBLY, Aileron boost return tee fuselage. ...... 1 BC 
station 369 to tee fuselage station 369 
-26 175-58878-35 . LINE ASSEMBLY, Boost system return relief valve... ο. 1 BA 
fuselage station 377 to tee fuselage station 369 
-27 175-58878-23 . LINE ASSEMBLY,. Aileron boost pressure flow divider. . . . . + 1 ΒΑ 
fuselage station 393 to relief valve fuselage 
Station 390 
-28 175-58878-27 . LINE ASSEMBLY, Elevator and rudder boost pressure . . . . . . 1 ΒΑ 
flow fuselage station 393 to by- pass valve 
fuselage station 393 τ 
-29 175-58878-21 . LINE ASSEMBLY, Boost system pressure filter fuselage. . . . ο 1 J 
station 387 to flow divider fuselage station 393 
-30 175-58878-29 . LINE ASSEMBLY, Elevator and rudder boost pressure . . . . . . 1 ΒΑ 
by-pass valve fuselage station 393 to elbow 
fuselage station 400 
-31 175-58878-31 . LINE ASSEMBLY, Elevator and rudder boost return elbow . . . . 1 ΒΑ 
d fuselage station 400 to by-pass valve tee 
fuselage station 393 
-32 175-58878-19 . LINE ASSEMBLY, Boost system pressure relief valve . . . " 1 J 
fuselage station 377 to filter fuselage station 387" 
-33 175-58878-25 . LINE ASSEMBLY, Aileron boost pressure relief valve. . . . . . 1 BC 
fuselage station 390 to tee fuselage station 369 
-34 175-58073 . PANEL ASSEMBLY, Hydraulic relief and by-pass valves . . . . . l AC 
. (see figure 312 for detail breakdown) 
-35 AN520-10R8 x CREW wu αν € ROW ο ᾱ- a ae ee OW ee a e a UE 5 AC 
AN960D10L +. WASHER. . . . + REPRE E 5 AC 
-36 184 -58804-51 . LINE ASSEMBLY, Boost system pressure “elbow. fuselage EC ORA 1 nc 
station 363 to union at station 382 
-37 184 -58804 -55 . LINE ASSEMBLY, Boost system pressure tee at station . . . . . 1 BC 
387 to relief valve at station 377 
-38 184 -58804-59 . LINE ASSEMBLY, Boost system pressure union at . . . . . . .. 1 nC 
station 382 to filter at station 397 
-39 184-5880h -57 . LINE ASSEMBLY, Boost system pressure tee at station . . . . . 1 BC 
387 to flow divider at station 393 
-40 AN815-10D « MENDON e La a a RCA X040. woe E E ἡ ο δὲ o Bn 9T 6 1 BC 
-41 AN6289D10 w^ NUT aou ob Uk δὲ ον. e νι τει US ELE CAICOK Ue αρ οκ ἃ CX AI D ? BC 
-42 AN6291-10 s "RING. v. ο ο SU. ο ουν Si ον-ᾱ-οἳ κας, ο ο SAIC 
-43 AN6290-10 V UBASKET. £207 wo ox el ας δι δι κ ee Ve s COR UC VA de Ὡς 2 BC 
-44 AN833-10D e^ BOW qox 4209 a ee ιν en BG RA aa ές ναι μες aa μι αφ REO Πο ως) Ve 1 BC 
-45 AN784 -10D ate TEES ue ose AR ο ο ^ne ids a PED 1 nc 
-46 AN893-19D i BUSHING Lodo e A ες CE W^ IR ο 9 a els, Se eal μά 1 BC 
-47 AN919-20D x° REDUCER: a 1:59 ο ο ο CRI ο a μμ”. 1 BC 
AN6290-12 et» ες μπα Torre εὖ! LEX Esprit ο Par LIST rei oe, ο ολο Ὁ 1 nc 
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FIGURE 314 - HYDRAULIC BOOST RELIEF VALVE AND FLOW DIVIDER PANEL ASSEMBLY AND FITTINGS 
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ΑΝ O1-60AABA-l Group Assembly Parts List 


FUSELAGE (Cont) 


PART 


UNITS USEABLE ON 


INDEX NUMBER NUMBER 123 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
314 No Number HYDRAULIC BOOST RELIEF VALVE AND FLOW DIVIDER PANEL ASSEMBLY AND Ref BZ 
i FITTINGS (see figure 300 for next assembly) 
-1 AN925-10D ον CROSS τ a ον deos tue ou ern. a O Ang» ao La qmdem eR AS 1 BZ 
-2 AN919-15D . REDUCER . . . . . . . ο ο ea. εὐ ταὶ Fenced tis voy toe Toe Vor Care ety κα 1 BZ 
3 AN815-10D s UNION νο δι a a Met a «ο, ROS «Φα ee ae Pe ee SOS Y A 1 BZ 
-4 AN833-10D . ELBOW 6. 2o ew ee a Ie ο ah be: he ak Vales Bs Soe aa 1 BZ 
-5 AN893-151D ss “BUSHING νο ο τν. Sen c9 9. ee a US lE EL ο ὁ 1 BZ 
-6 AN833-8D > ELBOW NOME "——— 1 ΒΖ 
-T AN6289-8D Se NUTS V. roo ehe Wt Roe ue tol ο πο ο ασ. 1 BZ 
-8 AN6291-8 a πε μα ier ae ois mou Uu Deed mier eL ο E voce cal DC e ce 1 BZ 
-9 AN6290-8 2 CGASKED o “oreo! tar eru Rae τω ΝΟ ο ruo iS el vt "SL I vi 1 BZ 
-10 AN6289-10D e S eve EL woe rue Lev tns cese ee VU μμ ο ο 1 BZ 
-11 AN6291-10 « RING. « $e 3 m Poet etu! Hoc le λος DD RU 1 BZ 
-12 AN6290-10 . GASKET. . . 5 5 Ας ος Qi acolo ot Lad fea mente Ὃν ον 4 BZ 
-13 175-58806-59 . LINE ASSEMBLY, Boost system pressure union fuselage station . 1 BZ 
263 to union 
-14 175-58806-61 . LINE ASSEMBLY, Boost system return relief valve fuselage. . . 1 BZ 
station 369 to cross fuselage station 369 
-15 175-58806-63 . LINE ASSEMBLY, Aileron boost return union fuselage station. . BZ 
263 to cross fus sta 270 
-16 175-58806-65 . LINE ASSEMBLY, Aileron boost pressure relief valve fuselage . 1 BZ 
station 396 to union fuselage station 369 . 
-17 175-58806-67 . LINE ASSEMBLY, Boost system return relief valve fuselage. . . 1 ΒΖ 
station 396 to cross fuselage station 369 
-18 175-58806-69 . LINE ASSEMBLY, Aileron boost return cross fuselage station. . 1 BZ 
369 to union fuselage station 369 
-19 175-58806-73 . LINE ASSEMBLY, Aileron boost pressure flow divider fuselage . 1 BZ 
station 396 to relief valve fus. sta. 396 
-20 175-58806-75 . LINE ASSEMBLY, Rudder and elevator boost return union fus . . BZ 
sta 415 relief valve fus sta 398 
-21 175-58806-77 . LINE ASSEMBLY, Rudder and elevator boost pressure union fus . 1 BZ 
: sta 415 to flow divider fus sta 398 
-22 AN832 -6D . UNION in E Te uus ei ar a ads RA ο ate, Vek Pre aa 1 BZ 
-23 AN924 -6D s NUT S ο ο ο ce west Te UR NE ος a C NS mul οφ)... ra as VE BE 
-24 AN833-6D x ELBOW -ere a ew] 003 ee κ O9) a OR Αα. Soe Re ew 1 BZ 
-25 AN960D916 x. WASHER: a cU e ee σι Be Re AAA A A 1 BZ 
-26 AN833-8D x a A A E αν de ae we 2 BZ 
-27 AN924 -8D S NUD ciate ok “oon δν oe ο Jae Car ἀν w T I ο e Deo nea Ὁ ο” 
-28 AN960D1216 . WASHER. . . + e 9 c ο. 9 0 c» 9 * $ € 9» * ? 0 à * ο à 9 ο * ο 2 BZ 
-29 175- 58725 . PANEL ASSEMBLY, Hydraulic boost relief valve and flow divider 1 BZ 
ATTACHING PARTS 
-30 AN520-10R8 SCREW ........ p o eme home CX US “ee SS c V qum EIS eo aes ale, «6, BA 
-31 ANQ60D10L LIMASHER& L1) oy $m σος TR HR HD OR Re 9E Se ye ca Brus de. BA 
-32 AN365-1032 1^NUTO a o Io IRA ο eue a je Bye dowry. “δ; » ΒΖ 
dmi smi ql V oni ado 
-33 AA11362A . - RELIEF VALVE (VI). . 6 . «ο 8 © 6 0 © oe ee ee eee 1 BZ 
-34 AN3-17A a Ὁ ΒΘ ως αν ο) EA ey le n ee su" 3 BZ 
-35 ΑΝΟΘΟΡΙΟ + . WASHER . « « ο ο O ο m RU ο ο eT ο 3 BZ 
-36 AN919-20D e. “REDUCER aa RR AA CM COR A e -ᾱ ὦ 3 BZ 
-37 AN919-19D ode REDUCERS. je. εκ E A αν RA Ee ον τς a 1 BZ 
-38 AN814-12D . « PLUG... ο ww ο ο ww ο ww ^» o ὁ ^» ὁ c^ ὁ ^ e c 3 c3 c c 1 BZ 
-39 AN6290-12 s. GASKET econo de ta ae as cacao area aa. JO BZ 
-40 38428 .. he, FILTER (PUR) S e 199,00: om vno Sel, rm ο eye 6: Se aia ος 1 BZ 
-41 AN4 -27A oy ee BOLE v ($38 1ᾱ- ο) το, το) RR “ο; ο ο ο ο ο ο 2 BZ 
-42 AN96OD416L es WASHER 4. 3:306 Ὁ 3$ v» Sa) loa a m ia de Om Ψ αὶ 2 BZ 
-43 NAS43-4 -42 b as OPACER a o ce sae 6 en RR ce a AA TR a Ὁ 2 BZ 
-44 466645 « «PLOW DIVIDER (BX). & 4 ο ο lom e eo a Tw ὁ 1 BZ 
-45 AN3-7A oe BOLT Vw 90$ i-o vel ος a ovas eh A A AA 4 BZ 
-46 AN960D10 . é WASHER. ς Ce co a 5 ο ο) 4 a ee δν (ele ὁ a ὁ Ge 4 BZ 
-47 AN919-12D « . “REDUCER. . ο ο 4 ο 9 ὁ 5o e ὁ ο ὁ ὁ ὁ ο 9, ο 2 ὁ in 2 BZ 
-48 AN919-15D » SREDUGERS e € 4o ee BOR ae RA A A -ᾱ η e BZ 
-49 AN6290-6 c^ 4o GASKET oe cs. ob cae mo de ορ. ds C VEDI LOS e eoe E «ὁ, ο- «δις -ῳ e BZ 
-50 AN6290-8 "E ic 5 BZ 
-51 23621 . . VALVE, Hydraulic pressure relief (ΑΡ)... . . . . . . . . ο 1 BZ 
-52 AN3-17A eoe AMI ο ο ey we, ο | lor Gate ο” - 3 BZ 
-53 AN960D10 +. WASHER. . . +. 5 ἡ ο 6 ie cp. ο yg ο ο T. Om. a toe vel, 3 BZ 
-54 NAS43-3-74 . . SPACER, Screw and bolt . E odis ο He geret, (S ety cen Sa, AA 3 BZ 
-55 AN815-8D + . UNION. .... 4 e ο ο ὁ ὁ e € ο ὁ ὁ ο Ὁ ὁ α 3 BZ 
-56 175-58773 + . PANEL ASSEMBLY, “Hydraulic “boost relief valve and flow. . . 1 BZ 
divider 
-57 175-58878-11 + . LINE ASSEMBLY, Boost system pressure from filter to flow . 1 BZ 
divider 
-58 175-58878-9 + . LINE ASSEMBLY, Boost system pressure from relief valve to. 1 BZ 
filter 
-59 AN6289-10D ie a ο μα κοκ O ο ο ο ο ο ο. 1 BZ 
-60 AN6291-10 a Ac TRINO TS a Ὁ. οφ ae a e Dom, Bh ae à. ΒΦ 
-61 AN6290-10 ele GASKET 5; μα κ arie eee ue ἕν a Sees, a ir ο dar τν Ner T. d Y ΒΖ 
-62 AN6291-12 A ee RENE ο ον οπλο ο RECEN E CEP m 1 BZ 
-63 AN893-19D η BUSHING; .ᾱ x ee ee ee et ee cie 1 BZ 
-64 AN833-10D su AA E O ah 6 τῳ οι (ὦ; -ᾱ 1 BZ 
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FIGURE 315 - HYDRAULIC RUDDER BOOST FILLER HAND PUMP ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
ee σαιτ πορτα BRANES boost filler hand. ao 2 νο κ πο ον 7 7 
31 175-58703 PUMP ASSEMBLY, Hydraulic rudder boost filler hand. . . . . . . . Re 
(see figure 317 for next assembly) 
-1 311398 . CYLINDER ASSEMBLY, 3/! x 2-1/2 master brake and reservoir . . 1 
filler pump (GPC) 
ATTACHING PARTS 
-2 AN310-3 i NUT ο ος 55 -ῳ- ο). ο. let eta δν Ὅς il ae ο. et A Sic ee 8. Ψ ἴδ τὸ SS 1 
-3 AN960D10L 2 WASHER: k oo cd ώς vas αρ τες we av ve cw get SS) Erin OW GSS? ar ET τν 20 
-4 AN3-6 e BOLT: € a ana a Won RD A a 1 
-5 AN520-10R10 . SCREW. « a «. ο o... . e ὁ ὁ ο ὁ ο ο ng $; € ο ὄν. E NC MES 2 
-6 ΑΝΟΘΟΡΙ.ΟΙ, . WASHER. . 5 Sule o9 ww c. Tle 5 St NA ὃς d. 2 
-7 175-58776 . CLAMP, Hydraulic rudder boost reservoir filler PUMP ..... 1 
-8 175-58777 . SHIM, Hydraulic rudder boost reservoir filler pump. . . . +. + 1 
-9 AN3-11 BO s a ὡς RE ue orbus is c 
-10 AN960D10L 2 WASHERS ή ο oc Ge les PUER e A eS Sess ee Ὅς Dec ο 
τους Mmmm 
-11 AN919-6D . REDUCER . « . . « « «4 © © © © © © © om ο: ew ee 9: Voc 1 
-12 AN6290-6 + GASKET. . . Sy ο Fatal sti O we NL 8 1 
-13 151-58010-5 . FILTER ASSEMBLY, “Hydraulic uA tube size. MORE RE E TM OE 4. 
-14 151-58313 . . ADAPTER, Hydraulic filter 1/4 tube size. . . . . . . . . . 1 
-15 AN6290-6 . . GASKET . . .. —— Tru 1 
-16 141-58396 . . GUIDE, Hydraulic two-way restrictor. valve filter . . . .. 1 
-17 151-58314 . . BODY, Hydraulic filter 1/4 tube size . . . . . . . . . «+ 1 
-18 38909 5 FILTER ASSEMBLY (EUP): Seek τ ες cay Mant woah ια, Ὅν ὧν ον e τν 1 
-19 AN6290-4 * GASKET. "AM "S e ev fon uh Aer. nA ve a. qme ο ο 1 
-20 AN815-4D s -UNION ma 0 € -ᾱ- -ο a 0e 9 2€ AA A aa 1 
-21 AN6290-4 e GASKET 4 . 7 ow 9€ a ow o9 om o9: ο. m ἃ ο 8. IRE USD A 1 
-22 AN393-19 a PIN e ο ο 5 i «Ὁ ὁ ἕν de -ᾱ.. ow Te "-— rcx CE 1 
-23 AN960D10 e WASHER: x. 60»: o 5.75 90 e τεῳ RR 18. 9^ UO: TS co ὁ 3 
-24 146-58535 . HANDLE ASSEMBLY, Hydraulic rudder boost reservoir filler pump 1 
-25 AN310-3 «s. NUT zoozle He nee ete ce a ὡς oce m HOS ᾱ dU Te ὃν te "δὲ -ᾱ- Ὁ ὁ 2 
-26 AN3-11 - A A A A TO CE 1 
-27 AN96OD1OL . WASHER. . +. +. + X ο Wo Aes e A Ree OR κα RAR 2 
-28 146-58507-3 . LINK, Hydraulic rudder and elevator boost . . — RC 1 
reservoir filler pump ; 
-29 175-58775 . BRACKET ASSEMBLY, Hydraulic rudder boost. . . . . . . +. +. . + 1 
reservoir filler pump 
1 
----------ᾱ S μμ ———— x A 
571 


Section [| 


AN 01-60AABA-4 


Group Assembly Parts List 


FUSELAGE (Cont) 





H-175-58-51A 


FIGURE 316 - FUSELAGE REAR HYDRAULIC EQUIPMENT INSTALLATION 
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ΑΝ O1-GOAABA-4 
FUSELAGE (Cont) 


Section [| 
Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
316 175-58231 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage rear. . . . e x » ο Ref 

(see figure 73 for next assembly 
-1 AA11324A RELIEF VALVE (WAEC) (supersedes AA11324 for . . idet sd S 1 
$ future procurement 
AA11324 RELIEF VALVE (WAEC) (superseded by AA11324A). . . . . . . . . 1 
-2 AN6280-4 VALVE x 4x c£ o et o cw ra eo X cel seus tay wer se AE Rim ael Sete 1 
-3 AN3-20A : BOLTS a Sig ae y db. top e qm SUR νον ο nbi ο ο... 
-4 NAS43DD3 -32 SPACER, Screw and bolt. . . . ................. A 
-5 AN814 -4D PLUG AND BLEEDER,. 4 «4 o eee X 9 X as e AR 2 
-6 AN832-4D TINTON e 5 o e we € RE ee (X09 ee a ew - Ir 
-7 AN926-4D TREE v.g e era woes scm a oe Ὅν 9) m A ca χο, «αν AT eee ceo “4 1 
-8 AN815-4D UNION: m uxo Weipa ee Seer Bi ile p meum ve “OO ο eee ee Se E 
-9 AN833-4D ELBOW 45 ος A e ο, ώς ος «ἡ ves Serer ey Ce κ! el, We ey ak IUS IS URS ᾱ 1 
-10 AN834-4D TRE ad as a A A e ii a AA I 1 
-11 AN6289-4D NUT s a alar ara c Ὅς. a Vor e wich veo O «usb Sen lek Y E 4 
-18 AN6291-4 RING. cS aa Suse hw. eB ein ee COL: OE el ie ο 
-13 AN6290-4 GASKET. 4 ο wow 5 € s € d$ as 9 
-14 AN815-4 UNION o Ὁ Ὁ ο a es a a AA NS 1 
-15 AN815-6D UNION. uxo ο AA RA a Ue ose; ο ον a ὦ, cw 1 
-16 AN815-4D UNION $e sraa τς ee es Ce Nein si se tee 9 v δν Li “Sy Φ Ὁ L9, eee 1 
-17 AN821-4D ELBOW: >. ate ae a ia ὁ um Joh «αι. τὰν ἴθι e ay 9 £09, Mer Lah BW ο 1 
-18 196-6-1.2 FLOW REGULATOR (WAEC) . . . . 2 ss 4 ee ee ee . we ew on 1 
-19 AN815-6D UNION ce: va Ὁ esse als go a ee as qw, τῷ Nee “SUR aah e 1 
-20 AN893-2D' BUSHING: eso op mode Pm de m de Ho WA fe Re ia owe des e 1 
-21 AN804-4D TER xx wel, ο) ὦν φομ iW 3X. 3k a Sey Sg tee ie ae er ta e πας ek a Veh το ο vm 1 
-22 AN6290-6 GASKED ^u. 4" oe ce m τῷ erue των iat oce e 1 
-23 AN833-6D ELBOW 4 α. α ἡ. d a a A a o a m) m. Ie a 1 
AN960D916 WASHER. x wo a Ὁ x ο A Ra A e -φῳ 1 
AN924-6D NUT. y S e o o ο A A um τν. δι ὁ. ᾱ. ο) en 8m 1 
-24 AN833-4D ELBOW 4-4 3€ a aa DA AR A a 1 
: AN960D716 WASHER... ecc dida cade DU μα ο μα... 
AN924 -4D NUT 4 2-5 νι) οἱ ο. ο ο α. δ. ᾱ οὐ) ons BELOW c9 9-9, a um ov - 1 
-25 MS28741-4-154 HOSE ASSEMBLY, (supersedes MS28741-4-15-15-1/2 for future . . 1 
procurement) 
MS28741-4-15-1/2 HOSE ASSEMBLY, (supersedes by MS28741-4-154). . . . . . . . . 1 
-26 156-58813-3 LINE ASSEMBLY, Arresting gear snubber tee at restrictor... 1 
to relief valve pressure port 
-27 156-58808-19 LINE ASSEMBLY, Arresting gear snubber tee to check valve. . . 1 
-28 156-58805-61 LINE ASSEMBLY, Arresting gear retract return station 603. . . 1 
elbow to station 627 elbow ^ 
-29 175-58816-39 LINE ASSEMBLY, Arresting gear retract station 628 flow. . . . 1 
regulator to station 603 bulkhead elbow 
-30 175-58816-41 LINE ASSEMBLY, Arresting gear retract bulkhead union. . . . . 1 
station 546 to bulkhead elbow station 603 
-31 175-58816-43 LINE ASSEMBLY, Arresting gear retract return union. . . . . . 1 
fuselage station 547 to bulkhead elbow station 603 
-32 AN815-4 UNION 5 4 we) οἱ ο. -ο- 6. a aa a RUE IER aes i vie 1 
AN6290-4 GASKETS d ow o wox xo ὦ κα ee CX κ ὁ α΄ αν o Hae iD des δ: s oe 1 
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ο a M ——ÓM— 2 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
317 175-58701 HYDRAULIC EQUIPMENT INSTALLATION, Rudder and elevator boost. . . Ref 
system (see figure 71 for next assembly) 
-1 AN6271-4-9 . HOSE ASSEMBLY .. . . . . s © © © © ete © or m tf t tn t] ng ES 1 
AN821-4D . ELBOW... . ὁ . e © © © © © on $U- 34^, a LORA dl [κα de) der ces Li gc be 1 
-2 AN6271-4-8 . HOSE ASSEMBLY . +. « +... +. © © © © +. 2 nr o ον. η ἈΝ 1 
AN821-4D κ 2 S e μα Wee νυ aoe ο er a cb 
-3 AN821-8D ELBOW 4 4 4 € s o oo oo oos ooo oeo oo loo RN 3 
-4 175-58877-23 LINE ASSEMBLY, Normal rudder and elevator boost return. y 1 
from union station 638 to elbow station 685 
-5 175-58877-19 . LINE ASSEMBLY, Normal rudder and elevator boost pressure. . . 1 
from union station 638 to elbow station 645 
-6 AN815-8D s UNION 2 o 2e 6c a Aa 10 
-7 175-58877-17 . LINE ASSEMBLY, Normal rudder and elevator boost return. . . + 1 
from union station 610 to union station 638 
-8 175-58877-15 . LINE ASSEMBLY, Normal rudder and elevator boost pressure. . . 1 
from union station 610 to union station 638 
-9 175-58877-11 . LINE ASSEMBLY, Normal rudder and elevator boost pressure. . . 1 
f from union station 560 to union station 610 ] 
-10 175-58877-13 LINE ASSEMBLY, Normal rudder and elevator boost return. . . . 1 
from union station 560 to union station 610 
-11 AN931-8320 . GROMMET . . . e ee ee ο ον RR om oe o om o9 on m m n n] n] n à 
-12 AN815-6D ο μου a ο oe ae δ eee ese ia ᾱ 8 
-13 175-58876-31 LINE ASSEMBLY, Emergency hydraulic rudder boost return. . zi 1 
. from station 610 to union station 654 
-14 175-58876-29 . LINE ASSEMBLY, Emergency hydraulic rudder boost pressure. . . 1 
from union station 610 to union station 654 
-15 175-58876-27 LINE ASSEMBLY, Emergency hydraulic rudder boost return. . $ 1 
from union station 550 to union station 610 
-16 175-58876-25 . LINE ASSEMBLY, Emergency hydraulic rudder boost pressure. . . 
from union station 550 to union station 610 » 
-17 AN931-8816 . GROMMET ... . s e e ee eomm; omo e toe eoe m t t t n “6 
-18 175-58877-7 . LINE- ASSEMBLY, Normal rudder and elevator boost pressure. . . 1 
from elbow station 480 to union station 560 
-19 175-58877-9 . LINE ASSEMBLY, Normal rudder and elevator boost return. . . . 1 
from union station 480 to union station 560 
-20 175-58818-39 . LINE ASSEMBLY, Boost pressure station 498 forward .᾿. . . + + 1 
to station 480 
-21 175-58818-37 . LINE ASSEMBLY, Boost return station 498 forward . . . . . . . 1 
to station 480 i . 
-22 175-58877-3 . LINE ASSEMBLY, Normal rudder and elevator boost pressure. . . 1 
from bulkhead elbow~sta 424-5/8 to union sta 465 
-23 175-58877-5 . LINE ASSEMBLY, Normal rudder and elevator boost return. . . + 1 
from bulkhead elbow sta 424-5/8 to union sta 465 ΄ 
-24 175-58876-23 . LINE ASSEMBLY, Emergency hyaraulie rudder boost return. . . . 1 
from union station 489 to union station 550 
-25 175-58876-21 . LINE ASSEMBLY, Emergency ο. rudder boost pressure. . . 1 ; 
from union station 489 to union station 500 i à . 
-26 175-58876-17 . LINE ASSEMBLY, Emergency hydraulic rudder boost return. . .-'. lL, ΑΕ ^ 
from pump assembly to union station 489 " i + y 
175-58810-81 . LINE ASSEMBLY, Emergency hydraulic rudder boost return. . » . 1: CE ^ 
from pump assembly to union station 489 iE 
-27 175-58876-19 . LINE ASSEMBLY, Emergency hydraulic rudder boost pressure. . . 1 
from pump assembly to union station 489 A 
-28 175-58876-9 . LINE ASSEMBLY, Drain rudder reservoir assembly to skin. . . . 1 
-29 175-58876-11 . LINE ASSEMBLY, Filling hand pump to check valve to. . . . + + 1 AE 
pump assembly filter . 
175-58819-79 . LINE ASSEMBLY, Filling hand pump to check valve at. . . . : + 1 CE 
; [ pump assembly filter i 
-30 3H2-4-13 . HOSE (NA) . . . e... ο... 1 , 
-31 175-58702 . PUMP ASSEMBLY, Hydraulic emergency rudder boost . . e s s o o 1 AE 
(see figure 322 for detail breakdown) 
175-58702-3 . PUMP ASSEMBLY, Hydraulic emergency rudder boost . . . . sá 1 CE 
(see figure 322 for detail breakdown) 
-32 AN365-428 OWT na κ A VOR ooh e ROIE AS we do a κ. ᾱ ow 4 
-33 AN960D/ 16 . WASHER. . . « 4 « 4 © © © © © © © © we eo otf m] t! 0.0. A E 4 
-34 AN4-4A v BOLT. dede js a a ος ο τῷ. ο ΟΦ ye eS eo WI € ο... 
-35 175-58703 . PUMP ASSEMBLY, Hydraulic rudder boost filler hand . . . Wo. ἃ 
(see figure 315 for detail breakdown) 
AN3-4A . BOLT. . . o. e... 9 ὁ wo o9 5 ο « ὃν οι A), E) ας αν 6 
ΑΝΟΘΟΡΙΟ . WASHER. . « 2 . . o. © © e. : ο n . suse ue ο φὶ el oce 6 
AN365-1032 e NUT a o. 2 o. 8 eo ο ο . ο c 4 9 * 4 4 ον ο 4 ο - » 5.» ses. 6 
-36 AN6271-4-30 . HOSE ASSEMBLY . +. +. » + +» + ja (ών ο e ώς e 1 
-31 AN806-4D . PLUG Loo a ων τς 759.0 ae 29, hee ee ος” δι e ee res EU os 1 
-38 No Number . RUDDER AND ELEVATOR UPPER HYDRAULIC BOOST EQUIPMENT . . . . . Ref 
(see figure 318 for detail breakdown) í 
-39 No Number . RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST EQUIPMENT . . Ref 
(see figure 319 for detail breakdown) 
-40 No Number . RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST LINES . . . . . . . Ref 
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FIGURE 318 - RUDDER AND ELEVATOR UPPER HYDRAULIC BOOST EQUIPMENT 


12 11 14 





H-175-58-574 


INDEX NUMBER 


FIGURE & 


318 


ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


rudder and “elevator 


e . c] è o ee 


. 


e. e.o © ο o 


oost . 


Deas 


PART 

NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 

No Number RUDDER AND ELEVATOR UPPER HYDRAULIC BOOST EQUIPMENT. . . . 
(see figure 317 for next assembly) 

AN6271-4-16 . HOSE ASSEMBLY . . . . ὁ ὁ . +. 
AN833-4D s ELBOW Se i46 a A X 0. ee er. oat Iun 
AN960D716 i WASHER. 25x 353.79 0k ος Us 
AN924-4D . NUT... S 
175-58707-55 | VALVE ASSEMBLY, Hydraulic 


ATTACHING PARTS 
BOLT. ο 22x19 9€ Us 
WASHER. . . . +... «κά rs 
NUT 2o eve A E EL G9 v 


AN4-27A ¿ 
AN96OD416L ; 
AN365-832 2 
AN815-6D ο : 
AN6290-6 ; 
AN837-6D F 
AN833 -6D : 
AN6289-6D E 
AN6291-6 
175-58877-43 
175-58807-73 , 
175-58807-71 
175-58807-69 . 
175-58807-75 : 
175-58871-39 3 
175-58877 -33 " 
AN926-4D τ 
AN919-6D . 
AN6290-4 ¿ 
11D2 . 
AN6280-6 p 
160-58149-3 5 
175-58877-31 5 
AN824 -6D ν 
175-58877-29 Ὁ 
175-58877-27 X 
175-58722 " 
ATTACHING PARTS 
AN365-1032 a 
AN960D10L s 
NAS43DD3 -36 P 
NAS43DD3-32 A 
AN3-21A . 
169-58712-11 . B . 
ATTACHING PARTS 
AN365-1032 : 
AN960D10L s 
AN3-13A ο 
-————É zz 

AN804-6D 
AN834-6D , 
175-58877-55 . 
175-58877-57 š 





(see 


UNION . 
GASKET. 
ELBOW . 
ELBOW . 
NUT... 
RING. . 
LINE ASSEMBLY, Normal 


. . 
. . 

. ο ee 
9 . o ee 


rr ο ο 


. . 
. . 
. . 


ee 


. 
. 


eee we 9 . 


elevator boost press 


figure 327 for detail breakdown) 


ure 


to pressure transmitter WL89-7/8 


LINE ASSEMBLY, Normai elevator boost pressure 


to control valve 


LINE ASSEMBLY, Elevator boost up from control valve to. 
by-pass valve 

LINE ASSEMBLY, Elevator boost down from control valve to. 
by-pass valve . 

LINE ASSEMBLY, Normal elevator boost pressure from relief 
valve WL61-5/16 to control valve 

LINE ASSEMBLY, Normal elevator boost pressure from relief 
valve WL61- 5/16 to tee WL7O 

LINE ASSEMBLY, Normal elevator boost pressure from tee WL 
52-5/8 to by-pass WL72-1/4 

A RR A Lam De 

REDUCER> κ.α έως a ars a a a lala ᾿ϱἳ AS τόρ ιό 

GASKET. . . ο ο ο ο ο E ο --- 

PRESSURE SNUBBER (083). S SiS io ese aes ogee ER Us vus 

VALVE... VW See lel De Yer -ῳ -. ce 

VALVE ASSEMBLY, Relief type check & oa. A ο φορ. 

LINE ASSEMBLY, Normal elevator boost pressure from tee. . 


TEE . 


WL52- 2d to relief valve WL61- 5/16 


LINE ASSEMBLY, "Normal elevator "boost “return from check. 


valve 


WIA1-3/8 to relief valve WL61-5/16 


LINE ASSEMBLY, Normal elevator boost pressure from flow 


VALVE ASSEMBLY, Hydraulic elevator boost relief . .. 


divider to tee WL52-5/8 


(see figure 325 for detail breakdown) 
NUT ὁ . ws 4 9 ie £9 979 wie us f ec eo m o ο. 
WASHER. « . ο © © © © e © ὁ ὁ ὁ ο ὁ o n Pe ek cav ην τς 
SPACER, Screw and bolt. . a . . . . . . ee ee ο ew ew 
SPACER, Screw and bolt. ec 9 ᾱ e Er ve "EP PIECE 
BOLT. X ὦ Sr ier Wei can c9» we A V6 ο We ei ee ere ee v 
VALVE ASSEMBLY, Hydraulic by-pass (see fig 324 for detail 

breakdown) 
NUT . 9 . e ὁ ο ο 9 ο Ὁ ο Ὁ ὁ α e! 4 ὁ 9 ο ὁ ο « 
WASHER. 0 ὦ ο ὡς ο ο) ο ος ὃς ας ος ον a a i De ο 
BOLT. . e Teo x) o UU Ser ree Ψ ws 7 E AE O US . ο 
TER 3: 0297276. ο RT ο TS ο ES RI A ιφ οὔ τὅ . ο 
TEE... Bid. ed se cre, Got Sh Seve 906-9. i e 
LINE ASSEMBLY, "Elevator boost up from by-pass valve to. . 


LINE ASSEMBLY, Elevator 


cylinder 
boost 
cylinder 


down from by-pass valve to. 


from tee “WL70 


from tee WL70 . 


e... t t! 9 n 


. 





Section Íl 
Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 
. Ref 
. 1 
. 1 
. 1 
. 1 
; 1 a 
η 1 
. 2 
E 2 
2 
s.l 
κ 1 
: 3 
A 6 
. 6 
A 1 
1 
1 
1 
. 1 
. 1 
à 1 
. 1 
. 3 
. 3 
A 1 
s 2 
. 1 
$ 1 
. 1 
. 1 
E 1 
. 1 
e 4 
. 8 
1 2 
. 2 
. 4 
à 1 π 
. 1 
Al 2 
. 1 
. 1 
. 1 
. 1 
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FIGURE 319 - RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST EQUIPMENT 
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Section ll 





01-60AABA-4 e 
a m Group Assembly Parts List 
FUSELAGE (Cont) 

FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
319 No Number RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST EQUIPMENT. . . . . . . Ref 

(see figure 317 for next assembly) 
-1 AN365-1032 x^ NUT DIS ο PN ο ο νομος τίν δ ορ. 4 
-2 AN960D10L or WASHERS: se. Rey wwe κε - ο nce νο“ <... 8 
-3 AN3-12A e IBOLT: κ. Sond ws o Sew ay è . v . ιδ, ον Ww og 4 
-à 466110A ^ PLOW. DIVIDER’ (BX) i4 ο 8 Se ae weich μυ. 
-5 AN833-8D s OERBOW ο Ser Repo a 439 Y φις ον -ᾱ $e “ᾱ AE re μὲ ορ Jens! Usb. 19 1 
-6 AN6289-8D s NUT ο ο τον et “ὃν Be ασ.» 2 9s E A e der eee 1 
-7 AN6291-8 é RENG. (S66 ie MS elon E > ee Bin hie ο ο ου. 1 
-8 AN6290-8 so GASKETS: cR Wo x 9 9n ms ο... 1 
-9 AN821-6D e ELBOW VQ 0.624531 A ρα ‘ " A νο a a A l 
-10 AN6290-6 è “GASKET 6 coca -ᾱ- woe κ -ᾱ- ο A ssh a o te ca WOO 
-11 AN919-6D a -REDUCER 4 0 a al a a DES eh "mE 2 
-12 AN783-6D e ΤΕΕ... 4 DITE ED M RP E, A s y e tene ds cec τό 1 
-13 AN6289-6D eo NUD ara c. MES μα ο En a A catu. 
-14 AN6291-6 s URING. 4$ e 3€ rr Ei 
-15 AN365-1032 2p NU δ ads ei ues et ο; Rr eC, De š 5 " Ve) aep s "NE 1 
-16 ANQ60D10L è “WASHERS: ΟΕ ο ο a pe Me, vert Sa) BS, ῷ» cay od; Ῥω» de kgs, Ce l 
-17 AN3-14A é BOLT: sa TE EA A AA A E AA del ela iy 1 
-18 175-58706-3. . VALVE ASSEMBLY, Hydraulic rudder primary boost system pressure 1 
by pass (see figure 324 for detail breakdown) 
-19 AN815-6D s- UNION: 4. AA A O Ὁ RE Oe E Ας. ᾱ 9 
-20 AN833-4D + ELBOW e uw o ὁν ο ο ην be weigh ο... o HOH 2 
-21 AN6289-4D MO ANTE cx eM Banh ο ο. 
-22 AN6291-4 $^ RINGS ue ook ον 8 O P NES " 5. we Poe ia ve 2 
-23 AN6290-4 x- UASKET. 2-7. κ ᾱ- e wo* Ww * ARCU νο s ὧι ας ον ΟΝ 3 
-24 AN832-6D è BEBO IR AR A A AA E . wies es 3 
-25 160-58149-3 . VALVE ASSEMBLY, Relief type check . . . . . . . . . . . ... 1 
-26 AN6280-6 e VALVE g 2-9 o ο vsum «ὁ ασε ο σον ο κας 
-27 AN3-15A ἐν BOLLS κῶν ies ves ue ο ον reg è ey aie, “ab 4S 5 S^ ώς ta 4 
-28 AN960D10L + WASHER. . . . . « o. « . αν τῷς Ὁ es 5 meo iesu e N 4 
-29 NAS43DD3 -8 E e SPACER; BOLG. a a ad eos e Nepos. cH 
-30 175-58724 . VALVE ASSEMBLY, Hydraulic primarty rudder boost . . . . . +. . 1 
(see figure 330 for detail breakdown) 
-31 AN926-6D e IBE κα. eer woe Ὡς AA EEES e vào 3 
-32 AN832-4D s UNION v ie τον a oad ὃς he «δὴ «9 -ᾱ " wd uw UN AL. US o 3 
AN960D716 + WASHER; 42 ο cain ο 9 (Ὁ 9.9 Ὁ Ὁ 09. ος ie Tw. 6 ὁ Ww OG RR we 3 
AN924 -4D s NUT ο Res. tah, Cal γω Gaede: τὸ ο a AA va ee AR | ede le 3 
-33 11D2 s ¡SNUBBER (OPS) v x eve a a ls κ.β Ὁ . 
AN6290-4 s GASKET- a -ᾱ a ai TS i. ῳ Ve ο κας lm CX φ ὁ ταὶς E e a 2 
-34 169-58712-11 . VALVE ASSEMBLY, Hydraulic by-pass . . . . +. +. e E 8 
(see figure 324 for detail breakdown) 
ATTACHING PARTS 
-35 AN520-10R8 . SCREW (used on normal rudder boost hydraulic by-pass valve) . 2 
-36 AN960D10L . WASHER (used on normal rudder boost hydraulic by-pass valve). 2 
-37 ANTA2D21C . CLAMP (used on normal rudder boost bydraulic by-pass valve) . 2 
-38 AN3-15A . BOLT (used on emergency rudder boost hydraulic by-pass valve. 1 
-39 ΑΝΟΘΟΡΙ ΟΙ, . WASHER (used on emergency rudder boost hydraulic by-pass valve) 1 
oe a VE a 
-40 AN834 -6D ο ο a SR Sen E, eR MES 
-41 AN6280-4 e VALVE wow e om ee aa s EUR. š cxi L 
-42 AN804 -6D EA TEE a a woo» A E ^i saa. ος Yet E os 1 
-43 146-58473-3 . TWO-WAY RESTRICTOR, Fixed . . er xd, Se vci €. at ee ο 1 
-44 AN924 -6D S NUT a E ο ο a rise RE Ss . 1 
-45 AN832-6D à. UNTON ar ene o ELA E RI a A ea ὡς AR 1 
-46 175-58723 - VALVE ASSEMBLY, Hydraulic rudder emergency boost relief . . . b 
(see figure 328 for detail breakdown) 
ATTACHING PARTS 
-AT AN3-14A è ¡PODES ας ην. o e ARA an BO AR AS τμ ο ος 2 
-48 AN960D10L è WASHERS 3. «xi a OUS TAS Ae oe A A E αρ κ. 9e RO μὲ ES CO Ue 4 
-49 AN365-1032 x AE ESE 2 
-——-—--— 
-50 196-6-1.7 . FLOW REGULATOR (WAEC) . . . . . . . . +. +. do, Tj 
-51 AN833-6D OM da πο ο da ew ο ο αν ο... 
AN960D916 . WASHER. Lar ο, PLUS. 
ANQ24 -6D e -NUT νο de eg cote ο wl Se s e Edom ¿ns Bots Ree, ~2 
-52 AN824 -4D . TEE.. o E A . . . «ἃ . PLE "m 1 
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FIGURE 320 - HYDRAULIC RUDDER BOOST VALVE ASSEMBLY 
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FIGURE & PART E UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
320 175-50721 VALVE ASSEMBLY, Hydraulic rudder boost . 

(see figure 185 for next assembly) 

-1 AN365-428 a NUP a © eh oe eb um ow. o9 BOR a a ue A des 2 
-2 AN4 -55A e BOLT. = we o9 A cS "AN EE E RACES 2 
-3 ANQ60D416L IO WASHERS ὁ 66 oh € ee Eo» aa Ble a Bea ο 
-4 AN960D416 . WASHER. +... 4... « oce ὃς ow de curo ce ᾱ Ὁ Um mue Eu. "Ue 
-5 175-52407 . SUPPORT, Rudder control boost valve . . . . . . soes see 1 
-6 AN365-1032 NU fos A aaa aa ars mis. Ὁ 
-T AN960D10L s WASHER. Ὁ 220909 19 ὃς om us ο ο e. d ο M qs Rub κ. 
-8 ΑΝΟΘΟΡΙΟ . WASHER. +... ὁ © © © . ὁ © © © 9...) ο ο ο AAA e 1 
-9 AN173-10A e BOLT: eos we de iw. ας VES m ος ὅν ie 6. a Sten Ὁ. Sa = er Gish Se 1 
-10 REB3N . ROD END (RAF) . eit a MU Vect cle ο X ose A E 1 
-11 169-58749 . BEAM, Hydraulic rudder boost valve. le Ue Λι «Ὅλ m dr aces een DAP mua 1 
-12 AN173-11A se BOLT ο; ais 5e δε E e A ve RR ᾱ, ον ᾱ- Ὁ de Ὁ δε ee 4 
-13 AN960D10L . WASHER. ... . o «αν ια) EIN ο ER «ἈΠ 
-14 169-58748 . RETAINER ASSEMBLY, Hydraulic rudder boost valve bearing... 2 
-15 AN200KS3L v κ BEARING e ο ὃν 4 € -ᾱ- Ὁ ος Φ. δ ARA oos 1 
-16 AN815-6D ar UNION ο ο ᾱ dixe Όρος Deus εν ιν BI. eo BE tery cw er OS 
17 AN6290-6 . GASKET. . . i rg. ον σῷ RET SG wq eds Swe Ὁ 
-18 175-58707-60 . VALVE ASSEMBLY, Hydraulic e levator boost. «x Wy E Ὅν E 2 
-19 1N7-4A . . NUT, Check nire att ot ives. tug Ww νι mw A Ὁ 2 
-20 184-58740 . . SCREW, Oval point “hydraulic "boost valve. . . oe ce eee 2 
-21 AN320-4 è . NUT... EA as “bes ee 5 Sp OU ume ὁ ὁ 29. β ο 1 
-22 2W18-416L e . WASHER, Flat (na). P eS ως der eode τν EAS) ὃν Aad IE τς RO 1 
-23 NAS464-4-22 . . BOLT, Shear close tolerance. bos ee a 1 
-24 175-58738 . . LEVER, Hydraulic rudder boost valve. assem Dly e x 1 
-25 169-58735 + . PLUNGER, Hydraulic boost control valve . SES cle de Ta e 2 
-26 AN6227 -2 . . PACKING. . +. + BY by Hoe A a eee A 2 
-27 169-58734 . . RETAINER, Hydraulic "boost control valve. ..... ee ;. 2 
-28 AN6227-11 . . PACKING. .... Ην we Bee ead, 00 

175-58742-5 . . SLEEVE ASSEMBLY, Hydraulic boost control valv Ve 2“ νο 2 
-29 169-58732-5 P -ᾱ SPOOL, Hydraulic boost control valve . . . . . . es . 1 
-30 175-58744 ^ de SLEEVE, Hydraulic boost control valve. . . . . . sa 1 
-31 5R16-11 . . RING, Spiral back-up (NA). "P dE WA ο ο ο ο 8 
-32 . 175-58746-5 . . SEAT, Hydraulic boost control valve. . . . . . eee eee 2 
-33 1P6 . . PLUG, Hydraulic (NA) . . ο 4. +... +... +... we eh we ee 9ο 4 
-34 AN6227 -3 + « PACKING. . . + + ety ee er. a O a AA AD AT O 4 
-35 144 -58240 . . PLUG, Hydraulic valve. E ος 2 
-36 AN6227-5 e ο PACKING; κ wo are (€ e asui κκ ee On al des RO A AA 2 
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FIGURE 321 - RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST LINES 
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AN 01-60AABA-4 
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Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
321 No Number RUDDER AND ELEVATOR LOWER HYDRAULIC BOOST LINES. . . . . +. + . Ref 

(see figure 317 for next assembly 

-1 175-58877-59 . LINE ASSEMBLY, Normal rudder boost pressure from flow . . . . 1 
divider to check valve at relief 

-2 175-58877-25 . LINE ASSEMBLY, Normal elevator boost return from tee. . . a 1 
station 665 to check valve wl 41-3/8 

-3 175-58878-5 . LINE ASSEMBLY, Normal rudder boost return from by-pass. . ; 1 
valve to cross at relief valve 

-4 175-58876-77 . LINE ASSEMBLY, Normal rudder boost return from bulkhead . . . 1 

! ; elbow at wl 25 to cross at relief valve 

-5 175-58877-61 . LINE ASSEMBLY, Normal rudder boost pressure from relief . . . 1 
valve tee to by-pass valve 

-6 175-58878-7 . LINE ASSEMBLY, Normal rudder and elevator boost return. . . . 1 
from relief valve to tee station 665 

-τ 175-58877-21 . LINE ASSEMBLY, Normal rudder and elevator boost pressure. . . 1 
from union station 665 to flow divider 

-8 175-58876-69 . LINE ASSEMBLY, Emergency rudder boost pressure from . . . . . 1 
bulkhead union wl 25 to by-pass valve 

-9 175-58876-63 . LINE ASSEMBLY, Emergency rudder boost return from control . . 1 
valve to relief valve flow regulator 

-10 175-58877-63 . LINE ASSEMBLY, Normal rudder boost pressure from relief . . . 1 
valve tee to bulkhead elbow at wl 25 

-11 175-58876-73 . LINE ASSEMBLY, Normal rudder boost pressure from flow . . . . 1 
divider to bulkhead union at wl 25 

-12 175-58876-75 . LINE ASSEMBLY, Normal rudder boost return from control. ἃ ᾳ 1 
valve to bulkhead elbow at wl 25 : 

-13 175-58876-47 . LINE ASSEMBLY, Normal rudder boost pressure from bulkhead . . 1 

; union wl 25 to relief valve 

-14 175-58876-65 LINE ASSEMBLY, Normal rudder boost pressure from bulkhead . . 1 
elbow at wl 25 to control valve 

-15 175-58876-79 LINE ASSEMBLY, Normal rudder boost pressure from pressure . . 1 
snubber to bulkhead union wl 25 

-16 175-58877-79 . LINE ASSEMBLY, Normal rudder boost pressure from bulkhead . . 1 

: union at wl 25 to by-pass valve 

-17 175-58876-67 . LINE ASSEMBLY, Emergency rudder boost pressure from tee . . . 1 
wl 17-5/8 to bulkhead union wl 25 : 

-18 175-58876-45 . LINE ASSEMBLY, Emergency rudder boost pressure from pressure. 1 
snubber to reducer 

-19 175-58878-49 . LINE ASSEMBLY, Normal rudder boost pressure from pressure . . 1 
snubber to pressure transmitter - 

-20 175-58878-51 . LINE ASSEMBLY, Emergency rudder boost pressure from . ... . . 1 

. pressure snubber to pressure trnasmitter 

-21 175-58877-67 . LINE ASSEMBLY, Normal rudder boost left from control. . . . . 1 
valve to by-pass valve 4 

-22 175-58877-73 . LINE ASSEMBLY, Normal rudder boost right from control . . . . 1 
'valve to by-pass valve 

-23 175-58878-43 . LINE ASSEMBLY, Emergency rudder boost left from control . . ; 1 
valve to by-pass valve 

24 175-58878-39 . LINE ASSEMBLY, Emergency rudder boost right from control. . . 1 
valve to by-pass valve 

-25 175-58876-33 LINE ASSEMBLY, Emergency hydraulic rudder boost pressure. . . 1 
from union station 654 to tee station 664 

-26 175-58876-35 . LINE ASSEMBLY, Emergency rudder boost return from union . . . 1 
station 654 to relief valve 

-27 175-58876-41 . LINE ASSEMBLY, Emergency rudder boost return from check . . . 1 
valve to flow regulator at relief valve 

-28 175-58876-65 . LINE ASSEMBLY, Emergency rudder boost pressure from tee . . 1 
station 67! to tee w1 17-5/8 

-29 175-58878-45 LINE ASSEMBLY, Emergency rudder boost pressure from tee . . . 1 
wl 17-5/8 to by-pass valve 

30 175-58878-41 LINE ASSEMBLY, Emergency rudder boost right from by-pass. . . 1 

y valve to union 

-31 175-58876-49 . LINE ASSEMBLY, Emergency rudder boost pressure from tee . 5 1 
station 674 to control valve 

-32 175-58877-69 . LINE ASSEMBLY, Normal boost left from by-pass . . . . e s.o 1 
valve to union 

-33 175-58876-39 . LINE ASSEMBLY, Emergency rudder boost pressure from tee . . . 1 
station 67! to relief valve 

-34 175-58877-75 . LINE ASSEMBLY, Normal rudder boost right from by-pass . . . . 1 
valve to cylinder 

-35 175-58878-47 . LINE ASSEMBLY, Emergency rudder boost left from by-pass . . . 1 
valve to cylinder 

-36 175-58877-71 . LINE ASSEMBLY, Normal rudder boost left from union. . . . . . 1 
to cylinder 

-37 175-58876-55 . LINE ASSEMBLY, Emergency rudder boost right from union. . . . 1 
to cylinder 
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FIGURE 322 - HYDRAULIC EMERGENCY RUDDER BOOST PUMP ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE . PER ASSY. CODE 

gee 175-58702 PUMP ASSEMBLY, Hyd emer rudder boost DE fig 317 for next dey] Ref AE 
175-58702-3 PUMP ASSEMBLY, Hyd emer rudder boost (see fig 317 for next assy) Ref CE 

-1 -- AN919-6D e CBEDUCERC ou “δ ως wae fan ch bly es len ο νι απ ον ο να OAE ος 1 

-2 -AN814-4D s PLUG, ^io Fey i vee fey ba ο col Ke ae, ΗΝ Ross ell μμ Ωμ 1 

-3 AN926-4D νι”. EG ue RD e.c ο O Wee eeu ade heen 1 

-4 AN832-4 er" UNTON e oy 2d: ο eros a ae das aoe Se 3 " 1 

-5 AN9O1-4A so GASKETS aa a ος a se ove a a WIE. επ Ee wh ry IN ο τς 1 

` -6 AN924 -4D e NUT ene ΙΙΙ lc. ο ο de Y ο lect dede bic e. UN ugg oe 1 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
322-7 AN503-416-1 . SCREW a . T 

-8 AN503~-416-18 . SCREW . . ο bed ee Ἕ 2 
-9 169-58421 . PUMP ASSEMBLY, "Hydraulic “surface “control "booster. M UE 1 
-10 AN310-5 S ο ρα E RR A. 
-11 AN960C516 + . WASHER... Sue ο ο ο AE (Bt We ce an go ocu tens DE " 
-12 D820 . . MOTOR, Hydraulic ump (HOQ). ο ο uoo EV 1 
-13 88985 . . RING, Sealing ae ὃ z A IIA SO NOS ο 1 
-14 75437 eU GASKET, Mounting. (VI). ο ο δα ο ορ δεν. ο) RI δι τα 1 
-15 AN310-4 wh cw ΝΟ ale a: Τῶν -ᾱ la A LAS ος 4 
-16 AN960CH 16 . . WASHER... . Me νην, M ET 
-17 AA19021A + . PUMP ASSEMBLY, Hydraulic (for a list of detail parts... 1 
refer to ANO3-30CH29) (VI) 
-18 87082 2s ο. GASKET, Housing (VI) o... el 909 wes a Ὁ κα 1 
-19 93139 : GASKET (VI). . . . zug xus. Mi T) AL 
-20 175-58876-7 : LINE ASSEMBLY, Emergency “hydraulic "pudder boost pressure. . 1 
^ from pump assembly to elbow station 489 
-21 AN919-3 » “REDUCER 472239904 αρ 9 14€ Wick. te ee Be δι ος. ο ο 1 
-22 AN6290-5 w GASKET. v.m. aT id A a e sir e aor «αν 8 o eel ἃ, DEN ee -ᾱ 1 
-23 AN814 -4D $^ PUG a e ο ο ο A Te ο ο Man 19e a “Ber 18 1 
-24 AN6290-4 . GASKET. . . . . . . ος, Bal ον s de 1 
-25 120-58243: . VALVE ASSEMBLY, Hydraulic surface control booster relief. 1 
-26 AN919-6D -- S je REDUCER v4 geo, Sep ας se we Le Um B etek et (ne 9 ἃ οφ... di 
-27 AN902-6 . . GASKET. . .. PEDE s ul guten 1 
-28 175-58711 e ^. SPRING, Hydraulic "booster reservoir relief valve ὃν ier E ide l 
. (supersedes 144-58269 for future procurement) 
-29 AN960D10L so WASHER o ue ο eue ES Ice DEN ο oe c9 ee Bey ἈΠ 
-30 HL902 . POPPET (HFP) . Bote eee y eh s. 1 
-31 120-58244 BODY, Hydraulic "surface control booster "relief valvé εν 1 
-32 AN894-6-4 BUSHING . . . as G s ei 1 
-33 165-58300 . GAGE ASSEMBLY, “Hydraulic” power “control air purge "sight. ss 1 
-34 165-58321 . . FITTING, Hydraulic power control air purge sight . ^ alis 2 
.-35 AN6227-3 s PACKING. . . . om "8 
165-58322 + . TUBE ASSEMBLY, Hydraulic power control air purging sight . 1 
-36 AN818-10D V vs μι ο ο ο ο ο ο ο ο Me eh esa α΄. Ὁ 
-37 AN819-10 αὶ NS :.ᾷ SLEEVE . . . xx bw ἃ 2 
-38 165-58322-3 DEM TUBE, Hydraulic power control air purging sight. Pow. ο 
-39 175-58325 š TUBE, Hydraulic flight control air purging sight ..... 1 
-ho AN927 -6D πο ο tne ll Bie e qu i dr vl. απο acia catan Ms E 
-41 AN6291-6 e “RING ο i ie ete A OR . oce oec ο Ὁ Ὁ e ὁ 1 
-42 AN6289-6 ΝΟ; sihun on gx Qe IURI A e CFL ο ο ο ο UE c] D Don 1 
-43 AN832 -6D Naro ER Cc 
-44 AN815-6D εν UNTON ronda uo ο ex E te s s uve ο ο ο ο ου 
-45 AN926-6D A RR νο. 
-46 AN6280-4 2A VALVE GAL 76 09; W. € 9 X9 a Ὁ oe eh Sh sete os κο Vu Ve SW ad. TOs 1 
-47 AN815-4D ey HUNTON I Seni ἵππω a ig aaa e ria Tu νι ροκ, pd 
-48 AN832-6D os SUINTON saa id 4o ai aa A ο ο ο ο”... 
- -49 AN6289-6 A GNUT a a a ο ον κο oo oy ae ed Wear ta l 
-50 AN6291 -6 w RING. 4^ ἃ 9. ο τῳ cen ανν ος ὃς Car AL 18h ο οι io. ve^ a^ ιδ, el, ἠδ. o “Ὁ 1 
-51 AN894D6-4 . BUSHING. ........... > εἰ ar ρόδο ο 1 
-52 AN6291-6 . RING. beum εως vR ον MER ο, etit ES. UE 
-53 AN6289-6 g ΝΤΟ a io Math tar leute ira οκ Im ve re ue. ο, wll χαρὲς L 
-54 AN833-6D . ELBOW . . . . . . ο UU» w^ Ὁ, οἱ ο 7 £e l9 ὃς. NN ie 1 
-55 175-58876-3 . LINE ASSEMBLY, Emer rudder boost return filter to reservoir . 1 AE A 
175-58822-37 . LINE ASSEMBLY, Emer hydraulic rudder boost return from. ... 1 CE 
; filter to housing 
-56 AN833-6D «s ILBOW o. 46 li Ro». a (δ, ὁ ler aa S a id; ο cn 1 
-57 ΑΝ6289-6 μα ai ties ia S MeL ο νο μα ο a ο e ας. 1. 
-58 AN6291-6 ae RING X4 o o9» xL € οἵα ava) NS δὲ. del et ep ας Par δε 1 
-59 AN365-428 NUT-4 xw € ovum -- a a^ dae ie a A 2 
-60 AN960D/ 16L . WASHER. . . .. . . . . . o ο οὐ aa A a 4 
-61 ANY -25A . BOLT. a tos, al e Te κα RS TOS UND ϱ A AE AS SR RR 2 
-62 NAS43DD4 -4D . SPACER, Screw and bolt. ER ὃν κι, τάν fe, ος ^ LRL ns VeL LS" ὦ 2 
-63 175-58772 . BRACKET, Hydraulic emergency ‘rudder boost filter. . . . . . . 1 
-64 AN6234 oo PIETER. 6 2.05 € Cay 9) o ea αὶ ὦ Ὁ ἃ, ALIS eS es a φνε ὁ 1 
-65 AN6290-6 . GASKET. . 0 hb. 9 woo ess sued ra E le cis S) ye 
-66 AN6290-4 . GASKET. . . . . . . " . 5 e MN EE 8 
-67 175-58766 . HOUSING ASSEMBLY, Hydraulic emergency rudder boost reservoi A 1 
-68 AN365-428 LL AAA AS EL 
-69 NAS50-187 . . RING, Internal retainer. TE 5 ON $us 1 
-70 120-58239 . . RETAINER, Hydraulic surface control booster reservoir spring 1 
-71 120-58238 . . SPRING, Hyd surface control booster reservoir compensator. 1 
-72 AN6227-27 w . PACKING. . . . P "E 1 
-T3 175-58767 . . ROD ASSEMBLY, Hydraulic emer rudder boost compensator. a 1 
-74 175-58769 d. cp. E ROD, Hydraulic emergency rudder boost compensator. . . 1 
-75 AN316-5R "c E E ETE E MM EE 
-76 175-58768 OS PISTON, Hyd emer rudder boost reservoir compensator. . 1 
-TT 175-587711 + . PLUG, Hydraulic emergency rudder boost reservoir . . . .. 1 
-78 AN6290-20 Wr «ὦ GASKET a Mei e DE. S. yet ος » 1 
-T9 120-58237 + . HOUSING, Hydraulic surface control booster reservoir mtg E 
-80 AN365-428 zo NUT S i-i. e ar a e ο "ite ο ο ο ο te wre te De) ἃ 4 
-81 AN960D416 . WASHER. 6 Ὄνος ἔν. vet ο ar ο 4 
-82 175-58774 . BRACKET, “Emergency "hydraulic "rudder boost pump. TONES 1 
-83 175-58782 . BRACKET ASSEMBLY, Hydraulic emergency rudder boost. . . . . . 1 
-84 120-58241-3 . GASKET, Hydraulic surface control booster reservoir mounting. 2 
-85 175-58765 . SPACER, Hydraulic emergency rudder reservoir: . . . . . . .. 1 
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FIGURE 323 - HYDRAULIC AILERON BOOST VALVE ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 
EX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
323 1175-58709 VALVE ASSEMBLY, Hydraulic aileron boost στα gid ae ae vee OL: AW 
(see figure 182 for next assembly) 
175-58709-10 VALVE ASSEMBLY, Hydraulic aileron boost . . . . e . . . . . . . . Ref C 
(see figure 182 for next assembly) 
169-58739 . SHAFT ASSEMBLY, Hydraulic aileron boost valve. . . . . . . . +. 
ATTACHING PARTS 
-1 AN310-3 NUM WS cw Ru» ye le, t9 e a IR ID E ae 
-2 AN960D10L . WASHER . . EE LEM UE ES M EE 
-3 4B21M-S3-122 . BUSHING, Spacer πα) WM NUES puel eo Taka ο A ay ae 
-4 AN3-20 e "BOUT 2 a có e E A AE ec Oe ee . 


pene E 
-5 AN364-1032 
-6 AN979-3 
-7 AN386-1-8A 
-8 AN386-1-7A 
-9 169-58740-3 
-10 169-58740-5 
-11 146-58450 
-12 2146-58449 
-13 AN6227-7 PACKING. 
-14 = AN4H25A BOLT . 


. NUT x sog 
-15  AN960Dh16 1 WASHER 


7 WASHER. . . . ; 
` TAPER PIN . . . 


. 
. 


ee . 
eo . o . 
PEDI . . 


TAPER PIN. . ; . . 


LEVER, Hydraulic aileron boost valve operating. 
. LEVER, Hydraulic aileron boost valve operating. 
. LEVER, Hydraulic aileron boost valve internal . 
SHAFT, Hydraulic aileron boost valve operating. 


oe ο ù 9 . o . ο . > . 8 © e où 


e» +. 9 ο t 9 9 9 


-16  ANBH25A BOLT . . oe 
-17  AN960D516 WASHER . 


. 
e 9 o9 9 t$ 9 9 ο ο 2». : 


-18  AN814-6D PLUG . 
-19 | AN6290-6 
-20  AN6227-6 
-21  169-5873T 
175-58763 
-22 AN316-4R 
-23  156-58156 


-24  AN316-6R 
-25  NAS43DD4-28 
-26  175-58762 
-27  175-58761 
-28 | 156-58155 
-29  169-58742 
-30 156-58133 


. . 
. . 
. . 
. . 
. . 
. . 


eee ο ο n 


. 
. 
. 
. 
. 


oe ee ο. 
ee eee 


GASKET 


oe ee ο ο ο 


PACKING. . . 


PISTON, Hydraulic alleron boost feel cylinder. " a 
SPRING ASSEMBLY, Hydraulic aileron boost valve centering 
zo μι e a es a πο. ο rs 
. NUT, Hydraulic aileron boost valve centering. . . . . 
apring adjustmeny 
1 NT... Qs, dece lad NS 
. SPACER, Screw and bolt. . . . . ; 
. RETAINER, Hydraulic aileron boost valve centering spring 
. SPRING, Compression... 
è ROD, Hydraulic aileron boost “valve “centering “adjustment 
» CYLINDER, Hydraulic aileron boost feel. . . 
> ROD END, Hydraulic boost valve stop. 
-31 AN520-10-5 + SCREW, . 2. « ο 9 e 4 . o . ο ὁ ο ο ο 
-32 AN935-10 . WASHER . . « «ια. 
-33 AN6204-1 + VALVE. . . : 


5 9 9 0 c ? 4 0 9 9 t ' 9 0 9 9 9 5 ο ο ο 


. 


-34 156-58138 PLUG, Hydraulic "aileron "boost “valve. 
-35 AN6227-23 PACKING. . ` We τος cau fey C -ᾱ 
-36 2W1K52-34-62 WASHER, Plain “(naj : e. . 
-37  156-58136 ORIFICE, Hydraulic aileron boost valve 
-38 AN6227-7 PACKING. . + 
-39 156-58134 SCREEN ASSEMBLY; Hydraulic orifice filter. 
-40 NAS50-43 RING, Internal retainer. . . vs Y. 
156-58129 SLEEVE ASSEMBLY, Hydraulic atleron boost valve 
-41 156-58139 . SLEEVE, Hydraulic aileron boost valve . . 
(selective fitted use with 156- 58140) 


9 5 ee ee 


at 9 ο ο » α 
e Dee we we ο 
ee c9 9 ο ο ww 9 ο ο 
rr . t ο 5 09 ο |) 9 ο 
5 0 $9 0 ὁ 5 9 ο c9? ο i$; 9 
9 .o 9 € c9 9 ο ο 9 ο ο 9 ο 9 9 *! ο ο 


e c 0 9 9 |] 2 | ο c]! ο o... 


-42 | 156-58140 . . PISTON, Hydraulic aileron boost control valve . . . . +. +. . 
(selective fitted use with 156-58139) 

-43 156. PLUG, Hydraulic (NA) . aT: WO e MED ο ια) δα. ee da 

-44 ANG227-3 PACKING. . . +. . p 


-45 156-58126 
-46 — 1h6-58148 
-47 NAS50-106 


PLUG, Hydraulic alleron "boost “valve “end. "m RN Ne 
PLUG, Hydraulic aileron boost valve assembly hole 
RING, Internal retainer. . . . . « ο esos «κ 


m|HHHEUUU IINUHHPIHHIDHJI-DpPIHBHPHEBHI dH PHENO ΓΕ ΛΟΓΟ ΕΠΕ ΓΕ ΥΓ) μ 45} τὸ τὸ ΠΟ ΝΟ 1} HIHIDIEHHHIDHULU ΕΓΩ H 


-48 AN6227-16 . PACKING... . e «o Uo «6 oe eee 
-49 169-58738 . CONNECTOR, Hydraulic aileron boost valve ο, το, aun Se τώ PEE τς 
-50 AN6227-6 + PACKING. . +. . EA wii ο e IS 
-51 169-5871 . FITTING, Hydraulic atieron boost ValVe a els oque oum ες τς ο 
-52 AN6290-4 . GASKET .. ο, PSS τα κος Yes ον. ο we oe 
-53 156-58145 . PLUG, Hydraulic "boost “valve “pressure port. e ο 9 ο 4 ^» » ο ο 
-54 AN6227-7 . PACKING. . . . ο atcp a due 
-55 156-58144-3 . PISTON, Hydraulic “boost valve "load feel. VOR ML EE DC 
-56 156-5814 -5 . PISTON, Hydraulic aileron boost valve load feel. . . . . . . + 
-5T AN814-2D - e PLUG . . 4 « » ὁ ο ὁ ὁ e * ὁ  « à» ὁ e * 6 ὁ 2 4 à» 4 e * » 5 € 
-58 AN6227-5 + PACKING. +. +. . « « « © © « © « © « ο oe om om cm 9 ο ος t] m] 9 n9 
-59 AN814-4D s PLUG. IR A cee ee ee ee ο. 
-60  ANG227-7 + PACKING. . . . + . Geta. de 8 GR] ο ee ο Le aul 
-6ι = 146-58444 . PLUG, Hydraulic aileron boost “valve return DOC. 4-242 9 o» us 
-62 AN6227-10 « PACKING. . +. + ο ο ο ο ο tii D 
-63  156-581?7 . BODY, Hydraulic “aileron "boost “valve. Ste We ο ο ο μα 
-64  184-58719 . SLEEVE, Hydraulic aileron boost valve. . . . . ses es eee 
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Group Assembly Parts List ΑΝ O1-ÓOAABA-L 


FUSELAGE (Cont) 


FIGURE 324 - HYDRAULIC RUDDER PRIMARY BOOST SYSTEM PRESSURE BY-PASS 


AND HYDRAULIC BY-PASS VALVE ASSEMBLIES 


H-175-58-54A 














^ FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32 169-58712-11 VALVE ASSEMBLY, Hydraulic by-pass . . sc. e . e e e e e e s e o Ref 
(see figure 318 and 319 for next assembly) 
n 175-58706-3 VALVE ASSEMBLY, Hydraulic rudder primary boost system pressure. . Ref 
by-pass (see figure 319 for next assembly) 
-1 141-58158 . FITTING, Hydraulic by-pass and shut-off valve. . . . . "n 1 
-2 AN6229-10 ο ο ο ο ο ο ο ο ο "ου. 
-3 AN6227-10 . PACKING (used on 169-58712-11) i. « ........ cea 2 
-4 141-58155 . PISTON, Hydraulic by-pass and shut-off valve . . . . . da ος 1 
(used on 169-58712-11) 
-5 AN6227 -10 . PACKING (used on 175-58706-3). . ...........0. . ο 3 
-6 175-58778 . PISTON, Hydraulic by-pass and shut-off valve . . . . . s . . 1 
(used on 175-58706-3) 
-7 141-58157 . RETAINER, Hydraulic by-pass and shut-off valve . . . . . . . . 1 
a -8 184-58783 . SPRING, Compression dept on 169-58712-11) . . . . es. 1 
184-58741 . SPRING, Compression (used on 175-58706-3). . . . . . . er 1 
Β -9 175-58779-5 . BODY, Hydraulic system pressure by-pass valve. . . . . . s . «. 1 
(used on 169-58712-11) 
175-58779-3 . BODY, Hydraulic system pressure by-pass valve. . . . . 3 1 
(used on 175-58706-3) 
588 








AN 01-60AABA-4 
FUSELAGE (Cont) 


Section || 
Group Assembly Parts List 





H-175-68-56A 


FIGURE 325 - COMPLETE HYDRAULIC ELEVATOR BOOST RELIEF VALVE ASSEMBLY 












PAGUE δ. PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 34 4 5 6 7 . NOMENCLATURE PER ASSY. CODE 
325 175-5872? VALVE ASSEMBLY, Hydraulic elevator boost relief complete. . . . . Re 
(see figure 318 for next assembly) 

-1 AN894D6-4 . BUSHING. ...... -— cel “Sr vay Sb el Rte. E ο a Se ὦ 1 

-2 AN6290-4 a “GASKET ος a 9 9» ών ο ο -ᾱᾱ m wq iw τρ i a . 10 

-3 AN919-6D è REDUCER. . . è +... . jc as ες πα, ο a os . 3 

-4 AN926-4D ο. TEB.. goe 4x 90599 et Je meus ο ος tate Rae SAG). ἃν Wm “ο τὰ 2 

-5 AN814-4D . PLUG AND BLEEDER...... ai eS oe ;Φ; τῷ δὲ ah Sa 6; ᾱ 2 

-6 AN6289-4 Ὁ. ΝΟ, ὁ 00. μι «δ.σ 28. Se ο ὃν εδ. e "oe" $5. REEERE 2 

-7 AN6291-4 ς RING o s 9 € E € 9009 -ᾱ- ὁ S P EE. 5 2 

-8 AN832-4D e UNION. . . 5 ο «5 5 E ae ee E D MT. ? 2 

-9 AA11324A . RELIEF VALVE, Hydraulic (VI ΗΝ 3 EC B " 1 








Section || 


. -6 v 
Group Assembly Parts List AN 01-60AABA-4 


FUSELAGE (Cont) 


FIGURE 326 - HYDRAULIC ELEVATOR BOOST ACTUATING CYLINDER INSTALLATION 
590 





H-175-58-129A 








ja Section [| 


AN 01-60AABA-4 Group Assembly Parts List 


FUSELAGE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
326 175-58710 CYLINDER INSTALLATION, Hydraulic elevator boost actuating . . . . Ref AN 
(see figure 73 for next assembly) 
175-58710-3 CYLINDER INSTALLATION, Hydraulic elevator boost actuating . . .'. Ref W 


(see figure 73 for next assembly) 
NUT (magnetic inspected) ...... 
WASHER . . . . MNA 


-1 AN365-524 : 
BOLT Me edi Depeoted)- . ; ; ; i à x 


-2 AN960D516 
-3 AN175-10A 
-4 AN175-36A 
-5 NAS43DD5-160 
-6 175-58760 
-7 175-58708 


BOLT (magnetic inspected . 
SPACER, Screw and bolt . . . 
LOCK, Hydraulic elevator boost fitting . . 
CYLINDER ASSEMBLY, Hydraulic elevator boost actuating. 


eee eo ng 
oe ee oe 
> eevee 
9 ο 6 ο» we 
e... 9 6 9 || ο ο 


184-58708 CYLINDER ASSEMBLY, Hydraulic elevator boost actuating. W 
-8 175-58751 . CLEVIS, Hydraulic elevator boost cylinder rod . . . 
-9 2W11A8 WASHER, Tab lock (NA) . . . . . e fe e s 


-10  AN316-8R NUT eso « ο  ὁ ο . 


-14  TR3-11D RETAINER, Rod "o" ring (Ναὶ s 


-15 184-58748 


e... ὁ » 9 0 c! 9 9 osole’ 


-11  TRÓ-11D RETAINER; Gland (vA). Bd cg ας. 

-12 2W1ALP37-31-64 WASHER, Plain (NA). "IM DD 

-13  AN623202 FELT. . . . μον 
SLEEVE, Hydraulic boost Nb) σεῖο; cylinder 


175-58748 CYLINDER END, Hydraulic elevator boost. AN 
-16 5R16-24 RING, Spiral back-up (NA) . . . . + ; W 
-17  AN6227-24 PACKING . . . em 8 W 
-18 5R16-27 RING, Spiral back-up (Na) saia aa W 

AN6246-27 RING e ῳ Ὁ ο e as ῳ a --- AN 


er 


-19 AN6227-27 
-20 184-58782 
175-58750 
-21 184-58726 
-22 AN6227-14 
151-58344-11 
-23 175-58756 
-24 175-58757 


PACKING . . « «. . 
PISTON, Hydraulic levator boost "cylinder 
PISTON, Hydraulic elevator boost Cylinder 
RING, Spiral back-up. . . . . . ὁ . eso’ 
RING, EAN © 3 7 
RING, Hydraulic low friction "piston a 
GLAND, Hydraulic elevator boost cylinder ret 
RETAINER, Hydraulic elevator boost cylinder 


πο 


ο ο ο 
5. tx eas ατα 


* 
al 
pa 


-25 5R16-11 RING, Spiral back-up (NA) . . . s . . . ο W 
AN6246-11 RING S 6i Wee ar ο ον eu v AN 
-26 AN6227-11 PACKING . . «. . 
175-52217-1 PLATE ASSEMBLY, Elevator "boost "cylinder hinge LH. 


PLATE ASSEMBLY, Elevator boost cylinder hinge RH. 
. PLATE, Elevator boost cylinder hinge LH. . . . 
. PLATE, Elevator boost cylinder hinge RH. . . . 
. BEARING... s. Suis. Ns ου 
FITTING, Hydraulic “elevator boost cylinder straigh 


175-52217-2 
-27 = 175-52217-3 
-28  175-52217-4 
-29  AN201KP16A 
-30  175-58758 


e 9 ὁ 9 0 ο 0 9 ο a 9 9 ὃ 0 0 ὁ 0 ὁ 0 9 6 0 ὁ 6 ὁ 9 0 0101000000... 
νη, ο ος Μο Stas ο eoe Ae -- 


He pHBDPÀIIXJI-IEIDIDHPHPÓPHÓBIDIUDIOH|PIPOPINDIPIEPBIDUNUIBPIOHPIH HI)HP [4 11 [1 1} "1 {1 Γ᾽ 1251} σνυ 
> 
z 


9 9 9 o9 9 9 9 9 9 9 9 c c 9 ο 09 $9 9 * * 0 ο * $9 5 » ὁ * ὁ ὁ ο * ο $9 9 
& 9 9 9 o9 9 0 9 c c9 P$ 9 ο 9 * à» o. * * * * * * e ὁ * * ὁ 3 * * ο ο ο 


9 0 c9 9 c9 9 9 9 9 9 ο 9 c5 9 * 0 ο 9 9*9 ο ο ο 


3 0 c9 9 9 ο 9 c9 ο 9 9 ο 9? $9 9 ο. 


-31 5R16-T RING, Spiral back-up (NA) PR da ME RES W 
AN6246-7 RING a o ni ο "Ic AN 
-32 AN6227-7 PACKING . . . DECR TET 
-3 AN814-2D PLUG AND BLEEDER, lo III i i iii 
-3 AN6227-5 PACKING . . . ο ο ο ο ο ου E 
-35  1P6 PLUG, Hydraulic (NA); Lo ed wine ο ο απ ο 
-36 AN6227-3 PACKING . . S isi" s ο τῳ 43s 9 26) de 
evato "P . >.> > . 


t 


$9 9 c9 c9 0 c9 9 . 0 c5 c£ 9 c9 9 9? 9 9 . 9 9 ὁ * 0 » 9 * ὁ * 8» * ο ο c9?  » » » » ὁ » ο » » » » 


-37  1T5-58T180-5 CYLINDER, Hydraulic elev 
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Group Assembly Parts List 





AN O1-60AABA-4 


FUSELAGE (Cont) 











B-175-54-110C 
FIGURE 327 - HYDRAULIC ELEVATOR BOOST VALVE ASSEMBLY 
RE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32 175-58707-55 VALVE ASSEMBLY, Hydraulic elevator boost. φ' “6; ἰδ, a ai cs. s 4e MOL 
(see figure 318 for next assembly) 

-1 AN320-4 T ντ ere ay πο [etat ο A αὪ 
-2 2418-4161 . WASHER, Flat (ΝΑ)... re . « o... o... «ο ον» ο . «ο ο 2 
-3 NAS464-4-22 . BOLT, Shear close tolerance. . . . . . « « 2 2 . pe we eee 1 
| -4 1N7-4A ; NUT, Check (NA). . . . du «κος de e rte ed ed p ae ris Oe 
-5 184 -58740 . SCREW, Oval point hydraulic “boost VALVE ss ho cali ia e o 2 
-6 169-58736 . LEVER, Hydraulic boost control valve . . . s . . ea e ο eso 2 
-7 1169-58735 . PLUNDER, Hydraulic boost control valve . . . . e ss es è ο 9 
-8 AN6227 -2 . PACKING. . . . . 7i De; Te ο C o ου Yay 2 
-9 169-58734 . RETAINER, Hydraulic boost control valve. . . . . 2 0 2 2. . . 2 
-10 AN6227-11 « PACKING. . . Cees οι eiie! A re ὦ 8 
m -11  5R16-11 ` > RING, Spiral back-up (NA). Β Seine: ο τῳ μα. 
175-58742-9 . SLEEVE ASSEMBLY, Hydraulic boost control valve . . . . . . . . 2 
-12 169-58732-9 . . SPOOL, Hydraulic boost control valve. . . . . . . . 4... . 1 
-13 175-58744-9 + . SLEEVE, Hydraulic boost control valve . . . . . . s ο e oo 1 
-14 175-58746-9 . SEAT, Hydraulic boost control valve. . . . a ea s . o... eè 2 
-15 1P6 . PLUG, Hydraulic (NA) . . . a « « ee . .. . . .. νο ee ο. d 
-16 AN6227-3 . PACKING. . ... Mas sae ERR MEE ta cis" CU 
-17 144 -58240 . PLUG, Hydraulic “valve. E ο A ο πρ SI a 2 
-18 ELE » PACKING. is Se 2. ^w οἱ ο ec ey IE 2 
-19 = 144-58152-7 1 BODY, Hydraulic boost control A ety Ge ene s S ae UL 
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Section [| 


ΑΝ 01-60AABA-4 Group Assembly Parts List 
FUSELAGE (Cont) 





20 H-175-58-52 


FIGURE 328 - HYDRAULIC RUDDER EMERGENCY BOOST RELIEF VALVE ASSEMBLY 











FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32 175-907123 VAL ASSEMBLY, Hydraulic rudder emergency boost reliei . . . .. e 
(see figure 319 for next assembly) 

-1 AA11324A . VALVE, Hydraulic relief (VI) . . . . . . . 2 we ee ee ew ew 1 
-2 AN814-4D . PLUG AND BLEEDER....... ο ας τας ate e 

E AN6290-4 . GASKET . . . . oo... eooo ile oc ο ο ects 2 ΄ 
- AN919-6D . REDUCER. ο . « . .. .. +. + oe ee eee 5 Eala a WS AS on a 2 
-5 AN6290-4 . GASKET . . « o... ὁ ο 9 ο ο ο ο ο ο ο oe ὁ ο 2 
-6 AN926-4D . ΤΕΕ: 0000 9 ὁ 3 0 ee ose » Φ 9 9 6 ο ὁ ὁ 4 o e κ 4 4 ο 4 1 
-T AN6290-4 » GASKET >. eso o... 9 ὁ t ὁ ὁ « ὁ ο ο ὁ hw c ὁ ὁ 9 ο ο ο 9 1 
-8 AN6291-4 « RING... « + ὁ we e we ο « e * ὁ ὁ ο ο ο» ο ο "EIL 1 
-9 AN6289-4 « ΝΠ... ο ο ο ο ὁ ὁ ὁ ο ὁ ὁ ὁ 9 ὁ ο ο n Sita ο ο 1 
-10 AN832-4D « UNION. ...ooo ooo ο ὁ o¿S$ ὁ ο ο Uu ο ο ore we 1 
-11 AN6290-4 » GASKET . o o a ὁ ὁ ο « ο ὁ «2. $7678 τν τὸ; S ας τῶν 2€ ο ai ete ο 1 
-12 AN815-4D . UNION. . « « . 2 «νο n V ves v9 ο ο ο te ο c 6S E 1 
-13 AN6290-4 e GASKET . . . . .... +. ο ο ο ας "I $e 1 
-14 AN927 -4D . ELBOW. © e ee ὁ ο 09 1 ὁ a PEARCE 1 
-15  AN6290-h . GASKET . . . o... . . ooo ο ο A ο ec Cut di τῷ 1 
-16 AN6291-4 « RING... ooo. a es Io tie TR «δὲ cere oe ο κο” e 1 
-17  AN6289-à . NT. .... Ww es tie ον $^. Ὁ ο ae a dec) te rue 1 
-18 AN832-4D . UNION. . « . « « . ee we ew n wow Ue de eo ο ο. ο . 1 
-19 AN6290-4 + GASKET . . . . .. + EE s utei οσους EN! 
-20 | AN919-6D . REDUCER. . . +. +. "JD E I ο M ο ο ος 1 
-21  AN6290-4 . GASKET wer Ua Lui Wiss dene fex Eo «ο a DELL A O A O 1 
D ΠΕΣ -92  &KN926-lID SOXTEE. T X9 cele $m vele rime ὃς -ᾱ oe. a ie T 
-23 AN6290-4 . (GASKET: sis 22.5.50 € 0e Me ο Se Ὁ e Se τῳ e 1 
-24 AN6291-4 . RING esl us ο tei esl abe Reime ο ο BO ERU Ra p αν λεν να 1 
-25 AN6289-4 s NUT x03. a αν ο -ᾱ ο ο ο ο NS ta . 1 
-26 AN832-4D . UNION. o 2... ooo... eee Vot So) de Arva S ο ve Mace! κ μες 1 
-?7 AN6290-4 -. GASKET 4o are: se ses ο omo scm e EIE CERTES 1 
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Group Assembly Parts List MI-SL-SORABA-U 


FUSELAGE (Cont) 





H-175-58-135A 


PIGURE 329 - HYDRAULIC RUDDER BOOST CYLINDER INSTALLATION 











PART 
NUMBER 


175-58705 


AN365-720 
AN960D716 
2W11B30-48-62 
AN177-17A 
AN365-428 , 
AN960D416 
AN960D! 161, 
AN174-33A 
AN3204 
AN960D4 16 
NAS464 -4-14 
AN316-4R 
RE4M6 
AN365-1032 
AN960D10L 
AN3-11 
175-58735 
175-58704 


7R2-13D" 
2W1ALP45-35-64 
AN6232C2 -9/16 
175-58727 
AN6246-13 
AN6227-13 
175-58726 
151-58344-13 
175-58728 
AN6246-27 
AN6227-27 
175-58729 
AN316-9R 
2W11A9 
175-58732 


LSST 
AN944 -103 
1P6 


AN6227-3 
175-58730 
AN6227-7 
AN6246-7 ο 
146 -24458 
K12A = 
175-58731-3 


AN O1-60AABA-4 
FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 
CYLINDER INSTALLATION, Hydraulic rudder boost . . . .. 

(see figure 73 for next assembly) 

NUT. 2-253060 9 ο ον fone 6 ο, meom ο 

WASHER... SO ον κάν s 

WASHER, Plain” (NA) . " 

BOLT (magnetic inspected). 

NUT. 4. ὁ ο 00 δω "ὁ ος SE ϱ 

WASHER o œ s e 49 wo dvs 


9. 9 c9 0 0 c9 c9 9 9 9 9 9 ο ο $9 


ee 9 9 9 ο 9 ο ο ο 


WAS 


BOLT (magnetic inspected) 


NUT 
WAS 
BOL’ 
NUT 
END 


NUT. . . « 4.  ὁ « ee we wo ο ο ο 


WAS 
BOL 
Loc 


CYLINDER ASSEMB 


... ο ο 


. 9 9 9 ο 9 ο ο ο ο 


HER . . . . . 


(RH only). . . . . « 
HER (RH only) . 
T, Shear close tolerance (RH onl 
(RH only). 
ASSEMBLY, Rod "(ng only) (FAF). 


n 


) 


πο E e s * 3 


9 9 ο «Qe... ..... 


HER e $09 Se ans "a> Web a e ous lv ον 
T.. LAE “e 
K, Hydraulic "rudder boost actuating 
LY, Hydraulic rudder boost actuating. 
(LH and RH) 


9 0 9 0 0 9 ο »:» 9 ο sooo’ 
e. 9 0 ο ο 9 9 ο £1 | 2 £| ο ο 
e 9 9 9 9 9 9 9 0 ο ο 7 5$ 7; ο ο 


NOTE: Quantities listed per one rod ΟΠ 


RETAINER, Gland ΠΑ of fs we we: 
WASHER, Plain (NA). 
FELT. . .. 

GLAND, Hydraulic “rudder boost actuating cylinder 
RING. $5... 4o 8.3 ds ES (0€ TES os 

PACKING... Sens 

PISTON, Hydraulic rudder "boost “actuating EORNM 

RING, Hydraulic low friction piston... 

GLAND, Hydraulic rudder boost actuating cylinder. 

RING. 4 Ὁ ο Wo d d sa a ew ὦ Ὁ SOS 

PACKING... 

RETAINER, liydraulic rudder “boost. actuating cylinde 
NWT... A s GHI o. us 

WASHER, Tab lock. (NA) . 


o 8 © ο o s 
e 9 © © ο © © © © © « : 
. 


END ASSEMBLY, Hydraulic rudder "boost “actuating cylin e 


rod 


. BEARING (HEC). DICE AE E EE va a) EET ME DR 
. FITTING. . . ο ο Fe Ja o9) ὃς os o -ᾱ 
PLUG, Hydraulic (wa). πε νο, AI αἳ σφε dy uev 
PACKING . . . a πω DS vec AP ae, OE 
FITTING,’ Hydraulic “rudder boost actuating cylinder 
PACKING 4 ie). a ere A Se cee ore! e v ϱ 
RING. . . . δ S ο ο ενω 
FITTING ASSEMBLY, Rudder boost strut attaching. . 
. BEARING: (FAF). 4 e s TEMPE 
CYLINDER, Hydraulic, rudder” boost actuator ο ον 


. 
n 


. 

. 
r 

. 


e 9 92 c2? 29252555 


cylinder fitti g 


d 


re... we we ew 9 we 


$ . 9 9 c9) à 9 9 * 0.0.0.0...  ».»» 


. . 9 c9 c 0 9 9 c3 c9 ο’ 8$ c $5 ο ο ο 


. $9 0 c9? 9 $5 ο 0 * ο 9 9 ο. 


4 0 c ο ο ο ο. ο ο 
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Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 

Ref 
2. 

m 
AR 
2 

8 

8 

8 

8 

1 

2 

1 

1 

1 

4 

8 

4 

4 

2 


PVN FFNWWEH mPHmPPHIDHPOmPIOIDHIOHrH 








Group Assembly Parts List ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 





H-175-58-55 


FIGURE 330 - COMPLETE HYDRAULIC PRIMARY RUDDER BOOST RELIEF VALVE ASSEMBLY 
596 








Section 1l 


Group Assembly Parts List 


ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


USEABLE ON 
CODE 


UNITS 
PER ASSY. 


NOMENCLATURE 


VALVE ASSEMBLY, Hydraulic primary rudder boost relief complete. 


PART 
NUMBER 


175-58724 


FIGURE & 
INDEX NUMBER 


Ref 


(see figure 319 for next assembly) 


330 


τιπησιπι σι πιε Be πι τὶ πὶ κ’ τ τ σσ ο κά κα τη τὶ κ᾽ τή τῇ ARA πα η κα πὶ τη εἰ «1 τ“ ΕΙ τ᾽ ΓΗ γή τη τ! τ’ τἡ ΓΗ κ κα ee ee τὶ 


€ C9» ο ο ο o 5 Ὁ 0 ο. ' Ὁ 9o ο 4 9 4d  Φ 09 οσον νο o4 6 o Ὁ ὁ 9 € δὶ ὦ $4 € ὁ Ὁ ὁ ὁ 9 € » € ὁ Ὁ € 
9 5 » 0 ο 5 2 » « 9 ο € 9 6 9 Ὁ € * 9 9 e » 5 5  » 5 9 » €9 ο € ὁ v 9 5 € 9 9 9 ο * 5 ο 5 4 9 ο 5 ο à 5 


E E a E E E E a E E E a 5.52.5»... 0 € 9 * * ὁ ο * ο ο *» à ^» 6 e » 5 


9 9. 9 9 9 ο c9 9 t9 0 c9 c 9 9 * * * » ο ο ο o‘ e... 9 c 9 c9 0 c c9 c9 9 0 * 5 9 ο 9 9 ο * * * 9 ὁ * o... o. 
. i aa t$ 9 0 0 0 9 9 * 9 ο 9 * 8 » 9» * ο οὁ ? ὁ 9 ο ο * * * ο ὁ à ο ο ο ο 

. 3 ..—... . es ot 9 9 9 ο ο $9 +. o9 o9 ot 9 9 t 9 0 9 0 9 o? c 9 0 * 6 * 6 ο ὁ * 9? » * ὁ ο 5 5 * 
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FIGURE 331 - PHOTO FLASH BOMB EQUIPMENT INSTALLATION 


ROURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
331 175-63001 BOMB EQUIPMENT INSTALLATION, Photoflash . . . . . es ee Β τι 
-1 175-63020 STRUT ASSEMBLY, Photoflash bomb rack inboard . . . . . . +. . 
-2 AN6-20A BOLT sene mo calle ο ο ο ο ο ο im. “κι rw fe as Gos 
AN960D616 WASHER e ον ον ος cde don: Ge Tae wie ην τῷ Ba) feel Yeh τος So -ᾱ 
4B2186-23 . BUSHING, Spacer (ΝΑ) . . 4 +. +... . 4 . ee ee . eee eee 
AN365-624 o NUTS ul Re dm. ὁ. Ὁ C. RR a a ο ο ο ος 
-3 175-63018 . BEAM, Photoflash bomb rack inboard . . ar rar See κο..." 
ATTACHING PARTS 
AN6-11A . BOLT. «  « ο ο let ο ο ον c 
AN6-7A s BOLT i tase: ars ete, ο Fae Deckel OA 
AN960D616 WASHER ος τος ας mm mcm se swe ὃς fh ve Barer ce Φ. αν (8 HP «ὃς τος LAS 
AN365-624 A A E LOS è TON 
μενα ΡΝ 
-4 175-63019 . STRUT ASSEMBLY, Photoflash bomb rack outboard. . . . . . . « 
-5 - 175-63017 . LINK, Photoflash bomb rack outboard, . . . s s es sses 
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FUSELAGE (Cont) 











FIGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
331 ATTACHING PARTS 
AN5-16A . "EGO A ος δν xx ὃν ὡς τῳ. ο) ο a 2 
AN5-13A s ρα set ce? Lee Let Secs: Vat sett Wop e Αν. 2 
AN960D516 «WASHER: 0 eve a Bo a a Teo cane tee aire eC we she a a 8 
AN365-524 E O O data) vee Hak 74 2797-97 ee fare 4 
μυ ενος 
-6 175-63014 . BEAM ASSEMBLY, Photoflash bomb rack lateral hoist. . . . .. 1 
-T 175-63016 HOOK, Photoflash bomb rack hoisting . . . . . . . . . oœ 2 
ATTACHING PARTS 
ANH -11A νο BOLT i4 aee ge dX A -ῳ ον τά. Rv δν. τὸ, "ον OS) 8d moe A ug 2 
AN960D416 . . WASHER .. . AS e A certas ee s ete r 4 
NAS43C4-34 + . SPACER, Screw and bolt. A OR ioe ae tei “lee? ete ο 2 
AN365-428 DNE μμ νιν Ἦν MM M 2 
rim ντα. 
-8 175-63029 . BEAM ASSEMBLY, Photoflash bomb rack longeron hoist . . . .. 1 
-9 175-63016 + . HOOK, Photoflash bomb rack hoisting . . . . . . . . . ο ο 1 
-10 AN4-11A ο BOLT. Ὁ a a v. eee, a e ο a oum ea a es SS 1 
AN960D416 e » WASHER . ... "AME ο PEE O ορ al 9 
NAS43 C4-34 + . SPACER, Screw and bolt. o III g og g piis 1 
AN365-428 BC: di cen var ο 1 
-11 175-63005-1 . RACK ASSEMBLY, Photoflash "bomb outboard “LH 6 $ SEO UN 1 
(each ràck must be selectively tested and shimmed) 
-12 175-63005-2 . RACK ASSEMBLY, Photoflash bomb rack outboard RH. . . oris 1 
(each rack must be seíectively tested and shimmed) 
-13 175-63007-1 + . RAIL ASSEMBLY, Photoflash bomb rack outboard rear LH. . . 1 
175-63007-2 + . RAIL ASSEMBLY, Photoflash bomb rack outboard rear RH. . . 1 
-14 175-63008-1 + . RAIL ASSEMBLY, Photoflash bomb rack outboard front LH. . 1 
175-63008-2 . . RAIL ASSEMBLY, Photoflash bomb rack outboard front RH. . 1 
175-63046-1 + . SHIM, Photoflash bomb rack assembly outboard. . . . . . . 6 
(install shims as required for clearance of 
unlocked MK8 shackle between rails) 
175-63046-3 . . SHIM, Photoflash bomb rack assembly outboard. . . . . +. . 6 
(install shims as required for clearance of 
unlocked MK8 shackle between rails) 
175-63046-5 . . SHIM, Photoflash bomb rack assembly outboard. . . . . . . 6 
(install shims as required for clearance of 
unlocked MK8 shackle between rails) 
175-63046-7 + . SHIM, Photoflash bomb rack assembly outboard. . . . . . . 6 7 
(install shims as required for clearance of 
unlocked MK8 shackle between rails) 
2w18-616 + . WASHER, Flat (NA) (install washers as required for . . . 3 
clearance of MK8 shackle between rails) 
-15 AN365-624 ο t EHE RR ος 6 
-16 AN960D616 P" WASHER. ree ον Να A AE A A A 12 
-17 2W1AL-25-20-032  . . WASHER, Plain (NA): EET sha ER 6 
(use to provide clearance for MK8 shackles) 
-18 NAS224 -36 + . SCREW, Brazier head Phillips recess alloy steel 3/8-24. . 6 
-19 AN365-428 x "uw NUL snay AA ο AA AA E ο ap A 6 
-20 AN960D416L + . WASHER. . . . ο 12 
-21 NAS222-34 + . SCREW, Brazier head Phillips” recess alloy steel 1/4-28: A 6 
-22 146-63365-7 2o. SPACER ASSEMBLY, Bomb bay adapter rail LH . . . . « ον 3 
146-63365-8 + . SPACER ASSEMBLY, Bomb bay adapter rail RH . . . . . +. + + 3 
-23 146-63366-3 - . . FITTING, Bomb bay adapter rail spacer LH forward... 1 
146-63366-4 + . . FITTING, Bomb bay adapter rail spacer RH aft ..... 1 
-24 146-63366-5 - . . FITTING, Bomb bay adapter rail spacer LH aft . . . . . 1 
146-63366-6 + . . FITTING, Bomb bay adapter rail spacer RH forward . . . 1 
-25 2182-17 + . RECEPTACLE (CED). . . « « . . . . . . . * ὁ ο * ο » ο ο 3 
-26 AN365-440 κκ ο ο a te es κ obit ο ο. 19 
-27 ΑΝΟΘΟΡΗ « ο» WASHER. . ο ὁ ο ο « © à * ὁ » ο à e ὁ ὁ ὁ » ? à e ο * ^ * 24 
-28 AN515-4R6 + « SCREW.  .΄. « ο ο ο . ote e ds a Ὁ, 12 
-29 175-63013 . . FITTING, Photoflash bo mb rack hoist. support . . . . : « « 2 
-30 AN365-832 a tae NOT e κ Oh ue ae πο νο ο De sim, wot μα. 4 
-31 2W18-18 . . WASHER, Flat (NA) τω e νο μόνος ο ον E qos των 4 
-32 AN509-8R15 e « SCREW..... "P . cl... so... 4 
-33 4389887 «e . CONTROL ASSEMBLY, Bomb arming type. AN- A2 (GFP). . . . . . 3 
AN3057 -3 + . ADAPTER... +. E 4. v. ὁ 3 
458 + . SPACER, A2 fusing unit "mounting (NA). ο ο a Ma's 3 
-34 AN365-624 4 e NUT κ. E AAA AR A κ, AR 6 
-35 AN960D616 o de. WASHER ο 6-9 E αι κα A ο OUR LORD RS LR, 12 
-36 146-63354-5 + . SPACER, Bomb bay adapter bomb shackle support hook. . . . 3 
-37 AN6-17A a « BOLT. να. 9 9.9. al ὦ E ὁ Je ο o P. ο, -ᾱ 3 
-38 146-63351-3 + . HOOK, Bomb shackle' support. > la s doe 10 vat & 6 
-39 146-63353 "uu SPRING, Bomb bay adapter bomb shackle support hook. δ. ὦ, cd 6 
-40 146-63352 + . LATCH, Bomb bay adapter bomb shackle support hook... . 6 
-41 146-63350 8 SPACER, Bomb bay adapter bomb shackle hook latch. . . . . 6 
-42 AN6-16A »coxw BOLT. x iU Ss e, e quomo RARIUS, Ὁ ο TRE ὃ. ὦ 3 
-43 175-63006-1 . RACK ASSEMBLY, Photof lash bomb inboard LH. . . . . . . . . . 1 N 
(see figure 332 for detail breakdown) 
175-63006-101 . RACK ASSEMBLY, Photoflash bomb inboard LH. . . . e . . . e è 1 AK 
(see figure 332 for detail breakdown) τ 
=44- 175=63006=2 - RACK ASSEMBLY, Photoflash bomb inboard RH, ο x cm OREL D. LAE N 
(see figure 332 for detail breakdown) 
175-63006-102 . RACK ASSEMBLY, Photoflash bomb inboard RH. . . . +. +. +. . +. + 1 ΑΚ 


(see figure 332 for detail breakdown) 
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FIGURE 332 - LH AND RH PHOTOFLASH BOMB RACK ASSEMBLY 
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UNITS USEABLE ON 


ROURE & 
INDEX NUMBER 





















NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
332 175-63006-1 RACK ASSEMBLY, Photoflash bomb inboard LH . . . « . . s ο . + +. Ref N 
(see figure 331 for next assembly) 
175-63006-101 RACK ASSEMBLY, Photoflash bomb inboard LH . . . s . «a o e +... èo Ref AK 
(see figure 331 for next assembly) 
175-63006-2 RACK ASSEMBLY, Photoflash bomb inboard RH . . e es ss sses: Ref N 
(see figure 331 for next assembly) 
175-63006-102 RACK ASSEMBLY, Photoflash bomb inboard RH . . e + «++ ee + èo Ref AK 
(see figure 331 for next assembly) 
-1 AN365-832 . NUT (30 required on RH). s . o 30 
-2 AN960D8 * WASHER (35 required on RH) . . . ss s sss n n n tt t| o n9 39 
-3 AN509-8R19 * SCREW. . e e e e e o e s soo soseo erac Ἦν ν Ον 8 
-4 NAS220-17 . SCREW, Brazier head Phillips recess alloy steel 8-32 . . . » + 8 
-5 AN3057 -3A " ADAPTER. . . . 4 ee ee RR m$ mets pepttttttcta 4 
-6 43B9887 t CONTROL ASSEMBLY, Bomb arming type AN-A2 (GRP)... eee ee A 
1 458 . . SPACER, A? fusing unit mounting (NA) soe ee eos eom lese on h 
- AN365-624 UD a s m eo 9 9 da ο ο μ.ο. 15 
-9 AN960D616 2 WASHER . à . ce ohh o mb t th t n t] tmt t] 9 n, t| | £5 1| 25 
-10 AN515-8R10 . SCREW... . α « e nom ot o mo ο ο ee τ’... 4 
-11  AN509-616R42 T. A ee en Ἦν, E ο. 1 
-12 AN6-23A 3. BOLT a osoa ce ὅν αν e A a ήν. Dei sve) A A τα) τε νι A 1 
-1 AN6-16A " BOLT . . . 4 e e Rom om mo a o omms s] rs m t! | t tg t] t1 ng 3 
-1 AN6-17A X BOLT gs sc settee, ob νι 429. νυν" ο nar NA . 3 
-15  156-63351-3 ` "SPACER, Bomb bay adapter bomb shackle supporting hook. . . +. + 4 
-16 2W1AL25-20-032 * WASHER, Plain (NA)(use to provide clearance for MK8 shackles). 12 
-17  156-63351-3 " HOOK, Bomb shackle Support . . e . s e es tee ee ttt t nt. 8 
-18 14146-63353 ` SPRING, Bomb bay adapter bomb shackle support hook . . . +.» + 8 
-19 15416-63352 . LATCH, Bomb bay adapter bomb shackle support hook. . . +. +. +. + 8 
-20 11516-63350 "SPACER, Bomb bay adapter bomb shackle hook latch . . e.s . « 8 
-21 AN365-428 A ο ο ο O ο”. 25 
-22 AN960D!116 . WASHER . . « « «ο ee ὁ ο om or m m! t] ο ο. ο ο t] t] ] || ee ]Í tg 1T 
-23  AN960DM16L D WASHER. wo 3] wee eo νιν, em SMe UN Bie E Bs 19 
-24  NAS224-36 ° SCREW, Brazier head Phillips recess alloy steel 3/8-24 , . . . 8 
-25 NAS222-24 ` SCREW, Brazier head Phillips recess alloy steel 1/4-28 . . . .. T 
-26 NAS222-37 . SCREW, Brazier head Phillips recess alloy steel 1/4-28 . . .. 1 
-27 146-63365-T ° SPACER ASSEMBLY, Bomb bay adapter rail LH. . . . + see ees 4 
146-63365- * SPACER ASSEMBLY, Bomb bay adapter rail RH. . e e e essees E 
-28 146-63366-3 ` . FITTING, Bomb bay adapter rail spacer LH forward. . . . . . 1 
146-63366- * i FITTING, Bomb bay adapter rail spacer RH aft low d 
-29 146-63366-5 : 1 PITTING, Bomb bay adapter rail spacer LH aft. . . s.s 1 
146-63366-6 |! . FITTING, Bomb bay adapter rail spacer RH forward. . . . . «1 
-30 AN365-1032 GE MERECE ο OR ο EM NE Ι.Ν, τν. 2 
-31 AN960D10 το... ην G^ M OE De μα ως 4 
-32  NAS220-10 ! SCREW, Brazier head Phillips recess alloy steel 3/8-24 . . . . 2 
-33 AN365-524 A A O A δι CR cer cm RU Me oes ot 2 
-3À . AN960D516 ΤΉ... ΙΙ EC ME 4 
-35 AND-TA A AA ARE O E SR NEÓN 2 
-36  NAS220-12 s SER E Phillips recess alloy steel 8-32 . . . . - 2 
LH only 
-37 14546-63322 . LATCH, Bomb bay adapter hoist beam (LH only) . . « ... eee ἃ 
-38 146-63337 . SPACER, Front bomb adapter hoist beam latch (LH only). e's. . - 2 
-39  156-633?23 ` SPRING, Bomb bay adapter hoist beam latch (LH only). se... 2 
-ho  AN365-832 ME i MCCC EIE EE C E CM 4 
-41  2W18-8 t WASHER, Flat (NA). . . s s esce ee eee to 4 
-42 ΑΝΡΟ9-8π15 "αν... ο as M ORI U ο ο... 4 
-43 1775-63013 " PITTING, Photoflash bomb rack hoist support. . e + +++ +++ 2 
-4H — ANh-6A ο BOLT ο η..." τὰς IR OR SM Dep ὃς RS LRL IRI Les URS oer oS 9 
-45 ΑΝΗ-15Α ορ ο oor. ο cese l9 ο ο ο ο vm ο ia: ete, Seat at t 8 
-h6 aAN4-44A ο ce 9 c ο a as use τν ο μυ... 1 
-47 175-63033-1 . INTERCOSTAL ASSEMBLY, Photoflash bomb rack inboard . » . + «+ > 1 
upper LH 
175-63033-2 . INTERCOSTAL ASSEMBLY, Photoflash bomb rack inboard . . . +. » + 1 
upper RH 
-48 2182-17 . RECEPTACLE (CED) ..- ++ es eee eee ee reer 4 
-49  AN365-440 ο M ner ug όν νον Wee ed ay ο Pea ην 16 
-50  AN960DW ICMASHER. 10.24 e mos mat ο Ue 1e HUC ο ο ο... 32 
-51 AN515~-4D6 LS SCREW. qo04 a ὁ ὁ ο ὁ Me 6.4.4) ἃ A A em cm ce ot oe 16 
-52 AN4-12A BUD... ro 1 
-53 NAS43DD4-36 . SPACER, Screw and bolt . . . . » + κ κα E 1 
-54 AN509-8R9 . SCREW. o... ss 3 
-55 175-63010-1 . RAIL ASSEMBLY, Photoflash bomb rack inboard front LH . . . +. +» 1 
175-63010-2 . RAIL ASSEMBLY, Photoflash bomb rack inboard front RH . . . +. . 1 
-56 175-63009-1 . RAIL ASSEMBLY, Photoflash bomb rack inboard rear LH..... +. +» + 1 N 
175-63009-101 . RAIL ASSEMBLY, Photoflash bomb rack inboard rear LH. . . +. + » 1 ΑΚ 
175-63009-2 . RAIL ASSEMBLY, Photoflash bomb rack inboard rear RH. . +. +. + + 1 N 
175-63009-102 . RAIL ASSEMBLY, Photoflash bomb rack inboard rear RH. . . +. + + 1 AK 
-οτ 146-63354-5 . SPACER, Bomb bay adapter bomb shackle supporting hook. . +. +. + 4 
` 175-54009-5 . HARNESS ASSEMBLY, Photoflash bomb:inboard LH . +. +. +++ +» + + 1 
175-54008-7 . HARNESS ASSEMBEY, Photoflash bomb inboard RH . +. e + e +. + s.e 1 
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FIGURE 333 - FUSELAGE STATION O TO STATION 224,625 RADIO EQUIPMENT INSTALLATION 
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M a ————— 00000 ποι 
FIGURE & PART UNITS ISEABLE ON 
INDEX NUMBER * NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
333 175-71006 RADIO EQUIPMENT INSTALLATION, Fuselage station O to station . Ref AD 
204.625 (see figure 73 for next assembly) 
183-71006 RADIO Eoi) INSTALLATION, Fuselage station O to station . . Ref cc 
. 224.625 (see figure 73 for next assembly) 
No Number > . STATION 79.5 TO STATION 224,625 RADIO EQUIPMENT. . . . . +. + Ref AD 
(see figure 336 for detail breakdown) 
No Number . STATION 51 TO STATION 199.5 LH RADIO EQUIPMENT . . . . . . . Ref cc 
(see figure 335 for detail breakdown) 
No Number . STATION 199.5 TO 225. 625 RADIO EQUIPMENT , . . . +. +. +... +. +. Ref cc 
(see figure 334 for detail breakdown) 
-1 160-71061 . ANTENNA ASSEMBLY, AN/ARN5 radio fixed canopy ....... + 1 AD 
-2 AN3314-1 . RELAY... z bl ce, degere. e he 1 AD 
-3 175-71074 ` COVER ASSEMBLY, Radio junction panel . . . . 0... . . . +. 1 ΑΡ 
NAS45-6-18 | PANEL ASSEMBLY, Electrical connector ..... +--+ ees 4 AD 
NASA -6-2 . BUS BAR, Electrical. . . . . . MN NC c 6 AD 
-4 AMHO/A1C . AMPLIFIER (GFP). ο ο αρ ο ο Gh ο ο. 1 ΑΡ 
-5 MT51/U . MOUNTING BASE (GFP). fy Rhett E AUR ος ἐπ 1 ΑΡ 
AN3106B1681S . PLUG.. HIDE πο. . ice ; 1 AD 
-6 ΒΙΑ /ARR2A . RECEIVER ig) EOS Vet tad oo ai ὸ : e xo. VI AD 
-T R231/ARC5 . RECEIVER (GFP)... sas oseo 3 κ. “ὁ . 1 AD 
DY2A/ARR2 . DYNAMOTOR (eer ο res eee. ο ‘ : ! 1 AD 
DY2B/ARR2 . DYNAMOTOR (GFP A e n — 5 1 AD 
MX21/ARC5 . ADAPTER, Remote control (GPE) 2. ^. x09 2x9 4 : 1 AD 
MX22/ARC5 . ADAPTER, Right angle cane) ae at M NUNC UT aoe G See ‘ 1 AD 
cwe /ARC5 . CAP. (GFP). Ν "m D b's τά ertet Re ὃ > : 2 AD 
ARC9125 . PLUG (ARC). τν ου e E ey T Le 4 : 3 AD 
ARC9123 ; PLUG (ARG) X oo o τα 07 ORC C E E EO Ro 1 ΑΌ 
Β33069-2 4 PLUG (GFP) ὁ 2 ow ee y . . 5 2 1 AD 
PL259A . PLUG (AMP) . AA VEL S mm mL ES AE RN de . 1 AD 
M359A . ADAPTER (AMP). A Pow wd “Seo : 1 AD 
-8 169-71039 . SHAFT ASSEMBLY, “ARCS radio tuning. τν ὦ εν ο. we, dm 1 ΑΡ 
-9 MT63/ARC5 . MOUNTING RACK (wrer7 /ARCS may be used as substitute) (GFP) . 1 AD 
MT62 /ARC5 . MOUNTING BASE (GFP). . . m aedem τ 1 ΑΡ 
-10 C37/ARR2A . ADAPTER, Electrical ME control L (ore). αν. ὃς i e el . t AD 
-11 C626/ARC27 . CONTROL BOX (GFP). .. FE SUE ue sm. dL AV Se ᾱ A 1 AD 
MT821/ARC27 . MOUNT, Control box (are) ο ο Sat ya ο ο Ορος 1 AD 
AN3106B24-7S 2 UPLUG a veh be cuve E ee Bye ο ἃ A ΚΘ t 1 AD 
AN3106B24 -20P se © PTO is ce San vane ο ο ο Del ο ο ο κ uf. 1 AD 
AN3106B24 -5P . PWG... EE ac? aa has Mele ο S i 1 AD 
-12 RT178/ARC27 7 p pransntbter "(RTIS/ARCIÍ may be used as substitute). 1 AD 
GFP 
AN3108B24-5S . PLUG (AN3106B20-1P to be used with RT18/ARC1). IE 1 AD 
AN3108B24 -7S . PLUG (AN3106B20-16P to be used with RT18/ARC1) . aa E 1 AD 
UG21C/U . PLUG (IPC) αι (AMP) to be used with Ἠ1ϑιλπό1) ραν 1 ΑΡ 
UG27B . ADAPTER (IPC). . Sh i edie et ἃς date de 1 AD 
CR1B/AR . CRYSTALS τ be used on ᾿Ἠτιϑ/άπόι only). νην Ην 10 AD 
-13 MT822/ARC27 . MOUNTING (GFP) . PEE ο dba ο ο de. ELVIS. E 1 AD 
-14 1N81 . INSULATOR (GCM). . . TM ποιος. Thin fone 4 AD 
-15 146 -71028-10 . GUARD, Radio wiring fuselage station 158 . ο 1 ΑΡ 
-16 AN3314-1 RELAY. . . . w . © © «© © . -—-—— δν ας Ὁ l cc 
; ATTACHING PARTS 
-17 AN515-8R6 » SCREWS Ὁ aca xc» A 7X RA O EA EA A 2 cc 
AN960D8L . WASHER . . . . « à ὁ © © © © © ο ο «ο tm om . t] . ο...” 2 cc 
AN365-832 gi NÚTI να he RE A E RR a T Oe 2 cc 
-18 AN365 -440 ο AAA O E CE E ceo xv ν 2 cc 
-19 ΑΝΟΘΟΡΗ1, » WASHER eses o ARA o E A RA 5 ὁ 2 ςς 
-20 AN515-!iR8 . SCREW. E εὖ ο REM Ha at ery es a 5 2 cc 
-21 NAS45-6-7 . PANEL ASSEMBLY, “Electrical connector $e ae 5 1 cc 
-22 175-54195-87 . COVER ASSEMBLY, Electrical terminal connector. — 5 1 ςς 
-23 NAS4S4-6-2 . BUS BAR Electrical. E "pe EE EE" à s 1. cc 
-24 ` AN3hO-6 a NUTREN ee ts a, ee τ cc 
-25 AN936A6 . WASHER . . . . « «κο o . . . . . νο. m t t n ES 7 cc 
-26 AN960-6 . WASHER. . . ar Ase ta ia de y a T cc 
-27 175-71040 . PLATE ASSEMBLY, “Radio “console "closeout 4o ᾱ RO ἃ, e l 
175-71064 . CONTROL, AN/ARN- 6 radio compass. . . . . .. XD v εὐ ἂν εν, Ὁ 1 
-28 AN3502-2A . . LIGHT ASSEMBLY. . . . V. Wi ven jeg a fas de e [wt ey teslis “XS 4 
GE327 . . BULB (GE) . j Ην ον 4 
-29 163-71158 . . KNOB ASSEMBLY, Radio “control plastic “Lighter. ος at ἐπα αἱ pon 2 
1220-02 . . LOCKWASHER (SH)... . A A ο 8 
-30 AN3121-313R " . LAMP. . . . Nm ο ο ο 2 
-31 175-71063 . . DIAL, Radio compass bank “switch control Pca! Ve eee ST ο. 1 
AN507 -440R3 . . SCREW... š o gs ου 2 
-32 163-71176 . . KNOB ASSEMBLY, “Radio “volume control . . . : . . ... n 1 
-33 MS25010-2 . . -LIGHT ASSEMBLY. . . . . +. +. sac do ave ο O 1 
GE327 . . BULB (GE). s : S CI 1 
-34 175-71062 . . PLATE, Radio. compass control “panel “Lighting ee «ἃ, dence joie 1 
-35 c149( ) /ARN6 . CONTROL BOX ASSEMBLY, Radio compass (GFP) . . . . +. . +. + 1 
MT275/ARN6 7 MOUNT Ci 1 
5373X . ADAPTER! (wD) . O κ ο νο vale D Za wot an +S 1 
-36 o74Y | FLEXIBLE SHAFT E an αι ἂν . E ο ie El, ie d$ tens 1 
-37 CT33/ARR15 . CONTROL, PANEL (GFP s a: fa t E . ont a a ees 1 
AN3106B22 -14S « PLUG... ses 7 . e. rere Se «eS 1 
-38 CTHO/ART13 | CONTROL. PANEL "(GFP). ; : S S μα 1 
U6/U . PLUG (CED) . .. .. . +... E a δὲ) το eee 1 


Revised 15 September 1955 603 











Section [| 


Group Assembly Parts List 


FIGURE & 


INDEX NUMBER 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
333-39 175-71061 PANEL ASSEMBLY, Radio interphone lighted control HE 


604 


-40 
-41 


-42 
-43 


-44 


-63 
-64 
-65 
-66 
-67 
-68 
-69 
-70 
-71 


-72 
-73 
-74 


-T5 
-τ6 


PART 


AN3108B24 -28S 
'AN3100A14S2S 
NAS45 -6-12 
NAS 44 -6-2 
169-71035 
A5495x 
160-71046 
R101A/ARN6 
CG.105/ARN6 
MC136 
5373X 
4974Y 
4574Y 
MT274A/ARNG 
$0239 
AS 313B/ARN6 
160-71028-55 
AN3160-50 

# C1272 /APA89 
C629 /APX6 
AN3108B20-27S 
C628/ARC27 
AN3108B22-14S 
C744 /ARCS 
ARC9125 
AN3027 -1 
AN3021-2 
175-71061 
AN3108B24 -28S 
C738/ARR2A 
AN3108B20-27SY 
237EAU 
RW31G281 
YHS 10086 
130-51066 
RT82/APX6 
MT362/A 
MT362A /A 
UG59A 
UG212A/U 
AN3108B14S5S 
AN3108B8S1P 
AN3108B18-1P 
AN3101A1ls2S 
AN3106B1/S28 
AN3106B18-20S 
AN3106-18-208 
AN931-5812 
AN931-10814 
ΑΝΘ31 -6516 

# KY81/APA89 

# MT1063/APA89 

# AN515-8R8 

# 2W18-8L 

# 175-71078 

# AN3106B20-?TS 

# AN3106B20-27P 

# AN3100C20-27P 

# 175-71077 

# AN3108B20-27P 

$ AN3106B18-18 


NOTE: 





ΑΝ 01-60AABA-4 


FUSELAGE (Cont) 


(Allied Aircraft Co. or Robert Moline Co. ) 

» PLUG... ο RN 

š RECEPTACLE Kc. d RU PT a εἴ 

. PANEL ASSEMBLY, Electrical connector "νη 

. BUS BAR, Electrical. . . 
BOX ASSEMBLY, Navigators radio microphone “foot Switch. 
FITTING, Bulkhead pressurized (WD) . . ; 
GASKET, AN/ARNÓ radio remote control pressure "fitting. 

: RECEIVER (GFP)... 
CORD (FCI) . . 

. COUPLING, 90° (GFP). 
ADAPTER (wo) : 
FLEXIBLE SHAFT (wD). 


FLEXIBLE SHAFT (WD ; 
. MOUNT (GFP). ; i 
. RECEPTACLE (AMP) , 5 
LOOP ANTENNA UT. 2 8 a 
COVER ASSEMBLY, AS313/ARN6 loop antenna. 
CIRCUIT BREAKER, . $3 avs 


. . +... 9 ο n 


. UNIT, (GFP and government installed) v.s ud 

1 CONTROL PANEL (GEB). 2r μα μμ... DEA 
. PLUG... 

. CONTROL PANEL "(GRP)' (C865/ARC1 may be used as substitute). 


PLUG (AN3108B20-27S to be used 
CONTROL PANEL (GFP). τν -ῳ : 
. PLUG (ARC) . , ο νι oven pus 


with C865/ARC1) ..... . . . 


SWITCH: , 1-2 ορ x woo. E ES 


GASKET, Pressurized thermocouple closeout. a 


SWITCH . . E πο”... P * 
PANEL ASSEMBLY, "Radio interlock lighted control. ae 4 
PLUG . wx» Carbo. ἥδ NY ee D Wr ar^ b ος «^ ww s 
CONTROL PANEL (688): τ; E de. wore; qoi e. d ; 
PLUG . . ew E ee m τῷ 
', RELAY, Single "pole single” throw “πὶ ST e ere rg. κι s Qe γα; De qe 
RESISTER ROM a quu. eos πα A 
PANEL (BE) . . . ; 9 s 


RECEIVER, Transmitter AGEE and government installed 
MOUNTING (GFP)... 2... ... a e a , 
: MOUNTING (GFP) . , š 


` PLUG (IPC) . . 


. 
o9 .. ο ὁ ο oa 


ADAPTER (IPC). . , 
PLUG 447. 4p loros 
PLUG 5 ο... 
PLUG . . MS 
RECEPTACLE | ; 1 1 l| 
PLUG o ο €. le ie xxx 
& ΓΕΤΙΌΩ I. Se op τον) eis 

. PLUG κ. 

. GROMMET. ....... 
. GROMMET, ....... 


. 
. 
DE 
. 


. 
5... 9 . ο ο o... 


9 9 ο υ ο 
. 


. 
. 
. 
. 
. 


Cr . o9 o9] . e... ὃς 
. 
. 


GROMMET. , . . 


«ο... 


UNIT (GFP) . ; ; ! 
+ MOUNT (GFP). . . , 


. 
. 
. 
. 
. 
. 


eo © 9 9 © 9$ 0 8 e 0-0 0 » v à » v 
. 


Ce me cR. e. CAD (ον ᾱ 


* 09 9 9 9 9 ο 9 « 
. . o9 9 9 5 9 5 53 5 5 
. 





. SCREW. . . SES S. Sa Tas cee NEAL Dodo 
τ WASHER, Plain (NA) d A 5 ` . . . 
WIRING DIAGRAM AND HARNESS ASSEMBLY , APABS τον ος ο 

E PLUG. . . . . a uy uos ls οι δον ὧν τε 
PLUG. . . . .., EROR a RD 
RECEPTACLE, . . MR αμ”... 
CABLE ASSEMBLY, 1817 PAB9fto RTB2/APX6. ; τ᾿ 

eU dw ο ο ο τὰ κ mer cun he ME og ἕο 
PLUGA dixi ο ο ο cose, nical Bove ab, eter eru DUE Bp SP d 


i 
# Denotes the incorporation.of Service Change No. 


4 


e... 9 9 ὁ n 


... 9 9 9 9 ὁ 9 n n 


UNITS 


5:5 ; 
PRR PRR POOP ERE PEE EEE EE EEE EE EEE ο en pp 


pa 


USEABLE ON 


AD 
AD 
AD 
cc 


cc 


AD 
cc 


Revised 15 September 1955 











FIGURE 334 - STATION 199-1/2 TO STATION 224-5/8 RADIO EQUIPMENT INSTALLATION 


PART 
NUMBER 


No Number 


—NAS45-6-1 


T47 ( )/ART13 
SUIE 
U7/U 


u8/u 
CU24/ART13 
R105( )/ARR15 
MT461/ARR15 
SA3/A 

118/U F 
MX941/A ` 
MX942/A 
UG22C/U 
UG22C/U 
UG22C/U 
F65/A 
UG21C/U 
UG27B/U ; 
AN3106-19-20S 
UG30/U 
2W1AL40-28-32 
UG31C/U 
UG27B/U 
160-71035-10 
AN365-632 
ANQ60D6L 
AN515-6R6 
160-71036 
149-71287 
169-71027 
PL259A 

M359A 
AN931-14-20 








1 2 3 4 


PANEL ASSEMBLY, Electrical connector 
TRANSMITTER (Navy No. *52886) (GFP). 
MOUNTING BASE (GFP)... . . . . » «. 


PLUG (CED 
PLUG (CED 


RECEIVER 


5 6 


AN 01-60AABA-4 


FUSELAGE (Cont 


) 


7 NOMENCLATURE 


STATION 199.5 TO STATION 224-5/8 RADIO EQUIPMENT INSTALLATION 
(see figure 333 for next assembly) 


e . o © a è ο ο 
= 


(GFP) 


MOUNTING BASE {ΠΕ} αν τῷ ὃν 


INVERTA SWITCH (WK): 
INSULATOR (GFP). . . 


> CAPACITOR (Navy 


ADAPTER (GFP). . . . “o... 


. SLEEVE (GFP) . . . . 
. PANEL JACK 
. PANEL JACK 
PANEL JACK 
FILTER (BDE 
PLUG (IPC) .... 
ADAPTER (IPC). . . 
PLUG (Position 3). 


. BULKHEAD CONNECTOR (I 
. WASHER, Plain (NA). 
. PLUG (IPC) . . . . . 
. ADAPTER (IPC). . . . 


ANTENNA ASSEMBLY, AT134/ARN 


COVER, AT134/ARN radio 
GASKET, AT134/ARN antenna flange. . 
ANTENNA, AT134/ARN marker beacon. 


| SCREW 


e ο 


Navy No. *181628) (GFP)... . 
do ee 0 ο ο ο ο » n 
Broadband) (tee) Pus : e : : : 
jud trees: SS Sat bio, ο PUN S 
ΑΡΝΙ IPC). 2 2 « 4 ooo. 
πμ s A PE ὃς tat nw eal τ 
Poly v dus ων 

3 R "radio marker be 


` PLUG (AMP)... ee e . . 


ADAPTER (AMP). . . 


GROMMET 


marker beacon 


“ant 


ec c 9 (De e e (Deo . 9 9 ν 9 9 ὁ 1 0 £À] 0 9 6 ὁ 0 6 ο | 95, n9 


n 


Section I! 


Group Assembly Parts List 


$ 9 $ 0 9 9 0 0 c9 à 9 9 9 9 à $9 » ? 9 € * ὁ 5 9 6 6. ο ος 


e 9 9 9 c9 0 0 9 * * 0 €9 9 9 9 9 9 9 9 0 * 6ο * * 9€ * » * * » » » 


e» Jees Quo... ... .. ια. 
3 


9 9 c9 ο *? 9» 9 9 ο ο $9 9 * 9 * 9 5 0 ο * 0 ο ο 





ae 


5 0 c9 » 9 ο. s » 


UNITS 
PER ASSY. 


. Ref 


RA 
PHP REPRE HOOORPPN HPP RP RPWHN HEP HEE BEBE PPP Ee 
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Group Assembly Parts List ον 


FUSELAGE (Cont) 





FIGURE 335 - LH FUSELAGE STATION 51 TO STATION 199-1/2 RADIO EQUIPMENT 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
B 335 No Number LH FUSELAGE STATION 51 TO STATION 199-1/2 RADIO EQUIPMENT . . . Ref cc 
uw * (see figure 33 for next assembly) 

-1 1N81 . INSULATOR (om A ὁ Sarid Ae ὅν. ate oh Janae. 2 cc 

-2 1255-00 . INSULATOR (GCM). . +. +. +. + ec re ecol Sao, νιν a a, ia a lay Cu 1 cc 

-3 175-71044 . CONTROL, C174/ATCH radio . . . . . . . . . . . ee . νο. 1 σο 
MT80/ARC5 . MOUNTING PLATE . . . s . 2 +... 4 4 4 lle ee ee te ew ew n 1 cc 
AN3106B22-148 z "PLUG ee, τος E Les, Bi, eI etwa c γὰρ IM DAE DRE Te 1 cc 

-4 183-71028 . ANTENNA ASSEMBLY, AN/ARC5 radio fixed canopy . . . . . +. + " 1 cc 

-5 1117-00 . STAND-OFF- INSULATOR eee ο SP 18" Se eod ο e ἕω. ο ο ee γω; Ἵ 5 CC 

-6 1032-00 . STAND-OFF INSULATOR (GCM). +. +. « « +. +... «e e e «νου 2 cc 

-7 NAS45-6-6 . PANEL ASSEMBLY, Electrical connector . . . . . es . eoo 1 cc 
AN931-4-7 « GROMMET. ,  ὁ . « ο © © © © © » © ο ο ο ο ὁ ο 9 ο ὁ ὁ 9 ο n 1 σσ 

-8 175-71041 . BOX ASSEMBLY, AN/AIC4 portable microphone switch and . . . . 1 cc 

headrest jack (see figure 338 for detail breakdown) 

-9 337 . TRANSMITTING KEY (BNL) . . . . « . - . 4. . +. +. a vo ur ο ate e 1 cc 
AN931-3-5 . GROMMET. .. « « ο ὁ ο 2 ο . 0. ο πα. ο ο da 1 cc 

-10 169-71035 . BOX ASSEMBLY, Navigation radio microphone foot switch. . . . 1 cc 

-11 R122/ARN12 . RECEIVER (GFP)... . +... +. ee ee ee . ... die eign Ae ds 1 cc 
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ΑΝ Ο1 -6ΟΑΛΑΒΑ -4 
FUSELAGE (Cont) 
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Group Assembly Parts List 









-20 
-21 


-44 
-46 


-49 


-52 


589 
AN3108B18-9S 
PL259A 
M359A 
CX1301/AR 
11500 
FTAÀSA 
AN3108B16818 
M387 
R23/ARC5 
R4A/ARR2A 
DY2A /ARR2 
DY2B/ARR2 
MX21/ARC5 
MX22/ARC5 
CW2/ARC5 
ARC9125 
ARC9123 
B33069-2 
PL259A 
M359A 


:169-71039-10 


C626/ARC27 
MT821/ARC27 
AN3106B24-78 
AN3106B24-20P 
AN3106B24-5P 
AM4O/AIC 
MT740/AIC4 
AN3108B16S1S 
RT178/ARC27 


AN3108B24-58 
AN3108B24-7S 
UG21C/U 
UG27B 
CR1B/AR 
MT822/ARC27 
183-71041 
183-71039 
NAS45-6-12 
NAS44 -6-2 
160-71040-3 
160-71040-5 
NAS45-6-2 

No Number 
160-71041-3 


160-71041-5 


UG21C/U 
UG27B/U 


*Bc7 88C 


MT14/ARN1 
AN3106B16S1P 
AN3106B12S 3S 
PL259A 

M359A 

221EAU 
RT7/APN1 
MT14/ARN1 
169-71026 
AN3054-16 
169-71026-3 
9774-16 
AN3106-24-19P 
RC21BF47 3J 
AN3106-18-20P 
AN3106-18-20P 
AN3106B18-20P 
ΑΝ31Ο6Β18-55 
PL259A 
NAS45-6-10 
175-54195-93 
UG21C/U 
UG22C/U 
DY12()/ART13 
το. ART13 
U9 

U10/U 

CA275X 
AT1À1A/ARC 
UG21C 


€ 9 9 9 9 c9 c9 c9 9 ὁ c 5 » s» 9 c3 9 » 9 9 * ὁ * 9 ὁ ο * » ο ο ο ο ο 





NOMENCLATURE 











PLUG . . LA 
PLUG (amp) | s 


ADAPTER (AMP). è 
EXTENSION CORD ASSEMB 
INDICATOR (GFP). 
MOUNTING (GFP) 
PLUG . . des 
VISOR (GFP). rpe 
RECEIVER fare) E 
RECEIVER (GFP) . 
DYNAMOTOR ores 
DYNAMOTOR (GFP). . 
ADAPTER, Remote con 
ADAPTER, mens angi 


FP) 


Εν ο «ο 
K 
~ 


. 
. 
. 
. 


oe oe © 9 9 75 ..»:α ια. 


CAP (GFP). 
PLUG (ARC) . . 
PLUG (ARC) . . 


e... 9 c c9 9 9 9 * V 9 € ο 3 $ ο. ο 


PLUG (GFP 

PLUG (AMP) . 
ADAPTER (AMP). 
SHAFT ASSEMBLY, ARC 
CONTROL BOX (GPP). . 
MOUNT, Control box (G 


oe ου, ο. 


M 
ntr 
e 
5 


PLUG . ...... 
PLUG ....... 
ρα... 
AMPLIFIER (GFP). 
MOUNTING BASE (GFP) 
PLUG . . . 

TEORI prensuitter nba may be 
GFP 

AN3108B20-1P to be used with RT18/ARC1). . 
AN3108B20-16P to be used with RT18/ARCl) . . 
IPC)(PL259A (AMP) to be used with RT18/ARC1) 


eee ee 9 (oe o 9 n 9 ὁ 0 fdo o . 0 9 9 ὁ ὁ (Qe ὁ ο n 
"uj 


P 
P) 
t 


$9 9 c9 c9 9 c9 . t$ ο oo... 9 » 9$ 0 9 9 ο 9 $5 9 ὁ 9 » » » 
9 9 c9 c9 c9 9 co? 9 * * 0 0 ? 0 9 * 0 9 * 9  », * * ὁ 9 ο ο 
$9 9 9 9 o9 9 c9 c9 9 9 9 9 ο 0 9 9 3 t$ ο 0 ὁ 9 9 * $9 . o. 


9. 9 9 o 9 o 9 Yo o. c 9 9 ὁ 0 9 9 9 o9 ο ὁ 9 ο 9 ὁ ο ο n 


pa 
e * » 9 9 2 * Yoo ο ο α n n 
R 


E E 3. Hoc... I TEE 


ffe « » 9 ο ὁ ο 9 ὁ ὁ ὁ ὁ ὁ ὁ ὁ ὁ ὁ ὁ ὁ 9 ὁ 6 ο 9 ο 5 9 0 ο 


Doo... ....0 © o 9 . 9 . ο 0 ὁ ο o‘ 
Mee © © © c © © © c 0 ὁ 5 9 c3: ο ο ο 


a 
w 


PLUG 2 
PLUG $ 
PLUG . 
ADAPTER (IPC). . ο” 
CRYSTALS (to be used on "RT18 /ARC1 'only). sé 


MOUNT (MT100/ARC1 to be used with RT18/ARC1) (GFP). 
COVER ASSEMBLY, Radio junction panel ....... 
PANEL ASSEMBLY, Radio junction . . . . 
PANEL ASSEMBLY, Electrical connector ...... 
BUS BAR, Electrical. . . . 
RELAY ASSEMBLY, SCR 718 APNÍ radio altimeter coaxial 
RELAY ASSEMBLY, SCR 718 APN1 radio altimeter coaxial 
. PANEL ASSEMBLY, Electrical connector... a ve 
| RELAY, IFF radio co-axial type 8200 (ADE) . ei 
. DECALCOMANIA, SCR718APN1 radio altimeter é0-axial 
(used on 160-71040-3 only) 
DECALCOMANIA, SCR718APN1 radio altimeter co-axial 
puree on 160-71040-5 only) 

PLUG (IPC) . μι faye, ον 
ADAPTER (IPC). 
RECEIVER, Transmitter (452) 
MOUNT (GFP). ο “δν us 
PLUG a 4 xo «. 
PLUG . . . 
PLUG (amp) . MES 
ADAPTER (AMP). " 
AC POWER RELAY (LR). 
RECEIVER, Transmitter (GFP). 
MOUNT (GFP)... 
PLUG s EROR RT7/APNl. radio receiver 

NUT 


e 8 © è : 
. 


«. 


oe . 
. > . 
. . 
. o . 

. . 9 ὁ ο ο . 

. ο . . . e > . 
. . 9 . ο o . 

. . e o o . 

. . 


..»» n 
.. © © 9 c9 ο α 5 


Cho. © © ο c 0 ο : » n 


mit 


M 


€ We © . © © we © ο o 
NS ee E A Cre ον. κ -ᾱ- RA ὃς ᾱ 
pa 
e... . .... . t] e... . 1... 9 9 9 À Ue Po o. 0 ὁ tm o ὁ ο ο ο 
ct 


. DISC, RTT/APNl' radio “receiver transmitte 
. GASKET, Rubber (CA) 


PLUG. . . 


oe ο 


RESISTOR (AB) A à 
PLUG position s : 
PLUG (position 3). : 
PLUG 4. . ο ο o 3 
PLUG. ou er les A 
PLUG (AMP) . . . . E 
PANEL ASSEMBLY, Electr 
COVER ASSEMBLY, Electr 


. ο ο tí] t| ο 9 
3 
vd; 308 Ὁ oce cw Μην UM 9:79 S4 a ey Ger ὦ 


408 
ica 
PLUG (IPC) . a^ guis 
PANEL JACK (rec) . 
DYNAMOTOR (GFP). 
MOUNTING BASE (GFP) 
PLUG οι ce a, ter f$ 
PLUG (CED) . . . . 
CAPACITOR (MAN). E 
ANTENNA (TEP). E 
PLUG (IPC). d fs 


1 
re 


9. 0 s] 0 ὁ 5 ὁ 0 1| |] |] ο | c o2. ο ο Ob 


ca 
ca 


oe ο. 


ct 
3 
3 
πο 
o 
oe ee ee Or .. ...o. 
3 
e... ...... Do... 5 ο stg n tn 
(D 
o 
et 
o 
8 


4 9 t| 91 2 9 ο 


Η 


e... | t 9 | B 9 os: 9 ο «ια. 


5 5 ee n n 


wot 9 o9 9 os 9 9 9 9 ci 9|] si n 9 n] n n9 . «Qe o 9 o] ο ο t 5 n ο n 


+ 


ο Er 


ee © ο 9 ο ο 5 


d 


$9 9 c9 9 c9 9 c9 9 9 6 9 9 cC o» * 9 9 9 ο ο ο ο 2. 


e 9 9 9 ὁ 9 9 9 ο 3 :» 


A e 9 o9 9 9 9 9 c9 ὁ » ὁ ο ο ά ο 


UNITS 
PER ASSY. 





9 9 9 9 ὁ 5 9 t$ c 4 9 c9 9 9 9 o. 9 ο * 9 ὁ * 0 9 ess 


USEABLE ON 
CODE 





Pp 
αυ λα EO H pm|bÁbm!pd|BÓUlILHP HI ο "Ον B. A B ωρα 
coaaaaaaaaocacaaa ὩΩΩΩΩΩὪΩωὮΩωϱΩΩΩΩΩΩΩΩΩΩ 
X14000002390000000 Q200003000000008020000 8 
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Group Assembly Parts List ΑΝ 01-60AABA-h 


FUSELAGE (Cont) 


H-175-71-19A 





FIGURE 336 - STATION 79-1/2 TO STATION 224-5/8 RADIO EQUIPMENT 





PART UNITS USEABLE ON 


RGURE & 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

mM 336 No Number STATION 79.5 TO STATION 224-5/8 RADIO EQUIPMENT . . . . . . . . Ref AD 

(see figure 335 for next assembly) 

-1 DY12()/ART13 . DYNAMOTOR (GFP) . .......-..-.^-.2^.2^.2^.2^22^.525 1 ΑΡ 

MT164/ART13 . MOUNTING BASE (GFP) ..... 2. eee ee ee eee 1 AD 

U9/U 4. PLUG (CED) . . 9: - oS e ITUR : 1 AD 

ULO/U . PLUG (CED) o. E α o ο Soa el ole ead om BIE ee e 1 AD 

-2 NAS45-6-8 . PANEL ASSEMBLY, Electrical connector . . . . . . . 1 AD 

-3 UG21C/U voc PLUG SCEPC) cti cxi Manet ave. Coca: lap ex A 1 AD 

-4 UGe2c/U . PANEL JACK (IPC) .. . . . +. + eere e uui E AD 

-5 RT7/APN1 . RECEIVER TRANSMITTER (GFP) . . 1 AD 

MT14/ARN1 sa MOUNT. ¿(QEPD πι oo ο ο ο a e aa «Ἕν A AD 

-6 169-71026 . PLUG ASSEMBLY, RT7/APN1 radio receiver transmitter resistor. 1 AD 

AN3054-16 NUT V 10913 ws De ο ο de ees aretha eee τι, AD 





608 








A uE AE ON 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
330 169-71026-3 >. DISC, RTT/APNi radio receiver transmitter resistor. . . +. + 1 AD 
9774-16 "7 GASKET, Rubber (GFP). . . . . +... ee +... .. . ο n ee 1l AD 
-7 AN3106-18-20P . PLUG (peer ος ek Miam ceris pw am eec η Meere sur qe ο. ας 
-8 AN3106-18-20P t PLUG (position 3). . . . c. s s ss eese nnn n κανε. 1 AD 
-9 AN3106-18-20P - PLUG ο ο ο ο sa $m cmo m om ος A Ro 1 AD 
-10 AN3106-18-5S A A m Ve (ins E E Tes, aes Uh RI -ᾱ 1 AD 
-11  PL259A = PLUG (AMP) TR om moe β.. AD 
-12 CA275X * CAPACITOR (MAL). . . . e eee rf n n f n n . . . . ns. 1 AD 
-13  160-7105h0-3 ` RELAY ASSEMBLY, SCR718APN1 radio altimeter co-axial. . . . . . i ΑΡ 
-14  160-71040-5 ' RELAY ASSEMBLY, SCR718APN1 radio altimeter co-axial. . . . . . 1 AD 
-15 NAS45-6-2 . . PANEL ASSEMBLY, Electrical connector. . , Vo wo c» c9 τς ον. wi Ge 1 AD 
-16 No Number '* | RELAY, IFF radio co-axial type 8200 (ADE) . . . . . . . . . 1 AD 
-17 160-71041-3 a DECALCOMANIA, SCR718APN1 radio altimeter co-axial relay . . 1 ΑΡ 
(used on 160-71040-3) 3 
160-71041-5 * DECALCOMANIA, SCR718APN1 radio altimeter co-axial relay . . 1 AD gm 
(used on 160-71040-5) 
-18  Uc?1C/U . PLUG (IPC) . « «ων oes ese e e ee ee ee m m m n m t! ng 6 AD 
UG27B/U . ADAPTER (IPC). . . . . .:««»«......-..-.-.: 4 AD 
-19 BC788 * RECEIVER TRANSMITTER (GFP)... 2 2 ee eee eee rr nn. l AD 
MT14/ARN1 t MOUNT (GFP). . . ... eer n f n n gn n n n n . n n s.s. 1 ΑΡ 
-20 AN3106B16S1P PLUG X zu ve Viel V re Pom om tme (ls ada obs AD 
-21 221EAU " AC POWER RELAY (LR). . . . eee ee +... +. +... n n n n . . . . OAD 
-22 AT141A/ARC . ANTENNA (TEP). . . . +. + νυ ο os veus DERE ο 
-23  UG21C t PLUG (IPC) . . es esos et eO oc o. o... . o . s ss. 1 ΑΡ 
-24 | 15456-11038 . TREADLE ASSEMBLY, Microphone switch complete . . . . +. . . . +. 1 AD 
-25 146-71039 * BRACKET ASSEMBLY, Microphone switch supporting. . . . +. +» + 1 AD 
-26 130-71127 " PEDAL ASSEMBLY, SA47/AIC microphone switch. . . . . . . . . 1 AD 
-27 146-71038-3 i ACTUATOR, Microphone switch (made from AN3166-1). .'. . . + 1 AD 
-28 AN3216-1 [Ol SWITCH. ων ων ο «ο ee te n n ts ms] s s n s.s dl AD 
-29  J3T * qRANSMITTER KEY. . . . . . eee ff n n . n . n . n n n n s. 1 AD 
AN931-3-10 * GROMMET. .. . . eee ee ο ff ee . . gn gn . «. o... l AD 
-30 175-71041 . BOX ASSEMBLY, AN/AIC4 portable mike switch and head Bet... . 1 AD 
jack (see figure 328 for detail breakdown) 

-31 NAS45-6-4 . PANEL ASSEMBLY, Electrical connector . . . . . . s+ e e+ ses 1 AD 
-32 TUT( )/ART13 ! TRANSMITTER (Navy Νο. *52886)(GFP) . . . . eee eee ee © + 1 ΑΡ 
MT284/ART13 . MOUNTING BASE (GFP). . . . . «+. +. + τ ιδ exe deep ο x fee E ¿AD 
-33 U7 °? PLUG (CED) . e e e s so e n n gn n n ... n s +. .«.«. 1 AD 
-34  u8/U η... ves wl le E eom moms one si eae seat de AD 
-35  CU2h/ART13 ! CAPACITOR (Navy.No. *4B1628)(GFP). . . e ... «ee. 1 AD 
-36 NAS45-6-3 . PANEL ASSEMBLY, Electrical connector . . . . . 4. e+e eee 1 AD 
-37  I152C ` INDICATOR (GFP)... ee eee ee ee n n n n n ng . n n. s. dl RD 
FTUUSA " MOUNTING (GFP) . . e.s e eee enr nn B gn n n n n n n 9s. dl AD 
-38 AN3108B16S1S IOCPLUG. Y eho tes e ec Sie σος, eta A d. 85 
-39 M387 TO VISOR (GFP). o. : s s e soe ecco . n n8 n n n s n ns. ᾱ AD 
-ho | NASl5-6-9 . PANEL ASSEMBLY, Electrical connector . . . . . +--+ e+ eee 1 AD 
NAS44-6-2 . BUS BAR, Electrical. . . . s. a e cate A E ἃ Ἢ αν AD. 
-41 1032-00 '  STAND-OFF INSULATOR (GCM). . . . +... es s ee ee ee ee . 3 ΑΡ 
-42  1L8/U | INSULATOR (GFP)... . e e eee eee ο n n n ng n . n n n . s. 1l ΑΡ 
-43  MX9l1/A ` ADAPTER (GFP). . . e e ee ο se «ον n n n n n n n n n nn n. l ΑΡ 
-44 Mx942/A 7 SLEEVE (GFP) . .. s.. e e e e os nm mf nn n n nsn... 1 ΑΡ 
-45  175-T10hh t CONTROL BOX ASSEMBLY, C1ITU/AICH. . e . . eer... 1l AD 
MTB0/ARC5 '* MOUNTING PLATE (GFP)... e s e ee eee ee n n n n n n n n l AD 
-h6 | AN3106B22-1lS "SUPLUO 6 S ιο wol DR rog omm 0509 mox Bo Ri e ono UL ΔΒ 
-47 SA3/A | INERTIA SWITCH (WK). . . +... .«.. ee ee «ο . n n6 n n n n n 1 AD 
-h8  UuG22C/U ' PANEL JACK (broad band). . . . e se «eee een n . n n nn. l AD 
-49  UG22C/U . PANEL JACK ΠΕΙ ques. e arto, can ap aA deese E Sok > SAD 
-50 σα. . PANEL JACK (SPNI)(IPC) . « «. « +. ee ee ee ee m ttt tg ng] 2 AD 
-51  UG1C > PLUG (IPC) .. se ss es o ccoo f Nn B n sn o... . 3 AD 
UG27B/U t ADAPTER (IPC). . . o 4 e e ee enr f n n n n n n n n n s.s. 1l ΑΡ 
-52 F65/A | FILTER (ΒΡΕ) . . . e e e e s e o + e o,s . n n n n n n n ee 1 AD 
-53  CX1301/AR t EXTENSION CORD ASSEMBLY (GFP). . . . s'e s e ee ee ee ee ©) 1 ΑΡ 
-54  AN3106-18-208 : PLUG (position 3). . . . . ...«-«««-----.--: 1 AD 
-55 AMHO/AIC 7 AMPLIFIER (GFP)... 6 .. oes ee ee fn nf . . B . n n n n s. 1l AD 
MT51/U t MOUNTING BASE (GFP). + . +. se e ee ee ee n n n n n n8 8n. l AD 
-56 . AN3108B16S1S PLUG . e a A G B m oem mos e woe cro ceo ᾱ AD 
-57  R122/ARN12 | RECEIVER (GFP) . .. +... . eee ee rn en . . n . . nn. 1l AD 
MT589/ARN12 7 MOUNT (GFP). . . +... ce ee eer f n . n gn n ng n8 n ns . 1 ΑΡ 
-58  AN3108B18-9S o PLUG doe a ee X IR cm. ορ 5 s ve oe wears do. AD 
-59 PL259A TO PLUG (AMP) . 2... ... enn fn . n n ng n . n n . «o. . 1 AD 
-60  UG30/U ° BULKHEAD CONNECTOR (IPC) . . .. se ee ee ee ee n n n n. l AD 
2W1ALHO-28-32 ` WASHER, Plain (NA) +. . ee eee ee n n ee ng n n s. 1 AD 
-61  UG21C/U 7 PLUG (IPC) e e e e ees eee n n n n . n n n n n n ng n n n . 2 ΑΡ 
UG27B/U t ADAPTER (IPC)... e s ee . +... νο . .. n ο n n n . n n. 1l AD 
-62 160-71035-10 . ANTENNA ASSEMBLY, AT134 radio marker beacon. . . . + + + . © . 1 AD 
-63  AN365-632 1L NUT 2 ete ath e 9 ov x09 os m ao» s corse soe ies C20" CAD 
-64 ΑΝΘΘΟΡΘΙ, a WASHER. ον 2 eoe o£ 90$ 3 9 wo. ο νο νοκ ο ο ο ο. AD 
-65 AN515-6R6 T5 SCREW 2o neve o eom moe mom im mies modis moon s ὁ y uo 68, AD 
-66 160-71036 . . COVER, AT134/ARN radio marker beacon antenna. . . sce e scs 1 ΑΡ 
-6τ 149-71287 . . GASKET, AT134/ARN antenna flange. . .. . . . ee ese es 1 AD 
-68  169-71027 "| ANTENNA, AT134/ARN marker beacon. . . . . . + ++ eee +e 1 AD 
-69 PL259A . PLUG (AMP)... 1 AD 
M359A . ADAPTER (AMP). : . . +. + ο an cs RR Dm doe y Vi! AD 
-70 | AN931-11-20 2 GROMMET. νο ο ee ο ο ο B s gn . . . . n . s n s. s. d OAD 
-[1  R3105( )/ARR15 | RECEIVER (GFP)... eee e «ο . n n n n ee n n ee 1l AD 
MT461/ARR15 . MOUNTING BASE (GPP)... . +. ss soc eee ee ee n n8 ee ee 1l AD 
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FIGURE 337 - FUSELAGE STATION 224-5/8 TO STATION 697 RADIO EQUIPMENT INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 $ 6 7 NOMENCLATURE PER ASSY. CODE 
337 175-71004 RADIO EQUIPMENT INSTALLATION, Fuselage station 224-5/8. . . . . . Ref 

o 697 (see figure 66 for next assembly) 

-1 UG21C/U . PLUG (IPC) .-... ......»........... . 4 
-2 UG2TB/U - ADAPTER μμ A acest ation νιν" 1 
-3 NAS45-6-4 - PANEL ASSEMBLY, Electrical connector . . . . , A ναὶ ο n . 1 
-4 AN365-440 oe NUD as 4-27 a es e o Dues oe le eee Sale s Tea ο ο 
-5 AN960DÀL S -WASHER 2 $06 578 9o. ο va, v 9 7 esce d wi mL ui 2 
-6 AN515-4R8 s: ο s νυν νη S; euis use eh 6's t liec er έν νη . 2 
-T AN340-6 . NT..... ο A e Uae ο aa PE 
-8 AN936A6 + WASHER . . « o... eee ee νο νο ο ος πα ia 4 
-9 AN960D6 » ΝΜΑΒΗΕΒ.................. . LA wo. ee e a A 
-10  AN931-3-5 . GROMMET. ..... . ... o... ο ο da ein φορα Sas d 
-11  AN931-10-14 e ΘΠΟΜΜΕΤ..................... ο ο: 
-12  AN931-8-20 . GROMMET, ο PD κ. wo 7 
-13  AN931-4-T e GROMMET»: Se ον voy uk osa ο ο ve ὃς Eo a d ae Vs — DE 
«14  UG22C/U +: RECEPTACLE (IPC) . ........... 3 Ye del UE Jas E Del 1 

UG21C/U +. "PLUG (IPC) n 24 ena ο secnm Rom oso e a V wow. ll 
-15  CX1301/AR + EXTENSION CORD ASSEMBLY (GFP)... . ... o... 2. 0. 2... 1 
-16 169-71029 - ANTENNA, Radio IFF (altered from AT234/APX). . . . . . . «e 10 
-17  UG59A/U $^ PLUG (IPO) s. ae 0.0.4 3 o3 3e) dece. 9 Pow ο owl dI v nef vq 1 
-18  Uua212/U + ADAPTER (IPC). 2... ... . o... eee eee ee Lt 1 
-19 AN509-10R9 s SCREW, soe ο ο ο ο ο ο c dc M 
-20  NAS45-6-6 + PANEL ASSEMBLY, Electrical connector . , . . . ο; Ll 1 
-21 175-71041 + BOX ASSEMBLY, AN/A1CA portable microphone switch and . . 1 

headset jack (see figure 338 for detail breakdown) 

-22 ΑΝΘ31-6-16 e GROMMET μ.μ... 096 a e o ο... C Since: ο αν νεο 3 
-23 146-54237-57 + CONDUIT, Semi-rigid electrical .......... ο ο μα... 
-24 | uaeec/u + RECEPTACLE (IPC) . ...........:; Siti ταν πιῶ... CE 

UG27B/U e ¿ADAPTER (IPC). . 201 20208 e oy oni as la wo en Ὁ ἃ 

UG21C/U z ος ο St Gr ie εν qo να αν: 1 
-25  UG21C/U s PLUG CIBO) euge zm des αυ". earth οι ος at VUL 
-26  TU100 + TENSION UNIT (GFP)(MX781/A together with 169-71061 may . . . ; 1 

be used as alternate) 

-27 169-71061 + LINK, Radio external antenna MX781/A tension unit adapter. . 1 
-28 MX781/A + TENSION UNIT (GFP)(alternate for TU100). . . . . . . . . . . . 1 
-29  127/U + INSULATOR (GFP). e p . . .«..... .. .. .... . . 2 2. GY 
-30  WS5C/U . ANTENNA WIRE (AMP)(approximate length 44 feet) ; . . . . . . . AR 
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H-175-71-20 
FIGURE 338 - AN/A1C4 PORTABLE MIKE SWITCH AND HEAD SET JACK BOX ASSEMBLY 

Pou & PART UNITS USEABLE ON 

(INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

338 175-71041 BOX ASSEMBLY, AN/AIC4 portable microphone switch and headset. . Ref 


jack (see figures 335, 336, and 337 for next assembly) 


-1 175-71041-5 . COVER, AN/AIC4 portable microphone switch and headset jack . 1 
-2 AN515-6RT S. SCREW. > mos. la c mue δν Φα A A 3 
-3 AN960D6L . WASHER . « « 4 e e ο ο ο ο 5 ὁ B ο ος ος ος e t t t n 3 
-4 175-71041-9 . BOX SUB ASSEMBLY, AN/AICH portable microphone switch... + 1 
and headset jack 
-5 U56/AR . JACK, Grounding (Pickard Telephonies Corporation). . . . + - 1 
-6 AN507-440R12 e SCREW. . . « « o e's ο acc € 6. ο ou ὁ * Ὁ ὁ ο ose 9 ο 3 
-7 A8006 . SWITCH ASSEMBLY (RHS). . . + +. + + +.» eee ee ee eee ee 1 
-8 1224-02 . WASHER (SH). . +. +. . © ee e e ee ο... ο... ο.” 1 
-9 AN365-832 o NUT. 2:2 o... . . .. . ὁ ο ὁ om o9 o9 «ο. tm . o... n8 t9 n9 2 
-10 AN96GD8L . WASHER... +... 2 ee ὁ . . wwe . ο. ος m 9 m m t] n, n9 4 
-11 A760-3-2-6 . CLAMP (ΑΡ)... ...«.«.«««.”-.-.-...» 1 
-12 175-71041-7 . SPACER, AN/AIC4 portable microphone switch and headset jack. 1 
box 

-13 AN515-8R18 l SCREW. . . seses osooso m o eem ος. m] ο t] t t9 t9 2 

4020 . CABLE, Koiled kord (Jewell-Summer Co.) . . es se ee eee 1 
-14 AN931-4-7 . GROMMET. s.s ο ο osoo ο ο ο or om o m 59ο eee 1 
-15 160-71049-10 . CLIP ASSEMBLY, U56/AR SPC radio jack supporting. . . . . +» + 1 
-16 160-71049-5 . . ARM, U56/AR SPC radio jack supporting . . . +. . +. +. +». + + 1 
-17 160-71049-9 + . ARM, U5 /AR SPC radio jack supporting... . . +. . +. . + 1 
-18 AN393-61 ο PIN zov wg O A E ο Ὁ Κος 1 
-19 146-54411 . . SPRING, Navigators chart light retractable. . . . . . . . 1 
-20 AN960D10L . . WASHER. . . . +. © © © © © © ο © oso o o ο >» o o e 1 
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FIGURE 339 - AN/APS31 RADAR EQUIPMENT INSTALLATION 
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RE PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-74001 RADAR EQUIPMENT INSTALLATION AN/APS31 . . esse « ὁ . ὁ oo ο ο 
(see figure 73 for next assembly) 
183-74001 RADAR EQUIPMENT INSTALLATION AN/APS 31 SARA eye Ii ia 2e zu MOL, cc 
(see figure 73 for next assembly) f 
No Number . STATION 51 TO STATION 158 AN/APS31 RADAR EQUIPMENT ene owes MeL 
(see figure 340 for detail breakdown) 
No Number . STATION 158 TO STATION 189 AN/APS31 RADAR EQUIPMENT. . . . . + Ref 
(see f1 341 for detail breakdown) 
No Number . STATION 114 TO STATION 199- -1/2 AN/APS33 RADAR EQUIPMENT. . . . Ref 
(see figure 342 for detail breakdown) 
-1 AS287C/APS 31 . ANTENNA ASSEMBLY (GFP) . Si gles ο qa Nc o LIO dais $7 e 1 
-2 CU105/APS31 . DIRECTIONAL COUPLER (GFP). e e ὁ ο ο e ὁ e$ ο » ὁ ὁ ο ο ο ο 1 
-3 AN3-3A c BOLT. eoe A Ie Cere ο ο..." 
-4 AN960D10L . WASHER . . m ac Leroy Gn ah ole ade, de 
-5 175-74119 > MOUNT, AS287/APS31 radar antenna rigid 22... . . 2... . . 6 
-6 2322-4 . CAP, Dust (add to receptacle marked roll)(CED) . . ....... 1 
-7 AN3106B20-27P . PLUG (GFP) . . . . « wore ο νυν el Ae s cub 
AN 3051-12 + ADAPTER, Electrical accessory "to cable (GFP) e . 2 ὦ; Ὁ woes 1 
-8 AN31065B32-T7S s. PLUG (GFP) . 203 sere as o9 ve τος rs δν ox, ov αν Ib 
AN 3051 -20 . ADAPTER (GFP). eno Se, A ο ο ο Tra. νὰ”. 6} f 1 
-9 AN3106B14S6P . PLUG (GFP) . e e c9 o... 0 c» 9 9 ὁ ο ο ὁ 0 9 9 ο ὁ ο ο c3 ο 1 
AN3057 -6 NA RAR AAN III IDII iii lI 
-10 AN3LO6B14S7S . PLUG (GFP) . Wo. ο ο ee «ὦ δ ο seat Tey Mou et ο ο ο ene! ο” 1 
AN3057 -6 . ADAPTER (GFP). ——— Orr 
-11 156-74033-10 . RECEIVER TRANSMITTER ASSEMBLY, RT101/APS31 radar . . . . . ο a 1 
RT193/APS31A . . TRANSMITTER, Receiver (GFP) . . « « « eee ee eee eee 1 
-12 AN911-1D κ. ux NIPPLES 440€. * de Ὁ αν Ὁ ee RA AA AOS 1. 
-13 AN918-1D nl CROSS 2$ a ad cR Les ee URL Sy Js ο, --- 1 
-14 AN840~4D . . ADAPTER .. disc κ anta ce Tie μα qu e ο ο da. SE 
-15 HD15A/U . BLOWER UNIT (GFP). 4.9. 49. 9. οἱ) iS. 4. ᾱ' 9, V 1 lh. 9 4,9 c «5 1 
-16 AN365-1032 ο: NUT. ο 034 4.9 79 ο ew 9 979 «ὁ. Ὁ asa 4 
-17 AN960D10L go WASHER G- ο o vere ο a RR T do “α 
-18 AN520-10RT: . SCREW... ο ο ey Wel uer dd cup. Uer ο τμ”. 
-19 No Number . BOX, Junction "(type A`- class Al)(Navy stock No. 18K194-268) . 1 cc 
. GFP 
183-74025 . CABLE ASSEMBLY, Radar cable A to Al connect A2 . . . . . . . . 1 ca 
-20 AN520-10R8 Educ Ον ος DE ux ao Be: Seema ο. A 
-21 AN960D10L « WASHER . ο ὁ ο ο e se 9 ew o 9 0. ο ο c» 0 ο ὁ ο o 5 ο c» ο i 4 
-22 AN3106B32-7P < PLUG . ο ὁ ο ew ο ο ec» ὁ 9 ὁ ὁ wow 9 we wwe woe ο ὁ 6 owe 1 
AN3057-20 ο’ «ADAPTER 4 57.6, fos: oy 5-55 A e ja eee e ear UR: Nw: e 1 
-23 AN3106B36-7PW > "PLUG . νο ee $9029 oe τν. -ᾱ- ὦ; ο Se te E Ves eS 1 
AN3057-24 . ADAPTER. . 2 ο ο ο ee eo ο. 9 e e e ww ο 9 9 ὁ 9 ο we 6 ο ο ο 1 
-24 AN3106B36-7SW e OPLUG 4-9 3$ 06 9-799. eS Se ᾱ- δν ο: € ei: Ser ο. 5 ο m im ὁ ὁ 1 
AN3057-24 . ADAPTER. .  « « ο ο ο ee «o 9 ὁ 9 9 ο .. ο ο ο wo wo ew 1 
-25 AN3106B32-78 ο ΙΙ αμ A ο ο ο ο 18, 29 ο ο μμ ο 1 
AN3057 -20 ο ADAPTER. i 4 0.958 o9: 8 um oce. XE ων e cmo eve lc s Te «αν τω ο ιν s S 1 
-26 AN3106B20-27P x Ἑ μας κ. o£. a A AAA AA A 0 a ee 1 
AN3057-12 « ADAPTER. . . « ο e » © © 9 9 © ο ο ^» ο ο ο c: ο we » ο» ο ο ο 1 1 
-2 AN3057-24 E ADAPTER MEME DR ase) slo Soa Sw ste a e Ὁ a arias “Β 
-2 AN 31000 36-7PX . RECEPTACLE e... c ο 0 c$ c» c € 0$ 9 e * 9 à» 9 e» * 5»  ».:« » » 1 
-29 156-74026-9 . GASKET, Fuselage station 51 pressure bulkhead radar. . . . . . 2 
disconnect plug 
-30 AN3106B36-7SX 4 PLUG e 5 e 9 i9 ἃ Ὁ κα A A AA AAA 1 
-31 AN365-832 s NUTS a ο ο ete ah ae hee CO 
-32 AN960D8L . WASHER . . . ο « . © e © 4 c ww ο ο 9 9 o ὁ ο ο ο 5 ο 5 ο ο ο 8 
-33 AN515-8R8 > SCREW πασών ο ο ο ο er ay ὁ ye ot, BOG a ο”: 
-34 AN3100C 36-7PW . RECEPTACLE . ο α ο « . «ο», 1 
-35 AN3106B36-7SW + PLUG ...oooo ooo * po 0.6 5 9 ..... 9 ο ο o... 1 
-36 AN3057 -6 » ADAPTER. . 4 4 © à 6 oosa 4 o» 9 9 e - 4 € » VC € α 4 ὁ 4 4 2 
-37 AN3100C14S6P . RECEPTACLE . 9. 9. 9 9 ο 9 9 9 9 9 ooo e 3 9 ο ο 9 ο ο ο ο ο 1 
-38 156-74026-3 . GASKET, Fuselage station 51 pressure bulkhead radar. ..... 1 
disconnect plug 
-39 AN3108B14S6S v. PLUG ie) «aloes ο saves Lm 3) Tab ο Sle Se) dese ne e ο ο a wi ο. 
-40 AN365-440 s NUT. ce ee ho ee st, HE ο an) Boe Te ee we ο) SOS ο Soa «Ὁ 
-41 ΑΝΟΘΟΡΗ, = WASHER . 00€ 4v ον ο ο ο αἱ dom ces wu oce 78 
-42 AN515-4R8 + SCREW. . DEED 
-43 2W1AL29-43-40 > WASHER, Plain (NA) . . — ("Lr 
-44 97 -3106-24-835SA(101S). PLUG, Electrical connector solid shell (AMP) . Uara a αὲ 1 
-45 156-74026-5 . GASKET, Fuselage station 51 pressure bulkhead radar. dom ia ere ἃ 1 
disconnect plug . 
-46 156-74029 . RECEPTACLE, AN/APS31 radar station 51 pressure bulkhead. . . . 1 
7 (make from AMP 97- cp connector (190) 
-47 UG260/U . PLUG, BNC radio frequency connector (IPC). . . . ees eee 1 
-48 AN960D816 . WASHER . . . . "e 9 ο. c 9 ο ο ὁ ὁ 9 9 9 ο ο ο 1 
-49 ια. . RECEPTACLE, Co-axial cable {rrej "uL 1 
-50 MX 367, ¿HOOD (BHH) 4 1. acne το i e care a> e ο) oe Eve yo ew uo 4 
-51 AN520-3R3 ol SS CREW eu a a «Iq E ELE E 4 
-52 AN936A3 a: WASHER: <; e e Ὁ o nals ee a ie 4 
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FIGURE 340 - STATION 51 TO STATION 158 AN/APS531 RADAR EQUIPMENT 
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AN 01-60AABA-4 Group Assembly Parts List 


A. 
Hee ' PART — UNITS USEABLE ON 


FUSELAGE (Cont) 
! 





No, Number STATION 51 TO STATION 158 AN/APS31 RADAR EQUIPMENT. . . . . . . . Ref 


EX NUMSER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
o 340. Nc 





156-7h032- 10 


(see figure 339 for next assembly) 
MODULATOR ASSEMBLY, nde de radar . 


-1 MDGOA/APS 31: +. MODULATOR (GFP) . ....-...-.:«.. . 
AN842-4D . ELBOW .. "M s 
-2 175-74120 PLATE, MD60/APS31* radar "modulator "rigid mounting 






AN6-5A 


-3 
-4 2W1-26-32-63 









BOLT . . . 
WASHER, Plain τ ΝᾺ j 
























-5 AN3108B36-7S PLUG . ος e» ο ον ὁ : e ler dex rie 
AN3057-24 ADAPTER... ο a ii tea a τα 
-6 UG260/U PLUG [οὶ ο a o a α- 
-τ 97 -3108-24-835PA PLUG (GFB) o ec e ais 
-8 2W1AL29-43-40 WASHER, Plain (NA) . . ἃ DNE 
-9 UG180A/U PLUG (IPC). ο ο ους 
-10  CN51/APS31 GYROSCOPE UNIT (GFP) | . 1 . . 2 ; 00. e 
| ue - Vig, AN3108B20-278 PLUG . ...-..-.-.-..-..... 
Ἐν» AN3057-22 ADAPTER. . ο ο apie eee + 
-12 Wi D15A/U BLOWER UNIT (GFP). . ; . . ; ; UN 
-13 "ÁN520-10R8 SCREW; cs vum DIR Soe rcm Tes See 
-14 ΑΝΘΘΟΡΙΟΙ, WASHER ..: -ᾱ--ὁ -ᾱ--ο--ᾱ τῳ . EM CEN 
-15  J164/APS31 JUNCTION BOX (GFP) . . » EE EM 
-16 AN365-632 NUTS X o» ο ο ο . rie iar “eke 
-17 ANQ60D6L WASHER. g: e: ba ο a ο ο Secon WINS 
-18  AN515-6R8 SCREW. A : OR Sca e e 
-19 AN31¥Y6B14S6P PLUG ος ος ο) νο Os . te AD 
AN31C6B14S6S PLUG Ta mister ο : twee e 
AN3108B146P PLUG s re ο ο ο e m ο σο 
AN3057 -6 ADAPTER. . 1 ο ο, τος οἷ», ene ο. ος ee cc 
-20 MT445/APS31 MOUNTING PLATE, Indicator control box (GFP) 
« -21  AN365-832 NUT. ο. aioe ὡς ο νο Jar τ s n S 
" -22  AN9GOD8L WASHER . . . «o... s a 
-2 AN515-8R8 SCREW A a ES 
-2 PLUG . ve leis 673-9 ο A anne % 
ADAPTER. . . ee ee é a 
-25 AN3106B28-12S , PLUG? G 220 dae 5 a iss 
AN3057 -16 : ADAPTER. . s ..... í ΘῈ 
-26 οἱ-3106-21-8358Λ(1018) PLUG, Electrical connecto lid (AMP)(GFP) 


WASHER, Plain (NA) 
PLUG (IPC). 
MOUNTING, Plate "(Gr 
CONTROL UNIT (GFP) 
SCREW. . . . 


-27 
-28 
-29 
-30 
-31 


2W1AL29-43-40 
UG260 
MT444/APS31 
€729 


"» ο 


ο ο ο ο ορ” 


) 
APS31A 
AN520-10R8 









-32 . AN960D10L WASHER . . « «ο « 
-33: ,AN3106B32-TR PLUG x5» 39 cel Ὁ 
ADAPTER. . . « . +. + 

^13106B29-15P PLUG . ο ος “ο, ὁ € 

E Ja43057 -16 ADAPTER. . à . . +. ο 
AN3106B36-7P PLUG ae ο 

x V" AN3057-24 ADAPTER. . T xL τα 
2322-2 CAP, Dust (CED): en a 

MT446 /APS31. MOUNTING (GFP)... 

1D?£ ¡A/APS:.1 INDICATOR (GFP)... 
MX511/APS3: HOOD (GFP) . . . . . 

a 


< 


TF106A/U AUTO TRANSFORMER, abl 


AN365-832 NUT. .. .. 


» à 0 ο Φ Φ $ à ο ο ο b ο 5ο. 3 
e a 9 c ὁ 4 à 5 à 5 5 » e» ο 0 ὁ * ὁ * e à e e ὁ "e c ὁ ὁ à ο ο me » ὁ à ὁ ὁ ὁ 4 4 * 4 6 à ο 9 9 à ο ὁ * ο ὁ 


€ 9 9 $9 ο 9€ c Ms 89 c 0 9 c9 0 » 9 0 ὁ 9» 0 $ » ο (Me : c 0 5 5 (Qe s » c» 0 ὁ à 0 0 9 9 6 9 v 9 ὁ c9 ο 53 ο 
o 
9. 9 9o? 9 0 9 9 9 9 9 ο 0 9 9 c9 9 9 0 * * 9 9 9 9 c? 9$ ὁ 9 9 ὁ 9 9 c9 ὁ ὁ 9 9 9 9 ὁ 9 ο 9 ὁ £o? 9? 9$ 9 9? 9 » 0 ὁ 5 ο 9 ο 5 


CTI PUT κ κ... A AAA RARA κών κ TERRA AAA κ ο 
we See Sal Leia Lec See ο ον ο κ ο Mae ο Kel NS AUR. ϱ τα, ο 9/0. i. Ele ο O νο ο UR. 18776. 16 
SS CAS Le Wi aee Le le 7» 1e. ος δι E A 09 78: 10 9: τς τὸ E A 0€] ὃς ο A ce το) ὁ DEP ὦ ὦ οἱ ὁ 
ων EH I O γα BPP AS I I ED. I I. RS TO TO. O I TO. PO I FO. A PEEP FA ES IS £O TO QU I I. EE EE 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


... 9 9 c9 c9 5». € 9 ?» e * o... υ * à 9 ο * o... * 9 ὁ * 9 * * ὁ e» * 9 * v» c* * ὁ 9 € » 9€ * à * .. .»».α 


ΑΝΆλλςΡ]ἠς6ς ν 
Ney 6 X 


. 

. 
. 
9 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


Do » c » » » c m» s c 9 c » 0 » » ο c5; » c» .0.. (ho... ο » : 5 
Oe » » © © © à © © © © * © © * s» * *  * 0 9» ὁ ο "— 4 9 * ὁ » » 


Mie eo eoe 9 Qe c o 0 m 9 9 0 we s 9 t] n n9 n9 ὁ Se ww ο n 9 n9 


Q 
Oho ο ο ο A ο) ο πο.” 
"v 


-41 AN960D8L WASHER . . . . +. . 

- 42 AN515-8R12 SCREW.  « 4 « « . 

-43 AN3106B20-13S PLUG 6. we «» . . 

-44 AN3055-22-8 ADAPTER. . . . +. E . 

-45 AN3057 -8 ADAPTER. . . . + . . 

-h6 AN3100C22 -14P RECEPTACLE z š . . 
156-74026-13 GASKET, Fuselage ation 51 pressure bulkhead radar 





Εξ 


disconnect 


AN3106B22-14S PLUG . . « © © ο 


. Meee eo "Ue o. ... +» 


AN3057 -12 . ADAPTER. . . « + A A ta Cab ο IA A 
-47 AN515-4R8 . SCREW. . . . . . Lp DAMM 
ΑΝΟΘΟΡΗ1, . WASHER . . . . + ah κα. ptt Ser ce. wlan qe Yar Sar Ge Ae ο) tad ele deer een Gb 
-48  AN3100C14S7P . RECEPTACLE... ο ai ο Canoe va et Vo e od ο ο ο 
156-74026-3 . GASKET, Fuselage station 51 pressure bulkhead radar. . . . . . 
a. AN3106B14S7S S PLUG ο eke: em a ο «v sacle πο el Yon ost, bet Ol er Bs e 
AN3057 -6 . ADAPTER. . . $9.8 1,8: ο ο n d ae 
-49 156 -74029 . RECEPTACLE, AN/APS31 radar station 51 ressure bulkhead. . . . 


(make from AMP97-3100-24-835(101)) 
GASKET, Fuselage station 51 pressure bulkhead radar. . . 
disconnect plug 
PLUG, Electrical connector solid (AMP) . 


156-74026-5 . 
97 -3106-24 -835SA (101S) 


OONDE e PNONAFARNDONRA 


-50 UG254A . RECEPTACLE, BNC radio αμ connector “(120 ); RA 

MX367 . HOOD T ο αλ a ae) te) ας ta ον or ce Tae ia; et Me 

4 UG260/U + PLUG (IPC) . . « . . +. +. AEF ce Gal rat “od ο ο.” 
y AN520-4R3 3^ SCREWS ol ca) se aa cet is ο Ger Sap ος ta) Jo ο arena A 

" AN936A3 ‘ete WASHER lo; ο ο {ο eh p ο ο tance: ο ο απο. 
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FUSELAGE (Cont) 





ROTATED 180* 


FIGURE 341 - STATION 159 TO STATION 189 AN/APS31 RADAR EQUIPMENT $ ! 
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Section lI 


ΑΝ O1-6OAABA-h ` Group Assembly Parts List 
FUSELAGE (Cont) 


————————— —————— ———— ————HM—O —————— A 


FIGURE & PART l UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
341 No Number SERTION 158 TO STATION 189 AN/APS31 RADAR EQUIPMENT . . . . +. » . Re AD E 
(see figure 339 for next assembly) 
-1 1D162A/APS31 . INDICATOR (GrP). bs le wea) ede! oy AD 
-2 No Number . RECORDING CAMERA (corp) (Navy stock "No. ο . A tanec Φ 1 ΑΡ 
-3 No Number . PERISCOPE, Type A (GFP) (Navy stock No. 18P2225 ο ον. erea obs AD 
i No Number . KIT, Type A class A-1 (GFP)(Navy stock No. 18K19 -268) Laca ¡Ls ΑΡ 
NOTE: Kit consists of the following parts 

-4 No Number . . ADAPTER, Type A class A (GFP) . ata wow as Cd. AD 
-5 No Number . . ADAPTER ASSEMBLY, Range marker "1ámp (FP) A: Nay Sod. Meo dee cee Gr, iere 1 AD 
-6 No Number . . YOKE ASSEMBLY, Type A (GFP) . ρα te δα ie ds. “GAD 
-7 No Number . . JUNCTION BOX, Type A-1 class A- zi (85). eU. TEE. moe wo Ὁ. ΑΠ 
No Number +. . INTERCONNECTING CABLES (GFP). ών ας Talis, ὡς δι τῷ iia Say, SAD 
-θ AN3108B20-27S S om PLUG: veca a e e aa ον wo oe tos c ὃς νι, wes cere wow. de ΑΡ 
AN3057-12 . ADAPTER. . . . + ("Qa cci πο ο -ᾱ “GAD 
-9 No Number . CONTROL, Camera type C3R-1A (Navy stock No. El8C1862-13S)(GFP) 1 AD 
AN520-10R8 a ASCREW 3.6. '6 xoxo ia Wo$ ecto o9 $40.50 9» 3 ο eru wo eoe Ceux | AE AD 
AN960D10L . WASHER . 4 ο €. (Mossos mcm ο s m m € oe voee oes AD 
AN365-1032 NU ο ai eee as ls END: 
-10  AN3106B16-11S <i PLUG A A 6... ΑΡ 
AN3057-8 . ADAPTER. . 2 5 eo τὸ ο. ος 9 9 we Ὁ te οὐ ο, ο ον κο we ντ. DAD 
-11 AN3106B20-278 A ees Sk i νο ὦ eas ᾱ- ῳ ὁ IUE TU ος Mele ee] eee uw SAD 
AN3057 -12 S ADAPTER; o sona x ank 4 el ος φις Ὁ 6) 6 ja aa a o δι rd. ΔΡ 
-12  AN3106B20-27P Lo PLUG a a as iaa κ.) ΑΘ 
AN3057-12 . ADAPTER. v6 2 boa a e e ara a a ow e s ΑΡ 
-13  MTI5/APS31 . MOUNTING PLATE, Indicator control box (GFP). . . . . . . . . . 1 AD 
AN515-8R8 V SCREWS a once a a at ο ο ου 
AN960DB8L S WASHER Qo Ὁ Ὁ ἃ Ὁ -ᾱ ο ο ώς 39 ew el ec a i. oe. OAD 
AN365-832 NU a Se or ού ο ο ο ο ο ο. 
-14 — AN3106B1lS6S ec PLUG og 0s v ui, Bw oh e t el qe ce we ο 6. A AR he? AD 
AN3057-6 s ADAPTER: e 4-2) aaa wow je ea e ο Ge wie, we et Pe, olo GAD 
-15 AN3106B28-128 PLA a se dw a Speen eee, ας AD 
AN3057-16 s «ADAPTER. e soo a a ws ores, 5 Ὁ eH as ec ea ob OAD 
-16 97- 3106-24- 835SA(101S) . PLUG (GFP) . A atada) do y SAD 
-17  2W1AL29-43-40 . WASHER, Plain: (NE)... . ose sc oleo Be ο ers isse te oiu AD 
-18  Uc260 . .PLUG, Co-axial (PO): 4". Seco e e ule epe VE CE ον O ape, A? ΑΡ 
-19  SN36B/APS31 +. SYNCHRONIZER (GFP)... 2. . ee ee ee ee ὁ . n «νο l AD 
-20  MI447/APS31 . MOUNT (GFP). . . . .. ee a o... . o... n n o... . 1 AD 
-21  AN3106B36-7SW A το ο τς mole o a νο ὃ Ne ών 0 ec URS τὸ ο cw 1e wo ᾱ ΑΡ 
AN3057-24 -: ADAPTERS oo e a Ίνα ιο e ls a er aaa ου 
-22  AN3106B28-12P S ῬΠ]Ω a e is a vas Io Ie] Sy ee ο we ene (32° AD 
AN3057-16 o- ADAPTERS a eat aada acs Ve es ca ana a Row eo» v. Ὁ. ΑΡ 
-2 AN3106B20-13P v PLUG! o o a (etti a a ata eye te. al CAD 
-24 . AN3055-22-8 se ADAPTER; 2-29 ο ο 7. Ὁ ve ος ὃς e ὁ Roe exeo) ο v se qu ιο ο o AD 
-25 AN3057-8 s ADAPTER, c.o 4 9 Tow ἐν Lice le 09 Jon Ὁ Vm Dr e cec eS ceo mw we ce ο ^ AE 
-26  AN3106B147P E Μα a a aa a ran tras, e? AE 
" AN3057-6 SU ADAPTER; s iem God oe oh ole re ome VS m v iE oe Tw is sioe ce ues Ὁ. de “ΑΣ 
-^'  AN3106836-T7P PLUG d eB e e v vele! Agr penis ἂν EIN Ter wo en e NT B SE era ας ο "CAD 
AN3057-24 SCADAPTER.. 4. -ᾱ, “or los le a a asa Ue 9» da tara wep m. Lb TAD 
-28  AN3106B20-158 A 5 εἷῳ βου οὶ 6 ere we Sole, ο ας ο) κ) ὁ c9 o Te ee de ms C de ^ VAD. 
AN3057-12 .. ADAPTER: ος $e o € ww ow a ae ee lm ceri re b AD 
-29  UG260/U LOIPLUGC(IPG) x9 sobs, Ce rc] c ei ee e πια Iw ow o e 8: «Δ» 
-30 AN3106B20-17P s GPLUG-. -ᾱ ᾱ αν salse. lap sw a eo ee hu dcm ο ο dec ere SAU . MAD 
AN3057-12 . ADAPTER. νο ες € 3 e 04 3c (9 a a a ee, SR AD 
-31  AN3106B1681P NEJo Re ο ο ο say pe os ο ο ο ee! ο ο ο E AD 
AN3057-8 e ADAPTER. 2503 Sora. 603.0 Saye: ές ee 9r a dV ος δν Ὁ We e ο AD 
-32 No Number . AERO, ΤΑ bomb control box (GFP). . . . . sesso ee ewe 1 AD 
AN3106B16S1S v PLUG e 4 4.00€ wo de 0909 ee wee oie el be a eee I da ere Gee d CAD 
AN3057-8 . ADAPTER. .... ο πο ος esa a e, et Pel μι ον aa ο “AD 
UG260/U . PLUG, BNC radio frequency "connector (IPC). . . . «© © o... ς 2 AD 
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PIGURE 342 - STATION 114 TO STATION 199-1/2 AN/APS31 RADAR EQUIPMENT 
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Section Il 


AN O1-ÓOAABA-l Group Assembly Parts List 
FUSELAGE (Cont) 





FIGURE & PART r : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


3 No Number STATION 114 TO STATION 199-1/2 AN/APS31 RADAR EQUIPMENT . . . . + Ref cc 
(see GEE) 339 for next assembly) ; 


-1 1D162A/APS31 . INDICATOR (GFP UE Tc MES 
-2 No Number . RECORDING CAMERA [αξῬ) (navy Stock No. 1803912 :20)- tw το ας, cli 6 
-3 No Number . PERISCOPE, Type A (GFP) (Navy stock Νο. 18P22258). . . . . . . 1 oC 
No Number . KIT, Type A class A-1 (GFP) (Navy stock No. 18K194-268) ` sea “de 06 
NOTE: Kit consists of the following parts 

-4 No Number « . ADAPTER, Type A class A (GFP) . τ Cee ee qe το E 1 ce 
-5 No Number + . ADAPTER ASSEMBLY, Range marker làmp (GFP i alate ee νὰ D ein 1 cc 
-6 No Number + . YOKE ASSEMBLY, Type A (GFP) . «ene re λος a de «20 
-7 No Number + . JUNCTION BOX, Type A-1 class A- -1 (GFP). MOOR GUNT a cate E 1 ος 
No Number + .  INTERCONNECTING CABLES (GFP). . « . . soes ........ 1 CC 

-8 AN3108B20-278 i PLUG... 4 45€ X €» as ο O e ος ei σοι ος ceo ue wes ol. :00 
AN3057-12 ο ων. Gree fence? ο’ eis ies S ls OO 

-9 No Number . CONTROL, Camera type C3R-1A "(Navy stock No. El8C1862-13S)(GFP) 1 CC 
AN520-10R8 πω οκ de e terrier sde del Αν aaa e rue ce wa a aer, ad TEC 
AN960D10L ve WASHER? u$ o Ὁ. ο καὶ 039. ὃς, -οἳ tu Mu Lu Woo ms Jn Se ao AR 0.06 
AN365-1032 s. ΝΌΟΝ ο ορ. ο. cs ο sev om T ouis Je CR ώς o> iO. 0. ar dee a LA o ο ces C FOC 

-10 | AN3106B16-118 so PLUG xS το τς, wj ο d Doe USUS Mee vum ew Bie Sete Wea, Te οι ο. o^ 00 
AN3057-8 & ADAPTERS oe aeh a E τά. “:00 

-11  AN3106B20-27S « PLUGC V O ας ος wis wl: το ο ο ο νῷ > 
AN3057-12 « ADAPTER. ues ο ο ο a ᾱ. OC 

-12 AN3106B20-27P ΙΡ τῇ 6o» m a Boe een ο a eo Rew: αἱ. ¿00 
AN3057-12 o ADAPTER: wv ἃ, τῳ aio 0! lee ds) de da a ore ον ο CO 

-13 MT445/aPS31 . MOUNTING PLATE, Indicator control box (GFP). . . . . . . . . . 1 CC 
AN515-8R8 v. SCREW a Uer. eese vu ete Ae li ue eo wore ον ο κος, ο A ~CC 
ΑΝΟΘΟΡΕΙ, $ ~ WASHER X oval ὁ Ὃν ο εαν a Coie ns δν απο, τ. CC 
AN365-832 Ns ovre m pa ce re fe saya ete Memon νόθο 

-14  AN3106B14S6S ο A O ο A 
ΑΝ3ΟΡΤ-6 ο ADAPTERS 4046-9 e ο τις ος et 6: oa ον ο νο a cene ce να, E “06 

-15  AN3106B28-128 v SPLUG ww 6,209 vere sai ee oy ο ο ο ον a a ee ὁ ας. 00 
AN3057-16 - ADAPTER. E ο οι ὡς snc scis τος excel ὃν os νῷ "arce οἷ, OC. 

-16 97-3106-24-835SA(101S) . . PLUG (GFP) . | ο ο a ol Deke fe a aaa ο Ὁ Ὁ "ACC 
-17  2W1AL29-43-40 v WASHER, Plain (NA). ada ο Acca Ge ocio IIi I "ος 
-18  vc260/U . PLUG, Co-axial (IPO) 4 es. ες x c3 9o ὁτὲ Ὁ ος a c. eo cule CE 
-19  SN36B/APS31 + SYNCHRONIZER (GFP) . ... 2 2 eee ee . .. . ..... .«. 1l CC 
-20 MT447/APS31 4 (MOUNT: (GRP) 6. 2. 4 Ὁ 5 aa (ὃς e ee e aa Slee do 00 
-21  AN3106B36-7SW s NR O A - «00 
AN3057-24 s ADAPTER =e a 3€ o3. a a. Ge Cates Ge oce se ο. CO. 

-22 AN3106B28-12P as PLUG- ο ο ο 08 έχω ον ον be SEM ου 
: AN3O57-16 ¿ADAPTER o 3-04 Soe jew ες a a ον. ο OC 
-23  AN3106B20-13P i PLUG A ἕνα. Oe aaron: 00 
-24 . AN3055-22-8 a) ADAPTER a cel fas ο le e ο πο og ο c) woe woe dL COO 
-25  AN3057-8 S" ADAPTER ενω ο: αι te 0€ 74e Uy Dele E DIEI, uote potere ve ossa a Div 60 
-26 AN3106B147P ο A A CC 
AN3057-6 of ADAPTER O: ο αν. τοὶ το ον v. ον Woden ONS στ ie Ὁ αν. aras ορ ος 

-27  AN3106B36-7P RA E 9 SL yos em ow ow sow od ο 
AN3057-24 2 ADAPTER ss tas e a a o eom e iaa Mi vei, CL «ος 

-28  AN3106B20-158 ie PEG oe st 307 O e De E ους σοι ον ο. 2 da SOC 
AN3057-12 2 ADAPTER VU lix. soy Say, We! oo ve te a MIR ve. V do. “CC 

-29  UG260/U . PLUG (IPC) x54 1 X. νο se ο” else δν ας οἱ Doe. ο κ os ze τὰ ος 
-30  AN3106B20-17P S PLUG. sac sos ὃς So A fe, ϱᾱ- κω, A OG 
AN3057-12 ec ADAPTER’... i.d -ς, 6 ο Gere? wwe fe EI at Gee Wein m as. ᾱ SCC 

-31 AN3106B16S1P a ρα LCC 
AN3057-8 ey ADAPTER. G n 4 ο. Ὁ Ὁ cos. lancer coe ure Rr op cal Ve ο ia es we C OC 

-32 No Number. . AERO, ΤΑ bomb control box (GFP). .. .............. 1 cc 
AN3106816S1S a. PLUG an ses E NO 
AN3057-8 . ADAPTER. . . . + AUN sa «ο: oh JCC. 
UG260/U . PLUG, BNC radio frequeney connector (IPOS sx ear ο ο ο m ew “οι 00 


619 














Section li 


ΑΝ 01-60AABA-4 


Group Assembly Parts List 


FUSELAGE (Cont) 





H-175-73-22B 


FIGURE 343 - COMPLETE PHOTO RECONNAISSANCE AIRPLANE CAMERA INSTALLATION 
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ΑΝ 01-60AABA-À 
FUSELAGE (Cont) 


Section I! 
Group Assembly Parts List 


USEABLE ON 
CODE 


CC 


cc 
cc 


FIGURE & PART UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
313 175-73101 CAMERA INSTALLATION, Photo reconnaissance airplane complete . . . Ref AD A 
183-73101 CAMERA INSTALLATION, Photo reconnaissance airplane complete . . . Ref 
-1 175-73254 . SIGHT INSTALLATION, Pilots forward oblique (nose) camera . . . Ref 
(see figure 344 for detail breakdown) : 
-2 175-73200 . VIEWFINDER INSTALLATION (see figure 337 for detail breakdown). Ref 
-3 175-73133 . CAMERA INSTALLATION, Target recording. . . ο: ὃν ή Sse ῳ. HO 
(see figure 344 for detail breakdown) | : 
-h 175-73109 . CAMERA INSTALLATION, Forward oblique . . . E aaant ver Ref 
(see figure 344 for detail breakdown) | 
-5 175-73105 . CAMERA INSTALLATION, Camera station 3, 3A and 4, 4A left and . Ref 
right oblique and alternate vertical 
(see figure 345 for detail breakdown) 
-6 175-73103 CAMERA INSTALLATION, Station 2 prime vertical. . . . . . . . . Ref 
i (see figure 347 for detail breakdown) 
-7 183-100 . SIGHT ASSEMBLY, Oblique camera (CAV) . . . . . + eos δι ver 3 
-8 175-73102 + CAMERA INSTALLATION, Station 1 tri-metrogon. . . . . . . . . . Ref 
-9 153-73119 . . BOLT, Camera mount adjustment guide . . . . s s . s e ο so 2 
-10 AN960D10 s e rWASHERS 4524. 3 xs ιτ 3408 9, τὸν δα ὦ A ee ον ce ce Woo" «Ὁ 
-11 AN3-6A e ce (BOLT. ο. ος . DEC AEN a ta EROR 8 
-12 NAS43DD3-8 . . SPACER, Screw and bolt. » Se Bi on ta Sones So 2 
-13 867-1 . . INSULATOR VIBRATION MOUNT (nai). ERE 5 a 2 
-14 175-73114 + . SCREW ASSEMBLY, Tri-metrogon camera mount pitch adjusting " 1 
-15 175-73241 - . . KNOB ASSEMBLY, Tri-metrogon camera mount . . . ee ἀὴ. Ὁ 1 
adjusting ΒΟΤΕΝ 
-16 AN365-1032 s X WM S Wie ioe cot κ EE EINER anes Woh ar ER 1 
-17 AN960D10 weed ie WASHER de ο ο ο ο ο Gl m a hwo acras ve 1 
-18 AN526-1032R30 eo ter Ww ο US CREW cv gos 3 "e ος τς ο) e Serb 1 
-19 NAS43DD5-63 - . +. +» SPACER, Screw and boit. wore uw Wr. δή vov a le 1 
-20 NAS43DD3-64 - . . + SPACER, Screw and bolt. . . Wd T ϱ τα οφ. Wa τος δὲ 1 
-21 153-73116 e « . . KNOB, Camera mount adjustment screw κο ας 1 
-22 175-73242 + . . NUT, Tri-metrogon camera mount ad justing Screw locking . 1 
-23 AN960D816 s ιο & WASHER. woo . E yere. acere 1 
-24 153-73122 + « +. GUIDE, Camera mount adjustment Screw üpper RES lid 1 
-25 153-73145-3 - . + PIN, Camera mount adjusting screw collar attachin ng E dw 2 
-26 153-73123 - . + COLLAR, Camera mount adjustment screw. . . . e . s s . o 2 
-27 175-73243 +. . GUIDE, Tri-metrogon camera mount adjusting screw lower , 1 
-28 153-73117-9 e 5 SCREW, Camera mount adjustment . . . ........... 1 
-29 AN509-10R12 e SCREW οι a e io. X ‘Jay tas ος ci a ο do LEO. 
-30 AN3-6A e BO Cx yos c. 16 
-31 175-731172 e . SPACER, Tri-metrogon' station. oblique' camera vibratio DH. vc 4 
isolation mount 
-32 867-1 . . INSULATOR, Vibration mount (RAI). ο eas ΟΡ. 
-3 175-73255 e . PROTRACTOR, ci camera mount . . « . . o o. . ee 1 
-3 AN393-47 e PIN , a -... οι ue C 
-35 175-731125 . . SPRING, Camera "station "No. d camera mount protractor. S ο. 1 
pointer holddown 
-36 175-73256 + . POINTER, Tri-metrogon camera mount protractor . . . . . . . 1 
-37 AN365-624 ο NUT ο Αα ο 7 eR κα ο νι ο ο τος 2 
-38 AN960D616 $^ wc WASHER. ο ο “ϱ ας, e tm S OR wal ο ο e ee cess p cR a « 
-39 AN6-26A s vs BOLT. ce . ο feat wade » oe 
-40 175-73110 « . MOUNT ASSEMBLY; Tri-metrogon station oblique camera .... 1 
-41 AN4-26A s- uec Ue BOLT ra S4 Sek A Ta ie νο ο sets Ne) EO eie ο 2 
-42 ANY-17A a ws « BOLT 4 i 416 Ss. ο 2 
-43 147-58595 . . . SPRING, Hydraulic boost valve lever return. . . . . . . 4 
-44 175-73240 - . . BLOCK, Tri-metrogon camera mount locking clamp ..... 4 
-45 175-73138 - + . HANDLE ASSEMBLY, Camera trunnion clamp . . . . ο ο . . . 4 
175-73110-29 e . . SUB ASSEMBLY, Tri-metrogon station oblique mount . . . . 1 
-46 175-73239 e. . . . STOP, Tri-metrogon camera mount locking clamp . . . . 4 
-47 175-731111 - . MOUNT ASSEMBLY, Tri-metrogon station vertical camera. . . ο 1 
-48 AN365-624 ee) cw NU ων S Mat Ss ο Ὃν a des a 4 
-49 AN960D616 s d WASHER voe cele cw 70M Whe we e a aaa Ὁ 
-50 AN6-25A o v.e BOLT Lu ὁ PS iw s kaoa ο 4 
-51 175-73113 e . . SLEEVE, Tri-metrogon camera mount "connecting ο κ KDE UE i 2 
-52 ANH -16A * we cus BOLT ouo ΟΝ a TW. ος ΓΙΟ“ 1 
-53 AN4 -31A ο BOLT ure e a m ο ο ο ο ο... 1 
-54 NAS43DD4 -84 e «e + SPACER... 4 G^ Bin Deedee, (9. ος 1 
-55 147-58595 - . . SPRING, Hydraulic "boost “valve “lever return αἵ ου ο. 2 
-56 175-73240 - . + BLOCK, Tri-metrogon camera mount locking clamp . . . . . 2 
-57 1175-73138 - . . HANDLE ASSEMBLY, Camera trunnion clamp . . . . a . . . . 2 
175-73111-31 e . . MOUNT SUB ASSEMBLY, Tri-metrogon station . . . . . . . . 1 
vertical camera 
-58 175-73239 e . STOP, Tri-metrogon camera mount locking clamp . . . . 2 
-59 No Number * . . CAMERA, Type CA8. . . $e le ας ed Cried i cac cs HOT 
No Number * . . CAMERA, Type T11 (alternate). IPC σόι, MEM rd 
No Number * . . CAMERA, Type K17C (alternate) je RE ese) ceo fel socer -ᾱ- wv LU ROL 
No Number * . . MAGAZINE, Type ASA. . δν E ed CR onu Ὅν. is ᾱ- m ια REE 
No Number * , . MAGAZINE, e ASA (alternate). a Sor uae: Jer ο ROL 
-60 AN-N6A + GUN CAMERA (agb) "EA ορ Jour e dine ο buie eee cs 
144-10A . SPACER, 17 MM Lens (cav) . ο accu πο wo A ce N eere eam LI 
NOTE: * Government furnished and government installed 














AN 01-60AABA-4 


Group Assembly Parts List 


FUSELAGE (Cont) 





B-175-73-26 


FIGURE 344 - FORWARD OBLIQUE TARGET RECORDING AND FORWARD OBLIQUE SIGHT CAMERAS 
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Section [| 


ΑΝ O1-GOAABA-4 Group Assembly Parts List - 


FUSELAGE (Cont) 


"—— ————————— ——— —————————————»—————— ÀÀ' v 2"P——— ÀÀ—X— ——— 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


34% ; FORWARD OBLIQUE TARGET RECORDING AND FORWARD OBLIQUE 
SIGHT CAMERAS 


175-73109 . CAMERA INSTALLATION, Forward oblique . . . . . . . . . e » +. +. Ref 
(see figure 343 for next Bene) 
-1 AN960D10 . . WASHER. . . sow 36 
-2 NAS221-10 . . SCREW, Brazier “head Phillips. recess alloy steel 1ος 35 $us. 
3 867-1 ` . . INSULATOR, Vibration mount (RAI). . . . ο) Ὁ 4 
- 175-73125 + . SHIM, Forward oblique camera vibration isolation "mount. S de 4 
-5 17175-73124 . . MOUNT ASSEMBLY, Forward oblique camera. . . . . . e eè s «© > 1 
-6 AN365-524 wo as NUR als a e a a “δ, ὦ 4 
-7 AN395-21 ο μα a, oe imo ο ia! Sa REN ο on taper ο 
-8 AN960D516 Ὁ Ὁ MASHER o9 wes. ee ere ee ο ο ce Veces Ur ek el ο. 
~9 AN165-468 ο we EYB A PS ο ie ie a ο ο m, | E 
-10 4B20812-028 e . + BUSHING, Press fit pla ain (uA). εν Ue κ TR αν, e TS 2 
-11 AN365-1032 - 5. a. ΝΤ. e. ο o Wo e" ο ie US. ten ο πο ως 2 
-12 . AN960D10L V ebd WASHER OY. κ ο RNC e qu UN m LAC CR A 
-13 ΑΝ3-ΠΑ sow -ᾱ BOLT 62s Soles ο ο S UR ο n ο EL CS del ee eh T JE 
-14  22905-12-T.937 . . . STRAP (MAR). 3 αμ ew. a, Ὁ 
-15 2137 -73124-31 e « . TRUNNION, Forward oblique caméra mount . . . . o... © ο 4 
-16 668-3 MES STRAP (AP) . . . ike 8T <a." ο OI 158 2 
-17 175-73245 E YOKE ASSEMBLY, Forward “obligue. camera πο ae ROSA 1 
-18 4B20S8 12-30 . . . BUSHING, Press fit plain (NA). erate to der ο yeh ves hen Son Sak Bote. 2 
175-73257 . . SUPPORT ASSEMBLY, Forward oblique camera mount forward. . . 1 
-19 AN365-1032 Del NU ο omo oem Sees: Soe er. «e OR ο Va ο ias 2 
-20 | AN960D10 z. ^w» le WASHER vw μον vele we Se Shar nal ew OMe UE qao ο 
-21 AN3-17A a o DEO νι A NR A dO a ου ο 2 
-22  W98292-2-200 . . . STUD (UC). . O a ὡς a ore! Sa beer ee e 
-2 175-7 3257-5 - . + BLOCK, Forward oblique camera mount forward support. e 2 
-2 175-7 3257-3 * . BRACKET, Forward ΠΕΝ camera mount forward support. . 1 
No Number * | CAMERA TYPE K38. . . . Sr BW! ot va ο οσο να ROE 
No Number * . CAMERA TYPE A10 alternate). rose : " ος . . Ref 
No Number * . MAGAZINE, Type A $3 d. ο ο ov ues edel qus E ο MEL. 
175-73133 . CAMERA INSTALLATION, Target “recording. aise, a ad, “Sly ewe a a ROL; 
(see figure 343 for next assembly) 
-25 AN501A10-6 zu ο Pu epu Eua e Gre Faye oo A A e er ws νο or e "abe 
-θ6 AN3-4A we BO ο ο UR ep ο ο UR IR qe ecce pet Pa ο” 
-27 AN960D10L + . WASHER. . diuites «ο. Pere. ie ο LO 
No Number * . CAMERA, Type N9 “(GFP) (two ^ used aft and one used forward) . . . Ref 
175-73254 . SIGHT INSTALLATION, Pilots forward oblique camera. . . . . . . Ref 
(see figure 343 for next assembly) i 
-28 AN535-2-4 + + SCREW... do ο Cdi eI ο. iue pe, χὰ fe 2 
-29  175-73246 + . PROTRACTOR, Camera “sight ‘azimuth. . 22er cR 1 
175-73253 . . SIGHT ASSEMBLY, Camera. . . s. φτώ ο) inden ten “Oo RIO 1 
175-73252 $. ei SUPPORT, Camera sight ring and bead. A Mane) ως ο "927€ ιβ 1 
-30 175-73252-9 - «+ . +. ROD, Camera sight ring and bead support . . . . . «ο 1 
-31 175-732849 e . + + BEAD, Camera sight... δ: ῳ ο ο ὦ τω “Ὁ 1 
-32 175-732112 . . . + RING, Forward oblique camera "sight. δύ Kar δὲν ee dep ο 1 | 
175-7 3252-5 e... . PIN, Camera sight ring and bead support ....... 1 
-33 175-73252-3 . . . . SUPPORT, Camera sight ring and bead . . « . . . . . . 1 
-34 175-73247-3 * e o SCREW, Camera sight locking . . . . « e seses oo 1 
-35 175-73246-5 v ws SCREW, Camera sight locking. . . . . . se 4 4 ee ee 1 
-36 175-73251 + +. ¿ MOUNT ASSEMBLY, Camera sight . ... e +. +. © e ὁ 9 ο ο so 1 


NOTE: * Government furnished and government installed 
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H-175-73-24 


FIGURE 345 - CAMERA STATION 3, 3A, 4 AND 4A LEFT AND RIGHT OBLIQUE 


AND ALTERNATE VERTICAL CAMERA INSTALLATION i «* 
. FIGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
345 175-73104 CAMERA INSTALLATION, Camera station 3 and 3A, 4 and YA. . . . . Ref 


left and right oblique and alternate vertical 
(see figure 343 for next assembly) 
-1 175-13168-1 . BEAM ASSEMBLY, Camera station 3 and J| camera mount adapter . 2 
horizontal and oblique positioning (LH fwd and RH aft) 
! r (see figure 346 for detail breakdown) 
=2, *.175-73168-2 . BEAM ASSEMBLY, Camera station 3 and 4 camera mount adapter . 2 
! horizontal and oblique positioning (RH fwd and LH aft) 


7 (see figure 346 for detail breakdown) B 
-3 175-73174-1. . BEAM ASSEMBLY, Camera station 3 and 4 oblique camera mount . 1 
WU τω vertical positioning (LH fwd) 
-4 s 175-73174-2 . BEAM ASSEMBLY, Camera station 3 and 4 oblique camera mount , 1 
^ vertical positioning (RH aft) 4 
175-73174-3 . BEAM ASSEMBLY, Camera station 3 and 4 oblique camera mount . 1 
vertical positioning (RH fwd) d 
175-73174-4 - BEAM ASSEMBLY, Camera station 3 and 4 oblique camera mount . 1 
, vertical positioning (RH aft) 
-5 175-73187-3 . . RAIL, Left and right oblique camera station mount . . . . 1 
support column retaining. 
-6 175-73187-4 + . RAIL, Left and right oblique camera station mount... . 1 
support column retaining 
-T 175-73188 + . BLOCK, Left and right oblique camera station mount. . . . 2 
support beam guide 
-8 7-0608-2 . . PIN (DUME). .... +... e ee ο 9 ο ὁ ee eee n t] ο 4 
-9 175-731191 + . RING, Left and right oblique camera mount support . . . . 2 
: adjusting pin 
-10 175-731193 + . GUIDE, Left and right oblique camera mount support. . . . 2 
adjusting pin B 
-11 175-731194 + . SPRING, Compression . . . . e ὁ «© ο © © © © © oos 0. 0. 2 
-12 175-731192 + ο» PIN, Left and d aM oblique camera mount support adjusting 2 
-13 10500 . MOUNT, Camera (AAEE) . . . . . - +... +. . ο 8. «οἱ νι S. ole 2 
No Number * . CAMERA, Type K38 . . . «ο» « . . . eee ee EE ο ο τν 
No Number * . CAMERA, Type K37 . +. « « « . ὁ + 0o ο ο ο on n n ο ooo o. Ref 
No Number * , CAMERA, Type CAS2. . +. . .. ο . . ee ee ew ο n n n n o o Ref 
No Number * . CAMERA, Type K17C. . . « « « . e. s.n nr n . n o o o Ref 


* 


: NOTE: Government furnished and government installed 
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H-175-13-27 





FIGURE 346 - CAMERA STATION 3 AND 4 CAMERA MOUNT ADAPTER HORIZONTAL 
__ ” AND OBLIQUE LH AND RH POSITIONING BEAM ASSEMBLY . 






PANE PART 7 UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
3 175-73168-1 BEAM ASSEMBLY, Camera station 3 and camera mount adapter. . . . Ref | 


horizontal and oblique positioning LH 
(see figure 345 for next οτι, 
175-73168-2 BEAM ASSEMBLY, Camera station 3 and ! camera mount adapter. . . . Ref 
horizontal and oblique positioning RH 
(see figure 345 for next Sesemblyi. 
-1 AN310-8 NUT. ΡΜ πας e d» 


-2 2W1-33-28-125 . WASHER, Plain (NA) . . « . « 4. 4 . 4 4 eee eh we ee eee ot on 
-3 4B21S8-0-11 . BUSHING, Spacer (NA) . . . « « +... ee wee ew ο. we 5. 
-4 AN8-12 vc BOLT ora 4 4 00 009 09 4 a δι. ο cum cw αι. e «οι οἱ ὡς οἱ ή) τώ 
-5 175-53195 . KNOB ASSEMBLY, Camera mount positioning handle locking . . . + 
-6 2W13-4 . WASHER, Serrated (NA). . » . soss ee ee . . . . eee ewe 
-T 4B20B10-003 . BUSHING, Spacer (NA) ..... ae ues e ο ο ei ο.” 
-8 AN364-428 κ. NUTS noa 0 ν αν ο ο) oUm o8 E ο ὃς ος a αν Om E 
-9 AN960D416 . WASHER: cca . o9 ο 59k 9 9 ὁ ο A es e as 
-10 : 4B2154-005 . BUSHING, Spacer (NA) . . +. sos ee eee eee ewe ot onn 
-11 241C16-28-90 . WASHER, Plain (NA) . . .. ὁ ee ee ee ee ee we o ο» n 
-12 AN4-7A :. ΟΤΙ... Ὃν, ce Ace ae mois ο ος clan a ο ο ὃς 
-13 175-73194 . HANDLE ASSEMBLY, Camera mount positioning. . . +. » . +. +. +». « + 
-14 175-73192 . PLATE ASSEMBLY, Camera mount horizontal position beam rotating 
-15 4B20B10-008 M BUSHING, Spacer (NA). . . . +. ee eee ee ee ee ee ee 
-16 AN365-1032 . NT...oo.... ὁ ο ὁ o ὁ ὁ à ο 5 ο c 9 ο ὁ ο 24». 
-17 AN960D10L . WASHER . . . . . « . e ee ew ee ο . ew 2... o9 9 ot om |! 9] 9] ος 
-18 AN509-10-13 e SCREW. . . . . « . . e oo oo m 9 ο ο . . om om o9 ο ο. ο n] 9 ng] 
-19 867-1 . ISOLATOR, Vibration mount (RAI). . . . se +... +... +... . . +. 
-20 134-58164 . SPRING, Hydraulic main landing gear cylinder . . . . . . . ss 


valve 
-21 175-73193-1 . ADAPTER ASSEMBLY, Camera mount positioning LH. . 
175-73193-2 . ADAPTER ASSEMBLY, Camera mount positioning RH. . 
-22 AN364-1032 . . NUT ο dle fer fy. e al -ᾱν τὰ; uec SOs ASD ο. 


-23 AN960D10L . WASHER. a. ò « ο ο . e ee « 0.0... . otn ο " 
-24 AN509-10R11 o SCREW 2 o4 ce Lo. e Ὁ ον «ο. ος m cm cien is, Lio 
-25 175-73184 . . RAIL, Camera station mount adapter support retaining. 
-26 175-73273-1 . . TRACK ASSEMBLY, Left and right oblique camera mount . 
horizontal positioning beam adapter LH 
175-73273-2 . . TRACK ASSEMBLY, Left and right oblique camera mount . . . . 
horizontal positioning beam adapter RH A 
-27 175-73185-3 . . PIN, Camera station mount support adjusting . . . . - 
-28 175-73203 y GUIDE, Camera station mount support adjusting pin . . 
-29 153-73169 . . RING, Camera mount adapter beam pin . . . . . . . +. +. 
-30 175-73199 i . . SPRING, Compression . . . . ss ...+ +++ -- Z 


VEVE Ὁ VNESE 90000201: A A 1-} A A A A 
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H-175-73-23B 






: FIGURE 347 - STATION 2 PRIME VERTICAL CAMERA INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-713103 CAMERA INSTALLATION, Station No, 2 prime vertical . . . . . . e . Ref 





(see figure 343 for next assembly) 





-1 867-1 . VIBRATION ISOLATION MOUNT (RAI). . . es ees e ee ... .. 4 
AN960D10L κ WASHER. 4.24 ο de XR 6.4 a TURIS uS sm ο a tar v9 ICE US Iw Tories de SO 
AN509-10-18 « SSCREM, oy A o. WC. ών mice SoS δν οφ eee mete ees 16 

-2 175-73150-1 . ADAPTER ASSEMBLY, Prime vertical camera mount sta No. 2 LH fwd 1 
175-73150-2 - ADAPTER ASSEMBLY, Prime vertical camera mount sta Νο. 2 RH fwd 1 
175-73150-3 . ADAPTER ASSEMBLY, Prime vertical camera mount sta No. 2 LH aft . 1 
175-73150-4 + ADAPTER ASSEMBLY, Prime vertical camera mount sta No. 2 RH aft 1 

-3 AN365-1032 O A RN «8 

-4 AN960C10L v e JWASHER ο ο ο δν, a e seran ο BLS S^ pel pel IP cathe LT. ye 4 

-5 AN509-10R14 bdo ΝΙΝ" ΙΙ TI 4 

-6 175-73160 - . BLOCK, Prime vertical camera mount adapter. . . . . . . . . 1 

Station No. 2 beam vertical guide 
-7 175-73159-1 + . BRACKET ASSEMBLY, Prime vertical camera mount station . . . 1 
No. 2 adapter LH forward 
175-73159-2 - . BRACKET ASSEMBLY, Prime vertical camera mount station . . . 1 
No. 2 adapter RH forward 
175-73159-3 - . BRACKET ASSEMBLY, Prime vertical camera mount station... 1 
. No. 2 adapter LH aft 
175-73159-4 - . BRACKET ASSEMBLY, Prime vertical camera mount station... 1 
No. 2 adapter RH aft 
-8 175-73214 + . GUIDE ASSEMBLY, Prime vertical camera mount adapter . . . . 2 
beam pin support (one used on 175-73150-3 & -4) 

-9 153-73167 + . PIN, Primary vert camera mount adapter beam vert adjusting. 1 

--10 153-73171 - . PIN, Primary vertical camera mount horizontal locking . . . 1 

-11 153-73169 . . RING, Primary vertical camera mount adapter beam pin. . . . 2 

(one used on 175-73150-3 € -4) 

-12 140-68046 + . SPRING, Plunger compression (one used on 175-73150-3 € -4). 2 

-13 10,000 * . CAMERA MOUNT, Prime vertical (Aeroflex Laboratories) . . . . . 1 
No Number * . STABILIZED CAMERA MOUNT, Type A-28 (alternate) . . . . . . . . Ref 
No Number * CAMERA, Type K38. ...... WI ie Sel ον care tas 4 cS. ὦν νος d er REF 
No Number * CAMERA, Type K37 ic PENSAR πο ὃν σάς ker ρα, Sar ο) E ec ROL: 
No Number * CAMERA, Type T11 (alternate). . . . ee . « . o o o os ooo oo Ref 
No Number * CAMERA, Type CAS2 (alternate) . . . es ess osooso oo o Ref 
No Number * CAMERA, Type K17 (alternate). . . . ..................... Ref 
No Number * MAGAZINE, Type A8B ΓΞ with Κ38 € E ο κο, Se Zeer cw. Bene a Rer 
No Number * MAGAZINE, Type A9A (used with K37 camera) . . . « . . . . . . . . Ref 
No Number * MAGAZINE, Type MA10 (used with K17 camera). . . . . . . . . . . . Ref 

NOTE: * Government furnished and government installed 
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FIGURE 348 - MODEL A16VF AERIAL VIEW FINDER INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-73200 VIEWFINDER INSTALLATION, Model A16VF aerial . . . . . . . . > . . Ref 





(see figure 343 for next assembly) 


-1 AN844-6D ELBOW MCN ene? siete, Nala ie το fe ia ια 


3 ο κ σος 1 

-2 3H2L6-30 > HOSE (NA). Oe ο ee ο al ο ο ο i E 
-3 175-731173-4 . LINE ASSEMBLY; Photo viewfinder dehydrator . . . . . . . . . ο 1 
-4 AN822-6D a ELBOW ERAI 
-5 175-731173-6 . LINE ASSEMBLY, Photo viewfinder dehydrator . . . . . . . . . . 1 
-6 850-343 . FILTER ASSEMBLY, Photo viewfinder dehydrator (CAV) . . . . .. 1 
a 175-731173-14 . LINE ASSEMBLY, Photo viewfinder dehydrator . . . . . . . . . è 1 
- 175-731173-12 . LINE ASSEMBLY, Photo viewfinder dehydrator . . « . +. . . . e ù 1 
-9 AN833-6D vr ELBOW: a2 ο A A e re VE AM ο ELTE πλω 
AN924-5D NUIT o a a A a e 2 
AN960D916 4. WASHER ce. ὦ 0 e ceca a a A a ve 2 
AN902-6 . GASKET... . ο οι Ye, Sa Ὁ Ἕν da 2 

-10 175-731173-18 . LINE ASSEMBLY, Photo viewfinder dehydrato Puri ο rete Tu ος Sever ve 1 
-11 3H2L6-20 . HOSE (NA). ον ο ος O ay ey «ΠΣ 
AN365-1032 «. NUE. SS aa a a a (9x ο aa e 4 
AN960D10L s “WASHER? jo. re. cove v» ome ᾱ- mom a OD mos ee wea ee ee rer, A 

-18 AN3-12 . BOLT .... . . DER 4 
-13 935-147 . DEHYDRATOR AS SEMBLY, Photo viewfinder (CAV). ea ος ο 1 
ΑΝ365-1032 . NUT. ο TE del iui a ὁ) a lere ox Rs OTRO UM. Ce e OE DS Ter i τώ 8 
AN960D10L LI WASHER. Sisi RN RR RE eoa od D uL dese teu ον 

-14 AN3-7 . BOLT... .. — REP ον 8 
-15 175-731174 . CLAMP ASSEMBLY, "Photo "viewfinder pressure seal boot. ..... 1 
-16 AN515-8R12 . SCREW. .. wt ο e E lashes ver Mer fee tao VAG 
-17 175-73156-7 . RETAINER, Photo "viewfinder pressure "seal boot. OREA eria 2 
-18 175-73156-3 . RETAINER, Photo viewfinder pressure seal boot. . . . . . . . . 2 
-19 175-73169 . BOOT ASSEMBLY, Photo viewfinder pressgre seal. . . . . . . o. 1 
-20 2W1AL16-32-32 . WASHER, Plain i 4. ο dero Ὁ qu LRL ot Tao C$ ο rU QE Ci ς 4 
-21 2W1AL16-32-64 . WASHER, Plain (NA) .  « 2. «. ο ο ο © © ο eo ο we ο ο m ot ο wwe 6 
-22 AN960D416 « WASHER . « « 6 » e « » « à ὁ ὁ ^» ὁ ὁ 9 ο ὁ ὁ ὁ 972 ὁ ο ὁ ο ο ο 2 
-23 AN74-11 a BOLT y a CTI 
-24 AN5H13A e "BOLT 7 Ὁ Wu c» 0909 ει mpi oo le nde: d; ge -ᾱ- iom OU T S de αὐ ve 4 
-25 AN960D516 ; WASHER 46.40» aol mom cem om ee a a e dE 
-26 2W13-5 1 WASHER, Serrated (NA), oo 4 IIIi I iddi... 4 
-27 AN74-6 es. BOLD a o a la es ae) A oe te Einer. a ae |o dee nap. TE. 
-28 AN960D416 « WASHER .... A pm 2 
-29 175-73274-7 . SHIM, Photo viewfinder lower inboard shock mount ....... 1 
-30 175-73274-9 . SHIM, Photo viewfinder lower inboard shock mount . . . . . +. +. 2 
-31 175-73274-11 . SHIM, Photo viewfinder lower inboard shock mount "n ᾱ- 11 
-32 175-732104 . FITTING, Photo viewfinder lower inboard shock mount. e 9 ο. ο 1 
-33 175-732106 . FITTING, Photo viewfinder lower outboard shock mount . . « .. 1 
175-73275-7 . SHIM, Photo viewfinder lower outboard shock mount. . . « . .. 1 
175-73275-9 . SHIM, Photo viewfinder lower outboard shock mount. . . . . . +. 1 

-34 935-100 . VIEWFINDER, Photo model A16VF (CAV). Si ον. um Πρ ben τν cr ον 1 
-35 175-732113 . HOOD ASSEMBLY, Photographic viewfinder a eter Peu ug 1 
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Section [lI 


Group Assembly Parts List 


—————————————— ———P— 


PART 
NUMBER 


2 3 4 5 6 7 


NOMENCLATURE 


UNITS 
PER ASSY. 


USEABLE ON 
CODE 


349 175-73201 CAMERA VACUUM SYSTEM ο ο (se INSTALLATION, Fuselage station . . Ref 


figure 73 for next assembly) 


-6 
-7 


-8 
-9 


AN924 -16D 
AN960D1216 
AN833-16D 
175-73202-24 


AN824-16D 
175-73230 
175-53202-26 


AN832-16D 
175-73202-30 


AN784D16 
AN893-14D 
AN815-6D 
175-73204-32 
AN832-6D 
AN924-6D 
AN911-2D 
AN912-2D 
P1862 
175-73202-62 
AN822-6D 
10041 
175-73202-34 


AN821-16D 
175-73204 
AN816-6-6D 
AN917-3D 
AN911-3D 
691-11A 
AN918-3D 
AN913-3D 
175-73202-46 


AN834-6D 
175-73202-40 


AN833-6D 
AN823-6D 
175-73202-44 


175-73202-38 


AN919-12D 
175-73202-42 


AN804D6 
175-7 3202-36 


AN6240-1 
AN902-6 
1526-2A 
1511-40 
1511-4c 
AN816-4-4D 
175-7 3202-58 


ANDTT1-5A 
AN826 -4D 
175-73202-60 
AN824-4D 


' 175-73202-56 


AN816-4-4D 
3123-2410 
175-73202-54 
AN827 -4D 
175-73202-52 
3146-1432 
3156-2426 
175-73202-50 


3146-3A20 
175-73202-48 


P1864 


‘NIPPLE (AA). 


NIPPLE sos rato ataca m sae 


O to station 224-5/8 (see 
NUT. ees; ose δι οἱ s ὁ 
WASHER . « « . « se we eee 
ELBOW. . . 

LINE ASSEMBLY; Camera” vacuum 
station 224-5/8 to tee 

TEE. . . 

SUMP ASSEMBLY, Camera vacuum 

LINE ASSEMBLY, Camera vacuum 
to bulkhead tee station 


UNION. . . 


LINE ASSEMBLY, Camera vacuum 
158 to bulkhead tee sta 
TRES i025 32-9. Ue e e 
BUSHING. . . . . . . . eee 
UNION. . . 
MANIFOLD ASSEMBLY; Camera vac 
UNION. . . . 
NT. .... 
NIPPLE... 
BUSHING. . . 


DP . 


. . 
9. © © 9 ο ο « 
e . o ù « ο 
9 9 e è o ο o 
9. . e è o 5 ο 


LINE ASSEMBLY, Camera vacuum 
ELBOW. . . . MAIS 
SOLENOID VALVE (CARM). DEP 
LINE ASSEMBLY, Camera vacuum 
manifold 
ELBOW. . . DTE E 
MANIFOLD. ASSEMBLY; Camera vac 
NIPPLE . . . . ο © . ο ο 
TEE: 1-455304 99-4 v0 s 
SUCTION RELIEF VALVE 
CROSS. . . « . oo.o.os 
PLUG... eee 
LINE ASSEMBLY; Camera vacuum 


bulkhead tee to nipple 
TEE. . . ντ cm 08 Fe ww 
LINE ASSEMBLY; Camera vacuum 

bulkhead 
ELBOW. io: ων ος e € 79509; Wig 
ELBOW. . . ο) ἦς, tye τν E MES 
LINE ASSEMBLY, 

bulkhead tee to tee in 
LINE ASSEMBLY, 

bulkhead 


REDUCER. . . . eee 
LINE ASSEMBLY, 
bulkhead 
TEE. . . ἃν κὰν [o e 
LINE ASSEMBLY, Vacuum system 
fitting to bulkhead tee 
FILTER . . . . . . « . « 


GASKET . . Sa Ὁ ye 
CHECK VALVE (Bx) ; ο... 
AIR PUMP iE NOM 
AIR PUMP (BX (Reserve). οὐ 
ΝΙΡΡΙΕ . . . . 


LINE ASSEMBLY, Camera vacuum 
at main line 

GAGE - 2 2 1 io o9 ὁ ὁ- a 

TEE. ο 4 . 

LINE ASSEMBLY; Camera vacuum 

TEE. . 

LINE ASSEMBLY, Camera. vacuum 
signal to tee 

NIPPLE . . . 

VACUUM WARNING SIGNAL αχ) | 

LINE ASSEMBLY, Camera vacuum 

CROSS... . . 

LINE ASSEMBLY, Camera. vacuum 
switch to cross 

DIFFERENTIAL PRESSURE 

DIFFERENTIAL PRESSURE 

LINE ASSEMBLY, Camera 
switch to cross 

DIFFERENTIAL PRESSURE 

LINE ASSEMBLY, Camera 
switch to cross 


SWITCH 
SWITCH 
vacuum 


SWITCH 
vacuum 


e... è . 


system from bulkhead elbow. 


station 219 

system one inch 
system from tee 
158 


system "bulkhead 
tion 79-1/2 


«. e ο. ο 


. ee ο 


quipment 


uum 


e 
ystem from 


c 
5 tee 
system. bulkhead 


uum equipment e 


. . 
«. . 
oe . 
. ο «. 


system from 
end of main 
System from pum 


main line 


. o o ο o 


from pump No. 4 
pump No. 1 


ystem from 
System from tee 


system from war 


στο 
α΄ . . . . 


system from No. 


ese ta 
BX). . . . . . 
system from 


system from 


(BX) PA 
system from 


NIPPLE, Stowage receptacle (AA). . . . . . . 


4 bulkhead. . 


oD drain, . 
station 219 


tee station 


onnecting. . 
to tee at g 
tee to. supp 


onnecting. 


ue: 


p No. 6. .: 


elbow to bulkhead tee pump No. 3. 


9 o e è o » 


9 ο o 


Camera vacuum system from pump No. 2. . ο 


Camera vacuum system from pump No. 3. . . 
elbow to bulkhead tee pump No. 3 


Camera vacuum System from pump "No. 16.2 
tee to reducer at manifold 


. ee 
. . 
educer 


r du 


to tee at 


ning . ... 


ss to tee. . 


3 pressure 


e e » è ο ο 


2 pressure. 


1 pressure. 


a 


1 


ge 
y 


e... 


ee ee we ew ee 


PRP HEN PEN 311 ΠΟ HH PERE HP)IHU 


m 


ο αι Επ γα νὰ Ee HL HUGUOXQDO HP 


s 


TM ee mpm 
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to reducer station 311-7/16 


-29 175-73202-12 LINE ASSEMBLY, Camera vacuum system union station 397. 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
350 175-73205 LINE INSTALLATION, Camera vacuum system fuselage station. . . . . Ref 
224-5/8 to 424-5/8 (see figure 73 for next assembly) 
-1 175-73202-64 . LINE ASSEMBLY, Camera vacuum system from bulkhead fitting. . . 1 
station 311-7/16 to bulkhead fitting station 224-5/ 
-2 AN824 -16D «UNUPS O ο ο ο v. dwt wo Yared θεν ὦ e ELE e T 
-3 AN832-16D . UNION. . . . . . . «- oe ο ο Si) οι (92), ol ος ος δι ον ο.’ Ψ δ ος 1 
-4 AN919-23D 2: REDUCER s αἱ 535 77. a a εδ: teres m. ο [UR DSL ος 1 
-5 AN815 -6D wu UNION. ule ὧν a ev V. οὶ eid woe ο οὐ ὃν ώς De) dia. τῳ lee ος ud; Geese, T. eo δν 1 
-6 AN893-14D > REDUCER ο ne a ai e a aaa e 1 
-7 AN926-16D sUDEER.. e ele Soa ο ον yw ο a al a aaa BPH ὁ ο, A 
-8 175-73202-68 - LINE ASSEMBLY,- Camera vacuum system from tee union sta 311-7/16 1 
-9 153-73210 . SUMP ASSEMBLY, Camera vacuum system 3/8 OD drain. . . . . . ο 4 
=10 AN824-6D * TEE Si ia Rye $9.5.) A Cw ue δν Lr ο Ὁ 2 
-11 175-73202-66 . LINE ASSEMBLY, RH oblique tri-met supply to tee sta 311-7/16 . 1 
-12 AN822-6D so BLBOW o isha Ge. ces sm E e mre eere e rr cae tet τῷ 
-13 AN515-8R24 ὁ SCREW; ate. 6; δ, ee nse e Wr o robs ee ci Ne wile. es όν (donee ee oe 2 
-14 AN960D8 v: WASHER sots enot οἴῳ, ON οὔ OE. κθινέςτον wie ew. ο Tec ας 2 
-15 P1862 & (PLUG. CAR) 6 alaa daa 9 X3 ic] a ο de at L4 
-16 AN912-2D 2. REDUCER: rote μα ο ae Gs Yok UNIUS ο A a Ὁ ee tee i eae O 
=17 AN911-2D η ΙΑ 0 e aa ο ο ο E ο aa es iw IA IS. de 6 
-18 10041 « < SOLENOID: (CARM). . νο ος ο a al Ὁ a a e 6 
-19 AN911-2D v NIPPLE ee wz te mses οι 0 δν ον τοὶ "es ὡς ο Lv. ο m deo Role d E ace. sey τ 6 
-20 ANO1T-2D. v OPEBES. 6€ opos) νο wait 18) ο ο ο ves ve fet le 4: pense. pe: 8 4 
-21 AN816-6D 4" NIPPLE: ooreis ἐν. ο) es lai Cet M Ὁ Ὁ a Wes cuv I. Gee es We SOS 4 
-22 P1864 ο NIPPLE (AA). or see o9 eo oe ο. Ss ος το BLS e cae ee e 3 
-23 175-73202-14 . LINE ASSEMBLY, Camera vacuum system vertical tri-met and... 1 
: LH oblique tri-met supply to reducer station 334-15/16 
-24 AN919-18D s REDUCER; u$ 3 $0 o € € 9 x9 974 as ee eee) ο «ὁ 1 
-25 AN919-19D s OREDUCER. Ὁ. Ὁ ox 7*9 0€ «Ὁ je ει ο t3... Us iUe o wol Ro TRI Ceo er n 1 
-26 AN815-12D «UNIONS ο. δν, cee joie fo 6) ο Se, ce Ὅσο Uo eR. Ὅν an Jen ον p Vets 6s δι νο E κο. (δι “Ὁ 1 
-2 AN926-12D o TEB; e ο ο ο ma eu v. BL We I. xe CI Ὅν WI e ο. x 
-2 175-73202-16 . LINE ASSEMBLY, Camera vacuum system union station 334-15/16. $ 1 
. oe ee 1 
-30 AN815-8D e UNION: 2 ee cos τος 0999. ο; Rom mw um a a cm e is 1 
-31 AN919-12D s ‘REDUCER ss. 2 2-5. 99 e 5 νο A IS Ὁ ρος eee 2 
-32 AN926-8D ae UTEE croc ee τῳ ieee ο Deon Ce. Witla yeh zo vor a ewes pauls o ἧι Be ce 1 
-33 175-73202-10 . LINE ASSEMBLY, Camera vacuum system LH oblique and prime . . . 1 
vertical supply to reducer station 397 
-34 AN821-6D 2. ELBOW: 52 Ες a Nin ον καίω), o tpa ο ο cal Sei wi tara ee get τ 1 
-35 175-73202-8 . LINE ASSEMBLY, Camera vacuum system elbow station 424-5/8. . . 1 
to union station 397 
-36 175-73202-4 . LINE ASSEMBLY, Camera vacuum dy RH oblique camera. . . . . 1 
supply to tee station 424-5/8 
-3 AN815-6D « UNION. . 4... 4 5 ^ ο ο o co o ὁ 6 9 «2», 1 
-3 175-73202-70 . LINE ASSEMBLY, Tee to union bulkhead station 424-5/8 . . . .. 1 
-39 175-73202-72 . LINE ASSEMBLY, Union bulkhead station 424-5/8 to elbow . . . . 1 


station 424-5/8 
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H-175-73-2B 


FIGUREg351 - FORWARD FUSELAGE OXYGEN SYSTEM EQUIPMENT INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 9 PER ASSY. CODE 
351 175-73301 OXYGEN SYSTEM EQUIPMENT INSTALLATION, Forward fuselage. . . . . + Ref AD 

(see figure 73 for next assembly) i 
-1 146-73313 . STRAP, Oxygen system fuselage. . . . « . e . . ὁ so ww eee 2 AD 
I -2 NAS 397 -20 . CLAMP, Rachet one piece. . . . e o e © © © © © © ὁ ow ο ὁ ο ο o 2 AD 
-3 D100-572-1 . TUBE ASSEMBLY (DARL) . . . . s s +.» +... e e ew wt «ων ο ο 2 AD 








ΑΝ 01-60AABA-4 


PUSELAGE (Cont) 


REGULATOR, Oxygen (PR) (GFP) . m 


ATTACHING PARTS 


NOMENCLATURE 


Section [|| 
Group Assembly Parts List 


USEABLE ON 
CODE 


UNITS 
PER ASSY. 





AN515-8R7 wig SCREWS. ud Sead. a o m 9 oe a o AD 
ΑΝΟΘΟΡΘΙ, s WASHER αν ο ο ο ο es vw Be te οὖς ες 4 AD 
----ᾱ--... 
175-73309 . MOUNT, Oxygen regulator fuselage station 86. . . . . . . . . + 1 AD 
AN791-3 . ELBOW. . . . . Wir ig" 249] Kg". ier are ὁ αφ ο ο ος l AD 
175-73308-36 . LINE ASSEMBLY, Oxygen “regulator. or το Sel δα hat enia eqs ην tet cel "el te 1 AD 
146-73308-68 . LINE ASSEMBLY, Oxygen regulator. . . s ss e s s ee eee ο ο 1 AD 
146-73308-30 . LINE ASSEMBLY, Oxygen regulator. . . . e s e s e s e ee wee 1 AD 
146-73309 . FITTING, Oxygen regulator. . . . s s s ee ee 5. we ew «ο ο ο 1 AD 
146-7 3308-66 + LINE ASSEMBLY, Oxygen system . . . . e s s s s e s e s eooo 1 AD 
ANT95-3 « TEE... ο λα ον προ μας 1 ΑΡ 
175-73308-42 . LINE ASSEMBLY, Oxygen “distribution CEN E a de 1 AD 
175-73308-44 . LINE ASSEMBLY, Oxygen regulator. . . . es e s s s s c ο wee 1 AD 
134-73311 BAG ASSEMBLY, Oxygen mask storage. . . . . . . e «ο e ^ èe ὁ èo 3 AD 
ATTACHING PARTS 
AN365-632 E πι ας A ον Tx «ιδ a de! «ΑΡ 
AN960D6L s WASHER 446 Vou viles ος κος e doles cas ἐφ) Woo up ses ce Ce he mte cecus και SAD 
AN515-6R8 v SCREW κα al ee m AOR tet ο ο be ae ο 35 TAD 
> ean xen AS 
146-73308-78 . LINE ASSEMBLY, dal regulator, . ο « see e ὁ ο ο «αι. 1 AD 
AN780-3 + NIPPLE... ο μα 3 AD 
169-31718-10 . SUPPORT, Fuselage "station "89 -1/16 LH console oxygen regulator. 1 “AD 
AN515-8R7 v ISC 4 κε ο ο, a Yee Cm C aie ον, xen δν, [cO ee, dE v. ey we 4 AD 
AN960D8L + WASHER . . « . . + . VS 1 AD 
169-73306 . PLATE, LH console oxygen regulator fuselage "station '89- 1/16: s 1 AD 
AN365-1032 QOUNUTG-. ο μον ο RV. x usos oa AD 
AN960D10L . WASHER... acce es φον a l9. AD 
275-5 . INSULATOR (E. vl Roberts Co. a e oy ο; τν an “κα 2% 4 AD 
7S14CN1032 -22A . SCREW, Round head corrosion youl avant "(NA) . qom m AST ὧν a ERO ὃν 4 AD 
NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 17/39. Ὁ us 4% AD 
AN9ÓOD1OL > WASHER... . ar ware even wea | d^ OAD 
175-73308-38 . LINE ASSEMBLY, Oxygen 'aistribution ; E E 1 AD 
No Number . CYLINDER, Oxygen (Navy stock No. Sk1084- "sia (GRP). λος lee a UI Ende 4 AD 
146-73308-52 . LINE ASSEMBLY, Oxygen cylinder valve . . . a . . s es ss so 4 AD 
AN6227 -3 v PACKING; V Qe cada € € ὅ ec V cla a Tu ic ai S gor Gay oir ires Se 4 AD 
AN6016-2 & VALVE. 4c 0e vec E ana” Bae ο de Te de ver ahve as Ab AD 
175-73308-10 . LINE ASSEMBLY; Oxygen fllilen 2 a 6 09 de it 2 AD 
175-73308-12 . LINE ASSEMBLY, Oxygen filler . . « . « sss ee ee ww wees 2 AD 
ANT95-3 «e “TEES: ο... E (a^ ca Ka) de: ἐν, ος cee τς 5 AD 
175-73308-8 +. LINE ASSEMBLY; Oxygen “distribution O A τς 1 AD 
AN6017-1 . VALVE. . . . β ο et (pis Ὃν ο ου ende woo AD 
175-73308-58 . LINE ASSEMBLY, Oxygen distribution . . . . . . 2 0 222... 1 AD 
175-73308-62 . LINE ASSEMBLY, Oxygen distribution . . . .. s +. . . èe ee e ο 1 AD 
175-73308-24 . LINE ASSEMBLY, Oxygen distribution . . . ss . ὁ s> ὁ . ee ο s 1 AD 
175-73308-64 . LINE ASSEMBLY, Oxygen distribution . . . . . . . s e es eso 1 AD 
175-73308-60 . LINE ASSEMBLY, Oxygen distribution . . . Aes d giete- περ Ua? NC ol Rei 1 AD 
175-73308-14 . LINE ASSEMBLY, Oxygen distribution... e 9 ο ο ὁ ο ο 0 175 1 ΑΡ 
160-73302 . FITTING, Oxygen system fuselage station 158 bulkhead . . . . . 1 AD 
AN924-3D $ CNUT ο 459v A whi Sala ο -ᾱν δ A eee rer Kes cat Ae 1 ΑΡ 
AN960D616 . WASHER... E CoL ES MEN 
146-73308-70 . LINE ASSEMBLY, Oxygen “regulator. ο κων cor Sel os Saeko wh ασε 1 AD 
. 175-73308-30 . LINE ASSEMBLY, Oxygen distribution . . . . . +. +. ο ὁ è e ete ο 1 AD 
175-73308-26 . LINE ASSEMBLY, Oxygen filler . . « « . . +... © © © ο we we oo 1 AD 
175-73308-6 . LINE ASSEMBLY, Oxygen filler . . . . « +... © « © © © «:«. 1 AD 
175-73308-4 . LINE ASSEMBLY, Oxygen filler . . . . . . . oo 9 ο 9 ο ο ο ο 1 ΑΡ 
3270 . VALVE, High pressure oxygen check style A (RYY). . . . . . ... 1 AD 
175-73316 « CAP ASSEMBLY, Oxygen filler valve. . . . « « . . . . e s e èo 1 AD 
9C1-3-6 e o “CHAIN, Safety (NA). « «6e a ος ο oe Se See ans 1 AD 
AN515B4R4 b -a IS OREW ο ος μα fase eh ae eh λε ος ος ο, SY ved o ὁ Sr Oe ᾱ- ιό 1 AD 
ANQ60D4L a: a WASHERS T cap co tesa vel a Ὁ E m 1 AD 
ΑΝΘΟΡ -3 αν cane NUT ο ue tet ο ὦ ος kee ὁ CR ο ON ο μα. 1 ΑΡ 
175-73315 e . COUPLING, Oxygen filler valve nose. . . . . . . ο . . ο o ο 1 AD 
175-73308-32 . LINE ASSEMBLY, Oxygen regulator. ...............1. AD 
175-73308-40 . LINE ASSEMBLY, Oxygen regulator. . . ............. 1 AD 
175-13305 . SUPPORT ASSEMBLY, Oxygen regulator fuselage station 158. . . . 1 AD 
AN515-8R7 e (SCREW. «ο ον o Cy δ ὦ 9h] a a we ee ee. A ΑΠ 
ΑΝΟΘΟΟδΙ, s WASHER: ο. ος e ton E we DUNS odes im ges Ὁ oe Ψ ὁ) 9 0€ a mi. og 4 AD 
AN3-3A s BOLD . e eee ads (9 96 ea a a E AD 
AN960D10L s WASHER ὦ x ο, ο ο ο. mo ho m Bate Sele eo ow wow du SAD 
AN365-1032 . NUT. Wi xcd 2e ο at das UE M a CE. Lex INS a ο ο cU MAD: 
175-73304 . SUPPORT ASS EMBLY, Oxygen regulator fuselage station 366-1/8. . 1 AD 
AN515-8R7 . SCREW. . ὃς oases Wo ria τα eg e TAL ese ov ely ος tes ο est. H^ AD 
ΑΝΟΘΟΡΟΙ, E "WASHER. 0 “ὦ τὰ uolo m vod ὃν a EO δι ον, ile κο δν ο Tete ace - AD 
AN3-6A v CAROLE. so. 2.6 ο ο ο ο μι Neca on, ie eode ο a lee eres ' B CAD 
AN3-3A p cBODT a ο uS C S ο SA. ο ο ei Sar ο. 2 AD 
AN960D10L «^ WASHER Vo ro ο ou ue δν δν οι 3 Bh ον ο ὁ e I ο ϱ ὦ ὁ 8 ΑΡ 
AN365-1032 . NUT. Ὁ w cs ο ὁ 9. “ὁ ος -ᾱ ὃν 5€ ἱω; ὦ ὁ; Φ ὁ ὃς el Ὁ IS 4 AD 
AN6003-72A . TUBE ASSEMBLY (GEB). ον, 6e 99 ος, OF Ge wie ο) ie m να 2 AD 
9208 . PORTABLE OXYGEN UNIT (GFP) ...... s +... ee ee we eee 1 ΑΡ 
175-73302 . MOUNT ASSEMBLY, Portable oxygen bottle . . . . . e s e e «ο ο 1 AD 
AN365-1032 +. NUT We a ο ο a NES ο δν, ο ¿AD 
AN520-10R22 ey (de SCREW νι οι ολο 8 Di a ο ἴοι hu ΦΚ, s 2 ΑΡ 
175-73303 - . SUPPORT ASSEMBLY, Portable oxygen bottle neck . . . ο εν, 1 AD 
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H-175-73-31A 


FIGURE 352 - FORWARD FUSELAGE OXYGEN SYSTEM EQUIPMENT INSTALLATION 





FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

M352 175-73301-100 OXYGEN SYSTEM, Equipment installation forward fuselage. . . . . . Ref CA 
(see figure 73 for next assembly) 
a 175-73301-200 OXYGEN SYSTEM, Equipment installation forward fuselage. ..... Ref CF 
(see figure 73 for next assembly) 
-1 1146-73313 . STRAP, Oxygen system fuselage. . . . es ο s e . s oeo eee 2 cc 
-2 NAS 397 -20 . CLAMP, Rachet one piece. . . . . « « ee eee eee eee ee) 4 CC 
-3 D100-572-1 . TUBE ASSEMBLY (DARL) . . . . . . +. + με. $126 eMe 2 CC 
-4 2867A1 . REGULATOR, Oxygen (PR) (GFP) . . « . .. ο . . ο ο ὃς wx eres ib cc 
ATTACHING PARTS 
A 2 AN515-8R7 ΘΟΠΕΗΕ κ ag so ὃς A -ὁ fie een, E 20 
-6 AN960D8L y "WASHER. uuo zb 4 eli ct e Tul mus QM Mo 
-—— re 

-T 175-73309 . MOUNT, Oxygen regulator fuselage station 86. . . « . . +. . . + 1 cc 
-8 AN971-3 vo BLBOW. s aoa eee iy eom RIS ce ο ο de xol cue wo mur code 106 
-9 175-13308-36 . LINE ASSEMBLY, Oxygen regulator. . . . . . . ooo. oe eee 1 ος 
-10 175-73308-82 . LINE ASSEMBLY, Oxygen distribution . . . . a . . . s +... 1 cc 
-11 160-73302 . FITTING, Oxygen system fuselage station 158 bulkhead . . . +. + 4 cc 
AN924-3D AA ο ο ο ο decr veia τῳ τς νι τες S ECC 
AN960D616 . WASHER... νο ον eae νο ο ο ο αν ο 4 cc 
-12 175-73308-74 . LINE ASSEMBLY, Oxygen distribution . . . . . . . s ess . . 1 CC 
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PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 

175-73306-72 . LINE ASSEMBLY, Oxygen distribution . . . . . è + 
AN795-3 y DERBI Wo ῳ-ᾳ Ge Kaw 09. a γω arse caer RA 
175-73308-86 . LINE ASSEMBLY, Oxygen distribution . . . . . . . 
175-73308-84 . LINE ASSEMBLY, Oxygen distribution . . . . . ... 
146-73308-78 . LINE ASSEMBLY, Oxygen regulator. . . . . . . . ο 
175-73308-80 . LINE ASSEMBLY, Oxygen distribution . . . . . . . 
175-73308-96 + LINE ASSEMBLY, Oxygen distribution . . . . . +. + 
175-73308-78 . LINE ASSEMBLY, Oxygen distribution . . . . . . + 
175-73308-94 . LINE ASSEMBLY, Oxygen distribution . . . . . . + 
175-73308-76 . LINE ASSEMBLY, Oxygen distribution . . . . . . + 
175-73308-92 . LINE ASSEMBLY, Oxygen distribution . . . . . +. +. 
AN780-3 . NIPPLE... ww a ee a 
169-31718-10 . SUPPORT, Fuselage “station '89- 7/6 LH console oxyg 
AN515-8R7 A A A E ο ο ο t Iu ee 
AN960D8L . WASHER . . « . "CM ee Te φ 
1169-73306 . PLATE, LH console oxygen regulator fuselage stati 
AN365-1032 s ΜΕ. AA 4. AR E ARA ARA A 
AN960D10L . WASHER... Ve tese ao ah bes eA 
275-5 . INSULATOR (E. "vl Roberts Co. JE νο ASA 
AN520C10R22 « SCREW. . . . ο wow s Φ 
NAS221-8 « SCREW, Brazier head “Phillips recess alloy steel 1 
AN960D10L å WASHER EET 7 oe ο ο ο 2 3 ο 
175-73308-68 + LINE ASSEMBLY, Oxygen “distribution ao a quy 
175-73308-66 . LINE ASSEMBLY, Oxygen regulator. . ....... 
175-73308-88 . LINE ASSEMBLY, Oxygen distribution . . . . . . + 
183-31711 PANEL ASSEMBLY, Third crewmans oxygen. . . . .. 

ATTACHING PARTS 
AN520-10R8 Be ο ο V uice ise Vet uos Sb: Ὅν ο τω . . 
AN960D10L . WASHER . ap mu . . 

---Ἐ...- 

310610 . . RECEIVER ASSEMBLY, Ash (GDR). MERC ER 
20641 + . RETAINER (GDR). . . « « +"... ο ον ο ον 0... 
AN515-8R8 oh νι" a aa Er ο ο cds, vet Serco}, We cee van 
AN515-8R7 2 SCREW ae a Gal eh ὃν ο AIS al e 
AN960D8L . WASHER . . 5 . ceu Ww Uo LOW. vw 
175-73302-11 MOUNT ASSEMBLY, "portable oxygen bottle 1 . . . . 

ATTACHING PARTS 
AN520-10R8 κ. ο s-a vet uo ouo E Sg on es Se 
AN960D10L s; WASHERU S μα ο rie ο ο DE Se tate ee ο 

------- 

AN365-1032 - . NUT ο Wehbe ἠδ κο’ ο κ Απ τος 
AN520-10R22 ὧν --ῳ SCREW "EM ο ας ον 
175-73303 + . SUPPORT ASSEMBLY, Portable oxygen bottle neck 
175-73308-32 . LINE ASSEMBLY, Oxygen regulator. . . . . . m . 
175-73308-40 . LINE ASSEMBLY, Oxygen regulator. . « > . 
175-73304 . SUPPORT ASSEMBLY, Oxygen regulator fuselage "station 
AN515-8R7 or SCREWS cte. e nox Velim WS? as Se ie: See? tee αὐ SS n 
ΑΝΟΘΟΡδΙ, e. WASHER μα ο ο ο 
AN3-6A e BOLT a PL 
AN3-3A s BOLT ta tet δ. As Sv) fel ος 
AN960D10L s. WASHER 4.1... -ᾱ- ο VE. Det ue, De Ae οι ώς Rote. Jes “es νὰ) ὦ 
AN365 -1032 . NUT... . ο... 42» ο οἱ ο 9 5 ο 
AN6003-72A . TUBE ASSEMBLY. . "EP FELIPE ο ας 
9208 . PORTABLE OXYGEN UNIT (arp) . αν i-e iie. s d; ot Cas Se 
175-73308-70 . LINE ASSEMBLY, Oxygen distribution system. . . ο 
175-73308-90 + LINE ASSEMBLY, Oxygen distribution . . . . . +. + 
175-73308-22 . LINE ASSEMBLY, Oxygen filler . . . . . « es . ο 
175-73308-20 . LINE ASSEMBLY, Oxygen filler... δ; οφ... νὰ 
No Number . CYLINDER, Oxygen (Navy stock No. SK1084- 516) (GFP) 
146-73308-52 . LINE ASSEMBLY, Oxygen cylinder valve . . . . . . 
AN6227-3 o> “PACKING E 2-4 ο, an ve: “Ὁ; -ᾱ- ὁ ο ῳ aos 
AN6016-2 . VALVE... HOC νο oe ee ee 
175-73308-10 . LINE ASSEMBLY; Oxygen filler . . . . . . os e . 
175-73308-12 . LINE ASSEMBLY, Oxygen filler . . . . . . . . . . 
ANT95-3 eOTEEI- te wi. E ti. rie ae τα 
175-13308-8 . LINE ASSEMBLY, Oxygen “distribution spe ος partes κ 
AN6017-1 . VALVE. ... . e... . o. c. c.l; 
175-73308-58 | LINE ASSEMBLY; Oxygen distribution . . . . . . . 
175-73308-62 . LINE ASSEMBLY, Oxygen distribution . . . . . . + 
175-73308-24 . LINE ASSEMBLY, Oxygen distribution . . . . . . . 
175-73308-64 . LINE ASSEMBLY, Oxygen distribution ....... 
175-73308-4 . LINE ASSEMBLY, Oxygen filler . . . . . . . . è è 
3270 . VALVE, High pressure oxygen check style (RYY). . 
115- 73316 . CAP ASSEMBLY, Oxygen filler valve. . . . . . . . 
9C1-3-6 + + CHAIN, Safety (NA). . . . .. ees 
AN515BÀRÀ Sa “SCREWS ο ο ουσ 
ANQ60D4L ο ια > ca ds ο die eet ο ο 
AN805-3 a ve ¿NU ee oe eo ο ο ο ο 
175-73315 +. . COUPLING, Oxygen "filler valve nose. ο... 
134-73311 BAG ASSEMBLY, Oxygen mask storage. ....... 

ATTACHING PARTS 
AN365-632 s^ INUTILI ο οι ο a ο ee fers 
ΑΝΟΘΟΡΘΙ, at: WASHER u ο 3a το ο ο ο o ars 
AN515-6R8 . SCREW. . . . eMe" -ῷν “Ὁ ο gal SEI ο E E) E" daa 


οι ὃς E ο ο orca sc 
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Group Assembly Parts List ΑΝ 01-60AABA-h 


MAIN ALIGHTING GEAR 





H-175.33-8 


FIGURE 353 - MAIN LANDING GEAR INSTALLATION 
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AN 01-60AABA-4 


MAIN ALIGHTING GEAR (Cont): 





Section || 
Group Assembly Parts List 


i i € M M M  —— τον ο-- 
; UNITS 
PER ASSY. 





-45 
-46 
-47 


-48 
-49 
-50 


-51 
-52 


NUMBER 1 


-33001 -20 

NOTE : 
146-33545 * 
146-33553 





AN365-1032 ; 
AN960-10 : 
NAS221-12 : 
146 -33554 g 
156-33547 . 


AN320-6 
21-24-24 -40 
146-33543 
B812 
2W1-24-40-62 
146-33542 
156-33545 
156-3351 
146-33340-10 


NOMENCLATURE 


LANDING GEAR INSTALLATION, Main . + 
Quantities listed as per one landing gear except as noted 


eee . 


. . 


SPRING, Main landing gear wheel door sequencing cam. 


. . e . 


WASHER aii ws 


SCREW, Brazier head “Phillips recess “alloy "steel “10- 3e. 


. 


. 


. 


. 


. STOP, Main landing gear wheel door sequencing cam. . 
ATTACHING PARTS 


PLATE, Main landing gear door sequencing cam stop. 
SHIM, Main landing gear wheel door sequencing cam stop 


NUT. 


WASHER, "Plain “(naj . 
CAM ASSEMBLY, Main landing gear "Wheel "acor sequence. 
. BEARING (TOR). 
WASHER, Plain (NA) . 

BUSHING, Main landing gear wheel door. sequence cam . 
WASHER, Main landing gear wheel door sequence cam serrated 


SHAFT ASSEMBLY, Main landing gear wheel door sequencing cam 


. 


. 


= ο ο ο > 


TUBE ASSEMBLY, Main landing gear wheel door stop . . 
(see figure 363 for detail breakdown) 


ATTACHING PARTS 


. ο n 


WASHER . . . 


. 


. 


BUSHING, Spacer "(supersedes “NAS72- “ye -008) (Na) 


BOT... . . 


CYLINDER ASSEMBLY, Hydraulic main landing 
(see figure 361 for detail breakdown 
CYLINDER ASSEMBLY, Hydraulic main landing 


. 


(see figure 361 for detail 


Mia 
WASHER . 


. ο ο 


WASHER . 


BOLT (inboard) 
BOLT . 2» x 


STOP, Main landin 
adjustable 

STOP, Main landin 
adjustable 


RING ... 


BOLT (outboard) 


e | m c; 9 9 n 


3 0 9 ο t ο 


oe ο 0 ο 5 ο 


5 9 ο t ο ο ο 


4 9 ο t 0 we 


e... ο ο 9 ο 


. 
. 
. 
. 
. 
. 


eee ee ο ο 


. 
. 
. 
. 
. 
. 
. 


breakdown 


. 
. 
. 
. 
. 


eee ee ο. 


9 9 ο eo υ ο 


e 9 ee we ο n 


. 
. 
. 
. 


gear wheel door actuating 


outboard ) 


gear wheel door actuating 


inboard) 


Vi 


ear 


oe ee ο ο 
ee ο 9 5 ο 9 


. 
. 
. 
. 
. 


. 
. 
. 
. 
. 
. 






cylinder. 


cylinder. 


NUT, Main landing gear wheel door 'actuating "cylinder 
adjustable stop (outboard) 
NUT, Main landing gear wheel door actuating cylinder 


adjustable stop (inboard) 


DOOR ASSEMBLY, Main landing gear wheel LH. 
(see figure 356 for detail breakdown) 


AN365-428 . 
AN960D416 . 
4B21S4-016 j 
ANA -14 ; 

---*--- 
156-58048 é 
156-58048-3 δ 

ATTACHING PARTS 

AN310-6 5 
AN320-6 ‘ 
AN960D616 . 
AN960-616 A 
AN6-13 > 
ΑΝ6-15 ; 
AN26 -26 ^ 

=> «do 
146-33552-7 i 
146-33552-8 : 
AN996-22 $ 
146-33551-5 A 
146-33551-4 7 
175-33301-1 ; 
175-33301-2 5 


DOOR ASSEMBLY, Main landing gear wheel RH. . 
(see figure 356 for detail breakdown) 


ATTACHING PARTS 


NUT. . . . . . 
WASHER . . +. + 


BUSHING, Spacer 
BUSHING, Spacer 


BOLT (aft 


BOLT esl . 


NUT. ..... 
WASHER . . . . 
BOLT .. 


. 


BUSHING, Spacer "(NA) 


BOT... 


BUSHING, Spacer “(naj 


BOLT .. 


BUNGEE ASSEMBLY , Main landing gear 


9 9 we ο ο ο 


. 


oe 9 9 9 n 


. 


. 


oo ee 9. 9 


supersedes NAST72-5-102 


supersedes 'nis?2-5-014)(fud 


aft 


(see figure 363 for detail breakdown) 
BUNGEE ASSEMBLY, Main landing gear uplock actuating. 
(see figure 363 for detail breakdown) 
landing 


ROD ASSEMBLY, Main 


WASHER . . . - 
BOLT .. O 


. CLEVIS. . . 
. NT.... 
DOOR ASSEMBLY, 


AN310-5 
AN960D516 ῷ 
4B21585-028 φ 
4B2185-1.04 . 
AN5-17 " 
AN5-21 9 

---ᾱ--- 
AN365-428 s 
AN960-416 ἃ 
AN4-16A . 
4B21S4-010 : 
AN4-16A š 
4B2154-020 i. 
AN4-12A ; 
146-33525 9 
146 -33555 > 
146-33354 

ATTACHING PARTS 

AN320-4 ; 
AN960-416 - 
AN24-13 : 

---ᾱ-.-- 
AN486-1 > 
AN316-4R ; 
146-33351-20 : 

ATTACHING PARTS 

AN310-4 : 
AN960D516 . 


WASHER |... 


. 


. 


. 


gear strut door 


Main landing gear s 
(see figure 363 for detail 


Strut . 
breakdown) 


I 


.. DD... 
oe 9 e : 4. i 


uplock actuating. 


actuating 


oe t 9 t] 5; oe 


oe t n 


5 . ο t t ο 


door actuating. 


door actuating. 


eee ο ο oe 


e 9 . ὁ ο ng 


1 
1 
2 
2 
2 
1 
3 
1 
1 
1 
1 
5 
1 
1 
1 
1 


PON mmm. 


PYF "πο HP HP DER RE OND 


Γ.Γ 2 ΒΛ ΩΟΟΞ 


PON FFE N oH 


EN 


USEABLE ON 
CODE 


CD 
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Section || 


Group Assembly Parts [151 AN 01-60AABA-4 


MAIN ALIGHTING GEAR (Cont) 





FIGURE & PART πια É UNITS USEABLE ON 
INDEX NUMBER NUMBER RU T 3 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 














. BUSHING, Spacer (supersedes NAS72-4-011 ὃν κά " 1 
4B2185-026 . ‘BUSHING, Spacer (supersedes NAS72-4-013 25 te ος 1 
-54 2W2SP17-22-065 . WASHER, Thrust (inboard) . ................... 2 
-55 AN4 -14 ae BOLT A φριῳ ὦ l e ad δω. acide A 2 
aen i as 
-56 156-58046-40 . CYLINDER ASSEMBLY, Hydraulic main landing gear actuating... 1 
4 E (see figure 360 for detail breakdown 3 
ATTACHING PARTS : 
-57 AN310-12 ee NUTS Ves y. Babies r ο ον a oi or de Se RD A ar LIN 1 
-58 AN320-12 s NUTS eue be acd, Yor SS οκ Ped πο oro Tax etes lode ah DET Sang dete 1 
-59 AN960-1216 s “WASHER: -o So hep. ο e^ ec Ade A A “lan ροών oa 2 
-60 AN12-22 O E 09 a ses le, evt ΙΙ ce gh ar ος vi (be Mi ode i 
-61 146-33534 . PIN ASSEMBLY, Main landing gear retracting cylinder attaching. 1 
-62 NAS2-101 + FITTING, Lubrication . ες ο 4 4 v o ο 9 4 ὦ OS Se cel; ow 1 
^ RN ES κ 
-63 AN320-18 a UNUDS AE TAE e A AAA O 
-64 ?W2SPT3-60-125 +. WASHER, Thrust s P SS US Ts ο ο E TZ A ee «Ὁ 
-65 2W28P73-68-125 . WASHER, Thrust (NA). . . α » « ο . ο +... e ew « m ο ww o. n n 2 
-66 146-33540 . SPACER, Main landing gear wheel door retracting cylinder . . . 2 
truss attaching clevis i 
-67 146-33538 . CLEVIS ASSEMBLY, Main landing gear wheel door retracting . . . 2 
cylinder truss attaching 
-68 NAS2-301 +. FITTING, Lubrication. . . . ο « « « ο a s . ο s ο .... ο ο 1 
-69 .146-33539 - . BUSHING, Main landing gear wheel door retracting cylinder . 2 
truss attaching clevis 
-TO 160-33537 . PIN, Main alighting gear drag brace truss attaching. . . . ο ο 1 
-71 160-33532-5 . HOOK ASSEMBLY, Main landing gear uplock. . . . . . . . s ees 1 
-72 NAS2-301 « . FITTING, Lubrication, . . ὁ e s e ss o es es e s'e oso 1 
-73 ATA e vi. BEARING (TOR) s ος wo os ete Bh ο ο ος Gentes i Ge loa tees eae OE 
-74 160-33533 + . BUSHING, Main alighting gear uplock hook. . . . . . . . . . 2 
-75 9030 . BRACE ASSEMBLY, Main alighting gear drag (CP) (NA drawing. . . 1 
160-933501) (supersedes CP part No. 9031 NA drawing 
: 156-33501) (see figure 354 for detail breakdown) 
-76 156-33506 + STRUT ASSEMBLY, Main alighting gear drag brace shock . . . .. 
(see figure 355 for detail breakdown) 
-TT AN501-516-10 SCREW. . . 


-78 156-33524 . PLATE, Main alighting gear drag brace shock strut lock 
-T9 156-33525 . SHIM, Main alighting gear drag brace shock strut lock. 
τη -80 NAS2-301 . FITTING, Lubrication . . « e . . s ees o o e o eoo 
e -81 `- AN364-918 ο NUT S. co) co: ΜΜ elTe Ede Ue NN 
-82 146-33541 . NUT, Main landing gear retracting cylinder clevis stop 

-8 2W2SP37 -36-094 . WASHER, Thrust (NA)... . . 


. 
. 
. 
. 
. 
. 
. 
. 


9 0 9 ο 72 we ο ο 


-8 146-33530 `  . BELLCRANK ASSEMBLY, Main landing gear uplock actuating 
ATTACHING PARTS 

-85 AN320-10 ο; NUT a EID 

-86 AN960D1016 s WASHER. 0 wo». ο ο ο vm oe tea Se e ml. e m LR. Bove. ne: e y 

-87 160-33535 . PIN, Main alighting gear uplock actuating bellcrank attaching. 


——*--— 
-88 NAS2-101 + ^. FITTING, Lubrication. . . ο ο ο ο ο ὁ e ο ο ee ο o o ο n] 
-89 . 4AB20516-018 . . . BUSHING, Press fit flanged ο... NAS77-16-56) s 
-90 4B20814-028 | + + . BUSHING, Press fit flanged (supersedes 4B17-14-87) NA). 
-91 ATH s BEARING: (TOR) 2 471. os aa de m Rs e a e ον 
-92 146-33531 . CLEVIS, Main landing gear retracting cylinder. . . . . . ο ο 
-93 146513M1 . WHEEL ASSEMBLY, Main 34x9.9 [τ m Spec. No. VERE . 
. Β : v 


MOM mrnmrPHÓIIDHPÓP Pree 105 μι 


No Number TIRE, 34x9.9 EHP type VII GY) NA Spec. No. 146-33201 
| (14 ply rating) ODE E 
No Number +. TUBE, 34x9.9 EHP type VII B (GY) (NA Spec. No. 156-33201). . . 
-9h 146627M-ST . BRAKE ASSEMBLY, 3 rotor 34x9.9 (PDI) (NA Spec. No. 146-33201). 
ATTACHING PARTS eos ` 
-95 AN363-624 ασ ο 9e mel roy ecce ο wi le ta ca copies cw Gee Wie wt og, DE 
-96 AN960D616 2 WASHER: 49 wwe wwe ue a a aa as Ὁ 
-97 AN6-13A e ο τν (Ὁ ust c p Ss ce M Jen ο cq URP LS ο ο er decet e LO 
n dide αν 
-98 8801B ` . STRUT ASSEMBLY, Main alighting gear shock (CP) (NA drawing . . NES. 


160-933102) (supersedes CP part No. 8801A and 8801 NA 
drawing 156-33102-10 and 156-33102) 
(see figure 36H for detail breakdown) 


-99 156-33504 . UNIVERSAL ASSEMBLY, Main alighting gear drag brace . . . . .. 1 
f (interchangeable with (CP) (part No. 5776A -98) 

-100 NAS2-101 s « FITTING, Lubrication. i 4 e a . e a € 9 * € ᾱ) 9 9 2 e 2 

160-33011 . TRUSS INSTALLATION, Main alighting gear. . . . . . . . . . . . Ref 


(see figure 358 for detai1 breakdown) 
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ΑΝ 01-60AABA-4 Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 






— — — —À ΠΠ “Πω — ee — — — ο 9 
ω 











H-175-33-10 
FIGURE 354 - MAIN LANDING GEAR BRACE ASSEMBLY 
FIGURE & PART e UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
35 9030 BRACE ASSEMBLY, Main landing gear (CP) NA drawing 100- 1. . . Ref 
(supersedes CP part No. 9031)(see fig. 353 for next assy) 
-1 AN320-16 SP Μπ, ds na dpe: AO a e a A “άν Ne 1 
-2 AN960C 1616 . WASHER . . . . e ee st te 94ο ο. nt 9 m ος ος» 1 
-3 8776-97 . PIN, Universal upper end (CP). . . . s . e e e e e e t nm... 1 
-h' 8776498 . UNIVERSAL (CP)(interchangeable with NA part No. 156-33504) . . 1 
-5 NAS101 . FITTING, Lubrication . . . . . eso sso sco soso sses o pars. © 
-6 AN320-16 ZUNUTP. 2 x € αν ο. οὐ. ρε -ᾱ- Ὁ νη. TUI ETE οὐ ος. ld 
.-T 8776-76 . WASHER (CP). . ... e s o e «οκ...» pee" 1 
-8 8776-96 . PIN, Upper to lower brace (CP) . . . +--+ s+ ee ee ee + + n 1 
-9 8776A72 . BRACE ASSEMBLY, Upper (CP) . . « - + eee ee ee er . +. ng 1 
-10 AN310-4 z πι a νο e A ee SS A ee ee | 
-11  AN960C416 . WASHER .. .... ο ο Ὁ. οὖν Sele nae πρ ο a) usp (ο΄ gee Dat eee ἂν id 2 
-12 AN4-27 LOUBOET a vu. vus Te! noce We uec m ας Ὁ ντ ad yl oh es ον e «κ Ἂν eS 1 
-13 AN565C10-7 2. SCREM. . ο e m tmt] crt rt Iw p Sot wt E 1 
-14 9030-92 . HOUSING LOCK PIN (CP)... . ss ee ee ee eee eee eee 1 
-15 8776-93 . PIN, Inner lock (CP)... 2-2 eee eee ee ee ee eee 1 
-16 8776-25 . SPRING, Lock pin (CP). . . . +. +. - + + - a its e ei Deis 1 
-17 9030-94-1 . PIN, Outer lock (CP) . . sass - +. + Een Banus fue We far ae Y οὔ τῷ 1 
-18 18819 . BEARING (HEC). . . . « . ὁ «κ + + + ee ees ΩΙ o6 gel qe mo. 1 
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Section II 


ΑΝ 01-60AABA-4 
MAIN ALIGHTING GEAR (Cont) 


Group Assembly Parts List 





FIGURE 355 - MAIN ALIGHTING GEAR DRAG, BRACE SHOCK STRUT ASSEMBLY 


Revised 15 September 1955 
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Section [| 


AN 01-60AABA-4 Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 


SA eea aa e 
FIGURE & PART . UNITS USEABLE ON 


INDEX NUMBER NUMBER + 2 3 4 5 6 7 NOMENCLATURE ; PER ASSY. CODE 
355 156-33506 STRUT ASSEMBLY, Main alighting gear drag brace shock. .'. . . Ref 
fees figure 353 for next assembly 
see NavAer 03-30ED-502 for additional information) B 
-1 156-33519 . PLUG, Main alighting gear drag brace shock strut νὰ rod 1 
-2 AN6246-5 s RING: ας αν O99 ο m eum E 2 
-3 AN6227 -5 «. “PACKING s 3 4 4 49 4$. 9 110 $$ δι UE οφ, κά € ον δν AD en Ao WIS S 1 
-4 AN6246-15 ο ο ο ο νο ae Ὃν ie eei He EO vee, Fa ies Um Gee) p rns 2 
-5 AN6227-15 . PACKING. . S gs οἱ x 1 
-6 160-33514 . NUT, Main alighting gear σταρ brace shock strut . . . = 1 
-T AN6204 -2 e^ MALVE toda e lan O a es DE de le ας 3 
-8 AN502-10-4 H SCREW . . A a (8 3 
-ο 1566 -33509 . CYLINDER END, Main alignting gear drag "brace shock strut. . 1 
-10 AN6246-65 «. BRING. 2o 090-9 R β«Ἔ SNC A ΜΑ Pr MS vr. 6 
-11 AN6227 -66 . PACKING . . . ec ο ud dee Uu. ο. Sec osteo’ ἐφ Es 3 
-12 156-33521 . SPRING, Compression V. bay "QOEM EST ος 1 
-13 156-33517 . ROD ASSEMBLY, Main alighting gear drag "brace Shock. . ας 1 
] strut indicator 
-14 156-33517-3 . . PIN, Main alighting gear drag brace shock rod. . . . . . 1 
-15 156-33516 y . ROD, Main alighting gear drag brace shock strut. . . . 1 
indicator 
-16 156-33515 . . PIN, Main alighting gear drag brace shock strut. . y 1 
-17 160-33559 . PIN, Main alighting gear drag brace shock strut metering. " 1 
-18 160-33560 : SHUTTLE, Main alighting gear drag t brace shock strut . . .. 1 
-19 AN6246-29 e RING uu vo Rl. a v due. S XEM ar er £6. ο. 6 
-20 AN6227 -29 . . PACKING... s 3 
-21 156-33510 . PISTON ASSEMBLY, “Main alighting gear “drag brace “Shock strut 1 
-22 . 160-33562 . PLUG, Main alighting gear drag brace shock strut check. . . 1 
valve . 
-23 160-33563 . SPACER, Main a gear drag brace shock strut check. . 1 
valve 
-24 AN6246-60 2 "RING. u$ ος o ο WV Se Ὁ δε ο ο ο v: τῷ 2 
-25 AN6227 -60 . PACKING. . e E wow. eter iom Wi iso ive. NI de ὅν ἃ 1 
-26 1P6 . PLUG, Hydraulic (NA) S coe ee a et os Se de Dune Hy ee ὁ 1 
-27 AN6227-2 PACKING are s M 2. 
-28 156-33508-3 . CYLINDER, Main alighting gear drag "brace shock strut outer. 1 
-29 AN6246-44 im RENO eine! veg “Το; eris rw ORUM ELS. ο et rey net a μα. 2 
-30 AN6227 -44 a. «PACKING c eupan da ce a a ϱ a al e ar je 1 
-31 AN960-116 . WASHER. . . . ο τα 2 
-32 156-33520 . PIN, Main alighting gear “drag brace shock strut piston. £c 1 
follower 
-33 156-33512 . PISTON, Main alighting gear drag brace shock strut floating 1 
- A ANG246-46 ο πα E NO 3 
-35 AN6227 -46 . PACKING . . +. + $ omo δι oe ie mST I E. m αι LOS desi Aa 2 
-36 A AN6246-44 e RING. . 2 --.. ο € 9 999909 e NR ο a 3 
-3T # AN6227-44 . PACKING... ο) te te à x νὰ 2 
-38 A 184-33513 . BEARING, Main alighting gear drag brace shock strut aed de, 2s 1 
-39 AN6232C11-3/8 . ΕΕΠ...; . HIR 1 
-40 156-33518 . NUT, Main alighting gear “drag brace shock strut . CERE 1 
bearing retainer 
-41 AN6231A33 . SCRAPER. . . . ere an “Ὁ AL 
156-33507 . CYLINDER ASSEMBLY, “Main alighting gear “drag brace... Lb 
: shock strut inner 
-42 8776-7A R . BEARING (CP)... ey ον dad 1 
-43 156-33507 -3 . . CYLINDER, Main alighting gear “drag brace shock Ob us ὃς 1 
strut inner 
-44 AN50046 -3 « SCREW.. a ee Uer "eld. ον ος MED Der te Fus reve BO eL le; τι a Rl ate CMS I 1 
-45 16193 > GAUGE (UG). . . . i ὅρος 1 
-46 160-33529 . GASKET, Main alighting gear drag "brace “shock strut gauge. à 2 
-47 AN914 -1 . ELBOW. . . . ὁ « ὁ o. ο ὁ ὁ ο ο on A Roi 1 
-48 AN6287-1 . VALVE . s 5» 5. Ὁ eee ee m ον a ee mom 1 
-49 AN565D416H8 . SCREW... Su Se Say cbs! ah ον ο 1 
:-50 COMM . . BALL, 3/16. diameter chrome 'alloy steel. wwe. eos —— 1 
NOTE: # Denotes the incorporation of Service Change No. 434 . a 
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FIGURE 356 - LH AND RH MAIN LANDING GEAR WHEEL DOOR ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

356 175-33301-1 DOOR ASSEMBLY, Main LG wheel LH. . . . s . . . ee ee ee 2 . + Ref 
(see figure 353 for next assembly and attaching parts) 

175-33301-2 DOOR ASSEMBLY, Main LG wheel RH. . . + 
(see figure 353 for next assembly 
642 


is teria ds MOL 
and attaching parts) 

















Section [| 


AN 01-60AABA-4 Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 


-------.-----------------------------------π---------------π---π--------- πες 
ROURE & PART UNITS . USEABLE ON 
INDEX NUMBER NUMBER 1 2° 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
356 No Number . MAIN LG WHEEL DOOR AFT LOCKING MECHANISM . . « «© © © . +. © o Ref 
(see figure 357 for detail breakdown) 
-1 AN365-524 . ONUT. 20. 2 4 € o «3 « ὁ ὁ 9 ὁ 9 9 9] ος νο 5 1 
-2 AN960-516 . WASHER... . NEC l 
-3 146-33326 . WASHER, Main LG wheel door lock roller serrated “adjustable ; 2 
-4 146-33323-5 . SPACER, Main LG wheel door lock roller clamp-up. . . +. » + + 1 
-5 146-33321-9 . ROLLER ASSEMBLY, Main LG wheel door lock . . +. ++ «+ +s +s 1 
-6 898 "au oq REEL i t 2 
-T AN5-23A . BOLT. ...- rw ὁ; del fel sm. Uie -— EE E E 1 
-8 AN365-1032 . NU... ο ὁ ὁ ο . 9 ο ὁ . ......+......... t| n9 6 
-9 AN960D10 . WASHER . . . 4 « 4 ὁ e eom © 9 om om om ο «ο rr t| t9 t|: 10 
-10 AN3-5A S BOLT ο . c ce: φις η ο AE σου ο ο ο 6 
-11 146-33315-1 . BRACKET ASSEMBLY, Main LG wheel door front lock roller LH. . 1 
-12 146-33315-2 . BRACKET ASSEMBLY, Main LG wheel door front lock roller RH. . 1 
--13 AN310-4 i -. NUT. 1 wow sim ο ο Bay eh ο o! ecu) "a hu Rm ο. e, cv 2 
-14 .AN960-1116 . WASHER... xen i.m ο ue IT IS Qe m ο ο ος 2 
-15 2W1-17-22-50 . WASHER, Plain" NA). QD ΕΕ, ES 4 
-16 NAs42C8-8 . SPACER, Rivet supersedes "usa 8 - ΝΑ). x ο ο IRA ο 2 
-17 NAS43CH-44 . SPACER, Bolt (supersedes 453-416 -22NA) ο ο e s E. es el Let eie. € 1 
-18 ANY-15 « BOLT... . . baa E E σ΄ 8 1 
-19 NAS43C4 -22 . SPACER, Bolt " supersedes £s3-416-11' NA). ο ο ο neve ey 7$. ο 1 
-20 NAS43C4-32 | SPACER, Bolt (supersedes 483-416-16 NA). . . es +... . +. +- 1 
-21 ANY -17 e BOLT A e AE WoW AE IA RA RAE e o de 1 
-22 AN365-1032 . NUT. . 2 . 6 © oo... o... ιν el im nus 2 
-23 AN960D10 . WASHER. « 4. ^ à ο © à © © © ο ο © ο 9 0 t: ο 9 f 9 t1 9] t| 9 t9 2 
-24 AN960D10L . WASHER.. . « ο ὁ e e e © © . ὁ +. n daa ὃν ο EE 1 
-25 AN3-22A « BOLT . . .. . . η é Pe ee ee Oe ae ee ο 1 
-26 146 -33312-5 . SPACER, Main La wheel door lock stop Bolts a M AA A toes ὁ 1 
que. 33312-7, -13, or -19 may be substitu ted) 
-27 AN509-10-37 . SCREW (supersedes NAS205- -3T) . . vida Sey Ἴφι ο ra A A 1 
-28 146-33312-7 . SPACER, Main LG wheel door lock stop bolt. ο ο ον 1 
(146-33312-15 or -17 may be substituted) 
-29 146-33330 . SPRING, Main LG wheel door lock mechanism tension. +. . +. + - 1 
-30 AN310-4 . NUT. e 4 6 € 90 9 € € Ὁ 990 E E i ὁ) ο ο 2. 
-31 AN960-416 . WASHER . . . +... ee ee we ο. ot snm n9 UAM ES e ο 6 
-32 ANY -11 CABO ow aaa a le 1 
-33 AN394-27 s ῬΤΝ.: ο e a Got 4, T€ A ANAIS A 2 
-34 HRB4E . END, Rod (AP). . . .. os o e . «o... he tht . . . ο. 1 
-35 146-33320 . END ASSEMBLY, Main LG wheel door front lock rod. . . see 1 
-36 HSBAC . . BEARING (AP). . mo ee ee pee te oh m m oh om m +... 1 
-37 AN365-624 . NOT Ὁ r a aa E E 1 
-38 AN960D616 s WASHERS . e e ο € 09 904 79 ὁ o3 9 ὁ ie a m e en 2 
-39 AN6-24A . BOLT... E Ag? ey E eh ce she. 9) Te 1 
-40 146-33327 . HOOK ASSEMBLY, Main LG wheel door front. . . . . . . ss eo 1 
-41 BR612X + . BEARING (TOR) R ο a ο Ges ο ο ee δ: ES 1 
-42 ANH -13 . BOLT’, .. Aat "IPTE 1 
-43 HRBH!IE . END, Rod (AP): cw reci ltem fo er ce ie Ca ο a RUP Ve 2 
-44 AN316-6R A E 2 
-45 146-33319-3 . BARREL, Main LG wheel door lock push rod... . +++ +e 1 
-46 AN310-6 E see mo d 
-47 AN960D616 . WASHER. . 4 wis cec alte UE eub. o ος dm 8 vu te fee AA 1 
-48 2w1-24-28-65 . WASHER, Plain (NA) A ο bey E ο Tenis εὖ Aap ας 1 
-49 AN960D616L ; WASHER . +. . e o» e se ee oe eee ewe reer n] t] n n9 n8 1 
-50 AN6-20 . BOLT... : oe adhe: "4, ie C6 «οἱ 'Φ. cm 4, 4. o ὁ € a oe 1 
-51 146-33322 k FITTING ASSEMBLY, “main LG wheel door actuating cyl attaching 1 
-52 BR612-1X + . BEARING; (TOR) . Zw W^ CE. uL ve ο ο 1 
-53 AN509-10-12 . SCREW (supersedes NÀS205- -12) ; i ο λε al Tak ὃν ἃν tae ο a “Ὁ 4 
-54 146-33308 . BLOCK, Main LG wheel door stop block AE 2 
-55 146-33309 . SHIM, Main LG wheel door stop block . . . + + s+ e+ + ee e+ AR 
-56 AN310-6 . NUT. de ων ο ὁ; Ul ο Yee Te II EN 1 
-57 2W1C25-26-50 WASHER, “Plain” (Na) . MC EE E 1 
-58 146-33314 . TUBE ASSEMBLY, Main LG wheel door torqu MIG $2 o ο tae ο 1 
-59 AN365-1032 . NUT. . 6 4 4 € » o4 o* o * ος Xo * ο αν ο. oe o o os 2 
-60 AN960D10 . WASHER. . E o8] quus di oe A Ὁ, ee Ὁ 2 
-61 AN509-10-12 . SCREW (supersedes | NAS205- -12) ; : E E E E 2 
-62 146-33313 . RETAINER, Main LG wheel door front lock bearing. 9; E. la. ee ἃ 1 
-63 AN3-6A . BOLT... ο ο a e ie Wire E ὁ 5 
-64 2W1AL12-14-16 . WASHER, Plain “(naj . ο il ο a -Ν 5 
-65 146-33310 . FITTING ASSY, Main La wheel "door front lock hook support . . 1 
-66 HSB10COH . BEARING (AP). : ges τῳ ζω ds ον ο ο» MET uen. ος 1 
-67 NAS2-201 - FITTING, PübTiGatiOH. s sas Ala e tea oe da s ce 1 
-68 AN6-22A y BOLT Qu 4. 4 ee ce e ο acum moe oe dE ER ο 1 
-69  - AN96OD616L . WASHER... + a NaN ο ΙΡ πο ος 1 
-το 146-33317 . STOP, Main LG wheel “door front hinge bellerank «o s, “δν ve « 1 
(146-33317-3 or -5 may be substituted) 
-71 146-33305 . HINGE ASSEMBLY, Main LG wheel door front left. . . . . . +. + 3 
-72 146-33307 . . HINGE ASSEMBLY, Main LG wheel door front right . . . » . .. 1 
-73 NAS2-101 . . FITTING, Lubrication. Wow φ τὰ" Exe uo ο mA m ου . 1 
146-33305-5 . . HINGE, Sub assembly . . . . . . © e e ee © © . ο... 1 
146-33307-5 ee ts HINGE, Sub assembly . . nu BR E NETT E 1 
-74 4B20-8-010 . . . BUSHING, Press fit flanged (NA) (Supersedes 4B17-8-31) 2 
-75 AN3-4A . BOLT ... ὁ «e » e © © © © © © © 9 ὁ ὁ ο ὁ 9 9 0 9 5] ο 6 
-τ6 ANQ60D10 . WASHER... a^ eee, Ste. CASU ὦ, uu μά. ντ ο- 6 
-TT 175-33301-245 . COVER, Main LG wheel door. RH E EE 5 1 
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FIGURE 357 - MAIN LANDING GEAR WHEEL DOOR AFT LOCKING MECHANISM 
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τ ᾽-Γ-------᾽-᾽----------ΓΓΞΓὌΓἤἦὧὗἆ-Γ---Γ----Γ-----------------------Γ--ΓΓΓΓ--Ἤ- USEABLE ON 
UNITS USEABLE ON 


PART 
INDEX NUMBER NUMBER 1 2 3 4 $ 6 7 NOMENCLATURE CODE 


357 : No Number MAIN LANDING GEAR WHEEL DOOR AFT LOCKING MECHANISM. . +. +. + + + Ref 
(see figure 356 for next assembly) 


3 
i 


-1 AN365-524 e QUT. 2 2. 4 : e ee AAA A 1 
-2 AN960-516 . WASHER . +. +. + LES 2 
-3 146-33326 . WASHER, Main LG "wheel “door lock “roller serrated “adjustable : 2 
-4 146-33323-3 . SPACER, Main LG wheel door lock roller clamp-up. . . s s ο. 1 
-5 146-33321-7 . ROLLER ASSEMBLY, Main landing gear wheel door lock . . . + + 1 
-6 B98 à BEARING (TOA) 4 9 4o e e e e e ecs eos ο UR prie eto l 
-7 AN5-21A e BOLT νο κο wie κ κ ών ὁ WE ὃς ἐᾷ WIRE IA 1 
-8 AN320-3 . NUTS aaa a A A A ο ᾱ' ὁ 1 
-9 ΑΝΟΘΟΡΙΟ . WASHER . . 4 4 ὁ ὁ ο © e ο o © ο. on] 9 m t] |] t] ]| |] ]| 9 tg t 1 
-10 AN96OD1OL . WASHER . . + +. + iy PRO SEES αἱ Jeu. fet ue a 2 
-11 146-33549-5 . BOLT, Main LG wheel door Sequencing cam roller ών. Vo wp ck 1 
-12 146-33550 . ROLLER ASSEMBLY, Main LG wheel door sequencing cam . . . . . 1 
-13 B34X : BEARING (TOR) . SN d dre cvi le uer d RON > 
-14 146-33548 . SUPPORT, Main LG wheel door sequence cam return roller . . . 1 
-15 14046-33329 ` BRACKET ASSEMBLY, Main LG wheel door rear lock roiler. . . . 1 
-16 146-33316 | BRACKET ASSEMBLY, Main LG wheel door rear lock roller. . . . 1 
-17 AN320-3 « NUT. & ο ο. 9 3 € W* o9 ar ὁ om oim mo 1 
-18 AN960D10 . WASHER . . s.s e ο ee ee e mo om ο. ο tm om t t |] | 9 9 . 1 
-19 AN960D10L . WASHER +. + + se ο EP fer ties ES 2 
-20 146-33549-3 . BOLT, Main LG “wheel "door sequencing. cam roller . . . «αι 1 
-21 146-33550 . ROLLER ASSEMBLY, Main LG wheel door sequencing cam . . . +. +» 1 
-22 B34X τ BEARING (TOR) . . « «1.1.5... t! ng 2 
-23 AN4-7A . BOLT... ο ο © © © ὁ © © ὁ v. «νὰν "πον cim (Ὁ o> go ο EE 1 
-24 AN960D416L . WASHER +. . . +... +. ο ο © © ο © ο © lo moe om m ot t! t] t] 9 9 n 1 
-25 AN365-428 . NUT. . ^. 2 ^ e o. o. oo oo» ὁ ὁ 9 0 9 9 ο ο | À] 9 |: £|: 5121 1 
-26 AN960-416 . WASHER . . +. ^ 4 +. © ο © © © ο omo ο ο: t m tg t] 9 t] 9] f t1 1 
-27 AN509-416-13 . SCREW. . . . «« « ὁ ὁ 9 9 ὁ 9 ὁ 9 ὁ 5 9 oo oo t t t! t1 t 1 
-28 146-33547 . SUPPORT, Main LG wheel door sequencing cam left roller . . . 1 
-29 AN365-1032 o NUT. os wei 3 re alle wm E Ry ο ον oie ο ο 1 
-30 AN960D10 . WASHER... +... © © © © © © © © © o ooo oo t o o o o 1 t 1 
-31 NAS43-3-78 ! SPACER, Screw and bolt (supersedes 4S3-10-39 (NA). . . . . + 1 
-32 AN509-10-31 . SCREW. . . « ^ e e e 9 e ὁ ο ὁ ὁ ο n t 9 9 9 9 n t t 9 t9 t| 1 
-33 AN365-1032 . NUT. . csee e ὁ we . ὁ 9 9 ὁ 9 ο ο ο 9 t$ ο ο |] |] t] |] 9 n t 1 
-34 AN960D10 . WASHER . . . 4 4 . © © © © © ὁ ο ο «ο o gom t m t1 | t1 9 t9 n 2 
-35 146-33312-3 . SPACER, Main LG wheel τ lock stop bolt. . . . . e s . : +. 1 
(146-33312-9,-11 or -27 may be su ubstituted) 
-36 AN3-20A . BOLT oo Roe (e τῳ 49€ wl E (ο. - AILES oce a Tee mi Teig 1 
-37 AN310-4 . NUT ος e 6€ ὁ 9» x £9 09 99 ὁ ὁ £c 4 ο . 3 2 
-38 AN960-416 . WASHER . +. +. « « à © © © © ο © © ο m om ο 9 9 t t! tf 9 91: 9 | 2 
-39 AN4-11 . BOT... A E να τν 2 
-40 HRBHYE . END, Rod (AP). "C". 2 
-41 AN316-6R " A a n $ 7 3. διὰ 592€ τει. ο οὐ 2 
-42 146-33319-5 . BARREL, “Main landing gear wheel door ‘lock push rod seso’ 1 
-43 146-33328 HOOK ASSEMBLY, Main landing gear wheel door rear . . . . ». + 1 
ATTACHING PARTS 
-44 AN365-524 c NUT. 066 ὁ 9 9 5 909 wm mom ὁ ὃς δ ο IR 4. 7 4-.-ᾱ- ᾳ 1 
-45 AN960D516 . WASHER... »- 8-.- οι Iw 7 le du δν, {ο 1 
-46 4B21-5-024 . BUSHING, Spacer. (supersedes 'NAS72-5-012 12) (ΝΑ} 5 ari enat eos 1 
-47 AN509-516-35 + SCREW. . . ο «© «© © © © © © © om ο ng Ww.» 19 d. τω ok 4. 4) ὁ 1 
-—— —— = 

-48 B812 . . BEARING (TOR) . . . « « ee e ee eee om om oh om . . t . tg 1 
-49 AN! -6A « BOUT &4 4 4 4 w a wo 44 ᾱ- « o 9o ᾱ 9 4 Φα 4 5 E αν 4 
-50 ΑΝΟΘΟΡΗ 161, . WASHER... + Bile. E E E 4 
-51 146-33311 . FITTING ASSEMBLY, "Main LG "wheel "door rear lock hook support. 1 
-52 NAS2-101 a FITTING, Lubrication, . . . . ss © e © © © ee ο...” 1 
-53 HSB10COH . . BEARING (AP). . . + ae [9 les ous ἵΦ' «ἃ 1 
-54 146-33306 . HINGE ASSEMBLY, Main landing gear "wheel “door. .. ..... 2 
-55 NAS2-101 . . FITTING, Lubrication . . . . . ee eee 1 

146-33306-5 . . HINGE SUB-ASSEMBLY, Main landing. gear wheel door. . . . . 1 
-56 4B19-8-010 ` | BUSHING, Press fit plain (supersedes NAS76-8-010) (NA) 1 
-57 NAS220-8 ; SCREW, Brazier head Phillips recess alloy steel 8-32... . 11 
-58 AN960D8 . WASHER. +. . Sah al a: Jay sey Caton ο 11 
-59 AN509-8-8 . SCREW (Supersedes 'NAS20h- 8). ο ο ο ον αμ” 5 
-60 146-33301-87 . COVER, Main landing gear Wee doors cc 20x εαν D we i aTa 1 
-61 169-33368-1 .. RUB STRIP, Main alighting gear wheel door upper. . . . +. » 1 
-62 169-33368-3 . RUB STRIP, Main alighting gear wheel door upper. . . . . » . 1 
-63 169-33369 . RUB STRIP, Main alighting gear wheel door lower. . . . . +. + 2 
-64 No Number . MAIN ALIGHTING GEAR WHEEL DOOR RELEASE MECHANISM . . . . . . Ref 


(see figure 359 for detail breakdown) 
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FIGURE 358 - MAIN ALIGHTING GEAR TRUSS INSTALLATION 





FIGURE & . PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
358 160-33011 TRUSS INSTL, Main alighting gear (see figure 353 for next assy) . Ref- 

-1 146-33124 : TUBE ASSEMBLY, Main landing gear forward diagonal . . . . . . 2 
. ATTACHING PARTS ος 
-2 AN310-8 ed A E ο deoa ο di Re owe RS ULL us 4 
-ᾱ .. AN960-816 i WASHER; uox e 92] le pm a da ιο ᾖ 8 
-4 AN178-20 s S BOUT ων τῳ E Ne ο ο κω RR i he s 4 
—— PEPA 
-5 146-33127 n . END, Main LG truss fwd diagonal tube adjustable clevis . . 1 
-6 AN316-16R s ae ONDA a ο ο ο”. O ae ης de ᾱ- ἂν OT eee ee 1 
-T ` 146-33128 s TUBE ASSEMBLY, Main landing gear truss upper. . . . . . . .. 4 
ATTACHING PARTS 
-8 AN310-8 s NUT. ius ο κων Vee SE τὰν vec De e ῳ reign E WG neste Ἡ ο 8 
-9 AN960-816 $ WASHERS: 215105 8 ὑπ ο ος ο oy DEUS dO uet a e 16 
-10 AN178-21 W BOLT: Bes 0596-6 lw ae Ὁ μα ο is seitens VL deh A e e 8 
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e — M _ EE 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 ὁ 7 NOMENCLATURE PER ASSY. CODE 
358-11 f 1146-33131 x END, Main landing gear truss upper tube adjustable clevis. ag 
-12 AN316-14R A ἓ NUT. ... ο ies eh e ο lero NOU Bia ὦ cos ο IN οὖς Ba 
-13 160-33132 5 TUBE ASSEMBLY, "Main alighting gear truss lower. . . . . > 4 
ATTACHING PARTS : 
-14 AN310-12 NUD enua oboe stude ug RA ac eue er c . 8 
-15 AN960-1216 . CWASHER. «o 04 ο @ ο ο Xo Lm & 5 : E E ΕΥ LO 
-16 AN182-27 i- BOLDT e cer at 2o ος το μας See cm m Φε eh mw ο R E: 
-17 AN182-37 ο... νι, E ; " ο 
-18 NAS72-12-100 BUSHING, Clamp up steel chrome plated .. . . we ἴβι τᾱ. ayer Ὅν -ς 2 
N — E ΟΞ 
-19 160-33135 : . CLEVIS, Main alighting gear truss lower tube adjustable. . 1 
-20 1N7-20 i . NUT, Lock (NA) . . ES 1 
-21 146-33345 s UNIVERSAL ASSEMBLY, Main landing. gear wheel door. stop O A 2 
-22 4B17-16-38 : . BUSHING, Flanged press fit bronze (NA) . . . . . . . +.» + 2 
-23 NAS2-101 > . FITTING, Lubrication . . . . +. +. ies e ss eo eseo 1 
-24 146-33109-10 s TUBE ASSEMBLY, Main landing gear truss outbd vert LH nacelle. 1 
146-33110-10. : TUBE ASSEMBLY, Main landing gear truss outbd vert RH nacelle. 1 
ATTACHING PARTS 
-25 EB126 ΜΕ (EN). 4 iow ad ee e E. A "usce echado aie ee ὃν 8 
-26 AN960D1216 d WASHER. . +. « . «© © +. +. kt fon tes cer τς ος ο ο: 
-27 AN960-1216L - WASHER. . . . νιν tet UA dece cm m ou ος (δα Us vm. SS oes AR 
-28 2W1LBY9~42-32 . WASHER, Plain (NA). $. ^6 ἕν A ae, Sst we eo VAR 
-29 AN365-428 P . ONT. .... : ; uo PEDI ey ee] BP ee . 6 
-30 4B12-9 A . BUSHING, Tapered (NA). $ fr toh dy ο ο ο E ο E a he 
-31 AN4 -42A ; . BOLT (magnetic inspected). deii uem ο ο ο ο 6 
-32 156-33118-11 A . FITTING ASSEMBLY, Main landing gear trunnion LH nacelle. . 1 
156-33118-13 A . FITTING ASSEMBLY, Main landing gear trunnion RH nacélle. . 1 
-33 AN365-428 » ο A de e. feo xoc we wm Wieso ο ο RESP 0 
-34 AN960-416 . . . WASHER. . +. + SEM : à $e ο 
-35 156-33142 " . . BOLT, Main lànding gear trunnion "bearing retainer xx? 
nut keeper 
-36 146-33122 * . . KEEPER ASSEMBLY, Main landing gear trunnion bearing . . 1 
retainer nut 
-37 146-33121 è . . NUT, Main landing gear trunnion bearing retainer... . 1 
-38 146-33123 š . . RACE, Main landing gear trunnion. . . . ee ee es +. . 2 
-39 146-33120 . . . BEARING, Main landing gear trunnion. . cease OA 
-40 4B19S8-021 . . . BUSHING, Press fit plain Qu] (LH side only). 2. rg νῷ E 
-41 4B19812-100 . . . BUSHING, Press fit plain (NA) . . . +. + +. «e +. +. gee 1 
-42 NAS2-201: . . . FITTING, Lubrication. . . . μμ... 
-43 160-33145 : . FITTING ASSY, Main alighting gear "LH truss outbd attachin ng 1 
160-33144 ; . FITTING ASSY, Main alighting gear RH.truss outbd attaching 11 
-44 4B1988-024 - . . BUSHING, Press fit plain PR m and RH). ae αλλος «d 
4n1988-022 : . . BUSHING, Press fit plain (NA) (RH side only). πα 1 
-45 160-33140 % TUBE, Main alighting gear truss outboard vertical. . . . . 1 
-46 146-33111 ` TUBE ASSY, Main landing gear truss inboard vertical LH nac. . 1 
146-33112 P TUBE ASSY, Main landing gear truss inboard vertical RH nac. . 1 
ATTACHING PARTS 
-47 EBO98 . . NUT (EN). ο ο ο ae da ο wat πο ο 
-48 AN960D916 s WASHER: Ὁ ws tec RI Ves m. "ey eR m as lea a aa μα CAR 
-49 AN960-916L s WASHER: e cal a CAR 
-50 2W11B37-34-32 : WASHER, Plàin (NA). ο ο πμ vei cae Wer ο”. AR 
-51 AN365-428 a ee ΠΤ; fer ev a x 5a ste δῷ, whe Gh cee <a, ar So Pat Bg wh ge eee TS 6 
-52 4B12-8 è . BUSHING, Tapered (NA). ο iaaa Be ο ο ts, 12 
-53 AN4 -42A < . BOLT (magnetic inspected). 9 xg "τς ο ο” 6 
-54 156-33118-9 a . FITTING ASSEMBLY, Main landing gear trunnion LH nacelle. . 1 
156-33118-7 $ . FITTING ASSEMBLY, Main landing gear trunnion RH nacelle... 1 
-55 160-33117 . . FITTING ASSEMBLY, Main landing gear truss inboard. . . . . 1 
attaching LH nacelle (supersedes 146-33117) 
160-33116 ‘ . FITTING ASSEMBLY, Main landing gear truss inboard. όν 1 
attaching RH nacelle (supersedes 146-33116) 
-56 14B1988-023 . . Ὁ BUSHING, Press fit plain m i and RH). ΣΙ 1 
-57 4B19S8-021 A . . BUSHING, Press fit plain (NA) (LH side only). ο... 1 
-58 146-33136 : TUBE, Main landing 'gedr truss inboard vertical . . . . . . 1 
-59 160-33106-5 . FITTING ASSEMBLY, Main; dgnatng gear truss aft . . . . . ooo. 2 
ATTACHING PARTS. 
-60 AN320-14 © NUT... ο acu ra pore ο ο RESTE Mec ono cce rs! DU 
-6ι 2W1-57-56-125 . WASHER, Plàin (NA). ; e... H 
-62 160-33536 E PIN, Main alighting i gear truss “aft "fitting attaching. HC 4 
-63 160-33137 | : . BUSHING, Main alighting gear drag. .brace truss attaching. . 4 
-64 4B19S8-024 * . . BUSHING, Press fit plain ae vcn EN os ἐρῶ κιλό, UE 
-65 4B19812-100 : . BUSHING, Press fit plain (NA CPC TERME EE S 2 
-66 NAS2-101 x . FITTING, Lubrication . . . . . . ss eso ee «ο. 3 
-67 AN365-1032 . e. NUT T κ e te ay a ο ce? a Ὁ, ο ο er Les: ts id 2 
-68 AN960D10 x . WASHER . . Se . « e © 9 ο ο ο ie) de am τὰς E «Ὁ 4 
-69 AN3 -264A E a BOLT a 4 eo c» 4 0» Roo αν a a a e ον 2 
-70 146-33138 : . BUSHING, Main landing gear retracting cylin nder clevis. . . 2 
pin anchor 
-Tl 146-33139 d . PIN, Main landing gear retracting cylinder clevis anchor . 2 
-T? 4B20814-013 ^ . BUSHING, Press fit flanged (NA). . . . Ree vee ho 2 
-73 160-33141 n . BUSHING, Main alighting gear truss aft fitting upper ia 4 
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MAIN ALIGHTING GEAR (Cont) 








1 
H-175-33-16A 
FIGURE 359 - MAIN ALIGHTING GEAR WHEEL DOOR RELEASE MECHANISM 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
359 No Number MAIN ALIGHTING GEAR WHEEL DOOR RELEASE MECHANISM . . . . . . . . Ref 
(see figure 357 for next assembly) 
-1 AN394 -27 νιν νὰ eheu WU d S 1 
-2 AN960-416 + WASHER. . . . . .. Ὁ; dis: λα μι αν ον wok va to Mies Jel oi She, vi a 1 
-3 AN394 -31 ee Επι Se) Set ΟΝ ᾽ν ᾽ν, ge ee . 2 
-4 AN960D416 e WASHER, s. . o... . «ο .... ... .«.... ο ον +... ... 2 
-5 HRBHAE . END, Rod (AP) m Ac 2 
-6 AN316-6R κ ANUT uode te oh e lis di 16, ο ο SW lm cm ο ο DN Ue ce ai eie ο e. UD 
-τ 146-33319-9 * + BARREL, Main landing gear wheel door lock push rod. . . . . . 1 
146-33319-7 . BARREL, Main landing gear wheel door lock push rod. . . . . . 1 
-8 175-33324 * FITTING ASSEMBLY, Main landing gear wheel door emergency lock 1 
146-33324 . FITTING ASSEMBLY, Main landing gear wheel door emergency lock 1 
-9 B88 ο με ο ο ομως ad 
-10 AN310-5 E y η ο 1 
-11 AN960D516 + WASHER, . s. . 2.2 . . κε... . υ---µἷ . +... P 
-12 4B21-5-102 - BUSHING, Spacer (NA) (supersedes NAS72-5-105) . . . . . . . . 1 
-13 AN5-20 g S E tuo pu ο αλ μα... vs 1 
-14 AN960D10L => “WASHERS lea e 71 sc vw e e. . 4 o 23 
-15 AN960D10 + WASHER: v0. 4 d αν o s e 9 ας Ὁ icu] iow ο e voc v. A 
-16 AN393-19 jede WBINO.4 740328. 302 9 06 (€ Mod chou de cm υ-υ a a ara y e ο 7] 
-17 169-33360 . LINK, Main.alighting gear wheel door release mechanism upper. 1 
-18 AN364 -1032 M TEES 1 
-19 AN23-17A s BOLT. cea A a a A 
-20 NAS43DD3-22 + SPACER, Screw and bolt. . . . . . . ...... +. +... +... 1 
-21 175-33361 + LINK, Main alighting gear wheel door release mechanism lower, 2 
169-33361 + LINK ASSEMBLY, Main alighting gear wheel door release . . . . 2 
mechanism lower 
-22 169-33367 . SPRING, Main alighting gear wheel door release mechanism. . . 1 
-23 AN365-1032 i^ NUT AAA IA ο”. A e a E 1 
-24 AN3-17A O LT A E O NA AN 1 
-25 4B21S3-100 . BUSHING, Spacer (NA). . . ...............--5- 1 
-26 169-33363 . HANDLE ASSEMBLY, Main alighting gear wheel doors release. . . 1 
mechanism 
-27 169-33362-1 + . BRACKET, Main alighting gear wheel door release. . . . . . i 
mechanism handle LH . 
-28 169-33362-2 + . BRACKET, Main alighting gear wheel door release. . . . . 1 
mechanism handle RH 
-29 98265-2-230 s x STUD; Fastener (UC).  . novo uo eov Bebo eo a Found 1 
-30 99836 s. BIN, Fastener (UC) a 2 4 2 4 εν 5o. 4366 yc y ae yox 1 
NOTE: * -175-33324 together with -175-33361 and -146-33319-9 
supersede -146-33324 together with -169-33361 and 
-146-33319-7 for future procurement 
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FIGURE 360 - HYDRAULIC MAIN LANDING GEAR ACTUATING CYLINDER ASSEMBLY 


1 


2 3 4 5 6 7 


NOMENCLATURE 


LIO A SN 


H-175-58-334 
UNITS USEABLE ON 
PER ASSY. CODE 





FIGURE & PART 

INDEX NUMBER NUMBER 

360 ` 156-58046-40 
-1 175-58826-75 
-2 AN815-6 
-3 AN6290-6 
-4 146-58300 
-5 AN924-6D 
-6 AN833-6 
-T AN6289-6 
-8 AN6291-6 
-9 AN833-6 
-10 146-58543 
-11 AN316-12R 
-12 2W11A12 
-13 7R2-19D 
-14 AN6231-9 
-15 2W1ALP65-45-64 
-16 AN6232C3-9/16 
-17 TR3-19D 
-18 5R12-19 
-19 AN6227-19 
-20 146-58291 
-21 AN6244 -13 
-22 AN6230-13 
-23 146-58296 
-24 156-58146 
-25 LSS16 
-26 NAS2-301 
-27 5R12-35 
-28 AN6227-35 
-29 146-58295 
-30 146-58293 
-31 AN6246-13 
-32 AN6227-13 
-33 146-58294 
-34 146-58295-11 
-35 146-58292 


CYLINDER ASSEMBLY, Hydraulic main landing gear actuating . 
supersedes 156-58046-20 for future procurement) 
see figure 353 for next assembly) 
landing gear actuating cylinder 


Ce 9 9 9 9 c9 c9 o9 $ 9 c9 $5 ὁ 9 9 ο ὁ ὁ 9 9 9 5 ὁ ὁ 5$ f 


LINE ASSEMBLY, Hydraulic main 


elbow to anchor port 
UNION . ....... 


GASKET. . . . « © © «© © eo 
ELBOW, Hydraulic main landing 
NUT . 2. 2 . «αι. 
ELBOW . . « « « « © © ew ο ο 
ΝΤ... ..»...:. . ο 9 ο 
RING. « . . . . ο. PPP 
ELBOW . . ο oo. os ο eo 
END, Hydraulic main landing g 
NUT . . . « e ὁ e e » ont ο n 
WASHER, Tab lock (ΝΑ)... . 
RETAINER, Gland (NA). . . . . 
WIPER . . . « . .. .. o ο ο 
WASHER, Plain (ΝΑ)... . . + 
STRIP . . .. . ὁ ο 


RETAINER, Rod "o" ring (NA) . 


RING, Hydraulic spiral back-up. 


PACKING . . . 


END, Hydraulic main landing gear actuating 


RING. . . . « . . eee ee . s 
GASKET. . . + 


gear actuating cylinder . 


ar actuating 


cyl 


i 


nde 


cylinder 


NUT, Hydraulic main landing gear actuating cylinder 


HEAD ASSEMBLY, Hydraulic main landing gear actuating 


. BEARING (HEC). . . . . . +... .. 


FITTING, Lubrication . . . 


RING, Hydraulic spiral back-up. 


PACKING... . 


PISTON ASSEMBLY, Hyd main landing gear actuating cylinder . 


. 


» ο on 
. 


. 
. 


.. ο yess’ 


Gee c © © ο n 9. 
Q w 
9 ο ο C Ee ....... ο ο n 


1 


1 


nde 


. PLUG, Main landing gear actuating cyl floating piston rod 


ΒΙΝΣ... o ooo.» .. 
PACKING. . . . + . 


. PISTON, Hydraulic main landing gear actuating cylinder . 


floating piston rod 


9 


eee 


. 
. 
. 

r 
. 
. 
. 

. 


. PISTON WELD ASSEMBLY, Hyd main landing gear actuating cyl. 
CYLINDER, Hydraulic main landing gear actuating . 
A A nn nT a 


e 


f 


P HI |] | EIN SI IS TO |I dz HE IO IH 15 IH μα EO RS RR A PO TO f RR UO I. A 


Pr 
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FIGURE 4 
INDEX NUMBER 


361 


-1 
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PART 
NUMBER 


156-58048 


156-58048-3 
169-58805-63 
175-58878-65 


AN834-6 
130-58508-3 
147-58383-3 
AN833-6D 
AN6289-6D 
AN6291 -6 
AN6290-6 
AN6227-8 
146-58305 
HASB6C 
AN944-10 
AN316-12R 
7R2-14D 
AN6231-5 
2W1ALP49-37-64 
AN6232 -2 -3/4 
7R3-14D 
5R16-14 
AN6227 -14 
146-58303 
5R16-26 
AN6227 -26 
146-58306 
5R16-18 
AN6227-18 
146-58304 
146-58302 
NAS77-6-21 
NAS2-101 
146-58301 








ΑΝ O1-60AABA-4 


MAIN ALIGHTING GEAR (Cont) 


; UNITS 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
CYLINDER ASSEMBLY, Hydraulic main landing gear door actuating. . Ref 
(see figure 353 for next assembly B 
CYLINDER ASSEMBLY, Hydraulic main landing gear door actuating. . Ref 
(see figure 353 for next assembly) 
+ LINE ASSEMBLY, Main landing gear door actuating cylinder port l 
"A" to anchor point (basic only) 
. LINE ASSEMBLY, Main landing gear door actuating cylinder port 
"A" to cylinder anchor point (-3 assembly only) 


m 


s TEB δ. 5 os wise mo aa ο ο a ου as We 1 
. BOLT, Hydraulic special universal fitting.. . . . . . . . . ο 1 
. ELBOW, Hydraulic special universal fitting. . . « . . .. .. 1 
v, A ETE ce ΟΝ απ ο νο LES CERTA ode rie Ie 1 
. NT...‘ sow ww dm cm ο ο m. wow. wo ψ' δ les ο sw, WC |I ee τς 2 
e RING. . 46e 9k je je [oce esc; im ὦ aa a 9. oe. i 2 
a GASKET: 4 4 0... ο ὁ ο o ee οφ 6 Ἔα a a 3 
« “PACKING: 4... 4 6 € 56e 3. 0 [him ih 3D oa a we a WS -ᾱ- e 1 
. END ASSEMBLY, Hyd main. landing gear door actuating cylinder . 1 
$ Ὁ BEARING: (CAB) z s ρα 9€ 4.0 $9.04 Th a ee, ος Bs ee 1 
soe PITTING: 20 ica ac a € 079 0 a AR 1 
x NUT qoe ens [iar ο cae! whe ata al ο ο is sere 1 
. RETAINER, Gland (NA). . « « . « . +... ee eee we wee eae 1 
e WIPER Ὁ Ὁ... ὁ oes. ck ses as e ee 1 
. WASHER, Plain (ΝΑ). . . . . 2 ee ee eee eee eee eee 1 
Bo STRIPS uoce a a o al aia e c LR. a ies 1 
. RETAINER, Rod "0" ring (NA)... +... ss s ee we ee ο νο ο 1 
. RING, Spiral back-up (ΝΑ). . . . sa . s so e s e o o o eee 2 
«s. CPACKING 2 247 Ὁ oy ve wee on ο) es Se -ς Dol en e a 1 
. END; Hydraulic main landing gear door actuating cylinder. . . 1 
. RING, Spiral back-up (NA) . . . . . . ee ee eee ee eee 4 
e PACKING ac 000 <5: Sef taa ο res Swe os De e ο ο queis ο uel ae dee Je 2 
. NUT, Hydraulic main landing gear door actuating cylinder. . . 2 
. RING, Spiral back-up (ΝΑ) . . . . s « e ee eet ew ee ewe 2 
s- PACKING: ata 19 Sen 83 9) c E ape ο ap ο TS ο" 1 
. PISTON ASSEMBLY, Hyd main landing gear door actuating cyl . . 1 
. HEAD ASSEMBLY, Hyd main landing gear door actuating cyl... 1 
+ . BUSHING, Flanged press fit steel . . . . . . . . . ooo». 2 
a. owe, FITTING, Lubrication c cs κ ο κ.α e ων. α κ. ÁO. Ok 1 
. CYLINDER, Hydraulic main landing gear door actuating. . . . . 1 
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USEABLE ON 
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CODE 
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H-175-33-12 
FIGURE 362 - MAIN LANDING GEAR CYLINDER ASSEMBLY 
FIGURE δ. PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
362 8801-102 CYLINDER ASSEMBLY (CP) (see figure 364 for next assembly). Ref 
-1 AN365-1032 NU a e AR A A 2 
-2 AN960-10 WASHER. aca ek a e ec Ew Ie He pe 2 
-3 ΑΝ3-36Α BOUT. s 2 να. ας cw le τά, a ὃν δὲ d ums ο RM 2 
-4 8801-77 . NUT, Special cross shaft (GB) Εν erede vs URSUS 2 
-5 AN365-1018 v ONUT once. ie ee ὁ 6. SN "ὦ ese o GLOW E eS a 4 
-6 AN960-1016 Ακ E rae eom. ον Sey A p ο ὦ. A τάς 4 
-T 8801878 . BOLT, Cross Shaft lock (CP) . . « è « e o n n t n 4 
-8 8801B75 . SHAFT, Cross (CP) . . . 4. 4 4 4 « 4 e err oho tft ng 1 
-9 AN364-1414 ΠΕ pen ce Ὃν ΙΙΙ ο les ο ο. 1 
-10 8801-18 « BRACKET: (CP). . . o e 9 ww we σὴν ah μονος 1 
-11 AN960-1416 s WASHER. e .. Ὁ ο a 3 A A A ο ϱ Ὃν Ἔ 1 
-12 AN6227-21 . PACKING . . esebes e eoe m m mom om o s mot m m n t n ng n 1 
-13 8801-126 . TUBE ASSEMBLY, Plunger (CP) . rt τν αν ὃς ος de ἃν εὖ Be S 1 
-14 8801-19 + . PIN, Plunger tube lock (cP). ο Ra e woe 2 Yor ae μὲ ok, Se, DEI ἴθι, (ος 1 
-15 AN501AÀ16-6 Z ue SCREWS a ox 409m ivt mue Woo AU Ὁ ος ὃν ὃν δὲ S 1 
-16 8801-23 . . PLATE, Orifice (CP)... seso ee ee te ee . . +. . on n 1 
-17 8801B27 » HEAD, Plunger (CP)... . s eee . . . . . . . on n 1 
-18 8801B270 š RING, Plunger head (CP). . . s . . ee ee ee et eee 1 
-19 8801-26 " TUBE, Plunger (CP) a... a s 4 4 4 eee ee oom o onn 1 
-20 8801B2 . CYLINDER (OPJ PU". 1 
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H-175-33-13 


FIGURE 363 - MAIN LANDING GEAR TUBE BUNGEE AND DOOR ASSEMBLY 
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ΑΝ 01-60AABA-4 Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 


aen e UNUM aac Md Uam M ML aMEMMEMMMMMMMM ML... 11 P ln EI 


SPACER, Main landing gear strut. .. : . . : . 
SPRING, Main alighting gear strut door tab torsion 


-43  1h6-33351-19 i 
“Ay 160-33359 . 
-45 160-33360-5 


oe ο. ο 


PIN, Main alighting gear strut door tab link attaching 


-46 160-33357 . . LINK ASSEMBLY, Main alighting gear strut door tab aft. : 
-47 AN3 -4A BOLT. . 6.4 4390 -ᾱ- ᾱ- ν΄ ὁ oe l6 -ᾱ- ὁ A ὁ "τᾷ . 
-48 AN960D10 WASHER . . . ὃν ese . 
-49 160-33358 SUPPORT, Main alighting gear strut door aft “Link "T 


LINK ASSEMBLY, Main alighting gear strut door tab forward. 
TAB ASSEMBLY, Main alighting gear strut door 


-50 160-33356 
-51 160-33355 
-52 160-33355-13 
-53 160-33355-9 
-5h 160-33355-10 
-55 146-33351-15 


P 


H SEAL, Main alighting gear strut door . . . . 

SEAL, Main alighting gear strut door LH. . . 
n SEAL, Main alighting gear strut door RH. . . 
SEAL, Main landing gear strut. . . .. . o... 


FIGURE & PART 3 UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 56 7 NOMENCLATURE PER ASSY. CODE 
363 MAIN LANDING GEAR TUBE BUNGEE AND DOOR ASSEMBLY 
146-33340-10 . TUBE ASSEMBLY, Main landing gear wheel door stop. . . +. . . . Ref 
(see figure 353 for next assembly) ] 

-1 HF6 . . ROD END (HEC). ο re ο ο A Ue a aC τα, οσο 1 
-2 AN316-6R ea NUT. X023 s «ide. ok 
-3 146-33343 . . END ASSEMBLY, “Main landing gear "wheel “door stop “tube o ἐφ. 1 
-4 4B17-7-15 Us > gt ολ BUSHING, Flanged press fit bronze (NA) . . . . . +. +. + 2 
-5 160-33346 . . PLUNGER, Main alighting gear wheel door stop . . . +. . +. + 1 
-6 160-33347 . . FITTING, Main alighting gear wheel door stop universal . . 1 
-7 AN26-19 enh oe BOLT 2.5 x69 ete Ομ ο ο ο” s. ok 
-8 AN960-616 2s. WASRER 6. we $0 a ts m ew τα AR A ο. ἃ PONE 1 
-9 AN320-6 « . NUT. ο ο RV "e^ de^ WI LRL VA 1 
-10 146-33342-10 e dé CYLINDER ASSEMBLY, Main landing. gear wheel door stop tube. 1 
-11 AN3-10A n - Βου 4 ᾱ ae 009 wo Rs ve cvm α) Φ Ὁ e ees 2 
-12 "AN960C10L v x. WASHER . 5 Ὁ 404 9 ο ὃς ἰώ, mo a ο [ms eh m Sia ca nm 2 
-13 AN365-1032 D. se NUT: i. ---.- οι we νι ἃ δι. ος τον AR 2 
-14 NAS43DD6 -24 . . SPACER, Screw and “bolt a 3 beta Sai ede cs 1 
146-33525 . BUNGEE ASSEMBLY, Main landing gear “uplock actuating ente ae REL 

Ε (see figure 353 for next assembly) 
-15 146-33529 . END, Main landing gear uplock actuating bengee rod . . . ο 1 
-16 AN316-4R a > NUT. οι, ow Dd n ο 1 
-17 146-33526 . . END, Main landing. gear uplock actuating bungee Des eds eru 1 
-18 ΜΙ5 . . SPRING (Muelhausen Spring Corporation) . . . . «αι... 1 
-19 146-33527 . ROD, Main landing gear uplock actuating bungee ὃν Eee e 1 
-20 146-33528 v. cr BEARING, Main landing gear uplock actuating bungee rod . . 1 
-21 146-33525-3 τ HOUSING, Main landing gear uplock actuating bungee . . . . 1 
146-33555 : BUNGEE ASSEMBLY, Main landing gear uplock actuating . .. . . . Ref 

(see' figure 353 for next assembly) 
-22 146-33557 . . END ASSEMBLY, Main landing gear uplock actuating . . . +. + 1 

bungee lower 
-23 4B1986-8 ο E BUSHING, Press fit plain (NA). NS a 5 2 
-24 M29 . . SPRING (Muelhausen Spring Corporation) . 3.7.0: Vi ruta ο Bere 1 
-25 146-33556 . . END ASSEMBLY, Main landing gear uplock actuating A 1 
bungee upper 

-26 4B1956-16 A ο BUSHING, Press fit plain (NA). Š 1 
146-33351-20 ; DOOR ASSEMBLY, Main landing gear strut (see figure "353 "for. . Ref 

next assembiy and attaching parts) 
-27 146-33352 HINGE ASSEMBLY, Main landing gear strut door . . . . . .. 3 

ATTACHING PARTS. 
-28 AN3-6A iue SBOLT OQ ο ου E --.- 
-29 AN960D10 & Ca WASHER ae να ο ce um libi m oe cro 90 9 pe te a ο” 
ον DU cds fadt i 
-30  NAS2-101 . . . 7 PITTING, Lubrication... Vere Meret asta: d 
-31 4B17-7-25 . . . BUSHING, Flanged press fit bronze (Na) ; Gy rh ey ος 
-32 146-33353 . FITTING ASSEMBLY, Main landing gear strut door oe ο ο ο » 2 
ATTACHING PARTS 
-33 AN3-6A a BOLT ον ide a e a ἰδ, ο a " 
-34 AN960D10 so cx WASHER 9,99 eS voce Um m εν. UR m ντι ον ὃν uM Pom Ὁ 
----ᾱ--- 

-35 NAS75-4-008 . . . BUSHING, Plain press fit steel . . . . . . . . +. . ὃ 1 
-36 AN960D10 νιν: dan κο Gries NUR BL ue rep BAe te te ies gs 00 
-37 NAS42C6-8 . SPACER, Rivet... date: rear te, fa Se 
-38 160-33360-3 . PIN, Main alighting gear Strut door tab link attaching y 1 
-39 AN310-4 e CNUT sree wow e ode ey 9, Vw NE a ee el Ge . " 1 
-40 AN960C416L a: c4 WASHER ie aar oe ad Se GW lal See cm oi hg Se s “2 
-41 ΑΝΟ6ΟΡΗ16 n WASHER. Vo» ὁ for ss ὦ ὃς ο ο ὃς ο m τος Δὲν a as κ as, xe 
-42 AN4-50 i BOLT . . œ . . . y xx PEE el . 1 
v € P 1 
. p 1 
2 
1 
2 
2 
1 
1 
1 
1 
1 
1 
2 


9 . ό ο ο we n9 n 


. 
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A-175-33.11 


FIGURE 364 - MAIN LANDING GEAR SHOCK STRUT ASSEMBLY 
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FIGURE & PART 
INDEX NUMBER NUMBER 
364 8801B 
-1 AN7502-39 
-2 AN7503-3 
-3 8801-63 
-4 NAS2-201A 
-5 NAS2-101A 


-6 AN365-524 
zT AN960-516 


-8 AN5-30A 
-9 88018409 
-10 8801B46 
-11 AN310-9 
-12 8801B41 
-13 8801B45 
-14 8801B46-1 
-15 8801-53 
-16 8801B51 
-17 AN320-8 
-18 AN960-816 
-19 8801-65 
-20 8801-66 
-21 B912 

-22 AN365-624 
-23 AN960-616 
-24 8801-90 
-25 8801-71 
-26 8801-69 
-27 8801B70 
-28 AN6287-1 
-29 AN813-1A 
-30 AN809-1 
-31 AN812-1 
-32 AN901-5C 
-33 143-6 

-34 8801-104 
-35 8801-21 
-36 AN364-1216 
-3 8801-35 
-3 8801-13B 
-39 AN6227-15. 
-40 8801-24 
-41 AN6227 -49 
-42 139-16 
-43 8801-3 
-44 8801-5 
-45 8801-10 

` -46 8801-6 
-47 AN6227-58 
-48 AN6246-58 
-49 8801-54 
-50 AN6227-61 
-51 AN6246-61 
-52 8801-9 
-53 AN6232-1 
-54 AN6231A47 
-55 8801-48 
-56 8801-4 
-57 1250 

-58 8801-102 


23 4 5 
STRUT ASSEMBLY, Main landing gear shock (CP) (NA 
160-933102) (supersedes 8801A & 8801) (see 


AN 01-60AABA-4 
MAIN ALIGHTING GEAR (Cont) 


6 7 


for next assembly) 
NT....o.. oo. 
WASHER. . + 
COLLAR, Axle (CP) . 
FITTING, Lubrication. 
FITTING, Lubrication. 
NUT ooo»... 
WASHER. . . . . . . +. 
BOLT. . .. 
PIN, Torque arm énd (cP): 
ARM ASSEMBLY, Torque (cP) 
CO -NUT x4. 
. WASHER, Torque arm center (CP 
. BOLT, Torque arm center (CP) 


. ο o 


e 9 82 9 9 2 9 »» ο 
5 5 +... © »» 19 ο 


Ωω» 5 ο 9 o0 9 ὁ 9 ο 9 n 


ARM ASSEMBLY, Torque (CP). . 

. BUSHING, Torque arm cente 
. . BUSHING, Torque arm end (CP 
NUT... v Ὁ Ὁ δ ὁ ο. 9.0 v o) mw 
WASHER. . . +. + 
BOLT, Special uplock roller (cP) 
ROLLER ASSEMBLY, Uplock (CP). . 
. BEARING, Needle (TOR). . . 
NUT 4 wo. α € ο κ α > 
WASHER. . . + . ο o . 
BOLT, Eye (cP). -- š 
NUT, Drag brace (cP). . š 
WASHER, Drag brace (CP) A 
BOLT, Drag brace (CP) . a 
VALVE ASSEMBLY. . . 
CAP a= ve ta $ 
. CORE.....- : 
4 BODY & e κ.α . 
. GASKET, . . . 
COUPLING ASSEMBLY, Hydraulic να 

and elbow universal 905 ο 

PISTON ASSEMBLY (CP). . . 
POINT, Jack (CP)... 
NUT. 
RETAINER, "Meterin 
PIN, Metering [5η 
PACKING. .-. 
PLUG, Piston (cP): 
PACKING. . . e.o 
PIN (CP) . . 
HEAD, Piston (cP). 
VALVE, Recoil (CP) 
FOLLOWER (CP). 
WASHER, Packing (CP 
PACKING. . . . . . 
RING. . 
ADAPTER, Packing (cP): 
PACKING. . . 
RING... 
BEARING, Packing (CP). 
STRIP. . . . . 
WIPER (Supersedes ' AN623 
NUT, Gland (CE): "EE 
PISTON (CP). 
COVER, Elbow oil cup “threaded (aT). 


. 

. 
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CYLINDER ASSEMBLY (CP) (see figure 362° for det 
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Section [| 
Group Assembly Parts List 


UNITS 
PER ASSY. 


drawing NO. . . Ref 
figure 353 


USEABLE ON 
CODE 


9. 9 . 9 t t1 9 9 9 <<... 
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Section II 


Group Assembly Parts List ΑΝ 01-60AABA-4 


MAIN ALIGHTING GEAR (Cont) 





H-175-54-29 


FIGURE 365 - MAIN ALIGHTING GEAR WHEEL DOOR ELECTRICAL SWITCH INSTALLATION 
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ΑΝ 01-60AABA-4 
MAIN ALIGHTING GEAR (Cont) 


Section [| 


Group Assembly Parts List 


USEABLE ON 





IGURE & PART UNITS * 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
365 175-54366 : SWITCH INSTALLATION, Electrical main alighting gear wheel. . . Ref 

: doors (see figure 434 for next assembl 5 
-1 2HA1 (RH) . SWITCH ASSEMBLY, Hermetically sealed (MCS)(is interchangeable 1 
y with and supersedes 175-54331-10 for future procurement) 
175-54331-10 . SWITCH ASSEMBLY, Alighting gear hermetically sealed sequence. 1 
double (see figure 390 for additional next assembly) 
-2 1HS1 . . SWITCH, Hermetically sealed single pole double throw (MCS) 2 
-3 175-54334 + . CASE ASSEMBLY, Electrically alighting gear hermetically. . 1 
sealed sequence double switch 
-4 175-54343 Sr Ὁ PIN, Electrical alighting gear hermetically sealed . . 4 
sequence index : 
-5 175-54338-1 . . ARM ASSEMBLY, Electrical alighting gear hermetically . . . 1 
f sealed sequence switch mounting 
-6 175-54338-2 . . ARM ASSEMBLY, Electrical alighting gear hermetically . . . 1 
E sealed sequence switch mounting 
-T 175-54344-5 . . PIN, Electrical alighting gear hermetically sealed . . . ο 1 
: sequence mounting 
-8 AN565A10H12 ue w SOREWA oe οἱ eoe ca fore © ep sey eh ος. Fahy Se ου Fae cel Met lige eh Legi ve 4 
-9 175-54337-5 . . CAM, Electrical alighting gear hermetically sealed . . . . 1 
sequence switch 
-10 AN507 -632R6 ο  !SOREW. w^. oc ox cue «ειν EU IN d s Ὁ Uo IE perm ovo Re TA 
-11 AN936D6 s a WASHER an το oh ito a ο e ae a RE de ies 4 
-12 175-54336-1 . . COVER ASSEMBLY, Electrical alighting gear hermetically . . i 
Sealed sequence switch 
-13 175-54336-2 . . COVER ASSEMBLY, Electrical alighting gear hermetically ... 1 
sealed sequence switch 
-14 4B20B4 -003 du exe T6 BUSHING, Press fit flanged (NA). . . « . ee ee eee 2 
-15 175-54386 . . COVER ASSEMBLY, Alighting gear hermetically sealed . . . . 1 
sequence switch double 
-16 175-54386-3. wi! v ode COVER, Alighting gear hermetically sealed. . . . . ^ 1 
Sequence switch 
-17 175-54387-5 ο κο INSULATOR, Alighting gear hermetically sealed. . . . . 1 
sequence switch 
-18 175-54389 . . . BOLT, Alighting gear hermetically sealed sequence. . . 1 
Switch cover attached 
-19 2W1F10-11-32 é . . WASHER, Plain (NA) s-e e a +. +... . ee ον «ο νο 1 
-20 AN931-6-10 we nete GROMMET. . « . . . 4. . ὁ we ὁ « ο ὁ 9 ὁ ο ο ο o ο ο on 1 
-21 AN365-428 se NUD s car cs. ee) ce an ο ο c. d mom ο Se eiie Wwe o d 
-22 ΑΝΟΘΟΡΗ 16L s WASHER: ο; ο. 6 ο e| cos ο ο ὁ ὁ τῳ δ. ο. ὦ ᾱ ᾱ- οἱ ιν Mew ee: a 1 
-23 175-54367 . ARM, Electrical main alighting gear wheel doors switch. . . . 1 
actuating 
-24 AN960D416 sip WASHER: 2e ce Sax cd Ae ds ja des Sa ee eye a le oo d 
-25 AN4 -10A e BOLT: $ 20 A om a e ο ο... 1 
-26 175-54370 . BRACKET ASSEMBLY, Electrical main alighting gear wheel. . . . 1 
doors mounting 
-27 AN365-1032 uu NUTS. uu eo ο Fa a Ὁ A a E is de 4 
-28 AN960D10L . WASHER. . . . . . « ja eui ο ο o e ο... 
-29 AN960D10 £c WASHER, 4 x09 «ο 469 09€ Ve ww a a e 4 
-30 AN3-23A' e BOLT: o6 eee Bie aire ee A A (4. es ced ὧν ὃν cef cei ie e 4 
-31 AN3-7A e “BOLT v 263€ as 99.09.79 a a A ew CSA ως. 1s 4 
-32 AN960D10 . WASHER. . . ο » ο ο © © n © o » c. ὁ ο 9 c ὁ 6 c ο ὁ ο » ὁ ο 4 
-33 175-54372 . SPRING, Tension +. c e csie οὖν. o 4 4 aa 1 
-34 175-54368 . LINK, Electrical main alighting gear wheel doors switch . . . 8 
operating 
-35 AN393 -13 ga PIN A O ως we I9] Ὅς e ον νο νι a 1 
-36 AN393-17 A A ο ay BAR RN, 1 
-37 AN960D10L « WASHER. cas a ἃ.» a a 9l vue a A e 
-38 AN393-33 s PIN AAA E E “er ια. ὅν κ 1 
` -39 AN960D10L . WASHER. .  « © ο « « «4» ee ο 9 ὁ c ὁ ὁ ο ο ο $4 » 1 
-40 AN393-25 o ῬΙΝ 10$ 8 sie Pi ee ee E Se δ ih Tm ia eB ῳ aia ο ὁ 1 
-41 AN960D10 v WASHER. 4o cox ross € ex s. a se Se) ites eoi V ο Cs ies des wy p “Ὁ 
-42 NAS43DD3-24 . SPACER, Screw and bolt. . . . ... s sses ««««»ι..«. 1 
-43 AN960D10L WASHER. +. 4  « » 9 à à» e e ὁ wee ὁ ὁ ο ὁ ὁ ο * * «4 ὁ ο » 1 
-44 AN393 -33 o ῬΙΝ o Q6 € woe Da ος Ὁ cec aa η φον. αὶ ὦ, δι 78 197 ὁ TRIS 1 
-45 AN960D416L gh WASHER. 2-6 ο caw or io" a ο a a a aa ve Aes ae “Ἡ- 
-46 175-54369 . LEVER ASSEMBLY, Electrical main alighting gear wheel. . . . ο 1 
door switch operating | 
-47 NAS428-3-11 . BOLT, Adjusting crowned hexagon head. . . . . «ια. 1 
-48 AN315-3 ὃ n μα μ.ο ο te EE 
-49 AN393-33 μα ων Gian ο war ο ae: ο ο ο ο er τῷ ο -φ. Ee ο A c 2 
-50 AN960D10 . MASHER. 9 wo € 4 79 1€ 91€ leo. (e cm ανα ὡς eoe. aa 2 
-51 AN960D10L € WASHERS: ce) cess cs 7e ᾱ ῳ DW SE οι. αν ος ὃν τοι E. m Q9. 7S τας ὁ ο. el 2 
-52 AN486-3 as OC LEVIGS cs ο; ο ek 0€ 999 κ ο ce ο ο ο ο 1 
-53 AN316-4 EN NUT coo ea aa cle tata a a eh ee ee OS 9t ὁ 1 
-54 146-54353 . LINK, Main landing gear wheel door uplock electrical. .... 1 
-55 146-54351 . ARM, Main landing gear wheel door uplock electrical . . . . . 1 
sequence switch É 
-56 AN393-19 QV PINA χο 4.1344 4i ο ο eq do ln ο ο ο 5 1 
-57 AN960D10 o> WASHER. 2.295. -ᾳ- δι c2 ο ὡς E eS ceo SE τὸς Li δις τ 2 
-58 AN960D10L «o WASHER. . uw ce ace 059 as Del Ὁ ie eoe! Gad Se cel τν eh es ος τό ce a 1 
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FIGURE 366 - MAIN ALIGHTING GEAR UPLOCK ELECTRICAL SWITCH INSTALLATION 
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Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
366 175-54318 SWITCH INSTALLATION, Electrical main alighting gear uplock . . . Ref 
s (see figure 434 for next assembly) 
-1 AN365-1032 COCONUT. ο ο ο Ον ο ο ο ο. 4 
-2 AN960D10 « WASHER. ; ὁ 4 o 678 6) 4 970 4 Ὁ ο 9 ο δν te 9 ο ο e 4 
-3 AN960D10L x WASHER: 45229 wo mo enm ES. ER ο ο CY, nae am ο) om ce 4 
-4 AN3-4A «BOLT... owe dues A A oom ie e ge τῳ el gs ng 2 
-5 AN3-5A EC MEE TELE E E 2 
-6 146-54428 . BRACKET ASSEMBLY, Main landing gear-uplock electrical . . . . 1 
1 AN365-1032 A NA E O CI ste Set te 3 
-8 AN960D10 > | WASHER: 4.09 ντα, ὡς o CS eoo δ) τοι ὃς Y δι OW ue WI SEC οί vea ts 3 
-9 AN3-6A o SBOLT; su . ο Ὁ dep enc SI Yee ELS πὸ ος 
-10 175-54321 . CLIP ASSEMBLY, Electrical main alighting gear uplock... . +. . 1 
switch spring attaching 
-11 AN365-1032 A NOT- a e a e a ο a E ο τὸς ο Sees: aaa e 1 
-12 AN960D10 . ..WASHER . . . €— I ὅν τῶν ο ο e a 2 
-13 NAS43DD3 -24 . . SPACER, Screw “and “bolt ο Ue] ο S ο ο” 1 
14 AN3-7A . . BOLT.... > iive % ΠΝ $ 1 
-15 175-54320 . BRACKET, Electrical main '"alighting gear uplock switch v4 “er Us 1 
inounting RH 
-16 175-54319 . BRACKET, Electrical main alighting gear uplock switch . . . . 1 
mounting LH 
-17 2HA1 (LH) SWITCH ASSY, Hermetically sealed (MCS) (1s stersnaniéapia: à 1 
with and supersedes 175-54331 for future procurement) 
175-54331 . SWITCH ASSY, Alighting gear hermetically sealed sequence. . . 
double (see figure 381 for additional next assembly) 
-18 1HS1 . . SWITCH, Hermetically sealed single pole double throw (MCS) ο 
-19 175-54334 . . CASE ASSEMBLY, Electric alighting gear hermetically. . . . 1 
Sealed sequence double switch 
-20 175-54343 r PIN, Electrical alighting gear hermetically sealed lu 4 
: sequence index 
-21 175-54338-1 n . ARM ASSEMBLY, Electrical alighting gear hermetically . . . 1 
i sealed sequence switch mounting 
-22 175-54338-2 + . ARM ASSEMBLY, Electrical alighting gear hermetically . . . 1 
; sealed sequence switch mounting 
-23 175-54344-5 . ^. PIN, Electrical alighting gear hermetically sealed . . . . 1 
sequence mounting 
-24 No Number . . SET SCREW, Hex socket cup point cadmium or zinc plated. . 4 
10-32 x 3/4 (ALN) 
-25 175-54337-5 . . CAM, Electrical alighting gear sequence switch . . . . +. . 1 
-2 AN507 -632R6 soo SCREW 6 o. 04 Row δις Be ce ie 6 d. ο Ὁ ιν δν ται ο οι RS 4 
-27 ΑΝΟ36Ρ6 +. WASHER.. ee Se 4 
-28 175-54336-1 . . COVER ASSEMBLY, "Electrical alighting. gear “hermetically Elo 1 
i sealed sequence switch 
-29 175-54336-2 + . COVER ASSEMBLY, Electrical alighting gear hermetically . . 1 
sealed sequence switch 
-30 4B20B4 -003 . . . BUSHING, Press fit flanged (NA). . WR ΚΘ 
-31 175-54386 + . COVER ASSEMBLY, Alighting gear hermetically sealed is 1 
sequence switch double 3 
-32 .175-54386-3 "T COVER, Alighting gear hermetically sealed sequence sw. 1 
-33 175-54387-5 ac^ duo teg INSULATOR, Alighting gear hermetically sealed. . . . + 1 
, : sequence switch 
-34 175-54389 - . . BOLT, Alighting gear sequence switch cover . . . . . . 1 
-35 2W1F10-11-32 de> cM WASHER, Plain (wa) αν dei set. πο Te cer τάν T c ών 1 
-36 AN931-6-10 a GROMMET. . . . eU os : wo «οὶ A rue rer τῷ 1 
-37 AN365-1032 y NUT- Lo 210 04 09 $5 e a e ὁ 4- 
-38 AN960D10 . WASHER. . . « « ὁ . e e 9 ὁ 9 ο ὁ ο 0 ο ο o .Jo 9 ο 5 9 ο n 4 
-39 AN960D10L . WASHER: . « ο ο ο ο © © © © © © © © 2. ὁ ὁ ο ο ο ὁ ο 0 ο 1 5 1 4 
-40 AN3 -24A . BOLT. ... « ο à © © © © © © © ee © © © © ο 0... 9 c5 9] c] 9 ο. 4 
-41 AN365-428 < NUT . « « ο ο  ὁ ὁ ο oso». ὁ 9 ο ὁ 9 9 ὁ 9 ο ο 9 5 ο ο ο 1 
-42 AN960D416 . WASHER. . « ο ὁ ὁ ὁ ee 9 e ὁ ew e o 9 9 ὁ 9 ο 9 ο ο 5 we ο 1 
-43 AN4-7A « BOLT. .. ο Ὁ. ο 09; ο ὁ Ὁ ο A ο ὁ ο € ο 6. 5 1 
-44 175-54325 . ARM, Electrical main alighting gear uplock switch actuating . 1 
-45 AN393-15 ο A E ea eters; as «Ὁ 
-46 AN960D10L s WASHER. 60 κ... coi umo ais jaa cm A eom. eue ὁ ile m voce ο 3 
-47 175-54322 . SPRING, Tension Serres ο ο cad eaae tes TE ei ο ο... 1 
-48 175-54306-11 . CLEVIS, Electrical alighting gear sequence switch . . . . .. 1 
adjustable link 
-49 175-54305-5 . BARREL, Electrical alighting gear sequence switch . . . . . . 1 
adjustable link 
-50 175-54306-5 . CLEVIS, Electrical alighting gear sequence switch . . . . » . 1 
adjustabie link 
-51 175-54324 . LEVER ASSEMBLY, Electrical main alighting gear uplock . . . . 1 
switch actuating 
-52 AN365-428 S NUT ee debe Ae AAA y ο... 
-53 AN960D416 ss WASHERS: 2 208 «ὁ 9 a e a occ. e d 
-54 AN960DA16L . WASHER. . . 4^ dec EC ο ο ο ο UIS et e E 2 
-55 175-54310-5 . SPACER, Auxiliary alighting gear downlock switch lever. . . . 1: 
-56 4B21B4 -013 . BUSHING, Spacer (NA). a a ee se. i 
-57 AN4-15A zo BOLD a A e δι δι, τν 1 
-58 AN365-1032 < NUT A RN 1 
-59 AN960D10 se WASHER. & « v eo 9 x ος ιο ος V9 0 κ. (6 δν dre len ἐς cmi e Us 1 
-6ο NAS43DD3-26 + SPACER, Screw and bolt. . . . +. +... « soos » . we ee . wwe 1 
-61 2W1AL13-16 . "WASHER, Plain (NA). ο. 4» « e. 9 x ο ο a v9 ο δν DP 
-62 4B21B3-014 .- BUSHING, Spacer (NA). . . . . ee ee ee ee we we . . . .« . 1 
-63 AN3-15A ο; BOLT p uoo. εἰν o9 O ον -ῳ Ὁ A Ue ος EUR Ies EL ee ολ εν 1 
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FIGURE 367 - MAIN ALIGHTING GEAR WHEEL DOOR OPEN SWITCH INSTALLATION 
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Section Íl 


Group Assembly Parts List 


————————————————————————————M————————————— 
UNITS 


PART 
NUMBER 


175-54351-1 
175-54351-2 


AN365-1032 
ΑΝΟΘΟΡΙΟ 
NAS43DD3-32 
ΑΝ3-164- 
175-54354-1 
175-54354-2 
AN393-9 
AN960D10L 
175-54306-3 


175-54305-9 


175-54306-9 | 


AN393-9 
AN960D10L 
175-54355 
AN365-428 
AN960D416L 
AN960D416 
ANA -TA 
AN365-1032 
AN960D10L 
AN960D10 
AN3-15A 
1HA1 (LH) 


1HA1 (RH) 
175-54332-10 
175-54332 


1HS1 . 
175-54338-1 
175-54344-5 
175-54335 
175-54343 
No Number 
175-54336-1 
175-54336-2 
4B20B4 -003 
AN507 -632R6 
AN936D6 
175-54385 
175-54389 
2W1F10-11-32 
AN931-6-10 
175-54387-7 


175-54337-7 


2 3 4 5 6 7 


NOMENCLATURE 


PER ASSY. 


SWITCH INSTALLATION, Main alighting gear wheel door open left. . Ref 


SWITCH INSTALLATION, Main alighting gear wheel door open right . 


"I GROMMET. . . . eœ 


side of left and right nacelle (see fig 434 for next assy) 


side of left and right nacelle (see fig 434. for next assy 
NUT 45.3 -ᾱ- 9 ue. mcm ipe, ο οἳ -ᾱ . > š a 
WASHER. +. . . © © © © rn s 
SPACER, Screw and bolt. . . . 
BOL Doce is ο a e le 8 xU.  ὁ 7 a τῷ 
ARM, Main alighting gear wheel door open switch attaching 
ARM, Main alighting gear wheel door. open switch attaching 
PIN ο 2 0e Gee wae 4- Ὃν O8: m go cae 8. LE e δι e δν ὡς ee s 
WASHER. . . . o eoo © © © © © on 
CLEVIS, Electrical alighting gear sequence switch . . . . 

adjustable link 
BARREL, Electrical alighting gear sequence switch . . . . +. + 
adjustable link ! 

CLEVIS, Elec alighting gear sequence switch adjustable link 
PIN . « « » o... . ὁ ὁ ο ὁ ο 5 ὁ 
WASHER. a . +. © © © © © © we wo n 
ARM, Main alighting gear wheel door 
NUT i... 4$ 9 ee 0$ ο 
WASHER. . 
WASHER. . 
BOLT. . . 
NUT > 


.. . ot 


open switch actuating 


WASHER. 

WASHER. 

BOLT. . > Al ce heise ος v . ο ο ο 

SWITCH ASSEMBLY, Hermetically sealed (MCS) (is interchangeable 
with and supersedes 175-54332-10 for future procurement) 

SWITCH ASSEMBLY, Hermetically sealed (MCS) (15 interchangeable: 
with and supersedes 175-54332 for future procurement) 

SWITCH ASSEMBLY, Alighting gear hermetically sealed sequence. 
single LH (see figure 390 for additional next assy) 

SWITCH ASSEMBLY, Alighting goar hermetically sealed sequence, 
single RH (see fig 389 & 369 for additional next assy) 

SWITCH, Hermetically sealed single pole double throw (MCS). . 

ARM ASSEMBLY, Electrical alighting gear hermetically sealed . 

΄ gequence switch mounting 

PIN, Electrical alighting gear hermetically sealed sequence . 
mounting 

CASE ASSEMBLY, Electrical alighting gear hermetically sealed. 
sequence single switch . 

. . PIN, Electrical alighting gear hermetically sealed . . 

sequence index f 

SET SCREW, Hex socket cup pointed cadmium or zinc plated. . . 
10-32 x 3/4 (ALN) 

COVER ASSEMBLY, Electrical alighting gear hermetically sealed 
Sequence switch 

COVER ASSEMBLY, Electrical alighting gear hermetically sealed 

Sequence switch 
. BUSHING, Press fit flanged (NA).t. . . . + . . . ο 
SCREW. . . . esos ὁ « we hom om om o ο. o ο m om n n 


. . 
. . . 
. . . 
. . . 
. . . 
. . . 
. . . 


eee we ee 
e... we ee 
oe 9 9 oe 
oe ee we 
oe ee we 
eee ewe 


eee o9 9 9 9 
oe ee ee 
oe ee 9 9 n 
eee we ο ο 
oe ο, 9 ο 


eo. o9 t 9| n9 
9 9 ο 9 t$ ο 


. 


WASHER 4 « e © è o è 4 ooo o AAA 
COVER ASSEMBLY, Alighting gear hermetically sealed 
sequence switch single ` 
e o BOLT, Alighting gear hermetically sealed sequence. . . 
switch cover attached 
we Se WASHER, Plain (ΝΑ)... « « +... 3. we we 4 . . ὁ νο 


>. . INSULATOR, Alighting gear hermetically sealed. . . . . 
Sequence switch 
. CAM, Electrical alighting gear hermetically sealed . . . . 
sequence switch 





Ref 


PERPRPRNENND 


m 


PEPPER PHP HRP HP 15} 


PRP m 


m 


USEABLE ON 
CODE 
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SWITCH. ASSEMBLY, Electrical main alighting gear downlock. 
procurement) 


WASHER. +. . . . . ee ee ο 
BOLT. . . «© ο se e» wee ae 


FIGURE & ᾿ PART 
INDEX NUMBER NUMBER 1 
368 175-54365 
-1 175-543103 9 
ATTACHING PARTS 
-2 AN365-1032 : . 
-3 AN960D10L ae 
-4 AN3 -6A 2 
---Ἐ--- 
-5 2W18-10L . 
-6 AN3-6A 
-τ AN365-428 . 
-8 2W18-416L . 
-9 AN4 -7A . 
-10 AN320-3 * 
-11 2W18-10 . 
-12 2W1AL13-14-32 » 
-13 AN23-15 * 
-14 4B21S3-004 . 
-15 AN365-524 ἃ 
-16 2W18-516 . 
-17 AN4Ņ4 -5A . 
-18 | 175-54361 . 
-19 -175-543101 . 
-20 175-543102 " 
-21 AN364 -1032 * 
-22 AN509-10-37 a 
-23  175-543103-5 : 
-24 2HA1 (LH) i 


662 





ΑΝ O1-60AABA-l 
MAIN ALIGHTING GEAR (Cont) 


3 4 5 6 7 NOMENCLATURE 


(see figure 434 for next assembly) 
(supersedes 175-5436! for future 


e ο © © © 9 © © © 9 ο 9 «ο ο e 9 9 9 9 o o 


wee 


. > © 95: ο 


WASHER, Flat (NA). 
BOLT ¿ie cie ++ 
WASHER, Flat (NA). 
BOLT .....o.. 
NUT. νε ος 0-5 
WASHER, Flat (NA). 
WASHER, Plain (NA) 
BOT .....oo. 
BUSHING, Spacer (NA) 


NUT. .:. . © se o n 
WASHER, Flat (NA). . 
BOLT ; . . 6 s. 5. 
SPRING, Compression. . . . . e.. 
ACTUATOR, Main gear downlock switch actuating 
ARM, Main gear downlock switch actuating . 
NUT. 0x a τι τας es ᾱ -ᾱ ᾱ a a 
SCREW. . « a 


eo 9 9 9 ὁ 9$ 9.06 o ο ο s» 
e... 9 9 9 4 9 5 9 ο ο ο 
e... 9 c o£ 0 ὁ $9 9 9 ο ο 

$98 9 c9 0 9 9 9 * 9 9 6 ο 

e.s 9 c9 ο 9 9 9 9 9 ο i$ 
9 8 € 9 .. ». » » $5 9 » » 

e... 9 $$. 9 c9 0 0 0 9 ο ο ο 
oe ο ο we 
ν΄ 9 0 $... 9 $9 9 ο 3 » 
9 ..o. +... 9 9 9 9 » » 1$ 


. 
. 
. 
ny 


SWITCH SUB ASSEMBLY, Elec main alighting gear downloe 


SWITCH ASSEMBLY, Hermetically sealed (MCS 


9. 0 c9 c9 9 c9 c9 37 9 ^» 9 9 $3 9 9 9 $9 


k 


SWITCH INSTALLATION, Electrical main alighting gear downlock . 





UNITS 
PER ASSY.. 


Ref 


BPR EEE RPP PNP ο ΕΕ HWN 


H-175-54-33A 





USEABLE ON 
CODE 








Section li 


ΑΝ 01-60AABA-h Group Assembly Parts List 


MAIN ALIGHTING GEAR (Cont) 


H-175-54-31A 





FIGURE 369 - ELECTRICAL MAIN ALIGHTING GEAR GROUND SAFETY SWITCH INSTALLATION 








USEABLE ON 





FIGURE & PART UNITS 
INDEX NUMBER NUMBER ι 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
369 175-54373 SWITCH INSTALLATION, Electrical main alighting gear ground... Ref 
safety (see figure 434 for next assembly) 
-1 1HA1 (LH) . SWITCH ASSEMBLY, (cs) (interchangeable with and supersedes . 1 
175-54332 for future procurement) A 
175-54332 . SWITCH ASSEMBLY, Alighting gear hermetically sealed sequence. 1 
single (see figure 307 for detail breakdown) r 
-2 175-54374 . BRACKET, Electrical main alighting gear ground safety switch. 1 
` mounting . 
-3 AN365-1032 2 UNUP ο Lo 4 eee x12 ο ο. δ: E 790€ o ok Tm δν ms m mom 4 
-4 AN960D10L . WASHERS . «e € : € 404 9  * εν ο ο νο 4) 6 e ο Um € ο ο 4 
-5 AN960D10 . WASHER. +... e e ο m ο «ον og om Oe m tt a... 4 
-6 AN3-15A =. BOLTS . ο.» τῳ e A AAA 4 
-τ AN365-1032 Μι εἰς. ος E X TB ον 9 
-8 AN960D10L . WASHER. . « e. 2 9 e e ο © © © ee eh eH t t1 tj 2 
-9 AN960D10 . WASHER, . « è è e e e ees ee ee t t] t] eee ο ο  ]| c!) ccs t 2 
-10 AN3-6A li BOLT. o ec oy wien de us Ros. Bie) cm CA ty en eee ce e s 2 
-11 175-54375 . ARM, Electrical main alighting gear ground safety switch. . . 1 
actuating 
-12 AN365-428 ,. NUT . 2 να 409 € 0n a Stes Hee Moe τῳ ο ας ο Ῥ 4. ο τος AD κ 1 
13 AN960D416 . WASHER. « 206 0 o ο η oe ue ὁ e 6 4 κα. 1 
-14 ΑΝΟΕΟΡΗ161, . WASHER. . o € © e è «ο «ο ο ο» oom mor 9 om t n t9 t] n] $1, 9] tg 1 
-15 AN4 -7A . BOLT. . . . « . o. e «ο. t ot ος.” en ἃ, cw ue, li y Del le SS ο 1 
-16 AN393-11 PIN S 2 25€ ο ai ο Rode cR oe CETUR CE ecce $ 1 
17 AN960D10L . WASHER, . e o 4 - ees oh om om om oh om oh n +... .. t t t n n. 1 
-18 175-55306-9 . CLEVIS, Electrical alighting gear sequence switch . . . . . +. ys 
. adjustable link 
-19 175-54305-7 . BARREL, Electrical alighting gear sequence switch . . . . > +. 1 
adjustabel link : 
-20 175-54396 . CLEVIS, Electrical main alighting gear ground safety switch . 1 
adjustabel link 
-21 AN393-7 ce PIN ο ο ee mo ο ο qe δις a HR e e τα 1 
-22 ANS60D10L . WASHER. . . e e . >»... . © © oo ο e ο ο ο t t n o t ο t t t 1 
-23 160-54342-10 | BRACKET, Electrical main alighting gear down safety switch. . 1 


link attaching 
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AN 01-60AABA-4 


- AUXILIARY ALIGHTING GEAR 








FIGURE 370 - 
664 


AUXILIARY ALIGHTING GEAR INSTALLATION 





H-175-34-3 








Section [| 


BOE OA Group Assembly Parts List 
AUXILIARY ALIGHTING GEAR (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
+ 370 175-34001 AUXILIARY ALIGHTING GEAR INSTALLATION (see fig. 73 for next assy) Ref 
No Number . AUXILIARY ALIGHTING GEAR DOOR MECHANISM. .......... . Ref 
(see figure 371 for detail breakdown) 
-1 AN320-10 . NUT des da ο ο. e ἐῶν ο a το te us 
-2 AN30-29 ^, BOLT (magnetic inspected JE ρε ας Ned ten κος ἃν, REO" εὖ 
-3 AN960D1016 . WASHER. . . a 
-4 175-58078 . CYLINDER ASSEMBLY, Hydraulic nose "landing gear v.d s κορν 
actuating (see figure 378 for.detail breakdown) 
-5 156-34527 LINK ASSEMBLY, Auxiliary landing gear uplock actuating . . . . 
pp TACHING PARTS 
-6 ae . NUT (ne rea eren , e š 2 Lh 
-T7 Qu BOLT (magnetic inspected ᾷ 


-8 W1- 16-24-65 
-9 AN960D416 
-10 AN365-428 


WASHER, Plain (NA) . . . . 
WASHER . . . . . 


NUT ο. inspected) 


9 9 ο» ο ο . 
e 0 ee ο n 
ee ο eo t ο 


. > 
ee 
. ο 
PP 
oe 
. . 
. 





-41 NAS75-6-008 . . BUSHING, Plain press fit steel... 


-42 146-34533-3 . TUBE, Auxiliary landing gear uplock hook “support. 


1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
-11 _AN4-10A BOLT (magnetic inspected). 1 
-12 AN960D416 WASHER > . . « « «νο. š dex Dl 
μαμα PA 
-13 F44-14 in œ ENDS Rod: ο ο us RR ore» ο... 
-14 AN316-4R at «αρ NUD ASS: tus a ies oe, ο ο ο -ὁ ρὸν ἐς Ὁ Oe «9i. eu x ο Je πα sg 2 
-15 156-34527 -15 + . LINK SUB ASSEMBLY, Auxiliary landing gear uplock. . . . . . 1 
actuating 
-16 146-34537 . SPRING, Auxiliary landing gear uplock hook return. . . . . . . 1 
-17 AN365-1032 . NUT (magnetic inspected). . . . . . « . wee ee ee ew . .. 1 
-18 . AN960D10 ο, WASHER: o ον Wea ος λαο ote ee eee νὰ ac. . d Ug tw. ate aito D var ca 1 
-19 AN42-3A . BOLT Ἐν E inspected): ΕΕ ates δέον ee M ES αν ρος. ας 
-20 AN310-6 . NUT (magnetic inspected A EM DNE is «-ἱ 
-21 AN960D616 . WASHER... 5 ως Ὅν te, s. els . $ x 1 
-22 AN6-21 . BOLT (magnetic inspected). 5 . . QUU e «eL rect οφ) Cok oe 1 
-23 146-34531 . HOOD ASSEMBLY, Auxiliary landing gear uplock A τε DES 1 
-24 AT6 . . BEARING (TOR) . : D IU - 
-25 ihe- 34533-10 TUBE ASSEMBLY, Auxiliary landing gear uplock hook support. . ; 1 
ATTACHING PARTS 
-26 AN365 -1032 . NUT (magnetic inspected). . . . . . + sew wee ceps ο 
-27 AN3-10A . BOLT (magnetic inspected). . . . ..... . . ο . .. «νο A 
-28 AN3-6A . BOLT (magnetic inspected ὅπ; να bye Conte Aaa A. 
-29 AN960D10 v WASHER 4 202 c^ WOW. 09 ee, δν bc δα "e vw. ce MeL ada a ibl 
-30 AN960D10L . WASHER... NEW, ROW AAA 2 
-31 146-34535 . CAP, Auxiliary landing gear uplock hook "supporting ον Ὅν ot 1 
pressure 
-32 146-34526 . PITTING, iure landing gear uplock hook support. . . . .. 1 
wont wom 
-3 AN365-428 PED UELLE 
-3 ANA~27A pi ih SBOE RA ICD E ια, Gaal ενω ange” πε 
-35 AN960D416 e . .WASHER. . . E " ee 4 
-36 146-34534 + . SOCKET, Auxiliary landing gear "uplock hook “support tube . . 1 
-37 AN365-428 - . NUT αμ E α AA αι ο DKL ο A A CAS UA. τ DE EA 2 
-38 AN4-30A . ds BOLT. 4 1€. 1. b ὁ o EL al ee ος τς c o WI m ja. lu ΓΦ -ᾱ- ο 2 
-39 AN960D416 . . WASHER. . . « ο... 
-40 146-34532-10 . . BRACKET ASSEMBLY, Auxiliary landing gear “uplock hook. . . . 1 
Support 
y TR ge 
» "E 1 
-43 AN365 -1032 . NUT (magnetic inspected). a . ..- sae ae 9 ο ιό αν d 
-44 AN960D10 . WASHER . . . . wi Le us ed 1 
-45 NAS221-25 . SCREW, Brazier head” Phillips recess 'alloy steel “10- 32. d ος x 1 
-46 NAS75-3-100 + BUSHING, Plain press fit steel . . . . . . o . « s s o ooo o 1 
-47 2W1C97-70-25 +. WASHER, Plain NI "ux 2 
-48 - 2W1C97-70-18 « WASHER, Plain (NA)... 5.718: ταὶ. a a her E LU 4 
-49 146-56702 . SECTOR ASSEMBLY, Holdback catapult system. Be in So Sen See dier Ser Se aie 1 
-50 146-34201-10 . DAMPER ASSEMBLY, Auxiliary landing gear shimmy ........ 1 


tees figure 379 for detail breakdown) 
supersedes 146-34201 for future procurement) 





-51 146-56631 . NUT, Holdback trunnion pin shear . . . . . s es e s oea ο ο 1 
-52 2W1-81-60-91 « WASHER, Plain (NA) >. « a à * « « ww * Φα * € OR onno 1 
-53 2W1-90-56-10 - WASHER, Plain (NA) . . . pra As? TO 
-54 146-34225 . .SPACER, Auxiliary landing gear shimmy “damper swivel. . . . . . 1 
-55 175-34336 . ARM ASSEMBLY, Auxiliary alighting gear door striker. . . . . « 1 AB m 
ATTACHING PARTS ' 
-56 EBO48 . NUT (EN). : il serie dome Were ta dh ^ AB 
-57 NAS144-30 . BOLT, Internal wrenching steel 1/4- 28. zx DEDE TERMES 4 AB 
-58 NAS143-4¢ . WASHER, Countersunk steel. . . . . . e e 2. 4 b ee ee ee . 4 AB 
-59 NAS143-4 . WASHER, Plain steel. . . a erie wee ele κω. -ᾱ LAB 
-60 175-34317 . SPACER, Auxiliary alighting gear door. striker arm. o o 9 2 4 1 AB 
-———— o — 

-61 9530392 . NOSE WHEEL, 32 x 8.8 type VII (GY)(NA Spec. ο 146-33201) . . 1 
-62 No Number . TIRE, 32 x 8.8 type VIIB EHP (NA Spec. No. HS. πο da 1 

No Number . TUBE, 32 x 8.8 type VIIB EHP (NA Spec. No. ya -33201) . . . . 1 
-63 88028 . STRUT ASSEMBLY, Auxiliary landing gear shock (CP). . . . . . . 1 Bw a 


pee figure 377 for detail breakdown) 
supersedes 8802A (CP) for future procurement) 
(NA part No. 156-34102-20) 
8802A . STRUT ASSEMBLY, Auxiliary landing gear shock (CP). S ees 1 AB m 


see figure 377 for detail breakdown) 
superseded by ην A P) for future procurement) i 
NA rt No. 


665 








Section [| 


Group Assembly Parts List ΑΝ 01-60AABA-4 


AUXILIARY ALIGHTING GEAR (Cont) 


FIGURE 371 - AUXILIARY ALIGHTING GEAR DOOR MECHANISM 
666 


H-175-34-4 











PART 
NUMBER 


No Number 


AN365-428 
AN960D416 
AN4-27A 
4B21M-S4-205 
AN364 -428 
ANQ60D416L 
175-34340 
AN365-428 
ANQ60D416 
AN4-12A 
175-34338 


ANQ44-101 
4B20B6-016 
LSS4 
175-34339 


AN944-101 
4B20B6-016 
LSS4 
AN365-524 
AN960D516 
AN5-12A 
175-343 04 
AN316-6R 
HXM5G 
175-34331 
175-34332 
175-34333 
175-34334 
175-34301 





AN 01-60AABA-4 
AUXILIARY ALIGHTING GEAR (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


AUXILIARY ALIGHTING GEAR DOOR MECHANISM . . . . s s e + +. +. 
(see figure 370 for next assembly) 


. NUT . . . 4 e à ο ὁ 9 ὁ o m ὁ 9o; ὁ ο o9 o9 ο n t ος... 2 
. WASHER . +... +... © +. a Ved RI le, a “ὁ 4 
. BOLT... Mu cu ie aig tg ra πάν” DUNS ώς δν ει ο D ὃς -ᾱ SÉ 2 
. BUSHING, Spacer " (NA) ream me exce a M NI oe sre ET ER 2 
s. 4-90 ο ὦ m A cmm A E -ᾱ- ον c t ces νο -ᾱ 2 
+ WASHER... Go aloe ο E AE: 2 
. SCREW, Auxiliary alight ing gear door operating arm attaching 2 
μι νο ο αι ee E TE Ew He UR 2 
. WASHER . 4. . « ὁ ο © e © © © ο ὁ ὁ ο oe ὁ 9 ο ο οὐ «» ια: 4 
. BOLT... Vv Col e: μμ ο. s We Wow Yes 8 
. ARM ASSEMBLY, ' auxiliary alighting gear door operating. . . + 1 
upper LH 
* FITTING... Eom oe eee μα to 3 
. . BUSHING, Press "fit “flanged ΚΣ SU ο is den S I os 2 
. . BEARING (HEC) . . Les vdd eie fa eoe e 2 
. ARM ASSEMBLY, Auxiliary 'alighting gear door operating. . .. 1 
upper RH 
. . FITTING... iy fecal ο a τς σάν. δν te, τώ" WT 3 
> BUSHING, Press "fit "flanged ' (NA) ο ου ANA 2 
. . BEARING (HEC) . . . « 4 4 ee e e e «ο ο: o onn m tm n. 2 
So ΠΤ, oe a --—-—————————I 2 
. WASHER vc 6 ο 90 999 «Ὁ 9 € a oce o. v. ὃν ce 4 
. BOLT... RUE EX ο οσο ο - s ER OE 2 
. ARM ASSEMBLY, Auxiliary alighting gear door operating lower. 2 
- « NT... se αμ eR WI UE ανα ow ee D AR Re et 1 
- . ROD END (HEC) . . $ uve ue dor RO 1 
. BUNGEE ASSEMBLY, Auxiliary alighting gear door i lee taper et fal Ne 1 
. . FITTING, Auxiliary alighting gear drive bungee inner. .. 1 
"E" FITTING, Auxiliary alighting Bear drive bungee outer. . . 1 
e . SPRING, Compression . . +. + ^ de. es cee 1 
. DOOR ASSEMBLY, Auxiliary alighting gear "wheel po ὁ ᾱ τῳ 'ᾧ 8 1 


(see figure 374 for detail breakdown) 


ATTACHING PARTS 


Section li 


AN365-428 ; "IET AA ETE ο ME 2 
AN960D! 16 . WASHER. 6 5.90€ wo mom) mom ees mde CSS. US leo mom i v 2 
AN! -20A e BOLT . 9.2 49 € ὁ. o eas το ο ο ο 1 
NAS72-4-104 . BUSHING, Clamp up steel chrome plated, Os Andes. ο conte: εδ “ee cay da 1 
AN4-17A . BOLT . ὁ ὁ 4 eee eevee Mi. cre qi ο ver a os 1 
NAS72-4-102 . BUSHING, Clamp up steel chrome plated. nC ae ag a ae OE τὲ 1 
AN365-428 εμας ο ο a Ios a E cm 1 
AN4 -17A . BOLT... 3756: jw, Ta) un ver ο TA AS rie 05 1 
2W1AL16-22-64 . WASHER, Plain (NA) . cs) iss celis LUE ο Bh ο πο. 2 
2W13 -4 . WASHER, Serrated (NA). ow woe uve AP οι Brow: ον Vy wits A Θ 
4B21M-S4 -029 ‘ BUSHING, Spacer (NA) . . . . . 4 4 ee ee te ee we ee we 1 
175-34302 . DOOR ASSEMBLY, Auxiliary alighting gear wheel RH...... 1 
(see figure 374 for detail breakdown) 
ATTACHING PARTS 
AN365-428 2o NUT. 4 02 E E E S. 6 1 
AN960D416 . WASHER . . . « © . «© © © © © © ὁ © ὁ ο ο 9 s ὁ . . ὁ ὁ 9 2 
AN4-17A . BOLT .. .. Shee eb OW. pue ey τῷ im Wo ο cae Meee ο ο ο. 1 
4B21M-S4-104. . BUSHING, Spacer (NA) iia €x € 4 3789, ae δν ὁ ον 1 
AN365-428 me NTT = Yao A a ο et qo wet ο say WI acia Ferme: Ὁ ο Wed fey is ie ai. S 1 
ANY-15A . BOLT . . . ^ » e e we 0%... e ^» e à e * ο * 9 ὁ * à ο. o... 1 
AN960DÀ 16 > CSWASHER SS ea Roo ο ο a luas le ο 2 
4B21M-S4 -029 . BUSHING, Spacer (NA) . κ... ὁ +... s ee ὁ 9 ὁ . . ο ὁ 1 


Group Assembly Parts List 
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è ΑΝ O1-GOAABA-4 
Group Assembly Parts List 
AUXILIARY ALIGHTING GEAR (Cont) 


FIGURE 372 - AUXILIARY LANDING GEAR DOWNLOCK INSTALLATION 
$68 


H-175-34-1B 

















PART 
NUMBER 


146-34032 


AN365-820 
AN960D816 
AN8-13A 
EBO64 
AN960D616 
2W10-6 
NAS146-25 
146-34501-10 
146-34509-10 
AN310-3 
AN960-10 ` 
4B1983-019 
AN3-10 
AN310-3 
AN960-10 
1B1983-029 
AN3-12 
AN365-624 
AN960-616 
AN6-14A 
AN310-3 
2W1-13-24-065 
2W1-21-24-065 
4B2153-105 
484-10-6 
AN3-15 
AN310-4 
AN960-416 
AN4-11 
46-34504 


AN365-1032 
AN960D10 
146-34513 
146-34503 
AN365-524 
AN960D516 
AN45-11 
146-34520 


AN320-3 
AN960-10 
482183-025 
AN23-17 
146-58056 


160-34502-50 
146-34511 
146-34507 
AT6 

NAS2-101 
AN365-524 
AN960D516 
AN45-7 
AN310-3 
AN960-10 
4B1983-117 
AN3-10 
AN365-624 
2W1ALAO-32-016 
2W1AL25-24-064 
146-34514 
AN365-1032 
AN960-10 
AN3-15A 
146-34510 
NAS2-101 
HASB10COH 
2W1C41-32-016 
NAS2-201 
146-34525 
146-34508 
AN960-516 
4S84D10-5 
AN365-1032 
AN960D10 
AN960D10L 
AN3-27A 


NUT (magnetic inspected). 
WASHER. . . 
BOLT (magnetic inspected) 
NUT (EN).-. i e £e Ws 
WASHER (lower). P 
WASHER, Countersunk (upper) (NA). 
BOLT, internal wrenching steel 3 


AN 01-60AABA-4 


AUXILIARY ALIGHTING GEAR (Cont) 


3 4 5 6 7 


(see figure 80 for next assembly) 


NOMENCLATURE 
LOCK INSTALLATION, Auxiliary landing gear down . 


/8-24% 


LOCK ASSEMBLY, Auxiliary landing gear 


e 9 9 o9 9 9 $9 0 o? $9 9? 0 ὁ 39 9 i$ ὁ » 59 5 


ec ewe 9 ee 


BELLCRANK ASSEMBLY, 
NUTS 1 uri pua! whence Ere ος 
WASHER . . . « 

BUSHING, Press fit 
BOLT. 3 $ x. was 
NUT. Q0 oo e 
WASHER . . . . + 
BUSHING, Press fi 


BOLT . . .. 
NUT. . . . . 
WASHER... 
BOLT .... 
NUT. 2 4 . 
WASHER, Plain D 
WASHER, Plain 
BUSHING, Press rd 
SPACER, Rivet (NA) 
BOLT .. ... 
NUT. t iue ves 
WASHER . . +. . 
BOLT . . ... 


t 


sup 


( 
( 


. 
. . 
. 


er: 


oe ee Dew we . ο n 
o 


supersedes 


© Qe «. ». 


o 


down complete : 
Auxiliary LG down lock actuatin 


. 
8 


. 


=. 
> 

s.s 9 Mee ww wwe 
= 


(supersedes NAS76-3 


PLUNGER ASSEMBLY, Auxiliary landing gear 
(see figure 373 for detail breakdown) 


A A CR oe 
WASHER... « 


STUD, Auxiliary landing. gear down. lock plunger 
PIN, Auxiliary landing gear down lock stop . . 


NUT. $$ 9-9 ὁ ο ο 
WASHER? . 43293, δι € 72 Ries 
BOLT... 


BUNGEE ASSEMBLY, Auxiliary landing gear "down 


. 


. 


. 





Section [| 
Group Assembly Parts List 


USEABLE ON 


UNITS 
PER ASSY. CODE 
a es “a ag) οὖ ART, 


n 


PP 
- s 
. 8 oè 
. . ο ù 
9 8 e 
. ee 


e| 9 9 9 59 n n « ο 


» m 6 

: $us 4 

a os 6 

A ΕΗ i 

s EN 1 

4 PAIS 1 

s daa 1 

z rae 1 

g "^ 1 

. oe 1 

e: s CN te 2 
-019) (NA) . . 1 

5 μμ μαμα. 1 
. $i wed Lov dure 1 
x E EC C D 2 
6-3-029) (ΝΑ) . . 1 
. Ἢ A GEHE Ἔ 
" E Sar ee ας 1 
m Wi αν Oro we 3 
a a “ot E E A 1 
e cet 1 
A Wo po N Me 2 
. E M E fe 2 
5-3-105) (ΝΑ) . . 1 
s s dg ub re XX “ϱ 2 
* ο ο. 1 
v POE eee hee ee eer 1 
* et^ ον e: es 1 
kW κ ϱ A WS 1 
down lock . . . . 1 


LP 


ee ο ο ὁ Dee 
$c. RS A We eee 
9 de e νὰ vey Ἢ 
τ! ΞΕ} BPH 


......:.». 


(see figure 373 for detail breakdown) 


NUT. se 2. 
WASHER . . . . 
BUSHING, Press fit 
BOT... AN E 
CYLINDER ASSEMBLY, 
(see figure 


e 8 © © © o ο 


FITTING ASSY, Aux LG down lock (supersedes 146-34502). . 
* BEARING, Auxiliary LG retractable cyl bellcrank shaft 
lock plunger. . . . . . . 


BUSHING, Auxiliary LG down 
s BEARING (TOR). . . . . .-. 


1 

1 

1 

1 

1 

1 

2 

1 

ον cep ig, ἂν ah s wai, ο e 1 

H FITTING, Lubrication... » 0 ο ο . ὁ 9 2 9 9 1 1 
NUTS ca ca. Ὁ ο ο Oe ο ο ο ο.” «. 1 
WASHER: 30 3-9: - 909 14 7e. a 9 m Be ke, oe. uU rw 2 
BOLT uus te a A ο E M 1 
NUT o κο ο ο ρα, A . ο . ο ον ee m mis 1 
WASHER oes “es ta 2a a ver d. 9 vs e de woe ο “Bi * he Ὁ, cet 1 
BUSHING, Press fit plain (supersedes NAS76-3-017) (NA) . . 1 
BOLD. aa 9 9 ο . ο c €» ὁ 0 ο ο 5 9 ϱ ο ο ο ο 1 
NUT (magnetic ins pected) ο πο E EC 1 
WASHER, Plain A « ὁ ο Ὁ 942 5 4 * 9 € 4 9 ὁ) ὁ €. 1 
WASHER, Plain (ΝΑ) . .................... 1 
PIN, Aux LG retracting cyl attaching bellcrank stop. . . . 11 
NUT Ce --ῳ a viec ο 9s ο αν μας RE INDE ας» de 1 
WASHER. . ὁ. 49 20979 e e ο ο ο ο” 1 
BOLT . ... ο ο A A O Te a a 1 
BELLCRANK ASSEMBLY, “Aux LG retracting cylinder attaching . 1 
5 ΕἸΤΤΊΝΩ, Lubrication 5 ow 4 ὁ UR (m hs € οι ees ὦ RU. ᾱ 1 
. , BEARING (AP) . s- anans wo Ὁ caca a Lo ee eia 1 
WASHER, Plain (ΝΑ) . . . . . . +... +. see «sees. AR 
FITTING, Lubrication he. ^ ναι m e ο μι a oe ἠξ 1 
BELLCRANK ASSEMBLY, Auxiliary LG uplock actua ti AGS a os 1 
LINK, ναό landing gear down lock plunger . . . . . . 2 
WASHER . . . wu Meg cab. e ο ἐφ ο αρ ο” 2 
SPACER, Rivet (NA) ο ο € a αὐ iet We ου ο aii 1 
NUT. IEEE αφ, αν δὲ ο iaa Rosa. 4 1 
WASHER IA es (ur vez E het oa. HOS ο SES S id τος 1 
WASHER . +. . . . . . ¿a ο τς E NN 1 
BOLT id e 4 δι we FOE E Sie ώς -ᾱ, στα Ve te. ὃν 1 





plain (supersedes NAST5-3-025) (NA) : 
Hydraulic nose LG down lock release : 
375 for detail breakdown) 


e 8 © è o ο ù 
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FIGURE 373 - AUXILIARY LANDING GEAR BUNGEE AND PLUNGER ASSEMBLIES 
kaa —— —— MM 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
373 AUXILIARY LANDING GEAR BUNGEE AND PLUNGER ASSEMBLIES 

146-34520 + BUNGEE ASSEMBLY, Auxiliary landing gear downlock. . . . . . . Ref 
(see figure 372 for next assembly) 
-1 CSE4~14F ' . +. END, Rod (Clevenger Engineering Co.) AP ΗΡΕΜΗ or HEC . . . 1. 


F44-14 may be substituted) 


-2 AN316-4L A E ΝΠ. ὁ Ὁ; Vion ο ο ο ντ ο ο ο ο da eB a -ᾱ 1 
-3 146-34521 + . END ASSY, Auxiliary landing gear downlock bungee small . . 1 
-4 146-34523 + . SPRING, Auxiliary landing gear downlock bungee . . . . . . 1 
-5 146-34522 . . END ASSY, Auxiliary landing gear downlock bungee large . . 1 

146-34504 . PLUNGER ASSY, Aux LG downlock (see fig 372 for next assembly) Ref 
-6 AN45-7 O A CN AA ak 
-7 146-34506 + . ADAPTER, Auxiliary landing gear downlock plunger . . . . . 1 
-8 4B2185-010 - . BUSHING, Spacer (supersedes NAS74-5-005) (NA). ...... 1 
-9 2W1-21-22-65 s^ Ὁ. WASHER, -Plain (NA) «τω a e boe 2 ess A 
-10 AN365-524 ee sy μμ ee NE φρο le, ee a ey em SUIS) Ὃν 1 
-11 146-34505 + . PLUNGER, Auxiliary landing gear downlock . . . . . . . . . 1 
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FIGURE 374 - LH AND RH AUXILIARY ALIGHTING GEAR WHEEL DOOR ASSEMBLIES 





H-175.34-8 





FIGURE 6. PART 
INDEX NUMBER NUMBER 
374 

175-34301 
-1 175-34323 
-2 AN960D516 
-3 146-34303 
-4 NAS2-101 
-5 ` 4B19B7-010 
-6 AN365-428 
-7 ΑΝΗ -13A 
-8 AN960D416L 
-9 NASA 3DD4 -28 
-10 175-34309 
-11 4B1985-004 
-12 4B20B6-010 
-13 AN944 -301 

175-34302 
-14 AN6A 
-15 175-384325 
-16 175-34303 
-17 4B19B6-010 
-18 AN9À4 -201 
-19 AN365-428 
-20 AN4-13A 
-21 AN960DH16L 
-22 NAS43DD4 -28 
-23 175-34310 
-24 4B10S5-004 
-25 4B20B6-010 
-26 ANQ44-201 | 


i UNITS USEABLE ON 

1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
AUXILIARY ALIGHTING GEAR WHEEL DOORS 
. DOOR ASSEMBLY, Auxiliary alighting gear wheel LH. . . . + + + Ref 

(see figure 371 for next assembly) : 
. . BUTTON, Auxiliary alighting gear door aligning . . +. . + + 2 
. . WASHER. . . .. 4 ee ee e . . . m om om m oso . m . . t1 n9 2 
. . FITTING ASSEMBLY, Auxiliary LG wheel door fwd and aft... 2 

hinge 


. PITTING, Lubrication . . 


> BUSHING, Press fit plain (NA). . . . 
na NUT. 2 4 4 $06 9 $9 ὁ ο woe 6m oo 
. BOLT . . ὁ ee ee ee ο ο ο ο oe vee 
+ WASHER . . « o... +... © © © © . . ο t] 
. SPACER, Screw and bolt . . . . +. +. +. + +. 
. FITTING ASSEMBLY, LH auxiliary alighting 
F BUSHING, Press fit plain (NA). . . . 
. BUSHING, Press fit flanged (NA). . . 
"A FITTING. . . . s 4. o eseo ew on 
DOOR ASSEMBLY, Auxiliary alighting gear whee RH 


(see figure 371 for next assembly) 
BOLT . .. o. 


gear door 
1 . 


4 . ο. 


SOCKET, Auxiliary alighting gear door aligning . : 


FITTING ASSEMBLY, RH auxiliary alighting 


b. us BUSHING, Press fit plain (NA). . s 
«i s FITTING. . « « . ss ee © or on ot ot ng 
a NUT. e 03 3974 6 9 ch HRS Jede 
e BOUT ον ο ro £e ο ος RU CAU ume ce ce y^ -ᾱ 
. WASHER . « . « os ὁ e ὁ © © . © eo ow 
. SPACER, Screw and bolt. . . . +. + +. +. « 
. PITTING ASSEMBLY, RH auxiliary alighting 
. .  PBUSHING, Press fit plain (NA). . . . 
$^ s BUSHING, Press fit flanged (NA). ὁ 
be 8 FITTING. . . « « « 6+ ee © © @ « Š 


gear door 


. 
. 
. 
. 
. 
. 


ear 


ect Qro o... 
O 


O 
e... De o... Qe. 


e.. QU... ο ee Me | 


3 


n 


8 


P IO fO ie IO 47 IO TO i fO i fO E HENNE ΕΦ 


: : 
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34 3 2 1 H-175-58-6 


FIGURE 375 - HYDRAULIC NOSE LANDING GEAR DOWNLOCK RELEASE CYLINDER ASSEMBLY 








FIGURE & PART ! 
INDEX NUMBER NUMBER ' 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
375 146-58056 CYLINDER ASSEMBLY, Hydraulic nose landing gear downlock . . . . Re 
release (see figure 372 for next assembly) 
-1 HRBH5 .. END, Ród (AP). & «o4 e 09 ca el αι ο ea a De ae mou! Bae .οᾱ 
-2 AN316-5 é e. c?» 9 9 ο ο à 0 à» ο ο 9 € * 6 ο ὁ e 9 * ὁ 9 ο ὁ e e * ο * 2 
-3 146-58225 . ARM, Hydraulic nose landing gear downlock cylinder . . . . . 1 
-4 146-58216 . NUT, Hydraulic nose landing gear downlock cylinder gland . . 1 
-5 146-58227 + PLUNGER ASSEMBLY, Hydraulic nose landing gear downlock cyl . al 
-6 146-58571 . SPRING, Hydraulic auxiliary landing gear downlock cyl plunger 1 
(supersedes 146-58220 for future procurement) 
146-58220 . SPRING, Hydraulic nose landing gear downlock cylinder plunger 1 
(superseded by 146-58571 for future procurement 

-7 5R16-9 . RING, Spiral back-up (ΝΑ). . . es ees ss o ee eww we 4 
-8 AN6227-9 + PACKING. . « eee 9 «2ο ^» » ο ὁ ο » ὁ ὁ * * o ὁ ὁ ο ο 2 
-9 AN6246-14 2 PRING 2.7. Wee ο ow A NA RA Ce 6 
-10 AN6227-14 » , PACKING. o. ο . o... e ee ὁ ὁ ο ὁ ὁ ο ὁ ο ο ὁ ὁ o ο ὁ ο ο 8 
-11 1P6 . PLUG, Hydraulic (NA) . . +... ὁ ο . o... ew ww ww we tw 2 
-12 AN6227 -2 s. PAGINA AE A AO 2 
-13 146-58217 . SEAT, Hydraulic nose landing gear downlock cylinder. . . .. 1 
-14 AN6246-7 s RING 4 κ um ueste Da πο ο ο “6. Jet Oe 4 
-15 AN6227-7 ο. “PACKING” Ὁ ἡ. e de ARA ARS e a ορ ae 2 
-16 146-58218 + POPPET, Hydraulic nose landing gear downlock cylinder. ... 1 
-17 146-58219 . SPRING, Hydraulic nose landing gear downlock cylinder. ... 1 
-18 7R2-7D . RETAINER, Gland (ΝΑ) . . +. . . . ee ee eee 0... .... +... 1 
-19 2W1ALP25-25-64 . WASHER, Plain (NA) . . . « ο» ὁ ee eee ὁ e ο ο ο 9 ο ο ο ο 1 
-20 AN6232C1-9-16 of (ELE A TR ΜΑ CO RS E EO de Ἔα 1 
-21 7R3-7D . RETAINER, Rod "O" ring (ΝΑ)... . . +... 2 ee ee we wees 1 
-22 5R16-7 . RING, Spiral back-up fni). Pls Sean de cule, e a eich ie) Net ἐδ 8 2 
-23 ΑΝΘΘΟΤ-Τ e PACKING. © 4 0. © x» wo a ereto ο κ 4 e ᾱ- ο Ὁ ὃν α ο 1 
-24 146-58222 . NUT, Hydraulic nose landing gear downlock cylinder ring. . . 1 
-25 146-58215 . SLEEVE, Hydraulic nose landing gear downlock cylinder. . . . 1 
-26 5R16-20 ; RING, Spiral back-up (NA)... sesso eee ee ο ον ron on. 4 
-27 AN6227-20 a | PACKING: sna eee ee RA CER RO AAA 2 
-28 146-58214 . PISTON, Hydraulic nose landing gear downlock cylinder. ... 1 
-29 146-58213 + END ASSEMBLY, Hyd nose landing gear downlock cylinder. . . . 1 
-30 4B20-5-006 + . BUSHING, Press fit flanged (NA) . . . . . . +... .. . . +. 2 
-31 AN6246-27 «e RING 6 4 e 4 ew ses 4.4 ae A ᾱ ᾱ- 2 
-32 AN6227-27 « PACKING. . « 2 . « « © © © we «2 * 4» * ὁ « * * ὁ 4» ο ο 1 
-33 146-58226 . NUT, Hydraulic nose landing gear downlock cylinder . . . . . 1 
-34 146-58228 . PLUG, Hydraulic nose landing gear downlock cylinder. . . . . 1 
-35 AN6227-5 » PACKING. 4 o.c 0e. ἂν Se A O A αι ον α BR ὁ“ I 
-36 160-58102-3 . CYLINDER, Hydraulic nose landing gear downlock actuating . . 1 


(supersedes 11416-58212) 
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FIGURE 376 - AUXILIARY LANDING GEAR PISTON ASSEMBLY 





Rn & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
376 8802-10 PISTON ASSEMBLY, Auxiliary landing gear (CP). . . . . . . . . + e 

(see figure 377 for next assembly) 
-1 AN365D820 μμ ανω ο. ο D E O 1 
-2 8802-35 RETAINER, Metering pin (CP) .. .............. 1 
-3 8802-13A PIN (CP). A De eI 8o EE e od t Doer Bee E E 1 
-4 8802-24 PLUG, Piston tube (CP). ess ο so 4... cueu 1 
-5 AN6227-11 PACKING -aN in aa Ae κ ο i uy ος a ae da E 1 
-6 AN6227 -35 PACKINGS 42-60 ος ο hom ο E dl iO Gl lok Vai τῷ ve Cares a) JR Ue Lc, cis 1 
E 138-16 O A ue a ame E 3 
- 8802-3 HEAD, Piston (CP) . . i54 10.703 o» m RI woo Lec) ας ὦ 1 
-9 8802-5 VALVE, Recoil (CP)... . . « « 4. o... ew . . . . . . . ο n 1 
-10 8802-10 POLLOWER- (OP) 1-22 deo tae ο ο or e a 1 
-11 AN6227 -48 a PACKING: an 50 x6-o9 eni IRI RI E REQUE ο oe Cis Tal ο ο ο ο 1 
-12 AN6246-48 GORING co. nc ion Sg dah beet ee ο es "esce peque nae ο YU μα... 1 
-13 8802-54 ;. ADAPTER ACP LS 23-46 wo er a ἆν τορος eet ον δὲ atc Ro 1 
-14 AN6227-52 oe PACKING 6. 2.4 od Ao: set fos wee. m ὅτε eren Tees Ux ον ος tee la! a! ete mid lee 1 
-15 AN6246-52 ΜΕ κ ο io Saeed τ ae fa tea ae 1 
-16 8802-9 . BEARING (CP). . . . . . . ——— Unc 1 
-17 AN6232-1 A κα eR. ο ο das e ger ted coser e 1 
-18 AN6231-37 WIPERZ ο ὡς κών ως SO πο ρα e qo elg. Satis ecu ia 1 
-19 8802-48 NUT; Gland (CP). 05/5, Ga rote e ο ο ο ο. 1 
-20 612 COPA A ο ο ERA --- 1 
-21 742 CUP (TI). νι." ig ο ο ios 1 
-22 NAS2-101 FITTING, Lubrication . . . . . . . p . eee ee . . ene 1 
-23 8802-37 BUSHING, Shimmy damper support (CP) .. ... .. ... 2 
-24 8802-4 PISTON (CP). z Ὁ. τν ee τό ο ιο a x. Cea TR. we ee 1 
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FIGURE 377 - AUXILIARY LANDING GEAR SHOCK STRUT ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
377 8802B STRUT ASSEMBLY, Auxiliary landing gear shock (supersedes C.P. Ref BW E 

part No. 8802A) (NA part No. 156-34102- 20) 
(see figure 370 for next assembly) 
8802A STRUT ASSEMBLY, Auxiliary landing gear shock (superseded by C.P. Ref AB α 
art No. '8802B) (NA part No. 156-34102- 10) 
Tusc figure 370 for next assembly) f 
-1 AN7502-39 e NUT gee, xou σον eee ers, aes ὦ sees ces ey 1 
-2 8802-86 . WASHER, Special ‘axle (δρ) . o... ος S ides 1 
-3 8802-63 ο COLGAR Axle SCOR) uA o IUIS IRE ate RS mac E ee 1 
-4 AN320-4 KONUT E A te, Sh A E 1 
-5 AN960-416 e WASHER ^. V0 ο ous Uh e deum ο ο eu IU a TEE CES cS 2 
-6 AN24 -46 . BOLT.. dra AS a ο απ.” 1 
-7 8802-195 . ROLLER ASSEMBLY, Úplock (CP). 2-201. “Sie Shean ja, & ο 1 
-8 B610 . . BEARING (TOR). M Wigs merece e Mas το, eee Re Ee ek aos 2 
-9 8802-96 . SPACER, Uplock roller (cP): ο ο ο μα pan De. “ac Se 1 
-10 EBO4S8 . NUT, Uplock roller bracket (EN) . . . ... . .. . .. .. +. 4 
-11 NAS143-4 . WASHER, Plain. a. . . . . . . . i west or, ο es ο NEL do 4 
-12 8802-36 . PLATE, Spacer (CP). . . . ere de Wak ο ον ο ACE Sek e 1 
-13 8802-94 . BRACKET, Uplock roller (cp) κα da ο US E aa Ses as is 1 
-14 NAS143-4C . WASHER, Countersunk. . . . ο ο ντ ο Sou GR ee UT a 4 
-15 NAS144-30 . BOLT, internal wrenching steel 11198, aa ad cepe ο 4 
-16 8802B15 . ARM ASSEMBLY, Door striker (CP) . ........... . 1 BW m 
-17 AN320-12 S NUT, 4 2 ο πρός, adverte Ud a? je μμ πο a ave wes ISP αν ihr ds 1 
-18 AN960-1216 . WASHER... . ots IS Me: YER Ge qr AVR ο cs io Ja N 1 
-19 8802-84 . BOLT, Shimmy damper “connection (CP) tas a ia e la 1 
-20 8802-67 . NUT, Fork adjusting (CP). . ................... 1 
-21 8802-66 κ PLATE, Shimmy damper torque Ces SG Bh fon ow m c Ae um e cw 1 
-22 8802-65 : SHIELD, Upper fork dirt (CP). . E ord Aes. ο ο”. 1 
-23 8802-83 E RETAINER, Upper felt ring (CP). .. ... ... 24482886 1 
-24 8802-93 . RING, Felt upper fork (CP)... .. . ee ee . . eel ον 1 
-25 23 s CONE” ΠΤ} do. as aa dd 1 
-26 AN310-5 Νο. steeds ido ο Meo M ti. m WU Lue ο ο MUS E ds 2 
-eT AN960-516 z GWASHER os 40 ea x c£ ο we oe was ο, Wo VR a ὦ 4 
-28 RT3 s BEARING. (ΠΟΠ}........ ad rd a aa ee a I (e ee le a 2 
-29 NAS51-31 . RING, External retainer. . . . . +... a e s «««.:. 1 
-30 8802-68 . PIN, Cam retaining (CP) .. ......... ee rn 1 
-31 8802-69 s ROLLER, Cam retaining pin (CP). .. . .. . . . eee eee 1 
-32 8802-62 . STOP, Spring μμ Ἔν ο d secar ο ο Κο 1 
-33 8802-91 . CAM, Centering [5 Mene re CR ο die ok, Conde ο ορ μυς 1 
-34 8802-42 . WASHER, Spring (CP)... . ee ee se ee 3. t o on on n 1 
-35 M89 . SPRING, centering device (Cutting Tools, Inc.) . . . . . . . 1 
-36 8802460 . FORK (cp) . mt Bile ας E e fee Me ent eee μμ E δα 1 
-37 AN365-820 τ NUT des E κο RN ON καν. 1 
-38 AN178H32A v BOLT ο ζει ὃν ο ao ο ο ο ο ο μα te d καλο 1 
-39 8802A61 . GUARD, Barrier (6p) ; A A al RM 1 
-40 8802-90 ` PLUG, Fork for axle (cP), . . . . weis ος th ια EA 1 
-41 8802-64 . SHIELD, Lower fork dirt (cP): a eus as Sea var canes ca teak E 1 
-42 8802-92 . RING, Felt lower fork (CP). . . . . 2. ο eee eee ος 1 
-43 8802-82 š RETAINER, Lower fork ring (CP). . . . ..... «νο eee 1 
-44 744 CONE, Lower fork (MID. 1 
-45 8802-71 . NUT, Special trunnion pin (CP). . . ........::... 2 
-46 AN364-524 a μα ο a delye ασ cay. ο ο μα ο ου 2 
-47 AN5H26 . BOLT. ο ο aute e. NO 1 
-48 AN5H30 Gh BOLT uut Ἕν, S δὲν cone ο” s pei eC e eras 1 
-49 8802 -70A . PIN; Trunnion ^(CP)i... s a ως a ᾱ a Us 2 
-50 AN364-524 . NUT. "cM as al S 1 
-51 8802-73 . EYE, Tie down. (cP). εν uS. oie ο ο ο a cad ον 1 
-52 NAS2-101 | FPIDTING, ΜΜ ΟΕ... 2 
-53 AN364 -428 se NUT Vlr MR ley cel (ο ie, em ο ο lew la (ο) an e τῶ SS 2 
-54 AN24-27A . BOLT... ο ο eh a eo qe cr ye qna] ve Teele Sel Tu 2 
-55 8802-59 . BOLT, Torque armend (C) o 4 
-56 8802-55 ` WASHER Torque arm end (CP ) a aU fo ο μον 4 
-57 1380 7 CONE (TI)... ol ος EM EE 
-58 8802-40 . PIN, Torque arm ena (cP). BO tee wie dee Se. div ο Bees Be, ee 2 
-59 8802-146 TORQUE ARM ASSEMBLY, Complete (CP). "| 1 
-60 AN310-6 ae qNUEG. e cs mr ορ ea da 1 
-61 8802-41 .. . WASHER, Torque arm center (CP). BM DIY M δν ος, VOIE. avis 1 
-62 8802-45 . . BOLT, Torque arm center e s A iu a 1 
-63 8802-46 . . ARM ASSEMBLY, Torque (CP). .« . e ο o Rm Roos 2 
-64 8802-51 . BUSHING, Torque arm center (CP). . . . . . . . . . 2 
-65 1328 . . . CUP, Torque arm end bearing (TI). . . . . . . . . . . 2 
-66 AN6287-1 . VALVE. . . Sx ο A ας Qe o Soi. tay, Pass 1 
-67 8802-102 ` CYLINDER ASSEMBLY (cP). ; το Aue ια Ἐν ὡς ww. x 1 
-68 AN364-918 25. 1 de) set aks, A ws L6 a E oe, eie Mp NO 1 
-69 AN6227-9 . . PACKING . . iX edes Ὁ A Bsa ans Evisa d ot I 
-70 8802-126 . . PLUNGER, Tube " (cp) e δρ ο. M ο’ Τὰν νῷ 1 
-71 AN501A10-6 Do. . SCR. ... ο ο E Gol». X -- EE 1 
-72 8802-270 [OI IORING, Plunger head (CP)... . . . . S ea ee dm Hanes 4 1 
_-73 8802-27 . . . HEAD, Plunger (CP). . . . . ee eee eee ee eee 1 
-74 8802-23 [Ol a PLATE, Orifice (CP). [o LE ue γος ην νην 1 
-75 8802-26 . . . TUBE ASSEMBLY, Plunger (ο) ο ο το. Be SS dre, iet rts 1 
76 8802-2 2 CYLINDER (CP). . : νιν νιν νιν 1 
-TT 1250 , COVER, Elbow 011 cup threaded (GT). παν κ i eie 1 
-78 8802-104 ‘ PISTON ASSEMBLY, Auxiliary landing gear (CP). . . . . . . . 1 
(see figure 376 for detail breakdown) 
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FIGURE 378 - HYDRAULIC NOSE LANDING GEAR ACTUATING CYLINDER ASSEMBLY 
676 











PART 
NUMBER 


175-58078 
146-58279-10 


HSB12C0H 
NAS2-101 
2W11A12 
AN316-12R 
7R2-19D 
AN6231-9 
2W1ALP65-45-64 
AN6232C3 -9/16 
TR3-19D 
AN6246-19 
AN6227 -19. 
175-58246 
175-58248 
AN6346-31 
AN6227-31 
1N6-38 
175-58247 
4B20810-11 
AN6290-5 
AN6291-5 
AN6289-5D 
AN832-5D 
AN927-5D 
AN919-11D 
AN6290-5 
A6070-15 
AN893 -8D 
AN6291-5 
AN6289D5 
AN837-5D 
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Group Assembly Parts List 


AUXILIARY ALIGHTING GEAR (Cont) 


2 3 4 5 6 7 


(see figure 370 for next 
END ASSEMBLY, Hydraulic nose 
cylinder piston rod 


. BEARING (AP). š Leo ο a a ia a 1 
. FITTING, Lubrication, > As o στο 1 
WASHER, Tab lock (ΝΑ). . s « « s « e ee we ee ew ο ο ο ο ο 1 
NUT. ο; ο ο ων ας Gom AAA IR ιδ. 9 1 
RETAINER, Gland (Na) ο A ἃ Bah ο a AR JS IUE 1 
WIPER. . . «. CR ο, ον ser ᾱρ A 1 
WASHER, Plain" (NA) ; $ qos c» nd) oq ey SP οἱ ἂν ovo ue 1 
STRIP. . . A δν Y EASY CUu UR 1 
RETAINER, Rod "o" ring (NA). ta ceo woe ὃς ο m Ov ο ὦ 1 
RING €». 909 e ὁ a IRI LN 2 
PACKING. . +. . ο ear. eS Say ^P ως 1 
CYLINDER, Hydraulic nose landing gear actuating. . . . . . + 1 
PISTON, Hydraulic nose alighting gear actuating cylinder.. . 1 
RENGA soa Si Biter a AA δι de Uo Um τας a ἃ CTS 4 
GASKET . . . Sew cmo A eves ὧν Vw WS 2 
NUT, Cylinder lock (NA). . - s ef ας οι ue. Mer ene -ᾱ 1 
HEAD ASSEMBLY, Hydraulic nose landing. gear actu uating cylinder 1 
. BUSHING, Press fit flanged (NA) . . Wow A 2 
GASKET 4 4545906 wm ο ο ᾱ -ᾱ ὦ AA τε Ὁ aa 2 
RING .... v "ees ο US ord se ο UR Ae oer es στ. 1 
NUT. 4 € 8 AA ορ ας Ese: AA AA 1 
UNION. ο Decium ο A a ου” 1 
ELBOW. 3 $0» SS -ᾱ ος E ος AR e ce ο δν RI ο) «ον wi e 1 
REDUCERS. ο a Ὁ aa a Yor € Ree e s aD eds. moder ide ies 1 
GASKET 4... 94 ο a a ᾱ. Jo e xe os e RAUS ο Bl Genel Ὁ 4 
SURGE VALVE, Balance outlet relief bleed type (VNMB).... 1 
BUSHING. ος oe ee oes dé Ὁ κ aa a 1 
RING 4 e 40e 9 5. a ww) ο Mee a ἃ ῷ dogs iw VOV 1 
NUT. 2-9 x. x4 Ῥέα a WS ος 1 ος de ELO fes ROC 1 
ELBOW. . v 2 o4 ὦ € c 0 ᾱ ᾱ, a ο ο e 1 





NOMENCLATURE 
CYLINDER ASSEMBLY, Hydraulic nose landing gear actuating. . . . 


assembly) 


landing 


gear actuating. . . . « 1 
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Group Assembly Parts List BUT ον 
AUXILIARY ALIGHTING GEAR (Cont) 





32 4 3 35 36 H-115-34-5B 


FIGURE 379 - AUXILIARY LANDING GEAR SHIMMY DAMPER ASSEMBLY 
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PART 
NUMBER 
146-34201-20 


146-34209-10 
AR12 
146-34210-10 
175-34228 
146-34207 
AN6231-13 
AN6232-4-3/8 
146-34208 
AN6246-23 
AN6227 -23 
AN520-10R8 
AN6204-2 
146-34204 
146-34205 
AN6244-9 
AN6230-9 
146-34206 


. 146-34203 


146-34201-11 
AN6246 -33 
AN6227 -33 
146-34212 
146-34222 
146-34214 
146-34226 
AN565B6-4 
146-34211 
NAS50-106 
146-34202-10 
146-34201-9 
79-012-062-0500 
175-34229-3 
175-34229-7 
175-34230 
146-34217 
AN6227-16 
AN6227-6 
146-34215 


2W1-21-22-63 
146-34216 


146-34224 
146-34221 
146-34219 


146-34218-10 
175-34226 


175-34227 





AN 01-60AABA-4 
AUXILIARY ALIGHTINO GEAR (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


DAMPER ASSEMBLY, Auxiliary landing gear shimmy. ο far el ju 


e 9 9 9 ο . 9 9 39 ο 9 ο 9 9 5 9 $ 9 ὁ 9 ο. 


ee ot ο n 


see figure 370 for next assembly 
supersedes 146-34201 and 146-34201-10 for future 
procurement) 


END ASSEMBLY, Auxiliary Tanang gear shimmy damper piston rod 


BEARING (TOR). . . . 


NUT, Auxiliary landing gear shimmy damper “rod “end” lock eee -ᾱ 


WASHER, Auxiliary landing gear shimmy damper rod end lock. . 
NUT, Auxiliary. landing gear shimmy damper gland. . . . . +. + 
SCRAPER. ο ο Kap, Et LE eL ο ο δι ο Ίο, 
FELT . . . dE 
RETAINER, Auxiliary landing gear shimmy damper gland PDC MER 
RING 4, . 4 409 & ew * 9779 τᾱ 8 09 cm m ο. 9 ο 9 ὁ Ὁ. ὁ ο i ὁ 
PACKING: «à. ο ο ο ὃς ux oo lm lu οὖς sl UU UV. S. I is 
SCREW i o6 ο tar ο velie T eo an ο ο ο ο. 
VALVE. . 9 $ κ ὅν Ὅς αμ. 
CAP, Auxiliary landing gear shimmy damper "swivel FE 
CAP, Auxiliary landing gear shimmy damper. Vr venie. Im ο ο. 
RING ο vei vm" ο ο ο areas ἐφ) EIL, το, κὰν ο ο ο ο ο 
GASKET .... να νο ἃ 
NUT, Auxiliary landing gear * shimmy damper cap “lock v. Taj der «ὃς 78 
CYLINDER, Auxiliary landing gear shimmy damper . PME 
CYLINDER SUB ASSEMBLY, Auxiliary landing gear shimmy damper. 
ΠΊΝΩ. a a a ο URS WO ο ο ο ο ο ο m ο τα 

PACKING . . . . " E 


SCREW, Auxiliary “landing” gear shimmy “damper check valve 
SPACER, Auxiliary landing gear shimmy damper check valve. 
SPRING, Auxiliary landing gear shimmy damper check valve. 
POPPET, Auxiliary landing gear shimmy damper check valve. 
SCREW .... es 
ORIFICE, Auxiliary landing. gear shimmy damper piston. ou. 
RING, Internal retainer... ε.φ, eae ae 
PISTON, Auxiliary landing gear * shimmy damper. "E 
PISTON SUB ASSEMBLY, Auxiliary landing gear shimmy 'aamper 
. ROLL PIN (EN) .. WU G 
. COLLAR, Auxiliary alighting gear shimmy damper PERS 
indicator rod 
. COLLAR, Auxiliary alighting gear shimmy damper... . 
indicator rod 
RING, Auxiliary landing gear damper retainer . . . . . 
PISTÓN, Auxiliary landing gear shimmy damper reservoir 


"NE PACKING. x 

. . PACKING. . . vie fal ο VE. ing. eu a fe Je 

+ . SPRING, Auxiliary. landing gear shimmy damper reservoir 
piston 


. WASHER, Plain (NA). VP xe eae See A idea 
SPRING, Auxiliary landing gear Shimmy damper indicator 
actuator 
. SPACER, Auxiliary landing gear shimmy damper indicator 
rod stop 
SPACER, Auxiliary landing gear shimmy damper indicator. . 
rod 
RETAINER, Auxiliary landing gear shimmy damper indicator. 
rod 
ROD, Auxiliary landing gear shimmy damper indicator . . . 
PLATE, Auxiliary alighting gear shimmy damper filler cap. 
warning 
FITTING ASSEMBLY, Auxiliary alighting gear shimmy damper. 
filler 
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FIGURE 380 - AUXILIARY ALIGHTING GEAR DOWNLOCK ELECTRICAL SWITCH INSTALLATION 
680 





H-175-54-96 








Section [| 


ΑΝ O1-60AABA-l Group Assembly Parts List 


AUXILIARY ALIGHTING GEAR (Cont) 


downlock switch mounting 


PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175-54301 SWITCH INSTALLATION, Electrical auxiliary alighting gear. . . . Ref 
downlock (see” ES 256 for next assembly) 
AN365-1032 O AA ee erg A a e a ΕΕ 8 
AN960D10 od WASHER. o. a 915m. orte: κο, νος : . s s eu uu. 4 
4B2183-023 . BUSHING, Spacer e ie νοκ ο“ μ.ο 1 
4B2153-021 . BUSHING, Spacer NA NE cu ο oce m res 1 
AN3-22A . BOLT . . . was Se. ο aly Vest vel oie. Jet ῳ 5 E 1 
AN3-36A . BOLT... : ολων Quo ATA Se 1 
175-54304 . LEVER ASSEMBLY, “Electrical auxiliary alighting gear. . .. 1 
downlock switch actuating 
4B20B5-007 . . BUSHING, Press fit flanged (NA). a NECS 2 
175-54306-3 . CLEVIS, Electrical alighting gear sequence switch. SA: 1 
adjustable link 
175-54300-13 . CLEVIS, Electrical alighting gear sequence Switch. . . .. 1 
adjustable link 
175-54305 . BARREL, Electrical alighting gear sequence switch. . . . . 1 
adjustable link 
175-54303 . BELLCRANK ASSEMBLY, Electrical auxiliary alighting gear. . 1 
downlock switch actuating 
4B20B5-008 . . BUSHING, Press fit flanged (NA). . . . . . . . . . . . 2 
AN3-10A ώμο A ο. μμ Ci PL Gutes ig 2 
AN960D10L ο. » WASHER: ¿dies arias Sete inne. se oue day led Sitar ere de fa i nie 14 
AN393-9 . PIN. Rum ELE ὧδ. a Κις 4 
175-54307 . LINK, “Electrical auxiliary alighting gear downlock . . . . i 
Switch actuating 
AN3-7A . BOLT, Electrical auxiliary alighting gear downlock . . . . 1 
switch bellcrank 
175-54308 ARM, Electrical auxiliary alighting gear downlock. . . . . 1 
Switch actuating 
175-54311 . SPACER, Auxiliary alighting gear downlock switch bellerank 1 
175-54309 . SPRING, Electrical auxiliary alighting gear downlock . . . 1 
switch torsion 
NAS43CS3-44 . SPACER, Screw and bolt . . ο ties τὰ 1 
175-54310-3 . SPACER, Electrical auxiliary alighting gear “downlock PSP: 1 
Switch lever 
2HA1(RH) . SWITCH ASSEMBLY, Alighting gear hermetically sealed (MCS) 1 
, (1s interchangeable with and supersedes 175-54331-10 
for future procurement 
175-54331-10 . SWITCH.ASSEMBLY, Alighting gear hermetically sealed sequence .1 
double (see figure 390 for additional next assembly) 
AN507-632R6 ee ot SCREW. ο le yah Wa! coda ame κ ον ας 4 
AN936D6 . . WASHER. . 4 
175-54336-1 + . COVER ASSEMBLY, Electrical 'alighting gear hermetically. 1 
sealed sequence switch 
175-54336-2 + . COVER ASSEMBLY, Electrical alighting gear hermetically. 1 
sealed sequence switch 
4B20B4-003 . . . BUSHING, Press fit flanged (NA)... oi 1 
175-54386 - . COVER ASSEMBLY, Alighting gear hermetically Sealed. . . 1 
Sequence switch double 
175-54386-3 - . . COVER, Alighting gear hermetically sealed sequence . 1 
switch 
175-54389 - . . BOLT, Alighting gear hermetically sealed sequence. . 1 
j Switch cover attaching 
2W1F10-11-32 e + . WASHER, Plain (NA)... . . ον we ee ο νο 4 1 
AN931-6-10 q Aa GROMMET. . bn τος τῷ 1 
175-54387-5 . . . INSULATOR, Alighting gear hermetically sealed. . | . 1 
sequence switch 
Commercial - . SCREW, Hex socket set cup point cadmium or zinc plated. 4 
10-32 x 3/4 
175-54338-1 $ ARM ASSEMBLY, Electrical alighting gear hermetically. . 1 
sealed’ sequence switch mounting 
175-54338-2 + . ARM ASSEMBLY, Electrical alighting gear hermetically. . 1 
sealed sequence switch mounting 
1HS1 . . SWITCH, Hermetically sealed (MCS). . . . sites 2 
175-54344 - . PIN, Electrical alighting gear hermetically sealed. E 1 
sequence mounting 
175-54337-5 í CAM, Electrical alighting gear hermetically sealed. . . i 
Sequence 
175-54334 r CASE ASSEMBLY, Electrical alighting gear hermetically . 1 
sealed 
175-54343 A . PIN, Electrical alighting gear hermetically sealed . 4 
sequence index 
175-54302 . BRACKET ASSEMBLY, Electrical auxiliary alighting gear. . . 1 
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FIGURE 381 - AUXILIARY ALIGHTING GEAR UPLOCK ELECTRICAL SWITCH INSTALLATION 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
381 175-54327 SWITCH INSTALLATION, Electrical auxiliary gear uplock. . . . . . Ref 

see figure 256 for next assembly) 
-1 AN960D10L e “WASHERS, νο seco. Ὁ... ww. SNES τῷ gi as, Bed -ᾱ ο ο ο ος 
-2 AN393-15 e PIN eo E E E ο x^ ος A εδ ας ος δν οὐ 1 
-3 AN393-9 a PIN a ο A Ae oe Yer tem LI ο LEE 2 
-4 175-54326 ο μα ο X246 ete se Ro eoe Ορ ele cd Se on” Tes ο. 1 
-5 AN365-428 vs ONUT eje weisen αν ο ο a A ο ce a wee, XS 
-6 AN960D416 . WASHER, . ο μονο dE Ie woes c we XLI a ὩῚ SS woche ner chew ο. 
-T AN4-11A . BOLT. . 9 gv ens: αν See Got ο O] 1 
-8 175-54348 . ARM, Electrical auxiliary alighting gear uplock . . . . . . ο 1 
Switch actuating 
-9 175-54306-9 . CLEVIS, Electrical alighting gear sequence switch 5? ee Sel, ET 1 
i adjustable link 
-10 175-54306-3 . CLEVIS, Electrical alighting gear sequence switch ...... 1 
adjustable link . 
-11 175-54305 BARREL, Electrical alighting gear sequence switch . . . . . . 1 
adjustable link 
-12 4B2184-119 . BUSHING, Spacer (NA)... . .. ee .. eee ee ew eee 1 
-13 AN4 -23A . BOLT. . a a ο ο ο a i ο ο E E τ 1 
-14 482184 -022 ; BUSHING, Spacer (NA) «cua a eo ina I IIO I 
-15 AN4-13A « BOLT, |.. 5 " ο hay a le 1 
-16 175-54329 ` LEVER ASSEMBLY, Electrical auxiliary “alighting gear uplock. . 1 
switch operating 
-17 4B20B6-014 . . BUSHING, Press fit σα περα (NAN ιτ οσον ος ENS E 2 
-18 AN365-1032 ΝΟ ae Goes MES Say ia, GGL ο shah or Oe Woo aw eee a 6 
-19 ΛΝΟΘΟΡΙΟ . WASHER. . . . . ie E τῳ 5 a νο ya tes «20 
-20 AN3-23A « BOLT. T E ee νεος, τὸν ο ο e CAP CRISI t s Sa hoy E! e 2 
-21 AN3-24A . BOLT. eue tae) ὅς P DUE Wt eoe. uie um Ns ορ. VS. Me. ες ος 2 
-22 AN3-25A « BOLT. ς . $ ‘ vi sep al vies ee Urea: fel wt, te Sp OA eS 2 
-23 2HA1(LH) . SWITCH ASSEMBLY, Hermetically Sealed (MCS) (is interchangeable 1 
with and supersedes 175-54331-10 for future 
procurement 3 
175-54331-10 . SWITCH ASSEMBLY, Alighting gear hermetically sealed sequence. 1 
double (see figure 390 for additional next assembly) 
-24 AN507-632R6 Je CREW o a νο a ROC a Gap το Ὁ; o aa νι) ᾱ- Ὦ 4 
-25 AN936D6 . . WASHER .. ee 4 
-26 175-54336-1 er COVER ASSEMBLY, "Electrical alight ing gear “hermetically ne 1 
sealed sequence switch 
-27 175-54336-2 . COVER ASSEMBLY, Electrical alighting gear hermetically . . 1 
sealed sequence switch 
-28 4B20B4-003 . . . BUSHING, Press fit flanged (NA). . . . m 2 
-29 175-54386 ' . . COVER ASSEMBLY, Electrical alighting gear hermetically aia 1 
sealed sequence switch double 
-30 175-54389 . . . BOLT, Alighting gear hermetically sealed sequence . . . 1 
Switch cover attaching 
-31 2W1F10-11-32 v vw ο WASHER, Plain (NA) s 2.5 sna 9 a a a ὃς 1 
-32 AN931-6-10 xw he GROMMET ᾿ > ου 1 
-33 175-54387-5 τ. ο εν INSULATOR, Alighting gear hermetically sealed ph um ae Oe 1 
sequence switch 
-34 No Number " SCREW, Hex socket set cup point cadmium or zinc . . .. 4 
plated 10-32 x 3/4 (ALN) 
-35 175-54338-1 ARM ASSEMBLY, Electrical alighting gear hermetically . . . 1 
Sealed sequence switch mounting 
-36 175-54338-2 ARM ASSEMBLY, Electrical alighting gear hermetically . . . 1 
sealed sequence switch mounting 
-37 1HS1 . . SWITCH, Hermetically sealed (MCS)... owes A 
-38 175-54344-5 « on. PIN, Electrical alighting gear hermetically “sealed . x 1 
p sequence mounting 
-39 175-54337-5 += . CAM, Electrical alighting gear hermetically sealed . . 1 
Sequence mounting 
-40 175-54344 ‘ CASE ASSEMBLY, Electrical alighting gear hermetically. . . 1 
sealed sequence double switch 
-41 175-54343 . . PIN, Electrical alighting gear hermetically sealed . E 1 


Sequence index 
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FIGURE 382 - CATAPULT MECHANISM 
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Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
382 71156-56003 CATAPULT INSTALLATION. ATI POPSET" τὰν. ϱ ο s 

-1 146-56411 . DOOR ASSEMBLY, Catapult hook. . . Site ku. ie. Mel rib «Ὁ τὸς ας ἂν 1 
146 - 561819 . . BEARING ASSEMBLY, Catapult hook “door Juden de E πρ. 2 
-2 BAT . "BEARING, Small roll regulator (TOR). . . . . . ; scu 
-3 146 -56414 : JOURNAL, Catapult hook door hinge pin νι αμ ο Mop ae 2 
-4 146 - 56815 PIN, Catapult hook door hinge . . . E E E 1 
-5 146-56413 A LINK ASSEMBLY, Catapult hook door . . .. . . . . . . . . e 2 
ATTACHING PARTS 
-6 AN393-11 ΜΝΕΙΑ Ρα ο er EX ar de (o RI IER 2 
-7 AN310-3 e NU cose ay Ge AS ae ο ep We en alee A a RC ETATS 2 
-8 AN960-10 . WASHER. . . ap DIE 2 
-9 146-56416 . BUSHING, Catapult hook door link assembly NECEM Ὃν io ὃς. dé. AS 2 
-10 AN3-7 BOLT. 4 owe A a T w NR Sark. δὲ, ES 2 
-11 AN161-16RS POR "EM As 1 
-12 AN365-1032 NUT-. 20. Wo €» 0€ € - crx 1 
-13 AN960-10 o MASHERZ 0 wx) cx cr» eo Οδ) ο ο er E Uy eee tu ον ος, ca) 18; -ψ 2 
-14 AN42-3A BODT Sot πο So κᾶν altel Pee IA ad war e cbe VV 1 
-15 146-56713 . SPRING, Holdback catapult system handle retaining ...... 1 
-16 AN365 -428 ο μας μπα ο. ο O e REUS a lave Bes 1 " 
-17 ANQ60D416 & DWASHER Pecos Gat κῶν εὐ, rales ὃς αν a Give een er Re. bg rd «TOP ORE v 2 
-18 AN960D616L sy WASHER. wo. ος vu dw ο ο er ecu rater αν ο cac e ow 4 
-19 NAS75-4-026 . BUSHING, Plain press fit “steel. νυ nc! ue et E 1 
-20 AN4-12A . BOLT. .. iat SUM οτι. 1 
-21 156-56717 . HANDLE ASSEMBLY, catapult System release. n" A SS eS 1 
-22 156-56718 . BRACKET, Catapult System release handle support ; πο να 1 
-23 AN393-14 v SPINA IA Ge a utes ere e Ας RO ward eu e e REIS IY A ni der 1 
-24 AN393-12 οι A a Er ES ὃν μέν. del «ἃ 1 
-25 AN960D10L . WASHER, . ο σι δια dra 1 
-26 156-56720 . LINK ASSEMBLY, “Catapult hook “pulley actuator. DR οσον s 1 
-27 AN392-25 . PIN.. $i ds. Up Fora ue > e ovy πο σι 1 
-28 146-56422 . COLLAR, Catapult “hook actuating Shaft ots ou Moe tn RE 1 
-29 156-56721 B BELLCRANK ASSEMBLY, Catapult hook nad actuator ο wah ca tA 1 
-30 AN392-12 PAN a € s A D os XA dE δρ E ἃ ας T 1 
-31 ANQ60D4L . WASHER. . SOS as pe 1 
-32 156-56723 . STOP, Catapult “hook actuating pulley ‘cable. o 2 2 1 oa 1 
-33 AN365-1032 + NUT AA al a Yes ee Gey a Seared Oe ὦ ὦ 1 
-34 AN960-10 XE cor QNID RM CREE IEEE μι ος το 
-35 AN3-13A « BOLT... a DE E τὸ" ἄνερ ἵν“ 1 
-36 156-56722 . PULLEY ASSEMBLY, “Catapult hook actuating. παν ον... 1 
-37 2W1Cl1-32-30 . WASHER, Plain (NA) . . es. uoces ου CAR 
-38 146-56421 . HOUSING -ASSEMBLY Catapult hook actuating shaft Je wc 2 
-39 B108 A BEARING (DOORS κ πο: 
-40 2W1C41-32-60 . WASHER, Plain (ΝΑ)... .................... AR 
-41 AN365-1032 4 NUT a veo Re ος ae Rie Sas ioe DER ο ον EP we ἄνες ο μυ.” 1 
-42 AN960-10 s WASHER. «uu ao cei as ο τῷ uii alos E ος που. 2 
-43 AN3-13A . BOLT. : HET Ww Ee) ο - 1 
-44 156-56418 BELLCRANK ASSEMBLY, Catapult hook actuating ας i, AS 1 
-45 146-56417 LINK ASSEMBLY, Catapult hook ud ioc E aime e οὐ a Sa ae 1 
-46 ATH BEARING, Heavy duty needle (TOR). EIN 3 EEAS da 1 
-47 156-56420 SHAFT, Catapult hook actuating. . . . . .. . . . . "E 1 
-48 AN320-16 NT... E . .... 1 
-49 146-56406 WASHER, Catapult "hook pivot pin retaining 3412125 σι ots 1 
-50 2W10118-72-10 WASHER, Plain EA ὁ ο A . ο . κ e. AR 
-51 2W10118-72-20 WASHER, Plain WED ne IP EC em . 6 . κ a a ΔΒ 
-52 146-56405 PIN, Catapult hook pivot, . er ee eee 1 
-53 160-56401-5 HOOK ASSEMBLY, Catapult (supersedes 146- 56401). αλα “Oh ἕλος 1 
-5h 160-56401-3 . HOOK, Catapult 2. . . «ον 6 xo ο ο ea «.... ᾱ 
-55 NAS2-201 . FITTING, Lubrication x^ να ναι E e 1 
-δ6 12B080 . . NUT, Internal thread i8-e 20° (EN). ον ar oat a: cl 
-57 146-56403 |o. STUD, Catapult hook. SAS ide ο ER ee ον να pl 
-58 146~56404-5 "ES SPACÉR, Catapult hook. . . . . «. 101111] Pi wd 1 
-59 AN509 -616R15 ; SCREW. . . : ο ο. 
-60 146-56403 + . SPACER, Catapult hook threaded | eee ee ος. 1 
-61 AN392-21 e PIN .. EE" EE . 1 
-62 146-56708 . COLLAR, Holdback catapult system. take- -up. ue S C ares pias tk 1 
-63 146-56706 . TUBE ASSEMBLY, Holdback catapult system take- -up M ᾱ EE 1 
-64 146-56707 . BELLCRANK ASSEMBLY, Holdback catapult system take-up. EO 1 
-65 B88 . . BEARING, Small roll regulator (TOR)... O | 
-66 AN210-2A PULLEY. . αι » . ος fa ον 1 
-67 146-56710 CABLE ASSEMBLY, Holdback catapult system. take- -up "stop ο ον 1 
-68 146-56714 . CLIP, Holdback catapult system take-up stop cable ας E^ 1 
-69 146-56723 4 SPRING, Holdback stop cable take-up . . . . + itu S rots e 1 
-70 146-56709 . LINK, Holdback catapult system take-up. "EC trs aoc, is da 1 
-71 146-56705 . SPRING, Holdback catapult system take-up. . . . A A 1 
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HOLDBACK MECHANISM (Cont) 








FIGURE & PART . ; ` UNITS USEABLE ON 

INDEX NUMBER " NUMBER 1 2 .3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
383 156-5600 HOLDBACK MECHANISM INSTALLATION. ἢ τν «νι ος E 

-1 # 156-56602-101 . DOOR ASSEMBLY, Holdback . . . +. e «© e +... s © © © ee eo on 1 A 

` ATTACHING PARTS 5 i : 

-2 AN365-1032 a NUL o ep vee ο Se use. zack ο. a) oos νο 3 

-3 ΑΝΟΘΟΡΙΟ . WASHER. . . . . © we +. ... ere CEST . $e; NR 4 

-4 AN960-10 . WASHER. HETA exe aire de ο 5 a 2 

-5 ᾿ AN3-22A . BOLT. . ολ a Wer ne. Yes SA “K 5 ς 2 

--6 AN3-21A e GBOLT. Wwe τα ra eae Oe ow š 5 . HN AD 1 

-T ANAHA ο “BOLTS. 4o. ο Ὁ ο, αν ος m Ue e e in el» ws e 2 

-8 AN960D416 . WASHER. . « a . .... © +. 5 GT πο; ος 4 vel e LiT vam ee -ᾱ bea x 4 

aes εν 
-9 156-56620 . SPRING, Holdback latch operating door. . . . +. + 


-10 156-56615 
-11 4 175-56638 
-12 156-56618 


PIN, Holdback latch operating door henge $ 
BRACKET, Holdback door forward . . tg 
. BRACKET, Holdback door aft . . . . +. +. + 


-28 . Ise. 56636 
-29 156-56619 
-30 156-56619-3 


FITTING, Holdback ἀρ]οσὶς support. rA ss 
BRACKET ASSEMBLY, Holdback centering roller v. us 


-13 AN365-1032 we NUM 2 £633 6-99. ο οι qu ος ο et ὧν TUN Ss 

-14 AN960-10 or WASHER 2 oe ο 9 9 Ὁ ὁ Ὁ Ὁ * 5$ s owes 
-15 . AN3-11A s SBOLUM 4059 ew wu ws A ο er ee: iaa. ed. m * 3e e 
-16 AN320-3 NU soe. ον MS, Adan wee e E^ EP. $ o AEn 
-17 AN960D10L . WASHER. . . . «© ὁ « e © «© ον is SENS LES: E Sea 
-18 AN23-13 . BOLT. . . . πα το ο Μο ο. e . 
-19 # 156-56637-100 . LINK ASSEMBLY, Holdback uplock actuating. . . . . š 
-20 4 156-56637-5 . . CLEVIS, Holdback uplock actuating. . . . +. + ν X 
-21 AN316-4R s we NUTO ο ο ο ον ᾱ. 09 o, 4 o o ος Ὁ ο. š - š 
-22 F3} -14 |Z > END, Rod (HE) . . . . . SEU fhe ep sade a 
-23 AN365-1032 νυν i ese MS 
-24 AN960D10 « WASHER. . . . ὁ « ὁ ο +. η. να aree Cel Here E 5 . 
-25 AN3-11A . BOLT... E τ ο 
-26 ^  156-56635 . HOOK ASSEMBLY, ' Holdback uplocie (magnetic inspected Ὁ 3 
-27 PN3A . . BEARING (TOR). . . . LR ws ΚΝ s E 


BRACKET, Holdback centering roller... 


-31 AN365-428 MEC AA 


eo] E ο 0 9 ο n 
eee 8 9 o9 v 9 o9 9 c£ cs 9 9 0 9 9 9 o9 9 o9 9 9 t$ 9 9 9 9 9 


5 9 9 o9 ο 9 € o? 9 mr... o» 9 9? 9 9 9 ο 3 9 5 


PPON «ει HP P P pH πι P ITO π! P m j|] p EL TO P ESL fO π! εν I AA 


-32 AN960D416 ; WASHER . . . . o... eo ee . te te n m on ng. 3 E 
-33 AN509-416-34 . SCREW... ος cay ορ SS Ze A s 
-34 4B21S4-110 . BUSHING, Spader "(NA) . Wow ως Voli A : 
-35 146-5661 . ROLLER ASSEMBLY, Holdbaek centering. MES , 3 
-36 B66 . BEARING (TOR) . v. Y JR. A el eee Ὁ 2 i 
-37 156-5660907 BUNGEE ASSEMBLY, Holdback "ιν νη τ si . 
ATTACHING PARTS $ 

-38 AN365-1032 ο E ο ο ONS ae hae shea se 
-39 AN960D10 κ WASHER cns cem O ee olden, alee 
-40 AN3 -13A . BOLT ux UE vds e ch pee n erat fa I Jan MO ο 

AN3-10A . BOLT (upper). . . « « « 4 e ee oh om +. oh om n t t! n n . . 

A, οσα 
-41 M34-14 . . END, Rod (HEC) . . . . . . . . 4 . . «ο: o. «δν...» 1 
-42 AN316-4R 2 . NUT. . ο dw; 9 m cw 6 Sa 1 
-43 156-56609 . . CYLINDER ASSEMBLY, Holdback “bungee d ας κ. irs n 1 
-44 156-56611 . .; SPRING, Holdback bungee. . . . . i wheels 2 VA 1 
-45 4S3D616-100 Ὁ . SPACER, Bolt (NA). 5 EGENT 1 
-46 156-56610 . . PISTON.ASSEMBLY, Holdback "bungee (magnetic inspected). . 1 
-47 156-56608 + . BUNGEE END ASSEMBLY, Holdback. . . « « « © © «© © © «© @ «@ 1 
-48 LS3 š ” . BEARING (HEC) . . . . 2 4. s «ολο.» «ο. og + 1 
-49 AN320-4 th ο μμ Wowace eke A Shee at ee Seas eg 1 
-50 AN960DH 16 . WASHER. . « ACEITE 1 
-51 4gh-8-19 | SPACER, Rivet (NA)... . ο Meech There e 1 
-52 146-56605 . BOLT, Holdback pendant stop so e ves mu Toe sos) vs ere 1 
-53 AN320-16 .. NUT (magnetic inspected). . . . . . .. ees ICE ER 1 
-54 AN960-1616L ^ WASHER. ... O E D ο. 1 
-55 AN36-42 . BOLT (magnetic “inspected) | s s ze d 1 
-56 156-56003 “ | FITTING ASSEMBLY, Holdback (magnetic “inspected ) NES EK E 1 
-5T NAS2-101 s FITTING, Lubrication ala A A areis E 1 
-58 AN365-428 . NUT (magnetic inspected). . . ἡ ἃς og RII NR 1 
-59 AN960D! 16 . WASHER. . . s Tone . Pape us tea har καὶ 2 
-60 AN4-26A . BOLT (magnetic “inspected) | ἘΠῚ . , dub. Meese ἐνὶ dii 1 
-61 146-56631 . NUT, Holdback trunnion pin shear. . . . . AM EM 1 
-62 2W1AL80-70-91 . WASHER, Plain NA) ντ Roi ow, ues ye ον. a . Ge ar ey ae oe. 3 
-63 2W1-80-52-50 . WASHER, Plain NA) ο ay. ces ο σκι, va ee de vs . ELO s Cw AR 
-64 2W1-80-52-20 . WASHER, Plain NA). ἃ . ο. δι e ey a AR 
-65 146-56623 . PIN, Holdback trunnion ` (magnetic "inspected) s ο EM airs 1 
-66 146-56622 A UNIVERSAL ASSEMBLY, Holdback (magnetic inspected) EMEND 1 
-67 NAS2-101 “o. FITTING, Lubrication . . . . . eas ss eo te a 2 
-68 AN365-1032 ως ΧΟΠ. o e ο O A A ο m e Ὁ hw € * ἃ 4 
-69 AN960D10 . WASHER. . e . « s so © © © © © or ο ot n n αν e 8 
-70 AN3-5A e _ BOLT... ο e m ὃν Us; d Ue d Xa AY OO “δε Ὃς PE 4 
-71 146-56624 . SHIM, Holdback centering cam. % ος - ο. $us 4 
-T2 156-56613 . CAM ASSEMBLY, Holdback centering. . . n zd sry A 1 
NOTE: # Denotes the incorporation of Service Change No. 475 Β 
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Section Il 


AN 01-60AABA-4 Group Assembly Parts List 


ARRESTING GEAR (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE š PER ASSY. CODE 


169-56001-101 ARRESTING GEAR INSTALLATION (supersedes 169-56001). . . . . . 
169-56001 ARRESTING GEAR INSTALLATION (superseded by 169-56001-101) . . . Ref 























-1 No Number ARRESTING GEAR HOOK AND FAIRING DOORS... . ο’ ἃν ων ο ο οι “ee RO 

(see figure 386 for detail breakdown) 
-2 AN320-16 . NUT (magnetic inspected). . . soe o a 0... ο 6 n ος ον 1 
-3 156-54040 . JUMPER ASSEMBLY, Electrical arresting gear hook bonding. 1 
-4 169-56105 . BOLT, Arresting gear hook attaching. . . . . . . . . . . . 1 
-5 AN365-428 . NUT (magnetic inspected). . . . . . . . . . ; 7 v Ὁ 2 
-6 ANQ60C416 so “WASHER? OS Vo. Lo v 2 acres vox Bode em QUU b oos s 9 
-7 ANA -21A . BOLT (magnetic inspected). . . . . . . . . . . oe aay canted Se 2 
-8 146-56144 . NUT, Arresting gear bellcrank trunnion pin . . . er irs 2 
-9 2W2SP76-76-125 . WASHER, Thrust (NA) . . . . . . . . . Peo ue oW cee d. 4 
-10 146-56143 - SPACER, Arresting gear vertical brace bearing. . . . . . . 2 
-11 169-56106 . . PIN ASSEMBLY, Arresting gear bellcrank trunnion. aes mS 1 
-12 No Number . ARRESTING GEAR RELEASE MECHANISM . . . . . , . x " Ref 

(see figure 385 for detail breakdown) 
-13 AN320-16 . NUT (magnetic inspected). .................,.. 2 
-14 AN960D1616 ο a ore wee Be ea o A 4 
-15 146-56150 . BOLT, Arresting gear vertical brace. ......4...... 2 
-16 169-56301-10 . SNUBBER ASSEMBLY, Arresting gear (Refer to AN 03-25-25), 5 1 

ATTACHING PARTS 
-17 AN365-1216 - . NUT (magnetic inspected). . . . . . . . . E EE RUNE: 1 
-18 AN960C1216 e “WASHERS 25203 a at ra NL . HOOP 1 
-19 AN12-21A . BOLT (Magne ce πα. 2 doch ἐν ss í ie ANS 1 
-20 AN365-820 . NUT (magnetic inspected). ........ > A PEE 1 
-21 2W1AL32-36-064 - WASHER, Plain (ΝΑ)... .. . . . 2. 2. DPD 1 
-22 169-56337 . PIN ASSEMBLY, Arresting gear snubber forward attaching . . . 1 
-23 NAS2-101 +. FITTING, Lubrication... .. ... . . . . 2... a 2... l 
: IM tel 

-24 146-56351 + CLAMP, Arresting gear snubber boot . , . . . .. . . . . . . 1 
-25 169-56350 . BOOT ASSEMBLY, Arresting gear snubber, Boe. ος. λα μὲ τῷ 1 
-26 169-56104-5 . BELLCRANK ASSEMBLY, Arresting gear hook. . . . ος aA ge T 1 
-27 LSS12 ο ος \CHEC) Μα ΜΜ el wes epe e lir A 1 
-28 NAS2-101 . . FITTING, Lubrication. . . . . . . . cup E NUNC 3 
-29 AN365-428 . NUT (magnetic inspected). .. .........2.222773 1 
-30 AN960D!16 S WASHER. ο" CA M E 8 E E E E 2 
-31 AN4 -11A . BOLT nto al E A A 1 
-32 AN365-428 . NUT (magnetic inspected). . . . . ....... a a LL 1 
-33 ANQ60D4.16 y WASHER 20 2:7. od ole sce err EN E aa Sous E κ ας κ * wo 9 
-34 ANI-11A . BOLT (magnetic inspected). . . . . . . .. . 0. 2. 2... 1 
-35 169-56160 . BUNGEE ASSEMBLY, Arresting gear extending. . .. . . .. T 1 
-36 HRBM4E ο END, ROG! (AP); 4 2/7. 2 1 A. e xe vide κ Mal gee ο 1 
-37 AN316-5R - . NUT (magnetic inspected) . . ...... 2. 2. IDL] 1 
-38 169-56158 + . PISTON, Arresting gear bungee extending . . . . . . . .. 1 
-39 169-56160-3 - . TUBE, Arresting gear bungee extending . . . . . . . . . . 1 
-40 169-56159 + . SPRING, Arresting gear bungee extending . . .-. . . . . . 1 
-41 146-56157 + . END ASSEMBLY, Arresting gear bungee extending . . . . . . 1 
-42 ATH 2 e e BEARING (TOR) s na μμ μμ ας 1 
-43 156-58038 . CYLINDER ASSEMBLY, Hydraulic arresting gear retracting , . 1 

(see figure 388 for detail breakdown) 

ATTACHING PARTS 

-44 AN365-820 . NUT (magnetic ἱπβρροοζθᾶ)............... E 2 
-45 AN960D816 - WASHER (3 used on aft end 2 on forward end). . . . . . Ὅς κ 5 
-46 AN8-22A . BOLT a end) (magnetic inspected) . . . . ; tg 1 
AN8-21A . BOLT (aft end) (magnetic inspected) . . . . . . ; 3 1 
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H-175-56-12A 


FIGURE 385 - ARRESTING GEAR RELEASE MECHANISM 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

305 No Number ARRESTING GEAR RELEASE MECHANISM (see fig. 3 for next assy). . Ref 
-1 AN320-12 . NUT (magnetic inspected)... . ee ee eee +... +... +. 1 
-2 AN960D1216 . “WASHER. 4 4 «e «e 6 0 9, 9 4 ὁ ο . 9 e ο 6) ο c oh 4 ος ulmo 5 2 
-3 AN320-6 : . NUT (magnetic inspected) . . . . . 4 ee . 00. + + 1 
-h 2W1-28-28-125 . WASHER, Plain (NA) ντ ο πι ο. Bete ab ieee tes E 
-5 146-56170 . PIN, Arresting gear release cable bellerank . . . . s . «. . 1 
-6 146-56171 | BELLCRANK ASSEMBLY, Arresting gear release cable. . . 1 
-7 B812 - . . BEARING (TOR)... : . . +. +. - - y E HET AE in 1 
-8 AN310-3 . NUT (magnetic inspected) . . . . . .«:.::: ais 1 
-9 AN960C10 . WASHER. . . . +... . . © ot t m +. m8 + 2 
-10 2W1B13-14-51 . WASHER, Plain (ΝΑ)... +. +. + + MP MAE RENE: 
-11 AN42-6 . BOLT (magnetic inspected) . . . . . +++ . +. + ο ο Pepe chat a 1 
-12 146-56134 . SPRING, Arresting gear emergency release. NOTAE ος 1 
-13 146-56172 . LINK, Arresting gear emergency release. . . . +. + " 1 
-14 AN320-3 . NUT (magnetic inspected) . . . +. + - 1 
-15 AN23-9 . BOBT (magnetic inspected) . . . . . 6 ee eee . + > 1 
-16 AN3-12A . BOLT (magnetic inspected) . . . . +--+ ++ eee ees 2 
ANO960C10 . WASHER. . . . sc ss og ee om om om ο n t! ο ο t1: n Dial wm 1 
AN365-1032 | NUT (magnetic inspected) . . . . s e s e ee dao Sreli 1 
1 


-17 146-56173 . BELLCRANK ASSEMBLY, Arresting gear forward uplock actuating : 


690 











Section | | 
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ARRESTING GEAR (Cont) 








EMEN rU C RN RIRs A A 
FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
385-18 146-56174 . SPACER, Arresting gear forward Iruplock shaft. . UM ime 

-19 AN23-11 . BOLT (magnetic inspected). η μα ο, 5S MT 
AN960C10 ἵ . WASHER... USO ος cac ale e Mn ue me "RR 
AN320-3 . NUT (magnetic inspected). om UL E 

-20 146-56136 - . HOOK ASSEMBLY, Arresting gear "forward "upiock νη ; ; 

-21 146-56130 ᾿ . CABLE ASSEMBLY, Arresting gear uplock release. . . . ` 3 

-22 AN23-13 . BOLT (magnetic inspected). . . . . . . ........ . 
AN960C10 . WASHER... "Lx zu c 
AN320-3 . NUT (magnetic inspected). M ο... e 

-23 175-56135 . SPRING, Arresting gear aft uplock. νην A a 

-24 AN365-624 D NUT (magnetic inspected). . . oG Goci Didda 

-25 AN960D616 . WASHER. . eet, Jap -ᾱ- w= Oe OOP Yor να 2 ACTAS 197 ca Ste e 

-26 AS3D616-13 ` SPACER, Bolt (NA) . πεν : ο μα. aoe 

-27 2W1-24-32-62 . WASHER, Plain (NA). s for he Baro, καὶ Ue iste eee a 

-28 AN6-22A . BOLT (magnetic inspected). x A Wu A a 

-29 7 146- 56168 . HOOK ASSEMBLY, Arresting gear "aft uplock etu e vig an 

-30 AT6 1o. BEARING (TOR). . . πεν wx ου. 

-31 AN3-14A | BOLT (magnetic inspected). NS «λος 
AN960D10 . WASHER... ir at ο τς ο uy ae oven TSS Behe ie 
AN365-1032 . NUT (magnetic inspected). vw Us «Ὁ ον Es Ie ed a e 

-32 AN960D1016L . WASHER . .. . a sie Se), dor xe ran cs 

-33 175-56133 . PIN, Arresting gear “bumper stop 'attaching. Wi Wee Ke «ντε, taf να 

-34 175-56115 A SPACER, Arresting gear bumper Stop . . . . . . . soco ο ο» 

-35 175-56116 » SPRING, Arresting gear bumper. . . . . . . so ee ο ο 20. Ν 

-36 AN365-428 ve SNOT ον E fee eae Se we Sa ο μμ κας 

-37 AN960D416 . WASHER . . . . eet n si de Bi ο e "φρο εν, Ὃς Ger e 

-38 175-56117 . STUD, Arresting gear bumper. ΕΕ”... 

-39 AN3-14A . BOLT (magnetic inspected). . . ets τὸν eo ue Gh a) Mad GP Se TS 
AN960D10 . WASHER . . . . "DILE 
AN365-1032 . NUT (magnetic inspected), :-— an EE 

-40 146-56133 E . PIN, Arresting gear bumper stop “attaching. RA ον 
AN960D1016L . WASHER... ο. τν wi dw ERE 

-41 ANY-12A . BOLT (magnetic inspected). a m ai ο. e oue e 
AN960D416 s "WASHER o ο a aaa. 9] woe a ο -ᾱ 5 a a s 
AN365-428 . NUT (magnetic inspected). . . . . de το SS e e ce. Er MeL o 

-42 160-56111 . STOP, Arresting gear bumper. . . . . . . ee eee we on on on 

-43 AN4-11A . BOLT (magnetic inspected). . . . . .. « 4 4 4 4 e ... . . . 
AN960D416 . WASHER... — kí we Cc O ATO 
AN365-1032 . NUT (magnetic birra ο ο. ο. Ce La VE col a Mae br Mae. at che 

-44 175-56112 . ROD ASSEMBLY, Arresting gear stop actuating. . . . . . . «ο 

-45 HRBMYE yg TROD SEND BR ώς erp eU ar aia 

-46 AN316-5 2 we cw NUT CR diede con ox ώς CES E GR Av a CK Le Ὅν AA Re TURO Ὢ 

-47 AN320-3 "IMP ox τε. O A E IEEE 

-48 AN960-10 . . WASHER. $ Aor. αν ας αν OEC ᾱ Ὁ Ὁ ARIS BA µε 

-49 4B21M-S3-025 ` l BUSHING, Spacer (NA): - Lor 9o. oe a ρα A Bes 

-50 AN23-19 » x. BODT.2 e. * E . . x eerie 

-51 175-56101-5 . . TUBE ASSEMBLY, “arresting gear stop actuating rod forward. 

-52 175-56107 + . RETAINER, Arresting gear oe actuating rod spring. ο, 

-53 175-56108 . . SPRING, Compression ο... ο κα Ae: ass 4% Ρ 

-54 2W12SP41-32-62 . WASHER, Felt (NA). 3 ; 


-55 175-56103-3 


-56 169-56151 


. TUBE ASSEMBLY, Arresting gear stop actuating rod aft. . . 
BRACKET ASSEMBLY, Arresting id vertical brace bungee . 4 


, H 
+ ENNE pd e κα D PRADO AA O AA O E PL AA I IB. EI I. FO IH TO JO HI AAA AA BO I [4 A I [1 14 13 A 51 H2 54 [41 IE E 12 I PDE I I I. PB 


-57 AN3-7A BOLT (magnetic inspected). A di ius gee aba a : 
AN960D10 WASHER . . . ο; ὁ A AS HELVeE ὦ FP 
AN365-1032 NUT (magnetic inspected). . . A οἷν ο αν 

-58 160-56147-15 . LINK ASSEMBLY, Arresting gear vertical brace upper LH ΓΕ 
160-56147-17 . LINK ASSEMBLY, Arresting gear vertical brace upper RH (forg 

-59 169-56166 n BUSHING, Arresting gear vertical brace upper link . . « . 

-60 NAS75-16-013 3 BUSHING, Plain press fit steel. . . . . . eee ee ee 

-61 AN365-1216 . NUT (LH side) ice inspected S rue. e gi αμ. 
AN365-1016 . NUT (RH side) (magnetic inspected). . PN 

-62 NAS143-12C . WASHER, Plain X4130 or equivalent 125, 000° to 145, 000 psi δ 

-63 AN960D1216 . WASHER (n SR ο ο d Ax ο ta Vu. Jol ο al, Cr ey c "6 

: AN960D1016 . WASHER (RH side). . . πο ο EE 

-68 NAS152-70 . BOLT, Internal wrenching steel 3/8- 16. . .. "t 

169-56195 . BOLT, caida gear vertical brace upper link attaching . 
RH side 

-65 169-56126 . PIN, Arresting gear vertical brace trunnion. . ;x ETE 

-66 2w1-80-48-16 % WASHER, Plain (NA). . . . : Sos m 

-67 169-56127 . BEAM, Arresting gear vertical "brace "support. s i Oe xe 

-68 AN365-524 s NUTS AIL eer a ae a See τν BS 3 cv us 

i -69 AN960D516 . WASHER... ο ο Sere E «s 

-TO 4B21S5-023 . BUSHING, Spacer (NA). x Pra d 

-71 175-54392 . LEVER ASSEMBLY, Electrical arresting gear “uplock Switch. 6 

-72 4B20B7 -008 . . BUSHING, Press fit flanged. . . . . . ss e s o o - 

-73 RBC74164 | BUSHING (RBC)... Ημ κο Goa ooe eee 

-78 AN5-24A . BOLT.. wu. ο ο E e T 

-75 146-56152-10 BRACKET ASSEMBLY, “arresting | gear vertical brace uplock . . 

ATTACHING PARTS 
AN365-720 . NUT (magnetic inspected). gee t "ITE EC E DI 
AN960D716L x WASHER 0 ος 4.78 wm. 9 or ot u be Sak eh: Sy Ὁ iA "e 
AN960D716 > WASHER . 6 9 9 Ὁ ο cw ow 9€] $9 we ee ἃ (uA IESUS 
ANT-37A . s. BOLT 124 τας ος E oue 0$ tn τον $ . r a RS 
ae σας 
-76 146-56181 . . BUSHING, Arresting gear uplock bracket. . . . . . . . . . 
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H-175-56-10A 


FIGURE 386 - ARRESTING GEAR HOOK AND FAIRING DOORS 
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AN 01-60AABA-}- Group Assembly Parts List 


ARRESTING GEAR (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE. 
386 ,No Number ARRESTING GEAR HOOK AND FAIRING DOORS. ........ scene equ Ref. 

: (see figure 384 for next assembly) 
-1 146-56114-10 . DOOR ASSEMBLY, Arresting gear (supersedes 146-56114). , . , . 1 
ATTACHING PARTS 
-2 AN960C10 S. WASHER: AA uv EORR SIME Wu ορ. 2 
-3 AN393-13 να." tes eka ο τς ος ae Ae Ὃν νην, ήν ee @ Oe 
-4 AN365-428 . NUT (magnetic inspected) . . . . . . . . . . . . DN 2 
-5 ANQ60D416 4 WASHER 1 01-2 7.5 5. 09 V ee ena NO BSS do res z Za 2 
-6 NAS76A4-008 . BUSHING, Plain press fit bronze .... MOTEL e. erta : — e 
-7 AN960D616L WASHER. 202—030 ose Bae Ia. wo ον " K Cram e... AR, 
- -8 ANA-TA . BOLT (magnetic inspected) . . . . P es ο. 8 
SR ο 
-9 169-56101-10 . HOOK ASSEMBLY, Arresting gear complete. ....... ο... 1 
(see figure 387 for detail breakdown) 
-10 ΑΝ3- ΤΑ . BOLT (magnetic inspected) . . . . . . . . . . . .. Seige Ue 
-11 AN960C10 ο naci ον er Ind sel e pns is ei Win tne Col ak e Seen) on . 22 
-12 169-56116-3 . PLATE, Arresting gear centering cam... sos asd ats s GAR 
-13 169-56116-5 . PLATE, Arresting gear centering cam . . . . . . . . . . . AR 
-14 169-56116-7 . PLATE, Arresting gear centering cam . . . . . . . . . . . . . ΑΒ 
-15 169-56115 . CAM, Arresting gear centering . . . e $ Bie” ee Lee a> ee ὦ 2 
-16 AN960C10 at WASHER. ΙΝ ο αν. Αα... "AUR 9 
-17 AN393-13 e EAN a a ο he Ge μ.ο, ae Wis Pots dd 2 
169-56180 . LINK ASSEMBLY, Arresting gear door attaching. . . Acte del a. τὰ 2 
-18 169-56180-3 + . ROD, Arresting gear door attaching . . xo vq ον e r$ ὁ 1 
-19 AN486 -4 A a (GLEVIS a δρα. Y a a ata Boge 8 
-20 AN316-4R $c ΝΟ ος cate tier naL. ca eI οσο, eine) qud ο ὃν VN ος ο... 
-21 AN320-3 . NUT (magnetic inspected) . . —— PE 1 
-22 AN960C10 S WASHER; 2 5 woe ο ὦ ϱ è ad 3 CES 2 
-23 AN3-10 . BOLT ας ipei «cuan d 2 ον ue TE ES 
-24 AN364-1032 . NUT (magnetic inspected) . . MOERORE 4s 1 
-25 AN960C10L e. WASHER: 20x d a meethi e r dx ο“ IN Geren 1 
-26 4B21-53-014 . BUSHING, Spacer (ΝᾺ). ....................:; 1 
-27 AN509-10R15 s ΘΟΠΕΝ CI. a^ woo ec E dae rgo ἃ Wow der cari vele: Pal e 1 
-28 169-56175 . LINK ASSEMBLY, Arresting gear door torque tube actuating. . . 1 
-29 F347-14 s os ROD END U(RAR) aa asa ncs ae Ὢ 
-30 AN316-4R ar NUTS. ute sus acte ies a aa OE 
-31 | 4B19B5-012 + . BUSHING, Press fit plain (NA)... .. ....... ri 1 
-32 169-56175-3 + . LINK, Arresting gear door torque tube actuating. ..... 1 
-33 AN365-1032 . NUT (magnetic inspected) . . . . .............. 6 
-34 , AN960D10 s. WASHER tes Este rias deb Hu cen go loc tude be RAS Lai 12 
-35 AN3-7A . BOLT (BAgne cle idi xus cesse a envers estes, "d 
-36 .  AN3-5A . BOLT (magnetic inspected) . .................. 2 
-37 2W1C37-30-32 . WASHER, Plain (NA) suec τεῳ νῷ a τῷ, ema ere, “ΑΒ 
-38 169-56183 . SHAFT ASSEMBLY, Arresting gear door operating . . . . . . .. 1 
-39 AN320-3 ο. μεν μασ αν O αμ ας 
-40 AN975-3 V WASHER Sauene o lon esl a ο ο ο πα... 
-41 AN386-1-7 se^ dw. AR ο ο O A 3 
-42 169-56176-1 + . ARM ASSEMBLY, Arresting gear door operating LH . . . . . . 1 
169-56176-2 + . ARM ASSEMBLY, Arresting gear door operating RH . . . . .. 1 N 
f -43 169-56179-1 - . FITTING ASSEMBLY, Arresting gear door shaft bearing LH. . 1 ασ 
169-56179-2 + . FITTING ASSEMBLY, Arresting gear door shaft bearing RH. . 1 WS 
-44 B98 e. BEARING (TOR). oa o ον σα e νο A 
-45 169-56177 + . BELLCRANK ASSEMBLY, Arresting gear door operating. . . . . 1 
-46 169-56178 + . SHAFT, Arresting gear door operating . . . . . . . . . . . 1 
-47 AN320-18 . NUT (magnetic inspected) . . . . . . . . . . . Vu UE κο NIS 1 
-48 2W2SP73-72-156 . WASHER, Thrust (NA)... . . ... . . ... e dae εν cl 
-49 2W1C118-75-50 . WASHER, Plain INA 4. ye e el Hey ge a E κο δαν ο Je a aa ΔΒ 
-50 2W1C118-75-36 - WASHER, Plain (ΝᾺ)... .................. AR 
-51 2W2SP118-75-65 . WASHER, ‘Thrust ΝΑ). . ................. .. .. « AR 
-52 169-56125 . PIN, Arresting gear drag link trunnion. . . . . . q.d ie νὰ 1 
-53 169-56102 . "LINK ASSEMBLY, Arresting gear drag. . . . . . . . . . $3 x 2 
-54 NAS2-101 " FITTING, Lubrication . . . ..... . . s so +... +. +. +... 2 
-55 175-56127-5 . LINK ASSEMBLY, Arresting gear vertical brace lower LH. . . . 1 
175-56127-6 . LINK ASSEMBLY, Arresting gear vertical brace lower ΒΗ... . 1 
-56 146-56148-3 5 LINK, Arresting gear vertical brace lower LH . . . . .. 1 
146-56148-4 κ LINK, Arresting gear vertical brace lower RH... in ene 1 
-57 120-33144 : . BEARING ASSEMBLY, Main landing gear side brace. % = 1 
outboard pivot 
-58 NAS2-101 - . « FITTING, Lubrication. . . . . . . . . a c e esa osu 1 
-59 NAS75-16-23 mE BUSHING, Press fit plain. . . . . . . . . . ο . . ο ον n 1 
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FIGURE 387 - COMPLETE ARRESTING GEAR HOOK ASSEMBLY 
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ΑΝ 01-60AABA-4 
ARRESTING GEAR (Cont) 








Section [| 
Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
387 169-56101-10 HOOK ASSY, Arresting gear complete (ese ει 386 for next assy). Ref 

-1 169-56208 HOOK ASSEMBLY, Arresting gear . . E M Lit uos SR 1 
-2 169-56207 HOOK ASSEMBLY, Arresting gear- DS dos. os ο reis PE 1 
-3 320-625-2.5007 . CLAMP (MAR). — Ó— PO 
-4 VR3111 . ASBESTOS TAPE, 95% SII osc Bas ; x a 1 κ. 
-5 169-56107 . SHIELD, Arresting gear hook. . . . . MIS ἂν ος. 1 
-6 NAF603714 . POINT, Arresting gear hook, (GFE) . . . a oe ; 3 x 
ATTACHING PARTS 
-T AN365 -1032 Νο, Sin ek eel te eae ae λες πο οὔ δε διε A 
-8 AN960-1216 4X WASHER. (40-6, νυν own QU Sm OU. τες ome πα La 
-9 AN960-1216L . WASHER. . . Vi. aec a Auc o NO ae oe ep ae V Scu wis «d 
-10 AN12-50 BOLT (magnetic inspected). |. ; . . . P : e Lio . 1 
---ᾱ--- 
-11 AN365-1032 $ NUT uo nex a a ἂν -ᾱ ο v» ig 95 ος ë " So. A. See gop uu BO ἄρ ς 2 
-12 AN960-10 s MWASHERZO Xe $9 0e ow x9 e 4 we RA ë . E ιν 2 
-13 AN3-27A e BOLT ο 4264 c4 WS ws a é » a ee: 2 
-14 AN320-5 «NT... a oy š LA SU rep kee col ek Nea lies d ος 1 
-15 AN960-516 . WASHER. . . A 5; “δ Ὁ S Ν μμ 9 
-16 146-56141-3 . WASHER, Arresting gear uplock roller ad üsting. 5 vUa ls 2 
-17 RBC74164 5 BEARING, Landing gear safety hook (RBC). . , m 1 
-18 AN25-30 . BOLT. . " x " 1 
-19 146-56109-11 . BRACKET ASSEMBLY, Arresting gear “uplock roller. EN A , 2 
-20 AN365-1032 A NUT vo ck ete osx eS o ie ax Se eg ο "n s 7 2 
-21 AN960-10 . WASHER. . . ... TNI 9 * 2 
-22 146-56141-5 . WASHER, Arresting gear “uplock roller “adjusting. Η 3 e 4 
-23 AN3-27A : ο BOLT lata eka A TQ ee oy ἂν y see ue ak N > 2 
-24 AN365-1032 we NUI serie, a A Ye, ana tar e ας aar E μις , x 2 
-25 AN960D10 o WASHER: wo. ᾱ a ae de s os ; d$ cw E ET: 
-26 AN3-24A . BOLT. . E E c “τῷ . Ne 2 
-27 169-56111 . BUMPER ASSEMBLY, Arresting gear hook; A ον δι 1 
-28 AN365-1032 ecHNUT a a a A Ὁ ioo τὰ , A 2 
-29 AN960-10 v WASHER nb y a yc 4 o 9 309. τος ος 6 ο a x eie caros. A 
-30 AN3-26A BOLT. . . EC 2 
-31 169-56191 . ROLLER ASSEMBLY, “arresting. gear hook. centering complete is 1 
-32 AN320-5 IE et ee ee ewe aes Ww». uk 
-33 AN960D616 + . WASHER. . EE O ῳ dox E α΄ ας l 
-34 2W1AL33-20-64 . . WASHER, Plain (NA); 2 . Sexe. έν an ἴδε ἂν A 
-35 169-56146 . . PIN, Arresting gear hook centering roller. | |l; κ. 1 
-36 169-56145 . i Rotter ASSEMBLY, Arresting gear hook centering . . ὃν ow 1 
-37 BS12 . . . BEARING (TOR). . . . SG 4 δ. ἃ 
-38 169-56191-3 A FITTING, Arresting gear hook centering complete. ES A 1 
-39 146-56113 | FAIRING ASSEMBLY, Arresting gear hook ... 5 1 
-40 169-56162 + . BRACKET ASSY, Arresting gear hook fairing rear attaching z 2 
-41 169-56161 . . BRACKET ASSY, Arresting gear hook fairing rear attaching . 2 
-42 169-56110 . BUMPER ASSEMBLY, Arresting gear hook forward. . . . . . . .. 1 
“ATTACHING PARTS 
-43 AN365-1032 sa NUD foe. (oy ensem tas See dee oat Ie Rodi eoa ae A E 2 
-44 AN960D10 s WASHER. 2046530: τῳ ai αι Wo woe Ἡ d d.e Mee? τῷ cu Ue 4 
-45 AN3-25A ee BOLT: 0 a a oe. a e puk "E 3 Š 2 
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H-175-56-9A 


FIGURE 388 - ARRESTING GEAR RETRACTING HYDRAULIC CYLINDER ASSEMBLY 





-10 146-58517 
-11 146-58260 


FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
388 156-58038 CYLINDER ASSEMBLY, Hydraulic gear retracting. . . . . . «0. . . Ref 

(seë figure 384 for next assembly) 
-1 AN742D4 . CLAMP. . . ο 
-2 156-58801-73 . LINE ASSEMBLY, Arresting gear “pivot “retractor return . . 3 
actuating cylinder to hose 
-3 AN833-4D ELBOW. ο ο 3 20€ "xS ee ο) ὁ Wee δ moves -ᾱ- ho a 4. 9I ϱἳ Pe Se 
-4 AN924-4D η. NU RAT RS EAT A E n UR 
-5 AN6290-4 GASKET . . τ > 
-6 146-58262 END ASSY, Hyd "arresting gear retracting “eylinder piston. “rod. 
146-58262-3 . END, Hyd arresting gear retracting cylinder piston rod. . 
-7 LS8 S HEARING (HEC): von rw € e XR ο. νον,» 
NAS2-201 FITTING, Lubrication. . . . . . © +. +... o es soseer 
-8 2W11A9 WASHER, Tab lock (ΝΑ)... . . . . ee eee twee 
-9 AN316-9R NUT, 4o 03x . ο ο . . οἱ ὁ δ Ae: cm ole 8 
NUT, Hydraulic arresting gear retracting cylinder lock .. 


END, Hydraulic ο, gear retracting cylinder. . 


e 9 9 9 4 € 9 3 c3: 9 ὁ ὁ 6 ο ο 9 9 1 
ee ee we 


iH HH IH HH PIT HL PEE EP REE I. [B B E. E E E EB. iL HH 


-12 AN6227 -23 PACKING. νι -ᾱ ο ο ο αἱ Te AT ας ο” -ᾳ 
-13 7R2-12D RETAINER, Gland (NA). . . . . . . ove er mte . e 
-14 AN6231-3 SCRAPER. . . νε ντ E A 
-15 2W1ALP41-33-64 WASHER, Plain” (NA). ο ο. 2 νο 
-16 AN6232C2-3/8 FELT . . PN EE SH ee SORE Ἵν ar <8 os 
-17 7R3-12D RETAINER, Rod non ring (Na)... 3 71€ 2x κα AS τα Pte Y 
-18 AN6227-12 PACKING. . . aat eU , cct Bde Φ 
-19 146-58261 . PISTON ASSEMBLY, Hyd arresting gear retractin ng cylinder. ας 
-20 AN6246-23 jg RING) το ο a τω δις € v 0€, ue τος a $e Sou a Ge? de^ Se 
-21 AN6227 -23 . PACKING. ... la PEN 
-22 146- 58259 . HEAD ASSEMBLY, Hyd arresting gear "retracting cylinder. x! τῷ 
146-58259-3 . « CYLINDER, Hydraulic arresting gear retracting head. š 
-23 LS8 z 4 BEARING (HEC) S man as a a a A οὖ - 
NAS2-201 . . FITTING, Lubrication, . « .. . « s eo e s e esec n n 
-24 AN832-4 . UNION. . a: ie 
-25 146-58516 . CLIP, Hydraulic ‘arresting gear retracting cylinder line. dos 
-26 AN6289D4 μας ο ο ο oP ο ο Be κο ee Oe ee . 
-27 AN6290-4 GASKET ay eset, ο dey. [da Ses ο O ett “ek, ei Ce, is yen. ος ο ES E 
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A-175-54-111B 





FIGURE 389 - ARRESTING GEAR HOOK AFT UPLOCK ELECTRICAL SWITCH INSTALLATION 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
309 175-5437 SWITCH INSTALLATION, Electrical arresting gear hook aft. ... . . Ref 

: uplock (see figure 270 for next assembly) 
-1 AN365-1032 A E ανα e 6 
-2 4B21S3D10 . BUSHING, Spacer (ΝᾺ) ................ 1 
-3 AN960D10 s WASHERS au ο qox τς Cu cus arbe cu vir ο mu οὐ νο . 5 
-4 AN960D10L A WASHER. iron eade jah tay τα) a ο e R^ Vey o eode ου 8 
-5 AN3-7A s IBOLT; Lona D Aah tae ue rey Yak Won ah Ον Sores ea ate) ios Te  Te 1 
-6 AN365 -428 d. NUT iS ra A 9 US 2 
d -7 4B21S4-116 : . BUSHING, Spacer (NA). ο E μον Rete Ce 1 
-8 ANQ60D416L ort WASHER σα ο κ tar -ᾱ- erg ο cep, νο TS! he 2 
-9 ΑΝΟΘΟΡΗ16 ar WASHER G) ce? is fade m al “SP de Be ei Za Mors “ay λος 3 
-10 AN4-21A eo BOLT a τς cs ο ο ee e E E ee ο ee ce as νά 1 
-11 175-54379 . LEVER ASSEMBLY, Electrical arresting gear hook aft. . . 1 
uplock switch operated 
-12 4B20B6-014 . . BUSHING, Press fit flanged (NA). ............ 2 
-13 AN393-9 at EN Che Zu Age by a cach TSS, pals Rip Sa mish 3. Ea, Paige a teh La E YT Gre 2 
-14 175-54376-5 . CLEVIS, Electrical arresting gear hook aft uplock ...... 1 
switch adjusting link 
-15 175-54377 . BARREL, Electrical arresting gear hook aft uplock . . . . . 1 
Switch adjusting link 
-16 175-54376-3 . CLEVIS, Electrical arresting gear hook aft uplock . . . 1 
switch adjusting link . 
h -17 ANI -10A se BOLT. . 1. 24. We iere ce Ὁ ος ο uti; Veris e um ORS ces we 1 
i -18 AN393-13 νον Pid ads: πο ο ο RE "ουν 1 
-19 175-54381 . ARM, Electrical arresting gear hook aft uplock. . . . . . . + 1 
: Switch actuating 
-20 175-54326 ο, SPRING; Tension 75 2x lA oue c a a ca as uel et Sas ο τὸ e 1 
-21 AN3-23A ς- BOLTS: cs th id; νο Se ca en Se των ὄρ ee CES, Ὃν A a 1 
-22 NAS43DD3-16 . SPACER, Screw and bolt. . . .. . . 1 . . .. wee «ον ο. 1 
-23 175-54301-7 s SPACER, RM ie ος ο e A ux ee ete ee Ὅτ 1 
-24 AN3-15A «s OBODT 1.4.2.6 Ἐν ο ο a Ve τν ao 3 
-25 1HA1(LH) . SWITCH, Hermetically sealed (MCS) (interchangeable with and . 1 
supersedes 175-54332 for future procurement) 
175-54332 . SWITCH, Electrical arresting gear hook aft uplock . 1 
(see figure 367 for detail breakdown 
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33 48 H-175-54-117A 


FIGURE 390 - COMPLETE ARRESTING GEAR INDICATOR CONTROL AND DOWNLOCK 
$ FORWARD UPLOCK INDICATOR ELECTRICAL SWITCHES 


698 














ΑΝ 01-60AABA-! 
ARRESTING GEAR (Cont) 


Section || 


Group Assembly Parts List 


PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
ARRESTING GEAR INDICATOR CONTROL DOWNLOCK AND FORWARD UPLOCK 
INDICATOR SWITCHES COMPLETE 
175-54312 SWITCH INSTALLATION, Electrical arresting gear indicator. . . Ref 
control (see figure 270 for next assembly 
2HA1(RH) . . SWITCH ASSEMBLY, Hermetically sealed (MCS). eagle eae, OT 
(is interchangeable with and supersedes. 
175-54331-10 for future procurement) 
175-54331-10 . . SWITCH ASSEMBLY, Alighting gear hermetically sealed. . 
sequence double (see fig. 380 for detail breakdown) 
ATTACHING PARTS 
AN365-1032 ΝΕ ὃς X 223.5509 09$ ES ο is ο a τα. 4 
AN960D10L . . WASHER ....... ο. ES $e JL 
AN960D10 . . WASHER.. ete ος ww SAEC I > Ὁ 2i Teh Get ῳ Ses 4 
AN3-23A a ye ABOLT ο ου ze ess ὦν fer τῷ ος ce e. 4 
mu πως 
AN365 -1032 vow NUT. vov Vos ome tal Ὁ SE SUE S S gore ο ὅ : s 1 
AN960D10L e. WASHER 2. 0 2 29 30% Sos ew es ν- ἐς anis ο ο δν eqs 2 
AN3-7A . . BOLT.. 5 5 ας Ὁ $^ ER DE E NES 1 
NAS43DD3-12 . . SPACER, Screw and bolt A ο a cone ον 1 
4B21B3-002 ᾿ BUSHING, Spacer (ΝΑ). A a las oh 
AN365-1032 aa ser NUT a ο a. os ο ee onu low UA. πον δι S. ες ον. i 
AN960D10 sow AWASHER vovv. ον ας wo. wow ας 5 sie fe Boater ene αρ. 1 
AN509-10-14 . . SCREW... OS ο ducere ο E S 1 
4B21B3-002 . . BUSHING, Spacer (NA); κος 2o 404€ ος ΙΤ YY 
175-54314-5 . . CLEVIS, Electrical arresting gear “indicator control. ... 1 
Switch adjusting link (made from AN165-22LL) 
AN155-32S . . BARREL, Turnbuckle . . . ο esca s Der e We ete RR 1 
175-54314-3 . . CLEVIS, Electrical arresting gear “indicator control. . . . 1 
Switch adjusting link (made from AN165-22RS) 
AN365-428 E A xu οὐ ο ο ο ο ο ο. ου 1 
AN960D416L oe WASHER 4 ο x21 9e a A A A We A de 1 
AN960D416 s cw WASHER ὁ, ο; 404556 79.08 a ne a a ϱ μαι. ὁ ὡς ᾱ 1 
ANA-7A ο BOLT h eu a Sen ψ' 1 
175-54317 . . ARM, Electrical “indicator “control "switch actuator. ae ce lays 1 
1775-54383 . SWITCH INSTALLATION, Electrical arresting gear downlock . .. Ref 
forward uplock indicator (see fig. 270 for next assy) 
AN365-428 ete NUT S. cune Toi Ὅν due ev m ο eee? 9. e Des ere. eS, Weare δε a a 1 
ΑΝΟΘ6ΟΡΔ16 v OBI σα Xp 9 ο aia a ου 
AN43-30A & o-ss BOLT s ο ος um. e.a E cae ο ο ree cies hen 1 
AN960D10L (ie WASHER. «o6, ah ο δι emi ον ας τς. 39 ον τε Si elt απ 1 
AN393-11 i» wo PIN: 3 ve Pied area ας. ο $ s Sty aera us 1 
175-54306-9 EST CLEVIS, Electrical alighting gear sequence Switch. hd vd ῷ 1 
adjustable link 
175-54305-3 . . BARREL, Electrical alighting gear sequence switch. . . . . 1 
: adjustable link 
AN960D10L vta WASHER ο 2 we wwe sl Desk ouk uk OD ab NUR Der κ doceo ὦ 1 
AN393-11 oos RIN ο’ ee ο ic otn ο de ie 1 
175-54306-15 . . CLEVIS, Eleetrical alighting gear sequence switch. . . .. 1 
adjustable link 
AN365 -428 o uo GUT. eae A κ tae al ne 1 
ANQ60D416 . . WASHER . . . . . . : : -— pet du ανα 1 
ANQ60D416L . . WASHER . . . . +. . 2. ^ ES . ETE ES os eo ie ο Ley ve 1 
AN4-7A . . BOLT. ES . . ID os 1 
175-54355 . . ARM, Main alighting gear wheel door open Switch. dus . 1 
^ actuating 
AN365 -1032 s μμ ο ο ο ο ο E wwe 4 
AN960D10 e coo WASHER n ντ € 631.90 el la, ο qnie te e ca tun ώς a ς 4 
AN960D10L $ Ce CMASHER.O.. 2.0 o x54 4 € 3 ο καὶ totes A ὅν rica ο . 4 
AN3-23A . . BOLT . .. . . ... PER 4 
2HA1(RH) 2 SWITCH ASSEMBLY, Hermeticaliy sealed MOS) 5... . de Od 
(interchangeable with and supersedes 
175-54331-10 for future procurement) 
175-54331-10 . . SWITCH ASSEMBLY, Alighting gear hermetically sealed. . 1 
Sequence double (see fig. 380 for detail breakdown) 
ANQ60D10L vox ΑΒΗΕΗ:,. Ὁ e a τὰ, Ὅτῳ Sa cae em οἱ ᾱ- T - 
AN393-11 9 s- PRIN, --- as 1e. sl 2 
175-54376-3 . . CLEVIS, "Electrical arresting gear “hook aft uplock. ον ο. 1 
Switch adjusting link 
175-54376-5 . . CLEVIS, Electrical arresting gear hook aft uplock. . . . . 1 
switch adjusting link 
175-54377 5 BARREL, Electrical arresting gear hook aft uplock. . . . . 1 
switch adjusting link 
AN365-1032 voce ΝΟΕ; τν... ο ο We dew e E LU ο EI I ei cep -ᾱ κο δι as os 6 
AN960D10 2 s WASHER Ou ο ον δν τὸ Ceo cede om κο, Rs Um (e αὐ βς a a ca 6 
ANQ60D10L s c. "WASHER o4 x. ο Ste a e τ ας s eis ὑδι ας rigat Oe Lota 6 
AN3-5A an qe BOLT ae 2 ο 9 Sr Jes 90? e τι ANLE s "m 3 
AN3-15A r . BOLT .. . ο RE 3 
175-54390 . . BRACKET, Electrical arresti gear uplock switch mounting. 1 
1HA1(RH) . . SWITCH, Hermetically rigita ci (is interchangeable with 1 
i and supersedes 175-54332-10 for future procurement) 
175-54332-10 5 SWITCH ASSEMBLY, Alighting gear hermetically sealed. 1 
sequence single (see fig. 367 for detail breakdown) 
175-54395 A SPRING, Tension. . . «3 cut at od ad 1 
175-54391 Y ARM, Main alighting gear wheel door. open Switch. E IIS 1 
actuating 
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H-175-40.7 


FIGURE 391 - COMPLETE J33A10 ENGINE INSTALLATION 
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AN O1-60AABA-l Group Assembly Parts List 


J33 POWER PLANT (Cont) 





FIGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
391 175-40501 ENGINE INSTALLATION, J33A10 complete. . . . . . e . . . . . . . Ref 

-1 175-42508 . TANK ASSEMBLY, Discharge fuel collector. . . ὃν ος onere qs 1 
-2 175-42508-13 . . WELD ASSEMBLY, Discharge fuel collector . . « . . . . . . 1 
-3 ΚΟΟΟΟΘΙΑ . . VALVE, Fuel drain 1/8 pipe thread OR) ο... 1 
-4 AN842-4D x CEPS μι BLUR E ario ta e ο Sed gees e ug 1 
-5 AN842-8D . . ELBOW . . . . Ὡς να eve Fat dM ire c.i oye aene ke 1 
-6 AN816-10D . . NIPPIE. . . . . . . ο nOD dat te ο uev eu cr sew a d 1 
-7 AN822-8D : ELBOW . e l4 unde e νον sl Sore Ros e Uefa 1 
-8 AN816-10D UU. UNIPPIE on ke cherie ear ce ο tot de sc fal Wey ο νην la veel A 1 
-9 175-42516 . TUBE ASSEMBLY, Jet engine drain tank ram air . . . . ντα: Ος 1 
-10 3H2-8-14 . HOSE (NA). ο ο a SEY ede M Be οφ "quy Mec te s 1 
-11 AN737-30 . CLAMP. . EDD PD 8 
-12 AN6270-10-8 . HOSE ASSEMBLY. . Si aea ερ e Ri A 1 
-13 146-42540-45 | 'LINE ASSEMBLY, Drain tank outlet | . x E Au^ tea Mie: Vieh da e 1 
-14 155-8 ' . COUPLING ASSEMBLY, Fuel drain line (AQ). TERI ES 1 
-15 6706964 7 DRAIN VALVE ASSEMBLY (Furnished with J33 engine) (GFP)... 1 
-16 AT248 . TUBE ASSEMBLY, Engine combustion chamber drain (AR) .... 1 
v -17 AN832-4 s UNTON adas rn ο οκ ων re d 2 
-18 AN924-4 . NUT. "ΙΟΥΝ, CoP divas Noe es on orae ο. 2 
-19 AN9O2-4 Z GASKET | . M Pega 2 
175-51540 ; INSTRUMENT EQUIPMENT INSTALLATION, Jet engine. pog . . Ref 

. (see figure 392 for detail breakdown) 
-20 * 146-40510-20 . ENGINE ASSEMBLY, Τ334110....,............. 1 
J33A10 ; ENGINE ASSEMBLY (ALE) (GFP) (for a list of detailed | 1 
parts refer to ΑΝΟΦΒΙΟΡΡΒΒΙ) 

-21 175-42515 . . FITTING, J33A10 engine drain. . . . . . . . . 4... ο ο ον 1 
-22 AN365 -428 l a NUT GU ως 03 E cO ο ου” ο 2 
-23 AN960D416L > WASHER E Lcx 4 
-24 AN4 -17A . . BOLT... a tas or we ead μμ 2 
-25 AT248 ΤΣ BRACKET ASSEMBLY, 333a10 “engine drain (AMK). . . . . . . 1 
-26 AN822 -4 i ELBOW . . . . . . e. a A ο E na 2 
-27 AN816-4 ar a NIPPLES ρα ne os us ——— Cc 2 
-28 AN815-4 ecu UNION 3: Se: ei a ος eU. NE és ος κῶν τῷ ΠΩ ae Ὅν Ga 2 
-29 AN9O2-4 . . GASKET. . . «le ms Sire ce. siue ο οκ ο. 4 
-30 AN6264-4-20 * | GHOSE ASSEMBLY co cata o ea) M a LiL ii 1 
-31 AN6264 -4-36 . . HOSE ASSEMBLY . . . . . . . SU Ue dove Joh dh esos edes) fele, e 1 
-32 AN6261 -4-54 s cus -BOSE ASSEMBLY 2 205 02 33/9 x 9 mc Wwe δις jw Ww: ο ὦ 1 
-3 AN6264 -4-48 + . HOSE ASSEMBLY... « . wo . ν eee ee ὁ ὁ eee ο ο ο ο 1 
-3 AN837 -4 e oe BBBOW A a Wege αι δ Ὁ as elsa τὲ 2 
-35 AN924 -4 + . NUT big ον S EE CUERPO EEUU ES 2 
-36 146-42544 el ας PLUG, 333 engine emergency fuel control . . . . ss . . . 1 
-3 AN737-46 . . CLAMP i ο ον ver ο ΝΗ WIE etg 2 
-3 3H2-16-16 : | HOSE (NA). n IRE UE RED ο ο ας 1 
-39 146-42540-13 . . LINE ASSEMBLY, Accessory case vent. . 4 & e o. ὁ ο ο ο 1 
-40 AN737-38 . . CLAMP... S ce sud. ιο tah τοὶ Mah igh ο ἃ 1 
-41 146-42543 . . SCREEN ASSEMBLY, '333 "engine breather. EE A E -ᾱ 1 
-42 8659107 . . SUPPORT, Female (GFP). . . . MP E 1 
-43 146-31909 A EXTENSIÓN, Engine forward steady support Fona N E a! 1 
-44 8659105 . . SUPPORT, Male (GFP). .. . . . . ero ek nts δις TRU ve 1 
-45 146-48504 . . FITTING, J33 engine fuel pump . . . . Bes ob 2% Macks EP 1 
-46 146-31906 + . SPINDLE, Left hand engine trunnion. . . . . . . . . . s 1 
-47 146-31908 . . BALL, Engine mount slide fitting. . . . . . . . . . ων . 1 
-48 146-31907 "EM SPINDLE, Right hand engine trunnion . . . . . . s . . s 1 
-49 0524 AF10 . . NUT, High temperature (DLR)... S gi te eck lit Voce fe 248: 
-50 5B19C7A . . BOLT, Corrosion resistant (NA). πα IQ ot was e ow de a c O 
-51 156-42518-75 Ὁ PIPE. ASSEMBLY, J33A10 engine exhaust. . A ο ap ον τος «σσ. 1 
-52 7814 -428-13A +. +. SCREW, Round head (NA). s ον aia eai] ¿80 
-53 AN960C416 Dol o. WASHER... ο Ως 90 
-54 0428AF10 Do. . NUT, High temperature (DLR) : ο μα 20 
-55 160-42523-3 E εἰ RESTRICTOR, 333A10 engine exhaust. . . . . . . . . ον 1 
-56 160-42523-6 MEAS RESTRICTOR, J33A10 engine exhaust RH . . . . . . . . . 1 
160-42523-5 . . . RESTRICTOR, J33A10 engine exhaust LH . . . . . . . . + 1 

-57 160-42523-7 + . . RESTRICTOR, J33A10 engine exhaust. . . . . . . s . +. +. 4 
-58 160-42523-9 . . ., RESTRICTOR, J33A10 engine exhaust. . . . . . . . . . 3 


NOTE: * Q.E.C.A. 
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H-175-51-12A 


FIGURE πε - JET ENGINE INSTRUMENT bé cte INSTALLATION 





FIGURE & PART UNITS USEABLE ον 
INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. CODE 
392 175-51540 INSTRUMENT EQUIPMENT INSTALLATION, Jet engine. . . . . . . . . . Ref 


(see figure 391 for next assembly 


-1 156-51544-9 . LEAD ASSEMBLY, Jet exhaust.temperature instrument . . ... . . 1 

-2 ANG271-4-40 . HOSE ASSEMBLY oy, 8-08 ο aw ee jee 2 

-3 146-51548-9 . FITTING ASSEMBLY, Instrument resistor . . . . . . . . 2. . n 1 
AN924-4D κι μις μμ αμ αμ ο ἃ 
AN9O2-4 . GASKET, . . Le m is ον ον. οἱ es ᾱ ie 1 

-4 146-51548-11 . FITTING ASSEMBLY, Instrument “resistor A FIT å de l1- 
ANQ24-4D x SMUT ο eros ael A ane hg Hae ο ee A PS n 
AN9O2-4 . GASKET. . "P br er. e E AE s 1 

-5 No Number . TACHOMETER “GENERATOR (GFP ) “(Navy stock "No. RS8-0-1320) . . 1 

-6 ΑΝΦΗ5 SCGBOET. 056005 ν.δ a a ᾳ ὁ 3 ὦ ο αἱ 4 2. Y 

-7 AN365-832 πει" are. Re ο dis race, 5) i e oes ο ο. 2. 4A 

-8 AN8013D1 S WASHER ¿lo atado ο sa Gr ee oa a Be a ee, a 

-9 AN515-8R14- . SCREW . . . . i νο sg ux rajas. 2A 

-10 146-51541 . TRANSMITTER ASSEMBLY, Fuel and oil pressure instruments AE 1 AB 

-11 No Number + . TRANSMITTER, O11 pressure (GFP)(Navy stock μάς, 1 AB 

-12 No Number . . TRANSMITTER, Fuel pressure (GFP). . RE EE ar in ὁ 1 ΑΒ 

(Navy stock No. R88-T-2651- 1805) : 

-13 AN515-8R10 . . SCREW. bags rig oe v Der Εν So, Xe ο uL LR ore ... 8 

-14 AN833-4D ώ- x, ΕΟΝ ος ο ον aa Be ἃ CE ee Momm PPP i AB 

-15 AN837-4D € .. BEBO wx y Ὁ Ὁ Ὁ. ο Ue ck. δε ο X EUM E 5 eT eiie € κ” ος 1 ΑΒ 

-16 AN9O2-4 A 4. GASKET o a a x T ASA ᾱ Φ 5 σος 2 AB 

-17 ANQ24-4D . . NUT. s » as oro {8 Se A zeny e 2 AB 

-18 146-51543 x T SUPPORT ASSEMBLY, Fuel and οἱ 1 pressure transmitters : 3 1 AB 

-19 ΑΝΒΟΟΒΡΟ : . . INSULATOR . . . « Se fart te, KO ο δε, Seat ΑΒ 
No Number . TRANSMITTER, Oil pressure f are (mary stock No.R88-T- 2125) 1 BW 
No Number . TRANSMITTER,Fuel pressure (GFP)(Navy stock No.R88-T-2651- 225) T BW 


A ___—_—— ÁÁ—— 
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2 
17 - 
H-175-48-13 
FIGURE 393 - J33 ENGINE FUEL SYSTEM INSTALLATION 
& PART 7 
NDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. ODE 
393: 146-48501-21 -FUEL SYSTEM INSTALLATION, J33 engine. . . . . . «© «© «© ee o ao Re 
(see figure 73 for next assembly) 
-1 146-48502-21 . FILTER ASSEMBLY, Fuel J33 engine . . . ee e . © ο. ο. ο n 1 
ATTACHING PARTS 
-2 AN503 -4 16-16 + SCREW. . . +. +. e ο ο ο 7 - ο ὁ e ὁ ο ^ e ο « e * * ο ο ὁ 3 
-3 AN960DÀ 16 WASHER . . 2 e ο ο © © © ο © c ο ὁ 9 ο ο ο ui ος ea 6 
-4 453-416-20 SPACER, Bolt (NA). . . . . 4. 4 ee ee ee eee tee ene 3 
-5 AN503-416-8 SCREW. +. « « « ο» à ο ο o o o ο ο o a ο ο ο aoo so ο . 3 
P nm Y 
-6 K9500A2 . . DRAIN VALVE, 1/8 inch pipe drain (KOE) ........-. 1 
-7 AN822-16D we) RBHBOWo. 2$. yon ce ce os SON a aoa a c ορ, o CN 2 
-8 34371 + . FILTER ASSEMBLY, Fuel (PUP) . . . . . +. +» + + SL aia X. 1 
-9 AN365-1032 « NUT. . .. .. wie. ο. del m. De "uia ei Ἴῳ Nar cedes η "cR . 6 
-10 AN960D10 . WASHER . . . +. . ο ο ο "ντ. ee, ae ele 6 
-11 AN3-4A . BOLT . . . . 2 «ο JT 4 
-12 AN3-5A oy) BOLD) o2: 4069 te ο ο) ef οφ O O 4 2 
-13 146-48503-1 . BRACKET, Fuel J33 engine filter support LH . . . + . +. +. +. +. 1 
-14 146-48503-2 BRACKET, Fuel J33 engine filter support RH. . . . +... +. . 1 
-15 160-48861-81 HOSE ASSEMBLY, Fuel J33 engine aft . . . +. + ei των td a Scat Tw, 19) UY 1 
-16 AN833-16D . ELBOW. . . . . PX "ES 1 
-17 AN924 -16D NUT. Ὁ e ae Ue cA ie my “εἲ alad eta ce. ο aA ο en ay ο ον ο 1 
-18 AN6264-16D47 HOSE ASSEMBLY. . . . « © © © © ο © ὁ © © © © © © ο © © ο 9 n 1 
-19 160-48861-83 HOSE ASSEMBLY, 424 bulkhead to filter. . . . +. + ον E 1 
-20 AN833-16D . ELBOW. . . . . πα Go w^ teas Va ο ca vues Ὁ». 197 er ci οὐδ, ὁ; ἴω Dei κα al 1 
-21 AN924-16D ν NUS Oe ox e a a x a μον 1 
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FIGURE 394 - LH AND RH FORWARD NACELLE FIREWALL R2800 POWER PLANT INSTALLATION 
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H-175-40-1 











Section || 





ο μας. Group Assembly Parts List 
R2800 POWER PLANT (Cont) 
FIGURE & PART | UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
394 175-40000-10 POWER PLANT INSTALLATION, R2800 nacelle firewall forward LH . . Ref 
175-40000-20 POWER PLANT INSTALLATION, R2800 nacelle firewall forward RH . . Ref 
NOTE: Quantities listed per LH installation only except as noted 
-1 * 169-32503 . PANEL ASSEMBLY, Cowling top. . +. . . . . . > ο m 1 
(see figure 402 for detail breakdown) 
-2 * 160-32504 . PANEL ASSEMBLY, Cowling side . . . . . . . . AO ιν EE TE 2 
(see figure 400 for detail breakdown) 
-3 * 175-32505 . PANEL ASSEMBLY, Cowling bottom . . . . . . . a eros Αἱ vale 1 
(see figure 401 for detail breakdown) 
-4 175-40010-10 . ENGINE ASSEMBLY, R2800 LH. . . . . . . +... + ο dis 1 AU 
(see figure 395 for detail breakdown) 
175-40010-50 . ENGINE ASSEMBLY, R2800 LH. . +. . +. . . 1... ee ee . e 1 BQ 
(see figure 395 for detail breakdown) 
175-40010-90 . ENGINE ASSEMBLY, R2800 LH. . . . . +. +... + CC IN v a 1 A 
(see figure 395 for detail breakdown) 
A^ 175-40010-110 . ENGINE ASSEMBLY, R2800 LH. . . . . . . . +. . O EP 1 BM 
N $ (see figure 395 for detail breakdown) 
175-40010-20 . ENGINE ASSEMBLY, R2800 RH. . . . . +. . . .. dane ar cet ἶφι. sus i 1 AU 
(see figure 395 for detail breakdown) 
175-40010-60 . ENGINE ASSEMBLY, R2800 ΒΗ.................. 1 BQ 
(see figure 395 for detail breakdown) 
175-40010-100 . ENGINE ASSEMBLY, R2800 RH. . . . . . . +... ο ο ον 1 A 
(see figure 395 for detail breakdown) 
175~40010-120 . ENGINE ASSEMBLY, R2800 RH. . . . . . . . . . $^ δις deos Ὁ 1 BM 
(see figure 395 for detail breakdown) 
ATTACHING PARTS 
-5 * 146-32909-3 + ‘NUT, Engine mount firewall attaching . . . . . s . s e . . . 2 
-6 * AN960-916 s, WASHER. 4"... 59 ew cm T S ο μα owe ech a Er vo Lie 2 
-7 * AN960D916 e WASHER V oy ee ο id ο nse te De L9 a wid cae, la See eg aa 2 
-8 * NAS149DH44 . BOLT, Internal wrenching steel 9/16-18 (magnetic inspected). 2 
-9 * 146-32909-5 . NUT, Engine mount firewall attaching . . . . s . s s e s . . 2 
-10 * AN960-716 κ, WASHER o- ια. ο V ow wee e veiw ce ος ο ayo ce Cd gle Vo WU a, χο Met ie 2 
-11 * AN960D716 v. WASHER: 75.6 ο UD cent VIR Ὅτῳ Oel Scan. WI ES emis Duo nl art o d 2 
` -1  * AN7-24A . BOLT (magnetic inspected). .................. 2 
---ᾱ--- : 
-13  * 146-32592-30 . FAIRING ASSEMBLY, Accessory cowling 40” line (lower LH)... . 1 
(supersedes 146-32592-3 for future procurement) 
* 146-32592-40 . FAIRING ASSEMBLY, Accessory cowling 40° line (lower ΒΗ). . . 1 
(supresedes 146-32592-4 for future procurement) 
-14  * 146-32592-5 + FAIRING ASSEMBLY, Accessory cowling 40° line (upper B "E 1 
* 146-32592-6 . FAIRING ASSEMBLY, Accessory cowling 40° line (upper RH). . . 1 
ATTACHING PARTS 
-15 * AN509-10-7 ολ SCREW c a uec ορ cw uk TE Ae: wee LAT iode e date 28 
---ᾱ-.. 
-16  * AN748-26 a CLAMP e ο a a ca a νῷ» 1 
e -17 κ ΑΝΤΑΤΗΜΙ6 s. CLAMP. 2 ooo e e (ο ᾱ- aa Se a a ο) a 1 
-18  * 146-42106-5 . RING ASSEMBLY, Carburetor elbow flexible coupling clamping . 2 
-19  * 146-42106-3 . RING ASSEMBLY, Carburetor elbow flexible coupling clamping . 2 
ATTACHING PARTS 
-20 * AN3-5A s BOUT e -ῳ A eas es A A ar AE A 22 
-21 * AN960D10 4 WASHER. cer ake 4$ 9» 1x) ο WIS T RR Qe XC T». Ones c o e Te la. ο η, ἃ 22 
---ᾱἘ..-- 
-22 * 20-5037-4 . CLAMP HALF ASSEMBLY (ΠΗ}λ.................. 2 
-23  * AN310C4 a NUT. wo» € ca A a 4 
-24 * AN960C416 o> WASHER $04 420 90 9 9 ο a et ee 9s a αὶ 4 
-25 * AN4C17 ο ο ο EET TE M Seca 4 
-26 * 146-47038 . GASKET, O11 tank diverter valve. . . . . . e e s s s so eee 2 
-27 * AN365-524 sy NUTS. αν ο ο ο ο ο ο μμ A oa . e@ 8 
-28 * AN960D516 a "WASHER: ο δν ὃς a Math ον “Sr Sat dy 97-97 t8 eas QUY ta Ree oe iat De e. 8 
-29 * AN5-11A BOL E a ear aaa 16^ he! “on ὦ Qs ο ο enu Ya, το, γω E 4 
-30  * 146-32962-50 . PANEL ASSEMBLY, Engine accessory cowl exhaust cover. ΕΣΡ 1 
(supersedes 146-32962 for future procurement) 
ATTACHING PARTS 
-31  * NAS221-8 + SCREW, Brazier head Phillips recess alloy steel 10-32. . . , 8 
---ᾱ--- 
-32 * 146-42077 . CLAMP, Generator air blast elbow (1 required on RH engine) . -2 
5 -33  * AN365-1032 . NUT (1 required on RH engine). . . . so . . . . . 4... e 2 
-34  * AN960D10 + WASHER (1 required on RH engine) . . . . . . . . . . . . . . 2 
-35  * AN520-10R14 . SCREW (1 required on RH engine). . . . . . . . . ο. 9 
-36  * 146-42081 . CLAMP, Generator cooling air blast duct support. . . . . . . 8 
(1 required on RH engine) 
Ἡ -37  * AN365-1032 . NUT (1 required on RH engine). . . . . . .. . ....... 2 
-38 * AN960D10L +. WASHER (1 required on RH engine) . . . . . . ο . . . . . . -2 
-39 * AN520-10R7 + SCREW (1 required on RH θηρ]πθ)............... 2 


NOTE: Part of Q.E.C.A. 
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5 FIGURE 395 - LH AND RH R2800 ENGINE ASSEMBLY 
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AN O1-GOAABA-4 Group Assembly Parts List 


R2800 POWER PLANT (Cont) 





FIGURE & PART ` UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
395 175-40010-10 ENGINE ASSEMBLY, R2800 LH (see figure 394 for next assembly). . Ref AU 

175-40010-20 ENGINE ASSEMBLY, R2800 RH (see figure 394 for next assembly). . Ref AU 
175-40010-50 ENGINE ASSEMBLY, R2800 LH (see figure 394 for next assembly). Ref BQ 
175-40010-60 ENGINE ASSEMBLY, R2800 RH (see figure 394 for next assembly). Ref BQ 
175-40010-90_ . ENGINE ASSEMBLY, R2800 LH (see figure 394 for next assembly). . Ref A 
175-40010-100 ENGINE ASSEMBLY, R2800 RH (see figure 394 for next assembly). . Ref A 
175-40010-110 ENGINE ASSEMBLY, R2800 LH (see figure 394 for next assembly). . Ref BM 
175-40010-120 ENGINE ASSEMBLY, R2800 RH (see figure 394 for next assembly). . Ref BM 
175-48040 . FUEL SYSTEM INSTALLATION, R2800 engine $4.4 ρα ο ROL 
(see figure 410 for detail breakdown) 
146-54048-60 . ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Power plant LH . . Ref 
` (see figure 413 for detail breakdown) 
me . f 146-54048-50 . ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Power plant RH . . Ref 
(see figure 413 for detail breakdown) 
175-5800 . HYDRAULIC EQUIPMENT INSTALLATION, Engine section . . . . .. Ref 
(see figure 414 for detail " breakdown) 
175-51040 . INSTRUMENT EQUIPMENT INSTALLATION, Power plant . . . . +. +. + Ref 
(see figure 412 for detail breakdown) 
No Number . ENGINE COWL FLAPS AND OPERATING MECHANISM. . . . . . . +. . . Ref 
(see figure 399 for detail breakdown) 
No Number . MISCELLANEOUS POWER PLANT EQUIPMENT. . . wwe eov, REF 
(see figure 396 for detail breakdown) ` 
No Number . CARBURETOR AIR DUCT AND MISCELLANEOUS CARBURETOR EQUIPMENT . Ref 
(see figure 406 for detail ος 
-1 * R2800-44Ww ENGINE ASSEMBLY (PW) (GFP). η bate ie ο ος 1 
ATTACHING PARTS 
-2 * MR36K-SA (*) FLEXIBLE ri MOUNTING ASSEMBLY, Pratt € Whitney R2800 . 2 
engine (LO 
-3 κ MR36K-SA1 (*) . FLEXIBLE PEDESTAL MOUNTING ASSEMBLY, Pratt & Whitney R2800 . 4 
engine (LO) 
-4 * 146-32901-1 . MOUNT ASSEMBLY, Engine LH. . Po us o rris 1 
(see figure 398 for- detail breakdown) 
-5 * 146-32901-2 : . MOUNT ASSEMBLY, Engine RH. . πο ter. a Ue 1 
(see figure 398 for detail breakdown) ` 
-6 κ AN310-6 . NUT (magnetic inspected). . . Soa ah ο We. οἆ, φαν Bee ue 
-7 * AN960-616L . .WASHER . . . Ado s Mt eet ο ο Mens CES 
-8 * aN6-21 . BOLT (magne se inspected]. NS na os e ο VETE 8 
-9 κ AN6-22 . BOLT (magnetic inspected). . . . . . ee ee ee eor non n 4 
ων οσα 
-10 * 146-32919 . SHIELD ASSEMBLY, Engine lord mount lower RH upper LH g foc 2 
-11 * 146-32917-17 . SHIELD ASSEMBLY, Engine lord mount center heat (center τ a 1 
-12 * 146-32917-15 . SHIELD ASSEMBLY, Engine lord mount center heat (center RH) . 1 
-13 * 146-32916 ; . SHIELD ASSEMBLY, Engine lord mount upper and lower heat. . . 2 
-14 * 146-32952 . RING ASSEMBLY, Accessory GOW Leg. 5242) 2$ Ρα ο... 1 
-15 75767 . SPINNER ASSEMBLY (HS) (GFP) (interchangeable with 88844). . T 
7 -16  2260-69/2F17M3-2AC . PROPELLER ASSEMBLY, Hydramatic (HS) (GFP)... . . . . . +. 1 
E -17 * 20-530-2 . COLLECTOR ASSEMBLY, Exhaust (RH)... "ER REESE 1 
(see figure hos for detail breakdown) ` 
-18 * 20-502-2 . EXTENSION ASSEMBLY, Front port (RH). 2.51.3909 A ee wate OD 
E NOTE: (*) Two MR36K-SA mounts and four MR36K-SAl mounts form one set of 


MR36K lord dynafocal suspension 


* Part of Q.E.C.A. 
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FIGURE 396 - MISCELLANEOUS POWER PLANT EQUIPMENT 
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FIGURE & 
INDEX NUMBER 





-37 


-42 
-43 


-47 


-52 


-58 


x * xo 


** RK KK KKK KOK ΙΙ OK OK 


* k k * 


* 


do e o KK KR KKK EK KEK KKK KK KK x ox 


x 


κ x 


ASES 


146-47801-95 
146-47801-7 
AN840-16D 
3H2-16-15 
3H2-16-32 
AN737RM46 
3H2-16-34 
146-42801-11 
AN914-3D 
AN840-8D 

2H2 -8-13 
AN737RM30 
146-47108 
146-47038 


180-9569-32 -24 -3/4 


AN365-524 
AN960D516 
AN5-10A 


180-9571-24-20- 3/4. 


116210 
146-42029 
146-42028-5 
146-42028-3 
146-42027 
AN365-428 
AN960D416L 
AN4-6A 

AN4 -5A 
146-32502-3 


146-32502-4 
146-32582-1 
146-32582-2 
146-32575 


ATTACHING PARTS 


AN365-428 
AN960D416 
146-32579 
ANH -21A 


146-42086-100 
146-42702 
146-42077 
AN365-1032 
AN960-10 
AN520-10R14 
146-42357 
146-42358 
AN823-4 
AN6264 -4 -28-1/2 
146-47801-35 
AN919-19 
146-42801-119 
3H2-16-32 
AN737RM46 
AN6264 -8D22-1/2 
AN929-8 
ANQ12-4 
AN823-8 
AN6264 -6-31 
AN929-6 
AN822-6 
AN915-2 
156-47114 


---ᾱἘ--- 


156-47112 
ANL -4A 

AN960D416 
AN365-428 


NOTE: * 





MISCELLANEOUS POWER PLANT EQUIPMENT 


AN 01-60AABA-4 





R2800 POWER PLANT (Cont) 


. 


(see figure 395 for next assembly) 


LINE, Oil tank to engine aft vent. 
LINE, O11 breather LH. . . . . + 
ELBOW. ὁ . . . . . 
HOSE A MEI 
HOSE (NA). . . . 
CLAMP. . . . +. +. 
HOSE (NA). . . . 
LINE, Supercharge 


ELBOW. . + 
ADAPTER. . 
HOSE (NA). 

CLAMP. . « "T 
ADAPTER, 011 inlet s.c riy 
GASKET, Oil tank diverter valve. 

HOSE ASSEMBLY, Four hole flange 9 

905 elbow (AQ) 

NUT, ας ce 9e 9/9. δ. 9 Cele Sele 

WASHER . . . . « osoo ww n 

BOLT ον. 


e.s Hoe n n 
e... Οι. υ » n 


coo... De o. o. 


ral 


1 


o” e 


HOSE ASSEMBLY, Four hold flange 905 elbow to 


90” elbow (AQ) 
GEAR BOX ASSEMBLY, Right angle ac 
BRACKET ASSEMBLY, Hydraulic pump 
CLAMP, Hydraulic pump supporting 
CLAMP, Hydraulic pump supporting 
BRACKET ASSEMBLY, Hydraulic pump 
NUT. ο € 4 wow ο s 


BOLT 5 fe. ας ουν a Ὁ. o oim 

BOLT uus . 

STRUCTURE ASSEMBLY Cowl support 
(see figure ho3 for detail 

STRUCTURE ASSEMBLY, Cowl support 
(see figure 403 for detail 


FLAP ASSEMBLY, Triangular engine 


eo . è è o 


FLAP ASSEMBLY, Main engine cowl e 
(see figure 404 for detail 


. © © © © © © © © © © © © © o 


WASHER . . « 


SPACER, Engine cowl “exit flap hinge. 


BOLT . .. « ὁ ὁ ee oo o ο ο s 


cessory 
support . 


oe ο o 
e ο © © ο 


to engine 


LH. 
breakdown) 
RH. . 


breakdown) 


cowl exit LH (RH lower. . . 
LH upper) (see figure 404 for detail breakdown) 

FLAP ASSEMBLY, Triangular engine cowl exit RH (RH upper. . . 
LH lower) (see figure 404 for detail breakdown) 


xit .. 
breakdown) 


drive 


ee oe 9 | ο 9 o 


ee ο ο 


Section Íl 
Group Assembly Parts List 





USEABLE ON 
CODE 






Too o o noo Qn$. ο 
Do... o .. o 9 o 9 ο n n9] 
Ho. 5 os * υ ο 5 ὁ lt we 
Bees 9 0 reece ο 9 | n ο 
Doo © «© © © © © © © © - ο. 


o 
PEDE PRPRPENP εἰ Εὖ ΟΙ 1” Ε» τ’ 
x 
E 


three hole 
(WGW) - 


N m N me eronorerrrpr 


. et ο 


ee ee 
eee on 


oe ee 
ee ee 
.. o. 
m 
"ro 


DUCT, Generator blast tube flex (1 required on RH nacelle) . 2 
ELBOW, Generator blast tube (1 required on RH nacelle)... 2 
CLAMP, Generator air blast elbow (1 required on RH nacelle). e 

NUT (1 required on RH nacelle) ο ο ov E Rr 2 
WASHER (1 required on RH nacelle). . . . so o... o... es 2 

SCREW (1 required on RH nacelle) . . . . . . ὁ . ὁ .. . ο ο 2 
FITTING, Turbo regulator sensing: line. a e ο. ...... 1 
GASKET, Turbo regulator sensing line fitting ο ον. τι Sais tow 1 
ELBOW. . . ο © . ^ ο e . ^ » «ο.» ὁ ^» ο » ο e 1 

HOSE ASSEMBLY. . . . IA A ο. E 1 

LINE ASSEMBLY, Firewall “to flex hose propeller feathering. . 1 P 
REDUCER. . . + e 9 9 ο. 0 ο 9 ο « 9 ο 9 9 c3 ο € ὁ 9 ο ο 1 1 

LINE, O11 breather RH... o... ο . ο ὁ ο ο ο ὁ ὁ ὁ ὁ ο ο ο 1 

HOSE (NA). A -ϱ ὁ 2 
CLAMP. . . ine? fect 52^ ο ον ο ο ο fey ο Ir μυ 4 

HOSE ASSEMBLY. $us! ka πρ ταὶ AR" “ial ο ο Qi ο ο eue “sere is Ie ου” 1 ΑΝ 
CAP. . « « « « ὁ ὁ ο ο ο ὁ ὁ o ο ο ὁ ο ὁ n ο ὁ n ο o9 ὁ ο n ο 1 σ 
BUSHING. . . e 6 ὁ 6 ὁ ὁ e e e ὁ ὁ ο ὁ ὁ ὁ ο 0. th ὁ ὁ ὁ ο ς ο 1 ΑΝ 
ELBOW. . . ο ο Acta E ON E ρ.. 1 ΑΝ 
HOSE ASSEMBLY. ww olov. Sel gee cet Me, et ο ο ὁ) ο ο” 1 AW 
ο ο τω ia Ge: te e RI e A E Nee 1 σ 
ELBOW. . oe e ee «« 2 «ο aa uU E 1 AW 
ELBOW. . . . ee e E . a ^R Ὅν as a} I te) 4 l AW 
SEAL ASSEMBLY, Propeller fe eathering “oil outlet line; e ta ah co 1 P 

outer supporting 
SEAL ASSEMBLY, Propeller feathering oil outlet line. .... 1 P 
a inner supporting 

BOLT ο as a aa er dnce Vw Ver τῳ a 0) ον tel τὰ) os 2 P 
WASHER . . « . ὁ aroe te eo te ὁ 0 ὁ c . «<<... ο ὁ ὁ ο ο ο ng 2 P 
NUT. e A dp Del ke ces a QUE. ee τὰ -ᾱ 2 P 


Part of Q.E.C.A. 
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Group Assembly Parts List ΑΝ 01-60AABA 


R2800 POWER PLANT (Cont) 





ROTATED i80° 





H-175-32-7A 





FIGURE 397 - ENGINE ACCESSORY COWLING ASSEMBLY 
- 710 








PART 
NUMBER 


156-32951-300 
156-32951-600 
156-32951-115 
s6-400 
FA6-1/2-45 
GF6-1/2-218 
156-32973-100 





ΑΝ 01-60AABA-4- 


R2800 POWER PLANT (Cont) 


1 2.3 4 5 6 7 NOMENCLATURE 


COWLING ASSEMBLY, Engine accessory E fig. 399 for next assy 
COWLING ASSEMBLY, Engine accessory (see fig. 399 for next assy 


DOOR ASSEMBLY, Engine accessory . . . .. e . . . e . © ο « 
7 SPRING RETAINER DZ) es ο ο ὁ ον “pon ahs list “μα... 
oe STUD: Απ ο ο ca Det he tie ck, Tea GB Ma ms Be 

GROMMET (P2)... š 


COVER ASSEMBLY, Engine “nacelle accessory "cowling. upper. . : 


ATTACHING PARTS 


5B17C3A 


156-32970 
146-32966 


. BOLT, Corrosion resistant (ΝΑῚ... ........... 

. . SEAL ASSEMBLY, Engine accessory cowling upper cover. . . 

. DOOR ASSEMBLY, Engine mount accessory cowling . . . . . .. 
exhaust shroud 


ATTACHING PARTS 


AN960D10 
5B17CHA 


---κ-.-- 


156-32951-193 
156-32951-35 
156-32951-37 
156-32951-39 
156-32968-1 


156-32968-2 


169-32956 
169-32958 
146-42030 
146-47117 
146-47118 
146 -42040 
146-32967 -1 
146-32967 -2 
146-32967-9 
146-32967-11 
146 -32967 -13 
156-32968-10 


. WASHER. . . . 09. ὃν gen ui s ms 


. BOLT, Corrosion resistant (NA)uL vio xev we ee ὃς E 
. COWLING ASSEMBLY, Engine accessory. . .. . . . e > . m 
. SEAL, Engine accessory cowling . . . . . . . . « . e o o 
. SEAL, Engine accessory cowling . . . . . . . " κ. ee 
+ . SEAL, Engine accessory cowling . . . . . . . . + e 
+ . SEAL, Engine accessory cowling left hand upper . AR 
(supersedes 146-32956-1 
. . SEAL, Engine accessory cowling left hand lower . . . . . 
(supersedes 146-32956-2 
. . SEAL, Engine accessory cowling left hand lower "EM 
. . SEAL, Engine accessory cowling right hand lower. 


E NIPPLE ASSEMBLY, LH hydraulic pump drain . ë 
. NIPPLE ASSEMBLY, Oil breather LH . "m NE 
. NIPPLE ASSEMBLY, O11 breather RH . . . . . . . . 
. NIPPLE ASSEMBLY, Engine drain RH. .. . .. . 
. SEAL ASSEMBLY, Éngine mount accessory cowl LH. A 
. SEAL ASSEMBLY, Engine mount accessory cowl RH. . 
SEAL, Engine mount accessory cowling. . . .. 
SEAL, Engine mount accessory cowling. . . . . 
. . SEAL, Engine mount accessory cowling. . . . . 
COVER ASSEMBLY, Nacelle engine accessory cowl lower 
complete (supersedes 156-32968 and 146- 932956) ' 


. . 


9. 5 c9 o5 9 9 9 5. 9 5 9 c3 


. 
. . . 
. 
. 


ce eee 


ATTACHING PARTS 


AN526C1032-8 Mano A m 
156-32968-27 . . COVER ASSEMBLY, Nacelle engine accessory cowl lower. . . 
156-32952 . . DOOR ASSEMBLY, Engine nacelle accessory compartment. . . 
cover access 
W99835-1-.080 . STUD Doa PP E νο A 
99836 .. BIN UC). ^ russe ey E IX Sy uei e god V de UR 
99833P .130 RECEPTACLE (UC). Riad. ο OE MCA a. ο πο ο. 
160- 32976 DOOR ASSEMBLY, Engine nacelle accessory cowl fire access. . 
ATTACHING PARTS 

AN363C1032 NUT V vox HO ee o οκ SUR er e ver an PE "a 
AN960C10L . WASHER. .. S a . ») ftp ee ve) et μ.ο “Ss τῷ IO oue ig 
NAS43C3-18 . SPACER, Screw and bolt. . . . "MICI d de es 
AN3-5A v, BOLTS s Jarat a Lii; . 2 oe «ose 
AN363C1032 NU Diseases ad a πα” . . 
AN960C10L WASHER; 4 6k ο ο ὃν 79.9 a s el eek us Sr 28 
AN3-32A sc BOLT. e cw "c 4d Xe ey .. - "EM 
NAS43C3-182 . SPACER, Screw and bolt. . . . F a Se Bae cee ad ES 
156-32974 . SPRING, Engine nacelle accessory cowl fire door ws 
160-32978 . LEVER, Engine nacelle accessory cowl fire door spring m 
160-32977 FRAME ASSEMBLY, Engine nacelle access cowl fire access door 





| 


UNITS 
PER ASSY. 
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Group Assembly Parts List 


USEABLE ON 
CODE 


Ref AZ 
Ref A 


Coco 


μα Puna 


= 
ul PA q A 511-22 


TO ro ΣΠ) HPPP we 


PRR PRE 2 55 
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Group Assembly Parts List ΑΝ 01-60AABA-4 i . | 
R2800 POWER PLANT (Cont) ‘ 








H-175-32-4 


FIGURE 398 - LH AND RH ENGINE MOUNT ASSEMBLY 
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Section 1I 


AN 01-60AABA-4 Group Assembly Parts List 


R2800 POWER PLANT (Cont) 





FIGURE 8 PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
39 146-32901-1 MOUNT ASSEMBLY, Engine LH (see figure 395 for next assembly). . Ref 
146-32901-2 MOUNT ASSEMBLY, Engine RH (see figure 395 for next Ree pps. . . Ref 
-1 146-32901-11 . TUBE ASSEMBLY, Engine mount LH . . . . . . . . . . ο ο oe 1 
146-32901-12 . TUBE ASSEMBLY, Engine mount RH . . . "Ia c 1 
146-32907-1 . .. TUBE ASSEMBLY, Engine mount upper LH. he e A 1 
146-32907-2 . . TUBE ASSEMBLY, Engine mount upper RH. . 1 
-2 160-32902-3 . . . FITTING, Nàcelle engine mount to firewall "attaching. 1 
upper LH 
160-32902-4 . . . FITTING, Nacelle engine mount to firewall attaching. 1 
upper RH 
-3 160-32904 . . . FITTING, Engine mount upper front ring LH and RH... 2 
146-32908-1 . . TUBE ASSEMBLY, Engine mount lower LH. . . . . M reb te ἐς H 
146-32908-2 + . . TUBE ASSEMBLY, Engine mount lower RH. . . . 1 
-4 160-32903-3 z^ dá . FITTING, Nàcelle engine mount to firewall “attaching. . i 
` lower LH 
160-32903-4 - . . FITTING, Nacelle engine mount to firewall attaching. . 1 
lower RH 
-5 160-32905-3 ὁ % . FITTING, Nacelle engine mount side front ring LH... 1 
160-32905-4. . . . FITTING, Nacelle engine mount side front ring RH... 1 
-6 146-32906-1 . . . FITTING, Engine mount lower front ring LH. . . . . ià 1 
146-32906-2 s FITTING, Engine mount lower front ring RH. . --- 1 
-7 146-32711-1 . SUPPORT ASSEMBLY, Triangular flap actuator lower LH. . . .. 1 
146-32711-2 SUPPORT ASSEMBLY, Triangular flap actuator lower ΒΗ... . . 1 
ATTACHING PARTS 
-8 AN365-428 s A E SOS et Oe cw S! DV. Q8 "a $ 2 
-9 AN96OD416L . WASHER . . d^ cre ue ο νο.” 4 
-10 2W1AL17-24-12 . WASHER, Plain. (NA). m uo vna UNT φον ο e ο 9 ¿ AR 
-11 AN4-25A νο τω a a qub et vp RS : Ñ 2 
EINE, PRESA 
-12 NAS77-4-18 . . BUSHING, Flanged press fit steel and bronze . . . . . . . 2 
-13 * 146-32710-1 . SUPPORT ASSEMBLY, Main flap actuator lower LH. . . . . . .. 1l 
: 146-32710-2 SUPPORT ASSEMBLY, Main flap actuator lower RH. . . . . . . +. 1 
ATTACHING PARTS 
-14 AN365-428 QU NUT T ο Κο ρα ο κό í 2 
-15 AN960D! 16L . WASHER . . RE. rs ο “Gretel fiat ο ο "ο 4 
-16 2W1AL17-24-12 . WASHER, Plain (NA)... . . . 2 Iiii ens 5... AR 
-17 ANY -25A a BOLT ο o ve nm s TRU «9 Ομ e FORD ὅπηι . 2 
ον πας 
-18 NAS77-4-18 . . BUSHING, Flanged press fit steel and bronze ....... 2 
-19 146-32709-1 . SUPPORT ASSEMBLY, Main flap actuator upper LH. . . . . . . . 1 
146-32709-2 SUPPORT ASSEMBLY, Main flap actuator upper RH. . . . . . aà 1 
ATTACHING PARTS 
-20 AN365-428 s NUT. 209-3: πὸ, ey LIS. rw cR E IA oe, cee Fo ety A d ug 2 
-21 AN960D416 . WASHER . . ec νι ο ος δν e ROS ves ᾱι DL S ώμο ee 4 
' -22 2W1AL17-24-12 . WASHER, Plain" (NA). oso da ο ο ld al arn AR 
-23 AN4-24A 342 BOLT ss e hates uester hoes š . 5 CE EE vs . 2 
E ποσο 
-24 NAS77-4-18 . . BUSHING, Flanged press fit steel and bronze . . . . . . 2 
-25 146-32712-1 . SUPPORT ASSEMBLY, Triangular flap actuator upper LH. . . . . 1 
146-32712-2 SUPPORT ASSEMBLY, Triangular flap actuator upper ΒΗ... . . 1 
ATTACHING PARTS ᾿ 
-26 AN365 -428 s NE DA ee κεν we ui ας we ὃν ών NIAE πος . > 2 
-27 AN960D!16L . WASHER . . ον ας τὰ, ᾱ, dur o φᾷ c ee al ee Del τῶ, oe . . 4 
-28 2W1AL17-24-12 . WASHER, Plain (NA). oa tat oe. ... e Meu “ἃν Se 4 ci v AR 
-29 AN4-24A &- BOLT Qo AE . A A . s Š 2 
--2-2X*--- 
-30 NAS77-4-18 . . BUSHING, Flanged press fit steel and bronze . . . . . +. . 2 
9 
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FIGURE 399 - ENGINE COWL FLAPS AND OPERATING MECHANISM 
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PART 
NUMBER 


No Number 


146-44010-100 
146-44004 
146-44011 
AN310-5 
AN960D516L 
AN960D616L 
169-44006 


NAS222-10 
5U18-3 


360-108W18 
AN832-10 
AN960C1416 
ANQ24-10 
175-44013 
AN960DH16 
175-44012 
AN310-4 

“ANY -5 
AN960D516 
146-47801-97 
AN815-10 
175-47802-20 
175-47802-50 
156-32951-300 


156-32951-600 


NAS221-8 
AN365C10-32 
146-32954 
146-32964 
146-32953 
146-32963 
M896 


WM2-514M5 
WM2-514M8 
LA1563A31 
WM2-514M1 
WM2-514M16 
WM2-514M6 
WM2-511 
WM3-505 
146-32718 
AN365-524 
AN5-21A 
AN365-428 
ANQ60D4 1.6L 
AN4-21A 
M1670M108 
AN365-428 
ANQ60D416L 
AN4-24 

AN4 -24A 
ANY -LLA 
146-32713 
AN365-1032 
AN960D10L 
AN3-1HA 
5C2E28-8 
146-32717 
AN365-1032 
AN960D10L 
AN3-20A 
AN3-23A 


' AN3-13A 


5C2E28-8 
146-54257 
146-54258 
WEE! -221M1 
146-54256 
AN365-428 
AN960D416L 
ANH-5A 
146-42801-27 
169-32532-1 
169-32532-2 


NOTE: 


* 


UNITS 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
ENGINE COWL FLAPS AND OPERATING MECHANISM. . . . . . . . . + « Ref 
(see figure 395 for next assembly) 
. FAIRING ASSEMBLY, Spinner after body fixed lower. . ... . . . 1 
. . SEAL, Spinner after body fixed. . V. is res 1 
. FAIRING ASSEMBLY, Spinner after τν fixed upper. NES 1 
. NT... ὃς s Soe E QU" --- πο ο ος gts . 7 
A A A A ceci me m Ay Vno ke Da X an BS τς gen dm 14 
. WASHER. . . . . MD : 8 
. STUD, Propeller Spinner after body support. 6 
(supersedes 146-44006 for future procurement) 
. SCREW, Brazier head Phillips recess alloy steel 5/16-24 . , 10 
; PROPELLER GOVERNOR, Constant speed (HS) (GFP) interchangeable 1 


a 0? 9 * ο o9 t on . 9 n 





01-60AABA-l 
R2800 POWER PLANT (Cont) 


with 5U18E35AE and 5U18E34AN 
HOSE, Double swivel AN type (AQ)... .... 
UNION -—— E ER 
WASHER z~ <3. au a «ον 4e ou C v coo. Se feres fa Ge fer * i D Ὁ 
NUT .. 


SUPPORT ASSEMBLY, Propeller feathering oil “supply line. 


WASHER. 


TUBE ASSEMBLY, Propeiler ' féathering oil supply line support : 


NUT... MV PM 
BOLTS 1e O CROSS DE RAS SOLES MESS, τ 
WASHER. 


LINE ASSEMBLY, Propeller. governor line "union “to flex "hose assy 


REDUCER . . . s 
HOSE ASSEMBLY, "nya “and” pneu high press. 
HOSE ASSEMBLY, Hyd and pneu high press. 
COWLING ASSEMBLY, Engine accessory. . RA Mee εν ο 
(see figure 397 for detail breakdown) 
COWLING ASSEMBLY, Engine accessory. . 
(see figure 397 for detail breakdown) 
SCREW, Brazier head Phillips recess alloy steel 10- ae 
NUT o... Qu! ries AO γᾷ, ον š 
BOOT, Side cowl actuator “sealing. Ao 
CLAMP ASSEMBLY, Side cowl flap actuator engine access 
BOOT, Main cowl flap actuator sealing . 


CLAMP ASSEMBLY, Main cowl flap actuator engine access 
CAP, Cowl flap mechanism assembly (AA) ...... 
FLEXIBLE SHABT CEA). 2 enema! aioe a ao a Gea ὦ 


FLEXIBLE SHAFT (AA Shei ο ο ο E ος 
FLEXIBLE SHAFT (AA (M4241-3100 may be substituted) 
FLEXIBLE SHAFT RA) uu uo dove ᾱ ὦ Ive de . 
FLEXIBLE SHAFT (AA). . . . . . ee eee 
FLEXIBLE SHAFT (AA). . . +... . ee oe 
JACK ASSEMBLY, Main cowl flap actuator fai). 
JACK ASSEMBLY, Main cowl flap actuator AA). 
SPACER, Cowl ‘flap actuator. .. a να Ἕ ae 
NUT .... Sv fe pay πὰς eee A e 
ο ο ου 
NUT. i 2 wee  αττ Ros Ὁ 3 
WASHER. . . . . . . . ὁ . 
BOLT. 2 769,912. tecto ο ο 
"H" DRIVE (AA) Que we EC der uus EN 
NUT Los 324. e ae cR feda Gwe Le TRO 
WASHER. . . . . . » © ὁ ο o. . 
BOLT ee tera ia ds ea NS. 2 2-75 ^ Tere 
BOLT ts ο Verf ο ο ο wc p A Aces ae 8 ὦ 
BOLT. . .. . 

CLAMP, 
NUT: els ἃς αν δε ον chow. AE ee πο ae ee 

WASHER. 4 E RO A RAR τν 

BOLT. . . GNE 
CLAMP, Welded tube (NA). EN da ο ος. 
ANGLE, Cowl flap. actuator "H" support . a . . . . . 
NUT ο 2. I Mx 

WASHER; 4e chow qo ds 9e a hs we Ro IIIA rs 
BONT μι S mM O ο “ο 
Θα ο πα ορ 
BOLT. . . αν ο RS cs. SED εὖ o s Ry "ος ETE 
CLAMP, Welded tube” (NA). 


CLAMP, Cowl flap actuator power unit bracket 1- 3/4 diameter . 
CLAMP, Cowl flap actuator power unit bracket 1-7/8 diameter . 
POWER UNIT ASSEMBLY (AA) (interchangeable with ERI ο. 


BRACKET, Cowl flap actuator power unit. .. . 

NUT πα Sce Rp TRU S τῳ αμ”. πο” 
WASHER νι ο e ose rar ld da dlc Gar e rd ἕω τὲ 
BOLT. . .. iae χὰ 
LINE, Cowl flap flexible "shaft “support “side E 


SEAL ASSEMBLY, Upper engine mount access cowl cutout “LH ERA 
SEAL ASSEMBLY, Upper engine mount access cowl cutout RH . . 


Part of Q.E.C.A. 





Swivel connections. 
Swivel connections. 


Cowl flap actuator tH" drive bracket iz 1-3/4 à diameter. 


Section || 


HR 


sealing 
s sealing 


; m 
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Group Assembly Parts List 


USEABLE ON 


CODE 


BL 
AZ 
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H-175-32-2 


FIGURE 400 - R2800 ENGINE COWLING SIDE PANEL ASSEMBLY 
716 : 
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-60AABA-4 
AN 01-60AABA Group Assembly Parts List 


R2800 POWER PLANT (Cont) 


—————————————ÓMM e a 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
400 160-32504 PANEL ASSEMBLY, R2800 engine cowling side. . . . . . . . . . . . Ref 
(see figure 394 for next assembly) 
-1 146-32514-1 . BUSHING, Cowl shear pin station 185.218 LH. . . . . . . . . + 1 
146-32514-2 . BUSHING, Cowl shear pin station 185.218 RH. . . . . . . . . . 1 
-2 AN365-428 e ONUTCSU oe A e he οπές ο σα Oe Ὁ rut as πο. 
-3 AN960D416 + WASHER; 2-163016 eects ee SS S PN : . 6 
-4 AN -7A e BOLT. 2.4 DS S asd ας . 6 
-5 146-32510 . BUSHING, Cowl shear pin aligning. OPE μου. . 2 
-6 AN365-428 sA NUT V ee ecw ερ φις e A. e US ο ο αι, ἂν Ste Veo ir . 2 
-7 AN960D416 . WASHER. . . "x ο ο ο ο UM EE. 
-8 AN4 -6A &« JHOLT. ux an se 2 
-9 160-32543-2 . HANDLE ASSEMBLY, "R2800 ^ engine front cowl "panel “Locking "RB 4 ὦ 1 
160-32543-1 HANDLE ASSEMBLY, R2800 engine front cowl panel locking LH . . 1 
ATTACHING PARTS 

-10 AN310-428 . NT... ο ο ei er gs ἵν ace re qe d πα 7 A 
.-11 2W1AL18-28-62 . WASHER, Plain (NA) . . . AME 
-12 146-32513 . SCREW, Cowl panel locking handle “attaching. ο... 2 
-13 AN316-5R o ox MUT. o eo iix AA P S -ᾧ é 1l 
-14 146-32509 - . BOLT, Cowl panel lock “adjusting. gy Pie as Ber «ρε 1 
-15 RL31SB9 25 LOCK RING (BMC)... ο ος ὦ IDII] κ ον EP 
-16 R307SH9 . . INSERT (BMC). : ο; ᾧ èa E e a 
-17 146-325444 . . PIN, Cowl panel locking “roller retaining i "E ao a6 1 
-18 146-32537 . . PIN, Cowl panel locking handle roller. . . . . . νου 1 
-19 146-32538 ΠΡ ROLLER, Cowl panel locking handle. 20» o é 1 
-20 4B20B9-10 . . BUSHING, Press fit flanged (NA) ...... . x 1 
-21 160-32511-4 . . HANDLE, Nacelle cowl panel locking RH. . . . τ) ἔνε 1 
160-32511-3 +. . HANDLE, Nacelle cowl panel locking LH. : Ww i wee 1 
-22 99831 -9-890 . . STUD, Fastener (0σϑ)........... a δῷ $ rs 1 
-23 99836 4 PIN, 'Fastener UC) su. . ο HE & 1 
-24 146-32533-2 f FITTING ASSEMBLY, Forward cowl lock support RH... s be Vas 1 
146-32533-1 . FITTING ASSEMBLY, Forward cowl lock support LH. . . . ss veris H 
-25 NAS75-7-112 + . BUSHING, Plain press fit steel . . . era ee Set «ᾱ s) d$ cy 1 
-26 146 -39520 . PLATE, Front cowl lock support adjusting. usur A 2 
-27 146-32504 -43 . ANGLE, Cowling side aft . .. A "ΝΟΥ rr "m 2 
-28 146-32504-45 . ANGLE, Cowling side (en ul). aa κὸν τοὶ πώ. Tee: a ορ. 
146 -32504 -46 ; ANGLE, Cowling side (forward RH ην ο EET l 
-29 AN365-428 A 3. 5268069 WS A φωναὶ WO ο τς eios nr vnd 
-30 AN960D4 16 A A IR et ELT aE wa? DeL ser αλ ως κας) τ 
-31 AN4 -10 . BOLT... ο πμ πα ο 4 
-32 160-32549-2 . BRACKET ASSEMBLY, R2800 engine “cowl panel locking handle. . . 1 

front RH 
160-32549-1 . BRACKET ASSEMBLY, R2800 engine cowl panel locking handle. . . 1 

front LH 
-33 AN365-632 sU NUT... aM ο ο gora da 2 
-34 2W1AL9-10-32 . . WASHER, "Plain (NA). TL ED ο ο 
-35 AN507 -632-8 . . SCREW. . A DN 
-36 160-32564 S x WASHER, R2800' engine cowl "panel “locking “handle "νην 8 
-37 160-32541 . . SHIM, Re800 engine cowl panel locking handle frónt μα. 9 
-38 160-32550-2 D BRACKET, R2800 engine cowl panel locking handle rear RH. . 1 
160-32550-1 CH" BRACKET, R2800 engine cowl panel locking handle rear IH, . l 
-39 99947P130 s RECEPTACLE (UC)... a ae Wm Y n se. ud 
-40 146 -32508-11 « SEAL, Engine cowl baffle. . ; eve Ὁ 
146-32553-2 . BEAM ASSEMBLY, Sta 155. 062 to sta 185. 234 side “cowl panel . 1 

: closure RH 
146 -32553-1 . BEAM ASSEMBLY, Sta 155.062 to sta 185.234 side cowl panel. 1 
closure LH 

-41 146 -32722-2 . . SPRING, Side cowl panel handle rétainer RH .... 1 
146-32722-1 . . SPRING, Side cowl panel handle retainer LH... 1 
-42 156-32583-1 . LOCK, Engine nacelle cowling side slide LH. . .'. . . à’ 1 
156-32583-2 . LOCK, Engine nacelle cowling side slide ΒΗ... . . š 1 
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. FIGURE 401 - LOWER COWLING PANEL ASSEMBLY 
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FIGURE A 


INDEX NUMBER 


ΠΟΙ 


-1 
-2 
-3 
-4 
-5 
-6 


PART 
NUMBER 


175-32505 
169-32504-1 
169-32504-2 
AN365-428 
ANQ60D4.16 
ANÚ-6A 
AN364 -624 
945-6P 
146-32515 
146-32534-2 
146-32534-1 
AN365 -428 
ΑΝΟ6ΟΡΗ16 
ANÁ-7A 
146-32516 
160-32545-2 
160-32545-1 


PANEL ASSEMBLY, Cowling lower (see figure 


ΑΝ 01-60AABA-4 
R2800 POWER PLANT (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


next assy). 
BRACKET, 
BRACKET, 
NUT. . 


Cowl shear pin support RH . . 
WASHER ταν c3 wan αν ο ce 


Cowl shear pin used LH. 


BOLT. a DUE E. Sce 
NUT. . . . f 

WASHER, Plain commercial standard. ο elie ψ 
PIN, Cowl shear front aligning . . V s 
FITTING ASSEMBLY, Cowl panel lock front "bumper RH. 


FITTING ASSEMBLY, Cowl panel lock front bumper LH. 


. 
ee ee ot . 
. 


NUT oaa a ο κ ρα’ Se, Sem ey {οὶ το ον . 5 * x 5 
WASHER Sanare A d. DOE, ὦ ὦ s www 
BOLT .... * os 


PLATE, Cowl shear "pin "reinforcement "sta "185. 1218 LH ἃ RH. ; 
HANDLE ASSEMBLY, R2800 engine rear cowl panel locking RH. 
HANDLE ASSEMBLY, R2800 engine rear cowl panel locking LH . 


ATTACHING PARTS 


AN310-428 
2W1AL18-28-62 
146-32513 


---ε 


AN316-5R 
146-32509 
RL318B9 
R30T7SH9 
146-32544 
146-32537 


146-32538 


4B20B9-10 

160-32511-6 
160-32511-5 
ri 


9983 
146-32525 
NAS75-7-112 
146-32521-2 
146-32521-1 
146-32572-1 
146-32572-2 
AN365-1128 
AN960D416 
AN9GODA16L 
AN4-10A 
AN4-11A 
160-32547-2 
160-32547-1 
AN365-632 
2W1AL9-10-32 
AN507 -632-8 
160-32564 
160-32541 
160-32548-2 
160-32548-1 
99947P130 
146-32560 
AN365-1032 
ΑΝΟΘΟΡΙΟ 
146-32719 
175-32557 
175-32553 
146-32508-9 
146-32597 
146-32562-1 
146-32562-2 
1775-42076 
156-32578-30 
156-32579 


Sd 


NUT. . ἃν ο KI OSA nS ιο δν, ἐφ. Vole ο de ος a ο σάς 6 

WASHER, Plain (NA). a —€—— ms 

SCREW, Cowl panel locking handle adjusting ο ο Be ἐν ia 

-- NUD ul δ, vis a ορ 
BOLT, Cowl panel” lock adjusting XP RES 
LOCK, Ring 


(BMO) aa Ὁ aa e 
INSERT (BMC) . 9 Da 
PIN, Cowl panel locking handle "roller retaining e 
PIN, Cowl panel locking handle roller . . . . . . . . . 
ROLLER, Cowl panel locking handle . . . . . so . . . s 
BUSHING, Press fit flanged (NA). ο --- 
. HANDLE, Nacelle cowl panel locking "RR νε maria. foi” ah ti 
. HANDLE, Nacelle cowl panel locking LH . 
. STUD, Fastener (UC). .......2.. 

PIN, Fastener (UC) . . 
FITTING ASSEMBLY, Aft cowl lock support. A 
BUSHING, Plain press fit steel. .... 


wot . . o9 9 ὁ . 5 9 0 n ο n 


PLATE, Aft cowl lock support adjusting RH. . .. Ἐς . 
PLATE, Aft cowl lock support adjusting LH. . . . vus η 
ANGLE, Top cowl panel lock forward LH. . . . .. ae ; 
ANGLE, Top cowl panel lock forward RH. . . .. . ΝΣ * 
NUT. ranse E ο E em es τω qi nt o oe eo . 
WASHER . EIS A O νο ΝΣ . 
WASHER. | Lo xo eR Ue eh rdum AE, as cee San lak D Serve ie . 
BOLT; s npa eoa RN RRA M ἃ 5 
BOLT .. 5 "m i è A 
BRACKET ASSY, R2800 engine cowl panel “Locking handle rear RH 
BRACKET ASSY, R2800 epg me cowl panel locking handle rear LH 


NUT .. ο ο ο ο ορ ο ο 
WASHER, Plain "(NA) . ΙΟ mo E mo hoi fec De 
SCREW... ο ea 
WASHER, R2800 engine “cowl panel locking handle. . . 
SHIM, R2800 engine cowl panel locking handle. 


RECEPTACLE (UC). . . . PA ee are 
DOOR ASSEMBLY, Collector access "station 190. b nee ο ο 
NUT. 125 a Ce sex 7 992 ο EOS ο Ke. 1ος CET ο CIR SOR SET a 
WASHER . . . . e ὁ ee 6 ὁ 


CLIP, Cowl drain tube "retaining. . 
ROD, "Lower cowl panel drain tie. . 
TUBÉ ASSEMBLY, Lower cowl panel drain. . 


SEAL, Engine cowl baffle ... ae . 
SEAL, Lower cowl panel to firewall xc e 
FITTING, Cowl shear pin aligning lower LK. . 9 
FITTING, Cowl shear pin aligning lower RH. " . 
DUCT ASSEMBLY, Generator air blast upper . . . a . . . . . 
SHIELD ASSEMBLY, Engine nacelle lower cowl panel 
SHIELD ASSEMBLY, Engine nacelle lower cowl panel 


. 
ee f ew 9 n 


. 
. 


forward . 


BRACKET, R2800 engine cowl panel locking handle rear “RH $ 
BRACKET, R2800 engine cowl panel locking handle rear LH . 


UNITS 
PER ASSY. 


Ref 
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Group Assembly Parts List 


USEABLE ON 
CODE 


RHHNDEEFETARANNNNADAA 


TO DO DO 


PREP AA E ES IS E TO ΓΟ EH PEP IE ES TO FO TO TO A EON FE ΕΛ) DO IS ID. EP FO E π1 E iE A ED E ED ID. πα κα 
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Group Assembly Parts List AN 01-60AABA-4 


R2800 POWER PLANT (Cont ) 





H-175-32-1 


FIGURE 402 - TOP COWLING PANEL ASSEMBLY 
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Section [i 


AN OT-6OAABA=H} Group Assembly Parts List 


R2800 POWER PLANT (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
02 169-32503 PANEL ASSEMBLY, Cowling top . SU ur aoe se e Rum Re REF 
(see figure 394 for next assembly)" 

-1 169-32504-1 . BRACKET, Nacelle cowling shear pin support LH. ....... 1 
-2 169-32504-2 . BRACKET, Nacelle cowling shear pm support RH. . . . . . .. 1 
-3 AN365-428 BSINUR. 20 0T ο tes aD SP a on. AR Lc NS 4 
-4 AN960D416 er “WASHER as ena aa a as . A go 4 
-5 AN4 -6A te BOT i no a Qu E Ter u TQ cee ty CON ets ds 4 
-6 AN361 -624 . NT. ... . e x T v “6; uw ev ous eire coe 2 
-7 945-6P . WASHER, Plain commercial Standard. V ie Sii erm eU RM 2 
-8 146-32515 . PIN, Cowl shear front aligning . . . . εν... πο...” 2 
-9 AN310-428 e NUT... Morte cte vente Sabie at Ἐν Se pen e Sac erstes Tal cu 2 
-10 169-32503-95 . WASHER, Cowling "top. ντ. La τῷ te ο z 2 
-11 NAS75-7-025 $ BUSHING, Plain press fit steel QC see Now, Dar ο ο αν “Ὁ s A 2 
-12 146-32552 . PI, Cowl shear rear aligning upper. . . ió TES 2 
-13 146-32534-1 i FITTING ASSEMBLY, Cowl panel lock front bumper LH. ος re 1 
146-32534-2 . FITTING ASSEMBLY, Cowl panel lock front bumper RH. . . . .. 1 

-14 AN365-428 A ue 2 097€» 3 ns P Wet a. οὐ ο ο... 6 
-15 AN960D416 -- WASHER saatna By ων ο ο Fates ο Ἔν She Ks de s 6 
-16 AN4-5A » BOLT, .., i A 6 
-17 146-32516 . PLATE, Cowl sheàr "pin “reinforcement sta “185: 218 LH ana RH. : 2 
-18 160-32545-1 HANDLE ASSEMBLY, R2800 engine rear cowl panel locking LH . . 1 
160-32515-2 HANDLE ASSEMBLY, R2800 engine rear cowl panel locking RH. , 1 

ATTACHING PARTS 
-19 AN310-4 . NT... SOUL e E Len xe yee Meh ο πε 2 
-20 2W1AL18-28-62 . WASHER, Plain” (Na). oA A od QUE 2 
-21 146-32513 . SCREW, Cowl panel locking “handle attaching ορ.” 2 
PEL η 

-22 AN316-5R 0. NT.... Sex I e cita e red. 1 
-23 146-32509 . . BOLT, Cowl. panel “lock adjusting . ο ao ar ani ο” a 1 
-24 RL318B9 ; | LOCK RING (BMC)... αν NM der anis 1 
-25 R307SH9 . . INSERT (BMC). ; s a alae 1 
-26 146-32544 . . PIN, Cowl panel locking handle roller retaining SU dis. Meine 1 
-27 146-32537 . . PIN, Cowl panel locking handle roller . . . . . . . . . . 1 
-28 146-32538 a a ROLLER, Cowl panel locking handle . 2.9 tem 15 ee δν wae Fa eui eg 1 
-29 4B20B9-10 ο ug BUSHING, Pressed fit flanged (NA). ο a tee. ee ie 1 
-30 160-32511-5 + . HANDLE, Nacelle cowl panel locking LH. . . . . . . . . . 1 
160-32511-6 . . HANDLE, Nacelle cowl Panel locking RH de er var is 1 

-31 99834 -9-890 . . STUD, Fastener UC Wo» lk. we e ϱ Ὁ I EE 1 
-32 99836 ` PIN, Fastener uc Voce hls Bs Wes αὐ 6 a ve ia 1 
-3 146-32525 P FITTING ASSEMBLY, Aft cowl lock support.: S fon κε vi eq I ον Ὅς arta 2 
-3 NAS75-7-112 . . BUSHING, Plain press fit steel. . . co ON o. AX ce E τῷ 1 
-35 146-32521-1 . PLATE, Aft’ cowl lock support adjusting DH a hc να aa 1 
146-32521-2 A PLATE, Aft cowl lock support adjusting RH. ......... 1 

-36 169-32503-57 . ANGLE, Cowling top LH... ... ...... . . . llc ο ον 1 
169-32503-58 . ANGLE, Cowling top RH. . . ο a κο ος 1 

-37 146-32572-1 . ANGLE, Top cowl panel lock forward LH. ᾿ ση er estes TES xe 1 
146-32572-2 . ANGLE, Top cowl panel lock forward RH. ae αν οφ ee oe ee 1 

-38 AN365 -428 s: NUT is o de lel os WU ELO es o 4 
-39 ΑΝΟΘΟΡΗ16 . ιο ait oe ap ο ο lata μου”. 8 
-40 AN4 -10 « SBOLT a o ο ο ο Ges TRI ο ο ο ο ο μυ d -Ἕ 4 
-41 160-32547-1 . BRACKET ASSEMBLY, “r2800 engine cowl panel. . . . . . . . ο ο 1 

lock handle rear LH 
160-32547-2 . BRACKET ASSEMBLY, R2800 engine cowl panel. . . . . . . . . . 1 
lock handle rear RH 

-42 AN365-632 . . NUT.. εί a aa lar E τὰ ci 2 
-43 2W1AL9-10-32 . . WASHER, Plain "(aj | Sn αν Wop ο ος hm Glue eq Cah eve e 2 
-44 AN507-632-8 . . SCREW.. ον «ἰδ, vat "an RO e 
-45 160-32564 + . WASHER, R2800 engine cowl panel locking handle. D aena ; 2 
-46 160-32541 . . SHIM, R2800 engine cowl panel locking handle front. . : 1 
-47 160-32548-1 p s BRACKET, R2800 engine cowl panel locking handle rear LH. 1 
160-32548-2 + . BRACKET, R2800 engine cowl panel ο κι handle rear RH . 1 

-48 - 99947P130 : RECEPTACLE (UC). αν wo X D M ELS d x 1 
-49 146-32508-9 τ SEAL, Engine cowl baffle . . . . . DICIT 1 
-50 156-32582-1 . LOCK, Engine nacelle cowling slide LHo usta, oh qa ted 1 
156-32582-2 . LOCK, Engine nacelle cowling slide RH. . . . . . . . ea 1 
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Group Assembly Parts List - AN O1-60AABA-h 


R2800 POWER PLANT (Cont) 


FIGURE 403 - LH AND RH COWL SUPPORT STRUCTURE ASSEMBLY 
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Β-115-82-6 








ΑΝ 01-60AABA-4 
R2800 POWER PLANT (Cont) 


Section Il 


Group Assembly Parts List 


—————M——————————MÓMÀ — ——— € € $m 
FIGURE 


8 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE . PER ASSY. CODE 
403 146-32502-3 "STRUCTURE ASSEMBLY, Cowl support LH . . . . . . . s . . . . . . Ref 
(see figure 396 for next assembly) 
146-32502-4 STRUCTURE ASSEMBLY, Cowl support RH . . . . . s s s e. . . . . Ref 
(see figure 396 for next assembly) 
-1 146-32529 . STRUT ASSEMBLY, Lower cowling support LH and RH (lower). . . 1 
-2 146-32528 . . FITTING, Lower cowling support strut. . . . . . . . . ο ο 1 
-3 AN365-624 5 ο A ο wb URS vo ο vm LE Ne dB ο ecc ολ... 1 
-4 AN6-24A e v BOLT. 5s ΟΙ rus Td: sd Ἦν Ge 1 
-5 4S4-12-50 .., 2o. SPACER, Rivet (NA). . . . Ν τν a NIE 1 
-6 146-32529-21 > 1 strut SUB ASSEMBLY, Lower cowling support ο ο πα... 1 
-T7 AN365-524 . NUT. O IRI ντ TS ote a eve 8 2 
-8 4s4D10-56 ; SPACERS Rivet (NA) ωμά αν μμ απ... 2 
-9 AN5-23A s BOLT Qc λα X . Aree en δρ car at ei, d ce 2 
-10 146-32531-1 . STRUT ASSEMBLY, Upper cowling. support LH ο ο Ου 1 
146-32531-2 . STRUT ASSEMBLY, Upper cowling support RH . . . s s . . . ον 1 
-11 146-32530 - . FITTING, Upper cowling support strut. . . . . . . s . ο ο 1 
-12 AN365-524 as Sate σκορ ο ο το τὸν ee ET SNP fe m MEA eig 1 
-13 AN960-516L + . WASHER. ... κ ο cal. te bees ay tes EO ον. 2 
-14 4s4-10-45 + . SPACER, Rivet (NA). ο a a μπα 1 
-15 AN5-23A € Ue BOLT. o ne a PIC ο ο ο ter Marten Wen os hee - 1 
-16 146-32531-21 . . STRUT, Upper cowling support LH 52 os v^ 1 
146-32531-22 + . STRUT, Upper cowling Support: RH e ow are c9 eo ο. 1 
-17 AN365-428 E NUT us "——Á" Ge ο ο T τῳ A 2 
-18 2W2SP16-28-95 - WASHER, Thrust (NA); ο ο "ccc S 4 
-19 146-3252 . SPACER, Ring cowling support pin . . . . e . s e . e s e s 2 
-20 146-32526 . PIN, Ring cowling support. . . . . . sse so es ew wee 2 
-21 146-32526-3 . PIN, Ring cowling support. . . . . s . s s e e e ο ο ο ο νο 2 
-22 146-32532-1 . RING ASSEMBLY, Cowling support LH. . . So ος ος. Meese) ISI I 1 
146-32532-2 . RING ASSEMBLY, Cowling support RH. . . ο μα πο. 1 
-23 146-32527 - . SPACER, Ring cowling support pin. . μ.μ... 2 
-24 146-32581 . HINGE ASSEMBLY, Main engine cowl exit flap PING oS. ses wo 8 
-25 146- 2580 + . BUSHING, Engine cowl exit flap hinge. . . . . . . . . . . 1 
-26 NAS2-301 + 5 PITTING, Lubrication. 4 c . 5: 5. ο 5 6 € 2 b wo» a ὁ wo 1 
-27 AN365-624 μμ o pe ea cé ο ο ll ues T" ates ar cor eo φιλί am d. teo ὁ 2 
-28 AN960D616L v WASHER 2 e Tena xe cec € -ᾱ- P Yel OS AUS A RITU Ὁ 3 9 dé Om Lies we 2 
-29 AN960D816L + WASHER . . . . + ee a ee ῳ ERES 9 9 ο ο ... AR 
-30 146-32558-2 3 ee "Engine cowl exit flap support RHE ooa ana ν l 
LH upper 
146-32558-1 s πα ΠΕΙ. Engine cowl exit flap support LH . . . . . 1- 
RH upper 
-31 146-32558-3 è ΓΕΝ σον Engine cowl exit flap support LH . . . . . 1 
LH lower 
146-32558-4 + FAIRING ASSEMBLY, Engine cowl exit flap support RH . . . .. 1 
(RH lower) 
ATTACHING PARTS A 
-32 AN363C428 zc NUTS a we xe, Cot bes ο lence? ot) ooo ο ei sen) fe Γῶν -ᾱ 12 
-33 ΑΝΟΘΟΡΗ 161, + WASHER . . W UN e de η ο NE ee 24 
-34 4S4D8-56 . SPACER, Rivet "(Naj € 6 4 à 4 ο x» ὁ ὁ 4 4 s» ο ἃ 9 ὁ ὦ ὁ ὁ ο s» 12 
-35 AN4-22A «s! BOLT 4. cur at tic 9. a et ox IMEEM DEC γι νὰ 12, y 
2 να : 
-36 146-32535-1 + . FITTING, Cowl panel rear lock bumper LH . ... s e . . e o 1 
(LH upper RH lower) 
-37 146-32535-2 + . FITTING, Cowl panel rear lock bumper RH . . . . . ν ο ο ο 1 
(LH lower RH upper) 
-38 146-32720 + . BRACKET, Engine cowl exit flap fairing aft. ... . . $e 1 
-39 160-32523-1 + . HINGE ASSEMBLY, Nacelle engine cowl exit flap fairing . i 
aft LH (LH lower RH upper) (supersedes 146-32523- 1) 
160-32523-2 + . HINGE ASSEMBLY, Nacelle engine cowl exit flap fairing . . 1 
: aft RH (LH upper RH lower) (supersedes 146-32523-2) 
-40 146-32580 e . . BUSHING, Engine cowl exit flap hinga ο οσο ο Mebane ο e 1 
-41 NAS2-301 . κ. FITTING,-Eubrication . . . ay x ea 1 
-42 146-32721 + . BRACKET, Engine cowl exit flap pairing "forward. ara va Mel 1 
(LH lower RH upper) . 
160-32522-2 + . HINGE ASSEMBLY, Nacelle engine cowl exit flap fairing RH. 1 
(LH upper RH lower) | 
-44 146-32580 + < . BUSHING, Engine cowl exit flap hinge . . . . . . . . . 1 
-45 NAS2-301 e e . FITTING, Lubrication.. . . . « ο o ο è « èe è è o oo. 1 
-46 AN365-428 a) agar ANUT cas amis el -ᾱ κας e RT aE a OA O E eM Sat i 6 
-4T ANQ60D416L ety de> QWASHER Sie: 6? e ei’ oe: Goo Cer e τῳ: oP Sot tes oh, wv. ORC ος es es 2 
-48 AN4 -7A 4. cs DRE li δν τος ης 6 


BOLT. . L0 ca 
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R2800 POWER PLANT (Cont) 


FIGURE 404 - MAIN AND TRIANGULAR ENGINE FLAP ASSEMBLIES 








H-115-32-5A 











; Section [| 


(. . PARA Group Assembly Parts List 
R2800 POWER PLANT (Cont) 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
ΤΟΣ ΜΑΙ͂Ν AND TRIANGULAR ENGINE FLAP ASSEMBLIES : 
146-32582-1 . FLAP ASSEMBLY, Triangular engine cowl exit LH. . Ref 
à (RH lower LH upper) (see figure 394 for next assembly) 
146-32582-2 . FLAP ASSEMBLY, Triangular engine cowl exit RH. . . Ref 
(RH upper LH lower) (see figure 394 for next assembly) 
-1 146 -32582-3 . . PANEL ASSEMBLY, Triangular engine cowl exit LH. ..... 1 
(less fittings) 
-2 146-32582-4 . +. PANEL ASSEMBLY, Triangular engine cowl exit RH. ..... 1 
i (less fittings) 
-3 146-32583-1 + . HINGE ASSEMBLY, Triangular engine cowl exit flap. . . .. 1 
forward LH 
146-32583-2 . . HINGE ASSEMBLY, Triangular engine cowl exit flap. . . .. 1 
forward RH 
-4 NAS77-4-23 . . . BUSHING, Flanged pressure steel and bronze . . . . . +. 1 
-5 146-32584 . . HINGE ASSEMBLY, Triangular engine cowl exit flap. . . .. 1 
forward LH $ 
-6 NAS77 -4-23 i . . . BUSHING, Flanged pressure steel and bronze ow 1 
-T AN365-428 ες NU ea tee ie δν “wy Seg ον ο) as al δῦ ο de 6 
-8 AN960D416 s WASHER 4o ved Yas sages tal E, a A ο ο. 7 
-9 ANÍL-6A . . BOLT. . . HAE AN 6 
-10 15416-32585 . . FITTING ASSEMBLY; Triangular. engine cowl exit flap. wo S 1 
-11 146-32600 . . . BUSHING, Engine cowl exit flap fittingsshoulder. . . . 2 
-12 AN365-428 i w^ NOTS iis Gian ο ο a ο ο ο κο. ο ο ÍA e G 3 
-13 AN960D416 A AS RE αν, αν” Pda ον 3 
-14 AN509-416-13 E SCREW... ue Mar tu ον er εν Iri GU “on 3 
146-32575 k FLAP ASSEMBLY, Main engine cowl “exit ὃ. ἕο e 2.5.5.5, Ref 


(see figure 394 for next assembly) 


-15 146-32575-3 . . PANEL ASSEMBLY, Main engine cowl exit (less fittings) . . 1 
-16 146-32577 . . FITTING ASSEMBLY, Main engine cowl exit flap. . . EE 9 
-17 146-32600 . . BUSHING, Engine cowl exit flap fittings shoulder | . . 2 
-18 AN365-428 a: ar NUM aao ar ος κε Was a d οι Ὁ ο arcu red. E s 6 
-19 ANQ60D416L or, vey WASHER: ese ὦ κος nm τα p Doe cathe Ser Le de e ος Sep ἃν τό ο. αφ ο Bey Ze 6 
-20 AN509-416-12 s a SCREW... x RC Sot lene Sn 55 6 
-21 146 -32576-1 . . HINGE ASSEMBLY, Main engine cowl exit flap LH. ; re 1 
-22 146-32576-2 . . HINGE ASSEMBLY, Main engine cowl exit flap RH . . . . . . 1 
-23 NAS77-4-23 - . . BUSHING, Flanged pressure fit steel and bronze . . . . 2 
» -24 AN365-428 se κέν”, A AMAR RR ο ο ο ο ο 6 
-25 AN960DÀ16L wo Ὁ “WASHER S. “ὦν uu. Tw ιο, πας cee δι A δν ον ὃς ὧν a cum el té UE s 12 
-26 AN4-6A 2 op BOLT tas οι ae eee fae sete eerie CS hey sh a: a ar er ow. ου aah hee ty ee 6 
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H-175-40-2A 


FIGURE 405 - EXHAUST COLLECTOR ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
405. 20-530-2 COLLECTOR ASSEMBLY, Exhaust (RH). . .'. . ee eras ee doe a, ee Ref 
see figure 395 for next assembly). 
-1 20-530-314 . SEGMENT ASSEMBLY, Exhaust (RH). ..... . e eee eee 1 . 
(supersedes 20-530-307 for futur procurement) * 
20-530-29 . SEGMENT ASSEMBLY, Exhaust (RH)... .. . so e e . . . ete 05. 1 
-2 20-530-66 . . SEGMENT SUB ASSEMBLY, Exhaust ey? si ο ιν ἂν, ἃ ο... 1 
-3 20-530-67 . . SEGMENT SUB ASSEMBLY, Exhaust (RH). . . . +. +... +... . . #2 
-4 20-530-313 . SEGMENT ASSEMBLY, Exhaust. (RH ie by aa πο NA ca ere. ub 
20-530-27 . SEGMENT ASSEMBLY, Exhaust (RH) . . . . .. . ee ee eee 1 
-5 20-530-53 + . SEGMENT SUB ASSEMBLY, Exhaust us ο ρα Adel. ab 
-6 20-530-52 . . SEGMENT SUB ASSEMBLY, Exhaust? (ΒΗ)... . +. + +. +. +... + 1 
20-530-115 . SEGMENT ASSEMBLY, Exhaust (RH) >, ..........-.-.. 1 
-T 20-530-117 . . SEGMENT SUB ASSEMBLY, Exhaust (ΒΗ)... . +. . +... 2 +. + 1 
-8 20-530-116 . SEGMENT SUB ASSEMBLY, Exhaust (RH). . . . . . . . . . . . 1 
-9 20-5043-90 . HALF CLAMP ASSEMBLY, Exhaust (RH)(20-5024-9 may be. . . . . . 1 
substituted) 
-10 20-5043-70 . HALF CLAMP ASSEMBLY, Exhaust (RH)(20-5024-7 may be. . E 1 
. substituted) . 
-11 ' 20-5043-60 . HALF CLAMP ASSEMBLY, Exhaust (RH)(20-5024-6 may be. . . . . 1 
substituted) ᾽ 
-19 20-5043-80 . HALF CLAMP ASSEMBLY, Exhaust (RH)(20-5024-8 may be. .... 1 
substituted) 
-13 20-5043-100 - HALF CLAMP ASSEMBLY, Exhaust (RH)(20-5024-10 may be . . . + + 1 
substituted) 
-14 AN310C5 HE IMG EET" 20 
-15 AN960C516 . WASHER s. oim mium το a a qe dn I τς ον i S rs 20 
-16 AN5C22 2 BOLTS uo io«ue te νιν. ae νιν oS Ble Ra O 20 
-17 20-5025-20 . COLLAR, Exhaust system clamp joint (RH) . . .-. . + TP 1 
-18 20-5025-19 . COLLAR, Exhaust system clamp joint (RH) . . ..... vh der. v 1 = 
-19 20-5025-17 . COLLAR, Exhaust system clamp Joint (RH) ...... GA Date 1 
-20 20-5025-16 . COLLAR, Exhaust system clamp Joint (RH) . . . .. «ο «ο T = 
-21 20-5025-18 . COLLAR, Exhaust system clamp joint (RH) os εν Ww 1 
. PLUG, Exhaust collector drain... το fo oe EN 1 > 


-22 20-5044 
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H-175-40-3A 


FIGURE 406 - CARBURETOR AIR DUCT AND MISCELLANEOUS CARBURETOR EQUIPMENT 





PART UNITS USEABLE ON 





INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
406 No Number CARBURETOR AIR DUCT AND MISCELLANEOUS CARBURETOR EQUIPMENT... . Ref . 
(see figure 395 for next assembly) 
-1 146-42026 . ELBOW ASSEMBLY, Carburetor air ...... e . s se es «© αι. 1 
-2 AN3-5A a BOLT ορ a ig τὰ κ Ic A ο as 18 
-3 AN970-3 e WASHER Q2 uas! σαν Gm De A S) να ώς λος ar To Ro a ec: ee RS 18 
-4 175-42112 . SEAL, Carburetor air elbow duct. . . . .. . . s 6 se eee 1 
-5 146-42034 . CHANNEL ASSEMBLY, Carburetor elbow seal clamp pins . . . .. 2 
-6 169-42115 . COLLAR, Carburetor elbow mounting flange . . . . . . . . . . 2 
-T ANT4A12 aa BOLT 2 042 ο nva κάρτα: cern ος Dal ο ο ου 16 
-8 ANQ60D416 x WASHER 4-404 o3 ee ee κ.α ae oc e ΕΝ. 16 
T -9 - AN6264-4-28-1/2 se THOSE ASSEMBLY =; 20 4-48 A ay Gok, Wel Se Ge RE MES: HS VN 3 
` -10 AN915-1 . ELBOW. . . . . . ὃς oW We ο e sue wo m hastis tet, tlie o ve cet AS Der. TUR PRI Ue 1 
-11 AN822-4 ABI a A ων) A Es Na fe x 1 
-12 1509-6B . AUTOMATIC BOOST CONTROL iS em ο ο ο... 1 
-13 P13675 . LEVER, Throttle control BX GEB). deos πα sis nes 1 
pS A A α΄. A A A 
727 





Section: 11 : P "He. | 
Group Assembly Parts List ` ΑΝ O1-60AABA-4 
R2800 POWER PLANT (Cont) 


H-175-43-3A 


^ 


FIGURE 407 - COMPLETE ENGINE CONTROLS INSTALLATION 





FIGURE & PART . i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
oT - ENGINE CONTROLS INSTALLATION, Complete. . . . . e e e s E: e 
-1 No Number . COMPLETE PILOTS COMPARTMENT ENGINE CONTROLS. . +. +. +. + + . . Ref 
(see figure 409 for detail breakdown) 
-2 146-43051 . HANDLE ASSEMBLY, Engine throttle catapult. . . . . . + b uo 1 
ATTACHING PARTS 
-3 AN365-1032. e -NUT Ὁ Sw 4h e a Jai eU ng $^ nem Les nos e Te 9 
σος A ο σοι E SS EI A A ος κος οπως ου μι μμ μωθως 














PART 
NUMBER 


AN960D10L 
AN3-5A 


AN365-428 
AN960-416 
AN4-23A 
146-43054 
146 -43052 
146-43053 
146-43084 
AN365-1032 
AN960D10L 
AN3-5A 
146-43086 
146-43078 
REHFS 
AN316-5R 
146-43096 


NAS75-4-200 
AN2O1KHA 


146-43080 
146-43081 
1446-3083 
146-43088 
ANY-34A 
AN365-428 
AN960-416 
NAS75-4-007 
AN4-13A 
AN4-32A 
82-43289 
AN960D716 
AN960D716L 
82-43288 
146-43075 
AN316-4R 
F44-14 
AN4-10 
AN310-4 
AN960D416L 
AN4-11 
AN960D416 
AN310-4 
AN960-416 
146-43092 
ANY -13 
146-43076 
AN316-4R 
F44-14 
AN365-428 
AN960D416L 
146-43091 


s.s 9 c9 c9 9 9 c9 9 ο ο » 0 9 9 9 * 9 9 * ὁ 9 ο ο 9 9» * ο 9 ὁ 


AN 01-60AABA-4 
R2800 POWER PLANT (Cont) 


3 4 5 6 7 NOMENCLATURE 


WASHER . . ο « ο © ὁ © © © © ὁ we ew on on 
BOLT . . .. ......^.2-.^.25. 


BRACKET ASSEMBLY, Eng control firewal 
ΝΠ... ο ο ὁ ὁ e e ror 9 Rt ο ο ο 
WASHER . +. 4 ο 0... © © © ee ὁ ὁ ο 


Μο ο ο ο... 
WASHER; 1934 ο E le ee Ὁ ὁ 
BOLT. . . wise Sel oe 
SPRING, Engine "throttle catapult. 
HANDLE, Engine throttle catapult. 
FITTING, Engine throttle catapult 


LR MEE 


BOLT .... 


CLUSTER ASSEMBLY, "Engine control nacelle firewall. 


ROD ASSEMBLY, ale control shock. 
. ROD END (FAP) PE A ης NDS 
NUT. 


BRACKET ASSEMBLY, Engine control "throttle and mi t 


firewall pulley support 
. BUSHING, Plain press fit steel. 


* BEARING, Intermediate duty ball deep groove "metal. . 


shield 


PULLEY ASSEMBLY, Engine throttle control. . . . . . .. 
PULLEY ASSEMBLY, Engine mixture control . . . 
GUARD, Eng control throttle & mix. firewall 
mixture 


CABLE ASSEMBLY, Eng control nac 
BOLT... i2 a ο. 
NUT. Lo 1 ο, 9.909 7 ev ο i. 
WASHER ... 
BUSHING, Plain press “pit “steel. 
BOLT. - εν. e δν ida e Se 


BOLT πο . 


SPRING, Engine control cable fairlead retás 


WASHER . . . . «e eo ο or ο ὁ 


WASHER . . 


oe . 


FAIRLEAD, Engine control cables. š 


ROD ASSEMBLY, Eng throttle 


BOLT . . . . .. 
NUT . 
WASHER 
BOLT. 
WASHER 
NUT . 
WASHER 
GROMMET, 
BOLT. . 
ROD ASSEMBLY, “Eng "mixture “control f 


WASHER EREE . . 
PULLEY ASSEMBLY, Jet engine control aft 


ATTACHING PARTS 


AN365-428 
ΑΝΟΘΟΡΗ161. 
AN4-12A 


AN218-4 
175-43059 
AN316-4R 
F44-14 
AN310-4 
AN960D! 16 
AN4-10 
146-43135 
146-43136 
4B19S5-004 
146-43068 
AN316-5R 
REÀP5 
146-43068-3 
AN365-1032 
AN960D10L 


AN960D/ 16L 
AN4 -6A 
AN365-1032 
1B2133-006 
AN960D10L 
2w1P22-18-32 


NT... 
ROD END (HEC) 


e 8 e ο 9 o s ù 


. 
. 
. 
. 
. 
. 
. 


oe 9 9 0 ο s 
e... s ο ο ο 


. 
. 
. 
. 
. 
. 
. 


eo eee 
e . ee eee 


. 
. 
. 
. 
. 
. 
. 


eee we ο ο 
ee 9 ο 9 ο ο ο 


«Εν o. ος 


ee ο ο ο ο 


a 
control f1 
b 


NUT... . f]; . 
ROD END (HEC) . oe ewe 


r 
ngine control shock absor in 
rew 
f 


e a o ù c9 c » où » $9 ο $9 oo o a o o 


WASHER . . . os « ο © ee 0... ὁ ο ο 
BOLT . « . ὁ . ο ο ο ὁ ὁ ὁ ὁ ο ο ooo 


WASHER oe ew 
BOLT. ... 


WASHER, Plain (NA) . 


ROD ASSEMBLY, Jet engine 


BEARING . . . . e.. 


NUT .. s ασ EE : 
ROD END (HEC) 


. 
9 . ὁ ο . 

. © © © © © ο 9 ο o . 
. ο e o . 
. f$ 


g 
irewal 


and 
pu 


e 
. 
. 

wa 
. 
. 
. 
. 

a 
. 


pulley to 


1 

1 

. 2 

. 2 

‘ 2 

. 1 

"m PE 2 

BRACKET ASSEMBLY, Jet engine control hinged pulley support P 1 

. PITTING ASSEMBLY, Eng control jet eng aft pulley hinge. . 2 

- . BUSHING, Press fit plain (ΝΑ). . « . ses sos ee’ 1 

ROD ASSEMBLY, Jet ο; control hinged pulley bkt to engine. . 1 

. NT.. ο ο a ο ο A A 1 
. END, Rod (ΑΕ). M mop ὦ κο. ος ο. 1" 

. ROD SUB ASSY, Jet eng control hinged pulley bkt to eng. . 1 

NOD. ος a fo a a a as 1 

WASHER s o io a a qm c9 aa νο S 2 

BOLT TS πο ο ο E ο ο ο al a9 a 1 

μα ra a e a AS e ὦ 1 

WASHER 5. ee a e a a mE O 2 

WASHER? ^um νο A s a ar ew ee Ge τοὶ e 3 

BOLT e NC. a a A a a ο ο ον ο 3 

NUT. . .. > ο ο αμ ο ο de a ea e wo a a a Se 2 

BUSHING, Spacer (wa) ο sein sali zc Aq PEL 2 

WASHER . . Ec wet E ο ο E E 4 

Si Songs, Balas $3 4 Voce πο. R 
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UNITS USEABLE ON 
PERASSY. CODE 
IER DC Rum 4 
ES è . E 

"II D ur 1 
Aa ο ο ο DEE a ag 2 
ον" ιν Te]. we ας ed Ὁ 1 
^w Uv eoi fe e w^ uw i 
"ae E 6 ete 1 
le support. BE ἃ οφ 1 
lley cluster support $ 
GU πα 
δν al 8 

By ence) ea 2 

ο ο ο v εφ ee 1 
"EE 1 
$5 L9. Du, tS i 

xture . . 1 

. A 1 
2 


. 1 

Sco ο Ue ce 1. 
pulley cable. 2 
and throttle. . . 2 
bab ο at See ens 1 
id eke ἂν Te EM 2 
e ws ο ο ο ο STE 1 
ο ο ο lr να 17 
$47 Φ' 1o 9 χω o. ὦν ταὶ | 1 

μπρος αν. 2. 
aining. . . . . . . 8 
UR που 8 
S1 Ὃν δι αν co e αν κ 8 
ο αλ ce ο. 
all to engine lever. 2 
ο lw “ὁ, 74.914279 255 9 

e^ "d ιν BOS ὃς δν 2 ; 

-— o a 4 
ο Be ea le Bice CE 8 

Sen ο. 8 - 
ο Aw ο: Ves ANN IN 4 
ENT DESC TE 4 
CE ERES 2 
DC Pay aaa 2 
Bid BMS. uu xod ue 4 
ο. ο ο ο 2 
1 to engine lever . 2 
e 9 9 ο ο ο ο ο 1 2 
ο ed 2 
5 9 $9 $9 $9 9 £39 ὁ ο ο 2 
"D 4 
"Acc M 1 
ecc. ο f 1 
eee ο” 2 
co. 9 9 ὁ ὁ ο ο ο ὁ 1 


engine lever. 


. 

e e o ee 
. o . P 
. ο . P 


> 





Section [| 
Group Assembly Parts List 


ΑΝ O1-60AABA-! 
R2800 POWER PLANT (Cont) 


E: 


| 
si 


t p 


A ` d ) 
> Ap 


ος 5[4 





FIGURE 408 - ENGINE CONTROL QUADRANT ASSEMBLY 
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AN OTSCO dic Group Assembly Parts List 
R2800 POWER PLANT (Cont) 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
= - ngine contro See or next assy). e A 
146-43005-70 QUADRANT ASSEMBLY, Engine control (see fig. 409 for next,assy). Ref W 
-1 1416-3006 . FRAME ASSEMBLY, Engine control quadrant. . . « . rer s 
-2 146-43007 . . FRAME ASSEMBLY, Engine control quadrant imboard ; ; . . . 
-3 146-43008 . . FRAME ASSEMBLY, Engine control quadrant outboard. .... 
-4 146-43009 . . PLATE ASSEMBLY, Engine control quadrant name. . sie ὃν 
5 146-43049 . . GUIDE, Engine control quadrant jet lever. ........ 
-6 146-43048 . . GUIDE, Engine control quadrant mixture levers ...... 
-7 146-43047 . . SPACER, Engine control quadrant frame assembly. . . . . . 
-8 NAS221-8 . . SCREW, Brazier head Phillips recess alloy steel 10-32 . . 
-9 AN501A10-8 IM ο υπ... 
-10 AN936A10 . . WASHER. . . pa Wise 
-11 NAS220-9 E SCREW, Brazier “head Phillips recess alloy steel 8-36. . . 
-12 160-43040 $ KNOB, Engine control quadrant friction adjustment. . . . . . 
(supersedes 146-43040 for future procurement) 
-13 2W1P16-16-63 . WASHER, Plain NAN- O Ημ ρου 
-14 2W1-16-43-65 . WASHER, Plain NA ος ο 
-15 146-43041 . SPRING, Engine control quadrant "friction adjustment. ICONES 
-16 2W1C96-72-31 . WASHER, Plain (NA). . . . Sue me Cento ο ed 
-17 146-43042 . DISC, Éngine control 1 quadrant "friction . ως e inl 
-18 2W1P96-72-47 s WASHER, Plain NA WO EM e MET Se Sa 
-19 2W1C96-72-16 . WASHER, Plain (NA). . . . μμ”... ORE 
-20 146-43043-3 . SPACER, Engine control quadrant “lever. ΕΝ dw 
-21 14516-43011 . LEVER, Engine control quadrant right engine "mixture “control. 
-22 146-43012-5 . KNOB, Engine control quadrant mixture control. . οἱ us 
-23 NAS204-8 . SCREW, 100° flat head Phillips recess alloy steel 10- 32. de x 
-24 1508-4 : LOCKWASHER, Countersunk tooth (SH). . . . . 
-25 146-43014 . LEVER, Engine control quadrant left engine mixture control . 
-26 146-43012-3 . KNOB, Engine control quadrant mixture control. . . . 
-27 146-43017 ` LEVER ASSEMBLY, Engine control quadrant propeller control, . 
-28 146-43045 . SPACER, Engine control quadrant propeller and throttle levers 
-29 NAS202-1032-6 . SCREW, Round head Phillips recess low carbon steel . . . . . 
-30 AN935-10L ; WASHER wi. ds V s 
-31 146-43019-200 . LEVER ASSEMBLY, "Engine control quadrant "throttle control PET 
complete 
-32 146-43020 . . LEVER ASSEMBLY, Engine control quadrant right engine. . . 
throttle control 
-33 141-43023 . . SPRING, Engine throttle microphone switch mevetnine ele ὃς 
-34 138106 . . SWITCH, Snap (UCI) . . CALO 
-35 146-43021 . . KNOB, Engine control quadrant right engine. ον ου. 
throttle control 
-36 NAS204-10 . . SCREW, 100? flat head Phillips recess alloy steel 9-32. . 
-3 1508-4 . . LOCKWASHER, Countersunk tooth (SH) . . . . ... . 2... 
-3 32381 + . SPLICE, Knife disconnect Ud "v 
-39 AN659-2 > TERMINAL. ^ μὰ ο ον ο dare iun Ar E 
-40 146-43043-5 : SPACER, Engine control quadrant “lever, . . ην oia" νὰ a 
-41 146-43023 . LEVER ASSEMBLY, Engine control quadrant left engine. X 


throttle control 


-42 146-43065-10 LEVER ASSEMBLY, Engine control quadrant jet engine control 


H 
ΑΛ) ΕΛΙΑ RARA οι σσ ΛΕΝΕ EEE HHHIDUUOD Hipp μ BEEP HP EOP ES oo A RE OWWW EA PERE 


-43 146-43066-3 . . KNOB, Engine control quadrant jet engine control. . . . « 
-44 PK79X2-4-8 1o. SCREW (PK) .... ad 
-45 141-43023 . . SPRING, Engine throttle microphone switch retaining Wear «ὦ 
-46 138106Ε + . SWITCH, Snap (UCI) .. as 
-47 146-43067 + . BLADE ASSEMBLY, Engine control "quadrant jet engine “control 
-48 32381 . | DISCONNECT, Knife type (AR). . . . . 05 . 4. 4e s 
-49 AN310-3 NU Trad a a a tl a a A 
-50 AN3-17 . BOLT... a E e Mand Ὅν a πιό; OT a 
-51 AL2049 . CONTROL ASSEMBLY, Self locking (LYQ)i L4 wo 2 we 3e eom E 
-52 146-43028-10 . SPRING, Engine control quadrant jet engine control lever . . 
-53 146-43044 B SPACER, Engine control quadrant jet lever. . . . . . . «ο 
-54 146-43035 . HUB ASSEMBLY, Engine control quadrant. . . . . . . + DER 
-55 ANH -HA αν vou o aei oa αν ών dris "n 
-56 AN960-10 . WASHER. . * * v. reg ia - 7-167 de S^ ue AR “e 
-57 AN4-65A ^ BOLT ork er cer Ae: tenet eae) o> vo ἐξα. eo — Pen ο 
-58 AN320-4 c A ο ο ο A A AN Bee, one δ 
-59 AN960-416 . WASHER . . . . . . . . ERIR NM e 4. 6 ee 9 * ὁ ο 
-60 AN24-10 BOT... . . . LAR A 
-61 146-43055 . ROD ASSEMBLY, Engine control quadrant "attaching. j EU ὃς 
-62 | 146-43029 . RHEOSTAT ASSEMBLY, Engine control quadrant wing flap control 
-63 160-54053-3 . . POTENTIOMETER, Electrical landing flaps (HPT). . . . . . 
-64 146 -43033 . . PINION, Engine control quadrant rheostat supporting . . . 
-65 146-43039 . . PIN, Engine control quadrant rheostat pinion. . . . . . . 
-66 146-43038 + . PLATE, Engine control quadrant rheostat supporting. . . . 
-67 151-54426 . . PLATE ASSEMBLY, Inflatable-canopy seal emergency. ο... 
dump switch 
-68 AN960D6L « WASHER. 5; . κ c9 € ww o9 T ο απο ο να 
-69 ^. AN515-6R18 . . SCREW.. ns 2 te CP te. cect amcor be) ὦ Ὁ 
-70 BZ3YST 3 SWITCH (mcs) S. d iplum vuv d. UL dave id urs. bp μυ 8I roa ee 
-71 AN365-1032 7 NUT, 2 Mp Ss ο e e s eš RO 
-72 AN960-10 ; WASHER o e e ita Des d e è ο ο ο. 
-73 AN3-4A . BOLT... a e o ns . E $ ES 
-74 146-43030 . LEVER ASSEMBLY, Engine control quadrant wing flap control. . 
-75 146-43201 . STRIP, Engine control flap lever rubbing . . . . . . . . . ο 
-76 AN365-632 A a ue pov de pou νη, 
-TT AN515-6-10 ας ο κ μα μα M DM NN 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7- NOMENCLATURE PER ASSY. CODE 
08-71 146-43032 . KNOB, Engine control quadrant wing flap control lever. . . . A 
-79 NAS204-11 . SCREW, 100° flat head Phillips recess alloy steel 8-32... 2 
A -80 146-43059 . CLIP, Engine control quadrant flap lever travel restricting. 1 ΑΝ 
175-43029-10 . CLIP, Wing flap 21? travel ....... e eee eee 12 W 
-81 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 10-32. . . 1 
-82 AN936A10 s, WASHER 2 5-4 o cmo. m mim S xd osos Uv EEG Gules Xy ο. € le 1 
-83 AN310-4 v NUTA IZ aue Fe psd. is ah ah m^ de cae oak Se ve š e xw 1 
-84 2W1P16-24-62 . WASHER, Plain (NA)... s s 2... ellen 1 
-85 146-43034 . SPRING, Engine control quadrant wing flap control friction , 1 
-θ6 AN960-416 e WASHER. e e det a ads a Ὁ; ο ta ata 1 
-87 AN960-416L . WASHER ¿<< ο 4 9 9 65 a. Se ο her Ser dt ed 1 
-88 AN4-14 . BOLT.. αι λα αν POS Ἡ τῳ AP eu $73 NA AS MS 1 
-89 RO7-1P2T sA SWITCH; Aero. (AOE Jo «0 ow. te. ας ra a € A 1 
-90 146-43043-7 . SPACER, Engine control quadrant lever. . . . s ete e s e s. 1 
-91 146-43069 . STOP, Wing flap lever adjustable . . . . . . . . . Si ie κ 1 
ATTACHING PARTS 
AN526-832R5 s SOCREW τῳ ποτὰ e die Bl te ος E A AAA 301m mi o ce ode 2 
AN926B8 so MIER μα ο ee cok alas Ue ae Gh deat, ο A το ο 2 
ΑΝΟΘΟΡΒΘΙ, e WASHER: 23.06 ὦ κ. ᾱ RED desde (7€) ess fel YS SO Ic σώος Ty v ο 2 
scutes 
-92 AN365-1032 NU AA at A Gt το. 1 
-93 ΑΝΟΘΟΡΙΟΙ, a “WASHER, $ow oce ue cusa a & wt ως Roe oe vU Ip le νο ος τὸ χα .Ὁ 1 
-94 NAS43C3-38 + SPACER, Screw and bolt . sa ................ T 
-95 AN520-10R18 ar SCREW: ov e A ve Qo A COL Wo OX νινννν ννἯν έν 1 
-96 175-43053 . SPRING, Engine control quadrant jet engine throttle lock . . 1 
-9T 175-43052 . SUPPORT, Engine control quadrant jet engine throttle lock. . 1 
-98 AN365-832 «ANUS vos E SA Wc ez V pU me VEN Eod. ον Ba Gee du 2 
-99 AN960D8L LQUWASHER S 0x aa € e ο ιο ας. ROS NE δν ns 4 “ὦ 2 
-100 AN515-8R7 s ο σα ose. tec reis sorte ο In tsm ρα μ.ο... 2 
-101 175-43051 . STOP ASSEMBLY, Engine control quadrant . . . . . . . $e. us 1 
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PART 
NUMBER 


ο Number 
146-43005-50 
146-43005-70 


AN3-5A 
ΑΝΟΘΟΡΙΟ 
146-43016 
AN316-4R 
F44-14 
AN25-10 
AN960-416 
AN320-4 
AN310-4 
ΑΝΟΘΟΡΗ16 
AN4-11 
AN365-428 
ANQ60D416L 
146-43015 
320400 


AN503-416-8 
ANQ60D416 
146-43062 


AN3-5A 
AN3-4A 
AN960D10 
AN960D10L 


AN 01-60AABA-4 


R2800 POWER PLANT (Cont) 


FIGURE 409 - COMPLETE PILOTS COMPARTMENT ENGINE CONTROLS 


2 3 4 5 6 7 NOMENCLATURE 


COMPLETE PILOTS COMPARTMENT ENGINE CONTROLS. oe ee 


(see figure 407 for next assembly) 
QUADRANT ASSEMBLY, Engine control . . . IT 
(see figure 408 for detail breakdown) ` 
QUADRANT ASSEMBLY, Engine control . . . Ux 
(see figure ”108 for detail breakdown) | 
BOLT; 4 xw o» c» OW κα XO X ᾱ ο ο) ey «ὁ a es (ὦ 
WASHER. . . . 
ROD ASSEMBLY, Engine propeller "synchronize “control. 
e GNUT. Ls s 
ROD END (ec) 
BOLT. . . 
WASHER. . 
NUT... 
NUT... 


eee ο ο 
oe 5ο 


. 
. 
. 
. 
. 


WASHER. 

BOLT. . 

NUT .. 

WASHER. . . 

ARM, Engine propeller synchronize control 

CONTROL UNIT ASSEMBLY, Synchronizer two engine limit 
range (HS) (GFP) 

SCREW ο o6 9 δαν ο Q9 QE" bw TRI. ue Tes αρ oe! κάν |I τῳ” Ὁ 

WASHER. . 

SUPPORT ASSEMBLY, Propeller control fuselage “station. 
91-1/4 to Station 103 synchronizer 


9 0 t ο t9 9 n. t o 


9 5 ο t t n9 


oe 9 t. 9 9 9 n9 
. 
. s.s 8 ο ο. 


. 
. 
. 
. 
. 
. 
. 
. 


ed 


. «ο 





Section I] 


Group Assembly Parts List 


H-175-43-1A 








5 9 © 9 5 ew we n t 


eee eee 


... 9 9 9 9 ου 9 . 9 9 es. 


UNITS 





USEABLE ON 
PER ASSY. CODE . 
. Ref 
: AN | 
A W Β 


....» 


EEEE HEE RREBHHEBMOHOUQOP|BHHEBIE HM H 


733 





Section [| 


Group Assembly Parts List AN 01-60AABA-4 


i R2800 POWER PLANT (Cont) 





12 eu E-175-48-4B 


FIGURE 410 - R2800 ENGINE FUEL SYSTEM EQUIPMENT INSTALLATION 





FIGURE & PART UNITS USEABLE ON ` 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
410 175-48040 FUEL SYSTEM EQUIPMENT INSTALLATION, R2800 engine. . . . . . . . ΒΕΓ 





(see figure 395 for next assembly) 
NOTE: Quantities listed per one installation only 








-1 * 146-48050-15 PUMP ASSEMBLY, Engine driven G-10. .........4... - 1 Q 
* 146-48060-30 . PUMP ASSEMBLY, Engine driven G-10. . . E A RE BN 
-2 No Number - + PUMP, Type G-10 (GFP). ..... 5... .. . . . 2... 1 
-3 175-48038 - . ELBOW, Engine fuel pump outlet. . . . . , . PESE 3 1 
-4 175-53420 . . FITTING ASSEMBLY, Heat and vent System engine fuel. . . E Q 
take-off : 
175-53420-100 + . FITTING ASSEMBLY, Heat and vent system engine fuel. . . . . 1 BN 
' nns take-off 
-5 AN823-4 - . ELBOW. . o... . .. ... : A 1 
-6 AN823-16D s Use BEBO e is er e wo . . 1 
-7 AN840-4D . . ADAPTER . . . . mh Vere 1 
-8 AN822-4 a a ELBOW ο 9 Ge ew tees 1 
- * 9552-16D31 - HOSE ASSEMBLY (AQ). . . . . . .. . . . ΠΣ; 1 BL 
* 9551-16D29-1/2 . HOSE ASSEMBLY (AQ e nacelle e AES T P 
* 9550-16D37-1/2 : . HOSE ASSEMBLY AQ LH nacelle only) . . 1 P 
* AN960D516L ir IWASHER ly. Jas" si ve? dod eor πα. 3 
*  AN364-521 s NUT V 102 4 Sek fo He ο ο oxi es ο e Ven ie φορ um le pL 3 
-10 * 184-48160 » ELBOW, Fuel flowmeter outlet (supersedes 175-48048 for , 1 BL 
j future procurement) 
-11 *  K9500A1 . VALVE, Drain (KOE). . .......... o... 1 BL - 
-12 * AN832-16D e ALBO a οι ο a a Cer ey Tak E vel US 1 BL 
-13 * AN6264-16D43 . HOSE ASSEMBLY. . . . . . . . . . . .. ae 1 BL 
AN6264-16D14 . HOSE ASSEMBLY. ...... . 1 P 
-14 * AN6264-16D23-1/4 . HOSE ASSEMBLY. ........ . . 1 
-15 * AN6264-4-26-3/4 . HOSE ASSEMBLY. . . . . . ο, ὁ τῷ; ἴδ Sie eas) ee 1 
-16 * AN6264 -4 -26 > + HOSE ASSEMBLY. . . . . ....... Sas, 1 
-17 * AN824-4 v. BEBO νο ο ο ο E 
-18 * AN6264-4-11 .,HOSE ASSEMBLY. . . . . . . . .. $m pá 1 
-19 * AN823-4 4 ος AA deo edn ee ο ea ky ο, Vel “ὁ esate 2 
-20 * AN6264 -4-22 . HOSE ASSEMBLY. ......2 τ; γα » 1 
-21 * AN6264 -4 -20 . HOSE ASSEMBLY. . . . . . . . . . s . 1 
-22 κ AN816-4 ο, NIPP ER ος ces -ᾱ- ce eh Set te we 34 . s 1 
-23 κ  175-48862-188 . LINE ASSEMBLY, Fuel pump: drain . 1 
-24 * | 3H2-4-21 ae GHOSE: NA a e Dre RU PCs pete pe un T 
*  ANT3T7TRM22 RAMPA es oec ue ow WU de oue Der ca Nous Non uio. di 
-25 * AN4171-16 s IGASKET oe unie 103p e eS ca ο A δν ν Pom ee se cw wo o . 
- i 
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. ΑΝ O1-60AABA-4 A Group Assembly Parts List 
R2800 POWER PLANT (Cont) 





H-175-51-11C 
FIGURE 411 - COMPLETE PRESSURE TRANSMITTER INSTRUMENT PANEL ASSEMBLY 
FIGURE & PART NS USEABE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
411 146-51042 PANEL ASSEMBLY, Pressure transmitter instrument complete. . . . Ref 


{see figure 412 for next assembly) 
TRANSMITTER, Manifold pressure (GRP) (Navy stock No.R88T2350) 


-1 No Number . 1 
-2 No Number . TRANSMITTER, Oil pressure (GFP) (Navy stock No. R88T2651220) 1 
-3 No Number . TRANSMITTER, Fuel pressure (GFP) (Navy stock No. R88T2125) . 1 
-4 AN515B6R10 ve SCREW. fe. o0 ο. ὦ, $us ae ο ο "ο ο ος cat et” 25 
-5 AN815-4D + UNION. . a'a o « ο e ὁ ὁ * e ὁ 4.5 » ὁ ο ο ο να E ED 2 
-6 AN902 -4 "Ην, νυ, NN 2 
-7 AN833-4D ^ ELBOWS 1. 0.00999 ele e cia Vac. ts eae Se "κ 1 
-8 AN924 -4D s NUT. A O RI ος, m l cere ne 1 

146-51046 . PANEL ASSEMBLY, Pressure transmitter instrument. . . . . +. ο 1 
-9 146-51046-3 . . PANEL, Pressure transmitter instrument. . . . . . . . . . 1 
-10 AN8008D1 a « INSULATOR . « « 4 © 4 «© © © © © © © ὁ 0. ὁ «0. tm 9 9 ο n 4 
-11 AN365-832 e NUT. . . « ο ο ὁ ὁ ὁ « ο * « ^e * e * e ὁ ὁ ὁ 9 * * € » 4 
-12 ΑΝΟΘΟΡΒΙ, a "WASHER . c. $0 eco ος το ος a --» c4 a AR es ος 4 
-13 AN8013D1 Lo WASHER: 6504 099 ο το 2 ὁ Ὁ m a 6. je, Ja 4 
-14 AN515-8R12 ς' SCREW; Q0 οἱ ο. 9l cm a a ce, ig, el a et See 4 
-15 146-51045 . SUPPORT, Pressure transmitter instrument . . . . . . ος 2 
-16 AN365-428 s NUT: e 0€. "an AR a e 4 
-17 AN960D4 16 e WASHER ο at 0 e Ὁ e e tear a as e a 8 
-18 561 s CLAMP (ΝΑ) & 2 02 ο 047. ο ο ο ο ὃς e e ὡς m Hy, Ὁ κ e 2 
-19 AN4-20A s GBOBT 25 2 oo AA 1 
-20 AN822-4D ορ an 252 Some ca Wet e moe 9 78 A A E A 1 
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FIGURE 412 - POWER PLANT INSTRUMENT SYSTEM EQUIPMENT INSTALLATION 
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AN 01-60AABA-4 
R2800 POWER PLANT (Cont) 


PART 
NUMBER 12 3 4 5 6 7 NOMENCLATURE 
175-51040 INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, Power plant. . 
(see figure 395 for next assembly) 
146-51042 . PANEL ASSEMBLY, Pressure transmitter instrument . . . 
(see figure 411 for detail breakdown) 
146- 2198- T . FITTING ASSEMBLY, Instrument restrictor . . . . . .. s us 
AN816 -4 . NIPPLE 2 « ο αν ey ow AA O AA AS v.s 
142-51054 . . PLUG, Restrdetor . . . . 2 . . $a ips eq e πο "a" 
AN6264-4-16 . HOSE ASSEMBLY ee τς bt Yes Wee ees e S. a ντ, τ 
142-51055 . ELBOW ASSEMBLY, Restricted “459. wwe i-us e “Ὁ Be sar ας: 
AN823-4 oe ke ELBOW: w Gon ἂν να Gps We whe Re ep aD Sov te τρ ad) aa n6 σα 
142-51054 a PLUG, Restrictor 3 gs te A ον ts ; PETENS us 
AN6264 -4 -22 . HOSE ASSEMBLY αν κῶν Φ AOS k E X EE $- xe “Ὁ eie 
ANG264-4-13-1/2 . HOSE ASSEMBLY . . . . . +... +... +... .. τ ο. Em 
AN816-4 v NIPPLE; Hk Ow ooo e a wei Ihe Ὁ ee ea eS ο . 
AN822-4 . ELBOW . . eo Se br Um ΟΝ, egre Gein νυν νη r 
ANG264 -4-7 . HOSE ASSEMBLY ο E RS e ds «ο κανα ο οκ . 
AN833-4 s ELBOW uk a ds Rs å CEPR 
AN960-716L ο WASHER... cw οἱ ο wee Ῥ Jo e Swe Pe è ka 6 Me sia 
ANQ24 -4 e NUT à . «4 3x9. Wb ο).νᾷ; -ᾱ O 7 a; ον κ è d ros 
AN6264-4-11 . HOSE ASSEMBLY Š p xS E ο ad SBE em te 
No Number . GENERATOR, Tachometer (furnished with AN3106-148is plug). . 
(Navy stock No. R88G1395) (GFP) 
ATTACHING PARTS 
AN365 428 μμ a πο ο ο A Re 
ANQ60D4.16L WASHER n nes Sab a nh Gerd de os wx Wm NO Ie D 
DEE ree : 
No Number . TRANSMITTER, Torque meter (GFP) (Navy stock No. R88T1841) 
ATTACHING PARTS 
AN3H6 BOLT. 4 d ionowoà; Www. GU € A € e uw Ww Ge de Ὁ 
nen en 
No Number . TRANSMITTER, Flowmeter (GFP) (Navy stock No. R88T1965-000). 
175-51066 . BRACKET ASSEMBLY, Fuel flowmeter transmitter. ....... 
175-51066-31 + . BRACKET, Bracket assembly fuel flowmeter transmitter . . 
175-41066-33 + . BRACKET, Bracket assembly fuel flowmeter transmitter . . 
AN8008D1 $ a ALNSULATOR 5 κων wx 3o o9. ὃς 4 US 79S Se E -ᾱ αν 
AN340-8 s^ ow IND Ds n seis: IR ντα ον ας sah Ges ee ο Ie ον ee ον del ee 
AN960D8 (WASHER 80:6 v $-ROW SIRS ER c9 3 Wo ια US mw s 
AN8013D1 4; WASHER 4 ou. a er 08 08 eS a MET. a ES 
AN515-8R12 4 SCREW A RR Ow o ὁ -ᾱ 
5C2E28-8 » ĊLAMP, Weld tube (Nido. s « 49 xo o o omn IILL] 
AN3-14A E E qe on porq πον 
AN960D10L $5 WASHER. uo a es ος ὃς 30. X09 eoe Im GU EE uo ἃ AVE T 
AN365-1032 s- NUT lx al xo ᾱ- ὡς τς ove VDO "e οὐ 3 004. 9. me v 9 a 
NOTE: * Part of Q.E.C.A. 
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UNITS USEABLE ON 
PER ASSY. CODE 
. Ref 
"ES 
. 1 
: 1 
.1 
A 1 

1 

1 

1 

1 
E: 
A 1 
s 1 
E 1 
y 1 
, 1 
: 1 
M 1 

1 

4 

η 
ο UD 

8 
í 1 BL 
à 1 BL 
eA BL 
is ος BL 
. Y BL 
. 4 BL 
. 12 BL 
. 4A BL 
4 BL 
. 2 BL 
. e BL 
M Ὁ BL 
a BL 
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R2800 POWER PLANT (Cont) 





H-175-54-10A 


FIGURE 413 - LH AND RH RECIPROCATING ENGINE ELECTRICAL SYSTEM EQUIPMENT INSTALLATION 
738 i 
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PART 
NUMBER 


146-54058-50 
146 -54048-60 


No Number 
AN4116R6 
35534-3 
169-54070-5 
169-54070-7 
AN365-1032 
AN960D10L 
AN520 -10R10 
AN365 -832 
ANQ60D8L 
AN515-8R8 
35534-3 
AN3106-20-278 
AN3057 -12 
AN3106-18-22S 
AN7T42D19 
AN742D9C 
AN313-1032 
AN520-10R8 
AN7H2D7C 
2L7-3 
AN7A2DA4C 
AN365-832 
AN515-8R7 
169-54328 


AN742D96 
AN520-10R8 
AFOBA12S4S 
AFOBA18-118 
156-54055-13 
AN32050B1 
156-54055-17 
156-54055-15 
9703106- 3A2409S 
AN3057-4 
2016-3 
AN742D9C 
AN363-1032 
ANQ60D10L 
AN520-10R8 
92802 
1146-54021 -3 


169-54095 
146-54209 
AN520-10R8 
AN363-1032 
AN520-10R12 
No Number 


15922 
AN515-8R26 
AN742D4C 
146-54252 


ANQ60D8L 
AN365 -832 
169-54033 


AN742D18C 
AN365 -832 
ANQ60D8L 
AN515-8R8 
169-54100 


NOTE: 


* 





AN 01-60AABA-4 
R2800 POWER PLANT (Cont) 


Section [| 


Group Assembly Parts List ΄ 





UNITS USEABLE ON 
] 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
EQUIPMENT INSTALLATION, Electrical system reciprocating. . . . . Ref 
engine RH (see figure 395 for next assembly) 
EQUIPMENT INSTALLATION, Electrical system reciprocating. . . . Ref 


. 9 ο ο ο 5. 


engine LH (see MES 395 for next assembly) 


GENERATOR ASSEMBLY, (BuAer No.E1604- Sama reqd on RH eng) 
STARTER ASSEMBLY (GFP) ΝΗ . "CT Rx re. ον 
FIRE DETECTOR ASSEMBLY (EDI) . . . . . nn 
BRACKET, Tubular fire detector. . . . . . « « " " 
BRACKET, Tubular fire detector. . . . . . .. " Y 7 
NUT 4 ο δε eae Se δν OR BR O τὰ . de ras 9 
WASHER. 4 e$ ον. at er de ee “eo re Ὁ «ο τις, wo 9m ος -ᾱ LE TM" 
SCREW eov eR Veo CBE del Tw" dp ο ue m τὲ) C EU ED cs UE ME 
NUT 2.05 dx $e» coco e tu ο D 
‘WASHER, . +... ee ee ee AS ὁ ος ον Vey Ger Ye X 
SCREW . . Odes od ο oi os wey’ ay sat TR 
FIRE DETECTOR ASSEMBLY (EDI)... ο ων ee ee 
PLUG. 4 4o wu 6 a ee ας SS ces USD ει ee πα ME 
ADAPTER... e REL ο ux Ὁ ο ος X e τὶ ο, el o Ὁ ἃ ay veh oe 
PLUG. 4 uo. 5 EVA et Gee ο Duet Cae oar SRE AS O X eaten ce 
CLAMP ..... ws o. w^ ux leu ue. πρ σα. ο, Ὁ 
CLAMP . . . . ο Su Sat ow ta e ὅν dP dys ae ὃν αν, ο Se τσι σι de 
NUT... $0234 Bia ia αφ "ERE mous ο ος 
SCREW . . . . . s: νε ες τὰ AA ος δυτών νο ασε, ώς el ere 
CLAMP . . oed dert! Belg mls v e vere rie d e ν A PONE 
LUG, Safety (NA)... ee ee ee κ» ORDEN 
BLAME IA eck epos ερ go apa $$ ERA 
NUT ce ο desk ree v mers ο ο ο 7 πον 
SCREW . . . i o Ped ὃς, ne 
CLIP ASSEMBLY, “Reciprocating. engine electrical "wiring αἱ τος wk we 
and ignition conduit 

CLAMP 3 ovx o6 og. ome SS se PER Bee ees x ee οφ) χα 
SCREW . . ο ο eve qe mh ου . Sus : 
PLUG, Vibration proof ο ντ ος ο : ox : 
PLUG, Vibration proof CED vw os EASTER 
CONDUIT ASSEMBLY, Electrical reciprocating “engine ignition. . 
COUPLING. . . . EI oe eis) Be 
CONDUIT ASSEMBLY, Electrical "reciprocating “engine ignition. . 
CONDUIT ASSEMBLY, Electrical reciprocating engine ignition. . 
PLUG, Electrical connector straight (GFP) (Torque meter)... 


ADAPTER (Torque meter) ...... $ Shak tee ome Mat Yea 


CLIP, Conduft (NA) . 


CLAMP . ας, kate ates 
NUT e μμ ας) 


. . 
. PT . . E 
. e | eso os . « . 
o 8 © © s o où . . . 
. . . 


WASHER. . . . . « +. +. v ο κ”. wol tie cm. ue * 
SCREW’. . 4 ο x4 oe T 
THERMOCOUPLE, Engine "cylinder head (sm). 2 o4 ο ἐς R E 
SUPPORT, Electrical engine cylinder temperature avi etn Tue μὸν URS um 


thermocouple lead 
LEAD ASSEMBLY, R2800 engine thermocouple to firewall electric 


FAIRLEAD, Electrical harness. . . . . . . ο d. Venu s 
SCREW . . . . . Qi Kao Sec ο, ο ος ey de εἷς en ah ο TIDAL ἃς, in Yos "δύ Ken Tae ee? 
NUT ... 40x» e : WD exer dei S E cele ο A Dus QM, Pe e . 
SCREW . . x z 
CAPACITOR (Type No. is " 


cr5sB2ED osx) (spec. No. JANC25). 
(one required on RH engine 


SUPPORT (MAR) (one required on RH endis A e x 
SCREW two required on RH engine iti it A eren E y 
CLAMP one required on RH engine È . e n 
PLATE, Electrical nacelle generator capacitor mounting. τ n 


(one required on RH engine 


WASHER (four required on RH engine). . . . . s . . se 4 4 e. 
NUT (four required on RH engine) . . gc AO ee es Mr 
INSULATOR ASSEMBLY, Electrical generator "terminal νὰ ρα mk 
(one required on RH engine) 
CLAMP . . . . ο » © « « e c ὁ om 0... n9 wr wn ὃς de - WD ο νο 
NUT. 2C. 46 G4 dec e ο. ει γι αυ. τῳ. ο. a a e τὰν Ὅν ἃν -τϕ- RD Do ay fa Wh τάς ^4 
πιο EM C cM qu 
SCREW È "TT ; 


BRACKET ASSEMBLY, Electrical generator wiring . . 


Part of Q.E.C.A. 


PR 
PEP ο DOO ΛΑ YM ENED NARDI AAA AA 
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FIGURE 414 - ENGINE SECTION HYDRAULIC EQUIPMENT INSTALLATION 
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ΑΝ 01-60AABA-4 Group Assembly Parts List 


R2800 POWER PLANT (Cont) 








NN eee 
FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
114 # 175-58040 - HYDRAULIC EQUIPMENT INSTALLATION, Engine section. . . . . . +. + Ref 
(see figure 395 for next assembly) 
-1 * 67B200-1 . PUMP ASSEMBLY, Hydraulic constant volume aileron boost ME 1 CM 
* 67B200-2 . PUMP ASSEMBLY, Hydraulic constant volume aileron boost (NYB 1 CL 
ATTACHING PARTS : 
-2 * AN5-11A ODT sh A a E LAU ο ο A -ᾱ- ος, TS 4 
* AN960516L . WASHER . . . . 2 4 e e eem om om omo o om om oh n om m nm m n, tg ng 4 
* AN363-524 3 NUTS a hod a a es ον al ae fene ce) ολ a ar : 4 
EMO ETIN 
* ANYO44-1 ν GASKET . . . . . " E 1 
-3 * 18454-58138 . ELBOW, Constant volume pump pressure line “adapter. e$ US 1 
-4 * 156-58334 . ELBOW, Hydraulic constant volume pump suction. . ne I 
* AN6289-10 SQ ΝΟ, woe ne ὁ ο so RR, ἅ αι) ἐφ cs QT ee n 2 
* AN6290-10 sl GASKET ge 24 4o ο ια. ος δις hom Ὁ νο πο 2 
* AN6291-10 s URINGS C πο e uve 6 ο " . è 2 
-5 * AN6292-8-45-1/2 . HOSE ASSEMBLY. PN H PE νε " 1 
-6 * AN832-8 s UNION: να e 099m os " 5 i " στα 1 
* AN924-8 a μον A sore 1 
-7 * 146-58575-3 . BRACKET ASSEMBLY, Hydraulic 'ubtisty. system pump pressure hose 1 
-8 * 146-58575-5 . BRACKET ASSEMBLY, Hydraulic utility system pump pressure hose 1 
* AN3-15A . BOLT . . . .. EC EE κ) ο -φ S^ Ὃν» ο ποιο 4 
* ANQ60D10L . WASHER. . s Ea A e š 8 
* AN365-1032 "ν.μ ας ο ο ο 4 
-9 * AN6292-8-10- 1/2 . HOSE ASSEMBLY. "IE 1 
-16 * AN815-8 . UNION. . . HIEMS a a ο eed νὸν hm Uode Ves dee μα ας 1 
-11 * AN941-8 zo ELBOW. . .  ὁ ο ο ὁ 7 ο ο lei ο E EE 2 1 
* AN6290-8 . GASKET . . í O O ο Te E AR Tw 2 
-19  * 155-8 . COUPLING ASSEMBLY, Hydraulic self sealing (AQ) . . . . . . : 1 
-13 * AN520-10R8 . SCREW. . . . « 4 ὁ ew . ew ὁ ὁ om o9 ο ο s] t n9 t9 t9 n9 Eien car vo «ὁ 18 
* AN960D10L s. WASHER: ow νι ο 7e 9 νι. o com Ue δν E cel dao im a eoe sat ΓΦ -ᾱ 36 
* AN365-1032 s NUT... ο ο oe be, ο P La T Wo cae em A. dy lar d Mie 18 
-14 * 155-10 2 COUPLING ASSEMBLY, Hydraulic self sealing P ἂς ος ie) mi. ta ιο a 1 
-15 * 145-16 . COUPLING ASSEMBLY, Hydraulic self sealing (AQ) . . . +. . + + 1 
-16 * Ms28741-16-0426 . HOSE ASSEMBLY. . . . « . o o'e e om oh ο o... ot t t| 9 9 t tg 1 
-17 * AN815-16 . UNION. ... AE bU COE A UR DEJA A ee E 1 
-18 * AN939-16 . ELBOW. i c.a 09 7€ δι te, ee eS DES eco m Re om. a 1 
* AN6290-16 . GASKET . . . « . ὁ © e © © ο © t ὁ t| 9 ο ος 9 9 t9 ο”. 2 
-1¢ * AN842-4D ο. ELBOW. ο. δ: cat ὁ ο. 99 o c ο ὁ- e 4». ^w, ute -— 1 
-20 κ 3H214-18 . HOSE (NA). . νιν e cw. PO dece a me ends e. rd 4 
* A3122-8-59 . CLAMP, Hose (TIN)... = ae 8 
-21 * 146-58804-55 . LINE ASSEMBLY, Variable volume pump "housing overboard drain. 1 
-22 κ 67WF300 . PUMP, Model 67WF300 strato power (NYB) ....- + +e eee 1 
* ANHOYY-1 . GASKET . . « . ooo. ο ὁ we ο ο n8 8 ο ο vee, E ος ὂκ 1 
* AN5S-11A , . ; CBOLT s a wow E mulo, ου sns. ots dan 4 
* ANQ60D516L . WASHER . . . + ο ο ο ο OMS! lay ath ey GS te 4 
* AN363-524 lo NUT 2 653 a . ας o ae "E IE ey 4 
-23 * AN833-16 . ELBOW. . . o... « « ο . . νον o ie 1 
* AN6289-16 e NUD 4. 4 ο fay eee 5 ο» 3 $^ fos ώς a 1 
2 * AN6290-16 . GASKET... EE . ἂν τς “Δ! Ὁ ἃ 1 
* AN6291-16 « RING .... . ο . Q* excu Deos, 1 
-24 * MS28741-16-0482 . HOSE ASSEMBLY. ου A O e E E E EE E EE 1 
F -25  * 145-16 . COUPLING ASSEMBLY, Hydraulic self sealing (AQ) ο ᾱ- ee A 1 
-26 3 AN6289-16 C^ NUTS ον a a a ὃς AO Ade A 1 
-27 * ANG290-16 . GASKET... $ £x κα 5 . Ws cla a, ee a e 2 
-28 * AN6291-16 > RING 2 2 os a ee oe e . s . "PET 1 
-29 * AN939-16 . ELBOW. vs ο ο ο - . è ais A 1 
-30 * AN832-16 . UNION. . . « « «αι. . . x $ $e fede es ms a 1 
-31 * AN92À-16 a NUT. . . 6 «© oo... $ ν " v {δι ce. ue og 1 
-32 * AN893-16 ` . BUSHING. . . +. «e. ss "m RES T ee E 1 
-33 * AN6290-16 : . GASKET . . . « ὁ © . ©» © . +. . . e ώς sar τώ. ets an Aas τῇ 1 
-34. * AN6289-8 v UNUTLC qox en € a tel we ^M ἃ. us ο E ee 1 
-35 * AN6290-8 . GASKET . . . . « «ο. on n . "e e ow. ss. EAU 1 
-36 * AN6291-8 à απ νο ο oe, Sak Sosa sb ο.” ο ντο σοι ο 1 
-31 * AN833-8 . ELBOW. ; 4 4o 4 4 oe oj » ‘i "e n MA 1 
-38  * AN6292-8-44 . HOSE ASSEMBLY. . +. +. +. +. + + . > — 2 - 1 
-39 * AN894-10-8. . BUSHING. . . . . +. + s ie $ ure $ 3 1 
* ANG289-10 s AA ina ee -ᾱ- er, LA a Je " A 1 
*' AN6290-10 . GASKET i . . e 4. ὁ 9 € > "P ον. 1 
* AN6291-10 « RING . .. 4 . 2.4 ὁ 4 ὁ x Ὅτ Ye lene eile 1 
-40 * AN919-7 . REDUCER. "EET 2 á MAT ? 1 
* AN6290-6 . GASKET. . οί ual Ts ver Ge ον qs ee ee ve, ow :8 " s 1 
-41 * MS28741-5-040 . HOSE ASSEMBLY. ο πο "m ο ὦ A " 1 
-h2  * 155-5 . COUPLING ASSEMBLY, Hydraulic self sealing (AQ) zou zo 1 
* AN6289-5 so NUT. ο ο ὁ oue 0o Row νοκ τῷ ο CR, o E ie et (δν Tae ᾱ. δ. odo se 1 
* AN6290-5 . GASKET . . . . . που ας A . FILES 5 : 2 
* AN6291-5 . RING... bs Ἔχ νόος αὐ je . . 25 e . í 1 
-43 * AN939-5 . ELBOW. dU. ie ie, a . . 2x ΠΩ . 1 
* ANB32-5 . UNION. 2 . a 2 e ο πο. 1 
* AN92H-5 μι αμ ο. νον 1 
-44 * AN840-4D . ADAPTER. . 4 ce er ο i-e le . 1 
-h5 κ 146-58805-57 . LINE ASSEMBLY , Constant volume pump “housing overboard "arain. 1 
NOTE: * Part of Q.E.C.A. 
# Denotes the incorporation of Service Change No. 430. | 
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Group Assembly Parts List 











FIGURE & 
INDEX NUMBER 


415 





PART 
NUMBER 


146-32601-201 
146-32601-202 


146-32009 
146-32009-3 
146-32009-4 
146-32132 

146 -32009-265 
146-32009-266 
146-32008 
146-32120-1 
146-32120-2 


.146-32008-81 


8C3-3-025 
146-32041 
146-32041-11 
146-32041-12 
146-32089 


146-32040 
146-32040-31 
146-32040-32 
146-32088 


156-32043 
156-32013-21 
156-32013-22 
156-32042 
156-32042-11 
156-32042-12 
175-32020 
175-32020-101 
146-32093 
175-32020-201 
175-32020-301 


eee oe ο ee 


AN 01-60AABA-4 


Section || 


Group Assembly Parts List 


NACELLE (Cont) 


. FILLET ASSEMBLY, Nacelle outboard side LH . 
FILLET ASSEMBLY, Nacelle outboard side RH . 
FILLET INSTALLATION, Nacelle inboard side. * 
FILLET ASSEMBLY, Nacelle inboard side LH. . 
FILLET ASSEMBLY, Nacelle inboard side RH. . è 
COVER ASSEMBLY, Nacelle station 217 engine access hole E 
PAN ASSEMBLY, Nacelle station 217 engine access hole. FERES 
. HANDLE, Nàcelle station 217 engine access hole . . . . 


τ ΡΑΝ ASSEMBLY, Nacelle station 217 engine access hole. 


DOOR ASSEMBLY, Nacelle station 217 engine access hole i 


+ ATTACHING PARTS 


AN!L-5A 
AN960D416 


---ᾱ--- 


EBOBO 

EBO64 
2W2SP33-26- 125 
2W2SP26-26-125 
NAS143-8C- 


NAS143-6C . 
NAS148-25 
NAS146-23 
146-32001-201 


146-32001-211 
160-73556 


^ "BOLT. du ot ei tee a ο eta VE, ο e κοὐᾶ δι aS 

o" “WASHER een ata ar rie ο ο pa Ue OA a ne 

NUT (EN) ee ee ife. tas ο ο ο ar ο αμα. 

NUT (EN OUtboard). ο ος ας λος sense mie οσο eh ae τς δν κ 

WASHER, Thrust m (ance uon wow. Sas Se ο. 

WASHER, Thrust (NA outboard) . nC 

WASHER, X4130 or equivalent 125, 000 “to 145,000 psi..... 
countersunk inboard) 

WASHER, X4130 or equivalent 125,000 to 145,000 psi . . . . . 
countersunk (outboard) 

BOLT, Internal wrenching steel 1/2-20 (inboard). ...... 


(magnetic inspected) 
BOLT, Internal wrenching steel 3/8-24 (outboard) . 161 
magnetic inspected) 
NACELLE ASSEMBLY, LH (ee figure 416 for detail Preston] A 
NACELLE ASSEMBLY, RH (see figure 416 for detail breakdown 
SHIELD INSTALLATION, Engine nacelle emergency fuel... . 
boost pump and strainer spray 


8 UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
- - NACELLE INSTALLATION, Engine LH complete. . . . . . .'. . . . . Ref 
(see figure 9 for next assembly) 
NACELLE INSTALLATION, Engine RH complete. . . . . +. . . . . . . Ref 
see figure 9 for next assembly 
FAIRING INSTALLATION, Nacelle forward. . . . +... e... Ref 
FAIRING ASSEMBLY, Nacelle forward LH. . . s.s EE 1 
FAIRING ASSEMBLY, Nacelle forward RH. . . . .. $us X 1 
. DOOR ASSEMBLY, Fuel cell tie down access . SIS 1 
. . DOOR, Fuel line access LH. . . . . . . . . +. : 1 
. . . DOOR, Fuel line access RH. . . . . +. + . . X x 1 
. FAIRING INSTALLATION, Nacelle rear... ασ we Πες 
DOOR ASSEMBLY, Nacelle rear hydraulic line’ access LH. .. 1 
Š DOOR ASSEMBLY, Nacelle rear ea line access RH. . . 1 
η FAIRING SUB ASSEMBLY. bans . deum age wer τα τὰ, DeL τὶ Ge ke 1 
. . . COVER, Bolt access (NA) . ] οἷς 1 
. FILLET INSTALLATION, Nacelle to wing leading edge “inboard. . Ref 
τ FILLET ASSEMBLY, Nacelle to wing leading edge outboard LH 1 
n FILLET ASSEMBLY, Nacelle to wing leading edge outboard RH 1 
: . DOOR ASSEMBLY, Nacelle station 239 RH outboard . . . . 1 
fillet oil tank access 
. FILLET INSTALLATION, Nacelle to wing leading edge inboard. . Ref 
^ FILLET ASSEMBLY, Nacelle to wing leading edge inboard LH. 1 
FILLET ASSEMBLY, Nacelle to wing leading edge inboard RH. 1 
DOOR ASSEMBLY, LH nacelle station 239 inboard fillet . 1 
oil tank access 
FILLET INSTALLATION, Nacelle outboard side » Re 


E: 
D 


ο MW MW ONNO 00 ΓΕ). 


ο 
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Group Assembly Parts List ΑΝ 01-6OAABA-l 
NACELLE (Cont) 





B-175-32-94 





_ FIGURE 416 - LH AND RH NACELLE ASSEMBLY 
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Section li 


ΑΝ 01-60AABA-4 Group Assembly Parts List 
NACELLE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7. NOMENCLATURE PER ASSY. CODE 


NACELLE ASSEMBLY, LH (see figure 415 for next assembly 


















ine -32001-211 NACELLE ASSEMBLY, RH (see figure 415 for next assembly) . : Ref 
156-32007-1 . STRUCTURE ASSEMBLY, Nacelle station 400.75 to 475 rear LH. * 
156-32007 -2 . STRUCTURE ASSEMBLY, Nacelle station 400.75 to 475 rear RH. 

-1 146-32019 . . CAP ASSEMBLY, Nacelle tail cone . . .. . . . . . . «ο 

-2 146-48216 » . TUBE ASSEMBLY, Fuel vent line nacelle tank cone outlet 

-3 156-390) 7-1 > FILLET ASSEMBLY, Nacelle to wing outboard LH. . . . . . + 
156-3207 -2 $ FILLET ASSEMBLY, Nacelle to wing outboard RH. . . . . . 


-4 156-32046-1 
156-32046-2 

-5 156-42611 

-6 156-42613 

-7 - 156-42612 

-8 156-42603 

-9 . 156-42605 

-10 156-42604-1 

-11 156-42604-2 
156-32003-200 


FILLET ASSEMBLY, Nacelle to wing inboard LH... * 
FILLET ASSEMBLY, Nacelle to wing inboard RH . . . . «. 
OUTLET ASSEMBLY, Water injection tank scupper drain . 
OUTLET ASSEMBLY, Water injection pump seal drain. š 
OUTLET ASSEMBLY, Water injection tank vent. . . « . 
SEAT ASSEMBLY, Water injection tank . . . . . .. 

ROD ASSEMBLY, Water injection tank seat rear supporting 
ROD ASSEMBLY, Water injection tank seat fwd supporting LH 
ROD ASSEMBLY, Water injection tank seat fwd supporting RH 
PANEL INSTALLATION, LH nacelle outboard. . . . . . s . . . . . Ref 


oe t ο n 
e... 


e c . . ο ὁ 9 9 9 t n9 
. 
.... 9 4 9 9$ c3£ 9 5 c5 ο : » 


156-32005-200 PANEL INSTALLATION, RH nacelle inboard . . . . . s e . . . , . Ref 
156-32004-100 PANEL INSTALLATION, LH nacelle inboard . . . e . . . . « . . Ref 
156-32006-100 PANEL INSTALLATION, RH nacelle outboard. . . . . +. + αν de . Ref 
146-32010-1 . LONGERON ASSEMBLY, Nacelle upper outboard LH. . . οἱ. Ὁ. Serge 1 
: 146-32010-2 . LONGERON ASSEMBLY, Nacelle upper outboard RH. . « " 1 
-12 146-32071-1 . FITTING ASSEMBLY, Nacelle station 217 upper outboard 2 1 
engine mount attaching LH 
146-32071-2 . . . FITTING ASSEMBLY, Nacelle station 217 upper outboard . . 1 
engine mount attaching RH 
146-32011-1 + . LONGERON ASSEMBLY, Nacelle upper inboard LH . . . . . . . + 1 
146-32011-2 + . LONGERON ASSEMBLY, Nacelle upper inboard RH . . .. oW 1 
-13 146-32072-1 . . . FITTING ASSEMBLY, Nacelle station 217 upper inboard. ἌΝ 1 
engine mount attaching LH 
146-32072-2 + . . FITTING ASSEMBLY, Nacelle station 217 upper inboard. . . 1 
engine mount attaching RH 
146-32012 LONGERON INSTALLATION, Nacelle lower LH . . . . . . . . . Ref 
146-32013 LONGERON INSTALLATION, Nacelle lower RH . . Ref 


-14 160-32073-5 
160-32073-6 
-15 146-32086-1 


. FITTING ASSY, Nac sta 217 lower eng mount "attaching “LH 
. FITTING ASSY, Nac sta 217 lower eng mount attaching RH 
. FITTING, Nacelle station 217 engine cowl attaching LH. 


146-32086 -2 . FITTING, Nacelle station 217 engine cowl attaching RH. 
146-32051-1 SUPPORT INSTALLATION, Landing gear door hinge fwd LH. . 
146-32051-2 SUPPORT INSTALLATION, Landing gear door hinge fwd RH. . 
-16 ενα; . FITTING, Main wheel door front female hinge LH... 
146-33304- . FITTING, Main wheel door front female hinge RH... 


-17 146-33303 
-18 175-32107 


FITTING, Main landing gear wheel door rear female hinge 
DOOR ASSEMBLY, Nacelle side panel fuel strainer access. 


5 ..o o9 o9 ὁ 9 9 9 9 9 ο 
. 9 2 0 9 3*1 ὁ ο 1927 ο ο ο ο ο ο 
€ 9 9 9 9 9 c9 9 c9 c9 c: ὁ 9 9 *? 9 9$ 9 9 9? ο * ο. 


νο ο NAAA AAA 


99836 PIN ο ο Ine Rem ο ο om ο cene κῷ 
98265-1-150 T . STUD (UC). wow e Up C ue LT IS AE ο EISE. μοι ὧν τῳ 
AN960D4 > . WASHER... "e woes A ψιλῷ 
9C1-3-7 5 . CHAIN, Bead (NA) . "E . x S ze E ο ιό 

-19 146-32125 š DOOR ASSEMBLY, Nacelle turbo oil "tank access. IS EE" 
H6081D2.5-.081-.125. HINGE ASSEMBLY (HWL) . . . . . e .... . ee een n 
FA5-40 2€ e STUD (DZ)4 1-56 ο 5 ο Y ος αφ ae BS SOT EE, BS Oe 
GF5-175 EM GROMMET (Dz) αὐτῷ, eh e : SEC Ὁ ανν 

-20 146-47410 + . FLANGE ASSEMBLY, Turbo oil "tank air vent. E es rA MEE 

-21 146-47417 . . NIPPLE ASSEMBLY, Turbo oil tank overflow. . . . . . . . . 

-22 156-1 7019 . . NIPPLE ASSEMBLY, Oil tank... μμ ο 

-23 146-48196 š FITTING ASSEMBLY, Fuel vent syphon breaker ostia e 

inboard overboard intake 

-24 146-47093 . . TERMINAL, 011 tank support strap. . .. + vw o 
146-32056 + . DUCT INSTALLATION, Nacelle LH side intercooler. . . . . Ref 
146-32056 + . DUCT INSTALLATION, Nacelle RH side intercooler. . ον Ref 

-25 146-32133 . . . TIE, Nac sta 312.7 LH side intercooler duct to frame 1 

-26 146-32065 . . DUCT ASSEMBLY, Intercooler LH forward section. . . . 1 
146-32066 . . DUCT ASSEMBLY, Intercooler RH forward section. m 1 

-27 47E19482-1 . . . ZIPPER, Air duct pressure seal (GD) . . . . Da 2 
146-32032 FRAME INSTALLATION, Nacelle rear spar... : 


` FRAME ASSEMBLY, Nacelle sta 297 (canted) LH outboard. . . 
9 


e... o9 9 9 0 € 9 9! t$ ο 6 ο f 
E 
τ 
-5 





-28 160-32083-3 . . . FITTING, Nac rear spar frame outbd wing attaching. 2 
-29 146-32082 - . . FITTING, Nac canted sta 353.287 inbd wing attaching ? 
s 146-390 -51 . 1 
146-32044-61 + . FRAME ASSEMBLY, Nacelle sta 297 (canted) RH inboard . . 1 
-30 146-32091 . . . FITTING, Nac canted frame to longeron attaching sta 297 1 
-31 146-32014 . PANEL INSTALLATION, Nacelle sta 312.7 to 345.421 lower . . Ref 
-32 175-32021 . FIREWALL ASSEMBLY, Nacelle station 2I ος 1 
156-42078 . SUPPORT INSTALLATION, Engine nacelle generator cooling air. 1 
duct firewall attaching 
-33 146-47048 + . TRACK, Oil cooler duct and access door brace rod. . . . 1 
156-42079 . . SUPPORT ASSEMBLY, Engine nacelle generator cooling air duct 1 
firewall attaching 
-34 156-32079-17 - . . SEAL, Eng nac gen cooling air duct firewall κίον * 2 
-35 169-42078 - . . SEAL, Generator air blast duct . . BOUE 2 
-36 146-32751 - . . SEAL ASSEMBLY, Nacelle accessory cowl “to firewall. ο) εν, τῷ 1 
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FIGURE 417 - NACELLE R2800 POWER PLANT EQUIPMENT INSTALLATION 
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AN O1-60AABA-4 
NACELLE (Cont) 









PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
175-40001 POWER PLANT INSTALLATION, R2800 nacelle . . . . . s e s s o 
(see figure 9 for next assembly) 
NOTE: Quantities listed per one nacelle except noted 
146-42100 . AIR INDUCTION INSTALLATION, R2800 engine . . . . . +. + 
(see figure 418 for detail breakdown) 
175-42310 EXHAUST SYSTEM INSTALLATION, Nacelle . . . . e . e . . 1. 
(see figure 399 for detail breakdown) 
175-47001-100 . OIL SYSTEM INSTALLATION, Nacelle LH. . . . e e e . +. «ο 
(see figure 422 for detail breakdown) 
175-47001-200 . OIL SYSTEM INSTALLATION, Nacelle RH. . . . . +. e a . +. +. 
(see figure 422 for detail breakdown) 
AN365-624 s NUT νο ο ο ο ie, ο ο 6 ο 
AN960D616 SSOWASHER 0. v ο te el PA Aseo. aUo VEU ο ο See Des e OS IS ἃ 
146-32566 . PIN, Cowl shear rear aligning station 217 lower. . . . + 
146-42201 . TURBO SUPERCHARGER INSTALLATION. . eh Sp ran tee 6 e 
945922 . . TURBO SUPERCHARGER, Type CH8F1 (GE) (GFP). o μις 
146-42234 . . BRACKET ASSEMBLY, Turbo bearing support . . . . +. +. + 
146-42212 eu e BEARING ASSEMBLY, Turbo mount . . . . νο ο 
(to be stocked as an assembly only) 
ATTACHING PARTS 
AN365-624 . . NUT x ο ο vee Ne, SR μμ ας ο 
2W18-416 S we WASHER, Flat " (NA) $44 τῷ τ" ο ορ... 
AN4-5A eo. Ὁ BOLT es ove Re W& ιν A ο. C fee See ou we: ὁ 
AN5H11 A A ολ ὧν oe -ᾱ wA ο o Te NE^ NI hers ae) ee xe, ον «6 
imas ο 
146-42210 . . . BEARING, Turbo mount upper . . e s s » s e s eee 
(matched part not to be stocked separately) 
146-42211 . . . BEARING, Turbo mount lower . . . . e s s ee eee 
(matched part not to be stocked separately) 
146-42205 MOUNT ASSEMBLY, Turbo trunnion. . . . . . +. . s ο . . 
ATTACHING PARTS 
AN5H5 e Eo BOLT: ie Ses ο: fa ee? φ- Fe Sel WS Get T8. oe. Def rie FIN cig: Geeta) 1e 
p, i 
XSC130 . . . RING, Square section closed type (NL). . . . . : 
146-42207 . . + - BALL, Turbo trunnion mount . . e s s s s èe ee ee 
146-42206 . . . FITTING, Turbo trunnion mount. . . s . e s s ee. 
146-42215 . . LINK ASSEMBLY, Turbo stabilizer . . . . ses oseo 
ATTACHING PARTS 
AN365-428 "Ou κ. elec coe ade capes Bias Se eS, a rel e e 
2W18-416 . » WASHER, Flat (NA) . . « « 6 « 4 ee er or ow oe 
AN4-13A Sede, ο ο a ο ο ο ο ο 
AN4-12A κ WBODTG- ο ie Se ο me ae ee ανα a Oe CR a ee ῳ ο πε 
e πα 
AN316-5R kob o ο E EE ο 
REUES D uvm END; Rod. (FAP) a a US Np e hea 
146-42214 : FITTING, Turbo stabilizer |. ... ; Sia ον nat ied wath UN 
AN5H5 & x» BOLT.” o» viele e s . . "I 
146-42225 . . BRACKET ASSEMBLY, Turbo $tabilizer left nacelle -- 
146-42224 . . BRACKET ASSEMBLY, Turbo stabilizer right nacelle. . . 
146-42204 . . SUPPORT ASSEMBLY, Turbo left nacelle. . . . . . . . + 
(to be stocked as an assembly only) 
146-42203 . . SUPPORT ASSEMBLY, Turbo right nacelle . . . . . . . è 
to be stocked as an assembly only) 
ATTACHING PARTS 
AN365-524 s de ΝΤ... a ds (509-9 Bead Ser ie ee Gu A ο im -ᾱ- τὰ 
218-516 . . WASHER, Flat DA — aV ue ate Os TN PC 
2W18-516L ə . WASHER, Flat (NA) . . « « © «e © © © «© © © © © © © ο n 
AN5-6A . e ¡BOLT 4 0 oe δν ο wee c9 ues uo» ts ο WI οἱ, ο) 8 ο 
AN5-10A . « BOLT. 2 2 4 e 4 e ο ᾱ- Ὁ ae 9e ο ὁ a 
-— e 
AN5H11 . BOLT. sa: -ᾱ eo ὁ ο ο ο we wo 9 ο 
146-42209 FITTING, Turbo E PPS "mount. oh (Ae e ο” 
ATTACHING PARTS 
AN5H5 « v. BOUE. 40k 9216.4 96-9 c as a aks es αν ον) ^ ο” ο 
———— 
146-42233 . . BRACKET, Nozzle box inlet support . . . . . e ees 
AN4SH11 : . . BOLT. ... Sor ee μι μμ A E 
43D416-6 . . SPACER, Bolt "(ua) . aae NEMS Sat dor we Roe Rise Jae 
AN320-h νυν, A, S Lego A ο ο 
AN24-10 ς ΒΟΛΟ aca s A ην έν 
NAS170-2 . . CLEVIS, Engine “control rod adjustable . es^. e. mp à 
169-42155 + . CONNECTOR, Turbo air cooling ducts forward. . . . . . 
820-18 . . CLAMP, Turbo cooling system connector (MAR) . . . . . 
146-42144 . . DUCT ASSEMBLY, Turbo cooling. . ..... ee ee ee 
146-42144-100 | DUCT ASSEMBLY, Turbo cooling. . . . .. es ee eee 
146-52155-5 + . CONNECTOR, Turbo ο τε system ducts . . . . . sso 
AN737-91 . . CLAMP... ο ο ade 
1111-517209 . . VALVE, Swing “check (PA) . Swale! SA, A a Rey te τὲ 
146-42801-53 ΓΤ LINE ASSEMBLY, Turbo cooling. ; ; ; ;.: :.«-.. 
146-42801-51 . . LINE ASSEMBLY, Turbo cooling. . . . es 4. . 4 . . +. o 
3H2-16-13 . . HOSE (NA) .... «<<... . lm t . e. 
AN737RM46 Mun o os -ᾱ- ιο ο Se A aca a el a -ῳ 
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H-175-42-22 


FIGURE 418 - R2800 ENGINE AIR INDUCTION SYSTEM 
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FIGURE & 


INDEX NUMBER 


418 


PART 
NUMBER 


146-42100 


NOTE: 
No Number 


AN3-6A 
AN3-10A 
AN960D10L 
146-42106-3 
169-42107 
146-42108 
146-42106-5 
156-42169 
146-42106-7 


156-42105 
156-42178 
156-42179 
AN867-1 
AYLF2370 
AN365-428 
AN960D416 
ANA-5A 
156-42136-9 
AN350-1032 
AN960D10 
156-42110 
ΑΝ666-3ΒΗ 
156-42152-3 


.AN664C0 3 


156-42111 
AN393-21 
AN960D10L 
156-42136-17 
169-42121-300 
47E19482-1 
AN365-428 
AN960D416 
AN4-5A 
ANY-HA 
NAS221-8 
146-47068 
146-47073 
146-47077 


146-47080 


AN365-1032 
AN960D10 
AN960D10L 
AN3-5A 
146-42120 
175-42122 


146-42124-3 
ΑΝΝΗΡΑ 
AN960D416 
156-42123 
146-42125 
156-42174 


156-42175 
156-42176 


AN365-428 
AN960D416 
ANY-7A 
ANH -6A 
ANH -11A 
AN4-12A 


AN 01-60AABA-h 
NACELLE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


AIR INDUCTION INSTALLATION, R2800 engine. . . . . . . . . ον 


(see figure 417 for next assembly) 


Quantities listed per one installation only except as noted 
INTERCOOLER AND MISCELLANEOUS AIR INDUCTION SYSTEM FITTINGS. 


ec | 9] ». 9 t£ ο n 


oe ee 9 ο 


oe 9 $ 9 ο ο 0 we c9 $5 9 959» ο ee ο ο we 


(see figure 419 for detail breakdown) 
BOLT 4 ο. 6-4 ο. 9 99. e ὁ) 480 ὁ) (€ UE, ϱ «66. (ὁ 
BOLT! -xegoiu decode 29] cere, ο a ο ue OW ο ος 
WASHER . . A 
RING ASSEMBLY, Carburetor “elbow "flexible coupling "clamping 
COUPLING, Carburetor elbow flexible. . . . . . s e .». 
GASKET, Charge air duct firewall . . .. 
RING ASSEMBLY, Carburetor flexible elbow coupling clamping 
BRACKET ASSEMBLY, Engine charge air duct station 217 . . . 
. RING ASSEMBLY, Carburetor flexible elbow coupling . . . 
clamping 

DUCT ASSEMBLY, Intercooler charge air heater to firewall 
. BOSS, 5/8-18 NF3 welding. . . 
. BOSS, 7/8-14 NF3 welding. 

FLANGE. . +. e zx 
THERMOSTAT (Bec) š s 
NUT. s ες wo p^ 
WASHER . . . . . . $us 
BOT... Ὁ «ος ος -— 
CLAMP ASSEMBLY, Turbo charge 


. 
. > 
. ο 


λος ἂν 


e. Pos o... 
He 
"rrr 


. NUT πο ο bute, E ce: 
è WASHER. A s " 
. PLATE, Charge air duct flexible coupling clamp. 
. TERMINAL. . . . 

. FITTING ASSEMBLY, Turbo charge ‘air "auct flexible. 

coupling clamp 

TERMINAL. . . . gu; 
RETAINER, Charge “air 'düct flexible 5 ouplind clamp cable 


PIN . 2 2 ο € «- ο ὁ € 9 ὁ 4-6 ὃν 4 ο 9 Φ 4; ee 4 


ou 


9 Qe » eooo « 
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SUPPORT ASSEMBLY, O11 cooler rear. . . 

SUPPORT ASSEMBLY, O11 cooler forward . e 

. TERMINAL, Oil cooler support trunnion (RH side 
(rear and πόνο 

. TERMINAL, O11 cooler support hinge (LH side). 
(rear and forward) 

ο «οὐ τ "τ Te, ας ϱ ο Tesis jee ar les 

WASHER: κ.» e cx o les IA AA AAN 

WASHER . ο . . © © © » e «e e e e 9 ὁ ὁ 9 ὁ ο .«< ὁ 5 

BOLT i & « . eee . ο 


WASHER. . . E 
CABLE, Charge air duct "flexible coupling "clamp "assembly 
DUCT ASSEMBLY, Air inlet manifold. . . . . + - 3 "E 
. ZIPPER, Air duct pressure seal (GD)... s 
NUT. - 4. 5 ὁ  ὁ ὁ * ee ο ο Mine ci : 
WASHER ~s x 24 «β. decem; 99s mm I SO NW eoe s . 
BOUT: V ὦ αν Bead a ο os a e è 
BOLT . . . « $m ins ο Ses ds . 
SCREW, Brazier head Phillips recess alloy st 


ec ο We » ο ο ο 
[51 : 


eel 10- 
) 


GRILL ASSEMBLY, Turbo charge air inlet duct "Acting. . 
DUCT ASSEMBLY, Turbo charge air internal inlet . . . 
(see figure 409 for detail breakdown) 
COUPLING, Charge air duct flexible . . . . . . 
BOLT . 2. ο ὁ se ὁ e ὁ » 9 e e e eo ewe eee 
WASHER . . . . . 9. ο 9 9 9 ο 225255 ο ο 
DUCT ASSEMBLY, Turbo charge air rear inlet . . 
GASKET, Turbo charge air inlet . . . . . . . . 
TUBE ASSEMBLY, Turbo charge internal inlet duct 
center support : 
TUBE ASSEMBLY, Turbo charge internal inlet duct LH support 


Section II 


UNITS 


PER ASSY. 


4 0 ο 9 ο n 


TUBE ASSEMBLY, Turbo charge internal inlet duct RH support . 
ATTACHING PARTS 


WASHER e ο . 
BOLT (upper outboard). 
BOLT (upper inboard) . 
BOLT (lower outboard). 
BOLT (lower inboard) 


ae ee ewe 
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H-175-42-23 


FIGURE 419 - INTERCOOLER AND MISCELLANEOUS AIR INDUCTION SYSTEM FITTINGS 
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Section 11 


AN 01-GOAABA-4 Group Assembly Parts List 


NACELLE (Cont) 


nn + + + + — MÀ — MÀ 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3:4 5 6 7 NOMENCLATURE PER ASSY. CODE 
19 No Number INTERCOOLER AND MISCELLANEOUS AIR INDUCTION SYSTEM FITTINGS . . . Ref 
| (see figure 418 for next assembly) 
-1 146-42114-101 . INTERCOOLER ASSEMBLY, Engine charge air complete LH. . . . +. + 
(see figure 420 for detail breakdown) 
-2 146-42114-102 . INTERCOOLER ASSEMBLY, Engine charge air complete RH. . . . +. + 
(see figure !20 for detail breakdown) 
-3 156-42136-23 . CLAMP ASSEMBLY, Turbo charge air duct flexible coupling. . ο . 
(supersedes 156-42136-3) , 
d -4 156-42136-25 . CLAMP ASSEMBLY, Turbo charge air duct flexible coupling. . . . 


(supersedes 156-42136-5) 


-5 156-42136-7 . CLAMP ASSEMBLY, Turbo charge air duct flexible coupling. ... 
-6 AN350-1032 eo uw ΝΤ. oS v9. de £9 ue Sn δ) RA A αι dme e wie e 
-7 AN960D10 ic. «WASHER. Ww... a Dm e Tecpel ody TUUS. ο URL ies ta ο ὃς τὰν dde d 
-8 156-42110 . . PLATE, Charge air duct flexible coupling clamp. ...... 
-9 AN666-3RH ο ποιο ο o^ ὁ ὦ X da ὅν Κω e ee De 
-10 156-42152-5 . . FITTING ASSEMBLY, Turbo charge air duct flexible. . . . . « 


: coupling clamp (use on 156-42136-7) 
1169-42152 . . FITTING ASSEMBLY, Charge air duct flexible coupling . . . . 
clamp (use on 156-42136-23 and 156-42136-25) 
TERMINAL. . . . « © « © © © © © © 9 © © © ὁ ο ο. ο 
CABLE, Air duct coupling clamp (use on 196745126 eet" 
CABLE, Air duct coupling clamp (use on 156-42136-23). 


-11 AN664C3 : 
: CABLE, Air duct coupling clamp (use on 156-42136-7) . 


-12 156-42136-11 
156-42136-13 
156-42136-15 

-13 156-42111 


RETAINER, Charge air duct flexible coupling clamp cabl 
-14 AN393-21 


ΡΝ... o e u w oo o o o ο ὁ ο oo... À t 9 n] t| n 9 


oe ee n ο 


ec. c. (Do eee 


-15 AN960D10L . . WASHER. « ο. ο « © © © e © © © © © © £t ὁ m |] ο |] 9 n1 9 
-16 146-42124-5 . COUPLING, Charge air duct flexible . . « e . . . +... +. 
*-17 169-42113 . COUPLING ASSEMBLY, Turbo to intercooler charge air duct. 
flexible 
-18 146-42111 -43 . DUCT ASSEMBLY, Turbo to intercooler charge air . . . . . . . . 
-19 146-42182 . CLAMP ASSEMBLY, Turbo compressor discharge . . . . . . . . . . 
(to be stocked as an assembly Sy 
-20 AN4 -35A a BOLT 42 4 x09 a a e a ee c as e 
-21 AN363C428 NE NUD SS carte Lae bose, sei, otras Seas Jet aah See nee yer EE 
-22 146-42160 . GASKET; Turbo to intercooler charge air duct . . . . . . ees 
-23 146-42159-1 . FLAP ASSEMBLY, Intercooler cooling air exit LH . . . . . eee 
146-42159-2 , FLAP ASSEMBLY, Intercooler cooling air exit RH . . . . . .. . 
-24 146-42159-3 . . FLAP WELD ASSEMBLY, Intercooler cooling air exit LH . . .. 
146-42159-4 . . FLAP WELD ASSEMBLY, Intercooler cooling air exit ΠΗ... . 
-25 AN4-5A a ο: BOLT. .. κ. AAA AA AAA 
-26 AN960D416L ¿o “WASHERS. o z$2€ a ἃ as cart o e διά πᾶ... “ὁ 
+ . HINGE ASSEMBLY, Intercooler coormg air exit flap ΙΗ... . 
2 


-27 146-42158-1 
: (use on 146-42159-1 and 146-42159-2) 

. HINGE ASSEMBLY, Intercooler air exit flap RH. ......- 

(use on 146-42159-1 and 146-42159-2) 

-28 AN365-428 By e μον ο 09. SR Te ο ο ου ce i 

-29 AN960D416 . . WASHER. . . « 4» e ee eo ee os o ooo 

-30 AN507 -428-12 Huic ee e Bo A a ea eje 


. 


146-42158-2 


AN507-428-10 ἑ “SCREW 20. v 2 «ο 990 99 8 AS se 

-31 146-42141 . FITTING ASSEMBLY, Intercooler cooling air exit flap 
actuator attachment 

. . BUSHING, Flanged press fit steel: and bronze. . 


e... 
9. ο ο 


D PONE eB mOCHHHHHBZI PH NNONRARRARRR. FP πρ N N Hp 5 


-32 NAS77-4-17 


-33 AN365-428 » NUD 6 κκ να Se εκ ὦ -ϱ A wes ae as Gor 226 
-34 AN960D416L . WASHER o orug ος A Ye SL A Ow τς Boek, 38 
-35 AN4-6A POROUS ο ο ον ο ο ο ο ue ee Wess e cem ὁ ον ᾱ- LO 
-36 146-42142 . HINGE ASSEMBLY, Intercooler cooling air exit flap. . . . . +. + 1 
nacelle canter frame station 297 upper (LH side) 
146-42157-2 . HINGE ASSEMBLY, Intercooler cooling air exit flap. . . . . +. + 1 
: nacelle frame station 254.375 upper (RH side) 
146-42143 . HINGE ASSEMBLY, Intercooler cooling air exit flap. . . . . . + 1 
nacelle canted frame station 297 lower (LH side) 
146-42157-1 . HINGE ASSEMBLY, -Intercooler cooling air exit flap. ....... 1 
nacelle frame station 284.375 lower (RH side) 
-37 AN218-4 e . BEARING . . . . ὁ «© © «© © «© © © © 9 ὁ ο ὁ 9 ὁ ὁ 9 m n ο ο n 1 
-38 ΑΝ 365-428 EE νιν ο ο Ὃν ην E. 
-39 AN960DH16 a” MASHER-. Ὁ Seve: ei lore Iuno is at λα We Wilde “Ὁ 
-ho AN4-13A BO 2h xem asaya, mum ο tate ο et va ο ου. 
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Group Assembly Parts List ΑΝ O1-6OAABA-l 


NACELLE (Cont) 





FOR RH ASSY ONLY 
ROTATED 90° 









14 
13 
12 
H-175-42-21 
FIGURE 420 - LH AND RH COMPLETE ENGINE CHARGE AIR INTERCOOLER ASSEMBLY 
FIGURE & PART . i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
20 146-42114-101 INTERCOOLER ASSEMBLY, Engine charge air complete LH . . . . . .o Ref 
(see figure !19 for next assembly) | 
146-42114-202 INTERCOOLER ASSEMBLY, Engine charge air complete RH . . . . . . . Ref 


(see figure 419 for next assembly) 


-1 169-42104-1 . DUCT ASSEMBLY, Intercooler upper header charge air LH... . . . 1 
169-52104 -200 . DUCT ASSEMBLY, Intercooler upper header charge air RH. .... 1 
169-42104-5 - . DUCT SUB ASSEMBLY, Intercooler charge air upper header LH . 1 

-2 169-42104-6 - . DUCT SUB ASSEMBLY, Intercooler charge air upper header RH . 1 

-3 . 175-42148 - . GASKET, Nacelle turbo turbine wheel cooling air inlet . . . 1 


(use on 169-42104-200 RH only) 
-4 175-42147 e . INLET ASSEMBLY, Nacelle turbo turbine wheel cooling air . . 1 
RH only (use on 169-42104-200 RH only) 





-5 AN365-1032 "ER Un" XM A ϱ E $49 474 75-0459 «38 
-6 AN960D10L s WASHER Le ο RISE FO ἐν da ce Um verum XLI ve pw) Woo move OU 
-7 AN3-7A . BOLT a be Vee . € ^ e ὁ AS σας Ὃν ou GE ἃ ον ών ιν RES 
-8 AN3-6A se BOLT. od ace E ος λον, P! zer {δίνω ών Ge cec aos es Ὃν le ce ντ; 
-9 AN365-1032 NU Tr ο ο AA a 0s 1 SETS. a ay BO 6, OBE 
-10 AN960D10L a? “WASHER 4l. ROW το ο nel Va TORIS iater tue UC ers Censos oes «6 
-11 AN520-10-8 . SCREW. . . . . ὦ RAE ee Se φαν Ὁ wv A 
-12 AN365-1032 E NUD a A A A IC a Se. oe το 
-13 ΑΝΟΘΟΡΙΟΙ, . WASHER... -—-—— — a ο ον ο ο kat ai del vide Sam Be ay se ew, 80. 
-14 AN3-7A ., BOLT. , mo NE des Sal, GS. Ge: Se πῷ We TS ee A ca Ea ae ne ed a AA 
-15 AN3-6A . BOLT. eae cia ο ο cer A A ο IR MR IE ον RODA 
-16 146-42102 + GASKET, Intercooler charge air header. . . . . . . . . 088 2 
-17 47E19482-1 . ZIPPER, Air duct pressure seal (GD)... .. .......... 2 
-18 146-42133-3 . STRIP, Intercooler cooling air zipper retaining. . . . . . . + 4 
-19 146-42133-5 . STRIP, Intercooler cooling air zipper retaining. . . . EP 4 
-20 146-42109-1 . DUCT ASSEMBLY, Intercooler lower air charge header LH. ο. 1 

146-42109-2 . DUCT ASSEMBLY, Intercooler lower air charge header RH. . . . . 1 
-21 A901-1789-3 . INTERCOOLER ASSEMBLY, Engine charge air project 510 (TRA). ᾿ 1 
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H-175-42-24A 


FIGURE 421 - TURBO CHARGE AIR INTERNAL INLET DUCT ASSEMBLY 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
91 175-42122 DUCT ASSEMBLY, Turbo charge air internal inlet. vw ο a ο REL: 
(see figure 418 for next assembly) 
-1 175-42122-50 . DUCT SUB ASSEMBLY, Turbo charge air internal inlet é 
-2 AN310-5 »:ONUTA Cue A cues cim A EA . 
-3 AN960D516L WASHER . » ο ὁ ο » ὁ e e e e ὁ we * ο ὁ ο ο 


-h AN175-60 

-5 156-42167-1 
-6 156-42167-2 
-1 AN365-428 


BOT .... : ] 
SPRING, Alternate air “intake door "hinge "LH . 
SPRING, Alternate air intake door hinge RH. 
NUT. α 4 9 4*9 ^75 A 


-8 ANOGOD416L WISE a πω ον; 1 
-9 ΑΝΗ--5Α BOLT oue ^e ο ο ο ο” 
-10  AN4-6A BOLT ; ; ; ; ; στον αν. 


-11 156-42183 
-12 156-42168 
-13 156-42165 
-14 156-42166 
-15 NAS77-5-12 
-16 175-42119 
-1T 175-42119-15 
-18 AN365-428 
-19 AN960D!16L 
-20 AN4-7A . 
-21 156-42163-1 
-22 156-42163-2 
-23 4B1985-014 
-24 175-42119-9 
-25 146-42140 
-26 146 -42169 
-27 146-42170 
-28 175-42122-33 
-29 175-42122-35 
-30 175-42122-29 
-31 175-42122-31 
-32 175-42122-45 


CLIP, Turbo alternate air intake door spring üppe 
CLIP, Alternate air intake door hinge upper. . . 
SUPPORT ASSEMBLY, Alternate air intake door hinge lower 
SUPPORT ASSEMBLY, Alternate air intake door hinge upper 
. BUSHING, Flanged press fit steel. . . . . . . . . . 
DOOR ASSEMBLY, Turbo alternate adir . « .. 
. WELD ASSEMBLY, Door assembly turbo alternate "air. 
. NUT ᾷν κ. «6, eoo de ce Ive Ver ο αμ IE v) E Ίῳ 
WASHER. $ we X» RRA Φα OO le a Res ος 
. BOLT... © "WIEN LEUR XE. ο a veo 
. HINGE ASSEMBLY; Alternate air intake door LH 
. HINGE ASSEMBLY, Alternate air intake door RH 
. . BUSHING, Press fit plain (NA). . . . . 
SPACER, Turbo alternate air... . 


μμ Lecce Oto e a 


SCREEN, Turbo alternate air entrance .. 
CLIP, Turbo charge air internal duct .. 
CLIP, Turbo charge air internal duct aft 
RETAINER, Turbo air inlet seal z 
RETAINER, Turbo air inlet seal " 


RETAINER, Turbo air inlet seal : : f 


RETAINER, Turbo air inlet seal 
SEAL, Turbo air inlet door . . 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
è 
. . 
. 
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FIGURE 4 
INDEX NUMBER 


-1 


-2 
-3 
-4 
-5 
-6 
-T 
-8 
-9 
-10 
-11 
-12 


-13 


-14 
-15 
-16 
-17 
-18 
-19 
-20 
-21 
-22 
-23 
-24 
-25 
-26 
-27 
-28 
-29 
-30 
-31 
-32 
-33 


-34 


-35 
-36 
“37 
-38 
-39 


-40 
-41 
-ἠρ 


-43 
-44 
-45 
-46 
-47 
-h8 
-49 


-50 
-51 
-52 
-53 
-5h 


-53 
-56 
-57 
-58 
-59 
-60 





ΑΝ 01-60AABA-4 


. NACELLE (Cont) 


Section {| 
Group Assemibly Parts List 





. PART UNITS. USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE’ 
5-4'7001-100 OIL SYSTEM INSTALLATION, Nacelle LH {see fig. 417 for next assy). Ref 
175-47001-200 OIL SYSTEM INSTALLATION, Nacelle RH (see fig. 417 for next assy). Ref 
Quantities listed per one installation except as noted 
No Number . NACELLE OIL SYSTEM LINES (see fig. 423 for detail breakdown) . Ref 
175-47401 . OIL SYSTEM INSTALLATION, Turbo supercharger. . . e e e . . e . 1 
(see figure 424 for detail breakdown) : 
175-47002 . TANK ASSEMBLY, 011 (see figure 427 for detail breakdown) . . . 1 
ATTACHING PARTS 
AN310-h NUM το ο νο A Ye deri eM B 
AN960D4116 AJ A PCIE 
AN24 -26 . BOLT... κ ο ο ο ο. 
NAS25-4R | TRUNNION, Tank strap threaded. . . . . . 2... 2.0... . eee B 
NAS27 -4-30 . TURNBUCKLE, Tank strap s . s s . s ee awa ee we ος» «ο B 
NAS25-4L . ‘TRUNNION, Tank strap threaded. . « «ον e . . ee ee eee 4 
175-47055 . STRAP ASSEMBLY, Oil tank αρρετ................ 2 
146 -47072-100 . STRAP ASSEMBLY, Oil tank... . . . 4... . .. . . .. ee ew 2 
175-47054 (PAD) Oil tank strap. os wu eor bi μι gow eee fe EB 
175-47041 . PAD, O11 tank support. . .. .. « « « we el. ee rc . . . 3 
146-47070 5 PAD; 011 tank bsOkiDB. - eane e 50909 9 9.9 xo ea 8 
---Ἐ--- 
146-47004-3 . DOOR ASSEMBLY, 011 cooler duct and access LH Vo ere cee Ae ria 1 
(see figure 428 for detail breakdown) 
146-47004-5 . DOOR ASSEMBLY, Oil cooler duct and access RH . . . . . . seo 1 
NTTACHING PARTS (see figure 328 for detail breakdown) 
AN365-428 CAE 2 IS A a ep Ba ϱ i-o os a 10 
AN960D416L v. WASHER) li a A WIS Ue a e AA ο, ὦ Ὅς 8 
AN! -6A BOUT o ο car, OS. Sve ue AS ue (ah etus ta o ο 
AN960D416 ss WASHER ο αμ a oe ο as na De. OA 
AN4 -7A fay | BOLT... ο a o TED εν es ο ἴδ. a “by Tere) a ay 2 
AN960-416E . WASHER. . E ` S s 510€ gU Xue v A 
144-31530 . BOLT, Engine cowl latch adjusting. EN Qu] 166 ο...” 
146-47045 . LOCK ASSY, O11 cooler duct and.access door latch bolt position 2 
120-31862 + . PIN, Sliding canopy truck adjusting lug . . . . . . sse». 1 
146-47041 . BRACKET, 011 cooler duct and access door latch . . . . . . . . 2 
AN365-428 ΜΕ το OQ DR te D MEUM ete ον ορ 
AN960D416 of WASHER v.e oss dW, a, de Cel ach αν Sh rei ter Rl ee οὐκ, | 
AN4-16A . BOLT... SEAT ο lee Oe ο eet RIDE S. e. 
146-47044 Lx +. SPACER, Oil “cooler duct and access door hinge. . . . . o... 2 
AN365-428 NUD oe A ari ie bs tae oes We wd AI 
ANQ60D416L ο ro ES MR MR AA th Ae CDN EL EAT wn eee pe 
AN4-6A go BOLT o ore ο αν ο ca tar SE 
AN960D416L èc WASHER qu Sat ο alta, oum e Mor ο ο μ.ο. 
AN4-7A . BOLT. OR -—— "DOE 
146 -47043 . BRACKET “ASSEMBLY, oil cooler duct and access door hinge. ... 2 
-aF eem 
146-47007 -1 . PANEL ASSEMBLY, 011 cooler duct removable LH . . . ων νο ο ο 1 
(see figure 426 for detail breakdown) 
146-47007-2 . PANEL ASSEMBLY, O11 cooler duct removable RH . . . « . . . . . 1 
(see figure 426 for detail breakdown) 
ATTACHING PARTS t 
AN365-624 . ο ο ο ο ο ο esee Wh do etw Sak ec ο C Ὁ ο 1128 
AN960D616L. a> WASHER? A ος e re ο wise ο ο ue ο ο de es Teens: CLO 
AN6-13A z A ο ο EU: eye ου ἐπῶν NA te Iu) aima ete: ale «Ὁ 
146-32145-3 . RETAINER ASSEMBLY, Nacelle sta 264 longeron attaching bolt . . 2 
146-32145-5 . RETAINER ASSEMBLY, Nacelle sta 26! longeron attaching bolt LH. 2 
146-32145-6 . RETAINER ASSEMBLY, Nacelle sta 264 longeron attaching bolt RH. 2 
AN365-428 A A A O ο 
AN960-416 s! WASHER chio a es ο ec wr e V ete, Bee wwe ο ο 
ANG -7A o ωρα κ ie Sika de κ e eos e αν a A WA De e e ο tc “92 
A en * 
AN365-428 ο μμ ei a es ye a? ae ο τῶ «ὁ, en τῳ ο IA Gee ce Fal ον 2 
AN960D416 i WASHER οἰ, 5: anane ene ο oui Sap a ο ο ο ο ο.” 
AN4 -13A . BOLT... e e $ ο ο ο 9 ο » ὁ  $ » 5 5 ^ ο 6 ὁ ὁ ο 9 » € 2 
NAS27 -4-24 à TURNBUCKLE, Tank ο. 6; "wl. 4079 οἱ ios 4 o 4. m e "I. i I ο 2 
NAS25-4L . TRUNNION, Tank strap threaded voe 0e wil etw ee RR ὁ 2 
NAS25-4R . TRUNNION, Tank strap threaded. . . . e s e . +... © ee wee 2 
146-47075-10 . STRAP ASSEMBLY, O11 cooler aft MXN 1 
146-847075 . STRAP ASSEMBLY, O11 cooler forward A dpa iih “GE PET Mei ar Ue yar cst ae 1 
146-7081 . CUSHION, 011 cooler forward strap. . . . . . . . . . o... 3 
AN365-428 κ mi ο ο ο Ον ο ey coU ο ee elder Se 
146-47076 . ROD, O11 cooler support tie. . .  « s es « es ο ese ss o 1 
86186-3 . REG ASSY, 268 sq. in. elliptical Al free flow oil temp (AIR). 1 
146-47082-3 . CUSHION, 011 cooler.support aft. . . . . s . e s s ee ee ewe 1 
146-47082-5 . CUSHION, 011 cooler support forward. . . . . e . s e e e eee 1 
146-47074 -. +. DUCT ASSEMBLY, 011 cooler forward section exit . . . . . . . . 1 
TE39-64-8 . . EXTRUSION, Rubber (NA). (o: ο) qe? αν ies e qe) Ads lel ο ο oe hs oF 
AN365-428 a UNUTS 2 ve 3^ ο E Cathet ge. Sete Gay ed GS 
"AN960DH16 . WASHER . . ICE EE 2 
146-47087 . PIN, Oil cooler duct removable panel sliding S6. ο xw ne? ke 2 
AN365-428 . NUT. ia “ios eh se ο ο Sor Se: vet lie πο ο. PIE ias EUER. 2 
AN960-416 H WASHER s . MC . > E A tS 2 
146-47050 . PIN, O11 cooler 'duet and access door locating. : ES 2 
146-47045 . LOCK ASSEMBLY, Oil cooler duct and access door laten bolt... 2 
120-31862 + . PIN, Sliding canopy truck adjusting lug. . τα. 1 
146-47040 . STOP, 041 cooler duct and access door at sta 230 and 986.5 . . 2 


755 














Section Il 


Group Assembly Parts List , ΑΝ O1-6OAABA-h 
NACELLE (Cont) 











H-175-47-11 





FIGURE 423 - NACELLE OIL SYSTEM LINES 
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AN 01-60AABA-4 Group Assembly Parts List 


NACELLE (Cont) 








FIGURE & PART UNITS , USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
No Number NACELLE OIL SYSTEM LINES (see figure 422 for next assembly . Ref 
NOTE: Quantities listed per one installation only 

-1 146-47801-101 . LINE, Oil tank to engine aft vent. . . . . . . s c so e νο ο o 1 
-2 3H2-16-15 s αμ oos er ce a US a ο ο ο Ur re: ών 2 
AN737RM46 sP CLAMPS ο ο ies fee eR ale tes a ο ο e ο... 

-3 AN924-16D SNO sy Sots ὁ. ce cas Ὅν. ἐῶν Se ο ο ο a ο IPM 
-4 AN960D2116L s WASHER op tae Beene ge We a We ere hea Ἕ κών ce a a os ee ο 1 
-5 AN846-16D « ELBOW. a es . or de Sater te ec case tet το οσα. 1 
-6 46B172 . THERMOSTAT, Oil cooler control (VOR) mo μα ose he tw 
-T AN900-16 ee GASKET 12» ο ο e ο eh cente es re ce ο ο ο μα dar a tour ie 1 
-8 AN365-524 e. NUT mias S. war) S, Wee Cer es ces Dad Y ο al ο.» 8 
-9 146-47038 GASKET, 011 "tank diverter “valve. Btls το te, ο ο”... 2 
-10 216-950035-24 - 56/4. HOSE ASSEMBLY, Four hold flange (AQ) ............. 1 
-11 : AN6264-16D21 ‘HOSE ASSEMBLY. . . . "E E ο 1 
-12 K9500A1 . DRAIN COCK, 1/8 pipe size " (KoE) | usa dirige ο eue! ο c. ἃ 
-13 AN912-3D be -BUSHING sa ο LI. Ceca) Sec Fan Ge Φα eei vencer abes tel ba is^ e H 
-14 AN912-8D s -BUSHING Ὁ o Gest E RA ο A ο ο A A ᾧ 1 
-15 AN917-6D ERUIT M 
-16 AN911-6D py -NIPPLE se 0€ 4 s Row ο GR VE ο ο ο ο ELO κ e ο AU κ, t A 1 
-17 AN816-16-12D ac NIPPLE eee a OR S le RO EE A OR ee Re ewe ee EUR 1 
-18 AN816-12D a NIPPLE: 474. ee δι A AI CAS ete κω ES ee ο we AA 1 
-19 66166-6 PUMP, Propellor feathering (GFP)(HS) . . . . . . . . s ess . . 1 

d ATTACHING PARTS 
-20 AN76A5 e BOLT κ.α. 405.247€ € ὁ ὁ De PP E PE 
- «οι AN960D616 E "WASHER" 5. πα το, ΡΜ Sic OOS S ον ΡΜ SRL EU mes Bo αν seh IS 4 
------ 
-22 AN844-4D ο a ο ο EE ah set a ee! S A 
-23 3H2L4-13 . HOSE (NA). em Ye eh. ven RUSO UR, LS uei RR Se De e ο one! 4 
-24 AN737 -22 « CLAMP. . . . . wo m i 7 4! οὐ Wee κ ο οι ο E οἱ ο ὦ 9 
-25 156-47801-11 . LINE, Propellor feathering pump APAIN uo. e EEA 1 
-26 146-47047 ROD ASSEMBLY, Oil cooler duct and access door brace. . . . . . 1 
ATTACHING PARTS 
-27 AN310-4 ete NUT o ο a eus USE ue ass ος ο ο οἱ 
-28 AN960-416L s “WASHER μμ o See ο ey cea! den le ο Aes ae Lb 
-29 AN24-11 s κ oT 9 WS, vere ob eri LO Ede e S eor μα sow 3 
—— a αν - 

-30 cid + . ROD SUB ASSY, Oil cooler duct and access door brace welded. 1 
-31 AN365-42 +. NUT A A A II e «οὶ aaa ads il 
-32 AN960-416L ο 45 WASHER. rs A MAN cS 1 
-33 146-47049 + . BOLT, Oil cooler duct and access door brace rod . . . ΜΗ 1 
-34 AN365-524 ge LE ΙΝ a rat ce Se ay dn bye fa Sen) a were Se ese 8 
-35 AN960D516 S RASHER oS I Lape πα ο ELI AS 
-36 AN5-12A . BOT... μα ao aa A 
-37 96011 1-32L px HOSE ASSEMBLY (AQ) > e nega qose REM Eo Sew ve 4 
-38 146-47038 . GASKET, 011 tank diverter valve; ; . . . . . ο ον cedo don wo AR 
-39 146-47037 . SHIM, 011 tank diverter valve, . , . ess 6 . ο © «© © © © © © AR 
-40 W7954-2DS . VALVE ASSEMBLY, Motor slide shut-off for air (WTR) ...... 1 
-41 AN365-524 ο ο a ce ae MU ο Re d s d 
-42 AN960-516 . WASHER... we je lee o ὁ ὁ 4; (αἱ 79 ὁ ο e; 6 cas. ue (4 4 
-43 950033-24-47 . HOSE ASSEMBLY (9) . e 9. c 9 3 9 c9 ὁ » * * ο ο ο s 1 
-44 146 -47038 . GASKET, 041 tank diverter valve. . ο... 2 
-45 AN924-12 x^ NU. OR A A UND ο. n AA AA 1 
-46 AN960D1716 s WASHER ο oe E 0 We, (Sele: ees BURL YS) a a aei ou ep! el, Vel 
-47 AN960D1716L ο “WASHER: AA Be. oe Me Se Ra δι ος Sly can ος WE. δν O8 el ie Par wee ie, Voy ο) cw 1 
-48 AN837-12 . ELBOW. . . . . SOA uode au Poe erudi Sole ieee ja era "κ 
-49 175-47802-10 . HOSE ASSEMBLY, Nacelle engine prope ellor feathering oil supply. 1 
-50 AN6264-4L . HOSE ASSEMBLY. .-.. ο. ν γ δ, Ὁ. 9 (ὦ) ὁ eim Lm NE UN E 1 
-51 146-47801-105 . LINE, O11 tank sump drain. κο ο ο ο ο he 1 
-52 3H2L6-13 . HOSE (NA). 3 iae "Er ο κ ο ο TE SI I Mo cl 
ANT3TRM26 « CLAMP. . κ; $ οφ ca ο 78 o9. i 9o ὃν ος ce. Ws € i 2 

-53 146-47801-103 + LINE, 011 tank Scupper drain a ο e er ek cee: 1 
-54 3H2-8-13 . HOSE (NA). $ (e οκ νο ὃν αν sce TOR ο δις να ος ub. QNS NE e 
AN737RM26 oy CLAMP S v Mat ses a ae ων ὡς “ale ος AE A ay το 4 
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H-175-47.7 


FIGURE 424 - TURBO SUPERCHARGER OIL SYSTEM INSTALLATION 
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Section li 


AN O1-GOAABA-4 . Group Assembly Parts List 
NACELLE (Cont) 





FIGURE & PART i UNITS | USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


Hol 175-F7401 OIL SYSTEM INSTALLATION, Turbo supercharger . . . . . . . . e . . Ref 
(see figure 422 for next assembly) - 
-1 175-47420 . TANK ASSEMBLY, Turbo oil complete. . . « è « è . ο . è ο ο we 1 
(see figure 425 for detail breakdown 
ATTACHING PARTS 
.-2 5B1-15DH . BOLT, Adjustment (ΝΑ)... . + 





-3 AN365-1032 s EE x ums des Spe AA ο RTT E CRI cw ορ. A ο ο ῳὢ ᾱ D 
-4 AN960D10L x WASHER S x ος ἄρον 9o 1 tes) de ο da at 
-5 146-47428 . STRAP ASSEMBLY, Turbo oil ζϑηκ................ 
-6 146 -47428-7 < . PAD, Rubber οἱ] tank vent . e . .. s sie w we ew we ο ος 
-7 NAS25-3R e . TRUNNION, Tank strap threaded . . . . oo... ee ee ee 


-8 3H2-8-13 HOSE (NÀ). o e eo e 


3 

3 

6 

1 

3 

3 

* Som X4. Get Wee κ Ὁ Se Kee WO! WX a ace 2 

-9 AN737RM30 ο A Wo wx 0€ O a aa ὦ ' ο 
-10 146-47802-11 « LINE, Turbo oll tank: vent. usos. in. sisas 1 
-11 AN815-10D s UNIONS 40€ φ 30 € EUR τῷ, m UE «woe Mos ὃν ος οι ew d 
-12 AN6264-1LODL . “HOSE ASSEMBLY τῳ 2 43 -- ox Ἕῳ 0 VES ὁ es ος rer δα a IRL 1 
-13 AN894D16-10 de BUSHING 4 e ce ο. entails e e ει ie le ver qe GE Dat n es de im oe Courts’ VL 
-14 AN902-16 o. GASKET SC ig Se ae ven ο αμ SP v8 pec Sod ο cas M Quum ce em ence E 
-15 AN924-16D AR es, a 
-16 AN937-16 s A A a id 
-17 AN6264-16DL 3 HOSE ASSEMBLY o esos os co tet a ey ῳ ak nb ων. κι ὃν ern ος ee ao ὁ eU 1 
-18 3H2-6-24 5: SHOSE NA) aa rm e taa de don cas im va Danis 1 
-19 AN737RM26 $5: CLAMP a a so aa laa ο να. 
-20 AN365-632 ο NU a δὲ εἰν, Del RU ES ο aaa ds D 
-21 AN960D6L E οκ κα etas esce y a m e im Tue τεῷ, ,' 
-22 AN515-6R8 gs SCREW ΝΗ,» ar ota E zak ne) a E Se ee. cub e l 
E -23 AN752-1-6 $ JUMPER ὁ, ὃς ey Se a Boa ARA TAR al duis 1 
-2h 146-47429 . SUPPORT ASSEMBLY, Turbo oil tank aft . . . . . . es e ο ο ον Il 
-25 AN365-428 a NUD is: se! nisl a op ὁ ᾧ- Jay Ὁ τε ey Rey το TA a ja τα, ας ος ο Y 
-26 AN960D/16L x WASHER. ens. wot om ec sw: “a, Se cde neq a eee d 
-27 “AN4HAS se BOLT go 93k ὡς ka ο xo. — ———e P EE a 1 
-28 146-47426 . SUPPORT ASSEMBLY, Turbo oil tank forward . . . . . . s e e. ο 1 
-29 AN365-428 s NUD a ves Gears ar ο ο Ὁ Ὁ Ὁ ο me, Bo ο ο e ου 
-30 AN960D416L ay WASHER so or a a aa CIE! 
-31 AN4HA5 O ES ae 10€) Re ο EE Soo ay 360€ Y» o9 ve ae oue L 
-32 AN365-428 2 "NUTS uo» 53.3. m Boge Be EE uem a ο ου 
-33 AN960D416L se WASHER 42905 ο, Ἂν ο) ῳ.ᾱ ο A ee, Se SS “ο Eset as e RC a α “ἃ 
-34 AN4-10A ο ο A ο E a cee Se) τρ WA se A δι ο ὦ 1 
-35 AN44-5 a> BODI Eou MEL E 
-36 AN960D516 ; WASHER Qo μι a ow x9 NR as αἱ δ, are Ὁ 
-37 AN365-524 « SNUTG a e e a sow € en uw E OD oa we OE a o. 1l 
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WASHER, Plain deu 
LOCK-O-SEAL (WFRC $ Suter τὰ ace 
INDICATOR ASSEMBLY, Tank filler cap. 
xs CREN u ral ο ο ο πο Shee 
SO WASHER ca oa ὡς Ue nta p cea a: V0, a τ 
. SPRING, Turbo oil filler cap lock indicator 
. LEVER ASSEMBLY, Filler cap indicating . . . 
. BRACKET, Turbo oil tank indicator arm suppor 
NECK ASSEMBLY, Oil tank filler . . . . . . . . 
GASKET, O11 tank filler neck . . . . . . . . . 
STRAINER ASSEMBLY, Turbo oil tank filler neck. 
CHAIN, Safety (NA)... ........... 
SCUPPER ASSEMBLY, Turbo oil tank . . . . . .. 


. 
. e © ο ο ο 
. 


-10 200-3/16 
-11 146-47432-3 
-12 AN393-31 
-13 ANQ60D10L 
-14 146-47424 
-15 146-47431-15 
. 146-47423 ` 
-17 146-47062 
-18  146-47039 
-19 146-47405 
-20 9C1P1-10 
-21 146-47418 


H-175-47-6 
FIGURE 425 - COMPLETE TURBO OIL TANK ASSEMBLY 
FIGURE & PART ῃ UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE δ PER ASSY. CODE τ 
25 175-47420 TANK ASSEMBLY, Turbo oil complete . . e . « . soe e . . . e o « . Ref 
(see figure 424 for next assembly) 

-1 175-47422 TANK ASSEMBLY, Turbo oil . . « sss . ee ee . . 

-2 AN844 -4D ELBOW. $2 6 9 993140 ο e ale ea e . . 

-3 K9500A1 VALVE, Fuel drain 1/8 pipe thread (ΚΟΕ). . . . . . 

-4 AN844-6D -ELBOW o . e an ο 9 E €. ο. α a ᾱ- « . . 

-5 K9500A2 VALVE, Fuel drain 1/4 pipe thread (ΚΟΕ). . : . . 

-6 146-47421 ROD ASSEMBLY, Turbo oil tank sounding. iata A 

-T AN501A10-11 SCREW. ο ος ο 7. € 28 X 909 ὃς € ew σα . 

-8 AN501A10-12 SCREW. . $3» He ee 9 s TE" . 

-9 + 2W1-12-12-020 νο. ο το ο . 


e 9 9 c9! 9 ο 9 c9 9 9 $ 9 ο 13 » 


I 
Pp 
ον 
” 


ο ο ο ο ο a ο 
ol ο ο ο ο ο 
ο πο Tie qe iU 
ETE a A E ᾱ τῳ ᾱ- Si oe 
AA ο Teo ase DS eee! ose 
HR IUD HL HB ELS μα p E ONON D ERE EEE 


e ] © © * Cto » ^  » » 5$ » » : £]|; 52  » » 
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AN 01-60AABA-4 


NACELLE (Cont) 


e 
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6 
H-175-47-12A 
FIGURE 426 - LH AND RH OIL COOLER DUCT REMOVABLE PANEL ASSEMBLY 
FIGURE & PART Ñ UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 3 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
-47007- PANEL ASSEMBLY, 041 cooler duct removable LH. . . . . » e.. ο ο ο Ref 
(see figure 422 for next assembly) 
146-47007-2 PANEL ASSEMBLY, O11 cooler duct removable RH. . . . . . . . . . . Ref 


NOTE: 
146-47007-111 
146-47007-112 


(see figure 422 for next assembly): 


Quantities listed as per one nacelle except as noted 


PANEL SUB ASSEMBLY, O11 cooler duct removable LH . . 
PANEL SUB ASSEMBLY, 011 cooler duct removable RH . . 


146-47088-1 y FITTING, O11 cooler duct removable panel rear support LH. 
146-47088-2 + . FITTING, O11 cooler duct removable panel rear support RH. 
146-47084 + . BEARING ASSEMBLY, 011 cooler exit door. . . . . . . . . . 
146-47116-1 + . FRAME ASSEMBLY, O11 cooler duct removable nacelle 263.898 
146-47116-2 + . FRAME ASSEMBLY, Oil cooler duct removable nacelle 263.898 
146 -47092-3 + + . FITTING, Oil cooler duct removable panel front support 
146-47092-4 + + +. FITTING, Oil cooler duct removable panel front support 
146-47092-5 + + . FITTING, O11 cooler duct removable panel front support 
146-47092-6 + * « FITTING, 011 cooler duct removable panel front support 
146-47092-7 + + . FITTING, Oil cooler duct removable panel front support 
146-47092-8 + >» . FITTING, Oil cooler duct removable panel front support 
146-47092-9 + + . FITTING, O11 cooler duct removable panel front support 
146-47092-10 +. > FITTING, 011 cooler duct removable panel front support 
AN365-428 s MUT. 2 0.04 29 8909 as Se ee οἷν. wo e QS 
15456-47085 + BUSHING, O11 cooler exit door shaft. . . . . . . M cie να 
146-47098 + BELLCRANK ASSEMBLY, Oil cooler exit door . . . . . . . . . . 
AN960D416L * WASHER . 4 4 $5 4.4 a ον, Bee ke ae E ΤΊ 
AN6-24A s. BOLT ΕΥ ο ο m Sel, Wawa ete Oe ο. 
146-47086 + SHAFT, O11 cooler exit ἄοοτ................. 
146-47091 + DOOR ASSEMBLY, 011 cooler duct exit. . . . . . ὃν iss: rito | V; «Ὁ 
AN5-22 $4 A. HOLT Ce E μα ορ Su ο Εμ Μα 
AN310-5 * ae NUT. a Woven e ada Dx Ua es 9 leo e m Nec di hal o ek ae 
AN960D516L s Te WASHERS: u^... 9 ele s si ee ἃ; ο a a a κος 
146-47089 + . RETAINER ASSEMBLY, O11 cooler exit door shaft ...... 
NAS75-6-008 + . e BUSHING, Plain press fit steel . ........ © ο 
AN25-30 e BOLT. OG ο ο e A E M s th. τω, 
AN960D516L ο ο a a LB es 
AN520-5 «s NUTS nis wv. eode as dedico. e n erg ο ο νιν a 
29252-1 + JACK ASSEMBLY, Linear dn τε. ο Ve ο μα IPS 
29252-2» E . JACK ASSEMBLY, Linear (ΑΙΒ).............. ὁ uy a 
27406-24-24 . DRIVE ASSEMBLY, Flexible shaft 3/16 diameter (uin) -— os 
29208-3, ` . POWER UNIT ASSEMBLY, 011 cooler actuating system (AIR) . . . 
j (contains AIR 26675 motor) » 
156-47115-1 « DOOR ASSEMBLY, 011 cooler duct bolt access inboard un. EU 
156-47115-2 - DOOR ASSEMBLY, O11 cooler duct bolt access inboard (RH). . . 
156-47116-1 - DOOR ASSEMBLY, 011 cooler duct bolt access outboard uu ws 
156-47116-2 . DOOR ASSEMBLY, Oil cooler duct bolt access outboard (RH) . . 


oe ο. 


BPP δη ENN μή ΔΝ Λ) {5 ΓΟ ΠΡ ΠΟ ΠΟ ΠΟ EP PPP PE EH B pL ES [IQ IE πο i. B 
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H-175-47-9 


FIGURE 427 - OIL TANK ASSEMBLY 
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AN .01-60AABA-4- Group Assembly Parts List 
NACELLE (Cont) 





-17 146-47423 BRACKET, Turbo oil tank “indicator arm “support. 


-18 146-47424 SPRING, Turbo oil filler cap lock indicator. . 


-19 175-47037 . TUBE ASSEMBLY, Oil tank filler indicator arm . 


ee ewe 
CY 


FIGURE & PART UNITS, USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
27 175-47002 TANK ASSEMBLY, ‘Oil (see τε 22 for next assembly). . . . . . Re 
-1 175-47020 TANK ASSEMBLY, Oil. . . . Ὁ AO eta E E s $3. T 
-2 144 -47035-30 7 +. DOOR ASSEMBLY, O11 tank. . . . . . . . wow qoe ο DP 
-3 144 -47035-7 Dol . ARM ASSEMBLY, O11 tank. . . s celu as ded uev ue er A 
-4 156-4703} . . . SPRING, 011 tank flapper valve. Eu. aU αν FS) κοι od EA 2 
-5 AN392-43 πον PAN, vo ΝῊ... fat eae e 
-6 AN502-10-10 s SCREW. VG oe Yo oie σκι R EAT ο ad a TA 
-7 AN502-10-12 A 20 ina ο. ee τί eels vss ur e rep im Weste mI ae, ο. - 
+ -8 AN960-10 . WASHER. . . . d fad ires we wy ο o a 6 
-9 200-10 . WASHER, Lock-0- “Seal (WERC) a ió ee aan e eee ek” Ὁ 
-10 146-47062 | NECK ASSEMBLY, 011 tank filler. ; ο E ο ou 
-11 146-47039 | GASKET, O11 tank filler neck. . . RU al len ο 2 
-12 175-47061 ` STRAINER ASSEMBLY, O11 tank filler neck |; 1 5.2.2.2... 1 
-13 146-47060 RING ASSEMBLY, Oil tank filler neck bolting . . . . gings 1 
-14 175-47034 INDICATOR ASSÉMBLY, Oil tank locked . . . . . . . Wt i 1 
-15 AN393-31 : οι gig ο A e Uo ο ITE. cans ο. 1 
-16 ANQ60C10L . "WASHER . . . . . xs 2 
AE es 1 
z i 1 
E e 1 
-20 175-47038 ` 1 BEARING ASSEMBLY, O11 tank filler indicator arm. . 1 
-21 AN365-1032 s Sy avr NOU GAS io. κ αν kar ο E. μμ Kein ha τα 2 
-22 ANQ60D10L uw. WASHER o see's 4°) το 9s 37 465 vive Men corns aE a d ret -ῷ 2 
-23 AN3-4A 2 BOT... -— ο. ο decere rel ο . 

-24 175-47063 | ROD ASSEMBLY, O11 tank sounding | . a ew ar a vd db 

-25 AN502-10-14 gS CREW cg: ο, De eve ο Ὃς mts e ds αυ QU eric αλ, a LE, ru 

-26 AN960D10 . WASHER. . . bob! teen P DEM i-e 
-27 200-10 | WASHER, Lock-0-Seal (WFRC) . $5 asd ar, de 
-28 175-47022 . COVER, Oil tank sump. . . . . . . oe arse te WY we eh de at T 
-29 AN833-16D i ELBOW NN AA WEE ΙΕΡΗ 
AN929-16D eC CAP ou ioa ek οι ᾱ- PURO ee νύν όν cms we x ico o OL 
AN902-16 . GASKET. . . "EDI 
-30 K9500A2 1 VALVE, Fuel drain 1/4 pipe “thread (KOE)... Ilii 1 
-31 AN816-4 D NIPPLE. . ο qe) Tet ael Uie oed] - b 
-32 11608-1-130 . THERMOSTAT “ASSEMBLY, "oii diverter " (AIR). wes ος ο οκ ao Si riae AL 
-33 AN900-17 . GASKET. . iiie Xe a a ο e EE Der esce ἃ" . “ 
-34 29802 . DRAINCOCK, "oii cooler (Κος): ο ο ο ο ο ου.” 
-35 146-47036 . GASKET, Oil tank sump cover . . ο ο ο 1 
-36 146-47032 ` RING ASSEMBLY, 011 tank sump cover ‘bolting. 2 αμ bi Sands €. 9 -ᾱ 
-37 AN5H11 . BOLT. ... der obs, ο ο ο 
-38 200-5/16 | WASHER, Lock-0-Seal (WFRC) . . A A e ae O 
-39 12224-1 . VALVE ASSEMBLY, (outiine) Motor driven oil diverter (AIR). . 1 

- (contains AIR 26920 motor) 

-40 AN364 -524 ὃν V NUT. se. a ο κ a a A 
-41 2W1F20-20-32 . . WASHER, Plain (xA): MA 2b. ο 
-42 147-47121 . . PLATE, "Main oil tank diverter “valve. cover. e de ante ts 1 
-43 175-47046 . SUPPORT ASSEMBLY, 011 tank diverter valve aft . ο... -ᾱ- κα. "ο, Ὁ 2 
-44 175-47045 | SUPPORT ASSEMBLY, Oil tank diverter valve forward . . . . . . 2 
-45 146-47038 . GASKET, O11 tank diverter valve . . uns πα πα... 2 
-46 146-47029 . TUBE ASSEMBLY, O11 tank hopper inlet. . ΡΜ ος 1 
= -47 146-47037 . SHIM, O11 tank diverter valve . . . 3 s μυ 1 
-48 AN6227-28 : PACKING... ου. eoa ο e uos CA 
-49 146-47038-3 . GASKET, O11 tank diverter valve e s : ο ο ο 2 
-50 146-47031 . RING ASSEMBLY, O11 tank diverter valve bolting. dea μ.ο 2 
-51 AN502-10-24 i SCREW! ανα πὰ}. e Sa 1X 39 35 46» lar Mowe, ο ama ce A 
-52 AN960D10L . WASHER. . . . aaa 
-53 -146-47122 . SPACER, Main oil tank diverter valve “support. ο ο Ec νι. dee aa Ig 4 
-54 200-10 . WASHER, Lock-0-Seal (WFRC) . . . . . . .. eee eee eee 8 
-55 AN502-10-12 s ISOREWAX- Ὁ 40 ο ο τε, ο te μμ ar Se uw -«Ἡ 
-56 AN960D10 . WASHER. . . ο fay nal ET. Eun XE Roe dat Lcd . 8 
-57 175-47033 | COVER ASSEMBLY, O11 tank top. . . . s s "νυ wa qd Ges. E: 
-58 117-47057 47 | GASKET, O11 tank access cover . . . a "c DEDE N 
-59 117-47062 . RING ASSEMBLY, O11 tank side cover locking. NESCIRE MR 1 
-60 AN838-16D s ELBOW: 2. a κος εἰ dede exa ως el accu ὅτι Bice nee τα Cos ον Ὁ , 1 
AN924-16D A ο ο ο se οἱ ουν sr ie Vp ώς . 1 
i ; A ic 


AN902-16 g . GASKET. . .. « 2.» 4 . ο «4... 
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H-175-47-10A 





WE FIGURE 428 - LH AND RH AIR COOLER DUCT AND ACCESS DOOR ASSEMBLY 
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Section || 


AN O1-6O0AABA-4 Group Assembly Parts List 


NACELLE (Cont) 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
428 175-47004-3 DOOR ASSEMBLY, Air cooler duct and access .LH. 
(see figure 422 for next assembly) 
175-47004-5 DOOR ASSEMBLY, Air cooler duct and access RH. . . . . . . . . . o Ref 
(see figure 422 for next assembly) 
NOTE: Quantities listed as per one nacelle except as noted 








-ᾱ 175- zi ooi- 147 . DUCT SUB ASSEMBLY, Air cooler and access door. . . e ece e s 1 
-2 .TE52-80 . . EXTRUSION, Synthetic rubber forward (NA). ο. ο 
-3- TE52-91 . . EXTRUSION, Synthetic rubber aft (NA). erre: var e UM ww. I πι 1 
-4 Toca 008-39 . DOOR SUB ASSEMBLY, Air cooler and access door LH . . e s esa 1 

175-47004-151 . DOOR SUB ASSEMBLY, Air cooler and access door RH . . . +. +. +. + 1 
-5 AN253-2-200 « "PIN. 43. x dw eoe δι. ο ae ce IIo oo I Ὁ, «δὶ ἡ 4 2 
-6 175-47004-195 . HINGE, Half. . . "Pu i ο - 
-T 146-47058 . DOOR ASSEMBLY, 011 cooler and 'aüct access «door station 993 . . 1 

i latch access 
146-47059 . DOOR ASSEMBLY, O11 cooler duct and access door station 255 . . 1 
latch access 

-8 146-47058-11 + HINGE, Half ete BOS) ο, No fee ὑφ ove pate cake σα Mey BS πο, ὃν 1 

146-47059-11 . . HINGE, Half (station 255) . . . . +. ees e . © we we - ot ng 1 
-9 H5000-.064-.115 . . LATCH (WL)... Sena. IUE bo cet al el oe de s WO S 
“-10 142-31588 . RETAINER, Engine cowl “Satoh lock i. 4 a woes cimo wwe ae 2 
-11 142-31595-3 . LATCH ASSEMBLY, Cowling. +. +» +. . e © +... © © © © © © oossoo 9 
-12 142-31594 . . PIN, Cowling latch. . . au MM 1 
-1 142-31592-5 . . HOOK, Removable cowl latch * (forging). ο ο ee en ea RED 
-1 142-31593-3 . . HANDLE, Removable cowl latch (forging). . +. . . . ess.» 1 
-15 142-31586 . LOCK ASSEMBLY, Engine cowl latch . . « « . . ο © e e 0. 0. 0... 2 
-16 142-31589 . . PIN, Engine cowl latch lock... . τις, CERE is 2 
-17 22A17-048 2s NUD- (EN) v Q-ec6-74 7X a ο ασ ο ο a 5 
-18 AN960D416 OP SWAGHWR OS fg sac aad Bice Ga Qu varus a einen ο ο ο. 
-19 AN4-20A á BOLT. v oW ἐφ... 4 ee ey ᾳ- ο ο ew ee ὁ 2 
-20 142-31585 . SPACER, Engine cowl “hook attaching Ee te? δν A E μα 2 
-21 146-47046 . PLATE ASSEMBLY, 041 cooler duct and access door brace. . . . . 1 

rod hinge: 
-22 146-47042 HINGE ASSEMBLY, 011 cooler duct and access door station 223. . 1 
ATTACHING PARTS 
-23 AN365-1032 ; e Νο xoxo e mule Ὁ ο ^0. esu. ο E 6 'Φ Ca ce Jere, 2 
-24 AN960D10L LO WASHER ce aran S ο αμ ο Sauces ues eT ul 
-25 AN3-12A $5 e BOLT . 4 4 46 € e € 7o ὁ Ὁ. ο 9 c ο 4. ὁ. ὁ. ϐ ο ὁ ο (4 4 e ο ο 2 
-26 AN365-428 A νο le alert νο ο. 
-27 AN960D!16L M WASHER Μας ο αν ie ce te De dece ο CaL E DAL SEDE as e 
-28 AN509-416-13 πα Ην Cah accor gd ters c sce vea ο rex ee πο, lere μον. 
pee 
-29 146-47112 . . BUSHING, 011 cooler duct and access door hinge. . "E 
-30 147 -47057 . HINGE ASSEMBLY, O11 cooler duct and access door station "255. * 1 
ATTACHING PARTS : 

-31 AN365-428 FONT hh ee cor ike ean, ο ο ae a OF 
-32 AN960D416L 2 QUASHER σελ ο μμ ANNA 
-33 AN509-416-13 ο a, Gen pr Geib Tor ο ο “ο. 
-34 146-47112 5 BUSHING, Oil cooler duct and access door hinge. . . . à.. 1 
-35 146-47004-229 . SPACER, 011 cooler duct and access . . la wow a a AR 
-36 146-42178 . DUCT ASSEMBLY, Engine exhaust lower cooling. aieo δ es ο 1 
-37 175-46005 . DUCT ASSEMBLY, Hydrolube cooling air lower . . . . . . . . 9 9 1 
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Group Assembly Parts List ia 


NACELLE (Cont) 








AJ- -4-42-1 





FIGURE 429 - NACELLE EXHAUST SYSTEM INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


429 175-42310 EXHAUST SYSTEM INSTALLATION, Nacelle. 
(see figure 417 for next assembly) 





146-42304 . EXHAUST INSTALLATION, Turbo outlet . . . . . . . . . . . . . Ref 
: (see figure 432 for detail breakdown) 
175-42306-10 . REGULATOR INSTALLATION, Turbo supercharger . . . . . . . . . Ref 
(see figure 433 for detail breakdown) 
175-42306-20 . REGULATOR INSTALLATION, Turbo supercharger . . . . . . . . . Ref 
(see figure 433 for detail breakdown) 
No Number . FORWARD INTERMEDIATE AND AFT NACELLE EXHAUST SHIELDS . . . . Ref 
(see figure 431 for detail breakdown) d 
No Number . NACELLE AFT SECTION EXHAUST SYSTEM INSTALLATION. . . . .'. . Ref 


(see figure !30 for detail breakdown) 
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AN 01-60AABA-4 


NACELLE (Cont) 


Section Il 


Group Assembly Parts List 


UNITS USEABLE ON 


FIGURE & 
INDEX NUMBER 


429-1 


-10 
-11 
-12 


-20 
-22 
-24 
-26 
-28 


+ PART 
NUMBER 


20-527-600B 


20-536-30 
20-536-40 
20-5037 -4 


20-5037-5 


AN310C4 
ANQ60C416 
ANACLT 
146-42312 
146-42311 
AN363C1032 
AN520-10R8 
169-42313 
AN365-1032 
NAS221-8 
AN363C1032 
AN520-10R10 
146-42331 
146-42177 -20 
146-42175 
AN365-1032 
ANQ60D10L 
NAS221-8 
146-42155-3 
820-18 
146-42181 
AN365-524 
AN960D516L 
NAS223-11 
AN365 -428 
ANQ60D416L 
ΑΝΗ -6Λ 
146-42359 
146-42335 
AN363C428 
AN4-4A 
20-503-5 
20-504-2 
20-504-6 
20-504-15 
20-504 -57 
20-504-62 
20-504-58 
20-504-9 
20-504-10 
20-504-11 
AN520C10-8 
20-532-100 
20-532-4 
20-532-200 
20-523-100 
20-523-10 
20-523-20 
20-5037-4 
AN4C17 
ANQ60D416 
AN310C4 
20- 


20-506 -30 
20-506 -24 
AN363C428 
ANQ60D4 16 
ANY-5A 
146-2340 
146 -42336 
AN320-4 
AN24-10 
ANU86 -2 
AN316-5R 
146-42339 
AN320-4 
AN24 -12 
AN24-10 
146-842363 


1 2 3 4 5 6 7 


533-1 
320-625-103758 


NOMENCLATURE 
. BALL JOINT ASSEMBLY, Exhaust collector outiet RH). . 


(supersedes 20-527-500B (20-527-500B not ok to use on 


airplane) (20-527-300B, 20-527-400B, 20-527-HOOSB, 
20-527-700B and 20-527-800B may be used) 
FRONT BALL ASSEMBLY, Exhaust collector outlet (RH) . . 
. . REAR BALL ASSEMBLY, Exhaust collector outlet (RH). . . 
"HALF CLAMP ASSEMBLY (RH) (supersedes 20-5037-1 for future 


procurement) 

HALF CLAMP ASSEMBLY (RH) (supersedes 20-5037-2 for future 
procurement) 

NUT Au: V οφ ὦ φ Bom eel ο ο eai ο... 

WASHER. o. «ace 9 eoe αυ ES X ὁ A mo TUR t 

BOLT. . . +. + 


SHROUD ASSEMBLY, Engine exhaust fijewall attaching inboard 


SHROUD ASSEMBLY, Engine exhaust firewall attaching outboard 


NUT . « « e ὁ « ooo t ctm « 
SCREW (coco ου RE ο RA I UE m 
` DUCT ASSEMBLY, Exhaust shroud cooling air overboard... 
2. μμ ks be cae ο ο ο BE μα ως 
SCREW, Brazier head Phillips recess alloy steel 10-32 . 
NUT . « « ee ee ee on nm ng Beg ict ALAS) ο : 
SCREW . . . 


FAIRING ASSY, Overboard duct exhaust cooling air engine nac 


DUCT ASSEMBLY, Engine exhaust upper cooling . . . . : 
SEAL, Engine exhaust shroud cooling air duct joint . . 
NUT .-2 ca e : αφ. eee 
WASHER vuv ο my A ett A «πα. 
SCREW, Brazier head Phillips recess alloy steel 10-32 . . 
CONNECTOR, Turbo cooling system ducts’. . . +++: + 
CLAMP, Universal hose (MAR) |  « e... +... m . δν. 
TUBE ASSEMBLY, Engine exhaust cooling duct aft support. 
NUT a 4 ο Tete eode, Head à 
WASHER; oo s νο ο eg eee papa La C ο συ Os 
SCREW, Brazier head Phillips recess alloy steel 5/16-24 
OUTIL 4 ο Fig ae 99e m ο ο mom Uo m AST e ET 
WASHER. . . ο ὁ e e «ο © 2 © © t] |] t] 9] ] t1 t i 
ῬΟ Sra ὃς ita Meo erum 8. δι WD A AS νο de 
SPRING, Exhaust tail pipe support . . . + s+ +s 
SUPPORT ASSEMBLY, Exhaust pipe forward. . . . : + 
NUT . 0i 8 xw Bete A Re 5-5 -βι m onem De ue Ue τᾶν ρ΄ 
BOLT: Ἦν OE CE ο S 
EXHAUST PIPE ASSEMBLY, Fire to turbo "Y" section (RH) , 


. 


as qd. ο 


. 
. 
. 
. 
. 


a t eee 


eee ee 


SHROUD ASSY, Firewall to turbo "y" sect, exhaust pipe (RH). 


SECTION ASSY, Exhaust pipe firewall to turbo shroud (RH 
. . . HALF MUFF ASSEMBLY, Exhaust pipe to turbo shroud RH 
. . SECTION ASSY, Exhaust pipe firewall to turbo shroud (RH 
. ‘HALF MUFF ASSEMBLY, Exhaust pipe to turbo shroud RH 
SECTION ASSY, Exhaust pipe firewall to turbo shroud (RH 
SECTION ASSY, Exhaust pipe firewall to turbo shroud RH 
SECTION ASSY, Exhaust pipe firewall to turbo shroud RH 


SECTION ASSY, Exhaust pipe firewall to turbo shroud RH 


SCREW A © gt ο πα σαν 
SEAL INSTL, Firewall to turbo "Y" sect. exhaust tail pipe 
SEAL INSTL, Firewall to turbo "Y" sect, exhaust tail pipe 
SEAL INSTL, Firewall to turbo "Y" sect. exhaust tail pipe 
FLEXIBLE JOINT ASSEMBLY, Turbo inlet (RH) 


BALL ASSEMBLY, Flexible joint assembly turbo inlet Cae 





BALL ASSEMBLY, Flexible joint assembly turbo inlet (RH). 
HALF CLAMP ASSEMBLY (RH)... +--+ eee st ttt : 
BOLT T Lauer as ce ce ο Mods EL e He ERES δ eene cue τ 
WASHER: 4. € oum mo oie. ον OSS OR ere O Se 
ΠΡΟ n ie wl Mace. να” ο te arde oh cl NUES Re oy er UY ec m 
COVER ASSEMBLY, Turbo inlet flexible joint (RH)... . - 


. CLAMP, 320 series (MAR). . . s : soe se ee eels 
COVER HALF ASSEMBLY, Turbo inlet flexible joint m 


COVER HALF ASSEMBLY, Turbo inlet flexible joint (RH) . 
NUT aa μήλο d coti ia πε, ἂν μας ot 
WASHER; 40e ο ας ο οι αἰ φον, A νο E E αν p ence ἡ 8 
BOLT. s oe ecce ου cepe ee οσα, Ἔα, E E i 
SUPPORT ASSEMBLY, Engine exhaust shroud and pipe. ... + 
CLIP ASSEMBLY, Engine exhaust shroud support. . +. + +. +» > 
NUT Lon x xx a ο X ο. iU. 
BOLT. i03 tesa a ο a Peer e DRE ο... αμα. 
CLEVIS xu eus mo ος οἱ ας ος ος seo νε ee Sy im . "E 
NUT 4 Loco A ΣΙ νννν ο dice: (US nt : 
ROD, Engine exhaust shroud support adjusting. . . - - 

NUT ce 1. 5 44$ Se Q4 d we ce) Ἕν RAS Iu ἃ Ον ELM cm erm «τες 
BOLT. 4 ο o ο eom πα να. 
BOLT. . .. J 


ROD ASSEMBLY, Engine exhaust shroud support rear adjusting 


PER ASSY. 


Bu 
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1 
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NACELLE (Cont) 





H-175-42.15 


FIGURE 330 - NACELLE AFT SECTION EXHAUST SYSTEM 








Section 1I 


AN 01-60AABA-4 Group Assembly Parts List 


NACELLE (Cont) 


FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE - PER ASSY. CODE 
ο No Number NACELLE AFT SECTION EXHAUST SYSTEM INSTALLATION e|] «© «© 5. . Re 


(see figure 429 for next assembly) 
NOTE: Quantities listed per one nacelle 





-1 20-510-3 . SECTION ASSEMBLY, Exhaust turbo "Y" (RH) . . ... . . . . . . . 1 
-2 43800-10 - . COUPLING, Turbo inlet MAR c AN A AE a 1 
-3 43800-12 - . COUPLING, Turbo inlet (MAR) . δ: οφ vay gl Se) cen. lan ο” 1 
-4 20-534-1 . SHROUD ASSEMBLY, Exhaust turbo "y" "(Raj : Vot NA teo et out. © d 
-5 20-511-60 i . HALF SHROUD ASSEMBLY, Exhaust turbo "Y" section in (rs E 
-6 20-511-61 + . HALF SHROUD ASSEMBLY, Exhaust turbo "Y" section (RH). . . . 1 
-T 20-5046-30 . + . COVER ASSEMBLY, Exhaust turbo "Y" section Ea e A i 
-8 20-5046-40 - . COVER ASSEMBLY, Exhaust turbo "Y" section (RH). . . . . . . 1 
-9 AN520C10-6 see SCREW 'ν"νν"ννν Jer ates So ο a ο es s vl c 
-10 AN363C1032 s ΝΗ, κ ο qe Ren EIUS. Se cub Joc ο ο ου 5 
-11 AN3C3 5 BOLT. . .. ο Mee Isis 4 
-12 20-524-100 . FLEXIBLE JOINT ASSEMBLY; Turbo waste gate "(inj | n ο προ ο τα. 
-13 20-524-10 + . BALL ASSEMBLY, Flexible Joint assembly. turbo. ora Tea ec Ὁ 1 
waste gate (RH) 
15 .20-524-20 - . BALL ASSEMBLY, Flexible Joint assembly turbo. . . . . . . . 1 
waste gate E 
t -15 20-5037 -3 + HALF CLAMP ASSEMBLY (RH) . . . . . s ie e uec ο ew vw. cerae 4 
-16 AN310C4 Ρ s NUT ο ο xol» ο νο e ο les ο ου ας ο. ον ῳ κ 8 
-17 AN9600416 > WASHER 4 -ῳ called τος ο οι a: 9S 3v) deo. a a οἱ do 8 
-18 AN4C17 e BOLT Ton acid ας . QUE. o. de ae Rc 8 
-19 20-535-1 . COVER ASSEMBLY, “Turbo waste gate flexible joint (RH). . . . . 1 
-20 20-509-31 + . COVER SUB ASSEMBLY, Turbo waste gate flexible joint E. Ὁ) 1 
-21 20-509-24 - . COVER SUB ASSEMBLY, Turbo waste gate flexible joint (RH). . 1 
-22 320-.625-8.3758 + . CLAMP, Flexible joint cover (MAR v le Jetje. AR a a Ah 1 
-23 320-.625-9.1258 . CLAMP, Flexible joint cover (MAR) . ............ 1 
-24 20-516-2 . PIPE ASSEMBLY, Waste gate turbo (RH) . . . . s s e s s so . ee 1 
-25 20-507 -16 + . LEVER ASSEMBLY, Turbo waste gate (RH) . . . . . . . e e e 1 
-26 AN310C6 so ^e AROSA απ ο E. ο ο κα... 
-27 AN360C616 +. WASHER. . . . WERE, iex Ro fecus E voy er cose 1 
-ο8 20-516-70 . . PIPE ASSEMBLY, “Turbo “waste "gate (RH). κ ο ee vue Pi pod 
-29 20-516-30 - . TURBO WASTE GATE ASSEMBLY (RH). DER ESL MOON ο ὃς A % 1 
-30 1N1C4, . NUT, Aircraft castle (NA). . ess uo dé da M Rs cub 
-31 5B18C6 . BOLT, Corrosion resistant (NA) . μα ο ο πο e Ὅς. ος. e "uh 
-32 AN316 -5R en UNDIS. ee αν ως A πο αἱ Ὁ Sere RE OR 1 
-3 146-42235 . ROD, Nozzle box inlet “support, κ. Sorcha ^ ο ΔΑΝ. ον τας ο pi 
-3 146-42236 . CLEVIS, Exhaust "Y" turbo attaching rod end. . . . ο 2 
-35 146 -42308 +. SHROUD ASSEMBLY, Exhaust waste pipe forward. . . . . . . . . . 1 
-36 AN363C1032 s NUD ο VU. veu roce ve II UE c TW. esc) ο... T 
y -31 AN520-10R8 Flo AAA O A 
-38 AN363C428 s NUT ee ο es ak 0$ ete coy O0 ete send ee at ak ο ο... 2 
-39 AN4S-5A s BOLE ντο ο ὦ ος eis Ca ὁ ε.φ el 9) e o8 ma ος ο ο νο Ὁ 2 
-40 AN363C1032 . NUT... * . -ᾱ- κο’. ὁ ᾱ- 4| ne c9 A ος y. «ὁ. (δ «Ὁ 5 
-41 7814-1032C9A . SCREW, Round head (Naj eee, ο 4 E d ιν -ᾳ- eae A ee. Ὁ 5 
r -42 AN363C1032 . NT... Xd dele epi 16d S ue era ne ox. να, ᾱ TS 
-43 7S814~1032C8A . SCREW, Round head “(naj E ο ig ο ce Med ie ra Le votes Ged im uite a lau MEO 
-44 1146-42341 -17 . SHROUD, Exhaust waste pipe Inner aeo A e y 1 
-45 146 -42341-3 +. SHROUD, Exhaust waste pipe inner . . . . . . . . . ee eee 1 
-46 ANY-5A « BOLT. « © « pr" 2 
-47 146-42345 . BUSHING, Waste gate upper "support. ο Set (uh ofer E ER Sar Yen: dees 2 
-48 146-42349 . BRACKET ASSEMBLY, Waste gate support aft . . . s e s s . ο . 1 
-49 146-42347 - SUPPORT ASSEMBLY, Exhaust waste pipe inner . . . . . . . . . . 1 
-50 AN363C428 s NU Diet ies ο ο tau Goutal Pia UT τὰν ο “Dose eet fet tay aids e d 2 
-51 146-42346 . SHIM, Exhaust wastepipe inner support. . . e . «ο . . . . . . AR 
-52 AN4-7A s -BOLT 4 2 4. "04 A Wawa: neg ὦ 2 
-53 146 -42333 - BRACE ASSEMBLY, “Nacelle "station "299° to station 312.7 ..... 1 
waste gate exhaust 
-54 AN365-428 s NUTS dar. a ο ο πο A e e ο ara 1 
-55 AN960D416 s. WASHER. 006 ie c iy AS, IA ο ον δι by οὐ is 2 
-56 AN4-6A κ BOLT ον ee ae ee A a ἀκ a "ο, o s ὦ, eh O ὧν Te La] “es Lee 1 
-57 AN363C428 ae CONUT Say Gala ο ο Sane as Ta Ero quies ve was lan RR & -ᾱ 3 
-58 AN4-6A so BOLT g L6 s 4930€ πο ος ts Son ρων MC ME 
-59 ANI -5A a~ BOET i1 206» ας τμ ολο . ja aia ds e οἱ -ὁ 2 
-60 146-42345-3 . BUSHING, Waste gate upper support. i.e pu Ta ο πο 1 
-61 1406-4234 . BRACKET, Waste gate upper support. . . . s . s e s ο . ν ος 1 
-62 175-42334 FAIRING ASSEMBLY, Exhaust waste pipe . . .. . . . . . . o oo 1 
ATTACHING PARTS 
-63 AN507 -1032R10 $COBSOREW. iio a ο UR ra ROAST oe sve e inc cw a 39 
==> toes. 
-64 146-42368 + . SUPPORT ASSEMBLY, Engine exhaust waste gate ........ 1 
shaft outboard 
-65 AN960D416 sw. WASHERS orara ss a UAE 
-66 AN4-5A . . BOLT... Shad, Sa «να, τά cs a te zr κ TU 
-67 146-42367 . SUPPORT ASSEMBLY, "Engine exhaust waste gate shaft inboard. . . 1 
-68 AN4S-4A BOLT B^ ο ο αν Ss a ew ο ba Bo aa ck uA 
-69 AN363C428 «Ντ... V. ο ο ο. Eos «ἃ 
-70 1N1C4 . NUT, Aircraft “castle (NA). μα κ κ ο να REPE 1 
-71 2W1017-24-63 +. WASHER, Plain (NA). s Mice a ne i-o ασ 2 
-72 156-42314-3 . SPACER, Turbo exhaust “outlet ο ο ο μμ ar e los cata! UN oe 1 
-73 5B18C45 . BOLT, Corrosion resistant (NA) . . . . . . . . ee ee ee e. 1 
-74 20-531 . PIPE ASSEMBLY, Turbo waste (RH). . . . aay Der tem oca) des cei e 1 
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Group Assembly Parts List ΑΝ O1-6OAABA-l. 


NACELLE (Cont) 





H-175-42-18 


FIGURE 431 - FORWARD INTERMEDIATE AND AFT NACELLE EXHAUST SHIELDS 


FIGURE & PART i UNITS USEABLE ON 
| INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
431 No Number : FORWARD INTERMEDIATE AND AFT NACELLE EXHAUST SHIELDS. . . . +. . Ref 
; (see figure 429 for next assembly) 
-1 146-42372 . SHIELD, Engine exhaust shroud forward LH wing. +. . . . +. +. + 1 
3 heat protecting LH nacelle 
18406-42369 . .SHIELD, Engine exhaust shroud forward RH wing. . +. +. +. . « . 1 


heat protecting RH nacelle 
ATTACHING PARTS 





-2 NAS221-8 + SCREW, Brazier head Phillips recess alloy steel:10-32. . . « 6 
-3 AN960-10L s WASHER o a a ᾷ. Ὁ 4e je be ο he, mo ὦ ο ας ο ie ο, eO e, C Ln 6 
---..-.- 

-4 146 -42373 . SHIELD, Engine exhaust shroud intermediate LH wing heat. . . 1 
| ; protecting LH nacelle 
| 5 146-42370 . SHIELD ASSEMBLY, Engine exhaust shroud intermediate RH... 1 
| wing heat protecting RH nacelle 
| ATTACHING PARTS 

-5 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 10-32. . . . T 
-6 AN960-10L . OWASHEH. 2 2 06e mom les ος aa e Ves τὸ! (mb oce dm. m rules RD XLI δν E T 
n mo mia DE cae e a 
| -7 146-42374 . SHIELD, Engine exhaust shroud aft LH wing heat . . . . . .. 1 
. protecting LH nacelle 
| 146-42371 . SHIELD, Engine exhaust shroud aft RH wing heat . . . . . .. 1 


protecting RH nacelle 


ATTACHING PARTS 
-8 NAS221-8 . SCREW, Brazier head Phillips recess alloy steel 10-32. . . + 8 
-9 AN960-10L - WASHER . . . . ὁ © © à © © © ὁ © © o 0 ο o ο ὁ o ο ὁ ο 9 ο n 8 














ΑΝ 01-60AABA-4 
NACELLE (Cont) 








Section II 
Group Assembly Parts List 





H-115-42-17 
FIGURE 432 - TURBO OUTLET EXHAUST INSTALLATION 
& PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32 146-4230 EXHAUST INSTALLATION, Turbo outlet (see fig. 329 for next assy) . Ref 
NOTE: Quantities listed are per one nacelle installation only 
-1 AN365-428 > ο ο e a ών A A 
-2 AN4 -HA ων A as de ce in ο ο ο E O 
-3 146-42327 ` CLAMP ASSEMBLY, Turbo outlet support upper. . . + +++ ss- 1 
-h 146-42319 . CLAMP, Turbo outlet support. . . o 3 
-5 146-42328 . CLAMP ASSEMBLY, Turbo outlet support center. . o.s esse 1 
-6 146-42326 . CLAMP ASSEMBLY, Turbo outlet support lower... «e ... . +» 1 
-τ AN310-4 A A dC S db eru A A uc e DE) 12 
-8 AN4-4 RA ταν σι ο NS ο 
-9 146-42321 ` STRAP, Turbo outlet support upper. . . ++ s esee +. +. t t 2 
-10 146-42320 " STRAP, Turbo outlet support lower... . es se eee t tt t 1 
-11 7S814-1032C7A . SCREW, Round head a eS '. E E A ee 4: -ᾱ- ο lm 6 
-12 1N1C5 °? NUT, Aircraft castle (NA). . s ee ee tots 4 
-13 5B19C32 . BOLT, Corrosion resistant A e te ue Oy ae tere ce ο ο ο 2 
-14 5B19C31 - : BOLT, Corrosion resistant (NA) . . e es see eee tr tr t t ng. 2 
-15 146-42366-1 . CLAMP ASSEMBLY, Turbo supercharger exhaust . . . s ss ee ee 1 
(to be stocked as an assembly only) 
-16 146-42366-3 . CLAMP ASSEMBLY, Turbo supercharger exhaust . . e.s oùs se» 1 
(to be stocked as an assembly only) 
-17 146-42314-31 . SHROUD, Turbo exhaust outlet . . . . es soe ο ο ee t t t c n 1 
-18 146-42314-41 * SHROUD, Turbo exhaust outlet.. . . ss esos eee ee t t nt sz 1 
-19 {513-103209Α * SCREW, 100° countersunk (NA) . . e s e e eee e te ο στ ο στ. 8 
-20 146-42317-31 . RING ASSEMBLY, Turbo outlet spring retainer forward. . . . +» . 1 2 

-21 146-42317 -41 . RING ASSEMBLY, Turbo outlet spring retainer forward. . . . +. . 1 
-22 146-42323-7 ` . SPRING, Turbo exhaust hood retainer . . . . . ++ es nes 1 
-23 146 -42323-3 Y SPRING, Turbo exhaust hood retainer . . . +++ se τσ. 1 
-24 146-42315 . EXHAUST ASSEMBLY, Turbo outlet . . . « e ee ss ο...” 1 
-25 146-42324 "RING ASSEMBLY, Turbo outlet retainer aft ο ο 49 Ὁ ès ον 2 
-ο6 146-42323-5 E SPRING, Turbo exhaust hood retainer . . . . . ο «e ο τσ 2 
-27 146 -42325 . CLIP ASSEMBLY, Exhaust turbo support aft . . . seses e> 2- 
-28 156-42313 "PIPE ASSEMBLY, Turbo exhaust outlet. . . . e +++ t σσ. 1 
-29 156-42314 " SPACER, Turbo exhaust outlet . . . . es +e eee στ mms? 1 
-30 AN363C428 οι..." Ην, ο ο μα 
-31 2W1C17-21-63 * WASHER, Plain (NA) . . e s. e ees e ros 2 
-32 5B18C73A . BOLT, Corrosion resistant 1/8-28 (NA). . ο νο «ο. ο ο t n t 1 

Tí 





Group Assembly Parts List AN O1-6OAABA-li 


NACELLE (Cont) 





45 AJ-2P-4-42-2 
FIGURE 433 - LH AND RH TURBO SUPERCHARGER REGULATOR INSTALLATION 
^ FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
433 175-42306-10 REGULATOR INSTALLATION, Turbo supercharger LH. . . . . . . .. Ref 
see figure 429 for next aanenbiy) 
175-42306-20 REGULATOR INSTALLATION, Turbo supercharger RH. .... A^. wee! τῷ Ref 
(see figure 399 for next assembly 
-1 T9161821 . REGULATOR, Differential (GE) (GFP). . . . . . . . . He 1 
(GE T9673433 regulator may be substituted) 
-2 AN502-10-4 . SCREW . SUO gx τα σώμα. 3 


772 Revised 15 September 1955 


























ee πμ E ON 
FIGURE & PART : UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
433-3 146 -42353 SCREW, Waste gate regulator supporting. ... - : HS 
-4 AN911-2D . NIPPLE. . . . . O + 9. € d rss a. alls * v.s 1 
-5 ANQ17-2D DER Lp wi Lhessgscnos Eom. oe ele ΗΠ SpA M. σεν 1 
-6 AN912-1D . BUSHING . . 5 ῳ- -ᾱ - 3 8 1 
-7 K9500A1 ! DRAINCOCK, Regulator (KOE). E 5 μα ; 1 
-8 AN816-6D . NIPPLE. .... s oy Sh ls το M M Se 1 
-9 # 175-42801-21 . LINE ASSEMBLY, Turbo regulator carburetor out (aft) LH. . 1 ε 
# 175-42801-19 ' LINE ASSEMBLY, Turbo regulator carburetor out (aft) RH. . 1 
-10 175-42801-17 "LINE ASSEMBLY, Turbo regulator carburetor out (aft LH. . 1 
2 175-42801-13 . LINE ASSEMBLY, Turbo regulator carburetor in (aft) RH.. 1 
-11 175-42801-5 ` LINE ASSEMBLY, Turbo regulator carburetor out (center). d$ 1 
-12 175-42801-9 LINE ASSEMBLY, Turbo regulator carburetor in (center) : : 1 
-13 175-42801-3 "LINE ASSEMBLY, Turbo regulator carburetor out (forward) MS 1 
-14 175-42801-7 . LINE ASSEMBLY, Turbo regulator carburetor in (forward)... 1 
-15 AN837-6D « IELBOWC. S Go € ὁ ὁ e τὸ 6. a Se ᾱ NES ο ος 4 
AN960D916 . WASHER. . . . +. +. +» + 5 . 7 is Wc: Mg hu: by mits Fee Ὅν Los AR 
AN924-6D wo - RR m Ee ims in : , o ars 4 
-16 AN832-6D . UNION . . 4» 2 ο “5 99 ο 9 3 A od Ρ E ^g é 1 
AN960D916 . WASHER. . . . . 6. 2 . © © « . al "E ES ; AR 
ANQ24-6D ο NUL 7 os et gt “Ὁ 5 T δ. “ et χα" αχ ἐν ὃς k 1 
AN902-6 GASKET. . . . . +. +. . . vg ws r s 1 
-17 AN894D6-4 BUSHING wv bila ren Tah eee δν να c tes ντο e . ë τ 1 
-18 146-42332 . ARM ASSEMBLY, Turbo regulator . . . . «+ s : 1 
-19. 9132525 . BUSHING (GE)... 6 Wi ο ως το) IA 1 
-20 146-42350 . ROD ASSEMBLY, Turbo regulator to. waste “gate first section . 1 
-21 146-42350-5 . . ROD, Turbo regulator to waste gate first section riveted 1 
-22 AN486-1 ΓΕΘ ος rd ὃ ος 1 
-23 AN486-2 e « LEVIS ς » ο ο” ο ος. e 1 
-24 AN316-4R κ teh NUTT SS ος A E He. $ 7 qs 2 
-25 AN320-4 i UNUÜT μα μμ κα ο M E: 2 
-26 AN960-1116 . WASHER. € Wr m δὲ EL CIS ο κ οἷ 4 1 
-27 AN24-11 ar (BOGT 2030€ € ses: Os μον A Yar ο cota eS Ng: te ΝΗ A 1 
-28 175-42356 " SUPPORT ASSY, Nac eng exhaust waste gate control rod fairlead 1 
-29 AN520-10R10 .COÓSCREW eos ees eh ο Ἂν ὁ e ταν τς A anys Ε ; i ime 4 
-30 AN320-4 . NT. ee στ wie CR w oi 5 FORET eye og 1 
-31 AN24-11 «- BOLT. a ee wor. ο ο A a ας nta DR EP 1 
-32 AN365-428 NUT us fo eas bee fea? a S Uis rae s ; » is 1 
-33 AN960DH 16L . WASHER. PE PL ah fate ια; χα’ dais, . M ua s v . 2 
-34 AN4-13A .. BOLT. a ν ie oe ος. an ee e ἂν s . . ο 1 
-35 175-42352-10 . BELLCRANK ASSEMBLY, Nacelle engine exhaust “waste ‘gate control 1 
-36 AN218P4 . . BEARING. . . .. «5 fs P 1 
-3T AN365-428 ΝΤ.» τῳ ο ο -—— Gaon ὅν δ iim 1 
-38 AN960D416 . WASHER. . . . +. +. + ate "4, 4 ο ο ο cen ο ο 2 
-39 ANI -11A « BOLT x LE ES k . 1 
-40 146-42351 . ROD ASSEMBLY, Turbo regulator to waste gate Second section. 1 
-41 146-42351-5 ROD, Turbo regulator to waste gate second section riveted 1 
-42 AN316-4R 1 NUT. "E ο 6 A BR pe 2 
-43 HRBM4 % BEARING, Halfco (Ge). z νη s "P 2 
-44 AN310-4 s ΝΟΕ «e. "E © 4 . Say τος αν š i ce 1 
-45 AN4 -10 . BOLT. 43 «e we P . .. αν UR ο jen var. τ 1 
-46 ANQ14-2D . ELBOW . rE ο, ος E E ο aa is ὁ cs Set 2 
-47 AN911-2D x NIPPLE. . . . +. +. " ae ar ὃς Jen τας ος vs . ο ο 3 
-48 AN816-6D a © NIPPLE 0000000 ar c πι E . v Te ὃν x ss "ET 2 
-49 AN917 -2D «. TEE s r $$ «$5 . a Sh e eas ce τ " 2 
-50 AN912-1D . BUSHING . . . i-i e P . s 2 
-51 K9500A1 . DRAINCOCK, Regulator (KOE). ; ον e . Μπο 8 
.-52 AN822-6-2D . ELBOW . . . . "n 4*4 ας è ο IRORA Ls 1 
-53 175-42091 SUPPORT ASSEMBLY, Turbo regulator and water injection lines 1 
-54 175-42092 SUPPORT ASSEMBLY, Turbo regulator and water injection lines 2 
-55 175-42093 SUPPORT ASSEMBLY, Turbo regulator and water injection lines 1 
-56 AN3-13A BOLT. νι vem ντα xt s ο) e io pis ME P" d ax 8 
AN960D10L WASHER. . +. . . . + © © on n . uw R 16 
AN365D1024 . NUT- 5 ὃν pds . - s se . 8 
-57 # 184-42026 BRACKET, “Turbo nata valve . $ s R 2 
ATTACHING PARTS 
-58 # AN365-1032 NUT ν ete . 5 Foo. da LEP wl ois 4 
-59 =# 2W18-10M P WASHER, Plain (NA). . s aiu boca 5 d.d bes 8 
-60 # AN3-4A . BOLT... dE A ; A "P "E 4 
So A 
-61 # AN365-1032 » NUT s ο. ὁ A Ne . . y . 2 
-62 # 2W18-10M . WASHER, Plain (NA). . . ἢ Ὃν ας κο A 5 . LOW νυ 4 
-63 # NAS43-3-24 . SPACER, Screw and bolt. 7 M à e 7 " 4 
-64 # ΑΝ3-98Α . BOLT. . + Y ο - . $ o a Tex eI αν 2 
-65 # AV11B1414 . VALVE (cco) d erret Coretta > 5 E - xr. ad 1 
-66 # AN833-6D . ELBOW. . ACCES A x » : A 1 
-67 # ANQ24-6D . NUT... « ooo © © ew x ear ee ae . 2 
-68 ἡ MS29512-6 - IRING 20x04 hese P 5 : ο Rice i 4 
-69 # AN815-6D .- UNION etara 2o. ὦ [0m B tem a a δν e Ῥ, a aa cm ea ss 1 
-70  £ 146-42801-113 "LINE ASSY, Turbo solenoid to turbo regulator carburetor out 1 
-71 8 AN784D6 M MEB x. ο ο e E e ο ών E τ Pc NS te AG, Gh ο 1 
-72 # AN893-2D . BUSHING . . . . . . Σ " οι a ο ο ο « 1 
-73 # MS29512-4 . RING... dO gel Ve si * αἱ A 1 
- ἡ K83501 . VALVE, Drain ` (KOE). zug Ede Set te BAe ces 1 
NOTE: # Denotes the incorporation of Service Change No. 411 
q 4 <A A ---ἵἵ--Ὑἅ--- 
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FIGURE 434. - LH AND RH NACELLE ELECTRICAL SYSTEM EQUIPMENT INSTALLATION 
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AAA A A AAA M A A A A A EE  -_  ______-_ EU ETE 


FIGURE & 
INDEX NUMBER 


3 


-31 
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PART 
NUMBER 


-54040-51 ᾿ 


146-54040-52 
146-54040-53 
146-54040-54 


AN3108-14S7S 
AN3057 -6 
AN3108-12838 
AN3057 -4 
WEE4-210 
AN3108-20-7S 
AN3057 -12 
WM2-354M14 
WM2-354M15 
146-54223 


. WM4-509 


M896 

ANI -21A 
156-4216? 
ΑΝΟΘΟΡΗ16 
AN365 -428 
146 -54209 
AN3100-20-27P 
AN3100-18-22P 
146-54241 
AN3108-14S2S 
AN3057 -6 
AN3021-7. 
146-54243 
AFO8A14S7S 
AN3108-18-4S 
AN3057 -10 
AN3108-1485S 
AN3057-6 . 
AN3106 -14528 
AN3057 -6 

No Number 
ΑΝ31Ο8-8815 
AN3057 -3 
ΑΝ3106-12535 
AN3057 -4 
AN3108-1487S 
AN3057 -6 
AN3108-1482S 
AN3057 -6 
AN515 -6R6 
175-54156-3 


175-54156-7 
175-54156-5 
175-54156-9 


175-54155 
175-54154 
175-54154-3 
146-54063 
AN365B624 
AN961-616 
184 -54080-3 
184 -54080 
2W1B28-26-63 
184 -54081 -3 
2W1B37 -30-64 
175-54154-7 
175-54154-5 
AN515-6R6 
175-54057 -3 
175-514057 -5 
175-54056 


175-54055 


175-54055-3 
146 -54063 
AN365B624 - 
AN961 -616 
184 -54080 
184 -54081 -3 
2W1B37 -30-64 


1 2 3 4 5 6 7 NOMENCLATURE 


EQUIPMENT INSTALLATION, LH nacelle electrical system. 
(see figure 9 for next assembly 
EQUIPMENT INSTALLATION, RH nacelle electrical system. 
(see figure 9 for next assembly) 
EQUIPMENT INSTALLATION, LH nacelle electrical system, . 
(see figure 9 for next assembly) 
EQUIPMENT INSTALLATION, RH nacelle electrical system. 
see figure 9 for next assembly) 
NOTE: Quantities are listed per one nacelle 
PLUG (oil cooler duct actuator). MES 
ADAPTER (oil cooler duct actuator) . . MERE 
PLUG 4.0 e x9 o de qe S 9D ἃς. o0. Y ew Ah D se 
ADAPTER. . $e Ὁ 
POWER UNIT ASSEMBLY " (AA) (intercooler adore) : 
. PLUG (intercooler door actuator ‘5 
. ADAPTER (intercooler door actuator). . 
. SHAFT, Remote control a (intercooler door actuator) 
SHAFT, Remote control (AA) (intercooler door actuator 


TUBE ASSEMBLY, Electrical intercooler flexible shaft t support 


JACK ASSEMBLY (AA) (intercooler aoon actuator) 
CAP, Cowl flap mechanism assembly (AA) 
BOLT .. 
SPACER, Intercooler “actuator attachment. 
WASHER . . . . .». «© © © ὁ . 
NUT. 
FAIRLEAD, “Electrical harness E ας νὰ τα 
RECEPTACLE — a e umo. mom τι ιο XS  ὁ 
RECEPTACLE . . . 
FAIRLEAD ASSEMBLY, Electrical “nacelle "firewall wire. : 
PLUG (fuel, oil and manifold pressure transmitters)... 
ADAPTER (fuel, oil and manifold pressure transmitters) : 
. SWITCH... . "u^ 
. BRACKET, Electrical oil “valve "switch mounting. 


PLUG (fuel emergency boost pump) (LH nacelle). . . . 
ADAPTER (fuel emergency boost pump) (LH nacelle) .' . 

PLUG (oil shut off-valve). . . se e .... «.... 
ADAPTER (oil shut off valve) . . . . ....:.... 
PLUG (fuel flow meter) . . . . . . 4 . . . ee . . +. 
. ADAPTER (fuel flow meter). κ τῷ Duos 
. CAPACITOR (Spec No. JAN- 02269)  (6p53Besnlosk) ο αὐ, Tere ἐς 
. PLUG (oil dilution solenoid) . . . FERE 
. ADAPTER (oil dilution solenoid). . . . . . . . . . s; 
. PLUG (oil temperature bulb). . . . . . 22 eee eee 
. ADAPTER (oil temperature bulb] | —— P" 
PLUG (oil diverter valve). . . . . . . 4 4 4 . . . . . on 


5 è šo ο n 


"ADAPTER (oil diverter valve) Ὃν he aan sep Ve 


PLUG (oil diverter thermostat) . . . . .. . .. 
ADAPTER (oil diverter thermostat). . . . . . . s ee eee 
SCREW. . . 6 Αι ώς AR We AA AA 
COVER, Electrical “firewall disconnect. ο). 
(used on 146-54040-53 only) 
. COVER, Electrical firewall disconnect. . . . . . . . « 
(used on 146-54040-54 only) i d 
.. COVER, Electrical firewall disconnect. 
(used on 146-54040-53 only) 
COVER, Electrical firewall disconnect. . . . s . . . . . + 
(used on 146-54040-54 only) 
SHIELD, Electrical firewall disconnect . . do ὡς τῶν vitu 
. PANEL ASSEMBLY, Electrical firewall disconnect PES 
R PANEL, Electrical firewall disconnect . «I uices aa e 
STUD, Electrical νο power PE ο) uh Ge οἴ... dee rg. 
NUT... 2. ο 9 x . eg atl Zoe E -ᾱ 
WASHER. PES T ay Ata Yes iM ae is 
NUT, Electrical terminal “post spacing πο E πο E DE 
NUT, Electrical terminal post ae Ea a: ne? πο 
. . WASHER, Plain (NA)... να er ere X 
+ . SPACER, Electrical terminal post. is s 
. . WASHER, Plain (NA). . $ 
BUS, Electrical firewall "disconnect panel assembly. rt^ 
y PANEL, Electrical firewall disconnect . . . . . 6 
| SCREW (left nacelle only). . . 
. COVER, Electrical firewall disconnect (left! nacelle 'oniy). 
. COVER, Electrical firewall disconnect (left nacelle only). 
SHIELD ASSEMBLY, Electrical firewall disconnect. . . . +. + 
(left nacelle only) 
. PANEL ASSEMBLY,.Electrical firewall disconnect . . . . +. + 
(left nacelle only) 
PANEL, Electrical firewall disconnect . . . . + + 
STUD, Electrical ne ipower pansi: ach ur «ὦ 
, NUT . x e o: ο ο P MES $053: ux 
WASHER. . . . κ. ΝΕ 
NUT, Electrical terminal "post άστρα si, ~ $4 ma. ὅέ νῷ 
SPACER, Electrical terminal post. PP 
WASHER, Plain (NA). . z. 


.o o. . o9 9 κο 
. 





PLUG (tachometer). . : ΕΙ 


UNITS 


PER ASSY. 


Ref 


HE HRP i3 i A AAA p RAN TO. A RD AAA FO O EEN -! Ν i| jS ij i i AAA 


= m 


m 


Dd Ν 515119 512 ΠΡΟ Eu? DOY An -! 


TOTO TO 4m IO H 


USEABLE ON 
CODE 


AD 


AD 


TTAB 
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ΑΝ 01-60AABA-4 


NACELLE (Cont) 


FIGURE & PART - . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
434-55 175-54055-7 - . BUS, Electrical firewall disconnect . . . . i πας a 





E Š 2 
-56 175-54055-5 - . PANEL, Electrical firewall disconnect . . . . . .^. 17 1 
-57 AN3108-18-48 . PLUG (fuel emergency boost pump) (RH nacelle only) . . . . 1 
AN3057 -10 . ADAPTER (fuel emergency boost pump) (RH nacelle only). . 1 
-58 AN3100-1283P . RECEPTACLE (oil cooler actuator) . . . . . . . . . . i | 1 , 
AN3057 -4 - ADAPTER (oil cooler actuator). . . . . . . . . . 2111 1 
-59 47C190 . BOX ASSEMBLY, 011 cooler control (VCH) . . . . . . . 1217 1 
-60 AN3108-16-10S . PLUG (o11 cooler control box). . . . . . . ες s 2 1 
AN3057 -8 . ADAPTER (oil cooler control box) . . . . . . 1217! Vg τε 1 
-61 AN3108-14S7P . PLUG (oii cooler control box)... a 4 4.4 wen o D Ὁ Ὁ ας. 1 
-62 AN3108-14S2P . PLUG (oil cooler control box). . . . . . . 1 
AN3057 -6 . ADAPTER (oil cooler control box) . . ; S 2 
-63 CYLZ2605 -2 . BOX ASSEMBLY, Intercooler control (BCC). : 1 
-64 ΑΝ3108-18-15 . PLUG (intercooler control box) V x. le ; ‘ 1 
-. AN3057-10 . ADAPTER (intercooler control Ῥοχ) να eK aces " ru i 
-65 _ No Number . CAPACITOR, (Spec. No. JAN-C-25) (CA53B?FC5OlV). . . . e 1 
-66 169-54348 i . GUIDE ASSEMBLY, Electrical ground switch wires . . . ο 1 
(left nacelle only) 
-67 35534-3 . THERMOCOUPLE, Fire detector EDI). 23 
-68 17343-16-415 . THERMOCOUPLE, Fire detector (REN). . . . τ; 1 
-69 17343 -16-550 . THERMOCOUPLE, Fire detector PEN): Sue Thy de ecc bls Wi ADAE προ 5 
-70 17343-16-725 . THERMOCOUPLE, Fire detector (FEN). . . a MM ν 3 
175-54052 . BOX INSTALLATION, Electrical nacelle Junction. . . 45. ο « . Ref AD 
(see figure 435 for detail breakdown) 
175 -54052-30 . BOX INSTALLATION, Electrical nacelle Junction. . 2 . 6 € Ref cc 
(see figure 435 for detail breakdown) 
1175-54318 . SWITCH INSTALLATION, Electrical main landing gear uplock . . Ref 
(see figure 366 for detail breakdown) 
175-54351-1 . SWITCH INSTALLATION, Main landing gear wheel door open . . . Ref 
(LH side of nacelle) (see figure 367 for detail 
breakdown) ` 
175-54351-2 . SWITCH INSTALLATION, Main landing gear wheel door open . . . Ref 
(RH side of nacelle) (see figure 367 for detai1 
. breakdown) : 
175-54365 . SWITCH INSTALLATION, Electrical main landing gear downlock . Ref 
(see figure 365 for detail breakdown) 
175-54366 . . SWITCH INSTALLATION, Electrical main landing gear wheel. . . Ref 
doors (see figure 365 for detail breakdown) 
175-54373 . SWITCH INSTALLATION, Electrical main landing gear ground . . Ref 
safety (LH nacelle only) (see figure 369 for detail 
breakdown) 
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Section I! 


ΑΝ 01-60AABA-h Group Assembly Parts List 


NACELLE (Cont) 


FIGURE δ. PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
435 175-54052 BOX INSTALLATION, Nacelle junction . E e μα Be Ref AD 
(see figure 434 for next assembly) 
175-54052-30 BOX INSTALLATION, Nacelle junction .* se 
(see figure 434 for next assembly) 
NOTE: Quantities listed per one junction box installation 









dela: tate rel ace wo REL cc 


-1 175-54052-5 . COVER, Electrical nacelle junction box. . . s + + ess ete 1 

-2 w98292 -1-150 t STUD (UC) . . oe eo Rm merit ttn 4 
99836 MR A -- ου. 4 
175-54052-15 . SUB ASSEMBLY, Electrical nacelle junction box . +. +. +. +. + + + 1 AD 
175-54052-25, . SUB ASSEMBLY, Electrical nacelle junction box . . . + +++: 1 ce 

ATTACHING PARTS ? A 

-3 AN520-10R8 LOOSCREW a4 us ο e BH OE UNUM Ue oe ox us im mom cm 4 
2W18-10L * WASHER, Flat (NA)... 4 

-4 175-54052-3 . . BOX, Electrical nacelle junction . . + oci ο Nes 1 AD 
175-54052-13 . . BOX, Electrical nacelle junction . . « eS ο, τὴ 1 cc 

-5 AN515-8R8 - Ὁ SCREW; msie A 9; 0m c u$ e e ee Ee Se ο e, der ais ae Me 8 

-6 237EAU ` . RELAY ASSEMBLY, Oil diverter valve (ER) es S rs sorts 1 

-τ 224-943 . . RELAY ASSEMBLY, Oil shutoff valve (LR) . . . 7 ο. 1 

-8 AN507-832R12 n o USCREW. wo 9 o9 9 0 om a e AAA s. % 2 AD 

-9 .146-54043-10 . . PANEL ASSEMBLY, Electrical 3/8 inch stud terminal. . "A 1 ΑΌ 

-10 AN341-616 A PR EE PE CE οσο ois $$ 3 AD 

-11 AN935-616L s a . WASHERS Ὁ ο ari Geo. wm A dem eo oe me t om 3 AD 

-12 AN507B624R32 ο, κα SCREW . . . e es os es oseo soo . * aes 3 AD 

-13 AN365B624 ` Νο e xe xu e ον Eoo κ ᾱ- I οσο 7 5 IM 3 AD 

-14 2W1B25-20-64 ` o. WASHER, Plain (NA) . . +. + + + ; s Κεν 3 ΑΡ 

-15 AN341-616 ο NUTS So p RR E o ON 3 AD 

-16 175-54052-11 "BUS, Electrical nacelle junction DORA ος -ᾱ 1 ΑΡ 

-17 AN931-12-20 A . GROMMET, >e «e 6 ee ee ee ο ο t]! ] | ( t tg] n7 Qs φον 1 AD 

-18 AN931-12-17 . . GROMMET. os MINER EE 3 AD 

-19 AN931-12-22 . . GROMMET. . . .. e ο... 8 n7 $ Η ο.” 1 

-20 AN3-34A S ur ΠΟΤΑ Ao Stale 3 050m 0.0, ete MOORE vec Prom n eee 1 

-21 No Number ` . RESISTOR, Type RW34D500 (Spec. JAN-R26). . . . I MS 1 

-22 AN515-8R12 2 "S ο oue ei UR e Ie IE eoe ese cec IAEA iS 4 

-23 PA5 i ` i CIRCUIT BREAKER (SPT). . . ..::: + UNE S ον 1 

-24 AN3136 -h -7 . . TERMINAL-BLOCK ASSEMBLY. . . . + + + + $t ied te "X 2 

-25 AN515-4R6 . . SCREW. ros IE ως 4 
2W18-4L |o. WASHER, Flat (NA). +... +. + n + MON CP: 4 
AN365-440 . . NUT. dama. ce dla) ο ο... Ἐν ον δν rei Το ec 4 
AN3434-3 . . STRIP.. . .. ee ee n t t t! n EE BS "EE 4 
AN341-10 . NUT. . . + - w/m. wy 8 κα ο ο ο ο ET 14 
AN961-10 i X WASHER sae νε AA ierit elt itor ot 14 
AN936A10B . . WASHER . . . +. + + +. + — Ὁ να) vitu arte 2... 0M 

-26 AN3436-4-6 f TERMINAL BLOCK ASSEMBLY. . . . ss «c c t + . ya 3 

-27 AN515-4R6 : SCREW. . . . . «.. Gin ρον aa aan Sede um 6 a8. \% 6 
2w18-4L . . WASHER, Flat (NA). . - +. + ics s sc te ὃν s RCM 6 
AN365-440 sow NUT Se. s νος αἱ e ο πὸ 4 xm uer δν ; eros 6 
AN3434 -3 e . STRIP. esses +. + © + P ᾱ, "Zr Sueca! lap fie 6 
AN341-10 e ox (NUT. e ns EN ai Bite tbs cen eae a S 18 
AN961-10 . . WASHER . . + + © » ο νι . x Ue το ον ΗΝ 18 
AN936A10B S . WASHER... + -— EE. RES . . a ὁ 18 

-28 AN3433-4-2 era BUS BAR. & € e. e e o oo “os ES "IE 1 

-29 AN3436-4-1 ^ . TERMINAL BLOCK ASSEMBLY. . "c" $ o9 e] we ο ο 1 

: AN515-4R6 o . SCREW... ess seee ene a " 2 x 2 
2W18-4L . . WASHER, Flat (NA). . + - ME ; À Vers 2 
AN365-440 $ .NUT... a © © . 5 . 5 . . oe eee 2 
AN3434-3 . STRIP. . y . .::: s "E MEET . $c as. ls 2 
AN341-10 ~ « NUT. . . . . >. . FEES "m an ιο ος E s é 1 
AN961-10 Ὁ . WASHER . . + + + . A v n. .. Su is è 1 
AN936A10B 7 . WASHER... laa wise ΡΤ . oes 1 

-30 AN93 1-24-28 à . GROMMET. . + E κ. ο, ᾱ . M ο: 98 ee . E 1 

-31 AN3054 -4 . . NUT. . . . «: o ο ος.” s le é Te D F 1 

-32  ΑΝ3Ο66-ῃ νον. νη μον, c ae 1 

-33 2W1SR10-18-94 ` . WASHER, Plain (NA) ποσο. rh y, a a 1 

-34 AN3064-4 P CONNECTOR. +. . - . ο” - . » 1 

-35 AN3066 -4 s . NUT. ......:: "| .. $ "iae fate, ve, is 1 

-36 AN3063-4 . . CONNECTOR. . : . vow a ο xe e ο κο eo 1 

-37 AN520-10R10 21 uc SCREWS a- ccs im jm iere ΟΝ ο ος Ri M Ro μη 3 

-38 AN4181-1 “| VIBRATOR (government furnished, permanently installed) . . 1 


TTT 
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AN 01-60AABA-4 
LOOSE EQUIPMENT (Cont) 


Group Assembly Parts List 


NE ON 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
436 175-53075 LOOSE EQUIPMENT INSTALLATION. +. . e s ss s so: oan Set εφ Le Ref 
(see figure 445 for additional breakdown) 
-1 146-53105 PLYWOOD BOX, For E1066-101 and -202 mechanism installation 2 
E1066-301 MECHANISM ASSEMBLY, Wing center spar folding LH (supersedes. 1 
E1066-201for future procurement)(see figure 437 for 
detail breakdown) 
E1066 -302 MECHANISM ASSEMBLY, Wing center spar folding RH (supersedes. 1 
E1066-202 for future procurement)(see figure 437 for 
detail breakdown) 
E1067 . FITTING INSTALLATION, Front spar wing 1ulding hinge. . . . Ref 
E1348-5 . . FITTING ASSEMBLY, Front spar wing folding hinge E E 1 
-2 E1348-3 "as FITTING ASSEMBLY, Front spar wing folding hinge. . ʻ 2 
-3 14B1986-008 . . . BUSHING, Press fit plain CNA) £52 ur BV xd e αν ; 2 
-4 2C17-7 v a OLIP (NA) $2.09 9 Gee 2€ * be eee X Se ee Ὁ 4 
-5 9C1-3-5 . . CHAIN, Bead (ΝΑ). . . . . 4e eon n . n n i . .8 
-6 AN6-17 . x. BOLT s a Sw & ox (€ 909 τς Νο ROOF Woo ee ὁ 1 
-7 AN960-616 - USCMASHER. w u € a ai le a Sh Se e ΡΟΗ à 5 
-8 AN310-6 eo NUT 4 4 ο ὁ ug ὁ 5 ο ve Ὁ ε m 64 6, oe i-i. H 1 
-9 AN960-6 . . WASHER, . . . 4 ee +... o... m t t! ng. . 5 12 
-10 E1346 . . PIN, Front spar wing folding hinge pin retaining. . . ó 4 
-11 E1132 ;. . PIN, Front spar wing folding hinge. .... - ted 2 Pi 4 
-12 146-53106 . CARTON, For E1081-10 jack assembly . . . . . +++ +e: Ρ 1 
-13 E1865 JACK ASSEMBLY, Vertical stabilizer folding . . . . +. - + ὁ 1 
(see figure 440 for detail breakdown) 
-14 175-53060 BOX ASSEMBLY, Bomb shackle stowage v. A 1 
-15 MK1-1 MOUNT RELEASE, Bomb shackle (GFP). . . . A 14 AF 
(may be substituted for AERO4B) 
-16 MK1-4 RELEASE, Bomb shackle (GFP)... . ... . 14 AF 
(may be substituted for AEROWB) 
AEROUB RELEASE, Bomb shackle (GER). .$ 6 os E 14 σα 
-17 MK8-2 . SHACKLE, Bomb (GFP)... e s s s ee eor on n + . 14 
-18 175-53055 - BOX ASSEMBLY, Camera electrical cable stowage. . . sss è o I 
175-54100 CABLE ASSEMBLY, Electrical camera connecting (-3 thru -15. . 68 
one each, -17 two each, -19 thru -73 one each) 
-19 156-73005 . COVER ASSEMBLY, Engine . s.. eee ee ee ee te es 2 
-20 E1332 . PAD ASSEMBLY, J33 engine plenum chamber work . . . . ++ è : 2 
No Number : HAND BOOK, Weight and balance (GFP)... . ο να 1 
Νο Number ` HAND BOOK, Erecting and maintenance (GFP). . . Air ar a 1 
No Number " LOG BOOK, Propellor (GFP). . . sos eos osoo e on n n + t tà 4 2 
No Number | LOG BOOK, J33 engine (GFP) . . . ee ee eon n on n + + 7 1 
No Number . LOG BOOK, R2800 engine (GFP) . . s eee or or or n n t 2 
No Number ' INSTRUCTIONS, Engine service J33 (GFP)... . + . ees 1 
Νο Number ` INSTRUCTIONS, Engine service R2800 (GFP) . . . . +... . + + 1 
-21 108-73089 . COVER ASSEMBLY, Pilot tube . . . . s e e ee on on tm t t ot t ng 2 
-22 E1068-10 . KIT, Airplane hoisting towing and jacking. . . . +. +. + a 1 
(see figure 439 for detail breakdown) 
-23 175-73220-2 COVER ASSEMBLY, Side tri-met position fus camera glass RH. . 1 
175-73220-1 COVER ASSEMBLY, Side tri-met position fus camera glass LH. . 1 
-24 175-73221 COVER ASSEMBLY, Center tri-met position fuselage camera glass 1 
-25 175-73222 COVER ASSEMBLY, Prime vertical position fuselage camera glass 2 
-26 175-73223 COVER ASSEMBLY, Oblique position fuselage camera glass . ` 2 
-27 175-73129 COVER ASSEMBLY, Upper oblique position fuselage camera glass 22 
-28 175-53057 BOX ASSEMBLY, Camera accessories storage . . . + + + e sor- 1 
175-73210 HOIST INSTALLATION, Camera (see fig. 445 for detail breakdown) 1 print 
1593-3105 TROLLEY ASSEMBLY, Camera hoist . . . . . +... + «cs xw e. . 1 
(see figure 445 for detail breakdown) 
175-73170 HOIST ASSEMBLY, Camera (see figure 445 for detail breakdown) 1 
153-73215 SLING ASSEMBLY, Camera hoist . . . . e e s e so ss +. ++ < 1 
(see figure 445 for detail breakdown) 
175-73213 ` STRAP ASSEMBLY, Camera trunnion hoist Sling. i6 ow 09 o ὁ 1 
(see figure 445 for detail ανασα) 
153-731234 STRAP ASSEMBLY, Camera horizontal carrying . . . + . . 9 « l 
(see figure 445 for detail breakdown) 
153-731236 STRAP ASSEMBLY, A-14 magazine carrying . . . - - 1 
(see figure 445 for detail breakdown) 
175-73197 TRUNNION, Type K38 aircraft camera body. . . . - . +. + 4 
(see figure 445 for detail breakdown) 
175-731124 SUPPORT, Forward oblique A10 camera mount upper steady 1 
(see figure 445 for detail breakdown) 
175-73196 SUPPORT ASSEMBLY, Type A10 camera lens cone. . . è 1 
(see figure 445 for detail breakdown) 
175-73117-1 ADAPTER ASSEMBLY, Camera station 14 and 1B camera mount. . 2 
(see figure 443 for detail breakdown) 
175-73117-2 ADAPTER ASSEMBLY, Camera station 1A and 1B camera mount. 2 
(see figure 443 for detail breakdown) 
175-73108 RING ASSEMBLY, T-11 camera clamp . . e . + + + . 3 
(see figure 444 for detail breakdown) 
175-73106 RING ASSEMBLY, K17C camera clamp +. +. +. . + - . E 3 
(see figure 444 for detail breakdown) 
175-73105-3 RING ASSEMBLY, CA8 camera mounting complete. . . . .« WU. 3 
(see figure 444 for detail breakdown) 
175-73105-5 . RING ASSEMBLY, CA8 camera mounting complete. AS 3 
(see figure 444 for detail breakdown) 
1195-8501 TANK INSTALLATION, Fuselage bomb bay drop. - . . + . . Ref 


(see figure 447 for detail breakdown) 
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FIGURE 437 - LH AND RH WING CENTER SPAR FOLDING MECHANISM ASSEMBLY 
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ΑΝ 01-60AABA-4 


LOOSE EQUIPMENT (Cont) 


Section 


Group Assembly Parts List 


M T T  USEABE ON. 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE i PER ASSY. CODE 
437 E1066-301 MECHANISM ASSEMBLY, Wing center spar folding LH (supersedes. κ Ref 
E1066-201 for future procurement) (see figure 436 for 
next assembly) 
E1066-302 MECHANISM ASSEMBLY, Wing center spar folding RH (supersedes. . Ref 
E1066-202 for future procurement) (see figure 436 for 
next assembly) 
NOTE: Quantities listed as per one installation except as noted 
-1 AN398-69 PIN E je ne na [81 e Y IL 94 ce zy ιν 2 
=2 AN960-816 WASHER. V da Ue cR o Um e ce o S, τ 4 
-3 E1350-30 HYDRAULIC EQUIPMENT ASSEMBLY, Wing folding (supersedes. . 1 
E1350-10 and -20 for future procurement) (see figure 
438 for detail breakdown) 
-4 AN365-428 | zc NUT RAV a A al e c 6 
-5 2w18-416M . WASHER, Flat (NA) . . .. ο ee ee o n f t t n n 4 
-6 AN4-30A >) BORDE Ie le Ὁ oy ea dm ᾱ Ὁ τ Ne Bee 5 2 
-T E2671 . WASHER, Wing folding mechanism mounting bracket level . 4 
-8 AN509-416R15 SCREW 4 ox Se ο ο geret es ο πας. 4 
-9 AN310-12 μι as e Ba Sw le ο ο. ο... 3 
-10 NAS143-12 WASHER, 125,000 to 145,000 psi plain type . . . . +. » + 6 
-11 NAS143-12C WASHER, 125,000 to 145,000 psi countersunk type . . : : 3 
-12 NAS152A83 - BOLT, Internal wrenching steel 3/14-16. . . + tar 2 
-13 NAS152A61 BOLT, Internal wrenching steel 3/14-16. PIDE PUER 1 
E1128 . LINK ASSEMBLY, Wing folding mechanism center spar outboard. 1 
-14 E1128-3 . . LINK, Wing folding mechanism center spar outboard. . . . 1 
-15 4B20812-010 BUSHING, Press fit flanged S σος a 2 
-16 4B20812-020 BUSHING, Press fit flanged (NA) (supersedes NAS77-12-61 2 
E1129 LINK ASSEMBLY, Wing folding mechanism center spar inboard . 1 
-17 E1129-3 LINK, Wing folding mechanism center spar inboard . . . + 1 
-18 4B20812-018 BUSHING, Press fit flanged (NA) (supersedes NAS77-12-59) 2 
-19 12B182 NUT e 1 
-20 NAS143-18 WASHER, 125,000 to 145,000 psi plain type . . . e s e s a: 1 
-21 E1136 SPACER, Center spar wing folding mechanism hinge serrated . 2 
-22 E1788 SPACER, Wing center spar folding mechanism. . . +. + + ete 1 
-23 NAS143-18C WASHER, 125,000 to 145,000 psi countersunk type AE 1 
-24 NAS158-72 . BOLT, Internal wrenching steel 1-1/8-12 ........ . + 1 
-25 E1789-3 . BOLT, Wing folding mechanism attaching. . . e e s ees eo 8 
-26 E1790 . RETAINER, Wing folding mechanism attaching bolt . . .. . 8 
-27 9C1-3-5 . CHAIN, No. 1 safety (NA). . +. . . s e ee e s e er t n * 8 
E1127-101 . FITTING ASSEMBLY, Center spar wing folding mechanism. . η 1 
E outboard hinge LH 
E1127-102 . FITTING ASSEMBLY, Center spar wing folding mechanism. . $ 1 
outboard hinge RH 
-28 E1127-3 . . FITTING, Center spar wing folding mechanism outboard . . 1 
hinge LH 
E1127-4 . . FITTING, Center spar wing folding mechanism outboard . . 1 
hinge RH 
-29 4B20812-017 . BUSHING, Press fit steel (NA). . . . . s «e e speto 2 
E1347-105 FITTING ASSEMBLY, Wing center section folding mechanism . . 1 
inboard hinge LH 
E1347-106 FITTING ASSEMBLY, Wing center section folding mechanism . 1 
inboard hinge RH 
-30 E1347 -103 FITTING, Wing center section folding mechanism inboard 1 
hinge LH 
E1347 -104 . FITTING, Wing center section folding mechanism inboard 1 
hinge RH 
-31 E1131 BUSHING, Center spar wing folding mechanism hinge. s 2 
-32 4B20S812-109 BUSHING, Press fit steel m : "MET ο. 2 
-33 4B2088-010 BUSHING, Press fit steel (NA). . +. . +... + gus 4 
-34 E1705 . . PLATE, Wing center spar folding LH and RH. . et ο ο ng 1 
-35 AN365-1032 ο NUTS sx x m kot m: dede med ο A 4 
-36 2W1-14-20-32 . . ` WASHER, Plain (ΝΑ)... + + . $ % al δε 4 
-37 NAS43DD3-27 . . SPACER, Screw and bolt . . . + E $ κο 4 
-38 AN509-10-15 . ῳ SCREW: . 180 ο τ. ER t -ᾱ- 6. m a Ve ᾱ- --.Φ ὁ . arcs y 4 
-39 E1372-101 GUARD ASSEMBLY, Hydraulic wing folding cylinder . . A " 1 
-40 AN365-1032 A CNUT (no. xod ο ο CS . 3 
-41 2W18-10M . WASHER, Flat (NA)... go le ο iss, ihe ο ο gee i 6 
-42 AN3-10A . BOLT. lo 046. 0909-059, 9 το i4. m Um ο ES . 1 
-43 AN520-1028 SCREW V wes cao ο ie e A A 7 2 
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FIGURE 438 - WING FOLDING HYDRAULIC EQUIPMENT ASSEMBLY 
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Section " 


AN O1-GOAABA-4 Group Assembly Parts List 


LOOSE EQUIPMENT (Cont) 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 












438 E1350-30 HYDRAULIC EQUIPMENT ASSEMBLY, Wing folding. ae oan i 
(see figure 437 for next assembly) 
x -1 E1156 . CYLINDER ASSEMBLY, Hydraulic wing pin pulling. . . . . +. + + 1 
(see figure 441 for detail breakdown) 
-2 AN833-5 zs SBLBOW, Ji. wow ο ο e al EA A a IE re odes nd 10 
AN6289-5D ο Νο τς ο x97 ds ην." ο ο ο ee e & 12 
AN6291 -5 . RING . . .. MEE E: $ x PNE: 12 
AN6290-5 . GASKET , . . . +. + ο Ρ i Σ 14 
-3 AN6211 -5-60 | HOSE ASSEMBLY. . . DNE EU ME EE Ὅς 1 
-4 AN6274 -5-68 . HOSE ASSEMBLY. . . " s ο 1 
-5 4776-3 | ΝΑΙΝΕ (SVL)... . 6 ee ee o on o ot on n η Ν 1 
E1164-5 . PLATE, Hydraulic wing folding. . . sos eseo ; i 
-6 AN501A10-6 ο Μο numm m t t t n ng 4 
2W18-10M * WASHER, Flat (NA). . . . « eee ee or or tot to 4 
-7 E1351-13 . LINE ASSEMBLY, Wing up restrictor to actuator cylinder 1 
-8 1V4-8-30 . VALVE ASSEMBLY, Hydraulic one way restrictor (NA). 2 
AN919-7D 7! "REDUCER. ,. er e e TE emo NO 3 
AN6290-6 BASKET. mondes» € memes de qe O (PU ο το... 8 
AN815-6D 2 UNIONIS ο... ο as a κ... mus amid totom mecs i 1 
-9 3294 -3 " VALVE ASSEMBLY, 4 way selector valve (SNL) . . . . . 1 
£1164-3 ` PLATE, Hydraulic wing folding. . . . s s ο + see 1 
-10 AN501A10-6 tO SCREW: . ul ....1 oo 9 3 o d mom e 4 
2W18-10M . WASHER, Flat (NA); ο " v is ` . : > 4 
-11 AN927 -6D . ELBOW. . . . . . +. +. M a is s; š 5 1 
AN832-6D . UNION. . . . ee ee . A 5 1 
AN6289-6D Lo NUT επών αν, e Ole, WT αι a ue ues A E P ΜΉΓΕ e ocn re 1 
AN6291-6 . RING . « 26 ὁ © ... - . wow α ý 1 
AN893-7D . BUSHING. . . . 4 ee ee ee om or e m ens t t t t n 3 
. AN6290-6 * GASKET . . . 4. e eo eo oom om eom oe e t t tut t t t au 3 
-12 El351-9 . LINE ASSEMBLY, Pressure tee on wing valve to elbow on pin. 1 
valve 
-13 E1351-15 . LINE ASSEMBLY, Wing down pestrictor to actuator cylinder . 1 
-14 E1351-3 . LINE ASSEMBLY, Wing down restrictor to actuator cylinder . . 1 
-15 AN834-5D ΗΝ eid Gar de m ο ο ο ο D ο... 1 
-16 AN6292-5-21 ` HOSE ASSEMBLY. . . . . ee eoo n m or m tm tm tt t t t t] 2 tg 1 
-1T AN919-3D i REDUCER Μα ο e |o ue esas Rute X De Sel eo nw er rom gel m onc ut T 
AN6290-4 ` o GASKET .. v 2 4 do x, ο a clo de Ἡ- a o BS, 6... 1 
-18: E1351-19 . LINE ASSEMBLY, Return elbow on wing valve to elbow on pin. . 1 
valve 
-19 El351-23 . LINE ASSEMBLY, Return elbow on pin valve to reservoir. . .. 1 
-20 AN816-6-2r 2 NTPPLE e 400903 o9 0e BS RIA ore SU HUE ne ee Os 1 
-21 AN833-6D A oo a e d eiii * $99 060m hi8 o oe Uh niei m Re Io 1 
-22 AN6289-6D . NT...o.. RES "M m ae ee e $36 ο ge Ue 1 
-23 AN6291 -6 . RING. . .. o. AE. dore i ο xe . $t τῷ e ere 1 
-24 AN6290-6 . GASKET . . . 4. ee + + ss A T aie ος 1 
-25 AN894D6-5 . BUSHING. . . . ΝΗ i E . 5 c we ος ιν 1 
-26 AN926-5D z PEE. e ἐν πὲ ον ae : . Gigs elei m ones δ 1 
-27 AN832-5D . UNION. ERES e is . . Sata a 1 
-28 AN6289-5D n NUT. C. 339 emm . x 7 ιν tu, 75) 2 
-29 AN6291-5 . RING .....- . ο è è é ΝΣ 2 
-30 AN6290-5 . GASKET... . . ο « . è : 5 2 
-31 AN6292 -8-35 . HOSE ASSEMBLY. wer iat, αν we cm c etn, ο ee, a se Dl cce s d 
-32 AN919-12D 7 REDUCER; 2 0 e 9 αν ο ον δε, 556 wm DEO hm AA t on 1 
-33 AN780C8 -- NIPPLE sonei o e (es YS: rey e a ο ο EA . Y 
-34 E1144 . CYLINDER ASSEMBLY, Hydraulic wing folding. . . $ sts ἃ. 
(see figure 442 for detail breakdown) 
-35 E2654 . RESERVOIR ASSEMBLY, Wing folding mechanism hydraulic . 1 
-36 E2655 " CAP τν ο a a A e ος E ee uin X 
-31 NAS51-125 A RING, External retainer . . . . «4 oe et ot t t t n T 
-38 9c1-2-4 ` DO CHAIN, Safety (NM. 1 
-39 12044 -7 "PUMP, Hydraulic hand (AP). . . . s e e soe e es egorel 1 
-ho. E2656 . BRACKET, Wing folding mechanism hydraulic pump mounting. . 1 
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FIGURE 439 - AIRPLANE HOISTING TOWING AND JACKING KIT 
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FIGURE & 


INDEX NUMBER 


439 


PART 
NUMBER 


Ε1068-20 


E1095 
E1069 
E1178 
E1070-3 
1N1C16 
2W1C68-48-125 
El075-3 
E1071-3 
E1073-3 
E1076-3 
E1074-3 
E1183 
AN320-6 
AN960-616 
E1183-9 
AN320-À 
ANQ60-416L 


AN320-6 
AN960-616L 
AN26-29 
E1183-5 
E1183-3 
E1182 
E1329 
AN320-8 
AN960-816 
E1330 
E1344 
E1343 
E1328 
E1327-3 
E1603 
E1603-7 


146-33151 
146-33150 
E1605 


146-33150 
E1605-7 


E1604 


146-33150 
E1604 -13 


AN253-1-578 
E1604-11 





1 


Section || 


ΑΝ 01-60AABA-4 Group Assembly Parts List 


LOOSE EQUIPMENT (Cont) 





UNITS USEABLE ON 


2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


KIT, Airplane hoisting towing and jacking . . . . . . . . . . . . Ref 


STOP ASSEMBLY, Main alighting gear wheel door ground. . . .. 


(see figure 336 for next assembly 
BAG ASSEMBLY, Hoisting towing and jacking kit 
PAD ASSEMBLY, Wing jacking. . . . $ 
PAD ASSEMBLY, Station O wing Jacking. é 
EYE ASSEMBLY, Wing station Ο hoisting . 
. NUT, Aircraft castle (NA). . . . . 

WASHER, Plain (NA) . . . . . 

BÓLT, Wing station 0 hoisting. eye. 3 

EYE, Wing station O hoisting . . . + 

PLATE, Wing station O hoisting eye 

PIN, Wing station O hoisting eye upper 

PIN, Wing station O hoisting eye lower 
ING ASSEMBLY, Main alighting gear tow. . 

NUT 5ο. Ὁ ral a aes τό, a Pe int 

WASHER . . . . . 

PLUG, Main alighting gear "tow. 
NUT ὃς Ὁ 5 ο 0€ ον ο δν 4, 
e: WASHER: 4 66 4000 oie ο 
. BOLT... 


9 « 9 9 t 1| | 9] 9 9 ο 55 
ee ὁ 9 ὁ ο £9 21 9 ο ο ο 


s.. be». ο t| n] 


. . we 9 n 
e 9 9 . 9 ο n n 


; BOLT, Main alighting gear tow. 
RING, External retainer. . 


HANDLE, Main alighting gear “tow. 
NUT. 4. ο Ὁ o | ας 


9 0 9 ν 9 9 0 | ο £2 9 9 ο 
9 9 0 0 9 9 o9 9 0 0 9 c? à 9 9 c? 39 89 9 * 9 $6 o. ο 


5 9 9 0 0 t o9 ο ο t$ ο .» ο 


Mec... we ee 


* 9 SS ὁ c9 c 9 ὁ 9 ο ο ο c3 9 ο. 


ITTING ASSEMBLY, Main landing gear mooring attac 
h 


- WASHER . . . . o o ias AC a A å E A A 
e BOLT: 4 1. o ος ae a a ὃν ^e . 3 $ " 
. CLAMP, Main alighting gear tow ak o 3 A E . 
. CLAMP, Main alighting gear tow . . .. E 4 « 
FI hin , 
. NUT ASSEMBLY, Main landing gear moontig attaching. . "a 
s NUT ο το uu www. ES UE Uc. T ace Fhe iva e v.s 
- WASHER... . οκ. τα AS 
. BOLT, Main landing gear “mooring attaching. . oo et ce ae os 
. SPACER, Main landing gear mooring ring... αλα 
. SPRING, Main landing gear mooring ring torsion . . . . .. 
. PIN, Main landing mooring attaching. . . . . e e e «:. 
. RING, Main landing gear mooring attaching. . . . . . . +. +. 
PIN ASSEMBLY, Main alighting gear ground handling safety. . . 
. PIN SUB ASSEMBLY, Main alighting gear ground handling. . . 


safety 
- . SPRING, Main alighting gear ground safety pin. . . .. 
. STREAMER ASSEMBLY, Main alighting gear ground safety . . . 
STOP ASSEMBLY, Auxiliary alighting gear ground handling... 
safety 
. STREAMER ASSEMBLY, Auxiliary alighting gear ground safety. 
. STOP SUB ASSEMBLY, Auxiliary alighting gear ground... . 
handling safety 


FPR PPR A BE p|pPmPmmEI)HPmgIÁÀIYÓT]PUWI.-md|rnmz-DÀ 


handling safety 
. STREAMER ASSEMBLY, Auxiliary alighting gear ground safety. 
. STOP SUB ASSEMBLY, Main alighting gear wheel door ground . 
handling safety 
» PIN. . . . ο ο ο E λος 
. PIN, Hinge (make from AN253- -1- 2275) . iy ie zer Aen ds ος ας δ 


PR το» 


-- Ἂς -------.----ε-- Ll 
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H-175-53-41 


FIGURE 440 - VERTICAL STABILIZER FOLDING JACK ASSEMBLY 
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-46 


-52 





PART 
NUMBER 


E1865 


E1870 
E1870-21 


E1870-5 
E1870-23 


E1870-9 
AN365-624 
NAS146-51 
AN960D616 
AN310-4 
AN960D416 
E1090 
AN944-101 
AN365-1032 
AN960D10 
AN3-12A 
E1089 


AN3-5A 
AN960D10 
E1169 


E1168 
NAS51-62 
AN960D1016 
AN201KP12A 
E1167 
AN503 -8-4 
E1171 
AN365-428 
ΑΝΟΘΟΡΗ16 
E1868 
AN944-101 
424-51 
E1871 
9C1-3-15 
E1869 

1511 
NAS221-19 


AN960D10 
AN365-1032 
E1867 
E1086 
E1866 
E1085-3 
E1084 


E1088 
E1088-7 
E1088-3 
E1087 


E1082-5 
SF101-95A16A 
RL24SB7 
RD205SH55L 
RL24SB7 
424-51 

AN944 -101 





AN 01-60AABA-4 


LOOSE EQUIPMENT (Cont) 


Section I! 


Group Assembly Parts List 


UNITS USEABLE ON 
12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
JACK ASSEMBLY, Vertical stabilizer folding. . . . . . . . è . Ref 
(see figure 436 for next assembly) 
P BEAM ASSEMBLY, Vertical stabilizer folding jack attaching . . 1 
y . BEAM SUB ASSEMBLY, Vertical stabilizer folding jack. . . . 1 
attaching. 

. . PIN, Vertical stabilizer folding jack attaching beam. . 1 

a . BEAM SUB ASSEMBLY, Vertical stabilizer folding jack. . . . 1 
. attaching beam 

" + . PIN, Vertical stabilizer folding jack attaching beam. . 1 
F NUT (magnetic inspected). . . 1 

BOLT, Internal wrenching steel '3/8- οἡ (magnetic inspected). 3 T 
» WASHER. RU d ver S οὖν τος ey te GR ο Gt uon Wi pes ο νο. 2 
s NUT. oi wot 2x23. A9 ἀγα Ὁ ο er dex ἐς ο ο te: RP rat oce A a 1 
» WASHER. . . a T 
ss GRIP ASSEMBLY, “Vertical stabilizer folding: jack handle. De ἃ 1 
$ PITTING... > ; ow ; CES 1 
5 NUT (magnetic inspected). a ο ο ο ME 1 
: WASHER. . + « RENE W^ a TRU UY 2 
5 BOLT (magnetic “inspected) . ; s e E ο. 1 
š ARM ASSEMBLY, Vertical stabilizer folding jack crank. . . . . 1 

(magnetic inspected) 

BOLT. ..'ec6 0-909 je teda arbi ᾳ ο 004 ο) ὅς) A e a 2 

WASHER. . . + * s e 

SHIELD ASSEMBLY, “vertical stabilizer "folding jack handle. è 1 

shaft dust 

x PLATE, Vert stab. folding jack handle shaft bearing retainer 

RING, External retainer . . . . . ss ss © © © © ee ww : 

WASHER. PONO 


BEARING, Intermediate duty. ball deep. groove metal shield. 
SPACER, Vertical stabilizer folding jack handle shaft . . 


SCREW... 
SHIELD ASSEMBLY, “vert stab. folding jack” screw "shaft “aust 
NUT (magnetic inspected). Bs ο τν, ταὶ εν ac Αρ Vad on vac OE OE 


WASHER. ... 

END ASSEMBLY, Vertical “stabilizer star “fod Jacke gear case 

» FITTING. « . ο, ow lel δὲ ei og 

. BEARING, Single row “unground radial (NI) ; , 5 

PIN ASSEMBLY, Vertical stabilizer A Jack attaching. 

. CHAIN, Bead (magnetic inspected) (NA). . . . . . . . . 

SHIM, Vertical stabilizer folding jack thrust P . 

BEARING, Thrust (ΡΑΕ)... . i 

SCREW, Brazier head Phillips recess alloy steel 4 
(magnetic ba 


e... 9 t; 9 9 t9 . 9 9 9$ ο o£ 


. . . ù 
e| e è ù 
. . . > 


: WASHER. . . + iue ud woven desi. fe CE De ves te? de Cu! TEL Ce 
y NUT (magnetic inspected). D E 
. RING, Vertical stabilizer folding jack. screw "shaft "thrust " 

GEAR, Vertical stabilizer folding Jack. . . . . "m 
s SHAFT, Vertical stabilizer folding Jack internal” screw. -— 
. SCREW, Vertical stabilizer folding jack... x E OR 
> FITTING, Vertical stabilizer folding Jack attaching . e Cad, Cats, 


(magnetic inspected ) 
SHAFT ASSEMBLY, Vertical stabilizer folding jack handle . . 
attaching (magnetic inspected) 
. PIN, Vertical stabilizer folding jack handle attaching . 
(magnetic inspected) 
s . SHAFT, Vertical stabilizer folding jack handle . . . . + 
attaching (magnetic inspected) 
PINION, Vertical stabilizer folding jack . . . . . +. +. .- 
(magnetic inspected) 
. CASE ASSEMBLY, Vertical stabilizer folding Jack gear. 
E . STUD, Two piece locked-in (ROSN) . . . 
. RING, Lock two piece insert 


s ROSN) . . 
. INSERT, Two piece locked-in (ROSN) . . 
. RING, Lock two piece insert (ROSN " 


BEARING, Single row unground radial (nz) 
FITTING. "DL 


* 9 c] ο ο 9$ t$ 
* 0 ο 79 $2 5$ ο 


ee eee 
oe t ow n 


PREP PEE Νε ντ γιο PER 


ΠΡΟ σσ” 
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H-175-53-47 





FIGURE 441 - WING HYDRAULIC PIN PULLING CYLINDER ASSEMBLY 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
441 E1156 CYLINDER ASSEMBLY, Hydraulic wing pin pulling . . . . . . . . . . Ref 

(see figure 438 for next assembly) 
-1 E1163 n FITTING, Hydraulic wing pin pulling cylinder rod. . . . . . . 1 
-2 AN316-8R . NUT e ear See Wey se Wee) ——————L I 1 
-3 TR2-10D ῷ RETAINER, Gland (ΝΑ). . s ee s w e s z w e e e s s o e sio 1 
-4 AN6231-1 5 WIPER ο, νο ο ce Il ο ο ario ο ο See a ange ορ Ge cT le 1 
-5 2W1ALP33-29-64 + WASHER, Plain (ΝΑ)... .................... 1 
-6 AN6232C2 » EELT. i. ο [e ο ο TA ies ce πω des ἴδ ὦ, s val rac, Ye s tel D. D 1 
-7 7R3-10D : RETAINER, Rod "0" ring (ΝΑ). . . . . . νην 1 
-8 AN6227-10 . PACKING n LE L 
-9 AN6246-10 s. RING. ie, esate sae A BD 
-10 AN6244-2 : RING: κ ο Ses ο aa Ὁ ο rt ο ος 2 
-11 AN6230-2 E GASKET V ca led νο e Ἂν ου. cR τν. Tape. el Ei Y sel MI E OR alike Ge 1 
-12 E1157 * END, Hydraulic wing pin pulling cylinder. . . . . . . . e e . 1 
-13 E1158 x NUT, Hydraulic wing pin pulling cylinder jam. . . . . . . . . 2 
-14 E1160 M HEAD, Hydraulic wing pin pulling cylinder . . . . . . . . . . 1 
-15 E1161 A SLEEVE, Hydraulic wing pin pulling cylinder . . . . . . . . . 1 
-16 AN6246-22 so PRRUNG Ste od, DL Sd E ce a aE Soc i aua Teh? cte er Rw ese | O, 
-17 AN6227-22 7 PACK ENG: 265—244. A € 18. 09 ο calo x ο ο” ee ee 2 
-18 E1162 ? PISTON ASSEMBLY, Hydraulic wing pin pulling cylinder. . . . . 1: 
! (magnetic inspected) 
-19 E1159 á CYLINDER, Hydraulic wing pin pulling. . . . s e . . . e s . . 1 
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H-175-53-46 





FIGURE 442 - WING FOLDING HYDRAULIC CYLINDER ASSEMBLY 





FIGURE & PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


442 E1144 CYLINDER ASSEMBLY, Hydraulic wing folding . . . . . . . e.. . +. Ref 
(see figure 138 for next assembly 


-17 AN6232 -4 -3-8 FELT. . . 


-18 TR3-23D RETAINER, Rod "o" ring (NA) 


-1 E1152 BRACKET ASSEMBLY, Hydraulic wing folding cylinder . " 
-2 E1152-11 BRACKET ASSEMBLY, Hydraulic wing folding cylinder . » 
-3 AN365-1032 NUT . . « . 4 e e oo ooo oo... om ooo ο. . 
-4 AN960-10 WASHER. . . . « ο ee oe eo we om om 5 ee 9 5 è 
-5 NAS221-12 SCREW, Brazier head Phillips recess alloy steel. . * 
-6 E1151 BEARING ASSEMBLY, Hydraulic wing folding cylinder . A 
-T NAS77-12-53 . BUSHING, Flanged press fit steel . . . . . +. + + è 
-8 E1153 NUT, Hydraulic wing folding cylinder rod check. " " 
-9 E1156 HEAD, Hydraulic wing folding cylinder . . . . . +. + z 
-10 E1149 SLEEVE, Hydraulic wing folding cylinder. . IET . 
-11 AN6246-42 RING, .. 3 eoe οι ος 6, ee ο en τοι as. A m 
-12 AN6227-42 PACKING . . . e ese « «««« . . í 
-13 E1150 NUT, Hydraulic wing folding cylinder ‘ M 
-14 TR2-23D RETAINER, Gland (NA). . . . +. +. +» + , 
-15 AN6231-13 WIPER . . « se © © © © ο ο. 0. . 
-16 2W1ALP81-53-64 WASHER, Plain (ΝΑ). . . . +. +» » + ; 


-19 AN6246-23 RING. 4 4 € 46 4 09 et e 


Que v . © © t ο ο n 


END'ASSEMBLY, Hydraulic wing folding cylim 


eo 9| © 9 9 t] t] ] c] t| 9] 91 1 t1 


es Hess ο . ος 5 


ERA ος ος ο) ο Ae κ ο e COSS ESCROW im AA 
ο ο ο ο ο ο ο A ο A FA c0 
poA E E M 
——— "ac ETIN a 
P) pA S E im IO Ξε’ μ’ RID PP επ jS I ES FO FRPP HEN HE TO τ! επ 


aj 


-20 AN6227-23 PACKING . . . . «© © © © © © © . oo . . 
-21 E1150 NUT, Hydraulic wing folding cylinder. . . 
-22 Ε1602 * e * . 
-23 NAS77-8-37 . BUSHING, Flanged press fit steel . . j * : 
-24 AN6244-19 RING. 4 o3 aa eee eh £99 eue M Ie ος ο) οἱ oe è š 
-25 AN6230-19 GASKET seer ca. eh ο ου e Ὁ Ὁ EE a c o e Se A 
-26 E1147 PISTON ASSEMBLY, Hydraulic wing folding cylinder. . . 
-27 E1148 CYLINDER, Hydraulic wing folding (magnetic inspecte . 
-28 E1562 * BUSHING, Hydraulic wing fold cylinder piston rod. . z 
-29 AN6227 -29 τ PACKING 20% 2. € ox € 9 e ο τν οι 5 ὃν ο 5 . 


* E1602 together with E1562 and AN6227-29 supersedes E1145 
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H-175-73-19 


FIGURE 443 - LH AND RH CAMERA STATION 1A AND 1B CAMERA MOUNT ADAPTER ASSEMBLY 
790 


. A 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
443 175-73117-1 ADAPTER ASSEMBLY, Camera station lA and 1B camera mount LH. . . . Ref 

(see figure 436 for next assembly) 
175-73117-2 ADAPTER ASSEMBLY, Camera station 1A and 1B camera mount RH. . . . Ref 
; d (see figure 436 for next assembly) 
-1 175-73118-1 " YOKE ASSEMBLY, Camera station 1A and 1B adapter LH. . . . .. 1 
175-73118-2 3 YOKE ASSEMBLY, Camera.station 1A and 1B adapter ΠΗ͂... . . + 1 
-2 175-73119-1 " SUPPORT ASSEMBLY, Camera station 1A and 1B camera mount... 1 
forward trunnion LH 
175-73119-2 SUPPORT ASSEMBLY, Camera station 1A and 1B camera mount... 1 
forward trunnion RH 
-3 175-73121-1 ` . CLAMP ASSY, Camera sta 1Α and 1B camera mount camera trun. 2 
LH (See index No. 26 through 33 for breakdown) 
175-73121-2 ‘ " CLAMP ASSY, Camera sta 1A and 1B camera mount camera trun. 2 
i RH (see index No. 26 through 33 for breakdown) 
-4 175-73119-3 A . PLATE, Support assembly camera station 1A and 1B camera. . 1 
mount forward trunnion 
-5 ΑΝ365 428 $0 ο μμ c aee κ y gh Mock NU uer een og Ὁ. Sd 
-6 AN960D416 Ρ e “WASHER? i> ο. or woe creme τῷ «ὦν ἐν se ο ο DEL -ᾱ 4 
-T AN509-416R24 A SCREWS soo oe κοὐ ese: τοὶ a o on e A a las Sb 
-8 AN4~7A " BOLT. EN ο ος os SES E ETE MEI ον Vr M nia “κ 2 
-9 AN960D416 . WASHER. +. +. . +. +. + NO A a de “eel dee cR 2 
-10 175-73120 A STRUT ASSEMBLY, Camera stati on 1A and 1B camera mount . . . . 2 
adapter 
-11 AN24-18 ` BOLT ας ο ο ο eel Ea ο at Ge ο TETA 4 
-12 AN320-4 ey A A ο ο ee A ο ete oe iiS qu 58 
-13 175-73269 7 FITTING, Camera station 1A and 1B camera mount adapter. ... 2 
horizontal adjustment i 
-14 175-73130 " GUIDE, Camera station 1A and 1B camera mount adapter. . . .. 2 
indexing pin 
A2850-064 . CLIP, Tubular (TIN) . ἃ 2 
-15 175-73264 $ PIN ASSEMBLY, Camera station 1A and 1B camera mount adapter s 2 
depression angle indexing . 
-16 9C1-3-6 x SOPORAN S Bead? CNN ag a κ ρα πα a eae 1 
-17 AN4 -10A i- "BOLT. deusa , www. Ὁ 
-18 175-73131 » LOCK, Camera station 1A and ip camera mount horizontal. * Wis 2 
ad Justment 
-19 175-73271 ; HANDLE ASSEMBLY, Camera station 1A and 1B' camera mount. . . . 2 
trunnion clamp 
-20 175-73128-1 . BRACKET ASSEMBLY, Camera station 1A and 1B case 12" and 20" . 1 
camera trunnion support LH 
175-73128-2 . BRACKET ASSEMBLY, Camera station 1A and 1B case 12" and 20". 1 
camera trunnion support RH 
-21 AN365-428 > NUT' 4 a a a a δὶ TRI το 8 
-22 AN960D416 ; WASHERé- 4 ον Woo ios de m dt ος VE se Tw) Vou o ce ee ewe! us 130 
-23 AN! -23A . BOLT. ver ete ee gh E A E AA UE uS vaL ὍΝ. ϱ 1 
-24 AN4 -24A s “BOLT . 20 9 ο ον ο LET UE EE 
-25 AN509-416R22 . SCREW . ο tal ο ο MEE 
-26 175-73121-1 E CLAMP ASSEMBLY, Camera station 1A and 1B camera mount camera. 3 
trunnion LH 
175-73121-2 a CLAMP ASSEMBLY, Camera station 1A and 1B camera mount camera. 3 
trunnion RH 
-27 175-73123-1 * . BASE ASSEMBLY, Camera station 1A and 1B camera mount... 1 
camera trunnion clamp LH 
175-73123-2 . . BASE ASSEMBLY, Camera station 1A and 1B camera mount . . . 1 
camera trunnion clamp RH 
-28 RD206SH6.5L A - . INSERT, Rosan two piece locked in insert internal . . . 1 
threaded type (ROSN) 
-29 RL28SB8 . + . RING, Rosan two piece locked in insert internal . . ... 1 
threaded type (ROSN) 
-30 175-73122 s . LOCK, Camera station 1A and 1B camera mount camera . . . . 1 
trunnion clamp 
-31 NAS144 -4 s . BOLT, Internal wrenching steel 1/4- ο L6 eu r de Sey ers 1 
-32 NAS184 -4 -8A 5 $ STUD, Fine thread. . . a nat ον 1 
-33 175-73271 A . HANDLE ASSEMBLY, Camera station 1A and 1B camera . | — 1 


mount trunnion clamp 
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H-175-73 -18 


FIGURE 444 - CAMERA MOUNTING AND CLAMP RINGS 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
444 CAMERA MOUNTING AND CLAMP RINGS 

175-73105-3 . RING ASSEMBLY, CA8 camera mounting complete. . . . . . . . . Ref 
(see figure 436 for next assembly) 
175-73105-5 . RING ASSEMBLY, CA8 camera mounting complete. , . . . . . . . Ref 


(see figure 436 for next assembly) 


-1 175-73107 . . RING ASSEMBLY, GAS camera mounting. SUS. «δρ aug wo gud ὑφ 1 
-2 RL28SB8 . . . RING (ROSN). QA ον ee A av ws Or A NP GIC d Cet lon Ne vel Mer, 6 2 
-3 RD206SH6 -5L « « x» INSERT (ROSN). ο: Ses SS, Ie ses fep Bor de. enm ολο uer" i os, 2 
-4 NAS183-4-9A . . . STUD, Coarse thread. > os : v vig n > 2 
-5 175-73166 . . HANDLE ASSEMBLY, CA8 camera clamping ring trunnion clamp. 1 
-6 175-73271 +. . HANDLE ASSEMBLY, Camera station 1A and 1B camera mount. . 1 
trunnion clamp 
-7 NAS144-14 . . BOLT, Internal wrenching steel. . . . s e a e 4 ee eee 2 
-8 175-73122 . . LOCK, Camera station lA' and 1B camera mount camera. . . . 2 
trunnion clamp 
-9 7-0612-2 . . PIN, Dowl qud paced on 175-73105-3 on: ela te, Kos. ee 2 
-10 7-0612-2 " . ΕΙΝ, Dowl (DUC used on 175-73105-5 only). . . . . . +. +. 2 
-11 175-73165-3 "T NAMEPLATE, Camera station No. 1 CA8 camera mounting . . + 1 
s ring (used on 175-73105-3 only) 
175-73165-5 + . NAMEPLATE, Camera station No. 1 CA8 camera mounting... 1 
ring (used on 175-73105-5 only) 
-12 AN535-2-4 la SCREW.. +. . na ᾱ, € αι AS 4 
175-73106 s RING ASSEMBLY, nic camera clamp (see' fig. 436 for next assy) Ref 
-13 175-73106-3 . . HALF RING, K17C camera clamp... a E DA DU 1 
-14 175-73106-5 A . HALF RING, K17C camera clamp. +. +. +. +. +. +. sess ο ο 1 
-15 AN310-4 "νην." 2 
-16 AN960D416 A . WASHER... +. o a οι ὡς UD IE δν ον 4 
-17 2W1-20-28-40 ` l WASHER; Plain (NA). vs 5 dore E s UNUS 2 
-18 175-73132-1 - . LOCK ASSEMBLY, Camerà clamping ring e ow.» 3. x wu Ss 2 
-19 AN4-51 S 3 Βου τω ο FOS δις αν δν vee: dfe d de Ὁ φον. ον cS Sum ue os 2 
-20 7-0612-2 . . ΕΙΝ (ους)... . S acd. τῷ ata. δν DX τὸ ee 2 
175-73167-3 . . NAMEPLATE, K17C camera “clamp. D Xe ος ES -—'»— 1 
AN535-2-4 a ow o SCREW wx xo es $4: ος a lor IS A 4 
175-73108 . RING ASSEMBLY, T11 camera “clamp (see fig. 436 for next assy) Ref 
-21 175-73108-3 . . HALF RING, ΤΙ] camera clamp . . . . . ss s e «© e «© © @ « 1 
-22 175-73108-5 . . HALF RING, Tll camera clamp . . . . 4. ++ 2 e+ ee eee 1 
-23 AN310-4 s cw ΝΟ ος Fos ls ede iat 6e We αἱ aoe or at WE. ae Ser δα ws 2 
-24 ΑΝΟΘΟΡΗ16 + . WASHER. . . ο ο ο πα ο E το, δ. Ὁ 5 4 
-25 2W1-20-28-40 + . WASHER, Plain (NA). S18 i ο ο ο dem ορ 2 
-26 175-73132-1 . . LOCK ως Camera clamping TING x 45 ὁ ο ὁ ἡ £05 2 
-2T ANY-51 + . BOLT. ... ose qw enm ci Lo Me ο 48 a Vs ο. 2 
-28 7-0612-2 + . PIN (DUC). WO Wow VSS ο ο S2. a 08. DISS a ae o 2 
175-73167-5 . . NAMEPLATE, Til camera CLAMP o. ax omes es Tex «ss 1 
AN535-2-4 so SCREW o V 4 o9 oo e a E a Te Ὁ TE a 4 
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H-175-73-17A 


FIGURE 445 - CAMERA ACCESSORIES 
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Group Assembly Parts List 


M ——— —— — — — — ——M— —— M M —————À— — ——————————— 
FIGURE & 


INDEX NUMBER 


145 


-10 
-11 
-12 
213 
-14 





PART 


175-73210 
175-73170 
No Number 


153-73105 
153-73109 
AN315-4R 
AN936A416 
2W1C16-24 -64 
153-73106 
B57 
153-73107 
AN365-428 
ANQ60-416L 
AN4-7A 
153-73108 
AN365-428 
453-416-24 
ANY-14 A 
153-731240 
153-73215 
153-73215-9 
AN365-1032 
AN42-3 
NAS43C3-74 
AN3-16A 
153-73217 
AN393-9 
AN393-17 
AN393-13 
153-73215-3 
153-731237 
153-73216-9 
153-73216-7 
153-73215-7 
153-73215-5 
175-73213 


635-1 
153-731234 


635-1 
153-731236 


635-1 

-2 
175-73197 
175-731124 
175-73196 
175-13196-3 
175-73196-7 


AN253-2-250 
175-53008 
AN365-1032 
ΑΝΟΘΟΡΙΟ 
AN3-20A 
175-13127-1 
175-73127-2 
688-3-14FR 
175-73506 


AN505-6R10 
ΑΝΟΘΟΡ6 
AN365-632 


. ANTOOÓ-1 


1 


2 3 4 5 6 7 


NOMENCLATURE 


LOOSE EQUIPMENT INSTALLATION (see figure 436 for additional 


. . ο: 5 n8] 


breakdown) 


HOIST INSTALLATION, Camera (see figure 436 for next assembly) 
HOIST ASSEMBLY, Camera (see, figure 436 for next assembly) 


HOIST, 1/4 ton capacity "Mighty Midget" with 84 in. 
(Utilities Supply Co. 

TROLLEY ASSEMBLY, Camera hoist (see figure 424 for next 
BRACKET ASSEMBLY, Camera hoist trolley ird UE CS 
NUT x ο omo» ta 

. WASHER . . ο rum 

. WASHER, Plain (NA) . i 2 ae 
ROLLER ASSEMBLY, Camera “hoist roltey. 

BEARING, Needle type DC (TOR) . . 
SHAFT, Camera hoist roller . . . . . 
NUT. . : 
WASHER due v. Sak o o UR LR) GS de ue ue 
BOLT 2 c» 

BRACKET, Camera. hoist trolley lower. viet ui rie 
NUT. . ΝΕ iw erue m We ve. 
SPACER, “Bolt (NA). re 1 δι a EA Ee GE Ee du Wow 
BOLT 4. . « « ‘ 
LOCK ASSEMBLY, Camera “hoist “trolley "friction x 


SLING ASSEMBLY, Camera hoist (see fig 436 for ο 


SPREADER BAR, Sling ad camera hoist. . 
NUT. το ose ce EE ο e NN dh Cei im tes te 


BOLT... Nie Paty, aie Eye ο ο ο os 
SPACER, Screw. and “bolt E TO E 
BOT... 
BLOCK, Camera hoist sling “Bl planer cable “attaching. 
PIN. ees 9 5 o αν "m Sis 
PING Ὁ ος δρα, ο, de δ € δις A a m ve da Li 
PIN drets dte ken cu Ὃν eet ferie 
PLATE, Sling assembly. camera hoist Rape ta ae er ee 
. LINK, Camera hoist sling Bl planer cable attaching . 
. CABLE ASSEMBLY, Camera hoist sling ......... 
CABLE ASSEMBLY, Camera hoist sling . . . . +. + 4 


. FITTING, Sling assembly camera hoist . . . . . . . . 
FITTING, Sling assembly camera hoist . . . . . . P 
STRAP ASSEMBLY, Camera trunnion hoist sling . . . . . + 
(see figure 436 for next .assembly) 
. BUCKLE (NJ). . : eben ws 
STRAP ASSEMBLY, Camera "horizontal carrying. φαν EE 
(see figure 436 for next assembly) 
BUCKLE (NJ). . . 
STRAP ASSEMBLY, Camera Απ magazine carrying. Saya, Mor OS" 8 
(see figure 436 for next assembly) 
BUCKLE (NJ). . . . . . Ic 
RING (NJ). . . . ο ο us Dai à 
TRUNNION, Type K38 aircraft camera “body ἐν Jeb ist ce eus 
(see figure 436 for next assembly) 
SUPPORT, Forward oblique AlO camera mount upper steady. 
(see figure 436 for next assembly) 
SUPPORT ASSEMBLY, Type A10 camera lens cone . . . +. + 
(see figure 436 for next assembly) 
BRACKET ASSEMBLY, Support assembly type A10 camera . 
lens cone 
DOOR ASSEMBLY, Support assembiy type A10 camera . 
lens cone 


» PIN... «ss «2... . 
- >» SPRING, Navigator map and data case cover . . 
NUDE o3 uw wc Wo» on RR RAR . 
WASHER . . +... . 9 « ο ο: ο. om on n . i 
BOT... co... 7 


. SUPPORT, Type “alo camera lens cone αν Ro pe Ὁ * 

. SUPPORT, Type A10 camera lens cone . . "P" 
STRAP ASSEMBLY, Harness bolt type (AP) . i ue 

SUPPORT ASSEMBLY, Type K37 camera shutter trip “unit a 


chain. 


assy) 


ee . 9 t! ng 


5 9 9 . t$ t| 9 9 n9 


e... 


ee eee 


UNITS USEABLE ON 
PER ASSY. CODE 
1 print 
1 
1 


Frem Pr PR PNR TO I H IS TO A OA RPE PO UO. A ES iS ie E PO. PO EN ERP PEP A 


PoP H H 


MODO HPERPPNENDHH 
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. AN O1-60AABA-!: 
Group Assembly Parts List 

LOOSE EQUIPMENT (Cont) 





FIGURE 446 - FUEL BOMB BAY DROP TANK INSTALLATION — 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
446 175-48404 TANK INSTALLATION, Fuel bomb bay drop . . . . . +... Ref 
(see figure 447 for next assembly) 
-1 AN6264-8D20 ὁ HOSE: ASSEMBLY. 2 ocre 02.20. 9.4. Q0» - Vos So cm ν΄: UNS e og m ον Ὁ 2 
-2 ANYHUA . BOLT. κ ών X * ὁ κ.α AA AAA w. ος xe: cel x Re? Sey Y 
-3 ANYH3A 7 BOUT. ee ok? Less A le ο eL ORT Ae Se GER RÀ Ge ee Oe ae A 4 














ΑΝ 01-60AABA-4 


LOOSE EQUIPMENT (Cont) 


Section || 


Group Assembly Parts List 














FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

s WASHER. . . s. Ge: eo ss ΝΕ 159 

-5 175-48479 . FITTING, Fuel bomb “bay “drop tank probe "drain. OE IEEE B 2 
-6 175-48491 : FITTING ASSEMBLY, Fuel bomb bay tank probe support. . . . . 2 
-τ ANYHS5A A LO A O NN AC ο . . 104 
-8 AN815-8D e UNION ώς oe E A A AT A A Ue to . 2 
-9 AF934-13 . PACKING . . . . $t τε“; ἃ" us 2 
-10 175-51019 A BRACKET ASSEMBLY, Fuel probe' instrument support φαν € RSS να 2 
-11 157-51097 $ . GROMMET, Fuel probe instrument support . . . . . . . . . . 2 
-12 AN365-1032 e. μα ο i ACIE auo LAND gef Ιω s pl a Mt a as ar 5 
-13 AN960D10 ν.. WASHERS. Go 0x. oo ace oe a ο ο ED A AA A LA. 9 
-14 AF934 -5 r PACKING .... ae ee LA 8 
-15 175-48195 A BOLT, Wing outer pànel “fuel tank vent line” support. x eg 4 
-16 175-48802-7 è LINE ASSEMBLY, Fuel bomb bay drop tank climb vent balance e a l 
-17 3H2-16-20 . HOSE (NA) . zw jer λεν ο see ως Gordy, dance 2 
-18 163-48261 % GASKET, Fuel "wing celis front spar “vent fitting . RO 1 
-19 175-48498 τ FITTING, Fuel bomb bay drop tank dive vent balance. . . ee. 1 
-20 ΑΝΠΗΤΑ 2 BOLT. oue 34s Ὁ 
-21 175-48498 4 FITTING, Fuel bomb “bay “drop tank dive vent "balance. EUM NEN 1 
-22 165-48299 E GASKET, Fuel cell wing outer panel access door. . οσον νι πε ὃς 1 
-23 175-48495 A DOOR ASSEMBLY, Fuel bomb bay drop tank access . . . ο δωσω «ο 1 
-24 AN507C1032R8 % « «SCREW. -4 BP am ανν 2 
-25 175-48495-5 : . RING, Door assembly füel bomb bay drop tank access . . . . 1 
-26 GRA200-6T32 i ` FLANGE (NEUS). $c a τν νῷ 1 
-27 175-48474 A . GASKET, Fuel bomb "bày drop tank climb vent balance qi ο” 2 
175-48027-1 Ὁ FILLER ASSEMBLY, Fuel bomb bay drop tank. . . . « « uw Ut. 1 

-28 175-48630 a . PIN, Bomb drop tank check valve hinge. . . . . . as ο ἐς US 1 
-29 ` 175-48628 : . SPRING, Fuel bomb bay drop tank check valve. . . . . . . . 1 
-30 175-48627 A +. VALVE ASSEMBLY, Fuel bomb bay drop tank filler check... 1 
-31 175-48624 A . FITTING, Fuel bomb Bay. drop tank filler. . . . . . . . . . 1 
-32 AF93À -40 š . PACKING. . . . "D 1 
-33 175-48626 A - WASHER, Fuel bomb "bay “drop tank "filler να uev tet ut iet s 1 
-34 175-48622 ` . NUT, Fuel.bomb bay drop tank filler. . . . . . . . s s 1 
-35 175-48623 A . TUBE, Fuel bomb bay drop tank filler , . . . . . . . . νο 1 
-36 AN737RM107 n « CLAMP, ν w a . 53^... e ceo τ 9 
-37 175-484101 F . BELLOWS, Fuel bomb bay drop. tank filler assembly o. ow Ὡς a 1 
-38 175-48497 ; . FILLER ASSEMBLY, Fuel bomb bay drop tank . . . . « Soa Sus 1 

ATTACHING PARTS 
AN3-7A "RE ο EIE. 
AN960D10L ert eter” Ger WASHERS: ον iom ce nos Immer ος as v s um. dU Rt un TN UA E O 
--2*--- 

175-48606 5 + . CAP ASSEMBLY, Fuel bomb bay drop tank filler. . . . . . 1 
175-48608 i . . GASKET, Fuel bomb bay drop tank filler cap assembly . . 2 
175-48496 * + . RING, Fuel bomb bay tank filler... w^. e ds 1 
175-48494 b > FLANGE ASSEMBLY, Fuel bomb bay drop: tank filler. . . . 1 

-39 175-48802-9 . LINE ASSEMBLY, Fuel bomb bay arop tank dive vent balance. . . 1 
-40 3H2-16-20 è HOSE (NA) . . τν ioo. ὁ 9 
-41 175-48498 : FITTING, Fuel bomb "bày drop tank dive vent balance. . . ar d 2 
-42 175-48489 : FITTING ASSEMBLY, Fuel bomb bay drop tank rear pump outlet. s 1 
-43 TF51300-6 A BOOSTER PUMP, Variable pressure submerged (TP). . . . ; 1 
-44 175-48473 A SUPPORT ASSEMBLY, Fuel bomb bay drop tank pump to pump "iine : 1 
-45 175-48195 š . BOLT, Wing outer panel fuel tank vent line support . . . . 1 
-46 175-48806 : LINE ASSEMBLY, Fuel bomb bay tank pump to pump. ....... 1 
-47 AF934-23 P PACKING . « ος . etena — OG i 
-48 175-48476 : FITTING ASSEMBLY, Fuel "bomb bay drop. tank front punp. Zr is 1 
-49 1111-516720 -  . VALVE OVERALL CHECK, Swing flanged size 24 (PA). ne 1 
-50 175-48475 GASKET, Fuel bomb bay drop tank from. pump housing assembly 2 
-51 175-48477 s HOUSING ASSEMBLY, Fuel bomb bay drop tank front pump . . . 1 
-52 1111-516721 -  . VALVE OVERALL CHECK, Swing flanged size 24 (PA). . . . ... 1 
-53 AN960Dl 16L . s WASHER S ο ce ie αφ. reel Ral we. Cel up. le e cafe Se Jee we Ὁ 
-54 AN924 -4D A NUT . ... ὃς ad etr ie a dad os cy 2 
-55 TF51300-6 ; BOOSTER PUMP, Variable pressure submerged (TP). of ὃν var Prat eee ως. τῷ 1 
-56 175-48802-5 P LINE ASSEMBLY, Fuel bomb bay drop tank pump to cell ..... 1 
-57 1175-48488 ; FITTING, Fuel bomb bay drop tank outlet . . . . . . T ADR 1 
-58 AN837-20D > ELBOW 4 eo e in e os φον A CES 1 
-59 AF934 -27 7 PACKING .... 4: ae 1 
-60 175-48485 z LINE ASSEMBLY, Fuel bomb “bay drop tank dive vent check, . . . 1 
-61 175-48485-5 a GASKET, Fuel bomb bay drop tank dive vent check . . Eu τς. 1 
-62 AN365-1032 5 Hiro αμ ών a OA νοκ de E MM 
-63 ΑΝΟΘΟΡΙΟ E 3 WASHER mor ο ο A A dra eae: od 
-64 AN520-10R10 è . SCREW. ... ENDE 3 
-65 No Number . . VALVE ASSEMBLY, “Fuel bomb "bày tank dive vent check (PA). . 1 

DIA design drawing No. 175-948409) 
-66 AN365-1032 a NUT... ο μας vow we 3 
-67 175-48195 A BOLT, Wing outer pànel “fuel tank vent line support. . RET 3 
-68 AN960D10 x^ WASHER. 4. ge shes δν το. bie: Soe Bo e Sep had [ose oe D 3 
-69 AN833-4D z-' «ELBOW. ρε gue c po EV Vow vus E o eh ste a Sine ee shee ο ος 1 
-TO AF934-7 . PACKING. . . . ^ Los ai τῷ 3 
-71 175-48802-27 $ LINE ASSEMBLY, Fuel bomb bày drop tank punp to pump seal drain 1 
-72 AN934 -4D " TEE . 1 
-73 175-48802-29 . LINE ASSEMBLY, “Fuel bomb “bay “drop tank pump to "puli- away "seal 1 
-TÀ 24242 . VALVE ASSEMBLY (KOE). Me ο πα p uz ui Ty 
-15 175-48478 3 FITTING, Fuel bomb bay drop defuel valve. . ; ; . . νο ας 1 
-τ6 175-48483 : FITTING, Fuel bomb bay tank sump drain. . . . . e . s a . .. 1 
-77 K83501-1 2 DRAIN VALVE, 7/16-20 straight thread (KOE). . . . . . . . . . 1 
-78 175-48403 7 CELL ASSEMBLY, Fuel bomb bay drop . . . .. . . e «νο ο ον 1 
e A A A AI DIE woe 
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Group Assembly Parts List 


ΑΝ O1-60AABA-l 
LOOSE EQUIPMENT (Cont) 








H-175-48-2B 
FIGURE 447 - FUSELAGE BOMB BAY DROP TANK INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
T 175-408501 TANK INSTALLATION, Fuselage bomb bay drop . . . . . . . . . e. . Ref 
(sée figure 436 for next assembly 
-1 175-48522 $ NUT, Fuselage bomb bay drop tank sway brace upper end . . η 1 
-2 175-48513 τ WASHER, Fuselage bomb bay drop fuel tank support bolt . . ë 1 
-3 175-48521 5 BOLT, Fuselage bomb bay drop tank sway brace upper end. . 3 1 
-4 175-48502 „s . CONTAINER ASSEMBLY, Fuselage bomb bay drop fuel tank. . . . . 1 
-5 175-48506-1 2 . FITTING ASSEMBLY, Fuselage bomb bay drop fuel tank aft . . 1 
drag LH 
175-48506-2 a + PITTING ASSEMBLY, Fuselage bomb bay drop fuel tank aft .. 1 
drag RH 
-6 175-48507 ο . ΕΙΝ, Fuselage bomb bay drop fuel tank aft drag fitting. 1 
-7 175-48511 , FITTING, Fuselage bomb bay drop fuel tank support. . . . . 1 
-8 175-48512 y . ROD, Fuselage bomb bay drop fuel tank support. . . . . . . 2 
-9 AN398-43 a so TIN. ας al a ο, sa Se a RS D 
-10 AN960D816 . f so WASHER; a. ο ο s οι lis ο meu pcm e as 6 
-11 AN365-820 st NUTS Wege u.c ο ο ο Το Lej ta Die νὰ ce rq. 2 
-12 AN8-21A' s z BOLT xoc) $e see ou a ue e a dex ce ca! αυ". 2 
-13 175-48504 z . FITTING, Fuselage bomb bay drop fuel tank support rod. . . 4 
attaching 
-14 175-48541 z + FITTING, Fuselage bomb bay drop fuel tank sway brace... 1 
attaching LH 
-15 AN397-29 s O 026 e ὁ ο ο Me ο ee) Re OUS ew VoU EE Rcg 2 
-16 ΑΝΟΘΟΡΤΙ6 E + WASHER . . . . . . . te ee . .« . ον or. s te ew we 4 
-17 175-48505 5 . FITTING, Fuselage bomb bay drop fuel tank sway brace... 1 
upper end 
-18 175-48508 . . TUBE ASSEMBLY, Fuselage bomb bay drop fuel tank sway brace  ? 
-19 175-48509 E + . FITTING, Fuselage bomb bay drop fuel tank sway. . . . . 1 
P brace lower end 
-20 .175-48510 a + . FITTING, Fuselage bomb bay drop fuel tank sway. . . . . 1 
: brace upper end 
-21 AN365-1032 : A m NUTA ο ο ο ο eee a xs e N REN A D sg 2 
-22 AN960D10 ὃ «s. ὧν WASHER; ο ο». ολ ο ο ο ο arte ο ο 2 
-23 AN3-20A A x RN 2 
183-54126 Ρ WIRING INSTALLATION, Electrical bomb bay ruel drop tank. . 1 
-24 9C1-3-22 - +. CHAIN, Safety (ΝΑ).........-......... 1 
175-48404 -  . TANK INSTALLATION, Fuel bomb bay drop. . . . . . Ref 
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(see figure 446 for detail breakdown) 

















Section [| 
Group Assembly Parts List 


ΑΝ O1-60AABA-4 


SYSTEMS 
: r 
Index No. . Nomenclature Figure No. 
1 7-33 ENGINE FUEL SYSTEM ........ + 393 xin 
2 7.33 ENGINE FUEL FILTER ........- . 393 δή, 
3 EXTERNAL DROP TANK .......+ +. de. 21 
4 FUEL AND AIR LINES WOP . . A T 
5 WCS DROP TANK FUEL AND AIR LINES . . . . 18 
6 FRONT FUSELAGE FUEL AND AIR LINES . . . . . 18 
7 FUSELAGE FUEL SYSTEM .... be we. ai dM 
8 R-2800 FUEL SYSTEM . . . . . . . . . . . . 410 





H-175-48-40 





FIGURE 448 - FUEL SYSTEM 
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Section 11 


-GOAABA-li 
Group Assembly Parts List AN DIXGOARBE 


SYSTEMS (Cont) 


Index No, Nomenclature Figure No. 
4 
1  REMOTE COMPASS TRANSMITTER . , | . sow wis 31 
2 PILOTS INSTRUMENTS PANEL...) ! - 162 
3 AMPLIFIER, Auto-pilot. IC Sg iid Ge ie ree 5D) 
4 ADAPTER COMPASS, Auto-pilot. . . . . | .. 159 
5 JUNCTION BOX, Auto-pilot P see. 159 
6 AMPLIFIER, Auto-pilot. . , . : oe ee ew. 159 
7 AMPLIFTER, Auto-pilot. πμ οι * 159 
8 PHOTO TECHNICIANS INSTRUMENTS PANEL. +. 159 
9 PHOTO RECORDER . . $ Y ik δις 3 Ἡ ww uw woo 59 
10 RUDDER BOOST PRESSURE TRANSMITTER. | + +. 167 
11 ELEVATOR BOOST PRESSURE TRANSMITTER, | ᾿ - 167 
12 WATER INJECTION PRESSURE GAGE. P 33 
13 POWER PLANT INSTRUMENTS. . . ; 117 «wow 412 
14 FUSELAGE FUEL QUANTITY GAGE. . . . ; . . . 160 
15 FUEL QUANTITY GAGE SYSTEM. . . s . . ων, 32 
16 JET ENGINE EQUIPMENT , . . . . . . εν... 390 





H-175-51-24 


FIGURE 449 - INSTRUMENT SYSTEM 





Index Νο. 


FORWARD FUSELAGE SURFACE CONTROL 


Nomenclature 


ΑΝ 01-60AABA-4 


SYSTEMS (Cont) 


Figure No. 


FUSELAGE FRONT SECONDARY SURFACE CONTROLS . 
FUSELAGE FRONT SECONDARY RH SIDE AND. . 


CATAPULT HOOK SECONDARY CONTROLS 


FUSELAGE INTERMEDIATE SECTION SURFACE. . 


CONTROLS 


FUSELAGE REAR SECTION SURFACE CONTROLS 


OUTBOARD WING PANELS SURFACE CONTROLS. 
AILERON OUTBOARD WING BREAK CONTROL... 
WING CENTER PANEL SURFACE CONTROLS 
AILERON CONTROL WING BREAK 


DROP TANK RELEASE, 
PARKING BRAKE, 
ARRESTING HOOK . 


AUTOMATIC PILOT RELEASE. 


CONTROL LOCK... 


CATAPULT HOLDBACK. . 


TIP TANK RELEASE 
FLAP DRIVE... « 


«... 9 n 


INBOARD 


. 


HORN 


. . ». t . +. t9 n9 
eoe 0 .... 9 n9 
. o... s.s 


$9 o 9 o9 9 o9 9 9 9  » ο 5 


168 
176 
177 
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Group Assembly Parts List 





FIGURE 450 - SURFACE AND SECONDARY CONTROLS SYSTEM 





H-175-52-28 
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i - -4 
Group Assembly Parts List ΑΝ 01-GOAABA 


SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 
1 QUADRANT «cw aoso covor poea raa da 408 
2 ENGINE THROTTLE CATAPULT . . 11117 407 
3 SYNCHRONIZER CONTROL UNIT TWO ENGINE | | 409 
LIMITED RANGE 
4 ENGINE CONTROL NACELLE FIREWALL CLUSTER . 407 
2 JET ENGINE CONTROL ROD ......,.., ΠΟΥ͂ 
6 ENGINE MIXTURE CONTROL ROD  ᾿ $a ναι pr d 407 
7 ENGINE THROTTLE CONTROL ROD . . . . . | 407 
8 ADJUST AND SECURE TIE ROD . `| $9 Gt. HOT 





© H-175-43-5 


FIGURE 451 - ENGINE CONTROLS SYSTEM 
802 








Section | | 


AN 01-60AABA-4 Group Assembly Parts List 


SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 
1 SAFETY VALVE. xod ab Ὁ ew cee ox «ο ari 203 
2 HEATER ; 4 o bedi st = Me idw ὦ οὐ ο. ὁ i^ ON 
3 CANOPY DEFROST MANIFOLD DUCT . . . . . . + 205 
m COOLING DUCT « 4. y 4 » * weis m Wo wo) 1200 
5 SUPERCHARGER . . . +. e s e e s eso o e . 207 
6 CABIN SUPERCHARGER RAM AIR VALVE . . . . . 209 
7 WINDSHIELD DEFROST MANIFOLD. . . . . +. +. + 210 
8 CABIN AIR DISTRIBUTION OUTLET. . . +. +. . + 911 
9 CAMERA COMPARTMENT WINDOW DEFROST HEADER . 213 
10 SWITCH . i € e s a a xx ο ας νεος αν ο. eh OLS 
11. BLOWER s s w e 4) 3.18 tee SO rr ΘΑ 
I2- IGNITION. ᾽ν. ὦ 4 :ο Hes x 0€ c) we ae we 0210 
13 BLOWER: a x Wox c» €*& OX κα ας 219 


H-175-53-63A 





FIGURE 452 - HEATING AND VENTILATING SYSTEM 
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. ΑΝ O1-60AABA-4 
Group Assembly Parts List 


SYSTEMS (Cont) 





Index No. Nomenclature Figure No. 
1 POSITION LIGHT = s : : : 2. a m E 5. 31 
2 APPROACH LIGHT ens 2996 Ὁ  ὁ Ὁ 37 
3 TRIM TAB CONTROL BOX . . .. ...... 64 
4 CIRCUIT BREAKER PANEL .......... 228 
5 AUTO PILOT JUNCTION BOX . . . « . . . . . 299 
6 BATTERY 4 2.9 co ο a ος, re Ses 230 
T VOLTAGE REGULATOR . . . . . . . . . . s s 233 
8 DOME LAMP . . . . . . . . . ....... 236 
9 PILOTS INSTRUMENT PANEL EQUIPMENT . . . . 948 
10 LH CONSOLE PANEL . .... . ........ 250 
ll CONTROLLER . > e .........2.,2^.. 253 
I2 INVERTER. ον w p 69 o» wey 99 ο 09 9 ὁ 254 
I3 "CONSOLE. -« 2 739266. € 340 e τς ὃν 255 
14 JET ENGINE DUCT DOOR MECHANISM UPPER . . 267 

: SWITCH 
15 FIRE DETECTOR se 2. $3 9 6 9x 08g 268 
16 GENERATOR... . . . . . ee eee eee 413 
IT STARTER 0.25 s ao e 3 o6 xk 3 x x. 9 413 
18 NACELLE JUNCTION BOX . . . . . ..... 435 





H-175-54-133 





FIGURE 453 - ELECTRICAL SYSTEM 
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Section Il 


ΑΝ 01-60AABA-4 Group Assembly Parts List 


SYSTEMS (Cont) 


Index No. ` Nomenclature Figure No. 


319 
320 


1 FLOW DIVIDER . « . . +. .. . «««. 
HYDRAULIC PRIMARY RUDDER BOOST VALVE 


3 RESERVOIR. 4 4 o 9 Woe ss ew ee a OTE 
4 HYDRAULIC EMERGENCY PUMP . aie era ars. 283 
5 ACCUMULATOR. . ......e- ον. 98 
6 RESERVOIR ASSEMBLY . . . . . . ©... . 285 
T FLOW DIVIDER .......... 4... ... 314 
8 RELIEF VALVE . . "IRA soe Bugs 
9 HYDRAULIC RUDDER BOOST PUMP. ....... 322 
10 HYDRAULIC AILERON BOOST ACTUATING CYLINDER 50 
11 HYDRAULIC BRAKE CYLINDER . . . . . . . . . 296 
12 HYDRAULIC ELEVATOR BOOST VALVE . . . . . . 327 
13 HYDRAULIC EMERGENCY RUDDER BOOST . . . . . 328 
14 HYDRAULIC RUDDER BOOST FILLER HAND PUMP. . 315 
15 HYDRAULIC UTILITY SYSTEM AND SELECTOR. . . 289 
VALVES 
16 HYDRAULIC FLUID COOLER. . . s. .. . . +. 43 
17 HYDRAULIC AILERON BOOST SWIVEL . . . . . . 49 





H-175-58-83 


FIGURE 454 - HYDRAULIC SYSTEM 
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Section [| 


. ΑΝ 01-60AABA-4 
Group Assembly Parts List 
SYSTEMS (Cont) 
Index No. Nomenclature Figure No. 
l RADIO EQUIPMENT STA O TO STA 224-5/8 . . . 333 
2 RECEIVER TRANSMITTER . . . . . . ow oves 333 
3 | RADIO COMPASS CONTROL . . . . . . a ey els 383 
4 CONTROL BOX . . . fe^ BE e deco des 333 
5  DYNAMOTOR . . . Sue m AE os 333 
6 RADIO MARKER BEACON ANTENNA à e. . 333 
f | RADIO EQUIPMENT STA 224- 2/9 q TO STA 691 se BST 
8 RADIO I.F.F. ANTENNA 5 a 3337 
9 ANTENNA VHF . . κ oo ala 899 


8ο6 








-- 


FIGURE 455 - RADIO SYSTEM 
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H-175-71-22 
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AN O1-60AABE-T Group Assembly Parts List 


SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 
1 RADAR EQUIPMENT . . . .. .. ο. P 339 
? ΑΝΤΈΝΝΑ........ de ent e ois Sox Wen ody 339 
3- "BLOWER UNIT. vxo OTRO PE eo SD SR ud 339 
4 MFGO/APX31 RADAR MODULATOR . . . . . +. . . 340 
5 GYROSCOPE UNIT .......... 340 
6: PERISCOPE ντο ios 2 sm Wow Sce Ἕν es a ee 341 





H-175-74-6 


FIGURE 456 - RADAR SYSTEM 
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Section fI 


-60AABA-}4 
Group Assembly Parts List ο αν 


SYSTEMS (Cont) 


Index No. Nomenclature Figure No, 
1 PILOT'S FORWARD OBLIQUE CAMERA SIGHT. . . 344 
2 VIEWFINDER. ............... 348 
3 TARGET RECORDING CAMERA . . . . . . . . . 344 
m FORWARD OBLIQUE CAMERA. . . . . . . . . . 344 
5 CAMERA STATION 3, 3A, 4 and 4A LEFT AND. 345 
RIGHT OBLIQUE AND ALTERNATE VERTICAL 
SIGHT 
6 STATION 2 PRIME VERTICAL CAMERA . . . . . 347 
7 STATION 1 TRI-METROGON CAMERA . . . . . . 343 











H-175-71-21 





FIGURE 457 - CAMERA SYSTEM 
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Stock Number 


Class 
Code 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 


Part 
Number 


E1066-201 
E1066-202 
E1069 
E1070 
E1082-5 
E1084 
£1085-3 
E1086 
E1088 


E1089 
E1090 
E1095 
E1127-101 


E1127-102 


E1128 
E1129 
E1132 
E1133-10 


E1133-15 


E1133-30 
E1136 
E1137 
E1138 


E1139 
E1140 
El142 
E1144 
E1146 
E1147 
E1148 
E1149 
E1150 
E1151 
E1152 
E1152-11 
E1153 
E1156 
E1157 
E1158 
E1159 
E1160 
E1161 
E1162 
E1163 
E1165 
E1167 
E1168 


E1169 
E1171 


E1178 
E1182 
E1183 
El1327 -3 
E1328 
E1329 
E1330 


AN 01-60AABA-4 


SECTION ΙΙ 


NUMERICAL INDEX 





Description 


MECHANISM ASSEMBLY, Wing center spar folding LH 

MECHANISM ASSEMBLY, Wing center spar folding RH 

PAD ASSEMBLY, Wing jacking 

EYE ASSEMBLY, Airplane hoisting 

CASE ASSEMBLY, Vertical stabilizer folding jack gear 

FITTING, Vertical stabilizer folding Jack attaching 

SCREW, Vertical stabilizer folding jack attaching 

GEAR, Vertical stabilizer folding Jack 

SHAFT ASSEMBLY, Vertical stabilizer folding jack 
handle attaching 

ARM ASSEMBLY, Vertical stabilizer folding jack crank 

GRIP ASSEMBLY, Vertical stabilizer folding jack handle 

BAG ASSEMBLY, Hoisting towing and jacking kit 

FITTING ASSEMBLY, Center spar wing folding mechanism 
outboard hinge LH 

FITTING ASSEMBLY, Center spar wing folding mechanism 
outboard hinge RH 

LINK ASSEMBLY, Wing folding mechanism center spar outboard 

LINK ASSEMBLY, Wing folding mechanism center spar inboard 

PIN, Front spar wing folding hinge 

RING ASSEMBLY, Wing outer panel and horizontal stabilizer 
hoisting 

RING ASSEMBLY, Wing outer panel and horizontal stabilizer 
hoisting 

RING ASSEMBLY, Vertical stabilizer hoisting 

SPACER, Center spar wing folding mechanism hinge serrated 

SLING ASSEMBLY, Horizontal stabilizer hoisting 

BRACKET, Horizontal stabilizer station 69 and station 
98.75 hoisting 

BRACKET, Horizontal stabilizer station 83.75 hoisting 

SLING ASSEMBLY, Wing outer panel hoisting 

STAND ASSEMBLY,  J33 engine 

CYLINDER ASSEMBLY, Hydraulic wing folding 

HEAD, Hydraulic wing foiding cylinder 

PISTON ASSEMBLY, Hydraulic wing folding cylinder 

CYLINDER, Hydraulic wing folding 

SLEEVE, Hydraulic wing folding cylinder 

NUT, Hydraulic wing folding cylinder 

BEARING ASSEMBLY, Hydraulic wing folding cylinder 

BRACKET ASSEMBLY, Hydraulic wing folding cylinder 

BRACKET ASSEMBLY, Hydraulic wing folding cylinder 

NUT, Hydraulic wing folding cylinder rod check 

CYLINDER ASSEMBLY, Hydraulic wing pin pulling 

END, Hydraulic wing pin pulling cylinder 

NUT, Hydraulic wing pin pulling cylinder jam 

CYLINDER, Hydraulic wing pin pulling 

HEAD, Hydraulic wing pin pulling cylinder 

SLEEVE, Hydraulic wing pin pulling cylinder 

PISTON ASSEMBLY, Hydraulic wing pin pulling cylinder 

FITTING, Hydraulic wing pin pulling cylinder rod 

SPRING, Horizontal stabilizer access ladder attaching 

SPACER, Vertical stabilizer folding jack handle shaft 

PLATE, Vertical stabilizer folding jack handle shaft 
bearing retainer 

SHIELD ASSEMBLY, Vertical stabilizer folding jack 
handle shaft dust 

SHIELD ASSEMBLY, Vertical stabilizer folding jack 
screw shaft dust 

PAD ASSEMBLY, Wing station O jacking 

FITTING ASSEMBLY, Main landing gear mooring attaching 

RING ASSEMBLY, Main gear tow 

RING, Main landing gear mooring attaching 

PIN, Main landing gear mooring attaching 

NUT ASSEMBLY, Main landing gear mooring attaching 

BOLT, Main landing gear mooring attaching 
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Stock Number 


Class 
. Code 


R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


R82NA 
R82NA 
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Part 
Number 


E1332 
E1343' 
E1344 
E1346 
E1347-105 


E1347-106 


E1348-5 
E1350-20 
E1372-101 
E1562 
E1602 
E1603 
E1604 
E1605 
E1701 
E1702 
E1788 
E1789-3 
E1790 
E1840 
E1866 
E1867 
E1868 
E1869 
E1870 
E1871 
HSP455 
HSP1258 


' HSP1260 


HSP1274 
HSP1274-2 
HSP1276 
HSP1382 
HSP1441 
PWA2733 
PWA2934 
T71 

T158 

T191 

T243 

T245 

T247. 

T248 

T249 

T250 

T257 

T260 
108-73089 
130-54217 
146-42504 
146-53079 
146-53084 
146-53085 
153-73105 
153-73106 
153-73107 
153-73108 
153-73109 
153-73215. 
153-73216-7 
153-73216-9 
153-73217 
153-731234 
153-731236 
153-731237 
153-731240 
156-53084 
156-73005 
156-73006 
156-73007 
175-73170 


_ 175-73213 





ΑΝ O1-60AABA-4 


Description 


PAD ASSEMBLY, J33 engine plenum chamber work 


SPRING, 
SPACER, 


Main landing gear mooring ring torsion 
Main landing gear mooring ring 


PIN, Front spar wing folding hinge pin retaining 
FITTING ASSEMBLY,  WCS folding mechanism inboard hinge 
(forging) LH : 
FITTING ASSEMBLY,  WCS folding mechanism inboard hinge 

(forging) RH 
FITTING ASSEMBLY, Front spar wing folding hinge (forging) 
HYDRAULIC EQUIPMENT ASSEMBLY, Wing folding 
GUARD ASSEMBLY, Hydraulic wing folding cylinder 
BUSHING, Hydraulic wing folding cylinder piston rod 
END ASSEMBLY, Hydraulic wing folding cylinder 
PIN ASSEMBLY, Main gear safety 
STOP ASSEMBLY, Main gear safety 
STOP SSSEMBLY, Auxiliary gear safety 
HOIST ASSEMBLY, Fuel tip tank sling 
STAND ASSEMBLY, Turbo installation hoist 


SPACER, 
BOLT, 


Wing center spar folding mechanism 
Wing center spar folding mechanism 


RETAINER, Wing folding mechanism attaching bolt 


SPRING, 
SHAFT, 
RING, 


Compression 
Vertical stabilizer folding jack internal 
Vertical stabilizer folding jack screw shaft thrust 


END ASSEMBLY, Vertical folding jack gear case 


SHIM, 


Vertical stabilizer folding jack thrust 


BEAM ASSEMBLY, Vertical stabilizer folding jack attaching 
PIN ASSEMBLY, Vertical stabilizer folding jack attaching 


WRENCH, 
HANDLE, 
WRENCH, 
WRENCH, 


Dome retaining nut 

Propeller dome lifting 

Stop lever adjusting 

Propeller retaining nut and oil transfusion housing 


ADAPTER, Retaining nut wrench 


WRENCH, 
WRENCH, 


SLING, 


WRENCH, 


Servo piston and dome lap 
Blade seal nut 

Propeller hoisting 
Propelier shaft plug nut 


SLING ASSEMBLY, R2800 engine 
PROTRACTOR ASSEMBLY, Surface control 
PROTRACTOR ASSEMBLY, Surface control 
CONTAINER ASSEMBLY,  Protractor 


WRENCH 


ASSEMBLY,  R2800 engine flexible mount 


EXTENSION ASSEMBLY, Spark plug wrench 


WRENCH, 
WRENCH, 
WRENCH 
WRENCH 
WRENCH, 
GAGE, 


Oleo spanner 5 in. to 8 in. 

Socket 3-3/8 hexagon and 4-3/8 pin 
ASSEMBLY,  R2800 engine flexible mount 
ASSEMBLY,  R2800 engine flexible mount 

Drop fuel tank front support pin 
Main landing gear wheel door locks over center 


COVER ASSEMBLY,  Pitot tube 
TOOL ASSEMBLY, Electric pressure disconnect fitting 
COVER ASSEMBLY, Jet exhaust pipe - 


LADDER 
SPRING, 
BUMPER 


ASSEMBLY, Main entrance 
Entrance ladder bumper catch 
ASSEMBLY, Entrance ladder 


TROLLEY ASSEMBLY, Camera hoist 


ROLLER 
SHAFT, 


ASSEMBLY, Camera hoist trolley 
Camera hoist roller 


BRACKET, Camera hoist trolley lower 
BRACKET ASSEMBLY, Camera hoist trolley upper 
SLING ASSEMBLY, Camera hoist 


CABLE ASSEMBLY, Camera hoist sling 


CABLE ASSEMBLY, Camera hoist sling 


BLOCK, 


Camera hoist sling bi-planar cable attaching 


STRAP ASSEMBLY, Camera horizontal carrying 
STRAP ASSEMBLY, Camera A-14 magazine carrying 


LINK, 


Camera hoist sling bi-planar cable attaching 


LOCK ASSEMBLY, Camera hoist trolley friction 


GUARD, 


Crew entrance door ladder 


COVER ASSEMBLY, Engine 


SPRING, 
HOOK, 


Engine cover propeller opening 
Engine cover tie-down 


HOIST ASSEMBLY, Camera 
STRAP ASSEMBLY, Camera trunnion hoist sling 


Usable 
Source on 
Code Code 


5. 
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Micro- 
Film 
Index 


E-668 
A-307 
A-308 
A-309 





H-194 


XH-1 

XE-253 
XH-314 
XK-384 


XK-385 


XH-403 
P-101 
C-359 

XL-211 
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£1066- 1 . 2J-291 
El066- 2 -1Ρ1]Γ 2J-291 E1157 2| E-664 
E1066- 3 2J-291 E1158 4| Α-297 
E1066-101 23-291 £1159 2 A-298 
E1066-102 24-291 E1160 2| ς-522 
E£1066-201 E1161 2| Α-299 
E1066-202 £1162 2| XA-121 
£1066-301 24-291 E1163 2| Α-300 
| Ell64- 3 2 2c-2 
E1066-302 24-291 Ell64- 5 2 20-2 
E1166 1| 22-296 
R82NA £1067 2] 2F-651 Ε1166- 3 1| 22-296 
E1068- 10 1 2C-1 E1166- 5 i| 24-296 
E1068- 20 1 2cel Ell66- 7 i| 23-296 
R82NA E1069 2| 2F-652 E1166- 9 1| 2J-296 
E1069- 3 2| 2F-652 E1166- 10 1| 234-296 
E1069- 5 2| 2F-652 E1166- 11 . 1| 24-296 
R82NA E1070- 3 3 Ell66- 13  ' 1| 24-296 
RB2NA El071- 3 i| 2F-653 E1166- 20 : 1| 22-296 
E1073- 3 2| 2F-654 E1166- 30 1] 24-296 
R82NA E1074- 3 i| 2F-655 E1166-100 4| 23-296 
E1075- 3 1| C-503 E1166-109 i| 2J-296 
£1076- 3 1| 2F-656 E1166-111 1| 2J-296 
E1082 1 2U-1 Ε1166-113 1| 254-296 
E1082- 5 1 2U-1 E1167 1| 4-303 
R82NA E1084 1 E1168 1| Α-304 
R82NA E1085 3| 2F-657 E1169 . 1| ς-524 
R82NA E1085- 23 i| 2F-657 E1169- 3 1| ς-524 
R82NA  |t1086 1| A-292 E1169- 5 1| C-524 
R82NA E1086-201 6| Α-292 E1169- 7 1| C-524 
R82NA E1087 i| A-293||R82NA E1171 i| C-527 
E1088 1| C-505||R82NA E1171- 3 i| c-5s27 
E1088- 3 1| C505 Ε1171- 5 1| ς-527 
E1088- 5 1| c-505 E1171- 7 1| C-527 
£1088- 7 1| C-505||R82NA E1178 1 26-1 
E1089 i| c-506 E1178- 3 1 26-1 
R82NA E1089- 3 1 C-506 E1178- 5 4 26-1 
E1039- 5 1| C-506||R82NA E1182 4| H-192 
t£1089- 7 1| C-506||R82NA E1183 οἱ 24-297 
E1089- 9 1| C-506 E1183- 3 1| 22-291 
E1090 11| A-294 E1183- 5 1| 22-237. 
E1090- 3 1| A-294 E1183- 7 1| 22-297 
E1090- 5 1| A-294 E1183- 9 1| 22-297 
E1095 1| 22-292 r Ε1182- 11 1| 22-297 
E1127- 1 2| 29-293] |R82NA E1326 4| C-533 
£1127- 2 1| 22-293||R82NA E1327- 3 4| E-667 
£1127- 3 1| 22-293| | R82NA E1328 4| C-534 
E1127- 4 1|. 22-293 E1329. 4| ς-535 
E1127- 5 2| 22-293 E1329- 3 4| C-535 
E1127-101 1| 22-293 E1329- 5 8| C-535 
R82NA E1330 4| A-4306 
E1127-102 1} 2J-293||R82NA E1332 1| E-668 
E1128 4| ς-208 E1332- 3 8| E-666 
E1332- 5 1| E-668 
E1128- 3 4| C-508 £1343 4| A=307 
E1129 4| 20-519 E1344 οἱ A-3208 
E1347- 3 1| 24-2998 
E1129- 4| 20-519 E1347- 4 1| 24-299 
E1131 4| 20-520 E1347- 5 1| 2J-298 
R82NA E1136 4| C-515 E1347- 6 1| 22-298 
R82NA £1137 4 : E1347-103 i| 2J-298 
R82NA E1140 4| 2J9-295 E1347-104 1} 2J-298 
RB2NA E1144 \ 2| XH-473 E1347-105 1] 23-293 
E1347-106 i| 22-298 
. E1350 2| 24-300 
E1146 2 C-517 E1350- 10 
R82NA E1147 2 E-660 E1350- 20 
E1147- 3 2| ` E-660 £1350- 30 i| 22-300 
E1147- 5 2 E-660 E1351- 3 2 26-2 
R82NA £1148 2| E-661 £1351- 7 2 26-2 
RB2NA E1149 2| C-518 E1351- 9 2 26-2 
R82NA £1150 4| C-519 E1351- 13 2 26-2! 
E1351- 15 -2 26-2 
R82NA £1151 2 ς-520 Ε1351- 17 1 26-2 
£1151- 3 2| c-520 Ε1351- 19 1 26-2 
E1152 2 E1351- 21 1 26-2 
E1152- 3 4 E1351- 23 1 26-2 
El152- 5 4 E£1351-111 1 26-2 
Ε1152- 7 2 E1352 9|. XH-47^ 
Ε1152- 9 2 E1352- i| XH-474 
E1152- 11 2 E1372 ΄ 1| H-197 
R82NA E1153 E1372- 3 2| H-197 
RB2KA E1156 E1372- 7 4| H-197 
9 2| H-197 


E1372- 
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E1372- 13 
E1372- 15 
€1372-101 
E1562 
E1602 
El602- 5 
£1603 
E16C3- 5 
E1603- 7 
E1604 
E16C4- 
E1604- 
E1604- 
E1604- 
£1604- 
E1604- 
E1605 
E1605- 
E1605- 
E1605- 
E1605- 
E1605- 
E1701 
E1701- 
E1701- 
E1701- 
E1701- 
E1701- 
E1701- 
E1701- 
E1702 
E1705 
E1705- 
E1705- 
E1706 
E1788 
E1789 
E1789- 3 
E1790 
E1832 
E1832- 3 
E1832- 5 
E1832- 7 
E1832- 9 
E1832- 11 
E1832- 13 
15 
17 
19 







R82NA 
R82NA 





R82NA 





R82NA 
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R82NA 


E1832- 
E1832- 
E1832- 
E1832- 21 
E1832- 23 
E1832- 25 
E1840 
E1842 
E1844 
El844- 3 
El844- 5 
E1844- 7 
E1844— 11 
E1844- 13 
E1865 


E1866 

E1867 

E1868 

E1869 

E1870 

E1870- 3 
E1870- 5 
E1870- 7 
E1870- 9 
E1870- 11 
E1870- 13 
E1870- 15 
E1870- 17 
E1870- 19 
E1870- 21 
E1870- 23 
E1871 

£1871- 3 
E1871- 5 
E1871- 7 
E1873 
E2654 
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CLASS CODE 











E2655 
E2656 
E2671 
T120 
T120- 
T120- 
T120- 
T120- 
Τ120- 
Τ120- 
T120- 
T121 
T121- 
T121- 
Ti21- 
Ti21- 
Ti21- 
T121- 
T121- 
T121- 
T158 
T291 
T191- 
T191- 
T191- 
T7191- 
T245 
T247 
T248 
T248- 
T248- 
T248- 
T249 
T257 
T260 
T71 
10126-1 
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1Ε3 
1F3812L 
1F3C6s 









1J1-3-2 









1N1-3 
1N1C14 
1N1C16 
1N1C4 


1N1C5 
1N4-1018 
1N4-1216 
1N4-1614 
1N6-24 
1N6-30 
1N6-34 
1N6-38 
1Ν6-50 
1N7-14 
1N7-20 







24-305 









20-527 










1N7-4A 







1P6 











24-306 
24-306 
243-306 
24-306 
2J9-306 
2J-306 
20-529 
2D-529 
2D-529 
20-529 
20-530 

































1P6s 
1P7 
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|10140-27 
10140-28 


1J1-1-1-3 
1J1-1-1-5 
1J1-71A2-4 
1J1-1A2-6 
1J1-2-2-4 
1J1-2-2-6 
1J1-2-2-8 


1J1-3-2-6 








1R11-8-065-428 
1R12-6-044-428 
1R11-12-049-524 
1R12-6-049-428 
1R12-8-.049-524 
1R12-8-.035-524 






¡SOURCE 
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438 - 36 


A ss 


> h 
AN 


m 
N£rnurmn 


re 


NUN ewww 

























m 
M^ OMNI] RON AR 


μα 
An 























NNr=o0rpans 





FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


20-542 
2D-542 
2D-542 
20-542 
2D-542 
20-542 
2D-542 
20-542 
20-542 


20-20 
26-20 
26-20 
26-20 
26-20 
20-543 


26-21 
26-21 
26-21 
26-21 
20-544 
C-546 
20-545 
C-538 
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28| FIGURE MICROFILM STOCK NUMBER = FIGURE | TOTAL| MICROFILM 
[cuass cone] -  PARTNUMBER |32| AND INDEX NUMBER | [CLASS CODE 38 | AND INDEX| ary. 
1R12P12-0T5-524 188 - 47 120-58239 ή το 2| A-331 
P 














ο 
p 


ΒΘ3ΝΑ 120-58241- 
R82NA 120-58242- 
R83HA 1207-58242 
120758244 - 
R828HA 130731217 
130-31412- 
130-43124 
R82NA 130-48111 
130-48215 


1212P12-065-624 
1R4-10 
184-8 
1R8P4-428 
18R8P5-428 
1R8P8-428 
1V4-14-30 
1V4-20-30 
1V4-3-30 
1V4-32-30 
1V4-6-3C 
1V4-3-30 
1V5-20-30 
1v7-10-30 
1v7-20-30 
1V7-6=30 
1V7-8-15 





m 


ο i) PO MRR ROD 


175 - 18 
AX8-113 
AXB-114 
A-333 
20-561 
A-335 
XH-3 
2G-28 


TO γα fO 


One i 


mn 
+ 


e 
wo 
Ρο 














~ 
N 


RB3N 
πας 
A-2337 


130748453 
130-51066 


UD 


20-30 
20-20 
20-562 
20-563 
20-564 


130-52084- 

130-52084- 
R82NA 130-52106 
R82NA 130-52107 
R82NA 130-52115 


o m ο ο ο ¿urna 


E) 















ο... 






P 
P 
P 
10B1 1 130752117 H 26-21 
1051-1-3-4-5 2 130-52147 1 20-32 
10B1-2-4-7 2 130-52148 m1 20-33 
10B1-3-10 2 130-52148- 141 20-33 
1081-3-3-3 2 R82NA 130-52149 | PL 
10B1-3-3-4 1 130-53032 141 A-340 
1081-3=-=3=5 4 130-53145- idi 
1081-3-3-7 2 
10B1-4-3-11 2 130-53145- 
RITNA 10B1-4-3-5 2 130-53145- 
1051€3-4-7 1 130-53146- 
1982-45-12 1 130-53446- 20-565 
10C2A3-57 4 130-55441- 20-566 
10ς2Α4-27 8 130-53448- 20-567 
10C2816-62 1 130-53455- ΧΑ-127 





ΧΑ-127 
XA-127 
20-568 
20-565 
XA-128 
ΧΑ-128 
XA-128 


130-53455- 
130-53455- 
130-53456 
130-53456- 
R828A 1307-54217 
130-54217- 
130-54217- 


10cC2821-153 
10C2821-33 
10C2E4-28 
10C2E6-39 
19C2E3-124 
10C2E8-25 
10C2E3-30 





































w 


^w 








4m) d S e m e RP eo IN). IND. ο ES ο ES ERA D RS ES. RP RS RS ES I EB RRR RS INO C. ον 


102-54256- 3 XE-145 130-54280 A-2343 
102-54265- 3 130-58205- 3 C-575 
1068-73089 AXN=31 130-58205- 4 C-575 
108-73089- 2 AXN-31 130-58205- 5 C-575 
108-73089- 3 AXh-31 130-58205- 6 C-575 
108-73089- 4 AXN-31 130-58205- 10 C-575 
109754260 €-555| | R83NA 130-58449 

109-63035 20-555) | R83NA 130-58499 Α-344 
109-63040 s 13058508 

117-31824- 2 2D-556| | ΑΘ3ΞΝΑ 130-58508- 

117-31824- 3 20-556 1307-71079 20-37 
117/=31324- 11 1 2D-556 13090-71080 2C-38 
117-31825- 2 26-30 130-71098 2C939 
117-31825- 3 26-30 130-71127 26-34 
11731523 ὁ 130-71127- 26-34 
117-31825- 5 130-71127- 20-54 
117-31825- 6 130-71127- 25-34 
117-31625- 7 130-71127- 26-34 
117-31825- 9 134-31423 20-40 


117-31893 
117-42605 
117-47057 
117-47062 
117-47066 
117-5176€ 
117-53056 
120-31827 
120-31837 
120-31862 


134731908 A-7350 


134-31916 41 A-351 


134-31918 
134-42115 
134-48063* 
134-48057 0% A-352 










ον I) UO) i i OQ OS FO PO 8 45 D 4 P IN) O0 [0 fO. e e [IO PD IN). A IS e rS Ne 


R62iNA 


































R82NA 120-33144 1 134-48068 8| A-353 
120-33144- 2 1 
120-33144- 3 1 134-48285 2| XE-146 

REZNA 120-48526 8 134-48285- 2| xE-146 

REZHA 120-48528 4 134-48285- 2| XE-146 
120-48528- 2 4 134-48285- 2| XE-146 
120-48528- 3 4 134-48301 6| A-354 
120-48528= 4 4 134-48302 6| A-355 
120-48546 4 134-48305 8| C-582 
120-51086 3 134-48305- 8| C-582 
120-54198 REF 134-48305- 8| ς-562 
120-58237 i 134-48309 4| A-356 
120-58238 1| 2c-27||R82NA 134-48331 4| 20-572 
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STOCK NUMBER 


| CLASS CODE | PART NUMBER 


STOCK NUMBER 
[PARTNUMBER | PARTNUMBER | 


CODE | 


CLASS CODE 








R82NA 134-48332 





















R83NA 134-58335 











R83NA 134-58472 
134-58472- 


134-73311 



















































































814 


































































































































142-54102 
142-54122 
142-54122~ 
142~54123 
12142-61010 
142-68019 
144-31530 
144-47035= 







Gun 













144-58269 












1456-11006- 


144-958152- 
145-31714-100 














, 4| 20-573 142-31871- 7 4| C-604 
134-54208 hl = 2 142-31871- 9 4 
134-54208- 3 2 142-31871= 11 4 
R82NA 134-54210- 5 1 142-31871- 13 4 
R82NA 134-54210- 6 3 R82NA 142-31871- 15 2 
134-54210- 7 1 R82NA 152-31871- 17 2 
134-54214 1 142-51054 2 
134-58164 1 R82NA 142-51055 1 
R82NA 134-58164- s 2 142-51055- 10 1 
134-58330 6 142753035 3 
134-58330- 5 4 
R83NA 134-58331 6 


w 


2 
134-73311- 3 3 144-41035- 4 
134-73211- 4 6 144-47035= 5 
134-73311- 5 6 144-47035= 6 
134-73311- 6 6 144-47035= 7 
134-73311- 7 6 144-47035= 30 
134-73311- 8 6 144-48150 
134-73313 1 144-48150= 5 
134-73313- 3 1 144-52135 
134-73330 2 144-53518 
140-52425 3 144-58136- 


w 


144-58140 
140-53040 144-58142 
140-53095- 3 1445-58142- 3 
140-53095= 5 144-58152 
140-53095- 6 |144-58152- 
140-53096 144-58240 
140-53097 

140-53122 


7 


145-73578 
140-53329- 3 ΧΑ-130 146-00001 AXE-24 
140-53329- 5 146-00010 24-322 
14540-54047 


146-10001-201 


R83NA 140-58418 146211006 ΑΧΕ-25 
R82NA 140-68046 146-11006- 1 AXE-25 
141-43023 146-11006- 2 AXE-25 
146-11006= 3 AXE-25 
141-47007 146-11006- 4 AXE-25 
141-47007- 3 146-11006- 5 AXE-25 
141-47007- 4 146-11006- 6 AXE-25 
141-47027- 5 146-11006- 7 AXE-25 
141-47007= 6 146-11006= g AXE-25 
141-56170 146-11006- 9 AXE-25 
R82NA 146-11006- 11 AXE-25 
141-58154- 2 R82NA 146-11006- 12 AXE-25 
141-58155 146-11006- 13 AXE-25 
141-58156 146-11006- 17 AXE-25 
R82NA 141-58157 146-11006- 19 AXE-25 
R83NA 141-58158 146-11006- 21 AXE-25 
R83NA 141-58332 146-11006- 22 AXE-25 
R83NA 141-58333 


2 AXE-25 

146-11006- 24 AXE-25 

R83NA 141-58334 146-11006- 27 AXE-25 
146-11006- 29 AXE-25 

R83NA 14541-58396 1 146-11006- 30 AXE-25 
142-31585 4 146-11006- 33 AXE-25 

R82NA 142-31586 4 146-11006- 34 AXE-25 
142-31587 4 146-11006- 35 ΑΧΕ-25 
142-31588 4 146-11006- 36 ΑΧΕ-25 
142-31589 8 146-11006- 37 ΑΧΕ-25 
142-31592- 3 4 146-11006- 38 AXE-25 
142-31592- 5 4 146-11006- 39 AXE-25 
142-31593- 3 4 146-11006- 40 AXE-25 
142-31594 4 146-11006- 42 AXE-25 
142-31595 1 146-11006- 44 AXE-25 
142-31595- 3 4 146-11006- 45 AXE-25 
142-31836 2 146-11006- 46 ΑΧΕ-25 
142-31836- 3 2 146-11006- 47 AXE-25 
142-31836- 5 2 146-11006- 48 AXE-25 
142-31836- 7 2 146-11006- 49 ΑΧΕ-25 
142-31836- 9 2 146-11006- 50 AXE-25 
142-31871 4 146-11006- 53 AXE-25 
142-31871- 3 4 146-11006- 54 ΑΧΕ-25 
142-31871= 5 2|. 146-11006- 55 AXE-25 














FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 
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Section lll 
AN O1-60AABA-4 Numerical Index of 


Contractor Parts 
ν FIGURE TOTAL] MICROFILM 
ES AND INDEX NUMBER 






















STOCK NUMBER 
| CLASS CODE | PART NUMBER 


TOTAL| MICROFILM 
QTY. | NUMBER 







STOCK NUMBER ν FIGURE 
CLASS CODE PART NUMBER 3 S| AND INDEX 
Pl] 12 - 5 


























































































































































































































































146-11006- 57 2| AXE-25| JRB2NA 1456-11031- 1 1| 22-324 
146-11006- 59 8| AXE-25| |RB2NA 146-11031- 2 P1| i2 1| 24-324 
146-11006- 63 2| AXE-25 146711032 1| AXE-28 
146-11006- 65 2 R82NA 146-11032- 1 2| AXE-28 
146-11006- 67 4 R82NA 146-11032- 2 2| AXE-28 
146-11006- 69 2 146711033 1|AXo-122 
146-11006- 73 2 146-11033- 3 4| AXB-122 
146-11006- 75 2| AXE-25 146-11033- 5 2| AXB-122 
146-11906- 77 2| AXE-25 146711034 1| AXE-29 
146-11015 1| AXE-26 146-11034- 1 AXE-29 
146-11015- 1 REF| AXE-26 146-11034- 2 AXE-29 
146-11015- 3 AXE-26 1ἑ6-11034- 3 AXE-29 
146-11015- 4 AXE-26 146-11034- 4 AXE-29 
146-11015- 6 AXE-26 146-11034- 5 ΑΧΣ-25 
146-11015- 7 AXE-26 146-11034- 6 AXE-29 
146-11015- 8 AXE-26 146711035 AXE-30 
146-11015- 9 AXE-26 146-11035- 1 AXE-30 
146-11015-,10 AXE-26 146-11035- 2 AXE-30 
146-11015- 11 AXE-26 146-11035- 3 AXE-30 
146-11015- 12 AXE-26 146-11035- 5 AXE=30 
146-11015- 13 ΑΧΕ-26 146-11035- 6 ΑΧΕ-30 
146-11015- 14 AXE-26 156-11035- 7 AXE-30 
146-11015- 17 AXE-26 146-11035- 8 AXE-30 
146-11015- 18 AXE-26 146-11035- 9 AXE=30 
146-11015- 19 AXE-26 146-11035- 10 AXE-30 











AXE-30 
AXE-30 
AXE-30 
AXE-30 
AXE-30 


146-11035- 11 
146-11035- 12 
146-11035- 13 
146-11035- 14 
146-11035- 15 


AXE-26 
ΑΧΕ-26 
ΑΧΕ-26 
AXE-26 
AXE-26 


146-11015- 22 
146-11015- 23 
146-11015- 24 
146-=11015- 25 
146-11015- 26 





























146-11015- 27 AXE~26 146-11035- 16 ΑΧΕ-20 
146-11015- 29 AXE-26 146-11035- 17 AXE-30 
146-11015- 31 AXE-26 146-11035- 18 AXE-30 
146-11015- 33 AXE-26 146-11035- 19 AXE-30 
146-11015- 35 AXE-26 146-11035- 20 AXE-30 

























146-11015- 37 AXE-26 146-11035- 21 AXE-30 
146-11015- 38 AXE-26 146-11035- 22 AXE-30 
146-11015- 39 AXE-26 146-11035- 23 AXE-30 
146-11015- 40 AXE-26 146-11035- 27 AXE-30 
146-11015- 43 AXE-26 146-11035- 28 AXE-30 
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146-11015-102 RE AXE~26 146711036 ΑΧΕ-31 
146-11016- 1 26-39 146-11036- 1 AXE-31 
146-11016- 2 26-39 146-11036- 2 AXE-31 
146-11016- 3 26-39 146-11038- 3 AXE-32 
146-11016- 4 26-39 146-11038- 4 ΑΧΕ-32 
146-11017- 1 26-40 146-11039 . AXE-33 
146-11017- 2 26-40 146-11039- 1 AXE-33 
146-11017- 3 26-40 146-11039- 2 AXE-33 
146-11017- 4 26-40 146-11039- 3 AXE-33 
146-11018- 1 «20-41 156-11039-. 4 AXE-33 
146-11018- 2 26-41 146-11039- 5 AXE-33 
146-11018- 3 26-41 146-11039- 6 AXE-33 
146-11018- 4 26-41 146-11039- 27 AXE-33 
146-11019 AXB-118 146-11039- 28 AXE-33 
146-11019- 3 AXB-118 146-11039- 31 AXE-33 
146-11019- 4 AXB-118 146-11039- 32 AXE-33 
146-11019- 5 AXB-118 146-11039- 41 AXE-33 
146-11019- . 6 AXB-118 146-11039- 42' AXE~33 
146-11020 ΑΧΒ-119 146-11039- 51 AXE-33 
146-11020- 1 ΑΧΒ-119 146-11039- 52 AXE-33 
146-11020- 2 ΑΧΒ-119 146-11040 24-325 
146-11021- 1 20-585 146-11040- 1 24-325 
146-11021- 2 20-585 146-11040- 2 24-325 
146711022 AXC- 329 146-11040- 3 24-325 
146-11022- 1 AXC-329 146-11040- ὁ 1| 265-325 
146-11022- 2 AXC-329 146-11040- 5 2| 224-325 
146-11022- 3 AXC-329 146-11040- 7 1| 24-325 
146-11022- 4 AXC-329 146-11040- 8 1| 256-325 
146-11022- 5 AXC-329 146-11040- 9 2| 23-325 
146-11022- 6 AXC=329 146-11040- 13 2| 245-325 
146-11023 AXB-120 146-11040- 19 1| 22-325 
146-11023- 1 AXB-120 146-11040- 20 1} 224-225 
146-11023- 5 AXB-120 146-11040- 23 2| 24-325 
146-11026- 1 20-586 146-11040- 24 2 2-325 
146-11026- 2 20-586 146-11040- 25 2| 22-325 
146-11028 AXD- 392 146-11040- 27 2| 24-325 
156-11028- 3 AX0-392 146-11040- 29 1} 24-325 
146-11028- 4 AXD= 392 146-11040- 30 iS 1| 24-325 
146-11029 AXD=393 146-11040- 33 1| 22-325 
146-11029-, 3 AXD- 393 146-11040- 34 1| 22-325 
146-11029- 4 AXD-393 146-11040- 35 2] 224-325 
146-11030 REF| AXE-27 146-11040- 35 4| 24-325 
146-11030- 1 REF| AXE-27 146-11041 1| AXE-35 
146-11030- 2 ΑΧΕ- 27 146-1104i- 1 1| AXE-35 
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Section Ili 
B Numerical Index of AN O1-60AABA-4 


Contractor Parts 


STOCK NUMBER 
[CLASS CODE] PART NUMBER 











STOCK NUMBER 
PART NUMBER 






















CLASS CODE 

























































































































TOTAL|MICROFILM 
QTY. | NUMBER 
















































































































































































































































146-11041- 2 1] ΑΧΕ-35 146-11064- 19 AXE-40 
146-11041- 3 1 -35 146-11064- 20 AXE-40 
1456-11041- 4 1 146-11064- 23 AXE-40 
146-11042 1 146-11064- 24 AXE-40 
146-11042- 1 1 146-11064- 25. AXE-40 
156-11042- 2 1 146-11064- 26 AXE=40 
146-11042- 3 1 146-11064- 27 AXE-40 
146-11042- 4 1 140-11064- 28. AXE-40 
R82NA 14546-11043 4 146-11064- 29 AXE-40 
146-11044 1 146-11064- 30 AXE-40 
146-11044- 1 146-11064- 31 AXE-40 
146-11044- 2 146-11064- 32 AXE-40 
146-11044- 3 146-11064- 37 AXE-40 
146-11044- 4 146-11064- 41 AXE=40 
146-11044- 5 146-11064- 42 AXE-40 
146-11044- & 146-11065- 1 C-622 
14546-11045 146-11065- 2 C-622 
146-11047 146-11066- 1 C-623 
146-11048 146-11066- 2 C-623 
146*11049 146711076 AXE-41 
146-11050 146-11076- 3 AXE-41 
146-11050- 1 146-11076- 4 AXE-41 
146-11050- 2 146-11076- 5 'AXE-41 
146-11050- 3 146-11076- 6 AXE-41 
146-11050- 4 146-11076- 33 AXE=41 
146-11051 146-11076- 34 AXE-41 
R82NA 146-11051- 1 146-11076- 35 AXE-41 
R82NA 146-11051- 146-11076- 36 AXE-41 
146-11052 146-11076- 37 AXE-41 
146-11052- 146-11076- 41 AXE-41 















































146-11052- 
146-11052- 


1 
2 AXE-39 
3 

156-11052- 4 
5 
6 


AXE-39 
AXE-39 
AXE-39 
ΑΧΕ-39 
AXE-39 
AXE=39 
AXE-39 
ΑΧΕ-39 
AXE-39 
AXE-29 
AXE-39 
AXE-39 
ΑΧΕ-39 
AXE-39 
AXE-39 
AXE-39 
ΑΧΕ-29 
AXE-33 
AXE-39 
AXE-39 
'AXE-39 
ΑΧΕ-39 
ΑΧΕ-39 
AXE-39 
AXE=39 
AXE-39 
AXE-39 
AXE-39 
AXE-39 
20-587 


146-11076- 42 
146-11078 
146-11078- 1 
146-11078- 2 
146-11078- 3 
146-11078- 4 
146-11078- 5 
7 
8 
9 


ΑΧΕ- 41 
24-327 
24-327 
24-327 
24-327 
24-327 
24-327 
2J-327 
23-327 
24-327 
24-327 
24-327 
24-327 
2J-327 
23-327 
.24-327 
24-327 
24-327 
24-327 
24-327 
24-327 
24-327 
24-327 
24-2327 
24-327 
24-327 
24-327 
24-327 
24-327 
24-327 
23-327 | 
24-2327 
24-321 
24-327 







146-11052- 

146-11052- 

146-11052- 11 
146-11052- 12 
146-11052- 13 
146-11052- 14 
146-11052- 15 
146-11052- 16 
146-11052- 17 
146-11052- 18 
146-11052- 19 
146-11052- 20 
146-11052- 21 
146-11052- 22 
146-11052- 23 
146-11052- 24 
146-11052- 25 
146-11052- 26 
146-11052- 27 
146-11052- 28 
146-11052- 29 
146-11052- 30 
146-11052- 31 
146-11052- 32 
156-11052- 35 
146-11052- 41 
146-11052- 42 
146-11055 













146-11078- 

140-11078- 

146-11078- 

146-11078- 10 
146-11078- 11 
146-11078- 12 
146711078- 13 
146-11078- 14 
146711078- 15 
145-11078- 16 
146-11078- 17 
146-11078- 18 
146-11078- 19 
146-11078- 20 
146-11078- 21 
146-11078- 22 
146-11078= 23 
146-11078- 25 
146-11078- 26 
146-11078- 27 
146-11078- 28 
146”-11078- 29 
146-11078- 33 
146-11078- 34 
146-11078- 35 
146-11078- 36 
146-11078- 38 










































































R82NA 


146-11056 
146-11057 


C-618 
C-619 
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15$711078- 39 25-327 

T 146711058 C-620 146-11078- 41 4| 24-327 
14546-11059 26-50 146-11078- 43 2| 22-327 
14546-11060 C-621 145-11088 1|AXB-123 
146-11061 A-407 146-11088- 3 6| AXB-123 
146-11064 AXE-40 146-11088- 4 6| AXB-123 
146-11064- 1 AXE-40 14546-11090 1|AXD-394 
146-11064- 2 AXE-40 146-11090- 1 1|AXD-394 
146-11064- 3 1| AXE-40 146-11090- 2 1| AXD-394 
146-11064- 4 l| AXE-40 146-11091 1| AXE-43 
146-11064- 5 l| AXE-40 1é6-11091- 1 REF| AXE-43 
146-11064- 6 1| AXE-40 146-11091- 2 REF| AXE-43 
146-11064- 11 l| AXE-40 146-11091- 3 1| AXE-43 
146-11064- 12 1| AXE-40 146-11091- 4 1| AXE-43 
146-11064- 13 1| AXE-40 146-11091- 5 1| AXE-43 
146-11064- 14 l| AXE-40 146-11091- 6 1| AXE-43 
146-11064- 15 l| AXE-40 146-11091- 7 1| AXE-43 
146-11064- 16 l| AXE-40 146-11091- 8 1| AXE-43 
146-11064- 17 1} AXE-40 146-11091- 9 l| AXE-43 
146-11064- 1| AXE-40 146-11091- 10 1| AXE-43 
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146-11091- 
146-11091- 
156-11091- 
146-11091- 
1456-11091- 
146-11091- 
146-11091- 
146-11091- 
146-711091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11091- 
146-11097- 
146-11097- 
146-11097- 
146-11097- 
146-11099 

146-11099- 
146-11099- 
146-11099- 
146-11099- 
146-11099- 
146-11099- 


146-11100- 


146-11100- 
146-11100- 
146-11100- 
146-11100- 
146-11100- 
146-11103 

146-11107- 
146-11107- 
146-11107- 
14í-11107- 
150711107- 
146-11107- 
146-11107- 
146-11108 

146-11108- 
146-11108- 
146-11108- 
146-11108- 
1146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 





















146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
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146-11108- 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


146-11099-111 
146-11099-112 


3 


53 
54 
55 
57 
58 
59 
60 
63 
64 


1955 


AN 01-60 AABA-4 


FIGURE MICROFILM 
AND INDEX NUMBER 


AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXEF43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
ΑΧΕ- 43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
AXE-43 
C-625 
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ΧΑ-133 








ΧΑ-133 
XA-133 
ΧΑ-133 
ΧΑ-133 
ΧΑ-133 






































































































AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE=45 
AXE=45 
AXE-45 
AXE-45 
AXE-45 
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146-11108- 
146-11l08- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 


146-11108-. 
1146-11108- 


146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11108- 
146-11109 

146-11109- 
146-11109- 
146-11109- 
146-11109- 
146-11109- 
146-11109- 
146-11109- 
146-11109- 
146-11112 

146-711112- 


146-11112- - 


146-11112- 
146-11112- 
146-11112- 
146-11112- 
146-11113 

146-11113- 
146-11113- 
146-11113- 
146-11113- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 


.146-11115- 


146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 
146-11115- 





STOCK NUMBER y 
CLASS CODE PART NUMBER ) 
65 M1 
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34 
35 
36 
37 
38 


-39 


40 
41 
42 
43 
45 
47 
51 
53 
55 
57 
61 


Section lil 
Numerical Index of 
Contractor Parts 


FIGURE |TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 
12 - 


AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
AXE-45 
'AXE-45 
AXET45 














































































AXE-45 
AXE-46 
AXE-46 
AXE-46 
AXE-46 
AXE-46 
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Section III 
Numerical Index of 


AN 01-60AABA-4 
Contractor Parts 


TOTAL | MICROFILM STOCK NUMBER 
QTY. | NUMBER | [CLASS CODE | PARTNUMBER | | PARTNUMBER — | 


ER 
30 






















STOCK NUMBER 
PART NUMBER 


146-11115- 65 








CLASS CODE 














FIGURE FIGURE TOTAL| MICROFILM 
AND INDEX AND INDEX| QTY. | NUMBER 
M1 














































































































818 












































































XF-3 146-11210- 1| AXE-52 
146-11115- 66 146-11210- 31 1| AXE-52 
146-11125- 1 146-11210- 32 l| AXE-52 
146-11125- 2 146-11210- 33 2! AXE-52 
146-11125- 3 146-11210- 37 1| AXE-52 
146-11125- 4 146-11210- 38 1| AXE-52 
146-11125- 7 146-11210- 39 1| AXE-52 
146-11125- 8 146-11210- 40 l| AXE-52 
146-11125- 9 146-11210- 41 1| AXE-52 
146-11125- 10 146-11210- 42 1| AXE-52 
146-11125- 11 146-11210- 43 1| 'AXE-52 
146-11125- 12 146-11210- 44 1| AXE-52 
146-11125- 13 146-11210- 45 2| AXE-52 
146-11125- 14 146-11210- 55 1| AXE-52 
146-11125- 17 146-11210- 56 l| AXE-52 
146-11131 146-11210- 57 2| AXE-52 
146-11131- 3 146-11210- 59 2| AXE-52 
146-11131- 4 146-11210- 63 l| AXE-52 
146-11141 146-11210- 64 1| AXE-52 
146-11158 146-11210- 65. 1| AXE-52 
146-11158- 3 146-11210- 66 1} AXE-52 
146-11158- 5 146-11210- 71 1 
146-11162 146-11210- 72 
146-11162- 1 146-11210-101 
146-11162- 2 146-11210-102 
146-11167 146-11210-103 
146-11167- 1 146-11210-104 
146-11167- 2 146-11210-105 
146-11167- 3 146-11210-106 
146-11167- 4 1 146-11210-107 
146-11167- 5 1 146-11210-108 
146-11190 1 146-11210-109 
146-11190- 1 1 146-11210-110 
146-11190- 2 1 146-11210-113 
146-11190- 3 1 146-11210-114 
146-11190- 4 1 146-11210-135 
146-11190- 5 1 146-11210-136 
146-11190- 6 1 146-11211 
146-11190- 7 1 146-11211- 3 
146-11190- 8 1 146-11211- 4 
146-11190- 9 1 146-11211- 5 
146-11190- 10 1 146-11211- 6 
146-11190- 11 1 146-11211- 13 
146-11190- 12 1 146-11211- 14 
146-11190- 13 1 146-11211- 15 
146-11190- 14 1 146-711211- 16 
146-11190- 15 2 146-=11211- 17 
146-11190- 17 2 146-11211- 18 
146-11190- 19 2 146-11211- 19 
146-11190- 21 1 146-11211- 20 
146-11190- 22 1 146-11211- 21 
146-11190- 23 2 146-11211- 22 
146-11190- 25 2 146-11211- 23 
146-11190- 27 2 146-11211- 24 
146-11190- 29 2 146-11211- 25 
146-11190- 33 2 146-11211- 27 
146-11190- 35 2 146-11211- 28 
146-11191- 3 16 146-11211- 29 
146-11191- 5 2 146-11211- 30 
146-11208 8 146-11211- 33 
146-11208- 3 8 146-11211- 34 
146-11208- 5 8 146-11211- 35 
146-11209- 1 2 146-11211- 36 AXE-53 
146-11209- 2 2 146-11211- 37 AXE-53 
146-11210 1 146-11211- 39 AXE~53 
146-11210- 1 REF 146-11211- 40 AXE-53 
146-11210- 2 1 146-11211- 43 AXE-53 
146-11210- 3 1 146-11211- 45 ΑΧΕ-53 
146-11210- 4 1 146-11211- 46 ΑΧΕ-53 
146-11210- 5 1 146-11211- 47 ΑΧΕ-53 
146-11210- 6 1 146-11211- 48 AXE-53 
146-11210- 9 2 146-11211- 49 AXE-53 
146-11210- 13 2 146-11211- 51 M AXE-53 
146-11210- 19 1 146-11211- 53 M AXE-53 
146-11210- 20 1 146-11211- 55 M AXE-53 
146-11210- 21 1 146-11211- 57 M AXE-53 
146-11210- 22 1 146-11211- 59 M AXE-53 
146-11210- 23 1 146-11211- 61 M AXE-53 
146-11210- 24 1 146-11211- 63 M ΑΧΕ-53 
146-11210- 25 1 146-11211- 65 1Μ AXE-53 
146-11210- 26 1 146-11211- 67 μι AXE-53 
146-11210- 27 1 146-11211- 68 M1 AXE-53 
146-11210- 28 1 146-11211- 69 M AXE-53 
146-11210- 1 146-11211- 71 M1 ΑΧΕ-53 
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Section ΙΙΙ 
AN 01-60AABA-4 Numerical Index of 


Contractor Parts 
μη FIGURE MICROFILM aT E] NUMBER FIGURE | TOTAL) MICROFILM 
a] a E — 9 9| AND INDEX NUMBER | | CLASS CODE [PARTNUMBER — | NUMBER AND INDEX | QTY. | NUMBER 
146-11211- 72 146-11250- 59 H-250 
146-11211- 81 146-11250- 60 H-250 
146-11211- 82 146-11250- 63 H-250 
146-11211-101 146-11250- 64 H-250 
146-11211-102 146-11250- 65 Η-250 
146-11211-103 146-11250- 66 H-250 
146-11211-104 146-711250- 67 H-250 
146-11211-105 146-11250-101 H-250 
146-11211-106 146-11250-102 H-250 
146-11211-107 146-11250-105 H-250 
146-11211-108 146711250-106 H-250 
146-11211-112 146-11250-121 Η- 250 
146-11211-113 146-11250-122 H-250 
146-11211-114 146-11271-102 
146-11211-115 


146-11284- 1 
146-11211-209 



























































































































































































C~633 
ς-633 





146-11284- 2 























































146-11212- 13 20-588 146-11285- 24-333 


146-11212- 1 20-588 146-11285 24-333 
146-11212- 2 20-588 146-11285- 1 24-333 
146-11212- 3 2D-588 146-11285- 2 24-333 
146-11212- 5 20-588 146-11285- 3 24-333 
146-11212- 7 20-588 146-11285- 4 24-7333 
146-11212- 9 20-588 146-11285- 5 24-333 
146-11212- 11 2D-588 146-11285- 6 24-333 

7 

8 

9 






























146-11212- 15 20-588 146-11285- 23-333 
146-11212- 17 20-588 146-11285- 24-333 
146-11212- 19 20-588 146-11285- 10 24-7333 
146-11212- 21 20-588 146-11285- 11 24-333 
146-11212- 23 20-588 146-11285- 12 24-333 
146-11212- 25 20-588 146-11285- 13 24-333 


20-588 
20-588 
C-621 
ς-631 
C-632 
C-632 
E-703 
E-703 
H-249 


23-333 
23-333 
2-333 
24-333 
23-333 
24-333 
24-333 
24-333 
2J-333 


146-11212- 31 
146-11212- 41 
146-11221- 1 
146-11221- 
146-11222- 1 
146-11222- 2 
146-11223- 1 
146-11223- 2 
146-11236- 1 
146-11236- ο 
3 
4 
5 
6 
7 


146-11285- 14 
146-11285- 15 
146-11285- 16 
146-11285- 17 
146-11285- 19 
146-11285- 20 
146-11285- 21 
146-11285- 22 
146-11285- 27 
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Η- 249 146-11285- 28 24-333 
146-11236- 1| H-249 146-11285- 29 24-333 
146-11236- 1| H-249 146-11285- 30 24-333 
146-11236- 1| H-249 146-11285- 31 REF| 2J-333 
146-11236- 1| H-249 146-11285- 32 REF| 254-333 
146-11236- 2| H-249 146-11285- 33 2| 24-333 
146-11249 2| E-704 146-11285- 35 4| 2J- 
146-11250- 3 1| H-250 146-11285- 37 i| 22-333 
146-11250- 4 l| Ἡ-250 146-11285- 38 1| 22-333 
146-11250- 7 1| H-250 146-11285- 39 1| 22-333 
146-11250- 8 1| H-250 146-11285- 40 1| 22-333 
146-11250- 9 1| H-250 146-11285- 43 1| 224-333 
146-11250- 11 1| H-250 146-11285- 44 1| 22-333 
146-11250- 12 1| H-250 146-11285- 45 1| 22-333 
146-11250- 13 1| H-250 146-11285- 46 1| 22-333 
146-11250- 14 1| H-250 146-11285- 47 1| 2J-333 
146-11250- 15 1| H-250 146-11285- 48 i| 24-333 
146-11250- 16 1| H-250 146-11285- 49 i| 22-333 
146-11250- 17 i| H-250 146-11285- 50 i| 22-333 
146-11250- 18 1| H-250 146-11285- 53 1| 21-333 
146-11250- 19 1| H-250 146-11285- 54 1| 22-333 
146-11250- 20 i| H-250 146-11285- 55 1| 22-333 
146-11250- 23 4| H-250 146-11285- 56 1| 23-333 
146-11250- 25 2| H-250 146-11285- 57 1| 24-333 
146-11250- 27 2| H-250 156-11285- 58 1] 24-333 
146-11250- 29 2| H-250 146-11285- 59 1| 22-333 
146-11250- 31 REF| H-250 146-11285- 60 1| 22-333 
146-11250- 32 REF| H-250 146-11285- 63 1| 22-333 
146-11250- 33 i| H-250 146-11285- 64 i| 22-333 
146-11250- 34 i| H-250 146-11285- 65 1| 22-333 
146-11250- 35 οἱ H-250 146-11285- 66 1| 22-333 
146-11250- 37 2| H-250 146-11285- 67 1} 22-333 
146-11250- 39 2| H-250 146-11285- 68 1| 24-333 
146-11250- 43 1| H-250 146-11285- 69 1| 23-333 
146-11250- 44 i| H-250 146-11285- 70 1| 23-333 
146-11250- 45 2| H-250 146-11285- 73 2| 22-333 
146-11250- 47- 8} H-250 146-11285- 75 1| 24-333 
146-11250- 49 1| H-250 146-11285- 76 i| 24-333 
146-11250- 50 1| H-250 146-11285- 77 1| 24-333 
146-11250- 53 1| H-250 146-11285- 78 1] 22-333 
146-11250- 54 1| H-250 145-11285- 85 2| 23-333 
146-11250- 55 1 Η- 250 146-11285- 87 2| 24-333 
146-11250- 56 1j H-250 146-11285- 89 2| 254-333 
146-11250- 57 1 H-250 146-11285- 93 2| 22-333 
146-11250- 58 1| H-250 146-11285- 97 i| 22-333 
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Section Ill 
Numerical Index of ΑΝ ΟΙ-6ΟΑΑΒΑ-4 


Contractor Parts 
STOCK NUMBER Sa] figure |rorat|microrim STOCK NUMBER sl FIGURE 
| CLASS CODE | CLASS CODE PART NUMBER 3 S| AND INDEX 
146-11301- Ml 


PART NUMBER AND INDEX | QTY. | NUMBER 
146-11301- 


146-11285- 98 

146-11285-103 

146-11285-105 146-11301- 
146-11301- 
146-11301- 


146-11285-107 
RB2NA 146-11301- 


146-11285-108 
146-11285-109 
R82HA 146-11301- 
146-11301- 


146-11285-110 
146-11285-113 
146-11285-114 146-11301- 
146-11285-115 145-11301- 
146-11285-116 146711301- 
146-11285-117 146-11301- 
146-11285-118 146-11301- 
146-11285-119 146-11301- 
146-11285-120 146-11301- 
146-11285-123 146-11501- 
146-11285-124 146-11301- 
146-11301- 
146-11301- 


146-11285-125 
146-11285-127 

146-11301- AXE-57 
146-11301- AXE-57 


146-11285-129 
R82NA 146-11286- 

146-11301- AXE-57 
146-11301- AXE-57 


R82NA 146-11286- 

R82NA 146-11287- 

R82NA 146-11287- 146-11301- ΑΧΕ- 57 
146-11301- AXE-57 
146-11301- AXE-57 


146-11289- 
146-11301- AXE-57 


146-11289- 
R82NA 146-11290- 

146-11301- AXE-57 
146-11301- AXE-57 


R82NA 146-11290- 
146-11290- 
146-11290- 146-11301- AXE-57 
146-11290- 146-11301- AXE-57 
146-11290- 146-11301- AXE-57 
146-11290- 146-11301- AXE-57 
146-11290- 146-11301- AXE-57 
146-11290- 146-11301- ΑΧΕ-57 
146-11290- 146-11301- AXE~57 
146-11290- 146-11301- AXE=57 
146-11290- 146-11301- AXE-57 
146-11290- 146-11301- AXE-57 
146-11290- 146-11301- AXE=57 
146-11290- 146-11301- AXE=57 
146-11290- 146-11301-103 AXE=57 
146-11290- 146-11301-107 ΑΧΕ- 57 
146-11290- 146-11301-109 AXE-57 
146-11290- 146-11301-111 AXE=57 
146-11290- 146-11301-113 ΑΧΕ-57 
146-11290- 146-11301-115 AXE-57 
145-11290- 146-11301-117 AXE-57 
146-11290- 146-11301-123 ΑΧΕ-57 
146-11291- 146-11301-124 ΑΧΕ-57 
146-11291- 146-11302- H-6 
146-11292 146-11302- Η-6 
146-11292- 146-11303- H-7 
146-11292- 146-11303- H-7 
146-11293 146-11305- H-258 
146-11293- 146-11305- H-258 
146-11307- 2U-2 
146-11307- 2U-2 


146-11293- 
146-11294 

146-11308- 
146-11309 


146-11295- 10 
146-11296 E 146-1129 
:146-11299 AXE-56 146711310 
146-11299- 3 10 - 11 AXE-56 146-11310- 
146-11299- 10 = 12 AXE-56 146-11310- 
146-11301 10 AXE-57 146-11310- 
146-11301- . 10 AXE-57 146-11310- 
146-11301- 10 AXE-57| |R82NA 146-11310- 
146-11301- AXE=57 146-11310- 
146-11301- AXE-57 146-11310- 
146-11301- AXE-57| | REZNA 146-11310- 
146-11310- 
R82NA 146-11310- 


146-11301- AXE=57 
146-11301- AXE-57 
R82NA 145-11310- 
146-11310- 


156-11301- AXE-57 

146-11301- AXE=57 

146-11301- AXE-57 146-11310- 

146-11301- AXE-57 146-11310- 
146-11310- 
146-11310-100 


TOTAL| MICROFILM 
QTY. | NUMBER 


AXE-57 
AXE=57 
AXE-57 
AXE-5T 
AXE-57 
AXE-57 
AXE-=57 
AXE-57 
ΑΧΕ” 27 
AXE=57 
AXE-57 
AXE-57 
AXE-5T 





23-333 
24-7333 
24-7333 
247333 
21-333 
2J=333 
24-333 
24-333 
24-7333 
24-333 
24-3233 
24-333 
24-7333 
297333 
249333 
24-333 
2495333 
24-7333 
24-333 
24-7333 

E-705 

E-705 

E-706 

E-706 





Wo A PPP RRP A A ps ps 


24-334 
23-334 
24-334 
24-7334 
227334 
24-334 
247334 
247334 
24-334 
23-334 
247334 
24-334 
23-334 
24-334 
247334 
24-334 
247334 
247334 
24-334 
24-334 
24-334 
24-334 
23-334 
E-708 
E-708 
AXC-334 
Αχς- 334 
AXC-334 
AXC-335 
AXC-335 
AXC-335 





UN | Ρο ο” 


XK-7386 


RE 3 e e i ο AAA ENN ENE EP PR RP PRP RP PPP ο IND. I ου ου ea ο eee σα 


NNR e rS B eS IS 9 NUNNNNNNN P 00 POL PO. INO IND P9. NNN iB PS i) IS NP IRL (IO τω IND κε}: 


C-634 
24-336 
24-336 
243-336 
24-336 
24-336 
24-336 
24-2336 
24-336 
24-2336 
24-336 
24-336 
24-336 
24-336 
24-336 
24-336 
24-336 
24-2336 


a 
m 
^n 





NNNNENNNOPNNNNN 


146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 
146-11301- AXE-57 


avn 
mm 
"n^n 


146-11310-101 23-336 


00D ΟΟΟΟΝΟΟ 


146-11311- XA-307 4 
146-11311- ΧΑ-307 
146-11311- ΧΑ-307 
146-11311- XA-307 


a aa 1] 
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Section Ill 


"AN 01-60AABA-4 J Numerical Index of 
Contractor Parts 


STOCK NUMBER STOCK NUMBER 
CLASS CODE | PART NUMBER NUMB CLASS CODE [PARTNUMBER | [PARTNUMBER | 





146-11311- 7 146-11419- 
146-11311- 3 146-11419- 
146-11311- 9 146-11419- 
146-11311- 11 | 146-11419- 
146-11311- 13 i 146-711419- 
| R82NA 146-11313 146-11419- 
RB2NA 146-11314 146-11420 
146-11421 
R82NA 146-11315 146711422 
᾿ 146-11423 
RB2NA 146-11316 146-11424 
R82NA 146-11317- 1467211425 AXB-131 
R82NA 146-11318 F 1467-11426 
RB2NA 146-11319 146711427 
146-11321 146711428 AXB-132 
R82NA 146-11323 146-11429- 
R82NA 146-11324 146-11429- 
R82NA 146-11325 146-11429- 
146-11326 > 146-11430 ΑΧΒ-133 
146-11327 146-11430- i AXB-133 
146-11329 A 146-11430- ΑΧΒ-133 
146-11401- A 146711431 
146-11401- 146-11432 AXB-134 
146-11401- 146-11432- AXB-134 
146-11401- 146-711432- AXB-134 
146-11401- 146-11433- 
146-11401- M 146-11434- 
146-11401- 146-11434- 
146-11401- 146-11435- 
146-11401- 146-11435- 
146-11401- 146-11436- 
146-11401- 146-11436- 
146-11401- : 146-11437- 
146-11401- 146-11437- 
146-11401- 146-11438 ΑΧΒ-135 
146-11401-101 146-11438- AXB-135 
146-11401-102 146-11438- ΑΧΒ-135 
146-11402- 146-11439- 
146-11402- 146-11439- 
146-11402- 146-711443- 
146-11402- 146-11443- 
146-11410- 146-11444- 
146-11410-- 146-711444- 
146-11411- ΧΑ-308 146-11445- 
146-11411- XA-308 146711445- 
146-11412- 26-44 146711446 
146-11412- 26-44 146-11450- 25-338 
146-11413- 146-11450- 24-2338 
146-11413- 146-11450- 24-338 
146-11413- 146711450- 24-338 
146-11413- 146-11450- 23-338 
146-11413- 146-11450- 24-338 
146-11413- 146-11450- 24-338 
146-11414 146-11450- 24-338 
146-11414- 146-11450- 23-338 
146-11414- 146-11450- 24-338 
146-11414- 146-11450- . 24-338 
146-11414- 146-11450= 24-338 
146-11415- 146-11450- 24-338 
146-11415- 146-11450- 24-338 
146-11415- 146-11450- i 23-338 
146-11416- 146-11450-101 24-338 
146-11416- 146711451 [ J-5 
146-11417- 146711452 AXC-336 
146-11417- 146-11452- 1 AXC-336 
146-11417- 146-11452- 2 M AXC-336 
146-11417- 146711453 AXC-337 
146-11417- 146-11454 i J-6 
146-11417- 146-11455 C-652 
146-11417- 146-11456- 
146-11417- 146-11456- 
146-11417- 146711457 26-48 
146-=11417- 146-11461- ς-653 
146-11418- 146-11461- C-653 
146-11418- 146-11462 C-654 
146-11418- 146-11463 ς-655 
146- 11418” 146-12001 AXE-59 
146-11418- 146-12001-102 AXE-59 
146-11418- 146-12001-201 AXE-59 
146-11418- 146-12003 AXN-133 
146-11418- 146-12003- AXN-133 
146-11418- 146-12003- AXN=133 
146-11419- 146-12003- AXH-133 
146-11419- 146-12003- AXN-133 


ων») ο)” WUD 


040 UN f UO) IND IS IS). I Un O9. UD FJ 
MN Or NO TN I ID Pre 


DONNNN QS r2 EPP EP κ» 1» PR πὴ pr [2-2 A ο OD S 0 
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Section Ill 
Numerical Index of 
Contractor Parts 


STOCK NUMBER FIGURE MICROFILM MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX NUMBER MBER 


146-12003- AXN=133 146-12004- 83 J~339 
146-12003- ΑΧΝ-133 146-12004- 85 33-339 
146”12003” AXN-133 146-12004- 86 234-339 
146-12003- ΑΧΝ-133 ` 1146-12005- 87 294-339 
146-12003- 9 AXN7133 146-12004- 88. 24-339 
146-12003- 11 ΑΧΝ-133 146-12004- 95 24-339 
146-12003-. 13 AXN~133 146-12004- 96 294-339 
146-12003- ΑΧΝ-133 146-12004- 97 2J-339 
146-12003- ΑΧΝ-133 146-12004- 98 24-329 
146-12003- 19 ΑΧΝ-133 146-12004- 99 24-239 
146-12003- 21 AXN=133 146-12004-100 24-339 
1466-12003- 23 ΑΧΝ” 133 146-12004-101 24-339 
146-12003- 25 AXN-133 146-12004-102 24-7339 
146-12003- 27 AXN7133 146-12004-103 24-339 
146-12003- 31 AXN=133 146-12004-105 24-339 
146-12003- 33 AXN-133 146-12004-106 24-339 
146-12003- 35 ΑΧΝ-133 |146-12004-107 24-339 
146-12003- 37 AXN=133 146-12004-108 24-339 
146-12003- 39 AXN-133 146-12004-109 24-329 
146-12003- AXN-133 146-12004-115 224-339 
146-12003- ΑΧΝ” 123 146-12004-117 24-339 
146-12003- ΑΧΝ-133 146-12004-118 24-339 
1456-12003- AXN-123 146-12005- 9-10 
146-12003- ΑΧΝ-133 ι 146-12005- J-10 
146-12003- 53 AXN~133] | 146-12005- J-10 
146-12003- 55 AXN-133 146-12005- J-10 
146-12003- 57 ΑΧΝ-133 146-12005- J-710 
146-12003- 59 ΑΧΝ-133 146-12005- J-10 
146-12003- 63 AXN-133 146-12005- J-10 
146-12003- 64 ΑΧΝ-133|. 146-12005- J~10 
146-12003- 65 ΑΧΝ-133 146-12005- J-10 
146-12003- AXN-133 146-12005- J-10 
146-12003- ΑΧΝ- 133 146-12005- J-10 
146-12003- AXN=133 146-12005- J-10 
146-12003- AXN-133 146-12005- J-10 
146-12003- AXN=133 146-12005- «-10 
146-12003- AXN-133 146-12005- J-10 
146-12003- ΑΧΝ- 133 ] 146-12005- J-10 
146-12003- AXN=133 146-12005- J-10 
146-12004 2J=339 . |146-12005- J-10 
146-12004- 254-339 ᾿ 146-12005- J-10 
146-12004- 24-339 146-12005- J710 - 
146-12004- 24-339 146-12005- J-10| > 
146-12004- 24-7339 146-12005- J-10 
146-12004- 24-339 . 146-12005- J-10 
146-12004- 24-339 146-12005- «-10 
146-12004- 247339 146-12005- J-10 
146-12004- 24-339 146-12005- J-10 
146-12004- 2J=339 /146-12005- J-10 
146-12004- 13: 24-7339 146-12005” J-10 
146-12004- 14 24-339 : 146-12005- J-10 
146-12004- 15 24-7339 146-12005- J-10 
146-12004- 16 24-339 146-12005- J=10 
146-12004- 17 24-339 146-12005- 4710 
146-12004- 18 24-339 146-12005- J-10 
146-12004- 19 24-7339 146-12005- J-10 
146-12004- 23 24-339 :146-12005- J-10 
146-12004- 24 247339 146712005- J-10 
146-12004- 25 24-339 146-12005- J-10 
146-12004- 26 247339 146-12005- J-10 
146-12004- 27 24-7339 ` 1146-12005= J-10 
146-12004- 28 24-339 146-12005- J-10 
146-12004- 29 24-339 146-12005- J=10 
146-12004- 30 2472339 146-12005- J=10 
146-12004- 33 247339 146-12005- J-10 
146-12004- 34 24-7339 146-12005- J-10 
146-12004- 37 24-339 | 146712005- J-10 
146-12004- 39 24-339 146712005- J-10 
146-12004- 43. 254-339 146-12005- J-10 
146-12004- 45 24-339 146-12005- «-10 
146-12004- 47 24-339 146-12005- «-1ο 
146-12004- 49 24-7339 146-12005-, 4710 
146-12004- 53 24-339 146-12005- : J-10 
146-12004- 55 24-7339 1456-12005- ' J710 
146-12004- 57 246-339 146-12005- J-10 
146-12004- 59 29” 339 146-12005- J-10 
146-12004- 63 23-339 146-12005- J-10 
146-12004- 65 24-339 146-12005- J-10 
146-12004- 67 254-339 146-12005- J-10 
146-12004- 69 254-339 146-12030- 24-340 
146-12004- 73 24-339 146-12030- ; 24-340 
146-12004- 75 24-339 146-12031- 24-341 
146-12004- 77 24-339 146-12031- 24-7341 
146-12004- 79 24-339|| . 146-12040- 23-342 
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STOCK NUMBER 











146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12040- 
146-12041 
146-12041- 
146-12041- 
146-12041- 
146-12041- 
146-12042- 
146-12042- 
146-12042- 
146-12042- 
146-12043- 
146-12043- 
146-12044- 
146-12044- 
146-12050 
146-12050- 
146-12050- 
146-12051 
146-12051- 
146-12051- 
146-12101 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12191- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 
146-12101- 







































Revised 15 September 


PART NUMBER 
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900 -"σω A 5 
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| AXE-67 














































STOCK NUMBER 
CLASS CODE PART NUM 


BER 
50 


25-342 146-12101- 

21-342 146-12101- 51 
23-342 146-12101- 53 
23-342 146-12101- 54 
24-2342 146-12101- 55 
23-342 146-12101- 56 
24-342 146-12101- 57 
24-342 146-12101- 58 
24-342 146-12101-101 


23-342 146-12101-102 
24-342 146712103 
24-342 146-12103- 
249-342 146-12103- 
24-342 146-12103- 
247-342 146-12103- 








146-12103- 
146-12109- 
146-12109- 
146-12109- 
146-12109- 


2J-342 
23-342 
24-2342 
23-342 
21-342 
23-342 





















146-12109-101 


24-342 146-12109-102 
24-342 146-12109-103 
24-342 146-12109-104 
AXE-64 146-12109-109 











AXE-64 
AXE-64 
AXE-64 
AXE-64 
J-15 
J-15 
J-15 
3-15 
F-9 
F-9 
F-10 


146712201 

146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 













F-10 146-12201- 
AXE-65 146-12201- 
AXE-65 146-12201- 
AXE-65 146-12201- 


AXE-66 146-12201- 















AXE-66 146-12201- 
AXE-66 146-12201- 
AXE-67 146-12201- 


146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12201- 
146-12202 

146-12202- 
146-12202- 
146-12202- 
146-12202- 
146-12202- 
146-12202- 


AXE-67 
AXE-67 
AXE-67 
AXE-67 
AXE-67 
ΑΧΕ-67 
AXE-67 
AXE-67 
ΑΧΕ- 67 
ΑΧΕ- 67 
AXE-67 
AXE-67 
AXE-67]" 
AXE-67 
AXE-67 
AXE-67 
ΑΧΕ-67 
AXE-67 
AXE~67 
ΑΧΕ- 67 
AXE-67 
AXE-67 
ΑΧΕ- 67 
AXE-61 
AXE-67 
AXE-67 
ΑΧΕ- 67 
AXE-67 
AXE-67 
ΑΧΕ- 67 
AXE-67 
















































































AXE-67 
AXE-67 
ΑΧΕ”- 67 
AXE-67 
AXE-67 
AXE-67 
AXE-67 
AXE-67 















146-12109-110 
146-12109-113 
146-12109-114 


00 «συ δωρο» 


Section Ill 
Numerical Index of 
Contractor Parts 


FIGURE TOTAL 
AND INDEX | QTY. 
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AX8-136 
AXB-136 
AXB-136 
AXB-136 
AXB-136 
AXB-136 















































. 24-330 


AXE-67 
ΑΧΕ-67 
ΑΧΕ-67 
ΑΧΕ”- 67 
AXE-67 
AXE-67 
AXE=67 
AXE-67 
AXE-67 
AXE-67 


























J-19 
J-19 
J-19 
J-19 
J-19 
J-719 
J-19 
«-19 
«-19 
«-19 
J-719 
J-19 
24-330 
24-330 
24-330 
24-330 
24-330 
249-330 
24-330 
24-330 
24-320 
24-330 
24-230 
24-330 
24-330 
24-330 
24-330 
24-330 
249-330 
23-330 


































24-330 
24-2330 
24-330 
24-7330 
24-330 
24-330 
24-320 
24-2330 
24-2330 
24-2330 
24-330 
24-320 
24-330 
24-330 
247330 
24-330 
24-330 
24-330 
24-330 
24-330 
24-330 
2J-330 
24-330 
24-330 
245-330 
23-330 
24-330 
2J-330 
24-330 
24-330 
AXE-70 
AXE-70 
AXE=70' 
AXE-70 
AXE-70 
AXE-70 
AXE-70 
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: Section ΙΙΙ i 
Numerical Index of- AN 01-60AABA-4 


Contractor Parts 
FIGURE TOTAL | MICROFILM 
=e AND INDEX NUMBER 















STOCK NUMBER 
PART [PARTNUMBER 


146-12202- 
146-12202- 9 
146-12202- 10 
146-12202- 13 
146-12202- 14 
146-12202- 15 
146-12202- 16 
146-12202- 17 
146-12202- 18 
146-12202- 19 
146-12202- 20 
146-12202- 23 
146-12202- 24 
146-12202- 25 
146-12202- 26 
146-12202- 27 
146-12202- 28 
146-12202- 29 
146-12202= 30 
146-12202- 33 
146-12202- 34 
146-12202- 37 
146-12202- 38 
146-12202- 39 
146-12202- 40: 
146-12202- 43 
146-12202- 44 
146-12202- 49 
146-12202- 50 
146-12202- 51 
146-12202- 52 
146-12202- 53 
146-12202- 54 
146-12202- 55 
146-12202-101 - 
146-12202-102 
146-12202-107 
146-12202-108 
146-12224- 
146-12224- 
146-12224- 
146-12224- 















STOCK NUMBER 
[PARTNUMBER . | [PARTNUMBER . | 


146-12292- 24 
146-12292- 25 
146-12292- 26 
146-12292- 27 
146-12292- 28 
146-12292- 29 
146-12292- 30 
146-12292- 31 
146-12292- 32 
146-12292- 33 
146-12292- 34 
146-12292- 35 
146-12292- 36 
146-12292- 37 
146-12292- 38 
146-12292- 39 
146-12292- 40 
146-12292- 43 
146-12292- 44 
146-12292- 45 
146-12292- 46 
146-12292- 47 
146-12292- 49 
146-12292- 50 
146-12292- 52 
146-12292- 53 
146-12292- 54 
146-12292- 55 
146-12292- 56 
146-12292- 57 
146-12292- 58 
146-12292- 59 
146-12292- 62 
146-12292- 63 
146-12292- 65 
146-12292- 67 
146-12292- 69 
146-12292- 70 
146712292- 73 
146-12292- 74 
146-12292- 77 
à46-12292- 78 


CLASS CODE 


















































' FIGURE TOTAL| MICROFILM 
| AND INDEX | QTY. | NUMBER 


AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE~71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71. 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
AXE-71 
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2J-7345 
247345 
24-345 
2J=345 



























146-12224- 24-345 146-12292- 79 AXE-71 

2472345 146-12292- 83 AXE-71 
146-12224- 23-345 146-12292- 89 AXE-71 
146-12224- 247345 146-12292- 93 AXE-71 






146-12224- 
146-12224- 


247345 
2472345 


146-12292- 95 
146-12292- 97 







1 

2 

3 

4 

5 

146-12224- 6 
7 

8 

9 

10 


AXE-71 
AXE-71 















146-12224- 11 24-345 146-12292-101 AXE-71 
146-12224- 12 24-345 146-12292-105 AXE-71 
146-12224- 13 2J7345 146-12292-108 AXE-71 
146-12224- 14 24-7345 146-12292-109 AXE-71 


146-12224- 15 
146-12224- 16 
146-12224- 17 


24-345 
247345 
29”-345 


146-12292-113 
146-12292-115 
146-12292-117 







AXE-71 
AXE-71 
AXE-71 


































































































































































146-12224- 18 24-345 146712293 AXE-72 
146-12224- 19 24-7345 146-12293- 1 ΑΧΕ-72 
146-12224- 20 29-245 146-12293= 2 AXE-72 
146-12224- 21 2J72345 146-12293- 3 AXE-72 
146-12224- 22 24-345 146-12293- 5 AXE-72 
146-12292 AXE-71 146-12293- 6 AXE-72 
146-12292- 1 AXE-71 146-12293- 7 AXE=72 
146-12292- 2 AXE-71 1456-12293- 8 AXE-72 
146-12292- 3 '1| AXE-71 146-12306 AXE-73 
156-12292- 4 l| AXE-71 146-12306- 1 AXE-73 
146-12292- 5 l| AXE-71 146-12306- z AXE-73 
146-12292- 6 l| AXE-71 146-12306- 3 AXE-73 
146-12292- 7 1| AXE-71 146-12306- 4 AXE-73 
146-12292- 8 1| AXE-71 146-12306- 5 AXE-73 
156-12292- 9 l| AXE-71 146-12306- 6 AXE-73 
146-12292- 10 l| AxE-71 146-12306- 7: AXE-73 
146-12292- 11 l| AXE-71 146-12306- 8 AXE-73 
146-12292- 12 1| AXE-71 146-12306- 9 AXE-73 
146-12292- 13 1| AxE-71 146-12306- 10 AXE-73 
146-12292- 14 l| AXE-71 146-12306- 11 AXE~73 
146-12292- 15 1| AXE-71 146-12306- 14 AXE-73 
146-12292- 16 1| AxE-71 146-12306- 21 AXE-73 
146-12292- 17 l| AXE-71 146-12306- 22 AXE-73 
146-12292- 18 1] AXE-71 146-12306- 31 AXE-73 
146-12292- 19 1| AXE-71 146-12306- 32 AXE-73 
156-12292- 20 1| AXE-71 146-12306- 41 ΑΧΕ-73 |. 
146-12292- 21 1| AXE-71 146-12306- 42 AXE-73 
146-12292- 22 1} AXE-71 1467-12317 

146-12292- 1| AXE-71 146-12320- 1 21-346 
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STOCK NUMBER 


[ CLASS CODE | 


















































.146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12520- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12320- 
146-12336 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12336- 
146-12345 
146712345- 
146-123457 
146712345- 
146-12345- 
146-12345- 
146-12345- 
146-12345- 
146712346 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
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PART NUMBER 
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i:00-40 ασ ur 































































STOCK NUMBER 









146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146712346- 
146-12346- 
146-12346- 
146712346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146712346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146-12346- 
146712346- 
146-12346- 
146-12346- 
146-12346- 
146-12351 
146-12353 
146-12354- 
146-12354- 
146-12355- 
146-12355= 
146-12355- 
146-12355- 
146-12355- 
146-12355- 
146-12355- 
146-12355- 
146-12355- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 
146-12356- 


23-346 
2J-346 
24-346 
254-346 
23-346 
2J-346 
23-346 
2J-346 
2J-346 
2-346 
2J-346 
2J-346 
2J-346 
24-346 
2-346 
2J-346 
2-346 
2J-346 
2J-346 
2J-346 
2J-346 
22-346 
2J-356 
204-346 
23-346 
29-346 
2J-346 
2-346 
24-346 
2J-346 
2-346 
29-346 
29-246 
2J-346 
204-346 
29-946 
2J-346 
2J-346 
2J-346 
2J-346 
- 25-346 
2J-346 
2J-346 
24-346 


























































































































































































































































146712357 

146-12357- 
146-12357- 
146-12357- 
146-12357- 
146-12357- 
146-12357- 
146-12358 

146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 
146-12358- 









































































AXE=75 
ΑΧΕ-Τ5 






146-12358- 






































AXE-75 146-12358- 
1| AXE-75 146-12358- 
1| AXE-75 146-12358- 
1| AXE-75 146-12358- 
1| AXE-75 146-12358- 
1| AXE-75 146-12358- 
2| AXE-75 146-12358- 
2| AXE-75 146-12358- 
1] AXE-75 146-12358- 
1| AXE-75 146-12358- 


146-12356- * 


146-12358- . 


CLASS CODE PART NUMBER Η 


AS οο- OS (1 PO) I) ο 
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Section lll. 
Numerical Index of 
Contractor Parts 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER | 
AXE-75 


AXE-75 
AXE-75 
AXE-75 
ΑΧΕ-Τ5 
ΑΧΕ-Τ5 
ΑΧΕ-Τ5 
ΑΧΕ-Τ5 
ΑΧΕ-Τ5 
AXE-T5 
AXE-75 
AXE-=75 
AXE-T75 
AXE-75 
AXE=75 
AXE-75 
AXE-75 
AXE-75 
AXE-75 
ΑΧΕ-Τ5 
ΑΧΕ-Τ5 
AXE-75 
AXE-75 
AXE-75 
AXE-75 
AXE-75 
AXE-75 
F-65T 
C-658 
C-659 
C-659 
9-26 
J-28 
4-28 
J-28 
J-28 
J-28 
J-28 
J-28 
J-28 
J-729 
4-729 
J-29 
4-29 
J-29 
J-29 
J-29 
9-25 
24-729 
AXC-339 
ΑΧς-339 
AXC-339 
AXC-339 
AXC-339 
AXC=339 
AXC-339 
AXE-T6 
AXE-76 
AXE- T6 
ΑΧΕ-Τ6 
AXE-76 
AXE-T6 
AXE-76 
AXE=76 
AXE-76 
AXE-T6 
AXE-T6 
AXE-76 
AXE-76 
AKE-76 
AXE-76 
AXE-76 
AXE-76 
AXE-76 
ΑΧΕ”Τ6 
AXE-T6 
AXE-76 
AXE-76 
ΑΧΕ-76 
AXE=76 
AXE-76 
AXE-76 
AXE-76 
AXE-T76 


















































z 
m 
μμ ο RENIN i i i E E ES i e I 0 0 TI) 

















































































RH 
mm 
ΠΏ IN) ND RP TTP τ᾽ I9 PRR RP ES S ÉD ee n 


825 








Section Ill 
Numerical Index of AN ΟΙ-6ΟΑΑΒΑ-4 


Contractor Parts 
STOCK NUMBER FIGURE | TOTAL| MICROFILM 
| PARTNUMBER | AND INDEX | QTY. | NUMBER 





















STOCK NUMBER 
PART NUMBER 


146-12358- 32 





CLASS CODE CLASS CODE| PARTNUMBER | 

































































































































































































































































AXE-76 146-12401- 54 1| 23-347 
146-12358- 41 AXE-76 146-12401- 55 l| 24-347 
146-12358- 42 AXE~76 146-12401- 56 1| 24-347 
146-12368- 1 XA-501 146-12401- 57 - 1] 294-347 
146-12368- 2 XA-501 146-12401- 58 1| 23-347 
146-12368- 3 1| xA-501 146-12401- 59 1| 22-347 
146-12368- 4 1| xa-501 146-12401- 60 1| 23-347 
146-12368- 5 1| XA-501 146-12401- 61 1| 24-347 
146-12368- 6 1| xA-501 146-12401- 62 1| 24-347 
146-12368- 7 1| XA-501 146-12401- 63 1| 22-347 
146-12368- 8 1| XA-501 146-12401- 64 1| 2-347 
146-12368- ο 1| XA-501 146-12401- 65 1| 22-347 
146-12368- 10 1| ΧΑ-501}| - 146-12401= 66 i| 24-347 
146-12368- 11 1| XA-501| | R82NA 146-12401- 71 1| 204-347 
146-12368- 12 1| XA-501|| R82NA 146-12401- 72 1| 23-347 
146-12368- 21 1| XA-501 146-12401- 73 1| 22-347 
146-12368- 22 1| XA-501 146-12401- 74 1| 21-347 
146-12368- 31 REF| XA=501 146-12401- 81 1| 24-347 
146-12368- 32 REF| XA-501 146-12401- 82 1| 22-347 
146-12385- 1 REF H-11 146-12401- 91 1 
146-12385- 2 REF H-11 146-12401- 92 
146-12385- 4 1 H-11 146-12401-101 
146-12385- 5 1 H-11 146-12401-102 
146-12385- 6 1 H-11 146-12401-107 29-347 
146-12385- 7 1 Η-11 146-12401-108 24-347 
146-12385- 8 1 146-12401-109 23-347 
146-12385= 9 1 146-12401-110 | 25-347 
146-12385- 10 1 146-12401-111 23-347 
146-12385- 11 1 146-12401-112 2J-341 
146-12385- 12 1 146-12401-113 2-347 
146-12385- 21 1 146-12401-115 23-347 
146-12385- 22 1 146-12401-117 2J-347 
146-12385- 31. 146-12401-120 24-347 


146-12385- 32 
146-12401 
146-1240:-= 1 
146-12401- 2 
146-12401- 3 
146-12401- 4 
146-12401- 5 
6 
7 
8 
9 


146-12401-124 
146-12401-141 
146-12401-142 
146-12401-201 


24-347 
24-347 
24-347 
24-347 

























146-12401-202 24-347 





24-347 
23-347 
29” 247 
247347 
25-347 
25-347 
247347 
21-347 
247347 
247347 
247347 
23-347 
24-347 
24-347 
249-347 
247347 



















146-12401- 

146-12401- 

146-12401- 

146-12401- 

146-12401- 10 
146-12401- 11 
146-12401- 12 
146-12401- 13 
146-12401- 14 
146-12401- 15 
146-12401- 16 
146-12401- 17 
146-12401- 18 
146-12401- 19 
146-12401- 20 


146-12402 
146-12402- 
146-12402- 
156-12402- 
146-12402- 
146-12402- 
146-12402- 
146-12402- 
146-12402- 
146-12402- 
146-12402- 10 
146-12402- 11 
146-12402- 12 
146-12402- 21 
146-12402- 22 


AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD=396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
AXD-396 
























WOONOUF WHE 

































































































































































































R82NA 146-12401- 21 206-347 146-12402- 31 AXD-396 
R82NA 146-12401- 22 29- 347 146-12402- 32 AXD-396 
R82NA 146-12401- 23 23-347 146-12403 AXC=340 
R82NA 146-12401- 24 24-347 146-12403- 3 ΑΧς- 340 
146-12401- 25 29-347 146-12403- 4 AXC-340 
146-12401- 27 2J7347 146-12404- 1 294-348 
146-12401- 29 20-347 146-12404- 2 2J-348 
146-12401- 30 294-347 146-12418 26-49 
R82NA 146-12401- 31 29- 347 146-12418- 26-49 
ΒΘΖΝΑ 146-12401- 32 2-347 146-12418- 26-49 





























1456-12401- 33 2J-347 146-12421- J-33 
146-12401- 34 29- 347 146-12421- 4-33 
146-12401- 35 29- 247 146-12421- 4-733 
146-12401- 36 25-347 146-12421- 9-39 
146-12401- 37 2J-347 146-12421- 47233 













146-12401- 38 
146-12401- 39 
146-1240i- 40 
146-12401- 41 
146-12401- 42 
146-12401- 43 
146-12401- 44 
146-12401- 45 
146-12401- 47 


24-347 
247347 
25-347 
29”- 347 
23-347 
23-347 
29”- 347 
247347 
23-347 









146-12421- 
146-12421- 
146-12901 

146-12901-201 
145-12901-202 
146-12901-251 
146-12901-252 
146-12901-301 
146-12901-302 


J-33 

9-33 
26-50 
26-50 
26-50 
26-50 
26-50 
26-50 
20-50 






AN Ου 


























































R82NA. 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
































PROPIO Be n I PEEP Ie n a PR I GG e IND IND I Re ο pu e e pu qi gn pr ps 


p ede e d m e ROR PR hae e i IND 1215} Pee o νο κο 


146-12401- 49 23-347 145-15001 AXE-78 
146-12401- 50 2472347 146-1500i- 3 AXE-78 
Re2NA 146-12401- 51 21-347 146-15001- 4 AXE-78 
R82NA 146-12401- 52 247347 146-15001- 9 AXE-78 
146-12401- 247347 146-15001- 10 AXE-78 
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AN 01-60AABA-4 














STOCK NUMBER 
CLASS CODE PART NUMBER O 


146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004- 
146-15004=- 
146-15004- 
146715004- 
146-15004- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146*15005— 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
1467150057 
145-15005- 
146-15005- 
146-15005- 
146-15005- 
156-15uv5- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
1456-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 
146-15005- 


. STOCK NUMBER 


| CLASS CODE | PART NUMBER 


146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
156-15201- 
146-15001- 
146-15001- 
146-15091- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 3 
146-15001- 
146-15091- 
146-15001- 
146-15001-- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15021- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 3 
146-15001- 
146-15001- 
146-15001- 65 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001- 
146-15001-7 
146-15001- 
146-15001-105 
146-15001-106 
146-15001-201 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 



































































































































































































































































































































































































































































































































































































146-15001-202 


146-15001-301 


146-15001-302 


ο ο ο. 









146-15001-401 
146-15001-402 


146-15002- 
146-15002- 
146-15002- 
146-15002- 
146-15002- 











146-15002- 
146-15002- 


146-15002- 


ον ᾖ- ον neat 










146-15004- 
146-15004- 
146-15004- 
146-15004- 








Φου” 
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J-36 
9-26 
9-26 
“-36 
3-36 
| 2-36 
J-36 
--36 
9-36 
9-36 
9-26 
J-36 
J-36 
J-36 
J-36 
9-36 
9-36 
9-26 
J-36 
J-36 
J-36 
9-26 
9-26 
J-36 
4-736 
9-36 
9-36 
2-36 
4-736 
J736 
4-736 
|J-236 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
23-350 
23-350 
24-350 
20-250 
22-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
U24-350 
24-350 
.24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
249-350 
23-350 
23-350 
24-350 
242-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
2J-350 
23-350 
243-350 
24-350 
24-350 
24-350 
24-350 
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Numerical Index of AN ©1-60AABA-4 
Contractor Parts 































































































STOCK NUMBER OTAL| MICROFILM 
CLASS CODE PART NUMBER D INDEX | QTY. | NUMBER 


146-15005-177 
1456-15002-176 
146-15005-179 
146-15005-180 
146-15005-181 
145-15005-182 
145-15005-183 
146-15005-185 
156715005-166 
146-15005-i87 
1456-15005-189 
146-15005-190 
156-15005-191 
146-15005-193 
146-15005-195 
146-15005-196 
146-15005-203 
146-15005-204 
146-15006 
146-15006- 
146-15006- 
146715006- 
146-15006- 


STOCK NUMBER 28) FIGURE |TOTAL|MICROFILM 
CLASS CODE PART NUMBER 8 9| AND INDEX | QTY. | NUMBER 


146-15005- 60 2J-350 
146-15005- 63 23-350 
146-15005- 64 24-350 
146-15005- 65 243-350 
146-15005- 66 24-350 
146-15005- 67 24-3509 
146-15005- 68 24-350 
146-15005- 09 24-550 
146-15005- 79 24-350 
146-15005- 73 24-350 
146-15005- 74 24-350 
146-15005- 75 24-2350 
146-15005- 76 _ 237356 
146-15005- 77 23-330 
146-15005- 73 24-350 
146-15005- 79 23-350 
146-15005- 80 24-350 
146-15005- 83 24-350 
146-15005- 84 23-350 
146-15025- 85 24-2350 
146-15005- 86 24-2250 
146-15005- 87 2J-350 
146-15005- 88 24-350 
146-15005- 89 24-350 
146-15005- 90 2J-350 
146-15005- 93 24-350 
146-15005- $4 24-350 
146-15005- 95 23-350 
146-15005- 96 ' 24-250 
146-15005- 97 24-350 
146-15005- 98 24-3250! | R82NA 146-15007- 
146-15005- $9 23-350] | RaO2NA 146-15007- 
146-15005-100 23-350] | R82NA 146-15008- 
146-15005-103 2J-325|| R82NA 146-15008- 
146-15005-104 2J-350| | R82NA 146-15009 
146-15005-105 24-350 146-15009-. 
146-15005-106 24-350 146-15010- 
146-15005-107 24-350 146-15010- 
146-15005-108 247350 Zi 146-15011- 
146-15005-109 24-7350 . 146-15011- 
146-15005-113 24-2350 146-15013- 
146-15005-115 245-356 146-15013- 
146-15005-116 24-350] | R82HA 146-15015- 
146-15005-117 24-350| |R82NA 146-15015= 
146-15005-118 23-350 146-15015- 
146-15005-119 24-350 146-15015- 
146-15005-120 2J-=350||R82NA 146-15016 
146-15005-123. 24-350 146715017 
146-15005-124 23=2350 146-15017- 
146-15005-125 23-350 146-15017- 
146-15005-126 23-350 146-15018 
146-15005-127 24-350 146-15020- 
146-15005-128 247350 146-15020- 
146-15005-129 24-2350 146-15020- 
146-15005-130 242350 146-15020- 
146-15005-133 24-350 146-15020- 
146-15005-134 24-350 146-15020- 
146-15005-135 24-350 146-15020- 
146-15005-137 23-350 146-15020- 
146-15005-138 24-350 146-15020- 
146-15005-139 24-7250 146-15020- 
146-15005-140 24-350 146-15021- 
146-15005-143 23-350 146-15021-. 
146-15005-144 24-250 146-15022 
146-15005-145 23-350 146-15022- 
146-15005-147 224-350 146-15022- 
146-15005-149 24-2350 146-15022- 
146-15005-150 23-350 146-15022-= 
146-15005-153. 2472350 146-15023- 
146-15005-155 23-350 146-15023- 
146-15005-157 24-350 146-15024- 
146-15005-158 23-350 146-15024- 
146-15005-159 23-350 146-15024- 
146-15005-160 24-350 146-15024- 
146-15005-163 24-350 146-15024- 
146-15005-164 249-350 146-15024- 
146-15005-165 24-2350 146-15024- 
146-15005-166 24-350 146-15024- 
146-15005-167 24-350 146-15025- 
146-15005-168 247350 146-15025- 
146-15005-169 24-2350 146-15026- 
146-15005-170 24-350 146-15026- 
146-15005-173 24-350 146-15027- 
146-15005-175 24-7350 146-15027- 








24-350 
24-350 
24-350 
24-350 
24-350 
245-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-350 
24-7350 
24-350 
24-350 
24-350 
24-350 
AXE-32 
AXE-82 
ΑΧΕ-82 
AXE-32 
AXE-82 
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mri 
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146-15006- AXE-82 







AXE-82 


146-15006- 







m 
m 
7 


146-15006- ΑΧΕ-δ2 







4-39 
4739 
XF-8 
ΧΕ-8 
ΑΧΒ-137 
AXB-137 
F-15 
F-15 
26-31 
26-51 
C-661 
C-661 
24-351 
24-351 
24-351 
24-351 
26-52 
C-662 
C-662 
ς-662 
C-663 
F-19 . 
F-19 
F-19 
F-19 
F-19 
F-19 
F-19 
F-19 
F-19 
F-19 
F-18 
F-18 
AXC-344 
AXC-344 
AXC-344 
AXC-244 
Αχς- 204 
F-21 
F-21 
F-22 
F-22 
F-22 
F-22 
F-22 
F-22 
F-22 
F-22 
F-23 
F-23 
F-24 
F-24 
F-25 
F-25 
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ao eS NUMBER FIGURE | TOTAL] MICROFILM 
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ΑΝ O1-60AABA-4 


FIGURE MICROFILM 
AND INDEX NUMBER 






STOCK NUMBER 
PART NUMBER 








CLASS CODE 
























146-15034- 
146-15034- 
146-15035- 
146-15035- 
146-15036- 


(0 -4 Ov U d UD IND I IN) I NO 19 NO I9: INO IND i9 [D e IND I 00 SEO Ui fU) I) I S0 O NA IN A NR LN 
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146-15201- 


















































































~ 
N 





















































































146-15028- Ε-26| | ΠΒΖΝΑ 146-15104 τ- 29 2 26-55 
146-15028- R82NA 146-15105- 1 1 C-667 
146-15028- R32NA 146-15105- 2 1 C-667 
146-15028- 146-15105- 3 1 C-667 
146-15028- 146-15105- 4 1 C-667 
146-15029- R82NA 146715106 4| AXB-138 
146-15029- 146715107 i F-39 
146-15030- 146-15107- .1 

146-15030- 146-15108 2 AXN-1 
146-15030- 146-15108- 3 2 AXN=1 
146-15030- 24-352 146-15108- 5 2 AXN”=1 
146-15030- 24-352 146-15108- 11 2 AXN=1 
146-15030- 24-352| | R82NA 146-15109- 1 2 26-54 
146-15030- 24-7352 146-15109- 3 2 26-54 
146-15030- 146-15110 w d 2 F-41, 
146-15031- 146-15111 - 18 2 C=670 
146-15031- 146-15112 = 22 4| 2D-591 
146-15031- 146-15201 1| AXE-84 
146-15031- 146-15201- 3 - 27 1| AXE-84 
146-15031- 146-15201- 4 1| AXE-34 
146-15031- 146-15201- 5 ~- 26 1| AXE-84 
146-15031- 146-15201- 6 1| AXE-34 
146-15031- 146-15201- 7 = 23 1| AXE-84 
146-15032- 146-15201- 8 1| AXE-34 
146-15032- 146-15201- 9 = 22 1} AXE-84 
146-15033- 146-15201- 10 1| AXE-84 
146-15033- 146-15201---11 F| AXE-84 


















1 

1 

1 

5 

5 

5 

5 

5 

5 

5 

5 

2 

4 

5 

2 

4 

5 
146-15036- 146-15201- 13 5- 28 1| AXE-84 
146-15037- 146-15201- 14 5 1| AXE-84 
146-15037- 146-15201- 15 5- 21 2| AXE-34 
146-15038- 146-15201- 17 5 + 25 2| AXE-84 
146-15038- 146-15201- i9 5 = 24 2| AXE-84 
146-15039- 146-15201- 23 5-2 3 1| AXE-84 
146-15039- 146-15201- 24 5 l| AXE-84 
146-15039- 146-15201- 25 5-7 4 οἱ AXE-84 
146-15039- 146-15201- 27 5- 5 2| AXE-84 
146-15039- 145-15201- 29 5- 6 2| AXE-84 
146-15039- 146-15201- 21 ο 5 - 7 1] AXE-84 
146-15039- 146-15201- 32 5 1| AXE-84 
146-15039- 146-15201- 33 S'- ~8 1| AXE-34 
146-15047 146-15201- 34 5 1| AXE-84 
146-15048 146-15201- 35 5δ- 9 2| AXE-8^ 
146-15048- 3 20-590 146-1520i- 37 5 - 10 2| AXE-84 
14546-15049 146-15201- 39 2.5 1l 2| AXE-84 
146-15101 AXE-83 166-15201- 41 5-212 1| AXE-84 
146-15101- 1 AXE-83 146-15201-= 42 5 1| AXE-84 
146-15101- 2 REF| AXE-83 146-15201- 43 5-215 4| AXE-84 
146-15101- 3 AXE-83 146-15201- 45 5 - 16 4| AXE-84 
146-15101- 4 1| AXE-83 146-15201-101 2 ΕΙ AXE-84 

146-15101- 5 S| AXE-83 5 

146-15101- 6 5| AXE-83 7 
146-15101- 7 6 146-15201-102 2 AXE=84 

146-15101- 8 $ 5 

146-15101- 9 i 7 
146-15101- 10 1 146-15202 1| AXE-85 
R82NA 146-15101- 11 1 R82NA 146-15202- 1 5 2| AXE-85 
R82NA 146-15101- 12 1 146-15202- 3 2| AXE-85 
146-15101- 13 1 146-15202- 5 2] AXE-85 
146-15101- 14 1 146-15202- 7 2| AXE-85 
146-15101- 15 1 146-15202- 9 2| AXE-85 
146-15101- 16 1 R82NA 146-15202- 11 2| AXE-85 
146-15101- 17 4 146-15202- 13 2| AXE-85 
146-15101- 19 1 146-15202- 15 2| AXE-85 
146-15101- 20 1 146-15202- 17 4| AXE-85 
146-15101- 23 1 146-15202- 19 2| ΑΧΕ-85 
146-15101- 24 1 156-15202- 21 2| AXE-85 
146-15101- 25 2 146-15202- 23 2| AXE-85 
146-15101- 27 2 146-15202- 25 2| AXE-85 
146-15101- 29 1 146-15202- 27 2| AXE-85 
146-15101- 30 1 146-15202- 25 2| AXE-85 
146-15101- 33 1 146-15202- 31 2| AXE-85 
146-15101- 34 1 146-15202- 35 16| AXE-85 
146-15101- 35 2 146-15202- 35 2| AXE-85 
146-15101- 36 2 146-15202- 37 2| AXE-85 
146-15101-127 2 146-15202- 39 | 2| AXE-85 
146-15103- 1 1 146-15202- 41 2| AXE-85 
146-15103- 2 1 146-15202- 43 2| AXE-85 
146-15103- 3 1 146-15202- 45 2] AXE-85 
146-15103- 4 1 146-15202- 47 2| AXE-85 
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Section Ill 


Numerical Index of AN 01-60AABA-4 : | 
Contractor Parts | 


STOCK NUMBER ER FIGURE MICROFILM 
| CLASS CODE | PART NUMBER 8 5| AND INDEX NUMBER 
M1 


146-15202- 49 
146-15202- 51 
146-15202- 53 
146-18001 

| R82NA 146-18001- 


CLASS CODE PART NUMBER 9 9| AND INDEX | QTY. | NUMBER 
146-18004- 21 M1 24-353 
146-18004- 25 24-353 
146-18004- 27 24-353 
146-18004- 29 24-353 
146-18004- 31 24-353 
146-18004- 33 24-353 
146-18004- 35 24-353 
146-18004- 37 24-353 
146-18004- 39 299-353 
146-18004- 41 24-353 
146-18004- 24-353 
146-18004- 24-2353 
146-18004- 24-353 
146-18004- 24-353 
146-18004- 24-353 
146-18004- 24-353 
146-18004- 24-353 
146-18005 AXE-89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- AXE=89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- AXE-89 
146-18005- J-49 
146-18006 26-56 
146-18007- 2J-354 
146-18007- 23-354 
146-18008 
146-18009 
146-18010 
146-18011 
146-18012 
146-18012- 
146-18012- 
146-18020- 
146-18020- 
146-18020- 
146-18020- 
146-18020- 
146-18020- 
146-18021 

R82NA 146-18021- 

R82NA 146-18022- 

R32NA 146-18024- 

R82NA 146-18024- 
146-18025 
146-18026 
146-18027 
146-18027- 
146-18028- 
146-18028- 
14€ 18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- * 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18041- 
146-18.'^- 254-356 
146-180-3- 24-356 
146-18049-- 24-356 
146-18049- 24-356 
146-18049- 24-356 





μ.ο νο 


R82NA 146-18001- 


~ 





146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001= 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-16001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 
146-18001- 54 
146-18001-109 
146-18001=110 
146-18002 
146-18002- 1 


D 
m 
PELE ΠΟ RPNN MMMM MP fh NNN 


Φος οοΟ νι utr 


.AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 

| AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-86 
AXE-87 
AXE-87 


N 


Ne 


AXB=140 
20-592 


4-753 
J-53 
24-355 
24-355 
24-355 
24-7355 
24-355 
24-355 
AXE-90 
AXE-90 
J-56 
C-674 
C-674 
AXB-141 
2D-593 
2D-594 
2D-594 
D-3 
D-3 
J-757 
J-51 
J-257 
J-5T7 
J-757 
4-57 i 
«-57 
J-257 
J-57 
J-57 
“-57 
ο-57 
4-257 
4-51 
J-57 
J=57 
3-57 
4-751 
J757 
J-57 
“-51 
4-57 
J=57 
J=57 


PORRA IN). FO IND I PN I RP ERE EP PE BUND Ee 


NP WY ο] σ υφδωώ θε ο” 


146-18002- AXE-87 
AXE-87 
AXE-87 
AXE-87 


146-18002- 
146-18002- 
146-18002- 
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m mmm m m 
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AXE-87 


146-18002- 


22 
mm 
nm 


146-18003 AXE-88 
146-18003- AXE-88 


146-18003- j AXE-88 


146-18003- AXE-88 
146-18003- : AXE-88 
146-18003- . AXE-88 
146-18003- Ἰ | AXE-88 
146-18003- 3 AXE-88 


300 -10 Ur. WMH mn 0) 


146-18003- AXE-88 


146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 
146-18004- 


24-7353 
24-7352 
24-353 
24-7353 
24-2353 
24-353 
"23-353 
247353 
23-353 
247353 
24-353 
24-353 
24-353 
23-353 
247353 
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Section Ill 
ΑΝ 01-60AABA-4 Numerical Index of 


Contractor Parts 
FIGURE MICROFILM FIGURE MICROFILM 
AND INDEX NUMBER AND INDEX NUMBER 
24-356 AXE-91 
24-356 AXE-91 
24-2356 


AXE-91 
229-7356 AXE-91 
23-356 AXE-91 
24-356 AXE-91 
2J-356 AXE-92 
24-356 ΑΧΕ-92 
243-356 


25-356 
4-59 
J-59 
3-59 
J-59 
4-59 
«-59 
-59 
J-59 
J-60 
J-60 
















































STOCK NUMBER Y Ξ 
CLASS CODE ge 
146-18108- 22 
146-18108- 23 
146-18108- 25 
146-18108- 27 
146-18108- 29 
146-18108- 30 
146-18501 
146-18501- 1 


STOCK NUMBER à ER 
CLASS CODE - PÁRT NUMBER a: 


146-18049- 6 
146-18049- 7 
146-18049- 8 
146-18049- 9 
146-18049- 10 
146-18049- 13 
146-18049- 14 
146-18049- 15 
146-18049- 16 
146-18049- 17 
146-18058- 
146-18058- 
146-18058- 
146-18058- 
146-18058- 
146-18058- 
146-18058- 
146-18058- 
146-18066- 
146-18066- 
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146-18501- 2 AXE=92 

































































































AXE-92 
AXE-92 
AXE-92 
AXE-92 
ΑΧΕ-92 
AXE-92 
AXE-92 
AXE-92 
AXE-92 


146-18501- 3 
146-18501- 4 
146-18501- 5 
146-18501- 6 
146-18501= 7 
146-18501- 8 
146-18501- 9 
146-18501- 10 
146-18501- 11 
146-18501- 12 
13 
14 
15 
17 
19 
20 








































146-18066- J-60 AXE-92 
146-18066- J-60 146-18501- AXE-92 
146-18066- J-60 146-18501- AXE-92 
146-18066- J-60 146-18501- AXE-92 


146-18066- «-60 146-10501- AXE-92 
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146-18066- J-60 146-18501- AXE-92 
146-18075- J-61 146-18501- AXE-92 
146-18075- Y-61 146-18501- 21 AXE-92 
146-18075- 4-61 146-18501- 23 AXE-92 
146-18075- 2-761 146-18501- 25, AXE-92 
146-18075- J-61 146-18501- 26 AXE-92 
146-18075- J-61 146-18501-.27 AXE-92 
146-18075-= 7 9-61 146-18501- 31 AXE-92 
146-18075- 8 9-61 146-18501- 32 AXE-92 
146-18083- 1 J-62 146-18501- 33 AXE-92 
146-18083- 2 4-762 146-18501- 34. AXE-92 
146-18083- 3 J-62 146-18501- 35 AXE-92 
146-18083- 4 J-62 146-18501- 36 ΑΧΕ-92 
146-18083- 5 J-62 146-18501- 37 AXE-92 
146-18083- 6 J-62 146-18501- 38 AXE-92 
146-18083- 7 J-62 146-18501- 39 AXE-92 
146-18083- 8 J-62 146-18501- 40 AXE-92 
146-18092- 1 24-357 146-18501- 41 . AXE-92 
146-18092- 2 24-357 146-18501- 42 AXE-92 
146-18092- 3 24-7357 146-18501- 43 AXE-92 
146-18092- 4 24-357 146-18501- 44 AXE-92 
146-18092- 5 24-357 146-1850l1- 45 AXE-92 
146-18092- 7 24-5357 146-18501- 46 AXE-92 
146-18092- 8 23-357 146-18501- 47 AXE-92 
146-18092- 10 23-357 146-18501- 48 AXE-92 
146-18100- 1 24-358 146-18501- 49 AXE-92 
146-18100- 2 24-358 146-18501- 50 AXE-92 
146-18100- 3 1| 224-358 146-18501- 51 AXE-92 
146-18100- 4 1| 24-358 146-18501- 52 AXE-92 
146-18100- 5 1| 24-358 146-18501- 53 AXE-92 
146-18100- 6 1| 24-358 146-18501- 54 AXE-92 
146-18100- 7 1| 205-358 146-18501- 55 AXE-92 
146-18100- 8 1| 24-358 146-18501- 56 AXE-92 
146-18100- 9 1] 2J-358 146-18501- 57 AXE-92 
146-18100- 10 1| 24-358 146-18501- 58 AXE-92 
146-18100- 13 1| 24-358 146-18501- 59 AXE-92 
146-18100- 15 1| 24-358 146-18501- 60 ' ΑΧΕ-92 
146-18100- 16 1| 264-358 146-18501- 61 AXE-92 
146-18100- 17 2| 224-358 146-10501- 62 AXE-92 
146-18100- 20 1| 24-358 146-18501- 63 AXE-92 
14546-18108 1| AXE-91 146-18501- 64 AXE-92 
146-18108- 1 REF] ΑΧΕ-91 146-18501- 65 AXE-92 
146-18108- 2 REF| AXE-91 146-18501- 66 AXE-92 
146-18108- 3 1| AXE-91 146-18501- 79 AXE-92 
146-18108- 4 1| AXE-91 146-18501- 80 AXE-92 
146-18108- 5 2| AXE-91 146-18501- 81 AXE-92 
146-18108- 7 1] ΑΧΕ-91 |] 146-18501- 82 ΑΧΕ-92 
146-18108- 8 1| AXE-31 146-18501-129 AXE-92 
146-18108- 3 1| AXE-91 146-16502 AXE-93' 
146-18108- 10 1| AXE-91 146-18502- 1 AXE-93.| 
146-18108- 11 1| AXE-91 

146-18108- 12 1| AXE-91 146-18502- 2 AXE-93 
146-18108- 13 2| AXE-91 

146-18108- 15 1| AXE-91 146-18502- 11 AXE-93 
146-18108- 16 1| AXE-91 146-18502- 12 AXE-93 
146-18108- 17 2] AXE-91 146718503 AXE-94 
146-18108- 19 i| AXE-91 146-18503- 1 AXE-94 
146-18108- 20 1| AXE-91 146-18503- 2 AXE-94 
146-18108- 21 1| AXE-91 146-1€503- 3 AXE-94 
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Section ΙΙΙ 
Numerical Index of AN 01-60AABA-4 


Contractor Parts 
STOCK NUMBER I 8| FIGURE  |TOTAL|MICROFILM STOCK NUMBER ge FIGURE |TOTAL MICROFILM 

| CLASS CODE | 85] AND INDEX | QTY. | NUMBER | [CLASS CODE [PARTNUMBER ]39| AND INDEX| QTY. | NUMBER 

AXE-94 146-18504- 80 AXE-95 


146-18503- 11 3 

146-18505- J-71 
146-18503- 12 = 146-18505- J-71 

146-18505- J-71 
146-18503- 21 146-18505- J-71 

146-18505- J-71 
2146-18504 146-18505- J-71 
146-18504- 145-18505- 4-771 
146-18504- 146-18505- J~71 
146-18504- 146-18505- J-71 
146-18504- 146-18505- - J-71 
146-18504- 146-18505- J-71 
146-18504- 146-18505- 4-71 
146-18504- 146-18505- J-271 
146-18504- 146-18505- J-71 
146-18504- 146-18505- J-71 
146-18504- i 146718506 AXE~96 
146-18504- 146-18506- AXE-96 
146-18504- -|146-18506- % i AXE-96 
156-18504- [ 146-18506- ΑΧΕ-96 
146-18504- i 146-18506- AXE-96 
146-18504- 146-18506- i f AXE-96 
146-18504- | 146-18506- ν ΑΧΕ-96 
146-18504- t 146-18506- M AXE-96 
146-18504- 146-18506- å AXE-96 
146-18504- 146-18506- 9 4 AXE-96 
146-18504- i 146-18506- AXE-96 
146-18504- 2 146-18506- 4 ΑΧΕ-96 
146-18504- M 146-18506- AXE-96 
146-18504- M 146-18506- A AXE-96 
146-18504~ } 146-18506- - AXE-96 
146-18504- d 146-18506- AXE-96 
146-18504- 4 K 146-18506- i AXE-96 
146-18504- d 146-18506- i AXE-96 
146-18504- 146-18506- AXE-96 
146-18504- ν 146-18506- AXE-96 
146-18504- E 146-18506- ΑΧΕ-96 
146-18504- X |R82NA 146-18506- : AXE-96 
146-18504- : y R82NA 146-18505- AXE-96 
146-18504- Ὶ 146-18506- M AXE-96 
146-18504- 146-18506- ΑΧΕ-96 
146-18504- E 146-18506- i AXE-96 
146-18504- M . 146-18506- Mi ΑΧΕ-96 
146-18504- M 5 146-18506- AXE-96 
146-18504- 146-18506- AXE-96 
146-18504- M 146-18506- 7 ΑΧΕ-96 
146-18504- E 146-18506- : AXE-96 
146-18504- 146-18506- : AXE-96 
146-18504- ν : 146-18506- M AXE-S6 
146-18504- : 146-18506- ΑΧΕ-96 
146-18504- A 146-18506- y ΑΧΕ-96 
146-18504- [ 146-18506- M AXE-96 
146-18504- A : E 146-18506- M AXE-96 
146-18504- Š 146-18506- i ΑΧΕ-96 
146-18504- ! 146-18506- i AXE~96 
146-18504- 146-18506- ΑΧΕ-96 
146-18504- } 146-18506- Z ΑΧΕ-96 
146-18504- R82NA 146-18510 XF-11 
146-18504- E R82HA 14565-18511 J=74 
146-18504- 146-18511- 7 4-774 
146-18504- H RE2NA 146-18514 AXC-346 
146-18504- ^ 156-18517- XE-256 
146-18504- 146-18517- XE-256 
146-18504- 59 . R82NA 146-18517- XE-256 
146-18504- ' R82NA 146-18517- XE-256 
146-18504- 146-18521- F-45 
146-18504- i Ẹ 146-18521- F-45 
146-18504- M 146-18521- F-45 
146-18504- ; 146-18521= F-45 
146-18504- 146-18522- A-412 
146-18504- 
146-18504- M ; 146-18522- À-412 
146-18504- 5 146-16523 i li D-4 
146-18504- : ΑΧΕ-95 146-18524- M A-7413 
146-18504- AXE-95 146-18524~ A-413 
146-18504- : AXE-95 Α 146-18530- 24-359 
146-18504- AXE-95 i 146-16530- 29-359 
146-18504- i 146-18532 1 H-110 
146-18504- m E 145-18532- 3 H - H-110 
146-18504- : z 146-18532- 4 Hi Η-119 
146-18504- M Ξ 146-18533 f 1 1 0-5 
146-18504- 146-18534 M 5 28 D-6 
146-18504- M 146-18565- 1' zF J-73 
146-18504- i : 146-18565- 5 J-75 
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AN 01-60AABA-4 






STOCK NUMBER 




















146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18565- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 





146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18566- 
146-18567- 
146-18567- 
146-18567- 
146-18567- 
146-18567- 
146-18567- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18574- 
146-18582 















146-18582- 
146-18582- 
146-18582- 
146-18582- 
146-18582- 
146-18582- 
146-18582- 
146-18590- 
146-18590- 
146-18590- 
146-18590- 
146-18590- 
146-18590- 
146-18590- 
146-18599- 
146-18598- 
146-18598- 
146-18598- 
146-18598- 
146-18598- 
146-18598- 
146-18598- 
146-18598- 
146-18606- 
146-18606- 
146-18606- 
146-18606- 
146-18606- 
146-18606- 
146-18606- 
146-18606- 
146-18615- 
146-18615- 
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146-18615- 
146-18615- 
146-18615- 
146-18615- 
146-18615- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146718623- 
146-18623- 
146-18623- 
146-18623- 
146-18623- 
146-186223- 
146=18623- 
14618623- 
146-18630- 
146-18630- 











146-18630- 
146-18630- 

146-18630- 

146-18620- 

146-18620- 

146-18630- 

146-18638- 

146718638- 

146718638- 

146-18626- 

146-18638- 

146-18638- 

146-18638- 

146-718638- 

146-18646- 

22-360 146-18646- 
29-360 146-18646- 
22-360 146-18646- 
2J-360 146-18646= 
2J-360 146-18646- 
AXE-98 146718646- 
AXE-98 146718646- 
AXE-98 146-18654- 
AXE-98 146-18654- 
AXE-98 146-18654- 
AXE-98 146-18654- 
AXE-98 146-18654- 
AXE-98 146-18654- 
AXE-98 146-18654- 
2J-361 146-18654- 
2J-361 146-18662- 
2J-361 146-18662- 
29-361 146-18662- 
2J-361 146-18662- 
254-361 146-18662= 
24-361 146-18662- 
29-361 146-18662- 
J-83 146-18662- 
J-83 146-18670- 
J-83 146-18670- 
J-83 146-18670- 
J-83 146-18670- 
J-83 146718670- 
J-83 146-18670- 
4-83 146-18670- 
J-84 146-18670- 
J-84 146-18678- 
J-84 146~18678- 
J-84 146-18678- 
J-84 146-18678- 
J-84 146-18618- 
J-84 146-18678- 
J-84 146-18678- 
J-85 146-18678- 
J-85 146-18685- 
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Contractor Parts 
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Section ΙΙΙ 
Numerical Index of 


Contractor Parts AN | O1-60AABA-4 


FIGURE — |TOTAL|MICROFILM STOCK NUMBER 
AND INDEX | QTY. | NUMBER CLASS CODE | PARTNUMBER | | PARTNUMBER | 
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146-18685= 2 REF 4-794 146-21001- 6 24-363 
146-18685- 3 4794 146-21001- 70 24-363 
146-18685- 4 J-94 14έ-21001- 71 24-363 
146-18685- 5 5-94 146-21001- 73 24-363 
146-18685- & 4-94 146-21001- 75 254-363 
146-18685- 7 I-94 146-21001- 77 24-363 
146-18685- 8 J-94 146-21001- 79 24-363 
146-18692- 1 2J-362 146-21001- 81 23-363 
146-18692= 2 23-362 146-2100i- 82 24-363 
146-18692= 3 24-362 146-21001- 83 23-363 
146-18692- 5 24-362 146-21001- 65 24-363 
146-18692- & 29-362 146-21001- 86 24-363 
146-18692- 7 24-362 146-21001- 87 24-363 
146-18692- ο 24-362 146-21001- 89 24-363 
146-18692- 10 24-362 146-21001- 90 24-363 
146-18692- 11 24-362 146-21001- 91 24-3638 
146-18692- 12 24-362 146-21001- 93 24-363 
146-18692= 13 24-362 146-21001- 95 23-363 
146-18692= 14 24-362 146-21001- 97 24-363 
146-18692= 15 24-362 146-21001- 99 24-363 
146-18692- 16 2J-362 146-21001-101 24-363 
146-18692- 17 2-362 146-21001-103 24-363 
146-18692- 18 2J-362 146-21001-105 24-363 
146-18692- 19 24-362 146-21001-107 23-363 
146-18692- 20 2J=362 146-21001-109 24-363 
146-20001 XH-477 146-21001-111 24-363 
146-20001- 10 XH=477 146-21001-113 24-363 
146-21001- 1 24-363 146-21001-117 2J-363 
146-21001- 2 24-363 146-21001-118 24-363 
166-21001- 3 24-363 146-21001-119 24-363 
146-21001= 4 : 24-363 146-21001-123 24-363 
146-21001= 5 24-363 146-21001-125 24-363 
146-21001- 6 24-363 146-21001-126 2J-363 
146-21001- 7 24-363 146-21001-127 24-363 
146-21001= 8 29-363 146-21001-129 24-363 
146-21001- 9 29-363 146-21001-131 2J-363 
146-21001- 11 24-363 146-21001-133 24-363 
146-21001- 12 29-26 146-21001-135 24-363 
146-21001- 13 24-363 146-21001-137 24-363 
146-21001- 14 24-363 146-21001-138 24-363 
146-21001- 15 2J-363 146-21001-139 24-363 
146-21001- 17 24-363 146-21001-141 24-363 
146-21001- 18 2J-363 146-21001-151 24-363 
146-21001- 19 24-363 146-21001-152 24-363 
146-21001- 20 24-363 146-21001-209 24-363 
146-21001- 21 24-363 146-21001-210 2J-363 
146-21001- 23 24-263 146-21001-251 254-363 
146-21001- 24 24-363 146-21001-252 24-363 
146-21001- 25 24-363 146-21001-301 2J-363 
146-21001- 26 24-363 
146-21001- 27 2J-363]. 146-21001-302 24-363 
146-21001- 28 24-363 
146-21001- 29 24-363 146-21001-307 24-363 
146-21001- 30 24-363 146-21001-308 23-363 
146-21001- 31 24-363 146-21001-309 24-363 
146-21001- 32 24-363 146-21001-311 23-363 
146-21001- 33 24-363 146-21001-313 24-363 
146-21001- 34 24-363 146-21001-314 24-363 
146-21001- 35 24-363 146-21001-327 24-363 
146-21001- 37 2J-363 146-21001-328 24-363 
-|146-21001- 38 24-363 146-21002 24-365 
146-21001- 39 24-363 146-21014 24-364 
146-21001- 40 | 24-363 146-21014- 1 24-364 
146-21001- 41 23-363 146-21014- 2 24-364 
146-21001- 42 24-363 146-21014- 3 24-364 
146-21001- 43 24-363 146-21014- 4 2J-364 
146-21001- 44 2J-363 146-21014- 5 24-364 
146-21001- 45 2J-363 146-21014- 7 24-364 
146-21001- 46 23-363 146-21014- 9 24-364 
146-21001- 47 24-7363 156-21014- 11 2J-364 
146-21001- 49 24-363 146-21014- 13 22-364 
146-21001- 51 24-363 146-21014- 15 2J=364 
146-21001- 53 23-363 146-21015 AXN=135 
146-21001- 55 23-363 146-21015- 1 AXN-135 
146-21001- 56 23-363 146-21015- 2 AXN-135 
146-21001- 57 2J-363 166-21015- 3 AXN=135 
146-21001- 59 24-7363 146-21015- 4 AXN=135 
146-21001- 60 2J-363 146-21015- 5 ΑΧΝ- 1235 
146-21001- 61 24-363 146-21015- 7 AXN-135 
146-21001- 62 24-363 146-21015- 5 
146-21001- 63 24-7363 146-21015- 11 
146-21001- 65 23-363 146-21016 J-101 
[146-21001- 67 24-363 146-21016- 3 J-101 
146-21001- 68 23-363 146-21016- 4 J-102 
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146-21019 146-21114 26-76 
146-21027 146-21114- 1 26-76 
146-21028- 1 146-21114- 2 26-76 
146-21028- 2 146-21115- 1 254-310 
146-21029- 1 146-21115- 2 24-370 
146-21029- 2 146-21115- 3 24-370 
146-210297 3 146-21115- 4 124-370 
146-21029- 4 146-21116 26-71 
146-21030 146721121 26-78 | ` 
146-21033 146-21128 26-79 
146-21040- 1 146-21129- 1 2K-1 
146-21040- 4 146-21129- 2 2K-1 
146-21040- 5 146-21129- 3 2K-1 
146-21041- 1 146-21129- 4 2K-1 
146-21041- 2 146-21129- 5 2K-1 
146-21041- 3 146-21129- 9 2K-1 
146-21041- 4 146-21129- 10 2K-1 
146-21041- 5 146-21129- 11 2Κ-1 
146-21041- 7 146-21129- 31 2K-1 
146-21041- 9. 146-21129- 32 2K-1 
146-21042- 1 146721137 26-80 
146-21042- 2 146-21143 26-81 
146-21042- 3 146-21144- 1 AXN-144 
146-21042- 4 146-21144- 2 ΑΧΝ- 144 
146-21042- 5 146-21145 26-82 
146-21042- 7 146-21151 26-83 
146-21042- 11 146-21158 26-84 
146-21159%- 1 ΑΧΝ-145 


146-21042- 13 
146-21042- 14 
146-21042- 15 
146-21042- 17 
146-21042- 21 






AXN-145 
26-85 
26-86 
26-87 













146-21159- 2 
146-21161 i 
146-21166 
146-21167 





































































































































































































































































146-21042- 22 146-21173 20-88 
146-21042- 31 146-21174- 1 2K-2 
146-21042- 32 146-21174- 2 2K-2 
146-21048 146-21174- 3 2Κ-2 
146-21054 146-21174- 4 2Κ-2 
146-21055- 1 146-21174- 5 2Κ-2 
146-21055- 2 146-21174- 7 2K-2 
146-21056- 1 146-21174- 8 2K-2 
146-21056- 2 146-21174- 21 2K-2 
146-21056- 3 146-21174- 22 2K-2 
146-21056- 4 146-21174- 31 2Κ-2 
146-21057 146-21174- 32 2K=2 | 
146-21061 146-21179- 1 20-595 
146-21069 146-21179- 2 20-595 
146-21070- 1 146-21181 20-89 
146-21070- 2 146-21185 26-90 
146-21071- 1 29-367 146-21185- 1 26-90 
146-21071- 2 24-367 146-21185- 2 26-90 
146-21071- 3 24-367 146-21189 2Κ-3 
146-21071- 4 2J-367 146-21189- 3 2K-3 
146-21072 . 26-67 146-21189- 5 2K-3 
146-21076 26-68 146721301 AXN=147 
146-21083 26-69 146-21301- 3 ΑΧΝ- 147 
146-21084 26-70 146-21301- 5 AXN=147 
146-21084- 1 26-70 146-21301- 7 AXN-147 
146-21084- 2 26-70 146-21301- 9 ΑΧΝ- 147 
146-21085- 1 23-368 146-21301- 11 AXN-147 
146-21085- 2 24-368 146-21301- 13 ΑΧΝ-147. 
146-21085- 3 23-368 146-21301- 15 AXN-147 
146-21085- 4 24-368 146-21301- 17 AXN=147 
146-21085- 5 2J-368 146-21301- 19 AXN=147 
146-21085- 7 2J-368 146-21301- 21 ΑΧΝ-147 
146-21085- 13 204-368 146-21301- 23 ΑΧΝ- 1497 
146-21085- 15 24-368 146-21301- 25 AXN-147 
146-21085- 17 24-368 146-21301- 27 AXN-147 
146-21085- 21 24-368 146-21301- 29 ΑΧΝ- 147 
146-21085- 22 2J-368 146-21301- 33 AXN=147 
146-21085- 31 23-368 146-21301- 35 ΑΧΝ-147 
146-21085- 32 23-368 146-21301-101 ` AXN=147 
14621091 26-71 146-21301-102 AXN-147 
146-21098 26-72 146-21302 2K-4 
146-21099- 1 AXN-143 146-21302- 1 2K-4 
146-21099- 2 ΑΧΝ- 143 146-21302- 2K-4 
146-21100- 1 234-369 146-21302- 5 2K-4 
146-21100- 2 239-269 146-21302- 6 2K-4 
146-21100- 3 2J-369 146-21302- 7 2K-4 
146-21100- 4 146-21302- 3 2K-4 
146-21101 146-21302- 9 2K-4 






2K-4 
2K-4 
2K-4 
2K-4 


146-21302- ll 
146-21302- 12 
146-21302- 13 
146-21302- 15 


146-21101- 28 
146-21101- 29 
146-21106 
146-21113 
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146-21302- 17 
146-21302- 19 
146-21302- 21 
146-21302- 23 
146-21302- 25 
146-21302- 27 
156-21302- 28 
146-21302- 29 
146-21302- 31 
146-21302- 33 
146-21302- 35 
146-21302- 37 
146-21302- 39 
146-21302- 41 
146-21302- 43 
146-21302- 44 
146-21202- 45 
146-21302- 47 
146-21302- 48 
146-21302- 49 
146-21302- 50 
146-21302- 51 
146-21302- 52 
146-21302- 53 
146-21302- 54 
146-21302- 55 
146-21302- 57 
146-21302- 59 
146-21302- 61 
146-21302- 62 
146-21302- 63 
146-21302- 64 
146-21302- 65 
146-21302- 66 
146-21302- 67 
146-21302- 68 
146-21302- 69 
146-21302- 7ο 
146-21302- 71 












TOTAL| MICROFILM 
QTY. | NUMBER 


AXB-143 
AXB-143 
AXB-143 
AXB-143 
AXB-143 
20-597 
20-597 
20-597 
20-597 
20-597 
20-597 
2D-597 
20-597 
20-597 
20-597 
20-597 
20-91 
20-5598 
20-598 
20-598 
20-598 
20-598 
20-599 
20-599 
20-599 
20-599 
2D-599 
20-599 
2D-599 
2D-600 
20-600 
22-600 
20-600 
20-600 
20-600 
20-600 
2D-600 
J-123 


CLASS CODE 










STOCK NUMBER 
CLASS CODE PART NUMBER $ 
17 


146-21312- 
146-21312- 19 
146-21312- 21 
146-21312- 23 
146-21312- 25 
146-21313- 3 
146-21313= 5 
146-21313- 7 
146-21313- 9 
146-21313- 11 
146-21313- 13 
146-21313- 15 
146-21313- 17 
146-21313- 19 
146-21313- 21 
146-21313- 23 
|146-21314 
146-21315- 1 
146-21315- 2 
[146-21315- 3 
7 
9 









































































































































































146-21315- 
146-21315- 
146-21316 
146-21316- 1 
146-21316- 2 
146-21316- 3 
146-21316- 5 
146-21316- 7 
1456-21316- 9 
146-21317- 1 
146-21317- 2 
3 
4 
5 
7 
5 
1 
1 



























146-21317- 
146-21317- 
146-21317- 
146-21317- 
146-21317- 
146-21317- 1 
146-21402- 
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146-21302= 73 146-21402- 2 1 J-123 
146-21302- 74 146-21402- 11 l| J-123 
146-21302- 75 146-21402- 12 1 J-123 
146-21302-101 146-21402- 13 1 4-123 
146-21302-102 146-21402- 14 1 J-123 
146-21303= 5 12146-21403 1|AXE-111 
146-21303- 7 1456-21403- 1 1|AXE-111 
146-21303- 9 146-21403- 2 l|AXE-111 
146-21303- 11 146-21403- 3 11 AXE-111 
1456-21303- 12 146-21403- 4 l|AXE-111 
1456-21303- 13 146-21404 4 F-82 
1456-21203- 15 1456721410 1| XK-489 
146-21303- 17 R82NA 146-21411- 3 i 2U-3 
146-21203- 19 R82NA 146-21411- 5 1 2U-3 
146-21303- 21 146-21413 2 F-84 
146-21303- 23 R82NA 146-21430 2 26-92 
146-21303- 25 146-21430= 3 2 26-92 
146-21303- 27 "| R8B2NA 146-21430- 10 2 26-92 
146-21303- 29 R82NA 146721431 : 2 26-793 













146-21303- 31 
146-21503- 33 
146-21303- 35 
1456-21303- 37 
146-21303- 39 
146-21303- 41 
146-21303- 43 
146-21303- 45 
146-21303- 47 
146-21303- 48 
146-21309- 3 
146-21309- 5 


1456-21431- 3 
146-21431- 1ο 
146-21432 

146-21432- 3 
146-21432- 10 
146-21433 

146-21433- 3 
146-21433- 10 
146-21436- 1 



























R82NA 
R82NA 


26-93 
26-94 
26-94 
26-94 
26-95 
26-95 
26-95 
20-601 







R82NA 
R82NA 
























NPNNNND fo 






R82NA 

















































N 


R82NA 146-21436- 2D-601 











20-596 














































































































R82NA 14546-21311 AXN-149 146-21437- 1 1j XK-388 
146-21311- 3 AXN-149 146-21437- 2 1| XK-388 
146-21311- 5 AXN-149 146-21437- 3 1| XK-388 
146-21311- 7 AXN-149 146-21437- 4 1| XK-388 
146-21311- 9 AXN-149 146-21438 11ΑΧς-361 

R82NA 146-21311-101 AXN-149 146-21438- 1 l|AXC-361 
146-21312 AXB-143 146-21438- 2 l|AXC-361 
146-21312- 3 AXB-143 146-21438- 2 1| AXC-361 
146-21312- 5 AXB-143 146-21438- 4 1| AXC-361 
146-21312- 7 AXB-143 146-21439- 1 2| 22-602 
156-21312- 9 AXB-143 146-21439- 2 2| 22-602 
146-21312- 11 AXB-143 
146-21312- 13 AXB-143 146-22002- 25 









146-21312- 15 146-22021- 9 2U-4 
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146-22021- 11 146-22084- 23 i| 2U-13 
146-22021- 12 146-22084- 4 1] 2u-13 
146-22021- 13 146-22084- 5 2| 2U-13 
146-22021-101 146-22084- 6 2| 2U-13 
146-22021-102 146-22091 i| 26-99 
146-22091- 1 1| 26-99 
146-22021-201 1 146-22091- 2 i| 26-99 
146-22027- 1 1 146-22091- 3 1| 26-99 
146-22027- 2 1 146-22091- 4 1| 26-99. 
146-22027- 3 1 146-22091- 5 2| 29-99 
146-22027- 4 1 146-22099 1| 26-100 
156-22027- 5 2 146-22099- 1 1| 26-100 
146-22032- 1 1 146-22099- 2 1| 26-100 
146-22032- 2 1 146-22099- 3 1| 26-100 
146-22032- 3 1 146-22099- 4 1] 26-100 
146-22032- 4 1 146-22099- 5 2| 26-100 
146-22032- 5 2 146722104 1| 26-101 
146-22038 1 146-22104- 1 1| 26-101 
146-22038- 1 1 146-22104- 2 1| 26-101 
146-22038- 2 1 146-22104- 3 1| 26-101 
146-22038- 3 1 146-22104- 4 1| 26-101 
146-22038- 4 1 146-22104- 5 4| 26-101 
146-22038- 5 2 146-22104- 11 146-22194- 2 
146-22038- 9 2 146-22104- 12 146-22104- 2 ' 
146-22038- 10 1 146-22104- 13 1| 26-101 
146-22041- 1 1 146-22104- 14 i| 26-101 
146-22041- 2 1 146-22104- 15 2| 26-101 
146-22041- 3 1 146-22104- 16 2| 26-101 
146-22041- 4 1 146-22104- 21 i| 26-101 
146-22048- 1 .1 146-22104- 22 1| 26-101 
156-22048- 2 1 146722108 1| 26-102 
156-22048- 3 1 146-22108- 1 1| 26-102 
146-22048- 4 1 146-22108- 2 1| 26-102 
146-22048- 5 2 146-22108- 3 1| 26-102 
146-22055- 1 1 146-22108- 4 i| 26-102 
146-22055- 2 1 146-22108- 5 4| 26-102 
146-22055- 3 1 146-22108- 11 1| 26-102 
146-22055- ^4 1 146-22108- 12 1| 26-102 
146-22055- 5 2 146-22108- 13 i| 26-102 
146-22061- 1 1 146-22108- 14 1| 26-102 
146-22061- 2 1 146-22108- 21 1| 26-102 
146-22061- 3 1 146-22108- 22 1| 26-102 
146-22061- 4 1 146722114 i| 26-103 
146-22061- 5 2 146-22114- 1 1| 26-103 
146-22067- 1 1 146-22114- 2 1| 26-103 
146-22114- 3 1| 26-103 
146-22067- 2 1 146-22114- 4 1| 26-103 
` 146-22114- -5 2| 26-103 
146-22067- 3 1 146-22120 1| 26-104 
146-22067- 4 1 146-22120- 1 1| 26-104 
146-22067- 5 2 146-22120- 2 i| 26-104 
146-22067- 7 2 146-22120- 3 1| 26-104 
146-22067- 13 1 146-22120- 4 1} 26-104 
146-22067- 14 1 146-22120- 5 2| 26-104 
146-22067- 17 1 146722126 1| 26-105 
146-22067- 19 2 146-22126- 1 1| 26-105 
146-22068- “1 1 146-22126- 2 1| 26-105 
146-22126- 3 1| 26-105 
146-22068- 1 146-22126- 4 1| 26-105 
146-22126- 5 2| 26-105 
146-22068- 3 1 146-22126- 9 1] 26-105 
146-22068- 4 1 146-22126- 10 1| 26-105 
146-22068- 5 2 146-22129 1| 2U-14 
à 146-22129- 1 55 1| 2U-14 
146-22068- 7 1 56 
146-22068- 8 1 146-22129- 2 55 1| 20-14 
146-22068- 9 1 : 56 
146-22068- 10 1 146-22129- 23 1| 2U-14 
146-22068- 11 2 146-22129- 4 1| 2U-14 
146-22070- 3 8 146-22129- 5 2| 2U-14 
146-22075- 1 1 146-22135- 1 1] 26-106 
146-22075- 2 1 146-22135- 2 i| 26-106 
146-22075- 3 1 146-22140- 1 1| 26-107 
146-22075- 4 1 156-22140- 2 1| 26-107 
146-22075- 5 2 146-22140- 3 1| 26-107 
146-22081- 1 1 146-22140- 4 1| 26-107 
146-22081- 2 1 146-22140- 5 2| 26-107 
146-22081- 3 1 146-22146- 1 1| 2U-15 
146-22081- 4 1 146-22146- 2 i| 2U-15 
146-22081- 5 2 146-22146- 3 2| 2U-15 
146-22081- 9 1 146-22146- 4 i| 2U-15 
146-22081- 10 1 146-22146- 5 οἱ 20-15 
146-22084- 1 1 146-22146- 7 2 2U-15 
146-22084- 2 1 146-22146- 9 2| 2U-1i5 
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l46-22152- 1 26-108 ee -22321- 3 26-118 
146-22152- 2 26-108 146-22321= 5; 26-118 
146-22158 26-109 146-22321- 33 ` 26-118 
146-22164- 1 26-110 146-22321- 34 26-118 
146-22164- 2 26-110 146-22321- 35 26-118 
146-22171 26-111 146-22321~ 36 26-118 
1456-22171- 1 26-111 146-22321- 37 26-118 
146-22171- 2 26-111 146-22321- 38 26-118 
146-22171- 3 26-111 146-22321- 39 26-118 
146-22171- 4 26-111 146-22321- 40 26-118 
146-22171- 5 26-111 146-22321- 41 26-118 
146-22171- 9 26-111 146-22321- 42 26-118 
146-22174- 1 26-112 146722324 26-119 
146-22174- 2 26-112 146-22324- 3 26-119 
146-22177- 1 26-113 146-22324- 7 26-119 
146-22177- 2 26-113 146-22324- 9 26-119 
146-22183- 1| 26-114 146-22324- 11 26-119 
146-22183- 2 26-114 146-22325 26-120 
146-22189 20-16 146-22325- 3 26-120 
.146-22189= 3 2U-16 146-22325- 5 26-120 
146-22189- 5 2U-16 146-22325= 7. 26-120 
146-22189- 6 2U-16 146-22325- 9 26-120 
146-22189- 7 2U-16 146-22325- 11 26-120 
146-22301- 1 2D-603 146-22325- 13 26-120 
146-22301- 2 20-603 146722327 


26-121 
26-121 
26-121 
26-121 
26-121 

2C-52 


146-22302 2U-17 


2U=17 


146-22327- 15 
146-22327- 17 
146-22327- 19 
146-22327= 21 
146-22330 







146-22302= 
























146-22302- 2U-17 


20-17 
20-17 




























1 

2 
146-22302- 3 
146-22302= 4 
146-22302- 5 
146-22302- 6 
7 

8 

9 

10 















146-22332 







26-122 




















































































2U-17 146-22332= 3 26-122 

20-17 146-22332- 5 26-122 
146-22302- 20-17 146-22332- 7 26-122 
146-22302- 20-17 146-22332- 9 26-122 
146-22302- 20-17 146-22332- 11 26-122 
146-22302- 2U-17 146-22332- 13 - 26-122 
146-22302- 11 2U-17 146-22333 26-123 
146-22302- 12 2U-17 146-22333= 3 26-123 
146-22302- 13 2U-17 146-22333- 5 26-123 
146-22302- 14 2U-17 146-22333- 7 26-123 
146-22302- 15 2U-17 146-22333- 11 


26-123 


146-22302- 16 26-123 


2U-17 
146-22302- 17 





146-22333- 13 















2U-17 146-22333- 15 26-123 
146-22302- 18 2U-17 146-22334 26-2124 
146”-22302- 19 2U-17 146-22334- 26-124 
146-22302- 20 2U-17 










26-124 
26-124 
26-124 

2U-20 


146-22302- 21 
146-22302- 22 
146-22302- 25 


2U-17 
2U-17 
2U-17 


146-722334- 
146-22334- 
146-22403 






3 
146-22334= 5 
7 
9 






R82NA 












































146-22302- 26-17] | R82NA 146-22404- 5 2K-7 
R82NA 1456-22404- 10 2K-7 
146-22302- 2U-17| | R82N 166-22405- 1 AXN-11 


























146-22302- 28 





2U-17 






R82NA 146-22405- 2 


AXN-11 






























































146-22302- 29 2U-17 R82NA 146-22405= 3 = AXN-11 
146-22302- 31 2U-17 - 
146-22303- 1 20-18 146-22408 - 20-608 
146-22303- 2 2U-18 146-22409 -. 20-609 
146-22305 - 





:2C-751 
26-115 





































R82NA 












146-22311 


156-22409- 3 
146-22311- 3 


20-609 



























26-115 146-22410 55 2D-610 
146-22311- 5 26-115 146-22411 55 20-611 
146-22312 26-116 56 
146-22313 AXC=370 146-22412 55 12 2D-612 
146-22314 26-117 146-22413 55 11 2D-613 
146-22315 20-604 56 13 
146-22316 2D-605 146-22414 55 14 2D-614 
146-22317 20-606 146-22416 53 D=30' 
















146-22319 

146-22319- 3 
146-22321 

146-22321- 17 
146-22321- 18 
146-22321- 19 
146-22321- 20 
146-22321- 21 
146-22321- 22 
146-22321- 29 
146-22321- 30 


20-607 146-22417 







D-32 












^a 
146-22418 AXB=149 





























146-22429- 10 


An 
ο 
ο ee 






20-616 


146-22501- 7 


2K-8 
146-22501= 9 


2K-8 






26-118 
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Numerical Index of 
Contractor Parts 


STOCK NUMBER ΗΠ FIGURE MICROFILM 
CLASS CODE lo PARTNUMBER |39| AND INDEX NUMBER 


146-23089- 8 F-131 
146-23089- 9 F-131 
146-23089- 11 F-131 
146-23089- 13 F-131 
146-23097- 3 F-132 
146-23097- 5 F-132 
146-23097- 9 F-132 
156-23097- 11 F-132 
146-23097- 12 F2132 
146-23099- 3 D-44 
146-23099- 4 D-44 
146-23101 


ΑΝ ΟΙ-όΟΑΑΒΑ-4 


STOCK NUMBER FIGURE MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 


146-22501- 10 
146-22501- 11 
146-22501- 12 
146-22501- 15 
146-22501- 16 
146-22501- 17 
146-22501-101 
146-22501-102 
146-22501-103 
146-22501-104 
146-22501-105 
146-22501-106 
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146-22501-113 146-23102 F-134 
146-22501-115 146-23102- 3 F-134 
146-22501-301 146-23102- 5 F-134 
146-22501-302 146-23102- 7 F-134 
146-22502- 1 146-23105 D-45 
146-23107 G-446 

146-22502- 2 1 146-23107- 3 G-446 
146-23107- 5 6-446 

146-22502- 3 146-23107- 6 G-446 
146-22502- 4 146-23107- 7 G-446 
146-22502- 5 146-23107- 9 6-446 
146723113 D-46 

146-22502- 6 145-23120 D-47 
146-23121 F-140 

146-22502- 146-23121- 3 F-140 
146-23121- 5 F-140 

146-22502- 8 146-23121- 6 F-140 
146-23122 AXC=372 

146-22503- 1 146-23122- 3 AXC-372 
146-22503- 2 146-23123 F-142 
146-22507 146-23127 D-48 
146-23128 F-143 

146-23129 AXC-373 

146-23129- 5 AXC-373 

146-22508- 1 146-23129-101 AXC-373 
146-22508- 2 146723135 F-146 
146-22509- 1 146-23136 AXC-374 
146-22509- 2 146-23136- 5 AXC-374 
146-22510- 3 146-23136-101 ΑΧς-374 
146-22510- 4 146-23143 F-149 
146-22510- 5 146723144 AXC=375 
146-22510- 6 146-23144- 5 AXC-375 
.[146-22510- 7 146-23144-101 AXC=375 
146-22510- 8 146-23150 26-125 
146-22510- 9 146-23151 26-126 
146-22510- 10 146-23151- 3 26-126 
146-22510- 11 146723157 F-155 
146-225105 12 146-23158 AXC-376 
146-22510- 13 146-23158- 5 AXC-376 
146-22510- 14 146-23158-101 AXC-3T6 
146-22510- 15 146-23301- 9 2K-9 
146-22510- 16 146-23301- 10 2K-9 
146-22510- 17 146-23301- 17 2K-9 
146-22510- 18 146-23301- 19 2K-9 
146-22510- 19 146-23301- 21 2K-9 
146-22510- 20 146-23301- 23 2K-9 




























































































2K-9 
2K-9 
2Κ-9 
2Κ-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2K-9 
2Κ-9 
2K-9 
2K-9 
2K-9 


146-23301- 25 
146-23301- 27 
146-23301- 31 
146-23301- 37 
146-23301- 43 
146-23301- 44 
146-23301- 53 
146-23301- 55 
146-23301- 57 
146-23301- 58 
146-23301- 59 
146-23301- 60 
146-23301- 61 
146-23301- 63 
146-23301- .65 
146-23301- 67 
146-23301- 69 
146-23301- 71 
146-23301-10i 


146-22510- 21 
146-22510- 22 
146-22510- 23 
146-22510- 24 
146-22510- 25 
146-22510- 26 
146-22510- 27 
146-22510- 28 
146-22510- 29 
146-22510- 30 
146-22511- 1 
146-22511- 2 
146-22512- 1 
146-22512- 2 
146-22513 

146-23019 

146-23019- 3 
146-23031 

146-23039 





AAA eee I gn gn s qnt ^ NM) rà EH p Pr e» po p er s ro a er o án tnt EP 







deb gh | pd e 5» RB et B IH eh ου ϱ ο 1... 15} I a D PL 12 






146-23052 146-23305 i| 20-618 
146-23060 146-23305- 3 1| 2D-618 
146-23068 146-23305- 5 1| 20-618 
146-23068- 3 146-23305- 7 i| 20-618 
146-23089 146-23305- 9 i| 20-618 
146-23089- 3 146723308 1 

146-23089- 146-23309 1 20-53 
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Numerical Index of 
Contractor Parts 










STOCK NUMBER 
| PART NUMBER "η [PARTNUMBER 


146-23312 
146-23313 
146-23314 
146-23315 
146-23316 
146-23316- 3 
146-23317 
146-23323 
146-23323- 3 
146-23324 
146-23334 
146-23334- 3: 
146-23334= 5 
9 
1 




















































































































R82NA 


146-23334- 
146-23334- | 
146-23335 
146-23335- 3 
146-23335= 5 
146-23335= 7 
146-23335= 11 
[146-23336- 10 
146-23341 
146-23401 
146-23401- 3 
146-23402 
146-23402- 3 
146-23402-= 5 
146-23402- 10 
146-23403- 3 
146-23403-100 
146-23404 
146-23404- 3 
146-23406 
146-23406- 5 
146-23406- 10 
146-23407 
146-23407= 3 
146-23410 
146-23411- 3 
146-23411= 5 
146-23417 
146-23417= 3 
146-23417- 5 
146-23419 
146-23421 
146-23423 
146-23423- 3 
146-23424 
146-23425 
146-23426 
146-23427 
146-23428 
146-23429 
146-23429- 5 
146-23430 
146-23431 
146-24414 
146-24414- 10 


R82NA 


146-24415 
146-24415- 3 
146- 24416 
1146-24 417 
146-24430 


146-24434 
146-24452 
146-24453 
146-24453= 3 
146-24458 | 
146-24458= 3 
146724459 
146-24462 
146-24462= 7 
146-24462- 9 
146724469 
146-24470 
146-24470- 3 
146-24475- 























146-31010 
146-31010- 10 
146-31010- 63 
146-31010- 65 












ER FIGURE  |TOTAL MICROFILM 
9 9| AND INDEX | QTY. NUMBER 




































































ΑΝ O1-60AABA-4 





F~163 







146-31010- 6 
Ε-164 146-31010- τ 
F-165 146-31010- 72 
F-166 





146-31010- 73 
146-31010- 74 
146-31010- 75 
146-31010- 76 
146-31010- 77 
146-31010- 78 
146-31010- 79 
146-31010- 30 
146-31010- 81 
146-31010- 82 
146-31010- 83 
146-31010- 85 
146-31010- 87 
146-31010- 89 
146-31010- 91 
146-31010- 92 
146-31010- 97 
146-31010- 99 
146-31010-101 
146-31010-103 
146-31010-104 
146-31010-105 
146-31010-106 
146-31010-107 
146-31010-108 
146-31010-109 
146-31010-110 
146-31010-111 
146-31010-113 
146-31010-115 
146-31010-117 
146~31010-121 
146-31010-123 
146-31010-124 
146-31010-125 
146-31010-126 
146-31010-127 
146-31010-129 
146-31010-130 
146-31010-131 
146-731010-132 
146-31010-133 
146-31010-134 
146731010-135 
146-31010-137 
146-31010-139 
146-31010-141 
146-31010-143 
146-31010-145 
146-31010-146 
146-31010-147 
146-31010-148 
146-31010-149 
146-31010-150 
146-31010-151 
146-31010-152 
146-31010-153 
146-31010-154 
146-31010-155 
146-31010-156 
146-31010-157 
146-31010-158 
146-31010-159 
146-31010-161 
146-31010-163 
146-31010-165 
146-31010-166 
146-31010-171 
146-31010-172 
146-31010-173 
146-31010-174 
146-31010-175. 
146-31010-176 
146-31010-177 
146-31010-179 
146-31010-181 
146-31010-182 
146-31010-183 
146-31010-184 
146-31010-185 
146-31010-186 


F-167 
F-167 















ΑΧΒ-150 
AXB-150 
A-4525 
F-175 
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STOCK NUMBER FIGURE [τοται 
CLASS CODE | PARTNUMBER | | PARTNUMBER | AND INDEX | ary. 
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MICROFILM 
NUMBER 








ΑΝ 01-60AABA-4 




























AND INDEX 











146-31027- 
146-31027- 5 
146-31027- 7 
146-31027- 9 
146-31027- 11 
146-31027- 13 
146-31029- 33 
146-31029-100 
146-31029-101 
146-31030 


146-31010-187 
146-31010-188 
146-31010-189 
146-31010-190 
146-31010-191 
146-31010-192 
146-31010-193 
146-31010-195 
146-31010-196 
146-31010-197 


A A A IH o e 


















































146-31010-277 146-31030- 3 
146-31010-281 146-31030- 5 
146-31011- 1 REF 146-31030- 7 
146-31011- 2 REF 146-31030- 9 
R82NA 146-31011- 3 146-31030- 11 
ΒΒΖΝΑ 146-31011- 4 146-31030- 13 
R82NA 146-31011- 5 146-31030- 15 
R82NA 146-31011- 6 146-31030- 17 
146-31011- 7 146-31030- 19 
146-31011- 8 146-31030- 21 
146-31011- 9 146-31030- 30 
146-31011- 10 146-31030- 31 









































































































































































1 
1 
1 
1 
1 
1 
1 
1 
146-31011- 11 1 146-31030-100 
146-31011- 12 1 146-31030-200 
146-31011- 13 L 146-31032 
146-31011- 14 1 146731032- 5 
146-31011- 15 T 146-31032- 7 
146-31011- 16 1 146-31033- 3 
146-31011- 17 1 146-31023- 5 
146-31011- 13 1 146-31033- 7 
146-310911- 19 1 R82NA 146731036 
146-31011- 20 1 
146-31011- 22 1 
146-31011- 24 1 R82NA 146-31038 
146-31011- 26 1 
146-31011- 28 1 146-31038- 3 
146-31011- 29 1 146-31039 
146-31011- 31 2 146-31066 
146-31011- 33 2 146-31067- 3 
146-31011- 35 2 146-31068- 3 
146-31011- 37 1 146-31068- 5 
146-31011- 38 1 146-31068- 7 
146-31011- 39 1 146-31069 
146-31011- 41 1 146-31069- 3 
146-31011-101 REF 146-31069- 5 
146-31012- 1 1|AXN-151 146-31069- 7 
146-31012- 2 1|AXN-151 146-31069- 19 
146-31012- 3 1|AXN-151 146-31069-100 
146-31012- 4 1|AXN-151 146-31069-101 
146-31012- 5 1|AXN-151 146731070 
146-31012- 6 1|AXN-151 1456-31070- 3 
146-31012- 7 1|AXN-151 146-31070- 5 
146-31012- 8 1|AXN-151 146-31070- 7 
146-31012- 9 1|AXN-151 146-31071 
146-31012- 10 1|ΑΧΝ-151 146-31072 
146-31012- 11 1|AXN-151 146731073 
146-31012- 12 1|AXN-151 146731074 
146-31012- 13 2] AXN-151 146-31075 
146-31012- 17 1|AXN-151 146-31076- 1 
146-31012- 18 1|lAXN-151 146-31076- 2 
146-31012- 19 1|AXN-151 146-31076- 3 
146-31012- 20 1|AXN-151 146-31076- 4 
146-31013 1|AXE-113 146-31076- 5 
146-31013- 1 REF|AXE-113 146-31076- 6 
146-31013- 2 REF|AXE-1123 146-31076- 7 
146-31013- 5 1|AXE-113 146-31076- 8 
146-319013- 6 1|AXE-113 146-31078 
146-31013- 7 1|AXE-113 146-31078- 3 
146-31013- 8 1|AXE-113 146-31078- 5 
146-31013- 39 1|AXE-113 146-31078- 9 
146-31013- 10 1|AXE-113 146-31078- 11 
146-31013- 11 1]AXE-113 146-31078- 13 
146-31013- 12 1|AXE-113 146-31078- 15 
146-31013- 13 1|lAXE-113 146-31078- 17 
146-31013- 14 1|AXE-113 146-31078- 19 
146-31013- 15 1|AXE-113 146-31079 
146-31013- 16 1|AXE-113 146-31080- 3 
146-31013- 17 1|AXE-113 146-31083- 5 
146-310123- 18 1|AXE-113 146-31083= 7 
146-31013- 19 l1|AXE-113 146-31083- 9 
146-31013- 20 1|ΑΧΕ-113 146-31083- 11 
146-31026 1 ΧΕ-22 146-31083- 13 
146-21026- 3 1 XF-22 146-31083- 15 
14546-31027 i| xH-158| | RS2HA 146-31084 
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XH-158 
ΧΗ-158 
ΧΗ-158 
ΧΗ- 1268 
ΧΗ- 128 
ΧΗ- 128 


ΧΗ- 482 
ΧΗ- 482 
ΧΗ5 482 
ΧΗ- 482 


ΧΗ” 482 
XH-482 
XH-482 
XH-482 
XH-482 
XH-482 
XH-482 
XH-482 

















XH-482 
AXC-378 
AXC-318 
AXC-378 

F-200 

F-200 

F-200 
ΑΧΑ-13 





AXB-154 






AXB-154 
2C-64 
20-65 

26-130 
XF-23 
ΧΕ-23 
ΧΕ-23 
ΧΕ-24 
ΧΕ-24 
XF-24 
XF-24 
XF-24 
XF-24 
XF-24 

AXB-155 

AXB-155 

AXB-155 

AXB-155 

AXC-319 
2ς-66 
26-67 
2ς-68 
26-69 

K-4 
K-4 
K-4 
K-4 
K-4 
K-4 
K-4 
Κ-ὰ 

AXE=177 

AXE-177 

AXE-117 

AXE-177 

ΑΧΕ-1ΤΤ 

ΑΧΕ- 177 

ΑΧΕ- 177 

AXE-177 

AXE-117 
























































2K-12 
2D-619 
20-619 
20-619 
20-619 
20-619 
20-619 
20-70 
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NUMBER 















STOCK NUMBER 


| CLASS CODE | PART NUMBER 


146-31088 

146-31088- 
146-31088- 
146-31089 






























STOCK NUMBER 


CLASS CODE | — PART NUMBER | | — PART NUMBER | 


ER FIGURE | TOTAL| MICROFILM 
39| AND INDEX | QTY. | NUMBER 





FIGURE 
AND INDEX 
M1 


































14546-31104 
146-31104- 5 
146-31104- 15 
146-31104- 17 
146=31104- 19 
146-31104- 21 
146-31104- 27 
146-31104- 29 
146-31104-103 
146-31104-105 
146-31104-107 
146-31104-109 
146-31104-111 
146-31105 
146-31105- 3 
146-31106 
146731107 
146-31107- 3 
146-31108- 3 
1456-31108- 5 
146-31108- 7 
146-31108- 9 
146-31108- 11 
13 
15 
17 
19 


πω 
































146-31089- 3 
146-31089- 5 
146-31089- 7 
146-31089- 9 
146-31089- 11 
146-31089- 13 
146-31089- 15 
146-31089- 17 
146-31089- 19 
'146-31089- 21 
146-31089- 23 
146-31089- 25 
146-31089- 27 
146-31089- 29 
146-31089- 31 
146-31089= 33 
146-31089- 35 
146-31089- 37 
146-31089- 39 
146-31089= 41 
1456-31089- 43 
146-31089- 45 
146-31089- 47 
146-31089- 49 
146-31089- 51 

146-31089- 53 

146-31089= 54 
146-31089- 55 
146-31089- 57 

146-31089- 59 

146-31089- 61 

146-31089- 63 

146-31089- 65 

156-31089- 67 

146-31089- 69 

146-31089- 71 

146-31089- 73 

146-31090 









R82NA 




















































































AXN-152 
AXN-152 
AXN-152 
AXN-152 
AXN-152 
ΑΧΗ-152 
AXN-152 
AXN-152 
AXN-152 
ΑΧΝ-152 
AXN-152 
ΑΧΝ-152 
ΑΧΝ-152 
AXN-152 
AXN=152 
ΑΧΝ-152 
AXN-152 
AXN-152 
AXN=152 
AXN-152 
AXN-152 


146-31108- 

146-31108- 

146-31108- 

146-31108- 

146-31108- 21 
146-31108- 23 
146-31108- 25 
146-31108- 27 
146-31108- 29 
146-31108- 33 
146-31108- 35 
146-31108- 37 
146-31108- 39 
146-31108- 41 
146-31108- 45 
146-31108- 47 
146-31108- 49 
146-31108- 75 
146-31108- 77 












































































146-31090- 3 
156-31090- 4 
146-31090- 7 
146-31092- 1 
146-31092- 2 
146-31094 
146-31095 
146-31096 
146-31098 
146-31100 a 
146-31100- 9 
1456-31100- 11 
146-31100- 13 


146-31100- 21 
146-31100- 29 
146-31100-300 





146-31100-400 
146-31100-500 







14546-31101 
146-31101-400 





146-31101-500 
146-31101-600 





146-31103 
146-21103- 3 
146-31103= 5 
146-31103- 7 
146-31103- 13 
146-31103- 15 
146-31103= 17 
146-31103- 21 
146-31103- 23 
146-31103- 25 
146-31103-100 
146-31103-200 






842 


























































146-310$9- 


m 
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AXE-118 






















































F-201 
Ε-201 
F-201 
F-201 
20-72 
20-72 
20-73 
26-131 


146-31108- 79 
146-31108- 81 
146-31108- 89 
146-31108- 91 
146-31108-147 
146-31108-200 
146-31108-203 
146-31108-205 
146-31108-207 
146-31108-400 
146-31109- 3 
146-31109- 5 
146-31109= 7 





2K-13 
2K-713 
2Κ-13 


















2Κ-13 146-31109- 11 

1146-31100- 15 2K-13 146-31109- 13 

146-31100- 17 2K-13 146731109- 15 
146-31100- 19 2K-13 


146-31109- 17 
146-31109- 19 
146-31109- 21 
146-31109- 23 
146-31109- 25 
146-31109- 27 
146-31109- 29 
146-31109- 31 
146-31109=-33. 
146-31109= 35 
146-31109- 59 
146-31109- 61 
146-21109- 63 
146-31109- 77 
146-31109-.81 
146-31110- 17 
146-21110- 19 
146-31110- 20 
146-31110- 21 
146-31110- 22 
146-31110- 23 
146-31110- 24 
146-31110- 25 
146-31110- 27 
146-31110- 29 
146-31110- 31 


2K-13 
2K-13 
2K-13 











2K-13 
2K-13 








2K-14 
2K-14 








2K-14 
2K-14 









2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
2K-15 
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| Section Ill 
AN O1-60AABA-4 Numerical Index of 


Contractor Parts 
STOCK NUMBER d FIGURE  |TOTAL| MICROFILM 
CLASS CODE 59] AND INDEX| QTY. | NUMBER | 
M1 





















STOCK NUMBER 
| CLASS CODE | PART NUMBER 



















































146-31110- 33 2K-19 146-31118 
146-31110- 35 2K-19 146-31119 
146-31110- 37 2K-19 146-31120- 3 
146-311101- 1 20-620 146-31120- 5 
146-311101- 2 20-620 146-31120- 7 
1467311103 A-7553 146-31120- 9 




















20-621 
20-622 


146-31120- 11 
146-31120- 13 


146-311104 
146-311105 





































































































































































































































































































































































































































146-311105- 3 2D-622 146-31120- 15 
146-311105- 5 20-622 146-31120- 17 
RB2NA 146-311106 20-623 146-31120- 19 
RB2NA 146-311108 20-74 146-31120- 21 
146-311109- 3 20-624 146-31120- 23 
RB2NA 146-311109- 5 20-624 146-21120- 25 
146-311109- 7 20-624 146-31120- 27 
RB2NA 146-311109- 9 20-624 146-31120- 29 
R82NA 146-31111 2U-23 146-31120- 31 
RB2NA 146-311110 146-21120- 33 
R82NA 146-311111 146-31120- 35 
R82NA  |146-311111- 146-31120- 37 
146-311111- 7 146-31120- 39 
R82NA 146-311113 146-231120- 41 
146-311114- 1 146-21120- 43 
146-311114- 2 146-31120- 45 
146-311116 146-31120- 47 
146-311117 146-31120- 48 
146-311118 146-31120- 49 
146-311118- 3 146-31120- 51 
146-311119 146-21120- 53 
-|146-31112 146-31120- 55 
146-311122 146-31120- 57 
146-311122- 3 146-31120- 59 
146-311123 20-626 146-31120- 61 
146-311123- 3 20-626 146-31120- 63 
146-311124 AXN-154 146-31120- 65 
146-311125 2ς-82 146-31120- 67 
146-311126 26-83 146-31120- 69 
146-311127- 3 26-84 146-31120- 71 
146-311128 26-85 146-31120- 73 
146-311129- 3 E-379 146-31120- 75 
146-311129- 5 E-379 146-31120- 79 
146-31113 2U-24 146-31120- 81 
146-31113- 3 2U-24 146-31120- 83 
146-31113- 11 2U-24 146-31120- 85 
146-31113- 13 20-24 146-31120- 87 
146-31113- 14 20-24 146-31120- 89 
146-31113- 15 2U-24 146-31120- 91: 
146-31113- 17 -2U-24 146-31120- 93 
146-311130 26-86 146-31120- 94 
146-311131- A-513 146-31120- 95 


A-573 146-31120- 96 





1 
146-311131- 2 
3 






































































146-311131- Α-573 146-31120- 97 
146-311131- 4 A-5173 146-31120-101 
146-311132 2C-87 146-31120-103 
RB2NA 146-311138 XH-60 146-31120-105 
1467311139 2C-88 146-31120-107 
R82NA 146-311139- 3 2C-88 146-31120-109 


R82NA 146-311139- 4 20-88 146-31120-111 




















146-31114 AXE-123 146-31120-113 
146-31114- 3 AXE-123 146-31120-115 
146-31114- 5 AXE-123 146-31120-117 
146-31114- 7 ΑΧΕ-123 146-31120-121 







146-31120-127 
146-31120-129 
146-31120-131 
146-31120-133 
146-31120-135 
146-31120-137 
146-31120-139 
146-31120-141 
146-31120-143 
146-31120-200 


AXE-123 
ΑΧΕ-123 
AXE-123 
AXE-123 
AXE-123 
AXE-123 

AXA-16 
AXB-156 
AX8-156 
AXB-156 


146-31114- 9 
146-31114- 11 
146-31114- 13 
146-31114- 15 
146-31114-101 
146-31114-103 
146-311140 
146-311141 
146-311141- 3 
146-311141- 10 






























































146-31115 2Κ-20 146-311201-101 
146-31115- 5 2K-20 1467311202 
146-31115- 7 2K-20 1467311203 
146-21115- 3$ 2K-20 146-311203- 11 
146-31115- 11 2K-20 146731121 
146-31115- 13 2K-20 146-31121- 






























1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
4 
8 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
3 
1 
3 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
4 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 


3 
146-311157 31 2K-20 146-31121- 5 
146-31115-101 2K-20 146-31121- 7 
146-31115-103 2K-20 146-31121- 9 
146-31116 H-122 146-31121- 11 
146-31116- 3 H-122 146-31121- 13 


14546-31117 G-465 146-21121- 15 
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Section iiti 
Numerical index of AN O1-60AABA-4 


Contractor Parts 
ES - FIGURE |TOTAL|MICROFILM 
AND INDEX | QTY. NUMBER 












STOCK NUMBER 
PART NUMBER 


146-31125- 21. 
146-31125- 23 
146-31125- 25 
146-31125- 27 
146-31125- 29 
146-31125- 31 
146-31125- 33 
146-31125- 35 
146-31125-101 
146-311250 





[cLAss CODE] parT NUMBER — | 
E 146-31121- 17 
146-31121- 19 
146-31121- 21 
146-31121- 23 
146-31121- 25 
146-31121- 27 
146-31121- 29 
146-31121- 31 
146-31121- 33 
146-31121- 35 
146-31121- 37 
146-31121- 39 

















CLASS CODE 





































2K-24 
2K=24 
2Κ-24 
2K-24 
2Κ-24 
2K-24 
2K-25 
2K-24 
2K-24 
AXB-158 



























































































































































































































































146-31121- 41 R82NA 146-311259 AXB-159 
146-31121- 43 146-=31126- 3 XF-30 
146-31121- 45 146-31126- 5 XF-30 
146-31121- 47 146-31126- 7 ΧΕ-39 
146-31121- 49 146-31126- 9 ΧΕ-30 


146-31121- 51 



























146-31126- 11 XF-30 
146-31121- 53 146-31126- 13 XF-30 
146-31121- 55 146731126- 15 XF-30 
146-31121- 57 1146”-31126- 17 XF-30 


146-31121- 59 
146-31121- 61 


146-31126- 18 XF-30 
















146-31126- 25 XF-30 
146-31121- 63 146-31126- 27 XF-30 
146-31121- 65 1456-31126- 29 XF-30 
146-31121- 67 |146-31126- 31 ΧΕ-30 


146-31121- 69 
146-31121- Τι - 


146-31126- 33 XF-30 











146-31126- 35 XF-30 
146-31121- 73 146-31126- 37 XF-30 
146-31121- 75 146-31126- 39 XF-30 
146-31121- 77 146-31126- 49 XF=30 


146-31121- 79 


146-31126- 51 
146-31121- 81 


XF-30 



























146-31126- 53 XF-30 
146-31121- 83 146-31126- 57 XF-30 
146-31121- 85 146-31126- 59 XF-30 
146-31121- 87 146-31126- 61 XF-30 


146-311213 
146-311213- 19 


146-31126- 63 XF-30 




















146-31126- 65 XF=30 
146-311213- 23 146=31126- 67 ΧΕ-30 
146-311213- 25 146-31126- 71 XF-30 
146-311213- 27 146-31126- 73 XF-30 


146-311213- 71 
146-311213- 81 
146-311213- 91 
146-311215- 1 
146-311215- 5 
146-311216 


146-31126- 75 
146-31126- 77 
146-31126- 79 
146-31126- 80 
146-31126- 81 
146-31126- 82 


XF=30 
XF-30 
XF-30 
ΧΕ-30 
ΧΕ-30 
ΧΕ-30 












































































































AXB-157 
ΑΧΒ-157 
20-28 
2U-28 
AXC-380 
















































146-311216- 3 AXC-380 146-31126- 83 XF-30 
146-311217 2D-629 146-31126- 35 XF-30 
146-31122 G-567 146-31126- 87 XF-30 
14631123 20-25 146-31126- 39 ΧΕ-30 
156-31123- 3 20-25 146-31126- 90 XF-30 


































































146-311234- 5 206-137 146-31126- 91 XF-30 t 
146-311234- 9 26-137 146-31126- 93 XF-30 
146-311234- 13 26-2137 146-31126- 95 ΧΕ-30 
146-311234- 15 26-137 146-31126- 99 ΧΕ-30 
146-311234- 17 26-137 146-31126-101 XF-30 
146-311234- 19 26-137 146-31126-103 XF-20 
146-31124- 5 2K-23 146-31126-105 XF-30 
146-31124- 7 2K-23 146-31126-111 XF-30 
146-31124- 9 2Κ-23 146-31126-1123 ΧΕ-30 
146-731124- 11 2K-23 146-31126-115 XF-30 
146-31124- 13 2K-23 146-31126-117 XF-30 
146-31124- 15 2K-23 146-31126-118 XF-230 
146-31124- 17 2K-23 146-31126-119 ΧΕ-30 
146-31124- 19 2Κ-23 146-31126-120 XF-30 
146-31124- 21 2K-23 145-31126-121 XF-30 


146-31124- 23 2K-23 146-31126-122 XF-30 































146-31124- 25 2K-23 146-31126-123 ΧΕ-30 
146-31124- 27 |2K-23 146-31126-127 ΧΕ-30 
146-31124- 29 2K-23 146-31126-129 XF-30 
146-31124- 33 2K-23 146-31126-131 XF-30 
146-31124- 35 2K-23 146-31126-133 XF-30 


146-31124-101 
146-31125 



















2K-23 
2K-24 


146-31126-135 
146-31126-137 


XF-30 
XF-30. 





















146-31125- 3 2K-24 146-31126-139 XF-30 
146-31125- 5 2K-24 146-31126-141 XF-30 
166-31125- 7 2K-24 146-31126-183 . ΧΕ-30 
146-31125- 9 2K-24 146-31127 2E-1 
146-31125- 11 2K-24 146-31128 D-91 
146-31125- 13 2K-24 14546-31130 AXB-160 
156731125215 2K-24 146-31130- 1 AX8~160 


146-31125- 17 
146-31125- 19 


2K-24 
2K-24 


146-31130- 2 
146-31131 






AX8-160 
2K-25 
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STOCK NUMBER 
CLASS CODE |' 












146-31131- 3 
l46-31131- 5 
146-31131- 7 
146-31131- 9 
146-31131- 11 
146-31131- 13 
146-31131- 15 
146-31131- 17 
146-31131- 19 
146-31131- 21 
146-31131- 27 
146-31131- 31 
146-31131- 33 
146-21131- 35 
146-31131- 37 
146-31131- 39 
146-31131-100 
146-31131-200 
146-31132 

146-31134 

146-31134- 3 
146-31134- 5 
146-31134- 7 
146-31134- 9 
146-21134- 11 





146-31134- 14 
146-31134- 15 
146-31134- 17 
146-31134- 19 
146-31134- 21 
146-31134- 23 
146-31134- 27 
146-31134- 31 
146-31134- 33 
146-31134- 35 
146-31134- 37 
146-31134- 39 
146-31134- 41 
146-31134- 43 
146-31134-101 
146-31134-301 
146-31135 
146-31135- 3 
146-31135- 7 
146-31135- 9 
146-31135- 21 
146-31136 
146-31136- 
146-31136- 
146-31136- 
146-31136- 
146-31126- 1 
146-31137- 
146-31137- 
146-31137- 
146-21137- 11 
146-31137- 13 
146-31137- 15 
146-31137- 17 
146-31137- 19 
146-31137- 21 
146-31137- 23 
146-31137- 25 
146-31137~ 27 
1467311377101 
146-31137-301 
146-31138 
146-31138- 
146-31139 
146-31139- 
146-31139- 
146-31139- 
146-31139- 
146-31140- 
146-31140- 
146-31140- 
146-31140- 
146-31140- 
146-31140- 
146-31140- 
146-31140- 10 
146-31140- 11 
146-31140- 12 










SD uy Juny 


w 


*0 O0 - Ov Un EW ο Jun uy 
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PART NUMBER 


146-31134- 13 


DA 
mm 
"nm 





ΑΝ Q1-60AABA-4 


STOCK NUMBER 
CLASS CODE PART NUM! 


BER 
13 





146-31140- 
146-31140- 
146-31140- 
146-31140- 
146-31140- 
146-31141- 
146-31141- 
146-31142 

146-31143 

146-31144 

146-31145 

146731146 

146-31146- 
146-31146- 
146-31146- 
146-31146- 
146-31146- 
146-31146- 
146-31146- 
146”31146” 
146-31146- 
146-31146- 
146-31146- 
146-31146- 
146-31146- 



























































R82NA. 


146-31147- 
146-31147- 
146-31147- 
146-31147- 
146-31147- 
146-31147- 
146-31147- 
146-31147- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
146-=31148- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
146-21148- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 
146-31148- 


PRP m ο dS 1» Ν I 17 15 μὰ PRP PEP S PP RPP a es PP IND SN) A A n n m 












146731149 

146-31149- 
146-31150 

146-31150- 
146-31150- 
146-31150- 
146-31150- 
146-31150- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31152- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 
146-31153- 




















2F-605 
2F-605 
2F-605 
2F-605 
XF-34 
XF-34 
xF-34| 
XF-34 
XF-34 
ΧΕ-34 
XF-34 
XF-34 
ΧΕ-34 
ΧΕ-34 


ο κπὶ RH am 1) {51 SH {2 GP 15} κ.) 15} 1-} 1-2 a9 1-7 ED 1-52 1-5 152 eA 15} I3 επ} 45} κ} 15} Re I e rn IB rn 





15 
17 
19 
21 
1 
2 


3 

5 

7 
11 
12 
15 
17 
19 
21 
27 
29 
31 
33 


146-31146-101 


3 
5 
7 
9 


47 
49 


146-3]1148-101 
146-31148-201 
146-31148-305 


2 


Uu 


T 
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Section ΙΙΙ 
Numerical Index of 
Contractor Parts 










ΕΓ FIGURE |τοται 
89| AND INDEX | QTY. 
73- 7 2 


M 






5 
Pa 
Uu 
D 
m 
he 





x 
m 


τν pu po pd DA o ου ουσ ο ο ο oi ade ἘΞΑ 









146-31150- 





MICROFILM 
NUMBER 


.2K-729 


AXC-381 
AXC-381 
AXC-381 
AXC-381 
AXC-381 


XF-34 
XF-34 
ΧΕ-34 
XF-34 
ΧΕ-34 
A-470 
A-4170 
A-471 
A-472, 
G-469 
2Ε-18 
20-31 
20-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2U-31 
2K-28 
2Κ-28 
2Κ-28 
2Κ-28 
2K-28 
2K-28 
2K-28 
2K-28 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 


















































































2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
2K-29 
Η- 125 
H-125 


2K-30 
2K-30 
2K-30 
2K-30 
2K-30 
2K-30 
2K-30 
2K-30 
2K-30 
2K-30 
K-36 
K-36 
K-36 
K-36 
K-36 
K-36 
K-36 
K-36 
K-36 
K-36 
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_ Section Ill 
Numerical Index of ΑΝ 01-60AABA-4 


Contractor Parts 
23| FIGURE MICROFILM STOCK NUMBER 
8| ano INDEX NUMBER | [CLASS CODE 
13 






























































































STOCK NUMBER 


PART NUMBER E 





85] FIGURE | TOTAL| MICROFILM 
3°] AND INDEX | QTY. | NUMBER 
K-41 


M1 



































































146-31153- 12 M1 146-31175- 2 

146-31153- 13 146-31175- 33 Ml 4 K=41 
146-31153- 14 146-31175- 35 : 2 K-41 
156-21153- 15 146-31175- 37 1 K-41 
146-31152- 16 146-31175- 39 1 K-41 
146-31153- 17 146-31175- 43 1 K-41 
146-31153- 18 146-31175- 45 1 K-41 
146-31153- 19 146-31175- 46 1 K=41 
146-31153- 20 146-31175- 47 2 K-41 
146-31153- 21 146-31175-100 1 K-41 
146-31153- 22 146-31176- 1 1| F-210 
146-31153- 23 146-31176- 2 αἱ F-210 
146-31153- 24 146-31177- 1 1| D-104 
146-31153- 25 146-31177- 2 1| 0-104 
146-31152- 26 146-31178 146-311]8-10 

146-31153- 27 146-31178- ^3 2K-32 
146-31153-101 146-31178= 5 2K-52 
146-31154- 17 146-31178- 7 2K-32 
146-31155 146-31178- 9 2X-32 
146-31156 146-31178- 13 2K-32 






146-31178- 15 
146-31178- 17 
146-31178-101 
146-31179 


2K-32 
2K-32 
2K-32 
AXF-1 


146-31156- 3 
146-31156- 5 
7 
9 







146-31156- 
146-31156- 



























































































146-31157 26-132 146-31179- 5 ΑΧΕ-1 
146-31157- 3 26-132 146-31179- 7 AXF-1 
146-31157- 5 26-132 146-31179- δ AXF-1 
146-31157- 9 26-132 1456-31179- 9 AXF-1 






146-31157- 11 
146-31157- 13 


26-132 
26-132 


146-31179- 10 
146-31179- 11 


AXF-1 
ΑΧΕ-1 









146-31157- 14 26-132 146-31179- 12 AXF-1 
146-31157- 15 26-132 146-31179- 13 AXF-1 
146-31157- 16 26-132 146-31179- 14 AXF-1 
146-31157- 17 26-132 146-31179- 15 AXF-1 
146-31157- 19 26-132 146-31179- 16 AXF-1 






146-31159- 1 20-41 146-31179- 19 AXF-1 








146-31159- 2 2U-41 146-31179- 20 AXF-1 
146-31159- 5 2U-41 146-31179- 21 AXF-1 
146-31159- 6 20-41 146-31179- 22 ΑΧΕ-1 
146-31160 'AXD-403 146-31179- 25 AXF-1 






146-31160- 1 
156-21160- 2 
146-31164 


AXD-403 
AX0-403 
ΑΧΒ-163 


146-31179- 26 
146-31179- 27 
146-31179- 29 


AXF-1 
AXF-1 
AXF-1 








































































































146-31164- 3 AXB-163 146-731179- 32 AXF-1 
146-31164- 5 AXB-163 146-31179- 35 ΑΧΕ-1 
146-31165- 3 26-19 146-31179- 37 AXF-1 
146-31165- 7 26-19 146-31179- 39 AXF-1 
146-31165- 9 2Ε-19 146-31179- 47 ΑΧΕ-1 
146-31168- 13 146-31179- 49 AXF-1 
146-31168- 15 146-31179- 53 AXF-1 
146-31169 AXC-383 146-31179- 55 AXF-1 
146731170 D-101 146-31179- 57 AXF-1 
146-31170- 3 D-101 146-31179- 59° AXF-1 
146-21171 AXB-165 146-31179- 69 ΑΧΕ-1 
146-31171- 3 AXB-165 146-31179- 70 AXF-1 
146-31171- 5 AXB-165 146-31179- 71 ΑΧΕ-1 
146-31171- 7 AXB-165 146-31179- 73 AXF-1 
146-31171- 9 AXB-165 146-31179- 75 AXF-1 
146-31172 D-103 146-31179- 77 AXF-1 
146-31172- 3 D-103 146-31179- 79 AXF-1 
146-31172- 5 D-103 146-31179- 81 AXF-1 
146-31173- 3 K-40 146-31179- 83 AXF-1 
146-31173- 5 K-40 146-31179- 85 AXF-1 
146-31173- 7 K-40 146-31179- 87 AXF-1 
146-31173- 9 K-40 146-31179- 88 ΑΧΕ-1 | 
146-31173- 11 K-40 146-21179- 89 AXF-1 
146-31173- 13 K-40 146-31179- 90 AXF-1 
146-31173- 15 K-40 146-31179- 91 AXF-1 
146-31173- 17 K-40 146-31179- 92 AXF-1 







AXF-1 
AXF-1 
AXF-1 
AXF-1 
AXF-1 
AXF-1 
AXF-1 
AXF-1 
ΑΧΕ-1 
AXF-1 
ΑΧΕ-1 
ΑΧΕ-1 
AXF-1 
AXF-1 
AXF-1 


146-31179- 93 
146-31179-. 95 
146-31179- 97 
146-31179- 99 
146-31179-100 
146-31179-101 
146-31179-103 
146-31179-105 
146-31179-107 
146-31179-109 
146-31179-111 
146-31179-117 
146-31179-119 
146-31179-121 
146-31179-123 


K-40 
K-40 
K-40 
K-40 
K-40 
K-40 
K-40 


146-31173- 19 
146-31173- 21 
146-31173- 23 
146-31173- 24 
146-31173- 41 
146-31173-101 
146-31173-301 
146-31174 

146-31174- 
146-31174- 
146-31174- 
146-31174- 
146-31174-. 
146-31175- 
146-31175- 
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Section Ill 
ΑΝ ΟΙ-ό6ΟΑΑΒΑ-4 Numerical Index of 


Contractor Parts 
FIGURE |TOTAL|MICROFILM STOCK NUMBER $8| FIGURE 
AND INDEX | QTY. | NUMBER | [CLASS CODE PART NUMBER 39] AND INDEX 


M1 












STOCK NUMBER 
| CLASS CODE | PART NUMBER 


MICROFILM | 
NUMBER 






















































































































































































1467311797125 AXF-1 146-31183- 1| AXN=157 
146-31179-127 AXF-1 146-31183- 9 M1 1|AXN-157 
146-31179-129 AXF-1 146-31183- 27 M1 1|AXN-157 
146-31179-131 ΑΧΕ”1 146-31183- 29 11 AXN-157 
146-31179-137 AXF-1 146-31183- 31 1|AXN-157 
146-31179-141 ΑΧΕ-1 146-31183- 33 1|AXN-157 
146-31179-143 AXF-1 146-31183- 35 1|AXN-157 
146-31179-145 ΑΧΕ-1 146-31183- 31 1 
146-31179-147 AXF-1 146-31183- 39 1 
146-31179-149 ΑΧΕ-1 146-31183- 41 1 
146-31179-151 AXF-1 146-31183- 43 1 
146-31179-153 ΑΧΕ-1 146-31183- 45 1 
146-31179-159 AXF-1 146-31183- 47 1 
146-31179-201 ΑΧΕ-1 146-31183- 49 1|AXN-7157 
146-31179-203 AXF-1 146-31183- 51 1] AKN-157 
146731180 D-105 146-31133- 53 2] AXN-157 
146-31180- 3 D-105 146-31183-300 1| AXN-157 
146-31180-175 D-105 













146-31183-400 


m 


146-31180-179 D-105 AXN=157 




























































146-31181- 3 XH-486 

146-31181- 4 XH-486 146-31184- 3 XL-461 
146-31181- 5 XH-486 146-31184- 5 XL-461 
146-31181- 6 XH-486 146-31184- 7 XL-461 
146-31181- 7 XH= 486 146-31184- 17 XL-461 


XL-461 
XL-461 
XL-461 
XL-461 
XL-461 
XL-7461 
XL-461 
XL-7461 
XL-461 
XL-461 
XL-7461 
XL~461 
XL-461 
XL-461 
XL-461 


ΧΗ- 486 
ΧΗ” 486 
ΧΗ- 486 
ΧΗ- 486 
XH-486 
XH-486 
XH-486 
XH-486 
XH-486 
XH=486 
XH-486 
XH-486 
XH=486 
ΧΗ- 486 
XH=486 


146-31184- 19 
146-31184- 21 
146-31184- 23 
146-31184- 29 
146-31184- 31 
146-31184- 35 
146-31184- 37 
146-31184- 32 
146-31184- 43 
146-31184- 45 
146-31184- 47 
146-31184- 49 
146-31184- 59 
146-31184- 61 
146-31184-300 


146-31181- 9 
146-31181- 11 
146-31181- 12 
146-31181- 17 
146-31181- 19 
146-31181- 21 
146-31181- 23 
146-31181- 25 
146-31181- 27 
146-31181- 31 
146-31181- 33 
146-31181- 34 
146-31181- 35 
146-31181- 37 
146-31181- 38 

















PI 15} I RP [2 1-5 PRN 1’ 1-’ 1-5 1-» 171-452 

























146-31181- 45 xH-486 

146-31181- 49 XH-486 146-31184-301 1| XL-461 
146-31181- 61 XxH-486 146-31184-303 1| XL-461 
146-31182- 9 2K-33 146-31184-500 1| XL-461 






2K-33 

















146-31182- 11 


























































146-31182- 13 2K-33 146-31184-501 1| XL-461 
146-31182- 15 2K-33 146-21185- 3 1 ΧΕ-39 
1646-3116.” 17 2K-33 146-31185- 4 1 XF=39 
146-31182- 19 2K-33 146-31185- 5 1 XF-39 
146-31182- 21 2K-33 146-31185- 6 1 XF-39 
146-31182- 23 2K-33 146-31185- 8 1 ΧΕ-329 
156-31182- 25 2Κ-33 146-31186 1|AXB=-166 
146-31182- 27 2K-33 146-31186- 3 1|AXB-166 
146-31182- 29 2K-33 146-31186- 2 1|AXB-166 
146-31182- 31 2K-33 146-31187- 3 1| XE-391 
146-31182- 33 2K-33 146-31187- 5 2| XE-391 
146-31182- 40 2K-33 146-31187- 7 XE-391 
146-31182- 43 2K-33 146721187- 8 XE-391 
146-31182- 45 2K-33 146-31187- 9 XE-391 


















































146-31182- 47 2K-33 146-31187- 11 XE-391 
146-31182- 49 2K-33 146-31187- 12 XE-391 
146-31182- 51 2Κ-33 146-31187- 13 XE-391 
146-31182- 53 2K-33 146-31187- 15 XE-391 
146-31182- 55 2K-33 146-31187- 18 XE-391 

















































146-31182- 57 2K-33 146-31187- 19 XE-391 
146-31182- 61 2K-33 1456-31187- 21 XE-391 
146-31182- 63 2K-33 146731188 26-133 
146-31182- 69 2K-33 146-31188- 1 26-133 
146-31182- 71 2K-33 146-31188- 2 26-133 
146-31182- 73 2K-33 146-31188- 3 26-133 
1467311827 75 2K-33 146-31188- 4 26-133 
146-31182- 87 2K-33 146-31188- 5 26-135 
146-31182- 89 2K-33 146-31188- 6 26-133 
146-31182- 91 2K-33 146-31188- 7 26-133 
146-31182- 93 2K-33 156-731188- 9° 26-133 
146-31182- 95 2K-33 146-31189 146-31189-1 

146-31182- 97 2K-33 146-31189- 3 AXN-158 
146-31182- 99 2K-33 146-21189- 5 ΑΧΗ-158 
146-31182-101 2K-33 146-31189- 7 ΑΧΗ-158 
146-31182-103 2K-33 146-31189- 9. ΑΧΗ-158 
146-31182-105 2K-33 146-31189- 11 AXN-158 


146-31182-107 
146-31182-300 
146-31182-400 
146-21183- 3 


2K-33 
2K-33 
2K-33 
AXN-157 


ΑΧΝ-158 
AXN-158 


146-31189- 13 
146-31189-101 
146-31190 

146-31190- 3 


146-311Po-1 
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Section III 
Numerical Index of AN O1-60AABA-4 


Contractor Parts 
3| FIGURE MICROFILM STOCK NUMBER. 
AND INDEX NUMBER | [CLASS CODE 
0 





















































































: STOCK NUMBER 
| CLASS CODE |. PART NUMBER 38 














































































































































£3| FIGURE  TOTAL| MICROFILM 
ὃ ο] AND INDEX | QTY. | NUMBER 








146-31190- 7 ΧΗ- 487 146-31195- 5 AXN-159 
146-31190- 9 XH-487 146-31195- 51 AXN-159 
146-31190- 11 ΧΗ- 487 146-31195- 52 AXN-159 
146-31190- 13 XH-487 146-31195- 61 AXN-159 







146-31190- 15 XH-7487 146-31195- 65 AXN-159 









146-31190- 17 XH-487 1146-31195- 66 ΑΧΝ-159 
146-31190- 23 ΧΗ- 487 146-31196- XF-42 
146-31190- 25 XH-487 146-31196- XF-42 
146-31190- 27 XH-487 146-31196- XF-42 






146-31190- 31 
146-31190- 33 
146-31190- 35 
146-31190- 37 
146-31190-101 


XH-487 
XH7487| | 
ΧΗ- 487 
ΧΗ- 487 
ΧΗ- 487 


146-31196- 
146-31196- 
146-31197- 


1 
2 
3 
4 XF-42 
5 
1 

146-31197- 2 
3 
4 
5 
6 
3 
5 


XF-42 
2F-607 
2F-607 
2F-607 









146731197- 









146-31191 26-133 146-31197- 2F-607 
146-31191- 3 26-133 146-31197- 2F-607 
146-31191- 5 26-133 |146-31197- 2F-607 
146-31191- 7 26-133 146-31198- 2K-35 
146-31191- 8 26-133 146-31198- 2K-35 
146-31191- 9 26-133 146-31198- 11 2K-35 
146-31191- 10 26-133 146-31198- 15 K-35 






146-31191- 11 
146-31191- 12 
146-31191- 14 
146-31191- 17 
146-31191- 19 
146-31191- 23 
146-31191- 25 
146-31191- 29 
146-31191- 31 
146-31191- 33 
146-31191- 35 
146-31191- 37 
146-31191- 39 
146-31191- 41 
146-31191- 43 
146-31191- 51 
146-31191- 53 


146-31198- 17 
146-31198- 18 
146-31198- 19 
146-31198- 23 
146-31198= 25 
146-31198-/ 26 
146-31198- 27 
146-31198- 28 
146-31198- 29 
146-31198- 31 
146-31198- 33 
146-31198-101 
146-31199 

146-31199- 3 
146-31199- 5 
146-31199- 7 
146-31200 


26-133 
26-133 


2K-35 
2Κ-25 
2K-35 
2K-35 
2Κ-35 
2K-35 
K=35 
2K-35 
2K-35 
K-35 
2K=35 
2K-35 
AXF-2 
AXF-2 
AXF-2 
ΑΧΕ-2 
XA-320 



















































































































































































146-31191-101 146-31202 AXC-385 
146-31192- 1 " 2F-606 146-31202- 3 AXC-285 
146-31192- 2 2F-606 146-31202= 5 AXC-385 
146-31192- 3 2Ε-606 146-31202- 7 AXC-385 
146-31192- 4 2F-606 146-31202- 9 AXC-385 
146731192- 5 2F-606 146-31202- 13 AXC-385 
146-31192- 6 2F-606 146-31202- 15 AXC-385 
146-31193- 1 26-155 146-31202- 16 AXC-385 
146-31193- 2 26-155 146-31203 26-156 
146731194 AXC-384 146-31203- 1 26-156 
146-31194- 1 AXC-384 146-31203- 2 26-156 
146-31194- 2. AXC-384 146-31203- 3 26-156 
146-31195- 1 AXN-159 |146-31203- 4 26-156 
146-31195- 2 AXN-159 146-31203- 5 26-156 
146-31195- 3 AXN-159 146-31203- 6 26-156 
146-31195- 4 ΑΧΝ-159 146-31204 2K-36 
146-31195- 5 ΑΧΝ-159 146-31204- 3 2K-36 
146-31195- 6 AXN-159 146-31204- 5 2K-36 
146-31195- 9 ΑΧΝ-159 146-31204- 7 2K-36 
146-31195- 10 |} AXN=159 146-31204- 9 2K-36 
146-31195- 11 | AXN=159 146-31204- 11 2K-36 


AXN-159 
AXN=159 
ΑΧΝ-159 
ΑΧΝ-159 
ΑΧΝ-159 


146-31195- 12 
146-31195- 15 
146-31195- 16 
146-31195- 22 
146-31195- 24 


146-31204- 13 
146-31204- 15 
146-31204- 17 
146-31204- 19 
146-31204-101 


2K-36 
2K-36 
2K-36 
2K-36 
2K-36 


146-31195- 25 AXN-159 146-31206 AXC=337 
146-31195- 27 AXN-159 146-31206- 35 REF| AXC-387 
146-31195- 29 ΑΧΝ-159 146-31206- 5 AXC=387 
146-31195- 31 AXN=159 146-31206- 7 AXC-387 
146-31195- 32 ΑΧΝ-159 146-31206- 11 AXC-387 


146-31195- 33 
146-31195- 35 
146-31195- 37 
146-31195- 38 
146-31195- 39 
146-31195- 40 
146-31195- 41 
146-31195- 42 
146-31195- 43 
146-31195- 44 
146-31195- 45 
146-31195- 46 
146-31195- 47 
146-31195- 
146-31195- 


AXN-159 
AXN-159 
AXN-159 
AXN-159 
ΑΧΝ-129 
ΑΧΝ-159 
ΑΧΝ-159 
AXN-159 
ΑΧΝ-159 
AXN=159 
ΑΧΝ-159 
ΑΧΝ-159 
ΑΧΝ-159 
AXN=159 
AXN-159 


146-31206- 12 
146-31206- 13 
146-31206-101 
146-31207- 3 
146-31207- 4 
146-31207- 5 
146-31207- 11 
146-31207- 12 
146-31207- 13 
146-31208 
146-31209- 1 
166-31209- 2 
146-31210 
146-31211 
146-3121i- 


AXC-387 

Αχς- 387 

AXC-387 
2U-42 
2U-42 
2U-42 
2U-42 
2U-42 
2U-42 
A-473 
A-414 
A-474 
D-107 
XF-45 
XF-45 


a 
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R82NA 
R82NA 
R82NA 
R82NA 
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Section Ill 


AN O1-60AABA-4 Numerical Index of 
Contractor Parts 


ETA NUMBER EP FIGURE |TOTAL| MICROFILM STOCK NUMBER HOURS |TOTAL] MICROFILM 
PART NUMBER i AND INDEX | QTY. | NUMBER | [CLASS CODE PART NUMBER AND INDEX | QTY. 


ERE XF-45 146-31225- 21 K-61 
146-31212 26-157 146-31225- 23 K-61 
146-31212- 26-157 146-31225- 25 K-61 
146-31212- 26-157 146-31225- 27 K-61 
146-31212- 26-157 156-31225- 29 K-61 
146-31212- 26-157 146-31225- 31 K-61 
146-31213 AXC-389 146-31225- 33 K-61 
146-31213- AXC=389 146-31225= 34 K-61 
146-31213- AXC- 389 146-31225- 35 K-61 
146-31213- - AXC-389 146-31225= 37. K-61 
146-31214 ΑΧΑ-17 146-31225- 39 K-61 
146-31225- 40 K-61 
H-133 146-31225- 41 K-61 
H-133 146-31225- K-61 
H-133 146-31225- K-61 
H-133 146-31225- K-61 
H-133 146-31225- K-61 
Η-133 146-31225- K-61 
AXA-18 146-31225- K-61 
AXA-18 146-31225- K-61 
AXA-19 146-31225- K-61 
146-31225- K-61 
A-7418 146-31225- K-61 
A-478 146-31225- K-61 
AX8-167 146-31225- K-61 
AXB-167 : [146-31225-101 K-61 
AXB-167 146-31225-201 K-61 
AX8-168 i 
AXC=390 146731227 
AXC= 390 146-31228- 
AXC-390 146-31228- 
AXC=390 146-31228- 
AXC= 390 146-31228- 
AXC-390 146-31229- 
AXC-390 146-31229- 
AXC-390 146-31230- 
AXC-390 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 146-31230- 
XL-464 : 146-31230- 
XL=464 146-31230-100 
XL-464 146-31230-200 
XL-464 
XL-464 146-31231 
XL-464 146-31231- 
XL-464 156-31231- 
XL-464 146-31232- 
XL-464 146-31232- 
XL-464 146-31232- 
XL-7464 146-31232- 
XL-464 146-31232- 
XL-464 146-31232- 
XL-464|| * 146-31232- 
XL-464 : 146731233 
XL-464 146-31233- 
XL-464 146-31223- 
XL-464 146-31233- 
XL-464 146-31233- 
H-134 146-31234 
H=134 146-31234- 
H-134 146-31234- 
H-134 146-31234- 
H-134 146-31234- 
H-134 146-31234- 
H-134 146-31234- 
K-61 146-31234- 
K-61 146-31235 
K-61 146-31235- 
K-61 146-31235- 
K-61 156-31235- 
K-61 146-31236 
K-61 146-31236- 
K-61 146-31236- 7 
K-61 146-31236- 17 
K-61 146-31236-101 


Qr Sor C em mS mamma 


146-31215- 
146-31215- 
146-31215- 
146-31215- 
146-31215- 
146-31215- 
146-31216 
-146-31216- 
R82NA 146-31217 


Πο RPP RPE 


R&2NA 146-31218- 

R82NA 146-31218- 
146-31219 
146-31219- 
146-31219- 
146-31220 
146-31221 
146-31221- 
146-31221- 
146-31221- 
146-31221- 15 
146-31221- 17 
146-31221- 19 
146-31221-101 
146-31221-103 
146-31222 * 
156-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-21222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
145-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-21222- 
146-31222- 
146-31222- 
146-31222- 
146-31222- 
146-31223- 
146-31223- 
146-31223- 
146-31223- 
146-31223- 
146-31223- 
146-31223-201 
146-31225 
146-31225- 
146-31225- 
146-31225- - 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 
146-31225- 


A PR RR RH er re 


22 
mm 
mnm 


2F-608 
2F-609 
2F-609 
2F-609 
2F-609 
2F-610 
2F-610 
AXN-161 
AXN-161 
AXN-161 
AXN=161 
AXN-161 
AXN-161 
ΑΧΝ-161 
ΑΧΝ-161 
AXN-161 
ΑΧΝ-161 
AXN-161 
ΑΧΝ-161 
ΑΧΝ-161 
ΑΧΝ-161 
AXN-161 
ΑΧΝ-161 


00 -LU YN run 


Sl > 


ΑΧΑ-20 
ΑΧΑ-20 
AXA-20 
XE-393 
XE-393 
ΧΕ-393 
ΧΕ-393 
ΧΕ-393 
XE-393 
XE-393 
ΑΧΕ-3 
AXF-3 
AXF-3 
AXF-3 
AXF-3 
AXC-391 
AXC-391 
AXC-391 
AXC-391 
AXC-391 
AXC-391 
.AXC=391 
AXC=391 
AXC-392 
AXC-392 
AXC-392 
AXC- 392 
2K-37 
2K-37 
2K-37 
2K-37 
2K-37 
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Section 


Numerical Index of 
Contractor Parts 





1146-31243- 


850 


STOCK NUMBER 
PART NUMBER 


146-31236-301 
146731237 
146-31238 
146-31238- 3 
146-31238- 5 
146-31238- 7 
9 
1 





146-31238- 
146-31238- 1 
146-31240 
146-31240- 
146-31240- 
146-31240- 11 
146-31240- 12 
146-31240- 21 
146-31240- 23 
146-31240- 25 
146-31240- 27 
146-31240- 28 
146-31240- 51 
146-31240- 55 
146-31240- 57 
146-31240- 58. 
146-31240- 59 
146-31240- 61 
146-31240- 63 
146-31240- 65 
146-31240- 67 
146-31240- 69 
146-31240- 71 
146-31240- 73 
146-31240- 74 
146-31240-200 
146-31241 
146-31241- 5 
146-31241- 7 
146-31241- 10 
146-31242- 1 
146-31242- 2 
146-31242- 11 
146-31242-.12 
146-31243 
146-31243- 
146-31243- 
146-31243- 
146-31243- 
146-31243- 


pa 
ODDNY 


NN 
Ne 


146-31243- 
146-31244 
146-31244- 
146-31244- 
146-31245 
146-31245- 
146-31245- 
146-31246 
146-31246- 
146-31246- 
146-31246- 
146-31246- 
146-31247 
146-31247- 
146-31247- 
146-31247- 
146-31247- 
146-31247- 
146-31247- 
146-31248 
146-31248- 
146-31248- 
146-31248- 
146-31248- 
146-31248- 
146-31248- 
146-31249 
146-31249- 
146-31249- 
146-31249- 
146-31249- 
146-31249- 
146-31249- 
146-31249- 
14546-31250 
146-31250- 
146-31251 
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e rm 


mo 
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ΑΝ O1-60AABA-4 


146-31240-2 


146-31250- 
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1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
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1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
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1 
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1 
2 
1 
1 
1 
ab 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


1 
1 


26-158 
26-158 
26-158 
26-158 
26-158 


AXN-162 
AXN=162 
AXN=162 
AXN-162 
AXN=162 
AXN=162 
AXN-162 
AXN-162 
AXN=162 
AXN-162 
ΑΧΝ-162 
ΑΧΝ-162 
ΑΧΝ-162 
AXN=162 
AXN-162 
AXN-162 
ΑΧΗ-162 
AXN-162 
AXN-162 
AXN-162 
ΑΧΝ-162 
AXN=162 
AXN-162 


AXC-397 
AXC-397 
AXC-397 
AXC=397 
AXC-391 
26-159 
26-159 
26-159 
26-159 
26-159 


26-159| 


26-159 
ΑΧς-398 
AXC-398 
AXC-398 
AXC-398 
AXC-398 
AXC=398 
AXC-398 
AXC-398 


D-111 
2E-21 





CLASS CODE 


STOCK NUMBER 
PART NUMBER 


146-31251- 
146-31251- 
146-31251- 
146-31251- 
146-31252 
146-31252- 
146-31252- 
146-31252- 
145-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
145-31253- 
146-31253- 
146-31253- 
146-31253- 24 
146-31253- 25 
146-31253- 26 
146-31253- 28 
.146-31253- 29 
146-31253- 30 
146-31253- 31 
146-31253- 34 
146-31253- 35 
146-31253- 37 
146-31253- 39 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
14$-31253- 
146-31253- 
146-31253- 
146~31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253- 
146-31253-100 
146-31253-200 
146-31253-300 
146-31254 
146-31254- 
146731254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
145-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254- 
146-31254-= 
146-31254-101 
146-31254-102 
146-31256- 1 
146-31256- 2 
146-31256-= 5 
146-31257- 11 
146-31257- 13 
146-31257- 19 
146-31257- 21 
146-31257- 22 
146-31257- 23 
146-31257- 24 
146-31257- 25 


0 JU y 


0D] UIWwD0— y 





TOTAL| MICROFILM 
QTY. | NUMBER 


2E-21 
2E-21 
2E-21 
2E-21 
F-231 
F-231 
F-231 
Ε-231 
ΑΧΝ- 163 
ΑΧΝ-163 
ΑΧΝ-163 
AXN-163 
AXH-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN=163 
AXN-163 
ΑΧΝ-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
ΑΧΝ-163 
ΑΧΝ-163 
AXN-163 
AXN-163 
AXN-163 
AXN-163 
ΑΧΝ-163 
AXN-163 
ΑΧΝ-163 
ΑΧΝ-163 
ΑΧΝ-163 
ΑΧΝ-163 
ΑΧΝ-163 
AXN-163 
AXN-163 
AXN=163 
AXN-163 
ΑΧΝ-163 
2Κ-38 
2K-38 
. 2K-38 
2K-38 
2K-38 
2Κ-38 
2Κ-38 
2K-38 
2Κ-38 
2Κ-38 
2Κ-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
2K-38 
0-113 
D-113 
0-113 
XF-49 
XF-49 
XF-49 
XF-49 
XF-49 
XF-49 
XF-49 
XF-49 
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1 
1 
1 
1 
1 
1 
1 
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1 
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2 
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1 
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1 
1 
1 
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i Section Ili 
ΑΝ O1-60AABA-4 - Numerical Index of 
Contractor Parts 


STOCK NUMBER FIGURE MICROFILM STOCK NUMBER FIGURE MICROFILM 
CLASS CODE PART NUMBER ` AND INDEX CLASS CODE PART NUMBER AND INDEX NUMBER | 


146-31257- 26 = 
146-31257- AXC-400 
146-31257- AXC-400 
146-31257- AXC=400 
146-31257- AXC-400 
146-31257- K-71 
146-31257-101 K-71 
146-31257-102 K-71 
146231257-202 H-59 
146-31258 H-69 
146-31259 H-69 
146-31260- H-69 
146-31260- 2F-614 
146-31261- 2F-614 
146-31261- 2F-614 
146-31262 2F-614 
146-31262- 2F-614 
146-31262- 2F-615 
146-31263 2F-615 
.146721263- 2F-616 
1467-31264 2F-616 
146-31265 2F-616 
146-31265- 2F-616 
146-31265- 2F-616 
146-31265- 2F-617 
146-31265- 2F-617 
146-31266 2F-618 
146-31267- 2F-619 
146-31267- 2F-619 
146-31268 2F-619 
146-21268- 2F-619. 
146-31268- 2Ε-620 
146-31268- 2F-620 
146-31268- 2F-620 
146-31268- 2F-620 
146-31268-101 2F-621 
146-31268-102 2F-621 
146-31268-103 2F-622 
146-31268-104 2F-622 
146-31269 . 2F-622 
146-31269- 
146-31269- 
146-31269- 
146-31269- 
146-31269- 
146-31269-101 - 
146-31269-102 
146-31269-103 
146-31269-104 
146-31270 
146-31270- 
146-31270- 
146-31270- 
146-31270- 
146-31270- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
156-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31271- 
146-31272 








146-21272- 
146-31272- 
146-31212- 
146-31272= 
146-31272- 5 


7 
9 
1 
146-31273- 7 
146-31273- 9 
146-31273- 11 
146-31274- 1 
146-31274- 2 
146-31274- 3 
146-31274- 4 
146-31276 
2F-612 146-31276- 3 
2Ε-612| |. 146-31276= 5 
AXB-170 146-31276- 7 
AX8-7170 146-31276-101 
ΑΧΒ-170 146731271 
ΑΧΑ-23 146-31277- 
ΑΧΑ” 23 146-31278 
A- 484 146-31278= 
ΑΧΒ” 171 146-31278= 
146-31278- 
146-31278- 
146-31279 
146-31279- 
146731280 
146-31281 
146-31281- 3 
146-31281- 5 
146-31281-101 
146731282 
146-31282- 
146-31282- 
146-31282- 
146-31283 
146-31283- 
146731285 
146-31285- 
146-31285- 
146-31286 . 146°31286-1 
146-31286- 
146-31286- 
146-31286- 
146-31286- 
146-31286-10 
146-31287 
146-31288- 
146-31288- 
146-31289 
146-31289- 
146-31289- 
146-31290 
146-31290- 
146-31290- 
146-31291 
146-31291- 
146-31291- 
146-31291- 
146-31292 
146-31292- 
146-31292- 
146-31293 
146-31293- 
146-31293- 
146-31294 
146-31294- 
146-31295 
146-31295- 
146-31296 
146-31296- 
146731296- 
146-31298- 
146-31298- 
146-31298- 
146-31298- 
146-31298- 
146-31299 
146-31299- 
146-31300 
146-31300- 
146-31300- 
146-31301- 
146-31301- 


K-74 
K-74 
K-74 
K-74 
K-74 
D-121 
D-122 
D-122 
AXN-165 
ΑΧΝ-165 
ΑΧΝ-165 
ΑΧΝ-166 
ΑΧΝ-166 
ΑΧΝ-166 
ΑΧθ”- 174 
AXB=174 | 
AXB-174 
AXB-174 
AXC-401 
AXC-401 
AXC-401 
XE-356 
XE-356 
ΧΕ-356 
2Ε-623 
2F-623 
2F-624 
2F-624 
AXC-402 
AXC-402 
AXC-402 
2K-40 
2Κ-40 
2K-40 
2K-40 
2K-40 
2F-625 
2F-625 
AXC-403 
AXC-403 
AXC-403 
2K-41 
2K-41 
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Section Ill 


Numerical index of 


Contractor Parts 


EOS NUMBER 


PART NUMBER 


852 


E TE TUE 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301- 
146-31301-101 
146-21301-102 
146-31301-201 
146-31301-202 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302- 
146-31302-201 
146-31302-202 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31 303- 
146-31303- 
146-31203- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
146-31303- 
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1 
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1 
4 
1 
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2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
ZK-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
2K-41 
ΑΧΗ- 167 
AXN-167 
ΑΧΝ-167 
ΑΧΝ-167 
ΑΧΝ-167 
ΑΧΝ-167 
ΑΧΝ-167 
ΑΧΝ- 167 
ΑΧΝ- 167 


AXN-167 


ΑΧΝ- 167 
AXN-167 
AXN-167 
AXN=167 
AXN£167 
AXN-167 
ΑΧΝ” 167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
AXN-167 
ΑΧΝ- 167 


CLASS CODE 
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|146-31322- 
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ΑΝ ΟΙ-όΟΑΑΒΑ-4 


E 28 URE MICROFILM 
99 AND INDEX NUMBER 


STOCK NUMBER 
PART NUMBER 


146-31303- 26 
146-31303- 
146-31304- 


146-31304- 


146-31304- 
146-31304= 
146-31304- 
146-21304- 
146-31304- 
146-31304- 
146-31304- 
146-31204- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31204- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31204- 
146-31304- 
146-31304- 
146-31304- 
146-31304- 
146-31306 

146-31307 

146-31308 

146-31309- 
146-31309- 
146-312310- 
146-31210- 
146-31213 

146-31313- 
146-31313- 
146-31313- 
146-31314 

146-31314- 
146-31314- 
1456-31314- 
146-31314- 
146-31315 

146-31316 

146-31316- 
146-31316- 
146-31316- 
146-31317 

146-31318 

146-31319 

146-31319- 
146-31319- 
146-31319- 
146-31319- 
146-31319- 
146-31320 

146-31320- 
146-31320- 
146-31320- 
146-31320- 
146-31320- 
146-31320- 
146-31321- 
146-31322 
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146-31323 
146-31323- 
146-31323- 
156-31323- 
146731327 
146731333 
156731334 
146-31335 
146-31335- 
146-31335- 
146-31337- 


enw 





FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


XF-53 
ΧΕ-53 
2K-42 


2K-42 


2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
2k-42 
2K-42 
2K-42 
2K-42 
2K-42 
2K-42 
AXA~24 
2Ε-626 
AXB-175 
26-161 
26-161 
D-125 
D-125 
AXB-176 
AX8-176 
AXB-176 
AXB-176 
AXC-404 
AXC=404 
AXC-404 
AXC-404 
AXC-404 
F-240 
AXC-405 
AXC-405 
AXC-405 
AXC-405 
AXB=177 
D-128 
AXN-I6 
AXN-16 
AXN-16 
AXN-16 
AXN-16 
ΑΧΗ-16 
AXC-406 
AXC-406 
AXC-406 


AXC-406 
AXC-406 
AXC-406 
D-130 
A-4836 
A-7486 
AXC-407 
AXC=407 
AXC-407 
AXC-407 
2E-23 
AXC-408 
A-4869 
AXA-25 
AXA-25 
AXA-25 
2K-43 
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Section lll 


AN 01-60AABA-4 ` Numerical Index of 
Contractor Parts 





STOCK NUMBER E : STOCK NUMBER 
2 
CLASS CODE PART NUMBER = CLASS CODE PART NUMBER 


146-31337-. 4 146-31351- 93 
146-31337- 7 146-31351- 95 
146-31337- 9 146-31351- 97 
146-31337- 13 146-31352 
146-31337- 15 146-31352- 
146-31337- 17 146-31352= 
146-31337- 19 146-31353- 
146-31337- 21 146-31353- 
146-312337-101 146-31353- 
146-31337-102 
146-31338 
146-31339 
146-31340 
146-31341 
146-31343- 
146-31343- 
146-31345 
146-31346 
146-31347 
146-31348 
146-31349- 
146-31349- 3 
146-21349- 11 
146-31349- 13 
146-31349- 15 
146-31349- 17 
146-31349- 19 
146-31349- 21 
146-31349- 23 
146-31349- 25 
146-31349- 27 
146-31349- 29 
146-31349- 31 
146-31249- 33 
146-31349- 35 
146-31349- 37 
146-31349- 39 
146-31249- 41 
146-31349- 42 
146-31349- 43 
146-31350- 3 
146-31350- 21 
146-31350- 24 
146-31350- 25 
146-31350- 27 
146-31350- 29 
146-31350- 31 
146-31350- 33 
146-31350- 35 
146-31350- 37 
146-313509-101 
146-31350-102 
146-31351 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
156-31251- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 
146-31351- 


AXF-7 
AXF-7 
AXF-7 
A-7493 
A-493 
A-7493 
AXC-409 
AXC-409 
AXC-409 


vu 
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ww 


2F-627 
2F-621 
2E-29 
2E-29 
G-496 
6-496 
2K-46 
2K-46 
2K-46 
2K-46 
2Κ-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
2K-46 
26-162 
2F-628 
2F-628 
2K-47 
2K-47 
2K-47 
2K-47 
2K-41 
2K-47 
2K-47 
2K-47 
2K-41 
2K-41 
2K-417 
2K-47 
2K-47 
2K-41 
2K-47 
2K-47 
2K-47 
2Κ-47 
2K-47 
2K-47 
2K-47 
2K-41 
2K-47 
2K-47 
2K-47 
2K-48 
2K-48 
2K-48 
2K-43 
2K-48 
2K-48 
2K-48 
2K-48 
2K-48 
2K-48 
2K-48 
2K-48 
2K-48 
2K-48 


146-31355- 
146-31355- 
146-31356- 
146-31356- 
146-31357- 
146-31357- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31259- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359- 
146-31359-101 
146-31359-102 

RB2NA 146-31360 
146-31361 
146-31361- 11 
146~31362~ 7 
146-21262- 8 
146-31362- 9 
146-21382- 10 
146-31362- 11 
146-31362- 12 

2K-45 146-31362- 13 

AXF~7 146-31362- 14 
146-31362- 15 
146-31362- 16 
146-31262- 17 
146-31352- 18 
146-31362- 21 
146-31262- 22 
146-31362- 25 
146-31362- 26 
146-31362- 27 
146-31362- 28 
146-31362- 29 
146-31362- 32 
156-31262- 33 
146-31362- 35 
146-31362- 37 
146-31362-101 
146-31362-102 
146-31363 
146-31363- 
146-31363- 
146-31563- 
146-31363- 
146-31363- 
146-31363- 
146-31353- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 
146-31363- 


t2 RA m RS IS ES I S ES A E IS 


MONOUNKNHNE 


PP EE ων ο PE PEE EE EP PEN EP RP EEE Ee ER Pe RR ee eee ee G3 I3 eo ee ee ee eee gn pn et er n ro ee 


NE ENN ENN EP ERNE EN PP PE EE ο PPE UNE EPP ea d PE PP Bee RB Pn Rn ee NOP OB ee ee E? 1 et gn ro err n nt 





Revised 15 September 1955 





Section Ill 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 4 
[CLASS CODE] Pant NUMBER 


146-31363- 29 
146-31363- 30 
146-31363- 33 
146-31363- 34 


AN 01-60AABA-4 


FIGURE MICROFILM STOCK NUMBER FIGURE | TOTAL] MICROFILM 
AND INDEX NUMBER | |cLAss CODE| PART NUMBER |] AND INDEX | QTY. | NUMBER 


146-31373-100 
146-31373-200 
146-31374 

146-31374- 11 






































146-31364- 1 
146-31364- 














































































































2Ε-629 
2F-629 







m 
ION) RA eH PRP RP RP RP RB νο Re! Re) EYP 1 154 IR. BS. IND) IND) A PP 153 "αμ; RS ο». 





146-31363- 35 146-31375= 5 
146-31363- 37 146-31375- 6 
146-31363- 39 146-31375- 7 
146-31363- 41 146-31375- 8 
146-31363- 43 146-31375- 9 
146-31363- 45 146-31375- 10 
146-31363- 47 146-31375- 12 
146-31363- 49 146-31375- 21 
146-31363- 51 146-31375- 22 
146-31363- 53 156-31375- 23 
146-31363- 55 146-31375- 24 
146-31363- 57 1146-31375- 25 
146-31363- 59 146-31375- 26 
146-31363- 61 146-31375- 27 
146-31363- 63 146-31375- 29 
146-31363- 65 146-31375- 31 
146-31363- 66 146-31375- 33 
146-31363- 85. 146-31375- 35 
146-31363-101 146-31375- 37 


146-31375-101 
146-31375-102 


146-31365- 1 H-70 146-31376- 3 
146-31365- 2 H-70 146-31376-" 5 
146-31366- 1 2F-630 146-31376- 7 
146-31366- 2 2F-630 146-31376-= 9 
146-31367- 1 2F-631 146-31376-101 
146-31367- 2 2F-631|Í| R82NA 14546-31377 































































POT 3 I3 QD er d a αλ RPP PP ee ο ep 





































146-31368 R82NA 146-31378- 1 
146-31369 R82NA 146-31378- 2 

] 146-31378- 3 
146-31370- 1 146-31378- 4 
146-31370- 2 146-31379- 1. REF 
146-31370- 3 1 146-31379- 2 REF 
146-31370- 4 1 146-31379- 3 1 
146-31370- 5 1 146-31379- 4 1 
146-31370- 6 1 146-21379- 7 1 
146-31370- 7 1 146-31379- 8 1 
146-31370- 8 1 146-31379 9 1 
146-31370- 9 1 146-31379- 10 1 
146-31370- 10 1 146-31379- 11 1 
146-31370- 11 1 146-31379- 12 1 
146-31370- 12 1 146-31379= 13 1 
146-31370- 13 1 146-31379- 14 1 
146-31370- 14 1 146-31379- 15 1 
146-31370- 15 1 146-31379- 16 1 
146-31370- 16 1 146-31379- 17 1 
146-31370- 17 1 146-31379- 18 1 
146-31370- 18 1 146-31379- 19 1 
146-31370- 19 . 1 146-31379- 20 1 
146-31370- 20° 1 146-31379- 21 1 
146-31370- 21 1 146-31379- 22 1 
146-31370- 22 1 146-31379- 23 4 
146-31370- 23 1 146-31379- 24 ` 2 
146-31370- 24 1 146-31379- 25 2 
146-31370- 25 1 146-31379- 26 2 
146-31370- 26 1 146-31379- 27 1 
146-31371- 1 1 146-31379- 28 1 
146-31371- 2 1 1456-731379- 29 1 
146-31372 2 146-31379- 30 1 
146-31373 y 1 146-31379- 31 1 
146-31373- 3 1 146-31379- 32 1 
146-21373- 5 1 146-31379= 33 1 
146-31373- 11 1 146-31379- 34 1 
146-31373- 13 1 146-31379- 35 1 
146-31373- 15 1 146-31379- 36 1 
146-31373- 17 1 146-31379- 38 1 
146-31373- 19 2 146-31379- 40 1 
146-31373- 21 1 146-31379- 41 2 
146-31373- 23 1 146-31379-.43 1 
146-31373- 25 1 146-31379- 45 1 
146-31373- 27 1 146-31379- 47 1 
146-31373- 29 1 146-31379- 49 1 
146-31373- 31 1 146-31379-101 1 
146-31373- 35 1 146-31379-102 1 
146-31373- 37 1 146-31379-105 i 
146-31373- 39 1 146-31379-106 1 
146-31373- 41 1 146-31379-109 1 
146-31373- 43 1 146-31379-111 1 
146-31373- 45 1 146-31379-115 1 
146-31373- 47 1 146-31379-116 1 
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Section Ill 
Numerical Index of 
Contractor Parts 


: FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 
M1 


AN 01-60AABA-4 



















STOCK NUMBER 
PART NUMBER 


STOCK NUMBER 


[cuass CODE] PARTNUMBER | 


CLASS CODE 




































































































































































































































































146-31379-117 146-31387- 1 i| 2Κ-52 
146-31379-118 146-31387- 2 1| 2Κ-52 
146-31380- 3 146-31381- 3 i| 2Κ-52 
146-31380- 4 146-31387- 4 11 2Κ-52 
146-31380- 11 146-31387- 5 i| 2Κ-52 
146-31380- 15 146-31387- 6 1| 2Κ-52 
146-31380- 16 146-31387- 7 i| 2K-52| 
146-31380- 17 146-31387- 8 i| 2K-52 
146-31380- 18 146-31387- 9 i| 2Κ-52 
146-31380- 21 146-31387- 10 i| 2Κ-52 
146-31380- 22 146-31388 1] Χδ-94 
146-31380- 23 146-31388- 3 i| xB-94 
146-31380- 24 146-31388- 5 1| XB-94 
146-31380- 23 146-31288- 6 1| Χβ-94 
146-31380- 41 146-31388- 11 2| xB-94 
146-31380- 43 146-31388- 21 i| .Xx8-94 
146-31380- 45 146-31388- 29 i| Χβ-94 
146-31380- 49 146-31388- 30 1| Χβ-94 
146-31380- 51 -|146-31388- 31 i| x8-94 
146-31380- 53 146-31388- 32 i| xa-94 
146-31380- 54 146-31388- 33 2| Χβ-94 
146-31380- 55 146-31388- 37 i| xB-94 
146-31380- 57 146-31388- 39 i| x8-94 
146-31380- 59 146-31388-135 - i| x8-94 
146-21380- 60 146-31389 1 AXB-181 
146-31380- 63 146-31389- 1 i|AxB-181 
146-31380- 65 156-31389- 2 1|AXB-181 
146-31380- 67 146-21389- 3 1|AXB-181 
146-31380- 69 146-31289- 4 1| AXB-181 
146-31380- 70 R82NA 146-31390 1| 0-151 
146-31380- 71 146-31390- 5 i| D-151 
146-31380- 73 146-31391 2| D-150 
146-31380- 75 146-31391- 2 οἱ D-150 
146-31380- 76 146-31392 1| 26-163 
146-31380- 77 146-31392- 3 1| 26-163 
146-31380- 81 146-31392- 5 3| 26-163 
146-31380- 87 R82NA 146-31393 2| A-497 
146-31380- 88 146-31393- 3 2| Α-ά9Τ 
146-31380- 89 R82NA 146-31394 2| A-498 
146-31380- 97 146-31395 2| A-499 
146-31380-169 146731397 REF| 2K-53 
146-31380-170 146-31397- 4 1| 2K-53 
146-31380-173 146-31397- 5 i| 2k-53 
146-31380-174 146-31397- 7 οἱ 2Κ-53 






146-31397- 11 2Κ-53 
146-31397- 13 
146-31397- 15 
146-31397-.17 
146-31397- 19 
146-31397- 21 
146-31397- 23 
146-31397-101 


146-31380-175 
146-31380-177 
146-31380-179 
146-31380-181 
146-31330-193 
146-31380-185 
146-31360-187 
146-31380-169 


2K-53 
2K-53 
2K-53 
2K-53 
2K-53 
2K-53 
2K-53 






































































































146-31380-191 146-31398 ΧΕ-61 
146-31380-193 146-31398- 3 XF-61 
146-31380-195 146-31398- 4 XF-61 
146-31380-197 146-31398- 5 XF-61 
146-31380-199 146-31398- 7 XF-61 
146-31380-200 146-31398- 8 XF-61 
146-31380-203 146-31398- 9 XF-61 
146-31380-205 146-31398- 10 XF-61 









XF-61 
XF-61 
XF-61 


146-21398- 11 
146-31398- 12 
146-31398- 13 
146-31398- 21 
146-31398- 22 
146-31398- 31 
146-31398- 32 
146-31298- 41 
146-31398- 42 
146-31400 

146-31400- 21° 
146-31400- 23 


146-31380-209 
146-31380-211 
146-31380-217 
146-31380-223 
146-31380-225 
146-31380-227 
146-31380-229 
146-31380-231 
146-31380-239 
146-31380-241 
146-31380-247 
146-31380-251 










ΧΕ-61 
XF-61 
XF-61 
XF-61 
XF-61 
ΧΕ-63 
ΧΕ-63 
XF-63 













































R82HA 146-31381 146-31400- 24 xF-63 
146-31381- 5 146-31400- 25 ΧΕ-63 
REZNA 146-31382 146-31400- 26 XF-63 
146-31382- 3 146-31400- 27 XF-63 
146-31383 146-31400- 29 XF-63 








ΧΕ-63 
ΧΕ-63 


146-31400- 30 








146-31383- 












R82N 14546-31384 
146-31384- 
146-31386 


146-31386- 
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146-31383-101 


3 


3 








146-31400- 
146-31400- 
146-31400- 
146-31400- 
146-31400- 










146-31409- 31 














1 
1 
1 
1 
1 
1 
1 
F 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
2 
1 XF-61 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
2 
1 
1 
1 
1 
1 


XF-63 
ΧΕ-63 
ΧΕ-63 
ΧΕ-63 
ΧΕ-63 
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Numerical Index of ΠΤ ΑΝ O1-60AABA-4 
Contractor Parts 


STOCK NUMBER 2 
| CLASS CODE | PART NUMBER 


146-31400- 43 
146-31400- 45 
146-31400- 47 
146-31400- 49 
146-31400- 50 





















STOCK NUMBER 


CLASS CODE PART NUMBER 9 


146-31403-115 
146-31403-119 
146-31403-167 
146-31403-201 





MICROFILM 
NUMBER 






























K-109 
Κ-109 
Κ-109 
K-109 








































145-31404 2K-55 
146-31401- 3 146-31404- 3 2K-55 
146-31401- 5 146-31404- 5 2K-55 
146-31401= 7 146-31404- 7 2K-55 






PNNN EPEN NNE 


14631403 








146-31404- 9 
146-31404- 11 
146-31404- 19 
146-31404- 21 
146-31404- 23 
146-31404- 25 
146-31404- 27 
146-31404- 29 
146-31404- 3 

146-31404- 43 
146-31404- 45 
146-31404- 47 
146”-31404- 50 
146-=31404- 53 
146-31404- 54 
146-31404- 63 
146-31404- 65 
146-31404- 73 
146-31404- 74 
146-31404- 75 
146-31404- 76 
146-31404- 77 
146-31404- 81 
146-31404- 03 


2K-55 
2-55 
2Κ-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2K-55 
2-53 
2Κ-55 
eK-55 
2K-55 
2K-55 
2K=55 
2K-55 
2Κ-55 
2K-55 
2K-55 



















































































146-31403- 3 
146-31403- 4 
146-31403- 7 
146-31403- 9 
146-31403- 10 
146-31403- 11 
146-31403- 12 
146-31403- 17 
146-31403- 19 
146-31403- 21 
146-31403- 29 
146-31403- 31 
146-31403- 33 
146-31403- 34 
146-31403- 35 
146-31403- 36 
146-31403- 37 
146-31403- 38 
146-31403- 39 
146-31403- 40 
146-31402- 41 
146-31403- 42 

























































































































146-31403- 43 146-31404- 05 eK "55 
146-31403- 44 146-31404- 86 2K-55 
146-31403- 45 K-109 146731404- 87 2K-55 
146-31403= 47 K-109 146-31404- 91 ` 2K=55 

































































146-31403- 49 K-109 146-31404- 93 2K-55 
146-31403- 51 K-109 146-31404- 95 2K-55 
146-31403- 53 K-109 146-31404- 97 2K-55 
156-31403- 55 K-109 146-31404-103 2Κ-55 
1456-31403- 57 K-109 146-31404-105 2K-55 
146-31403- 58 K-109 146-31404-107 2K-55 
146-31403- 59 K-109 146-31404-109 2K-55 





















































146-31403- 60 K-109 146-31404-111 2Κ-55 
146-31403- 61 K-109 146-31404-113 2K-55 
146-31403- 62 K-109 146-31404-115 2Κ-55 
146-31403- 63 K-109 146-31404-117 2K-55 
146-31403- 64 ' K-=109 146-31404-123 2Κ-55 









146-31403- 65 K-109 146731404-127 2K-55 
146-31403- 67 K-109 146-31404-139 2K-55 
146-31403- 69 K-109 146-31404-400 2K-55 
146-31403- ΤΟ Κ-109 146-31 404-500 2Κ-55 
146-31403- 71 K-109 146-31409 2Ε-31 






146-31403- 72 K-109 146-31410 D-154 









146731403-.73 K-109 146-31411 D-155 
146-31403- 74 K-109 146-31413 2K-57 
146-31403- 75 K~109 146”-31413- 21 2K-57 
146-31403- 76 K-109 146-31413- 22 2K-5T 
146-31403- 77 K-109 146-31413= 23 2K-57 












146-31403- 78 K-109 146-31413- 25 2K=57 
146-31403- 79 K-109 146-31413- 27 2K-57 
146-31403- 80 K-109 146-31413- 29 2K-57 
146-31403- 81 K-109 146-31413- 31 2K-57 






146-31403- 83 
146-31403- 85 
146-31403- 87 
146-31403- 88 
146-31403- 89 
146-31403- 95 
146-31403- 96 
146-31403- 97 
146-31403- 99 
146-31403-101 
146-31402-103 
146-31402-105 
1456-31403-106 
146-31403-107 
146-31403-108 
146-31403-109 
146-31403-110 
146-31403-111 
146-31403-112 
146-31403-113 
146-31403-114 


Κ-109 
K-109 
K-109 
K-109 
K-109 
K-109 
K-109 
K-109 
K-109 
K-109 
K-109 
K-109 
K-109 
Κ-109 
K-109 
Κ-109 
K-109 
K-109 
K-109 
K-109 
K-109 


146-31413- 33 
146-31413- 35 
146-31413- 26 
146-31413=, 37 
146-31413- 39 
146-31415- 1 
146-31415- 2 
146-31416. 

146-31417- 1 
146-31417- 2 
146-31418 

146-31419 

146-31419- 3 
146-31419- 5 
146-31419- 7 
146-31422-- 7 
146-31422- 13 
146-31422- 15 
146-31422- 21 
146-31422- 22 
146-31422- 23 


2Κ-57 
2K-57 
2K-57 
2K-57 
2K-757 
D-157 
D-157 
Α-590 
2ς-96 
2C-96 
2E-32 
AXA=27 
ΑΧΑ” 27 
ΑΧΑ- 27 
AXA-=27 
2K-58 
2K-58 
2K-58 
2Κ-58 
2K-58 
2K-58 
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Section Ill 
AN O1-60AABA-4 . Numerical Index of 


Contractor Parts 
: STOCK NUMBER Z8| FIGURE MICROFILM 
| CLASS CODE | * PART NUMBER 89. AND INDEX NUMBER 


146-31422- 24 2K-58 
146-31422- 25 2K-58 
156-31422- 26 2K-58 
146-31422- 27 2K-58 
146-31422- 28 2K-58 
146-31422- 29 2K-58 
146-31422- 31 2K-58 
146-31422- 39 2K-58 
146-31422- 40 2Κ--58 
146-31422- 49 2K-58 
146-31422- 51 2K-58 
146-31422- 53 2K-58 
146-31522- 55 2K-58 
146-31422- 57 2K-58 
146-31422- 59 2K-58 
146-31422- 61 2K-58 
156-31422- 63 2K-58 
146-31422- 65 2K-58 
145-31422- 67 2K-58 
146-31422- 68 2K-58 
146-31422- 69 2K-58 
146-31422- 70 2K-58 
146-31422- 71 2K-58 
146-31422- 73 2K-58 
146-31422- 75 2K-58 
146-31422- 77 2K-58 
146-31422- 79 2K-58 
146-31422- 81 2K-58 
146-31422- 83 2K-58 
146-31422- 85 2K-58 
146-31422- 86 2K-58 
146-31422- 87 2K-58 
146-31422- 89 2K-58 
146-31422- 91 2K-58 




















STOCK NUMBER 
PART NUMBER 


146-31424- 25 
146-31424- 21 
146-31424- 29 
146-31424-' 20 
146-31424- 25 
146-31424- 37 
146-31424- 38 
146-31424- 39 
146-31424- 40 
146-31424- 41 
145-31424-101 
146-31424-102 
146-31425 
146-31425- 3 
146-31425- 5 
146-31425- 7 
o 
9 


CLASS CODE 























































































2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
24-60 
2K-60 
2K-60 
2K-60 
2K-60 
AXN=171 
AXN-171 
AXN-171 
AXN=171 
AXN-171 
AXN-171 
ΑΧΝ-171 
AXN=171 
AXN-171 
AXN-1T1 
AXN-171 
AXN-171 
AXN-171 
ΑΧΝ-171 
AXN-171 
AXN-171 
AXN-7171 
AXN-7171 
AXH-171 
AXN=171 
AXN-171 
AXN=171 
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146-31425* 
146-31425- 
146-31425- 11 
146-31425- 12 
146-31425= 15 
146-31425- 14 
146-31425- 15 
146-31425- 16 
146-31425- 17 
146-31425- 23 
146-31425- 24 
146-31425- 25 
146-31425- 2 
146-31425- 27 
146-31425- 29 
146-31425- 30 
-|146-31425- 41 
146-31425- 43 



















































































































































































































































































































































































146-31422- 93 2K-58 146-31426- 3 H-136 
146-31422- 97 2K-58 146-31426-= 4 H-136 
146-31422- 99 2K-58 146-31426= 5 Η-126 
146-31422-101 2-58 146-31426- 6 H-136 
146-31423 2K-59 146-31426- 7 H-136 
146-31423- 3 2K-59 146-31426- 68 H-136 
146-31423- 7 2K-59 146-31426- 9 Η-136 
146-31423- 9 2K-59 146-31427- 1 D-161 
146-31423- 19 2K-59 146-31427- 2 D-161 
146-31423- 11 2K-59 146731428 AXC-411 
146-21423- 12 2K-59 146-31428- 1 AXC-411 
146-31423- 13 2K-59 146-31428- 2 AXC-411 
146-31423- 14 2K-59 146-31429- 1 F-253 
146-31423- 15 146-31429- 2 F-253 
146-31423- 16 146-31430 2K-61 
146-31423- 17 146-31430- 3 2k-61 
146-31423- 18 146-31430- 5 2K-=61 
146-31423- 19 146-31430- 7 K-61 











2&-61 
2K-61 
K-61 
2k-61 
2K-61 
2K-761 
2-61 
2K-61 
2K-61 
2K-61 
2K-61 
2Ε-33 
2E-33 
2E-34 
2E-35 
AXB-184 


146-31430- 5 
146-31430- 11 
146-31430- 17 
146-31430- 23 
146~31430— 25 
146-31430- 22 
146-31530- 31 
146-31430- 33. 
146-31430- 35 
146-31430- 39 
146-31430- 41 
146-31431- 1 
146-31431- 2 
146-31432 
146-31433 
146-31434 
146-31434- 1 
146-31434- 2 
146-31434- 3 
146-3:434- 4 
146-31436 
146-31436- 3 
146-31436- 5 
7 
9 
10 


146-31423- 20 
146-31422- 21 
146-31422- 25 
146-31423- 26 
146-31423- 31 
146-31423- 32 
146-31423- 33 
146-31423- 34 
146-31423- 35 
146-31423- 37 
146-31423- 39 
146-31423- 49 
146-31423- 41 
146-31423- 42 
146-31423- 43 
146-31423- 44 
146-31423- 45 
146-21423- 47 
146-31423- 49 
146-31423- 51 
146-31423- 53 
146-31423= 55 
146-31423-101 
146-31424- 3 
146-31424- 9 
146-31424- 19 
146-31426- 11 
146-31424- 12 
146-31424- 13 
146-31424- 15 
146-31424- 16 
146-31424- 17 



























































































146731454 
146-314p4- 




















































AXB-184 
AXB-184 
K-118 
K-118 
K-118 
K-118 
K-118 
K-118 
Κ-118 
K-118 
Κ-118 
K-113 
K-118 
K-118 




















146-31436- 
146-31436- 
146-31436- 
146-31436- 11 
146-31436- 13 
146-31436- 15 
146-31436- 17 
146-31436- 19 
146-31436- 21 


























2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
2K-60 
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146-31436- 23 Κ-118 - 
146-31436- 25 K-118 jd al Te ORE 
146-31436- 26 K-118 146-31445- 16 "s 
146-31436- 27 K-118 146-31445- 17 K-122 
146-31436- 28 K-118 146-31445- 18 K-122 
146-31436- 26 K-118 146-31445-= 19 K-122 
146-31436- 31 K-118 146-31446 AXN=173 
146-31436- 33 K=118 146-31446—- 3 ΑΧΝ-173 
146-31436- 35 K-118 146-31446= 4 AXN-173 
146-31437 AXN=172 146-31446- 5 AXN-173 
146-31437- 5 ΑΧΗ-172 146-31446- .6 ΑΧΝ- 173 
156-31437- 5 AXN=172 146-31446- 7 AXN=173 
146-31437- 7 AXN=172 146-31445-= 9 AXN=173 
146-31437- 9 AXN=172 146-31446- 10 AXN=173 
146-31437- 11 AXN-172 146-31446- 11 AXN-173 
146-31437- 15 AXN=172 146-31446- 12 AXN-173 
146-31437- 18 ΑΧΝ-172 |146-31446- 15 AXM-173 
146-31437- 19 AXN=172|- 146-31446- 14 AXN=173 
146-21437- 21 ΑΧΝ- 172 146-31446- 15 AXN-173 
146-31437- 22 ΑΧΝ- 172 146-31446- 16 AXN=173 
146-31437- 24 AXN=172 146-31446- 17 AXN-173 
146-31437- 25 ΑΧΝ-1Τ2 146-31446- 18 AXN-173 
146-31431- 27 AXN=172 146-31446- 19 AXN-173 
146-31437-101 ΑΧΝ-172 146-31446- 20 AXN=173 
146-31437-102 ΑΧΝ-172 146-31446- 21 AXN=173 
146-31437-201 AXN-172 146-31446- 23 AXN=173 
1146-31438 ΑΧΕ-12 146-31446- 25 AXN-173 
146-31438- 1 AXF~12 146-31446- 27 ΑΧΝ- 173 
146-31438- 2 AXF -12 146-31446- 29 Ax (N-173 
146-31438- 3 AXF-12 156-31446- 33 XN-173 
146-31436- 4 ΑΧΕ-12 146-31446- 35 do 
146-31438- 7 ΑΧΕ-12 146-31446- 36 AXN=173 
146-31438- 8 AXF-12 146-31446- 37 AXN-173 
146-31438- 9 AXF -12 146-31446- 38 AXN-173 
146-31438- 11 AXF-12 146-31446- 39 AXN-173 
146-31438-101 ΑΧΕ-12 146-31446- 40 AXH=173 
146-31440 ΑΧΕ-13 146-31446- 41 AXN=173 
146-31440- 3 AXF-13 146-31446- 42 AXN=173 
146-31440= 4 AXF-13 146-31446- 43 AXH-7173 
146-31440- 5 AXF-13 146-31446- 44 ΑΧΝ-173 
146-31440- 6 ΑΧΕ-13 146-31446- 45 AXN-173 
146-31440- 7 AXF-13 146-31446- 46 ΑΧΝ- 173 
146-31440- 9 AXF-13 146-31446- 47 AXN=173 
146-31440- 10 ΑΧΕ-13 146-31446- 40 AXN-173 
146-31440- 11 ΑΧΕ-13 156-31446- 53 AXN=173 
146-31440- 13 ΑΧΕ-13 146-31446- 54 AXN-173 
146-31440- 14 AXF-13 146-31446- 57 AXN-173 
146-31440- 15 AXF-13 146-31446- 59 AXN=173 
146-31440- 16 ΑΧΕ-13 146-31446- 60 ΑΧΝ-1Τ3 
146-31440- 17 AXF-13 146-31446- 61 ΑΧΝ-173 
146-31440- 18 ΑΧΕ-13 146-31446- 62 AXN=173 
146-31440- 19 AXF-13 146-31446- 63 νε -173 
146-31440- 20 AXF-13 146-31446- 65 XN=173 
146-31440- 21 AXF=13 146-31446- 67 Anne 173 
146-31440- 22 ΑΧΕ-13 146-31446- 69 AXN=173 
146-31440- 23 AXF-13 146-31446- 70 ΑΧΝ- 173 
146-31440- 24 ΑΧΕ-13 146-31 446- 71 AXN-173 
146-31440- 25 ΑΧΕ-13 146-31446- 72 AXN-173 
146-31440- 27 ΑΧΕ-13 146-31446- 73 AXN-173 
146-31440- 29 ΑΧΕ-13 146-31446- 74 AXN-173 
146-31440- 30 ΑΧΕ-13 146-31446- 75 AXN=173 
146-31440- 29 AXF-13 146-31446- 77 AXH-173 
146-31440- 40 ΑΧΕ-13 146-31446- 79 ΑΧΝ-1Τ3 
146-31440- 41 | AXF-13 146-=31446- 31 AXN=173 
146-31440- 42 AXF-13 146-31446- 85 AXN-173 
146-31440- 43 AXF-13 146-31446- 87 AXN-173 
146-31440- 59 AXF-13 146-31447 F-254 
146-31442- 3 D-166 146-31448 A-503 
146-31442- 4 D-166 146-31449 K-124 
146-31442- 5 . D-166 146-31449- 3 K-124 
146-31442- 6 D-166 146-31449= 5 K-124 
146-31442- 7 D-166 1456-31449- 7 K-124 
146-31442- 9 D-166 146-31449- 9 K-124 
146-31442- 11 D-166 146-31449- 10 K-124 
146-31442~ 12 D-166 146-31449- 11 K-124 
146-31442- 13 D-166 146-31449- 13 K-124 
146-31442- 14 D-166 146-31449- 15 K-124 
146-31443 2Ε-36 146-31449- 17 K-124 
146-31444 2E-37 146-31449- 19 , K-124 
146-31445- 1 K-122 146-31449- 21 K-124 
146-31445- 2 K-122 146-31449- 23 K-124 
146-31445- 11 Κ-122 146-31449- 24 K-124 
1456-31445- 12 K-122 146-31449- 25 K-124 
146-31445- 13 K-122 146-31449- 26 K-124 
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146-31449- 27 
146-31449- 29 
146731449- 31 
146-214 49- 33 
156-31449- 35 
146-31449- 37 
146-31449- 39 
146-31449- 41 
146-31449- 43 
146-31450- 1 
146-21450- 
146-31450- 4 
146-31450- 5 
146-31450- 6 
146-31450- 8 
146-31450- 9 
156-31450- 11 
146-31450- 13 
146-31450-102 
146-31451 
[146-31451- 1 
146-31451- 2 
146-31451- 3 
146-314517 4 
146-31451- 5 
146-31451- 6 
146-31451-101 
146-31452 
146-31452- 1 
146-31452- 2 
146-31453- 1 
146-31453- 2 
146-731454 
146-31455 
146-31457 
146-31457- 3 
146-31458- 3 
146-31458- 5 
146-31458- 7 
146-31458- 9 
146-31458- 11 
146-31459 
146-31459- 3 
146-31459- 5 
146-31459- 7 
146-31460 
146-31460- 3 
146-31461- 1 
146-31461- 2 
146-21462 
146-31462- 3 
146-31462- 5 
146-31462- 1 
146-31462- 3 
146-31462- 10 
146-31462- 11 
146-31462- 13 
146-31462- 15 
146-31462- 17 
146-31462- 19 
146-31462- 21 
146-31462- 23 
146-31462- 25 
146-31462- 26 
146-31462- 27 
146-31462- 28 
146-31462- 29 
146-31462- 31 
146-31462- 33 
146-31462- 34 
146-31462- 35 
146-31463- 1 
146-21463- 2 
146-31463- 3 
146-31563- 4 
146-31463- 5 
6 
7 
8 
9 



























































146-31462- 
146-31463- 
146-31463- 
146-31463- 
146-31463- 10 
146-31463- 11 
146-31463- 12 
146-31463- 13 
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STOCK NUMBER 























































































K-124 146-31463- 
K-124 146-31463- 
Κ-124 146-31463- 
K-124 146-31463- 
K-124 146731464 
K-124 146-31464- 
K-124 146-31464= 
K-124 146-31464- 
K-124 146-31464- 
2K-62 146-21464- 
2K-62 146-31464- 
2K-62 146-31464- 
2K-62 146-31464- 
2Κ-62 146-31464- 
2K-62 146-731454- 

2K-62 146-31464-1 
2Κ-62 146-31465 
2K-62 146-31466 
2Κ-62 146731461 
AXF-15 146-31468 
AXF-15 146-31469 

AXF-15 146-31469- 

146-31469- 

146-31469- 

146-31469- 

146-31470- 

146-31470- 
146731471 

146-31471- 

146-31471- 

146-31471- 

146-31471- 


146-31472 


146-31473 
146-31474 
146-31475 
146-31475= 
146-31475- 
146-21415- 
146-31415- 
146-31475- 
146-31415- 
146-31475- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31476- 
146-31477 
146-31477- 
146-31477- 
146-31471- 
146-=31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-=31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-31477- 
146-31471- 
146-31677- 
146-31477- 
146-31477- 
146-31478 
146-31478- 
156-31478- 
146-21478- 
146-31478- 


























































































CLASS CODE PART NUMBER 


14 
15 


17 
15 
00 
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AXN-174 
AXN-174 
AXN-174 
AXN-174 
AXN=175 
AXN=175 
AXN=175 
AXN-175 
AXN-175 
AXR-1T75 
AXN-175 
AXN=175 
ΑΧΗ- 1715 
ΑΧΗ- 115 
AXN=175 
AXN-175 
A-505 
20-97 
2F-633 
AXB-188 
ΑΧΑ-29 
AXA-29 
AXA-29 
ΑΧΑ-29 
ΑΧΑ-29 
Α-508 
A-508 










































αλλ” ο 
























m 


fO 2 ο I2 2 I2 1} IN) PRR 2 ED ID 51552 qoa e» am am 












Pi- 
AXC=412 
AXC-412 
AXC-412 
AXC-412 












117 
















76 2£-39 
117 - 27 
1117 - 26 F-258 









D-178 
AXC=413 
AXC=413 
AXC=413 
AXC=413 
AXC=413 
AXC-413 
ΑΧς- 413 
AXC-413 
AXN=176 
AXN-176 
AXN-176 
AXN-176 
AXN=176 
AXN-176 
ΑΧΝ-176 
AXN-176 
ΑΧΝ-176 
AXN-1176 
AXN-176 
AXN-116 

XF-79 

XF-19 

XF-79 

ΧΕ-79 

xF-79 

XF-79 

XF-79 

XF-79 

XF-79 

XF-79 

ΧΕ-79 

XF-79 

xF-79 

ΧΕ-79 

XF-79 

XF-79 

XF-19 

XF-79 

xF-79 

ΧΕ-79 

ΧΕ-79 

ΧΕ-79 

ΧΕ-Τ9 
AXN=177 
AXN-177 
AXH-177 
AXN-177 
AXN-1117 









































































117 - 28 
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Section III 


Numerical Index of 


Contractor Parts 










































































































146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 
146-31478- 


146-31479- 
146-31479- 
146-31481- 
146-31481- 
146-31482 
146-31482- 
146-31483 
146-31483- 
146-31484 
146-31485 
146-31485- 
146-31485- 
146-31486 
146-31487 
146-31487- 
146-31487- 
146-31487- 
146-31487= 
146-31487- 
146-31487- 
146-31487- 
146-31487- 
146-31487- 
146-31487- 
146-31487- 
146-31487- 
146-31487- 
146-31488- 
146-31488- 
146-31488- 
146-31488- 
146-31488- 
146-31488- 
146-31488- 
146-31488- 
146-31488- 
146-51488- 
146-51488- 
146-31488- 
146-31488- 


146-31489- 
146-31489- 


146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489- 
146-31489-1 
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146-31489-: 
146-31489- ` 
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PART NUMBER ao 


27 


146-31478-101 


36 


145-31488-101 


58 
01 
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MICROFILM 
NUMBER 


AXN=177 
AXN-177 
AXN-177 
AXN-177 
AXN-177 
AXN-177 
AXN-177 
AXN=177 
AXN=177 
ΑΧΝ-17Τ 
AXN-177 






























FIGURE 
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145-31490 

146-31490- 
146-31490- 
146-31491 

146-31491- 
146-31491- 
146-31491- 
146-31491- 
146-31491- 
146-31491- 














































































































































































146-31500- 


AXN=177 146-31491- 
ΑΧΝ-177 146-31491- 
AXN=177 146-31491- 
26-165 146-31491- 
26-165 146-31491- 
A-7509 146-31491- 
A-509 146-31491- 
F-261 146-31491- 
F-261 146-31491- 
146-31491- 
y 146-31491- 
A-511 146-31491- 
ΑΧΑ-30 146-31491- 
ΑΧΑ-30 146-31491- 
ΑΧΑ-30 146-31492 
0-179 146-31492- 
K-133 146-31492- 
K-133 146-31492- 
-133 146-31492- 
K-135 146-31492- 
K-133 146-31492- 
K-135 146-31492- 
K-133 146-31492- 
Κ-1΄3 146-31492- 
Κ-133 146-31492- 
Κ-133 146-31492- 
Κ-133 146-31492- 
K-133 146-31492- 
K-133 146-31492- 
K-133 146-31492- 
AXN-178 146-31492- 
AXN-178 146-31492- 
AXN-178 146-31492- 
AXN-178 146-31492- 
ΑΧΝ-178 146-31492- 
ΑΧΝ-178 146-31492- 
AXN-178 146-31492- 
AXN-178 146-31493 
ΑΧΝ-178 146-31493- 
AXN-178 146-31453- 
ΑΧΝ-178 146-31493- 
ΑΧΝ-178 146-31493= 
AXN-178 146-31493- 
AXN-178 146-31494- 
2K-63 146-31494- 
2K-63 146-31494-- 
2K-63 156-31494- 
2K-63 146-31455 
2K-63 146-31495- 
R82NA 146-31495- 
R82NA 146-31495- 
146-31495- 
146-31495- 
R82NA 146-31495- 
146731496 
146-31496- 
146-31496- 
14546-31497 
146-31497- 
146-31497- 
146-31497- 
146-31497- 
146-31497- 
R82NA 146-31498 
146-31499 
146-31499- 
146-31439- 
146-21499- 
146-31500- 
146-31500- 
146-31500- 
145-31500- 
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146-31489-102 
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9 0| AND INDEX | QTY. | NUMBER 
2K-63 
Α-513 
A-513 
A-513 
2K-764 
2K-64 
2K-64 
2K-64 
2K-64 
2-64 
2K-64 
2K-64 
2K-64 
2K-64 
2K-64 
2K-64 
2K-764 
2K-64 
2K-64 
2K-64 
2K-64 
K-64 
2K-64 
2K-64 
2K-64 
ΧΕ-82 
ΧΕ-82 
ΧΕ-82 
XF-82 
XF-82 
ΧΕ-82 
ΧΕ-82 
XF-82 
xF-ü2 
ΧΕ-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
XF-82 
ΧΕ-82 

AX3-190 

ΑΧΕ-190 

AXB-190 

AXB-190 

AXB-190 

AXB-190 



























































































































































































































F-262 
F-262 
F-262 
F-262 
F-262 
F-262 
F-262 
AXB-191 
ÁXB-191 
AXB-191 
AXB=192 
AXB-192 
AXB-192 
AXB-192 
AXB-192 
AXB-192 
2C-98 

“139 
Κ-139 
K-139 
K-139 
K-140 
κ-140 
K-140 
K-140 
K-140 
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CLASS CODE PART NUMBER 


146-31500- 
146-31500- 
146-31500- 
146-31500- 
146-31500- 
146-31501 

146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31501- 
146-31503- 
146-31503- 
146-31504- 
146-31504- 
146721505 

146-31506- 
146-31506- 
146-31507- 
146-31507- 
146-31508 

146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-31508- 
146-31509- 
146-21509- 
146-31509- 
146-31509= 
146-31509- 
146-31509- 
146-31509- 
146731509- 
146-31509- 
146-31509- 
146731510 

146-31510- 
146-31510- 
146-31510- 
146-31510- 
146-31510- 
146-31510- 
146-31510- 
146-31510- 
146-31511 

146731512 

146-31512- 
146-31512- 
146731513 

146-31514- 
146-31514- 
146-31515- 
146-31515- 
146-31516 

146-31516- 
146-31516- 
146-31518 

146-31518- 
146-31518- 
146-31519 

146-31519- 
146-31519- 
146-31519- 
146-31519- 
146-31519- 
146-31519- 
146-31519- 
146-31519- 
146-31520 

146-31520- 
146-31520- 
146-31520- 


146-31520- - 


146-31521 
146-31521- 
146-31522 
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K=140 
K-140 
K-140 
K-140 
K-140 
ΧΕ-83 
ΧΕ-83 
ΧΕ-83 
ΧΕ-83 
XF-83 
XF-83 
ΧΕ-63 
ΧΕ-63 
ΧΕ-83 
D-184 
D-184 
26-166 
26-166 
Κ-142 
XF-64 
XF-84 
F-264 
F-264 
K-144 
K-144 
K-144 
K-144 
K=144 
K-144 
K-144 
K-144 
K-144 
K-144 
2Κ-65 
2Κ-65 
2Κ-65 


AXF-16 
AXF-16 
AXF-16 
AXF-16 
AXF-16 
AXF-16 


STOCK NUMBER 


146-31522- 
146-31522- 
146731523 

146731524 

146-31524- 
146-=31524- 
146-31525 

1460-2156” 
146-31526- 
146-31526- 
146-31526- 
146-31526- 
146-31526- 
146-31526- 
146-31526- 
146-31527- 
146-31527- 
146-31527- 
146-31527- 
146-31528 

146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 
146-31528- 


146-31528- - 


146-31528- 
146731529 

146-=31529- 
146-31529- 
146-31529- 
146-31529- 
146-31529- 
146-31530 

146-31534- 
146-31534- 
146-31534- 
146-31534- 
146-31534= 
146531224- 
146-31534- 
146-31534- 
146-31535- 
146-31535- 
146-31531- 
146-31537- 
146-31538- 
146-31538- 
146-31538- 
146-31538- 
146-31538- 
146731538- 
146-31538- 
146-31538- 
146-31538- 
146-31538-= 
146-31538- 
146-31538- 
146-31538- 
146-31538- 
146-31538- 
146-31538- 
146-31538- 
146-31539 

146731539- 
14606-31539- 
156731541 

146-31542- 
146-31542- 
146-31542- 
146-51542- 
146-31542- 
146-31542- 
146-31542- 
145731542- 
145731542- 
14531542- 
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F-269 
F-269 
K-150 
20-99 
2C+99 
2cs99 
AXA-33 
26-167 
26-167 
26-167 
26-167 
26-167 
26-167 
26-167 
26-167 
2E-41 
25-41 
2E-41 
2E-41 
AXF-17 
ΑΧΕ-1Τ 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
ΑΧΕ-17 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
AXF-17 
2Κ-66 
2K-66 
2K-66 
2K-66 
2K-66 
2K-66 
D-189 
2Κ-67 
2K-67 
2K-=67 
2Κ-67 
2K-67 
2K-67 
2Κ-67 
2K-67 
A-7517 
A-517 
A-7518 
A-518 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
ΧΕ-88 
ΧΕ-88 
ΧΕ-88 
ΧΕ-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
XF-88 
Κ-155 
Κ-155 
K-155 
A-519 
AXN-181 
AXN-181 
AXN-181 
ΑΧΝ-181 
ΑΧΝ-181 
ΑΧΝ-181 
AXN-181 
ΑΧΝ-181 
ΑΧΝ-181 
ΑΧΝ-181 
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Section Ill 


Numerical Index of AN 01-60AABA-4 
Contractor Parts 


STOCK.NUMBER S3| FIGURE |TOTAL|MICROFILM 
| CLASS CODE | PART NUMBER 9 9| AND INDEX | QTY. | NUMBER 


146-31542- 21 AXN-181 146-31555- 
146-31542- 23 AXN-181 146-31555- 
146-31542-100 AXN-181 146-31555- 
146-31543 AXB-193 146-31555- 
146-231543- ΑΧΒ-193 146-31555- 
146-31543- ΑΧΒ-193 146-31555- 
146-31544- A-7520 146-31555- 
146-31544- A-7520 146731555- 
146731545 H 2K-68 146-31555- 
146-31545- ἢ 2K-68 146-31555- 
146-31545- 2K-68 146-31555- 
146-31545- 2K-68 146-31555- 
146-31545- 2K-68 146-31555- 
146-31545- 2K-68 146-31555- 
146-31545- 2K-68 146-31555- 
146-31546- AXN-180 146-31555- 
146-31546- AXN-180 146-31555- 
146-31546- AXN-180 146-31555- 
146-31546- AXN-180 146-31556 
146-31546- AXN-180 146-31557- 
146-31546- AXN-180 146-31557- 
146-31546- . AXN-180 146-31557- 
146-31546- : AXN-180 i 14631557- 
146-31546- AXN-180 146-31557- 
146-31546- 4 AXN-180 146-31558- 
146-31546- : AXN-180 .|146-31558- 
146-31546- AXN-180 146-31559- 
146-31546- AXN-180 146-31559- 
146-31546- : D AXN-180 146-31559- 
146-31546- M AXN-130 146-31559- 
146-31547 ` 2K-69 146-31559- 
146-31547- 2K-69 146731559- 
146-31547- 2K-69||. 146-31559- 
146731547- 2K-69 146-31559- 
146-31548- Α-521 146-31559- 
146-31548- A-7521 146-31559- 
146-31549- D=193 146-31559- 
146-31549- D-193 146731559-100 
146-31550- Ε-273 146-31560 
146-31550- F-273 146-31560- 
146-31550- F-273 146-31560- 
146-31550- F-273 1146-31560- 
146-31550- F-273 146-31560- 
146-31550- F-273 146-31560- 
146-31550- F-27173 . 146-31560- 
146-31550- F-273 146-31560- 
146-31550- F=273 146-31560- 
146-31550- F-273 146-31560- 
146-31551- 2K-70 146-31560- 
146-31551- 2K-70 146-31560- 
146-31552- 2K-71 146-31560- 
146-31552- ` 146-3155 146-31560- 
146-31552- 146-3155 ? 146-31560- 
146-31552- 146-3155 146-31560- 
146-31552- . A : 146-31560- 
146-31552- 146-31560- 
146-31552- 146-31560- 
146-31552- 146-3155 β 146-31561 
146-31552- 146-3155 146-31563 
146-31552- : 146-31565 
146-31552- 146-31565- 
146-31552- 146-31565= 
146-31552- 146-31566 
146-31552- 146-31566- 
146-31552- 146-31566- 
146-31552- 146-31566- 
146-31552- 146-31567 
146-31552- 146-31567- 
146-31552-100 ξ 145-3155 4 146-31567- 
146-31552-200 2 146-31567- 
146-31553 72 - 14 146-31567- 
146-31554 146-31567= 
146-31554- 146-31573 
146-31554- 146-31574 
146-31554- 146-31575 
146-31555 146-31575- 
146-31555- 146-231575- 
146-31555- 1456-31575- 
146-31555- 146-31577 
146-31555- 146-31577- 
146-31555- 1456-31577- 
146-31555- 146-31577- 
146-31555- AXF-19 146-31577- 
146-31555- AXF-19 146-231:77- 


AXF-19 
ΑΧΕ-19 
AXF-19 
ΑΧΕ-19 
AXF-19 
ΑΧΕ-19 
AXF-19 
AXF-19 
AXF-19 
AXF-19 
ΑΧΕ-19 
ΑΧΕ-19 
ΑΧΕ-19 
AXF-19 
ΑΧΕ-19 
ΑΧΕ-19 
AXF-19 
AXF-19 
A-522 
2Κ-72 
2K-72 
2K-72 
2K-72 
2K-72 
A-523 
Α-523 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
K-164 
AXF-20 
-ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
ΑΧΕ-20 
AXF-20 
AXF-20 
AXF-20 
AXF-20 
AXF-20 
AXF-20 
A-524 
AXC-417 
2Κ-73 
2K-73 
2K-73 
AXD-401 
AXD-401 
AXD-401 
AXD-401 
AXF-21 
AXF-21 
AXF-21 
AXF-21 
AXF-21 
AXF-21 
AXC-418 
2E-42 
2F-634 
2F-634 
2F-634 
2F-634 
AXF-22 
AXF-22 
AXF-22 
ΑΧΕ-22 
ΑΧΕ-22 
ΑΧΕ-22 
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AN O1-60AABA-4 - l Numerical Index of 
Contractor Parts 











a et NUMBER 
PART [PARTNUMBER | 


146-31601- 301 










STOCK NUMBER #8) FIGURE MICROFILM 
PART NUMBER 95] AND INDEX NUMBER | [CLASS CODE 
146-31577- 11 
146-31578 
146-31578- 3 
146-31578- 5 
146-31583 
146-31583- 3 
146-31584 


CLASS CODE 





























































































2K-78 











































































2K-T8 
2K-T9 
2Κ-τ9 
2K-79 
2K-79 


146-31601-401 
146-31602- 10 
146-31602- 15 
146-31602- 17 
146-31602- 19 
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146-31584- 3 146-31602- 21 2K-79 
146-31584- 5 26-168 146-31602= 23 2K-79 
146-31584- 7 26-168 146-31602- 25 2K-79 
146-31584- 3 : 26-168 146-31602-100 2K-79 
146-31584- 11 26-168 146-31610- 3 AXN-182 
146-31586- 3 2K-75 146-31610- 4 AXN-182 
146-31586- 4 2K-75 146-31610- /5 AXN-182 
146-31586- 5 2K-75 146-31610- 6 AXN-182 
146-31586- 7 2K-75 146-31610- 7 AXN-182 
146-31586- 10 2K-75 146-31610-= 9 AXN-182 
1456731587 K-174 146-31610- 10 AXN-182 
146-31587- 3 K-174 145-31610- 11 AXN-182 
146-31587- 5 K-174 146-31610- 12 AXN-182 
146-31590- 3 XH-7494 146-31610- 13 AXN-182 
146-31590- 4 XH-494 146-31610- 14 ΑΧΝ-182 
146-31590- 5 ΧΗ- 494 146-31610- 15 AXN-182 
146-31590- 6 ΧΗ- 494 146-31610- 16 AXN-182 
146-31590- 7 , XH-494 146-31610- 17 10| AXN-182 
146-31590- 8 XH-7494 146-31610- 19 AXN-182 
146=31590= 9 XH-494 146-31610- 21 AXN-182 





ΑΧΝ-182 
ΑΧΝ-182 
ΑΧΝ-182 
ΑΧΝ-182 
ΑΧΝ-182 
ΑΧΝ-182 
ΑΧΝ-182 


146-31610- 23 
146-31610- 25 
146-31610- 26 
146-21610- 39 
146-31610- 40 
146-31610- 49 
146-31610- 50 
146-31615- 3 
146-31615- 4 


ΧΗ- 494 
XH-494 
XH-494 
XH-7494 
XH-494 
XH-494 
XH-494 
XH-494 
ΧΗ- 494 


146-31590- 10 
146-31590- 11 
146-31590- 13 
146-31590- 15 
146-31590- 16 
146-31590- 17 
146-31590- 19 
146-31590- 25 
146-31590- 27 
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146-31590- 29 XH-7494 146731616 ; L-12 
146-31590- 31 XH-494 146-31616- 3 L-12 
146-31590- 32 ΧΗ- 494 146-31616- 9 L-12 
146-31590- 33 XH=494 146-31616- 11 L-12 
146-31590- 34 - XH=494 146-31616- 13 L-12 
146-31590- 35 XH-7494 146-31616- 15 L-12 
146-31590- 36 XH-494 1467316167 17 L-12 
146-31590- 37 ΧΗ- 494 146-31616- 21 L-12 
146-31590- 39 XH-494 146-31616- 22 L-12 
146-31590- 41 XH-494 146-31617- 1 2K-80 
146-31590- 42 XH-494 146-31617- 2 2K-80 
146-31590- 43 XH-494 146-31617- 3 2K-00 
146-31590- 44 XH-494 156-731617- 5 2K-80 
146-31590-100 XH-7494 146-31617- 7 2K-80 
146-31590-200 XH-494 146-31617- 9 2K-80 
14546-31591 2E-43 146-31617- 10 2K-80 
146-31591- 3 2E-43 146-31621 ΧΕ-359 
146-31591- 5 2E-43 146-31621- 3 XE-359 
146-31594 2K-76 146-31621- 5 XE-359 
146-31594- 3 2K-76 146-31621- 7 XE-359 
146-31594- 5 2K-76 146-31621- 9 XE-359 
146-31594- 7 2K-T6 146-31621-100 XE-359 
146-31595 F-279 146-31627- 1 2Κ-81 
146-31595- 3 Ε-279 146-31627- 2 1 2K-81 
146-31595- 5 F-279 146-31627- 3 1 2K-81 
146-31596- 5 2K-77 146-31627- 4 1 2Κ-61 
146-31596- 7 2K-77 146-31627- 5 1 2K-81 
146-31596- 10 2K-77 146-31627-= 6 1| '2K-81 
146-31596- 13 2K-77 146-31629- 3 1 L-15 
146-31596- 14 2K-77 146-31629- 5 1 L-15 
146-31598 L-3 146-31629- 6 1 L-15 
146-31598- 3 L-3 146-31629- 13 1 L-15 
146-31598- 5 L=3 146-31629- 15 1 L-15 
146-31598- 6 L-3 146-31629- 17 1 L-15 
146-31599 - XF-98 146-31629- 19 1 L-15 
146-31599- 3 XF-96 146-31629- 23 1 L-15 
146-31599- 4 XF-98 146-31629- 25- 1 L-15 
146-31599- 5 XF-98 146-31629- 27 1 L-15 
146-31601 2K-78 146-31629- 29 1 L-15 
146-31601- 3 2K-78 146-31641 26 
146-31601- 4 2K-78 1467-31642 1| AXB-195 
146-21601- 5 2K-78 146-31642- 1 1| AXB-195 
146-31601- 6 2K-78 146-31642- 2 1| AXB-195 
146-31601- 7 2Κ-78 146-31643- 1 1 D-202 
146-31601- 9 2K-78 146-31643- 2 1 D-202 
146-31601- 10 2K-T8 146-31646 1| AXF-24 
146-31601- 11 2K-78 146-31645- 3 1| ΑΧΕ- 24 
2K-78 146-31646- 5 1| AXF-24 


146-31601- 12 
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Numerical Index of AN 01-60 AABA-4 
Contractor Parts 


STOCK NUMBER z ' STOCK NUMBER Ys] Figure | TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER CLASS CODE PART NUMBER 36| AND INDEX| QTY. | NUMBER 








146-31646- 6 1| AXF-24 146-31665- X1 1| XH-497 
146-31646- 7 l| AXF-24 146-31665- 1| XH-497 
146-31646- 9 1| AXF-24 146-31655- 1| XH-497 
146-31646- 11 2| AXF-24 : 145-31665- 1! XH-497 
146-31646- 13 1| AXF-24 146-31665- 1| XH-497 
146-31646- 53 1| AXF-24 146-31665- 1ἱ XH-497 
146-31646- 1| AXF-24 146-31665- 1| XH-497 
146-31647 1| AXF-25 146-31665- 1| XH-497 
146-31647- 1| AXF-25 146-31665- 1| XH-497 
146-31647- 1| AXF-25 146-31665- 1| XH-497. 
146731650 1| XF-102 146-31665- 1| XH-497 
146-31650- 1| XF-102 146-31665- 1| XH-497 
146-31650- 1| XF-102 146-31665- i| XH-497 
146-31650- 1| xF-102 146-31665- ; 1| XH-497 
146-31650- 1| XF-102 146-31665- 2| XH-497 
146-31652 1| XF-103 é |14631666- 1| XH-161 
146-31652- 1| XF-103 146-31666- 1| XH-161 
146-31652- 1| XF-103 146-31666- 1| XH-161 
146-31652- 1| XF-103 146-31666-- 1| XH-161 
146-31652- 1| XF-103 146-31671 1jAXN-184 
146-31652- 1| ΧΕ-103 146-31671- 1|AXN-184 
146-31652- 1| XF-103 146-31671- 1|AXN-184 
146-31652- 1| XF-103 146-31671- l|AXN-184 
146-31653 1 L-23 146-31671- 1|AXN-184 
146-31653- 3 1 L-23 146-31671- 1| AXN=184 
146-31653- 5 1 L-23 14631671- 11ΑΧΝ- 184 
146-31653- 7 1 L-23 146-31671- l|AXN-184 
146-31653- 9 1 L-23 146-31671- 11ΑΧΝ- 184 
146-31653- 10 1 L-23 146-31671- 1|AXN-184 
146-31654 1 L-24 146-31671- 1|AXN-184 
146-31654- 3 1 L-24 146-31671- 1{ΑΧΝ- 184 
146-31654- 5 1 L-24 146-31671- 1|AXN-184 
146-31655 1 F-282 146-31671- 11ΑΧΝ-184 
146-31655- 3 1 F-282 146-31671- 1|AXN-184 
146-31655- > 5 1 F-282 146-31674 1|AXN-185 
146-31655- 6 1 F-282 146-31674- 1|AXN-185 
146-31658- 1 1 2E-45 146-31674=- 1|AXN-185 
146-31658- 2 1 2E-45 146-31674- 1|AXN-185 
146-31659 REF| AXF-26 146-31674- 1|AXN-185 
146-31659- 2| AXF-26 146-31674- 1|AXN-185 
146-31659- 1| AXF-26 146-31674- l|AXN-185 
146-31659- 1| AXF-26 146-31674- 1|AXN-185 
146-31659- 2| AXF-26 146-31674- 1|AXN-185 
146-31659- 1| AXF-26 146-731674- 1] AXN-185 
146-31659- 1| AXF-26 146-31674- 1¡AXN-185 
146-31659- 1| AXF-26 146-31674- 1|AXN-185 
146-31659- 1| AXF-26 146-31674- 1|AXN-185 
146-31660 1|AX8-196 146-31674- 1|AXN-185 
146-31660- 1|AXB-196 146-31674= 1|AXN-185 
146-31660- 1|AXB-196 146-31674- 1|AXN-185 
146-31661- 1 2K-83 146-31674- 1¡AXN-185 
146-31661- 1 2K-83 146-31674- 1| AXN-185 
146-31661- . 1 2K-83 146-31674- 1|AXN-185 
146-31661-. 1 2K-83 146-31674- 1|AXN-185 
146-31661- 1 2K-83 146-31674- 1|AXN-185 
146-31661- 1 146-31674- 1|AXN-185 
146-31661- 1 146-31674- 139 REF] AXN-185 
146-31661= 1 146-31677- 1} AXN-186 
146-31661- 1 146721677- "1| AXN-186 
146-31661- 1 146-31677- 1|AXN-186 
146-31661- 1 146-231677- 1| AXN-186 
146-31661- 1 146-31677- 1|AXN-186 
146-31661- 2 146-31677= 1| AXN-186 
146-31661- 1 146-31677- 1|AXN-186 
146-31661- 1 146-31677- 1| AXN-7186 
146-31661- 1 146-21678- 1 2K-84 
146-31661- 1 146-31678- 1 2Κ-δ4 
146-31661- 1 146-31678- 1 2K-34 
146-31661- 1 146-31678- 1 2K-84 
146-31661-103 1 146-31678- 1 2K-84 
146-31661-111 1 146-31678- 1 2K-84 
146-31661-113 1 146-31678- 1 2K-84 
146-31661-117 1 146-31678-. i 2K-84 
146-31661-118 1 146-31678- 1 2K-84 
146-31661-135 1 146-31578- 1 2K-84 
146-31661-141 2 146-31678- 1 2K-84 
1456-31661-151 1 146-31673- 1 2K-84 
146-31661-152 1 156-31678- 1 2K-84 
146-31661-155 1 145-316732- 1 2K-84 
146-31661-200 1 146-31678- 1 2K-84 
146-31661-203 H 146-31678- 1 2K-84 
146-31665- 1 REF 146-31678- 1 2K-84 
146-31665- 3 1 146-31578- 1 2K-84 
146-31665- 4 1 146-31€78- 1 2K-84 
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146-31678- 65 1 2K-84 146-31718- 10 2U-43. 
146-31678- 67 i 2K-84 146-31718- 20 20-49 
146-31678- 69 1 2K-84 146-31719 AXN-90 
146-31678- 71 1 2K-84 146-31722 AXF-30 
146-31678- 73. 1 2K-84 146-31722- 3 AXF=30 
146-31678- 75 1 2K-84 146-21726 2C-100 
146-31678- 77 1 2K-84 146-31727 2E-47 
146-31678- 79 1 2K-84 146731728 26-170 
146-31678- 81 1 2K-84 146-31728- 3 26-170 
146-31678- 83 1 2K-84 146731731 26-171 
146-31678- 85 1 2K-84 146-31732 F-293 
146-31678- 87 2 2K-84 146-31732- 3 F-293 
146-31678-101 REF 2K-84 146-31733 AXC-421 
146-31678-201 1 2K-84 146-31733- 3 AXC-421 
146-31679 REF|AXN-187 146-31733- 4 AXC-421 
146-31679- 3 1|AXN-187 146-31735 AXN=91 
146-31679- 5 1|AXN-187 146-31735- 3 AXN=91 
146-31679- 7 1|AXN-187 146-31735-= 4 AXN-91 
146-31679- 9 1|AXN-187 146-31736- 3 26-172 
146-31679- 11 2|AXN-187 146-31736- T 26-172 
146-31679- 13 1|AXN-187 146-31736- 10 26-172 
146-31679- 15 1|AXN-187 146-31736- 20 26-172 
146-31679- 17 1|AXN-187 146-31738 26-173 
146-31679- 18 1|AXN-187 146-31739 AXC-422 
146-31679- 31 F|AXN-187 146-31739- AXC-422 





5 
146-31739- 10 AXC-422 


































































































146-31679- 33 1|AXN-187 146731740 2F-636 
146-31680- 13 1 146731741 AXC-423 
146-31680- 15 1 146-31741- 3 AXC-423 
146-31680- 16 1 146-31741- 5 AXC-423 
146-31680- 17 1 146731742 ΑΧς- 424 
146-31680- 19 1 146-31742= 3 AXC-424 
146-31680- 20 1 146-31742- 4 AXC-424 
146-31680- 21 1 146-31744 AXC-425 
146-31682 1| XL-468 146-21751- 5 2Κ-89 
146-31682- 3 1| XL-468 146-31751-- 6 2K-89 
146-31682- 5 1| XL-468 146-31751- 7 2K-89 
146-31682- 7 1| xL-468 146-31751- 8 2K-89 
146-31682- 9 1| XL-468 146-21751- 9 2K-89 
146-31682- 13 XL-468 146-31751- 11 2K-89 
146-31682- 15 XL-468 146731751- 13 2K-89. 
146-31682- 17 XL-468 146-31751- 15 2K-89 
146-31682- 19 XL-468 146-31751- 17 2K-89 
146-31682- 21 XL-468 146-31751- 18 2K-89 
146-31682- 23 XL-468 146-31751- 28 2K-89 
146-31682- 25 XL-468 146-31751- 29 2Κ-89 


2K-89 
2K-89 


146-31751- 37 
146-31751- 39 


146-31682- 27 
146-31682- 29 


XL-7468 
XL-468 


146-31682- 33 XL-468 146-31751- 41 2K-89 
146-31682- 34 XL-7468 146-31751- 47 2K-89 
146-31682- 35 XL-468 146-31751- 49 2K-89 
146-31682- 37 XL-468 146-31751- 51 2K-89 
146-31682- 39 XL-7468 146-31751- 53 2K-89 


146-31682- 41 XL-468 146-31751- 55 2K-89 


146-31682- 43 XL-468 146-31751- 57 2K-89 
146-31684 2E-46 146-31751- 59 2K-89 
146-31686 RE 2K-85 146-31751- 61 2K-89 


146-31686- 3 146-31751- 63 2K-89 
146-31686- 5 146-31751- 65 2K-89 
146-31686- 7 146-31751- 67 2K-89 
146-31686- 21 |146-31751- 69 2K-89 
146-31705- 2 146-31751- 75 2K-89 
146-31705- 3 146-31751-100 2K-89 
146-31705- 4 146-31752 AXC-426 
146-31705- 5 146731753 AXC-427 
146-31705- 6 146731755 ΑΧΕ-31 


2K-90 
Α-531 


146-31705- 10 
146-31705-100 


146-31756 
146-31757 





146-31707 146-31758 A-532 
146-31708 146-31759 AXF-32 
146-31708- 3 146-31759- 3 AXF-32 
146-31709 146-31759 5 AXF-22 
146-31709- 10 146-31759- 7 AXF-32 
146-31713- 2 146-31759- 9 . AXF-32 
146-21713- 3 XL-470 146-31759- 11 AXF-32 
146-31713- 5 XL-470 146-31759- 13 AXF-32 
146-31713- 7 XL-470 146-31759- 17 ΑΧΕ-32 
146-31713- 9 XL-470 146-31759- 33 AXF-32 
146-31713-100 XL-470 146-31760- 3 XF-119 


ΧΕ-119 
ΧΕ-119 
ΧΕ-119 
XF-119 
XF-119 


AXN-189 
AXN-189 
AXN-89 
AXR-89 
AXN-89 


146-31760- 5 
146-31760- 7 
146-31760- 9 
146-31760- 11 
146-31760- 


146-31716- 19 
146-31716- 20 
146-31717- 1 
146-31717- 2 
146-31717- 4 
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Section III 
Numerical index of 
Contractor Parts 


ος 

[cass CODE] PARTNUMBER |38| AND INDEX 
146-31760- 
146-31760- 
146-31760- 
146-31761 
146-31762 
146-31762- 
146-31763 
146-31763- 
146-31764 
146-31764- 
146-31765 
146-31766 
146-31767 
146-31768 
146-31768- 
146-31768- 
146-31768- 
146-31769- 
146-31769- 
146-31769- 
146-31769- 
146-31769- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31770- 
146-31771 
146-31772- 
146-31772- 
146-31772- 
146-31772- 
146-31773 
"146-31774 
146-31775- 
146-31775- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-31776- 
146-317 76- 
146-31776- 


ΑΝ 01-60AABA-4 


STOCK NUMBER 


CLASS CODE PART NUMBER 


- XF-119 
ΧΕ- 119 
XF-119 

2K-91 
2F-637 
2F-637 
2F-638 
2F-638 
2Ε-639 
2F-639 
XE-361 
2F-640 
2F-641 
2F-642 
2F-642 
2F-642 
2F-642 

2K-92 

2Κ-92 

2K-92 

2K-92 


146-31779- 
146-31779- 
146-31779- 
146-31779- 
145-31779- 
146-31779- 
146-31779= 
146-31719- 
146-31779= 
146-31779- 
146-31779- 
146-31779- 
145-31779- 
146-31779- 
146-31779- 
146-31779= 
146-31779= 
146-31779- 
146-31779- 
146-31779- 
146-31779= 
146-31779-= 
146-31779- 99 
146-31779-101 
146-31779-103 
146-31779-105 
146-31779-107 
146-31779-109 
146-31779-111 
146-31779-113 
146-31779-115 
146-31779-117 
146-31779-119 
146-31779-121 
146-31779-123 
146-31779-125 
146-31779-127 
146-31779-125 
146-31779-131 
146-31779-133 
146-31779-135 
146-31779-139 
146-31779-141 
146-31779-200 
146-31779-201 
146-31779-203 
146-31779-205 
146-31779-207 
146-31779-209 
145-31779-211 
146-31779-213 
146-31779-215 
146-31779-217 
146-31779-219 
146-31779-221 
146"31779-223 


m 
0 30 wuo-uu-Juru 


ΧΕ-379 
ΧΕ-379 
XE-379 


866 


146-31776-100 
146-31776-201 
146-31777- 1 
146-31778 
146-31779 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146731779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 
156-31779- 
146-31779- 
146-31779- 
146-31779- 
146-31779- 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
2 
1 
1 
1 
1 
6 
2 
1 
1 
1 
1 
1 
5 
6 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
ut 
1 





146-31779-225 
146-31779-227 
146-31779-229 
146-31779-231 
146-31779-233 
146-31779-235 
146-31779-237 
146-31779-239 
146-31779-241 
146-31779-243 
146-31779-245 
146-31779-247 
146-31779-249 
146-31779-251 
146-31779-253 
146-31779-255 
146-31779=257 
146-31779-259 
146-31779-201 
146-31779-265 
146-31779-267 
146-31779-273 
145-31779-253 
146-31779-287 
146-31779-289 
146-31779-291 
146-31779-293 
146-31780 
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Section Ill 
AN 01-60AABA-4 Numerical Index of 


Contractor Parts 
is FIGURE MICROFILM 
| CLASS CODE | PART NUMBER 3 S| AND INDEX NUMBER 


ae NUMBER FIGURE MICROFILM 
[PARTNUMBER |30| AND INDEX 
146-31783- 3 XE-380 


146-31793- 7 H-138 
146-31783- 5 XE- 380 146-31793- 9 
146-31783- 11 XE-380 146-31793- 11 
146-31783- 13 XE-380 146-31793-101 
146-31783- 19 . XE-380 146-31794 
146-31783- 21 ΧΕ-280 146-31795 
146-31784- 3 XE-381 146-31796 
146-31784- 5 XE-381 146-31796- 3 
146-31784- 11 146-31796- 5 
146731785 146-31796- 7 
146-31785- 3 146-31796- 9 
146-31785- 5 146-31796- 11 
146-31785- 7 
9 
1 































CLASS CODE 



































































OH P RPE 






























146-31796- 13 
146-31785- 146-31796= 15 
146-31785- 1 146-31796- 17 
146-31786 





146-31796- 19 













































146-31786- 3 146-31796-101 
146-31786- 5 26-174 146-31800 
146-31786- 7 26-174 146-31809 RE 
146-31787 AXC=430 146-31817- 15 
146-31787- 3 ΑΧς”-430 146-31825- 1 
146-31787- 5 AXC=430 146-31825- 2 
146-31787- 7 AXC=430 146-31854- 13 
146-31789- 3 L-58 146-31854= 14 
146-31789- 5 L-58 146-31854- 15 
146-31789- 7 L-58 146731854- 16 
146-21789- 9 L-58 146-31854- 17 





























































L-58 
L-58 
L-58 


146-31854- 18 
146-31854- 19 
146-31901 
146-31902 
146-31903 


146-31789- 11 
146-31789- 13 
146-31789- 15 
146-31789= 17 
146-31789- 19 
146-31789- 20 
146-31789- 21 
146-31789- 23 
146-31789- 25 
146-31789- 26 
146-31789- 27 
146-31789- 31 
146-31789- 33 
146-31789- 35 
146-31789- 37 
146-31789- 39 
146-31789- 40 
146-31789- 41 
146-31789- 43. 
146-31789- 45 
146-31789- 47 
146-31789- 49 
146-31789- 51 
146-31789- 52 
146-31789- 53 
146-31789- 55 
146-31789- 57 
146-31789- 59 
146-31789- 61 
146-31789- 63 
146-31789- 65 
146-31789- 71 
146-31789- 73 
146-31789- 75 
146-31790 
146-31790-= 3 
146-31790- 4 





D-218 
XA7146 
A-551 




































XA-147 
2E-48 
2E-49 

2C-101 
D-223 

ΧΕ-272 
XA-340 
XA-340 

AXN-191 


146-31904 
146-31906 
146-31907 
146-31908 
146-31909 
146-31910 7 
146-31911- 1 
146-31911- 2 
146-32001-201 


















7 
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146-32001-211 ΑΧΝ-191 









































ΑΧΝ-191 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2K-97 
2Κ-97 
2K-97 
2K-97 


146-32001-301 
146-32002- 1 
146-32002- 2 
146-32002- 3 
146-32002- 4 
146-32002- 9 
146-32002- 10 
1146-32002- 13 
146-32002- 14 
146-32002- 15 
146-32002- 1 

146-32002- 17 
146-32002- 18 
146-32002- 19 
146-32002- 20 
146-32002- 27 
146-32002- 28 
146-32002- 29 































































































146-32002- 30 2K-97 
146-31791 146-32002- 33 ` 2K-97 
146-31791- 146-32002- 34 2K-97 
146°31791- 146-32002- 57 2K-97 





2K-97 
2K-97 
2K-97 


146-32002- 59 
146-32002- 61 
146-32002- 63 













3 
5 
146-31791- 7 
146-31791- 9 
146-31791- 11 






RR RN IA RP RRP pp pd I be 























































146-31791- 21 .146-32002-101 REF 2K-97 
146-31791- 23 146-32002-102 REF 2K-97 
146-31792- 7 146-32002-205 1 2K-97 
146-31792- 23 AXN-190 146-22002-206 1 2K-97 
146-31792- 27 ΑΧΝ-190 146-32002-207 1 2K-97 
146-31792- 29 ΑΧΝ-190 146-32002-208 1 2K-97 
146-31792- 31 ΑΧΝ-190 146-32002-223 1 2K-91 
146-31792- 33 AXN-190 146-32002-224 1 2K-97 
146-31792- 35 ΑΧΝ-190 146-32002-225 1 2K-97 
146-31792-100 AXN-190 146-32002-226 1 2K-97 
146-31792-200 ΑΧΝ-190 146-32002-235 1 2K-97 
146-31793 Η- 138 146-32002-236 1 2K-97 
146-31793- 3 H-138 146-32002-237 1 2K-97 
146-31793- 5 H-138 146-32002-238 1 2K-97 
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Section III 
Numerical index of AN 01-60AABA-4 


Contractor Parts 
STOCK NUMBER 
CLASS CODE] PART NUMBER | | PARTNUMBER | NUMBER 
76 








STOCK NUMBER $3| runt MICROFILM 
CLASS CODE PART NUMBER E AND INDEX NUMBER 
146-32008- 


146-32002-239 
146-32002-240 146-32008- 77 
146-32002-243 146-32008- 81 
146-32002-244 146-32008- 83 
146-32002-245 146-32008- 85 
146-32002-246 146-32008-. 0 
146-32002-247 146-32008- 3 
146-32002-248 146-32008-101 
146-32002-249 1456-32008-102 

146-32008-103 


1467320027251 
146-32002-301 146-32008-104 































































ΑΧΝ-192 
AXN-192 
AXN-192 
ΑΧΝ-192 
ΑΧΝ-192 
ΑΧΝ-192 
ΑΧΝ-192 
ΑΧΝ- 192 
AXN-192 
AXN-192 
AXN=192 
































































































1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
F 
4 
2 
2 
2 
2 
2 
1 
1 
1 
1 




































































146-32002-311 146-32009 L-78 
146-32007- 73 146-32009- 1 L-78 
146-22007- 75 146-32009- 2 L-78 
146-32007- 77 146-32009- 3 L-78 
146-32007- 79 146-32005- 4 L-78 
146-32007- 83 146-32009- 11 ι-το 
146-32007- 85 146-32009- 12 L-78 
146-32007-103 146-3200S= 15 L-78 
146-32007-104 146-32009- 16 L-78 
146-32007-105 146-32009- 17 L-78 
146-32007-106 146-32009- 18 L-78 
146-32008 ΒΕΕΙΑΧΗ-192 146-32009- 19 L-78 
146-32008- 1 * REF|AXN-192 146-32009- 20 L-78 
146-32008- 2 * REF] AXN-192 146-32009- 23 L-78 
146-32008- 3 M 1|AXN-192 146-32009- 25 L-78 
146-32008- 4 Μ 1|AXN-192 146-32009- 26 L-78 
146-32008- 5 M 1|AXN-192 146-32009- 27 L-78 
146-32008- 6 14 1] AXN=192 146-32009- 28 L-78 
146-32008- 7 Μ 1|AXN-192 146-32009- 29 L-78 
146-32008- 8 M 1jAXN-152 146-32009- 30 L-78 
146-32008- 9 1|AXN-192 146-32009- 33 L-78 
146-32008- 1|AXN-192 146-32009- 34 L-78 
146-32008- 2|AXN-192 146-32009- 35 L-78 
146-32008- 1|AXN-192 146-32009- 26 L-78 
146-32008- 1|AXN-192 146-32009- 37 L-78 
146-32008- 1|AXN-192 146-32009- 38 L-73 
146-32008- 1|AXN-192 146-32009- 39 L-78 
146-32008- 1|AXN-192 146-32009- 40 L-73 
146-32008- 1|AXN-192 146-32009- 41 L-T8 
146-32008- l1|AXN-192 146-32009- 42 L-78 
146-32008- 1|AXN-192 146-32009- 43 L-78 
146-32008- 2| AXN-192 146-32009- 44 L-78 
146-32008- 2|AXN-192 146-32009- 45 L-78 
146-32008- 2|AXN-192 146-32009- 46 L-78 
1456-32008- 2| AXN-192 146-32009- 47 L-78 
146-32008- 11ΑΧΝ-192 146-32009- 48 L-78 
146-32008- 1|AXN-192 146-32009- 49 L-78 
146-32008- 2|AXN-192 146-32009- 50 L-78 
146-32008- 1] AXN-192 146-32009- 53 L-78 
146-32008- LJ] AXN-192 146-32009- 54 L-78 
146-22008- 2| AXN-192 146-32009- 55 L-78 
146-32008- 1|AXN-192 146-32009- 56 L-78 
146-32208- WL] AXN=192 146-32009- 57 L-78 
146-32008- 1] AXN-192 146-32009- 58 L-78 
146-32008- l[AXN-192 146-32009- 59 L-78 
146-32008- 1|AXN-192 146-32009- 60 L-78 
146-32008- 1|AXH-192 146-32009- 63 L-78 
146-32008- l|AXN-192 146-32009- 64 L-78 
146-2200€- 1|AXM-192 146-32009- 71 L-78 
146-32008- 1|AXN-192 146-32009- 72 L-78 
146-32093- 11 ΑΧΝ5192 146-32009- 73 

146-32008- 1|AXN-192 146-32009- 74 

146-32008- 1|AXN-192 146-32009- 75 

146-32008- 1|AXN-192 146-32009- Τό 3 
146-32008- 1|AXN-192 146-32009- 77 VEL 
146-32208- 1|AXi-192 146-32009- 73 1 
146-32008- 1] AXii-192 146-32009- 759 1 
146-32008- : 1] AXN=192 146-32009- 50 l 
146-32008- 1|AXN-192 146-32009- 55 1 
146-32008- 1|ΑΧΝ-192 146-32009- 86 1 
146-32008- 1] AXN-192 146-32009- 91 2 
146-32008- 1|AXN-192 146-32009- 93 4 
146-32008- 1| AXN-192 146-32009- 95 1 
146-32008- l1|AXN-192 146-32009- 96 1 
146-32002- 1] AXN-192 146-32009- 97 1 
146-32008- 1|AXN-192 146-32009- 98 i 
146-32028- 1|AXN-192 146-32009- 99 1 
146-32008- 1|AXi-192 146-32009-100 1 
146-32008= 1|AXN-192 146-32009-103 2 
146-32008- 8| AXN-192 146-32009-109 1 
146-32008- 4| AXN-192 146-32009-115 1 
146-32008- 6 | AXN-192 146-32009-116 1 
146-32008- 2| AXN-192 146-32009-117 1 
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Section [Il 
ΑΝ 01-60AABA-4 Numerical Index of 


Contractor Parts 
FIGURE MICROFILM STOCK NUMBER FIGURE [TOTAL] MICROFILM 
[cias cope] PARTNUMBER | 88| AND INDEX NUMBER | [CLASS CODE] PARTNUMBER [68] AND INDEX| QTY. NUMBER 
146-32009-118 L-78 146-32014- 12 AXF-36 
146-732009-167 L-78 146-32014- 13 ΑΧΕ-36 
146-32009-165 L-78 146-32014- 14 AXF-36 
146-32009-169 L-78 146-32014- 17 ΑΧΕ-36 
146-32009-170 L-78 146-32014- 18 ΑΧΕ-36 
146-32009-205 L-78 146-32015 AXC-431 
146-32009-206 L-78 146-32015- AXC-431 
146-32009-207 L-78 146-32015- AXC-431 
146-32009-208 L-78 





















































































































































NM FNM PNM NYP 





146-32016- 2K-101 












146-32099-213 L-78 146-32016- 2K-101 
146-32009-214 L-78 14632016- 2K-101 
146-32009-215 L-78 146-32016- 2K-101 
146-32009-216 L-78 146-32016- 2K-101 
146-32009-217 L-78 146-32016- 2K-101 























οσυφθωώβρο οι” 


2K-101 
2K-101 
2K-101 
2K-101 
2K-101 
2K-101 
2K-101 
2K-101 
2K-101 
2K-101 


L-78 
L-78 
L-78 
L-78 
L-78 
L-78 
L-78 
L-78 
L-78 
2K-98 


146-32016- 
146-32016- 11 
146-32016- 13 
146-32016- 16 
146-22016- 17 
146-32016- 19 
146-32016- 21 
146-32016- 22 
146-32016- 23 
146-32016- 24 


146-32009-213 
146-32009-223 
146-32009-229 
146-32009-231 
146-32009-233 
146-32009-235 * 
146-32009-237 
146-32009-265 
146-32909-266 
156-32010- 1 




















































































































































































































































































146-32010- 2 2K-98 146-32016- 26 2K-101 
146-32010- 3 2K-98 146-32016- 27 2K-101 
146-32010- 4 2K-98 146-32016- 28 2K-101 
146-32010- 5 2K-98 146-32016- 29 2K-101 
146-32010- 6 2K-98 146-32016- 2K-101 
146-32010- 7 2K-98 2K-101 
146-32010- 8 2K-98 2K-101 
146-3290107 9 2K-98 2K-101 
146-32010- 10 2K-98 2K-101 
146-32010- 11 dins Y: Ub 2| 2K-98[| - 2K-101 
146-32010- 13 2K-98 146-32019 2K-102 
146-32010- 15 2K-98 146-32019- 1 2K-102 
146-32011- 1 2K-99 146-32019- 2 2K-102 
146-32011- 2 2K-99 146-32019- 3 2K-102 
146-32011- 3 2K-99 146-32019- 4 2K-102 
146-32011- 4 2K-99 146-32019- 15 2K-102 
146-32011- 5 2K-99 146-32019- 17 2K-102 
146-32011- 6 2Κ-99 146-32019- 18 2K-102 
146-32011- 7 2K-99 146-32020- 3 2K-103 
146-32011- 8 2K-99 146-32020- 5 2K-103 
146-32011- 9 2K-99 146-32020- 7 2K-103 
146-32011- 11 2K-99 146-32020- 3 2K-103 
146-32012 2K-100 146-32020- 9 2K-103 
146-32012- 1 2K-100 146-32020- 13 2K-103 
146-32012- 3 2K-100 146-32020- 15 2K-103 
146-32012- 7 2K-100 146-32020- 17 2K-103 
146-32012- 8 2K-100 146-32020- 23 2K-103 
146-32012- 9 2K-100 146-32020- 29 2K-103 
146-32012- 13 2K-100 146-32020- 33 2K-103 
146-32012- 15 2K-100 146-32020- 35 2K-103 
146-32012- 17 2K-100 146-32020-100 2K-103 
146-32012- 19 2K-100 146-32022- 35 2K-105 
146-32012- 21 2K-100 146-32023- 3 2K-106 
146-32012- 31 2K-100 146-32023- 5 2K-106 
146-32012- 41 2K-100 146732023- 7 2K-106 






2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-106 
2K-107 
2K-107 
2K-107 
2K-107 
2K-107 
2K-107 
2K-107 
2K-107 


2K-100 
2K-100 
2K-100 
2K-100 
` AXF-35 
ΑΧΕ-35 
AXF-35 
AXF-35 
ΑΧΕ-35 
AXF-35 
AXF=35 
AXF-35 


146-32012- 51 
146-32012- 61 
146-32012-101 
146-32012-105 
146-32013 
146-32013- 1 
146-32013- 3 
146-32013- 5 
146-32013- 7 
146-32013- 9 
146-32013- 11 
13 
17 


146-32023- 9 
146-32023- 11 
146-32023- 13 
146-32023- 17 
146-32023- 19 
146-32023- 20 
146-32023- 21 
146-32023- 23 
146-32023- 31 
146-32023- 33 
146-32023- 37 
146-32023- 39 
146-32023- 47 
146-32023- 49 
146-32023- 55 
146-32023- 57 
146-32023- 59 
156-32024- 3 
146-32024- 5 
146-32024- 7 
146-32024- 9 
146-32024- 11 
146-32024= 13 
146-32024- 15 
146-32024- 17 


































146-32013- 
146-32012- 
146-32013- 21 
146-32013- 31 
146-32013- 41 
146-32013- 51 
146-32013- 61 
146-32014 
146-32014- 3 
146-32014- 4 
146-32014- 5 
7 
9 
1 













AXF-35 
AXF-35 
AXF-35 
AXF-35 
AXF-36 
AXF-36 
AXF-36 
AXF-36 
ΑΧΕ-36 
ΑΧΕ-36 
ΑΧΕ-36 

























146-32014- 
146-32014- 
146-32014- 1 
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Section Ill 
Numerical Index of 
Contractor Parts 

ES 


FIGURE 

[CLASS CODE[ PARTNUMBER — |$%| AND INDEX 
146-32024- 19 
146-32024- 21 
146-32024- 23 
146-32024- 25 
146-32024- 27 
146-32024- 29 
146-32024- 31 
1456-32024- 33 
146-32024- 35 
146-32024- 37 
146-32024- 39 
146-32024- 41 
146-32024- 51 
146-32024- 61 
146-32024- 71 
146-32024- 81 
146-32024- 91 
146-32025- 7 
146-320625- 9 
146-32025- 11 
146-32025-. 17 
146-32025- 19 
146-32025- 23 
146-32025- 25 
146-32025- 31 
146-32025- 33 
146-32025- 43 
146-32025- 45 
146-32025- 47 
146-32025- 49 
146-32025- 53 
146-32025- 55 
146-32025- 57 
146-32025- 59 
146-32025- 63 
146-32025- 65 
146-32025- 67 
146-32025- 69 
146-32025- 71 
146-32025- 77 
146-32025- 79 
146-32025- 85 
146-32025- 87 
146-32025- 93 
146-32025- 95 
146-32025- 99 
146-32025-101 
146-32025-103 
146-32025-107 
146-32025-109 
146-32025-111 
146-32025-113 
146-32025-115 
146-32025-117 
146-32025-119 
146-32025-121 


AN 01-60AABA-4 


MICROFILM 
NUMBER 


2Κ-107 
2Κ-107 
2K-107 
2K-107 
2K-107 
2Κ-107 
2K-107 
2K-107 
2Κ-107 
2Κ-107 
2Κ-107 
2Κ-107 
2Κ-107 
2Κ-107 
2Κ-107 
2Κ-107 
2Κ-107 
L-91 
L-91 
L-91 
L-91 
| L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
. L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 
L-91 














































































STOCK NUMBER 


CLASS CODE PART NUMBER 


146-32026- 31 


85 FIGURE | TOTAL| MICROFILM 
33| AND INDEX} QTY. | NUMBER 





















































































7 
146-32027- 9 
146-32027- 11 
146-32027- 13 
146-32027- 15 
146-32027- 17 
146-32027- 19 
146-32027- 21 
146-32027- 23 
146-32027- 25 
146-32027- 27 
146-32027- 25 
146-32027- 31 
146-32027- 32 
146-32027- 43 
146-32027-101 
146-32027-103 
146-32027-105 
146-32027-107 
146-32027-109 
146-32028- 17 
146-32028- 20 
146-32028- 23 
146-32028- 25 
146-32028- 27 
146-32028- 30 
146-32028- 33 
146-32028- 35 
146-32028- 37 
146-32028- 45 
146-32028- 48 
146-32028- 51 
146-32028- 57 
146-32028- 59 
146-32028- 61 
146-32028- 63 
146-32028- 65 
146-32028- 67 
146-32028- 69 
146-32028- 71 
146-32028- 73 
146-32028- 75 
146-32028- 77 
146-32028- 79 
146-32028- 81 
146-32028- 83 
146-32029- 3 
146-32029- 5 
146-32029- 7 
146-32029- 9 
146-32029- 11 
146-32029- 13 










































































































































146-32025-123 L-91 146-32029- 15 
146-32025-125 L-91 146-32029- 21 
146-32025-127 L-91 146-32029- 23 
146-32025-129 L-91 146-32029- 25 
146-32025-133 146-32029- 27 
146-32025-135 146-32029- 29 
146-32025-137 146-32029- 31 












146-32025-139 
146-32025-141 
.146-32025-143 
146-32025-145 
146-32025-165 
146-32025-203 
146-32025-205 
1456-32025-227 
146-32025-233 
146-32025-235 
146-32025-273 
146-32025-275 
146-32025-279 
146-32025-297 
146-32025-299 
146-32025-301 
146-32025-303 
146-32025-305 
146-32025-307 
146-32026 

146-32026- 


146-32029- 33 
146-32029- 35 
146-32029- 37 
146-32029- 39 
146-32029- 41 
146-32029- 43 
146-32029- 45 
146-32029- 47 
146-32029- 49 
146-32029- 53 
146-32029- 55 
146-32029- 57 
146-32029- 59 
146-32029- 63 
146-32029- 65 
146-32029- 67 
146-32030- 3 
146-32030- 5 
146-32030- 7 
146-32030- 9 
146-32030- 
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STOCK NUMBER FIGURE | TOTAL] MICROFILM| 
CLASS CODE PART NUMBER 38] AND INDEX | QTY. | NUMBER 
M1 


AN O1-60AABA-4 














STOCK NUMBER 


| CLASS CODE | PART NUMBER 
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146-32030- 13 146-32032-163 1 L-98 
146-32030- 15 146-32032-165 1 L-98 
146-32030- 17 146-32032-167 1 L-98 
146-32030- 19 146-32032-169 1 L-98 
146-32030- 21 146-32032-171 2 L-98 
146-32030- 23 146-32033- 3 1| 2K-108 
146-32030- 25 146-32033- 5 1| 2K-108 
156-32030- 27 146-32033- 7 1| 2k-108 
146-32030- 31 146-32033- 9 1| 2K-108 
156-32030- 41 146-32033- 11 1| 2K-108 
146-32031- 3 146-32033- 15 1| 2K-108 
146-32031- 5 146-32033- 17 1| 2k-108 
146-32031- 7 146-32033- 19 1| 2K-108 
146-32031- 9 146-32033- 21. 1| 2K-108 
146-32031- 11 146-32033- 25 1| 2k-108 
146-32031- 13 146-32033- 26 1l 2K-108 
146-32031- 15 146-32033- 29 1| 2K-108 
146-32031- 17 146-32033- 30 1| 2K-108 
146-32031- 19 146-32033- 34 1| 2K-108 
146-32031- 21 146-32033- 35 2ἱ 2K-108 
146-32031- 23 146-32033- 37 2| 2K-108 
146-32031- 31 146-32033- 45 1| 2K-108 
146-32031- 41 146-32033- 46 1| 2K-108 
146-22031- 51 146-32033- 49 1| 2K-108 
146-32032 146-32033- 50 1| 2k-108 
146-32032- 1 146-32033- 53 1| 2k-108 
146-32032- 3 : 1| 2K-108 
146-32032- 5 1 1| 2K-108 
146-32032- 7 1 1| 2K-108 
146-32032- 9 1 1| 2k-108 
146-32032- 11 1 146-32033- 1| 2K-108 
146-32032- 13 1 146-32033- 64 1| 2K-108 
146-32032- 15 1 146-32033- 65 1| 2K-108 
146-32032- 17 1 146-32033- 67 1| 2K-108 
146-32032- 19 1 146-32033- 69 1| 2K-108 
146-32032- 21 1 146-32033- 71 2| 2k-108 
146-32032- 23 1 146-32033- 73 1| 2K-108 
146-32032- 25 1 146-32033- 74 1| 2K-108 
146-32032- 27 1 146-32033- 77 1| 2k-108 
146-22032- 29 1 146-32033- 79 1| 2K-108 
146-32032- 31 1 146-32033- 81 2| 2K-108 
146-32032- 33 1 146-32033- 83 1| 2k-108 
146-32032- 35 2 146-32033- 84 1| 2k-108 
146-32032- 37 1 146-32033- 87 1| 2k-108 
146-32032% 43 1 146-32033- 89 2] 2Κ-108 
146-32032- 45 1 146-32033- 91 1| 2K-108 
146-32032- 47 1 146-32033- 92 1| 2K-108 
146-32032- 49 1 146-32034- 1 1] L-100 
146-32032= 53 1 146-32034- 2 1| L-100 
146-32032- 55 1 146-32034- 3 1| L-100 
146-32032- 63 1 146-32034- 4 1| L-100 
146-32032- 65 1 146-32034- 5 1| L-100 
146-32032- 67 1 146-32034- 6 1| L-100 
146-32032- 69 1 146-32034- 7 1| L-100 
146-32032- 73 1 146-32034- 8 i| L-100 
146-32232- 75 1 146-32034- 9 1| L-100 
146-32032- 77 1 146-32034- 10 1| L-100 
146-32032- 79 1 146-32034- 11 1| L-100 
146-32032- 83 1 146-32034- 12 i| L-100 
146-32032- 85 1 146-32034- 13 1| L-100 
146-32032- 87 1 146-32034- 14 1| L-100 
146-32032- 89 1 146-32034- 15 1| L-100 | 
146-32032- 93 1 146-32034- 16 1| L-100 
146-352032- 95 2 146-32034- 17 1| L-100 
146-32032- 97 1 146-32034- 18 i| L-100 
146-32032-103 1 146-32034- 19 1| L-100 
146-32032-105 1 146-32034- 21 1| L-100 
146-32032-107 1 146-32034- 22 1| 1-100 
146-32032-109 1 146-32034- 23 1| L-100 
146-32032-113 1 146-32034- 24 1| L-100 
146-32032-115 1 146-32034- 25 1| L-100 
146-32032-117 1 146-32034- 26 1| L-100 
146-32932-119 1 146-32034- 27 2| L-100 
146-32032-125 1 146-32035 1| AXF-39 
146-32032-133 1 146-32035- 1 11 AXF-39 
146-32032-135 1 146-32035- 2 1 | AxF-39 
146-32032-137 1 146-32035- 3 1| AXF-39 
146-32032-139 1 146-32035- 4 1| AXF-39 
145-32032-151 1 146-32035- 5 1] AxF-39 
146-32032-153 1 146-32035- 6 1| AXF-39 
146-32032-155 1 146-32035- 7 2 | AXF-39 
146-32032-157 1 146-32035- 9 4| AXF-39 
146-32032-159 1 13 1| AXF-39 
146-32032-161 1 14 1| AxF-39 
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Section Ili 


Numerical Index of - AN O1-60AABA-4 


Contractor Parts 


STOCK NUMBER τ 
| CLASS CODE | PART NUMBER 


146-32035- 15. 
146-32035- 16 
146-32035- 17 
146-32035- 18 
146-32035- 19 
146-32035- 20 
146-32035- 25 
146-32035= 26 
146-32037 
146-32037- 1 
146-32037- 2 
146-32037- 3 
146-32038- 5 
146-32038-101 
146-32039 
146-32039- 
146-32039- 
146-32040 
146-32040- 1 
146-32040- 2 
146-32040- 5 
146-32040- 6 
146~32040- 7 
8 
9 
10 
























ww 










146-32040- 
146-32040- 
146-32040- 
146-32040- 11 
146-32040= 12 
146-32040- 15 
146-32040- 17 
146-32040- 19 
146-32040- 21 
146-32040- 22 
146-32040- 23 
146-32040- 24 
146-32040- 31 
146-32040- 32 
146-32040= 35 
146-32040- 36 
146-32041 
146-32041- 1 
146-32041- 2 
166-32041- 5 
146-32041- 6 
146-32041- 7 
8 
9 
10 
































146-32041- 

146-32041- 

146-32041- 

146-32041- 11 
146-32041- 12 
146-32041- 15 
146-32041- 16 
146-32041- 18 
146-32041- 20 
146-32041- 33 
146-32041- 35 
146-32041- 36 
146-32044- 3 
146-32044- 5 
146-32044- 7 
146-32044- 9 
146-32044- 11 
146-32044- 13 
146-32044- 15 
146-32044- 17 
146-32044- 19 
146-32044- 23 
146-32044- 25 
146-32044- 27 
146-32044- 29 
146-32044- 31 
146-32044- 33 
146-32044- 35 
1456-32044- 37 
146-32044- 39 
146-32044- 43 
146-32044- 45 
146-32044- 47 
146-32044- 49 
146-32044- 51 
146-32044- 53 
146-32044- 55 
146-32044- 57 
146-32044- 
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146-32044- 
146-32044- 
146~32044= 
146-32044- 
146-32044- 
146-32044- 
146-32044- 
146732044- 
146-32044- 























146732044- 
146732044- 
146-32044- 
145-32044- 


fO fO PO fO IO I n FO I S BER B pr νο 


146-32045- 
146-32045= 
146-32045- 





146-32045- 
146-32045- 
146-32045- 
146-32045- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32048- 
146-32043- 
146-32048- 
146-32048- 












































146-32048- 
146-32048- 
146-32048- 
L-106 146-32048- 
L-106 146-32048- 
L-106 
L-106 












L-106 
L-106 
L-106 


146-32048- 
146-32048- 
146-32048- 


L-106 146-32048- 
L-106 146-32048- 
ΧΗ- 501 146-32048- 
XH-501 146-32048- 


XH-501 
XH-501 
XH-501 
XH-501 
XH-501 
XH-501 
XH-501 
XH-501 
XH-501 


146-32048- 
146732050 

146-32050- 
146-32050- 


















ΧΗ-501 146-32051- 
ΧΗ- 501 146-32051- 
XH-501 146-32051- 
XH-501 146-32051- 
XH-501 146-32051- 


XH-501 146-32051- 


XH-501 146-32051- 
ΧΗ- 501 146-32051- 
XH-501 145-32051- 
XH-501 146-32051- 
XH-501 146-32051- 
XH-501 146-32051- 


XH-501 146-32051- 
XH-501 145-22051- 
XH-501 156-32051- 


XH-501 146-32051- 


STOCK NUMBER i 
CLASS CODE ' PART NUMBER 
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146-32044-121 
146-32044-141 









MICROFILM 
NUMBER 


ΧΗ- 501 
XH-501 
XH-501 
XH-501 
XH-50 
XH-501 
XH-501 
XH-501 
ΧΗ- 501 
XH-501 
ΧΗ- 201 
XH~501 
ΧΗ- 501 
XH-501 
XH-501 
XH-501 
XH-501 
XH-501 
XH-501 
2K-109 
2K-109.| 
2K-109 


€8| FIGURE [TOTAL 
99| AND INDEX | ary. 




























































































































AXN-194 
AXN=194 
ΑΧΝ- 194 
ΑΧΝ- 194 
ΑΧΝ- 154 
AXN=194 
AXH-194 































N-194 
AXN-194 
AXN=194 
AXN-194 
AXN-194 
ΑΧΝ-194 
AXi-194 
AXH-194 
AXN-194 
AXN=194 
AXN-194 
































































AXC-432 
AXC-432 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
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STOCK NUMBER 





CLASS CODE 










146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32951- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32051- 
146-32951- 
146-32051- 
146-32051- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 


146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 
146-32053- 







146-32055 






146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 
146-32055- 








Revised 15 September 


146-32053- i 


146-32055-: 


PART NUMBER 





















































































21 
22 
23 
24 
26 
27 
28 
41 
42 
43 


29 
35 
37 
41 
43 
45 


146-32053-101 
146-32053-103 
146-32053-105 
146-32053-107 
146-32053-109 
146-32053-111 
146-32053-113 
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L110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-1109 
L*110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 
L-110 

XC=4 


Xc-4 


XC-4 
Xc-4 
XC-4 


xC-4 
XC-4 
XC-4 


XCT4 
Χς-4 
XC-4 
XCc-4 
Χς-- 


XC-4 


XCH4 
XC-4 
Xc-4 
xC=4 
XC-4 


XC-4 
xc-4 


xC=4 
XxC=4 


Χς-- 
xC=4 
XC=4 
xC=4 


2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2Κ-110 
2Κ-110 
2Κ-110 
2Κ-110 
2Κ-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2Κ-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 


. 2K-110 


2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-11C 
2K-110 



































































STOCK NUMBER 


28 FIGURE TOTAL| MICROFILM 
CLASS CODE PART NUMBER ου AND INDEX | QTY. | NUMBER 


146-32055- 
146-32055- 
146-32055- 
146-32055- 


93 
95 
97 
99 


146-32055-101 
146-32055-103 
146-32055-105 
146-32055-107 


146-32056 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
1456-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-22056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146-32056- 
146732057 

146-22057- 
146-320577 
146°32057- 
146-32057- 
146-32057- 
146-32057- 
146-32057- 
146-7320517- 
146-32057- 
146-32057= 
146-32057- 
146-32057- 
146-32057- 
146-32057- 
146-32057- 
146-32057- 
146-32057- 
146-32057- 
146-32057- 
146-32058 

146-32059 

146-32059- 
146-32059- 
146-32060 

146-32060- 
146-32061 

146-32062 

146-32064 

146-22064- 
146-32064- 
146-32065 

146-32065- 
146-32065- 
146-32065- 
146-32065- 
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2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
2K-110 
AXN-196 
AXN=196 
AXN-196 
2 |AXN-196 
AXN-196 































NON PRO ΡΟΛΟ Ο 



































AXN-196 
AXN-196 
ΑΧΝ-196 
AXN-196 
AXN~196 
ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 



















































ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 
ΑΧΝ-196 














































AXN-196 
ΑΧΝ-196 
AXF-43 
AXF=43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-43 
AXF-=43 
AXF-43 


























































































AXN-92 
AXC-435 
AXC-436 
AXC-438 
AXC-438 
AXC=438 
2K-111 
2K-111 
2K-111 
2K-111 
2K-111 
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Section ili 
Numerical index of AN 01-60AABA-4 


Contractor Parts 
STOCK NUMBER FIGURE MICROFILM STOCK NUMBER FIGURE |TOTAL| MICROFILM 

| CLASS CODE | PART NUMBER AND INDEX NUMBER | [CLASS CODE | ` PARTNUMBER | | ` PARTNUMBER | AND INDEX | QTY. | NUMBER 

146-32081 -357 


14632065- 2K-111 
146-32065- 2K-111 ]146-32081i- 13 ΕΞ327 
146-32081- 15 F-357 


146-32065- 2K-111 

146-32065- 2K-111 146-32081- 17 F-357 

146-32065- 2K-111 146-32082 26-178 

146-32065- 2K-111 146-32084 F-360 
14546-32085 XK-395 


146-32065- 2K-111 
146-32065- 2K-111 146-32086- 26-179 
146-32065- 2K-111 146-32086- 26-179 
146-32065- 2K-111 146-32007 26-180 
146-32065- 2K-111 146-32087- 26-180 
146-32065- 2K-111 146-32087- 26-180 
146-32065- 2K-111 146-32087- 26-180 
146-32087- 26-180 


146-32066 2K-112 
:|156-232007- 26-180 


146-32066- 
146-32066- 146-32087- 26-180 
146-32066- 1146-32087- 26-180 
146-32066- 146-32088 AXF-45 
146-32066- 146-32083- ΑΧΕ- 45 
146-22066- 146-32028- AXF-45 
146-32066- 146-32088- ΑΧΕ-45 
146-32066- 146-32089 L-123 
146-32066- 146-32089- L-123 
146-32066- 146-32089- L-123 
146-32066- 146-32089- L-123 
146-32066- 146-32089- L-123 
146-32066- 146-32091 2K-116 
146-32066- 146-32092 L-125 
146-32066- L-125 
146-32066- L-125 
146-32067- L-125 
146-32067- L-125 
146-32067= L-125 
146-32067- L-125 
146-32067- L-125 
146-32067- L-125 
146-32068 L-125 
146-32068- L-125 
146-32068- F-364 
146-32069 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2Κ-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2Κ-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 
146-32069- 2K-117 

2K-117 


146-32069- 
146-32069- 146-32094- 2K-117 
146-32069- .|146-32094- 2K-117 
146-32069- 146-32094- 2K-117 
146-32069- 146-32094- 2K-117 
146-32069- 146-32094- 2K-117 
146-32070- 146-32094- 2Κ-117 
146-32070- 146-32094- 2K-117 
146-32071- 146-32094- 2K-117 
146-32071- 146-32094- 2K-117 
146-32071- 146-32094- 2K-117 
146-32071- 146-32094- 2K-117 
146-32072- 146-32094- 2K-117 
146-32094- 2K-117 


146-32072- 
146-32072- 2K-115 146-32094- 2K-117 
146-32094- 2K-117 


146-32072- 2K-115 
146-32078- AXN7197 146-32096 AXF-46 
156-32096- ` ΑΧΕ-46 


146-32078- ΑΧΝ-197 

146-32078- AXN-197 AXF-46 
146-32078- ΑΧΝ-197 AXF-46 
146-32078- AXN-197 AXF-46 
146-32078- AXN-197 2K-118 
146-32078- ΑΧΝ-197 2Κ-118 
146-32078- AXN-197 L-129 
146-32080- 26-177 L-129 
146-32080- 26-177 L-129 
146-32080- 26-177 L-129 
146-32080- 26-177 L-129 


P0QUPNNS¿NNNNN-S 


2Κ-112 
2Κ-112 
2K-112 
2K-112 
2K-112 
2Κ-112 
2Κ-112 
2K-112 
2Κ-112 
2Κ-112 
2Κ-112 
2Κ-112 
2Κ-112 
2Κ-112 
2Κ-112 
F-353 
F-353 
F-353 
F-353 
F-353 
F-353 
AXC-439 
AXC-439 
AXC-439 
2K-113 
2K-113 
2K-113 
2Κ-113 
2Κ-113 
2K-113 
2K-113 
2K-113 
2K-113 
2Κ-113 
2Κ-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2K-113 
2Κ-113 
2K-113 
26-176 
26-176 
2K-114 
2K-114 
2K-114 
2K-114 
2K-115 
2K-115 


7f e a a e 1 1-1 οσο σας 


NPPNSINNNNNNNna 
zm 
m 


m 


146-32092- 
146-32092- 
146-32092- 
146-32093 

146-32094- 
146-32094- 
146-32094- 
146-32094- 
1456-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 
146-32094- 


C) 0) 0) O0 P. PR ND) 4A ο ο RRP RRM PND ΡΦΑΝ ΜΜ ΩΑΟ ο 


ADD 
mmm 
nnn 


2 
2 
2 
2 
2 
2 
2 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
d. 
2 
2 
2 
2 
2 
2 
2 
4 
2 
2 
- 2 
2 
2 
-2 
1 
1 
1 
1 
1 
1 
2 
1 


146-32096- 
146-32097 

146-32097- 
146-32098 

146-32098- 
146-32098- 
146-32098- 
146-32098- 
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ΑΝ 01-60AABA-4 Numerical Index of 
' Contractor Parts 


STOCK NUMBER | ER FIGURE MICROFILM DO | NUMBER FIGURE |TOTAL| MICROFILM 
50| AND INDEX MBER CLASS CODE PART [PARTNUMBER | AND INDEX | QTY. | NUMBER 


[cias CODE] PART NUMBER 

















































































































































































































































































































































































































































































146-32098- 13 L-129 146-32129- 1 A-590 
146-32098- 15 L-129 146-32129- 3 i A-590 
146-32099 AXF-48 146732130 2 A-7591 
146-32099- 3 1| AXF-48 146-32131 2 A-592 
146-32099- 5 1| AXF-48 146-32131- 1 1 A-592 
146-32099- 7T 1| AXF-48 146-32131- 3 2 A-592 
146-32099- 9 1| AXF-48 146-32132 1 D-234 
146-32099- 13 1| AXF-48 146-32132- 3 2 D-234 
146-32099- 15 1} AXF-48 146-32132- 5 2 D-234 
146-32100 4 2E-50 146-32133 1 F-374 
146-32101 4 2E-51 146-32135- 3 1 F-375 
146-32102- 1 2 F-365 146-32135- 4 1 F-375 
146-32102- 2 2 F-365 146-32135- 5 1 F-375 
146-32103- 1 2 F-366 146-32135- 6 1 F-375 
146-32103- 2 2|: F-366 146-32138- 1 2| XE-382 
146732104 4 D-227 146-32138- 2 2| XE-382 
146-32104- 3 4 0-227 146-32139 4 A~593 
146732105 1|AXB-199 146-32141- 3 2| 26-186 
146-32105- 1 2|AX8-199 146-32141- 5 2| 26-186 
146-32105- 2 21ΑΧΒ”199 146-32141- 7 2 | 26-186 
146-32105- 3 4| AXB-199 146-32141- 9 2 
146-32105- 4 2|AX8-199 146-32143 REF 
146-32106- 1 2| 26-181 146-32143- 3 2 
146-32106- 2 2| 26-181 146-32143- 5 2 
146-32107 REF| 26-182 146-32143- 7 2 
146-32110- 3 :8 D-229 146-32143- 9. 2 
146-32110- 17 8 D-229 146732145 1 
146-32110- 19 8 0-229 146-32145- 3 146-32145- 2 
146-32114 4 2E-52 146-32145- 5 146-32145- 23 
146-32114- 3 4 2E-52 146-32145- 6 146-32145- 24 
146-32114- 5 4 2E-52 146-32145- 7 4 
146-32114- 7 2 2E-52 146-32145= 9 2 
146-32]14- 9 6 2E-52 146-32145- 10 2 
146-32114- 13 4 2E-52 146-32145- 11 8 
146-32114- 15 2 2E-52 146-32145- 13 8 
146-32114- 17 2 2E-52 146-32145- 23 4 
146-32114- 19 2 2E-52 146-32145- 25 2 
146-32115- 3 4|: 0-231 146-32145- 26 2 
146-32115- 4 4 0-231 146-32145- 27 4 
146-32116 1|AxB-201 146-32145- 29 2 
146-32116- 5 2|AXB-201 146-32145- 30 2 
146-32116- 6 2|AXB-201 146-32146 2 
146-32116- 9 1|AXB-201 146732149 2 
146-32116- 13 2|AXB-201 146-32150 2 
146-32116- 14 1|AX8-201 146-32151- 1 1 
146-32118 18] AXA-36 146-32151- 2 1 
146-32119- 1 REF| 2K-119 146-32151- 3 1 
146-32119- 2 REF] 2K-119 146-32151- 4 1 
146-32119- 3 1| 2K-119 146-32151- 5 1 
1467321197 4 1| 2K-119 146-32151- 6 1 
146-32119- 5 1| 2K-119 146-32151- 7 1 
146-32119- 6 1| 2K-119 8 1 
146-32119- 7 2| 2K-119 9 1 
(146-32119- 8 2| 2K-119| 1 
146-32119- 11 1| 2K-119 146-32151- 13 1| 2K-120 
156-32119- 12 1| 2K-119 146732151- 14 1| 2K-120 
146-32119- 21 1| 2K-119 146-32151- 15 2| 2K-120 
146-32119- 22 1| 2K-119 146-32152- 1 1 L-133 
146-32120 1jAXC-441 146-32152= 2 1 L-133 
R82HA 146-32120- 1 1|AXC-441 146-32152- 3 1 L-133 
R82NA 146-32120- 2 1| AXC-441 146-32152= 4 1 L-133 
146-32120- 3 1|AXC-441 146-32152- 5 1 L-133 
146-32120- 4 1|AXC-441 146-32152- 6 1 L-133 
146-32120- 5 1|AXC-441 146-32153 1 2E-55 
146-32120- 6 1|AXC-441 146-=32153- 1 1 2E-55 
146-32120- 7 4|AXC-461 146-32153- 1 2E-55 
146-32120- 9 2|AXC-441 146-32154 2 F-381 
146-32120- 11 2|AXC-441 146-32155- 1 1| 26-188 
146-32121- 1 2 A-585 146-32155- 2 1 | 26-188 
146-321217 2 2 A-585 146-32155- 3 1 | 26-188 
146-32122 4 Α-586 146-32155- 4 1| 26-188 
146-32123- 1 2 A-587 146-32156 1 [AXC-444 : 
146-32123- 2 2 Α-587 146-32156- 1 1 [AXC-444 
146-32124- 1 2 Α-588 146-32156- 2 1 |ΑΧς” 444 
146-32124- 2 2 A-588 146-32156- 3 1 [AXC=-=446 
146-32125 1| 26-184 146-32156- 4 1 [AXC-444 
146-32125- 3 2| 26-184 146-32157 4 D-238 
156-32125- 5 2ἱ 26-184 146-32157- 3 4 0-238 
146-32125- 7 2) 26-184 146-32157- 4 4 D-238 
146-32125- 9 2| 26-184 146-32502- 3 1] 2Κ-121 
146732126 5| AXA-37 
146-32128 1 F-373 146-32502- 4 2K-121 
146-32128- 3 1 F-23213 
146-32128- 5 H F-373 146-32504- 
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Contractor Parts 
FIGURE  |TOTAL|MICROFILM STOCK NUMBER EDD FIGURE | TOTAL| MICROFILM 
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- 28 1 


146-32532- 2K-125 































PART NUMBER _ 


146-32504- 45 


CLASS CODE 







































146-32504- 46 1 146-32532- 2K-125 
146-32508- 3 6| 26-189 146-32532- 2K-125 
146-32508= 5 26-189 146-32532- 2K-125 
146-32508- 7 26-189 146-32532- 2K-125 
146-32508- 9 26-189 146-32532- 2K-125 










146-22532- 
146-32532- 
146-32533- 
146-32533- 
146-22533- 
146-32533- 
146-32534- 


2K-125 
2K-125 
D=252 
D-252 
D-252 
D-252 
2E-61 











146-32508- 11 
146-32509 


26-189 
2C-102 


m 
r4 UNI! HO 0 0 Uy. 









R82HA 
R82NA 




























146-32510 
146-32513 


A-595 
20-193 
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N 











N 


2E-61 











3 14632534- 
146-32514- 1 ` 

146-32514- 2 
146-32515 


XL-245 
XL-245 
2C-104 









146-32534- 
146-32534- 
146-32534- 
146-32535 

146-32535- 
146-32535- 













Ww Sw 








146-32516 2E=56 




















146-32517 
146-32518 
146-32519 
146-32520 
146-32521- 1 


D-240 
D-241 
2E-57 
D-243 
28-58 


OMPpprrross 









||146-32521- 2E-58 





146-32525 2E-59 











146-32525- 3 
146-32526 

146-32526- 3 
14546-32527 


2E-59 
XL-251 
XL-251 
A-7598 






























146-32546-= 1 
146-32546- 2 
146-32547- 11 
146-32547- 12 






FENNO 

































146-32528 D-250 



















146-32529 2K-123 146-22547- 15 
146-32529- 3 2K-123 146-32547- 16 
146-32529- 5 2K-123 1456732547- 17 
146-32529- 7 2K-123 146-32547- 18 


146-32529- 11 
146-32529- 13 
146-32529- 21 
146-32529- 25 
146-32529- 27 
146-32529- 29 
146-32529- 31 
146-32529- 33 


146-32547- 19 
146-32547- 20 
146-32547- 21 
146-32547- 23 
146-32547= 24 
146-32547- 25 
146-32547- 26 
146-32547- 27 


2K-123 
2Κ-123 
2K-123 
2K-123 
2K-123 
2K-123 
2K-123 
2K-123 













































































































































































146-32529- 35 2K-123 146-32548- 1 XH-504 
146-32529- 37 2K-123 146-32548- 2 XH-504 
R82NA 146-32529-100 2K-123 146-32548- 3 XH-504 
R82NA 146-32530 . 28-60 146-32548- ὁ XH-504 
R82NA 146-32531- 1 2K-124 146-32548- 5 XH-504 
146-32531- 2 146-32548- 6 XH-504 
146-32531- 3 2K-124 146732551 AXF-49 
146-32531- 4 2K-124 146-32551= 3 ΑΧΕ-49 
146-32531- 5 2Κ-124 146-32551- 4 ΑΧΕ- 49 
146-32531- 6 2K-124 146-32551- 5 AXF-49 
146-32531- 7 2Κ-124 146-32551- 6 ΑΧΕ- 49 
146-32531- 8 2K-7124 146-32551- 11 AXF-49 
146-32531- 9 2K-124 146-3255]- 12 ΑΧΕ-49 
146-32531- 10 2K-124 146-22551- 13 AXF-49 
146-32531- 11 2K-124 146-32551- i4 AXF-49 
146-32531- 15 2K-124 145-32551- 15 AXF-49 
146-32531- 16 2K-124 146-22551- 16 ΑΧΕ-49 






146-32531- 17 
146-32531- 18 
146-32531- 19 
146-32531- 21 
146-32531- 22 
146-32531- 23 
146-32531- 24 
146-32531- 25 
146-32531- 27 
146-32531- 28 
146-32531- 29 


2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 
2K-124 


146-32551- 17 
146-32551- 18 
146-32551- 19. 
146-32551- 20 
146-22551- 21 
146-32551- 22 
146-32551- 23 
146-32551- 24 
146-22551- 25 
146-32551- 27 
146-32551- 23 


AXF=49 
AXF-49 
AXF-49 
AXF-49 
AXF-49 
AXF-49 
AXF-49 
AXF=49 
AXF-49 
AXF-49 
AXF-49 






















PENN I) ID I ΝΟΥ ΦΝ I) IN) I O2 IO IO PO INO IO PO NL IR im je ij ie qe dA PP POSE Ie 


146-32531- 30 2K-124 1456-32552 A-607 
146-32531- 31 2K-124 146-32553- 1 XM-4 
146-32531- 32 2K-124 146-32553- 2 XM-4 
146-32531- 51 2K-124 146-32553- 2 XM-4 
146-32531- 52 2K-124 146-32553- 4 XM-4 
146-32532- 1 2K-125 lá6-52553- 5 XM-4 
146-32532- 2K7125 145-32553- 6 ΧΜ- 4 
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Section lll 
ΑΝ ©01-60AABA-4 Numerical Index of 


Contractor Parts 
Wess [sere 
δω] AND INDEX 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


















ERUIT Mm NUMBER FIGURE | TOTAL| MICROFILM 
PART | PARTNUMBER ` | AND INDEX | QTY. | NUMBER 
























CLASS CODE 
















































































































































































































146-32554 2| 20-106 146-32582- 4 X1 ¡404 - 1 XJ-2 
146-32555 2| 2C-107 146-32582- 5 4 XJ-2 
146732556 4| 2C-108 146-32582- 6 4 XJ-2 
146-32557 2| ος-109 145-32582- 7 4 XJ-2 
146-32558 i| AXF-50 146-32582- 8 4 XJ72 
R82NA 146-32558- 1 1| AXF-50 146-32582- 9 4 XJ-2 
R82NA 146-32558- 2 i| AXF-50 145-32582- 10 4 XJ-2 
R82NA 146-32558- 3 1} AXF-50 146-32582- 11 4 XJ-2 
R82NA 146-32558- 4 1| AXF-50 146-32582- 12 4 XJ-2 
146-32558- 5 4| AXF-50 146-32582- 13 4 XJ-2 
146-32558- 6 4| AXF-50 146-32582- 14 4 XJ-2 
146-32558- 71 4| AXF-50 146-32583- 1 404-7 3 1| XL-260 
146-32558- 8 4| AXF-50 146-32583- 2 404 1| XxL-260 
146-32558- 9 4| AXF-50 146-32583- 3 4| XL-260 
146-32558- 10 4| AXF-50 146-32583- 4 4| xL-260 
146-32558- 13 4| AXF-50| [R82NA 146-32584 404 - 5 1| XL-261 
146-32558- 14 4| AXF-50 146-32584- 3 8| XL-261 
146-32558- 15 4| AXF-50| |RS2NA 146-32585 404 - 10 1| xL-262 
146-32558- 16 4| AXF-50 146-32585- 39 8] XL-262 
146-32558= 17 4| AXF-50 146-32586- 1 4 Ό-271 
146-32558- 18 4| AXF-50 146-32586- 2 4 Ρ-271 
146-32558- 23 4| AXF-50 146-32587- 1 4 0-272 
146-32558- 24 4| AXF-50 146-32587- 2 4 0-272 
146-32558- 25 8| AXF-50 146-32589 2 28-70 
146-32558- 27 8| AXF-50 146-32590- 1 4| XL-264 
146-32558- 29 "4| AXF-50 146-32590- 2 4| XL-264 
146-32558- 30 4| AXF-50 146-32591- 1 2| XL-265 
146-32558- 31 4| AXF-50 146-32591- 2 2| XL-265 
146-32558- 32 4| AXF-50 146732592 1|AXC-445 
146-32558- 33 4| AXF-50| |R82NA 146-32592- 3 1|AXC-445 
146-32558- 34 4| AXF-50| [R82NA 146-32592- 4 1 [AXC-445 
146-32558- 35 2| AXF-50 146-32592- 5 394 - 14 ` 2 ΙΑΧς- 445 
146-32558- 35 2| AXF-50 146-32592- 6 394 2 |AXC-445 
146-32559 2 146-32592- 7 2 |AXC-445 
146-32559- 3 2 146-32592- 8 2 |AXC-445 
1467-32560 1 146-32592- 9 2 ΙΑΧς- 445 
146-32560- 3 2 146-32592- 10 2 ΙΑΧς- 445 
146-32560- 5 2 146-32592- 11 16 |AXC-445 
146-32560- 7 2 146-32592- 13 2 |AXC-445 
146-32561 2 146-32592- 14 1 [AXC-445 
146-32561- 3 2 146-32592- 15 4 |AXC-445 
146-32561- 5 4 146-32592- 17 2 [AXC=445 
146-32562- 1 1 146-32592- 18 2 ΙΑΧς- 445 
146-32562- 2 1 146-32592- 21 2 |AXC-445 
146-32566 2 146-32592- 23 2 ΙΑΧς- 445 
146-32567- 1 4 146-32592- 25 1 [AXC-445 
146-32567- 2 4 146-32592- 26 1 [AXC-445 
146-32568- 1 4 146-32592- 30 394 - 13 2 |AXC-445 
146-32568- 2 4 146-32592- 40 394 2 |AXC-445 
146-32572- 1 3 |146-32593- 1 2 0-277 
146-32593- 2 2 0-277 

156-32572- 2 3 146732594 1 2bE-71 
156-32594- .1 4 2E-71 

146-32573- 1 146-32594- 2 4 2E-71 
1146-32573- 2 146-32595- 1 S 2 28-72 
146-32574- 1 146-32595- 2 2 2E-72 
146-32574- 2 146-32597 401 - 54 1 ΧΜ-Τ 
146-32575 146-32598 2| AXF-51 
146-32598- 3 2| AXF-51 

146-32575- 3 2K-126 156-32598- 5 2| AXF-51 
146-32575- 5 2K-126 146-32599 2 XJ74 
146-32575- 7 2K-126 146-32599- 2 2 XJ-74 
146-32575- 9 2K-126 146-32599- 5 2 XJ-4 


146-32575- 10 2K-126 146-32600 404 - 11 4 | 20-112 
146-32575- 11 
146-32575- 12 
146-32576- 1 
146-32576- 2 
146-325767 3 
146-32576- 4 
146-32577 


146-32577- 3 





1 [AXN-198 

REF [AXN-198 

REF |AXN-198 

9 REF [AXN-198 








146-32601 
146-32601-101 
146-32601-102 
146-32601-201 















9 REF |AXN-198 





146-32601-202 



























υὔοσωνφῷθ nrrnn 







































































146-32578 146-32601-301 1 |AXN-198 

146-32579 1 146-32601-302 1 |AXN-198 
146-32580 146-32702 2 

146-32703 56 | 2C-113 

146-32704 16 2E-73 

R82NA 146-32581 : 146-32705- 1 4 2E-74 

146-32581- 2 146-32705- 2 4 2Ε- 74 

Re2NA 146-32582- 1 146-32706- 1 4 A-618 

146-32706- 2 4 A-618 

R82HA 146-32582- 2 146-32706- 3 4 A-618 

146-32706- 4 4 A-618 

146-32582- 146-32707- 1 4| 2C-114 
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Section III 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


AN ΟΙ-όΟΑΑΒΑ-4 


FIGURE  |TOTAL|MICROFILM 
AND INDEX | QTY. NUMBER 





«STOCK NUMBER 
PART NUMBER 














CLASS CODE 





















































































































































































































































































146-32909- 
146-32909- 
146-32916 
146-32916- 3 
156-32916- 7 
146-32917 
146-32917- 15 


A-7625 

A=625 
AXC-446 
AXC-446 
AXC-446 
26-193 
26-193 


160-331 
358 - 39 
358 - 37 
358 - 36 


146-33117 


146-32707- 2 4| 2C-114 146-32952- 2K-127 
146-32707- 3 4| 2€-114 146-32952- 4 | 2K-127 
146-32707- 4 4| 20-114 146-32952= 4 | 2K-127 
146-32708 1| AXA-40 146-32952- 4 | 2K-127 
146-32708- 3 8| AXA-40 146-32952- 4| 2K-127 
146-32708- 5 8| AXA-40 146-32952- 2| 2K-127 
R82NA 146-32709- 1 1| F-393 12| 2K-127 
R82NA 146-32709= 2 1| F-393 4 |AXB-206 
146-32709- 3 2| F-393 146-32954 4| 2E-75 
146-32709- 4 2| F-393 146-32956- 2| 2E-76 
| R82NA 146-32710- i 4| 26-190 146-32956- 2| 2E-76 
R82NA 146-32710- 2 4| 26-190 146-32957 1| 26-194 
146-32710- 3 4| 26-190 146-32958 2 | 26-195 
146-32710- 4 4| 26-190 146-32962 1 XM-9 
R82NA 146-32711- 1 4| 26-191 146-32962- 2 XM-9 
R82NA 146-32711- 2 4| 26-191 146-32962- 2 XM-9 
146-32711- 3 4| 26-191 146-32962- 2 XM-9 
146-32711- 4 4| 26-191 4 XM-9 
R82NA 146-32712- 1 1| F-396 2 XM-9 
R82NA 146-32712- 2 1| F-396 4 |AXB-208 
146-32712- 3 2| F-396 8 |AXB-208 
156-32712- 4 2| F-396 8 
146-32713 2| AXA-41 4 
146-32713- 3 4| AXA-41 8 
146-32713- 5 8| AXA-41 146-32964- 8 
146-32717 2|Ax8-205 146-32965 8 
146-32718 8| AXA-42 146-32966 1 
146-32719 1| 2ς-115 146-32966- 3 2 
146-32720 1| 0-284 146-32966- 71 4 
14546-32721 1| 0-285 146-32966- 9 2 
146-32722- 1 1| A-6254 146-32966- 10 2 
156-32722- 2 1| A-6245 146-32966- 11 2 
146-32735 4| 20-116 146-32967 1 
146-32736 8| 2C-117 146-32967- 1 1 
146-32737- 1 2| 2C-118 146-32967= 2 1 
146-32737= 2 2| 2C-118 146-32967- 3 2 
146-32738- 1 2| 20-119 146-32967- 4 2 
146-32738- 2 2| 20-119 146-32967- 5 2 
146-32751- 3 2| XE-276 146-32967- 6 2 
146-32751- 5 2| xE-276 146-32967- 7 2 
146-32756- 1 2| 2C-120 146-32967- 8 2 
146-32756- 2 2| 2c-120 146”-32567- 9 1 
146-32901- 1 1 XM-8 146-732967- 11 1 
. 146-32967- 13 1 
146-32901- 2 1 XM-8 146-32967- 21 2 
; 146-32967- 22 2 
146-32901- 3 XM-8 146-32968- 1 2 
146-32901- 5 XM-8 146-32968- 2 2 
146-22901- 7 XM-8 146-32968- 3 2 
146-32901- 11 XM-8 146-32968- 4 2 
146-32901- 12 XM-8 146-32968- 5 4 
146-32902- 1 ΧΗ- 220 146-32968- 6 4 
146-32902- 2 XH-320 146-32968- 9 4 
146-32906- 1 26-192 146-32968- 10 4 
146-32906- 2 26-192 146-32968- 11 1 
146-32907- 1 L-156 146-32968- 12 1 
146-32907- 2 L-156 146-32969- 3 2 
146-32907- 3 L-156 146-33001- 20 REF 
146-32907- 4 L-156 146-33109 1 
146-32907- 5 L-156 146-33109- 10 1 
146-32907- 6 L-156 146-33110 1 
146-32908- 1 L-157 146-33110- 10 1 
146-32908- 2 L-157 146733111 1 
146-32908- 3 L-157 146-33111- 10 1 
146-32908- 4 L-157 146-323112 1 
146-32908- 5 L-157 146-33112- 10 1 
146-32908- 6 L-157 146-33116 
3 
5 















146-33122- 
146-33122- 
146-33123 38, 










AXB-212 
AXB-213 








146-32917- 
146-32919 

146-32919- 
146-32919- 


146-32952 

146-32952- 
146-32952- 
146-32952- 
146-32952- 
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146-32951-107 


0 JUL 
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2Κ-127 
2K-127 
2K-127 
2K-127 
2Κ-127 







146-33124 

146-33124- 
146-33124- 
146-33124- 
146-33124- 
146-33127 

146-33123 

146-33128- 
146-33128- 
146-33128- 


Revised 
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F-405 
F-405 
F-405 
F-405 
F-405 
AXB-214 
F-406 
F-406 
F-406 
F-406 
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Section Ill 
ΑΝ O1-60AABA-4 Numerical Index of 


Contractor Parts 
MICROFILM STOCK NUMBER €8| FIGURE |TOTAL| MICROFILM 
NUMBER | | CLASS CODE PART NUMBER 9| AND INDEX| QTY. | NUMBER 
-ῥ 2 


146-33301-217 2K-129 
146-33301-219 2K-129 
146-33301-221 2K-129 
146-33301-223 2K-129 
146-33301-224 2K-129 
146-33301-225 2K-129 
146-33301-227 2Κ-129 
146-33303 26-197 
146-33304- 3 F-410 
146-33305- 4 









STOCK NUMBER vel FIGURE 

[είπες CODE[ PARTNUMBER | | AND INDEX 
146-33128- 9 M1 

146-3313 
146-33136 
146-33138 
14633139 
146-33149 
146-33150 






































































R82NA 
R82NA 


















R82NÀ 










2C-121 
XH-166 
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146-33150- 3 1| XH-166 F-410 
146-33151 1| AXA-43 146-33305 AXC-451 
146-33201 F|AXC-450 146-33305- 3 AXC-451 
146-33301- 6 2| 2K-129 146-33305- 5 AXC-451 
146-33301- 7 2| 2K-129 146-33306 AXC-452 
146-33301- 8 2| 2K-129 146-33306- 3 AXC-452 
146-33301- 9 2| 2K-129 146-33306- 5 AXC-452 
146-33301- 10 2K-129 146-33307 AXC-453 
146-33301- 11 2K-129 146-33307- 3 AXC-453 
146-33301- 12 2K-129 146-33307- 5 AXC-453 
146-33301- 13 2K-129 146-33308 AXA-44 
146-33301- 15 2Κ-129 146-33309 Α AXA~45 
146-33301- 17 2Κ-129 146-33310 AXC-454 
146-33301- 18 2K-129 146-33311 AXC=455 
146-33301- 29 2K-129 14633312 ΑΧΒ-215 
146-33301- 30 2K-129 146-33312- AXB-215 
146-33301- 31 2K-129 146-33312- AXB-215 


AXB-215 
AXB-215 
AXB-215 
AXB-215 
AX8-215 
AXB-215 


2K-129 
2K-129 
2K-129 
2K-129 
2K-129 
2K-129 
2K-129 
2K-129 


146-33301- 35 
146-33301- 37 
146-33301- 38 
146-33301- 39 
146-33301- 41 
146-33301- 43 
146-33301- 45 
146-33301- 47 














146-33312- 15 
146-33312- 17 
146-33312- 19 
146-33312- 27 


























































146-33301- 48 2K-129 146-33313 

146-33301- 49 2Κ-129 146-33314 AXD-404 
146-33301- 50 2K-129 146-33314- AXD-404 
146-33301- 55 . 2K-129 146-33314- AXD-404 


























AXD-404 
AXD-404 
AXD-404 
AXD-404 


146-33314- 
146-33314- 
146-33314- 11 
146-33314- 15 


2K-129 
2K-129 
2K-129 
2K-129 


146-33301- 57 
146-33301- 59 
146-33301- 62 
146-33301- 63 


















4I UBIOHNIOININ IN INI ZO P ON TO PO NIIS ID P0 4 P 













146-33301- 65 2K-129 146-33314- 17 AXD-404 
146-33301- 66 2K-129 146-33315 AXB-216 
146-33301- 73 2K-129 146-33315- 1 AXB-216 
146-33301- 74 2K-129 146-33315- 2 AXB-216 
146-33301- 75 2K-129 146-33315- 3 AX8-216 
146-33301- 76 2K-129 146-33315- 4 AXB-216 





AXB-217 
AX8-217 
AXA~46 
ΑΧΑ”46 
ΑΧΑ-46 


2K-129 
2K-129 
2K-129 
2K-129 
2Κ-129 


146-33316 
146-33316- 3 
146-33317 
146-33317- 3 
146-33317- 5 


146-33301- 77 
146-33301- 78 
146-33301- 79 
146-33301- 80 
146-33301- 81 



























146-33301- 82 2Κ-129 146-33319 AXB-218 

146-33301- 83 2K-129 146-33319 3 AXB-218 

146-33301- 84 2K-129 146-33319- 5 AXB-218 

146-33301- 85 2Κ-129 146-33319- 7 AXB-218 
9 



















146-33319- 
146-33320 
146-33320- 3 
146-33321 
146-33321- 3 
146-33321- 5 
7 
9 


AXB-218. 
AXB-219 

AXB-219 
AXB-220 
AXB-220 
AXB-220 
AXB-220 
AXB-220 
F-416 


2K-129 
2K-129 
2K-129 
2Κ-129 
2Κ-129 
2K-129 
2K-129 
2K-129 
2Κ-129 


146-33301- 86 
146-33301- 87 
146-33301- 95 
146-33301-101 
146-33301-103 
146-33301-“107 
146-33301-109 
146-33301-111 
146-33301-112 












146-33321- 
146-33321- 
146-33322 


















146-33301-113 2K-129 146-33322- 3 F-416 
146-33301-114 2K-129 146-33323- 3 A-7632 
146-33301-115 2K-129 146-33323- 5 A-632 
146-33301-116 2K-129 146-33324 AXC-456 







146-33301-201 2K-129 146-33324- 3 AXC-456 




















146-33301-202 2Κ-129 146-33325 AXA-47 
146-33301-203 2K-129 146733326 A-7634 
146-33301-204 2K-129 
















AXC-457 
ΑΧς-451 
AXC-458 
AXC-458 
AXC-458 
AXC-458 
AXB-221 
AXB-221 
A-635 
6-518 


2K-129 
2K-129 


146-33327 
146-33327- 3 
146-33328 
146-33328- 3 
146-33328- 5 
146-33328- 7 
146-33329 
146-33329- 3 
146-33330 
146-33340 


146-33301-205 
146-33301-206 
146-33321-207 
146-33301-208 
146-33301-209 
146-33301-211 
146-33301-212 
146-33301-213 
146-33301-214 
146-33301-215 
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Section lll 
Numerical Index of AN 01-60AABA-4 


Contractor Parts 
CIC NUMBER FIGURE  |TOTAL|MICROFILM STOCK NUMBER FIGURE | TOTAL] MICROFILM 

PART NUMBER AND INDEX | QTY. NUMBER | | CLASS CODE - PART NUMBER AND iNDEX | QTY. | NUMBER 
AXA=52 


ESTEE PEERS 10 6-518 
ΑΧΑ-52 


ΑΧΑ-52 
ΑΧΑ-53 


146-33342- 
146-33342- 
146-33342- 
146-33343 
146-33343- 
146733345 
146-33345- 
146-33351- 
166-33351- 
146-33351- 
146-33351- 
146-33351- 
146-33351- 
146-33351- 
146-33351- 
146-33351- 
146-33351- 
R82NA 146-33351- 


D-310 
D-310 
D-310 
20-123 
205123 
AXB-222 
AXB-222 
M-8 

M-8 

M-8 

M-8 

M-8 

M-8 

M-8 

M-8 

M-8 

M-8 

M-8 


δν ο” 


146-33550- 
146-33551- 
146-33551- 
146-33552 
146-33552- 
146-33552- 
146-33553 
146-33553= 
146-33553= 
146-33554 
146733555 


AXA-53 
0-327 
D-327 

AXB-229 
AXB-229 
AX8-229 
D-329 
D-329 
D-329 
A-665 
26-198 


TO S IO PO PO FO PO f mn 4 


146733556 
(|146-33556- 
146-33556- 
146733557 
146-33557- 
146-33557- 
146-33558- 
146-33558- 
146-33558- 
146-33558- 
146-33558- 
146-33558- 


D-330 
D-330 
0-330 
2E-78 
2E-78 
2E-78 


NNFFEFNNNNNMNNN ÈN NNNEBEN N 


R82NA 146-33352 
R82NA 146723355 
146-33353- 
R82NA 146733354 
; 146-33354- 
146-33404 
145-33404- 
1467-33406 
146-33406- 
146-33406- 
146-33406- 
R82NA 146733407 
R82NA 146-33408 
146-33409 
146-33410 
146-33412 
146-33412- 
146-33412- 
146-33412- 
146-33412- 
146-33412- 
146-33412- 
146-33412- 
146-33413 
146-33413- 
146733416 
146-33416- 
146-33417 
146-33418 
166-733418- 
146-33418- 
146-33420 
146-33421 
146-33421- 
146-33421- 
146-33424 
R82NA 146-33525 


AXC=459 


A-638 
A-638 
AXA=48 
'AXA-48 
AXC-460 
AXC=460 
AXC-460 
AXC-460 
AT-641 
A-642 
A-7643 
A-7644 
Med 

M-9 

M=9 

M-9 

Μ-9 

Μ-9 

Μ-9 

M-9 
AXB-223 
AXB=223 
AXA=49 
AXA-=49 
A-7647 
ΑΧΒ- 224 
ΑΧΒ” 224 
AXB-224 
20-124 
AXB-225 
AXB-225 
ΑΧΒ”- 245 


RRR RR RM MMA 


C UP onNT UU 


mo ΟΡΟ ΡΟ ΟΙ) EEL EN 


146-34127 
146-34201 
146-34201- 
146-34201- 
146-34201- 


am 
m 


146-34201- 
146-34201- 
146-34201- 
146-34201- 


RPRPNEP RPP PRP EN nn 


AXN=93 
ΑΧΝ-93 
0-336 
AXN=204 
0-337 
D-338 
A-667. 
A-668 
ΑΧΒ-230 
ΑΧΒ-230 
AXB-230 
AXB-230 
ΑΧΑ” 24 
ΑΧΑ” 24 
XK-102 
A-671 
A-672 
A-612 
AXA-55 
AXA=56 
AXA-57 
2E-79 
2E-79 
A-6176 
A-6771 
A-678 
A-679 
A-680 
2C-126 


1467-34202 
146-34202- 
146-34203 
146734204 
14546-34205 
146734206 


146734209 
146-34209- 
146-34209- 
146-34209- 
146-34210 
146-34210- 
146-34211 
146-34212 
146-34214 
146-34214- 
146-34215 
146-34216 
146-34217 
146-34218 
146-34218- 
146-34219 
146-34221 
146-34222 
- [146-34223 
146-34224 
146-34225 
146-34226 
146-34303 
146-734303- 
146-34310- 
146-34310- 
146-34310- 
146-34310- 
146-34310- 
146-34312- 


AXB-226 


AXB=226 
A-651 
Α-652 
Α-653 
A-654 

AXC-461 

AXC-461 

XH=168 
D-320 
D-320 
AXB-227 
ΑΧΒ-227 
2C-125 
A-659 
AXA-51 
A-661 

AXC-462 

AXC-462 

AXC=462 

AXC-462 

AXC-462 
A-662 
D-324 
D-325 

AXB-228 


146-33525- 
146-33526 
146-33527 
146-33528 

R82NA 146-33529 
R82NA 146-33530 
146-33530- 

R82NA 146-33531 
R82NA 146-33534 
146-33534- 

R82NA 146-33538 
146-33538- 
:[146-33539 
146-33540 
146-33541 
146-33542 
146-33543 
146-33543- 
146-33543- 
146-33543- 
146-33543- 
146-33545 
146733546 

R82NA 14546-33547 
R82HA 146-33548 


PLA 2 1-3 [4 G3 [7 151 e A es des 15} e 55 κ) IS A IND PO IND I9 e m ps 
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STOCK NUMBER 
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146-34312- 2 1| A-686 146-42028- 5 1|AXB-234 | 
146-34312- 3 i| A-686 146742029 - 21 1|AX8-235 
146-34312- 4 l| A-686 146-42029- 1|AX8-235 
146-34312- 5 2 Α-686 146-42030 16 1 XE-25 
R62NA 146-34314 1 F-431 146-42030- 2 XE-25 
: 146-34501 .1| AXF-55 146-42030- 2 XE-25 
146-34501- 10 1| AXF-55 146-42031 2 A-698 
R82NA 146-34503 1 D-356 146742032 2| XL-269 
R82NA 146-34504 1 F-438 146-42032- 2| XL-269 
146-42032- 2| XL-269 
146-34505 1|AXC-465 146-42033 2| XL-270 
R82HA 146-34506 1 D=357 146-42033- 2| XL-270 
146-34507 1|AXB-233 . |146742033- 2] XL-270 
146-34508 2 Α-692 146742034 2 ΙΑΧ0- 936 
146-34509 1|AXC-466 146-42034- 4 |AXB-236 
146-34509- 5 2|AXC-466 146742040 1| AXN-95 
R82NA 146-34509- 10 1|AXC-466 146-42040- 2| AXN-95 
146-34509- 13 1|AXC-466 146-42040- 2| AXN-95 
146-34509- 17 1|AXC-466 146-42040- 2| AXN-95 
R82NA 146734510 ` 1| 26-199 146-42040- 2| AXN-95 
146-34510- 3 1| 26-199 14642047 2 
146-34511 2 D-359 146-42077 3 2E-97 
146-34512 1 F-442 . Y 
146-34512- 3 1 F-442 146-42081 ,3| XL-158 
146-34512- 5 1 F-442 1146-42086 2] AXA-61 
R82ÑA 146-34513 1| AXA-59 146-42086- 3 2] AXA-61 
R82NA 146-34514 1 A-7694 146-42086-100 -2 | AXA-61 
R82NA 14634520 1|AXC-467 146742100 REF | 2K-137 
146-34521 1|AXC-467 146-42102 2| 26-206 
146-34521- 3 1|AXC-467 146742103 1 [AXC-477 
146-34521- 4 1|AXC-467 146-42103- 8 |AXC-477 
146-34522 1|AXC-468 146-42103- 2 |AXC-477 
146-34522- 3 1|AXC-468 146-742103- 2 [AXC-477 
146-34522- 4 1|AXC-468 146-42106- 4| 26-207 
R82NA 146-34523 1 Α-695 
R82NA 146-34525 1|AXC-469 146-42106- 4 | 26-207 
146-34525- 3 1|AXC-469 . 
146-34525- 5 1|AXC-469 146-42106- 2| 26-207 
146-34526 1) AXC-470 146-42106- 2| 26-207 
146-34531 1|AXC-471 146-42108 2| XK-397 
146-34531- 3 1|AXC-471 146-42109 1| AXF-57 
146-345317 5 2|AXC-471 146-42109- 1| AXF-57. 
146-34531- 7 1| AXC-471 146-42109- * 1| AXF-57 
146-34531- 15 1) AXC-471 146-42109-. 2| AXF-57 
146-34532 1| AXC-472 146-42109- 2| AXF-57 
146-34532- 3 1 146-42109- 2| AXF-57 
146-34532- 5 1 146-42109- 2| AXF-57 
146-34532- 10 1 146-42109- 8| AXF-57 
146-34533 1 146-42109- 8| AXF-57 
146-34533- 3 1 146-42109- 4| AXF-57 
146-34533- 5 1 146-42109- 4| AXF-57 
R82NA 146-34533- 10 1 146-42109- 4| AXF-57 
R82NA 1146-34534 1 146-42109- 16| AXF-57 
R82NA 146-34535 1 146-42109- 2| AXF-57 
R82NA 146-34537 1| AXA-60 146-42109- 2| AXF-57 
146-40501- 10 1| 2K-134 146-42109- 2| AXF-57 
146-40501-100 REF| 2K-134 146-42109- 49) AXF-57 
146-450510- 10 1| 2K-135 146-42109- 2| AXF-57 
146-40510- 20 1| 2K-135 146-42109- 2| AXF-57 
146-41801- 74 1 146-42109- 2| AXF-57 
146-42026 1| 2K-136 146-42109- 2| AXF-57 
146-42026- 21 2| 2K-136 146-42109- 4| AXF-57 
146-42026- 22 2| 2K-136 146-42111 146”-42111” ὁ 
146-42026- 27 2| 2K-136 146-42111- 2 | 2Κ-139 
146-42026- 29 2| 2K-136 146-42111- 2| 2K-139 
146-42026- 31 2| 2K-136 146-42111- - 2] 2K-139 
146-42026- 33 2| 2Κ-136 146-42111- 4| 2K-139 
146-42026- 35 2| 2K-136 146-42111- 2 | 2K-139 
146-42026- 37 2| 2K-136 146-42111- 2| 2K-139 
146-42026- 39 2| 2K-136 146-42111- 2| 2K-139 
146-42026- 41 2| 2K-136 146-42111- 4| 2K-139 
146-42026- 45 οἱ 2K-136 146-42111- 2| 2K-139 
146-42026- 47 2| 2K-136 146742111- 2| 2K-139 
146-42026- 53 2| 2K-136 146-42111- 2 | 2Κ-139 
146-42026- 55 -1| 2K-136 146-42111- 2| 2K-139 
146-42026- 57 2| 2K-136 146-42111- 2| 2K-139 
146-42026- 59 οἱ 2Κ-136 146-42111- 2 | 2K-139 
146-42026- 61 2| 2K-136 146-42111- 2| 2K-139 
146-42026- 63 2| 2K-136 146-42111- 2| 2K-139 
146-42027 146-42111- 2| 2K-139 
146-42027- 3 146-42111- 2| 2K-139 
146-42028 146-42111- 2| 2K-139 
146-42028- 146-42111- 2 | 2K-139 
881 





Section Ill 


Numerical Index of ἊΝ 01-60AABA-4 
Contractor Parts 


STOCK NUMBER FIGURE | TOTAL| MICROFILM 
CLASS CODE] PARTNUMBER ὁ [| PARTNUMBER | NUMBER AND INDEX | QTY. | NUMBER 


146-42159- 13 M=35 
146-42159- M-35 
146-42159- M-35 
146-42159- M-35 
146-42159- t-35 
|146-42159- M-35 
146-42159- H=35 
146-42159- M-35 
146-42159- M-35 
146-42159= M-35 
146-42160 D-408 
146-42162 À-107 
146-42169 2ς-132 
146-42170 F-479 
146-42173- XL-160 
XL-160 
AXC-479 
XL-273 
XE-175 
XM-16 
XM-16 
XM-16 
XM-16 
XM-16 
XM=16 
XM=16 
XM-16 
XM-16 
XM-16 
XM-16 
XH-16 
XM-16 
XM-17 
XM=17 
XM=17 
ΧΜ-17 
XM=17 
XM=17 
ΧΗ-17 


STOCK NUMBER FIGURE  |TOTAL|MICROFILM 
| CLASS CODE | PART NUMBER > U| AND INDEX | QTY. | NUMBER 
i μι : 


146-42111- 49 2K-139 
146-42111- 51 2K7139 
146-42111- 2K-139 
146-42111- 2K-139 
146-42114-101 2K-140 





mM NNMN 


2K-140 
2K-140 
XK-398 
XK=398 
M-31 
M-31 
M-31 
M-31 
M-31 
Μ-31 


146-4 2114-1092 
146-211 4-202 
146-42117- 3 
146-42117- 5 
R82NA 146742120 
146-42120- 
146-42120- 
146-42120- 
146-42120- 
146-42120- 1 
146-42123- 
146-42124 
R82NA 146-42124- 
R82NA 146-42124- 
R82NA 146-42125 
146-42133- 
146-42133- 
146-42136 
146-42136- 
146-42140 
146-42141 
146-42141- 
146-42142 
146-42142- 
146242142- 
146-42142- 
146742142- 
146-42143 
146-42143- 
146-42143- 
146-42143- 
146-42143- 
146-42144 
146742144- 
146742144- 
146-42144- 
146-42144- 
146-42144- 
146-42144- 
146-42144-100 
146742147 
146742147- 
146-42147-. 
146-42147= 
146742147- 
146-42147- 
146742155 
R82NA 146-42155- 
R82NA 146-42155- 
RB2NA 146-42157- 
R82NA 146-42157- 
146-42157- 
146-42157- 
146-42157- 
146-42157- 
146-42157- 
146-42157- 
146-42157- 
146-42158- 
146242158- 
146-42158- 
146-42158- 
146-42158- 
146-42158- 
146-42158- 
146-42158- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 
146-42159- 


FNNNNNNNNP 


ο 


146-42175 
146-42176 
146-42177 
146-42177- 
146-42171- 
146742171- 
146-42177- ` 
146-42177- 
146-42177- 
146-42177- 
146-42177- 
14642177 


AXC-478 
AXC-478 
AXC-478 
D-398 
2C-131 
20-131 


ww We ON 


F-472 
AXB=238 
AXB-238 

F-473 

F-473 

F-473 

F-473 

F-473 

0-401 

0-401 

0-401 

0-401 

0-401 

XJ-9 
XJ-9 
XJ-9 
XJ-9 
XJ=9 
XJ-9 
XJ-9 
XJ-9 
26-208 
26-208 
26-208 
26-208 
26-208 
26-208 
AXB-239 


146742178- 
146-42178- 
146-42178- 
146-42178- 
146-42178- 
146-42178- 
146-42179 

146-42181 

146-42181- 


AXC-480 
AXC-480 
AXC-480 
26-209 
26-209 
26-209 
26-209 
26-209 
26-209 
26-209 
2L-1 
.XJ-11 
XJ-11 
XJ-11 
XJ-11 
XJ-11 
M-40 
M-40 
M-40 
M-40 
M-40 
XK-103 
B-6 
2C-133 
B-8 
F-481 
B-9 
2E-100 
8-10 
8-11 
B-11 
D-412 
D-413 
D-414 
F-482 
F-483 
D-415 
F-484 
F-484 
F-484 
F-484 
F-484 
F-484 
F-485 


146-42182- 
146-42182- 
146-42182- 
146-42182- 
.[146742182- 
146-42201 
146742203 
146-42203- 
146-422023-: 


ο-σνιφω uu 
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m 
D 
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146-42204- 
146-42204- 
146-42204- 
146-42204- 
146-42205 , 
146”-42206 | 
146742207 
1467-42209 
146742210 
146-42211 
146-42212 
146-42214 
146-42215 
146-42215- 3 
146-42218 
146-42219 
146-42220 
146-42221 
146-42222 
146-42223 
146-42224 


146-42224- 
146-42224- 
146-42224- 
146-42225 
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| CLASS CODE | PART NUMBER 














































































































































































146-42225- 1 146-42329 XK-106 
146-42225- 5 2 146-42330 REF XM-21 
146-42225-7 7 1 146-42330- 3 2 XM-21 
146-42225- 9 2 146-42330- 5 2 ΧΜ- 21 
146-42225- 11 4 146-42330= 7 2 ΧΜ: 21 
146742233 . |2 146-42330- 9 2 XM-21 
146-42234 2 146-42330- 11 2 XM-21 
146-42234- 3 2 146-42330- 13 pra, XM-21 
146-42234- 95 2 146-42330- 15 2 XM-21 
146-42234- 7 2 146-42330- 17 2 XM-21 
146-42235 2 146-42330- 19 2| XM-21 
R82NA 14546-42236 4 146-42330- 2 XHM-21 
i 146742304 REF 2 XM-21 
: x 1 XM-21 
146-42306 REF 146-42331 1 2L-6 
R82NA 146-42308 1 146-42331- 3 2 2L-6 
146-42308- 3 2 146-42331- 5 2 2L-6 
146-42308- 5 2 146-42332 1 
146-42308- 7 2 146-42332- 3 2 
146-42308- 9 4 146-42332-. 5 1 
146-42311 1 146-42332- 10 1 
146-42311- 3 2 146-42333 1 
146-42311- 5 2 146-42333- 3: 2 
146-42311- 7 2|: 146-42333- 5 2 
146-42311- 9 2 146-42334 1 
146-42311- 11 .2 146-42334- 3 2. 
146-42311- 12 2 146-42334- 5 2 
146-42311- 13 2 146-42334- 7 2 
146-42311- 15 2 146-42334- 9 2 
146-42312 1 146-42334- 11 2 
146-42312- 1 ` 2 146-42334- 12 1 
146-42312- 3 2 146-42334- 15 1 
146-42312- 5 2 146-42334- 17 1 
146-42312- 7 2 146-42334- 19 1 
146-42312- 9 2 146-42335 2| 26-210 
146-42312- 11 2 146-42335- 3 4| 267210 
146-42312- 12 2 146-42335- 5 4| 26-210 
146-42314- 3 2]. 146-42335- 7 4| 267210 
146-42314- 5 2 146-42335- 9 4| 26-210 
146-42314- 7T 2 146-42335- 11 4| 26-210 
146-42314- 9- 2 146-42336 3 |AXB-242 
146-4 23214” 11 2 146-42336- 3 2 |AXB-242 
146-42314- 13 2 146-42337 1 | XL-274 
146-42314- 15 8 .146-42337- 3 1| XL-274 
146-42314- 31 2 146-42337= 5 1| XL-274 
146-42314- 41 2 146-42337- 15 REF | XL-274 
146-42315 2 146-42338 REF [AXB-243 
146-42315-__3 2 146-42338- 3 1 |AX8-243 
146-42315- 5 2| XF-129 156-42338- 5 1|AX8-243 
146-42315- 7 4| XF-129 146-42338- 15 1 ΙΑΧΘ8”- 243 
146-42315- 9 2| XF-129 146-42339 1| AXA-63 
146-42315- 15 2| XF-129 146-42340 1|AXC-483 
146-42315- 19 2| XF-129 146-42340- 3 2 [AXC-483 
146-42315- 21 2| XF-129 146-42340- 5 2 [AXC=483 
146-42315- 23 2| XF-129 146-42341- 3 2 M-54 
146-42315- 50. .2| XF-129 1456-42341- 5 2 M-54 
146-42317- 3 2ἱ XL-361 146742341- 7 2 M-54 
146-42317- 5 2| XL-361 146-42341- 9 2 M-54 
146-42317- -7 4| XL-361 146-42341- 11 2 M=54 
146-42317- 9 4| XL-361 146-42341- 13 2 M-54 
146-42317- 11 2| XL-361 146-42341- 15 2 M-54 
146-42317- 12 2| XL-361 146-42341- 16 2 M-54 
146-42317= 13 14) XL-361 146-42341- 17 2 M-54 
146-42317- 31 - 20 2| XL-361 146-42344 2 [AXB-244 
146-42317- 41 - 2 146-42345 4| 20-134 
146-42319 - 6 146-42345- 3 2| 20-134 
146-42320 = 2 146-42346 AR . B=24 
146-42321 = 4 146-42347 2 2L-3 
146-42323-= 3 = 2 146-42347- 3 2 2L-8 
146-42323- 5. = 4 146742347- 5 2 2L-8 
146-42323= 7 e 2 146-42347- 7 2 
146-42324 . - - 4 146-42347- 9 2 
146-42324- 3 8 146-42347- 11 2 
146-42324- ΄ 5 4 146-42347- 13 2 
146-42324- 7- 28 146-42348 2 
146-42325 4 146-42349 1 
146-42325- 3 .4| 146-42349- 3 2 
146-42325- 5 4 146-42349= 5 4 
14546-42326 2 146-42350 2 
146-42326-= 3 2 146-42350- 3 1 
146-42327 2 146-42350- 5 1 
146-42327- 3 2 146-42351 1 
146-42328 2 -[146-42351- 3 -2 
146-42328- 3 2 146-ᾳ2351-᾽ 5 1 



































































































































Section III 
Numerical Index of ΑΝ O1-60AABA-4 - 


Contractor Parts 
S3| FIGURE |TOTAL|MICROFILM STOCK NUMBER ΒΒ] FIGURE |TOTAL| MICROFILM 
οὔ| AND INDEX | QTY. NUMBER | |CLASS CODE PART NUMBER $| AND INDEX | QTY. | NUMBER 


[Class CODE] Part numen — 
B-28 146-42540- 146-42540- 4 
2U-49 146-42540- 


146-42353 
146-42354 
146-42354- 2U-49 146-42540- 
146-42354- 2U-49 146-42540- 
146-42354- 2U-49 146-42540- 
146-42354- 2U-49 146-42540- 
146-42354- 2U-49 146742541 
146-42357 AXA-764 146-42543 
146-42358 ΑΧΑ-65 146-42543- 
146-42359 AXC-485 146742543- 
146-42359- AXC-485 146742544 
146-42360 XL-276 146742545 
146-42360- XL-276 
146-42360- XL-276 146-42547 
146-42360- XL-276 146-42606 
146-42360- XL-276 146-42606- 
146-42361 0-427 1146-42606- 
146-42361- 0-427 146-42606= 
146-42361- D-427 146742611 
146-42361- D-427 146742612 
146-42361- D-427 14642615 
146742363 AXA-66 146-42615- 
146-42363- AXA-66 1456742616 
146-42364 8-33 146-42617 
146-42366- 26-211 146-42618- 
146-42366- 26-211 146-42618- 
146-42366- 26-211 146-42618- 
146-42366- 26-211 14$-42618- 
146-42366- 26-211 146-42618- 
146-42366- 26-211 146-42618- 
146-42366- 26-211 146-42618- 
146-42366- 26-211 146-42618- 
146-42366- 26-211 146-42618- 
26-211 146-42618- 
26-211 146-42618- 


146-42366- 
146-42366- 
26-211 146742618- 
146-42618- 


146-42366- 
146-42618- 


146-42366- 
146-42618- 


146-42367 
146-42367- 

146-42618-113 
146-42619 


146-42367- 
146-42702 













20 
m 
^n 


AXN-97 
AXN=97 
ΑΧΝ- 97 
ΑΧΝ- 97 
AXN-97 
2C-137 
XA-24 
XA=24 

XA-24 
XL-162 
XE-177 


w 
Jon ον PRB || L| 


2 
m 


8-39 
26-213 
26-213 
26-213 
26-213 

D-431 


uN uw 


m 
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AXB=248 


v Vin ww 


26-214 
26-214 
26-214 
26-214 
26-214 
26-214 
26-214 
26-214 
26-214 
26-214 
26-214 
26-214 
26-214 
26-214 
146-42367- 2E-104 
146-42367- 
146-42367- . 
146-42368 
146-42368- 
146-42368- 
146-42368- 
146-42369 
146-42370 
146-42370- 
146-42370- 
146-42370-= 
146-42370- 
146-42371. 
146-42372 
146-42373 
146-42374 
146-42375 
146-42375- 
146-42504 
146-42504= * 
146-42504- 
146-42532- 
|146-42532- 
146-42532- 


26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
26-215 
ΑΧΕ-58 
AXF-58 

2L-10 


146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801- 
146-42801-107 
146-42801-113 
146-42801-117 
146-42801-119 
146-42801-155 
146-42801-156 
146-42801-157 
146-42801-517 
146-42801-519 
146-43001 
146-43001- 10 
146-43005- 50 


r , 5r n f A 
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146-42532- 


146-42532- 
146-42532- 
146-42532- 
146-42532- 1 
146-42533- 
146-42533= 
146-42533- 
146-42533- 
146-52533- 
|[146-42533- 
146-42533= 
146-42533- 
|146-42538 
146-42540- 
146-42540- 
146-42540= 13 
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146-43005- 60 
146-43005- 70 


Po 


2L-10 


146-43006 | 2L-11 
2E-103 -[146743006- 2L-11 
AXN-97 146-43006- 2L-11 
AXN-97 : 146-43006- 2L-11 
AXN-97 146-43006- 2L-11 
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Contractor Parts 
STOCK NUMBER Z3| FIGURE MICROFILM 
[ctass CODE| PART NUMBER — |3U| AND INDEX NUMBER 





















STOCK NUMBER FIGURE MICROFILM 
CLASS CODE PART NUMBER > Y | AND INDEX NUMBER 

















































































































































































































































146-43006- 11 2 2L-11 146-43066- 3 408 = 43 1] 2E-111 
146-43006- 13 2 2L-11 146-43067 M1 1408 = 47 1 D=377 
146-43006- 15 2 2L-11 146-43067- 3 1 0-377 
146-43007 408 - 2 1 F-505 146-43067- 5 1 D-377 
146-43007- 3 1 F-505 146-43067- 7 1 D-377 
146-43007- 5 1 Ε-505 146-43067- 9 . 1 0-377 
146-43008 408 = 3 1 F-506 146743068 ; 407 - 67 1 [AXC-492 
146-43008- 3 i F-506 146-43068-= 3 407 - 70 1 [AXC=492 
146-43009 146-430 1 146-43068- 5 1 [AXC=492 
146-43009- 3 146-43068- 7 1|AXC-492 
146-43009- 5 1| AXF-59 146-43068- 9 1|AXC-492 
146-43009- 10 408 - 4 1| AXF-59 146-43068- 10 1|AXC-492 
14546-43011 408 - 21 1| 2E-105 146743069 408 - 91 1| 2C-148 
146-43012- 3 408 - 26 1| 2£-106 146743075 407 - 37 2 6-519 
146-43012- 5 408 1| 2E-106 146-43075- 2 G-519 
146-43013- 4 1 146-43075- 2 6-519 
146-43014 408 - 25 1| 2E-107 146-43076 407 - 49 2 D-379 
146-43015 499 - 15 1| AXA-68 146-43076- 2 D-379 
146743016 j 409 1| 26-216 146-43076- 2 D-379 
146-43016- 3 1 146-43078 : 407 - 17 1 B-67 
146-43017 408 1 146-43078- 2 8-67 
146-43017- 3 1 146-43078- 2 B-67 
146-43017- 5 1 146-43078- 2 B-67 
146-43019- 11 1 R82NA 146-430380 407 - 23 1 D-380 
146-43019-200 1 R82NA 146-43081 41 |407 - 24 1 D-381 
146-43020 1 146-43081- 2 D-381 
146-43020- 3 1| XK-401 146-43081- 2 D-381 
146-43020- 5 1| Χκ-όοι 146-43083 407 - 25 2 B-68 
146-43020- 7 1| XK-401 146-43084 407 - 12 2 D-382 
146-43021 1 D-373 146-43084- 2 D-382 
146-43022 1 0-438 146-43084- 4 D-382 
146-43023 1| 26-218 146-43085- 3 D-383 
146-43023- 3 1| 26-218 146-43085- 2 D-383 
146-43023-= 5 1| 26-218 146-43086 407 - 16 2 F-514 
146-43028- 10 1| 2C-139 146-43087- 2 D-384 
ΒΙΤΝΑ 146-43029 1| XK-275 146-43087- 2 D-384 
R82NA 146-43030 1| 2E-108 146-43088 407 - 26 2 B-69 
146-43030- 3 1| 2Ε-108 146-43088- 4 B-69 
146-43030- 5 1] 2£-108 146-43090- 1 
146-43031 1 B-45 146-43091 407 - 54 1 D-385 
R82NA 146743032 1| 2C-140 146-43092 407 = 47 4 B-70 
R82NA 146-43033 1 8-47 146-43093 2 8-71 
R82NA 146743034 1| 2ς-141 146743094 1 XA-26 
146743035 1| 2E-109 146-43094- 1 XA-26 
146-43035- 3 1| 2E-109 146743095 2 B-73 
146743036 1 D-443 146743096 407 - 20 1 F-516 
146743037 1 14546-43101 170 - 37 1| AXA-TO 
146-43038 1| 146-43101- é 1| AXA-70 
146-43039 1 146-43102 178 - 30 1| 20-149 
146-43040 146-43102- 1| 2C-149 
146-43041 2 146-43103 178 - 41 1| AXA-71 
146-43042 10 146-43103- j 1| AXA-71 
146-43043- 3 2 146-43104 178 - 18 1| AXA-72 
146-43043- 5 1 146-43104- 1] AXA-72 
146-43043- 7 1 146-43105 178 - 16 1 | AXA-73 
14643044 1| XK-110 146-43105- 1| AXA-73 
146-43045 1| 2C-145 146-43106 180 - 18 1 | AXA-74 
146-43046 1| XE-286 146-43106- 1 | AXA-74 
146-43047 3 B-58 146-43107 180 - 16 1| AXA-75 
146-43048 1 D-445 146-43107- 1| AXA-75 
146-43049 1 D-446 146-43108 180 - 19 1| AXA-76 
146-43050 1 B-59 146-43108- 1| AXA-76 
1467-43051 1 F-511 146-43109 180 - 17 1| AXA-77 
146-43052 1 F-512 146-43109- 1| AXA-77 
146-43053 1 D-447 146-43110 180 - 8 1| AXA-78 
146-43054 1 B-60 146-43110- 1| AXA-78 
146-43055 5| 20-146 146-43111 1 | AXA-79 
146-43055- 3 5| 2C-146 146-43111- 1| AXA-79 
146743056 1| ΧΚ-111 146743114 180 - 27 1| AXA-80 
146-43057 1| AXA-69 146-43114- 1| AXA-80 
146-43059 p9- 14 146-43121 1| XH-326 
146-43060 1 8-65 146-43121- 1| XH-326 
146-43061- 1| xL-278 146-43121- 1| XH-326 
146-43062 2| XK-402 146-43121- 1] XH-326 
146-43062- 3 2| XK-402 146-43122- 179 - 48 1| AXN-98 
1456-43062- 5 2| XK-402 146-43123 1| 26-219 
146-43062- 7 2| XK-402 146-43123- 1| 26-219 
146743062- 9 2| XK-402 146-43123- 1| 26-219 
146-43063- 3 i B-66 146-43123- 1| 26-219 
146-43063- 5 1 8-66 146-43123- 1| 26-219 
146-43063- 7 i B-66 146743125 1 8-90 
146-430965 1|AX8-251 146-43125- 1 B-90 
146-43065- 10 1|AX8-251 146-43125- 1 8-90 
R82NA 146-43066 1| 22-111 146-43126 1 8-91 
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146-43126- 3 1 8-91 146-47004- 35 2L-14 
146-43126- 5 M1 1 B-91 146-47004- 36 2L-14 
146-43127 M1 1| 0-386 146-47004- 39 2L-14 
146-43127- 3 M1 1| D-386 146-47004- 41 2L-14 
146-43127- 5 M1 1| D-386 146-47004- 43 2L-14 
146-43128  . Μι 1| 26-220 146-47004- 44 2L-14 
146-43128- 3 M1 1| 26-220 146-47004- 45 2L-14 
146-43128= 5 M1 1| 26-220 146-47004- 47 2L-14 
146-43128- 7 M1 1| 26-220 146-47004- 49 2L-14 
146-43128- 9 M1 1| 26-220 146-47004= 51` 2L-14 
146-43128- 11 M1 1| 26-220 146-47004- 53 2L-14 
1456-43128- 13 M1 1| 26-220 146-47004- 54 2L-14 
146-43129 M1 1 146-47004- 55 2L-14 
146-43129- 3 M1 1 146-47004- 57 2L-14 
146-43129= 5 μι 1 146-47004- 58. 2L-14 
146-43129- 7 M1 1 2L-14 
146-43129- 9 M1 1 2L-14 
146-43129- 11 μι 1 146-47004- 2L-14 
146-43129- 13 Mi 1 146-47004- 67 2L-14 
146-43134 M1 1|Ax8-252 146-47004- 71 2L-14 
146-43135 M1|407 1| XK-403 146-47004= 73 2L-14 
146-43135- 5 M1 1} xK-403 146”-47004- 77 2L-14 
146-43135- 7 M1 1| xK-403 146-47004- 79 2L-14 
146-43135- 8 M1 1| ΧΚ-403 146-47004- 81 2L-14 
146-43136 M1|407 = 65 2 146-47004- 83 2L-14 
146-43136- 3 M 2 146-47004- 85 2L-14 
146-43137 * REF] 2E-112 146-47004- 87 2L-14 
146-43138 M 4 B-95 146-47004- 95 2L-14 
146-43139 M 1 B-96 146-47004- 2L-14 
146-43140 . :41 1| 6-520 2L-14 
146-43140- 3 41 1| 6-520 146747004-103 2L-14 
146743142 [m1] 1| AXA-81 146-47004-125 : 2L-14 
146-43143 M 2 B-98| 146-47004-129 2L-14 
146-43201 M1|408 = Τ5 1] 2c-150 146-47004-131 2L-14 
146-43201- 10 P1 1| 2c-150 146-47004-133 2L-14 
146-43202 M 1| 8-100 146-47004-145 2L-14 
146-43203 M1 2 D-389 146-47004-146 2L-14 
146-43204 M1 Ε 1| XL-163 146-47005-147. 2L-14 
14546-44004 P1|399 = 2 1| XA-357 146-47004-149 2L-14 
146-44006 Ρ 12| 2ς-151 146” 4700-1521 2L-14 
146-44007 20-152 146-47004-155 2L-14 
146-44007- 3 . [M1 2ς-152 146-47004-157 2L-14 
146-44008 M1 XL-279 146-47004-167 2L-14 
146-44008- 3 mij. XL-279 146747004-169 2L-14 
146-44009 . M1 XL-280 146-47004-175 2L-14 
146-44009- 3 M1 XL-280 146-47004-177 2L-14 
146-44010 AXF-60 146-47004-179 2L-14 
146-44010- 31 X1 AXF=60 146-47004-180 2L-14 
146-44010-. 73 X1 AXF=60 146-47004-181 2L-14 
146-44010- 91 M1 ΑΧΕ-60 146-47004-183 2L-14 
146-44010= 92 M1 ἈΧΕ-60 146-47004-185 2ἱ-14 
146-44010-100 P11399 = 1 ΑΧΕ-60 146-47004-187 2L-16 
146-44011 P1|399 - 3 2L-12 146-47004-189 2L-14 
146-44011- 3 X1 2L-12 146-47004-190 2L-14 
146-44011-= 5 Χ1 2L-12 146-47004-191 2L-14 
146-44011- 6 xi 2L-12 1456-47004-193 2L-14 
146-44011- 7 xi 2L-12 146-47004-195 2L-14 
146-44011- 9 X1 2L-12 146-47004-197 2L-14 
146-44011- 11 xi 2L-12 146-47004-199 2L-14 
146244011- 13 M1 2L-12 146-47004-201 2L-14 
146-44011- 14 M1 2L-12 146-47004-203 2L-14 
146-44011- 15 M1 2L-12 146-47004-205 2L-14 
146-44011- 17 x1 2L-12 146-47004-207 2L-14 
146-44011- 18 X1 2L-12 146-47004-209 2L-14 
146-44011- 21 xi 2L-12 146-57004-211 2L-14 
146-44011- 23 ΜΙ 21-12 146-57224-213 2L-14 
146-44011- 25 M1 2L-12 146-470 04-215 2L-14 
146-44011- 27 M1 2L-12 146-47004- 217 2L-14 
146-44011- 28 M1 2L-12 146-47004-215 2L-14 
146-44011- 29 x1 2L-12 146-47004-221 2L-14 
146-44011- 31 x1 2L-12 146747004-223 2L-14 
146-44011- 33 M1 2L-12 146-47004-225 2L-14 
146-44011- 35 X1 2L-12 146-47004-227 2L-14 
146-44011- 37 M1 2L-12 146-47004-229 2L-14 
146-47002-100 . 191 146-47004-231 2L-14 
146-47002-207 M1 146-47004-233 2L-14 
146-47002-217 Χ1 ; 146-47005- 46 J-15 
146-47004- 3 P1|422 = 13 146-457007- 1 -199 
146-47004- 5 P1|422 

156-47004- 7 Mil. 146-47007- 

146-47005- 9 MI 

146-47004- 11 M1 146-47007- 3 4 [AXN~199 
146-47004- 13 μι 146~47007- 4 4 |AXN-199 
146-47004- 33 M1 146-47007- 5 2 [AXN-199 
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146-47033- 31 2L-16 
146-47033-100 
146-47033-107 
146-47036 
146-47037 













































































STOCK NUMBER FIGURE MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX 


146-47007- 7 
146-47007- 8 
146-47007- 11 
146-47007- 12 
146-47007- 19 
146-47007- 23 
146-47007- 24 
146-47007- 25 
146-47007- 26 
146-47007- 27 
146-47007- 31 
146-47007- 32 
146-47007- 33 


CLASS CODE 










































ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
AXN-199 
ΑΧΝ-199 




























146-47038 


































2E-115 






























146-47038- 3 
















pro... NEN 
A 
5 

























146-47007- 34 AXN-199 146-47039 18 14 B-111 
146-47007- 37 AXN-199 11 

146-47007- 39 ΑΧΝ-199 146-410 40 4| XL-167 
146-47007- 43 AXN=199 146-47041 4 D-453 
146-47007- 45 AXN-199 146-47042 2 F-525 
146-47007- 47 ΑΧΝ-199 146-47042- 3 2|' F-525 
146-47007- 49 AXN-199 6747043 4 D-454 
146-47007- 53 ΑΧΝ-199 146-47043- 3 4 D-454 
146-47007- 54 AXN=199 146-47044 4 D=455 
146-47007= 55 AXN-199 146-47045 8| AXA-84 




































































AXN-199 
AXN-199 
AXN-199 
AXN-199 
AXN-199 
AXN-199 
AXN-199 
ΑΧΝ-199|. 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
'AXN-199 
AXN-199 
AXN-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
ΑΧΝ-199 
AXN=199 
AXN-199 
AXN-199 
AXN-199 
AXN-199 
AXN-199 
ΑΧΝ-199 
ΑΧΝ-199 
AXN-199 
AXN-199 
AXN-199 
AXN-199 


146-47007- 57 
146-47007- 59 
146-47007- 61 
146-47007- 62 
146-47007= 63 
146-47007- 64 
-|146-47007- 67 
146-47007- 68 
146-47007= 72 
146-47007- 73 
146-47007- 77 
146-47007- 79 
146-47007- 81 
146-47007- 83 
146-47007= 85 
146-47007- 87 
146-47007- 89 
146-47007- 91 
146-47007- 93 
146-47007- 95 
146-47007- 97 
146-47007- 99 
146-47007-101 
146-47007-103 
146-47007-104 
146-47007-105 
146-47007-106 
146-47007-107 
146-47007-108 
146-47007-109 
146747007-110 
146-47007-111 
146-47007-112 
146-47007-113 
146-47007-123 
146-47007-124 
146-47007-125 
146-47007-127 
146-47019, 
146-47019- 7 
146-47019- 9 
146-47019- 11 
146-47019- 13 
146-47022-100 
146-47022-200 
146-47023 
146747028- 3 
146-47028= 5 
: 

















































































AXA-84 
2E-116: 
2E-116 
XL-282 
XL-282 
XL-282 
XL-282 
XL-282 
2E-117. 

Β-114 
AXA-85 
ΧΑ-358 
ΧΑ-358 
26-222 
26-222 
26-222 
26-222 
26-222 


146-47045- 3 
146747046 
146-47046- 3 
146747047 
146-47047- 3 
146-47047- 5 
146-47047- 7 
146-47047- 9 
146-47048 
146-47049 
146-47050 
146-47057 
146-47057- 3 
146-47058 
146-47058- 3 
146-47058- 5 
9 
1 
































































146-47058- 
146-47058- 1 
146-47059 
146-47059- 3 
146-47059- 5 
9 
1 














146-47059- 
146-47059- 1 
146-47060 
146-47060- 3 
146-47062 













PODNNNANNNNNNNN SNNNNNNNNNO 














































146-47062- 
146-47065 
146-47067- 3 
146-47068 

146-47068- 3 
146-47068- 7 
146-47068- 9 
146-47068- 11 
146-47068- 12 
146-47068- 13 
146-47068- 17 
146-47068- 19 
146-47070 

146-47072- 7 
146-47072- 9 
146-47072-100 
146-47073 

146-47073- 3 
146-47073- 





































146-47019- 








2E-113 
2£-113 
2E-113 
2E-113 
































20-153 
2E-114 
2E-114 
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146-47028- 2E-114 

146-47029 D-451 146-47073- 

146-47029- 3 D-451 146-47074 

146-47029- 5 D-451 146-47074- 3 

146-47031 ΑΧΒ- 224 146-47074- 5 

146-47031- 3 AXB-254 146-470714- 7 

146-47032 ΑΧΒ-255 146-47074- 

146-47032- 3 AXB=255 

146-47033 2L-16 AXF-74 
146-47033- 3 2L-16 146-47074- ὰ AXF-74 
146-47033- 2 2L-16 146-47014- 17 AXF-76 
146-47033- 7 2L-16 146-47075 XL-285 
146-47033- 9 2L-16 146-47075-= 3 XL-285 


887 
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146-47075- 
146-47075- 
146747076 

146-47077 

146747078 

146747079 

146-47080 

146-47081 

146-47081- 
146-47081- 
146-47082- 
146-47082- 
(146-47083 

146-47084 

146-47085 

146-47086 

146-47087 

146-47088- 
146-47088- 
146-47089 

146-47089- 
146-47090- 
146-47090- 
146-47091 

146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47091- 
146-47092- 
146-47092- 
1456-47092- 
146-47092- 
146-47092- 
146-47092- 
146-47092-. 
146-47092- 
146-47093 

146-47094 

146747094- 
146-47095- 
‘| 146-47096- 
146-47097 

146-47098 

146-47100 
146-47108 
146-47112 










146-47115 


146-47115- 
146-47116- 
146-47116- 
146-47116- 
146-47116- 
146-47116- 
146-47116- 
146-47116- 
146-47116- 
146-47117 

146-47117- 
146-47117- 
146-47118 

146-47118- 
146-47118- 
146-47118- 
146-47121 

146-47122 

146-47123 

146-47405 

146-47405- 


888 





146-47115- 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


5 
10 


ww Un uy 
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ww FPONDOUWNH UW 


uw bw 










28 FIGURE 
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M1 






















































































TOTAL|MICROFILM 
QTY. | NUMBER 


NP?PSFONNNN-NNrPNNNNNNN mm” ps 
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STOCK NUMBER 
CLASS CODE 














XL-285 
XL-285 
2C-160 
2C-161 
. XL-168 
XL-169 
2C-162 
XL-171 
XL-171 
XL-171 
2C-163 
2C-163 

B-127 

B-128 

B-129 


146-47405- 








146-47410 
146-47410- 2 











146-47416- 
146-47416- 





















146-47417 










AXA-87 146-47417= 3 
AXA-88 1146-47417- 5 
XL-174 146-47418 
XL-174 146-47418- 3 
B-133 146-47418= 5 
B-133 146-47418- 7 
D-466 146747419 
D-466 146-47420- 
146-47420-10 
146-47421 
146-47421- 3 
146-47422= 3 
146-47422= 5 
146-47422- 7 
146-47422= 9 


146-47422- 11 
146-47422= 13 
146-47422- 15 
146747422- 17 
146-47422- 21 
146-47422- 25 
146-47422-100 
146-47423 


























AAA AN Peon 


146-47424 

146-47425 

146-47426 
146-47426- 3 

146-47428 
26-224 146-47428- 3 
26-224 146-47428- 5 
26-224 146-47428- 7 

26-224 1456747429 
26-224 146-47429- 3 
AXB=259 146-47431- 3 
2C-164 146-47431- 7 
2C-164 146-47431- 9 
2ς-165 146-47431- 13 
146-47431- 15 
20-166 146-47431= 17 
“0-469 146-47432- 3 

146747433 

D-74173 146747434 
2ς-167 146-47707- 71 

146-47801 







146-47801= 7 
146-47801- 11 
146-47601= 27 
146-47801- 29 
146-47801- 31 
146-47801- 35 
146-47801- 95 
146-47801- 97 
146-47801-101 
146-47801-103 
146-47801-105 
146-47801-115 
146-47801-119 
146-47801-127 
146747801-205 
146-47802- 11 
146-48001 

146-48002 

146-48002- 
146-48002- 
146-48002- 
146-48003- 















































XM-29 
XM-29 
XM-29 
XM-29 
XM-29 
XM-29 
XM-29 
XM-29 
AXN-99 
AXN-99 
AXN-99 
AXN-100 
AXN-100 
AXN-100 
AXN-100 
AXA-90 
AXA-91 
8-142 
D-478 
D-478 














[PARTNUMBER |] [PARTNUMBER |] 


146-47405- 9 



















Ou 


















e uu 










D-478 
D-478 
26-168 
20-168 
20-168 
ΑΧΑ-92 
AXF-63 
AXF-63 
AXF-63 
AXF-63 
ΑΧΕ-63 
ΑΧΕ-63 
ΑΧΕ-63 
ΑΧΕ-63 
26-227 
26-227 
26-227 

F-535 

F-535 

F-535 

F-535 
2Ε-122 








x 
m 
πω 





















XL-288 
XL-288 
M=76 
M=76 
M-76 
M-76 
Μ-76 
M-76 
M=76 
M-76 
M-76 
M-76 
M-76 
D-481 
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2E-123 












D-483 
D-484 
D-484 
F-536 
F-536 
F-536 
F-536 
XL-289 
XL-289 
2E-124 
2E-124 
2Ε-124 
2E-124 
2E-124 
2E-124 
XL-290 
8-145 
AXA-93 
AXN-199 
26-228 
26-228 
26-228 
26-228 
26-228 
26-228 
26-228 
26-228 
26-228 
26-228 
26-228 
26-228 
26-228 
26-228 
26-228 
26-228 
Ε-538 
M-77 
2L-21 
2L-21 
2L-21 
2L-21 
XJ-19 
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AN O1-60AABA-4 Numerical Index of 


Contractor Parts 
EE 
NUMBER 
REF 



















STOCK NUMBER 
PART NUMBER 























FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


STOCK NUMBER y 
CLASS CODE PART NUMBER 9 








28| FIGURE 
8 οἱ AND INDEX 
28 


a 
+ 
























































































146-48003- XJ719 3 2| XH-340 
5 1| XH-340 
146-48003- 3 1 XJ-19 146-48124- 6 1| XH-340 
1456-48003- 4 1 XJ-19 146-48124- 7 11 XH-340 
146-48003- 5 4 XJ-19 146-48124- 8 '1| XH-340 
146-48003- 7 E XJ-19 146-48125 4 | AXA-97 
146-48003- 9 2 XJ-19 146-48127 i|AXB-262 
146-48003- 11 1 XJ-719 146-48127- 1 1 [AXB-262 
146-48003- 13 1 XJ-19 146-48127- 2 1 JAXB-262 
146-48003- 15 1 XJ-719 146-48127- 3 2 |AXB-262 
146-48C03- 17 1 XJ-19 146-48127- 4 2 |AXB-262 
146-48003- 18 1 XJ719 146-48128 1 [AXC-499 
146-48003- 19 4 XJ-19 146-48128- 11 2 [AXC-499 

R82NA 146-48003- 20 1 XJ-19 i 
R82NA 1456-48004- 1 2 XJ-20 146-48130 AXF-64 
146-48130- 1 AXF-64 










XJ-20 


N 






R82NA 






146-748004- 


146-48130- 2 AXF-64 






























































146-48004-= 3 1 XJ-20 
146-48004- 4 I XJ-20 146-48132- 1 ΧΑ-367 
R82NA 146-48004— 5 4 XJ-20 146-48132- 2 XA-36T 
R82NA 146-48004- 7 4 XJ-20 146-48132- 23 ΧΑ-367 
R82NA 146-48004- 9 3 XJ-20 146-48132- 5 XA-36T 
R82NA 146-48094- 10 2 XJ-20 146-48132- 6 XA-367 
R82NA 146-48005- 1 1 XJ-21 146-48132- 7 XA-367 
145748132- 8 ΧΑ-367 
































146-48133 
146-48134 
146-48134- 11 
146-48134- 13 


N 


XJ-21 







146-48005- 


N 


R82NA 





























XJ=21 
XJ-21 

















146-48005- 
.|146-48005- 
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3 1 
4 1 
R82MA 146-48005- 5 2 XJ-21 146748136 
146-48005- 6 1 XJ-21 1467-48137 AXB-264 
R82NÀ 146-48005- 7 1 XJ-21 146-48127- 1 AXB-264 
R82NA 146-48005- 9 2 XJ-21 146-48137- 2 AXB-264 
R82NA 146-48027 1| AXA-94 146-48137- 3 AXB-264 
R82NA 146-48047 4| AXB-260 146-48137- 5 AXB-264 
146748138 AXA-99 
146-48048 ` 2C-169 146748139 D-498 
146-48048- 3 146-48140- 1 R M-85 
146-48050- 15 26-230 146-48140- 2 RE N-85 
146-48050- 30 26-230 146-48140- 3 1 1-85 
146-48101 AXC-494 146-48140- 5 : 2 M-85 
146-48101- 3 AXC-494 146-48142 - 20 1 |[AX8-265 
146-48101- 4 AXC-494 1456748144 - 20 4| XE-180 
146-48101- 5 AXC-494 146-48145 - 2 4 B-157 
146-48101- 6 AXC-494 - 37 
146-48101- 15 AXC=494 146-48146 1 B-159 
146-48101- 17 AXC-494 146-48148 1 ΧΗ-29 
146-48101- 19 AXC-494 146-48149 60 27 [AXB=266 


AXC-494 67 


AXC-494 
AXC-494 


146-48101- 31 
146-48101- 32 
146-48101- 33 







64 
71 


= 6 
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2E-125 
2E-125 


1467481527 
146-48152- 
146-48155 


N 






146-481017 34. AXC-494 

146748102 = AXC-495 30 
14546-48103 - 18 AXC-496 35 
14546-48104 - 14 AXB-261 146-48149- 

146-48105 mS AXC=-497 146-48150 - 59 
146-48106 =. 13 D-490 - 63 
14567-48107 = 9 B-148 2-8 
146-48108 - 10 D-491 - 28 

- 40 146-48151 - 17 AXA-101 


146-48109 















146-48110 






















































146-48111 26-231 146-48156- 4 | 26-232 
146-48112 ΑΧΑ-95 146-48156- 8| 26-232 
146-48112- 7 AXA-95 146-48156- 4| 26-232 
R82NA 146-48113- 1 XH-338 146-48156- 4 | 26-232 
R82NA 146-48113- 2 XH-338 146-48156- 1 4| 26-232 
146-48113- 3 ΧΗ-338 146-48157- 2 D-503 
146-48113- 4 ΧΗ- 238 146-48157- 2 0-503 
1146-48116 AXC~498 146-48157- 2 2 0-503 
146-48116- 10 ΑΧς” 498 146” 48161” XJ-723 
146-48116- 21 AXC-498 146-48161- XJ=23 











XF-137 
ΧΕ-137 
ΧΕ-137 
ΧΕ-137 
ΧΕ- 1327 
ΧΕ-137 
XF-137 
XF-138 
ΧΕ-138 
ΧΕ-130 


146-48162- 
146-48162- 
146-48162- 
146-48162- 
146-48162- 
146-48162- 
146-48162- 
146-48163- 
146-48163- 
146-48163- 


146-48117- 10 
146-48118 
146-48118- 11 
146-48119 
146-48119- 10 
146-48119- 11 
146-48121 
146-48123 
146-48124- 
146-48124- 


B-151 
,B-151 
2C-170 
2C-170 
2C-170 
XE-287 
2C-171 
ΧΗ- 3240 
ΧΗ- 340 
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R82NA 
R82NA 


R82NA 
R&2NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
RO2NA 


R82NA 
R82NA 


890 


146-48163- 
146-48163- 
146-48163- 
146-48163- 
146-48163- 
146-48163- 
146-48163- 
146-48163- 
146-48163- 
146-48164- 
146-48164- 
146-48164- 
146-48164- 
146-48164- 
146-4816 4~ 
146-48164-. 
146-48164- 
146-48164- 
146-48165- 
146-48165- 
146-48165- 
146-48165- 
146-48165- 
146-48166 

146-48167- 
146-48167- 
146-48167- 
156-48167- 
146-48168 

146948169 

146948370 

146-481719 
146-48171- 
146-48172- 
146-48172- 
146-48172- 
146-48172- 
146-48172- 
146-48172- 
146-48172- 
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{146”-48172- 


146-48172- 
146-48172- 
146-48172- 
146-48172- 21 
146-48172-101 
146-48172-102 
146-48173- 
146-48173- 
146-48173- 
146-48173- 
146-48173- 
146-48173- 
146-48174- 
146-48174- 
146-48174- 
146748174- 
146-48174- 
146-48174- 
146-48174- 
146-48174- 
146-48174- 
146-48174- 
146-48174- 
146-48174- 
146-48174- 
146-48174- 
146-48175 
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1146-48176- 


146-48176- 
146-48181 

146-48182- 
146-48182- 
146-48182- 
146-48182- 
146-48182- 
146-48182- 
146-48182- 
146-48183 

146-48184- 
146-48184- 
146-48184- 
146-48184- 
146-48184- 
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XF-138 
XF-138 
XF-138 
XF-138 
XF-138 
ΧΕ-138 
ΧΕ-138 
ΧΕ-138 
XF-138 
XE-385 
XE-385 
XE-385 
XE-385 
XE-385 
XE-385 
XE-385 
XE-385 
XE-385 
XE-291 
XE-291 
XE-291 
XE-291 
XE-291 
XH=344 
XE-182 
XE-182 
XE-182 
XE-182 

F-562 
XH-178 

0-506 

XJ-24 

XJ-24 


2L-23 
2L-23 


XE-386 
XE-386 
XE-386 
XE-386 
XE-386 
XE-386 
XE-386 
XE-386 

2U-50 
Η- 145 
H-145 
XJ-125 


| XF-140 


XF-140 
XF-140 


ΧΕ-140' 


ΧΕ-140 
ΧΕ-140 
ΧΕ-140 
ΧΗ- 345 
ΧΕ-292 
XE-292 
XE-292 
XE-292 
XE-292 


STOCK a ae 
PART | PART NUMBER | 


146-48185 
146-48186 
146~48190 
156-48190- 


146-48190- 
146-48190- 
146-48190- 
146-48190- 
146-48191 
146-48192 


146-48193 
146-48193- 


]1456-48193- 


146-48193- 


146-48196- 
146-48196- 
146748197- 
1456-748197- 
146-48198 

146-48198- 
146-48198- 
146-48199 


146-48199= 
146-48201 
146-48203- 


:1146-48206 


146-48206- 
146-48206- 
146-48206- 
146-48207 

146-48208= 
146-48208- 
146-48208- 


"1146-48208- 11 


146-48208- 13 
146-48208- 
146-48210 
146-48211 
146-48211- 
146-48211- 
146-48211- 
146-48211- 
146748216 
146-48216- 
146-48216- 
146748216- 
146-48216- 
146-48218 
146-48219 
146-48219- 
146-48221 


146-48222 


146-48223 
146-48223- 


146-48224 
146-48225 
146-48226 
146-48227 
146-68228 


146-48229 
146-48240 
146-48241 
146-48294 
146-48303 
146-48307 
146-48308 
146-48312 
146-48313 
146-48315 





AXC-500 
D-507 


0-508 


N 


2E-126 
2Ε-126 
2Ε-126 
2Ε-126 
ΑΧΒ- 268 
AXB-268 
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~ 
a 


2E-127 
2E-127 
2E-127 
2E-127 
2C-173 
8-175 
B-175 
B-175 
B-175 
B-175 
AXC-501 
AXC-501 
AXC-501 
AXC-501 
AXC-501 
260-114 
20-175 
260-175 
0-515 
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2Ε-128 


AXC-502 
AXC-502 


XA-175 
B-178 
ΑΧΑ-103 
8-180 
AXA-104 


AXB-271 
2E-129 


ΧΗ-348 
D-520 
XE-186 
XE-43 
26-235 
ΧΗ-30 


0 ο ο 
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TOTAL| MICROFILM 
QTY. | NUMBER 










STOCK NUMBER MICROFILM FIGURE 
NUMBER AND INDEX 






PART NUMBER 


STOCK NUMBER U 
CLASS CODE PART NUMBER > 
E 




































































































20-51 
2U-51 
2U-51 


'|146-48620- 15 
|146-48620- 16 
146-48620- 17 























F-575 
XH-31 
26-218 
26-218 
26-218 
26-218 









146-48321 
146-48322 
146-48323 

146-48323- 11 
146-48323- 21 
146-48323- 31 
















146-48316 1|AXB-273 1467-48503 1 |AXB-276 

146-48316- 3 1|AX8-273 146-48503- 1 1 

146-48316- 7 1|AXB-273|. 146-48503- 2 1 

146-48316- 9 1|AX8-273 146-48503- 3 1 
146-483167 11 2 146-48503- 4 3 [AXB-276 
R82NA 146-48316- 21 “1|AXB-273 146-48503- 7 1 [AXB-276 
R82NA 146-48318 1] AXC-504 8 1 ΙΑΧΒ” 276 
146-48318- 3 1|AXC-504 1| 2E-130 
146-48318- 5 1|AXC-504 146748601 1 2L-26 
146-48318- 7 1|AXC-504 146-48601- 11 1 2L-26 
146-48318- 9 1|AXC-50^ 146-48601- 12 1 2L-26 
146-48320 2|AXC-505 146-48620 1 2U-51 

REF 

REF 

1 

1 


146-48620- 18 2U-51 













XH-187 


rr d 


146-48629- 
146-48630-- 3 
146-48630- 4 
146-48630- 11 
1467486231 . 
146748632 






























[P 
Wu o mr Imc 






26-238 
26-238 
26-238 


146748324 
146-48324- 12 
146-48324- 21 











Pur 































146-48324- 31 1| 26-238 146-48633 * 
146748325 * L]AXN=102 1146-48637 = 
146-48325- 11 1|AXN-102 146-48644- 7 





146-48644- 9 
146-48644- 11 
146-48645- 1 
146-48645- 9 
146-48645- 12 

















146-48325- 12 AXN-102 




















F-579 
F-579 













146-48326- 
146-48326- 2 

































146-48327 0-525 146-48650- 3 XJ-28 
146-48328 0-527 146-48650- 7 XJ-28 
146-48329 20-176 146-48650- 13 XJ-28 


146-48650- 51 XJ-28 
146748651 


146-48652 

































146-48330 | XK=494 26-241 



















































































146-48653 Χς-39 

146-48331- 1 26-239 146-48653- 3 Χς-39 
146-48331- 2 26-239 146-48653- .5 Χς-39 
146-48331- 3 . 26-239 146-48653- 6 XC-39 
146-48331- 4 26-239 146-48653- 7 XC-39 
146-48333 ΑΧΑ-106 |146-48653- 8 Χς-39 
146-48653- 9 XC-39 
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ο 
ο 








































































































146-48334 12 F-582 146-48653- 11 χς-29 
146-48336 XH-183 146748653- 13 XC-39 
146-48336- 3 XH-183 146-48653- 15 xC-39 
146-48337 - ΧΗ- 184 146-48653- 19 χς-29 
146-48338 - 47 XH-185 146-48653- 21 XC-39 

R82NA 146-48339 - 11 AXB-274 146-48653- 23 XC-39 
R82NA 146-48340 - 4 AXB-275 146-48653- 24 XC-39 
- 34 146-48ό53- 25 XC-39 

R82NA 146-48341- - 20 XE-189 146748654 F-589 
R83NA 146-48242- 12 - 40 XE-189 146-45655 26-242 
146748243 - 25 B-189 146748656 F-591 

- 44 146748657 F-592 

























































































































































































































: . 146-48657- 3 F-592 
R83NA 146-48344 AXA~107 146-48657- 3 F-592 
146-48657- 7 F-592 

146-48345 AXA-108 146-48658 B-193 
146-48346 | 146-48659 D-548 
146-48346- 6 26-240 146-48660 2E-131 
146-48346- 7 26-240 146-48660- 3 28-131 
156-48346- 8 26-240 146-48661 D-550 
146-48346- 9 26-240 146-48662 XH-356 
146-48346- 10 146-48662- 3 ΧΗ-356 
146-48346- 11 26-240 146-48662- 5 ΧΗ-356 
146-48246- 20 146-48662- 7 XH-356 
146-48347 i| XE-190 146-48663 XA-373 
146-48349- 1 1 XE-192 
146-48249- 2 1 B-194 
146-48361 1 ΧΑ- 274 

R&2NA 146-48262 2 XA-314 
R82HA 146-48363 1 XA-374 
R82N 146-48264 2| .XH-355 XC-40 
R82NA 146-48365 1| XH-186 XC-40 
R82KA 1467-48366 1|AXD-405 XC-40 
R82NA 146-48367 1| XH-465 XC-40 
146-48501- 21 REF 2L-25 146-48667- 10 XC-40 
146-48667- 11. Χς-40 

2L-25 146-48667- 12 XC-40 


146-48501- 
146-48592 
146-48502- 21 


XC-40 
XC-40 


146-48667- 13 
146-48667- 15 
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146-48667- 
146-48661- 
146-48667- 
146-48667= 
146-48667- 
146-48668 

146-48668- 
146-48670 

146-48670- 
14648671 

146~48672- 
146-4867 2= 
146-48672- 
146-48672- 
146-48672- 
146-48672= 
146-48673 

146-4867 4= 
146-48674- 
146-48675 

146-48677 

146-48679 

146-458679- 
146-48679- 
146-48679- 
146-48679- 
146-48679- 
146-48579- 
146-48680 

146-48680- 
146-46680~ 
146-48680- 
146-48680- 
146-48680- 
156-48680- 
146-48680- 
146-48680- 
146-48680- 
146-48680- 
146-48680- 
146-48680- 
146-48681 

146-48682 

146-48683 

146-48684 

146-48685 

146-48686 

146-48687 

146-48688 

146-48689 

146-48690 

146-48690- 
146-48690- 
156-48690- 
146748691 

146-48692 

146-48693 

146-48693- 
146-48693- 
146-48693- 
146-48693- 
146-48693- 
146-48693- 
146-48693- 
146-48693- 
146-48693- 
146-48693- 
146-48693- 
146-48696 

146-48696- 
146-48696- 
146-48696- 
146-48696- 
146-48696- 
146-48596- 
146-48696- 
146-48696- 
146-48696- 
146-48696- 
1456-48696- 
146-48696- 
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.RO2NA 












R82NA 
R82NA 











R82NA 
R82NA 










R82NA 
R82HA 













R82NA 
R82NA 


146-48696- 
146-48696- 
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XC-40 
XC-40 
XC-40 
XC-40 
XC-40 
F-597 
F-597 
26-243 
26-243 
F-599 
F-600 
F-600 
F-600 
F-600 
F-600 
F-600 
0-551 
F-601 
F-601 
8-195 
8-196 
F-602 
F-602 
F-602 
F-602 
F-602 
F-602 
F-602 
2L-28 
2L-28 
2L-23 
2L-28 
2L-28 
2L-28 
21-78 
21-28 
21-28 
2L-28 
2L-28 
2L-28 
2L-28 
B-197 
8-198 
F-603 


AXF-65 
ΑΧΕ-65 
ΑΧΕ-65 
ΑΧΕ-65 
ΑΧΕ-65 
AXF-65 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF-66 
AXF~66 
AXF~66 
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AN O1-60AABA-4 






















CLASS CODE| —  PARTNUMBER |29| AND INDEX | QTY. | NUMBER 
146-48696- 36 21 - 9 1 
146-48696- 39 
146-48696- 40 
146748697 
146748698 
146-48699 
146-48700 
146-48700- 3 
146-48751- 1 






















146-48751- 2 






146748152 
146-48752= 3 
146748753 
156748754 
146-48754- 
146-48754- 
146-48754= 











ru Jsw 





[ο] 
> 
o 
! 
5 
ο 
Y 
un 
t 
t 
Pe 


146-48754- 
146-48756 
146-48757 
146-48758 
146748759 
146-748759- 
146748760 
146748761 
146-48762 
146-48763 
146”-4Ε763- 
146-48764 


















26-244 
2E-132 
D-555 
F-610 
F-610 



















vU 









ω 






























































































































146-48764=- 3 
146-48764= 7 
146-48764- 10 
146-48765 20-179 
146-48766 20-180 
146748767 AXA-109 
146748768 8-208 
146-48769 F-611 
146-48769= 23 F-611 
146-48770- 3 2E-135 
146-48770- 5 2E-135 
156-48770- 7 2E-135 
146-48770- 9 2E-135 
146-48771= 1 2E-136 
146-458771- 2 2E-136 
146-48771- 3 26-136 
146-48772 2Ε-137 
146-48772- 3 2Ε-137 | 
146-48772- 5 2E-7137 
146-48773 2C-181 
146748774 F-612 
146-48774- 3 F-612 
146748775 AXC-510 
146-48775- 3 AXC~510 
146-48776 26-245 
146-48776- 3 26-245 
146748776- 5 26-245 
146-48776- 7 26-245 
"1146-48777 XA-380 
146-48801 AXA-110 
146-48801- 





146-48802- 
146-48803 
145-48803- 
156-48803- 
146-48805 
146-48506 
146”-48806- 32 
146-48807 
156-48807- 3 
146-48£08 
146-458808- 3 
146-48809 







Uo, 




























*111 
AXA-112 
ΑΧΑ-112 
AXA~113 
AXA-113 
AXA-114 

































146-48810 AXA-115 


146-48810- 3 ΑΧΑ-115 
146-45811- 1 2E-138 
146-488l1- 2 2Ε-138 
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AN ΟΙ-6ΟΑΑΒΑ-4 Numerical Index of 
Contractor Parts 


DET — NUMBER .FIGURE | TOTAL| MICROFILM 
CLASS CODE PART [PARTNUMBER | AND INDEX |"QTY. | NUMBER 
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146-48811- 3 2E-138 146-48862- 86 1] XH-359 
146-48811- 4 2E-138 146-48862- 80 1| XH-359 
146-48811- 5 2E-138 146-48862- 92 1| XH-359 
146-48811- 6 2E-138 146-48862- 96 1] XH-359 
146-48811- 7 2E-138 146-48862- 97 1] XH-359 
146-48811- 9 2E-138 146-48862- 90 1| XH-359 
146-48812- 1 2E-139 146-48862- 99 1| XH-359 
146-48812- 2 2E-139 146-48862-100 1| XH-359 
146-48812- 3 2E-139 146-48862-102 1| XH-359 
146-48812- 5 2| 2E-139 146-48862-104 1| XH-359 
146-48814 2 B-217 1467488627106 1| XH-359 
146-48814- 3 2| 8-217 146-48862-120 1| XH-359 
146-48815 1|AX8-281 146-48862-122 1| XH-359 
146-48815- 1 1|AXB-281 -1146-48862-123 1| XH-359 
146-48815- 2 1|AX8-281 146-48862-124 1| XH-359 
146-48815- 3 1|AX8-281 146-48862-125 1| XH-359 
146-48815- 4 1|AXB-281 146-48862-126 1| XH-359 
146-48815-= 5 1|AX8-281 146-748862-127 1| XH-359 
146-48815- 6 1|AX8-281 146-48862-129 1| XH-359 
146748816 1| XK-126 146-48863- 6 1| 26-2417. 
146-48816- 3 1| XK-126 146-48863- 8 1| 26-247 
146-48817 i| XK-127 146-48863- 11 1| 26-247 
146-48817- 3 1| XK-127 146-48864- 19 1 D-573 
146-48819 2| XL-179 146-48864- 21 1 D-573 
146-48820 1 D-569 146-48864= 27. 4] D-573 
146-48820- 3 +1 D-569 146-48864- 35 1 D-573 
146-48820- 5 1| 0-569 146-48864- 36 1 0-573 
146-48821 1 D-570 146-48867- 4 1| 2F-644 
146-48822 1|AX8-282 146-48867- 5 1| 2F-644 
146-48322- 1 1|AX8-282 146-48867- 11 1| 2F-644 
146-48822- 2 1| AXB-282 146-48869- 5 1| XH-360 
146-48822- 3 1|AX8-282 146-48869- 7 1| XH-360 
146-48822- 4 1|AXB-282 146-48869- 9 1| XH-360 
146-48822- 5 1|AX8-282 146-488669- 21 1 ΧΗ-360 | 
146-48822- 6 1|AX8-282 146-48869- 32 1| XH-360 
146748824 2| 2Ε-140 146-46869- 50 1| XH-360 
146-48824- 7 2| 2Ε-140 146-48869- 51 1| XH-360 
146-48824- 8 2| 2E-140 146-48869- 52 1} XH-360 
14546-48825 2 8-221 1] XH-360 
14546-48826 2 B-222 1| XH-360 
146-48827 f 1 B-223 146-48869- 55 1| XH-360 
146-48828 2| 2C-184 146-48869- 56 1| XH-360 
146-48829 1|AXA-116 146-48869- 57 1| XH-360 
146-48829- 3 1|AXA-116 146-48869-100 1| XH-360 
146-48829- 5 1|AXA-116 146-48869-101 1| XH-360 
146-48851 1| XH-357 146-48870- 19 1| XH-361 
146-48851- 3 1| XH-357 146-48870- 21 1| XH-361 
146-48851- 5 1| XH-357 146-48870- 25 1| XH-361 
146-48851- 13 1| XH-357 146-48870- 29 1| XH-361 
146-48860- 10 1| XE-298 146-48870- 40 1| XH-361 
146-48860- 11 1| XE-298 146-48870- 41 1| XH-361 
146-48860- 13 1| XE-298 146-48870- 45 1| XH-361 
146-48860- 15 1| ΧΕ-298 146-48870- 62 1| XH-361 
146-48860- 28 1| XE-298 146-48870- 71 | 1| XH-361 
146-48360- 29 1| XE-298 146-48870- 73 1] XH-361 
146-48860- 32 1| XE-298 146-48870- 79 1 | XH-361 
146-48860- 33 1| XE-298 146-48870- 80 1| XH-361 
146-48860- 65 1| XE-298 146748871 1| XE-303 
146-48860- 66 1| XE-298 146-48871- 3 2| XE-303 
146-48860- 80 i| XE-298 146-48871-= 5 2| XE-303 
146-48860- 87 1| XE-298 146-48874 1| 2£-141 
146-48860- 95 1| XE-298 146-48874- 3 1| 2£-141 
146-48860- 96 1| XE-298 146-48874- 5 1| 28-141 
146-48860-121 1| XE-298 146-48875- 9 2 6-2 
146-48860-167 1| XE-298 146-48875- 11 1 G-3 
146-48862- 12 1| XH-359 146-48875- 13 1 6-3 
146-48862- 14 1| XH-359 146-48875- 15 2 G-3 
146-48862- 16 1| XH-359 146-748875- 17 1 G-3 
146-48862- 19 2| XH-359 146-48875- 25 1 
156-48862- 21 1] XH-359 146-48876-= 9 .. 1 
146-48862- 28 1| XH-359 146-48876- 11 2 
146-48862- 33 1| XH-359 146-48876- 13 2 
146-48862- 37 1| ΧΗ-359 146-48876- 15 1 
146-48862- 39 1| XH-359 146-48878 1 
146-48862- 42 1| xH-359 146-48878- 7 2 
146-48862- 43 1| XH-359 146-48878- 9 ^" 2|AX8-283 
146-48862- 53 4| XH-359 146-48878- 17 2 |AX8-283 
146-48862- 55 1| XH-359 146-48879- 1 1| 26-248 
146-48862- 56 1| XH-359 146-48879- 2 1| 26-248 
146-48862- 59 1| XH-359 146-48879- 9 1| 26-248 
146-48862- 60 1| XH-359 1456-48879- 10. i| 26-248 
146-48862- 66 1| XH-359 146-48879- 11 1| 26-248 
146-48862- 74 1| XH-359 146-48879- 12 1] 26-248 
146-48862- 80 1| XH-359 13 1} 26-248 








146-48879- 
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146-48879- 14 26-248 146-51068- 1| D-600 
146-48880 146-51068- 2 1| D-600 
146-48880- 3 146-51069 4| D-601 
146-48880- 5 146-51069- 3 4| D-601 
146751010 146-51073- 3 1| D-602 
146-51010- 3 146-51073- 5 1| D-602 
146-51010- 5 1467251074 2 
146-51028 146-51074- 3 2 
146-51033 146-51075- 1 M-128 
146-51039 146-51075- 2 M-128 
146-51041 146-51075- 3 M-128 
146-51042 26-250 146-51075- 4 M-128 
146-51075- 5 M-128 
146-51043- 3 XE-394 146-51075- 6 M-128 
146-51043- 5 XE-394 146-51075- 7 M-128 
146-51043- 9 XE-394 146-51075- 8 M-128 
146-51043- 11 XE-394 1146-51075- 11 M-128 
146-51043- 13 XE-394 146-51075- M-128 
146-51043- 15 XE-394 M-128 
146-51044 AXD-406 M-128 




























146-51075- 
146751076- 


24 Μ-128 
1 
146-51076- 3 
5 
7 


2E-146 
2E-146 
2E-146 
2E-147 
AXB-285 
AXB-285 
AXB-285 
B-238 
:B-238 
8-239 
XE-46 
B-241 


146-51044- 3 
146-51044= 5 
146-51044- 
146-51044- 
146-51044- 
146-51044- 
146-51045 

146-51046 

146-51046- 3 
146-51047= 7 
146-51047- 15 
146-51047=" 19 
146-51047- 21 


AXD-406 
AXD-406 
AXD-406 
AXD-406 
AXD-406 
AXD-406 
B-228 
D-588 
*D-588 
2E-142 
2E-142 
2Ε-142 
.2E-142 
















146-51076- 
146-51078- 
146-51079 
146-51079- 3 
146-51079- 12 
1 
2 






T BÍ 
Nur Oo 







































146-51083- 
146-51083- 
146-51086 
146-51089 
146-51090 























































146-51047=.25 2E-142 146-51091 D-606 
e 146-51047- 27 2Ε-142 146-51092 D-607 
R82NA 146-51048-= 5 2E-143 146-51096- 3 2E-148 
R82NA 146-51048= 7 2E-143 -μὀ6-51096- 5 2E-148 
R82NA 146-51049 > . 2C-185 146-51096- 7 2E-148 
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146751050 2C-186 146751096- 9 2E-148 
R82NA 146-51050- 5 2C-186 146751096- 13 2E-148 
R82NA 146-51050- 7 146-51096- 19 2E-148 

146751051 146-51096- 21 2Ε-148 
R82NA 146-51052 146-51096- 23 2E-148 

146-51056 146-51096- 24 2E-148 

146-51056- 3 146-51096- 25 2E-148 

146-51056- 5 146-51096- 26 2E-148 

146-51056- 7 146-51096- 2E-148 

146-51057 2E-148 

146-51057-. 3 2E-148 

146-51057- 5 ) ( 2E-148 

146-51057- 7 146-51096- 2E-148 

146-51058 146-51097- 3 M-129 

146-51058- 3 146-=51097- 5 M-129 

146-51058- 5. 146-51097- 7 M-129 

146-51058- 7 146-51097- 9 M-129 

146751060 146-5109Τ- 11 Μ-129 

146-51060- 3 . [146751097- 50 M-129 

146751061 146751101 26-251 

146-51061- 3 26-251 

146-51061- 5 26-251 

146-51061- 7 26-251 

146-51061-. 9- 26-251 

146-51062 146-51102 | M-130 

146-51062-= 3 : 146-51102- -3 M-130 

146-51063 146-51102- 5 Μ-130 

146-51063- - 3 XK-128 

146751064 

146-51064- 3 26-252 

146-51066- 5 2G-253 

'146-951065- 7 D-611 

146-51064- 9 146-51543- D-611 










2U-53 
2U-53 
2U-53 
2U-53 
2E-150 


'|146-51064- 11 
,J146751064- 13 
|146-51064- 15 
| 196-51064- 17 
.|166-51064- 19 


146-51544 
146-51544- 3 
146-51544- 11 
146-51544- 19 
146751547 
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146751065 

146-31066 

146-51066- 3 146751548 AXB-287 
146-51067- 1 146-51548- 7 

146-51067- 2 146-51548- 9 

146-51067- :3 146-51548- 11 AXB-287 
146-51067- 4 146-51801- 3 2L-31 
146-51068= 1 4 2L-31 






146-51801- 
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146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-21 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-21 
146-51801- 2L-31 
146-51801- 2L=31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-21 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 21-341 
1456-51801- 21-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 21-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L=31 
146-51801- 21-31 
146-51801- ¿31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801- 2L-31 
146-51801-101 21-31 
146-51801-102 2L-31 
146-51801-111 2L-31 
146-51801-112 2L-31 
146-51801-113 2ἱ.” 31 
146-51801-114 2L-31 
146-51801-115 2L-31 
146-51801-116 21-31 
146-51801-117 2L-31 
146-51801-118 2L-31 
146-51801-122 2L-31 
146-51801-123 2L-31 
145-51301-124 : 2L-31 
146-51801-125 2L-31 
146-52003 2L-33 
146-52003- 20 2L-33 


STOCK NUMBER 








146-52008 
146-52009 
146-52009- 20 
146-52009- 40 
146-520100 
146-520100- 3 
146-520100- 5 
146-520100- 7 
146-520101 
146-520102 
146-520104 
146-520105 
|146-7520106 
1467520108 


ΑΧΑ-138᾽ 
ΑΧΑ-138 
AXA-138 
AXA-138 
AXA-139 
2E-152 
2E-153 
2C-188 
2C-189 
AXA-140 
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146-520108- ΑΧΑ-140 


2 
m 
^n 


AXC-513 
AXC-512 
AXA-141 
2ς-190 
ΑΧΑ- 142 
2L-36 
2L-36 
2L-36 
2L-36 
XE-59 
ΑΧΑ” 143 
AXA-143 
ΑΧΑ-143 
ΧΚ-166 


146-520109 
146-52011 
146-520110 
146-520111 
146-520112 
146-520115 
146-520115- 
146-520115- 
146-520115- 
146-520116 
1467520117 
146-520117- 
146-520117- 
146-520118 
146-520119 
146-520121 
1467520124 
146-520124- 
146-520124- 


B-411 
AXA-144 
AXA-144 
AXA-144 
ΑΧΑ-145 
ΑΧΑ-145 
AXA-145 
ΑΧΑ-146 
ΑΧΑ-1 46 
ΑΧΑ-146 
AXA-147 
AXA7147 
ΑΧΑ” 147 
AXA-148 
ΑΧΑ” 148 
ΑΧΑ” 148 

26-254 

M-155 

M-155 

M-155 

M-155 

M-155 

M-155 

M-155 

Μ-155 

Μ-155 
ΑΧΑ-149 

B-418 

20-192 
AXA-121 
AXB-288 
AXA-122 

2U-54 

20-193 
AXB-289 

XL-181 

XL-181 

2E-154 


5 
1 
1 
1 
1 
1. 
1 
2 
1 
1 
8 
2 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


146-520126- 
146-520127 
146-520127- 
146-520127- 
146-520128 
146-520128- 
146-520123- 
RÉ2NA 146-520129 
146-520131 
146-520131- 
146-520131- 
146-520131- 
146-520131- 
146-520131- 11 
146-520131- 13 
146-520131- 15 
146-520131-100 
146-520132 
146-520133 
146-520134 
146-52015 
146-52016 
146-52022 
146-52025- 
146-52033 
146-52034 
146-52035 
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AXA-124 
AXA-124 
8-267 
6-20 
6-20 
6-20 
6-20 
6-20 
ΑΧΑ-125 


146-52038 
146752038- 
145752039 
146752043 
146-52043- 
146-52043- 
146-52043- 
146-52043- 
146752044 
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146-52005 2L-34 


146-52006- ΧΕ-152 


MA μὴ 152 [ὁ δ) [2-1 -» 





146-52006- XF-152 


Revised 15 September 1955 895 











Section Ill. 
"Numerical Index of . AN 01-60AABA-4 


Contractor Parts 
FIGURE |TOTAL|MICROFILM STOCK NUMBER : FIGURE | TOTAL! MICROFILM 
AND INDEX | QTY. NUMBER | | CLASS CODE]. PART NUMBER AND INDEX | QTY. | NUMBER 


146-52086- 1 
AXA-125 


| CLASS CODE | PART NUMBER 
146752087 
AXA-126 


146-52044- 3 
146-52045 146-52087- 
: 146-52087- 


146-52088 
146-52080- 
146-52088- 
146-52089 
146-52089- 
146-52089- 
146-52090 
146-52090- 
146-52090- 
146-52091 
146-52091- 
146-52091- 
146-52094 
146-52094- 
146-52094- 
146-52094- 
146-52094- 
146-52095 
146-52095- 
146-52096 
146-52096- 
146-52097 
146-52097- 
146-52097- 
146-52098 
146-52098- 
146-52099 
146-52099= 
146-52155- 
146-52158 
146-52158- 
146-52158- 
146-52204 
146-52205 
146-52206 5 
146-52207 
146-52209 











wn 


146-52045- 
R82NA 146-52046 
146-52047 
R82NA 146-52048 
R82NA 146-52048- 
146-52049 
146-52049- 
146-52049- 
146-52049- 
146-52049- 
146-52049- 
146-52049- 
146-52049- 
146-52049-101 
1146-52051 
146-52051- 
[146752053 
146-52053- 
146-52053- 
146-52053- 
146-52053- 
146-52054 
146-52054- 
146-52054- 
146-52055 
146-52055- 
146-52055- 
146-52056 
146-52056- 
146-52056- 
146752057 
146-52057- 
146-52057- 
146-52057- 
146-52057- 
146-52058 
146-52059 
146-52059- 
146-52059- 
146-52069 
146-52072 
146-52072- 
146-52072- 
146-52073 
146-52073- 
146-52074 
146-52074- 
146-52074- 
146-52074=- 
146-52075 
146-52075- 
146-52075- 
146-52077 
146-52077- 
146752078 
146-52078- 
146-52078- 
146-52078- 
146-52079 
146-52079- 
146-52079- 


AXA-126 
B-273 
2ς-194 
2E-155 
2E-155 


OP ωωωι- 


Ὁ 
ῃ 
> 


AXC-514 
AXC-514 
AXC-514 
'AXC-514 
AXC-514 
AXC-514 
AXC-514 
AXC-514 
ΑΧΑ-128 
AXA-128 
G-24 


AXA-133 
AXA-134 


AXA-136 
AXA-136 
AXA-137 
AXA-137 


M-148 
D-643 


a2 PO IND ο IND I2 iS jS I di (5 IN τὸ PRP ES RPP RPP PRP PH ED. γα gea e I {212}; PPP 


B-307 
B-308 

AXB-294 

146752216 

146752218 

146-52218- 

146-52218- 

146-52218- 

146-52218- 

146-52218- 

146-52219 

146-52219- 

146-52219- 

156752224 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-752224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146-52224- 

146752225 

146-52228 

146-52229 

146-52235 

146-52237 

146-52239 Ρ : 

146-52240 Ρ1|186 - 26 

146-52241 

156-52242 

146-52243- 

146-52243- 

156-52242- 

146-52243- 

146-52244 


M-150 
M-150 
M-150 
Μ-150 
Μ-150 
Μ-150 
6-32 
6-32 
6-32 
ΧΕ-154 
XF-154 
XF-154 
XF-154 
XF-154 
XF-154 
XF-154 
ΧΕ-154 
ΧΕ-154 
ΧΕ-154 
XF-154 
ΧΕ-154 
XF-154 
XF-154 
ΧΕ-154 
XF-154 
XF-154 
XF-154 
ΧΕ-155 
8-313 
8-314 
B-319 
XL-7371 
20-199 
2E-161 
6-35 
6-36 
D-652 
D-652 
D-652 
D-652 
XH-363 


XK-411 
XK-411 
XK-411 
ΧΚ-411 

D-624 
. D-624 

D-624 
AXB-292 
AXB-292 
ΑΧΒ-293 
AXB-293 
AXB-293 
AXB-293 
ΑΧΑ-130 
AXA-130 
ΑΧΑ-130 
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ΑΧΑ-131 
2ς-196 
AXA-132 
6-27 
6-27 
6-27 
6-27 
6-27 
6-27 
6-27 
2E-156 
2E-156 
2E-156 
2E-157 
2E-157 
2E-157 
D-629 
D-629 


146-52080 
146-52081 
146-52082 
146-52083 
146-52083- 
146-52083- 
146-52083-. 
146-52083- 
146-52083- 
146-5208 3- 
146-52084 
146-52084- 
146-52084- 
146-52085 
146-52085- 
146-52085- 
146-52086 
146-52086- 
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Section {| 


AN O1-60AABA-4 - Numerical Index of 
Contractor Parts 















STOCK NUMBER $ 
o 








146-52249 
146-52250 
146-52251 
146-52251- 
146-52251- 
146-52252 
146-52252- 
146-52252- 
146-52253 
146-52255 
146-52256 
146-52257 
146-52258 
146752258- 
146752259 
146752261 
146-52261- 
146-52261- 
146-52271 
146-52308 
146-523100 
146-523100- 
146-523101 
146-523101- 
146-523101- 
146-523102 










146-523103 





| 146-523104 











146-523106 
146-523107 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
146-523108- 
1467523109 

146-523112 

146-523112- 
146-523112- 
146-523112- 
146-523112- 
146-523112- 
146-523114 

146-523115 

146-523117 

146-523118 

146-523118- 
146-523118- 
146-523118- 
146-523118- 
146-523118- 
146-523118- 
146-523120 

146-523120- 
146-523120- 
146-523121 

146-523122 

146-523122- 
146-523122- 
146-523123 

146-5231237 
146-523123- 
146-523124 

146-523124- 
146-523124- 
146-523125 

146-523126 

146-5231267 
146-523126- 
146-523127 

146-523127- 
146-523127- 
146-523128 

146-523128- 
146-523128- 


Revised 15 September 1955 


STOCK NUMBER z 
CLASS CODE PART NUMBER 


uu 


un y 


3 


uu 





[η 
- ο «ο δω οι 


00 σω 


Ὅν 


CLASS CODE PART NUMBER 


146-523129 
146-523129- 5 
146-523129- 10 
146-523130 
146-523130- 3 
146-523131 
146-523131= 3 
1467523132 
146-523133 
146-523134- 3 
146-523134- 5 
146-523135 
|146-523135- 3 
1156-523135- 5 
146-523140 
146=523141 
146-523142- 3 
146-523142- 5 
1467522144 
146-523144- 3 
146-523145 
146-523145- 3 
146-522146 
146-523148 
1467523150 
1467522151 
146-523151- 3 
146-523152 
146-523152- 3 
146522152- 5 
146-523153 
146-523154- 1 
146-523154- 2 
5 






































































2ς-200 
Β-328 



























ΑΧΑ”5 1521 
ΑΧΑ-151 
B-331 
20-201 
: 2C-201 
2c-201 
2ς”-202 
2Ε-162 
ΑΧΑ” 160 
AXA=160 
ΑΧΑ-161 
ΑΧΑ-161 
AXA=161 
ΑΧΑ-162 
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ΧΗ-63 


ω 




























ω 


XH-64 























146-523159- 3 
146752316 


2L-39 
2L-39 
2L-39 
2L-39 
2L-39 
2L-39 
2L-39 
2L-39 
XH-65 
M-179 
M-179 
M-179 
W179 
Μ-179 
Μ-179 
AXA-163 
AXA-164 
AX3-296 
AXF-69 
AXF-69 
AXF-69 
AXF-69 
AXF -69 
AXF-69 
ΑΧΕ-69 
2E-163 
2E-163 
2E-163 

B-428 
2£-164 
2E-164 
2E-164 





4 8-424 

1 146-523156- 
1 2L-39 146-522157 
1 21-39 146-523159 
1 

1 













146-523160- 1 
146-523160- 3 
146-523160- 2 
146-523161 

146-522162- 1 
146-523162- 2 
146-523162- 3 
146-523162- 4 
146-523163 

146-523164- 1 


























































































146-523164- 2 



























146-523165- 1 
146-523165- 2 
146-523166- 3 
145-523166- 5 
146-523166- 10 












146-523166- 20 


146-523167 
146-523168- 1 
146-523168- 2 
146-52317 
146-52317- 3 
146-52317- 7 
9 
1 






R82NA 





146-52317- 
146-52317- 1 


















E-423| |R82NA 146-523170 
E-423| |R82NA 146-523171 
E-423| IR82NA 146-523172 








































26-257 146-523173 

26-257 146-523174- 1 

26-257 146-523174- 2 
AXA-165| |R82NA 1467523175 
AXA-166 146-523177 
AXA-166 146-523177- 3 





Re2NA 146-523178 


R82NA 


AXA-166 
AXA-167 
AXA-167 
AXA-167 
ΑΧΑ”-168 
ΑΧΑ-168 
AXA-168 













146-52318. . 
146-52318- 3 
146-52318- 5 
146-523180 


R82NA 
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x FIGURE OTAL| MICROFILM 
38| AND INDEX | QTY. 
























1 |AXA-169 
1 |AXA-169 
AXA=169 
8-434 
B-434 
XK-170 
ΧΚ-170 
B-436 
B-437 
2ς-203 
2ς-203 
AXC-515 
AXC-515 
AXC-515 
AXB-297 
AXA=170 
E-425 
E-425 
B-440 
B-440 
8-441 
B-441 
E-426 
XH-202 
XH=66 
AXB-298 
ΑΧΒ-298 
ΑΧΑ-171 






































AXA-173 
ΑΧΝ-128 
` 6-70 
G-70 
G-70 
G-70 
E-429 
26-205 
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20-209 







E-430 
E-430 
2L-44 
2L-44 
2L-44 











2L-44 






XJ-39 
B-449 
B-449 
26-258 




































26-258 
26-258 
26-258 
XJ-40 
AXA=174 
AXC-518 

XH-67 - 

E-431 

E-431 

XE-66 
AXB-299 
ΑΧΒ-299 
AXC-519 
ΑΧΒ-300 
AXB-300 
XH-199 
XH-199 
XH-199 
AXA-175 
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Section {11 
Numerical Index of ΑΝ 01-60AABA-4 


Contractor Parts 
33 FIGURE MICROFILM STOCK NUMBER 
9 9| AND INDEX NUMBER | [ctass CODE] PART NUMBER | | — PARTNUMBER | NUMBER 
























: STOCK NUMBER 
| CLASS CODE | PART NUMBER 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 








































146-523181 1 B-455| IR82NA 146-52371 26-263 
146-523183 . 1| 2ς-206 146-52371- 3 26-263 
146-523190-= 5 :2| 2ς-207 146-52371- 5 26-263 
146-523196- 1 1 E7437 146-52375- 1 Χω”- 27 
146-523196- 2 1 E-437 146-52375- 2 XJ-731 
146-523197- 3 1| 2C-208 146-52375- 3 XJ-237 
146-523197- 5 1| 2ς-208 146-52375- 4 XJ-731 
146-523198- 3 1| 2E-166 1ᾳ6-52375- 5 XJ-231 
146-523214 1 B-473 146-52375= 6 XJ=37 
146-523215 2 B-474 146-52375- 7 Χο” 37 
146-523216' 1|AX8-301. 146-52375-= 8 XJ-37 
1467523217 1|AX8-302 146-52375- 9 XJ-37 
146-523217- 3 1¡AXB-302| 146-52375- 10 XJ-31 
146-52329- REF" 146-52375- 11 XJ-37 
















146-52375- 12 
146752377 
146752578 





XJ-731 
AXC-520 
AXB-304 






146-52329- 






























146-52330 146-52378- 3 AXB-304 
146-52330- 146-52378= 5 ΑΧΒ-304 
146-52378- 13 ΑΧΒ-304 






146-52379 

146-52379- 
146-=52379- 
146-52379= 


2E-167 
2E-167 
2E-167 
2E-167 


146-52330- 

























146-52333- 1 
146-52333- 2 
































14546-52337 146-52379= 2E-167 
146-52339 XH-457 à G-49 
146752340 AXA-152 146-52380= 6-49 











146-52380- 6-49 
6-49 
6-49 
6-49 
06-49 
AXB-305 
AXB-305 


146-52340- 3 
146-52340- 4 
146-523414 
146-52344 
146-52344-.11 
146-52344- 13 
146-52345 


ΑΧΑ-152 









146-52380- 
146-52380- 






3 
5 
T 
9 
146-52380- 1 
3 
5 
7 
9 


















14652382 
146-52382- 3 






























































da AAN 














































































































































































1 

1 

1 

2 

1 

2 

2 

1 

1 

1 

1 

1 
146-52345- 3 1 146-52383 AXA-156 
146-52345- . 5 1 14652384 ΑΧΑ-157 
146-52346 1 146-52385 XL-293 
146-52346- 3 1 146-52386-. 1 H-158 
146-52346- 5 1 146-52386- 2 Η-158 
146-52347 1 146-52387 ΑΧΑ-158 
146-52347- 3 1 146752388 2C-210 
146-52347= 5 1 146-52389 B-349 
146-52347- 7 1 R82NA 146-52390 B-350 
146-52347- 9 1 146-52390- 3 B-350 
146-52347- 11 pd 156-52390- 5 B-350 
146-52347-. 12 1 R82NA 146-52391 XK-412 
146-52347- 13 3 146-52391- 3 XK-412 
146-52347- 15 1 146-52392- 1 2L-43 
146-52348- 1 1 146-52392- 2 21-43 
146-52348- 2 1 146-52392- 3 2L-43 
146-52348- 3 1 146-52392- 4 1| 2ἱ-43 
1467523487 4 1 146-52392- 5 1] 21-43 
146-52348- 5 1 146-52392- 6 1 2L-43 | 
146-52348- 6 1 146-52392- 7 1 2L-43 
146-52352 1| XK-142 146-52392- 8 1 2L-43. 
146-52352-= 3 1| XK-142 146-52392- 9 1 2L-43 
146-52353 1|AXA-153 146-52392- 11 2| 2L-43 
146-52353- 3 1|AXA-153 146-52392- 12 1 2L-43 
146752355 1[ AXA=154 146-52392- 13 1| 2L-43 
146-52355- 3 1|AXA-154 146-52392- 14 1 2L-43 
146-52356 1|AXA-155 14846-52393 2 |AXA-159 
146-52356- 3 1|AXA-155 146-52394 1| XK-144 
146-52357 2 B-342 146-52394- 3 1 
146-52357- 3 1 B-342 146-52395 1 
146-52359- 1 1 D-660 146-52395- 1 1 
X146-52359- 2 1 D-660 146-52395- 2 1 
146-52359- 5 2 D-660 146-52395- 3 1 
146-52360- 1 M-164 1456-52395- 4 1[|AXC-521 
1456-52360- 2 M-164 146-52395- 5 1 JAXC-521 
146-52363- 1 1| 26-261 146-52395= 6 1 ΙΑΧς- 521 
146-52363- 2 1] 26G-261 146-52396 1|AX8-306 
146-52363- 3 1| 26-261 146-52396- 1 1|AXB-306 
146-52363- 4 i| 26-261 146-52396- 2 1 |ΑΧ8-306 
146-52364 2| 26-262 146-52396- 3 1 |AXB-306 
146-52364- 3 2] 26-262 146-52396- 4 1 ¡AXB-306 
146-52365 2] XL-373 146-52397- 1 1| 2E-168 
146-52365- 3 2| XL-373 146-52397- 2 1] 2Ε-168 
146-52365- 35 2| XL-373 146-52398- 1 1| 2c-211 
146-52365- 7 2| XL-373 146-52398- 2 1| 2C-211 
146-52365- 9 2| XL-373 14546-52399 2 B-355 
14546-52366 1 146-52401- 1 1 M-167 
146-52366- 3 
146-52366- 5 146-52401- 1 M-167 
146-52366- 10 






898 . -Revised 15 September 1955 





STOCK NUMBER 
| CLASS CODE | PART NUMBER 


146-52402 
146-52402-. 1 
146-52402- 2 
146-52402-100 
146-52403- 
146752404 
146-52405- 
146-52405- 
146-52405- 
146-52405- 
146-52406 
146752407 
146-52407- 
146-52407- 
146-52408- 
146-52408- 
146-52408- 
146-52408- 
146-52408- 
146-52409 


R82NA 
R82NA 


R82NA 
R82NA 
R82NA 


An ρω ο ο 


1946-52 410 
146-52411 
146-524117 
146-524118 
146-524119 
146-52412 
146-52412- 
146-524120 
146-524121 
146-524123 
146-524124 
146-524125 
146-524126 
146-524126- 3 
146-524129 
146752413 
146-52413= 3 
146-524132 
146-524133 
146-524133- 3 
146-524133- 5 
146-524134 
146-524135 
146-524139 
1146-52414 
146-52414- 
146-5241 4- 
146-524143 
146-524144 
146-524145 
146-524147 
146-524148 
146-52415 


126221129 
146-524153 
146-524157 
146-524158- 
146-52416 
146-524160 
146-524160- 
146-524162 
146-524163- 
146-924163- 
146-524164 
146-524168 
146-524169 
146-524169- 
146-52417 
146-524171 
146-524174 
146-524176- 
146-52418 
146-524187 
146-524188 
146-52419 
146-52420 
146-52421 
146-52422 
146-52623 
146752424 
156752425 
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AN O1-60AABA-4 


FIGURE |TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


26-264 
26-264 
26-264 
26-264 
XJ-41 
2Ε-169 
D-669 
D-669 
D-669 
D-669 
6-524 
6-535 
6-535 
6-535 
2F-645 
2F-645 
2F-645 
2F-645 
2F-645 
D-670 


B-356 
B-357 
B-475 
B-476 
21-46 
2F-646 
2F-646 
20-212 
B-478 
20-214 
ΑΧΑ-183 
2ς-215 


2E-171 
2E-171 
2E-171 


2E-172 
E- 449 
XA-197 
E-451 
E-451 


CLASS CODE 


ae NUMBER 
PART [PARTNUMBER 


146-52426 


146-52427 
146-52428 
146-52429 
146-52430 
146-52431 
146-52432 
146-52433 
1467324354 
146752435 
146752436 
146-52436- 
146-52436- 
146-52437- 
146-52437- 
14567524238 
146752439 
146-52441- 
146-52441- 
146-52442. 
146-52443 


146-52444- 
146-52444- 
146-52445 
146-52446 
146-52446-. 
146-52446- 
146-52446- 
146-52449 
146-52450 


146-52456 
146-52456= 
146-52457 
146752458 
146752459 . 
146752460 
146752461 
146752462 
146752462- 
146-52462= 
146752463 
146752464 
146-52464- 
146-52464= 
146-52466 
146-52466= 
146-52466= 
146-52466= 
146-52466= 
146-52466= 
146-52466= 
146-52466= 
146-52466- 
146-52466= 
146-52466- 
146-52466= 
146=52466=100 
146-52469 
146-52469-. 
146-52469- 
146-52469- 
146752470 
146-52470= 
146-524710- 
146-524710- 


14652472- 
146-52472- 
146-52412- 
146-52412- 
146-52473— 
146-524732- 
146-524723- 
146-52473- 
146752474 

1467524147 
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Section ill 
Numerical Index of 
Contractor Parts 


FIGURE [TOTAL 
AND INDEX | QTY. 
6-56 | 


B-362 
B-363 
B-364 
8-365 
B-366 
B-367 
ΑΧΑ-171 
B-369 
XL-186 
XE-376 
XE-376 
ΧΕ-376 


UO pROaOOC-0rUBP:SO). 


Ne 
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ww 
Fw 


2ς-216 
26-266 
D-677 
D-677 
8-373 
2L-47 


ow 
we 

2 

m 

mne 1 po us ps a 


ru 
7 00 


2L-47 


2E-174. 
2E-174 
25-175 
XE-6%, 
ΑΧΒ-208 
ΑΧΑ-178 
ΧΗ-367 
26-267 
“26-267 
26-267 
26-268 
6-61 
6-61 
6-61 
2L-48 
2L-48 

> 2L-48 
2L-48 
21-48 
2L-48 
21-48 
21-48 
21-48 
2L-48 
2L-48 
21-48 
2L-48 
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AXA-179 
ΑΧΑ-179 


AXA~180 
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Section III 


Numerical Index of AN 01-60AABA-4 
Contractor Parts 


FHL rath [ia cama 
PART NUMBER AND INDEX | QTY. NUMBER 
146-52474- 5 
14652475 
146-52475- 3 
146752475- 5 
14546-52476 
166-52476- 5 
146-52476- 10 
146-52477 
146-52478 
146-52479 
146-52492 
146-52493 
146-52494 
146-52495 
14652497 
146-52497- 
146-52497- 
146-52497- 
146-52498 
146-52499- 
146-52499- 
146-52499- 
146-52601- 
R82NA 146-52601- 
R82NA 146-52601- 
146-52601- 
146-52601- 
R82NA 146-52602 


STOCK NUMBER 
CLASS CODE PART NUMBER 


146-53006- 
146-53006- 
146-53006- 
146-53006- 
146-53006- 
146-53006- 
Β82ΗΑ 146-53006- 
146-53006- 
146-53007- 
146-53007- 
146-53007- 
146-53007- 
146-53007- 
146-753007- 
146-53007- 
146-53007-200 
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οσο 


AXN-202 
AXN-202 


146-53009 
|146-53009- 
146-53009- 
146-53009- 
146-53009- 
146-53009- 
146-53009- 
146-53009- 
.|146-52009- 
146-53009- 
146-53010 
146-53010- 
146-53010- 
146-53014 
146-53014- 
146-53014- 
146-53014- 
146-53014- 
146-53014- 
146-53014- 
146-53014- 
146-53014- 
146-53014- 
146-53014- 


AXN-202 
AXN-202 
AXN-202 
AXB-314 
AXB-314 
AXB-314 


XH-467 
XH7467 
XH-7467 
AXB-309 


Ου Juw yu 


pr 
ον O0 IN. IN I2 (D i (E DO rS IS 1 TP rm (DO τὸ IS FN). τα I RR a im RR ps 


R82NA 146-52603 2E-176 


146-52604 2E-177 


ΑΧΒ” 3212 
XH-206 
XE-208 


146-52605 
146-52607 
146-52608 


AXH-203 
AXN-203 
AXN=203 
AXN-203 
ΑΧΝ-203 
ΑΧΝ-203 
ΑΧΝ-ΖΟ3 
ΑΧΝ-203 
2U=56 
26-272 
26-272 
AXA-106 


pro 


XE-208 
XE-208 
XE-208 
ΑΧΕ” 313 
AXB- 313 
AXB-313 
AXB-313 
AXB-313 

D-691 


146-52608- 
146-52608- 
146-52608- 
146-52609 
146-52609- 
146-52609- 
146-52609- 
|146-52609- 
R82NA 146-52610 
146-52610”- 
146-52611- 
146-52611- 
146-52612 
146-52612- 
146-52612- 
146-52612- 
146-52612- 
146-52613 
R82NA 146-52614- 
R82NA 146-52614- 
146-52614- 
146-52614- 
146-52614- 
146-52614- 
146-52616- 
146-52616- 
146-52616- 
146-52617 
146-53002 
146-53002- 


146-53014- 


E 
m 
De MN RAR IO γα ο PRP PRP à με RR νο IND A ο A 


146-53017 


D-691 
D=692 
D-692 
2L-52 
2L-52 
2L-52 
2L-52 
2L-52 
B-395 
26-269 
26-269 
26-269 
26-269 
26-269 
26-269 


ΑΧΑ” 187 
AXA-188 


146-53018 
146753020 


eN 


2L-57 
2L-57 
2L-57 
2L-58 
2L-58 
2L-58 
21.358 
2L-58 
2L-58 
2E-178 
2E-178 
2E-178 
2E-178 
2Ε-178 
2L-59 
2L-59 
21-59 
2L-59 
2L-59 
2L-59 
2L-59 
2L-59 
2L-59 
2L-59 
2L-759 
2L-59 
2L-59 
2L-59 
21-59 
2L-59 
2L-59 
2L-59 


146753022 
146-52022- 
146-52022- 
146-53023 
146-53023- 
146-53023- 
146-53023~ 
146-53023- 
146-53023- 
146-53024 
146-523024- 
146-53024- 
146-53024- 
146-53024- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-53025- 
146-52025- 
146-53025- 


9D Yu 1» Uu Uu 
NPR RP RRO ο κ HP γα ΡΑΛΛΥ ΝΝ 


ο» ο ο ο 1 


N 


146-53003- 
146-53004- 


AXN-201 
AXN-201 
AXN-201 
AXN=201 
AXN-201 
AXN-201 
AXN-201 
AXN-201 


R82NA 146-53006- 
146-53006- 
146-53006- 
146-53006- 
146-53006- 
146-53006- 
146-53096- 

R82NA 146-53006- 


NE PPE Pee 


146-53006- AXN-201 
146-53006- E 2|AXN-201 


m 
ER ο IP νο P B ο 
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ΑΝ ΟΙ-όΟΑΑΒΑ-4 Numerical Index of 
Contractor Parts 


MICROFILM 
NUMBER 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 
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146-53025- 49 190 - 1 146-53045- 9 4| AXF-74 
146-53025- 51 190 - 11 1 146-53045- 1| AXF-74 
146-53025- 53 190 - 12 1 1| AXF-74 
146-53025- 55 1 2] AXF-74 
146-53025- 57 190 - 18 1 1 | AXF-74 
146-53025- 59 190 1 1 |. AXF=74 
146-53025- 61 190 1 11 AXF-74 
146-53025- 63 190 - 24 1 1 | AXF-74 
146-53025- 65 190 1 146-53045- 1| AXF-74 
146-53025- 67 1 146-53045- 32 1| AXF-74 
146-53025- 69 1 146-53046- 3 3 
146-53025- 71 1 146-53046- 5 1| 2L-63 
146-53025- 75 1 
146-53025- 81 1 146-53046- 1| 2L-63 
146-53025- 83 1 146-53046- 1 2L-63 
146-53025- 85 1 1| 2L-63 
146-53025- 87 1 1| 2L-63 
146-53025- 89 1 146-53047- 
146-53025-200 REF 146-53047- 3 ilAxF-318 
146753048 196 - 20 2 
146-53026- 3 1 14653049 19 2 |AXB-219 
146-53026- 4 1 146-53049- 2 3 1 
146-53026- 5 1 146-53049- 23 1 
146-53026- 6 1 146753050 78 2 |AXC-525 
146-53026- 9 2 146-53050- 3 1lAXC-525 
146-53026- 11 1 146-53050- 5 1|AXC-525 
146-53026- 12 1 146-53050- 7 1 |AXC-525 
146-53026- 13 ^01 146-53050- 9 1 ΙΑχς- 525 
146-53026- 15 1 146-53050- 11 2 |AXC-525 
146-53026- 16 1 146-53051 2 |AXB-320 
146-53026- 17 1 146-53051- 2 |AXB-320 
146-53026- 18 1 146-53052 2 |AXB-321 
146-53026- 23 1 146-53052- 3 2 |AXB-321 
146-53026- 24 1 146753053 1 2L-64 
146-53026- 25 1 146-53053- 3 1| 2L-64 
146-53026- 27 4 146-53053- 5 2 2L-64 
146-53026- 29 1 146-53053- 7 2| 2L-64 
146-53026- 31 ib] 146-53053- 9 1| 2t-64. 
146-53026- 33 1 146-53053- 11 i| 2L-64 
146-53026- 65 1 146-53053- 13 1| 2L-64 
146-53026-101 1 146-53054- 3 2 |AXB~322 
146-53026-102 1 146-53054- 5 2 |ΑΧ8-322 
146-53027- 7 2 146-53055- 25 2 M-17 
146-53027- 8 2 146-53056 4 [AXB-323 
146-53027- 17 2 146-53056- 3 4 |AX8-323 
146-53027- 33 2 146753057 1 [AXB=327 
146-53027- 35 1 146-53058 2 |AXB-325 
146-53027- 36 1 
146-53027- 37 1 146-53060- ` 
146-539027- 38 1 1| 28-179 
R82NA 146-53027- 39 1 146-53061 5| 0-709 
: RO2NA 146-53027- 40 1 146-53061-100 1| D-709 
146-53027- 41 2 146-53063 2 |AXC-526 
146-53027- 43 2 146-53065 3 [AXA-190 
146-53027- 45 1 
146-53028 2 1 ¡AXA-190 
146-53028- 2 2 1 ΙΑΧΑ-190 
146-53028- 3 2 146-53065- 1 |AXA-190 
146-53028- 4 2 146-53069 2] D-710 
146-53032 2 146-53070 2] 0-711 
146-53035 2 146-53071 2 |AX8-328 
146-53039- 1 1 146-53071- 3 2 |ΑΧ8--328 
146-53039- 2 1 146-53072 οἱ D-713 
146-53040- 1 1 146-53072- 3 | 2] 0-713 
146-53040- 2 1 146-53073 1| 26-190 
146-53041- 1 1 146-53076 2 |AXB-329 
146-53041- 2 1 146-53076- 3. 1 |ΑΧ8-329 
146-53061- 3 1 146-53078 < 2 ΙΑΧΑ-191 
146-53041- 4 1 146-53079 1| 2L-66 
146-53041- 5 1 i 
146-53041- 6 1 146-53079- 3 2| 2ἱ-66 
146-53041- 7 1 146-53079- 5 1| 2L-66 
146-53041-= 8. 1 146-53079- 7 1 2ἱ-66 
146-53041- 9 1 146-53079- 9 3| 2L-66 
146-53041- 10 1 146-53079- 11 3| 2L-66 
146-53041- 11 11/ 146-53079- 13 1 2L-66 
1456-53041- 12 1 146-53079- 40 i| 2L-66 
146-53042 2 146-53079- 1 21-66 
146-53045= 3 1 : 
146-53045-= 4 i| 146-53080 2| 26-273 
146-53045- 5 2 E 
146-53045- 6 1 146-53081 
146-53045- 7 1 : 
146-53045- 8 1 1467523084 
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Section ΙΙ! 
Numerical index of AN 01-60AABA-4 


Contractor Parts ; 
STOCK NUMBER ΤΕ FIGURE MICROFILM STOCK NUMBER ir FIGURE | TOTAL! MICROFILM 
| CLASS CODE | 29| AND INDEX NUMBER | | CLASS CODE| ^ PARTNUMBER — | | PARTNUMBER | NUMBER FE AND INDEX | QTY. | NUMBER . 
146-53312- 45 


21-67 146-53312- 


146-53085 
146-53312- 


2L-67 146-53312- 
2L-67 146-53312- 
2L-67 146-53312- 
2L-67 146-53312- 
2L-67 146-53312- 
2L-67 146-53312- 
D-717 146-53312- 
2E-181 146-53312- 
26-274 146-53312-103 
26-274 146-53312-107 
B-522 146-53312-127 
2E-182 146753312-129 
146-53312-131 
26-275 146-53312-133 
26-275 146-53312-137 
26-275 146-53312-139 
26-275 146-53312-141 
26-275 146-53312-143 
26-275 146-53312-145 
26-275 146-53314 
26-275 
26-275 
26-275 ; 
26-275 146753319 
26-275 146-53319- 
26-275 146-53319- 
26-275 146-53319- 
26-275 146-53319- 
26-275 146-53319- 
26-275 146-53319- 
26-275 146-53319- 
26-275 146-53320 
26-275 146-53321- 
. 26-7275 
26-275 
26-276 
26-276 
26-276 146-53321- 
26-276 
26-276 
26-276 
26-276 
26-276 
26-276 
26-276 
26-276 






ν 


146-53085- 
146-53085- 
146-53085- 
146-53085- 
146-53085- 
146-53085- 
146753086 
146-53088 
146-53089- 
146-53089- 
146-53097 
146-53101 


NN CS | Οι nr mn y 


146-53105 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105-. 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53105- 
146-53106 
146-53106- 
146-53106- 
146-53106- 
146-53106- 
146-53106- 
146-53106- 
146-53106- 
146-53106- 
146-53106- 
146-53106-᾽ 
146-53111- 
146-53221- 
146-53301 
146-53303- 
146-53303- 
146-53303- 
146-53303- | 
146-53304 ` 


AXC-529 
AXC-529 
AXC-529 
AXC-529 

2bE-184 
AXC-530 


FNNNNNAMDDOON ENEN 


m 
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AXC-530 


XXXEXEZXXEXXXXXXXEZIXEXEXEXEIXIEXXEXI 


XXXZZZ 


6-92 


N-21 . : 

N-21 146-53321- 
N-21 

N-21 

2L-68 


Tij fn τν Πρ Ον ΜΟΝΟ 8: 


146-53305- 
146-53305- 
146-53305- 
146-53305- 
146-53305- 
146-53305- 
146-53305- 
146-53305- 
146-53305- 
146-53305-100 
146-53305-300 
146-53306- 5 
146-53306- 9 
146-53306- 13 
146-53306-300 
146-53308 
146-53308- 11 
146-53308- 13 
146-53308-.15 
146-53308- 17 
146-53308- 43. 
146-53308- 45 
146-53308- 47 
146-53308- 49 
146-53310 
146-53310-200 


AXN=204 146-53321= AXC-530 

ΑΧΝ-204 

ΑΧΝ-204 146-53321- 

ΑΧΝ-204 

ΑΧΝ-204 

ΑΧΝ-204 

ΑΧΝ-204 

AXN-204 

ΑΧΝ- 204 146-53321- 

ΑΧΝ- 204 146-53321- 
146-53321- 


ς 
AXC-530 


THREE PPE NAD 


a 
m 


AXC=530 
AXC-530 


146-53321- 
146-53321- 


a 
m 


MIA he NO RO e a 


26-277 
26-277 
26-217 . 
26-217 146-53321- 
26-277 146-53322- 
26-277 146-53322- 
26-277 146-53322- 
26-277 146-53322- 
26-277 146-53322- 
2L-69 146-53322- 
2L-69 146-53322- 


SEUA sas sas 


AXC-530 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
ΑΧΕ-76 
AXF-78 


Εφ» 


a 
m 
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Section Ill 


ΑΝ ΟΙ-6ΟΑΑΒΑ-4 ^ Numerical Index of. 
Contractor Parts 


STOCK NUMBER FIGURE MICROFILM cri eee NUMBER FIGURE | TOTAL| MICROFILM| ` 
CLASS CODE PART NUMBER AND INDEX NUMBER | | CLASS CODE [PARTNUMBER | AND INDEX| QTY. | NUMBER 


146-53322- 23 146-53351 26-280 
146-53322- 27 146-53351- 26-280 
146-53322- 29 146-53351- 26-280 
146-53322- 31. 146-53351- 26-280 
146-53322- 35 AXA-193 
146-53322- 37 AXA-193 
146-53322- 39 26-281 
146-53322- 41 26-281 
146-53322- 43. 26-281 
146-53322- 45 26-281 
146-53322- 47 AXC-535 

R82NA 146-53322-100 AXC=535 
R82NA 146-53323 AXC-535 
146-53323- AXC-535 
146-53323- AXC-535 
146-53323- AXC=535 
146-53324 AXC=535 

AXC-535 

AXC=536 
AXC-536 
AXC-537 
AXC-537 
AXC=537 
AXC=537 
E-189 
E-190 





AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 
AXF-78 

2L-71 

2L-71 

2L=71 

2L-71 
26-278 


146-53359 
146-53359- 
146-53359- 
146-53359- 
146-53360 
146-53360- 
- |146-53360= 
|146-53360- 
146-53360- 
146-53360- 
146-53360- 
146-53360- 
146-53361 
146-53361- 
146-53362 
146-53362- 


146-53324- 
146-53324- 
146-53324- 

R82NA  |146-52325 
146-53325- 3 
146-53325- 5 
146-53325- 6 
146-53325- 7 
146-53325- 9 
146-53325- 11 
146-53328- 13 
146-53325- 15 
146-53325- 17 
146-53325- 19 

R82NA  |146-53325-100 
146-53326 
146-53326- 
146-53326- 
146-53326- 
146-53326- 

RB2NA  |146-53327 
146-53328 

.R82NA :]146-53331 

RB2NA | 146-53332 
146-53332- 
146-53332- 
146-53332- 
146-53332- 
146-52332- 

.|146-53332- 

R82NA |146-53333 
146-53333- 
146-53333- 
146-53333= 
146-53333-= 
146-53333- 
146-53333- 
146-53333- 
146-53333- 
146-53334 
146-53334= 
146-53334- 
146-53334= 
146753334" 
146-533347 

R82NA |146-53335 

146-53335- 
146-53335- 
146-53337 
146-53338 

ΒΘΟΝΑ [146-53339 

RB2NA  |146-53340 

R82NA [146-53341 
146-53341- 
146-53342 

ΒΘ2ΝΑ  |146-52343- 

R82NA  |146-53343- 
146-53343- 
146-53343- 

R82NA  |146-53347 
146-53347- 
146-53347~ 
146-53347= 
146-53347- 

R82NA  |146-53350- 

R82NA [1ό6-53350- 


26-278 
26-278 
26-278 
AXC-532 
AXC=532 
AXC=532 
AXC=532 
AXC-532 
ΑΧς-532 
ΑΧς-532 
AXC-532 
AXC=532 
AXC-532 
AXC-532 
AXC=532 
AXF-39 
ΑΧΕ-39 
ΑΧΕ-39 
ΑΧΕ-39 
- ΑΧΕ-39 
B-530 
Β-531 
B-533 
26-279 
26-279 
26-219 
26-279 
26-279 
26-279 
26-279 
21-73 
2L-73 
2L-73 
2L-73 
2L-73 
21-73 
2L-73 
2L-73 
2L-73 
AXC=533 
AXC=533 
ΑΧς-533 
AXC=533 


146-53363 
146-53364 


REPRE RPE PEP PE ολ... 


146-53364- — 
146-53365 
146-53365- 
146753367 
146-53368 
14653369 
14653370 
146-53372 


E-190 
AXC=538 
AXC~538 
ΑΧΑ- 194 

B-546 
AXA=195 
ΑΧΒ-334 

B-548 


Nona NP REND 


ΑΧΒ-335 
AX8-335. 


1467533172 
146-53373= 
146-52373- 
146-53373- 
146753314 
146-53374- 
146-53374- 
146-53375 
146-53376. 
146-53377- 
146-53377- 
146-53377- 
146-53377- 
146-53377- 
146-53378 
146-53379 
146-53380 
146-53381 
146-53382 
146-53383 
146753384 
146-53386 
146-53386- 
146-53386- 
146-53386- 
146-53387 
146-53388 
146-53390- 
146-53390- 
146-53391 
146-53392 
146753395 


XE-211 
|" XE-211 
B-549 
E-20 
B-550 
B-551 
E-21 
B-552 


AXB=337 
AX8-337 
AXB-337 
AXB-337 
AXA-196 
2E-191 
8-555 
8-555 
B-556 
8-557 
AXA-198 


ΓΤ ΤΊ PHI RE A A A e RP A AN IB AA AA A EB RSS 


146753396 
146-53397 
1456-533917- 
146753400 


ΑΧΑ-199 
AXA-199 
B-561 
2E-192 
2E-192 
AXF-80 
AXF-80 
AXF-80 
AXF-80 
AXF-80 
AXF-80 
AXF-80 
AXF-80 


ω 


PUNE 


2E-186 
2E-186 
2E-186 
2E-186 
2E-186 

B-541 

8-541 


53402- 
146753402- 
146-53402- 
146-53402- 
146-53402- 


2 
1 
1 
1 
1 

E 
1. 
1 
2 
1 
1 
1 
1 
1 
1 
1 
3 
3 
3 
3 
1 
2 
2 
2 

s4 
1 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
2 
1 
1 
1 
2 
2 
1 
1 
1 
1 
1 

i 
i 
1 
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Numerical Index of: . AN O1-60AABA-4 
Contractor Parts 

































STOCK NUMBER 
PART NUMBER 


STOCK NUMBER 
CLASS CODE PART NUMBER 


146-53433- 5 








MICROFILM 
NUMBER 





CLASS CODE 



















FIGURE |TOTAL 
AND INDEX | QTY. 








































































































146-53402- 19 1} AXF-80 E-32 
R82NA 146-53402-100 Ρ 1| AXF-80 146-53433= 7 E-32 
146-53402-200 1| AXF=-80 146-53433- 9 ~E=32 
146-53403- 3 11 2C-223 146-53433- 11 E-32 
146-53403- 5 1| 20-223 146-53433- 13 ES3Z 
146-53404= 1 1|AX8-339 146-53433- 15 E-32 
146-53404- 2 1| AXB-339 146-53434-300 2L-77 
146-53405 1 B-563 146-53434-400 2L-77 
146-53405-= 3 1 B-563 
146-53405- 5 1 B-563 146-53435 1 N-42 
146-53405- 7 1 8-563 146-53435- 3 1 N-42 
146-53405- 10 1 8-563 146-753435- 5 1 N=42 
146-53405- 13 2 B-563 146-53435= 7 1 N-42 
146-53405= 15 2 8-563 146-53435- 9 1 N-42 
146-53405- 17 2 B-563 146753438 3 |AXB-341 
R82NA 14567-53406 2 B-564 
146-53407 1 2L-75| |146-53440- AX8-342 
2 


146-53409 146-53440- 
146-53440- 


146-53443 


AXB-342 
AXB-342 
AXB-343 


AXA-200 








σου 
^ 






























146-53410- 17 
146-53410- 21 
146-53410- 25 
146-53410- 27 
146-53410- 29 
146-53410- 31. 
146-53412-= 5 
146-53412- 11 
146-53412- 13 
146-53413' 


eE-193 
2E-193 
2E-193 
2Ε-193 
2E-193 
2E-193 
AXA-201 
AXA-201 
AXA-201 
AXC-539 


[Pern 

















WY 


146-53445 
146-53500 
146-53501 
146-53501- 5 
146-53501- 7 
146-53501- 10 
146-53501- 11 
146-53501- 12 













20-224 
2L-79 
2L-79 
2L=79 
2L-T9 
2L-79 
2U-79 










A 
Pe 

































146-53413- 3 AXC-539 146-53501- 13 2L-79 
146-53413- 5 AXC-539 146-53501- 14 2L-79 
146-53413= 7 AXC=539 146-53501- 15 2L-79 
146-53414 6-112 146-53501- 16 2L-79 



































146-53414- 3 6-112 146-53501- 17 2L-79 
146-53414- 25 «+. 6-112 146-53501= 18 2L-79 
146-53415 26-282 146”- 53501” 19 21-79 
146-53415- 3 26-282 146-53501- 20 2L-79 
146-53416 6-114 146-53501- 21 2L-79 












146453417 146-53501- 22 2L-79 






“ G-115 













146-53418- 2L-76 146-53501- 22 2L-79 
146-53418- 2L-76 146-53501- 26 2L-79 
146-53418- 2L-76 146-53501- 27 2L-79 









146-53501- 28 
146-53501- 35 
146-53501- 35 
146-53501- 37 
146-53501- 38 
146-53501- 39 
146-53501- 40 
146-53501- 41 
146-53501- 42 
146-53501- 44 
146-53501- 45 
146-53501- 46 
146-53501- 47 
146-53501- 48 
146-53501- 49 
146-53501- 50 


2L-79- 
2L-79 
2L-79 
2L-79 
2L=79 
21-79 
2L-79 
2L-79 
2L-79 
2L-79 
2L-79 
2L-79 
2L-T9 
eL-T9 
2L-79 
2L-79 


3 
5 
? 
146-53418- 9 
146-53418- 11 
13 
15 
17 















146-53418- 
146-53418- 
146-53418- 
in. 146553418- 18 
|146-53418- 19 
"| 146-53418- 20 
146-53418- 21 
146-53418- 33 
146753419 
146-53422- 3 
146-53422- 5 
: 
9 



































































146-53422- 
146-53422- 
146-53423 










































































































































146-53423- 3 146-53501- 69 2L-79 
146-53423- 5 146-53501- 70 21-79 
146753424 146-53501- 71 2L-79 
146753425 146-53501- 72 2L-79 
146-53426 146-53501- 73 2L-79 
146-53426- 3 146-53501- 74 2L-79 
146-53426- 5 146-53501- 75 2L-79 
146-53426- 7 146-53501- 78 | 2L-79 
146-53426- 9 146-53501- 79 2L-79 
146-53426- 11 146-53501- 82 2L-79 
146-53427 $ 146-53501- 82 2L-79 
146-53428 146-53501- 84 2ι-τ9 
146-53432- 3 146=53501- 91 2ι-το 
146-53432= 5 AXF-81 146-53501- 92 2L-79 
146-53432- 7 AXF-81 146-53501- 96 2ἱ -το 
146-53432- 9 AXF-81 146-53501- 97 -2L-79 
146-53432- 10 AXF-81 146-53501- 98 2L-79 
146-53432- 11 AXF-81 146-53501- 99 2L-79 
146-53432- 13 AXF-81 146-53501-100 RE 21-79 
146-53432- 15 146-53501-101 2L-79 



















2L-79 
2L-79 
2L-79 
21-80 
2L-80 
2L-80 


146-53501-102 
146-53501-103 
146-53501-300 
146-53502- 3 
146-53502- 5 
146-53502- 7 


146-53432- 21 
1456-53432- 25 
146-53532- 27 
146-53432- 29 
146-53433 

146-53433- 
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Section Ill 


ΑΝ ΟΙ-όΟΑΑΒΑ-4 - Numerical Index of 
da Parts 





STOCK NUMBER ᾿ $2| FIGURE MICROFILM 
CLASS CODE PART NUMBER - |39| AND INDEX NUMBER 


146-53502- 11 2L-80 
146-53502- 16 2L-80 
146-53502- 18 21-80 
146-53502- 19 2L-80 
146-53502- 21 2L-80 
146-53502-200 - 2L-80 
146-53504- AXN-205 
146-53504- 4 AXN=205 
146-53504- AXN-205 
146-53504- AXN-205 
146-53504- M AXN-205 
146-53504- å AXN-205 
146-53504- A AXN-205 
146-535047. y | ^XN-205 
146-53504- ἷ ΑΧΝ- 205 
146-53504- ΑΧΝ-205 
146-53504- / ΑΧΝ- 205 
146753504- i AXN-205 
146-53504- AXN-205 
146-53504- AXN-205 
146-53504- AXN-205 
146-53504- : AXN-205 
146-53504- AXN-205 
146-53504- AXN-205 
146-53504- AXN=205 
146-53504- J| AXN-205 
146-53504”- : ΑΧΝ-205 
146-53504- ΑΧΝ- 205 
146-53504- AXN=205 
146-53 504- AXN-205 
146-53505 2L-81 
146-53505- 2L-31 
146-53505- 2L-81 
146-53505- 2ἱ -θΙ 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2ἱ-91 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
|146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-31 
146-53505- 21-91 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505—- 2L-81 
146-53505- 2L-81 
146-55505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53505- 2L-81 
146-53506- 25-82 
146-53506- 2ἱ-62 
146-53506- 2L-82 
146-53506- 2L-82 
146-53506- . 2L-82 


; STOCK NUMBER FIGURE | TOTAL| MICROFILM 
CLASS CODE [PARTNUMBER ὁ [PARTNUMBER ὁ AND INDEX | QTY. | NUMBER 


12146-53506- : 2L-82 
2L-82 
2L-82 

146-53506- 2L-82 

146-53506- : 2L-82 

146-53506- 2L-82 

146-53506- 2L-82 
2L-82 
2L-82 
2L-82 

146-53506- i 2L~82 

146-53506- ; 2L-82 

146-53506- 2L-82 

|146-53506- NI '?L-82 

146-53506- | 2L-82 

146-53506- 2L-82 

146-53506- 2 : 2L-82 

146-53506- E 2L-82 

146-53506- 4| 2L-82 

146-53506- 2L-82 

146-53506- f 2L-82 

146-53507 26-284 

146-53509- 2L-83 

146-53509- ` 2L-83 

146-53509- 2L-83 

146-53509- s 2L-83 

146-53509- 2L-83 

146-53509- 2L-83 

146-53509- 9 2L-83 

146-53509- A 2L-83 

146-53509- 2L-83 

146753509- 2L-83 

146-53509- 2L-83 

146-53509- 2L-83 

146-53510- ` 2L-84 

146-53510- 2L-84 

146-53510- 2L-84 

146-53510- 2L-84: 

146-53510- 2L-84 

146-53510- 2L-84 

146-53511 AXF-82 

146-53511- AXF-82 

146-53511- AXF-82 

146-53511- AXF-32 

146-53511- AXF-82 

146-53511- AXF-82 

146-53511- AXF-82 

146-53511- AXF-82,.|. 

146-53511- ΑΧΕ-82- 

146-53511- AXF-82 

1467525117 . AXF-82 

146-53511- AXF-82 

146-53511- AXF-82 

146-53511- AXF-82 

1467523512 2E-195 

146-53512- 25-195 

2E-195 

2E=195 
2E-195 
2L-85 
2L-85 
2L-85 
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1146-54013- 
146-54013- 
146-54013- 
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E 
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146-54014- 2L-86 


Pp νο pa {4 1-2 1-2 «3 pp [-} 15} 1} 157 53 15} 1-7 5} 15} κ} -} 1-21 


146-54014- 2L-86 


146-54014- 2L-86 
146-54020- 

146-54020- 

146-54020- 

146-54021 d : 
146-54021- : 2| 26-285 
146-54023 N-58 
146-54023- Ν-58 
146-54023- N-58 
1456754023- N-58 
146-54024- N-59 
146-54024- Ν-59 
146-54027 j AXB-344 
146-54028- . N-60 
146-54028- N-60 


ο e) eh Rn I IH 15} R2 e 15} Κλ 15} 


2L-87 


20 
m 
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Section " 


Numerical Index of AN 01-60AABA-4 
Contractor Parts 


λαο NUMBER 


PART NUMBER 


146-54030- 7 2L-87 
146-54030- 50 2L-87 


STOCK NUMBER 
CLASS «ου PARTNUMBER | | PARTNUMBER | NUMBER 


146-54031- 3 sj XF-168 
146-54031- 
146-54032 
146-54032- 
146-54033 
146-54033- 
146-54033-, 
146-54033- 
146-54033- 
146-54033- 
146-54033- 
146-54033- 
146-54036- 
146-54038 
146-54039 
146-54040- 
146-54040- 
146-54040- 
146-54040- 


146754064 ; 2L-94 
146-54064- 3 ! 2L-94 
146-54064- 5 2L-94 
146754064- 25 2L-94 
N-75 
N-76 
20-227 
2E-199 
2E-199 
2E-199 
2L-95 
21-95 
2L~95 
2L-95 
2L-95 


146754068 

146-54071 

146-54071- 
146-54071- 
146-54074- 
146-54074- 
146-54074- 
146-54074- 
146-54074= 


THE PPNNN E 


2) 
m 


B-584 
Ν-78 
26-287 
26-287 
26-287 
AXC-541 
AXC-541 
AXC-541 
AXC-541 
XG-1 


146-54077 
146-54080 
146-54082 
146-54082- 


- 
m 


146-54040- 


146-54040- E 
146-54033- 
146-54083- 
146754083- 
146-54084- 


146-54040- 


MNNP PRP Re πι» 


2 
m 


146-5404 2- 
146-5404 2- 
146-54042-. 
146754042- 
146-54042- 
146-54042- 
146-54042- 
146-54042- 
146-54043- 
146-54043- 
146-54043- 


XG-1 
XG-1 
XG-1 
Χ6-1 
Χ6-1 
XG-1 
XG-1 
Χ6-1 
XG-1 
XG=1 
XG-1 
XG-1 
2E-200 
2E-200 
8-585 
2L-96 
2L-96 
26-229 
2C-231 
N-31 
N-81 
N-81 
N-81 
N-81 
Ν-81 
Ν-81 
Ν-81 
Ν-81 
N-81 
N-31 
N-81 
N-81 


146-54084- 
146-54084- 
146-54084- 
146-54084- 
146-54084= 
146-54084- 
146-54084- 
146-54084- 
146-54084- 
146-54084- 
146-54084- 
146-54084- 
146-54085 

146-54085- 
146-54086 

146-54088 

146-54088- 
146-54089 

146-54093 


a 
m 
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2C-225 
2C-225 
2C-225 


146-54048- . 2L-90 
146-54048- j 2L-90 
146-54048- 2L-90 
146-54048-. 2L-90 


zu 
m 


146-54050- 2L-91 
146-54050- ; 21-91]. 
146-54052 8-577 
146-54053- 

146-754054- A ^ 2L-92 
146-54054- 2L-92 
146-54054- 2L-92 
146-54054- 2L-92 
146-54054- 2L-92 
146-54054- -2L-92 
146-54054- 
146-54055- 
146754056 
146-54057- 
146-54058- 
146-54058- 
146-54058- 
146-54058- 
146-54058- 
146-54059- 
146-54059- 
146-54059- 
146-54059- 
146-54059- 
146-54059- 
146-54060 


146-54094- 
146-54094- 
146-54094= 
14554094- 
14654094- 
146-54094= 
146-54094- 
146-54094-. 
146-54094- 
146-54094- 
146-54 094-100 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
Ε 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
11 
F 
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B-589 
ΑΧΑ”- 207 
2C-232 
20-233 
AXF-84 


14546-54095 
1456754096 
146-54098 
146-54099 
146-54100 


μερα ο 


ο 
I 


AXF-84 
N-83 


146-54100- 3 
146-54101 
146-54101- 3 
146-54101- 11 
146-54101- 13 
146-54101- 15 
146-54101- 20 
146-54104 
146-54105 
146-54105- 
146-54105- 
146-54105- 
146-54107 
146-54110 


- 
m 


146-54060- 
146-54060- 
146-54060- 
146-54061 2E-198 
146-54061- k 2£-198 
146-54062- AXC-540 
146-54062- ΑΧς- 540 
146-5406 2- : ΑΧς- 540 
146-54062- AXC-540 
14546-54063 2ς-226 


a 
πι 
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146-54110- 
146-54110- 
146-54110- 
146-54111 






















146-54113 
146-54118 
146-54119- 
146-54120- 
146-54120- 
146-54120- 
146-54120- 
146-54120- 
146-54126- 
146-54126- 
146-54126- 
146-54126- 







146-54126- 
146-54126- 


146-54127 
146-54131- 
146-54132 
146-54135 
146-54137 
146-54137- 
146-54137- 
146-54138- 
146-54144- 
146754145 
146754146 
146754149 
146-54152- 
146-54154 
146-54154=- 
146-54155- 
146-54155- 
146754157 
146754158, 
146-54203 
146-54203- 
146-54203- 


























1467542037 
146-54203- 
146-54203- 
146-54203- 
146-54206- 
146-54206- 
146-54206- 
146-54206- 
146-54206- 
146-54208 
146-54209 















146-54209- 
146-54209- 
146754212 
146754217 
146-54220 
1146-54222 
146-54223 
146-54223- 
146754224 
146754224- 
146-542247 
146-54224- 
146-54224- 
146-54225 
146-54226 
146-54226- 
146-54226- 
146-54231- 
146-54233 
146-54234 
146-54234- 
146-54235 
146-54236- 
146-54236- 
146-54237- 
146-54237- 
146-54237- 
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' | STOCK NUMBER 
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FIGURE |TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


4 N-85 
N-85 
N-85 
2U-59 





















2F=648 
6-126 
AXB=347 
N-86 
N-86 
N-86 
N-86 
N-86 























20-236 






















26-293 
26-293 
26-294 
26-295 
2L-98 
2L-98 
2L-98 
2L-98 
2L-98 
2L-98 
2L-96 
21-98 
AXC-547 
AXC=547 
AXC-547 
Αχς” 247 
AXC-547 
B-598 
2E-203 

































2E-203 
2E-203 










XH-45 
26-296 
XE-213 
26-297 
26-297 




























m 
m 
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STOCK NUMBER 





PART NUMBER 
146-54231- 


146-54237- 
146754237- 
14654237- 
146-542377 





1467542377 
14654237- 
14654237- 
146.54237- 
14654237- 
14654237- 
14654237- 
14654237- 
146754240 
146754241 
146-524 941” 
146-54241- 
146-54243 


146-54250- 
146-54250- 
146-54250- 
146-754250- 
146-54250- 
146-54250= 
146-54250- 
146-54250-101 


146754250-102 
1467542507201 


146-54250-202- 


146-54251 
146-54252 
146-54255 
146-54256 
146-54257 
146-54257- 
146-5425T- 
14654258 
146-542538- 
146-542587 
146754258% 
146-54262 


146-54262- 
146-54262- 
146-54262= 
146-54262- 
146-54262- 
146-54262- 
146754262- 
146754264 
1467542647 
146-54264- 
146-54264= 
146-542640 
146-54264- 
146-54264= 
146-54264- 
146-54264- 
146-54264= 
146-54264- 
146-54264- 
146754264 
146-54264- 
146-54265- 
146-54265- 
146754269 

146-54269- 
146-54269- 


0-40 Ui £ UN»! 


Section Ill 
Numerical Index of 
Contractor Parts 


] FIGURE TOTAL 
o Y | AND INDEX QTY. 
M 


26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-298 
26-204 
ΑΧΒ-350 
AXB-350 
ΑΧΒ-350 
. E-63 
REF | 2L-100 
REF | 21-100 
1| 21-100 
1| 2L-100 
1| 21-100 
1| 2t-100 
1| 2L-100 
1| 2L-100 
1 
1 
1 
1 
1 
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2L-100 
2L-100 
2L-100 
2L-100 
2L-100 


1| 2L-100 
1| 2L-100 
1| 2L-100 


8-601 
AXA-208 
E-65 
AXC-548 
AXB-351 
AXB-351 
AXB=351 
AXB-352 
ΑΧΒ-352 
ΑΧΒ-352 
AXB-352 
N-96 


N-96 
N-96 
N-96 
N-96 
N-96 
Ν-96 
Ν-96 
AXF-86 
AXF-86 
AXF-86 
AXF-86 
AXF-86 
AXF-86 
AXF-86 
AXF-86 
AXF-86 
AXF-86 
“ΑΧΕ” 86 
ΑΧΕ-86 
ΑΧΕ-86 
ΑΧΕ-86 
B-603 
B-603 
AXB-353 
AX8-353 
AXB-353 
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Section Il 


Numerical Index of AN 01-60AABA-4 
Contractor Parts 


EIA NUMBER fs FIGURE MICROFILM STOCK NUMBER 23] run ]τοται] MICROFILM 
PART NUMBER ὃο| AND INDEX NUMBER CLASS CODE PART NUMBER 59] AND INDEX | QTY. | NUMBER 


eR er - ; 146-54428 AXB-357 
146-54270- 2L-101 146-54428- ΑΧΒ-357 
146-54270- i 2L-101 146-54428- AXB-357 
146-54270- | 2L-101 145-54428- ΑΧΒ-357 
146-54270- 2L-101 146-54429 E-93 
146-54270- ; 2L-101 146-54430 E-94 
146-54270- M 2L-101 146754431 E-95 
146-54270- 2L-101 146-54432- 3 AXC-553 
146-54270- 2L-101 146-54432- 5 AXC-553 
146-54270-101 CF] 2L-101 146-544532- 7 AXC=553 
146-54270-102 2L-101 146-54432- 11 AXC-553 
1456-54270-301. 2L-101 146-54432- 13 AXC-553 
146-54271 2Ε-205 146-954 432- 15 AXC-553 
146-54272 2L-102 146-54432- 17 AXC-553 
146-54272- 23 i 2L-102 : 146-54433= E-96 
146-54272- 25 ν 2L-102 146-54433- E-96 
146-54272- 21 2L-102 146-54433- E-96 
146-54272- 29 2L-102 146-54433= E-96 
146-54272- 31 2L-102 146-54433- E-96 
146-54272-100 2L-102 146-54434- E-97 
: 146-54434- E-97 

2L-102 146-54435- E-98 
2L-102 146-54435- E-98 
AXA=209 146754437 G-156 
6-134 146754438 E-100 
6-134 146-54438- E-100 
6-134 146-54438- E-100 
146-54438- E-100 

146-54438- E-100 

146-54441 XH=47 

146-54441- XH=47 

146-54442 XE-216 

1467544542- XE-216 

146-54488 


146-54272-201 
146-54272-901 
146-54274 
R82NA 146-54277 
146-54277- 
146-54277- 
146-54278 
146-54278- 
146-54279 
146-54279- 
146-54281 
146-54282- 
146-54282- 
146-54283 . [146755001 
R16P6886|146-54285 26-299 146755005 
245 146-55019- 
26-299 146-55019- 
i 140-55019- 
146-55019- 
146-55022- 
146-55022- 
146-55022- 
AXC-551 146-55022- 
G-141 146-56046- 
G-141 146-56109- 
8-611 146-56109- 
20-241 146-56111 
20-242 146-56113 
20-242 146-56113- 
26-302 146-56113- 
146-56113- 
146-56113- 
146-56113- 
146-56113- 
146-56113- 
146-56113- 
146-56114 
146-56114- 
2L-103 146-56114- 
2L-103 146-56114- 
2L-103 N 146-56114- 
2E-207 146-56114- 
2Ε-207 146-56114- 
2Ε-207 146-56118- 
2E-208 
20-243 
20-244 146-56118- 
AXB-355 146-56118- 
AXB-356 146756129 
2E-209 146-56129- 
146-56130 
146-56133 
146-56134 
146-56135 
146-56136 
146-56136- 
146-56136- 
146-56136- 
AXC-552 146-56136- 
AXC-552 146-56136- 
AXC=552 146-56136- 
ΑΧς-552 146-56136- 
E-88 P 146-56141- 


NENE JUN. 
UP IO PO 09 EE ENN ENH S0 (S OR | INO RS F9. PO PO P9 19 


ANO Ia nn Y Y UN a 
2 
m 


AD 
m m 
πι 


2L-105 
20-247 
26-309 
26-309 
26-309 
26-309 
26-310 
26-310 
26-310 
26-310 


Uu 


146-54285- 
R82NA =| 146-5 4293 
146-54295- 
R82NA — |146-54295- 
146754296 
146-54296- 
146-54296- 
146-54299 
146-54299- 
146754307 
146754308 
146754313 
146-54313- 
146-54324 
146-54327 
146-54330 
146754340 
146-54348 
146-54351 
146-54353 
146-54354 
146-54356 
146-54360 
146-54360- 
146-54360- 
146-54361 
146-54361- 
146-54361- 
146-54362 
146-54363 
146-54364 
146-54365 
146-54366 
146-54367- 
146-54367- 
146-54368 
146-54410 
146-54411 


E-106 
E-106 


NIN IR RA A A S. A A NA IR ID IND PD E RRR 


AXF-88 
AXF-88 
AXF-88 
AXF-88 
AXF-88 
AXF-88 
AXF-88 
AXF-88 
AXF-88 


N-114 
N-114 
N-114 | 
N-114 
N-114 
N-114 
2E-211 
2E-211 
2E-211 
2E-211 
2Ε-211 
AXB-358 
ΑΧΒ-358 


1 
5 
4 
1 
2 
2 
2 
1 
1 
2 
1 
2 
2 
1 
2 
1 
1 
1 
1 
1 
2 
1 
5 
2 
1 
2 
-5 
1 
5 
2 
4 
ο 
2 
2 
2 
2 
1 
2 


tense 
N 


146”- 54412 
ΑΧς- 524 
AXC-554 
AXC-554 
AXC~554 
AXC-554 


146-54412- 
146-54412- 
146-54412- 
146-54412- 
146-54412- 
146-54414 


Wi b eS D E IS IS IS. ND. ο ASIAN IA 
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Section Ill 


ΑΝ O1-G0AABA-4 Numerical Index of 
Contractor Parts 


STOCK NUMBER FIGURE MICROFILM STOCK NUMBER: 
| CLASS CODE | PART NUMBER AND INDEX ~ NUMBER | | CLASS CODE PART NUMBER 


146-56141- 5 2C-251| |R82NA 
146-56142 20-252 
146-56143 20-253 | IR82NA 
R82NA  |146-56144 26-254 
146-56148- 
ΒΒΖΗΑ 146-56148- 
146-56148- 
146-56148- 
146-56149- 
'R82NA 146756150 
R82NA  |146-56152 
146-56152- 
R82NA  |146-56152- 
146-56152- 
R82NA [|146-56153 
146-56153- 
146-56154 
146-56157 
146-56157- 
146-56165 
146-56165- - 
146-56165- 
146-56165- 
146-56168 
146-56168- 
146-56168- 
146-56168- 
146-56170 
146-56171 
146-56171- 
146-56171- 
146-56171- 
146-56172 
146-56173 
146-56173- 
146-56173- 
146-56173- 
146-56174 
146-56181 
146-56183 
146-56308 
146-56313 
146-56313- 
146-56313- 
146-56313- 
146-56313- 
146-56314 
1146-56317 
146-56321 
146-56322 
146-56332 
146-56332- 
1467563323 
146-56333- 
146-56334 


20-260. 
2ς-260 
E-152 
E-152 
26-314 
26-314 
AXB~366 
ς-23 
AXB-367 


NN 


AXC=555 
AXC-555 
AXC=555 


ν ο PRE πο | |Í 


AXB-360 

AXC-556 

AXC-556 
AXC=556 146-56702- 
AXC-556 i ‘1146-56705 
26-7313 146756706 
26-313 146-56706- 
AXB-361 146-56706- 
2E-212 146-56706- 
2E~212 146-56707 
i 146-56707- 


6-180 
6-180 
6-180 
2ς-261 
26-315 
26-315 
26-315 
26-315 
26-316 
26-316 
26-316 
20-262 
20-263 
26-264 
20-264 
ς-29 
20-265 
E-155 
E-155 
E-155 
E-155 
AXA=223 
20-266 
20-266 
2ς-266 
C-33 
C-33 
C-33 
20-267 
20-267 
C-35 
C-35 
C-35 
C-35 
C-35 
AXA-224 
AXA-224 
E-156 
E-156 
E-156 
6-184 
G-184 
, G-184 
6-185 
6-185 
6-185 
2E-222 
2E-222 
25-222 
2L-109 


Pur 53 mn AAA 


28-213 
2E-213 
2E-213 14546-56713 
2E-213 1567561714 
26-255 146-56719 
ΑΧΒ-362 146-56719- 
ΑΧΒ-362 146-56719- 
146-56719- 
146-56723 
146-56902 
146~56902- 
146-56902- 
146756905 
146-56905- 
146-56905- 
146756906 
146-56906- 
146-56907 
146-56907- 
146-56907- 
146-56907- 
146-56901- 
146-56908 
146-56908- 
146756909 
146-56909- 
146-56909- 
146-56910 
146-56910- 
2E-217 146-56910- 
26-217 14656911 
2Ε-218 146-56911- 
146-56335 20-257 146-56911- 
146-56351 ς-9 146-56913 
146-56401 ( p 146-56913- 
146-56402 C-10 -56913- 
146756403 . C-11 
2ς-258 146-58005- 
ς-12 146-58010- 
ς-12 146-58022- 
2E-219 146-58022- 
E-147 146-58022- 
146-58033-103 
146-58033-113 
H-165 146-58042 
AXA-218 146-58056 
AXA-218 
AXA-219 156-58057- 3 ^ 2E-223 
ΑΧΑ-219 1467-58063 N-131 
AXA-219 
2C-259 146-58064- 10 2L-113 
AXA-220 146-58064-101 2L-113 
ΑΧΑ- 221 146-58066- 1 . i AXF-90 
25-221 
28-221 146-58066- 2 AXF-90 
22-221 i 
2Ε-221 146-58068 N-134 
C-19 ἣ 146-58085 
C-19 
AXA-222| |F 1146-58085- 
XA-61 " 


πω aS. 17 15} 15} IB IND. 1-4 ο ο 52 12 ο ND. PO IA Ne 15} 19 {3 1-2 [55 S 1} [3 157 IE. ου μυ 


αι A 
m. 
o οσο 17 ERP TEP RPP RP RP PR RPP 153 15} RPP PRP RPP E RP RP RRP BPP RP PEP 17 15} PPP Pe Pee 


XJ~50 
6-186 
G-186 
G-186 


1467564047 
146-5640 4- 
146-56405 
146-56406 
146-56410- 
146-56410- 
146-56411 
146-56412 
146-56412- 
146-56413 
146-56413- 
146756413- 
146-56414 
146-56415 
146-56416 
14567-55417 
146-56417- 
146-56417- 
146-56417- 
146-56421 
146-56421- 
146-56422 
146-56605 


ω 
L 
πο 


AXF-89 
26-217 
120-341 


Ri NIN ο Ὦ ο [OD IO IND I a 1; ef er πὶ ie IN) IND IS 
2 
m 
τι 
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Section ΙΙΙ l 
Numerical Index of AN 01-60AABA-4 


Contractor Parts 
STOCK NUMBER ER FIGURE | TOTAL| MICROFILM 
CLASS CODE PART NUMBER 8 9| AND INDEX| QTY. | NUMBER 


ETT OE NUMBER FIGURE  |TOTAL|MICROFILM 
PART NUMBER AND INDEX | QTY. NUMBER 
146-58183- ΑΧΑ-233 


FUE 146-58086 C-31 

R83NA 146-58088 AXB-371 
146-58183- ΑΧΑ-233 
146-58183- AXA=233 


146-58184 Ἔ 2ς-276 
146-58185 3 26-326 


Mm 


R83NA 146-58089 


N 


AXB-372 


R83NA . 146-58090- 
R83NA 146-58090- 
146-58101- 
146-58101- 
146-58117 
146-58118- 
146-58118- 
146-58119- 
146-58119- 
146-58121- 
146-58122 
146-58122- 
146-58123 
146-58123- 
146-58123- 
146-58123- 
146-58125 
R83NA 146-58126 
R83NA 146-58127 
146-58127- 
R83NA 146-58128 
R83NA 146-58129 
146-58129- 
R83NA 146-58130 
R83NA 146-58134- 


AXN-103 
AXN-103 
146-56185- AXA-235 
146-58185- 5 AXA-235 
146-58186 5 E-188 
146758187 2E-228 
146-58188 ΑΧΑ-236 
146-58189 AXB-386 
146-58190 AXB-387 
146-58192 AXB-388 
146-58193 
146-58193- 
146-58193- 
146-58193- 
146-58193- 
146-58193- 1 


2E-224 
2C-269 
20-269 
20-270]: 


2E-226 

26-322 
ΑΧΒ-375 
AXC=561 
AXC-561 
AXC-562 
AXB-376 
AX3-376 
AXB=377 

26-323 


C-70 
C-71 
ς-το 
E-193 
E-193 
E-194 
E-194 
E-194 
E-195 
E-195 
AXB~389 
E-197 
E-197 
E-197 
E-197 
ΧΑ-69 
C-74 
XE-88 
AXB=390 


146-58198- 
146-58199- 

.|146-58199- 
146-58199- 
146-58200- 
146-58200- 
146-58201 
146-58202 

-146-58202- 
146-58202- 
146-58202- 
146-58203 
146-58204 
146-58207 
146-58211 
146-58212 
146-58213 
146-58213- 
146-58214 
146-58215 
146-58216 
146-58217 
146-58218 
146-58219 
146-58220 
146-58221 
146-58222 
146-58223 
146-58225 
146-58226 


DEP {5 15’ A RPP RMP πὴ IND A PP pd o ae pee pr IS 


146-58134-. 
R83NA 146-58135 


26-323 
AXB-378 


wor 


R83NA 146-58136 
146-58137 
146-58137- 
146-58138 
146-58139 
146-58140 
146-58143 
146-58147 
146-58148 
146-58149 
146758150 
1467-58152 
1146-58153 
146-58153- 3 
146-58154 
146-58154- 3 
146-58155 
146-58157 
146-58157- 3 
146-58158 


AXN-104 
AXN-104 
26-327 
2E-229 
2C-278 
2E-230 
2C-279 
2C-280 
ΧΗ-50 
2E-231 
2C-281 
2C-282 
2E-232 
ς-θ7 


IO m HA rm QD UU PRR m mm m e prere 
NPP PPP ge ae PRP IS IR I POPE ILIO IO IPOD IO FO i I 1 9 I IND IO ΦΟΝΟ P IR I IS EN 


146-58158- 3 
1456-58158- 5 
146-58160- 10 
R82NA 146-58162 
R82NA 146-58163 
146-58164- 4 
146-58164= 5 AXB-381 
|146-58164- 6 AXB-381 
156-58164- 7 AX8-381 
8 
9 
0 


20-283 
20-284 
ς-90 

. CH92 
XA-217 
ΧΑ-217 
XA-21T 
XA-217 
ς-95 
ς-96 
c-97 
XE-91 
ς-99 
C-100 
AXB-391 
AXC=564 
AXB-392 
AXB-392 
AXN-105 
AXN=105 
26-328 
26-329 
2E-233 
2E-233 
C-103 
C-104 
C-105 
2E-234 


146-58227 
146-58228 
146-58229 
146-58233 
146-58239- 3 
146-58239-" 5 
146-58239- 7 
R82NA 146-58239- 10 
146-58242 
146-58243 
146-58244 


AXB-381 


146-58164- AXB-381 
146-58164- ΑΧ8-381 
146-58164- 1 AX8-381 


26-324 
28-227 
6-551 
26-275 
E-186 
E-186 
E-186 
E-186 
E-186 


146-58168 
146-58169 
146-58174 
146-58175 
146-58176- 
146-58176- 
146-58176- 
146-58176- 
146-58176- 
146-58178 
146-58178- 
146-58178- 
146-58179 
146-58180 
146-58181 
146-58183 


146-58248 
146-58249 
146-58250 
146-58258 
RB2NA 146-58258- 10 
R82NA 146-58259 
146-58259- 3 
R83NA 146-58280 
R82NA 146-56261 
RB3NA 14646-58262 


N 
UNF RFR NNNNMONNM Ου rer 


AXB-383 
AXA-232 
ΑΧΑ-233 


R82NA 


145-58272- 10 
R82NA 146-58273 


PRN A A RRR PP RR e PR 452 I RA IE Peer IND aS ps 


m 
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Section fl 
AN O1-60AABA-4 Ἢ Numerical Index of 


Contractor Parts 
TOTAL] MICROFILM STOCK NUMBER za FIGURE |TOTAL 
ΟΤΥ. NUMBER CLASS CODE PART NUMBER ou AND INDEX | QTY. 
3 Mi 











STOCK NUMBER 
[CLAS CODE| PART NUMBER 























z FIGURE 
AND INDEX 
P1 





















































































































































































































































































































































































146-58274 26-330 146-58474- 1 
146-58274- 3 Χ1 26-330 146-58483 1| XA-226 
146-58275 P1 2673231 1456758484 2 XA-83 
146-58278 8 146-58485 1! ΧΗ- 214 
146-58279 R83NA 146-58486- 1 49 - 24 1| XE-222 
146-58279- 3 p R83NA 146-58486- 2 49 - 25 1| XE-222 
146-58279- 5 1| 2Ε-235 146-58487 4 C-157 
R83NA 146-58279- 10 1| 2E-235 146-58488 49 - 21 12 C-158 
R82NA 146-58290 1 6-119 145-=58489- 1 2 E-241 
R8-3NA 146-58291 2|AXN-106 146-58489- 2 2 E-241 
R83NA 146-58292 2 E-215 146-58489- 3 2 E-241 
R83NA 146-58293 2|AXA-237 1467584897 4 2 E-241 
R83NA 146-58294 2|AXA-238 146-58490 49 = 29 4|.C-159 
R83NA 146-58295- 2| AXN-107 146-58491- 1 1| XH-375 
146-58295- 7 2|AXN-107 146-58491- 2 1| XH-375 
146-58295- 9 2|AXN-107 146-58492- 1 49 = 32 1] 26-338 
R83NA 146-58295- 11 2| AXN-107 145-58492- 2 49 1] 26-338 
R83NA 146-58296 4 C-117 146758493 4| 20-295 
146-58298- 3 3| E-217 14658494 4 C-162 
s 146-58495 49 = 27 2 E-242 
146-58298- 3 E-217 146-58496 49 - 30 4 E-243 
146-58497 4| C-160 
146-58300 2|AXA-240 146-58498 49 - 31 4| XA-229 
146-58301 2| 2E-236 146-58499- 1 1 E-245 
146-58302 2|AXN-108 146-58499= 2 1 E-245 
146-58302- 3 4| AXN-108 146-58501 . 284 - 2 1| 2Ε-240 
146-58303 2|AXN-109 146-58501- 3 1| 2E-240 
146-58304 2|AXC-565 146758502 284 - 6 1| 20-296 
146-58304- 3 4|AXC-565 146-58507 1]AXA-244 
146-58304- 5 4| AXC-565 146-58507- 3 315 - 28 1 ΙΑΧΑ- 244 
146-58304- 7 4| AXC=565| |R82NA 146-58508 4 E-248 
R83NA 146-58305 8|AXB-394| |R82NA 146-58510 4 E-250 
146-58305- 3 8|AX8-394 14658513 1 | 20-297 
R83NA 146-58 306 P 4 C-122 146758514 1| 2€-298 
146-58308 M 1 C-124 146758515 1| 2ς-299 
146-58310 M1 2| 20-285 ᾿ 146-58516 388 - 25 1| 20-300 
R82NA 146-58311 P 1 R83NA 14658517 388 ~ 10 1 C-170 
R82NA 146-58312 P 1 C-127 146758518 2 C-171 
R82NA 146758315 Ρ 1 E-220| |R83NA 146-58520 3 [AXN-110 
R82NA 146758316 P1 1| 26-332 146-58521 285 - 18 6| 2C-301 
R82NA 146758217 P 1 6-25] 146-58522 2 C-174 
R82NA 146-58318- 10 P1 1 E-221 146-58523 1| 2ς-302 
R82NA 146-58319 Ρ 1 E-222 146-58523- 3 2| 2ς-302 
146-58319- 3. M1 1 E-222 146-58523- 5 Ὁ Αἴ 1| 2ς-202 
R82NA 146-58330 P 1| 26-333 1456758535 315 - 24 1| 2ς-306 
146758333 6 C-131 146758536 48 1| 26-339 
146-58333- 3 2 (9151 146-58542 1| XK-283 
146-58333- 5 2 C-131 146758543 360 - 10 2| 2E-243 
146-58333- 7 2 €=131 146-58545 81 - 24 1 XE-93 
146-58333- 9 2 c-131 146-58545- 3 1 ΧΕ-93 
146-58350 1| 2C-288 146-58545- 5 1 "UXE-CS3 
146-58367 1 C-134 146758546 1 |AXB-396 
146-58368 1| 20-289 146-58559 1| XK-285 
146-58398 1 ς-137 146-58560- 3 1 6-313 
146-58399 i ς-138 146-58560- 5 1 G-3123 
146758400 1 ς-139 146-58560- 9 1 6-313 
146-5840] 1 C-140 146-58560- 13 1 6-313 
R83NA 146-58402 1|AXA-242 146-58560- 17 1 G-313 
i 146-525 403 4 c-142 146-58560-100 197 REF 6-313 
R82NA 146-58404 2 c-143 146-58561 1| XE-223 
146-58404- 3 4 C-143 146-58561- 3 1] ΧΕ-223 
146758404- 5 2 C-143 146-58562 197 - 24 1| XE-224 
146-58404= 7 2| C-143 146-58562- 3 1| XE-224 
146-58404- 9 2 C€-143 146-58562- 5 1| XE-224 
R83NA 146-58405- 3 12 ΧΑ-Τ6 146-58562- 7 1| XE-22^ 
R83NAÀA 146-58405- 5 6 XA-76 146-58562- 39 1| XE-22^4 
1146-58409 3 C-145 146-58562- 11 1| XE-224 
14546-58410 2| XA-422 146-58562- 13 1| XE-224 
R83HA 146-538415 2| 2E-239 146-58564 1 XE-96 
146-58415- 3 2| 2Ε-239 146-58564- 3 i i XE-96 
R83NA 146-58416 2 E-231 146-58565 197 - 17 1| 2€-307 
R83NA 14546-58417 4 E-232 146-56566 1 [AXA-246 
: 146-58418 1} 2C-291 146-58568 1| 2ς-209 
146-58418- 1 1| 20-291 146-56571 375 = Ὁ rl ος-210 
.| 1466-58418- 2 1| ος-291 14656-58572 235 - 29 2| 2E-244 
146-58443- 3 1 E-234 146-58573- 3 1 XE-39 
146-58443- 5 1| .E-234 146-58573- 5 1 XE-99 
146-58444 1 E-235 146-5857^5 2 
146-58448 1| 20-292 146~58575= 3 414 = 7 1 
146-58449 1| 20-293 146-58575- 5 $14 - 8 1 
146-55450 1|AXA-243 146-58575- 7. 2 
156-58473- 3 6 XE-92 146-58575- 9 16 
146-58576 3| 2ς-311 
146-583473- 2 XE-92 146-58805- 55 M1 [414 = 21 1| 26-341 
911 
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Section Ill 
Numerical Index of - AN O1-60AABA-4 


Contractor Parts 
FIGURE |TOTAL| MICROFILM STOCK NUMBER FIGURE | TOTAL] MICROFILM 
2 | AND INDEX | QTY. NUMBER | | CLASS CODE PART NUMBER AND INDEX | QTY. | NUMBER 
M1 1 


146-58805- 1μιό14 - 45 26-341 '|146-63244- 11 2L-118 


[CLASS CODE| PART NUMBER 
146-58805- 26-341] ¡R82NA 146-63244- 2L-118 


146-58807- Χι.-377 146-63244= 2L-118 
146-58807- XL-7377 146-63244- "| 2L-118 
146-58807- Χι- 377 146-63245 - 20-326 
146-58807- XL-7377 146-63246- 2C-337 
146-58807- XL-377 146-63246- 20-337 
146-58807- XL-7377 146-63247- 2C-338 
146-58807- Χι 377 146-63247- 20-338 
146-58807- XL-7377 146-63248 20-339 
146-58808- 146-63249 
146-58897- 146-63250 
146-63011 146-63251 
146-63124 146-63252 
146-63133 146-63253 
146-63135 146-63253- 3 
146-63146 146-63253- 5 
146-63148- 146-63253- 7 
9 
1 












Pr ἐπ} d e 1-2 1-4 15} 2 


C-210 
'2L-119 
26-347 
AXC-568 
AXC-568 
AXC-568 
AXC-568 
AXC-568 
AXC-568 
2Ε-263 
2Ε-263 
2E-264 
25-265 
25-265 
2Ε-266 
2Ε-267 
2E-267 
2E-267 
2Ε-267 
26-342 
2E-268 
2C-343 
20-344 
20-344 
20-345 
2Ε-269 
26-346 
20-347 
2Ε-270 
2Ε-270 
2E-270 
2E-271 
XH-378 
XE-321 
XE-321 
ΧΕ-327 
XE-327 
ΧΕ-327 
XE=327 
XE-327 
XE-327 
2L-120 
2L-120 
2L-120 
2L-120 
2L-120 
2L-120 
2L-120 
2L-120 
2L-120 


XL-377 
2L-116 
XK-415 
20-322 
25-251 
E-259 
XL-299 
AXC=567 
AXC=567 
'AXB-398 
AXB= 398 
ΑΧ8-399 
ΑΧΒ- 399 
ΑΧΒ- 400 
ΑΧΒ” 400 
Ε-265 


2 
m 
τι 


146-63154= 146-63253- 
146-63154- 
146-63155- 
146-63155= 
146-63158- 
146-63158- 
146-63160- 
146-63160- 
146-63164 
146-63165- 
146-63165- 
146-63201 
146-63203 
146-63203- 
146-63203- 
146-63204 
146-63204- 
146-63204- 
146-63205 
146-63206 
146-63207 
146-63208 
146-63209 
146-63212- 
146-63212- 
146-63212- 
146-63213 
146-63215 
146-63215- 
146-63215- 
146-63216 
146-63216- 
146-63216- 
146-63216- 
146-63217 
146-63217- 
146-63217- 
146-63217- 
146-63218 
146-63218- 
146-63218- 
146763219 
|146-63219- 
146-63219- 
146-63219-. 
146-63220 
146-63220- 
146-63223- 
146-63223- 
146-63223- 
146-63223- 
146-63223- 
146-63223- 
146-63225 
146-63227 
146-63227- 
146-63227- 
146-63228 
146-63228- 
146-63236- 
146-63238 
146-63238- 
146-63238- 
146-63242 
146-63242- 
146-63244- 


146-63253- 1 
146763254 
146-63254- 
146-63255 
146-63256- 
146-63256- 
146-63257 
146-63253- 
146-63258- 
146-63258- 
146-63258- 
146-63259 
146-63260 
146-63261 
146-63262 | 
.1146-63262- 
146-63263 
146-63264 
146-63265 
146-63266 
146-63267 
146-63267- 
146-63267- 
146-63268 
146-63275- 
146-63276 
146-63276- 
146-63276- 
146-63276- 
146-63276- 
146-63276- 
146-63276- 
146763276- 
146-63277- 
146-63277- 
146-6327T- . 
146-63277- 
146-63277- 
146-63277- 
146-63277- 
146-63277- 
146-63277- 
146-63278 
146-63280 
146-63281 © 
146-63282 
146-63283 
146-63322 
146-63323 
146-63323- 3 
146763323- 4 
146-63330-200 
146-63337 
146-63340-200 
146-63350 


CURAS ERRE 


Nr 


XK-292 
AXB-401 
AXB-401 
AXB-401 
AXB-402 
AXB-402 
AXB-402 

2ς-307 

20-328 
ΑΧ8-403 

ς-198 
2ς-329 

262331 

20-331 

20-331 

20-332 

20-334 

20-334 

20-334 

2E-254 

2E-254 
2£-254 
2E-254 

26-343 

26-7343 

26-343 

26-343 

2E-255 

2E-255 
2E-255 
2E-256 
2E-256 
2E-256 
2£-256 
2€-257 
2E-257 
2E-258 
2E-258 
2E-258 
2E-258 
2E-258 
2E-258 
2E-259 

26-344 

26-344 

26-344 

26-345 

26-345 

2F-649 

26-346 

26-346 

26-346 

20-335 

2C=335 

2-118 


NP OONDUwWND 


hr 


ΧΗ- 215 
ΧΗ- 216 


2€-348 
2ς-249 
2ς-349 
20-349 
2L-124 


2L-125 
XL-196 


UR IN) S: RI ILIO PD. JS UND PO. FO Ie PN PRP PRP PO eH IND. PO FO. EO TO. fO. NNR des pd ae ger FO. BO RP REP ERE RR RR RRB RRP RNP II E I ου IX I IND 


I 
o N 
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146-63351- 26-357 


N 
ο 


XL-197 


146-63352 


146763353 XL-198 


146-63354- 3 
146-63354- 5 


XL-199 
XL-199 


A ΟΙ ER 12 Ου κ» ο BPP ο ο A 
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STOCK NUMBER 





CLASS CODE 


R94NAÀ 
R94NA 
R94NA 


R94NA 


R82NA 


Vs 


R82NA 


RB2NA 


PART NUMBER 


















146-63365- 


146-63365- 





146-63365- 
146-63365- 
146-63366- 
146-63366- 


146-63366- 





146-63366- 


146-63368 
146-63371 
146-763434 
146-63469 
146-71001 
146-71008 












146-71027- 
146-71027- 
146-71027- 
146771028 

146-71028- 
146-71029 

146-71029- 
146-71030- 
146-71030- 
146-71030- 
146-71030- 
146-71030- 


146-71030- 
146-71030- 
146-71030- 
146-71030- 
146-71030- 
146-71030- 
146-71030- 
146-71031 

146-71031- 








146-71031= 
146-71031- 
146-11031- 
|146-71031- 
146771021- 
146-71021- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71021- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71031= 
146-71031- 
146-71031- 
146-71031- 
146-71031- 
146-71033 

146-71033- 






146-71033- 
146-71033- 
146-71033- 
146-71033- 
146-71033- 
146-71036 
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146-71030- : 


146-71031-. 


146-71033- 


1955 





AN O1-60AABA-4 


FIGURE MICROFILM 
AND INDEX NUMBER 


26-360 
' 26-360 
26-360 


26-360 
26-361 





26-361 
26-361 


Po 4 RB 


26-361 





































































XL-202 
2E-297 
2C-367 
26-372 

XJ-756 


mm 
mm 
πποω OF 





E-347 
E-347 
E-347 
2L-131 
.2L7131 
E- 348 
E- 348 
XG-7 
XG-7 
X6-7 
XG-7 
XG-7 
X6-7 
XG=7 
Χ6-7 
X6G-7 
XG-7 
Χ6-Τ 
x6-=7 
XG-7 
XG-8 
XG-B 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
Χ6-8 
XG-8 
. X68 
- XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XGc-8 
XG-8 
Χ6-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
XG-8 
.XG-8 
XG-8 
Χ6-9 


PRP PR RRR Pe E E 1-7 eee 


an 
mmm 
"mn 


Φον 


PR S ο ENE TREN λα osas 


CLASS CODE] PARTNUMBER | 





STOCK NUMBER 


146-71036- 
146-71036- 
146-71036- 
146-71036- 
146-71036- 
146-71037 
146-71038 
146-71038- 
146-71039 
146-71039- 
146-71045 
146-71045- | 
1146-71050 
146-71051 
146-71052 
146-71053 
146-71054 
146-71055 
146-71056 
146-71057 
146-71238 
146773304 
146773307 
146-73308- 
146-73308- 
146-73308- 
1456-73308- 
146-73308- 


146-73308- 
146-73308- ' 
146-73308- 
146-73308- 
146-73308- 
146-73308- 
146-73308- 
146-73308- 


146-73309 
146-73311- 
146-73312 
146-73313 


146-73551 
146-73551- 
146-73551- 
146-73552- 
146-73552- 
146-73553 


146-73554- 

146-73554- 

146-73554- 

146-773554- 

146773555 

146-73561-105 
146-73561-109 
146-73561-111 
|146773562- 5 
146-73562-105 
146-73562-109 
146-73562-112 
146-73563-101 
146-73563-102 
146-73563-103 
146-73563-106 
146-73563-107 


146-73563-110. 


146-73564-101 
146-73564-102 
146-73564-103 
146-73564-104 
146-73564-105 
-|146-73564-106 


146-74034- 
146-74038 


Á146-74063 





PART | PARTNUMBER | 


Section IM 


Numerical Index of 
Contractor Parts 


ΑΧΑ- 220 

E-353 
AXB-407 
AXA-251 
AXA-252 
AXA-253 
AXA-254 


26-374 
26-374 
26-374 
26-374 
26-374 


ee ee da 


26-374 
26-374 
26-374 
26-374 
26-374 
120-374 
26-374 
26-374 


Mog om om as 


AXB-408 


Pprur 


AXA=255 
AXB=409 


Drrooo 


XE-107 


E-360 
E-360 
Ε-360 
E-360 
XE-105 
2E-318 
2E-318 
2E-318 
2E-219 
2E-319 
28-319 
2E-319 
2E-320 
26-320 
2E-320 
2Ε-320 
2Ε-320 
2Ε-320 
ΑΧΒ- 411 
ΑΧΒ- 411 
AXB-411 
AXB=411 - 
AXB-411 
AXB=411 
AXC=573 
20-368 
26-368 
ΑΧΝ-207 
AXN=207 
AXN=207 


M2) pra pro 4-3 [-2 pd 9 I od »» IN) IO. I3 po ἕ» po 1-5 1’ 1-2 n P {5 a Rn I QN I col 


. 


mm oe 





.913 
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Numerical Index of AN 01-60AABA-4 


“STOCK NUMBER ER FIGURE | TOTAL| MICROFILM 
CLASS CODE PART NUMBER 89| AND INDEX| QTY. | NUMBER 


Contractor Parts 


ease COOP NUMBER d FIGURE MCRONUM 
9 9| AND INDEX 


PART NUMBER MBER 


eal re 147-58216- 










147-54223- 
147-54223- 
147-54223=. 
147-54223- 
147-54223- 
147-54223- 
147-54223- 
141-54223- 
147-54223- 
147-54223- 
147-54223- 
147-54223- 
147-54223- 
147-54223- 
147-54223- 
147-54223- 
147-54315 

147-54367 

147-54679 | 
147-58003 

147-58045- 
147-58215 

147-58216= 
147-58216- 


153-31044- 

153-31044- 11 
153-31044-103 
153-31050- 11 


1 
146-75703 2 147-58383 : 
146-75703- 2| AXC-575| |R83NA 147-58383- 4 
146-75703- 4| AXC=575| |R82NA 147-58560- 1 
146-75703= 2|AXC-575| |R82NA 147-58560- 1 
146-75703- 2|AxC-575| |R82NA 147-58595 6 
146-75703- 2|AXC-575 
146-75703- 2|AXC-575 147-63291 3 
147-12317 1| C-258||R82NA 147-71238 7| XE-115 
147-15101- 1 147-74060 1 
147-22070- 6| E-585 1 
147-22665 2| C-259 3| E-598 
147-31267- 1 : 
147-31267- 1 149752042 5| 2Ε-323 
147-31641 8| 2C-369 
149-52042- 3| 2E-323 
149752047 1| C-279 
147-43069 1 149-52402- 5 
147-43085- 2 149-71287 2 
147-43135 1 
147-47057 2 151-31830 2 
147-47121 2 151-31831 2 
147-48324 : 3 151-31844- 2 
141748327 3 151-31844- 2 
147748344 3 151-31845' 2 
157-48864- 1 151-31846- 2 
147-53008 3 2 
2 
1 
4 
|. 2 
147-54201-: 1 8 
4 
147-54202 E-586| |R82NA 4 
147-54203 1 
147-54204 1 
147-54205 1 
147-54206 151753157 1 
147-54207 151-53158 ` 1 
147-54208 151-53159- 1 
14171-54209 151-53159-- 1 
147-54210. 151-53162 : 1 
147-54210- ` 151-53176 1 
147-54210- 151-53185 1 
147-54211 ` - C-266| |R82NA 151754251. 2| 6-314 
147-54212 - 151-54252 2| 25-324 
- 151-54253. 2| 2E-325 
- 151-54254- 1| 6-315 
147754213 - - C-268| IRB2NA 151754350 9.) 2C-372 
147-54214 - ; 
147-54216 151-54426 3| XE-116 
147-54217 . 151-54426- 2 | XE~116 
147-54219 6-310| [R82NA 151-58010 '4| 26-382 
147-54219- 6-310| ÍR83NA 1| 26-382 
147-54220- 1| 2Ε-326 
147-54221 . 151-58314 1 ΙΑΧΒ- 430 
147-54222 :C-273| |R82NA 151-58344- 8 : 
147-54223- Ε-591| IR83NA 151-58344-. 8 
147-54222- - - 152-31809= 8 
147-54223- E-591| |R82NA 152-21809-- 8 
1 
1 
1 
1 


153-31057- 5 
153-31057- 7 
153-31057- 11 
153-31090- 
153-31090- 
E-591| |R82NA 153-31090- 
153-31091- 11 
153-31140- 15 
E-591| |R82NA 153-31179 3 
E-591| |R82NA 153-31179- 11 
. 153-31181- 11 
ς-270| |R82NA 153-31181- 21 
153-31182 
153-31182- 3 
153-31183 


2R-162 


1 
1 
1 
1 
-- 
ll 
2 
1 
1 
1 
1 
2 
3 
2 
i 
1 
4 
1 
1 
1 
1 
1 
4 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
2 
2 
2 
2 
2 


O A 


153-31190- 
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153-31191 
153-31192 
153-31193 
153-31194 






153-31196 
153-31197 


153-31286 
153-31296- 














R82NA 153-31623 

153-487150- 
1532487150- 
153-487150- 
153-487150- 


153-52604 






153-52604- 
153-52608 






153-52608- 
153-52608- 
153-52608- 
153-53055 
153-53445- 
153-53452 


153-53452- 






153-53452- 
153-53452- 
153-53452- 
153-54264 
153-54264- 
153-58131- 
153-58205 
153-58205- 
153-58206 
153-58207 
153-58208- 















R82NA 
R82NA 









R83NA 






R82NA. 






R82NA 







R82NA 153-58208- 
R83NA 153-58208- 
R82NA 153-58208- 





R83NA 153-58208-: 
153-58209- 
153-58209- 
153-58209- 
153-58209- 
153-58209- 
153-58210 

153-58214- 
153-58214- 
153-58214- 
153-58214- 
153-58214- 
153-58230 





153-58231 





153-58231- 
153-58231-. 
153-58309- 


153-58803-1 
15373105 





R82NA 






153-73106 
153-73106- 
153-73107 
153-73108 
153-73109 
153-73109- 
153-73109- 
153-731149- 
153-731149- 
153-731149- 
153-731150- 
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153-53452- 


153-31195- 11 


153-31220- 11 


153-31296- 11 





STOCK NUMBER Sel FIGURE 
| CLASS CODE | PART NUMBER AND INDEX 
l M1 


9 
17 


2 


1 


29 


n wu 


3 
5 


21 
53 


3 


3 
5 

















w Uu 





AN O1-60AABA-4 


MICROFILM 
NUMBER 
















153-731150- 
153-721150- 7 
153-731150- 9 



















153-73116 
153-731164 
153-731164- .3 
153-73117- 9 
153-73119 
153-73122 - 
153-73122- 3' 
153-73123 
153-73123- 9 
153-731234 


1 i Umi oi uN 
















153-731234- 3 
153-731234- 5 
153-731236 


ΧΗ-218 


153-731236- 
153-731236- 
153-731237 
153-731240 
153-731240- 








ww 


ΧΗ-218 
ΧΗ-332 









ΧΗ-332 
ΧΗ-332 
ΧΗ- 232 












153-73167 
153-73169 
153-73171 
153-73200 
153-73210 
153-73210- 3 
153-73215 


ο». SOOO 








































153-73215- 
153-73215- 
153-13215- 
153-73215- 
153-73216- 
153-73216- 
153-73216- 
153-73216- 
153-73217 
153-73230 
153-73230- 3 
153-73287 
153-73290. 
153-73291 
153-73291- 3 
153-73291- 5 
153-73291- 10 
153-73291- 13 
153-72291- 15 
153-73291-103 
153-73292 
153-73293- 
153-73293- 
|153-73293- 
153-73293- 
153273294 
153-73294- 
153-73295 
153-73296 
153-73291 
153-73298 
153-73299 
156-10015- 1 
156-10015- 3 
156-10015- 5 
156-10015- 7 
156-10015- 9 
156-10015- 21 
156-10015- 31 
|156-11001- 71 
156-11001-200 


οπσ υωοσσω 





















Q NEP EPH ONVEN FEN VY HNDO DONE I| IM EN EN 
vo o-wu 











156-11004- 
156-11004- 6 
156-11004- 7 
156-11004- .8 
156-11004- 19 
156-11004- 
156-11004- 


Pee Ae New ο ο 


STOCK NUMBER o FIGURE 
CLASS CODE PART NUMBER > 9| AND INDEX 
| 5 


'Section Ill 
Numerical Index of 
Contractor Parts 


MICROFILM 
NUMBER 










De ο 12 ΝΡ eh o I3 52 3 d κ» 







no 


















FNP Pr re ND’ 




















NF FR ο 


















152-7324 
153-7323 
91. - 52 


















91 - 53 
91 47 















91 - 56 
57, 













“91 = 59 
91 - 46|.- 
“60 
































58 
AXF=98 
AXF-98 
AXF-98 
ΑΧΕ-98 
ΑΧΕ-98 - 
ΑΧΕ-98 
ΑΧΕ-98 

































.2L-137 
-2L-137 
2L-137- 
2L-137 
2-137 
2L-137 
2L-137- 





















Section Ill 
Numerical Index of 
Contractor Parts 








PART NUMBER 


156-11004- 25 
156-11004- 27 
156-11004- 29 
156-11004- 33 
156-11004- 34 
156-11004- 37 
156-11004- 38 
156-11004- 39 
156-11004- 43 
156-11004- 45 
156-11004- 47 
156-11004- 49 
156-11004- 53 
156-11004- 55 
156-11004- 57 
156-11004- 58 
156-11004- 59 
156-11004- 60 
156-11004- 63 
156-11004- 65 
156-11004- 67 
156-11004- 69 
156-11004- 73 
156-11004- 75 
156-11004- 77 
156-11004- 79 
156-11004- 83 
156-11004- 85 
156-11004- 86 
156-11004- 87 
156-11004- 89 
156-11004- 90 
156-11004- 93 
156-11004- 95 
156-11004- 96 
156-11004- 97 
156-11004- 99 
156-11004-100 
156-11004-103 
156-11004-105 
156-11004-106 
156-11004-107 
166-11004-109 
156-11004-115 
156-11004-117 
156-11004-119 
156-11004-123 
156-11004-124 
156-11004-125 
156-11004-127 
156-11004-129 
156-11004-133 
156-11004-135 
156-11004-139 
156-11004-140 
156-11004-143 
156-11004-145 
156-11004-146 
156-11004-147 
156-11004-148 
156-11004-149 
156-11004-150 
156-11004-153 
156-11004-154 
156-11004-159 
156-11004-161 
156-11004-163 
156-11004-165 
156-11004-166 
156-11004-169 
156-11004-170 
156-11004-173 
156-11904-175 
156-11004-176 
156-11004-177 
156-11004-178 
156-11004-183 
156-11004-200 
156-11004-209 
156-11007 : 
156-11008 

156-11009 

156-11010 

156-11011 
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STOCK NUMBER 
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#8 FIGURE MICROFILM 
38] AND INDEX NUMBER 


2L-137 
2L-137 
` 2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L=137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
21-137 
2L-137 
21-137 
2L-137 
2L-137 
2L-137 
2L-137 
21-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2,7137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
21-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
2L-137 
21-137 
2L-137 
2L=137 
2L-137 
2L-137 
AXF-100 
AXC-583 
2L-139| 
2L-140 
AXF-101 
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CLASS CODE 





STOCK NUMBER ` 
PART NUMBER 


156-11012 
156°11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11013- 
156-11014- 
156-11014- . 
156-11014- 


εουὑυθο ο 


156-11014- 
156-11014- 


156-11014- 
156-11014- 
156-11014- 
156-11014- 
156-11014- 
156-11014- 
156-11014-101 
156-11014-111 
156-11014-112 
156-11014-131 
156-11014-141 
156-11014-151 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11021- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027-- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11027- 
156-11037- 
156-11037- 
156-11037- 
156-11037- 


535] FIGURE |TOTAL| MICROFILM 
89| AND INDEX | QTY. | NUMBER 


AXF-102 
AXF-103 
AXF-103 
ΑΧΕ-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
ΑΧΕ-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
AXF-103 
2L-141 
21-141 
2L-141 
2L-141 
2L-141 
2L-141 
10| 2L-141 
REF | 2L-141 
1| 2L-141 

2| 2L-141 

2| 2L-141 
«ΑΕΕ | 2L-141 
2| 2ἰ-14} 

1| 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-141 
REF| 2L-141 
REF| 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-141 
REF | 2L-142 
REF | 2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
2L-142 
REF |AXF-105 
REF lAxF-105 
1 |AXF-105 
1|AXF-105 


* 
a 
m 
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Section Ill 
Numerical Index of 
. Contractor Parts 


FIGURE MICROFILM 
AND INDEX ' NUMBER 


AN O1-60AABA-4 





STOCK NUMBER 
PART NUMBER 


STOCK NUMBER Ys 





CLASS CODE 


































































156711037 1|AXF-105 156-11102- 17 1| 20-143 

156-11037- 6 1|AXF-105 156-11102- 19 Il 5137 
156-11037- Τ᾽ 1|AxF-105 156-11102- 23 id Spas 
156-11037- 8 1|AXF-105 156-11102- 25 ll 2-143 
156-11037- 9 2 |AXF-105 156-11102- 26 1| 2L-143 
156-11037- 11 1|AxF-105 156-11102- 27 1| 2L-143 
156-11037- 13 2|AXF-105 156-11102- 29 1] 21-143 
156-11037- 15 2|AXF-105 156-11102- 33 il 2L-143 
156-11037- 17 2 AXF-105 156-11102- 24 1 2L-143 
156-11037- 19 2 AXF-105 156-11102- 35 1 21-143 
156-11037- 21 2 AXF-105 156-11102- 36 1 2L-143 
156-11037- 23 4|AXF-105 156-11102- 1| 2L-143 
156-11037- 25 2|AXF-105 1| 2t-143 
156-11037- 27 2 |AXF-105 1| 21-143 
156-11037- 29 2|AxF-105 1| 2L-143 
156-11037- 31 2|AxF-105 156-11102- 1} 21-143 
156-11037-101 AXF-105 158-11102- 44 1! 2L-143 
156-11037-102 ΑΧΕ- 105]. 156-11102- 45 1| 2L-143 
1567110777 1 AXF~106 156-11102- 46 1| 2b-143 
156-11077= 2 ΑΧΕ-106 156-11102- 47 1| 2L-143 
A DETECTS 156-11102- 48 1| 2L-143 
1S6=11077= 5 2] AXF~106 156-11102- 49 1| 2L-143 
eC err T «εκτος 156-11102- 50 1| 21-143 
I56-M irm 9 LU AXE = 206 156-11102- 53 1| 2L-143 
156-11077- 10 llAxF-106 156-11102- 54 1] 2L-143 
156-11077- 13 2|AXF-106 156-11102- 55 1] 2t-143 
156-11077- 15 4|AXF-106 156-11102- 56 1] 20-143 
156-11077- 17 2|AXF-106|. 156-11102- 57 1 2L-143 
158-11017- 19 2|AxF-106 156-11102- 58 1| 21-143 
156-11077- 23 1|AxF-106 156-11102- 59 1| 2t-143 
156-11077- 24 1|AXF-106 156-11102- 60 1] 2L-143 
156-11077- 27 2|AxF-106 156-11102- A rae 
156-11077- 29 2| AXF-106 i| 2L-143 
156-11087- 23 1| E-459 1| 2L-143 
156-11087- 4 i| E-459 1| 20-143 
156-11087- 5 i| E-459 -143 
156-11087- 6 i| E-459 1| 512143 
156-11088- 1 6| E-460 156-11102- 1| 21-143 
156-11088- 2 6| E-460 156-11102- 70 1| 2L-143 
156-11089 ᾿ REF|AXF-107 156-11102- 73 1| 21-143 
156-11089- 1 REF | AXF-107 156-11102- 74 1| 2L-143 
156-11089- 2 AXF-107 156-11102- 75 1| 2L-143 
156-11089- 3 AXF-107 156-11102- 76 1| 2L-143 
156-11089- 4 AXF=107 156-11102- 77 1| 2L-143 
156-11089- 5 ΑΧΕ- 107 156-11102- 78 1| 2L-143 
156-11089- 6 AXF=107 156-11102- 79 1| 2L-143 
156-11089- 11 ΑΧΕ- 107 156-11102- 80 1| 2L-143 
156-11089- 12 AXF-107 156-11102- 83 1| 2L-143 
156-11089- 31 ΑΧΕ- 107 156-11102- 84 1| 2L-143 
156-11089- 32 AXF-107 156-11102- 85 1 2L-143 
156-11089- 39 AXF-107 156-11102- 87 1| 2L-143 
156-11089- 40 AXF-107 156-11102- 89 156-11102-154 
156-11089- 43 AXF-107 156-11102- 93 12| 2L-143 
156-11089- 44 AXF-107 156-11102- 95 8| 2L-143 
156-11089- 49 AXF-107 156-11102- 97 1| 2L-143 
156-11089- 50 AXF-107 156-11102- 98 1] 21-143. 
156-11089- 51 AXF-107 156-11102- 99 1| 2L-143 
156-11089- 52 AXF=107 156-11102-100 1| 2L-143 
156-11089- 53 AXF-107 156-11102-101 1| 2L-143 
156-11089- 54 AXF-107 156-11102-102 1| 2L-143 
156-11089- 57 AXF-107 156-11102-103 1| 2L-143 
156-11089- 71 AXF-107 156-11102-104 1| 2L-143 
156-11089- 72 AXF-107 156-11102-105 1| 21-143 
156-11091- 1 156-11102-106 1] 2L-143 
156-11091- 2 156-11102-109 1| 2L-143 
156-11096- 1 i| 2£-328 156-11102-113 1| 2L-143 
156-11096- 2 i| 2E-328 156-11102-114 1| 2L-143 
156-11096- 3 i| 2Ε-228 156-11102-115 1} 2L-143 
156-11096- 4 i| 2£-328 156-11102-116 1| 2-143 
156-11097 4| c-282 156-11102-117 1 | 2L-143 
156-11098 2) 26-284 156-11102-118 1| 2L-143 
156-11098- 31 2| 26-384 156-11102-119 1| 2L-143 
156-11101-116 1 156-11102-120 1] 2L-143 
156-11102- 3 1| -2L-143 156-11102-123 1| 212143 
156-11102- 4 i| 2L-143 156-11102-124 1} 2L-143 
156-11102- 5 1| 2ἱ-143 156-11102-127 1} 2L-143 
156-11102- 6 i| 20-143 156-11102-129 1| 2L-143 
156-11102- 7 i| 25-143 156-11102-135 1| 2t-143 
156-11102- 8 i| 25-143 156-11102-136 1| 2L-143 
156-11102- 9 1} 2L-143 156-11102-137 1| 2L-143 
156-11102- 10 1| 21-143 rf 2L-143 
156-11102- 13 i| 2L-143 6| 2b-143 
156-11102- 14 1| 2L-143 156-11102-143 1l 2t-143 
156-11102- 15 i| 21-143 156-11102-147 2| 2L-143 
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5 FIGURE MICROFILM 
AND INDEX NUMBER 


PART NUMBER 29 
5 : 










































































































































































































































Section lli 
Numerical Index of - AN 01-60AABA-4 


Contractor Parts 
MICROFILM STOCK NUMBER 
NUMBER |/CLASSCODE| PARTNUMBER | 
- 8 


STOCK NUMBER s Figure [τοται 
[CLASS CODE] - PART NUMBER AND INDEX | QTY. 
M1 


























FIGURE |TOTAL| MICROFILM| - 
AND INDEX | QTY. | NUMBER 
















































































































156-11102-149 1| 2L-143 156-11135- xG-18 
156-11102-150 1| 2L-143 156-11135- 9 XG-18: 
156-11102-153 1| 2L-143 156-11135- 10 X6G-18 
156-11102-155 1| 2L-143 156-11135- 13 XG-18 
156-11102-157 1| 2L-143 156-11135- 15 XG-18 
156-11102-159 1| 2L-143 156-11135- 17 Χ6-18 






156-11102-200 2L-143 156-11135- 19 XG-18 


























































































































156-11102-211 1| 2L-143 156-11135- 23 XG-18 
156-11102-300. 2L7143 156-11135- 24 Χ6-18 
156-11102-303 2L-143 156-11135- 25 Χ6-18 
156-11102-304 2L-143 156-11135- 26 XG-18 
156-11102-403 2L-143 150-11135- .27- Χ6-18 









156-11102-404 
156-11102-477 


2L-143 
2L-143 


156-11135- 29 
156-11135- 30 


XG-18 
XG-18 



















NAVE POP HNP NN ο Ν εὐ πίε» 




















































156-11102-478 2L-143 156-11135- 31 XG-18 

156-11105- 3 ΑΧΕ- 109 156-11135- 33 X6-18 

156-11105- 4 AXF-109 156-11135- 34 Χ6-18 

156-11105- 5 AXF-109 156-11135- 37 XG-18 

156-11105- 6 ΑΧΕ- 109 156-11135- 39 XG-18 

156711110 ΑΧΕ-110 156-11143- 1 ΑΧΕ-112 

156-11110- 1 AXF-110 156-11143- AXF-112 
[156-11110- 2 AXF-110 156-11143- 3 AXF-112 

156-11110- 3 AXF-110 156-11143- 4 1 |AXP-112 

156-11110- 4 AXF-110 156-11143- 5 AXF-112 

156-11110- 5 AXF-110 156-11143- 6 ΑΧΕ-112 

156-11110- 6 AXF-110 156-11143- 11 ΑΧΕ-112 

156-11110- 7 AXF-110 156-11143- 12 AXF-112 

156-11110- 8 AXF=110 156-11146- 1 AXF-113 

156-11110- 9 AXF-110 156-11146- 2 ΑΧΕ-113 

156-11110- 10 ΑΧΕ-110 156-11146- 3 AXF-113 

156-11110- 13 AXF-110 156-11146- 4 AXF-113 

156-11110- 14 ΑΧΕ-110 156-11146- 5 ΑΧΕ-113 

156-11110- 15 AXF-110 156-11146- 6 AXF-113 

156-11110- 16 AXF=110 156-11146- 7 AXF-113 

156-11110- 17 ΑΧΕ” 110 156-11146- 8 

156-11110- 20 AXF-110 156-11146- 11 

156-11110- 23 AXF-110 156-11146- 12 

156-11110- 24 AXF-110 156-11151- 1 

156-11110- 25 AXF-110 156-11151- 2 

156-11110- 26 ΑΧΕ-110 156-11157- 3 

156-11110- 29 AXF-110 156-11157- 4 

156-11110- 33 AXF-110 156-11157- 5 

156-11110- 34 AXF-110 156-11157- 6 

156-11110- 35 AXF=110 156-11157- 7 

156-11110- 36 AXF=110 156-11157- 8 

156-11110-101 AXF=110 156-11157- 9 AXF-114 





156-11110-102 
[1567-11111 
156-11111- 1 
156-11111- 2 
156-11111- 3 
156-11111- 4 
156-11111- 7 
8 
9 
10 


AXF-110 
ΑΧΕ-111 
ΑΧΕ-111 
ΑΧΕ-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 
AXF-111 


156-11157- 10 
156-11157- 11 
156-11157- 12 
156-11157- 13 
156-11157- 14 
156-11157- 15 
156-11157- 16 
156-11157- 17 
156-11157- 


AXF-114 
AXF-114 
AXF-114 







156-11111- 

156-11111- 

156-11111- 

156-11111- 11 
156-11111- 12 
156-11111- 13 
156-11111- 15 
156-11111- 16 
156-11111- 17 
156-11111- 18 
156-11111- 29 
156-11111- 30 
156-11111- 41 
156-11111- 42 











156-11157= 24 
156-11157- 25 
156-11157- 26 
156-11157- 28 
156-11157- 31 
156-11157- 32 
156-11157- 


















































FENNNENND λα RPNN EP PPR HH PR RPP RPP γ-᾽ 4-7 ud HE PRP RPP PEPE 1-7 1} PP PPP PP Pe PP PP 


1567-11116 

156-11116- 3 

156-11129- 1 

156-11129- 2 

156-11129- 3 

156-11129- 4 156-11157- 41 

156-11129- 5 156-11157- 42 

156-11129- 6 156-11157- 

156-11129- 11 

156-11129- 12 

156-11135- 1 156-11157- 49 

156-11135- 2 156-11157- 51 

156-11135- 3 156-11157- 53 

156-11135- 4 156-11157- 55 

156-11135- 5 156-11157- 5T 

156-11125- 6 156-11157= 59 
7 156-11157- 61 AXF-114 








156-11135- 
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Section III 
ΑΝ O1-60AABA-4 . Numerical Index of 


Contractor Parts 
STOCK NUMBER Es FIGURE MICROFILM STOCK NUMBER FIGURE MICROFILM 
| CLASS CODE | PART NUMBER 3 8] AND INDEX NUMBER | [CLASS CODE [PARTNUMBER | [PARTNUMBER | AND INDEX NUMBER 
156-11157- 63 AXF-114 156-11188- 1 


REF | 2L-144. 
156-11157- 65 AXF-114 156-11188- 13 2L-144 
156-11157- 67 AXF-114 156-11188- 14 2L-144 
156-11157- 69 AXF-114 156-11188- 15 21-144 
156-11157- 71 AXF-114 156-11188- 16 2L-144 
156-11157- 73 AXF-114 156-11188- 17 2L-144 
156-11157- 75 AXF-114 156-11188- 18 2L-144 
|[156-11157- 77 AXF-114 156-11188- 19 2L-144 
156-11157- 73 AXF-114 156-11108- 20 2-144 
156-11157- 81 ΑΧΕ- 114 156-11188- 23 2L-144 
156-11157- 83 AXF-114 156-11188- 24 2L-144 
156-11157- 85 AXF-114 156-11188- 31 2L-144 
156-11157- 87 AXF-114 156-11188- 32 2L-144 
156-11157- 89 AXF-114 156-11188- 41 2L-144 
156-11157- 91 AXF-114 156-11188- 42 2L-144 
156-11157- 93 AXF-114 156-11202-120 Χω-59 
156-11157- 95 AXF-114 156-11213- 2E-329 
156-11157- 97 AXF-114 156-11213- 25-329 
156-11157- 99 AXF-114 156-11214- 2L-145 
156-11157-101 AXF-114 156-11214- 2L-145 
156-11157-103 AXF-114 156-11214- > 2L-145 
156-11157-105 AXF-114 156-11214- 2L-145 
156-11157-106 AXF-114 156-11214- 2L-145 
156-11157-107 ΑΧΕ- 114 156-11214- 2L-145 
156-11157-109 AXF-114 156-11214- 2L-145 
156-11157-110 AXF-114 156-11214- 21-145 
156-11157-201 AXF-114 156-11214- 11 21-145 
156-11157-202 AXF-114 156-11214- 12 2L-145 
156-11157-203 AXF-114 156-11214- 13 2L-145 
156-11157-205 AXF-114 156-11214- 14 2L-145 
156-11157-206 AXF-114 156-11214- 23 216-145 
156-11157-207 AXF-114 156-11214- 24 2L-145 
156-11157-208 AXF-114 156-11214- 25 2L-145 
156-11157-209 AXF-114 156-11214- 26 21-145 
156-11157-210 AXF-114 156-11214- 27 2L-145 
156-11157-211 AXF-114 156-11214- 28 2L-145 
156-11157-212 AXF-114 156-11214- 29 2L-145 
156-11157-213 AXF-114 156-11214- 30 2L-145- 
156-11157-215 AXF-114 156-11214- 31 
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156-11168- 3 E-462 156-11214- 32 21-145 
156-11168- 4 E-462 156-11214- 41 2L-145 
156-11168- 5 E-462 156-11214- 42 2L-145 
156-11168- 6 E- 462 156-11215 2ς-373 
156-11168- 7 E-462 156711216 2E-330 
156-11168- 8 E-462 156-11217 2E-331 
156-11168- 9 E£-462 156-11218- 3 2E-332 
156-11168- 13 E-462 156-11218- 5 2E-332 
156-11169- 3 E-463 156-11218- 7 2E-332 
156-11169- 4 E-463 156-11218- 9 2E-332 
156-11172- 1 REF XM-52 156-11218- 11 .2E-332 
156-11172- 2 REF XM-52 156-11218- 13 2E-332 
156-11172- 3 1 XM-52 156-11219- 1 AXF-115 
156-11172- 4 1 XM-52 156-11219- 2 ΑΧΕ-115 
156-11172- 5 1 XM-52 156-11219- 3 ΑΧΕ-115 
156-11172- 6 1 XM-52 156-11219- 4 ΑΧΕ-115 
156-11172- 7 1 XM-52 156-11219- 5 AXF-115 
156-11172- 3 1 XM-52 156-11219- 6 AXF-115 






























AXF-115 
AXF-115 


156-11219- 11 
156-11219- 12 


XM-52 
XM-52 


156-11172- 11 
156-11172- 12 






DD 
mm 
τι 







































156-11172- 13 1 XM-52 156-11219- 13 ΑΧΕ-115 
156-11172- 14 XM-52 156-11219- 14 AXF-115 
156-11172- 23 © ΧΜ-52 156-11219- 21 ΑΧΕ-115 
156-11172- 24 ' XM-52 156-11219- 22 AXF-115 
































ΑΧΕ-115 
AXF-115 


156-11219- 23 
156-11219- 24 


XM-52 
XM-52 


156-11172- 25 
156-11172- 26 






















































































1 

1 

1 

1 

1 
156-11172- 27 1 XM-52 156-11219- 25 ΑΧΕ-115 
156-11172- 28 1 XM-52 156-11219- 26 ΑΧΕ-115 
156-11172- 29 1 ΧΜ-52 156-11220- 1 2L-146 
156-11172- 30 1 ΧΜ-52 156-11220- 2 2L-146 
156-11172- 31 1 XM-52 156-11220- 3 2L-146 
156-11172- 32 1 XM-52 156-11220- 4 2L-146 
156-11172- 41 1 XM-52 156-11220- 5 2L-146 
156-11172- 42 i XM-52 156-11220- 6 2L-146 
156-11188- 1 "2L-144 156-11220- 7 2L-146 
156-11188- 2 2L-144 156-11220- 8 2L-146 
156-11188- 3 1| .2L-144 156-11220- 9 21-146 
156-11188- '4 1| 2L-144 156-11220- 10 2L-146 
156-11188- 5 1| 2L-144 156-11220- 13 2L-146 
156-11188- 6 1| 2L-144 156-11220- 14 2L-146 
156-11188- 7 1| 2L-144 15 2L-146 
156-11188- 8 1|. 2L-144 17 2L-146 
156-11188- 9 1| 2L-144 156-11220- 18 2L-146 
156-11188- 10 1| 2L-144 156-11224- 1 AXF-116 
156-11188- 11 REF| 2L-144 156-11224- 2 AXF-116 
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Section Ill 
Numerical index of 
Contractor Parts 





156-11224- 3 
156-11224- 4 
156-11224- 5 
156-11224- 6 
156-11224- 7 
1156-11224- 8 
156-11224- 15 
156-11224- 16 
156-11224- 17 
156-11224- 18 
156-11224- 19 
156-11224- 20 
156-11224- 23 
156-11224- 24 
156-11224- 25 
156-11224- 26 


156-11224- 23 
156-11224- 29 
156-11224- 30 
156-11224- 33 
156-11224- 34 
156-11224- 35 
156-11224- 37 
156-11224- 39 
156-11224- 43 
156-11224- 45 
156-11224- 47 
156-11224- 49 
156-11224- 53 
156-11224- 54 
156-11224- 55 
156-11224- 56 
156-11224- 57 
156-11224- 59 
156-11224- 60 














156-11224- 64 
156-11224- 65 
156-11224- 66 
156-11224- 67 
156-11224- 68 
156-11224- 69 
156-11224- 70 
156-11224- 73 
156-11224= 74 
156-11224- 75 
156-11224- 77 
156-11224- 78 
156-11224- 79 
156-11224- 80 
156-11224- 83 
156-11224- 84 
156-11224- 85 
156-11224- 86 
156-11224- 87 
156-11224- 89 
156-11224- 91 
156-11224- 95 
156-11224- 97 
156-11224-103 
156-11224-105 
156-11224-107 
156-11224-109 
156-11224-113 
156-11224-115 
156-11235-' 
156-11235- 
156-11235- 
156-11235- 
156-11235- 
156-11235- 
156-11235- 11 
156-11235- 12 
156-11235-.15 
156-11235- 16 
156-11235- 17 
156-11235- 18 
156-11235- 19 
156-11235- 20 
156-11235- 31 
156-11235- 32 
156-11266- 1 
156-11266- 
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STOCK NUMBER ?5| rune 
| CLASS CODE | PART NUMBER AND INDEX 


156-11224- 27 


156-11224- 63: 

























































































TOTAL} MICROFILM: 
QTY. | NUMBER 





AN 01-60AABA-4 






AXF-116 
ΑΧΕ-116 
ΑΧΕ-116 
AXF-116 
AXF-116 
ΑΧΕ-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 














AXF-116 
AXF-116 
AXF-116 
AXF-116 
ΑΧΕ-116 










ΑΧΕ-116 
ΑΧΕ-116 
AXF-116 
ΑΧΕ-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 
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N 







H 
Ofnr 







AXF-116 
ΑΧΕ-116 
ΑΧΕ- 116 
ΑΧΕ- 116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
AXF-116 
AXF=116 
AXF-116 
ΑΧΕ- 116 
ΑΧΕ- 1161. 
ΑΧΕ- 116 
AXF=116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
ΑΧΕ-116 
AXF=116 
ΑΧΕ- 116 
AXF-116 
AXF-116 
AXF-116 
AXF-116 




































f) I9 IO I9 δ TO P NL IO IND PEER PEE HOME κ. à Ra RPP A IND κα κα κε κα σι 

















2L-147 
2L-147| 
2L-147| 
2L-147| 
2L-147| 
2L-147 
2L-147 
2L-147 
2L-147 
2L~147 
2L-147| 
XM-53 
XM-53 





AXF=116] | 


-AXF-116]|. 


: |156-11283- 
ΑΧΕ-116|- 





STOCK NUMBER FIGURE | TOTAL MICROFILM 
CLASS CODE] PARTNUMBER | AND INDEX | QTY. 
3 


156-11266- 
156-11266- 






-156-11266- 


4 

5 
156-11266- 6 
156-11266- 7 
156-11266- 8 
156-11266- 12 
156-11266- 18 
156-11266- 19 
156-11266- 23 
156-11266- 24 
156-11266- 25 
156-11266- 26 
156-11266- 27 
156-11266- 28 
156-11266- 41 
156-11266- 42 
156-11266- 51 
156-11266- 52 
156-11283- 
156-11283- 
156-11283- 
156-11283- 
156-11283- 
156-11283-. 








156-11283- 
156-11330- 
156-11330- 
156-11330- 
156-11330- 
156-11330- 13 
156-11330- 15 
156-11330- 17 
156-11330- 19 
156-11330- 23 
156-11330-. 25 
156-11330- 27 
156-11330- 29 
156-11330-100 
156-11331- 3 
156-11331- 5 
156-11331- ` 7 
156-11331- 9. 
156-11331-100 
156-11331-117 
156-11331-200 
156-11332- 3 
156-11332- 5 
156-11332= 7 
156-11332- 9 
156-11332- 


m 
SD 4 U! U OQ «0 O -4 OUR UW 
























156-11232- ] 
156-11232- 17 
156-11332- 19 





156-11332- 22 
156-11332- 23 
156-11332- 25 
156-11232- 27 
156-11332- 29 
156-11332- 31 
156-11332= 33 
156-11332- 35 
156-11332- 37 
156-11332- 39 
156-11332- 43 
156-11332- 45 
156-11232- 47 
156-11332- 49 
156-11332- 53 
156-11332- 55 
156-11332- 57 
156411332- 59 
156-11332- 63 
156-11332- 65 
156-11332- 69 
156-11332- 73 
156-11332- 75 
156-11332- 77 
156-11332- 79 
156-11332- 80 



























































156-11332- 21 AUS 










XM=53 
XM-53 
XM-53 
XM-53 
ΧΜ-53 
XM-53 
XM=53 
XM-53 
XM=53 
XM-53 
XM-53 
XM-53 
XM=53 
XM=53 
XM=53 
XM=53 
XM=53 
XM-53 
ΧΜ-53 
6-322 
6-322 
6-322 
G-322 
6-222 
4-322 
G-322 
6-322 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
N-185 
2L-148 
2L-148 
2L-148 
2L-148 
2L-148 
2L-148 
2L-148 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XG-1156 
XC=1L16 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
XC-116 
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AN O1-60AABA-4. Contractor Parts 


STOCK NUMBER FIGURE | TOTAL| MICROFILM 
CLASS CODE PART NUMBER 9 u | AND INDEX QTY. | NUMBER 


STOCK NUMBER 


[__STOCKNUMBER 83] FIGURE |TOTAL|MICROFILM 
| CLASS CODE | PART NUMBER ^ |39| AND INDEX | QTY. | NUMBER 













































































































































156-11332- 81 XC-116 

156-11332- 82 XC-116 156-12105- 1 G-32 
156-11332- 83 XC-116 156-12105- 1 6-32 
156-11332- 85 XC-7116 156-12352- - 






















156-12352- 
156-12352- 


XC-116 
XC-116 
XC-116 
XC-116 
XC-116 

Ρ-1 


156-11332- 95 
156-11332-100 
156-11332-105 
156-11332-131 
156-11332-191 
156-11333 








R82NA 
R82NA 






156-12352- 
156-12352- 
156-12352- 1 
156-12419- 




















mm 

An 

o 

i) 

- 

N 

w 

i 

N 

ι 
BNO DO RDA 


















156-11333- 3 P-1 
156-11333- 5 P-1 156-12419- 
156-11333- 7 P-1 1156-12419- 17 






|156-12419- 13 
156-12419- 19 
156-12419- 20 


P-1 
Pai 
P-1 


156-11333-=: 3 
156-11333- 11 
156-11333- 13 






















2L-149 
















156-11333- 15 Pe] 

156-11333- 17 P-1 2L-149 

156711334 6-323 2L-149 

156-11335 XK-500 2L-149 
2L-149 
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156-11336 6-325 7 
156-11337 H-96 2 2L-149 
156-11338 H-97 156-12419- 33 2L-149 
156-11339 156-12419- 34 2L-149 
156-11447- 1 AXB-432 156-12419- 35 2L-149 
156-11447- 2 ΑΧΒ- 4322 156-12419- 36 2L-149 
156-11448- 1 ΑΧΒ-433 156-12419- 41 2L-149 
156-11448- 2 AXB=433 156-12419- 61 2L-149 
156-12102- 2 X«-503 156-12419- 62 2L-149 
156-12102- 3 XK-503 156-12419-171 2L-149 
156-12102- 4 ΧΚ-503 156-12419-172 2L-149 
156-12102- 6 XK-503 156-12601-101 AX8-434 
156-12102- 7 XK-503 - 11 

156-12102 ; ΧΚ-503 λος 


XK-503 
ΧΚ-503 


156-12102- 
156-12102- 10 


156-12601-102 



















ES SEO FON 
















































156-12102- 11 XK-503 OT e] TET 
156-12102- 12 ΧΚ-503 
s 156-15002- 2 2L-150 
156-12102- 13 XK-503 
a 156-15003- 3 2L-150 
156-12102- 14 XK-503 
156-15003- 5. 2L-150 
156-12102- 15 XK-503 z x - 
156 3 2 
156-12102- 16 XK-503 
156-15003- 7 2L-150 
156-12102- 17 XK-503 o A E 
156-15003- 8 2L-150 
156-12102- 19 XK-503 136-15002- 11 2L-150 
156-12102- 20 ΧΚ-503 











































XK-503 
XK-503 
XK-503 
XK-7503 
ΧΚ-503 
XK-503 
XK-503 


156-12102- 21 
156-12102- 22 
156-12102- 23 
156-12102- 24 
156-12102- 25 
156-12102-"26 
156-12102- 27 


21-150 


m 
N 


156-15003- 








































156-15003- 21 2L-150 





































156-15003- 22 21-150 












156-15014- 3 21-151 
























156-12102- 28 XK-503 

156-12102- 29 ΧΚ-502 τους : 2» 

156-12102- 30 XK-503 - - - 

156-12102- 31 XK-503 a 156-15014- 6 2L-7151 
E - τ R82NA 156-15014- 11 2L-151 

156-12102- 32 XK-503 

156-12102- 33 X&-5053| |R82NA 156-15014- 12 2L-151 

156-12102- 34 ` XK-503 XA-448 

156-12102- 35 XK-503 err 











-2u un unUuOooOcoOoo0ooo0orO0ororos- 
































156-12102- 36 ΧΚ-503 ναι 
156-12102- 37 XK-503| Ira ona 26-385 
156712102 38 xK=503] | = E 5 
156-21308 26-386 
156-12102- 39 XK-503 156-21308- 26-386 
156-12102- 40 ΧΚ-503 156-21319- 20-15 
156-12102- 41 ΧΚ-503 156-21319- 2U=75 
156-12102- 42 ΧΚ-503 156-21319- 2U-15 






156-12102- 43 XK-503 156-21319- 20-75 













QM) OO wo P UNI 


156-12102- 44 ΧΚ-503 E " = 
156-12102- 45 ΧΚ-503 ανα dm 
156-12102- 47 XK-503 156-22523- 


XK-503 
XK-503 
XK-503 
XK-503 


156-12102- 48 
156-12102- 49 
156-12102- 50 
156-12102-101 


156-22546 
156-22603- 9 
























2L-152 
21-152 
2L-152 
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1567121027105 η 156-22603-103 2L-152 
156-12102-201 Χκ-503 156-22603-104 21-152᾽ 
156-12102-202 XK-503 156-22603-105 2L-152 
156=12104- 1 6326 156-22603-106 21-152 
156-12104- 2 Mee 156-22603-107 2L-152- 
156-12109- 3 eros 156-22603-108 2L-152 
156-12104- 4 6-326 156-22603-109 2L-152 
156-12105- 3 $7321 156-22603-110 2L-152 
156-12105- 5 2L-152 






156-22603-201 
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STOCK NUMBER ; 
| CLASS CODE | PART NUMBER 


AN ΟΙ-όΟΑΑΒΑ-4 


TOTAL | MICROFILM STOCK NUMBER FIGURE | TOTAL MICROFILM 
QTY. NUMBER | | CLASS CODE | _. PARTNUMBER | | _. PARTNUMBER | AND INDEX| QTY. MBER 


























































FIGURE 
"AND INDEX 
57 




















y - -2Ώ -15 
RE2NA — |156-22603-202 M1 2L-152 γδεορόέσας,-τ 2E-342 
R82NA  |156-22603-301 2L-152 
156-22624- 2 1| 2E2342 
R82NA [156-22603-302 2L-152 156-22625 2| 26-343 
156-22603-402 - 52 2L-152 
156-22606- 1 20-76 


156-22625- 
156-22625- 
156-22626- 
pue. 156-22626- 

= 156-22627- 
2U7 T6 156-22627- 


2U-76 


2E-343 
2E-543 
20=37S 
20-375 
20-376 
2ς-376 
ΑΧΝ-22 
AXN-22 
AXN=22 
2E-344 


156-22606- 2 2U-76 







156-22606- 3 
156-22606- 4 
156-22606- 






156-22606- 






156-22631- 


156-22606- 156-22632 


2U-76 


ΣΝ 22 IO 













156-22606- 2U-76 156-22632- 


156-22633 


v 


2E-344 
2E-345 


NN 


























156-22606- 9 2U-76 ; 
156-22606- 10 20-76 ee 

- z z 1567-22634 1 
156-22606- 11 20-16 156-22635 4| 28-346 


156-22606- 12 2U-76 










156-22606- 13 2U-76 156-22635- 3 2E-346 
156-22606- 14 2U-76 = με = 

15622635 5 2E-346 
156-22606- 15 2U-76 2 x 

15622635 7 2E-346 
156-22606- 16 2U-76 

156-22635- 9 2bE-346 
156-22606- 17 2U-76 156-22636 26-387 
156-22606- 18 2U-T76 






26-387 
26-387 
26-387 
26-387 


156-22606- 19 
156-22606- 20 
156-22606- 21 


2U-76 
2U-76 
2U-76 








156-22636- 






DARDO] 








-ιλ1ψνΝογλ ΝΗ Ie I ee 
































Mason PROP US ENEYENNNENNYNN GS POOD 


156-22606- 22 2U-T6 156-22636- 1 26-387 
156-22606-"23 2U-76 
156-22636- 1 26-387 
156-22606- 24 20-76 
156-22638 2E-347 
156-22606-101 20-76 
156-22643- 1 - 28-348 
156-22607- 1 2U-77 z TS 
TPA iy - 156-22643- 2 2E-348 
56-2260 2 2U-77 156-22644 26-388 
- - "n - 
156-22607- 3 20-77 136 226945 i Aet 
156-22644= 5 26-388 
156-22607- 4 20-77 Ξ z 3 
156-22644- 7 26-388 
156-22607= 5 2U-77 3 Ξ m 
Tale. yan 156-22644- 9 26-388 
2 156-22644- 11 26-388 
A 3 T SS 156-22644- 13 26-388 


156-22645 20-377: 














156-22607- 


N 


2U-77 156-22646 55: 2E-349 


156722647 

















156-22607- 9 
156-22607- 10 
156-22607- 11 
156-22607- 15 
156-22608- 1 
156-22608- 2 
156-22608- 11 
156-22611 : 


2U-77 
20-77 
2U-77 
2U-77 
2E-333 
2E-333 
2E-333 
20-374 






156-22649 XE-117 











156-23306 E-487 
156-23306- E-487 
156-23308 




















ο ο ο κ κ pos 


6-338 
G-339 
156-23327- 6-339 





R82NA 




































156-22612- 1 1| ΑΧΝ-20 6-23328- -489 
156-22612- 2 1| AXN-20 tr eek SENA 
156-22612- 3 1| AXN-20 156-23329 €-232 
156-22612- 4 1| AXN-20 f H-102 
156-22612- 5 1| AXN-20 E-490 
156-22613- 1 1| 2Ε-334 156-24475= 

156-22613- 2 1| 28-334 156225009 2C-318 
156-22614- 1 1| 2E-335 AXC-587 
156-22614- 2 1] 2E-335 AXC-507 

R82NA 156-22615- 3 ^| AXN-21 













156-31026- 
156-31026- 
156-31026- 








R82NA 156-22615- 


w 





+ 


AXN-21 





AXC-587 





























3 
5 
7 
9 
1 
3 
1 
5 
7 






























156-22617- 1 i| E-472 τος ὶ AXC-EBT 
156-22617- 2 1| E-472 156-31021— XH-285 
156-22617- 11 1| E-472 XH-385 
156-22618- 1 1| 2E-336| lngona XH-385 
156-22618- 2 1| 2E-336 
156-22618- 11 1| 2€-336 E , 
156-22619- 1 1| 287357 156-31034- 5 1|Ax8-427 
156-22619- 2 1| 2Ε-237 Z E s 
- 156-31034-101 1 ΙΑΧΒ- 427 
156-22620- 1 i| 2E-338 5 - x 
156-31037- 1 1 Axc-588 
156-22620- 2 1| 2E-338 156-3103237- 2 1|AXC-588 
156-22621- 1 1| 2E-339 - E z 
156-31037- 3 1 |axc-588 
156-22621- 2 l| 2E-339 156-31037- 4 1 |ΑΧς-584 
156-22622- 1 1| 2Ε-340 5 Y laxc-588 
156-22622- 2 1| 2E-340 6 ijAXC-538 
156-22523- 1 1| 28-341 7 1 laxc-535 
156-22623- 2 1| 2E-341 9 2 |AXC-588 
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STOCK NUMBER 


[CLASS CODE] PARTNUMBER 


156-31037- 
156-31041- 
156-31041- 
156-31042 

156-31050- 
156-31050- 
156-31050- 
156-31050- 
156-31050- 
156-31050- 
156-31050- 
156-31050- 
156-31111 


156-31111-. 


156-31111- 
156-31111- 
156-31111- 
156-31111- 
156-31111- 
R82NA 156-31112 
156-31112- 
156-31112- 
156-31112- 
156-31113 
156-31113- 
156-31113- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
156-31154- 
‘1156-31154 


11 


ha 
H ONURU NP OWFWUNMH 


m 


33 
34 
35 
36 
37 
38 
39 
40 
41 
42 


156-31154-101 
156-31154-102 


156-31210- 
156-31210- 
156-31210- 
156-31210- 
156-31210- 
156-31210- 
156-21210- 
156-31210- 
156-31210- 
156-31210- 
156-31210- 
156-31210- 
156-31210- 
156-31230 

156-31405- 
156-31405- 
156-31405- 
156-31405- 
156-31406- 
156-31406- 
156-31407- 
156-31407- 
156-31407- 
156-31408- 
156-31408- 


156-31408-. 


156-31409- 
156-31409- 
156-31409- 
156-31410 

156-31410- 
156-31410- 
156-31410- 
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AXC-588 
20-379 


| 2C-319 


AXC-589 
AXC-589 
AXC-589 
AXC-589 
AXC-589 
AXC-589 
AXC-589 
AXC-589 
6-341 
G-341 
G-341 
G-341 
6-341 
G-341 
G-341 
26-390 
26-390 
26-390 
26-390 
XE-333 
XE-333 
ΧΕ-333 
ΑΧΝ-209 
AXN-209 
AXN-209 
AXN-209 
ΑΧΝ-209 
ΑΧΝ-209 
ΑΧΝ-209 
ΑΧΝ-209 
ΑΧΝ-209 
ΑΧΝ-209 
ΑΧΝ-209 
AXN#209 
AXN=209 
ΑΧΝ- 209 
AXN=209 
AXN-209 
AXN-209 
AXN-209 
AXN-209 
ΑΧΝ-209 
ΑΧΝ-209 
ΑΧΝ-209 
AXN-209 
AXN-209 
ΑΧΝ-209 
XM-55 
XM=55 
XM-55 
XM-55 
XM-55 


XM-55 
XM-55 
ς-295 
ΑΧΕ-118 
ΑΧΕ-118 
ΑΧΕ-118 
AXF-118 
so Ἔ-35 
P-35 
26-392 
26-392 
26-392 
6-562 
6-562 
6-562 
6-563 
6-563 
6-563 
2L-153 
2L-153 
2L-153 
21-153 











CLASS CODE 


































































TIT ER NUMBER 


| PARTNUMBER | NUMBER 


156-31410- 
156-31410- 
156-31410- 


156-31410- 
156-31410- 
156-31410- 
156-31410- 
156-31411- 
156-31411- 
156-31412 

156-31413 

156-31416 

156-31417- 
156-31418 

156-31418- 
156-31418- 
156-31418- 
156-31418= 
156-31418- 


156-31419- 
156-31456- 
156-31456- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 


156-31475- 
156-31475- 
156731475- 
156-31 415- 
156-31 415- 


156731475- 
15631475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 
156-31475- 


156-31487- 
156-31487- 
156-31517- 
156-31517- 
156-31517- 
156-31517- 
156-31517- 
156-31517- 
156-31517- 
156-31743 

156-31751 

156-31751- 


156-31751- 
156-31751- 
156-31751- 
155-31751- 
156-31751- 












156-31475-101 
156-31475-102 
156-31475-105 
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17 
18 
19 
21 













52 
54 


C YU Ρο ο” 


15 
16 


FIGURE MICROFILM | | 
AND INDEX NUMBER 


21-153. 
2L-153 
2L-153 
2L-153 
2L-153 
2L-153 

-2L-153 
2L-153 
2L-153 
2L-153 
2L-153 
2L-153 

G-564 
6-564 
6-565 
G-566 

AXA-211 

AXA-212 
2L-154 
2L-154 
2L-154 
2L-154 
21-154 
2L-154 

AXD=413 

AXD-413 

AXD-413 

AXB-438 

AXB-438 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 

2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2L-156 
2E-352 
2E-352 
20-79 
2U-79 
2U-79 
2U-79 
2U-79 
2U-79 
2U-79 
AXA-215 
XM-57 
XM=57 
Xi4-57 
XM-57 
XM-57 
XM-51 
XM-51 
XM-57 
XM-57 
XM-57 
XM-57 


` 923 


Section ll 


Numerical Index of 


Contractor Parts 





156-31751- 17 
156-31751- 19 
156-31751- 20 
156-31751- 21 
156-31751- 23 
156-31751- 25 
156-31751- 26 
156-31751- 27 
156-31751- 29 
156-31751- 31 
156-31751- 33 
156-31751- 35 
156-31751- 37 
156-31751- 39 
156-31751- 41 
156-31751- 43 
156-31751- 44 
156-31751- 45 
156-31751- 47 
156-31751- 48 
156-31751- 49 
156-31751- 53 
156-31751- 55 
156-31751- 57 
156-31751- 59 
156-31751- 63 
156-31938 

156-32003- 5 
156-32003- 7 
156-32003- 9 
156-32003- 11 
156-32003-"13 
156-32003- 15 
156-32003- 17 
156-32003- 19 
156-32003- 23 
156-32003- 27 
156-32003- 33 
156-32003- 35 
156-32003- 37 
156-32003- 39 
156-32003- 43 
156-32003- 57 
156-32003- 59 
156-32003- 63 
156-32003- 65 
156-32003- 67 


156-32003- 73 
156-32003- 75 
156-32003- 77 
156-32003- 79 
156-32003- 83 
156-32003- 85 
156-32003- 87 
156-32003- 89 
156-32003- 93 
156-32003- 95 
156-32003- 97 
156-32003- 99 
156-32023-105 
156-32003-115 
156-32002-117 
156-32003-119 
156-32003-127 
156-32003-131 
156-22003-133 
126-32002-135 
156-32003-137 
56-32003-139 
126-32223-7143 
156-32005-145 
156-32003-147 
156-32093-149 
156-32003-153 
156-32003-155 
156-32003-157 
126-32003-161 
156-22003-163 
156-32003-165 
156-32003-167 
56-32093-169 
126-32003-171 
156-32203-173 


924 


STOCK NUMBER 
| CLASS CODE |. PART NUMBER 


156-32003- 69 ' 









ΑΝ O1-GOAABA-4 


MICROFILM 
k NUMBER 


Χ 57 
XM-57 
XM-57 
XM-57 
XM-57 
ΧΜ- 57 
XM-57 
ΧΜ- 57 
XM-57 
XM-57 
XM-57 
XM-57 
XM-57 
XM-57 
ΧΜ-57 
XM-57 
XM-57 
XH-57]. 
XM-57 
XM-57 
XM-57 
XM-57 
XM-57 
XM-57 
XM-57 
XM-57 



























































































































STOCK NUMBER 
CLASS CODE 













156-32003-175 
156-32003-177 
156-32003-179 
156-32003-181 
156-32003-185 
156-32003-187 
156-32003-189 
156-32003-193 
156-32003-195 
156-32003-197 
156-32003-200 
156-32003-203 
156-32003-221 
156-32003-245 
156-32003-247 
155-32003-249 
156-32003-253 
156-32003-255 
156-32003-261 
156-32003-265 
156-32003-267 
156-32003-269 
156-32003-273 
156-32003-275 
156-32003-277 
156-32003-281 
156-32003-300 
156-32003-303 
156-32004- 9 
156-32004- 11 
156-32004- 13 
156-32004- 2 

156-32004- 29 
156-32004- 33 
156-32004- 35 
156-32004- 43 
156-32004- 45 
156-32004- 47 
156-32004- 49 
156-32004- 52 
156-32004- 55 
156-32004- 57 
156-32004- 59 
156-32004- 63 












































































































2L-160 
2L-160 
2L-160 
2L-160 
21-160 
2L-150 
2L-190 
2L-160 
2L-160 
2L-150 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
21-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-169 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 































































































156-32004- 
156-32004- 85 
156-32004- 87 
156-32004- 89 
156-32004- 93 
156-32004- 95 
156-32004-100 
156-32004-107 
156-32004-109 
156-32004-113 
156-32004-115 
156-32004-117 
156-32004-149 
156-32004-153 
156-32004-155 
156-32004-157 
156-32004-161 
156-32004-153 
156-32004-165 
156-32004-167 
156-32004-169 
156-32004-175 
156-32004-177 
156-32004-179 
156-32004-182 
156-32004-200 
156-32004-203 
156-32004-211 
156-32004-215 
156-32004-217 
156-32004-215 
156-32004-222 
155-32004-225 
155-32004-227 
156-32004-267 
156-32004-271 
156-32004-305 
156-32004-307 
















































































































































| cone | 


| PARTNUMBER — | NUMBER 













































































































š FIGURE |TOTAL| MICROFILM 
| PARTNUMBER  ]8 AND INDEX | QTY. | NUMBER 


2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160, 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
2L-160 
21-160 
2L-160 
2L-160 
2M-1 
2-1 
211-1 
24-1 
2M-1: 
2M-1 
2Μ-1 
2ἑ{-1 
2M-1 
24-1 
2M-1 
2M-1 
2M-1 
2M-1 
24-1 
2M-1 
2M-1 
2M-1 
2N-1 
2Μ-1 
2H-1 
2M-1 
2-1 
2H-1 
2-1 
2M-1 
261 
2M-1 
2M-1 
214-1 
2i4-1 
2M-1 
214=1 
2Μ51 
2M-1 
2Μ”1 
24-1 
2M-1 
2M-1 
2-1 
2=1 
2M-1 
2-1 
2-1 
2M-1 
2-1 
214-1 
2h71 
214-1 
2ii-1 
2M-1 
24-1 
2-1 
2M-1 
214-1 
2-1 
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STOCK NUMBER 


| CLASS CODE | PART NUMBER 


156-32004-309 
156-32004-337 
156-32904-339 
156-32004-345 
156-32004-347 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156732005-. 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005- 
156-32005-105 
156-32005-107 
156-32005-109 
156-32005-115 
156-32005-117 
156-32005-119 


156-32005-123- * 


156-32005-127 
156-32005-129 
156-32005-131 
156-32005-133 
156-32005-135 
156-32005-139 
156-32005-143 
156-32005-145 
156-32005-147 
156-32005-149 
156-32005-153 
156-32005-155 
156-32005-157 
156-32005-161 


156-32005-165. 


156-32005-167 
156-32005-169 
156-32005-175 
156-32005-185 
156-32005-187 
156-32005-189 
156-32005-193 
156-32005-195 
156-32095-197 
156-32005-200 
156-32005-221 
156-32005-245 
156-32005-247 
156-32005-249 
156-32005-253 
156-32095-255 
156-32005-263 
156-32005-275 
156-32005-211 
156-32005-279 
156-32005-281 
156-32005-293 
156-32005-295 
156-32005-300 
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Section lll 


AN OI-60AABA-4. . Numerical Index of 


Contractor Parts 


STOCK NUMBER FIGURE MICROFILM | 
CLASS CODE] PARTNUMBER |39| AND INDEX 


156-32005-303 
156-32005-305 
156-32006- 9 
156-32006- 11 
13 
27 
156-32006- 29 
156-32006- 33 
156-32006- 25 
156-32006- 
156-32006- 


2M-1 
2Μ-1 
2M-1 
2M-1 
2M-1 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M=2 
2M=2 
2M-2 
2M-2 

2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2Μ-2 
2Μ-2 
2Μ-2 
2Μ-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M=2 
2M-2 
2M-2 
2M-2 
2M-2 
24-2 
2Μ-2 
2M-2 
2M-2 
2M-2. 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2M-2 
2-2 
2M-2 
2H-2 
2M-2 
2M-2 
2M-2 
254-2 
2-2 
2M-2 
24-2 
2M-2 


|156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 
156-32006- 97 
156-32006-100 
156-32006-101 
156-32006-105 
156-32006-123 
156-32006-149 
156-32006-153 
156-32006-155 
156732006-157 
156-32006-161 
156-32006-163 
156-32006-171 
156-32006-173 
156-32006-181 
156-32006-183 

. 156-32006-189 
156-32006-195 
156-32006-197 
156-32006-200 
156-32006-203 
156-32006-207 
156-32006-209 
156-32006-215 
156-32006-217 
156-32006-219 
156-32006-223 
156-32006-225 
156-32006-227 
156-32006-229 
156-32006-233 
156-32006-265 
156-32006-267 
156-32006-285 
156-32006-295 
156-32006-305 
156-32006-307 
156-32006-309 
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156-32006-339 
156-32006-345 
156-32006-347 
156-32007- 
156-32007- 
156-32007- 
156-32007= 
156-32007- 
156-32007- 
156-32007- 


156-32007- 
156-32007- 


PONNUNNN-RNNNNA Farrer On A ο I RB A i ET A II AA 


925 





Section " 
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Contractor Parts 








156-32007- 29 
156-32007- 37 
156-32007- 38 
156-32007- 39 
156-32007- 40 
156-32007- 43 
156-32007- 44 
156-32007- 47 
156-32007- 49 
156-32007- 50 
156-32007- 55 
156-32007- 56 
156-32007- 57 
156-32007- 63 
156-32007- 65 
156-32007- 67 
156-32007- 68 
156-32007- 69 
156-32007- 73 
156-32007- 75 
156-32007- 77 
156-32007- 79 
156-32007- 83 
156-32007- 85 
156-32007-103 
156-32007-104 
156-32007-105 
156-32007-106 
156732036 
156-32036- 
156-32036- 
156-32036-: 
156-32041- 
156-32041- 
156-32042 
156-32042- 
156-32042- 
156-32042- 
156-32042- 
156-32042- 
156-32042- 
156-32042- 
156-32042- 
156-32042- 11 
156-32042- 12 
156-32042-. 13 
156-32042- 15 
156-32042- 17 
156-32042- .18 
156-32042- 19 
156-32042- 20 
156-32043 
156-32043- 1 
156-32043- 2 
156-32043- 3 
156-32043- 4 
156-32043- 5 
6 
7 
8 
9 






NPN UW 






DA) Gun 


156-32043- 
156-32043- 
156-32043- 
156-32043- 
156-32043- 10 
156-32043-. 11 
156-32043- 12 
156-32043- 13 Ἢ 
156-32043- 14 ^" 
156-32043- 15 
156-32043- 16 
156-32043- 17 
156-32043- 18 
156-32043- 19 
156-32043- 20 
156-32043- 21 
156-32043- 22 
156-32043- 31 
156-32043- 32 
156-32046- 1 
156-32046- 2 
156-32046- 3 
156-32046- 4 
156-32046- 5 
6 
7 
9 






156-32046- 
156-32046- - 
156-32046- 


926 
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| CLASS CODE | PART NUMBER δῦ 
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28 
20 
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156-32047- 
156-32047- 


156-32047- 
- |156-32047- 
156-32047- 
156-32047- 
156-32047- 
156-32079- 
156-32127- 
156-32138- 
156-32138- 


156-32138- 
156-32138- 
[156-32138- 
156-32138- 


156-32139- 


156-32139- 
156-32139- 
156-32140 

156-32140- 
156-32140- 


156-32141- 
156732142 
156-32142- 
156-32142- 
156-32143 
156-32212 


156-32215- 
]156-32215- 
156-32215- 


156-32216- 
156-32494 

156-32494- 
156732494- 
156-32494- 
156-32494= 
156-32494- 
156-32504 

156-32505- 
156-32505- 
156-32506- 
156-32506- 
156732569 

156-32569- 
156-32569- 
156-32569- 
156-32569- 
156-32574- 
156-32574- 


156-32578- 
156-32578- 


156-32578- 
156-32578- 
156-32578- 
156-32578- 
156-32578- 
156-32518- 
156-32579 

156-32579- 
156-32579- 
156-32580- 
156-32580- 


156-32047- 


156-32047- 


156-32139- 


156-32139-. 


156732578 


156-32578- 





0 U UNI 


10 
17 
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ee 
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m. 
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30 


3 
5 
1 
2 

















P=51 
P-51 
P-51 
P-51 
Ρ-51 
P-51 
P-51 
P-51 
P-51 






AXC-590 
24-7 
24-7 
28-7 
2-7 
2M-7 
2M-7 
2M-7 
2M-7 
2M-7 
2M-7 
24-1 
2M=7 
2M-8 
2M=8 
2M-8 

-2Μ-8 
2Μ-8 
2Μ-8 
2M=8 ` 
26-396 
26-396 
26-396 
2E-353 
2E-353 
2E-353 

AXD-416 

AXD-416 

AXD=416 

26-397 

P-52 
P-52 
5-52 
AXH-6 
AXH-6- 
2E-354 
2E-354 
2E-354 
2E-354 
2E-355 
2E-355 

26-398 

26-398 

26-398 

26-398 

26-398 

26-398 

XK-176 

XL-204 

XL-204 

2C-380 

2C-38C 

26-399 

26-399 

26-399 | 

26-399 

26-399 

XK-179 

XK-179 

AXH-7 
AXH-7 
AXH-7 
AXH-7 
AXH-7 
AXH 7 
ΑΧΗ: 

ΑΧΗ 

ΑΧΗ- ` 
AXH-7 
26--40ς 

26-400 

26-400 

26-401 

26-401 
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STOCK NUMBER FIGURE MICROFILM 
| CLASS CODE | PART NUMBER 39 | AND INDEX NUMBER |- 















STOCK NUMBER 
| CLASS CODE | PART NUMBER 
























































































































































































































































































































































156-32951- 55 XM-61 156-32913- 25 2M-11 

















156-32951- 56 XM-61 156-32973- 27 2M-11 
BEI d we ei ae 
XM-61 156-32973- 41 24-11 
156-32951- 59 XM-61 156-32913- 43 2M-11 
156-32951- 60 XM-61 K : 
Tee sees el xM=61 156-32973-100 24-11 
156-32973-141 2N-11 
156-32951- 63 XM-61 156-32973-200 24-11 
156-32951- 65 ΧΜ-61 156-32974 AXN-24 
156-32951- 67 XM-61 XJ-74 
156-32951- 69 XM-61 JETA 


10 


R82NA 156-32582- 1 M1|402 -.50 1| xL-300 m z 
R82NA [|156-32582- 2 1| XL-300 1567323317900 Tij “ANSI: 
RERNA ο... 1 1| XH-223 156-32952. 4| XM-392 
182H - - 2 1| XH-223 3 
15 156-32952- 3 1| XM-392 
56-32596 2|] “xJ-72 S 
M dr E . í 156-32952- 5 1| xM-392 
- - 2| 2M-10 E 
ον σον ee 156-32968 2| AXH-8 
7 x 2| 2Μ-10 x = 
dea 156-32968- 1 1| AXH-8 
25 2| 2c-381 ^56-32968- 2 
156-32968- 2 1| AXH-8 
156-32925- 3 4| 2ς-381 E 7 
156-32968- 3 2| AXH-8 
RB2NA 156-32951 1| xM-61 156-32968- 5 2| AXH-8 
156-32951- 23 2| xM-61i = z 
156-32968- 7 2| AXH-8 
156-32951- 5 2| XxM-61 156-32968- 9 2| AXH-8 
156732951- 7 2| XM-61 |156-32968- 10 1| AXH-8 
156-32951-. 9 2| XM-61 |156-32968- 11 2| ^AXH-8 
156-32951- 11 2| XM-61 156-32968- 12 2| AXH-8 
156-32951- 13 4| xM-61 1555320585 13 2| AxH-8 
156-32951- 14 4| XM-61 156-32968- 14 2| AXH-8 
156-32951- 15 A ΠΕΙ 156-32968- 15 2| AXH=8 
156-32951- 17 2| xM-61 156-22968- 17 2| AXH=8 
156-32951- 19 2| XM-61 156-32968- 19 2| AXH-8 
156-32951- 20 2| XM-61 156-32968- 21 1| AXH-6 
156-32951- 21 2| XM-61 156-32968- 25 2| AXH-8 
156-32951- 23 4|  xi-61 156-32968- 21 1| AXH-8 
156-32951- 25 2| XM-61 156-32969 2| E-496 
156-32951- 27 4| XM-61 156-32970 {| 26-402 
156-32951- 29 -2| XM-61 156-32970- 3 2 | 26-402 
156-32951- 30 2 XM-61 156-32970- 5 2 26-402 
156-32951- 31 4 XM-61 156-32973 2 2M-11 
156-32951- 33 4/1 ο 156-32973- 3 2| 24-11 
156-32951- 35 2 ΧΜ-61 156-32913- E 2 2M-11 
156-32951- 37 2| XM-61 156-32973- 7 2| 2M-11 
156-32951- 39 οἱ XM-61 η μεν αμ ση 
οι. 2s ; ee 156-32973- 10 2| 2-11 
E2598 13-45 c 156-32973- 11 2| 2-11 
να. 156-32913- 13 2 | 2M-11 
156-32951- 47 2 XM-61 156-32973- 15 2 2M-11 
156-32951- 49 2 XM-61 156-2329173- 17 2 2M-11 
156-32951- 50 2 XM-61 156-32973- 18 2 2M-11: 
156-32951- 51 2|  XM-=61 156-32973= 19 2| 24-11 
156-32951- 52 2 XM-61 156-32973= 21 2 2M-11 
156-32951- 53 2 XM-61 156-32973- 23 1 2M-11 
156-32951- 54 2 XM-61 156-32973- 24 1 2M-11 
2 1 
2 
l 
2 2 
2 ΠΡ 
2 2 
2 1 
2 2 
2 1 
S REF 
$ REF 
1 
2 








































































156-32951- ΤΟ ΧΜ-61 μοι. 
156-32951- 71 XM-61 deis 
156-32951- 72 ΧΗ-61 αμ ees 
156-32951- 73 XM-61 ή 

a B Ἡ 156-33118- 9 24-12 
156-32951- 75 XM-61 ias di 
156-32951- 77 XM-61 1 


156-33118- 13 
156-33118- 15 
156-33118-. 17 


XM-61 
XM-61 


156-32951- 79 
156-32951- 83 


















156-32951- 84 XM-61 3 

156-32951- 85 ΧΗ-61 1552223012208 

156-32951- 86 XM-61 156-33401 AXB=439 
156-32951- 87 XM-61. z 3 
E 156-33402 XL-202 
56-32951- 88 XM-61 X = 

Ξ 156-33403 2E-358 
156-32951- 89 XM-61 156-33405 26-403 
156-32951- 91 XiM4-61 26-403 
































156-32951- 93 XM-61 26-403 
eA=3 - "a ^ 
156-32951- 95 XM-61 156-33414 ΑΧΑ- 276 
ο. eh pea p Ἵν 
1 AXA-216 


















156-32951-100 XM-61 15633415 ς-201 

156-32951-101 XM-61 E 
156-33419 E-500 

156-32951-103 XM-61 a - 

: - 156-33422 20-382 

156-32951-105 XM-61 156-33423 

156-32951-107 XM-61 156-33424 

R82NA 156-32951-113 26| 'xM-61 






XM-61 
XM-61 
XM-61 
XM-61 


R82NA 156-32951-115 
156-32951-141 
156-32951-142 
156-32951-193 


156-32951-300 
















PNP PPR PN PREP PPP PRP OP m IR m i I DO 









156-33506 






Ps A AA PÁNNNNN-NNNNNNNNNP-EPENNNAN 


156-33506- 10 
156-33507 
156-33501- 





een 
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R82NA 156-33508- 3 2Μ--14 ΗΝ 
R82NA 156-33509 2M-15 156-42122- 5 
156-42122- 7 
156-33509- 3 2M-15 o rr d 
RB2NA 156-33510 2U-80 
156-42122- 11 
156-33510- 3 2U-80 
* 3 156-42122- 13 
156-33510= 5 20-80 μμ το 
ΒΒΖΝΑ 156-33512 χΗ- 226 He σος ο 
RS2NA 156-33513 2E-359 
156-42122-100 
156-33515 ΧΗ-229 τ 
156-42123 
156-33516 XH-230 1562451542. 05 
R82NA 156-33517 XH-221 - d 
156-42123- 5 
156-33517- 3 ΧΗ-231 ios ς 
R82NA 156-33518 XH-232 μα 
RB2NA 156-33519 XH-77 
l 156-42124- 5 
156-33520 ΧΗ-78 156-42124- 7 
R83NA 156-33521 XH-19 
156-42124- 15 
156-33523 ΧΗ-234 x 
156-42124- 19 
156-33524 26-383]. "oC Ra 
ΒΒΖΝΑ 156-33525 20-384 t 
196-42124- 27 
156-33544 E-501 
156-42124- 29 
156-33544- 3 E~501 
156-42124- 31 
156-33544- 5 E-501 - . 
156-42124" 33 
156-33545 AXA-219 
156-42124- 35 
156-33546 C-306 = 
156-42124= 37 
156-33547 XE-119 - 7 
156-42124- 39 
156-33951-300 Ες μη 
156-34102 24-16 






156-42136- 3 
156-42136- 5 







156-34102- 10 
156-34102- 20 
156-34527 
156-34527- 3 
156734527- 5 
7 


2M-16 

2M-16 
206-404]. 
26-404 
26-404 













R82NA 












156-42136- 11 2E-360 


















156-34527- 267404 E d εφ 
156-34527- 9 26-404 2E-360 
156-34527- 11 26-404 






2E-360 


































































































































156-34527- 13 26-404 2E-360 
156-34527- 15 26-404 156-42152- 26-406 
156-42028 156-42152- 26-406 
156-42078 2Μ-17 156-42152- 26-406 
156-42079 2M-18 156-42152- 26-406 
156-42079- 17 2H-18 156-42163- 2E-361 
156-42081 26-385 26-36] 
156-42105 ΑΧΗ-11 2E-361 
156-42105- 3 AXH-11 2E-361 
156-42105- 5 ΑΧΗ-11 XE-244 
156-42105- 7 AXH=11 i " x 
156-42105- 9 ΑΧΗ-11 ας. SE 
156-42105- 39 AXH-11 156-42166- XE-245 
156-42105-.41 AXH-11 156-42167- XE-129 
156-42105-. 43 AXH-11 XE-120 
156-42105- 47 ΑΧΗ-11 XE-121 
156-42105- 49 AXH-11 XL-305 
156-42105- 53 AXH-11 XL-305 
|156-42105- 54 AXH=11 156-42170 6-349 
156-42105- 55 AXH-11 156-42174 AXN-25 
156-42105- 56 AXH=11 










ΑΧΝ-25 







156-42105- 57 
156-42105- 58 
156-42105- 65 
156-42105- 67 
156-42105- 69 
156-42105- 70 


AXH-11 
AXH=11 
AXH=11 
AXH-11 
AXH-11 
AXH-11 






















156742175- 
156-42175- 10 



















AXB-440 



















































































156-42105= 71 AXH=11 156-42176 ΑΧΝ-26 
156-218: ji ΑΧΗ”11 156-42176- 3 AXN-26 
156-42105- AXH=11 196-42176- 5 AXN-26 
156-42105- 77 AXH-11 156-42176- 10 ΑΧΝ-26 
156-42105- 79 AXH-11 156-42178 XE-122 
156-42105- 81 AXH-11 156-42179 XL-205 
156-42105- 83 .AXH-11 156-42183 XE-124 
156-42105- 85 ΑΧΗ-11 156-42313 2Η-19 
156-42105- 87 AXH-11 156-42313- 3 2M-19 
156-42105- 89 AXH-11 156-42313- 5 24-19 
156-42105- 91 AXH-11 156-42313- 7 2M-19 
156-42105- 93 AXH-11 156-42313- 9 2-19 
156-42105- 95 AXH-11 156-42313- 10 $u-19 
156-42105- 96 AXH-11 156-42313- 11 2M-19 
156-42105- 98 AXII-11 156-42313- 13 2M=19 
156-42110 ΧΑ-98 156-42313- 15 2M-19 

156-42313- 17 2M-19 
156-42111 XA789 | IRa2NA 156-42213- 50 2M-19 
156-42113 XL-304| ος 
156-42122 X6-29 28«23 





156-42122- 3 









XG-29 





156-42316- 3 2M-21 
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156-42316- 2M=21 = - 
156-42316- 11 2| 2M-zr i96-aflld- 3: AXB-443 
156-42316- 13 1| 2M-21 156-47112- 5 

156-42316- 15 2Μ-21. $ 









156-47112- 10 





































































156-42316- 21 2M-21 E 

156-42317 AXH-12 15é-4Tllj- 2 

156-42317- 3 AXH-12 156-47114 

156-42317- 11 AXH=12 156-47114- 3 

156-42509 175-425 156-47114- 5 

156-42509- 3 XE-340 56-47115- 10 

156-42509- 5 ΧΕ-340 156-47115- 1 

156-42509- 7 . XE-340 156-47115- 2 

156-42509- 3 XE~340 156-47115- 3 

156-42509- 11 XE-340 '"hs6-a7119- 4 

156-42509- 13 XE-340 156-47116- 1 AXC=593 
-1156-42509- 17 XE-340 156-47116- 2 AXC-593 

156-42509- 20 XE-340 156-47116- 3 AXC-593 

156742510 ΧΡ 156-47116- 4. AXC~593 

156-42510- 3 RK 311 156-47117- 1 AXA-281 

156-42510- 5 ΧΚ-311 156-47117- 2 AXA-281 












































































































156-42513 
156-42513- 
156-42513- 
156-42515 
156-42518 
156-42518- 3 
156-42518- 5 
156-42518- 7 
5 
5 


2C-387 
2ς-387 
2ς-2867 
2E-362 
ΑΧΗ-13 
ΑΧΗ-13 
ΑΧΗ-13 


156-47126 
156-47127 
156-47128 
156-47129 
156-47133 
156-47134 
156-48048 


ΧΕ-127 
XL-209 
XE-129 
XE-130 
XL-392 
XL-309 


















































































































































































































































































XL-207 
XL-208 


156-47034 
156-47036 


24-25 


1 
1 
1 
1 
4 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1| AXH-13 156-48112 68 - 17 
cd E seci faris 
ieee - a z 2 a k 
156742516 Y E518 156-48112- 3 M 158 Ξ 15 2E-364 
156-42602- 3 2 - My i τ a z 
rte CM τας οὐ 156-48112- 5 M EE > 19 2E-364 
156-42602- 7 2| X6-54 156-48112- 68 - 20 2E-364 
156-42602- 9 2| x6-34 ᾽ 113- 5 
156-42602- il 2| xG-34 156748113 P |68 - 21 2E-365 
156-42602- 25 2| X6-34 = 
156-42602- 35 2| XG~34 156-48118 M1 AXA-282 
156-42603 2 XG-35 156-48153 M1 
156-42603- 3 2] X6-35 
156-42603- 5 2| x6-35 
156-42603- 7 8| Χ6-35 
|i156-42603- 9 2| Χ6-35 
156-42604- 1 2| XL-388 156-48160- 
156-42604- 2 2 XL-388 156-48175 
156-42604- 3 2| XL-388 156-48176 
156-42604- 4 2| Χι-266 156-48185- 1 
156-42604- 5 8| XL-388 luc-aniabe- 2 26-409 
156-42605 4| 26-407 NEHME λος 
156-42605- 3 4| 26-407 ; λος 
156-42605- 5 8| 26-407 ια 
156-42609 2| AXN-27| Ίπρονα esto 
156-42609- 3 2| AXN-27| [82Ν ban 
NA 26-410 
156-42609- 5 4| AXN-27 iSEsABiBC αλλο 
126742610 μη 156-48186- 26-410 
15654261053 z| A 156748187 26-411 
156-42610- 10 .2| AXH-14 156c45188 spar 
ο. EOS 156-48219- 1 2E-367 
156-42611- 3 2| AXN-28 ο ορια 2 SELE 
156-42611- 5 2| ΑΧΝ-28 lsis48220 2E-258 
156-42612 2j AXN=29 156-48221- 1 XA-462 
156-42612- 3 2| AXN-29 156-48221- 2 XA-462 
156-42612- 5 2| AXN-29 156-48755- 1 C 2M-22 
156-42613 2 |AXA-280 156-48755- 2 : 2M-22 
156-42613- 3 2 | AXA~280 156-48801 
156-42613- 5 2 | AXA-280 ΧΕ-133 
156-42614- 3 2) 26-388 
156-42614— 5 2| 2ς-288 2 E 
ο. : 156-48865- 7 
156-43116- 3 1 
156-43121 1| 26-408 2¢=390 
156-43121- 3 i| 26-408 XJ-84 
156-43121- 5 1| 26-408 XE-343 
156-43122 1|AXC=592 XE-343 
156-43122- 3 1|AXC-592 z 2E-371 
156-43122- 5 1|AXC-592 156-51100- 3 2E-371 
156-43122-' 7 1|AXC-592 156-51100τ 5 2E-371 
156-43122- 9 1|AXC-592 156-51102 XH-86 
156-43122- 11 2 |Axc-592 156-51104 26-372 
156-43122- 13 3|AXC-592 156-51105- 3 26-413 
156743123 1| XK-424 E dep. 26-413 
156-43123- 3 i| xk-424 136791103 
4 
4 


156-51106- 
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156-51106- - 2M-25 
156-51106- 2M-25 
156-51106- - l '| 2M-25 


156753082 

156-53082- 
156-53082- 
156-53082- 
156-53082- 
156-53082- 
156-53082- 
156-53083 

156-53084 

156-53085- 
156-53085- 
156-53065- 
156-53085- 
156-53085- 
156-53085- 
156-53085- 
156-53085- 
156-53085- 
156-53085- 
156-53085- 
156-53085= 
156-53086 


2U-82 
20-82 
20-82 
2U-82 
2U-82 
2U-82 
2U-82 
XL-311 
26-421 
XH-404 
XH-7404 
XH-404 
XH-7404 
XH-404 
XH-404 
XH=404 
XH=404 
XH-404 
XH-404 
XH-404 
XH-404 
AXN-30 
ΑΧΝ-30 
ΑΧΝ-30 
AXN-30 
ΑΧΝ-30 
ΑΧΝ-30 
ΑΧΒ-452 


156-51107 AXH-15 


156-51107- 
156-51107- 
156-51107- 
156-51107- 
156-51107- 11 
156-51107- 12 
156-51107- 13 
156-51108 
156-51109 
156-51110 


AXH-15 
ΑΧΗ-15 
ΑΧΗ-15 
AXH-15 
AXH-15 
AXH-15 
ΑΧΗ-15 
2E-373 
XH-243 
2E-374 


qoa m eem mS νο 


156-51111 AXB=447 


N 


156-51112 
156-51113 
156-51114 
156-51115- 
156-51115- 
156-51115- 
156-51115- 
156-51115- 
156-51116 


m 
m 
"n 


XJ-89 
26-391 
AXA-283 
XL-310 
XL-310 
XL-310 
XL=310 
XL-310 
20-392 


156-53086- 
156-53086- 


NPP d ID ID IO iS UNE WWW Ὁ ου 4-4 15} Ree a μα 


156-53087 


PNNNN FEE 


156-53083 
156-53088-. 


26-422 
26-422 


Nr 


156-51544- 
156-51544- 
156-51544- 
156-51544- 
15652024 
156-52050 
156-52050- 
156-52050- 
156752052 
156-52052- 
156-52052- 
156-52210 
156-52215 
156-52238 
156-52283 
156-52294- 
156-52294- 
156-52296 
156-52302 


20-81 
20-81 
20-61 
20-81 
XA-522 
26-415 
26-415 
26-415 
26-416 
26-416 
26-416 
XA-=465 


156-53088- 
156-53088- 
156-53088- 


26-422 
26-422 
. 26-422 
26-423 
26-423 
26-423 
26-423 
26-423 
267423 | 
AXB-453 
AXA-287 
26-424 
26-424 
26-424 
26-424 
26-424 
26-424 
2C-401 
C-366 
6-370 
G-370 
G-370 


20 
m 


VRP RP p 1} 15} 15} 1} 155 am go RR κ, TIS PEE 


156-53089- 
156-53089- 


156-53089- 


20-397 
XA-106 
2C-398 
2C-398 
2C-399 
AXA-284 


156-53514- 
156753514- 


Qi m RP im a 15} {ΡΕ} iS IR RS IND) ESL ED ο 


x 
ni 


AXB-448 
AX8-448 
AXC-595 
AXC-595 
AXC-595 
ΑΧΑ-285 
ΑΧΒ” 449 


156-52303 
156-523023- 
156-52354 
156-52354- 
156-52354- 
156-52401 
.[156-52402 
156752403 
156-52404 
156-52440 
156-52447 
156-52448 
156-52477 
156-52480 
156-52481 
156-52482 
156-52483 
156-52484 
156-52490 
156-52490- 


156-54028- 
156-54028= 
156-54037 

156-54033- 
156-54038- 
156-54038- 
156-54038- 
156-54038- 
156-54038- 
156-54038- 


26-427 
26-427 
26-427 
| 26-427 
26-427 
26-427 
26-427 
26-427 
2E-380 
AXB-454 
AXB-454 
AXB=454 
26-428 
26-428 
26-428 
26-428 
26-428 
26-428 
26-428 
26-428 
26-428 
26-428 
26-429 
26-429 
26-429 
26-429 
26-429 
26-429 
2M-33 


2C-400 
P-75 
P-76 
P-77 
26-418 
E-519 
C-331 
ΑΧΑ-286 
ς-333 
2672419 
AXN-211 
AXN-211 


156-54040 

156-54040- 
156-54040- 
156-54055 

156-54055- 
156-54055- 
156-54055= 
156-54055- 
156-54055- 
156-54055- 
156-54055- 
156-54055- 
156-54055- 
156-54056 

156-54056- 
156-54056- 


^n m iS m gm am gai e a 1-3 [2 a a ο gà qa gea a aed ae 


DI 
mm 


156-52490- 
156-52534 
156-52603 
156-52608 
156-53075 
156-53078 
156-53080 
156-53080- 
156-53080- 
156-53081 
-156-53081- 


AXN~211 


2Μ-28 
AXC-596 
AXB-450 
AXB-450 
AXB-450|- 
AXB-451 
AXB-451 


fm oe mae m mpg pa 
Ms PPE PNB Ie e ano Re Rn an I qr IS S ERE IR B [IO wD 


2 
m 
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156-54061- £ 

15654061- | 136-56639 
156-54061- 156-56639- 
156-54061- 156-56640 
156-54061- 156-56640- 
156-54061- 156-56717 


156-56117- 
156-56717- 
156-56717- 
156-56718 


156-54061- 

156-54061-- 

156-54062 

1596-54 063 M 26-430 
156-54063- 26-430 
156-54063- 26-430 156-56720 

156-54069 20-402 156-56720- 
156754070 M ΑΧΑ” 288 156-56720- 
156-54081 i AXA-289 156-56721 

156754083 M 2£-381 156-56721- 
156-54087 AXA-290 156-56722 

156-54103 AXB=455 

156-54208- 6-370 

156-54276 i 2M-34 -5 - 
156-54216- i 2Μ-34 προ 

156-54357 XH=249 

156-54357- M ΧΗ-249 

156-54357- ; XH=249 

156-54357- : ΧΗ- 249 

156-56002- 156-56904- 
156-56002- 156-56904- 
156-56003 AXH-18 156-56920 


156-56920- 


E-533 
E-534 
E-534 
E-535 
E-535 
E-535 
E-536 
E-536 
AXC-600 
AXC-600 


PRE RPP REP 8 da 


156-56004 2M-35 
156-56185- 24-36 
156-56192- 28-37 = z 
156756418 ; E-531 ων 
156-56418- . E-531 - - 
196-56418- E-531 ii κας 
156-56420' - E-532 156-58038 
156-56602 2M-38 
156-56602- . 2M-38 156-58046 
156-56602- 1567580467 
156-56602- 156-58046- 
156-56602- 
156-56602- 11 1 - 
156-56602-101 τεμ 
156-56603 E a 
156-56603- 3 136725999 
156-56606 
15656607 

|156-56608 ] ΧΑ” 275 
οι. ATTE] RB2NA ^ |156-58101- 
A XA-216 156-58102/ 

56-58103 

156-56609- ΧΑ-276 τα 
156-56610 ΧΑ- 217 e 
156-56610- XA-211 156-58106 
156-56610- l XA-277 156-58107 
156-56611 XE-141 156-58107- 
156-56613 b 156-58107- 
156-56613- 156-58107- 
156756613- |156-58108 
156-566123- 156-58108- 
156-56613- : 


THEOREM reer 156-58108- 
156-56614- XA-471 
156-56614- XA=471 
156-56614- xA=471 
156-56614- XAT4T1 - - 
1567356107 AAT] ; 156758114 
156-58115 
156-56614- XA-471 156-58115- 
156-56615 XA-108 = 
: 15658116 
156-56616- XA-278 - - 
156-58116 
156-56616- XA-278 156758117 
156-56617 AXB-457 156-58119 
156-56618 AXB-458 156-58120 
156-56619 ΧΑ” 281 l -156-58121 
156-56619- ΧΑ-281 || 156-58122 
156-56620 "XA-282 156-58122- 
156-56635 > XA7109 
156-56635- ΧΑ-109 
156-56636 ΧΑ: 283 
156-56637 20-405 
156-56637- 3 | 20-405 
156-56637- 5 20-405 
156-56637-100 20-405 | Ing2NA 156-5812 


Teer mm m mme 


2 
m 


156-58050 


2E-384 
. 2E7384 
2E-384 
E-544 
E-545 
2E-385 


πα ο δω 


26-433 


Wr οσυωο 


μα 


ne 
PP Gn Rai e rh R2 RR EEN ER RENN NNER οὐ rrr NNN R oO NSN KY 
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15658124- 
156-58124- 
156-58125 

156-58125- 
156-58125- 


C7232 156-58802-121 


6-352 156-58802-131 
y 156-58802-151 
ο. 156-58802-159 
251 156-58802-163 


156-58125- XH-251 
x - 156-58802-179 ΑΧς-610 
156-58125 XH-251 156-58803 AXC-611 


3 

5 

3 

5 

7 

9 : 
156-58125- 10 | { 156-58803- 11 
156-58125- 20 ἡ 156-58803- 15 
R82NA 156-58125- 30 XH-251 156-58803- 27 


156-58803- 51 
RB2NA 156-58125- 40 : XH-251 156-58803- 59 


RB3NA 156-58126 2E-387 136980935 19 
l eei HE 156-58803-111 
: z 156-58803-115 
156-58127- 2M-42 
156-58803-127 
R83NA 156-58129 1562580032151 
R83NA 156-58133 2C-4071|. με. 
R83NA 156-58134 2C-408 z 
156-58134- 20-408 1256-58804 
| 156-58804- 27 26-441 
156-58134- 20-408 : 
- ; 156-568804- 39 : 26-441 
R83NA 156-58136 2C-409 
- 156-58804- 41 4 26-441 
R83NA 156-58138 2£-388 
156-58805 2M-43 
156-58139 2Ε-369 αν i Sie 
‘1156-58140 AXC-609 156-58806 yn 
R83NA 156758143 E-556 
R83NA 156-58144- ΓΕΝ ΧΚ-190 
R83NA 156-58144- XK-190 
R83NA 156-58145 ΧΑ-291 
R83NA 156-58146 XE-350 
156-58146- XE-350 
156-58147 ΑΧΑ-294 
R83NA 156-58152 XH-253 = Ξ 
R83NA 156-58153 XH=410 126728806 
; 15658806- 
156-58154 XH-254 156-585806- 
156-58155 XH-255 
R83NA 156-58156 2C-410 Ji AXC- 
156758157 XH-100 ο... 
156-58158 í XH=101 E 7 
156-588606 
156-58163 
i ; 156-58806-103 
156-58205 C-358 p E 
156-58806-117 
156-58334 2E-390 2 
156-58806-145 
156-58417 E-561 T a se 
156-58806-147 AXC=613 
156-58801- 5 XE-351 15$-58606-151 AXC-613 
156-58801- 7 XE-351 - x ; 3 
156-58806-155 AXC-613 
156-58801- 9 ΧΕ-351 156-58806-157 i AXC-613 
156-58801- 11 XE-351 156-58806-159 
156-58801- 15 XE-351 
156-58801- 17 1| xE-351 
156-58801- 29 XE-351 56-58807- 
156-58801- 37 XE-351 πα Um 
156-58807- 21 
156-58801- 39 ν XE-351 ae - 
156-58807- 23 
156-58801- 41 XE-351 156-58807- 59 
156-58801- 43 XE-351 F a 3 
156-58807-107 2M-44 
E erai AE aol 156-58807-109 2M-44 
156-58801- 47 XE-351 Ξ VA E 
156-58807-115 2M-44 
156-58801- 49 XE-351 ια 7 E 
4 156-58807-117 2M-44. 
156-58801- XE-351 f a 
156-58808- M 2Μ-45 
|156-58801- XE-351 5 x E 
156-58808 24-45 
156-58801- M XE-351 τ m : ; 
156-58808 
156-58801- ΧΕ-221 156-58808- i 3 
156-58801- XE-351 2M-+45 
156-58801- XE-351 : 2M-45 
αμ : ΚΕΙ 156-58808- 11828741 
156-58801-105 XE-351 < 
156-58808- MS28741 
156-58801-175 XE-351 T Z B 
156-58808 24-45 
156-58802 AXC-610 2 
= z 156-58808- 2M-45 
156-58802- 3 AXC-610 
156-58808- 2M-45 
156-58802- 5 AXC-610 - e 
156-58808- 2M-45 
156-58802- 7 AXC-610 a X z 
156-58808 2M-45 
156-58802- 9 AXC-610 155-58808- 2M=45 
156-58802- 17 AXC-610 2-45 
156-58802- 19 AXC-610 2-45 
156-58802- 21 AXC-610 Mens 
156-58802- 27 AXC-610 seas 
156-58802- 31 ul AXC-610 156-58808- 2M-45 
156-58802- 49 AXC=610 
156-58808- 2M-45 
156-58802- 51 AXC-610 156-58808- η: 
156-58802- 55 AXC-610 μις 
156-58802- 59 2N-45 
156-58802- 63 | 2M-45 
156-58802- 65 ; ; 2McAS 
156-58802- 79 2N-45 
156-58802-119 24-45 


156-58806- 
198-58806- 

t948506- 
15$-58506- 
156-58606- 
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156-58808- 27 1 156-73315 1 1 |AXB-471 
156-58808- 59 l| 2M-45 Ξ z p XK 
156-58808- 63 1 156-74026- . 2 | XK-323 
156-58808- 65 1 
156-58808- 67 d 156-74026- 2 | XK-323 
156-58808- 69 1 156-74026- 1| XK-323 
156-58808- 79 1 156-74027= 2 | XK-323 
156-58808- 81 1 2 ΊΑχς-620 
156-58809 1 
156-58809- 7 1 1| XK-435 
156-58809- 39 1 1| XK-435 
156-58809- 41 1 1| XK-436 
156-58809- 43 1 156-74032- 1 | XK-436 
156-58809- 45 1 156-74107 1| ΑΧΗ-21 
156-58809- 47 1 1| AXH-21 
156-58809- 75 1 1| AXH-21 
156-58809- 79 1 1| AXH-21 
156-58810 1 11 1| AXH-21 
156-58810- 11 1 13 1| AXH-21 
156-58810- 33 1 15 1| AXH-21 
156-58810- 35 1 17 1| ΑΧΗ-21 
156-58810- 37 1 19 1| ΑΧΗ-21 
156-58810- 43 1 21 1 | ΑΧΗ-21 
156-58810- 47 1 25 1| AXH-21 
156-58810- 73 1 26 1| AXH-21 
156-58810- 75 1 1| AXH-21 
156-58810- 79 1 1 
156-58810-111 1 1 
156-58810-133 1 1 
156-58810-135 1 157-31926- 3| XL-213 
156-58810-137 1 157-31937 3 E-571 
156-58810-147 1 
156-58810-173 1 2 
156-58810-175 1 2 
156-58810-179 1 157-31939 2 
156-58811 1 157-42028 1 
156-58811- 63 1 157-51096 1 
156-58812 1 157-51097 2 
156-58812- 39 1 157-51222 1| 20-433 
156-58812- 41 1 159-13351 ij ' 
156-58812- 69 1 159-13351- 1 
156-58812- 79 1 159-48020 1 
156-58812-139 1 159-48050 1 
156-58812-141 1 159751053 1| 20-434 
156-58812-169 1 . 1 
156-58812-173 1 REF ΙΑΧΝ- 212 
156-58813 1 i| 2M-50 
156-58813- 3 1| 26-442 160-11003- il 2Μ-50 
156-58813-103 1| 26-442 160-11003- 1] 2Μ-50 
156-63157- 1 1|AXC-619 160-11003- 1] 24-50 
156-63157- 2 1|AXC-619 160-11003- 1| 2M-50 
156-63157- 3 1|AXC-619 11 2Μ-50 
156-63157- 4 1|AXC-619 i| 2-50 
156-63166- 1 11ΑΧΒ- 468 1| 2M-50 
156-63166- 2 : ELI 1 2M-50 
156-63202' E m E 1 2M-50 
156-63275- 3 1| XH-416 ο. 1| 2M-so 
156-63275- 5 i| xH-416 2| 2Μ-50 
156-63275- 7 2| XH-416 2| 2Μ-50 
156-71026- 15 1 160-11003- l| 2M-50 
156-73005 2| 21-46 160-11003- 1| 2M-50 
156-73005- 3 2| 2M-46 160-11003- 1| 2M-50 
156-73005- 5 2| 2M-46 1| 2M-50 
156-73005- 7 1| 2Μ-46 i| 24-50 
156-73005- 9 8| 2M-46 il 2M-50 
156-73005- 11 8| 2M-46 2| 2M-50 
156-73005- 13 2| 2M-46 2| 24-50 
156-73005- 15 2| 2Μ-46 160-11003- 2| 2M-50 
156-73005- 17 4 2M-46 160-11003- 2 2M-50 
156-73005- 19 8| 2M-46 160-11003- 2| 2M-50 
156-73005- 21 2| 2M-46 i| 2M-50 
156-73005- 23 10| 2M-46 1| 2M-50 
156-73005- 25 2| 2Μ-46 i| 2M-50 
156-73005- 27 2| 2M-46 160-11003- 1| 2M-50 
156-73005- 29 2| 2M-46 160-11003- i| 2M-50. 
156-73005-.31 8| 2M-46 160-11003- 1| 2M-50 
156-73005- 33 16| ^2M-46 160-11003- 2 | 2M-50 
156-73005- 35 4| 2M-46 2| 2M-50 
156-73006 8|AXA-296 2| 2M-50 
156-73007 4|AXA-297 160-11003- 2| 2H-50 
156-73026- 3 1 160-11003- 2| 2M-50 
156-73313 6 |AXB-469 160-11002- 2| 2M-50 
156-73314 4|AX8-470 160-11003- 1| 2M-50 
933 
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160-11003-210 M=50 
160-11903- 61 160-11003-211 Se 50 
160-11003- 62 160-11003-212 2Μ-50 
160-11003- 63 160-11003-213 2M=50 © 
160-11003- 65 160-11003-215 2M-50 
160-11003- 67 160-11003-216 . 2M-50 
160-11003- 68 160-11003-301 24-50 
160-11003- 69 160-11005 AXH-22 
160-11003- 70 AXH-=22 
1609-11903- 71 AXH=22 
160-11003- 72 AXH-22 
160-11003- 73 160-11005- 11 AXH-22 
160-11003- 75 160-11005- 12 AXH-22 
160-11003- 79 160-11005- 17 AXH-22 
160-11003- 81 160-11005- 18 ΑΧΗ-22 
160-11003- 83 160-11005- 19 ΑΧΗ-22 
160-11003- 87 160-11005- 20 ΑΧΗ- 22 
160-11003- 88 160-11005- 21 AXH-22 
160-11003- 89 160-11005- 22 AXH-22 
160-11003- 90 160-11005- 23 AXH-22 
160-11003- 91 160-11005- 24 ΑΧΗ-22 
160-11003- 93 160-11005- 27 ΑΧΗ-22 
160-11003- 97 160-11005- 28 ΑΧΗ-22 
160-11003- 99 160-11005- 29 AXH-22 
160-11003-101 160-11005- 30 AXH-22 
160-11003-103 160-11005- 33 AXH-22 
160-11003-107 160-11005- 37 AXH-22 
160-11003-109 160-11005- 38 AXH-22 
160-11003-111 160-11005- 39 AXH-22 
160-11003-113 160-11005- 43 ΑΧΗ- 22 
160” 11003-115 160-11005- 45° ΑΧΗ-22 
160-11003-117 160-11005- 46 ΑΧΗ- 22 
160-11003-119 " 160-11005- 47 ΑΧΗ-22 
160-11003-121 160-11005- 49 ΑΧΗ-22 
160-11003-123 160-11005- 53 AXH-22 
160-11003-125 160-11005- 54 AXH-22 
160-11003-127 160”11005- 55 AXH-22 
160-11003-129 160-11005- 57 ΑΧΗ”- 22 
160-11003-131 160-11005- 59 ΑΧΗ- 22 
160-11003-133 160-11005- 63 AXH=22 
160-11003-135 160-11005- 64 AXH=22 
160-11003-137 160-11005- 65 ΑΧΗ- 22 
160-11003-139 160-11005- 69 AXH-22 
160-11003-141 160-11005- 70 ΑΧΗ-22 
160-11003-143 160-11005- 73 AXH=22 
160-11003-147 160-11005- 74 ΑΧΗ- 22 
160-11003-149 160-11005- 75 AXH-22 
160-11003-150 160-11005- 76 AXH=22 
160-11003-153 160-11005- 77 AXH-22 
160-11003-154 160-11005- 78 AXH-22 
160-11003-157 160-11005- 79 AXH-22 
160-11003-159 160-11005- 80 AXH=22 
160-11003-160 160-11005- 83 ΑΧΗ- 22 
160-11003-161 160-11005- 85 ΑΧΗ- 22 
160-11003-163 160-11005- 86 ΑΧΗ- 22 
160-11003-165 160-11005- 37 AXH-22 
160-11003-166 160-11005- 88 ` AXH-22 
160-11003-167 160-11005- 89 AXH=22 
160-11003-168 160-11005- 90 ΑΧΗ-22 
160-11003-169 160-11005- 93 AXH-22 
160-11003-170 160-11005- 97 AXH-22 
160-11003-171 160-11005- 99 ΑΧΗ- 22 
160-11003-172 160-11005-100 ΑΧΗ- 22 
160-11003-173 160-11005-101 AXH=22 
160-11003-175 160-11005-103 ΑΧΗ- 22 
160-11003-176 160-11005-105 ΑΧΗ- 22 
160-11003-177 160-11005-107 AXH-22 
160-11003-178 160-11005-108 AXH=22 
160-11003-179 160-11005-113 AXH-22 
160-11003-180 160-11005-115 ΑΧΗ- 22 
160-11003-181 160-11005-116 ΑΧΗ- 22 
160-11003-182 160-11005-117 ΑΧΗ- 22 
160-11003-183 160-11005-119 AXH-22 
160-11003-184 160-11005-120 ΑΧΗ- 22 
160-11003-185 160-11005-125 ΑΧΗ- 22 
160-11003-186 160-11005-127 AXH-22. 
160-11003-189 160-11005-129 ΑΧΗ- 22 
160-11003-190 160-11005-130 AXH-22 
160-11003-201 160-11005-133 AXH-22 
160-11003-205 160-11005-137 AXH-22 
160-11003-206 160-11005-138 AXH-22 
160-11003-207 160-11005-139 AXH-22 
160-11003-208 160-11005-145 AXH-22 
160-11003-209 160-11005-147 AXH-22 
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160-11005-148 1| ΑΧΗ-22 160-11101- 93 1| AXH-23 
160-11005-149 2 160-11101- 24 11 ΑΧΗ-23᾽ 
160-11005-153 1 160-11101- 95 1 | ΑΧΗ-23 
160-11005-154 1 160-11101- 96 1 | ΑΧΗ-23 
160-11005-155 1 160-11101- 97 i| AXH-23 . 
160-11005-157 1 160-11101- 98 1| AxH-23 1 
160-11005-158 1 160-11101- 99 1| AXH-23 
150-11005-159 1 160-11101-100 1| AXH-23 
160-11005-160 1 160-11101-103 1| AXH=23 
160-11005-161 1 160-11101-105 1| AxH-23 
160-11005-162 1 160-11101-107 1l AXH-23 
160-11005-163 1 160-11101-109 1 | AXH-23 
160-11005-164 1 |160-11101-113 1| AXH-23 
160-11005-165 1 160-11101-115 1| AXH-23 
160-11005-166 1 160-11101-116 1| AXH-23 
160-11005-167 1| AXH-22 160-11101-117 1| AXH-23 
160-11005-168 1| AXH-22 160-11101-118 1| AXH-23 
160-11005-173 2| AXH-22 160-11101-119 1| AXH-23 
160-11005-175 1| AXH-22 160-11101-120 1 | AXH-23 
160-11005-179 1| AXH-22 160-11101-123 1 | AXH-23 
160-11005-180 1| AXH-22 160-11101-124 1| AXH-23. 
160-11005-181 1| AxH-22|: 160-11101-125 1 | AXH-23 
160-11005-182 1| AXH-22 160-11101-126 1| ΑΧΗ-23 
160-11005-183 1| AXH-22 160-11101-127 1 | ΑΧΗ-23 
160-11005-184 1| AXH-22 160-11101-128 1 | AXH-23 
160-11005-185 1| AXH-22 160-11101-129 1 | AXH-23 
160-11905-186 1| AXH-22 160-11101-130 1| AXH-23 
160-11005-187 1| AXH-22 160-11101-133 1| AXH-23 
160-11005-188 1| AXH-22 160-11101-134 1| AXH-23 
160-11005-191 1| AXH-22 160-11101-135 1| AXH-23 
160-11005-192 ' 1| AXH-22 160-11101-136 1| AXH-23 
160-11064- 1 1 160-11101-137 1 | AXH-23 
160-11064- 2 1 160-11101-138 1 | AXH-23 
160-11101 REF| AXH-23 160-11101-139 1| AXH-23 
160-11101- 3 1| AXH-23 160-11101-140 1| AXH-23 
160-11101- 4 1| AXH-23 160-11101-141 4 | AXH-23 
160-11101- 5 1| AXH-23 160-11101-143 1| AXH-23 
160-11101- 6 1| AXH-23 160-11101-144 1| ΑΧΗ-23 
160-11101- 7 1| AxH-23 160-11101-153 1| AXH-23 
160-11101- 8 1| AXH-23 160-11101-157 1 | AXH-23 
160-11101- 9 1| AXH-23 160-11101-193 2 | AXH-23 
160-11101- 10 1| AXH-23 160-11101-195 2 | AXH-23 
160-11101- 13 1| ΑΧΗ-23 160-11101-197 2| AXH-23 
160-11101- 14 1| AXH-23 160-11101-199 2 | AXH-23 
160-11101- 15 1| AXH-23 160-11101-201 2| ΑΧΗ-23 
160-11101- 16 1] AXH-23 160-11101-203 2]| AXH-23 
160-11101- 17 2| AXH-23 160-11101-205 2| ΑΧΗ-23 
160-11101- 19 2| AXH-23 160-11102- 3 2| 2M-51 
160-11101- 23 2| AXH-23 REF | AXH-24 
160-11101- 25 1| AXH-23 160-11201- 3 1| AXH-24 
160-11101- 26 1| AXH-23 160-11201- 4 1| ΑΧΗ- 24 
160-11101- 27 i| AXH-23 160-11201- 5 1 | ΑΧΗ-24 
160-11101- 28 1| AXH-23 160-11201- 6 1| AXH-24 
160-11101- 29 1| AXH-23 7 1| AXH-24 
160-11101- 30 1| AXH-23 9 1| AXH-24 
160-11101- 33 1| AXH-23 10 1| AXH-24 
160-11101- 34 1| AXH-23 13 1| AXH-24 
160-11101- 35 2| AXH-23 160-11201- 14 1| AXH=24 
160-11101- 37 1| ΑΧΗ-23 160-11201- 17 1| AXH-24 
160-11101- 38 1| AXH-23 160-11201- 18 1 | AXH-24 
160-11101- 39 1| AXH-23 160-11201- 19 1| AXH-24 
160-11101- 40 1| AxH-23 160-11201- 23 1| AXH-24 
160-11101- 43 1| AXH-23 160-11201- 25 1| Αχη-24 
160-11101- 44 i| AXH-23 160-11201- 27 1] AXH-24 
160-11101- 45 8| AXH-23 160-11201- 29 1| AXH-24 
160-11101- 47 8| AXH-23 160-11201- 33 1| AXH-24 
160-11101- 49 12| AXH-23 160-11201- 35 11 AXH-24 
160-11101- 53 3| AXH-23 160-11201- 37 1| AXH-24 
160-11101- 54 1| AXH-23 160-11201- 38 1 | AXH=24 
160-11101- 55 1| AXH-23 160-11201- 39 1| AXH-24 
160-11101- 56 1| AxH-23 160-11201- 40 1 | AXH-24 
160-11101- 57 2| AXH-23 160-11201- 43 1| ΑΧΗ-24 
160-11101- 59 2| AXH-23 160-11201- 44 1| ΑΧΗ-24 
160-11101- 61 _1] -AXH-23 160-11201- 45 11 AXH-24 
160-11101- 62 -1| AXH-23 160-11201- 46 1| AXH-24 
160-11101- 63 2| AXH-23 160-11201- 47 1| AXH-24 
160-11101- 65 2| AXH-23 160-11201- 48 1| AXH-24 
160-11101- 67 2| AXH-23 160-11201- 49 11 AXH-24 
160-11101- 69 4| AXH-23 160-11201- 50 1| AXH-24 
160-11101- 73 4| AXH-23 160-11201- 53 1| AXH-24 
160-11101- 75 2| AXH-23 160-11201- 1| AXH-24 
160-11101- 79 1| AXH-23 1| AXH-24 
160-11101- 83 i| AxH-23 160-11201- 1| ΑΧΗ-24 
160-11101- 85 i| AXH-23 160-11201- 1| AXH-24 
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160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 
160-11201- 


160-11202 

160-11202- 
160-11202- 
160-11202- 


160-11202- 
160-11202- 
160-11262- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202= 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202-. 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 


160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
160-11202- 
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160-11202-᾽ 


160-11202- | 
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58 
59 
60 
63 
64 
65 
66 
67 
68 
69 
70 
73 
74 
75 
76 
77 
78 
79 
80 
85 
87 
89 
97 
98 


160-11201-100 
160-11201-103 
160-11201-104 
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AN 01-60AABA-4 









































































































AXH-24 ee 



































AXH=24 
AXH-24 
ΑΧΗ- 24 
AXH-24 
AXH-24 

AXH-24 
AXH-24 
AXH-24 
AXH-24 
ΑΧΗ- 24 
ΑΧΗ- 24 
ΑΧΗ- 24 
AXH=24 


160-11202-1 
160-11202-1 
160-11202-1 
160-11202-1 
160-11202-1 












































m 


160-11202-1 


AXH-24 160-11202-1 
2M-52 160-11202-1 
2M-52 160-11202-2 


2M-52 
2M-52 
2M-52. 








2M-52 

2M-52 160-11204- 
2M=52 160-11204- 
2M-52 160-11204- 


160-11204- 
160-11205 
160-11205- 


2M-52 
2M-52 
2M-52 














2M252 160-11205- 
2M-52 160-11205- 
2M-52 160-11205- 
2M-52 160-11205-. 
2M=52 160-11205- 
2Μ-52 160-11205- 
2M-52 160-11206- 
2M-52 160-11206- 
2M-52 


2M-52 
2M-52 
2M-52 
2M-52 
2M-52 
2M-52 
2M-52 
2Μ-52|. 
Μ-52 
2M-52 
2M-52 
2M-52 


160-11296- 
160-11296- 
160-11297 
160711305 
160-11305- 
160-11305- 
160-11305- 
160-11305- 
160-11305- 
160-11305- 
160-11305- 
160-11305- 
160-11305- 
160-11405-. 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
160-11405- 
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STOCK NUMBER 
CLASS CODE PART | _ PARTNUMBER | 
85 


ΑΧΗ- 24 160-11202- 86 
ΑΧΗ- 24 160-11202- 89 
ΑΧΗ- 24 160-11202- 93 
AXH=24 160-11202- 94 
ΑΧΗ- 24 160-11202- 95 
AXH-24 160-11202- 96 
AXH-24 160-11202- 97 
AXH-24 160-11202- 98 
AXH-24 160-11202- 99 
AXH-724 160-11202-100 
AXH-24 160-11202-103 
AXH=24 160-11202-104 


160-11202-107 
160-11202-113 
160-11202-117 
160-11202-118 


19 
20 
21 
22 
23 


160-11202-124 


25 


160-11202-126 
160-11202-127 


29 
37 
00 


160-11202-203 
160-11202-303 
160-11202-304 


m 
nuu 


MOJONERA DION 
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REF 





P og di a I IND INO I ps IE IB EH με κ2 


DAI 
mm 
"mm 


REF 




















IA 6 EN RRP RRR 1-2 ο ani Ree an a an νε a aes 





MICROFILM 
NUMBER 


AXH-27 
AXH=27 
ΑΧΗ”- 27 
ΑΧΗ”- 27 







2M=52 
24-52 
2H-52 
2M-52 
2M-52 
2M-52 
2M=52 
2M-52 
2M-52 
2M-52 
2M=52 
2M-52 
2M=52 
24-52 
2M-52 
2-52 
24-52 
2M-52 
2Μ-52 
2N-52 
2M=52 
2M=52 
21-52 
2M-52 
2M-52 
2M-52 
2M-52 
2M-52 
2M-52 
2M-52 
2M-52 
2M=52 
XJ=98 
XJ-98 
XJ-98 
XJ-98 
XJ-98 
2M-53 
2M-53 
24-53 
2M-53 
2M-53 
2M=53 
2M-53 
2M-53 
2M-54 
2M-54 































































2M-55 
2M-55 
2M-55 
2M-55 
2M-55 
2M-55 
2-55 
2M-55 
2M-55 
21-55 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
2M-56 
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Numerical Index of 
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AN O1-60AABA-4 Ἢ 
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STOCK NUMBER FIGURE MICROFILM 
| CLASS CODE | PART NUMBER 5 8| AND INDEX NUMBER 






STOCK NUMBER 




















































































160-11405- 26 1 160-21151- 45 | 1] 2M-58 
160-11405- 27 M1 1| 2M-56 160-31151- 46 1| 2M-58 
160-11405- 28 M1 1 160-31151- 47' 1 |: 2M-58 
160-11405- 29 1 160-31151- 48 1| 2M-58 
160-11405- 30 1 160-31151- 49 1 2M-=58 
160-11405- 33 -2 160-31151- 51 i| 2Μ-58 
160-11405- 35 1 160-31151- 53 1 2M-58 
160-11405- 36 1 160-31151- 59 1 2M-58 
160-11405- 37 1 160-31151- 60 i| 2M<58 
160-11405- 38 1 160-31151-101 1| 2M-58 
160-11405- 39 1 160-31151-102 1| 2M-58 
160-11405- 40 1 160-31151-105 i| 2M-58 
160-11405- 43 4 160-31151-106 1| 2M-58 
160-11405-. 45 1 160-31151-107 1| -2M-58 
160-11405- 46 1 160-31151-108 1| 2Μ-58 
160-11405- 47 1 160-31151-109 .1 | 2Μ-58 
160-11405- 48 1 160-31151-110 1| 2M-58 
150-11405- 49 1 160-31151-155 1| 2M-58 
160-11405- 50 1 160-31151-156 1| 2M-58 
160-11405- 51 1 160-21151-165 i| 2M=58 
160-11405- 52 1 160-31151-166 1| 2Μ-58 
160-11405- 53 4 160-31151-201: 1| 2-58 

RB2NA 160-11406- 1 1| AXH-28 160-31151-202 1| 2M-58 

R82N 160-11406- 2 1| AXH-28| |R82NA 160-31161- 3 2 | 26-452 

R82NA 160-11407- 1 1| AXH-29| |R82NA 160-31161- 4 2 | 26-452 

R82NA 160-11407- 2 . 1| AXH-29 160-31161- 5 1| 26-452 
160-11408 4| xH-266| |R82NA 160-31161- 6 1| 26-452 
160-11408- 3 4| XH-266 160-31162 4 | XK-193 
160-11409- 3 8| 2C-435 160-31182 REF 

: 160-11409- 5 4| 20-435 160-31183- 3 1 
R82NA 160-18006 2| XK-438 160-31183- 4 1 
160-18007- 3 6] 20-436 160-31183- 5 3 
160-18007- 5 2| 20-436 160-31183- 6 3 
160-18008 1| AXH-30 160-31183- 7 3 
160-18008- 2 2| AXH-30 160-31183- 10 REF 
160-18008= 5 10| AXH-30 160-31183- 11 1 

RS2NA 160-18008- 11 2| AXH-30 160-31183- 13 1 

R82NA [|160-18008- 21 2| AXH-30 160-31183- 15 5 

R82NA 160-18520- 3 2| P-125 160-31183- 16 7 

7 160-18531- 3 1] P-127 160-31183- 17 4 
160-18531- 4 1| P-127 160-31183- 18. 4 

R82NA 160-18531- 11 1| P-127 160-31183- 21 2 

R82NA 160-18531- 12 i| P-127 160-31183- 22 2 

R82NA 160-21412 2 160-31183- 25 1 
160-22301- 1: 2|. 160-31183- 27 1 

160-31183-101 1 
160-22301- 2 2 160-31183-201 REF 
| 160-31184 1 JAXC~621 
'| 16022307- 1 2 160-31184- 3 1 JAXC-621 
160-22307- 2 1 160-31184- 5 1 |AXC-621 
R82NA 160-22402- 3 2 160-31226 2 | XL-313 
160-31251 
R82NA 160-23405 1 160-31251- 2 1 
7 160-23405- 3 1 160-31251- 5 2: 

R82NA 150-24455 1 160-31251- 7 1 
160-211232 4 160-21251- 8 1 
160-31130 ` 1 160-31251- 9 1 
160-31151 1 160-31251- 11 1 
160-21151- 3 1 160-31251- 12 1 
160-21151- 4 1 160-31251- 13 1 
160-31151- 5 1 160-31261- 15 2 
160-31151- 6 1 160-31251- 17 1 
150-31151- 7 1 160-31251- 21 1 
160-31151- 9 1 160-31251- 31 1 
160-31151- 11 1 160-21251- 33 1 
160-31151- 13 1 160-31251- 35 1 
160-31151- 15 1 R82NA 160-31252 1 
160-31151- 17 1 160-31252- 3 1 
160-31151- 19 1 160-31252- 4 1 
160-31151- 20 1 160-31252- 5 1 
160-31151- 21 1 R82NA 160-31255 2 
160-31151- 23 1 160-31354 _ 1 
160-31151- 25 1 R82NA 160-31354- 2 2 

1160-31151- 27 1 R82NA 160-31354- 7 2 
160-31151- 29 1 .h60-31355- 3 2 
160-31151- 31 1 160-31355- 5 2| 26-453 
160-31151--33 1 160-31356 1 
160-31151- 35 1 160-31356- 2 1 
160-31151- 37 1 160-31356- 4 1 
160-31151- 39 1 160-21356- ^5 1 
160-31151- 41 1 160-31356- 6 1 
160-31151- 42 1 -|160-31356-= T 4 
160-31151- 43 1 160-31357 REF | 24-59 

44 1 160-31358 1 





160-31151- 
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160-31358- 3 160-31716- 11 1|AXC-626 
160-31358- 4 160-31717 XK-204 
160-31358- 5 160-31756 
160-31358- 6 160731757 AXH-32 
160-31358- 7 160-31760 2-63 
160-31358- 9 160-31760- 3 1| 21-63 
160-31358= 11 160-31760- 5 1| 2Μ-63 
160-31359 160-31760- 6 1| 2M-63 
R82NA 160-31376 XK=194 160-31760- 7 1}. 2-63 
R82NA 160-31377 ΧΚ-195 160-31760- 9 1| 21-63 
R82NA 160-31378- 1 XK-439 160-31760- 10 1| 2H-63 
R82NA 160-31378- 2 XK-439 160-31760- 11 1| 2H-63 
160-31378- 3 XK~439 160-31760- 12 1 M-63 
160-31378- 4 ΧΚ-439 2| 2-63 
160-31385 AXC-623 2| 2-63 
160-31385- 3 AXC-623 2| 2-63 
R82NA 160-31385- 5 AXC-623 ἠ160-31760- 19 1| 2-63 
160-31386 2ς-437 160-31760- 21 1| 2-63 
160-31387- 1 2E-407 160-31803 1| 2-64 
160-31387- 2 2E-407 1| 2M=64 
160-31490 26-454 1| 2M-64 
160-21491- 1 i| 2Μ-64 
160-31491- 2 160-31803- 1| 2M-64 
160-31492- 1 160-31803- 13 1| 2M-64 
160-31492- 2 160-31803- 15 2| 24-64 
160-31520- 3 26-455 160-31803- 21 1| 2N-64 
160-31520- 10 26-455 160-31803- 22 1| 28-64 
160-31521- 1 2Ε-409 160-31803- 25 1| 2N-64 
160-31521- 2 2E-409 160-31803- 26 1| 2-64 
160-31532- 3 2U-85| IR82NA 160-31803- 27 1| 2M-64 
160-31532- 4 2U-85| IR82NA 160-31803- 29 "1| 2M-64 
160-31532-. 5 2U-85 160-31803- 47 2| 2M-64 
160-31532-. 6 2U-85 160-31803- 49 2| 24-64 
160-31539- 5 26-456 160-31803- 51 2| 2M-64 
160-31542- 3 20-443 160-31803- 53 2| 2M-64 
160-21542- 7 20-443 160-31503- 63 2| 2M-64 
160731547 160-31803- 65 2| 2M-64 
160-31558 XK-7443 160-31803- 67 2 2M-64 
160-31563 2€-412 "[160-31803=- 69 2| 2M-64 
160-31563- 1 2E-412 160-31803- 71 2| 21-64 
160-31563- 2Ε-412 160-21803- 73 2| 2M-64 
160731568 AXC-624 160-31803- 75 2| 2M-64 
160-31578 XK-445 160-31803- 77 2| 2H-64 
160-31587 AXC-625 160-31803- 81 1 M-64 
160-31587- 3 AXC-625 1| 2-64 
160-31587- 5 AXC-625 2| 2-64 
160-31612 XM-81 REF |AXN-214 
160-31612- 3 XM-81 160-31806- 3 2 ΙΑΧΝ- 214 
160-31612-. 5 XM-81 160-31806- 5 2 |AXN-214 
160-31612- 7 XM-81 160-31806- 7 
160-31635- 1 AXB-472 160-31806-101 ΑΧΝ- 214 
160-31635- 2 ΑΧΒ- 472 
160-31635- 3 AXB-472 160-31806-201 1 |AXN-214 
160-31635- 4 ΑΧΒ- 472 160-31807- 1 1 [AXA-300 
160-31635- 5 AXB-472 160-31807- 2 1 |AXA-300 
160-31635- 6 AXB=472 160-31808- .1 i|AXA-301 
160-31639- 1 AXB-473 160-31808- 2 1 ΙΑΧΑ-201 
160-31639- 2 XK-329 160-31809- 3 2 
160-31641- 1 20-444 160-31809- 4 2 
160-31641- 2 2C-444 160-318108 2 | XK-376 
160-31672 26-457 160-318113 4 
160-31673- 3 26-458 160-318115- 1 1| xH-430 
160-31680 AXB-474 160-318115- 2 1| XH-430 
160-31680- 1 AXB-474 160-318117- 1 1| xH-284 
160-31680- 2 AXB=474 160-318117- 2 1| XH-284 
160-31680- 3 AX8-474 160-31817- 1 1| XH-114 
160-31680- 5 AXB-474| 160-31817- 2 1| ΧΗ-114 
160-31680- 6 AXB-474 160-31817- 3 1| XH-114 
160-31680- 7 AX8-474 160-31817- 4 1| XH-114 
160-31681 -|AXB-475 160-31820 2 |AXA-302 
160-31681- 1 AXB-475 160-31820- 2 |AXA-302 
160-31681- 2 AX8-475 160-31821 2 |AXA-303 
160-31681- 3 AXB-475 2 |AXA-303 
160-31681- 5 AXB-475 4 |AXA-304 
160-31681- -6 AXB=475 
160-31712 2M-61 160-31824 "26-459 
160-31712- 10 24-61 160-31824- 1 26-459 
160-31714 ΧΚ-331 
160-31715 2M-62 160-31824- 2 4 
160-31715- 3 2Μ-62 160-31824- 3 26-459 
160-31715- 5 2Μ-62 160-31824- 5 26-459 
160-31715- 10 2M-62]. 160-31824- -6 26-459 
160-31716 AXC-626 160-31824- 11 26-459 
160-31716- 3 AXC-626 160-31824- 12 , 





26-459 
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R82NÀ 160-31824- 13 26-459 
R82NA 160-31824- 14 26-459 

160-31824- 16 26-459 . 

160-31824-102 26-459 160731870- 
160-31870- 
160-31871 
160-31874 


herr 
> 
a 


160-31826 
160-31826- 
160-31826- 
160-31827 
160-31827- 
160-51827- 
160-31827- 
160-31827- 
160-31827-. 
160-31827- 
160-31827- 
160-31827- 23 
160-31827- 25 
160-31827- 27 
160-31827- 29 
160-31827- 31 
160-31827- 33 
160-31827- 35 
160-31827- 37 
160-31827- 38 
160-31827- 39 
160-31827- 40 
160-31827- 41 
160-31827- 51 
160-31827- 53 
160-31827- 55 
160-31827- 56 
160-31827= 57 
160-31827- 
160-31827- 
160-31827- 
160-31827- 
160-31827- 
160-31827- 
160-31827- 


XK-342 
XK-342 
2C-44T 
XK-223 
XK-223 

ΑΧΑ-209 

ΑΧΑ-209 

AXA=309 

AXA-310 
XA-495 
XA-495 
ΧΑ- 495 
XA-495 
XA-495 
XA-495 
XA-495 
XA-495 


2N-66 
2Μ-66 160-31880- 
2M-66 160-31880- 
2M-66 160-31881 
2M-66 
2M-66 
2Μ-66 
2M-66 
2M-66 
2M-66 
2M-66 
2M-66 i 160-31920- 
2M-66 160-31920- 
2M-66 160-31920- 
2M-66 160-31920- 
2M-66 160-32073- 
2M-66 
2M-66 
2M-66 
2M-66 
-2M-66 
2M-66 
2Μ-66 
2Μ-66 
2M-66 
2M-66 
2M-66 
2M-66 
2M-66 
2M-66 
2M-66 
2M-66 


>>> 
RPDANNN SRY Re 


we 


NN EERE I I ND PRP IR IND IR κα 


Y CO wv 4 UP OO-IwUNr 
` Dor 
δω IR m IND RR IDA ο I (S ο Ρο 


AXN-215 
AXN-215 
AXN-215 
AXN=215 
AXN-215 
AXN-215 


UN (2 ο ο” e e 


wo 


160-32504- 
160-32504- 
2M-66 160-32504- 
2M-66 
2M-66 
2M-66 


160-31827- 

160-31827- 85 
160-31827- 89 
160-31827-101 


ΝΝΝ 


ΑΧΝ-215 
ΑΧΝ- 215 
ΑΧΝ- 212 
ΑΧΝ- 212 
ΑΧΝ” 212 
AXN-215 


2H-66 160-32504- 

2M-66 160-32504- 
AXC-628 160-32504- 
ΑΧς-628 160-32504- 
AXC-628 160-32504- 
XK-334 160-32504- 
20-446 
AXA-305 


160-31827-201 
"|160-31827-301 
160-31828 
160-31828- 3 
160-31828- 4 
160-31830 
160-31836 
160-31837 
160-31838 
160-31844- 


NNWFN IMS nm mn onm 


ΑΧΝ-215 
ΑΧΝ-215 
AXN-215 


ΧΚ-213 


160-31844- 2] XK-213 160-32504- 
160-32504- 

160-31845- . 2| XH-117 160-32504- 
160-32504- 
160-31845- XH-117 160-32504- 
160-32504- 


ΑΧΝ-215 
ΑΧΝ-215 


XH-117 
2E-415 160-32504- 
2Ε-415 160-32504- 
25-415 160-32504- 
2E-415 
ΧΗ- 118 


160-31846- 
160-31847- 
160-31847- 
160-31847- 
160-31847- 
160-31859 
160-31860 
160-31860- 
160-31860- 
160-31861 
160-31862 
160-31863 
160-31865 


ΧΚ-215 
ΧΚ-215 
. XK-216 
AXA-307 


δι ο. 5ΡΦΦΦοασςφΦφαοΦφᾷΦΟΦΦΦΦΠΟΟΦΦΡΨΡΦΕΡΕΦΘΕΡΦΦΡΦΡΕΦΕΟΟΡ 


ο. 
N 


160-32511- 


σωώώ ώ η ERED) 


| XK-218 
160-32517- 
160-32517- 
160-31867 XK-219 160-32518- 
: 160-32518- 
160-32522- 
160-31867- i ΧΚ-219 160-32522- 
160-31867- ΧΚ-219 160-32522- 


WN Rmn rn 
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26-462 
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R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 





































STOCK NUMBER 
| CLASS CODE | PART NUMBER 


160-32522- 4 
160-32522- 5 
160-32522- 6 
160-32522- 11 
160-32522- 12 
160-32523- 1 
160-32523- 2 
160-32523- 3 
160-32523- 4 
160-32540- 3 
160-32540- 5 
160-32541 


|160-32543- 


1 
160-32543- 2 
160-32545- 1 


160-32545- 
160-32547- 1 
160-32547- 
160-22548- 
160-32548- 2 


160-32549- 1 
160-32549- 2 
160-32550- 1 
160-32550-. 2 
160-32564 


160-32902- 1 
160-32902- 3 
160-32902- 4 
160-32903- 3 
160-32903- 4 
160-32904 

160-32905- 3 
160-32905- 4 
160-32976 

160-32976- 3 
160-32976- 5 
160-32976- 7 
160-32976-. 9 
160-32976- 11 
160-32976- 13 
160-32976- 14 
160-32977 

160-32977- 3 
160-32977- 5 
160-32977- 7 
160-32978 

160-33011 


160-33106- 
160-33106- 
160-33107- 
160-33107- 
160-33108- 
160-33108- 
160-33116 
160-33116- 
160-33117 
160-33117- 
160-33132 
160-33132- 
160-33132- 
160-33132- 
160-33132- 
160-33135 
160-33137 
160-33140 
160-33141 
160-33144 
160-33144- 3 
160-33145 
160-33145- 3 
160-33334 
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26-462 
26-462 
26-462 
26-462 
26-462 
XL-316 
XL-316 
XL7316 
XL-316 
XM-91 
XM-91 
ς-362 


26-463 
26-463 





26-464 
2Ε-417 


2E-417 





2E-418 






XL-319 
XL-319 
E=578 
Ε-578 
2C-448 


AXH-36 
AXH=36 
AXH=36 
XL-445 
XL-445 
XL-412 

XD-30 

XD-30 
XJ=107 
XJ-107 
XJ7107 
XJ-107 
XJ-107 
XJ-107 
XJ-107 
XJ-107 
XJ-108 
XJ-108 
XJ-108 
XJ-108 
XH-123 
AXH=37 


XJ-110 
XJ-110 

2M-69 
2M-69 


o Ῥ-144 
P-144 
2M-70 
2M-70 

AXC-629 

AXC-629 

AXC-629 

AXC-629 

AXC-629 

AXB=477 

AXB-311 

AXC=630 

20-449 
2M-71 
2M-71 
2M-72 
2M-72 

AXA=313 




















26-464] 
















2E-418| 
























































STOCK NUMBER 


160-33337 
160733338 
160732339 
160-33346 
1607-33347 
160-33355 
160-33355- 
160-33355- 
160-33355- 
160-33355- 
160-33355- 
160-33355- 
160-33355- 


160-33357- 
160-33358 


/[160-33359 


160-33360- 
160-33360- 
160-33514- 
160-33529 
160-33532 
160-33532- 


-β60-33532- 


160-33537 
160-33555 
160-23560 
160-33562 
160-33563 
160-34111 
160-34111- 
160-34112- 
160-34121 
160-34122 
160-34302- 
160-34502 
160-34502- 
160-34502- 
160-34502- 
160-34502- 
160-42523- 
160-42523- 
160-42523- 


160743115 
160-43115- 
160-43116 
160-43117 


160-43118- 
160-43119 

160-43119- 
160-43119- 
160-43119- 
160-43122 

160-43132- 
160-43132= 
160-43133 

160-43133- 


160-48117 
160-48117- 
160-48126 
160-48136 
160-48150 


160-48202 
160-48202- 
160-48202- 


Revised 


AXC-631 
AXC-631 
AXC-631 
AXC-631 
2E-419 
2E-419 
2Ε-420 
2E-420 
2Ε-421 
2E-422 
2E-423 
2E-423 
2E-424 
ΑΧΑ-314 
AXH-38 
AXH-38 
AXH-38 
2€-450 
2ς-451 
AXA=315 
2E-425 
25-426 


AXH-39 
AXH-39 
29-73 
P-148 
P-149 
XE-397 
AXH-40 
AXH=40 
AXH=40 
AXH=40 
AXH=40 
XK-454 
XK-454 
XK-454 
XK-454 
XK=454 


AXB-480 
26-467 
AXA=316 
AXA-316 
ΑΧΑ-317 
ΑΧΑ-318 
ΑΧΑ-318 
AXA-319 
AXA~319 
26-468 
26-468 
26-468 
-26-468 


AXB-482 
ΑΧΒ- 482 
AXB=482 
XL-414 
XL-414 
2E-427 
25-427 
AXB-482 
XH-436 
ΑΧΑ-320 


:2E-428 
2E-428 
2E-428 
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Section lll 
AN 01-60AABA-4 Numerical Index of 


Contractor Parts 
FIGURE MICROFILM STOCK NUMBER FIGURE | TOTAL! MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX NUMBER | | CLASS CODE PART NUMBER | AND INDEX | QTY. | NUMBER 
160-48861- 43 26-415 
160-48861- 44 26-475. 
160-48861- 46 26-415 
160-48861- 47 26-475 
160-48861- 49 26-475 
160-48861- 50 26-475 
160-48861- 55 26-475 
160-48861- 56 26-475 
67 26-475 
69 26-475 
71 26-415 


160-48337 26-470 
160-48338 XK-346 
160-48430- 1| 28-433 
160-48621- l l 2M-78 


160-48621- 2-78 
160-48621- 2M-78 


160-48634 
160-48635 
160-48641 
160-48642 
160-48856 . 
160-48856- 
160-48860- 
160-48860- 
160-48860- 
160-48860- 
160-48860- 
160-48860- 
160-48860- 
160-48860- 10 
160-48860- 11 
160-48860- 16 
160-48860- 17 
160-48860- 18 
160-48860- 23 
160-48860- 24 
160-48860- 25 
160-48860- 26 
160-48860- 31 
160-48860- 33 
160-48860- 35 
160-48860- 36 
160-48860- 37 
160-48860- 38 
160-48860- 41 
160-48860- 47 
160-48860- 51 
160-48860- 53 
160-48860- 55 
160-48860- 57 
160-48860- .59 
160-48860- 72 
160-48860- 74 
160-48860- 78 
160-48860- 93 
|160-48860- 94 
160-48860-101 
160-48860-102 
160-48860-111 
160-48860-113 
160-48860-115 
160-48860-117 
160-48860-119. 
160-48860-120 
160-48860-123 
160-48860-124 
160-48860-128 
160-48860-129 
160-48860-130 . 
160-48860-131 
160-48860-132 
160-48860-133 
160-48860-134 
160-48860-143 
160-48860-145 
160-48860-173 
160-48860-175 
160-48860-178 
160-48860-185 
160-48860-187 
160-48860-191 
160-48860-193 
160-48860-195 
160-48860-205 
160-48860-207 
160-48861 
160-48861- 35 
160-48861- 37 
160-48861- 38 
160-48861- 39 
160-48861- 40 


XH-295 
XH-440 
XH-296 
2E-434 
20-452 
20-452 
XK-459 
XK-459 
XK-459 
XK-459 
-XK-=459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK=459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
ΧΚ-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK=459 
XK-459 
XK-459 
XK-459 
XK-459 
X&-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
K-459 
XK-459 
XK-459 
XK=459 
XK-459 
XK-4592 
XK-459 
XK-459 
XK-459 
ΧΚ-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
XK-459 
26-415 
26-475 
26-475 
| 26-415 
26-475 
26-475 


PNP P re A A A ον 


72 
74 


26-475 
26-475 


re 


75 
160-48861- 76 
160-48861- 77 
160-48861- 81 
160-48861- 82 
160-48861- 83 
160-48861- 84 
160-48861- 8 
160-48861- 


26-475 
26-475 
26-475 
26-475 
26-475 
26-475 
26-475 
26-475 
26-475 
2E-436 
2E-436 


αλλ 


2E-437 
28-437 
2E-437 
26-476 
26-476 
26-476 
26-477 
26-477 
26-477 
26-478 
AXC-633 
AXC-633 
AXC-633 
AXC=634 
AXC-634 
XH-298 
AXA-321 
AXA-322 
2E-439 


160-51058 
160-51058- 
160-51058- 
160-51059 
160-51059- 
160-51059- 
160-51076 


160-51077- 
1690-51078 
160-51078- 
160-51715 
160-52008 
160-52109 
160-52112 
160-52134 
160-52213 
160-52213- 
160-52235 
R82NA 160-52258 
160-52265 
160-52265- . 
160-52268 
160-52270 
160-52274- 
160-52274- 
160-52320 
160-52320- 
160-52320- 
160-52320- 
160-52322 
160-52322- 
160-52222- 
160-52322- 
160-52326 
160-52326- 


26-482 
26-482 
AXA=323 
AXB-484 


AXA-324 
AXA-324 
AXB-485 
AXB-485 
AXB-485 
AX8-485 
2E-440 
2E-440 
2E-440 
2E-440 
AXB-486 
AXB-486 
AXC-636 
AXC-636 
AXC-636 
AXC-637 
AXC-637 
E-580 
2U-87 
2U-37 
2U-87 
20-07 
XL-222 
XH-131 
XH-131 
XH-131 
20-453 


Uv σώσω σπα οσο 


New 


160-52386- 
160-52412 
160-52601- 
| |1160-52601- 
160-52601- 
160-52601- 


z 


PON 


m 


160-52606- 
160-52606- 
160-52613 
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Section II 


Numerical index of m 
Contractor Parts AN OI-6OAABA-^ 


STOCK NUMBER 58| FIGURE |TOTAL MICROFILM STOCK NUMBER 28| FIGURE |TOTAL MICROFILM 
CLASS CODE PART NUMBER δῦ AND INDEX | ΟΤΥ. NUMBER | | CLASS CODE PART NUMBER o| AND INDEX | QTY. | NUMBER 











160-52620 2| 26-483 160-53333= 5 X1 2| 22-445 
160-52620- 2| 26-483 160753334 4 |AXA-321 
160-52620- 2| 26-483 
160-52620- 2| 26-483 ] 
160-52620- 1 2] 26-483 160-53335- 2 |AXA-328 
160-52621 2] 2£-441 160-53335- 2 |AXA-328 
169-52621- 2] 2Ε--41 1600-5335} 1 | 2E-446 
160-52621- 2| 2E-441 160-53352 1} 28-447 
R82NA 160-52622 2| 2E-442 160-53353 1 JAXA-329 
R82MA 160-52623 οἱ 28-443 160-53353- 3 1 [AXA-329 
R82NA 160-53008 1 2M-81 16053355 1| 20-454 
160-53008- 2 2M-81 160-53355- 3 1| 20-454 
160-53008- 1 24-81 160-53255- 5 1| 20-454 
160-53008- 1 2M-81| ¡R82N4 160-53385- 1 1 2M-83 
160-53008- 1 2M-81| |RE2NA 160-53385-= 2 1 214-83 
160-53008- 1 2M-31 160-53285- 3 1 2M-83 
160-53008- 1 2M-81 160-53385- 4 1 2M-83 
| 160-53385- 5 2 2M-83 
160-53008- T 2-81 .160-53385- 7 1 2M-83 
160-53008- 1 24-81 160-53385- 9 2 2M-83 
160-53008- 2 214-81 160-53394 1| AXH-46 
160-53008- L 2M-81 160-53394- 1| AXH-46 
160-53008- 1 2M-81 160-53394- ὶ 1| AXH-46 
160-53008- 1 2:81 160-53394- i 1| AXH-46 
160-53019 4| 28-444 160-53394- 13 2| AXH-46 
160-53033 2 160-53394- 15 1| AXH-46 
160-53034- 1|ΑΧς-638 160-53394- 17 1| AXH-46 
160-53034- l1|AXC-638 160-53394- 19 1| AXH-46 
160-53034- 1|AXC-638 160-53394-100 1| AXH-46 
160-53034- l1|AXC-638 160-53395 1| 26-485 
160-53036 2| 26-484 160-53395- 1| 26-485 
2| 26-4€4] 6 1| 26-486 
160-53036- 3 2| 26-484 1| 26-486 
160-53036- 5 2| 26-484 1| 26-466 
160-53036- 7 1| 25-484 160-54011- 1| 26-486 
160-53036- 11 2| 26-484 160-54011- 1| 26-486 
160-53036- 21 1| 26-484 160-54011- 11 26-486 
160-53043 2| AXA=325 , 1| 26-486 
160-53051 1|AXA-326 1| 26-486 
160-53052 i| 2M-82 160-54011- 1| 26-486 
160-53052- 1| 2-82 160-54011- 11 26-486 
160-53053 1| AXH-43 
160-53053- il AXH-43 160-54011- 1| 26-486 
160-53053- 1| AXH-43 
160-53053- 1 ΑΧΗ- 42: 160-54011- 1 26-486 
160-53 306 l| AXH-44 160-54011- 1| 26-486 
160-53306-10 REF] AXH-44 1| 26-486 
160-53307 1ἱ AXH-45 1| 26-486 
R82NA 160-53307- 1 REF 2M-85 
R82NA 160-53307- 1 1 2M-85 
R82NA 160-53307- 1 1 2M-85 
R82NA 160-53307- 1 160-54012- 1 2M-85 
160-53309 REF 160-54012- 1 2M-85 
160-54012- 1 2M-85 
160-53330- 1 160-54012- 1 2M-85 
R82NA 160-53331 2 160-54012- 1 2M-85 
R82NA 160-53332- 1j XJ-120 160-54012- 1 2M-85 
: 160-53332- 2| XJ-120 1 2M-85 
160-53332- 1j XJ-120 1 2M-85 
160-53332- 2| XJ-120 1 2M-85 
160-53332- 2| XJ-i120 160-54012-100, 1 2154-85 
160-53332- 2| XJ-120 160-54012-200 1 2M-85 
160-53332- 2| XJ-120 160-54015 — 1 1ΑΧΑ-330 
160-53332- 2| XJ=120 160-54019 : 1 |AXB-487 
160-53332- 1| XJ-7120 160-54019- 3 1 [4XB-487 
160-53332-. 1} XJ-120 160-54019- 5 1|AX8B-487 
160-53332- 1| XJ-120 160-54028 1 ΙΑΧΑ-221 
160-53332- 1| XJ-120 160-54029 1 ΙΑΧΘ” 488 
160-53332- 1| Χν- 120 160-54029- 1 |AXB-488 
160-53332- 1| XJ-120 160-540 44 1 ΙΑΧΑ- 332 
160-53332- 1] XJ-129 160-54045 2| 20-455 
160-53332- 2| XJ-120 2| 2Ε-Φ48 
160-53332- 2| XJ-120 6| 2E-449 
160-53332- 2| XJ-120 150-54051 REF 2M-87 
160-53332- i| XJ-120 160-54051- 1 2-87 
160-53332- 1] xJ-120 160-54051- 1 21-87 * 
160-53332- 1| xJ-1i20| IR17?74804160-54053- 2 | 26-488 
160-532332- 1| XJ=120]| 1690 
160-53332- 1} xJ-120] JR17P74804160-54053- REF | 26-488 
160-53332- 2| XJ-120|1995 
160-53333 4| 22-445 160-54110 1. 
160754192 1| 26-489 
160-54192- 1| 26-489 
160-53333- 223-445 160-54192- 1| 26-489 
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Section IH 
Numerical Index of 
Contractor Parts 


: STOCK NUMBER $$! FIGURE [TOTAL|MICROFILM STOCK NUMBER 85| FIGURE |TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER 90| AND INDEX | QTY. | NUMBER | | CLASS CODE PART NUMBER 9| AND INDEX| QTY. | NUMBER 


160-54192- : 26-489 160-58121- 26-492 
160-54193 7 2-450 160-58131 XK=533 
160-54193- 2E-450 26-493 
160-54193- 2E-450 160-58132- 26-495 
160-54195 20-457 160-58134 AXA-338 
160-54196 2C-458 
160-54259 XK-245 160-58135 
160-54303 2E-451 160-58137 
160-54341 28-452 160-58137- 
160-54341- 2E-452 160-58:37- 
160-54341- 2£-452 160-58141 
160-54342 AXA-333 160758143 
160-54342- 10 ΑΧΑ-333 160-58143- 
160-56026-. 3 ; p 160758144 
160-56111 6-432 160758144- 
160-56116 AXC-642 Τ160”-5Ε144- 
160-56137- AX8-489 160-58146 
160-56137- AXB-489 160-58146- 
160-56137- AXB- 489 ! 160-58149 
160-56137- ΑΧΒ- 489 160-58149- 
160-56137- AX8-489 
160-56137- AX8-489 160-58150 
160-56147 AXH-47 160758151 
160-56147- AXH=47 1607-58152 
i 160-5614Τ- AXH-47 
RS2HA 160-56147- AXH=47 
R82NA 160-56147- ΑΧΗ- 47 
160-56149- 
160-56194 
160-56200- 
160-56200- 
RS2NA 160-56202 
150-56401- 
R82NA 160-56401- 
160-56409 
R82NA 160-56411 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
1160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 
160-56411- 2 
160-56411- 
160-56411- 
160-56412- 
160-56412- 
160-57147- 
160758027 
160-58102- 
160-58104 
160-58105 
160-58105- 
160-58106: 
160-58106- 
160-58106- 
160-58107 
R82NA 160-58108 
160-58108- 
160-58108- 
160-58109 
160-58110 
160-58111 
R82NA 160-58112 
R82NA 160-58113 
160-58114 
160-58115 
R82NA 160-58116 
160-58116- 
160-58117 
160-58118 
160-58118- 
160-58118- 
160-58119 
160-58121 


AN O1-60AABA-4 


O VUN 


AXC-644 
AXC-644 
AXC-644 
Xi4=98 
26-494 
26-494 
XL-423 
XL-423 
XL-423 
26-495 
26-495 
2E-460 
28-460 


ls 
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AXA-340 
AXB-495 
2C-468 


160-58156 

28-457 160-58156- 
AXB-491 160758157 
AX5=491 160-58157- 
ΑΧΑ- 334 160-58158 

21-89 160-58158- 

2M-89 160-58158- 

2C-459 


26-496 
26-496 
26-496 
26-496 
26-496 


160-58182- 

160-58182- 

160-58182- 

160-58182- 

160-58182- 

160-58185- 

160-58212- 

160-58801- 

160-58801- 
160-58801-103 
160-58801-105 
160-58801-125 
160-58801-127 
160-58201-129 
160-58601-131 
160-58801-133 
AXA=335 160-58801-135 
AXA-335 160-58801-137 
160-58801-139 
2M-90 1$0-58801-141 
24-92 160-58801-143 
XJ-125 160-58801-143 
2M-93 160-58801-151 
2M-93 160-758801-157 
26-490 160-58£02- 43 
26-490 160-58802- 45 
26-490 160758802-102 
2C-460 160-58802-105 
26-491 160-58802-107 
26-491 160-58502-117 
26-491 160-58802-121 
207461 160-58802-123 
20-462 160-58802-125 
20-463 160-58802-155 
20-464 160-58802-163 
2£-458 160-58802-165 
20-465 160-58803- 15 
20-466 160-58803-111 
" 28-459 160-58803-115 
2E-459 160-58803-127 
AXA~337 160-58803-132, 
ΧΚ-257 160-58803-135 
XK-357 160-58803-143 
ΧΚ-357 160-58803-145 
20-467 160-58803-149 
26-492|| 160-58803-151 


XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 

"XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XK-467 
XL-426 
XL-426 
XL-426 
XL-426 
XL-426 
XL=426 
XL-426 
XL-426 
XL-426 
XL~426 
XL-426 
XL-426 


20 
m 
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mn 
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Section mi 
Numerical Index of 
Contractor Parts 


CA NUMBER ER FIGURE MICROFILM a NUMBER FIGURE | TOTAL! MICROFILM 
PART NUMBER = AND INDEX MBER | | CLASS CODE [ss PARTNUMBER NUMBER AND INDEX| QTY. | NUMBER 


ae 58803-153 160-63483- 23 26-498 
160-58803-155 160—-63483- 25 26-498 
160-58803-157 160-63483- 26-498 
160-58803-159 160-63484 20-471 
160-58803-161 160-63485 20-472 
160-58803-163 20-473 
160-58803-167 ` 20-474 * 
160-58803-173 2M-100 
160-58803-175 24-100 
160-58803-179 24-100 
160-58804- 49 24-100 
160-58804-107 24-100 
160-58804-121 28-100 
160-58804-125 2M-100 
160-58804-125 21-100 
‘1169-58304-131 24-100 
160-58804-137 24-100 
160-58804-139 2Μ-100 
160-58804-149 24-100 
160-58805- 7 2M-100 
160-58806 2M-100 
160-58806- 3: 2M-100 
160-58806- 5 2M-100 
160-58806- 9 M-100 
160-58806- 13 2M-100 
160-58806-153 2M-100 
160-58806-155 ᾿2Μ-100 
160-58806-159 2M-100 
160-58807- 13 20-475 
160-58807- 31 20-475 
160-58807- 37 AXH-49 
160-58807-:63 AXH-49 
160-58807-. 79 AXH-49 
160-58808-137 AXH=49 
160-58808-139 AXH-49 
160-58808-141 AXH-49 
160-63002 AXH-49 
160-63002- AXH-49 
160-63002- ΑΧΗ- 49 
160-63002- AXH-49 
160-63002-. AXH-49 
160-63002- AXH-49 
160-63002- AXH-49 
160-63002- AXH-49 
160-63002- AXH=49 
160-63002- AXH-49 
160-63002- ΑΧΗ-49 
160-63002- AXH-49 
160-63002- AXH=49 
1€5-63002= 2M-101 
160-63002- 24-101 
160-63002- 24-101 
160-63002- 24-101 
160-63002- 2M-101 
160-63002-100 24-101 
160-63002-200 2M-101 
R82NA 160-63002-300 2M-101 
R82NA 160-63003 2M-101 
R82NA .[160-63004 24-101 
160-63005 .2M-101 
160-63006 2-101 
R82NA 160-63275 26-499 
160-63275- 
160-63275- 
160-63275- 
160-63275- 
R94NA 160-63279- 
R94NA 160-63279- 
160-63481 
160-63482 
160-63482- 
160-63482- 
160-63482- 
160-63483 
160-63483- 
160-63483- 
160-63483- 
160-63483- 
160-63483- 
160-63483- 
160-63483- 
160-63483- 
160-63483- 
160-63483- 


AN ΟΙ-όΟΑΑΒΑ-4 


160-71026- 
160-71026- 
XL-427 
XL-427 
XL-427 ἡ 
XL-427||. 160-71026- 
XL-427 160-71026- 
XL-427 160-71026- 
XL-427 160-71026- 
XL-427 160-71026- 
XL-427| 160-71026- 
XL-428 160-71026- 
AXC-645 160-71026- 
AXC-645 160-71026- 
AXC-645 160-71026- 
AXC-645 160-71026- 
AXC-645 160-71026- 
AXC-645 160-71026- 
AXC-645 160-71026- 
AXC-645 160-71026- 
160-71027 
160-71027- 
160-71028 
160-71028- 
160-71028- 
160-71028- 
160-71028- 
160-71028- 
2M-94 160-71028- 
2M-94 160-71028- 
2M-94 160-71028- 
2M-94 160-71028- 
24-94 160-71028- 
2N-94 160-71028- 
24-94 160-71028- 
2-94 160-71028- 
24-94 160-71028- 
2Μ-94 160-71028- | 
2M-94 160-71028- 
2M-94 160-71028- 
2M-94 160-71C28- 
2M-94 160-71031 
2M-94 160-71031- 
24-94 160-71031- 
24-94 160-71031- 
2M-94 160-71031- 
2M-94 160-71031- 
2M-94 160-71031- 
-2Η-94 160-71031- 
2E-461 160-71031- 
2bE-462 160-71031- 
2bE-463 160-71031- 
XK-=254 τ 
160-71035- 10 
e 


m 


m 
A ο PP EP Re 42 15} 1-2 152 λλ I IR 11 


m 
mm 
πι 


PA eI λε} KS T 


AXC-646 
AXC-647 
AXC-647T 


160-71036 ` 
160-71040 
160-71040- 


ber 


XK-469 

XK-469 160-71040- 
26-497 

2C-470 160-71040- 
20-470 ; 160-71040- 
20-470] |. 160-71040- 
20-470 160-71040- 
26-498 160-71041- 
26-498|| . 

20- 498 160-71041- 
26-498 

26-498 160-71046 AXA-341 
26-498 : 160-71047 AXA-342 
26-498 160-71049- 26-500 
26-498 1 .| 26-500 
26-498 26-500 
26-498 f 2E-464 
26-498 160-71051- 2E-464 


AXC-647 


AXC=647 
AXC-647 
AXC=647 
AXC=647 

XK-255 


nm 
ωδ ου νι ω 


δι 


XK-255 


1 
1 
1 
1 
1 
1 
1 
i 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
2 
1 
1 
1 
F 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
2 
1 
4 
2 
4 
1 
1 
1 
2 
2 
1 
1 
1 
1 
1 
2 
1 
1 
1 
2 
2 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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Section Ill 


; Numerical Index of 
ΑΝ 01-60AABA-4 f Contractor Parts 





meme NUMBER FIGURE micron 
PART NUMBER AND INDEX 





EEC NUMBER FIGURE MICROFILM 
PART NUMBER AND INDEX NUMBER 


ae 11 26-464 aast conn 161758117- 


26-513 
160-71061 ` 


160-71061- 163-311230 
160-71061- 163-311231- 
160-71062 -[163-311231- 
160-73301- 24-103 
; 160-73301- 2M-103 
R82NA 160-73 302 2E-465 
160-73303 2M-104 
160-73303- 2M-104 
160-73303- 2M-104 163-31268- 
160-73303- 2M-104 163-31268- 
160-73303-. 2Η-10Φ 7 1163”-31268- 


163-31268- 
163-32773 
163-48261 
163-52134 
163-52134- 
163-54704- 


160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 

‘| 160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303- 
160-73303-. 
160-73303- 

| 160=73303- 
160-73 303- 
160-73303-100 
160-73303-111 
160-73303-121 
160-73303-123 
160-73303-125 
160-73303-200 
160-73303-300 
160-73556 
160-73560-101 
160-73560-102 
160-73560-202 

'|160-73565-101 
160-73565-102 
160-73565-103 
160-73565-105 
160-73565-107 
160-73565-109 
160-73565-111 
160-73565-113 
160-73565-114 

R82NA 160-73566- 22 
160-73566-101 
160-73566-102 
160-73566-103 
160-73566-106 - 
160-73566-107 
160-73566-110 

R82NA 160-73566-201 
160-73566-202 
160-73566-203 
160-73566-206 
160-73566-207 

$ 160-73566210 

R82NA 160-73567-101 
160-73567-103 

: . [|160-73567-105 

R82NA 160-73568-102 
160-73568-103 
160-7356€-105 

R82NA 160-73568-202 
160-73568-203 
160-73568-205 
160-75704 
160-75704- 3 
160-933102 
160-933501 
1607948017 


2M-104 
24-104 
2M-104 
:2M7104 


163-587197 
2M-104 163-587198 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2M-104 
2Μ-104 
2M-104 
2Μ-104 


163-587201 > 
163-587207- | 
163-587272- 
163-587273- 
163-63337 
163-71130 
163-71157 
163-71158 
163-71158- 
163271176 
163-71176- 
165-48128 
165-48213 
165-48213- 
165-48299 
165-48299- 
165-48410- 
165-48410- 9 
165-48410- 1 
165-48410- 1 
165752443 
16552443- 
165-53461 
165-54249 
165-58119 
165-58121 
165-58122 
165-58274 
165-58300 
165-58321 
165-58322 
165-58322- 
165-58325 
165-58372- 


26-501 
26-501 
26-501 
26-502 
26-502 
26-502 
260-502 
26-502 
26-502 
. 26-502 
26-502 
26-502 
2E-461|. 
2Ε- 467 
2E-467 
2Ε-467 
2E-467 
| 2E-467 
2E-467 
2E-467. 
2E-467 
2E-467 
2E-467 
2E-467 
2E-467 
26-503 
26-503 
26-503 
26-504 
26-504 
26-504 
26-504 
26-504 
26-504 


2 δω UE ΑΟ Ὁ δ) INO ieri ον e i Ri e jn Ii rA Ie OUS ΝΟ NE ON IN B m 


26-516 
26-516 


169-11042- 
169-11052- 
169-11052- 
169-11052- 
169-11052- 
169-11064 
169-11064- 
169-11064- 
169-11064- 
169-11064- 
169-11064- 
169-11064- 
169-11111 
169-11111- 
169-11111- 
169-11172- 
169-11172- 
169-11173- ` 
169-11173- 
169-11188- 


2U-89 

2U-89 

2U-89 

2U-89 
26-517 
26-517 
26-517 
26-511 
26-517 
26-517 
26-517 
AXH=52 
AXH-52. 
AXH-52 
26-520 
26-520 


Φον» 


σσφω ο 


AXH-51 


HNN IS IR ΑΛ PRE PE PRR a DL ιο 15} i PI κ ILI BPR 1-1 γα 1 Q0 OS O0 OD ε τὸ 4.00 I9 VE IHR I IM RS Sa m Oe 


PA an πὶ S od RH IND pd pudo ef pe κ us ND I P pd pudo 15} RR 1-2 pl ps {2 e I INO I INDIRIM 


Με Λο ΑΡ Δον 


26-521 
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Section {88 - 
Numerical index of ΑΝ Ol-GOAABA-4 


Contractor Parts 
STOCK NUMBER ᾿᾿ Saf FIGURE [TOTAL| MICROFILM; — ^7 
CLASS CODE] PART NUMBER 89| AND INDEX| QTY. | NUMBER 
Ν 
| 


STOCK NUMBER 23] FIGURE |TOTAL|MICROFILM 
| CLASS CODE | PART NUMBER 39] AND INDEX | QTY. | NUMBER 


















































































169-11188- 2 1 169-22003- 19 2| 24-129 
169-11214- 1 1 169-22003- 2 2| 2M-129 
169-11214= 2 1 169-22003- 23 2| 2M-129 
169-11235- 1 1 169-22003- 25 2| 2M-129 
169-11235- 2 1 169-22003- 27 2| 24-129 
169-11250- 1 1 169-22003- 29 2| 24-129 
169-11250-. 2 1 169-22003- 31 1| 24-129 
169-11266- 1 1 169-22003- 3 1| 2M-129 
169-11266- 2 1 169-22003- 34 1| 24-129 
169-11275- 1 1 169-22003- 35 2] 25-129 
169-11275- 2 1 169-22003- 2| 24-129 
169-11288- 1 1| 26-525 
169-11288- 2 i| 26-525 169-22003- 41 2Μ-129 
169-11297 i| 26-526 169-22003- 41 2] 28-129 
169-18500 1| AXH-55 169-22003- 43 1} 2H-129 
169-18500- REF| AXH-55 169-22003- 44 1| 24-129 
. : 169-22003- 45 1| 2M-129 
169-18500- : ΑΧΗ-55 169-22003- 46 1| 2Μ-129 
169-22003- 47 2| 2M-129 
169-18500- .2| AXH-55 169-22003- 49 2| 24-129 
.[169-18500- AXH-55 169-22003- 51 2| 2H-129 
169-18500- M AXH-55 169-22003- 53 2| 2M-129 
169-18500- AXH-55 169-22003- 55 202| 2M=125 
! 169-22003- 57 i| 24-129 
169-18500- AXH-55 169-22003- 58 1| 2M-129 
169-22003- 59 2 | 29-129 
169-18500- AXH-55 169-22003- 63 i| 28-129 
. 169-22003- 64 i| 2M-129 
169-18500- 2| AXH-55 169-22003-101 1| 2M-129 
169-21410 i| 24-127 169-22003-102 1| 21-129 
169-21411- 1| 26-527||R82NA 169-22003-201 1| 24-129 
169-21411-. 1| 26-527 
169721412 | 2| 26-528| R82NA 169-22003-202 1| 2N-129 
169-21437- 1 1 
169-21437- 2 1 169-22003-205 1| 23-129 
169-21438- 1 1 169-22003-206 1 | 24-129 
169-21438- 2 1 169-22003-207 1| 214-129 
169-22002- 5 1| 2Μ-128 169-22002-208 1| 2M-129 
169-22002- 6 1| 2M-128 169-22010 1 | 26-529 
169-22002- 7 1| 24-128 169-22010- 3 1 | 26-529 
169-22002-. 8 1| 2M-128 169-22010- 4 1| 26-529 
169-22002- 9 2| 24-128 169-22010- 5 1| 26-529 
169-22002- 19 4| 2Μ-128 169-22010- 6 1| 26-529 
169-22002- 21 4| 24-128 169-22010- 7 1| 26-529 
169-22002- 23 2| 29-128 169-22010- 8 1| 26-529 
169-22002- 25 2| 2M-128 169-22010- 9 l| 26-529 
169-22002- 27 1| 2M-128 169-22010- 10 1| 26-529 
169-22002- 28 1| 24-128 169-22010- 11 1] 26-529 
169-22002- 29 2| 29-128 169-22010- 12 1| 26-529 
169-22002- 31 2| 2M-128 169-22010- 13 1| 26-529 
169-22002- 33 2| 2M-128 169-22010- 14 1| 26-529 
169-22002- 35 2| 24-128 169-22010- 15 1| 26-529 
169-22002- 36 2| 2M-128 169-22010- 16 1| 26-529 
169-22002- 37 2| 2M-128 169-22010- 17 1| 26-529 
169-22002- 38 4| 2M-128 169-22010- 18 1| 26-529 
169-22002- 39 2| 2M-128 169-22010- 19 1| 26-529 
169-22002- 41 1| 2M-128 169-22010- 2 1| 26-529 
169-22002- 42 1| 24-128 169-22010- 21 1| 26-529 
169-22002- 43 1| 2M-128 169-22010- 2 1| 26-529 
169-22002- 44 1| 24-128 169-22010- 23 .i| 26-529 
169-22002- 45 1| 2M-128 169-22010- 24 1 | 26-529 
169-22002- 46 1| 24-128 169-22010- 25 i | 26-529 
169-22002- 47 i| 2M-128 169-22010- 26 1| 26-529 
169-22002- 48 1| 24-128 169-22010- 27 1] 26-529 
R82NA 169-22002-101 1| 2M-128 169-22010- 28 1| 26-529 
169-22010- 29 1| 26-529 
R82NA 169-22002-102 1| 2M-128 169-22010- 30 1| 26-529 
169-22010- 31 2| 26-529 
169-22003 1| 24-129 169-22010- 23 οἱ 26-529 
R82NA 169-22003- 1 1| 24-129 169-22010- 2 | 26-529 
R82NA 169-22003- 2 1] 2M-129 2| 26-529 
169-22003- 3 i| 24-129 1} 26-529 
169-22003- 4 1| 24-129 169-22010- 2| 26-529 
169-22003- 5 il 24-129 169-22010- 43 2| 26-529 
169-22003- 6 1] 249-129 169-22011 1 | 26-530 
169-22003- 7 1| 24-129 169-22011- 3 2| 26-530 
169-2:003= 8 i| 254-129 169-22011- 4 1| 26-530 
169-22003- 9 2| 24-129 169-22011- 5 2| 26-530 
169-229203- 11 2M-129 169-22011- 6 1| 26-530 
169-22003- 1] 2N-129 169-22011- 7 2| 26-530 
169-22003- i| 2M-129 169-22011- 2 1] 26-530 
169-22003- 1| 24-129| 169-22011- 9 2| 26-530 
169-22003- 2| 2M-129 169-22011- 10 1| 26-530 
169-22003- 2| 2M-129 169-22011- 11 2 | 26-520 
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iQ» is Numerical index of 
ΑΝ O1-60AABA-^ Contractor Parts 


STOCK NUMBER FIGURE | TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER 98] AND INDEX| QTY. | NUMBER 


16922439- 1 2Ε-476 
2E-477 
2E-477 
2E-477 
26-534 


STOCK NUMBER 
CLASS CODE PART NUMBER 


169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
1€9-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
169-22011- 
1699223099 
169-22309- 
169-22309- 
169-22309- 
169-22309- 
169-22309- 
169-22321- 
169-22326 

169-22326- 
169-22326- 
169-22326- 
169-22326- 
169-22326- 
169-22326- 
169-22331 








26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
260-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-530 
26-531 
26-5231 
26-521 
26-531 
26-531 
26-531 


ΆΧΑ-351 
AXA=351 
2M-131 
2M-131 
2M-131 
2M-132 


169-31020- 
169-31020- 
.|169-31021 
169-31021- g 169-3104 
169-31021- ' Β 169-3103 
169-31021- 
169-31021- 
169-31021- 
169-31021- 
169-31021- 
169-31021- 
169-31021- 
169-31021- 
169-31021- 


2M-132 
2M-132 
2M-132 
2M-132 
2M-132 . 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
2M-132 
26-541 ' 
26-541 
:2C-483 
2E-482 
2C-484 
AXA-352 
2E-483 
AXD-5 
AXD-5 
AXA-353 
AXB=501 
AXB-501 
AXB-501 
AXB-502 
AXB-503 
2E-484 
2E-484 
2E-484 
2E-485 
26-544 
26-544 
26-544 
26-544 
2C-485 
26-545 
26-545 
26-545 
26-545 


169-31021- 
169-31076 
169-31076- 
169731081 
169-31093 
169-31094 
169-31132 
169-31133 
169-31134 
169-31134- 


26-532 
26-532 
26-532 
26-532 
26-532 
26-532 
26-532 
2E-472 


e 
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169-31139 
169-22331- : . i| 2£-472 169-31140 
169-22340- E 175-22340- 
169-22340- E 175-22340- 
169-22342 

169-22343 

169-22344- 
169-22344- 
169-22344- 
169-22344- 
169-22344- 
169-22344- 
169-22245 

169-22345- 
169-22345- 
169-22345- 
169-22346 

169-22347 

169-22430- 
169-22430- 
169-22432- 
169-22432- 
169-22433 

169-22433- 
169-22433- 
169-22433- 
169-22433- 
169-22434 

169-22434- 
169-22435 

169-22435-: 
169-22435- 
169-22436 

169-22436- 
169-22436- 
169-22436- 
169-22436- 
169-22539- 


AXB-7496 
ΑΧΕΒ”- 497 
26-7533 
26-533 
26-533 
26-533 
26-5233 
26-533 
ΑΧΟ-3 
AXD-3 
AXD-3 
AXD-3 


2C-486 
2E-486 
2E-486 
26-546 
26-546 
26-546, 
26-546 
26-546 
26-546 
26-546 


2C-481 


169-31149 
3- 


2E-473 
28-473 
28-474 
2E-474 
2E-474 
25-474 
28-474 
2E-475 
2E-475 
|AXA=347 
ΑΧΑ- 247 
ΑΧΑ- 247 
ΑΧΑ- 348 
ΑΧΑ- 248 
ΑΧΑ- 248 
ΑΧΑ-248 
AXA-348 
2€-476 





169-31149- 
169-31149- 
169-31149- 
169-31149- 
169-31150 

169-31152 

169-31152- 


NN: 
we ONUY δω UW WWD 


συδω NENE 
me 


2G=547 
26-541 
26-541 . 
26-547 


w 
N’ 3 
ο ο nmm δι ον t4 v4rnuumÁrÀ*gq$nmtm!eÀÁÓH|!m em μα ο 


169-31153- 
169731154 
169-31155 
169-31163 
169-31166 


2C-487 
2E-487 


A a 9 EO IO I EO. IR IA IND IND fO P I IR IND EANN I I E IND E IS RP OD 


26-548 


N 
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STOCK NUMBER FIGURE MICROFILM STOCK NUMBER 
CLASS CODE PART NUMBER AND INDEX CLASS CODE PART NUMBER _ 




































169-31205 
169-31205- 3 
169-31205- 5 
169-31205- 6 
169-31205- 7 
169-31205- 9 
169-31205- 10 
169-31205- 11 
169-31205- 12 
169-31205- 13 
169-31205- 14 
169-31205- 15 
169-31205- 17 
169-31205- 19 
169-31205- 21 
169-31205- 23 
169-31205- 24 
169-31205- 25 
169-31205- 26 
169-31205- 27 
169-31205- 28 
169-31205- 30 
169-31205- 40 
169-31226. 
169-31226- 
169-31226- 
169-21226- 
169-31226- 
169-31226- 11 
169-31226- 13 
169-31226- 21 
169-31226- 23 
169-31226- 25 
169-21226- 27 
169-31226-100 


2M-137 
2M=137 
2M-137 
24-2137 
2Μ-137 
2Μ-137 
2M-137 
2M-137 
2M=137 
24-137 
2M-137|: 
24-1317 
24-137 
2M-137 
2M-137 
2M-137 
2M-137 
2M-137 
24-137 
2M-137 
2M-137 
2M-137 
24-137 


32 
33 
36 
37 
40 
41 
44 
45 
49 
50 
51 
61 
62 
169-31239-101 
169-31239-102 
169-31239-201 
169-31239-207 


AXN-217 
AXN-217 
AXN=217 
AXN-217 
AXN-217 
ΑΧΝ-217 
AXN-217 
AXN=217 
AXN-217 
AXN-217 
AXN-217 
AXN-217 
ΑΧΝ- 217 
AXN=217 
ΑΧΝ- 217 
ΧΝ- 217 
AXN-217 





AXN=116 


wn uw 


26-551 
26-551 
26-551 
ΑΧΗ-61 
AXH-61 
24-140 
25-140 
2M-140 


1 
2 
3 


169-31266-100 
169-31275- 1 
169-31275- 
169-31284- 
169-31284- 
169-31284- 


PRP RRP I PN A A RP RP RPE HERP PEP ID. CO IO. NN IND) IA EO. INL I IS rm A 






169-31227 












169-31228 


169-31227-101 


169-31284- 


169-31295- 2 
169731296 


NPP HRP RPP 7 12 -2 1» 12 RP [52 ο id rre 


2M-140 


169-31227- 3 169-31284- 29-140 
169-31227- 5 169-31284-101 2M=140 
169-31227- 7 169-31284-102 2M-140 
169-31227- 10 169-31295- 1 AXD-10 


AXD-10 
AXB-507 





























































































169-31228- 3 169-31324-101 

169-31228- 5 169-31324-102 

169-31230 24-138 2N-18 
169-31230- 3 2M-138 21-18 
169-31231 AXD=6 169-31473- 21-18 
169-31231- 5 AXD=6 169-31473-= 2N-18 
169-31231-. 7 AXD=6 2N-18 
169-31231- 9 AXD=6 2N-18 


169-31231- 20 2N-18 
169-31231-100 
169-31231-101 
169-31232- 5 
169-31232- 7 
169-31232- 9 
169-31232- 13 
169-31232- 15 
169-31232- 21 
169-31232- 23 
169-31232- 25 
169-31232- 27 
169-31232- 31 
169-31232- 41 
169-31232- 51 
169731233 
169-31233- 3 
169-31234 
169-31234- 3 
169-31234- 5 
169-31235 ᾿ 
169-31236 
169-31236- 3 
169-31237 
169-31237- 3 
169-31238 
169-31238- 3 
169-31238- 5 
169-31239- 3 
169-31239- 11 
169-31239- 15 
169-31239- 21 
169-31239- 24 
169-31239- 29 


AXD=6 
ΑΧΟ”6 
AXD=6 
2M-139 
2M-139 
2M-139 
2M-139 
2M-139 
2M-139 
2M-139 
᾿2Μ-139 
2Μ-139 
24-139 
2Μ-139 
2M-139 
AXD=7 
AXD<71 
AXB-=504 
AXB-504 
AXB-504 
AXA-354 
2E-494 
2E-494 
2E-495 
2E-495 
26-550 
26-550 
26-550 
AXN=-217 
AXN-217 
ΑΧΝ-217 
AXN-217 
AXN-217 
AXH-217 


2N-19 
2N-19 
2N-19 
2N-19 
169-31501- 2N-19 
169-31503- 
169-31503- 
169-31504 

169-31505 

169-31506 | 
169-31506- 
169-31506- 
169-31506- 
169-31507 ' 
169-31511 


Nr Οσο Nr ώσ URDU ο” 


2N-20 
26-558 
26-558 
26-559 
2E-498 
2E-498 
26-560 
26-561 


169-31527- 
R82NA 169-31528- 
169-31529- 
169-31529- 
169731530 
169-31531- 


PUUN 
1-55}; RP e ο TNR RP RRP RRR RR eR 1-1 Re RR eR RHR ee PO. IND. PD ES 1 ES ES EO. (9 


PRN RPE BEER IN) IND REY PP I2 R2 RPP RE RR RPP Pe RR Re Pe 


re 
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E Section Ill 
Numerical Index οί 


ΑΝ O1-60AABA-4 Contractor Parts 
















MICROFILM 
AAA AND INDEX Επ η [CLASS CODE] ^ PARTNUMBER | 

169-31531- 2 M1 1 169-31551- 79 2| 28-23 
169-31531- 3 1 169-31551- 80. 2] 2N-23 
169-31531- 4 1 169-31551- 81 1| 2Ν-23 
169-31531- 5 1 169-31551- 82 1l 2N-23 
169-31531-' 6 1 169-31551- il 2N-23 
169-31532- 1 End 2| 2N-23 
169-31532- 2 1 1] 2N-23 
169-31535- 3 1 1| 2N-23 
169-31535- 5 1 1| 2N-23 
169-31536- 1 1 169-31551- i| 2N-23 

169-31536- 2 1 
169-31536- 3 2 169-31580 1| AXH-65 
169-31536- 5 2 169-31580- 1| AXH-65 
169-31538 - 1| 2N-22 .1169-31580- 1| AXH-65 
169-31538- 3 1| 2N-22 1| AxH-65 
169-21538- 5 1| 2N-22 14 | AXH-65 
169-31538- 7 i| 2N-22 2 | ΑΧΗ-65 
i69-31538- 8 1| 2N-22 1| AXH-66 
169-31538- 9 2| 2N-22 1 | 26-565 
169-31538- 11 1| .2N-22 1 | 26-565 
169-31538- 12 i| 2N-22 2| 2N-24 
169-31538- 13 i| 2N-22 169-31603- 1| 2N-24 
169-31538- 15 1| 2N-22 169-31603- 11 2| 2N-24 
169-31538- 17 2 2N-22 169-31603- 12 2 2N-24 
169-31538- 19 2| 2N-22 169-31603- 13 2| 2N-24 
169-21538- 23 2 2N-22 169-31603- 15 2. 2N-24 
169-31538- 25 1| 2N-22 169-31603- 17 1| 2N-24 
169-31538- 27 1 2Ν-22 169-31603- 29 1 2N-24 
169-31538- 28 1| "28-22 169-31603- 33 1| 2N-24 
169-31538- 29 1 2Ν-22 169-31603- 34 1 2N-24 
R82NA 169-31551 i| 2N-23 169-21603- 35 i| 2N-24 
: 169-31551- 3 il 2N-23 169-31603- 36 i| 24-24 
169-31551- 5 1 2N-23 169-31603- 37 ES S 2N-24 
169-31551- 9 1| 2N-23 169-31603- 38 1| 28-24 
169-31551- 10 i| 2N-23 .169-31603- 39 i| 2N-24 
169-31551- 11 1| 2N-23 169-31603- 41 1] 2N-24 
169-31551- 13 1 2N-23 169-31603- 42 1 28-24 
169-31551- 15 1| 2N-23 169-31603- 45 1| 2N-24 
169-31551- 16 i| 2N-23 169-31603- 45 1| 2N-24 
169-31551- 17 1| 2N-23 169-21603- 47 1] 2N-24 
169-31551- 18 1 2N-23 169-31603- 49 1 2N-24 
169-31551- 19 2 2N-23 169-31603- 53 1 2N-24 
169-31551- 21 2 2N-23 169-31603- 54 1 2N-24 
169-31551- 23 1| 2N-23 169-31603- 55 1| 2N-24 
169-31551- 25° 1| 2N-23 169-31603- 56 i| 2N-24 
169-31551- 26 1| 2N-23 169-31603- 57 1| 2N-24 
169-31551-827 1| 2Ν-23 169-31603- 50 1| 2N-24 
.169-31551- 28 1| 2N-23 169-31603- 61 2| 28-24 
169-31551- 29 1| 2N-23 169-31603- 63 1| 2N-24 
169-31551- 31 1| 2N-23 169-31603- 64 1] 2N-24 
169-31551- 32 1| 2N-23 169-31603- 65 1| 2N-24 
169-31551- 33 2| 2N-23 169-31603- 66 1| 2N-24 
169-31551- 35 2| 2N-23 169-31603- 67 1| 28-24 
169-31551- 37 1| 2N-23 169-31603- 69 1| 2N-24 
169-21551- 38 i| 2N-23 169-31603- 70 1| 2N-24 
169-31551- 39 2| 2N-23 169-31603- 71 1| 2N-24 
169-31551- 41 1| 2N-23 169-31603- 72 i| 28-24 
169-31551- 42 i| 2N-23 169-31603- 75 1} 2H-24 
169-31551- 43 i| 2N-23 169-31603- 83 1|] 21-24 
169-31551- 44 i| 2N-23 169-31603- 1| 2N-24 
169-31551- 45 2| 28-23 2| 2N-24 
169-21551- 47: 1| 2N-23 1| 2N-24 
169-31551- 48 1| 2N-23 i| 2N-24 
169-31551- 55 2|. 2N-23 4| 2N-24 
169-31551- 56 οἱ 2N-23 2| 2N-24 
169-31551- 57 1| 2N-23 1| 2N-24 
169-31551- 58 1| 2N-23 1] 2N-24 
169-31551- 59 1 2N-23 169-31603-101 2 28-24 
169-31551- 60 i| 2N-23 169-31603-103 .1| 2N-24 
169-31551- 61 1| 2N-23 169-31603-104 i| 2N-24 
169-31551- 62 1| 2N-23 169-31603-105 i| 2N-24 
169-21551- 63 1| 2N-23 169-31603-107 1] 2N-24 
169-31551- 65 1 169-31603-109 i| 2N-24 
169-31551- 66 1 169-31603-111 1| 2N-24 
169-31551- 67 1 169-31603-1123 1 2N-24 
169-31551- 68 1 169-31603-114 1| 2-24 
169-31551- 71 il 169-31603-151 1| 28-24 
169-31551- 72 1 169-31603-201 REF | 2N-24 
169-31551- 73 1 169-31606- 1 | AXH-67 
169-31551- 74 1 169-31606- 2 | AXH-67 
169-31551- 75 1 169-21606- 1| ΑΧΗ- 67 
169-31551- 76 1 1 | AXH-67 
169-31551- 77 3| 2N-23| : 4 | AXH-67 
169-31551- 3| 2N-23||R82NA 169-31607- 1 | AxH-68 
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949 


Section M 
Numerical Index of 
Contractor Parts 


i CLASS CODE 


950 


STOCK NUMBER 


PART NUMBER 


169-31607- 
169-31607- 
169-31607- 
169-31607- 
169-31611 
169-31611- 
169-31611- 
169-31611- 
169-31611- 
169-31611- 
169-31611- 
169-31611- 
169-31611- 11 
169-31611- 13 
169-31611- 14 
169-31611- 15 
169-31611- 16. 
169-31611- 17 
169-31611- 18 
169-31611- 19 
169-31611- 20 
169-31611- 21 
169-31611- 23 
169-31611- 25 
169-31611- 27 
169-31611- 29 
169-31611- 31 
169-31611- 33 
169-31611- 35 
169-31611- 36 
169-31611- 38 
169-31611- 39 
169-31611- 40 
169-31611- 52 
169-31626 
169-31626- 3 
169-31626- 4 
169-31626- 5 
169-31626- 6 
1 
8 


wm & Wh 


DO υ ο ω- 


169-31626- 

169-31626- 

169-31626- 15 
169-31626- 17 
169-31626- 18 
169-31626- 19 
169-31626- 20 
169-31626- 21 
169-31626- 23 
169-31626- 24 
169-31626- 25 
169-31626- 26 
169-31626- 27 
169-31626- 28 
169-31626- 29 
169-31626- 31 
169-31626- 32 
169-31626- 33 
169-31626- 34 
169-31626- 37 
169-31626- 39 
169-31626- 40 
169-31626- 41 
169-31626- 42 
169-31626- 43 
169-31626- 44 


169-31626- 53 


169-31626- 63 
169-31626- 64 
169-31626- 65 
169-31626- 66 
169-31626- 67 
169-31626- 68 
169-31626- 69 
169-31626- 81 
169-31626- 83 
169-31626- 85 
169-31626- 86 
169-31626- 87 
169-31626= 89 
169-31626- 91 
169-31626- 93 
169-31626- 94 
169-31626-101 
169-31626-109 





ΑΝ O01-60AABA-4, 


m 





ο ο PO. PO. JO OS Ν ο ο ο ο ES IS 12 IBS RS {2 a rS IP n 


S3| FIGURE |TOTAL|MICROFILM 
99| AND INDEX | QTY. | NUMBER 
P1 - 


2N-26 





STOCK NUMBER 
2 


CLASS CODE 





PART NUMBER 


169-31626-111 
169-31626-121 
169-31626-122 
169-31626-123 
169-31626-124 
169-31626-155 
169-31626-156 
169-31626-201 
169-31626-213 
169-31626-214 
169-21626-215 
169-31626-216 
169-31626-217 
169-31626-218 
169-31626-221 
169-31626-222 
169-31626-223 
169-31626-224 
169-21626-225 
169-31626-226 
169-21626-229 
169-31626-230 
169-31626-231 
169-31626-303 
169-31627- 
169-31627- 
169-31628- 
169-31628- 
169-31629- 
169-31629- 
169-31630- 
169-31630- ` 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-21630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 


169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630- 
169-31630-101 


169-31632- 
169-31632- 
169-31634 
169-31635- 
169-31635- 
169-31637- 
169-31637- 
169-31638- 
169-31638- 
169-31638- 
169-31638- 
169-31638- 
169-31638- 
169-31638- ; 
169-31638- 
169-31638- 
169-31638- 
169-31638- 
169-31638- 
169-31638- 
169-21638- 
169-31638- 
169-31638- 
169-31538- 


SO MU Nr PUNE 





S| - FIGURE | TOTAL| MICROFILM 
89| AND INDEX| QTY. | NUMBER 
X1 2 


2N=26 
2N-26 
2Ν-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N=26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 
2N-26 

26-566 

26-566 


AXH-71 

AXH-71 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-21 
2N=27 
2N-27 
2N=27 
2N-27 
2N=27 
2N-27 
2N-27 
2N-21 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27 
2N-27. 
2N-27 


A Pee 


AXD-414 
AXD=414 


H de) πλ} Re [2 2 15} IA. e 3 P EO I3 eA 3 ae 45» 4-2 45} IND κ» 
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Section ΙΙΙ 
Numerical index of 
Contractor Parts 


z FIGURE |TOTAL| MICROFILM 
38] AND INDEX| QTY. | NUMBER 
AL 


ΑΝ 01-60AABA-4 


FIGURE |TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 











STOCK NUMBER 


STOCK NUMBER 
























ODE 


























ου 
^ 














































































































































































































[class CODE] PART NUMBER — | CLASS CODE] PARTNUMBER — | 
169-31638- 57 2 2N-28 169-31676- 1 2N-31 
169-31638- 59 2 2N-28 169-31676- 1 2N-31 
169-31638- 61 2 2N-28 169-31676- 9 1 2N-31 
169-31638- 63 1 2N-28 169-31676- 10 1 28-31 
169-316339- 67 1 2N-28 169-31676- 11 1 2N-31 
169-31638- 69 1 258-28 169-31676- 12 1 2N-31 
159-316385- 71 1 2N-28 169-31676- 13 2 2H-31 
169-31638- 73 1 28-28 169-31676- 17 1 2N-31 
169-31638- 74 1 2N-28 169-31676- 18 1 2N-31 
169-31638- 77 1 2N-28 169-31676- 19 1 2N-31 
169-31638- 79 1 2N-28 169-31576- 1 2N-31 
169-31638- 80 1 2N-28 1 2N-31 
169-31638- 81 1 2N-28 1 2N-31 
169-31638- 83 1 2N-28 169-31€76- 1 2N-31 
169-31638- 85 1 2N-28 169-31676- 31 1 2N-31 
169-31638- 87 2 28-28 169-31676- 33 1 2N-31 
169-31638- 89 T 2N-28 169731576- 37 1 2N-31 
169-31636- 91 1 2N-28 169-31676- 38 1 2N-31 
169-31638- 93 1 2N-28 169-31676- 39 1 2N-31 
169-31638-101 i| 2Ν-28 169-31676- 40 1| 2N-31 
169-31638-121 - 2N-28 169-31676- 41 l 2N-31 
169-31638-122 1| .2N-28 169-31676- 42 1 2N-31 
169-31639- 1 1] AXD=415 169-31676- 43 i| 2N-31 
169-31639- 2 l|AXD-415 169-31676- 44 1| 2N-31 
169-31640- 1 1 169-31676- 45 1| 2Ν-31 
169-31640- 2 1 169-31676- 46 1| 2N-31 
169-31645 1 169-31676- 47 2 2N-31 
169-31646 REF 169-31676- 49 2| 2N-31 
169-31646- 3 1 169-31676- 51 1 2N-21 
169-31646- 5 1 169-31676- 52 1 2N-31 
169-31646- 7 1 169-31676- 53 1 2N-31 
169-31646- 9 1 165-31676- 1 2N-31 
169-31646- 11 1 2 2N-31 
169-31646- 13 1 2 2N-31 
169-31646- 15 1 169-31676-101 REF 2N-31 
169-31646- 17 1 169-31676-105 1 2N-31: 
169-31646- 19 1 169-31718 1 [AXB-510 
169-31646- 21 1 169-31718- 3 1 |AXB-510 
169-31646- 23 1 169-31718- 10 2 |AXB-510 
169731651 1 2N-29 
169-31651-199 1| 2N-29 169731742 1| ΑΧΗ-73 
169-31651-205 E 2 2N-29 169-31742- 3 1| AXH-73 
169-31651-207 1 2N-29 169-31742- 5 1| AXH-73 
169-31657- 5 1 2N-30 169-31742- 6 1] AXH-73 
169-31657- 9 i 2N-30 169-31752 1 
169-31657- 11 i 2N-30 169-31837 1 [AXA-356 
169-31657- 15 1 2N-30 169-32021- 47 4 2N-36 
169-31657- 19 1 2N-30 169-32021- 53 2 2Ν” 36 
169-31657- 21 1 2N-30 169-32021-100 2 2N=36 
169-31657- 23 1 2N-30 169-32021-103 2 2N-36 
169-31657- 25 1 2N-30 1| XL-435 
169-21657- 27 1 2N-30 1 
169-31657- 29 1 2N-30 1| AXH-76 
169-31657- 33 1 2N-30 1| AXH-77 
169-31657- 35 1 2N-30 3 1 
169-31657- 36 1 2N-30 1 οἱ 26-572 
169-31657- 37 1 28-20 2 2| 26-572 
169-31657- 43 1 2N=30 1 2 
169-31657- 47 1 2N-30 1 2 
169-31657- 48 1 2Ν-30 2 2 
169-31657- 49 i| 2N-30 1 2 
169-31657- 51 2| 2N-30 2 2 
169-31657- 53 2 2N-30 2 
169-31657- 55 1 2N-30 2 
169-31657- 56 1 2N-20 3 2 
169-31657- 61 2 2Ν-20 169-32177 2 
169-31657- 63 1 2N-30 169-32178- 1 2 
169-31657- 64 1 2N-30 169-32178- 2 2 
169-31657- 65 i| 2N-30 169-32178- 3 2 
169-31657- 67 2 2N-30 169-32178- 4 2 
169-31657- 69 1 2N-30 169-32179- 1 2 | 26-573 
169-31657- 70 1 2N-30 169-32179- 2 2} 26-573 
169-3156557- 71 1 28-30 169=32179~ 3 21 26-573 
169-31657- 72 I 2N-30 169-32179- 4 2| 26-573 
169-31657-101 i 2N-30 169-32179- 5 2 | 26-573 
169-31657-103 i 28-30 169-32179- 6 2| 26-573 
169-31657-107 1 2N-30 169-32180- 1 2 2N-37 
169-31657-108 1 2N-30 169-32180- 2 2 2N-37 
169-31657-113 1 2N-30 16929-32161 1| AXH-78 
169-31657-131 1 28-30 169-32181- 3 2| AXH-78 
169-31657-157 1 21-30 169-32181- 4 2| AXH-78 
169-31576 i 2N-31 169-32181- 5 2| AXH-78 
169-31676- 3 i 2N-31 169-32181- 6 2| AXH-78 
169-31675- 4 1 2H-31 169-32181- 7 2| AXH-78 
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Numerical Index of E 
Contractor το ΑΝ O1-60AABA-4 


— A ETE MICROFILM a 
PART NUMBER AND INDEX NUMBER [CLASS CODE] PART NUMBER AND INDEX | QTY. | NUMBER 
EE RUE 169-32503- 68 2N-39 
169-32182- 169-32503- 69 : 2N-39 
169-32182- 169-52503- 71 2N-39 
1169-32182- 169-32503- 73 2N-39 
169-32182- 13 169-32503- 74 2N-39 
169-32182- 15 169-32503- 75 2N-39 
169-32182- 17 169-32503- 76 2N-39 
169-32182- 18 169-22503- 77 2N-39 
169-32182- 19 169-32503- 78 2N-39 
169-32182- 23 169-32503- 79 2N-39 
169-32182- 25 169-32503-.80 2N-39 
169-32182- 27 169-32503- 81 2N-39 
169-32182- 28 169-32503- 82 2N-39 
169-32182- 29. 169-32503- 83 2N-39 
169-32182- 30 169-32503- 84 2N-39 
169-32182- 33 169-32503- 85 2N-39 
169-32182- 35 169-32503- 86 2N-39 
169-32182- 27 87 2N-39 
169-32182- 39 88 2N-39 
169-32182- 43 169-32503- 89 2N-39 
169-32182- 45 169-32503- 90 2N-39 
169-32182- 47 169-32503- 91 2N-39 
169-32182- 48 169-32503- 92 2N-39 
169-32182- 49 169-32503- 93 2N-39 
169-32182- 50 169-32503- 94 2N-39 
169-32182- 53 .|169-32503- 95 2N-39 
169-32182- 55 169-32503- 97 2N-39 
169-32182- 57 169-32503- 98 2N-39 
169-32182- 58 169-32503- 99 2N-39 
169-32182- 61 169-32503-101 2N-39 
169-32183- 3 169-32503-103 2N-39 
169-32183- 169-32503-104 2N-39 
169-32184 169-32503-107 2N-39 
169-32185 169-32503-111 2N-39 
169-32503 169-32503-113 2N-39 
169-32503-115 2N-39 
169-32503-116 2N-39 
169-32503-117 2N-39 
169-32503-119 2N-39 
169-32503-121 2N-39 
169-32503-123 2N-39 
169-32503-125 28-39 
169-32503-126 2N-39 
169-32503-127 2N-39 
169-32503-129" 2N-39 
169-32503-130 2N-39 
169-32504- 1 AXB-512 


ON IN INN E (O0 FO I) I) FO PO FO. ID. FO (9 fO. FO PO. PO TO P) I PO NI FO TO CO PO PON] NN IO 


169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 
169-32503- 


169-32504- 2 ΑΧΒ-512 
169-32526 
169-32527- 
169-32527- 
169-32528- 
169-32528- 
169-32529- 


AXD-12 
AXD-12 
AXD=12 
AXD-12 
AXD-12 
AXD-13 
AXD-13 
AXD-13 
AXD=13 
AXD=13 
AXD-13 


169-32532- 
169-32532- 


169-32535- 
169-32533- 
169-32533- 
169-32533- 
169-32535- 
169-32560 
169-32956 
169-32956- 
169-32956- 
169-32958 
169-32958- 
169-32958- 
169-32970 
169-32970- 
169-32970- 
169-32971 


ουσ σώσω ΗΝ NEN 2Ο 


ΑΧΒ-513 
ΑΧΒ” 513 
AXB-513 
AXB-514 
AXB=514 
AXB-514 
26-574 
26-574 
26-574 
20-491 


2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
? 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
1 
1 
2 
2 
2 
2 
2 
2 
2 
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STOCK NUMBER 








CLASS CODE 
















169-33151 
169-33360 
169-33361 
169-33362- 
169-33362- 
169-33363 
169-33363- 
169-33363- 
169-33363- 
169-33364 
169-33365 
169-33365- 
169-33365- 
169-33365- 
169-33365- 
169-33366 
169-33367 
169-33368- 
169-33368- 
169-33369 
169-33411 
169-42078 
169-42104 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 
169-42104- 






R82NA 





























































R82NA 


169-42107 
169-42107- 
169-42107- 
169-42107- 
169-42112 

169-42112- 
169-42112- 
169-42112- 
169-42112- 
169-42112- 
169-42113 

169-42113- 
169-42113- 
169-42113- 
169-42113- 
169-42113- 
169-42115 

169-42121- 
169-42121- 
169-42121- 
169-42121- 
169-42121- 


169-42152 
169-42152- 
169-42152- 
169-42155 
169-42313 
169-42313- 
169-42313- 


Revised 15 September 1955 


PART NUMBER 


we 


169-42104-200 


οσο uUo 


m 


11 


35 


36 
43 
44 
75 


169-42121-207 
169-42121-300 
169-42121-400 


3 
5 


uu 


Section ΕΙ 
Numerical Index of 
Contractor Parts 


ATI NUMBER FIGURE | TOTAL 
CLASS CODE [PARTNUMBER |39| AND INDEX| QTY. 


169-42313-- 
169-42313- 
169-42313- ii 
169-42313- 13 
169-42313- 15 
1697423137100 
1697-42517 

169-42517- 3 
169-42517- 5 
169-42513 

169-42518- 3 
169-42605 
169-42605- 
169-42605- 


AN O1-60AABA-4 


: MICROFILM 
NUMBER 














































163-3336 


































AXA=360 
AXA-360 


AXD-14 
















D 


























169-42607- 
169-44006 
169-46003 
169-46004 
169-46005 
169-46006 
169-46007 
169-46008 
169-46169- 1 
169-48204 


2E-500 
2ς-492 





























AXA-361 
ΑΧΑ-362 
AXB-518 
AXA-363 
20-499 













AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
ΑΧΗ-81 
ΑΧΗ-81 
AXH-81 














































































AXB-519 
AXA-364 
AXB-520 
AXA-365 
ΑΧΑ-266 
AXA=367 
AXA-36T 
ΑΧΑ- 267 
AXB-521 






































R82NA 






























169-48308 
169-48309 
169-48310 
169-48310- 32 
169-48310- 5 
169-48311 






































R82NA 

































AXH-81 169-48332 
AXH-81 Hm ος 5 
AXH-81||R82NA  - 

AXH-81 μάνα 

















AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 
ΑΧΗ-81 
AXH-81 
AXH-81 
AXH-81 
AXH-81 












T 
o 
9 
I 
5. 
ao 
50 o 
NT 
o 
[ 
-ON nr 


m 
ον 
so 
1 
+ 
eo 
(ο 
να 
ο 
ι 
m 
































169-48851- 
169-48851- 
169-48863- 
169-48263- 













RSE 





































26-575 169-48863- 

26-575 

26-575 26-578 
26-575 26-578 









26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 
26-578 


169-48863- 17 
169-48863- 19 
169-48863— 21 































41 
109-48663- 43 
169-48863- 45 
169-48863- 51 
169-48863- 53 
169-48863- 55 
169-48863- 57 
169-48663- 59 
169-48863- 61 
169-48863- 67 
169-48863- 69 
169-48863- 71 
169-48853- 75 
169-48863- 77 
169-48863- 79 
169-48863- 81 
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Section {11 
Numerical index of 
Contractor Parts 


STOCK NUMBER 





ΕΝ Ol1-60AABA-4 





CLASS CODE 





169-48863- 83 
169-51057 
169-51058 
169-51074 
169-51074- 3 
169-51084- 11 
169-51084- 13 
169-51108 
169-52009 
169-52013 
169-52033 
169-52033- 
169-52033- 
169-52060 
169-52076 
169-52123 
169-52123- 3 
16952215 
169-52232 
169-52252 
169-52252- 3 
169-52252- 5 
169252253 . 
169-52253- 3 
169-52254 
169-52265 
169-52265- 
169-52268 
169-52270 
169-52301 
169-52319 
169-52319- 
169-52319- 
169-52323 
169-52413 
169752418 
169-52467 
169-52467- 5 
169-52467- 10 
169-52468 
169”-52468- 5 
169-52468- 10 
169-52485 
169-52485- 
169-52485- 
169752486 
169-52486- 
169-52486- 1 
169-52615- 
169-52615- 
169-53004 






R82NA 





R82NA 


Ww 





R82NA 





R82NA 






R82NA 
R82NAÀ 


io 








R82NA 


wo 


m 
ou 


Uu Ο ὧν 








R82NA 










R82NA 169-53005- 3 
R82NA 169-53905- 5 
169-53005- 7 
169-53005- 9 


169-53005- 13 
169-53005- 15 
169-53005- 17 
169-53005- 19 
169-53005- 20 
169-53005- 23 
169-53005-. 24 
169-53005- 25 
169-53005- 27 
169-53005- 29 
169-53005- 33 
169-53005- 35 
169-53005- 36 
169-53005- 37 
169-53005- 39 
169-53005- 41 
169-53005- 43 
169-53005- 45 
169-53005- 47 
169-53005- 49 
169-53005- 51 
169-53005-103 


169-53005-105 





169-53007 
169-53003 
169-53008- 





3 





954 


PART NUMBER 











26-578 
2Ν- 44 
2N-45 












2ς-502 







ΚΠ ΠΕΡ m qp p IN) NY I ae pa 


26-584 
26-584 
26-584 













20-504 
AXD-18 
AXD-18 






38g che -1ι 






AXH-82 
ARBT523 
AXB-7523 
iz :XB=523 
! 26-506 

207506 
XA=371 
ΕΙΧΑ 312 
AXA=372 

2Ε-509 

AXD-19 
































ΑΧ3- 
AXB= z: 
ΑΧ8- 

2C 























AXA- 73 
ΑΧΑ- 273 












ΑΧΑ- 214 
AXA-374 
AXA-2175 
ΑΧΑ- 315 
ΑΚΑ- 375 
AXA-376 
AXA-376 
ΑΧΑ-376 













_ÉÉÍgIÓO κο e e e e cw 


ΑΧΑ”- 277 


7 
m 
τ 



























ΜΙΑΝ ΝΟ ΜΥ ΜΜ ΜΟΝ ΜΨωΩΟωΩωὧΝ 


1 


4 |AXB-526 
4|AXB-527 
4} AXB-527 










ER FIGURE — |TOTAL|MICROFILM 
9 9| AND INDEX | QTY. NUMBER | | CLASS CODE 


RS2hiA 


RB2NA 


R82 


R82NA 


JR82NA 


R82NA 


R82N 


ΒΘΖΝΑ 


R82NA 
R82HA 


STOCK NUMBER 
| _ PARTNUMBER . | | _ PARTNUMBER . | 


Γεσος | 
































































169-53009 141 199 

159-53010 11 1199 - ie 

169-53010- 3 MI 

2149-53011 Ρ1 [199 - 34 

169-53013- 3 Ml 

169-52013- 5 M1 

169-53014 Μ1 1199 - 36 

169-53015 41 199 = 41 

169-53017 199 - 37 

169-53017- 3 

169-53018 199 
199 - 44 
199 - 43 

169-53019 

169-53019- 3 198 - i2 

169-53019- 5 196 - 23 

j 198 - 17 

53019- 

169-53019- $ 

169-53019- 11 

169-53019- 13 

169-53019- 15 196 - 24 

169-52019- 

53020- 3 

169-53020- 5 

169-53021 199 - 25 

169-53024. 201 - 27 

169-53025 

169-53026 169-530346- 

169-53029 199 - 42 

169-53032- 3 : 

169-52032- 5 

169-53032- 7 

169-52024 189 - δ 
192 - 2 
199 - 12 
192 - 6 
189 - 13 
192- 7 

169-53034- 

169-53034- 9 

162-53034- 11 

169-53034- 13 

169-53034- 15 

169-53035 139 - 35 
192 - 1 

169-53043 199 - 12 

169-53043- 1 

169-53043- 2 

169-53043- 3 

169-52043- 4 

169-53043- 5 199 

169-53043- 6 199 

169-52043- 7 

169-53043- 8 

169-53044- 1 199 - 13 

169-53044- 2 199 

169-53059 196 - 12 
198 - 12 

169-53090 80 - 51 

169-53090- 5 

169-53090- 4 

169-53090- 5 

169-53091 , 80 - 47 

159-53091- 3 

169-53091- 5 

169-53092 

169-53092- 3 

162-53092- 5 

169-53092- 7 

169-53092- 8 

169-53092- 9 

169-53111- 1 81 - 54 

169-53111- 2 81 

169-53139 191 - 27 

169-53139- 

169-53139- 

169-53312- 
202 - 24 





ΝΟ PO PO PO 


fO fO fU F2 a ES an ns ae Ep 


o E» INO IND PRE RPP IND a aS ο ο ού 


S 
2 
2 
2 
2 
2 
2 
2 
2 
2 
τὰ 
2 
4 
1 
1 
2 


NOP EPR RP RPNHY NP 


U F3 6 ο 


nm N 


8 FIGURE TOTAL| MICROFILM 
ὃυ| AND INDEX| QTY. | NUMBER 


AXA-378 
AXD-20 


AXB-529 
AX8-529 
ΑΧΒ-530 
ΑΧΑ-379 
AXA-380 
ΑΧΑ-380 
AXB-531 
AXB-531 
AXB-531 
ΑΧΒ-532 
AXB=532 
AXB-532 


| [AXB-532 


AX8-532 
AXB-532 
AX8-532 
AX8-532 
AXB-532 
AXB-332 


AXA-381 
AXB-533 
AXH-83 


ΑΧΒ-535 


AXH-84 
AXH-84 
AXH-84 


AXH-84 
AXH-84 
AXH-84 
AXH-84 
AXH-34 
AXD=21 


AXD=22 
AXD=22 
AXD=22 
AXD-22 
AXD-22 
AXD=22 
AXD-22 
AXD-22 
AXD-22 
AX0-23 
AXD-23 
ΑΧΒ-536 


AXB=537 
AX3~537 
AXB=537 
AXB=537 
ΑΧΒ-538 
AXB-538 


ἼΑΧΒ-538 


26-588 
26-588 
26-588 
26-588 
26-588 
26-588 
2E-512 
2E-512 
AXB8-539 
AXB-529 
AXB=539 
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Section ill 


AN O1-60AABA-4 Numerical Index of 
Contractor Parts 


STOCK NUMBER STOCK NUMBER MICROFILM 
| CLASS CODE | PART NUMBER CLASS CODE PART NUMBER NUMBER 


169-53312- 169-54066 2 
169-53312- 169-54070- 
169-53312- 169-54070- 
169-53312- 169-54070- 
169-53312- 169754071 
169-53312- 169-54072 
169-53312- 169-54073 
169-53312- 169-54074 
169-53312- 169-54075 
169-53312- 169754076 
169-53312- 169-54076- 
169-53312- 169-54076- 
169-53312- 169754078 
169-53312- 169-54078- 
169-53312- 169-54078- 
169-53312- 169-54078- 
169-53313 169-54078- 
169-53314 169-54079 
169-53314- 169-54079- 
169-53314- 169-54079- 
169-53315 
169-53315- 
169-53315- 
169-53428 
169-53428- 
169-53428- 
169-53429 Ἢ 
169753430 
169-54015 
169-54016 
169-54016- 
169-54016- 
169754017 
169-54018 
169754019 
169-54021 
169-54022 
169-54023 
169-54024 
169754026 
169-54026- 
169-54029- 
169-54029- 
169-54032- 
169-54032- 
169-54032- 
169-54032- 
169-54033 
169-54033- 
169-54033- 
169-54033- 
169-54033- 
169-54033- 
169-54034 
169-54035 
169-54050 
169-54050- 
169-54050- - 
169-54050- 
169-54050- 
169-54050- 
169-54050- 
169-54050- 
169-54051- 
169754052 
169-54052- 
169-54055 
169-54057 
169-54057- 
169-54057- 
169-54057- 
169-54057- 
169-54057- 
169754058 
169-54062- 
169-54062- 
169-54063 
169-54063- 
169-54064 
169-54064- 
169-54064- 
169-54064- 
169-54064- 
169-54065 


2E-515 


2E-516 
2E-517 


AXD-26 
AXD-26 
AXD-26 
AXD-26 
AXD-26 


2E-518 
2E-518 
AXD-27 
20-515 


AXB-543 
26-593 
26-593 
26-593 
26-593 


VERE PRP RP PEPER BRE NUN NNNNANN ELIO CO). I9 FEN 


AXD-28 
2ς-511 


ΑΧΑ-282 169-151 
26-512 L696 422 3 
AXB=540 ld 200503 
αν "otra 
τα. 169-54117- 
20-513 169-54117- 
169-54117- 
169-54121 
169-54121- 
169-54121- 
169-54123 
169754127 
26-591 169-54136 
26-591 169-54126- 
26-591 169-54136- 
26-591 169-54136- 
26-591 |. M69-5414& 
26-591 


ο YU Yun yt 


AXD=29 
AXB-544 
2C-518 


IO IN FO IO. IQ 3 TO FO. P fO 2 PEEP EE I In REE BER I. IQ I IH I IE A ED ο IND A A AA IA e p rn nn ra ntn 


οο ασ 


169~54168 2ς-519 
169-54200 
169-54208 
169-54209 


169-54209- 


AXD-30 
AXD-31 
AXD-31 
AXD-31 
AXD-31 
AXD-31 
AXH-87 
AXH-87 
AXH-87 
AXH-87 
ΑΧΗ” 87 
ΑΧΗ”- 87 
AXH-87 
AXH-87 


169-54209- 
169-54210 

169-54210- 
169-54210- 
169-54210- 
169-54210- 


169-54301- 
169-54301- 
169-54302 
169-54303 


PEER AN NN 2 PPP EP EP EP 15} IE PPB EPP PN 15; DD I IO E I PPR IB A IO I TI I NON ΝΟ I 


Ψ ge de QU) Ὁ IO e ο I [OI επ IR ID IE ΝΣ IR ο iP I I I Pe 


169754328 
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Section HI 


Numerical Index of ΑΝ 01-60AABA-4 
Contractor Parts 


Hasc os NUMBER FIGURE STOCK NUMBER 
PART NUMBER AND INDEX CLASS CODE PART NUMBER 


aet AXD-32 169-56176- 

169-54348- 3 - AXD-32 169-56177 

169-54348= 5 ! AXD=32 169-56177- 

169-54348- 7 AXD-32 169-56177- 

169-54510 2C-526 169-56178 

169-56001 AXH-88 169-56179- 

169-56001-101 AXH-88 169-56179- 

169-56026 AXB=546 169-56179- 

169-56026- 3 AXB-546 169-56179- 

169-56031 AXH-89 169-56180 

169-56101 AXH-90 169-56180- 

169-56101- 10 AXH-90 169-56183 

169-56191 2Ε-527 

169-56102 i AXD-418 h 169-56191- 2E-527 

169-56102- AXD-418 :|169-56195 

169-56104 AXH-91 169-56196 

169-56104- AXH-91 169-56197- 26-604 

169-56104- AXH-91 169-56197- 26-604 

169-56105 169-56198- 

169-56106 169-56198- 

169-56106- : 169-56201 

169-56106- 169-56207 AXH-95 

169-56107 169-56207- AXH-95 

169-56110 169-56208 

169-56110- ᾿ 169-56215 AXA-389 

169-56110- 169-56216 AXA-390 

169-56111 169-56217 T AXA-391 

169-56111- ᾿ 169-56218 M AXA-392 

169-56111- 169-56219 AXA-393 

169-56111- 169-56220 AXA-394 

169-56111- N 169-56221 

169-56112 169-56222 AXB-551 

169-56112- . - 169-56223 AXA-395 

169-56115 169-56301 

169-56116- : 169-562301- 2N-78 

169-56116- : 169-56302 2H-1 

169-56116- 169-56303 : 

169-56117 : i ΑΧΑ-286 169-56303- 2H-2 
R82NA 169-56121 AXH-92 169-56303- 2H-2 

169-56121- ΑΧΗ-92 169-56303- 2H-2 
R82NA 169-56122 AXH-93 169-56303- 2H-2 

169-56122- ΑΧΗ-93 169-56304 

169-56124 26-530 5 169-56304- 2E-528 
R82NA 169-56125 ; 169-56305 AXD=36 
R82NA 169-56126 ΑΧΑ-387 169-56307 : AXD-37 
R82NA 169-56127 26-602 AXD~37 

169-56128 26-531 

169-56128- 26-531 AXA-396 

169-56132 AXD~34 

169-56139- 
R82NA 169-56145 

169-56145- 
R82NA 169-56146 

169-56149- 

169-56149- 

169-56151 

169-56151- 

169-56151- 

169-56158 
R82NA 169-56159 
R82NA 169-56160 

169-56160- 

169-56161 

169-56161- 

169-56161- 

169-56161- 

169-56161- 

169-56162 

169-56162- 

169-56162- 

169-56162- 

169-56162- 

169-56166 
R82NA 169-56169- 
R82NA 169-56169- 

169-56169- 

169-56169- 
R82NA 169-56175 

169-56175- 

169-56175- 

169-56176- 

169-56176- 

169-56176- 

169-56176- 


169-56315 . 2H-3 
169-56316 
169-56313 2E-529 
. 169-56320 
AXB-548 169-56331 
AXB-548 169-56331- 
2E-525 j 2E-530 
2E-525 | 2E-530 
2E-525 2E-530 
ΑΧΒ- 549 169-56337- 2Ε-530 
AXA-388 169-56350 
26-603 169-56350- 
26-603 169-56350- 
2Ε-526 169-56350- 
2E-526 169-56351 
2E-526 169-56352 : 
2E-526 ` 2N-91 
2E-526 2U-88 
AXB-550 
AXB-550 169-58015- 
AXB-550 
AXB-550 169-58102 
AXB-550 169-58103 
20-533 169-58108 
169-58110 
169-58122 
169-58123 
169-58123- 
169-58123- 
169-58123- 
169-58123- 
169-58124 
169-58125 
169-58126 
169-58127 
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Section Ill 


1.4 Numerical Index of 
AN-OT-GOAABA Contractor Parts 


STOCK NUMBER . STOCK NUMBER ναί igure | TOTAL! MICROFILM 
| CLASS CODE | PART NUMBER CLASS CODE] ^ . PART NUMBER 38 | AND INDEX | QTY. | NUMBER 


169-58128 20-535 AXN-117 
169-58129 20-536 

169-58135 2N-93 
169-58138 169-58422 2N-94 
169-58138- 
169-58139 

169-58139- 
169-58139- 
169-58140 

169-58141 

169-58142 

169-58142- 
169-58143 

169-58144 

169-58145 

169-58145- 
169-58145- 
169-58146 

169-58146- 
169-58146- 
169-58146- 
169-58146- 
169-58147 

169-58147- 
169-58147- 
169-58147- 
169-53148 

169-58149 








169-58500 ~ 
169-58500- 


ΑΧΗ-99 
ΑΧΗ-99 
ΑΧΗ-99 
AXH-99 
AXH-99 
AXH-99 
26-543 


2ς-537 
ΑΧΑ” 227 . 169-58500- 
AXA-=397 ] 169-58711 
169-58712- 
169-58712- 


M OIN }» p.m. o. 


AXA~398 

ΑΧΑ- 398 

AXA-398 169-58732 

AXD-38 169-58732- 

AXD-38 

AXD-38 

AXD-38 

AXD-38 AXC-1 


AXA-399 


2E-542 

AXA-400 | τ 

AXA-401 
AXC=3 
AXC=4 
AXC-4 
AXC-4 
AXC=5 


20-538 


PHP RPP RP PPP BPR HBR PRP ENP ED IE ES. ES (E E. 0. 


169-58153 
169-58154 
169-58155 
169-58156 
169-58156- 
169-58156- - 
169-53156- AXD-39 169-58748- 
169-58156- AXD-39 169-58749 
169-58157 g 169-58801 
169-58157- 169-58801- 
169-58157- 169-58801- 
169-58157- 169-58501- 
169-58157- 169-58801- - 
169-58157- 169-58801- 
169-58157- 169-58801- 
169-58157- 169-58801- 
169-58157- 169-58301- 
169-58157- 169-58801- 
169-58160 AXH=97 169-58801- 
169-58160- AXH-97 169-58801- 
169-58160- AXH-97 169-58801- 
169-58160- AXH-97 169-58801- 
169-58160- AXH-97 
169-58160- AXH-97 
169-58160- AXH-97 
169-58160- AXH-97 i - 
169-58160- AXH-97 169-58801-107 
169-58160- ΑΧΗ-97 169-58801-109 
169-58160- ΑΧΗ-91 169-58801-111 
169-58160- AXH-97 169-58801-113 
169-58160- AXH-97 169-58801-115 
169-58160- AXH-97 169-58801-117 
169-58160- ΑΧΗ-97 169-58801-119 
169-58160- AXH-97 169-58801-123 
169-58160- AXH-97 i 169-58802 
169-58160- AXH-97 169-58802- 
169-58160- AXH=97 
169-58160- AXH-97 
169-58160- AXH-97 
169-58160- AXH-97 
169-58160- AXH-97 169-58802- 
169-58163 ! 169-58802- 
169-58164 
169-58168 
169-58169 
169-58182- 
169-58225 
169-58225- 
169-58225- 
169-58226 
169-58227 
169-5228 
169-58229 

R83MA 169-58230 
169-58231 


2E-536 
AXB-553 
AXD-39 
AXD-39 
AXD-39 


PA {1} 1 A I en 


AXD-41 
AXD-41 
AXD-=41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD=41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
AXD-41 
2H-13 
2H-13 
2H=13 
2H-13 
2H-13 
2H-13 
2H-13 
2H-13 
2H-13 
2H-13 
2H-13 
2H-13 
2H-14 
2H-14 
2H-14 
2H-14 
2H-14 
2H-14 
2H-14 
2H-14 
2H-14 


AXB-554 


AXD-40 
AXD-40 
AXD-=40|. 


11 
13 
15 
169-58803- 19 
169-58803-103 
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Section 188 
Numerical Index of 
Contractor Parts 






169-58803-105 
169-58803-107 
169-58803-109 
169-58803-111 
169-58803-113 
169-58803-115 
169-58803-119 
169-58804 
169-58804- 3 
169-58804- 5 
169-58804- 7 
169-58804- 9 
169-58804- 11 
169-58804- 13 
169-58804- 15 
169-58804- 17 
169-58804- 19 
169-58804- 21 
169-58804- 23 
169-58804- 25 
169-58804- 27 
169-58804- 29 
169-58804- 31 
169-58804- 33 
169-58804- 35 
169-58804- 37 
169-58804- 39 
169-58804- 41 
169-58804- 43 
169-58804- 45 
169-58804- 47 
169-58804- 49 
169-58804- 51 
169-58804= 53 
169-58804- 55 
169-58804= 57 
169-58804-103 
169-58804-105 
169-58804-107 
169-58804-109 
169-58804-111 
169-58804-113 
169-58804-115 
169-58804-117 
169-58804-119 
169-58804-121 
169-58804-123 
169-58804-125 
169-58804-127 
169-58804-129 
169-58804-131 
169-58804-133 
169-58804-135 
169-58804-137 
169-58804-139 
169-58804-141 
169-58804-143 
169-58804-145 
169-58804-147 
169-58804-149 
169-58804-151 
169-58804-153 
169-58804-155 
169-58804-157 
169-58805 
169-58805- 3 
169-58805- 5 
169-58805- 7 
169-58805- 9 
169-58805- 11 
169-58805- 15 
169-58805- 17 
19 
23 
29 










169-58805- 

169-58805- 

169-58805- 

169-58805- 33 
169-58805- 39 
169-58805- 41 
169-58805- 47 
169-58805- 51 
169-58805- 63 
169-58805-103 
169-58805-107 
169-58805-109 
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FIGURE [TOTAL 
AND INDEX | ΟΤΥ. 










STOCK NUMBER 
PART NUMGER 










MICROFILM | 
NUMBER 


CLASS CODE 






































































































169-58805-111 2H-16 
169-58805-115 2H-16 
169-58805-117 2H-16 
169-58805-119 2H-16 


169-58805-123 
169-58805-129 
169-58805-133 
169-58805-1239 


2H-16 
2H-16 
: 2H716 
2H-16 























169-58805-141 2H-16 
169-58805-147 2H-16 
169-58805-151 2H-16 
169-58805-163 2H-16 


169-58806 2H-17 
169-58806- 3 2H-17 
169-58806- 5 2H-17 
169-58806- 11 2H=17 


169-58806- 25 
169-58806- 39 


2Η51Τ 
2H-17 






















169-58806- 51 2H-17 
169-58806-103 | 2H-17 
169-58806-105 2H-17 
169-58806-111 2H-17 
169-58806-125 2H-17 
169-58806-139 2H-17 


169-58806-151 2H-17 























169-58807- 3 2H-18 
169-58807- 21 2H-18 
169-58807- 23 2H-18 
169-58807- 35 2H-18 


169-58807- 37 
169-58807- 39 
169-58807- 45 


2H-18 
2H-18 
2H-18 


169-58807- 49 2H-18 
169-58807- 51 2H-18 
169-58807- 53 2H-18 
169-58807- 55 2H-18 


169-58807-123 2H-18 

















169-58807-135 2H-18 
169-58807-137 2H-13 
169-58807-139 2H-18 
169-58807-143 2H-18 


169-58807-145 
169-58807-149 
169-58807-151 
169-58807-153 


2H-18 
2H-18 
2H-18 
2H-18 

















169-58807-155 2H-18 
169-58808- 23 2H-19 
169-58808- 25 2H-19 
169-58808- 27 2H-19 


169-58808- 31 2H-19 






169-58808- 35 2H-19 
169-58808- 27 2H-19 
169-58808- 39 2H-19 
169-58808- 43 2H-19 


169-63149 
169-63224 
169-63230 
169-63230- 3 
169-63230- 5 
169-63365- 1. 
169-63365- 2 

7 

3 








2C-551 
2H-208' 
2H-28 
2H-28 















169-63507- 2N-103 


2H-39 













2H-53 
2H753 





1 
169-63565- 2 
169-63652- 3 
169-63652- 5 
169-71003 
169-71026 












169-71026- 






169-71026- 
169-71027 








169-71028 
169-71029 
169-71030 

169-71032 

169-71032- 
169-71032- 
169-71032- 
169-71032- 


























AXD-47 
AXD-47 
AXD-47 
AXD-47 
AXD-47 


ο ο) 





Section Ii 


Numerical index of 
AN 01-60 AABA-4 Contractor Parts 


STOCK NUMBER 
CLASS CODE PART NUMBER 


169-71032- 13 AXD-47 169-73309 
169-71032-101 ὶ AXD-47 169-73336 
169-71032-103 AXD=47 169-73336= 
169-71032-105 ; AXD-47 169-73336- 
169-71035 2N-120 169-73336- 
169-73337 AXC-15 
169-71035- 3 2N-120 169-73338 M AXD-49 
169-71035- 5 À 2N-120 169-73338- m AXD-49 
169-71035- 7 : 2N-120 169-73338- AXD-49 
169-71035- 9 M 2N-120 169-74113- 
|169-71035- 11 A 2N-120 169-74113- 
159-71035- 13 2N-120 169-74113- 
169-71935- M 2N-120 169-74113- 
169-71035- M 2N-120 169-74115 6 
169-71035- 2N-120 
169-71038- 
R82HA 169-71039 
169-71039- 
169-71039- 
169-71039- 
169-71039- 
R16NA 169-71039- 
169-71048- 
169-71048- 
169-71048- 1697741157 
169-71050 28-511 169774117 2N-135 
169-71050- 2E-577 169-74117- 2N-135 
169-71051 2E-578 2N-135 
169-71052 à i 2E-579 2N-135 
169-71054 20-2 2N-135 
169-71060 2E-581 169-74118- 
169-71061 20-3 169-74118- 
169-71062 ή 2E-582 169-74118- 
169-71062- 2E-582 169-74118- 
169-71063 AXC=13 169-74118- 
169-71063- AXC-13 169-74119 
169-71063- AXC-13 169-74119= 2Ν”136 
169-71063- AXC-13 169-Τ4119- 2N-136 
169-71063- AXC-13 169-74119- i 2N-136 
169-71064 2N-124 169-74119- 2N-136 
169-71064- 2N-124 169-74119- 2N-136 
169-71064- 2N-124 169-74119- 2N-136 
169-71064- 2N-124 169-74119-100 2Ν-136 
169-71064- 2N-124 169774120 
169-71064- 2N-124 169-74120- 
169-71064- 2N-124 169-74120- 
169-71064- 2N-124 169-74120- 
169-71065- & 169-71065- 
169-71065- 
169-71065- 2N-138 
159-71065- 169-74122- 2N-138 
159-71065- M 169-74122- | 2N-138 
169-71065- 169-74122- 2N-138 
169-71065- μαι | 169-74122- 2N-138 
169-71065- 169-74122- 2N-138 
169-71065- 169-14122- 2N-138 
169-71065- ; 169-74122- 2N-138 
169-71065- - 169-74126 
169-71065- 169-74126- 
169-71065- : 169-74126- 
169-71965- 169-74126- 
169-71065- 169-74131 
169-71065- 
169-71065- 169-74131- 
169-71065- 169-74131- 
169-71065- i 169-74133- 
169-71065- 169-74133- 
169-71065- 169-74134 
169-71065- 169-74134- 
169-71065- 169-74134- 
159-71065- 169-74134- 
169-71065- 169-74134- 
169-71065- 169-74135 2N-140 
169-71065-100 169-74135- 2N-140 
169-71066 s 2N-123 169-74135- 2N-140 
169-71066- 3 2N-123 | 1697741357 2N-140 
169-71066- 5 d 2N-123 2N-140 
169-71066- 7 2N-123 2N-140 
169-71069 ii 169-74135- 2N-140 
169-71071 AXA-404 169-74135- 2N-140 
169-71071- AXA-404 ; 2N-140 
159-71071- AXA- 404 2N-140 
169-73306 AXC-14 2N-140 
2N-140 





Φον) συ 


169-74115- 
169-74115- 
169-74115- 
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Section IM. 
` Numerical Index of 
Contractor Parts 


E STOCK NUMBER 
[CLASS CODE| PARTNUMBER — | 


ΑΝ ΟΙ-60ΑΑΒΑ-4 


MICROFILM 
NUMBER 










STOCK NUMBER 
| PARTNUMBER | | PARTNUMBER 





FIGURE 
AND INDEX 


CLASS CODE 














960 


























































































FIGURE  |TOTAL 
9 U| AND INDEX | QTY. 
Μα| 76 1 
















































































































































































169-74138- 10 2N-141 175-11052 2Ρ-15 
169-74138- 11 6| -2N-141 175-11052- 2 i 2P-15 
169-74142 1 175-11052- 3 1| 2P-15 
169-74145 1 175-11052- 4 1l 2P-15 
169-89440 1| 2H-149 175-11052- 5 2| 2P-15 
169-89440- 10 | 1| 28-149 17511054 12 | xx-552 
169-89449 1| 20-18 : 

169-89456 1| 28-609 175-11064 '1| 2P-16 
169-89456- 10 1| 2£-609 175-11064- 1 1| 2P-16 
169-89496 Ἢ 1 175-11064- 2 1| 2P-16 
169-89496- 10 1 175-11064- 2. 1| 2P-16 
169-89501 1| ΑΧς-17 175-11064- 4 1| 2P-16 
169-89501- 10 4| AXC-17 175-11064- 5 2| 2P-16 
169-89525 1| 2Ε-616 175-11064- 7 1| 2P-16 
169-89525- 10 1| 2Ε-616 175-11065- 2 1| 2E-642 
169-89624 1| Αχς-22 175-11076 1 ΙΑΧΗ- 114 
169-89641 1 175-11076- 1 1|AXH-114 
169-89673 1 175-11076- ο 1 ΙΑΧΗ- 114 
169-89675 1| 2E-628 175-11076- 3 1 ΙΑΧΗ- 114 
169-89676 1| 2E-629 175-11076- 4 1 ΙΑΧΗ- 114 
169-89676- 10 1| 2E-629 175-11076- 5 2 |AXH-114 
169-89719 1 175-11089 1] 2P-17 
169-942604 2| 175-11089- 1 1| 2P-17 
169-942605 2 175-11089- 2 1| 2P-17 
1697942606 2 175-11089- 3 1| 2P-17 
169-953325 1 175-11089- 4 1| 2P-17 
169-954026 1 175-11089- 5 2| 2P-17 
169-95 4027 1 1 ΙΑΧΗ-117 
171-58818- 77 1 1 1 [AXH-117 
171-58818- 79 1 2 1 [AXH-117 
172-54408 : 1 175-11099- 3 1 ΙΑΧΗ- 117 
172-54408- 3 1 175-11099- 4 1 ΙΑΧΗ- 117 
172-54408- 5 1 175-11099- 5 1 ΙΑΧΗ-117 
172-58828- 39 1 "[175-11099- 6 1 [AXH-117 
173-31310- 3 ' 1 175-11099- 7 2 |ΑΧΗ-117 
173-31818 1 175-11336 REF 
173-58816- 93 1 175-11336- 3 1 
174-48195 8 175-11336-- 5 1 
174-54343 4 175-11336- 7 1 
175-00001 1 175-11336- 9 2 
175-00002 1 175-11336- 11 1. 
175-00003 1 175-11336- 13 1 
175-00004 1 175-11336- 17 : 1 
175-00010 REF 175-11601 3 1 1 | AXD-51 
175-11014- 3 1 9 

175-11014- 11 1|. 175-11601- 3 1| AXD~51 
175-11014- 35 1 9 

175-11014- 37 1 175-12203 4 = 22 2 | 2E-646 
175-11014-141 1 175-12203= 3 2 | 2E-646 
175-11014-151 1 175-12203- 5 4 2 | 2Ε-646 
175-11020- 1 1| ΧΥ-581 175-12203- 7 4 1] 2E-646 
175-11020- 2 1| xY-581 175-12203- 9 2| 2E-646 
175-11020- 3 1| ΧΥ-581 175-12407- 1 3-34 1| xv-586 
175-11020- 4 1| ΧΥ-581 175-12407- 2 3 1| ΧΥ-586 
175-11020- 5 4| XY-581 175-15009 6 3 4| 2E-647 
175-11021 1| 2H-168 6 - 38 Ü 
175-11021- 3 1| 2H-168 175-15009- 3 4| 2E-647 
175-11021- 5 2| 2H-168 175-15012 -6 4 4| 2Ε-648 
175-11022 1| ΧΥ-583 6 - 39 

175-11022- 3. 1| XY-583 175-15026- 1 1 
175-11022- 5 2| xY-583 175-15026- 2 1 
175-11023 2 ΧΧ-1 175-15050- 1 1 
175-11024 2| 2E-641 175-15050- 2 1 
175-11025 1 175-15050- 3 1 
175-11026- .1 1| XY-584 175-15050- 4 1 
175-11026- 2 1| xY-584 175-20001 REF 
175-11030- 1 2P-14 175-21320 ` 1 
175-11030- 2 2P-14 175-21320- 1 1 
175-11030- 3 2P-14 175-21320- 2 1 
175-11030- 5 20-14 175-21320- 3 1 
175-11031 AXH=110 175-21320- 4 1 
175-11031- 3 1|AXH-110 175-21321- 1 1 
175-11031- 5 1|AXH-110 175-21321- 2 1 
115-11031- 7 1|AXH-110 175-21322 1 
1757110234 1|AXH-111 175-21322- 1 1 
175-11034- 1 1|AXH-111 .[175-21322- 2 1 
175-11034- 2 1|AXH-111 175-21322- 3 1 
175-11034- 3 1|ΑΧΗ-111 175-21322- 4 1 
175-11034- 4 1|AXH-111 175-21322- 5 1 
175-11044- 1 1| 2P-13 175-21322- 6 1 
175-11044- 2 1] 2P-13 175-21322- 7 2 
175-11044- 3 1f 2P-13 ο ο. io : 
175-11044- 4 i| 2P-13 75- 2 

175-11044= 5 2| 2P-13 115-21322- 11 1 
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STOCK NUMBER y FIGURE 
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| PARTNUMBER | [ PARTNUMBER | CLASS CODE 












































































































m 21322- 12 Mi 1 2P-22 175-23001- 39 1 2P-26 
175-21406 1| 2E-649 175-23001- 41 1 2P-26 
175-21406- 1| 2Ε-649 175-23001- 43 1 2P-26 
175-21406- 5 1| 2E-649 175-23001- 45 1 2P-26 
175-21407 1| AXC-24 175-23001- 47 2 2P-26 
175-21407- 3 1| AXC-24 175-23001- 49 2 2P-26 
175-21407- 5 1| AXC-24 175-23001- 51 1 25-26 
175-21407- 7 1l AxC-24 175-23001- 53 1 20-26 
175-21408 1| AXC-25 175-23001- 55 1 2P-26 
175-21408- . 3 1| AXC-25 175-23002 1 ΙΑΧΝ-220 
175-21408- 5 1| AXC-25 e 
175-21420 1 2P-23 175-23002- 3 1 |ΑΧΝ-220 

R82NA 175-21420- 1 1 2P-23 175-23002- 4 1 [AXN-220 

R82HA 175-21420- 2 1| 2P-23 175-23002- 5 1 JAXN~220 
175-21420- 3 1 2P-23 175-23002- 7 2 |AXN-220 
175-21420- 4 i| 2P-23 175-23002- 8 1 

R82NA 175-21425- 1 1| 2H-170 175-23002- 9 1 

R82NA 175-21425= 2 i| 2H-170 175-23002- 11 2 
175-21425- 3 1| 2H-170 175-23002- 13 1 
175-21425- 4 xi σης τς 175-23002- 15 1 
175-22012 1 2P-24 175-23002- 17 M1 1 [AXN-220 
175-22012- 1 M1 1 2P-24 175-23002- 19 M1 1 [AXN=220 
175-22012- 2 M1 1 2P-24 175-23002- 21 M1 1 |AXN-220 
175-22012- 3 M1 1 2P-24). 175-23002- 23 M1 1 [AXN=220 
175-22012- 4 M1 1 2P-24 175-23002- 25 M1 1 [AXN-220 
175-22012- 5 M1 2 2P-24 175-23002- 27 M1 1 [AXN-220 
175-22012- 7 M1 1 2P-24 175-23002- 29 M1 1 ΙΑΧΝ- 220 
175-22012- 8 M1 1 2P-24 175-23002- 31 - M1 1 ΙΑΧΝ- 220 
175-22012- 9 M1 1 2P-24 175-23002- 33 ` M1 1 ΙΑΧΝ- 220 
175-22012- 10 M1 1 2P-24 175-23002- 35 M1 1 |AXN-220 
175-22012- 11 M1 1 2P-24 175-23002- 37 M1 1 [AXN=220 
175-22012- 13 M1 1 20-24 175-23002- 39 M1 1 |AXN-220 
175-22016 s 1 25-25 175-23002- 41 Μι 1 ΙΑΧΝ- 2206 
175-22016- 1 M1 1 2P-25 175-23003 M1 |139 - 37 1 2P-27 
175-22016- 2 M1 1 2P-25 140 
175-22016- 3 M1 1 2P-25 175-23003- 3 M1 1 2P-27 
175-22016- 4 Μι 1 2P-25 175-23003- 4 M1 1 2P-21T 
175-22016- 5 M1 1 2P-25 175-23003- 5 M1 1} 2P-27 
175-22016- 6 M1 1 2P-25 175-23003- 6 M1 1 2P-27 
175-22016- 7 M1 1 2P-25 175-23003- 7 M1 1 2P-27 
175-22016- 11 M1 1 2P-25 175-23003- 8 M1 1 2P-27 
175-22301- 1 M1 1) 2H-171 175-23003- 9 M1 1 2P-27 
175-22301- 2 M1 1| 2H-171 175-23003- 10 M1 1 2P-27 
175-22302 M1| 55 - 41 2| ΧΧ-557||. 175-23003- 11 M1 1 2P-21 
175-22302- 1 M1 1| XX-557 175-23003- 12 M1 1 2P-27 
175-22302- 2 M1 - 1| XX-557 175-2300323- 13 M1 1 2P-27 
175-22302- 3 M1 2| XX-557 175-23003- 15 M1 2 2P-27 
175-22302- 5 M1 4| XX-557 175-23003- 16 M1 1 2P-27 
175-22302- 7 Μ 2| XX-557 175-23003- 17 M1 1 2P-27 
175-22303 M1| 55 = 35 2| 2H-172 175-23003- 19 M1 1 2P-27 
175-22303- 3 M1 2| 2H-172 i ! 175-23003- 21 M1 1 2P-27 
175-22303- 5 M1 2| 2H-172 175-23003- 22 . M1 1| 2P-27. 
175-22303- 10 ΜΙ! 56 - 44 2| 2H-172 175-23003- 23 M1 | 1 2P-27 
175-22340- 1 M1 1 . 175-23003- 24 μι - 1 2P-27 
175-22340- 2 M1 1 ` 175-23003- 25 M1 1 2P-27 
175-22428 M 4| 28-650 175-23003- 26 M1 1 2P-27 
175-22430 M1 2 ΧΧχ-2 175-23003- 27 M1 1 2P-27 
175-22430- 10 M1 1 ΧΧ-2 175-23003- 28 M1 1 2P-27 
175-22431 M1 2| 2Ε-651 175-23003- 29 M1 1 2P-27 
175-22431- 10 M1 1| 2E-651 175-23003- 30 Μι 1 2P-27 
175-23001 x1| 60 1 2P-26 175-23003- 31 Μι 2 2P-27 
175-23001- 3 M1 1 2P-26 175-23003- 32 M1 21 2P-27 
175-23001- 5 M1 1 2P-26 175-23003- 33 M1 2 2P-27 
175-23001- 7 M1 1 2P-26 175-23003- 34 M1 2 2P-27 
175-23001- 9 M1 1 2P-26 175-23003- 35 M1 1 2P-27 
175-23001- 10 M1 1 2P-26 175-23003- 36 M1 1 2P-27 
175-23001- 11 M1 1 2P-26 175-23003- 37 M1 1 2P-27 
175-23001- 12 M1 1 2P-26 . 175-23003- 38 M1 1 2P-27. 
175-23001- 13 M1 1 2P-26 175-23003- 39 M1 1 2P-27 
175-23001- 14 M1 1 2P-26 175-23003- 40 M1 1 2P-27 
175-23001- 15 M1 1 2P-26 175-23003- 41 . M1 1| 2P-27 
175-23001- 17 M1 1 2P-26 175-23003- 42 M1 1 2P-27. 
175-23001- 19 M1 1| 2P-26 175-230023- 43 μι 1 2P-21 
175-23001- 20 M1 1 2P-26 175-23003- 44 M1 1 2P-27 
175-23001- 21- M1 1 2P-26 175223003- 45 M1 1 2P-27 
175-23001- 23 M1 1 2P-26 175-23003- 46 M1 1 2P-27 
175-23001- 26’ M1 1 2P-26 175-23003- 47 M1 1 2P-27 
175-23001- 27 M1 1 2P-26| 175-23003- 48 M1 1 2P-27 
175-23001- 29 M1 1 2P-26 175-23003- 49 M1 2 2P-27 
175-23001- 30 M1 1 2P-26 175-23003- 50 M1 2 2P-27 
175-23001- 32 M1 1 2P-26|| 175-23003- 51 M1 1 2P-27 
175-23001- 33 M1 2 2P-26 175-23003- 52 M1 1 2P-27 
175-23001- 35 M1 2 2P-26 175-23003- 53 M1 1 2P-27 
175-23001- 37 Μι 1 2P-26 175-23003- 55 M1 1}. 2P-27 
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175-23003- 
175-23026 

175-23026- 
175-23026- 
175-23026- 
175-23026- 
175-23031 

175-23031- 
175-23031- 
175-23031- 
175-23031- 
175-23031- 
175-23041 

175-23052 - 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23052- 
175-23061 

175-23061- 
175-23061- 
175-23061- 
175-23061- 
175-23061- 
175-23068 

175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23068- 
175-23078 

175-23078- 
175-23089 

175-23089- 
175-23089- 
175-23089- 
175-23089- 
175-23089- 
175-23089- 
175-23097 

175-23097- 
175-23097- 
175-23097- 
175-23097- 
175-23097- 
175-23097- 
175-23097- 
175-23104 

175-23104- 
175-23104- 
175-23104- 
175-23104- 
175-23106 

175-23108 

175-23108- 
175-23108- 
175-23114 

175-23114- 
175-23114- 
175-23114- 
175-23115 

175-23115- 
175-23115- 
175-23115- 
175-23115- 
175-23115- 
175-23121 

175-23121- 
175-23121- 
175-23123 

175-23123- 
175-23123- 
175-23127 
175-23130 
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175-23130- 
175-23137 


ΑΧΗ- 127 
ΑΧΗ- 128 
ΑΧΗ- 128 
ΑΧΗ- 128 
ΑΧΗ- 128 
AXH-128 
AXH-128 
AXN-221 
AXH-130 
AXH-130 
AXH-130 
AXH-130 
ΑΧΗ-130 
ΑΧΗ-130 
AXH-130 
AXH-1309 
AXH-130 
AXH-130 
ΑΧΗ-130 
2P-28 















175-253164 

175-23164- 
175-23154- 
175-23164- 
175-23165 

175-23165- 
175-23165- 
175-23155- 
175-23165- 
j|175-23165- 
175-23165- 
175-23165- 










































175-23174 
175-23175 

175-23176 

175-23176- 
175-23176- 
175-23183 

175-23183- 
175-23183- 
175-23183- 
175-23183- 
175-23183- 
175-23183- 
175-23183- 
175-23184 

175-23184- 
175-23184- 
175-23184- 
175-23185- 
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175-23304- 
175-23304- 
175-23305 

175-23306 

175-23307 

175-23308 

175-23308- 
175-23308- 
175-23309 

175-23311 

175-23311- 
175-23311- 
175-23311- 
175-23311- 
175-23311- 
172-23311- 
175-23311- 
175-23311- 
175-23311- 
175-23311- 
175-23312 

175-23312- 
175-23312- 
175-23313 

175-23313- 
4175-23314 

175-23314- 
175-23314- 
175-23314- 
175-23314- 





























ΧΥ-591 
ΧΥ-591 
ΑΧΗ-138 
ΑΧΗ-138 
AXH-138 
AXH-138 
2P-32 
*2P=32 
2P-32 
2P-32 
2P-32 
2P-32 
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AXH-143, 
ΑΧΗ- 143 
AXH-144 
AXH-145 
AXH-145 
AXH-146 
ΑΧΗ-- 146 
ΑΧΗ- 146 
AXH=146 
2P-33 
2P-33 
2P-33 
2P-35 
2P-33 
2P-33 
2P-33 
2P-33 


AXH-148 
XY-594 
2P-34 
2P-34 
2P-34 
AXH-150 
AXH-150 
AXH-150 
AXH=150 
AXH=150 
AXH=150 
AXH-150 
AXH=150 
20-35 
20-35 
2P-35 
2P-35 
AXH-150 
AXH-152 
AXH-152 
AXH-152 
AXH-152 
AXH-152 
AXH-152 
AXH-152 
ΑΧΗ-153 
AXH-153 
AXH-153 
AXH-153 
AXH-153 
AXH-153 
AXH=153 
AXH=153 
2P-36 
2P-36 
2P-36 
XY-595 
AXH-155 
XY-596 
XY-597 
XY-597 
XY-597 
XY-598 
2P-37 
2P-37 
2P-37 
2P-37 
2P-37 
2P-37 
2P-37 
2P=37 
2P-37 
2P-=37 
2P-37 
XY-599 
XY-599 


XY-600 
XY-600 

2P-38 

2P-38 
2P-38 
2P-38- 
2P-38 
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175-23315 1| 60 - 2H-174| |R82NA 175-23403 1| 2H-180 
175-23315- 3 2H-174 1] 2H-180 
175-23315- 5 2H-174 1 | 2H-181 
17523316 ΑΧΗ- 1568] 1f 2H-181 
175-23316- 3 ΑΧΗ-158 175-23409 1| 2H-182 
175-23316- 4 AXH-158 175-23409- 3 1| 2H-182 
175-23316- 5 AXH-158 175-23416 i XX-563 
175-23316- 6 AXH-158 175-23418 1| xY-620 
175-23317 XY-602 175-23418- 3 1| XY-620 
175-23317- 3 XY-602 175-23418- 5 1| XY-620 
175-23318 XY-603 175-23418- 7 1| XY-620 
175-23319 2E-652 175-23420 1| XX-564 
175-23320 AXD-420 175-23422' . Ὁ |AXA-406 
175-2323320- 3 AXD-420 175-23423: 60 ~ 46 4 Xx-6 
175-23320- 5 ΑΧΟ- 420 175-23424 ` 4| ΧΧ-565 
175-23320- 7 AXD-420 175-24002 175-24002-10 
175-23320- 9 AXD-420 175-24002- 3 1 2P-42 
175-23320- 11 AXD-420 175-24002- 5 1 2P-42 
175-23320- 13 AXD-420 175-24002- 7 1 2P-42 
175723221 M1 1]AXH-7159 i/»-24002- 3 mi z 28-2423 
175=23321- 3 Mi 1|AXH-159 175-24002- 11 Μι 1 2P-42 
175-23321- 5 Ml 1|AXH-159 175-24002- 13 M1 1 2P-42 
175-23321- 7 M1 1|AXH-159 175-24002- 15 M1 1 2P-42 
175-23321- 9 M1| 1|AXH-159 175-24002- 17 M1 1 2P-42 
175-23321- 11 Μι 1lAXH-159 175-24002- 19 M1 1 2P-42 
175-23321- 13 Μι ` 1|AXH-=159 175-24002- 21 M1 1 2P-42 
175-23323 M1 1| 2H-175 175-24002- 23 M1 i| 2P-42 
175-23324 M1 1| 2H-176 175-24002- 25 M1 1 2P-42 
175-23324- 3 M1 1| 2H-176 175-24002- 27 M1 1 2P-42 
175-23324- 5 M1 1| 2H-176 175-24002- 29 M1 1| 2P-42 
175-23325 M1 1| 25-39 175-24002- 31 M1 1| 2P-42 
175-23325- 3 M1 1|] 2P-39 175-24002- 33 Mi 1| 2P-42 
175-23325- 5 M1 1 2P-39 175-24002- 35 M1 9 2P-42 
175-23325- 7 Ml 1| 2P-39 175-24002-. 37 μι 59] 2P-42 
175-23325- 9 M1 1 2P-39 175-24002- 39 M1 36 2P-42 
175-23327- 1 Mil 67 - 41 1| XY-606 175-24002- 41 M1 1 2P-42 
175-23327- 2 M1| 67 1| XY-606 175-24002- 43 M1 13 2P-42 
175-23327- 3 M1 1| XY-606 175-24002- 45 M1 1 2P-42 
175-23327- 4 M1 1| XY-606 175-24002- 47 M1 1 2P-42 
175-23327- 5 M1 1| XY-606 175-24002- 49 M1 1 2P-42 
175-23328 M1| 67 - 43 1| 2H-177 175-24002- 51 M1 4 20-42 
175-23328- 3 M1 1} 2H-177||R82NA 175-24002-100 P1|52 6 2P-42 
175-23330 M1 1 2P-40 61 
175-23330- 3 M1 1 2P-40 175-24002-109 M1, 1 2P-42 
175-23330- 5 M1 1 2P-40| |R82NA 175-24003 ᾿ Plt 52 ~ 33 1 2P-43 
175-23330- 7 M1 1 2P-40 . ` : 3 ~] 643 f κιν 
175-23330- 9 Ml i| 2P-40 175-24003- 3 M1 1 2P-43 
175-23330- 11 141 1 2P-40 175-24003- 4 M1 1 2P-43 
175-23330- 13 M1 1 2P-40 175-24003- 5 Mi 1 2P-43 
175-23330- 15 41 1 2P-40 175-24003- 7 M1 1 2P-43 
175-23330- 17 M1 1 25-40 175-24003- 9 M1 1 2P-43 
175-23330- 19 M1 1 2P-40 175-24003- 11 M1 1 2P=43 
175-23330- 21 Μι 1 2P-40 175-24003- 13 M1 1 2P-43 
175-23330- 23 M1 1 2P-40 175-24003- 15 Μι 1 2P-43 
175-23330- 24 M1|- 1 2P-40 175-24003- 16 M1 1 2P-43 
175-23330- 25 M1 2 2P-40 175-24003- 17 M1 2 2P-43 
175-23330- 27 M1 1 2P-40 175-24003- 18 M1 2 2P-43 
175-23330- 29 M1 1 2P-40 175-24003- 19 M1 i 2P-43 
175-23330- 33 1 2P-40 175-24003- 20 M1 1 2P-43 
175-23330- 55 1 2P-40 175-24003- 21 Mi 1 2P-43 
175-23331—- 1 M1 1| XY-608 175-24003- 23 Μι 1 2P-43 
175-23331- 2 M1 1| XY-608 175-24003- 25 M1 H 2P-43 
175-23332- 1 M1 1 175-24003- 27 ML] 63 - 68 1 2P-43 
175-23332- 2 M1 1 175-24029 Μι | 61 1 2P-44 
175-23333 m1| 60 - 32 1| ΧΧ-561 175-24029- 3 M1 1 2P-44 
175-23340 M1 1| XY-615 175-24029- 5 Μι 2 2P-44 
175-23341 M1 1| XY-615 175-24034 M1 1 2P-45 
175-23344 1|A0X-421 175-24038 M1 1 2P-46 
175-23344- 3 M1 1lADX-421 175-24043 M1 1 2P-47 
175-23344- 5 M1 1|A0X-421 175724048 M1 1| 2P-48 
175-23345 M1 2 XX-4 175-24048- 3 M1 1 2P-48 
175-23347 M1]140 - 26 1 ΧΧ-5 175-24048- 5 M1 1 2P-48- 
175-23348- 3 M1 45| 2Ε-653 175-24053 M1 1 2P-49 
175-23348- 5 M1 2| 2E-653 175-24058 M1 1 2P-50 
175-23348- 6 ` M1 2| 2E-653 175-24064 M1 1 2P-51 
175-23349 1|AXH-162 175-24064- 3 μι 1| 20-51 
175-23349- 1 M1 1|AxH-162 175-24064- 5 M1 1| 2P-51 
175-23349- 2 ΜΙ 11 AXH=162 175-24064- 7 M1 1 2P-51 
175-23350 11ΑΧΗ” 1623 175-24064- 9 M1 1 2P-51 
175-23350- 1 M1 1|AXH-163 175-24064- 10 Mi 1 2P-51 
SY. 175-23350- 2 N1 1|AXH-163 175-24069 sb 1|]: 2P-52 
R82NA 175-23401 P1|140 - 21 1 2P-41 175-24069- 10 Mi 1 2P-52 
R82NA 175-23402 p1|140 - 30 1| 2H-179 175-24074 M1 1 ¡AXH-176 
175-23402- 3 Χ 11 2H-179 175-24080 M1 1 |AXH-177 
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2E-660 
2E-661 


STOCK NUMBER 23] runt 
CLASS CODE PART NUMBER 38] AND INDEX 
175-24085 


|175-24085- 3 
175-24085- 5 
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(175-26325 
175-24326 































































































175-24090 175-24326- 3. 2E-661 
175-24096 AXJ=1 175-24327 2H-184 
175-24099 AXJ=2 175-24221- 3 2H-184 
175-24100 AXJ-3 175-24328 ΧΖ-15 
175-24105 ΧΧ-566 175-24329 X2-16 
175-24108 XY=622 175-24330 XZ-17 
175-24109 XY-623 175724331 ΑΧς-21 
175-24114 XY-624 175-24322 Χ2-18 
175-24119 XY-625 175-24333 XX=575 
175-24125 XY-626 175-24333- 2 XX-575 
175-24130 . XY-627 175-24334 ΧΧ-576 
175-24132 175-24335 

175-24135 ΧΥ-628 

175-24140 ΧΥ-629 

175- 24145 175-24336 

175-24150 175-24336- 3 

175-24155 175-24401 XX-577 
175-24159 175-24402 48 2E-662 
175-24160 175-24403 12 ΧΧ-578 
175-24165 175-24404 27 2Ε-663 
175-24169 175-24405 

175-24175 175-24406 

175-24179 175-24406- 3 







175-24407 
175-24408 
175-24408- 3 
175-24409 
175724410 


175-24179- 3 
175-24179- 5 
175-24183 
175-24301 
175-24301- 3 

























FEET? G4 091437013 1t771)11 




























αι IR dl non nd md o GB ee ο ο ου ον 
















































































































































































































































175-24301- 5 175-24410- 3 
175-24301- 11 175-24411 
175-24301- 13 175-24412 
175-24302 175-24412- 3 
175-24302- 3 175-24413 
175-24302- 7 175-24415 
175-24302- 9 175-24416 
175-24302- 13 175-24417 
175-24302- 15 175-24417- 3 
175-24303 175-24418 
175-24304 175-24419 
175-24305 175-24420 
175-24422 
175-24305- 3 1 175-24424 
175-24305- 5 1 175-24427 
175-24305- 7 1 175-24427- 3 
175-24305- 9 14 175-24428 AXC-34 
175-24305- 11 1 175-24428- 3 AXC-34 
175-24306 1 175724429 2Ε--665 
175-24308- 3: 1| 2H-183 175-24430 AXC-35 
175-24308- 5 1| 2H-183 175-24430- 3 AXC-35 
175-24309 1 175-24431 AXC-36 
175-24309- 3 1 175-24432 2Ε-666 
175-24309- 5 175-243p9 175=24432= 3 2E~666 
|175-24309- 7 1 175-24433 XX-8 
175-24309- 39 1 175-24435 25-667 
175-24310 1 175-24435= 3 2E-667 
175-24311 1 175-24436 2E-668 
175-24311- 3 1 175-24436- 3 2Ε-668 
175-25311- 5 1 175-24437 ΧΧ-588 
175-24312 TU 175-24438 XX-589 
175-24312- 23 1 175724439 XX-590 
175-24312- 5 1 175-24440 ΧΧ-591 
175-24313 1 175-24441 XX-592 
175-24315 1] XX-569 175-24442 2Ε-669 
175-24316 1 XZ-12 175-24443 2E-670 
175-24316- 3 1 ΧΖ-12 175-24444 XX-9 
175-24316- 5 1 ΧΖ-12 1175-24 445 20-42 
1175- 24317 1} 2Ε-655 175-24501 2P-60 
175-24317- 3 1| 2Ε-655 175-24501- 3 2P-60 
175-24318 1| 2E-656 175-24501- 5 2P-60 
175-24318- 3 1| 2E-656 175-24501- 7 2P-60 
175-24318- 5 1| 2£-656 175-24501- 9 2Ρ-60 
175-24319 1] 2Ε-657 175-24501- 11 2P-60 
175-24319- 2 1| 2&-657 175-24501- 13 2P-60. 
175-24320 1| 2Ε-658 175-24502 XX-595 
175-24320- 5 1| 2E-658 175-24503 X2-24 
175-24321 2| xx-572 175-24504 ΧΖ-25 
175-24322 1| Αχς-29 175-24505 X2-26 
175-24322- 3 i| Αχς-29 175-24506 X2-21 
175-24322- 5 1| Axc-29 175724507 XX-10 
175-24323 i| Χζ-13 ας XX-11 
175-24324 - = 1 X2-28 
$ d td 175-24520 2P-61 
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175-24520- 











































































3 
175-24520- 5 175-31003- 6 1 2P-67 
R82NA 175-25004- 1 175-31003- 7 1| 2P-67 
R82NA 175-25004- 2 1 175-31003- 8 1| 2P-67 
175-25004- 3 1 175-31003- 9 2| 2P-67 
175-25004- 4 1 175-31003- 11 1 25-61 
175-25004- 5 1 175-31003- 12 i| 2P-67 
175-25004- 6 1 175-31004 1| 2P-68 
175-25004- 7 1 
175-25004- 8 1 175-31004- 3 i| 2P-68 
175-25004- 9 1 175-31004- 5 i| 2P-68 
175-25004- 10 1 175-31004- 7 i| 2P-68 
175-25004- 11 1 175-31004- 9 1 2Ρ--68 
175-25004- 12 1 175-31004- 11 1 2P-68 
175-25004- 13 1 175-31004- 13 1| 2P-68 
175-25004- 14 1 175731005 1| AXJ-26 
175-25004- 15 1 175-21005- 1 1| AxJ-26 
175-25004- 16 1 
. 175-25005 1 175-31005- 1| AXJ-26 
ΒΒΖΝΑ lís-230085- i Pi| 52 - 52 τ D-5 
R82NA [175-25005- 2 P1| 52 i| 2P-63 175-31005- 3 M1 1| AX2-26 
175-25005- 3 xi l| 20-63 175-31005- 4 M1 1| AXJ-26 
175-25005- 4 xi i| 29-63 175-31005- 5 M 1| AXJ-26 
175-25005- 5 M 1 2P-63 175-31005- 6 M - 1] AXJ-26 
175-25005- 6 4 1 2P-63 R82NA 175-31006 Pll21- 7 1| AXJ-27 
RB2NA 175-25006- 1 Pil 52 = so] ` 2| 2-64 127 
R82NA 175-25006- 2 Pil 52 1| 2P-64 175-31006- 3 μα 1| AXJ-27 
175-25006- 3 X1 1 2P-64 175-31006- 5 M 1| AXJ-27 
175-25006- 4 X1 1 2P-64 175-21007 * 67 = 1| REF 2P-69 
175-25006- 6 M1 1| 2P-64 70 
175-25006- 8 M1 1 2P-64| |R82NA 175-31007- 3 p1|70- 1 1 2P-69 
175-25006- 9 M1 i| 2P-64 175-31007- 5 Ml 1| 2P-69 
175-25006- 10 Μι 1| 2-64 175-31007- 7 M1 1| 2P-69 
175-25007 1] AXN=224 175-31007- 9 M1 1| 2P-69 
175-25007- 1 M1| 52 - 53 2] ΑΧΝ- 224 175-31007- 11 M1 1| 2P-69 
175-25007- 2 Mi] 52 1| AXN=224 175-31007- 13 M1 1| 2P-69 
175-25007- 11 M1 1|AXN-224 175-31007- 15 M1 1| 2P-69 
175-25007- 12 μι 11 ΑΧΝ- 224 175-31007- 11 M1 1| 2P-69 
175-25008- 1 i] 52 - 49 1|AXN-225 175-31007- 18. Μι 1| 2P-69 
175-25008- 2 M1| 52 1| AXN-225 175-31007- 19 Μ1| 70 - 53 4| 2P-69 
175-25008- 11 1) AXN-225 175-31007- 21 M1 1 2P-69 
175-25008- 12 1l AXN-225 175-31007- 23 M1 1 2P-69 
175-25011- 1 M1 1| 2H-187 . |[175-31007- 25 M 1| 2P-69 
175-25011- 2 M1 1| 2H-187 175-31007- 27 M 1| 2P-69 
175-25012- 1 M1 1| 2H-188 175-31007- 29 M 2| 2P-69 
175-25012- 2 Αι 1| 2H-188 175-31007- 31 M i| 2P-69 
175-25012- 3 Mi 1| 2H-188 175-31007- 32 M 1 2P-69 
175-25012- ^ M1 1| 28-188 175-31007- 33 M 2 2P-69 
175-25013- 2 141 1| ΧΖ-31 175-31007- 35 M 1| 2P-69 
175-25014- 1 M1| 52 - 48 1| 2H-189 175-31007- 37 M 1| 2P-69 
175-25014- 2 M1] 52 1| 2H-189 175-31007- 39 M 1 2P-69 
175-25014- 3 M1 i| 2H-189 175-31007- 40 M 1| 2P-69 
175-25014- 4 M1 i| 2H-189 175-31007- 41 M 1| 2P-69 
175-25015 i| 2Ρ-65 175-31007- 43 M1 1] 2P-69 
R82NA 175-25015- 1 P1 i| 2P-65 175-31007- 45 μι 1] 2P-69 
R82NA 175-25015- 2 P1 i| 25-65 175-31007- 47 M1 1| 2P-69 
175-25015- 5 Μι 1 2P-65 175-31007- 49 Μι 1 20-69 
175-25015- 6 M1 1 2P-65 175-31007- 50 M1 1 2Ρ-69 
175-25015- 7 M1 1 2P-65 R82NA 175-31008 P1li32- 1 2 2P-70 
175-25015- 8 M1 1| 2P-65 134 
175-25015- 9 M1 1 2P-65 175-31008- 3 M1 2 2P-70 
175-25015- 10 M1 i| 2P-65 175-31008- 5 μι 2| 2P-70 
175-25015- 11 Μι i| 2P-65 175-31008- 7 Ml 2| 2P-70 
175-25015- 12 M1 i| 2P-65 175-31008- 9 M1 2| 2P-70 
175-25015- 13 M1 2 2P-65 175-31008- 11 M1 2 2P-70 
175-25069 1 175-31008- 13 M1 2 2P-70 
R82NA 175-31001 * | 66 REF) 2Ρ-66 175-31008- 15 Ml 2| 2P-70 
66 - 49 1 XP-71 175-31008- 17 M1 2 2P-70 
175-310010- 3 i| xP-71 175-31008- 19 M1 2 2P-70 
175-310010- 5 2| xP-71 175-31008- 21 M1 2| 2P-70 
175-310011 1 175-31008- 22 M1 2 2P-70 
175-319011- 3 1 175-31008- 23 M1 2 2P-70 
175-310012 1 175-31008- 24 M1 2 2P-70 
175-310013 1 175-31008- 25 Ml 10 2P-70 
175-310014 132 - 35 2| - è 175-31008- 28 M1 2 2P-70 
R82NAÀ 175-31002 * [111 - 40| REF] AXJ-23 175-31008- 29 M1 2| 2P-70 
119 175-31008- 30 M1 2] 2P-70 
175-31003 1 2Ρ-67 175-31008- 31 M1 2 2P-70 
R82NA 175-31003- 1 Pi|ii9 - 10 1| 2P-67 175-31008- 32 M1 2| 2P-70 
124 175-31008- 33 M1 2| 2P-70 
R82NA 175-31003- 2 P1|119 i| 2P-67 175-31008- 35 M1 20| 2P-70 
124 175-31008- 37 M1 2| 2P-70 
175-31003- 3 M1 2 2P-67 175-31008- 39 μι 2 2P-T70 
175-31003- 5 Ml 1 2P-67 175-31008- 41 M1 2 2P-70 
175-31008- 42 M1 2| 2P-70 
965 
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STOCK NUMBER 


175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-21008- 
175-21008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008- 
175-31008-100 
175-31008-101 
175-31008-103 
175-31008-104 
175-31008-105 
175-31008-106 
175-31008-107 
175-31008-109 
175-31008-111 
175-31008-112 
175-31008-113 
175-31008-114 
175-31008-115 
175-31008-116 
175-21008-117 
175-31008-119 
175-31008-151 
175-31008-152 
175-31008-201 
175-31009 


175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 13 
175-31009- 15 
175-31009- 17 
175-31009- 19 
175-31009- 
175-31009- 
175-31009- 
175-31009- 25 
175-31009- 
175-31009- 27 
175-31009- 28 
175-31009- 29 
175-31009- 30 
175-31009- 31 
175-31009- 32 
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175-31009- 
175-31009-. 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 


|175-31009- 


175-31009- 
175-31009- 


175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 
175-31009- 77 
175-31009- 79 
175-31009- 80 
175-31009- 81 
175-31009- 83 
175-31009- 84 
175-31009-100 
175-31009-101 


175-31010 
175-31010- 


175-31010- 


175-310101- 
175-310101- 
175-310101- 
175-310101- 
175-310101- 
175-310101- 


175-310102 

175-310102- 
175-310103 

175-310104 

175-310104- 
175-310105 

175-310106- 
175-310106- 
175-310106- 
175-310106- 
175-310106- 
175-310106- 
175-310106- 
175310106- 
175-310106- 
175-310106- 
175-310106- 
175-310107 

175-310107- 
175-310107- 
175-310108 


175-310109 

175-310109- 
175-310109- 
175-310109- 
175-310109- 
175-310109- 
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175-310109 
175-310293 
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AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ=29 
AXJ-29 
AXJ-29 


AXJ=29 


AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 
AXJ-29 


'AXJ-29 


AXJ-29 
AXJ-29 


AXJ-29. 


AXJ-29 
AXJ=29 
AXJ=29 
AXJ-29 
2P-71 
2P-71 


2P-71 


2E-671 
2E-671 
2E-671 
2E-671 
2E-671 
2E-671 
2E-671 
2E-671 
2E-672 
2E-672 

XX-30 
AXC-38 
AXC-38 
2E-673 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
2H-190 
AXJ-31 
AXJ-31 
AXJ-231 
AXJ-32 


2H-191 
2H-191 


2H-191 
2H-191 
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Section Π88 
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STOCK NUMBER 23 
CLASS CODE PART NUMBER δῦ 
175-310109- M1 2 E 
R82NA  |175-31011- 1 2 POE NEN ; 35224 
R82NA 175-31011- 1 2 175-310128- i| 29-74 
175-310110 2| xx-621 115-310128- i| 20-74 
175-310110- 8| XX-621 175-310129 2] xx-34 
175-310110- 2 ΧΧ-621 175-31013 2 2U-94 
175-310110- 2 XX-621 175-31013- 1 2U-94 
175-310110- 3| XX-621 175-310130- 1| XX-627 
175-310110- 1| xx-621 175-310130- 1| XX-627 
175-310110- i| Xx-621 175-310130- 1| ΧΧ-627 
175-310111 1j 2H-192 175-310130- 1| xx-621 
1757310111- 1| 2H-192 175-310131 1| xx-628 
175-310112 7| Xx-622 175-310131- 1| ΧΧ-628 
175-310113- 1| 2E-674 175-310132 2| AXC-40 
175-310113- 5| 2E-674 175-310132- 2 | AXC-40 
175-310133 1| 2P-75 
175-310113- i| ΧΧ-623 175-310134- 1 1| XZ-61 
175-310113- 5| ΧΧ-623 175-310134- 2 1| xz-6éi 
175-310114 1| XX-624 175-310134- 3 n 1 XZ2-61 
i75-310114- 3 Mi i| xX-£25 175°3i0134- à m 1| Xx2-81 
175-310114- 5 M1 1| XX=624 175-310134- 5 M 1| XZ-61 
175-310114- 7 M i| xx-624 175-310135 M1 2 |AXA-409 
175-310115 * [111 = 41| REF] AXJ-33| Ing2NA 175-310136 Pij 66 - 3 1 | AXJ-40 
175-310115- 3 M1 1| AXJ-33 175-310136- 2 xi 1| AXJ-40 
175-3101157 4 M1 1| AXJ-33 175-310136- 5 X1 1| AXJ-40 
175-310115- 5 M1 1| AXJ-33 175-310136- 7 M 1] AXJ-40 
175-310115- 6 M1 J| AXJ-33 175-310136- 9 X1 1 AXJ=40 | 
175-310115- 7 M1 2| AXJ-33| |582νψΑ 175-310137 ᾿ Pij 66 - 1 1| AXJ-41 
175-310115- 9 Ἀ1}111 - 44 i| AXJ-33 175-310137- 5 Xi 11 AXJ-41 
175-310115- 10 M1|111 1| AXJ-33 175-310137- 7 X1 1| AXJ-41 
175-310115- 11 141 l| AXJ-33 175-210137- 9 X1 1| AXJ-41 
'175-310115- 13 M1 1 AXJ-33 175-310137- 11 X1 1 AXJ=41 
175-310115- 15 M1 1| AXJ-33 175-310137- 13 χι 1| AXJ-41 
175-310115- 17 M1 1| AXJ-33 175-310137- 15 Χ1 1| AXJ-41 
175-310115- 18 M1 1| AX2-33 175-310137- 17 x1 1| AXJ-41 
175-310115- 19 M1 1| AXJ-33 175-310137- 19 χα 1| AXJ=41 
175-310115- 20 M1 1| AXJY-33 175-310137- 21 x1 1] AXJ-41 
175-310115- 21 M1 1| AXJ-33 175-310137- 23 X1 1| AXJ-41 
175-310115- 23 M1 1| AXJ~33) |Ra2NA 175-310138 A|88- 1 1| AXJ-42 
175-319115- 25 M1 1| AXJ-33 89 
R82NA* 175-310115-101 P1 1| AXJ-33 175-310138- 3 M1 1l AXJ-42 
R82NA 175-310115-102 P1 i| AXJ-33 175-310138- 4 Ml 1l AXJ-42 
175-310116- 3 41 1| AXJ-34 175-310138- 7 M1 1| AXJ-42 
175-310116- 5 M1 l| AXJ-34 175-310138- 8 M1 1| AXJ-42 
175-310116- 7 n l| ΑΧΗΕΡΑ 175-310138- 9 M1 1| AXJ-42 
175-310116- 9 M |131 - 6 1| AXJ-34 175-310138- 11 M1 1| AXJ-42 
175-310117- 1 M1/121 2| 2E-675 175-310138- 12 M1 1| AxJ-42 
175-310117- 2 M1|121 2| 2E-675 175-310138- 13 M1 1] AXJ-42 
175-310117- 3 M1|121 - 3 2| 2E7675 175-310138- 15 M1 1 AXJ-742 
175-310117- 4 Mili21- 4 2| 2E-675 175-310138- 16 Ml 1| AXJ-42 
1757310118 M1 i 175-310138- 17 M1 1| AXJ-42 
175-310118- 23 M1 1 175-310138- 19 M1 1| AXJ-42 
175-310119 P1 1| 2P-72 175-310138- 21 M1 1| AXJ-42 
175-310119- 1 M1 1| 2P-72 175-310138- 23 M1 1| AXJ-42 
175-310119- 2 M1 1| 2P-72 175-310138- 25 M1 1| AXJ-42 
R82NA 175-21012 P1| 134 2| AXD-52 175-310138- 26 M1 1] AXJ-42 
X1| 111 - 42 l| AXJ-36 175-310138- 27 1| AxJ-42 
1757310121 1| 2P-73||R82NA 175-310138-101 M1 1| AXJ-42 
175-310121- 1 M1|130 - 40 1| 2P-73||R82NA 175-310138-201 Ρ1 | 88 1] AXJ-42 
175-310121- 2 M1|130 - 41 1| 2P-73 175-310139 # REF | AXJ-43 
175-210121- 3 M1 1| 2P-73 175-310139- 3 M1 1] AXJ-43 
175-310121- 5 M1 i| 2P-73 175-310129- 4 M1 1l AXJ-43 
175-310121- 7 M |130 - 42 4 2P-73 175-310139- 5 M1 1| AXJ-43 
175-310121- 9 i 130 - 43 2 2P-73 175-310139- 7 M1 2| AXJ-=43 
175-310121- 11 M1 2 2P-73 175-210139- 9 M1 1l AXJ-43 
-|175-310122 1] AXC-29 175-310139- 11 M1 1] AXJ-43 
175-310122- 3 M1 2| AXC-39 175-310139- 12 M1 1} AXJ-43 
175-310122- 4 M1 2| AXC-39 175-310139- 13 M1 1| AXJ-43 
175-310122- 5 M1 2| AXC-39 175-310139- 14 M1 1| AXJ-43 
175-310122- 6 M1 2| AXC-39 175-310139- 15 M1 2| AxJ-43 
175-310123- 3 M1|i22 - 33 οἱ xz-s9 175-310139- 17 M1 1| AxJ-43 
175-310123- 4 M1]122 - 34 2 ΧΖ-59 175-310139- 19 M1 1| AXJ-43 
175-310123- 5 M1|122 - 35 2 ΧΖ-59 175-310139- 21 μι 1| AXJ-43 
175-310123- 6 m11122 - 36 2| xz-s9 175-310139- 23 M1 11 AXJ-43 
175-310124- 1 M1 1| ΧΖ-60 175-310139- 25 M1 1| AXJ-43 
175-310124- 2 Mi i ΧΖ-60! |R82NA 175-31014 Pili34 = 12 2 
175-310124- 3 M1 i| xz-60| # REF | AXJ-44 
175-310124- ^ Ml 1| xz-60 175-310140- 3 Ml 1] AXJ-4^ 
175-310125- 3 M1 4 ΧΧ-32 175-310140- 4 M1 1| AXJ-44 
175-310125- 5 μι 12} XX-32 : 175-310140- 5 M1 2| AXJ-44 
175-310125- 7 M1 : 4| xx-32 175-310140- 7 M1 1| AXxJ-44 
R82NA 175-310126 P |119 - 71] 29| ΧΧ-626 175-310140- 8 M1 1] AXJ-44 
121 =- 23 175-310140- 9 ο |M1 1| AXJ-44 
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175-310141- 
175=310141- 
175-310141- 
175-310141- 
175-310141- 
175-310141- 
175-310141- 
175-310141- 
175-310141- 
175-310142 

175-310142- 
175-310143 

175-310143- 
175-310143- 
175-310143- 
175-310143- 


175-310143- 
175-310143- 
175-310143- 
'175-310143- 
175-310143- 
175-310143- 
175-210143- 


175-310143- 
175-310143- 
175-310143- 
:)175=310143- 
175-310143- 
175-310143- 
175310143- 
175-310143- 
175310144 

175-310144- 
175-310144- 
175-310144- 
175-310144- 






175-310144- 
175-310144- 
175-310144- 
175-310144- 
175310144- 
175-310144- 
175-310144- 
175-310144- 
175-310144- 
175-310145 

175-310145- 
175-310145- 
175-310145- 
175-310146 

175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-=310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
175-310146- 
44175-310146- 
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AN ΟΙ-όΟΑΑΒΑ-4 


STOCK NUMBER 
CLASS CODE 


175-310146- 
175-310146- 
175-310146- 
175-310147 
175-310147- 
175-310147- 
175-310148 
175-310149 
175-31015- 
175-31015- 
175-31015- 
175-31015- 
175-31015- 
175-310150 
175-310150- 
175-310151 
175-210152 
175-310153 
175-310154 
175-310155 
175-310156 
175-310157 
175-310158 
175-310158- 
175-310158- 
175-310159 
175-310159- 
175-31016 
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175-31016- 
175-310160 
175-310161 
175-310161- 
175-310161- 
175-310162- 
175-310162- 
175-310162- 
175-310162- 
175-310162- 
175-310162- 
175-310162- 
175-310162- 
175-310163 

175-310164 

175-310164- 
175-310164- 
175-310165 


















175-310166 
175-310166- 
175-310166- 
175-310167 
175-310168 
175-310169 
175-31017- 
175-31017- 
175-31017- 
175-31017- 
175-21017- 
175-31017- 
175-310170 
175-310171 
175-310172- 
175-310172- 
175-310172- 
175-310172- 
175-310172- 
175-310172- 
175-310172- 
175-310172- 
175-310172- 
.]1757210172- 
175-310172- 
175-310172- 
175-310172- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
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| PARTNUMBER | | PARTNUMBER | 


175-310146- 41 
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FIGURE TOTAL 
AND INDEX | QTY. 
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AXA-411 






NUMBER 
2P-80 
2P-80 
2P-80 
2P-80 
‘AXJ-50 
AXJ-50 
AXJ-50 
ΧΖ-62 
ΧΧ-35 
2H-193 
2H-193 
2H-193 
2H-193 
2H-193 
2bE-676 
2E-676 
20-43 
20-44 
20-45 
XX-39 
XX-40 
XX-741 
XX-42 
XX-630 
XX~630 
XX-630 
2E-677 
2E-677 
ΧΧ-596 




































XX-596 
AXC-41 
AXD-53 
AXD-53 
AXD-53 
XX-632 
XX-632 
XX-632 
XX=632 
ΧΧ- 632 
XX-632 
XX-632 
XX-632 
2E-678 
ΧΧ-θ624 
XX-76234 
ΧΧ-θ24 

































XZ=63 
ΧΖ-63 
ΧΖ-63 
XX-44 
2D-46 
AXC-42 
ΧΧ-597 
ΧΧ-597 
XX-597 
XX-597 
XX-597 
XX=597 
AXC-43 

20-47 
2H-194 
2H-194 
2H-194 
2H-194 
2H-194 
2H-194 
2H-194 
2H-194 
2H-194 
2H-194 
2Η-194 
2H-194 
2H-194 
2P-81 
2P-81 
2P-81 
2P-81 
2P-81 
2P-81 
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| cLass CODE | 





175-319173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310173- 
175-310175- 
175-310175- 
1115 -310175- 
175-310175- 
“| 175-310175- 
175-310176- 
175-310176- 
175-310177 

175-310178 

175-310179 

175-310179- 
175-31018- 





R82NA 


R82NA 


175-31018- 
175-310180 
175-310180- 
175-310181- 
175-310181- 
"|175-31C181- 
.|175-310181- 
175-310182- 
175-310182- 
175-310183 
175-310183- 
175-310184- 
175-310184- 
175-310185- 
175-310185- 
175-310185- 
175-310185- 
175-310186 
175-310187 
175-310187- 
175-310188- 
175-310188- 
175-310189- 
175-310189- 
175-31019 
175-312199- 
175-310190- 
175-310191 
175-310192 
175-310192- 
175-310192- 
175-310193 
175-310194 
175-310194- 
175-310194- 
175-3101947 
175-310195 
175-310196 
175-310196- 
175-310196- 
175-310197 
175-310198 
175-310198- 
175-310198- 
175-310198- 
175-310198- 
175-310199 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 
175-31020- 


R82NA 


R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


RB2NA 
R82NA 
R82NA 
R82NA 
RB2NA 
R82NA 
R82NÀ 
R82NA 
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133 


124 
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128 
126 
133 


‘1133 
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116 
112 
112 


116 
112 


116 
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116 
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89 
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28 


20 
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R82NA 


Xx-636| |Ra2NA 


ΧΧ-636 
ΧΖ-66 
ΧΖ-66 
ΧΖ-66 
ΧΖ-66 

2Η-195 

2Η-195 

AXD-54 

AXD-54 
ΧΖ-69 
ΧΖ-69 
ΧΖ-70 
ΧΖ-10 
Xz-70 
XZ=70 

XX=637 
xz-71| 
x2-71| 

2H-196 

2Η-196 
ΧΖ-73 
X2-73 
2E~679 

XX-638 

XX-638 
XX-49 

XX-639 

ΧΧ-639 

XX-639 
XX-50 
XZ-74 
X2-74 
XZ-74 
XZ-74 
XX-51 

2H-197 

2H-197 
2H-197 
XX-52 
ΧΖ-Τ6 
ΧΖ-76 
ΧΖ-Τ6 
ΧΖ-76 
X2-76 
ΧΧ-53 
ΧΖ-34 
X2-34 
ΧΖ-34 
ΧΖ-34 
ΧΖ-34 
XZ-34| 
ΧΖ-34 
ΧΖ-34 
ΧΖ-34 
ΧΖ-34 
ΧΖ-34 
ΧΖ-34| |R82NA 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


ΑΝ O1-60AABA-4 


STOCK NUMBER 
CLASS CO! PART NUMBER 


175-310200- 
175-310200- 
175-310201- 
175-310201- 


175-310202- 
175-310202- 
175-310203 

175-310204- 
175-310204- 
175-310205 

175-310206- 
175-310206- 
175-310207- 
175-310208 

175-310208- 
175-310208- 


175-310208- * 


175-310209- 
1715-310205- 
175-310209- 
175-310209- 
175-310209- 
175-310209- 
175-310209- 
175-31021- 
175-31021- 
175-31021- 
175-31021- 
175-310210 
175-310211 
175-310211- 
175-310212- 
175-310212- 
175-310212- 
175-310212- 
175-310213 
175-310213- 


175-310213- - 


175-310214- 
175-310214- 
175-310214- 
175-310214- 
175-310214- 
175-310214- 
175-310215 

175-310215- 


175-310215- 


175-310215- 
175-310215- 
175-310215- 
175-310215- 


175-310215-- 


175-310215- 
175-310216 
175-310217 
175-310217- 
175-310217- 
175-210217- 
175-210217- 
175-310218 
175-310218- 
175-310218- 
175-310218- 
175-310218- 
175-310218- 
175-310219 
175-310219- 
175-310219- 
175-31022 
175-31022- 
175-310220 
175-310220- 
175-310221 
175-310221- 
175-310221- 
175-310221- 
175-310221- 
175-310221- 
175-310221- 
175-310222 
175-310222- 
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Contractor Parts 


TOTAL 
QTY. 


2P-82 
2P-82 
XX-54 
XX-54 













2Ε-680 
2E-680 
AXJ=52 
χζ-ΤΤ 
Xz-17 
X2-78 
ΧΖ-79 
χζ-το 
XX-55 
XX-641 
ΧΧ- 641 
ΧΧ- 641 
ΧΧ-θ41 
X2-80 
xz-80 
ΧΖ-θ0᾽ 
ΧΖ-80 
ΧΖ-80 
ΧΖ-80 
ΧΖ-80 
2Η-198 
2H-198 
2H-198 
2H-198 
XX-642 
ΧΧ-56 
ΧΧ-56 
XX-643 
XX-643 
XX-643 
XX-643 
X2-81 
X2-81 
X2-81 
X2-82 
ΧΖ-82 
ΧΖ-82 
X2-82 
XZ2-82 
XZ2-82 
AXJ-53 
AXJ-53 
















AXJ=53 


AXJ=53 
AXJ=53 
AXJ-=53 
AXJ=53 
AXJ=53 
AXJ753 
AXJ=54 
2P-83 
2P-83 
2P-83 
2P-83 
2P-83 
2U-95 
20-95 
20-95 
20-95 
20-95 
20-95 
AXD-424 
AXD-424 
ΑΧΟ- 424 
XX-13 
ΧΧ-13 


AXJ=56 
AXJ=56 
AXJ=56 
AXJ=56 
AXJ=56 
AXJ-56 
AXJ=56 
AXJ=57 
AXJ-57 | 


969 





Section [88 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 





CLASS CODE : PART NUMBER 


R82NA 175-310222- 
175-310222- 
175-310222- 9 
175-310222- 11 
175-310222- 13 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310222- 
175-310223 
175-310223- 
175-310223- 
175-310223- 
175-310223- 
175-310223- 
175-310223- 
175-310223- 
175-310224- 
175-310224- 
175-310225 
175-310226- 
175-310226- 
175-310227 
175-310228 
175-310229 
2175-31023 
175-31023- 
175-310230 
175-310231 
175-310232 
175-310232- 
175-310233 


175-310235 
175-310235- 
175-310236. 
175-310236- 
175-310236- 
175-310236- 
175-310237 
175-310237- 
175-310237- 
175-310238- 
175-310238- 
175-210238- 
175-310238- 
175-310239- 
175-310239- 
175-310239- 
175-310239- 
175-310239- 
175-31024 
175-31024- 
175-31024- 
175-310240 
175-310240- 
175-310240- 
175-310240- 
175-310240- 
175-310240- 
.| 175-310241 
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175-310241- 
175-310241- 
175-310241- 
175-310241- 
175-310241- 
175-310241- 
175-310242 

175-310243 

175-310244 

175-310245- 
175-310245- 
175-310245- 
175-310245- 
175-310245- 
175-310245- 
175-310246 
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AXJ-51 
ΑΧ 51] R82NA 
AXJ=57 
AXJ-57 
AXJ=57 
AXJ=57 
AXJ-57 
AXJ=57 
AXJ-57 
AXJ=57 
AXJ=57 
AXJ=57 
AXJ=57 
AXJ=57 
AXJ=57 
AXJ-58 
AXJ-58 
AXJ-58 
AXJ-58 
AXJ=58 
AXJ-58 
AXJ-58 
AXJ-58 
XX-644 
XX-644 
XX-645 
XX-646 
XX-646 
XX=647 
AXJ=59 
XX-648 
XX-14 
XX-14 
XX-649 
XX-650 
XX-651 
"XX-651 
- 2P-84 


ΧΧ- 27 


2H-199 
2H-199 
ΧΖ-86 
X2-86 
X2-86]|. 
X2-86 
X2-86 
2E-681 
2E-681 
2E-681 
2U-96 
2U-96 
2U-96 
2U-96 
2U-96 
2U-96 
AXC-44 


AXC=44 
AXC= 446 
AXC-44 
AXC-44 


175-310247 

175-310247- 
175-310247- 
175-310247- 
175-310247- 
175-310248 

175-310249 

175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 


]175-310249- 


175-310249- 


175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-310249- 
175-31025 
175-31025- 
175-310250- 
175-310250- 
175-310251 
175-310252- 


|175-310252- 


175-310252- 
175-310252- 
175-310252- 


175-310252- 


175-310253 
175-310253- 
175-310253- 
175-310253- 
175-310253- 
175-310253- 
175-310253- 
175-310253- 
175-310253- 
175-310254 
175-310255 
175-310256 
175-310257 
175-310258 
175-31026 


175-310261 
175-310262 
175-310263 
175-310264 
175-310265- 
175-310265- 
175-310265- 
175-310265- 
175-310266- 
175-310266- 
175-310267- 
175-310267- 
175-3231027- 
175-31027- 
175-310276 
175-310276- 
175-310276- 
1757310277 
175-310278 
175-310280 
175-310281 
175-310282 
175-310283 
175-310284 
175-310285 
175-310286 
175-310287 
1757310288 
1757310289 
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X2-89 
X2-89 
X2-89 
X2-89 
X2-89 


2P-90 
25-90 
25-90 
25-90 
25-90 
2Ρ-90 
2P-90 
2P-90 
2P-90 
2P-90 
2P-90 
2P-90 
2P-90 
2P-90 
2P-90 
2Ρ-90 
20-90 
20-90 
2P-90 
2P-90 
2P-90 
2P-90 
XX-15 
ΧΧ-15 
ΧΧ-61 
XX-61 
ΧΧ- 624 
X2-90 
ΧΖ-90 
X2-90 
ΧΖ-90 
ΧΖ-90 
ΧΖ-90 
AXJ-62 
AXJ-62 
AXJ=62 
AXJ-62 
AXJ-62 
AXJ-62 
AXJ-62 
AXJ-62 
AXJ-62 
XX-655 


XX-656 
AXC-45 


XX-16 


AXC-46 
ΧΧ-659 
ΧΧ-660 


2£-683 
2Ε-683 
2E-683 
2£-683 


ha 


2P-91 

2P-91 

25-91 
2Ε-684 
AXC-48 
AXC-49 
AXD-55 
AXD-56 
AXD=-57 
AXD-58 
AXD-59 
AXC-50 
AXC=51 
AXC-52 
2E-685 
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Section 881 
ΑΝ O1-60AABA-4 Numerical index ef 


Contractor Parts 
E FIGURE [TOTAL | MICROFILM 85] FIGURE | TOTAL) MICROFILM 
39] AND INDEX | QTY. | NUMBER 8 5| AND INDEX| QTY. | NUMBER 















Museo NUMBER 
PART NUMBER 


STOCK NUMBER 


PART NUMBER 
















cont | 


CLASS CODE 















































































--- 310289- 3 “i i| 2E-685 - 3 
κ. Es re TE 
175-31029 1| Χζ-36 175-31043- 5 4| 2E-689 
175-310291 ed 175-31043- 7 2 | 28-689 
175-319292 2| 28-686 7 προς 
νε μία. 1 175-31045 4| ΧΧ-18 
175-310293- 3 1 175-31046 4 
175-310293- 5 l 175-31046- 3 4 
175-310293- 7 1 175-31046- 5 4 
175-310294 2 175-31047 8 | 2H-206 
175-310295 2 175-31047- 3 8] 2H-206 
; 175-310295- 3 1 175-31048 4| AXC=58 
R82NA 175-310296- 1 4 175-31049 2 20-50 
R82NA 175-310296- 2 4 175-31050 4| xx-19 
175-310297- 1 2 175-21050- 3 4| XX-19 
175-310297- 2 2 175-31050- 5 4| XX-19 
175-310298 1| 28-687 115-31052 m al XZ-45 
175-310299 l| 2E-688 175-31052- 3 - 48 4| XZ-45 
RIINA 175-2321020 4 2H-201 1A 175221052 127 - 33 1 XX-2602 
175-31030- 3 x1 2| 2Η-201 175-31054 M1 |127 - 30 1 |. 28-690 
175-31030- 5 x1 2| 2H-201 175-31055 M1 |127 = 31 1| xx-20 
175-31030- 7 xl 1| 28-201 115-31056 Μι |127 - 32 1] ΧΧ-21 
175-310300 89 . 1| 2H-202 132 - 36 
175-310301 Μα] 89 - 44 1| AXC-57 175-31057 Α1 121 - 12 1| xx-806 
175-31031 1| AXJ-64 175-31058 ; 127 = 11 1 |AXA-413 
175-31031- 3 M 1| AXJ=64 175-31058- 2 Τι - 31 1 ΙΑΧΑ- 413 
175-31031- 5 M1 1| AXJ-64| ΊΑΘ2ΝΑ 175-31058- 3 P |89 = 52] 6]AxA-413 
175-31031- 7 M1 1| AXJ-64 119 20 
175-31031- 9 M1 1| AXJ-64 126 - 16 
175-31021- 11 M1 1| AXJ~64] [Rg2nA  |175-31058- 5 P 2 |AXA-413 
175-31031- 15 M1 1| AXJ-64 175-31059 M|54 . 14| AXC-59 
175-31031- 15 M1 1| AXJ-64 175-31060 1| AXJ-68 
1757310317 17 Ml 1| AXJ-64 175-31060- 1 χι|128- i| 1| AXJ-68 
1275-31032 M1|131 = «7| 2| X2-38 175-31060- 2 X1 |128 1| AXJ-68 
175-31032- 3 M1 2| ΧΖ-38| R82NA 175-31061- 1 Pp |70- 3 1| XX-606 
175-31032- 5 Ml 2| _X2-381 [Rg2NA 175-31061- 2 P | το 1| XX-606 
175-31933 M1 1| 2H-203 175-31062 1| AXJ-69 
175-31033- 3 M1 1| 2H-203| [Rg2NA 175-31062- 1 P1|123 = 12 8| AXJ-69 |. 
175-31033- 5 M1 1| 2H-203 128 
175-31033- 6 Ml 1| 2H-203| RgaNA  |175-31062- 2 P1 |123 1| AXJ-69 
175-21033- 7 M1 1 ος 128 
175-31034 M1|131 ~ 15 1 A με N - P ο - 9 2 20-51 
175-31034- 3 M1 1| AxJ-65 |h92NA 175-31063- 3 M1 : 2| 20-51 
175-31034- 5 M1 λύμη: 175-31064 m1 | 70 -11| 2ἱ 20-52 
175-31034- 7 M1 1| AXJ-65 175-31064- 3 M|. 2| 20-52 
175-31034- 9 M 1131 - 25 2| AXJ-65 175-31065 M | 10 - 17 4| ΧΧ-25 
175-31034- 11 M [131 = 24) Σι AXJ~65) IRaana 175-31066 M1| 70 - 37 1| 2£-691 
175-31035 1| 28-76 175-31066- 3 M1 1 | 2Ε-691 
175-31035- 1 m1|130 = 47 i| 2P-76 175-31067 i| 2P-86 
175-31035- 2 mi|130 - 4e| 1| 2P-76|| > 175-31067- 1 x1l124 - 1 i| 2P-86 
175-31035- 3 Mp i| κά: 175-31067- 2 X1 |124 1| 2P-86 
1757310357 4 M1 1| 2P-76 175-31068 Xi|i25 - 1 1| 2P-87 
175-31025- 5 Mi 2| 2P-76 175-31069 Χα 121 - 1 1| 25-68 
175-31035- 7 M1 2 2P-76 175-31070 1 2P-89 
175-31035- 8 M1 21 2P-76 175-31070- 1 x1|126 - 1] 1| 2P-89 
175-21035- 9 M 2| 2P-76 175-31070- 2 Χ1 126 1| 2P-89 
175-31035- 11 Μι 2) 2P-76 175-31071- 1 MI 1| XX-608 
175-31035- 13 M |130 = 49 4 2P-76 175-31071- 2 M1 1| xx-608 
175-31035- 15 M |130 - 50 2| .2P-76 175-31071- 3 M1 1| xx-608 
175-31035- 17 M |130 = 51 2 2P-76 175-31071- 4 M1 1| XX-608 
175-31035- 19 M 2| 2P-T6 175-31072- 1 M1 1| XX-609 
175-31035- 21 M 2| 2P-76 175-31072- 2 M1 1| XX-609 
175731036 1| AXJ-67 175-31072- 3 M1 1 | ΧΧ-609 
R82NA 175-31036- 1 Ρ1|133 - 12 2| AXJ-67 175-31072- 4 M1 1| xx-609 
R82NAÀ 175-31036- 2 P1|133 2 AXJ=67 175-31073- 1 M1|121 - 34 2 2H-207 
175-31037- 1 A 1123” 1 1| 2H-204 175-31073- 2 M1|121 - 35 2| 2H-207 
175-31037- 2 A |133 1| 2H-204 175-31074- 1 M1 4| 2Η-208 
175-31037- 3 x1|133 - 2 1] 2H-204 175-31074- 2 M1 &| 2H-208 
175-31037- 4 A |133 1| 2H-204 1 |ΒΒΖΝΑ 175-31075- 1 Ml|ii9 - 13| 4| 2H-209 
(121098 P |132 - i12| 8| 2P-85) irgana  |175-31075- 2 M1 [119 4 | 28-209 
175-31038- 3 Ml 8| 2P-85||R82NA 175-31076- 1 M1 4| xz-49 
175-31038- 4 Μ1 8| 2P-85||R82NA 175-31076- 2 M1 . 4| Xz-49 
R82NA — |175-31038- 10 P 1132 12| 2P-85||Rg2NA  |175-31077- 1 Mi|ii9 - 62| ` 2| 2H-210 
RS82NA — |175731039- 1 P1|133 = 13|  2]| 2H-205||Re2NA  [175-31077- 2 M1|119 - 63| 2 | 2H-210 
R82NA 175-31039- 2 Ρ1|133 2| 2H-205 175-31078- 1 M11119 4| 2E-692 
R82NA 175-31040 p1|132 - 19| 4| AXD-61 115-31078- 2 Ml 119 4| 28-692 
175-31040- 5 X1{132 - 20| 4| AXD-61 175-51018-. 3 Mhi9- 7 al 2Ε-692 
175-31040- 7 MI ας ABD SBE 175-31078- 4 M1 [119 4| 25-692 
175-31041- 3 M1|132 - 30 2 x2-43 175-31079- i Ml 2 XX-511 
175-31041- 5 Mi|i32 - 42 2| xz-43 115-31079- 2 MI 2] xx-611 
175-319041- 7 M1 4 Χζ-43 175-31079- 2 Μ1 2 XX-611 
RB2NA 175-31042 P1/133 - 3| ὁ] XX-600 175-31079- 4 M1 2| xx-611 
R82NA 175-21043- 1 P |133 - 32 2| 2E-689 175-31080 Pi 1 
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175-31080- 3 2 175-31101- 23 1 
175-31080- 5 1 175-31i01- 25 1 
175-31081- 3 1| ΧΧ-26 175-31101- 27 3 
175-31081- 4 i| Χκ-26 175-31101- 29 1 
175-31082 l|AXA-414 175-31101- 31 1 
175-31082- 3 1|AXA-414 175-31101- 32 1 
175-31082- 4 l|AXA-414 175-31101- 35 1 
175-31083 1j XX-612 175-31101- 37 2 
175-31083- 5 1| XX-612 175-31101- 39 1 
175-31984 1| ΧΧ-27 175-31101- 41 4 
175-=31084- 3 1| xx-27 175-31101- 42 4 
175-31085 1 175-31101- 43 4 
175-31085- 3 1 175-21101- 45 4 
175-31086- 1 1| 2E-693 175-31101- 47 4 
175-21086- 2 1| 25-693 175-31101- 48 4 
175-31087- 1 1| xx-615 175-31101- 49 2 
175-31087- 2 1| XX-615 175-31101- 5C 2 
175-31087- 3 1| ΧΧ-615 175-31101- 51 8 
175-31087- 4 1| Xx-615 :|175-31101- 53 2 
175-31088 2| 2E-694 175-31101- 55 2 
175-31088- 3 1| 2E-694 175-31101- 57 1 
R82NA 175-31089- 1 1 175-31101- 59 1 
RB2NA 175-31089- 2 1 175-31101- 61 1 
175-31089- 3 1 175-31101- 63 1 
175-31089- 4 1 175-31101- 65 1 
R82HA 175-31090 2| xz-5i 175-31101- 67 1 
R82NA 175-31091- 1 1 ΧΖ-52 175-31101- 68 1 
R82NA 175-31091- 2 1| Xz-52 175-31101- 69 1 
R82NA 175-31092- 1 1| 28-211 175-31101- 73 1 
R82NA 175-31092- 2 1| 2H-211 175-31101- 74 1 
175-31092- 3 1| 2H-211 175-31101- 75 1 
175-31092- 4 1| 2H-211 175-31101- 76 1 
175-31093- 9 2 175-31101- 77 1 
175-31093- 11 2 175-31102 : 1 
175-31093- 13 2 
175-31094 1 175-31102- 3 1 
175-31094- 3 1 175-31102- 4 1 
175-31094- 5 1 175-31102- 5 1 
175-31094- 7 1 175-31102- 6 1 
175-31094- 9 1 175-31102- 7 1 
175-31094- 11 1 175-31102- € 1 
175-31094- 13 1 175-31102- 9 2 
175-31094- 15 1| 175-31102- 11 2 
175-31095 2| ΧΧ-28 175-31102- 13 4 
175-31095- 3 2| xx-28 175-31102- 15 4 
175-31096- 3 4| Xx-29 175-31102- 17 2 
175-31096- 5 6| xx-29 4 
175-31097- 3 2| 2Ε-695 175-31102- 4 
175-31097- 4 2| 28-695 175-31102- 23 2 
175-31097- 5 2| 25-695 175-31102- 25 2 
175-31097- 6 2| 2E-695 175-31102- 27 2 
175-31097= 7 2| 2E-695 175-31102- 29 1 
175-31097- 8 2| 2E-695 175-31102- 31 1 
175-31097- 9 2| 2E-695 175-31102- 33 1 
175-31097- 10 2| 2E-695 175-31102- 35 1 
175-31098- 5 2| XX-618 175-31102- 37 1 
175-31098- 5 8| XX-618 175-31102- 38 1 
175-31098- 7 2| XX-618 175-31102- 39 1 
175-31098- 9 8| XX-618 175-31102- 40 1 
175-31099 1 175-31102- 42 1 
175-31099- 3 1 175-31103- 1 1 
175-31099- 5 1 175-31103- 2 1 
175-31099- 7 1 175-31103- 3 1 
175-31099- 9 1 175-31103- 5 1 
175-31099- 11 1 175-31103- 7 22 
175-31099- 13 1 9 2 
175-31099- 15 1 11 1 
175-31099- 17 1 175-31103- 13 1 
175-31101 1 175-31103- 15 1 
175-31103- 17 2 
175-31101- 3 1 175-31103- 18 1 
175-31101- 4 1 175-31103- 19 1 
175-31101- 5 2 175-31103- 21 1 
175-31101- 7 1 175-31103- 23 1 
175-31101- 9 2 175-31103- 24 1 
175-31101- 11 1 175-31103- 25 1 
175-31101- 12 1 175-31103- 27 1 
175-31101- 13 1 175-31103- 29 2 
175-31101- 15 1 175-31103- 31 4 
175-31101- 17 1 175-31103- 33 1 
175-31101- 18 1 175-31103- 41 4 
175-31101- 19 1 175-31104 1 
175-31101- 20 1 175-31104- 3 1 
175-31101- 1 175-31104- 5 1 
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175-31104- 7 M1 i| 2Ρ-96 ais us "uc 
175-31104- 9 1 1781311072 37 2| 2P-98 
175-31104- 10 i 175-31107- 39 2] 2Ρ-98 
175-31104- 11 1 175-31107- 41 1j 25-98 
175-31104- 13 2 175-31107- 43 i| 2P-98 
175-31104- 15 2 175-31107- 45 i| 2P-98 
175-31104- 17 2 [175-31107-.46 i| 2P-98 
175-31104- 19 1 175-31107- 47 1| 2P-98 
ο τος 5l : 175-31107- 49 2| zP-98 

κ 8 175-31107- 51 1| 2P-98 
175-31104- 25 2 175-31107- 53 2| 2Ρ-98 
κ ΕΙ 2 175-31107- 57 2| 2P-98 
17531104 23 2 175-31107- 59 2| 2P-98 
ΜΕ. 1 175-31107- 61 2| 2P-38 
175-31104- 33 1 175-31107- 63 4| 2P-98 
175-31104- 35 1 175-31107- 65 2| 2P-98 
diui 1 175-31107- 67 2| 2P-98 
175-31105- 3 1 175-31107- 69 2| 2P-98 
iro iiam 3s 1 175-21107- 71 1| 20-98 
1757211037 ὦ ^ 2 ii»-»lioí- 73 ΓΗ i| ἐρ-98 
175-31105- 7 i 1 175-31107- 75 M1 2| 20-98 
175-31105- 8 Mi 1 175-31108 41 153 1 
175-31105- 3 a 1 175-31108- 3 M1 1 
175-31105- 10 M1 1 175-31108- 5 M1 1 
175-31105- 11 M1 1 175-31108- 6 ML 1 
175-31105- 13 M1 T 175-31108- 1 M1 1 
175-31105- 15 M1 2 175-31108- 9 41 9 
175-31105- 17 Ml 1 175-31108- 11 M1 1 
175731105- 19 M1 2 175-31108- 13 Ml 1 
175-31105- 21 M1 2 175-31108- 15 M 1 
175-31105- 23 M1 2 175-31108- 16 141 1 
175-31105- 25 M1 1 175-31108- 17 M1 1 
175-31105- 27 Hl 4 175-31108- 19 541 12 
175-31105- 29 M1 4 115-31108- 21 ΜΙ 1 
175-31105- 31 M1 6 175-31108- 23 M1 à 
175-31105- 235 M1 2 175-31108- 26 ML 1 
175-31105- 37 Hl 1 175-31109 152 REF | 2P-99 
175-31105- 39 ~I, 1 175-31109-201 1| 2P-99 
175-31105- 41 M1 1 175-31110 153 - 18 1| AXJ-74 
175-31105- 45 Ml 2 175-31110- 3 M1 1 | AXJ-74 
175-31105- 47 M1 2 175-31110- 9 M1 1| AXJ-T4 
1757311057 49 Hl 1 175-31110- 23 M1 1| AXJ-74 
175-31105- 51 M1 1 175-311102 M1 1| 2H-212 
175731105- 53 Ml 1 175-311102- 3 Ml 1| 2H-212 
175-31105- 55 Ml 1 175-311102- 5 M1 1| 2H-212 
115-31105- 56 Bl 1 175-311102- 7 M1 1| 2H-212 
175-31105- 57 Al 2 R82NA 175-311103 1| AXD-63 
175-31105- 59 M1 1 175-311104 M1 1| 2P-97 
115-31105- 61 M1 1 R82NA 175-311105 1| AXD-64 
175-31105- 63 M1 1 u 175-311106- 1 M1 1 
175-31105- 65 M1 1 175-311106- 2 MI 1 
1757311057 67 2 175-311106- 3 M1 1 
175-31105- 69 AL 2 175-311106- 4 M1 1 
175-31105- 71 M1 y 1 175-311106- 5 M1 1 
175-31105- 73 M1 1 175-311106- 6 M1 1 
175-31105- 75 2 175-311106- 11 Ml 1 
173231106 rj 49560 175-311106- 12 Ml 1 
175-31106- 3 Ml 2| AXC-50 275-311107 1l axc-61 
175-31106- 5 Ml 7| AXc-60 175-311107- 1 M1 1| AXC-61 
175-31106- 7 M1 2| AXC-60 175-311107-* 2 MI 1| AXC-61 
175-31106- 9 M1 1| AXC-60 175-311108 M1 1 
175-31106- 11 MI 2| AXC-60 175-311108- 5 M1 1 
175-31106- 13 Ml 2| AXC-60 175-311108- 7 Ml 1 
175-31106- 17 Ml 1| AXC-60 175-311109 16 1] 2P-100 
175731107 Hl 1| 2P-38 175-311109- 3 M1 1| 2P-100 
175-3231107- 3 M1 1 2P-98 175-311109- 5 M1 1] 2P-100 
175-31107- 4 M l| 25-98 175-211109- 7 M1 1| 2P-100 
1757-31107- 5 ML 2| 2P-98 175-311109- 9 Μα 1| 2P-100 
175-31107- 7 Hl 4| 2P-98 175-311109- 11 1| 2P-100 
175-31107- 9 Ml 2| 20-98 175-311109- 13 1] zP-100 
175-31107- 10 M1 i| 25-98 175-311109- 15 Ml 1| 2P-100 

ν 175-31107- 11 Hl 1 2P-98 175-311109- 17 1 2P-100 
175-31107- 13 M1 i| 2P-98 175-311109- 19 1| 2P-100 
175-3110 1- 15 +11 2 2P-98 175-311109- 21 1| 2P-100 
175-31107- 17 HI 2 2P-98 175-311109- 23 1 2P-100 
175-31107- 13 Hl 1| 20-38 175-311109- 25 Ml 1| 2P-100 
17973110721 MY l| 20-58 175-311109- 27 M1 1| 2P-100 
175-31107- 23 Hi 3| 2P-98 175-311109- 29 141 1| 2P-100 
175-31107- 25 Hl i| 2P-38 175-311109- 31 Ml 1| 2P-100 
175-31101- 27 BL 2| 20-38 175-311109- 33 M1 1| 2P-100 
175-31107- 29 M1 2| 2P-98 175-311109- 35 1| 2P-100 
175-31107- 31 141 i| 25-98 175-311109- 37 1| 2P-100 
175-31107- 33 m1 2 2P-93 175-311109- 39 1 2P-100 
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175-311109- 1| 2P-100 2 z P-103 
175-311109- 1| -2P-100 175-31115- 8 2 | 2P-103 
175-311109= 2| 2P-100 175-31115- 7 -2 | 2P-103 
175-311109- 1| 2P-100 175-31115- 8 2| 2P-103 
175-311109- l| 2P-100 175-31115- 9 1| 2P-103 
175-311109- 1| 2P-100 175-31115- 10 1| 2P-103 
175-311109- l| 2P-100 175-31115- 11 1| 2P-103 
175-311109- 1| 2P-100 175-31115- 12 1| 2P-103 
175-311109- 1| 2P-100 175-31115- 13 2| 2P-103 
175-311199= 1 175-31115- 15 1| 2P-103 
175-311109- 1 175-31115- 16 1| 29-193 
175-311109- 1 175-31115- 17 1| 2P-103 
175-311109- 1 175-31115- 18 1| 2P-103 
175-311109- i 175-31117 REF | 2P-104 
175-311109- 1 175-31117- 3 1| 2P-104 
175-211109- . 175-31117- 9 1| 2P-104 
175-311109- 1 175-31118 1| 2P-105 
175-311109- € 1 175-31118- 3 1| 2P-105 
175-311109- 1 175-31118- 5 1| 2P-105 
175-311109- 1 175-31118- 7 1| 20-105 
175-311109- i 175-31118- 6 1| 2P-105 
175-311109-101 1 175-31118- 9 1| 2P-105 
175-311109-201 1 175-31118- 11 1| 2P-105 
175731111 2 175-31118- 13 1| 2P-105 
i 175-31118- 15 1| 2P-105 
175-31118- 16 2| 2P-105 
175-311110- 1 175-31118- 17 1| 2P-105 
175-311110- 1 175-31118- 19 1| 2P-105 
175-311110- 1 175-31118- 21 1| 2P-105 
175-311110- 1 175-31118- 23 1| 2P-105 
175-311110- 1 175-31118- 25 1| 2P-105 
175-311110- 1 175-31118- 27 1 | 2P-105 
175-311110- 1 175-31118- 29 1| 2P-105 
175-311110- 1 ]175-31118- 31 1] 2P-105 
175-311110- 1| 2P-101 175-31118- 53 1| 2P-105 
175-311110- 1| 2P-101 175-31118- 35 1| 2P-105 
175-311110- 1| 2P-101 175-31118- 39 1| 2P-105 
175-311110- 1| 2P-101 175-31118- 41 1| 2P-105 
175-311110- 1| 29-101 175-31118- 43 2| 2P-105 
175-311110- 1| 2P-101 175-31118- 45 1| 2P-105 
175-311110- 1| 2P-101 175-31118- 47 1| 2P-105 
175-311110- 1) 25-101 175-51118- 49 1| 29-105 
175-311119- 1| 2P-101 175-31118- 51 1| 2P-105 
175-311110- 1| 2P-101 175-31118- 53 1| 2P-105 
175-311110- 1| 2P-101 175-311185 11 2P-106 
175-311119- 2| 2P-101 

175-311110- 2| 2P-101 175-311185- 3 1| 2P-106 
175-311110- 2| 2P-101 175-311185- ὦ 1| 2P-106 
175-311110- 3| 2P-101 175-311185- 5 1| 2P-106 
175-311110- 3| 2P-101 175-311185- 6 1| 2P-106 
175-311110- 2| 2P-101 175-311105- 8 1| 2P-106 
175-311110- 2 175-311185- 9 2| 2P-106 
175-311110- 4 175-311105- 11 4| 2P-106 
175-311110- 2 175-311185-101 1| 2P-106 
175-311110- 2 175-31119 1| 2P-107 
175-311110- 2 175-31119- 3 1| 2P-107 
175-311119- 2 175-3111959- 5 1| 2P-107 
175-3111109- 2 175-311219- 7 1| 2P-107 
17573111107 3 175-31119- 9 1| 2P-107 
175-311110- 3 175-31119- 37 1| 2P-107 
175-311110- i 175-31120 1|AXN-228 
175-311110- 1 175-31120- 3 1 ΙΑΧΝ-228 
175-311110- 75 1 175-31120- 5 1 |AXN=228 
175-311110-101 1 175-21120- 7 1 JAXN-228 
175-311110-201 1 175-31120- 9 1 |ΑΧΝ-228 
175-31120- 10 1 |AXN-228 

175-211111 6 175-31120- 11 1 

1757311112- 2 175-31120- 12 1 

175-311112- 2 175-31120- 14 1 
175-311114 1 175-31120- 15 1 [AXN-228 
175-311115- 2 175-31120- 16 1 ΙΑΧΗ- 228 
175-311115- 2 175-31120- 17 1 ΙΑΧΝ-228 
175-31112 1 175-31120- 18 1 ]ΑχΗ- 228 
175-31112- 1 175-31120- 19 1 JAXN~228 
175-31112- 1 175-31120- 20 1 ΙΑΧΝ- 228 
175-31113 1 175-31129- 21 1 JAXN-228: 
R82HA 175-31113- 1| 2P-102 175-31120- 23 1lAXN-228 
R82NA iT59531113- i| 2P-102 175-31120- 25 1 ΙΑΧΝ- 228 
175-31114 l| ΧΖ-92 175-31120- 26 1 [AXN-228 
175-31115 1| 2P-103 175-31120- 27 1 JAXN-228 
175-31115- i| 2P-103 175-31120- 25 1 JAXN~228 
175-31115- 1| 2P-103 175-31120- 31 1 [AXN-228 
175-31115- 1| 2P-103 175-31120- 32 1 JAXN-228 
175-31115- 1| 2P-103 2 1 JAXN-228 
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175-31120- 35 Ml 1|Axh-228 175-31123- 37 1] 20-109 
175-31120- 37 1 175-31123- 38 1| 2P-109 
175-31120- 39 1 175-31124 REF | 2P-110 
175-31120- 41 1 175-31124- 3 1| 2P-110 
175-31120- 42 1 175-31124- 5 1| 2P-110 
175-31120- 43 1 175-31124- 7 1| 2P-110 
175-31120- 44 1 175-31124- 9 1| 2P-110 
175-31120- 45 l 175-31124- 10 1| 2P-110 
175-31120- 47 2 175-31124- 11 1| 2P-110 
175-31120- 49 2 175-31124- 12 1| 2P-110 
175-31120- 53 1 175-31124- 13 1| 2P-110 
175-31121 REF 175-31124- 14 1| 2P-110 
175-31121- 3 1 175-31124- 15 1| 2P-110 
1757311217 4 1 175-31124- 16 1| 2P-110 
175-31121- 5 1 175-31124- 17 1| 2P-110 
175-31121- 6 i 175-31124- 18 1| 2P-110 
175-31121- 7 1 175-31124- 19 1| 2P-110 
175-31121- 8 1 175-31124- 20 1| 2P-110 
175-31121- 9 h 1 175-31124- 21 i 1] ?P-110 
11551111” 19 Hl 1 175-31124- 23: Ml 1| 29-110 
175-31121- 11 Hl 1 175-31124- 25 Hl 1] 2P-110 
175-31121- 13 Hn 1 175-31124- 27 11 2| 2P-110 
175-31121- 14 Hl 1 175-31124- 31 M1 1| 2P-110 
175-31121- 15 Hl 1 175-31125- 1 ni 1| 2P-111 
175-31121- 16 Ml 1 175-31125- 2 Ml 1| 2P-111 
175-31121- 17 Hl 1 175-31125- 3 Ml 1| 2P-111 
175-31121- 18 Hl l 175-31125- 4 42 1| 2P-111 
175-31121- 19 Mh 1 175-31125- 5 Μ1 1| 2P-111 
175-31121- 21 M1 1 175-31125- 6 Hl 2| 20-111 
DU gr ditis "1 1 175-31125- 9 141 1| 2P-111 
175-31121- 25 MI 1 175-31125- 11 M1 1| 2P-111 
175-31121- 26 Hl 1 175-31125- 13 Hl 1| 2P-111 
175-31121- 27 MI 1 175-31125- 15 mi <1] 2P-111 
175-31121- 28 nl 1 175-31125- 17 Hl 1| 2P-111 
175-31122 Ml 1| 2P-108 175-31125- 19 M1 1] 2P-111 
175-31122- 3 Hl 1| 2P-108 175-31125- 21 Ml 1| 2P-111 
175-31122- 4 141 1| 2P-109 175-31126 1 AXE-2 
175-31122- 5 Hl 1| 2P-108 175-31126- 1 Ml 1| AXE-2 
175-31122= Ὁ Ml 1| 2P-108 175-31126- 2 M1 1 AXE-2 
175-31122- 7 M1 1| 2P-108 175-31127 M1 1 2U-97 
175-311227 3 Hl 1| 2P-106 175-31127- 1 y 1 2U-97 
175431122- 9 Μ1 1| 2P-108 A 175-31127- 2 1 2U-97 
175-31122- 10 M1 1| 2P-108 175-31127- 3 Mi 1 2U-97 
1754311227 11 M1 1| 2P-108 175-31127- 5 M1 1 20-97 
175-31122- 12 MI 1| 2P-108 175-31127- 7 M1 1 2U-97 
175-31122- 13 Ml 1| 2F-108 175-31128 M1 1 20-98 
175-31122- 14 151 1 2P-108 175-31128- 3 M1 1 2U-98 
175-31122- 15 M1 1| 2P-108 175-31128- 5 M1 1 2U-98' 
175-31122- 16 md 1| 2P-108 175-31128- 7 Ml 1| 20-98 
175-31122- 17 MI 1| 2P-108 175-31130 1] 2P-112 
175-21122- 18 M1 1| 2P-108 175-31130- 1 xi 1| 2P-112 
175-31122- 1° Hi 1| 29-108 175-31130- 2 X1 1| 2P-112 
175-31122- 20 $ 1| 2P-108 175-31130- 3 M1 1| 2P-112 
175-31122- 21 M1 1| 2P-108 175-31130- 4 M1 1| 2P-112 
175-31122- 22 El 1| 2P-108 175-31130- 5 M1 1| 2P-112 
175-31123 * |116 REF| 2P-109 175-31130- € M1 1| 2P-112 
175-31123- 3 Hl 1| 2P-10? 175-31130- 7 m1 1| 2P-112 
175-31123- 5 M1 1| 2P-109 175-31130- 8 M1 1| 2P-112 
175-31123- 7 " 1| 2P-109 175-31130- 9 M1 1| 2P-112 
175-31123- 9 n 1| 2P-109 175-31130- 10 M1 1| 2P-112 
175-31123- 19 m1 1| 2P-109 175-31130- 11 M1 1| 2P-112 
175-31123- 11 Ml 1| 2P-109 175-31130- 12 M1 11 2P-112 
175-31123- 13 iil 1| 2?-109 175-31130- 13 M1 1l 2P-112 
175-31122- 14 “l lj 2P-109 175-31130- 14 M1 1] 2P-112 
175-31123- 15 Mi l| 2P-109 175-31130- 15 Ml 1| 2P-112 
175-31123- 16 Hl 1| 25-108 175-31130- 16 Ml 1| 29-112 
1757311237 17 M1 l| 2P-109 175-31130- 17 Ml 1] 2P-112 
175-31123- 18 Ml 1| 28-109 175-31130- 18 M1 1| 2P-112 
175-31123- 19 Ml 1| 2P-109 175-31131- 1 MI i| 2H-213 
175-31123- 20 Ml 1| 2P-109 175-31131- 2 MI il 2H-213 
175-31123- 21 41 1| 2P-109 175-»11:31- 3 Mi 1] 2H-213 
άν ohare MI σα 175-31131- 4 Ml 1| 28-213 
175-31123- 23 H 1| 2P-109 RS2NA 175-31132 Pi 1 XZ-94 
175-31123- 24 Ml 1| 2P-109 175-31132- 2 xi i| xz-94 
175-31123- 25 M1 i| 2P-109 175-31132- 5 M1 1 XZ-94 
175-31123- 26 Hl 1| 2P-105 175-31133 1lAXN-229 
175-31123- 27 Μ1 1| 2P-109 175-31133- 1 M1 1 ΙΑΧΝ- 229 
175-31123- 28 Η1 1| 2P-109 175-31133- 2 Ml 1 |AxN-229 
175-31123- 29 Μι 2| 2P-103 175-31133- 3 M1 1 ΙΑΧΝ- 229 
175-31123- 31 M1 1| 2P-109 175-31133- 4 M1 1|AXN-229 
175-31123- 32 M1 1| 2P-109 175-31133- 5 M1 2 |AXN-229 
175-31123- 35 2| 28-109 175-31133- 7 141 1 |AXN-229 
1754311237 35 “1 1| 2P-109 175-31133- 8 Mi 1|AXN-229 
175-31123- 26 Al 1| 28-7109 175-31133- 5 M1 1 |AXN-229 
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Section Tl 
Numerical Index of AN 01-69 AABA-4 


Contractor Parts 
STOCK NUMBER 28 FIGURE  |TOTAL| MICROFILM 
CLASS CODE PART NUMBER 39] AND INDEX| QTY. | NUMBER 


Yi NE NUMBER FIGURE |TOTAL ον 
AND INDEX | QTY. 
2U-100 


PART NUMBER ABER 
2U-100 


ee oe 19 
|175-31133- 11 
175-31133- 12 - 
175-31133- 13 20-100 
175-31133- 2U-100 
175-31133- 2U-100 
175-31133- 2U-100 
175-31133- ΧΖ-98 
175-31133- ΧΖ-98 
175-31133- X2-98 
175-31133- ΧΖ598 
175-31133- ΧΖ-98 
175-31133- X2-98 
R82HA 175-31134 X2-98 
175-31134- - 
175-31134- X1-98 
175-31134- AXE=7 
175-31134- ΑΧΕ-Τ 
175-31134- AXE-7 
175-31134- AXE-7 
175-31134- AXE-7 
|1175-31134- ΑΧΕ-Τ 
175-31134- ΑΧΕ-7 
ΑΧΕ-7 
AXE=7 





ΑΚΝ- 223 
ΑΧΝ- 225 
ΑΧΝ-229 
ΑΧΗ-2239 
AXi-229 
ΑΧΝ- 229 
AXN-229 
AXi-229 
AXN-229 
ΑΧΗ- 229 
ΑΧΝ- 229 
ΑΚΝ- 229 
AXNT-229 
ΑΧΡ-65 
AXD-65 
AXD-65 
ΑΧΌ-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
AXD-65 
ΧΖ-96 
XZ-96 
ΧΖ-96 
AZ2-96 
Χζ-96 
Χζ-96 
ΧΖ-96 
XZ=9.7 
X2-97 
XZ-97 
x2-97 
ΧΖ-97 
x2-97 
XZ-97 
XZ-97 
2P-113 
22-113 
2P-113 
2P=113 
2P-113 
2P-113 
2P-113 
2P-114 
2P-114 
2P-114 
2P-115 
2P-115 
2P-115 
2P-115 
2P=115 
2P-115 


175-31142- 
175-31142- 
175-31142- 
175-31142- 
175-31142- 


WrOON UW 


Bee 


175-31143 
175-31143- 
175-31143- 
175-31143- 
.|175-31143- 
175-31143- 


on πο 


175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31144- 
175-31145- 
175-31145- 


175-31134- 
175-31134- 
175-31134- 2 
175-31134- 
175-31134- 
175-31134- 
175-31134- 
175-31134- 
R82NA 175-31134- 
R82NA 175-31134- 
175-31134- 
175-31134- 
175-31134- 
175-31134- 
175-31134- 
R82NA 175-31134-101 
175-31135- 
|1175-31155- 
1757311357 
175-31135- 
175-31135- 
175-31135- 
175-31135- 
175-31136- 
175-31136- 
175-31136- 
175-31136- 
175-31136- 
175-31136- 
175-31136- 
175-31136- 
175-31137 
175-31137- 
175-31137- 
175-31137- 
175-31137- 
175-31137- 
175-31137- 
175-31138 
175-31138- 
175-31138- 
175431139 
175-31139- 
175-31139- 
175-31139- 
175-31139- 
1155311395 
17523115399 
1757311539- 
175-31139- 
175-31139- 
175-21159- 
175-31140 
175-31141 
175-31141- 
175-31141- 
175-31141- 
175-31141- 
175-31141- 
175-31141- 
175-31142 


PR 12 1} ED Εν 3 52 1-3 A 1} IS I E I. A ED. ασ E IO {3 d ars 


AXE-7 
AXE-7 


Io I9 ΟΡΟ ΟΟ« ΟΦ ο» 


2E-699 
2E-699 
X2-100 
ΧΖ-100 
2H-214 
XX-64 
XX-64 
XX-64 


NeW 


175-31147- 
175-31148 
175-31149 
175-31149- 
175-31149- 
175-31150 
175-31151 
175-31152 
175-31152- 
175931152 
175731152» 
175-31152- 
175-31152- 
175-31153 
175-31153- 
175731154 
175231155 
175731156 
175-31156- 
175-31156- 
175-31156- 
175-31156- 
175-31156- 
175-31156- 
175-31156- 
175-31157 
175-31158 
175-31159 
175-31161 
475-31161= 
175-31161- 
175-31162 
175-31163 
175-31164 
175-31164- 
175-31165- 
175-31165- 
175-31165- 
175-31165- 
175-21166 
11511815 
175-31167- 
175-31167- 
175-21167- 
175-31167- 
175-31168 
175-51166- 
175-31168- 
-1175-31168- 
175-31163- 


ΧΖ-102 
AXJ-90 
AXJ-790 
AXJ-90 
AXJ-90 
AXJ-90 
AXJ-90 
ΧΖ-103 
ΧΖ-103 
ΑΧς-63 
2Ε-700 
2E-701 
2E-701 
2E-701 
2E-701 
2E-701 
2E-701 
2E-701 
2E-701 
XX-666 

20-53 

20-54 
2E-702 
2E-702 
2E-702 

20-55 

20-56 

20-57 

20-57 

2D-58 

2D-58 

20-58 

2D-58 
AXC-64 
2H-215 
2H-215 
2H-215 
2H-215 
2H-215 
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1 
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6 
4 
2 
1 
1 
1 
1 
1 
1 
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1 
1 
1 
1 
1 
2 
1 
1 
2 
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σι NUMBER F 


PART NUMBER 


ease cont 31169 
175-31169- 
175-31169- 
175731170 














ww 


175-311 
175-311 
175-311 





















175-31170- 175-311 
175-31] 
175-31170- 5 
175-31170- 7 
175-31170- 9 
175-31170- 11 
175-31170- 13 175-311 
175-31170- 15 
175-31170- 19 
175-31170- 21 
175-31170-101 175-311 
175-31170-103 
175-31170-107 
175-31170-109 M1 
175-31171 M1]152 - 7 
175-31172 M1|152 - 11 
175-31173 M1|152 - 12 
RB2NA 175731174 P1|153 - 25 
175-31174- 3 M1 
175-31175 Ml|is2 - 6 
175-31176 * | 76- 1 
i 17 
175-31176- 3 M1 
175-31176- 5 M1 
175-31176- 7 M1 
175-31176- 9 M1 
175-31176- 11 M1 
175-31176- 13 M1 
175-31176- 15 M1 
175-31176- 17 M1 
175-31176- 19 M1 
175-21176- 21 M1 
175-31176- 23 Μι 
175-21176- 25 M1 
175-31176- 27 M1 
175-31176- 29 M1 : 
175-31176- 31 M| 77 - 1 
175-31177 M1 
175-31177- 3 M1 
175-31177- 5 M1 
175-31177- 7 41 
175-31177- 9 M1 
175-31177- 10 M1 
175-31177- 11 M1 
175-31177- 12 M1 
175-31177- 13 M1 
175-31177- 14 M1 
175-31177- 15 M1 
175-31177- 17 M1 
175-31177- 19 M1 
175-31177- 20 11 
175-31177- 21 M1 
|175-21177- 23 M1 
175-31177- 25 M1 
175-31177- 27 M1 
175-31177- 29 M1 
175-31177- 31 M1 
175-31177- 32 M1 
175-31177- 33 M1 
175-31178 M1 
175-31178- 3 M1 
175-31178- 5 M1 
175-31178- 7 M1 
175-31178- 8 M1 
175-31178- 9 M1 
175-31178- 11 M1 
175-31178- 12 Μι 
175-31178- 14 M1 
175-31178- 16 M1 
175-31178- 17 M1 
175-31178- 19 M1 
175-31178- 20 M1 
175-31178- 21 M1 
175-31179 M1 
175-31179- 3 M1 
175-31179- 5 M1 
175-31179- 7 M1 
175-31179- 9 M1 
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FIGURE  |TOTAL|MICROFILM 
AND INDEX | QTY. | NUMBER 


ΑΝ 01-60AABA-4 







CLASS CODE 










2H-216 
2H-216 
2H-216 


175-31179- 
175731180 

175-31180- 
175-31180- 
175-31180- 
175-31180- 















i 
0-103 
0-107 
0-10} 












o- 1{ i us 
1| 2H-217 175-31180- 
1| 2H-217 175-31180- 
1| 2H-217 175-31181 

"A 2H=217 175-21181- 

175-31181- 
e AE 175-31181- 
175-31181- 
1| 2H-217 175-31181- 

O-105 — 175-31181- 
1| 2H-217 175-31181- 
l| 2H-217 175-21181- 1 
1| 2H-217 175-31182 
1| ΧΖ-107 175-31182- 
l| XX-668 175-31183 
1| 20-59! Rg2NA 175-31184 
i mls 175-21185 

> 175-31186 
1 2F-1 175-31187 
REF| AXJ-91 ος αρα 
175-31187- 
A ας. 175-31188- 
= 175-31188- 
1| AXJ=91 175-31189- 
1| AXJ-91 
1| AXJ-91 
ab 175-31189- 
2| AXJ-91 175-31190 
1| AXJ-?1| [282NA 175-31191 
1! AXJ-91 175-31191- 
1| AXJ-91 175-31191- 
1| AXJ=91 175-31191- 
1| AXJ-91 175-31191- 
1| AXJ-91| [Rg2NA 175-31192 
1| AXJ-91 115-31182- 
1| AXJ=91 175-31192- 
1| 2P-116 175-31192- 
1| 2P-116 175-31192- 
1| 2P-116 175-31192- 
i| 2P-116 175-31192- 
1| 2P-116 175-31192- 
1| 2P-116 175-31193 
1| 2P-116 175-31193- 
1| 2P-116 175-31193- 
: ΚΡ 175-31193- 
τ 175-31193- 
4| 2P-116 175-31193- 
2| 2P-116 175-31193- 
1| 2P-116 175-31193- 
1) 2P-116 175-31193- 
1| 2P-116 175-31193- 
1| 2P-116 175-31193- 
AEE 175-31193- 
175-31193- 
2| 2P-116 175-31193- 
1| 28-116 175-31193- 
1| 2P-116 175-31193- 
1| 2P-116 175-31193- 
1| 2P-117 175-31193- 
1| 2P-117 175-31193- 
1 ze 175-31193- 
z 175-31193- 
1| 2P-117 175-31193- 
2| 2P-117 175-31193- 
1| 2P-117 175-31193- 
1| 2P-117 175-31193- 
1| 2P-117 175-31193- 
1| 2P-117 175-31193- 
1| 2P-117 175-31194 
1| 2P-117 175-31194- 
1| 2P-117|. 175-31194- 
1| 2P-117 175-31194- 
1| 2P-118 175-31194- 
1| 2P-118 175-31194- 
1| 2P-118 175-31194- 
1| 2P-118 175-31194- 
1| 2P-118 175-31194- 
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PART NUMBER 
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Contractor Parts 


28 FIGURE | TOTAL MICROFILM 
89| AND INDEX | QTY. 


2P-118 
AXJ-95 
AXJ-95 
AXJ-95 
AXJ-95 
AXJ=95 
AXJ-95 
AXJ-95 
AXJ-95 
AXJ-95 
AXJ-96 
AXJ-96 
AXJ-96 
AXJ-96 
AXJ-96 
AXJ-96 


|AXJ-95 


AXJ-95 


CAN denk 


2H-219 
2H-219 
ΧΖ-110 
XX-670 
AXJ-97 

XX-72 


2H-220 
2H-220 
ΧΖ-112 
2H-221 


2H-221 
ΧΖ-112 

2-113 
ΧΖ-113 
X2-113 
ΧΖ-114 
X2-114 
2H-222 
2H-222 
2H-222 
2H-222 
2H-222 
2H-222 
2H-222 
2H-222 


2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 


9TT 





Section Ill 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 


PART NUMBER 


175-31194- 14 
175-31194- 15 
'175-31194- 16 
175-31194- 17 
175-31194- 19 
175-31194- 21 
175-31194- 23 
175-31194- 25 
175-31194- 27 
475-31194- 29 
175-31194- 31 
175-31194- 33 
175-31195 
175-31196 
175-31197 
175-31197- 
175-31197- 
175-31199 
175-31199- 
175-31199- 
175-31199- 
175-31199- 
175-31200 ` 
175-31201 


175-31201- 3 
175-31201- 

175-31201- 7 
175-31201- 11 
175-31201-201 


175-31202 
175-31202- 
-|175-31202- 
175-31202- 
175-31203 
175-31203- 
175-31203- 
175-31204 
175-31205 
175-31206 
175-31207 
175-31208- 
175-31208- 
175-31208- 
175-31208-. 
175-31208- 
175-31208- 
175-31208- 
175-31208- 
175-31208- 
175-31208- 
175-31208- 
175-31208- 
175-31209 
175-31210 
175-31210- 
175-31210- 
175-31210- 
175-312101 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-312101- 
175-31211 
175-31212 
175-31213 
475-31214- 
175-31214- 
175-31214- 
175-31214- 
175-31214- 
175-31214- 
175-31215- 
175-31215- 
175-31215- 
175-31215- 
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AN 01-60AABA-4 


FIGURE 
AND INDEX 


mn... 


ein 
NUMBER 


2P-119 
“2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
2P-119 
ΧΧ-73 
2Ρ-120 
AXJ-100 
AXJ-=100 
AXJ=100 
AXC-65 
AXC-65 
AXC-65 
AXC-65 
AXC-65 
XX-T4 
2P-121 


2P-121 
2P-121 
2P-121 
2P-121 
2P-121 


2H-223 
2H-223 
2H-223 
2H-223 
2H-223 
2H=223 
2H-223 
2H-223 
2H-223 
2H-223 
2H-223 
2F-5 
XY-8 
XY-8 
XY-8 
XY-8 
2P-122 
2Ρ-122 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2P-122 
2H-224 
XY-9 
XY-10 
2H-225 
2H-225 
2H-225 
2H-225 
2H-225 
2H-225 
2H-226 
2H-226 
2H7226 
2H-226 








CLASS CODE 


R82NA 


STOCK NUMBER 
PART NUMBER 


175-31215- 
175-=31215- 
175-31216- 
175-31216- 
175-31216- 
175-31216- 
175-31217 

175-31218 

175-31219 

175-31219- 


175-31220- 
175-31220- 


1175-31220- 


175-31220- 
175-31220- 
175-31220- 


(175-31220- 


175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220- 
175-31220-101 
175-31220-103 
175-31220-105 
175-31220-107 
175-31220-109 
175-31220-111 
175-31220-113 
175-31220-115 
175-31220-117 
175-31220-119 
175-31220-121 
175-31220-123 
175-31220-125 
175-31220-127 
175-31220-129 
175-31220-131 
175-31220-133 
175-31220-135 


175-31220-137 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 





Revised 


2Η-226 
2Η-226 
2F-6 
2F-6 
2F-6 
2F-6 
ΧΥ-12 
ΧΥ-13 
2Ε-7 
2F-7 
2F-7 
2F-7 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2Ρ-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 
2P-123 


1 
1 
3 
3 
i 
l 
1 
4 
4 
4 
4 
4 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
4 
8 
1 
1 
1 
1 
1 
1 
1 
1 
1 
A 
1 
1 
1 
3 
1 
3 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
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Numerical Index of 
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a NUMBER 


PART [ PARTNUMBER — :| 








FIGURE EM 
AND INDEX MBER 











ee 31220- 139 





















2P-123 


















































1 z m 

ΕΞ ESE TIME i 1 canoe 
175-31220-143 1| 2P-123/ 175-31222- 117 * [AXJ-104 
1757312207145 1| 2P-123 175-31222- 1 |AXJ-104 
175-31220-147 1| 2P-123 daxjcioe 
175-31220-149 4| 2P-123 πλ ος. 
175-31220-151 1| 2P-123 175-31222- 1 JAXJ=104 
175-31220-153 1| 2P-123 175-31222- 26 1 |AXJ-104 
175-31220=155 i| 29-123 175-31222- 27 5 |AxJ-104 
175-31220-157 1| 2P-123 175-31222- 29 1 AXJ-104 
175-31220-159 1| 2P-123 175-21222- 31 1|AXJ-104 
175-31220-171 2| 2P-123 175-31222- 33 1 |AXJ-104 
175-31220-173 1| 2P-123 175-31222- 37 1 |AXJ-104 
175-31220-301 1 2P-123 175-31222- 38 1 |AXJ-104 
175-31221 1| 2P-124 175-31222- 39 2 |AXJ-104 
175-31221- 3 1} 2P-124 175-31222- 41 1 |axJ-104 
175-31221- 5 1| 2P-124 175-31222- 43 1 |AXJ-104 
175-31221- 7T 1| 25-124 175-31222- 45 1 AXJ-104 
175-31221- 9 i| 2P-124 175-31222- 49 1 [AX J-104 
175: 91221” li mi i| 255.123 175-31222- 59 M1 1 [AXJ-104 
A MY 1| 2P-124 175-31222- 61 Ml 1 |AXJ-104 
175-31221- 15 M1 1 2P-124 175-31222- 71 2 lAXJ-104 
175-31221- 17 M1 1] 2Ρ-124 175-31223 Al [105 1| 2P-125 
175-31221- 19 M1 1| 2P-124!|Rg2NA — |175-31223- 3 P1 1] 2P-125 
175-31221- 21 M1 1| 2P-124 175-312232 5 M1 1| 2P-125 
175-31221- 23 M1 1| 2P-124 175-31223- 6 M1 1| 2P-125 
175-31221- 25 Ml 1| 2P-124 1754312236 7 M 1] 20-125 
175-31221- 27 M1 1 2P-124 175-31223- 8 Μ 1 2Ρ-125 
175-31221- 29 NI 1| 2P-124 175-31223= 9. M1 2| 2P-125 
175-31221- 31 M1 1| 2P-124 175-31224 μι] 81 1| 2P-126 
175-31221- 33 Μι 1| 2P-124 175-31224- 3 M1 1| 2P-126 
175-31221- 35 M1 1| 2P-124 175-31224- 4 Al 1) 2P-126 
175-31221- 37 M1 1 2P-124 175-31224- 5 M1 1 2P-126 
175-31221- 39 M1 1 2Ρ-124 175-31224- 7 M1 1 2P-126 
175-31221- 41 M1 1| 2P-124 175-31224- 9 M1 1| 2P-126 
175-31221- 43 M1 1| 2P-124 175-31224- 10 M1 1| 2P-126 
175-31221- 45 M1 1| 2P-124 175-31224- 11 M1 1| 2P-126 
175-31221- 47 M1 1| 2P-124 175-21224- 12 M1 1| 2P-126 
175-21221- 49 M1 1| 2P-124 175-31224- 13 Mi 1| 2P-126 
175-31221- 51: M1 1| 2P-124| 175-31224- 14 M1 1| 2P-126 
175-31221- 53 M1 1| 2P-124 175-31224- 15 M1 1| 2P-126 
175-31221- 55 M1 1| 2P-124 175-31224- 16 M1 1| 2P-126 
175-31221- 57 M1 1| 2P-124 175-31224- 19 Ml 1| 2P-126 
175-31221- 59 Ml 1| 2P-124 175-31224- 20 ML 1| 2P-126 
175-31221- 61 M1 1| 2P-124 175-31224- 21 M1 1| 2P-126 
175-31221- 63 M1 1| 2P-124 175-31224- 22 Ml 1| 2P-126 
175-31221- 65 MI 1| 2P-124 175-31224- 23 M1 1| 2P-126 
175-31221- 67 M1 1| 2P-124 175-31224- 24 M1 1| 2P-126 
175-31221- 69 M1 1| 2P-124 175-31224- 25 M1 1 2P-126 
175-31221- 71 M1 1| 2P-124 175-31224- 26 M1 1| 2P-126 
1157312217 13 M1 l| 2P-124 175-31224- 29 Ml 2| 2P-126 
175-31221- 75 Ml 1| 2P-124 175-31224- 31 M1 2| 2P-126 
175-31221- 77 M1 1| 2P-124 175-31224- 33 M1 1| 2P-126 
175-31221- 79 M1 1| 2P-124 175-31224- 35 Ml 1| 2P-126 
175-31221- 81 Μι 1| 2P-124 175-31224- 37 M1 1| 2P-126 
175-31221- 83 M1 1 2P-124 175-31224- 39 M1 1 2P-126 
175-31221- 85 Ml 1| 2P-124 175-31224- 41 M1 1| 2P-126 
175-31221- 87 M1 l| 2P-124 175-31224- 43 M1 1| 2P-126 
175-31221- 89 nI ij 2P-124 175-31224- 45 M1 5| 2P-126 
175-31221- 91 M1 1| 2P-124 175-31224- 47 M1 1| 2P-126 
175-31221- 93 M1 1| 2P-124 175-31224- 51 Ml 1| 2P-126 
175-31221- 97 ΜΙ 1| 2P-124 175-31224- 53 Ml 1| 2P-126 
Ed 99 1| 2P-124 175-31224- 55 M1 1| 2P-126 
175-31221-101 M1 1| 2P-124 175-31224- 61 M1 1] 20-126 
175-31221-103 1| 2P-124 .|175-31224- 63 M1 4| 2P-126 
175-31221-105 M1 1| 2P-124 175-31224- 64 Ml 1| 20-126 
175-31221-107 M1 1] 2P-124 175-31224- 65 M1 1| 2P-126 
175-31221-109 M1 1] 2P-124 175-31224- 66 Ml 1| 20-126 
175-31221-111 1! 2P-124 175-31224- 67 M1 1| 2P-126 
175-31221-113 1j 29-124 175-31224- 69 M1 1| 2P-126 
175-31221-115 Ml 1| 2P-124 115-31224- 73 Ml 1| 2ρ-126 
175-31221-117 M1 1| 2P-124 175-31224- 75 M1 1ἱ 2P-126 
ra mi 1| 2P-124 175-31224- 77 M1 1| 2P-126 
175-31221-121 M1 1| 2P-124 175-31224- 79 M1 1| 2P-126 
175-31222 ΜΗ ei 1|AxJ7104 175-31224- 81 Ml 1| 2P-126 
175-31222- 3 ΜΙ 1|AXJ-104 175-31224- 84 M1 1| 2P-126 
175-31222- 5 M1 1|AXJ-104 175-31224- 66 Μ 1 2P-126 
175-31222- 6 M1 1|AXJ-104 175-31224- 88 μι 2| 2P-126 
175-31222- 7 M1 1|AXJ-104[ 175-31224- 93 M1 2| 2P-126 
175-31222- 8 Hi 1) AXJ~104 175-31224- 99 M1 2| 2P-126 
175-31222- 3 M1 2| AX J=104 175-31224-103 M1 1| 2P-126 
175-31222- 11 M1 1|AXJ-104 175-31224-119 M1 1| 2P-126 
175-31222- 13 M1 1) AXJ-104 175-31224-123 M1 1| 2P-126 
175-31222- 14 M1 1|AxJ-104 175-31224-125 M1 1| 2P-126 
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ποσα εσας 

[crass cope] part NUMBER | 63] AND INDEX NUMBER 
175-31224-128 
175-31224-131 
175-31224-133 
175-31224-135 
175-31224-137 
175-31224-139 
175-31224-141 
175-31224-143 
175-31224-145 
175-31224-147 
175-31224-149 
175-31224-151 
175-31224-153 
175-31224-155 
175-31224-157 
175-31224-189 
175-31224-193 
175-31224-195 
175-31224-197 
1175-31224-203 
175-31224-205 
175-31224-207 
175-31224-209 
175-31224-211 
175-31224-215 
175-31224-217 
175-31224-219 
175-31224-223 
175-31224-224 
175-31224-241 
175-31225 
175-31225- 
175-31226 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226- 
175-31226-. 
175-31226- 
175-31226- 
[175-31226- 
175-31226- 
175-31226-101 
175-31226-107 
175-31226-109 
175-31226-113 
175-31226-115 
175-31226-117 
175-31226-129 
175-31226-131 
175-31226-133 
175-31226-135 
175-31226-137 
175-31226-139 
175-31226-141 
175-31226-149 
175-31226-153 
175-31226-155 
175-31226-183 
175-31226-187 
175-31226-189 
175-31226-191 
175-31226-193 
175-31226-199 
175-31226-201 
175-31226-203 
175-31226-205 
175-31226-207 
175-31226-209 
175-31226-300 





2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
25-126 
2Ρ-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 
2P-126 

XY-15 

XY-15 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P=127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
20-127 
2P=127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 
2P-127 


STOCK NUMBER FIGURE MICROFILM 
CLASS CODE PART NUMBER 3 S| AND INDEX NUMBER | 
* 73 


175-31227 


REF | 2P-128 


115-31221- 
175-31227- 
17531228 
17531228- 3 
175-31228- 5 
175-31228- 7 
iy5-312828- 9 
175-31228- 10 
175-31228- 11 
175-31228- 12 

13 

15 

17 

19 


2P-128 
2P-128 
2P-129 
2P-129 
2P-129 
2Ρ-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
2P-129 
ΧΖ-123 
ΧΖ-123 





175-31228- 
175-31228- 
175-31228- 
175-31228- 
175-31228- 21 
175-31228- 22 
|175-31228- 23 
175-31228- 25 
175-31228- 27 
175-31228- 29 
175-31228- 21 
175-31228- 33 
-75-31228- 35 
175-31228- 37 
175-31228- 39 
175-31228- 41 
175-31228- 43 
175-31228- 44 
175-31228- 45 
175-31228- 47 
175-31225- 49 
175-31228- 51 
175-31228- 53 
175-31228- 55 
175-31228- 57 
175-31228- 61 
175-31228-100 
175-31228-200 
175-31229- 1 
175-31229- 
175-31230- 
175-31230- 
175-31232- 
175-31232- 
175-31233 
175-31234 
175-31235 
175-31236 
175-31237 
175-31238 
175-31239- 
175-31239- 
175-31240- 
175-31240- 
175-31241 
175-31242 
175-31242- 
175-31242- 
175-21243 
175731244 
175-21245 
175-31245- 
175-21245- 
175-31245- 
175-31246 
175-31247 
175-31248 
175-31248- 
175-31249 
175-31249- 
175-31249- 
175-31250 
175-31251- 
175-31251- 
175-31252- 
175-31252- 
175431253 
175-31254- 
175-31254- 
175-31255- 
175-31255- 
175-31256 


= 


r 
PER 45} 15} PR ha PR RPE PP I 15} 15} 151 IND. A A A A A 2 1-} I3 RPE RRP BEN RS IS ND. NEP PRP EE PNP PI REN BON) IND IND. ΑΜ INO. FO. IO IND. i9 NO τ} I Bee. 


PNR IN P RNR RP RRR EP e ο m RRP A A AA IND RN RPP IND A PHY EE FIND IND) IND ID O9 O A RP RP A A ps RB IR IDE IND IND I IS RB ES S. IN) I EPR RS IN) Ν) HIPS IND E Pe W US F2 P fT 5» HP Ree 


ΧΧ-76 
XX-76 
ΧΖ-124 
ΧΖ-125 
ΧΖ-126 
2H-227 
X2-128 
X2-129 
ΧΖ-30 
ΧΖ-30 
ΧΖ-131 
ΧΖ-131 
ΧΖ-1432 
ΧΖ-133 
ΧΖ-133 
ΧΖ-133 
ΧΖ-134 
ΧΖ-135 
2H-228 
2H-228 
2H-228 
2H-228 
X2-137 | 
Χ2-138 


AXJ-106 
AXJ-106 
AXJ-106 


ΧΥ-17 
XY-717 

2F-8 

2F-8 
XX=77 
Xx-T8 
XX-78 
XX-179 
ΧΧ-το 
XX-80 
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STOCK NUMBER 





CLASS CODE PART NUMBER 


175-31257- 
175-31257- 2 
175-31255 
175-31258- 3 
175-31258- 5 
175-31258- 7 
175-31258- 9 
1757312587 11 
175-31258- 13 
15 
16 
17 
19 









175-31258- 
175-31258- 
175-31258- 
175-31258- 
175-31258- 21 
175-31258- 23 
175-31258- 25 
175-31258- 27 
175-31258- 29 


r arinen ^* 
hte 221029 Za 


175-31258- 33 
175-21258- 35 
175-31258- 37 
175-31258- 39 
175-31258- 41 
175-31258- 43 
175-31258- 45 
175-31258- 46 
175-31258- 47 
175-31258- 49 
175-31258- 51 
175-31258- 53 
175-31258- 55 
175-31258- 57 
175-31258- 59 
175-31258- 61 
175-31258- 63 
t 175-31258- 65 
175-31258- 67 
175-31258- 69 
175-31258- 71 
175-31258- 73 
175-31258- 75 
175-31258- 77 
175-31258- 79 
175-31258- 81 
175-31258- 83 
175-31258- 85 
175-31258- 87 
175-731258- 89 
175-31258- 91 
175-31258- 93 
175-31258- 95 
175-31258- 97 
175-31258- 99 
, 1757312587103 
175-31258-105 
175-31258-107 
175-31258-109 
175-31258-111 
175-31258-115 
175-31258-117 
175-31258-119 
175-31258-121 
175-31258-123 
175-31258-125 
175-31258-127 
175-31258-129 
175-31258-131 
175-31258-133 
175-31255-135 
175-31258-137 
175-31258-147 
175-31258-149 
175-31258-151 
175-31258-153 
175-31258-155 
175-31258-157 
175-31258-159 
175-31258-151 
175-31255-163 
175-31259 
175-31260 
175-31261 
175-31261- 3 


R82KA 
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R82NA 
R82NA 


XY-19 
2P-130 
2P-130 


CLASS CODE 





AN 01-60AABA-4 


-. STOCK NUMBER 
PART NUMBER 


175-31261- 
175-31261- 
175-31261- 
175-31262 
175-31263 
175-31263- 
175-31263- 
175731263- 
175-31263- 
175-31263- 
175-31264 
175-31265 
175-31266 
175-31267 
175-31268- 
175-31268- 
175-31269 
175-31270- 


RIERA AIAN 
ats wae 


175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-31270- 
175-21210- 
175~31270- 
175-31270- 
175-31210- 
175-31270- 
175-31270- 
175-31271 

175-31271- 
175-21271- 
175-31271- 
175-31272- 
175-31272- 
175-31272- 
175-31272- 
175-31273 

175-31273- 
175-31273- 
175-31273- 
175-31274 

175-31274- 
175-31274- 
175-2121]4- 
175-31275 

175-31276- 
175-31276- 
175-31276- 
175-31276- 
175-31276- 
175-31277 

175-31277- 
175-31278 

175-31278- 
175-31279 

175-31279- 
175-31281- 
175-31281- 
175-31282- 
175731282- 
175-312863 

175-31283- 
175-31283- 
175-31283- 
175-31283- 
175-31283- 
175-31283- 
175-31284 

175-31284- 
175-31284- 
175-31285 

175-31286 

175-31237 


175-31288 


175-31289 
175-31290 


rON UW 


m RNC UO 


me 
impo 


uw 


Herne 
ο IN ID ο -- ον ὦ fU DO IS 


μα 





85 
85 
35 
85 
85 
85 
85 
85 


85 
85 
85 
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Section ΙΙΙ 
| index of 
Contractor Parts 


TOTAL] MICROFILM 
QTY. | NUMBER 






2P-130 
2P-130 
2P-130 
X2-7139 
2P-131 
2P-131 
2P-131 
2P-131 
2P-131 
2P-131 
AXE-9 
XZ2-140 
2H-229 
XY-20 
XX-82 
XX-82 
XY-21 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
2P-132 
ΧΖ-142 
ΧΖ-142 
XZ-142 
X2-142 
XY-22 
XY-22 
XY-22 
ΧΥ-22 
ΧΖ-143 
XZ-143 
AZ-1423 
x2-143 
24-230 
2H-230 
2H-230 
2H-230 
2H-231 
2H-232 
2Η-232 
25-232 
2H-232 
2H-232 
2H-223 
2H-233 
ΧΥ-23 
ΧΥ-23 
AXC=67 
AXC-67 
ΧΧ-83 
XX-83 
XX-84 
XX-84 
XZ-14T 
XZ-147 
ΧΖ-147 
ΧΖ-147 
XZ-147 
XZ-147 
XZ-147 
20-61 
20-61 
20-61 
2F-10 
ΧΥ-26 
20-62 
XX-87 
XX-88 
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Section ΙΙ! ; 
Numerical Index of ΑΝ 01-60AABA-4 


Contractor Parts 
$5| ricunE MICROFILM | _ STOCK NUMBER 
oj AND INDEX NUMBER | | CLASS CODE PART NUMBER 
1 xx 








































STOCK NUMBER 
| CLASS CODE | PART NUMBER 


MICROFILM 
NUMBER 





: FIGURE 
AND INDEX 
M1 1 


































































































































































































































































































































































































175-31291 M1 

| 175-31310- 69 AXJ-110 
175-31292 1 175-31310- 71 2 
175-31293- 1 116 - 5 1| ΧΥ-27 175-31310- 73 1 
175-31293- 2 116 1| xY-27 
175-31294- “1 1| xv-28 e e 1 
175-31294- 2 1| xY-28 122312107 a2 1 
175-31295 REF| 2P-133 175-31310= 77 1 |AXJ=110 
175-31295- 3 1| 2P-133 175-31310- 79 1 |AXJ-110 
175-31295= 5 1| 2P-133 175-31311 1| 2P-134 
175-31295- 7 1| 2P-133 175-31311- 1 1| 2P-134 
175-31295- 9 2| 2P-133 175-31311- 2 1| 2P-134 
175-31295- 11 1| 2P-133 175-31311- 3 1| 2P-134 
175-31295- 13 2 2P-133 175-31311- 4 1 2P-134 
175-31295- 15 1| 2P-133 175-31311- 5 1| 20-134 
175-31296- 1 1 175-31311- 6 1| 2P-134 
175-31296- 2 1 175-31311- 17 1| 2P-134 
175-31297- 1 1 175-31312 REF| 20-1 
175-31297- 2 1 
175-31298- 1 1| AXN-234 175-313212- 1 20-1 
175-31298- 2 1|AXN-234 175-31312- 1 20-1 
175-31299- 1 1| X2-149 175-31312- 1 20-1 
175-31299- 2 i| xz-149 1 20-1 
175-31300 1|AXN-235 1 20-1 
175-31300- 1. 1|AXN-235 1 20-1 
175-31300- 2 1|AXN-235 Ll fdal 
175-31300- 3 1|AXN-235 175-31312- 1 20-1 
175-31300- 4 1|AXN-235 175-31212- 21 1 20-1 
175-31300- 5 1 ο. 175-31212- 25 1 20-1 
175-31300- 7 1|AXN-235 " = - 
175-31300- 8 1] ΑΧΝ-235 ης 209 RER a 
175-31300- 9 1| AXN-235 175-21314 XY-29 
175-31300- 10 1|AXN-235 175-31314- 3 ΧΥ-29 
175-31300- 11 1| ΑΧΝ- 235 175-31314- 5 ΧΥ-29 
175-31304 οἱ XZ2-150 175-31315 X2-152 
175-31305 1 2F-11 175-31316 2F-14 
175-31306 1 2F-12 175-31317 2F-15 
175-31307 1 2F-13 175-31318 XY-32 
175~31309 2| 20-63 175-31318- 1 xY-32 
175-31310 1|AXJ-110 175-31318- 2 ΧΥ-32 
175-31310- 3 1]AXJ-110 175-31319 2F-16 
175-31310- 5 1|AXJ-110 175-312320 25-17 

175-31321 ΧΥ-34 

175-31310- 7 AXJ=110 175-31322 AXC=71 
175-31310- 9 AXJ-110 175-31322- 2 AXC-71 
175-31310- 11 AXJ-110 175-31323 AXE-10 
175-31310- 13 AXJ-110 175-31323- 3 AXE-10 
175-31310- 15 AX J-110 5 AXE-10 
175-31310- 17 AXJ-110 7 AXE-10 
175-31310- 18 AXJ-7110 9 AXE-10 
175-312310- 19 AXJ-110 175-31323- 11 AXE-10 
175-31310- 20 AXJ-110 175-31323- 13 AXE-10 
175-31310- 21 AXJ-7110 175-31323- 14 AXE-10 
175-31310- 22 AX J7110 175-31323= 15 AXE-10 
175-31310- 23 AXJ7110 175-31323- 17 AXE-10 
175-31310- 24 poo. 175-31323- 10 AXE-10 
175-31310- 25 XJ-110 - ER XE- 
175-31310- 26 AX J=110 Misi: oa A Eid 






AXJ=110 
AXJ-7110 
AX J-7110 
AXJ7110 
AXJ-2110 
AXJ7110 
AXJ-7110 
AXJ=110 
AXJ=110 
AXJ7110 
AXJ-7110 
AXJ=110 
AXJ=110 
AXJ=110 
AXJ-2110 

AXJ=110 
AXJ=110 
AXJ-110 
AXJ=110 
AXJ-110 
AXJ-110 
AXJ-110 
AXJ-110 
AXJ-110 
AXJ-7110 
AXJ-110 
AXJ-110 


175-31310- 27 
175-31310- 29 
175-31216- 31 
175-31310- 33 
175-31310- 35 
175-31310- 37 
175-31310- 38 
175-31310- 39 
175-31310- 40 
175-31310- 41 
175-31310- 43 
175-31310- 44 
175-31310- 45 
175-21310- 46 
175-31310- 47 
175-31310- 48 
175-31310- 49 
175-31310- 51 
175-31310- 52 
175-31310- 53 
175-31310- 55 
175-31310- 57 
175-31310- 59 
175-31310- 61 
175-31310- 63 
175-31310- 65 
175-31310- 






AXE-10 
AXE-10 
AXE-10 
AXE-10 
AXE-10 
20-2 
20-2 
20-2 
20-2 
2Q-2 
20-2 
20-2 
2Q-2 
20-2 
20-2 
20-2 
2Q-2 
20-2 
20-5 
20-2 
20-2 
20-2 
20-2 
20-2 
XY-35 
XX-89 
XX-90 


175-31323- 21 
175-31323- 22 
175-31323- 23 
175-31323- 25 
175-31323- 27 
175-31324 
175-31324- 1 
175-31324- 2 
175-31324- 3 
175-31324- 6 
175-31324- 7 
175-31324- 10 
175-31324- 11 
13 
16 
17 
20 




























































175-31324- 
175-31324- 
175-31324- 
175-31324- 
175-31324- 21 
175-31324- 22 
175-31324- 23 
175-31324- 24 
175-31324--25 
175-31324- 28 
175-31324- 35 
175-31325 
175731326 
175-31327 
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175-31328 
175-31329- 
175-31329- 2 
175-31330 
175-31331 
175-31332 
17531333 
175-31333- 5 
1757-31334 
175-31335- 3 
175-31335- 4 
175-31335- 5 
175-31335- 6 
175-31336 
175-31338 
175-31338- 3 
175-31339 
175-31340 
17531341 


m 






175-231341- 
175-31341- 
175-31342 

175-31343 

175-31344 

175-31345 

175-31346- 
115-31346- 
175-31347 

175-31348- 
175-31348- 
175-31349- 
175-21349- 
175-31350- 
175-31350- 
175-31350- 
175-31350- 
175-31350- 
175-31351 

175-31352 

175-31353 

175-31354- 
175-31354- 
175-31354- 
175-31355 

175-31356- 
175-31356- 
175-31356- 
175-31356- 
175-31356- 
175-31356- 
175-31357- 
175-21357- 
175-31357- 
175-31357- 
175-31358 

175-31359 

175-31359- 3 
175-31360 

175-31361- 
175-31361- 
175-31362 

175-31264 

175-31387- 
175-31387- 
175-31387- 
175-21387- 
175-21387- 
175-31387- 
175-31387- 
175-31387- 
175-31387- 
175-31387- 
175-31399 

175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
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STOCK NUMBER 
| CLAss CODE | PART NUMBER 























71 - 10 


17531341- 
175-313417 


111 -~ 


111 -= 


6 


9 


NENE [2 15} RP e e [πλ 1-4 151 IND da 








AI IM bea ο dH a am 5} Rr 12 [2 AAA ARSS 





20-64 
ΧΥ-36 


ΧΥ-36|. 


ΧΥ- 327 
2H=234 


ΧΥ-38 
ΧΖ-153 
ΧΖ-153 
Χ2-153 
ΧΖ-153 

2F-18 
AXC-72 
AXC-72 
XY-40 
XX-92 


ΧΧ-93 
XX-93 
XY-41 
2F-19 
XY-43 

ΧΖ-154 
XY-44 
XY-44 
XY-45 

2H-235 

2H-235 

X2-156 

X2-156 

ΧΖ-157 

ΧΖ-157 

X2-157 

X2-151 

X2-157 

X2-158 
XY-46 
XX-94 

2H-236 

2Η-236 
2Η-236 

XZ-160 
ΧΥ- 47 
ΧΥ- 47 
XY-41 
XY-47 
ΧΥ- 47 
XY-41 

2H-237 

2H-237 
2H-237 
2H-237 


2F-20 
2F-20 
.2F-21 
xz-162 
ΧΖ-162 
XY-50 
2F-22 
20-3 
20-3 
20-3 
20-3 
20-3 
20-3 
20-3 
20-3 
20-3 
20-3 
2Q-4 
2Q-4 
2Q-4 
2Q-4 


20-4| 


20-4 
20-4 
20-4 
20-4 
20-4 
20-4 


























ΑΝ O1-60AABA-4 


FIGURE  |TOTAL|MICROFILM, 
AND INDEX | QTY. | NUMBER 







STOCK NUMBER 
[| PARTNUMBER | [| PARTNUMBER | 


175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31399- 
175-31401 


175-31401- 


175-31401-" 


175-31401- 
175-31401- 
175-31401- 
175-31401- 
175-31401- 
175-31401- 
175-31401- 
175-31401- 
175-31401- 


















NN e IH Im i 
CO O0-u umÁUuo-uu 


175-31401-101 


175-31402- 
175-31402- 


175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-21402- 
175-31402- 
175-31402- 
175-21402- 
175-21402- 
175-21402- 
175-31402- 
175-31402- 
175-21402- 
175-31402- 
175-31402- 
115-31402- 
175-21402- 
175-31402- 
175-31402- 
175-31402- 
175-21402- 
175-31402- 
175-21402- 
175-31402- 
175-21402- 
175-31402- 
175-31402- 
175-31402- 
175-21402- 
175-31402= 
175-31402- 
175-31402- 
175-21402- 
175-31402- 
175-21402- 
175-31402- 
175-21402- 
175-21402- 
175-31402- 
175-21402- 
175-31402- 
175-21402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-21402- 
175-21402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-31402- 
175-21402- 
175-31402- 
175-31402- 
175-21402- 
175-31402- 


1 
2 


10 


WOWH UNSW 


FIGURE nae 
AND INDEX 


Section Ill 
Numerical Index of 
Contractor Parts 






ων PRP mm NIS 


20-5 


CPC 1221202 


2Q-5. 
20-5 
29-5 
20-5 
20-5 
20-5 
20-5 
2Q-5 
20-5 
2Q-5 
20-5 
20-5 
20-5 
2Q-5 
2Q-5 
20-5 
2Q-5 
20-5 
20-5 
2Q-5 
20-5 
20-65 
20--5. 
20-5 
2Q-5 
20-5 
2Q-5 | 
20-5 
20-5 
20-5 
20-5 
20-5 
20-5 
20-5 
20-5 
2Q-5 
20-5 
2Q-5 
20-5 
20-5 
20-5 
20-5 
20-5 
20-5 
2Q-5 
2Q-5 
20-5 
2Q-5 
2Q-5 
20-5 
20-5 
2Q-5 
20-5 
20-5 
20-5 
20-5 
2Q-5 
20-5 
20-5 
2Q-5 
2Q-5 
20-5 


I2 NL IO IO (OIL ee λα αλ NL ee ee 0 
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Section {1} 
Numerical index of 
Contractor Parts 


STOCK NUMBER ER FIGURE MICROFILM 
CLASS CODE PART NUMBER 9] AND INDEX NUMBER 
M1 


20-5 
2Q-5 


1175-31402- 92 
175-31402- 93 
175-31402- 95 
175-31402- 97 
175-31402- 99 
175-31402-100 
175-31402-101 
175-31402-103 
175-31402-105 
175-31402-107 
175-31402-109 
175-31402-137 
175-31402-201 
175-31406 
175-31406- 3. 
175-21407 
175-31409- 1 
175-31409- 2 
175-31409- 3 
4 
5 





















175-31409- 
175-31409- 
175-31411 

175-31412 

175-31412- 
175-31412- 
175-31412- 
175-31412- 
175-31412- 
175-31412- 
175-31412- 
175-31412- 
175-31412- 
175-31418- 
175-31416- 
175-31418- 
175-31418- 
175-31418- 
175-31418- 
175-31418- 
175-31419 

175-31420 

175-31421 

175-31422- 
175-21422- 
175-31422- 
175-31422- 
175-31424 

175-31427 

175-31427- 
175-31427- 
175-31427- 
175-31427- 
175-31427- 
175-31427- 
175-31501 







m 
ο ο» ΟΟ 30 ο  ῴβΛ) 


m 








0 Ju y 












Wr ON in wD 


ded 






175-31501- 
175-31501- 
175-31501- 
175-31501- 
175-31501- 11 
175-31501- 13 
175-31501- 15 
175-31501-.17 
175-31501- 18 
175-31501- 19 
175-31501- 21 
175-31501- 25 
175-31501- 27 
175-31501- 29 
175-31501- 33 
175-31501- 35 
175-21501- 37 
175-31501- 39 
175-31501- 41 
175-31501- 43 
175-31501- 45 
175-31501- 47 
175-31501- 48 
175-31501- 51 
175-31501- 53 
175-31501- 55 
175-31501- 56 
175-31501- 57 






Yu 
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66 - 36 
69 
69 = 1 
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AFR PN PRP PRN NN RPP PRP NDE PR ee 
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2Q-5 


2Q-5 


2Q-5 
2Q-5 
2Q-5 
2Q-5 
2Q-5 
20-5 


20-5 


20-5 


2Q-5 


2F-23 
2F-23 
AXC-76 


2Q-6 
2Q-6 
20-6 
2Q-6 
20-6 


20-6 


20-6 
20-6 
2Q-6 
20-6 


2H-238 
2H-238 
2H-238 
2H-238 
2H-238 
2H-238 
2Η-238 

20-7 


20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 
20-7 


AN 01-60AABA-4 


STOCK NUMBER 
~ PART NUMBER 





CLASS CODE 


175-31501- 59 
175-31501- 60 
175-31501- 61 
175-31501- 62 
175-21501- 63 
175-31501- 64 
175-31501- 65 
175-31501- 66 
175-31501- 67 
175-31501- 69 
175-31501- 71 
175-31501- 73 
175-21501- 75 
175-21501- 77 
175-31501- 81 
175-31501- 85 
175-31501- 87 
175-31501- 89 
175-31501- 91 
175-31501- 93 
175-31501- 95 
175-31502 

175-31502- 3 
175-31502- 4 
175-31502- 5 
175-31502- 6 
175-31502- 7 
175-31502- 9 
175-31502- 11 
175-31502- 12 
175-31502- 13 
175-31502- 15 
175-31502- 16 
175-31502- 17 
175-31502- 19 
175-31502- 21 
175-31502- 25 
175-31502- 27 
175-31502- 33 
175-31502- 34 
175-31502- 













175-31502- 
175-31502- 45 
175-31502- 47 
175-31502- 49 
175-31502- 53 
175-31502- 55 
175-31502- 57 
175-31502- 58 
175-31502- 59 
175-31502- 61 
175-31502- 62 
175-31502- 65 
175-31502- 66 
175-31502- 67 
175-31502- 69 
175-31502- 71 
175-31502- 72 
175-31502- 73 
175-31502- 75 
175-31502- 77 
175-31502- 78 
175-31502- 79 
175-31502- 80 
175-31502- 81 
175-31502- 83 
175-31502- 85 
175-31502- 86 
175-31502- 87 
175-31502- 89 
175-31502- 91 
175=31502- 95 
175-31502- 97 
175-31502- 99 
175-31502-101 
























175-31502-103 
175-31502-105 
175-31502-107 
175-31502-109 
175-31502-111 



















M1 
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STOCK NUMBER 





AN 01-60AABA-4 





STOCK NUMBER 





CLASS CODE 








































RS2NA 175-31503 

175-731504 

1757-31504- 
175-315904- 
1757315047 
17531504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-31504- 
175-21:04- 
175-31505 

175-31506 

175-31506- 
175-31506- 
175-31506- 
175-21506- 
175-31507 

175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31508- 
175-31509 

175-21509- 
175-31509- 
175-31509- 
175-31509- 
175-31509- 
175-31509- 
175-31509- 
175-31509- 
175-31509- 
175-31599- 
175-31509- 
175-31509- 





















R82NA 


175-31510 
175-31510- 
175-31510- 
175-31510- 
175-31510- 
175-31510- 
175-31510- 
175-31511 
175-3151i- 
175-31511- 
175-31511- 
175-31511- 
175-31511- 
175-31511- 
175-31511- 
175-31512 
175-31512- 
175-31513 
175-31514 
175-31515 
175-31517- 
175-31517- 
175-31518 
175-31518- 
175-31519 
175-31519- 
175-31519- 
175-31520 


ΒΘΖΝΑ 
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PART NUMBER 


175-31502-112 
175-31502-113 
175-31502-114 
175-31502-115 
175-31502-117 


MN NM IND) 
NOUS ο 


28 


175-31509-101 


NOU PWM 


w 





FIGURE MICROFILM 
AND INDEX NUMBER 


22-8 
2Q-8 
2Q-8]|. 
20-3 
20-8 
X2-167 

















175-31520- 
175-31520- 
175-31521 

175-31521- 
175-31521- 
175-31521- 
175-31521- 
175-31522 

175-31523 

175-31523- 
175-31523- 
175-31524 

175-31524- 
175-31525 

175-31525- 
175-31526- 
175-31526- 
175-31521- 
175-31527- 
175-31528- 
175-31528- 
175-31529 

175-31529- 
175-31530- 
175~31530- 
175-31531- 
175-31531- 
175-31531- 
175-31531- 
175-31532 

175-31532- 
173-31533- 
175-31533- 
175-31534 

175-31535 

175-31535- 
175-31536 

175-31537- 
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175-31539- 
75-31539- 
175=315)9-10 με ον 
] 175-31539- 
20-9 175-31539- 
26-9 175-31540 
20-9 175-31540- 
seas 175-31540- 
8 175-31540- 
η : 175-31540- 
= 15-31540- 
base 175-31540 











R82NA 


AXJ7117| |R82NA 

AXJ-117 175-31544 
AXJ7117 175-31545 
AXJ7117 175-31546 


AXJ-117 
AXJ=117 
XX-96 
XX-96 
XX-97 
XX-98 
XX-99 
XX-100 
XX-100 
AXA-416 
AXA-516 
AXC-79. 
AXC-79 
AXC-79 
AXC-60 


175-31546- 
175-31546- 
175-31547 
175-31549 
175-31576 
175731517 
175731579 
175-31579- 
175-31579- 
175-31579- 
175-31579- 
175-31579- 
175-31579- 
175-31579- 
175-31579- 
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CLASS CODE PART NUMBER 


uu 


Du Uu 


ww 


w 


m 


2 


m 
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PUNE Nu 


New 


Uu 


uu 
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9 


20-9 
20-9 175-21540- 
20-9 175-31540- 
fure 175-31540- 
20-10 175-31540- 
20710 175-31540- 
20-10 175-31540- 
20-10 175-31540- 
20-10 175-31540- 
20-10 175-31540- 
20-101 [Ra2NA 175-31540-200 
AXJ7117 175731541 
ΑΧΟ- 117 
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Numerical Index of 
Contractor Parts 


23 FIGURE TOTAL] MICROFILM 
ou| AND INDEX| QTY. NUMBER 


AXC-80 
AXC-80 
































































AXC-81 
X2-168 
X2-168 
X2-168 
ΧΥ-24 
XY-24 
Χζ-169 
X2-169 
ΧΥ-53 
ΧΥ-53 
2F-24 
2F-24 
ΧΥ-55 
ΧΥ-55 
AXA-417 
































XX-102 
XX-102 
ΧΧ-103 
ΧΧ-103 
XX-104 
XX-104 

XY-56 
AXC-82 
AXC-02 
XX-105 
X2-170 
X2-170 
AXJ-118 
AXJ-118 
AXJ-118 
AXJ-118 
AXJ-118 
AXJ7118 
20-11 
20-11 
20-11 
20-11 
20-11 
20-11 











































































175-315 
175-315 


ο- 
0- 












20-11 
20-11 
20-11 
20-11 
20-11 
20-11 
20-11 
20-11 
20-11 
20-11 
2D-65 
XX-7107 
XX-108 
XY-57 
XZ-171 
2Η-239 
2H-239 
2H-239 
20-66 
2H-240 
XZ2-173 
ΧΖ-173 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
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Section ΙΙΙ 
Numerical Index of 
Contractor Parts 












175-31579- 11 
175-31579- 12 
175-31579- 13 
175-31579- 14 
175-31579- 15 
175-31579- 17 
175-31579- 18 
175-31579- 19 
175-31579- 20 
175-31579- 21 
175-31579- 22 
175-31579- 23 
175-31579- 24 
175-31579- 25 
175-31579- 27 
175-31579- 29 
175-31579- 31 
175-31579- 33 
175-31579- 34 
175-31579- 37 
175-31579- 38 























































175-31579- 40 
175-31579- 41 
175-31579- 42 
175-315T79- 43 
175-31579- 45 
175-31579- 46 
175-31579- 47 
175-31579- 49 
175-31579- 51 
175-31579- 53 
175-31579- 55 
175-31579- 56 
175-31579- 57 
175-31579- 58 
175-31579- 59 
175-31579- 60 
175-31579- 61 
175-31579- 62 
175-31579- 63 
175-31579- 64 
175-31579- 65 
175-31579- 66 
175-31579- 67 
175-31579- 68 
175-31579- 69 
175-31579- 71 
175-31579- 73 
175-31579- 75 
175-31579- 77 
175-31579- 79 
175-31579- 81 
175-31579- 83 
175-31579- 85 
175-31579- 87 
175-31579- 89 
175-31579- 91 
175-31579- 92 
175-31579- 93 
175-31579- 94 
1752315792 95 
175-31579- 97 
175-31579- 99 
175-31579-101 
175-31579-102 
175-31579-103 
175-31579-105 
175-31579-107 
175-31579-109 
175-31579-111 
175-31579-113 
175-31579-114 
175-31579-115 
175-31579-117 
175-31579-119 
175-31579-121 
175-31579-123 
175-31579-125 
175-31579-127 
175-31579-129 
175-31579-131 
175-31579-133 
175-31579-134 
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STOCK NUMBER z 
PART NUMBER FE 


175-31579- 39 ` 





ΑΝ O1-60AABA-4 


















































24-12 
20-12 
26-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 

. 20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 
20-12 






























































































CLASS CODE 


STOCK NUMBER 
| — PARTNUMBER | | — PARTNUMBER | 


175-31579-135 
175-31579-137 
175-21579-136 
175-31579-139 
175-31579-141 
175-31579-143 
175-31579-145 
175-31579-147 
175-=31579-149 
175-31579-151 
175-31579-153 
175-31579-155 
175-31579-157 
175-31646 
175-31646- 
175-31646- 
175-31646- 
175-31646- 
175-31646- 
175-31646- 
175-31646- 
175-31646- 
175-31646- 
175-31646- 
175-31646- 
175-31651 


175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 


175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 
175-31651- 95 
175-31651-103 
175-31651-105 
175-31651-107 
175-31651-108 
175-31651-109 
175-31651-111 
175-31651-113 
175-31651-114 
175-31651-115 
175-31651-121 
175-31651-123 
175-31651-125 
175-31651-127 
175-31651-129 


m 


V3 r2 d e an e e PPP PR BE PEEP IN) ED eB S. ps ps q ps 


RPPPN PNP RPE PRP PRP PR BPP RRP PRP τὸ I ο κα aS 


PPP RRP PEP eRe ee ES IN) S ND) F2. IND DO. RO E 3 3 pa 


20-12 
2Qr12 
20-12 
20-12 
26-12 
28-12 
2Q-12 
20-12 
20-12 
20-12 
20-12 
20-12 
26-12 


20-13 


20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
28-13 
20-13 
20-13 
20-13 
20-13 
20-13 


20-13" 


20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
20-13 
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Section lll 


AN O1-60AABA-4 Numerical Index of 
Contractor Parts 


ETC NUMBER 


| PART NUMBER | | PARTNUMBER | 


η 31651-131 
175-31651-133 
175-31651-135 i | 175-31675- 


175-31651-139 M 175-31676 20-15 


175-31651-141 175-31677 20-16 


1 |AXJ-121 
1 
1 
i 
1 
175-31651-143 175-31678- 1 ΧΥ-67 
1 
1 
1 
1 
1 


AXJ-121 
AXJ-121 


175-31651-145 175-31678- XY-6T 
175-31651-147 175-31679 AXJ-124 
175-31651-151 175-31679- AXJ-124 
175-31651-153 ν i d 175-31679- AXJ-124 


175-31651-155 M 175-31679- AXJ-124 
175-31651-157 η 175-31680- 


175-31651-159 ή 175-31680- 
175-31651-151 x 17531681- 
175-31651-163 4 175-31681- 
175-31651-167 v 175-31682 
175-31651-169 i - 115-21682- 
175-31651-179 ή 175-31682- 
175-31651-181 M 175-316382- 
175-31651-197 E - 175-31682- 
175-31651-158 ή 175-31682- 
175-31651-199 M 3 175-31682- 
175-31651-205 Ñ 175-316€2- 
175-31651-207 175-31682- 
175-31651-209 i 175-31682- 
175-31651-211 id 175-31682- 
175-31651-213 M 175-31682- 
175-31631-215 : 175-31682- 
175-31651-217 - 175-31682- 
175-31651-219 175-31602- 
175-31651-227 175-31682- 
175-31651-231 4 175-31682- 
175-31651-232 175-31682- 
175-31651-233 M 175-31682- 
175-31652- 175-31682- 
175-31652- 175-31682- 
175-31653 BL 175-31682- 
175-31653- hi AXJ-120 175-31682- 
175-31653- AXJ7120 175-31682- 
175-31653- AXJ-120 175-31682- 
175-31653- AXJ7120 175-31682- 
175-31653- AX J7120 175-31682- 
175-21653- : AX J-120 175-31682- 
175-31654 i 175-31682- 
175-31654- B 175-21683 
175-31654- 175-31683- 
175-31654- 175-31683- 
175-31654- 175-21683- 
175-31654- 175-31583- 
175-31655 ή 175-31683- 
175-31656- 1/5-31683- 
175-31656- 175-31683- 
175-31657 + 2 175-31683- 
175-31658 i 175-731684 
175-31659- 175-31684- 
175-31659- 175-31684- 
175-31663- 175-31634- 
175-31663- 175-31684- 
175-31564- 175-31684-: 
175-31664- * 175-31584- 
175-31665- 175-31684- 
175-31665- 175-316684- 
175-3231666- 175-31685 
175-31666- 175-31685- 2 
175-31667- 175-31685- 5 
175-316634- 175-315686 
175-31668- 175-31701 
175-31668- 175-31701-101 
175-31669- 175-31701-201 
175-31669- 175-31702 
175-31670 Mi ? 175-31702-101 
175-31671- + 175-31702-201 
175-31671- 175-31703 
175-31672- 175-31703-101 
175-31672- 175-31704 
175-31573- 175-21704-10: 
175-31673- 175-31705 
175-31675 i 175-311705- 
175-31675- 175-31705- 
175-21675- 175-31705- 
175-31675- 175-31705- 
175-31675- 175-31705- 
175-31675- 175-31705- 
175-31675- AXJ-121 175-31105- 


1| XX-113 
1| XX-113 
1| XX-114 
1] XX-114 
l 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
1 280-17 
1 20-17 
1 20-17 
1 20-17 
2 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
2 20-17 
1 -20-17 
1 20-17 
1 29-17 
l 20-17 
1 20-17 
1 20-17 
1 20-17 
1 20-17 
2 20-17 
1 26-18 
1 20-18 
1 29-18 
1 20-18 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
5 
4 
2 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


Nee SN UT 


πὶ 
DANDO JUL) 


NNN 
None 


FPP PFW WW 
OQ» Ut UD Mm af Ww 


NR 
+ 
N 


2 
5 
6 
7 
9 
1 


1 


0-40 Uu w 


29-18 
20-18 
29-12 


Nr 
wre D IOS Anu S 


me 


Wr ON OU EW 


NPN NH NEN EN PN PN PO 6 ND e DA 
[d 


mm νο ο Qo uu 


m 





Revised 15 September 1955 











Section Ili 


Numerical Index of 


Contractor Parts 






175-31705- 
175-31705- 
175-31705- 
175-31705- 
175-31706 

175-31706- 
175-31706- 
175-31706- 
175-31707 

175-31707- 
175-31707- 
175-31707- 
175-31708 

175-31708- 
175-31708- 
175-31708- 
175-31708- 
175-31709 

175-31710 

175-31710- 
175-31713 






175-31714 

175-31714- 
175-31714- 
175-31714- 
175-31714- 
175-31714- 
175-31714- 
175-31714- 
175-21714- 
175-31714- 
175-31714- 
175-31714- 
175-31714- 
175-31714- 
175-31714- 
175-31714- 
175-31714- 
175-31714- 
175-31714- 
175-31714- 
175-31714- 
175-31714- 


175-31715 

175-31715- 
175-31715- 
175-31715- 
175-31715- 
175931715- 
175-31715- 
175-31715- 
175-31715- 
175-31715- 
175-31715- 
175731716 











175731717 
175-31751 
175-31751- 
175-31751- 
175-31751- 
175-31751- 
1155311515 
175-31751- 
175-31751- 
175-31751- 
175-31751- 
175-31751- 
175-321751- 
IT5e3]1751e 
175-31751- 
175-31751- 
175-31751- 
175-31751- 
175-31751- 
17T5431751- 
175-31751- 
175-31751- 
175-31751- 
LVS-31751= 


988 


175-31716-100 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


15 
16 
17 
15 


NOW Yuu 


"“ηννω 


"C 








175-31714-100 


3 


4 
5 
1 

11 

13 

15 

17 

19 

21 






















175-31708- 






































































FIGURE  |TOTAL|MICROFILM 
AND INDEX | QTY. NUMBER 


zu 
m 


AN O1-60AABA-4 






























































AXJ-130 
AXJ-130 
AX J-130 
AXJ-130 
AXJ7130 
AX J-130 
AX J-130 




















20-20 
















20-20 






P9 ΙΝ fO PD ο τὰ e ERE PENN RP NPE EP PN κα κο Be ps 














































175-31751-105 
175-31751-106 
175-31751-107 
175-31751-109 
175-31751-111 
175-31751-113 





STOCK NUMBER 
CLASS CODE] PARTNUMBER | | __ PARTNUMBER | 
41 


1| 20-19 76317510 
l| 20-19 11921151: 43 
1| 20-19 175-31751- 45 
1| 20-19 175-31751- 47 
1| xz-179 175-31751- 49 
l| Xz-i79 175-31751- 51 
2| X2-179 175-31751- 53 
1 τα; 175-31751- 55 
n 175-31751- 57 

1| 2H-243 175-31751- 59 
2| 28-243 175-31751- 61 
1| 2H-243 175-31751- 65 
1 175-31751- 65 
l| 2H-244 175-31751- 67 
1| 2Ητ244|, 175-31751- 69 
i| 2H7244 175-31751- 71 
l| 2H-244 175-31751- 73 
l| xY-7i 175-31751- 74 
l| AXD=66 175-31751- 75 
1| AXD-66 175-31751- 76 
F|AxN-238 175-31751- 77 
175-31751- 79 

AX J= T30 175-31751- 80 
AXJ=130 175-31751- 81 
AXJ=130 175-31751- 83 
AXJ=130 175-31751- 85 
AXJ=130 175-31751- 87 
AXJ=130 175-31751- 88 
AXJ-130 175-31751- 89 
AXJ=130 175-31751- 90 
AX J7130 175-31751- 91 
AXJ-7130 175-31751- 93 
AX J7130 175-31751- 95 
AXJ=130 175-31751- 96 
AXJ-130 175-31751- 97 
AXJ-130 175-31751- 99 
AX J=130 175-31751-101 
AXJ-130 175-31751-103 


20-20 175-31751-115 
29-20 175-31751-117 
28-20 175-31751-119 
20-20 


175-31751-121 
175-31751-123 


29-20 175-31751-125 
20-20 175-31751-127 
20-20 175-31751-129 
20-20 175-31751-131 


175-21751-222 


20-20 175-31751-229 
20-21 175-31752- 3 
175-31752- 5 
20-21 175-31761 
175-31761- 3 
1 175-31761- 3 
1 20-23 175-31761- 6 
1| 29-23 175-31761- 7 
1| 2-23 175-31761- 3 
1| 20-23 175-31801 
2| 28-23 175-31801- 3 
i| 28-23 175-31801- 4 
1| 20-23 175-31801- 5 
i| 20523 175-31801- 7 
: 20-53 175-31€01- 9 
E s 175-31801- 11 
1| 20-23 175-31801- 12 
i 175-31601- 15 
1 175-31801- 17 
i 175-31601- 18 
1 175-21601- 19 
H 175-31801- 20 
1 175-31801- 23 
i 175-31E01- 24 
1 175-31801- 3 
1 175-21801- 26 
1 175-21601- 39 
1 175-31801- 40 
1 175-31801- 43 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 
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R82NA 
R82NA 


[PARTNUMBER | NUMBER 


----- 31801- 44 
175-31801- 45 


175-31801- 46 
175-31801- 47 
175-31801- 48 
175-31801- 45 
175-31801- 50 
175-31801- 51 
175-31801- 52 
175-31801- 53 
175-31801- 55 
175-31801- 57 
175-31801- 65 
175-31801- 66 
175-31801- 67 
175-31801- 68 
175-31821- 69 
175-31801- 71 
175-31801- 72 
175-31801- 77 
175-31801- 78 
175-51801- 79 
175-31801- 80 
175-31801- 83 
175-31801- 85 
175-31801- 86 
175-31801- 87 
175-31801- 88 
175-31801- 89 
175-31801- 91 
175-31801- 93 
175-31801- 95 
175-31801- 97 
175-31801- 99 
175-31801-101 
175-31801-103 
175-31801-104 
175-31801-105 
175-31801-107 
175-31802- 1 


175-31802- 2 


175-31802- 3 
175-31802- 4 
175-31802- 5 
175-31802- 6 
175-31802- 7 
175-31802- 8 
175-31802- 9 
175-21802- 10 
175-31802- 11 
175-31802- 12 
175-31802- 13 
175-31802- 14 
175-31802- 15 
175-31802- 16 
175-31802- 17 
175-31802- 18 
175-31802- 19 
175-31802- 20 
175-31802- 21 
175-31802- 22 
175-31802- 23 
175-31802- 24 
175-31802- 25 
175-31802- 26 
175-31802- 27 
175-31892- 28 
175-31802- 29 
175-31802- 30 
175-3186" 21 
175-318 2- 32 
175-31802- 33 
175-31802- 34 
175-31802- 74 
175-31803- 3 
175-31802- 4 
175-31803- 5 
175-31803- 6 
175-31803- 7? 
175-31803- 8 
175-31803- 9 

5-31803- 11 
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FIGURE MICROFILM 
AND INDEX NUMBER 


175-318 








AN O1-60AABA-4 


NNNNA £N) NJ 


$1-1 


mi 


N OG) 2 e ο I IA 15} I. I ο a e 15} 1-2 pd 15} eee aeee IA A γ᾽ 


IG ο ου ου iS. ο IND. I PHP PP PR 45) 15} IR E. I) D rS PH He 


20-25 
20-25 


20-29} 


20-25 
20-25 
20-25 
20-25 
20-25 
20725 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 
20-25 


20-25 
20-25 
20-25 
20-25 


20-26 
20-26 
26-26 
20-26 
20-26 
29-26 
20-26 
20-26 











































































175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31802- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803= 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 
175-31803- 






R82NA 











R82NA 





RS2NA 
175-31805- 


175-31805- 






175-31805- 
175-31805- 
175-31806 

175-31806- 
175-31806- 
175-31807 

175-21807- 
175-31807- 
175-31808- 
175-31808- 
175-31808- 
175-31808- 
175-31809- 
175-31809- 
175-31809- 
175-31809- 
175-31810 

175-31810- 
175-31811 

175-31812 

175-31812- 
175-31812- 
175-31812- 
175-31812- 
175-31512- 
175-31812- 
175-31812- 
175-31812- 
175-31812- 
175-31812- 
175-31612- 
175-31812- 
175-31613- 
175-31813- 
175-31815- 
175-31815- 
175-31615- 
175-31815- 
175-31815- 
175-31816- 
175-31816- 
175-31817- 
175-31817- 
175-31818- 
175-31818- 
175-31818- 















R82NA 
R82NA 


STOCK NUMBER 


CLASS CODE PART NUMBER 


v 


YN NN Rin δω NJ 


g FIGURE |TOTAL MICROFILM 
55] AND INDEX | QTY. 


| cone | 


Section lll 


Numerical Index of 


Contractor Parts 






2Q-26 


NN IO i RP RR IS PO PO PO ITO QR IL IND. IO. NN ΑΟ 


Re RR e A A RPP PRR ES 


zm 
m 





PRE ERP PEP ου EE ENN PRP PEP EE 15 15} 157 ERP 152 ἐὺ ΤῸ NE PP 15} PP I ID [4 I 1-5} E RR IRL NN 


989 





Section Ill 
Numerical Index of ΑΝ ΟΙ-όΟΑΑΒΑ-4 


Contractor Parts 
¿STOCK NUMBER ER FIGURE — | TOTAL| MICROFILM 
CLASS CODE - PART NUMBER 30| AND INDEX | QTY. | NUMBER 







> stock numser TE] mouse ἴτοται]Μιοβομιλ 
' | CLASS CODE | PART NUMBER 89| AND INDEX | QTY. | NUMBER 






























































































































































































































































































































































































































R82NA 175-31819 2 175-31848 
175-31820 1 175-31849 
175-31820- 3 1 175-31850- 1 
175~31820- 7 1 175-31850- 2 J 
175-31820- 8 1 175-31850- 3 2 
175-31820- 9 1 175-31851 4 | 20-79 
175-31820- 10 1 175-31852- 1 1| 2H-258 
175-31820- 11 1 175-31852- 2 1| 2H-258 
175-31820- 12 1 175-31053- 1 1| 2H-259 
175-31821- 1 1 175-31853- 2 1| 2H-259 
175-31821- 2 1 175-31854- 1 1| 2H-260 
175-31822 2 175-31854- 2 1| 2H-260 
175-31823 2 175-31855- 1 1| xz-200 
175-31824 2 175-31855- 2 1| xz-200 
175-31825- 1 1 175-31856- 1 1| xx-128 
175-31825- 2 1 175-31856- 2 1| XX-128 
175-31825- 3 1 175-31858 1 
175-31825- 4 1 175-31860- 1 1| 2F-34 
175-31826 1 175-31860- 2 1] 2F-34 
175-31826- 1 1 175-32020 2| 29-22 
175-31826- 2 1 175-32020- 3 2| 20-32 
175-31826- 3 1 175-32020- 5 2| 29-32 
175-31826- 4 1 175-32020- 7 2| 20-32 
175-31827 1 175-32020- 9 2| 20-32 
175-21827- 1 1 175-32020- 11 2| 20-32 
175-31827- 2 1 175-32020- 13 2| 29-32 
175731828 1] AXN=239 175-32020- 15 4| 20-32 
175-31828- 3 1|AXN-239 175-32020- 17 4| 20-32 
175-31828- 5 1|AXN-239 175-32020- 19 8| 20-32 
175-31828- 7 2|AXN-239 175-32020- 21 2 20-32 
175-31828- 9 1| AXN-239 175-32020- 23 4| 20-32 
175-31828- 11 1|AXN-239 175-32020- 25 2| 20-32 
175-31828- 13 1|AXN-239 175-32020- 27 2| 20-32 
175-31829 4| 20-71 175-32020- 29 2| 20-32 
175-31830 1] 28-248 175-32020- 31 2| 20-32 
175-31830- 1 1| 2H-248 175-32020- 33 2| 20-32 
175-31830- 2 — l| 2H-248 175-32020- 25 2| 20-32 
175-31831- 1 l| 2Η-249|. 175-32020- 37 2| 20-32 
175-31831- 2 l|.2H-249 175-32020- 39 2| 20-32 
175-31832- 1 2| 2H-250 175-32020- 43 2| 20-32 
175-31832- 2 i| 2H-250 175-32020- 45 2| 20-32 
175-31833- 1 1| 2H-251 175-32020- 47 2| 29-32 
175-31833- 2 1| 2H-25U 175-32020- 49 2| 20-32 
175-31834- 1 i| 2H-252 175-32020- 53 2| 20-32 
175-31834- 2 1| 2H-252 175-32020- 55 2| 20-32 
175-31834- 3 2| 2H-252 175-32020- 57 2| 20-32 
175-31835 1| 2H-253 175-32020- 59 2 20-32 
175-31835- 1 i| 2H-253 175-32020- 63 4| 2G-32 
175-32020- 65 4| 20-32 
175-31835- 2 1| 2H-253 175-32020- 67 2| 20-32 
175-32020- 69 2| 20-32 
175-31835- 3 2| 2H-253 175-32020-101 2| 20-32 
175-31835- 5 2| 2H-253 175-32020-201 2| 20-32 
175-31835- 7 2| 2H-253 175-32020-301 οἱ 20-32 
175-31835- 9 2| 2H-253 175-32021 1| 20-23 
175-31835- 11 2| 2H-253 175-32021- 3 1| 20-33 
175-31835- 13 1| 2H-253 175-32021- 5 1| 20-23 
175-31835- 14 1 2H-253 175-32021- 7 l 20-33 
175-31835- 15 1| 2H-253 175-32021- 9 1| 20-33 
175-31835- 16 1| 2H-253 175-32021- 10 1| 20-33 
175-31836- 1 i| xz-192 175-32021- 13 1| 20-33 
175-31836- 2 1| ΧΖ-192 175-32021- 14 1| 20-33 
175-31836- 3 1| ΧΖ-192 175-32021- 15 i| 20-33 
175-31836- 4 1 175-32021- 17 1| 20-33 
175-31837 2 175-32021- 19 1| 20-33 
175-31838 2 175-32021- 21 1| 20-33 
175-31838- 3 r 175-32021- 23 1| 20-23 
175-31838- 5 1 175-32021- 25 1| 20-33 
175-31839 1 175-32021- 27 1| 20-33 
175-31840 2 175-32021- 29 1| 20-33 
175-31841 1 175-32021- 31 1| 20-33 
175-31841- 1 1 175-32021- 33 1 20-33 
175-31841- 2 1 175-32021- 34 1| 20-33 
175-31842- 1 1! 2H-254 175-32021- 35 1| 20-33 
175-31842- 2 1| 2H-254 175-32021- 37 1| 20-33 
175-31843- 1 1| 2H-255 175-32021- 39 1| 20-33, 
175-31843- 2 l| 2H-255 175-32021- 41 Οἱ 20-33 
175731844 2| 2H-256 175-32021- 42 8| 20-33 
175-31844- 1 1| 2H-256 175-32021- 43 4| 20-33 
175-31844- 2 1| 2H-256 175-32021- 45 1| 20-33 
175-31845- 1 1| 2H-257 175-32021- 47 2| 24-33 
175-31845-= 2 1| 2H-257 175-32021- 51 1] 26-33 
175-31846 AR|] 2D-76 175-32021- 53 i| 20-33 
175-31847 AR| 20-77 175-32021- 55 1| 20-33 
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175-732021- 
175-3209021- 
175-32021- 
175-32021- 
175-32021- 65 
175-322321-100 175-320p1-3 
175-32021-103 
175-32021-105 
175-32021-107 
175-32021-109 
175-32921-111 
175-32021-113 
175-22921-115 
175-32021-200 
175-32021-203 
175-32021-300 
175-32021-303 
175-32021-205 
175-32021-500 
175-32021-500 
175-32022 
175-32022- 3 
175-32022- 5 
175-32022- 7 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022- 
175-32022-139 
175-32022-145 
175-32023- 3 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32923- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
175-32023- 
115-32023- 
175-32023- 
175-32022- 
175-32022- 55 
175-22023- 57 
175-32023-125 
175-32023-127 
175-32024- 37 
175-32102 
175-32102- 3 
175-32103- 3 
R82NA 175-32107 
175-32107- 3 
175-32107- 5 
175-32108- 7 


175-32111 
175-32114 
175-32505 





175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
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175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
|175-32505- 


175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 
175-32505- 99 
175-32505-100 
175-32505-101 
175-32506 
175-32506- 3 
175-32506- 5 
7 
8 


Pis A AA A IB AA ee 


xæ Ὢ 
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nn 
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2H-263 
2H-263 
2H-263 


175-32506- 
175-32506- 
175-32507 
175-32508 
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175-32509 








CLASS CODE 


















21-264 
































































































































































































3301- 38 M1 20-38 
175-32515 ΧΧ-129 ο T 33301. 29 Ml E 20-38 
175732553 175-33301- 41 Ml 4| 20-38 
175-32553- 3 175-33301- 42 Ml AR| 20-38 
175-32553- 5 175-33301- 45 M1 2 20-28 
175-32554 X2-203 175-33301- 47 NI 2] 28-38 
|175-32554- 3 X2-203 175-33301- 48 ul 2| 20-33 
175-32554- 5 X2-203 175-33301- 45 Hl 2| 20-35 
175-32555 175-33301- 50 Ml 2 20-35 
175-32557 175-33301- 53 Ml 2 2-38 
175-32558 175-33301- 55 Mi 2| 20-33 
175-3255 175-33301- 51 41 2| 20-33 
175-32559- 24 175-33301- 59 m1 2| 24-38 
175-32559- 25 175-33301- 61 M1 4| 20-38 
175-32588 175-33301- 62 Hl 4| 20-38 
152-22 226 175-33301- 63 MI 4| 20-38 
175-32596- 3 175-33301- 65 Ml 2 20-38 
175-32596- 5 175-33301- 66 M1 2 20-38 
175-32598 175-33301- 73 Ml 4| 20-38 
175-32599 175-33301- 74 Hl 4| 20-38 
175-32599- 3 175-33301- 75 M 2| 20-38 
175-32599- 4 175-33301- 76 M1 2 20-38 
175-32599- 5 175-33301- 77 Ml 2| 20-38 
175-32599- 6 175-33301- 78 M1 2| 20-38 
175-32599- 7 175-33301- 79 Μι 2| 20-38 
175732599- 8 1175-33301- 80 M1 2| 20-38 
175-32599= 9 175-33301- £1 M1 2| 20-38 
175-32599- 11 175-33301- 32 M1 2| 20-38 
175-32599- 13 175-33301- 83 M1 2| 20-38 
175-32599- 15 175-33301- 84 M1 2| 20-38 
175-32599- 16 175-33301- 85 M1 2| 20-38 
175-32599- 17 175-33301- 86 M1 2| 20-38 
175-32599- 18 175-33301- 87 141 2| 20-33 
175-32599- 19 175-33301- 89 M1 2| 20-38 
175-32599- 20 175-33301- 95 M1 2| 20-38 
175-32599- 21 175-33301- 97 m 2| 20-38 
175-32599- 22 175-33301-101 8| 20-38 
175-32599- 23 175-33301-105 M 2| 20-38 
175-32599- 24 175-33301-107 M1 AR| 20-38 
175-32599- 25 175-33301-109 M1 2| 20-38 
175-32599- 26 175-33301-111 M1 2| 20-38 
175-32595- 27 175-33301-112 M1 2| 20-38 
175-32599- 28 175-33301-113 M1 2| 20-38 
175-32599- 29 175-33301-114 M1 2 20-38 
175-32599- 31 175-33301-115 M1 2| 20-38 
175-32599= 32 175-33301-116 2 20-38 
175-32599- 33 175-33301-207 M1 2 20-38 
175-32599- 34 175-33301-208 Mi 2| 20-38 
175-32599- 35 175-33301-209 M1 4| 20-38 
175-32599- 36 175-33301-211 141 2| 20-38 
175-32599- 37 175-33301-212 M1 2| 20-38 
175-32599- 38 175-33301-213 M1 2| 20-38 
175-32599- 39 175-33301-214 Ml 2| 29-29 
175-32599- 40 175-33301-215 ¡41 4j 20-38 
175-32599- 41 175-33301-217 M 2| 28-38 
175-32599- 43 175-33301-219 41 2 20-38 
175-32599- 45 M1 2| 20-38 
175-32599= 46 175-33201-221 41 2 20-38 
175-33147 175-33301-223 M1 2| 20-38 
175-33148 175-33301-224 41 2| 20-38 
175-33301 175-33301-225 M1 2| 20-38 
175-33301- P1}353 - 30 175-33301-227 M 2| 20-38 
175-33301-231 M1 2] 20-38 
175-33 301- 2 175-33301-233 M1 2| 20-38 
175-33301-235 M1 2| 20-38 
175-33301- 3 2 175-33301-237 Ivi 4| 20-38 
175-33301- 4 2 175-33301-239 Mi 4| 20-38 
175-33301- 5 2 175-33301-241 "M 4| 20-38 
175-33301- 6 2 175-33301-243 [1 4 20-38 
175-33301- 7 2 175-33301-245 M1[356 - ΤΊ il 20-38 
175-33301- 8 2 175-33301-301 Pi 2| 20-38 
175-33301- 9 2 175-33301-303 ML 2| 20-38 
175-33301- 10 2 175-33301-305 MI 2| 20-38 
175-33301- 11 4 175-33301-307 Ml 2| 20-38 
175-33301- 12 4 175-33301-347 (21 2| 20-38 
175-33301- 13 8 175-33301-349 M1 2| 20-38 
175-33301- 15 4 175-33310 2 | xx-132 
175-33301- 17 2 175-33223 1| 2D-80 
175-33201- 18 2 175-33223- 1 E 2| 20-80 
175-33301- 29 2 175-33323- 2 M 2| 2D-80 
175-33301- 30 2 175-33324 " Mi|359 - 8 2| 2H-265 
175-33301- 31 26 175-33324- 3 M1 2| 2H-265 
175-33301- 35 4 175-32361 Μ1 1359 - 21 4 
175-33 301- 2 175-33475 A 2 20-31 
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175-34001 REF | AXJ7143 175-34338 Ρ1 1911 - 11 1| 2Η-268 
. 370 175-34338- 3 x1 1] 2H-268 
175734130 1 175-34338- 5 Χ1 1] 2H-268 
175-34226 1 175-34338- 7 xi 1| 2H-268 
ao νο. : 175-34338- 9 x1 1| 2H-268 
7352 175-34338- 11 Χι 1| 2H-268 
ΒΒΖΗΑ 175-34229- 3 1 175-34339 Ρ1 [311 - 15 1| ΧΖ-211 
R82NA 175-34229- 5 1 175-34339- 3 Χ1 1| ΧΖ-211 
175-34229- 7 1 175-34339- 5 X1 1| Xz-211 
; 175-34230 1 175-34339- 7 X1 1| ΧΖ-211 
R82NÀ 175734301 HE 175-34339- 9 X1 1| Xz-211 
175-34340 P 2| XX-141 
175-34301- 3 1 175-34341 1| AXC-89 
175-34301- 5 1 175-34341- 17 8 AXC-89 
175-3430i1- 7 1 175-34342 1| AXC-90 
175-343017 3 1 175-34343 1} AXC-91 
175-34301- 11 1 175-34344 1| ΑΧς-92 
175-34301- 13 1 175-34350 M1 i| XY-90 
175-34201- 15 2 175-34351- 1 M1 1| xv-91i 
175-34301- 17 1 175-34351- 2 M1 i| xY-91 
175-34301- 19 1 175-34352 M1 1| ΧΥ-92 
175-34301- 21 1 175-34353 M1 1| xY-93 
175-34301- 23 i 175-34354 M1 1 XY-94 
175-34301- 25 1 175-34355- 1 M1 1| 2F-43 
175-34301- 27 1 175-34355- 2 M1 1| 2F-43 
175-34301- 29 1 175-34356 M1 i| xYv-96 
175-34201- 21 1 175-34357 M1 1| xY-97 
175-34301- 33 1 175-34520 M1 1| xx-142 
175-34301- 35 1 175-40000- 10 A |394 1| 20-40 
175-34301- 37 1 175-40000- 20 A |394 1| 20-40 
175-34301- 39 1 175-40000- 30 1| 20-40 
175-24301- 41 H 175740001 κ 9 REF 
175-34301- 43 1 417 
175-34301- 45 1 175-40010- 10 A [394 - 4 1| 2Q-41 
175-34301- 47 1 395 
175-34301- 49 1 175-40010- 20 A |394 2| 20-41 
175-34301- 51 4 395 
175-34301- 53 6 175-40010- 40 1| 20-41 
175-34301- 55 1 .|175-40010- 50 A |394 2| 20-41 
175-34301- 57 1 395 
175-34301- "9 1 175-40010- 60 USB 175-40010-12Q, 
175-34301- 61 1 175-40010- 90 394 2| 20-41 
175-34301- 63 2 395 
175-34301- 65 1 175-40010-100 394 2| 28-41 
175734302. 1 395 
175-40010-110 A |394 2| 20-41 
175-34302- 3 1 395 
175-34202- 5 1 175-40010-120 394 2| 20-41 
175-34302- 7 1 395 
175-34302- 3 1 175-40501 * 1391 REF 
175-34302- 11 1 # 1391 REF 20-42 
175-34302- 13 1 175-42052 1| xz-212 
175-34302- 15 1 175-42053 i| xv-99 
175-34302- 17 1 175-42055 1l x2-214 
175-34302- 19 1 175-42056 1| xY-100 
175-34302- 21 2 175-42057 6| xY-101 
175-34302- 23 i 175-42058 6| XX-143 | 
175-34302- 25 4 175-4205 1| ΧΥ-102 
175-34302- 27 1 175-42060 1| xz-215 
175-34302- 28 1 175-42061 4| Xz-216 
175-34302- 29 1 175-42062 1| xz-217 
175-24302- 31 1 175-42063 1| ΧΖ-218 
175-34302- 33 1 175-42064 1 
175-34302- 55 D2- 3p 175-42065 4| XY-103 
175-34302- 37 2 175-42067 8| XY-105 
175-34302- 39 2 175-42068 1] ΧΖ-219 
R82NA 175-34303 315 2| 2H-266 175-42063 i| xz-220 
2732343035 ed 2| 2H-266 175-42069- 3 1| xz-220 
175-34304 371 2| 2H-267 175-42070 1 
175-24304- 3 2| 2H-267 175-42071 i| Χ2-221 
175-34309 1 x2-207 175-42072 141 2 AXC-93 
175-34309- 3 1| xz-207 175-42015 M 2| 20-43 
R82NA 175-34310 1| X2-208 175-42075- 3 Mi 2| 20-43 
175-34310- 3 i| xz-208 175-42075- 5 Ml 2| 20-43 
175734317 1| 20-86 175-42075- 7 Ml 2| 20-43 
ΒΒΖΗΑ 175-24323 2| AXA-422 175-42075- 3 Ml 2| 20-43 
175-34325 2| XX=140 175-42076 P1401- 56| 2| 20-44 
ΒΒ2ΝΑ 175-34331 i| xYv-87 175-42076- 3 xll- 2| 20-44 
175-34332 1| XY-38 175-42076- 5 xi d 2| 20-44 
175-34333 1| Αχς-58 175-42076- 7 x1 2| 20-44 
RB2NA 175-34334 i| 2F-42 175-42076- 9 Χ1 2| 20-44 
175-34336 1| ΧΖ-Ζ05 175-42076- 11 xi 2| 20-44 
175-34236- 3 i| Xz-209 175-62076- 12 xi 2| 20-44 
1757343367 5 1| ΧΖ-209 175-42018 * REF| 2G-45 
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175-42080 2D-87 a S 9 - 
14515002 στη» 175-42306- 10 ae? 280-51 
RB2NA 175-42083 2Η-269 175-42306- * 1429 REF| 20-51 

175-42083- 3 2H-269 

175-42083- 5 24-269 175-42306- REF| 20-51 
175-42084 AXA-423 175-42308 2| 20-52 
175-42084- 3 ΑΧΑ” 423 175-42308- 3 2| 20-52 
175-42084- 5 AXA-423 175-42308- 5 2| 28-52 
|175-42085 ΧΧ” 147 175-42308- 7 2| 20-52 
R82NA 175-42087 ΧΧ-148 175-42308- 9 4| 29-52 
175-42087- 3 XX7148 175-42308- 13 1| 20-52 
R82NA 175-42088 175-42308- 15 16| 20-52 
175-42088- 3 175-42308- 17 2| 20-52 
175-42088- 5 175-42308- 19 .2| 20-52 
175-42089 175-42308- 23 8| 29-52 
175-42089- 175-42308- 25 2| 20-52 
175-42089- 175-42308- 27 2| 20-52 
175-42310 REF 20-53 







175-42089- 











175-42089- 














3 
5 
175-42089- 6 
ri 
8 
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175-42334 Ρ1 [430 - 62 2| 20-54 

175-42089- 175-42334- 3 2] 20-54 
175-42089- 11 175-42334- 5 2| 20-54 
175742089- 12 175-42334- 1 2 20-54 
175-42089- 13 175-42334- 9 2| 20-54 
175-42089- 15 175-42334- 11 2| 20-54 
175-42089- 31 175-42334- 2| 20-54 
175-42090 4| 20-54 
175-42091 175-42334- 4| 20-54 
175-42091- 3 175-42334- 19 2| 20-54 
175-42091- 5 175-42334- 21 2| 28-54 
175-42092 175-42334- 23 2 20-54 
175-42092- 3 175-42334- 25 2 Q-54 
175-42092- 5 175-42234- 27 10| 2Q-54 
175742093 175-42334- 29 20-54 
175-42093- 3 175-42334- 31 20-54 
175-42093- 5 175-42334- 32 20-54 

R82NA 175-42112 AXD- 70 175-42341- 3 28-55 
175-42112- 3 AXD-70 175-42341- 5 22-55 
175-42112- 5 AXD-T7O 175-42341- 7 20-55 

R82NA 175-42119 20-47 175-42341- 9 20-55 
175-42119- 3 20-47 175-42341- 11 20-55 
175-42119- 5 20-47 175-42341- 12 20-55 
175-42119- 7 20-47 175-42341- 15 20-55 
175-42119- 9 29-47 175-42341- 16 20-55 
175742119- 15 175-42341- 17 29-55 
175-42119-100 175-42341- 21 20-55 

R62NA 175-42122 175-42341- 223 23-55 
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175-42122- 3 2 175-42341- 27 5 20-55 
175-42122- 5 2 175-42341- 29 20-55 
1757421227 7 2 175-42341- 31 23-55 
175-42122- 9 2 175-42341- 33 20-55 
175-42122- 11 2 175-42341- 35 20-55 
175-42122- 13 2 175-42352 XY-109 
175-42122- 15 2 175-42352- XY-109 
175-42122- 17 2 175-42352- XY-109 
175-42122- 19 2 XY-109 
175-42122- 21 2 433 - 25 XY-109 
175-42122- 23 2 1 
175-42122- 25 4 175-42353- 1 
175-42122- 27 4 175-42356 433 - 28 2H-271 
175-42122- 29 2 175-42356- 3 2Η- 271 
175-42122- 31 2 175-42356- 4 2H-271 
175-42122- 53 2 175-42356- 5 2| 2H-271 
175-42122- 35 2 175-42356- 6 2| 2H-271 
175-42122- 37. 2 175-42356- 7 4| 2H-271 
175-42122- 39 2 175-42356- 9 2| 2H-271 
ον. 2 175-422365 2| 2F-44 
Please ee 2 175-42365- 3 2| 2F-44 
175-42122- 45 2 175-4240838- 3 1 
175-42122- 50 2 175-42508 391 - 1 1 

REZNA 175-42146 2 175-42508- 3 1 
175-42146- 3 2 175-42508- 5 2 
175-42146- 5 2 175-42503- 7 1 
175-42146- 7 2 175-42508- 9 1 
175-42146- 9 2 175-42508- 11 1 
175-42146- 11 2 R82NA 175-42508-.13 391 - 2 1 
175-42146- 13 2 175-42509 12 - 22 1 
175-42147 1 175-42503- 3 1 
175-42147- 3 1 175-425059- 5 1 
175-42147- 5 1 175-42509- 7 1 
175-42147- 7 1 175-42509- 3 1 
175-42148 1 175-42509- 11 4 
175-42306 1 175-42509- 13 1 
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1175-42510 i| ΧΖ-228 zs = 
173-42810- 3 i| x25225 113-42618-110 50-58 
175-42510- 5 i| xz-228 175-42618-119 20-58 
175-42510- Τ᾽ 1| ΧΖ-228 175-42618-120 20-58 
15M i 175-42618-121 20-58 
es 1 175-42618-122 24-58 
173742219 τ 175-42618-123 20-58 
= 175-42618-125 20-58 
175-42516 1 175-42618-127 20-58 
175-42516- 3 1 175-42618-129 20-58 
175-42601 F 175-42618-131 20-58 
175-42601- 10 1 175-42618-133 20-58 
175-42601- 20 2 175-42618-135 20-58 
175-42602 1 175-42618-137 20-58 
175-42602- 3 2 175-42618-139 20-58 
175-42602- 5 175-42618-141 20-58 
175-42602- 71 175-42618-143 20-58 
ἐσ v 175-42618-145 . 20-58 
B " 175-42618-169 20-58 
175-42602- 35 175-42618-173 20-58 
175-42604 175-42618-175 20-58 
175-42604- 3 175-42618-179 20-58 
175-42604- 10 175-42618-185 20-58 
175-42616 | 175-42618-187 20-58 
175-42618- 3 175-42618-189 20-58 
175-42618- 5 175-42618-191 20-58 
175-42618- 7 175-42618-193 20-58 


175-42618- 9 
1175”-42618” 11 
175-42618- 13 
175-42618- 15 
175-42618- 17 
175-42618- 19 
175-42618- 21 
175-42618- 23 
175-42618- 25 
175-42618- 27 
175-42618- 29 
175-42618- .31 
175-42618- 23 
175-42618- 35 
175-42618- 37 
175-42618- 39 
175-42618- 41 
175-42618- 43 
175-42618- 45 
175-42618- 47 
175-42618- 49 
175-42618- 50 
175-42618- 51 
175-42618-. 52 
175-42618- 53 
175-42618- 56 
175-42618- 57 
175-42618- 69 
175-42618- 71 
175-42618- 73 
175-42618- 75 
175-42618- 79 
175-42618- 81 


20-58 
20-58 
20-58 
20-58 
“20-58 
20-58 
20-58 
20-58 
20-58 
20-58 
20-58 
20-58 
20-58. 
20-58 
20-58 
20-58 
20-58 
20-58 
2H-272 
2H-272 
2H-272 
2H-272 
2H-272 
2H-272 
2H-272 
2H-272 
2H-272 
2H-272 
2H-272 
2H-272 
2H-272 
2H-272 
2H-272 


175-42618-195 
175-42618-197 
175-42618-199 
175-42618-201 
175-42618-203 
175-42618-205 
175-42618-207 
175-42618-209 
175-42618-211 
175-42618-213 
175-42618-215 
175-42618-217 
175-42618-219 
175-42618-221 
175-42618-223 
175-42618-225 
175-42618-227 - 
175-42618-229 
175-42801- 2 
175-42801- 3 
175-42801- 5 
175-42801- 7 
175-42801- 9 
175-42801- 11 
175-42801- 13 
175-42801- 15 M1 
175-42801- 17 Mi 
175742801- 19 
175-42801- 21 
175-42801-103 
175-42801-105 
175-42801-107 
175-42801-109 
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ο ο... He 175-42801-111 1| 28-272 
τ z 175-42801-113 1| 2H-272 
175-42618- 89 175-42801-115 1| 2H-272 
175-42618- 91 175-42801-117 1| 28-272 
175-42618- 93 175-43001 REF 
175-42618- 95 175743019 1 
175-42618- 97 175-43019- 3 1 
|175-42618- 99 175-43019- 5 1 
175-42618-101 175-43019- 7 1 
175-42618-102 : 175-43026 2 
.1175-42618-103 175-43027 1 
175-42618-104 175-43029- 10 12 
175-42618-105 $ 
175-42618-106 175-43051 2F-46 
-175-42618-107 175-43051-. 3 2F-46 


175-42618-108 
175-42618-109 
175-42618-110 
175-42618-111 
175-42618-112 
175-42618-113 
175-42618-114 
175-42618-115 
175-42618-116 


2F-46 
2F-47 
XX-154 
ΧΥ-113 


175-43051- 5 
175-43052 
175-43053 
175-43058 
175-43059 
17543060 
17543710 
175-43711 
175-43712 





2D-91 
ΧΧ-155 
XX-156 
"XXX-157 
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XEXXEIrEzrzrzzczcrrr 
A 3Η» [πρ S RR IR ER RS ps 












995 


Revised. 15 September 1955 





Section ΙΙΙ 


Numerical Index of AN 01-6CAABA-4 


Contractor Parts 


STOCK NUMBER 





CLASS CODE 





175-43713 M [179 - 22 1| XX-158 -47094-181 
175-44012 , l|AXa-426 175-41094-189 
175-44212- Μα 2] AXA= 426 175-47004-175 
175-44013 MI 1| AXC-95 175-47004-177 
175-44013- 141 2! AXC-95 175-47004-179 
175-44013- 2| Axc-?5 175-47004-180 
175-44862-125 1 175-47004-181 
175-46002 2| AXC-96 175-47004-183 
o 175-46992- 1| Αχς-56 175-47004-185 
: 175-46002- 1| Αχς-96 175-47004-187 
RB2NA 175-46003 2| 2F-48 175-47004-189 
175-47004-190 
175-46004 2| 2F-49 175-47004-191 
R82NA 175-46005 2 28-55 175-47004-193 
175-46005- 2| 29-55 175-47004-195' 
175-46005- 2| 20-59 175-47004-197 
175-46005- 2 20-59 175-47004-195 
175-46005- 2| 20-59 175-47004-201 
175-46005- 2| 20-59 175-47004-203 
175-46005- 2| 26-59 175-47004-205 
175-46006 1| 2H-273 175-47004-207 
175-46006- 2| 2H-273 175-47004-209 
175-46006- 2| 2H-273 175-47004-211 
175746007 1| 20-92 175-47004-213 
175-46008 ? 175-47004-215 
175-46009 £ 175-47004-217 
175-46010 1|AXA-427 175-47004-219 
175-46011 1| 20-93 175-47004-221 
175-47001-10L REF 175-47004-223 
175-41004-225. 
175-47001-200 175-47004-227 
REF 175-47004-229 
R82NA 175-47002 2| 20-60 175-47004-231 
175-47004-233 
RB2NA 175-47002-100 2ἱ 20-60 175-47004-235 
R82NA 175-47004- 1| 29-61]. 175-47004-241 
R82NA 175-47004- i| 20-61 175-47004-243 
175-47004- 2| 20-61 175-47004-245 
175-47004- 2| 26-61 [175-47004-300 
175-47004- 11 2 20-61 175-47004-400 
175-47004- 13 2| 20-61 175-47004-500 
175-47004- 35 2| 20-61 175-47004-600 
175-47004- 36 2 20-61 175-47005 
175-47004- 39 2 20-61 175-47005- 3 
175-47004- 41 2 20-61 175-47020 
175-47004- 43 2| 23-61 175-47020- 
175-47004- 44 2| 29-61 175-47020- 
175-47004- 45 2| 20-61 175-47020- 
175-47004- 46 2| 20-61 175-47020- 
175-47004- 47 2 20-61 
175-47004- 49 2 20-61 
175-47004- 51 2 20-61 
175-47004- 53 2| -20-61 175-47020- 
175-47004- 54 2| 20-61 175-47020- 15 
175-47004- 55 2 20-61 175-47020- 17 
175-47004- 56 i| 20-61 175-47020- 18 
175-47004- 57 2| 20-61 175-47020- 
175-47004- 58 2| 25-61 175-47020- 2 
175-47004- 59 2 20-61 175-470202 23 
175-47004- 61 2| 20-61 175-47020£ 25 
175-47004- 63 2| 20-61 .|175-4^7eZ0- 27 
175-47004- 67 8| 29-61 175-47020- 29 
175-47004- 71 2| 20-61 175-47020- 31 
175-47004- 73 2| 20-61 175-47020- 33 
175-47004- 77 2| , 20-61 175-47020- 35 
175-47004- 79 1| 20-61 175-47020- 37 
175-47004- 81 1| 20-61 175-47020- 51 
175-47004- 03 2| 20-61 175-47020- 53 
175-47004- 85 2| 20-61 175-47020- 55 
175-47004- 87 2| 20-61 175-47020- 61 
175-47004- 95 2| 20-61 175-47020- 63 
175-47004- 97 2 20-61 175-47020- 65 
175-47004-101 i| 20-61 175-47020- 67 
175-47004-103 1| 20-61 175-47021 2H-274 
175-47004-129 2| 20-61 175-47021- 3 2H-274 
175-47004-131 1| 20-61 175-47021- 5 2H-274 
175-47004-133 1 20-61 175-47021- 7 2H-274 
175-47004-145 2| 20-61 1175-47022 2Q-62 
1757470047146 2ἱ 20-61 175-47028 -2H=275 
175-47004-147 2| 20-61 175-47028- 3 2H-275 
175-47004-149 2| 20-61 175-47028- 5 2H=275 
175-47004-151 2 20-61 175-47028- 7 2H-275 
175-47004-155 2 20-61) Ingona 175-47033 2H-276 
175-47004-157 2 20-61 2Η-276 
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STOCK NUMBER 











CLASS CODE 


175-47033- 
175-47034 
175-47037 
175-47037- 
175-47038 
175-47038- 
175-47038- 
175-47041 
17547045 
175-47045- 


175-47045-. 


175-47045= 
175-47046 
175-47046- 
175-47046- 
175-47046- 
175-47050 
175-47050- 
175-47054 
175-47055 
175-47055- 
175-47061 


175-47061-. 


175-47061- 
175-47061- 
175-47062 
175-47062- 
175-47063 
175-47063- 
175-47094 
175-47094- 
175247401 


175-47420 


175-47422 

175-47422- 
175-47422- 
175747422- 
175-474227 
17547422- 
175747422- 
1757474227 
175747423 

17547802- 
175-478027 
175-478027 
17548001 

175-48004 

175-48004- 
175-48004- 
175-48005 

175-48006 

175-48006- 
175-48006- 
175-48006- 
175-48007 

175-48007- 
175-48007- 
175-48007- 
175-48008- 


175-48008- 


175-48008- 
175-48008- 


175-48008- 


175-48010 
175-48011 
175-48011- 
175-48011- 
175-48011- 
175-48012 
175-48012- 
175-48012- 
175-48912- 
175-48913 
175-48013- 
175-48013- 
175-48013- 
175-48014 
175-48014- 
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175-48014- 
175-48014- 
175-48015 
175-48015- 
175-48015- 
175-48015- 
175-48016 
175-48017 
175-48027- 
175-48027- 
175-48030 
175-48037 
175-48037- 
175-48037- 
175-48038 
175-48039 
175-48040 


175-48041 
175-48042 
175-48042- 
175-48043 
175-48044 
175-48045 
175-48045- 
175-48046 
175-48046- 


2H-2179 
2F-57 
2F-57 
2H-280 
2H-280 
20-94 
2D-94 
20-63 


175-48047 
175-48048 
175-48049 
175-48049- 
175-48049- 
175-48049- 
175-48050 
175-48101 
175-48109 
175-48110- 
175-48110- 
175-48111 
175-48111- 


20-64 


20-65 
20-65 
20-65 
20-65 
20-65 
20-65 
20-65 
20-65 
XZ=241 
2H-281 
2H-281 
2H-281 
XX=163 









175748111- 


175748117 

175-48117- 
175-48117- 
175-48117- 
175-48122 

175-48122- 
175-48122- 
175-48122- 
175-48122- 
175-48122- 
175-48127 


175-48128 
175-48131- 


175-48131- 


175-48131- 
175-48131- 


175-48131- 


175-48132 
175-48132- 
175-48132- 
175748133 
175-48133- 
175-48133- 
175-48134 
175-48134- 
175-48134- 
175-48134- 
175-48135 
175-48135- 
175-48135- 
175-48136 
175-48137 
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2F-67. 
2F-67 





zu 
m 


M1 4| 2H-282 
M1 2| 2H-282 
M1 1| 2H-283 
M1 1} 2H-283 
M1 1| 2H-283 
M1 1| 2H-283 
M1 “2 ᾿ 
4 
2 
A 2 
3 |AXA-430 
M1 1| 2H-284 
M1 1| 2H-284 
M1 1| 2H-284 
M1 2 
2 
* AXN=242 
* 20-67 
M1 
ML 
M1 
A | 24 - 17 
A | 25 
A 
A | 24 
25- 4 
27 
P1| 25 = 42 
USB 184-4314 
M1 2| XY-127 
M1 2] XY-127 
M1 6| ΧΥ-12Τ 
M1 6 | XY-127 
1| 2F-63 
1| 20-68 
M .2 | 20-96 
P1 1| 2H-287 
P1 1| 2H-287 
1| 2H-288 
A 4| 2H-288 
A 2H-288 
1| 20-97 
1| 2D-97 
i| 20-91 
1| 2D-97 
P1 1| AXC-99 
P1 1| Αχς-99 
Pi i| ΑΧς-99 
P1 1| AXC-99 
P1 1| AXC-99 
x1 1| Axc-99 
3 ΙΑΧΑ- 4321 
1 
* REF | 20-69 
* REF | 20-69 
M 4| 20-69 
* 20-69 
* 20-69 
M1 i| 2F-64 
M1 i| 2F-64 
M1 1| 2F-64 
M1 i| 2F-65 
Mi i| 2F-65 
M1 1| 2F-65 
M1 1| 2F-66 
M1 1| 2F-56 
1| 2F-66 
Ml i| 2Ε-66 
M1 i| 2F-67 
1 
1 
F 
6 
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Section lll 
Numerical Index of 
Contractor Parts 


παῖε 
AND INDEX 
175-48138 A 175-48212 XX-176 
175-748138- à A 
175-48138- A 175-48213 
175-48138- A ^ 10175-48214 
l 7548138- ^ 12175-48215 
175-48139 


ΑΝ ΟΙ-όΟΑΑΒΑ-4 


2D-104 
2D-105 
20-106 
XX-7179 
20-107 
20-108 
XX-182 
XC-101 


175-48217 
175-48140- ὰ 175-48218 
1 75-48219 
175-48140- pi E 175-48220 





ο ο a mp 


175-48221- 
| 75-48221- 

AXJ=156 175-48222 
N75-48223 

175-48224 
AXJ=156 75748225- 
AXJ=156 . L75-48225- 
AXJ=156 175-48225- 
20-70 175-48225- 
20-70 175-48225- 
20-70 175-48225- 
20-70 17548225- 
20-70 175-48226 
20-70 12175-48227 
20-70 175-48228 
AXD-73 175-48228- 
175-48228- 

2H-289 175-48229 
2H-289 175-48229- 
2H-289 175-48229= 
175-48230 

175-48231 


Ρο 
An 


175-48140- 
L175-48140- 
175748141 

175-48141- 
175-48141- 
175-48141- 
175-48141- 


Pop np 


2D-109 
ΧΧ- 184 
2H-290 
2H-290 
2H-290 
2H-290 
2H-290 
2H-290 
2H-290 
ΧΧ-185 
ΧΧ-186 
20-110 
20-110 
2D-110 
2D-111 
20-111 
2D-111 
20-112 
ΧΧ-190 
2D-113 
20-113 
20-113 


175-48142- 
175-48142- 
175-48142- 
175-48142- 


MU PUN 


1 75-48142= 
175-48143 
175-48144 


PA A es ps ps 


175-48156- 
175-48156- 
175-48158 

175-48158- 
175-48158- 
175-48159 

175-48159- 
h75~48159— 
175-48159- 
175-48159- 
175-48159- 
175-48159- 


a) 


XY-130 l 75.48232- 
XY-130 175-48232- 
ΧΥ-130 175-48233 
| XY-130 175-48234 
ΧΥ-130 Nh 75=48302 
ΧΥ-130 
ΧΥ-130 175-48302- 
175-48303 


TRONN NYY FRR NP HE NEN NNN BPP IRL IND εὐ ε» ον 


x 
m 


AXD-74 
175-48160- 
1 75-48160- 
175-48160- 
[75-48161 

175-48161- 
175-48161- 
175-48162 


ΧΖ-253 
ΧΖ-253 
ΧΖ-253 
XC-102 
2F-69 
XY-136. 
XY-136 
XY-136. 
XZ-254 
X2-254 
X2-254 | 
ΧΖ-254 
ΧΖ-25ὰ 


175-48314- 
175-=48314- 
175-48316 
10175-48317 
175”-48318 
175-48318- 
. B75-48318- 
175748319 
l 75-48319-= 
175-48319- 
l 75748319- 
17548319- 
175-748320- 
17548320- 


τ e n e ο ο ο RP Ger EEE pd 2 IN) ps μα 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


A 
m 


h75-48174 
L75=48174= 
L75-48174- 
L75-48174- 
175-48174- 
h75-48174~ 
175-48174- 
h75-48174- 
L75-48174— 
h75~48174— 
L75-48174= 
175-48174- 
175-48175 
175-48192 
| 75-48193 
175-48195 


PRPEN PRP RRP A ES. NPE PRP νο 


OU:-Juu un 


m 


175-48322 
175-48323 
10175-48324 
l 75748324- 
75148324- 
1175-48328 
175748335 
175-48336 
175-48245 
ΧΥ-131 175-48346 
ΧΥ-131 175-48346- 
ΧΥ-131 175-48346- 
XY-132 175-48346- 
2D-101 175-48401 
2D-101 
2D-101 1 75-48402 


PRA A A As pe 


m 
PNOFSFNNNNNNNNN rm 


175-48196 
175-48196- 
175-48196- 
175-48201 
17548202 
175-48202- 
175-48202- 
175-48208 
175-48208- 
175-48208- 
175-48208- 
μ75-48209 


ολ E 


5 


175-48402- 

175-48402- 

175-48402- 
2D-102 1 75-48402- 

1 75-48402- 11 

1 75-48402- 13 
175-48210 2D-103 X 175-48402- 15 
175-48211 AXAT434 175-48402-.17 


TORRE ο ο ο ο 1» RPE ο |» 


131 111 
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h75-48402~ 19 6 20-75 0175-48445- 3 X2-264 
175-48402- 21 - 8 1| 20-75| 175-48445= 5 ΧΖ-264 
175-48402- 23 - 2| 1| 20-75 p75-48445- 7 x2-264 
175-48402- 25 - 4| 17 | 20-75 175-48445- 9 ΧΖ-264 
175-48402- 27 - 11 1| 20-75 175748446 ΧΧ-195 
L75-48402- 29 - 5 1| 20-75 1 75-48447 2H-295 
175-48402- 31 - 9 1 | 20-75 175-48448 ΧΖ-266 
175-48402- 33 - 1| 15] 20-75 15748449 XY7157 
175-48403 - 78 1 | 20-76 175-48450 
175-48403-= 3 1 | 20-76 175-48450- 3 
1 75-48403= 5 1 |. 20-76 175-48450= 5 
175-48403= 7 5 | 20-76 175-48450- 7 
L75-48403= 9 i| 20-76 175-48451 XY-158 
175-48403- 11 2 | 20-76 XY-159 
175-48403- 13 i| 20-76 175-48453 XY-160 
175-48403- 15 2| 20-76 75-48454 XZ-267 
175-48403- 17 9| 20-76 75-48454= 3 XZ-261 
h 75-48403= 19 1 | 20-76 L75-48454- 5 X2-261 
175-48403- 21 1| 20-76 75-48454- 1 X2-261 
L75-48403- 22 24 | 20-76 175-48454= 9 X2-261 
175748404 REF | 20-77 75-48455 X2-268 
75-48456 XY-161 
175248405 AXJ-162 l75-48456- 3 ΧΥ-161 
175-48457 X2-269 
475-48406 AX J7163 175-48457= 3 X2-269 
175-48458 
175748407 20-78 175-48459 XZ+270 
175-48460 2H-296 
175-48407-101 20-78 075-48461 XY-162 
175748462 2H-297 











x2-273 
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175-48410 1 | x2-256 
175-484101 1 | 2H-292 175-48464 A 2H-298 
175-48411 4 | xY-140 175248465 1 XY-163 
1 | XZ-257 17548465- 3 1 ΧΥ- 163 
1 | xXY-141 07548466 1 XY-164 
1 | XY-142 7548466- 3 1 XY-164 
0175748415 1 AXA-440 D75-48466- 5 1 ΧΥ- 164 
175-48416 1 | 2H-293 175-48467 1 XY-165 
0175-48416- 3 1 | 2H-293 175-48467= 3 1 XY-165 
175-484167 5 1 | 2H-293 75748468 1 2H-299 
175-48416= 7 1 | 2H-293 175-48468- 3 1 2H-299 
175-48417- 2 | Xx-192 75748468- 5 1 2H-299 
2|XX-192 [75-48468- 7 1 2H-299 
175748417- 1 | XX-192 1175-48468- 9 1 2H-299 
175-48418 1 2F-13 175748469 1 2H-300 
175-48419 1 AXC-103 1 75-48469= 3 1 2H-300 
175-48420 2 2F-74 D75-48469- 5 1 2H-300 
10175-48421 1|Xz-259 075-48469- 7 1 2H-300 
175-48422 1 | XY-146 175-48469= 9 1 2H-300 
175748423 4 | ΧΥ- 147 -7548470 1 ΧΖ-2 17 
175-48424 2 | ΧΥ-148 175-48471 1 XY-166 
10175-48425 4 | ΧΧ-193 175-48472 1 XY-167 
75748426 1 175-48473 1 ΧΖ-278 
175-48427 1 AXC-104 175-48473- 3 1 ΧΖ-278 
L75-48427- 3 2 AXC-104 175-48473- 5 X2-218 
l75-48427- 5 t 175-48473= 7 ΧΖ-278 
4 | XY-150 175748474 20-114 
175-48429 1|XY-151 10175-48475 XX-197 
175-48430 2 | xXY-152 
h75-48431- 3 1 2F-75 075748476 1 | xY-168 
175-48431- 5 1 2F-75 175748477 1 | 2H-301 
L75-48431- 7 1 2F-75 175748478 1 | XY-169 
175-48431- 9 1 2F=75 N 75-48479 2 2F-77 
175-48432 1 | XX-194 175-48480 - 2 | XX-198 
h75-48433 1 | XX-154 175-48481- 2 3 | XX-199 
175-48434 1 | x2-260 075-48481- 4 3 | XX-199 
175-48435 1 | XZ-261 175-48482 1 | XY-171 
175-48436 1 | 2H-294 175-48483 3 2F-78 
175-48437 1 | Χζ-263 
175-48438- 1 -1 175-48484 1| XZ-280 
h75-48438- 2 1 175-48484- 3 1 | xz-280 
175-43439 1 L75-48484- 5 1 | XZ-2 0 
175-48440 1 175-48484- 7 1 | ΧΖ-280 
75748441 1 175-48485 1 | κζ-261 
175-48442 1 AXJ-164 175-48485- 3 1 | X2-281 
175-48442- 3 1 AXJ-164 075-48485- 5 1 | xz-281 
175-43442- 5 1 AXJ-164 175-48485- 7 1 | xz-281 
175-48443 1 2F-76 175-48486- 1 2|XY-173 
175-484423= 3 i 2F-76 175-48486- 2 2 | XY-173 
175-48443- 5 1 2F-76 h75-48486- 3 2 | XY-173 
175-48443-= 7 1 2F-76 175-48486- 8 2 | XY-173. 
1 | ΧΥ-126 175-48487 : 1 | AXD-75 
175-48445 1 | XZ-264 175748487- 3 1 | AX0-75 
175-48487-" 5 2 | AXD=75 
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[75-48487= 7 Kl 1 | AXD-75 1 75-48502-101 Ηλ 
175-48488 Pl p46 57 1 | xZ2-283 175-48502-103 
[75-48489 P1 #46 42 1 | XZ=284 175-48502-105 
175-48490 41 2 | 20-115 175-48502-107 
75-4849} Pl 46 6 2 | 2H=302 HL 75-48502-108 
h75-48492— 1 Ml 1|xY-174 175-48502-109 
LD75-48492- 2 1 1 | XY-174 1 75-48502-111 
7548493- 1 41 1 | xY-175 1 75-48502-113 
17548493- 2 1 1 | XY-175 1 75-48502-115 
175-48494 1 p46 1 | XY-176 1 75-48502-117 
175748494- 3 11 1 ¡XY-176 175-48502-119 
[75-48495 1 #46 23 1 | 2H-303 175748502-121 
17548495- 3 1 1 | 2H-303 175-48502-123 
[75-48495= 5 1 #46 25 1 | 2H-303 175-ᾳ8502-125 
LD75-48495- 7 41 1 | 2H-303 175-48502-127 
175-48496 41 #46 1 | XY=177 75-48502-128 
10175-48497 β 1 | ΧΥ-178 175-48502-129 
175.48498 4 | XY=179 75~48502-131 


175-48502-133 
75-48502-134 
175-48502-135 
1 75-48502-137 
1 75-48502-139 














to 


XY-180 
20-79 

































































[1 75-48502 1 175-48502-141 
175-48502-= 3 1 175-48502-143 
1 75-48502= 5 1 1 175-48502-145 
B75-48502- 7 1 1 175-48502-157 
R75-48502— 9 1 1 175-48502-149 
175-48502- 11 1 1 1 75-48502-151 
l 75-48502- 13 1 1 175-48502153 
175-48502- 15 1 2 175-48502-155 
0175-48502- 16 41 1 175-48502-157 
175-48502- 17 11 1 175-48502-159 
N 75-48502- 19 1 1 175-48502-161 
175-48502- 21 1 2 175-48502-163 
175-48502- 23 1 1 175-48502-165 
175-48502- 25 1 1 757485027167 
175-48502- 27 1 2 175-48502-169 
175-48502- 1 13 175-48502-171 
11 1 1 75-48502-172 
175-48502- 1 1 175-48502-175 
1 1 75-48502-176 
175-48502- 1 2 175-48502-177 
7548502- 35 41 4 1 75-48502-179 
175-48502-= 37 1 1 1 75-48502-181 
175-48502- 38 1 1 175-48502-182 
175-48502- 39 1 1 175-48502-183 
175-48502- 40 1 1 1 75-48502-185 
175-48502- 41 1 1 175748502-187 
175-48502- 42 1 ^1 1 75-48502-189 
1 75-48502- 43 1 1 175-48502-191 
175-48502-7 45 1 1 175-48502-193 
175-48502- 47 1 1 1 75-48502-195 
175-48502- 48 1 1 175-48502-197 
175-48502- 49 41 1 175-48502-199 
175-48502- 50 l A 175-48502-201 
175-48502- 51 1 1 175-48502-203 
i 75-48502- 53 1 1 175-48502-205 
175-48502- 55 1 1 175-48502-207 
175-48502- 57 AL 1 175-48502-209 
L75~48502— 59 1 1 [757485027211 
175-48502- 61 1 2 175-48502-213 
175-48502- 63 1 2 175-458502-215 
p75-48502- 65 1 X 75-48502-216 
175-48502- 67 1 1 75-48502-217 
17548502- 69 1 1 175-48502-219 
175-48502- 71 1 1 175-48502-221 
175-48502- 73 1 1 175-48502-223 
175-48502- 75 1 1 175-48502-225 
175-48502-= 77 11 1 175-48502-227 
175-48502- 79 1 1 175-48502-231 
175-48502- δι 1 20 175-748502-233 
175-48502-,83 1 1 175-48502-234 
175-48502- 84 1 T 175-48502-235 
175-48502- 85 1 3 175-48502-236 
E75-48502- 86 1 1 175”-48503 
175-48502- 87 1 1 175-48503- . 3 
.P75-48502- 88 1 1 1 75-48503- 5 
1 75-48502- 89 1 24 175-48503- 7 
1 75-48502- 91 1 1 1 75-48503= 9 
175-48502- 93 1 3 175-48503- 11 
1 75-48502- 95 1 1 175-48503- 13 
175-48502- 1 1 175-48503- 15 
175-48502- 1 1 75-48503- 16 
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STOCK NUMBER FIGURE |TOTAL|MICROFILM O STOCK NUMBER | 3 FIGURE | TOTAL| MICROFILM 
AND INDEX | ay. | NUMBER [Part numan |o AND INDEX| QTY. 
20-30 75-48537- 
26-80 
20-80 75-48537- 
20-30 175-48538 
20-80 75-48539 
20-80 75-48540 
20-80 i 15-48541 
20-80 175-48542 
20-80 2175-48543 
29-50 : 
280-80 
20-30 h 75-48544- 
20-80 175-48545- 
20-900 h 75.48545- 
20-80 15-48546 
29-80 1 75-48546= 
20-80 j 75-48546- 
23-00 17548547 
20-80 15-48548 
20-80 175-48548- 
20-80 175-48548- 
20-80 η 75-48548- 
20-80 175748549 
[75-48503- 45 29-80 D75-48550 
h75-48503- 47 : 20-80 175-48601 
[[75-48504 D75-48601- 
[1 75-48505 h 75-48602 
175-48505- XC-105 175-48603 
RB2NA h75-48506= 2H- 304 175-48604 
R82NA 175-48506- 2H-304 
P 2H-304 
1 75-48506- P 2H-304 
175748507 - 
2H-305 75-48607- 
2H-305 175-48607- 
2D-116 15-48607- 
20-117 
2F-79 


AN O1-60AABA-4 


m 


h75-48503- 17 

18 
L75-48503-= 19 
h75-48503-.20 
h 75-48503- 21 
175-48503- 22 

23 

24 
175-48503- 25 
h 75-48503- 27 
h 75-48503- 29 
h75-48503- 31 
h75-48503— 32 
h 75-48503- 33 
L75-48503- 34 
|75-48503- 35 
75-48503- 26 
L75-48503- 37 
175-48503- 35 
L75-48503- 39 
L75-48503- 40 
l75-48503- 41 
175-48503- 43 
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2H-310 


2H-310 
2H-310 
2H-310 
2H-310 
XX-215 
XY-190 
XY-191 


R82NA 
1 75-48508- 
175748509 


RPNNN NY 


01757-48512 

75748513 

175-48520 
R82NA 175-48521 
R82NA 


ΧΧ- 202 
2F-80 
XY-184 
2F-81 
AXJ-166 


XY-192 
XY-193 
XY-7194 
XY-194 
XY-195 

2F-83 

2F-83 

2F-83 
ΧΖ-301 
XY-197 
X2-302 
ΧΖ-302 
X2-302 


Eg g1 0290101 


17548523 
0175-48524 
175-485247 
175-48524= 
75-48524- 
175-48524-7 
175-48524— 
175-48524- 
175-48525- 
175-748525- 
175-48525-7 
175-48525- 
175-48526 
175-48526- 
175-48526- 
175748527 
175-48527— 
175-48527- 
175-48528 
175-48528- 
175-48528- 
175-48529 
175-48529- 
175-48529- 
175-48529= 
175-48530 
175-48530- 
1757248531 


75-48618 
AX J7167 75-48618- 
XJ-16T 75-48€18- 
XJ-7167 75-48619 
AXJ=167 75-48620 
2H-306 75748621 
2H-306 175-48621- 
2H-306 175-48621- 
2H-306 175748622 
x2-291 175-48623 
ΧΖ-291 175748624 
ΧΖ-291 175-48624- 
AXD-108 175-486247 
17548624- 
175748624- 
20-81 075-486264- 
20-81 175-48624- 
20-81 N75~48625 
X2-293 175748626 
X2-293 175-48627 
X2-293 175-48627= 
ΧΖ-293 175-48627- 
XY-186 175-48628 
ΧΥ-186 μ75-48629 
AXA=441 175-48630 
AXA-461 175-48650 
ΧΧ-205 175-48650- 
XX-205 175-48650- 
XX-206 175-48650- 
xY-187 175-48650- 
ΧΥ-181 1 75-48650- - 
Ñ 175-48650- 
175-48650- 
175-48650- 
175-48650- 
XY-188 11 75-48650- 
2H-307 1 75-42650- 
t 75-48650- 
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2D-121 


2H-311 
2H-311 
28-311 


175-48532 
175-48532- 
h75~48533 
175-48534 
175-48534- 
175-48535 
175-48535- 
17548535- 
17548535- 
175-48536 
175748537 
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- - Q-8 175-482802- 86 2H-312 
ER cn 31 i 26- 83 1. 75-48802- 87 2H-312 
L75-48650- 33 2 20-33 175-48803- 3 2H-313 
L75-48650- 34 2 20-83 75-48803- 5 2H-313 
L75-48650- 35 2 20-53 175-48802- 6 2H-313 
l 75-48650- 37 8 | 20-83 75-48803- 7 2H-313 
175-43650- 39 2 20-83 175-48803- 8 2H-313 
h 75-4825650- 41 4 | 20-83 1175-48803- 9 2H=313 
075-438650- 43 8 20-83 75-48203- 10 2H-313 
l 75-48650= 45 2 20-83 Τ5-48803- 11 24-313 
175-48650- 46 2 20-83 75-48803- 12 2H-313 
ῃ75-48650- 47 2 20-83 1 75-48803- 13 2H-313 
175-48650-= 48 2 20-83 75-48803- 14 2H=313 
175-48650- 49 4 | 20-83 175-48803- 15 2H-313 
175-48650= 50 4 | 20-83 175-48803- 16 2Η-313 
n 75-48650= 51 2 20-83 175-48803- 17. 2H-313 
L75-48650- 53 4| 20-83 175-483803- 18 2H-313 
175-48650- 54 4 | 20-83 75-48804= 3 
175-48650- 65 2 |. 20-83 75-48804- 4 
1 75-48650= 66 2 20-83 75-48804- 5 
1 75-48650- 71 2 20-83 175-48804- 6 
175-48650= 73 2 20-83 175-48804- 7 
R75-48650= 74 2 20-83 175-48804- 8 
175-48650= 75 2 20-83 75-48804- 9 
7548650- 76 2 20-83 75-48804- 10 
175-48650- 77 16 20-83 75-48804- 15 
175-48650- 78 16 20-83 75-48804- 16 
[75-48650- 79 4| 20-83 175-48804-.17 
175-48650-' 80 4| 20-33 175-48804- 18 
175-48650- 2 20-83 h75~48804~ 25 

2 20-83 175-48804- 26 
h 75-48650- 2 20-83 75-48804- 2 
175-43650= 84 2 20-83 175-48804- 28 
15-48650- 91 2 20-83 175-48804= 29 
175-48650- 92 2 20-83 175-48804- 30 
175-48802- 3 1 | 2H-312 1 75-48804- 31 
1 75-48802= 5 1 | 2H-312 175748804- 32 
175-48802= 7 1 | 2H-312 175-48804=- 33 
1 75-48802- 9 1 | 2H-312 175-48804- 34 
Π75-488ο2- 11 1 | 2H-312 ΤΕ z 
0175-48802- 17 66 175-748804- 
Π75-488ο2- 19 175-48804- 37 
175-48802- 21 1 | 2H-312 1 75-48804- 38 
175-48802- 23 1 | 2H-312 175-48804- 39 
1 75-48802= 27 1 | 2H-312 175-48804=- 40 
1 75-48802- 29 1 | 2H-312 1 75-48804= 41 
1 75-48802- 30 1 | 2H-312 175-48804- 42 
L75-48802- 31 1 | 2H-312 175-48804-= 43 
175-48802- 32 1 | 2H-312 πμ μα 5 
L75-48802- 33 1 | 2H-312 75-48804- 
D 75-48802- 34 1 | 2H-312 75-48804- 46 
h 75-48802- 35 1 | 2H-312 75-48804- 47 
17548802- 37 1 | 2H-312 75-48804- 48 
175-48802- 39 1 | 2H-312 75-48804- 49 
L75-48802- 41 1 | 2H-312 75-48804- 50 
L75-48802- 43 1 | 2H-312 75-48804- 51 
175-48802- 45 1|2H-312 75-48804- 52 
L75-48802- 47 1 | 2H-312 75-48804- 53 
175-48802- 52 1 | 2H-312 75-48804- 54 
175-48802- 53 90 75-48804- 55 
l 75-48802-= 55 1 | 2H-312 N75-48804— 56 
175-48802- 57 1 | 2H-312 175-48804- 57 
ῃ75-48602- 62 1 | 2H-312 175-48804- 58 
175-48802- 64 1 | 2H-312 175-48804- 59 
175-48802- 66 1 | 2H-312 1. 75-48804- 60 
175-48802- 67 1 | 2H-312 1 75-48804- 61 
175-48802- 68 1 | 2H-312 175-48804- 62 
175-48802- 69 1 | 2H-312 075-48804- 67 
175-48802- Το 1 | 2H-312 1 75-48804- 68 
175-48802- Τι 1 | 2H-312 175-48804- 69 
175-48802- 72 1 | 2H-312 1 75-48804- 70 
[75-48802-= 73 I | 2H-312 1 75-48804- 71 
175-48802- 74 1 | 2H-312 L75-48804- 72 
h75-48802- 75 1 | 2H-312 175-48804- 73 
175-48802- 76 1 | 2H-312 175-48804- 74 
175-48802- 77 1 | 2H-312 175-48804- 79 
0175-48802- 78 1 | 2H-312 1 75-48804-- 80 
175-48802- 79 1 | 2H-312 175-48804- 81 
175-48802- 80 1 | 2H-312 175-48804- 82 
L75-48802- 81 1 |2H-312 175-48804- 83 
175-48802- 82 1]2H-312 D75-48804- 84 
175-48802- 83 1 | 2H-312 175-48804= 85 
175-48802- 84 1 | 2H-312 175-48804- 86 
L75-48802- 1 | 2H-312 1 75-48804- 37 
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STOCK NUMBER 


l75-48804- ΒΒ 
175-48804- 89 
h75=48804— 90 
l75-48804- 91 
h75-48804- 92 
175-48804- 93 
L75-48804- 94 
175-48804- 95 
l75-48804- 97 
175-48804- 98 
l75-48804- 99 
h 75-48804=100 
h75-48804-101 
h75-48804-102 
h75-48804-103 
h75-48804-105 
175-48804-106 
h75-48804—107 
175-48804-108 
h 75-48804-109 
175-48804-110 
175-48804-111 
175-48804-112 
h 75-48804-113 
175-458804-114 
l75-48804-115 
l75-48804-116 
175-48804-117 
175-48804-118 
1 75-48805 
175-48805- 3 
h75-48806 
L75-48806- 3 
h75-48807 
h75-48807- 3 
h75-48807- ὁ 
h75-48807= 5 
6 
7 
8 










175-48807- 
175748807- 
1757488077 
17548807- 9 
175-48807- 10 
[75-48807- 11 
175-48807- 12 
175-48807- 13 
h75-48807— 14 
175-48807- 15 
175-48807- 16 
175-48807- 17 
7548807- 18 
175-48807- 19 
175-48807- 20 
175-48807- 21 
175-488077 22 
175-48307- 23 
175-48807- 24 
175-48807- 25 
175-48807- 26 
175-48807- 27 
175-48807- 29 
Lh75-48807- 31 
175-48807- 33 
175-48807- 35 
175-48807- 37 
175-48807- 39 
175-48807- 41 
h 75-48807- 43 
175-48807- 44 
175-48807- 45 
175-48807- 46 
175748807- 47 
175-48807- 48 
175-48807- 






175-48807- 50 
175-48807- 5 

l75-48807- 60 
175-48807- 61 
h75-48807~ 62 
175-48807- 63 
75-48807- 64 
175-48807- 65 
75-48807- 66 
L75-48807- 67 
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———— M ''»''ά'.'''' νυ, el a a E RE PERSA 








AN O1-60AABA-4 


FIGURE MICROFILM 
AND INDEX NUMBER 












STOCK NUMBER 























175-48807- 
75-48807- 
175-48807- 
175-48807- 
75-48507- 
075-485807- 
175-4886807- 
1 75-48807- 
1 75-48807= 
75748807- 
bh 75.48807- 
757488077 
175-48807- 
75-48807- 
175-48807- 
75-48807- 
75-4868610 
75-4393810- 
75-4868810- 








175-48£11- 
175-48811- 








































































75-4885) 
175-486851- 
[1 75-488£51= 
|75-4£851- 
175-48851- 
175-48851- 
ΧΖ-306 175-482853 
ΧΖ-306 175-48855- 
ΧΥ-198 [175-48855- 
XY-198 10175-48856 
2H-314 [75-48855- 
2Η- 214 175-48856- 
2Η-314 175-48856- 
2H-314 175-48856- 


2H-314 
2H-7314 
2H-314 
2H-314 







175-48856- 
175-48556- 
175-48856- 
























2H-314 75-48851- 
2H-314 175-48857- 
2H-314 175-48857- 
2H-314 175-48857- 
2H-7314 175-48857- 
2H-314 175-48857- 
2H-314 175-48851- 








75-48857- 
175-48857= 
175-48857- 


2H-314 
2H-314 
2H-2314 



































































2H-314 175-48860- 
2H-314 L75-48860- 
2H-314 h 75-48860- 
2Η-314 L75-48860- 
2H-314 175-48660- 
2Η-314 L75-48860- 
2H-314 h 75-48860- 
2H-314 h 75-48860- 
2H-314 h 75-48860- 
2H-314 h 75-48260- 
2Η-214 75-48060- 
2H-314 h 75-48860- 
2Η-214 175-48860- 
2H-314 175-48850- 
2H-314 h 75-48860- 
2H-314 175-48860- 
2H-314 1 75-48860- 
2H=314 1 75-48860= 
2H=314 h 75-48860- 
2H-314 h 75-48860- 
2H-314 75-48860- 
2H=314 l75-48860- 
175-48860- 

1 | 2H-314 h75-48860- 
2 | 2H-314 175-48860- 
2 | 28-315 175-48860- 
2 | 2Η-314 h75-48860- 
2 | 2Η-314 h 75-48860- 
2 | 2H-314 h 75-48560- 
2 | 2H-314 h 75-48860- 
3 | 28-315 h 75-48860- 
2 | 2H-314 h75-48860- 
1 | 2H-314 175-48860- 


[CLASS CODE | PART NUMBER 


68 2H-314 
69 2H-314 
70 2H-314 
71 2H-314 
72 2H-314 
15 2H-314 
74 2H-314 
77 2Η-314 
78 2H-314 
79 2H-314 
80 2H-314 
01 2H-314 
82 2H-314 
91 2H-314 
93 2H-314 
94 2H-314 
AXC-108 

3 
5 AXC-108 


mn 







Section Ilt 
Numerical Index of 
Contractor Parts 


MICROFILM 
NUMBER 











































































2F-84 
2F-84 
2F-04 
2F-84 









































X2-308 
X2-308 
X2-308 
X2-308 
X2-7308 
X2-308 
ΧΖ-308 
X2-7308 
ΧΖ-308 
X2-308 
ΧΖ-308 
ΧΖ-3208 
ΧΖ-308 
X2-308 
X2-2308 
X2-308 
X2-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
X2-308 
X2-308 
X2-208 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
ΧΖ-308 
X2-308 
































































































































1003 













































Section lii 
Numerical index of 
Contractor Parts 


- STOCK NUMBER FIGURE MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 


175-48860- 59 
175-48860- 60 
175-48860- 61 
1 75-48860- 62 
175-48860- 63 
175-48660- 64 


AN O1-60AABA-4 


STOCK NUMBER 
[CLASS CODE] PART NUMBER 


175-48862- 74 
75-48862- 76 
175-48862- 77 
75-48862- 80 
75-48862- 52 


115-28802- 83 
175-48862- 86 
75748862- 87 
1 75-48262- 88 
175-48562- 90 
175-48862- 92 
175-48862-113 
175-48862-114 
175-48862-116 
75-48862-120 
B75-48562-121 
Rh 75-48262-122 
D 75-485862-123 
175-48862-125 
175-48862-126 
175-48862-127 
175-48862-128 
175-48862-129 
175-48862-131 
























£3! FIGURE |TOTAL| MICROFILM 
3S| AND INDEX| QTY. | NUMBER 
















X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
XZ-308 
X2-308 
X2-308 
X2-308 
ΧΖ-308 
ΧΖ-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 
X2-308 





















175-48860- 77 






















VRRP PPR PR hE aea Pd ο ο ges an à 2 






175-48860- 95 
175-48860-101 
[75-48860-103 
1 75-48360-165 








1 75-48862-132 


N 

























175-48862- A l 75-48862-133 2 
175-48862-= 5 175-48862-134 2 
L75-48862- 6 175-4€8862-135 2 
|175-48862- 7 

175-48862-= 9 175-48862-136 











175-48E62-137 
175-48862-138 


πωωῳω 








75-45862-139 


m 



















































































































Pieri A A pi i apa a ope pa el ek kn ERI pl phot pp ya Kk pr pa p n EE Re p v CORE AR Qa oe p i a pa o Om ee D νἮὟ 


175-48862- 13 1 
σαν, k 175-48862-141 1 
ORAE ` η 75-48862-142 1 
ο ο. : 175-48862-143 1 
175-48862- 22 1 [45200625124 h 
ῃ75-48862- 23 1 ae Edu A 
175-48862- 24 1 B 75-48862 1 
L75-48862- 25 1 75 ο... 1 
175-48862- 27 M1 15-48862-14 i 
175~48862~ 28 1 ο ο UN i 
0175-48862- 29 1 75748862-149 
175-48862- 30 1 75-48862-151 1 
175-48862- 31 1 75-48862-152 1 
175-48862- 33 1 75-48862-153 1 
175-48862- 34 1 75-48862-154 1 
175-48862- 35. 1 75-48862-155 1 
175-48862- 36 1 175-48862-156 1 
p75-48862- 37 1 75-48862-157 1 
175-48862- 40 1 175-48862-158 1 
175-48862- 41 1 175-48862-159 1 
L75-48862- 43 1 175-48862-160 1 
175-48862- 44 1 h75-48862~161 1 
1 75-48862- 45 1 h 75-48862-162 1 
L75-48862- 46 1 
175-48862- 47 1 1 75-48862-163 1 
ο IDE i 1 75-48862-164 1 
75-48859- 49 1 175-48862-165 1 
VE EC venam ; 
175-48862- 53 1 | 
175-48862- 54 1 1 75-48862-168 1 
175-48862- 55 1 1 75-48862-169 1 
[75-48862- 56 1 1 75-48862-170 1 
175-48862- 57. 1 175-48862-171 1 
175-48862- 58 1 dab HR 1 
μμ pa νε 
SEE Mr: : 1 75-48862-177 i 
175-48862- 61 1 : 5 UA : 
L75-48862- 62 1 175-48862-1 
Nh 75-48862-179 1 
175-48862- 63 1 
175-48862- 64 1 1 75-48862-180 1 
D.75-48862- 65 1 75-48862-181 1 
75-48862-182 1 
1. 75-48862- 66 1 
[75-48862- 67 175-48562-183 1 
Z a 1 75-48862-186 1 
L75-48862- 68 1 pe 
- z R 1175-48862-108 1 
175-48862- 69 1 
Y 175-48864 1 | 2H-316 
[75-48862- 70 M1 
175-48862- 71 1 1 75-48864- 3 2 | 2H-316 
|75-48862- 72 1 75-48864- 5 1 | 28-316 
1 1 75-48871 1 | 2Η-317 
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Section ΙΙΙ 
Numerical Index of 


AN O1-60AABA-4 
vUa : Contractor Parts 


FIGURE MICROFILM 
PART NUMBER «AND INDEX NUMBER 


R82NA 


R82NA 


R82HA 


ERR 48871- 
175-48871- 
175-48874 
175-48874- 
175-48874- 
175-48874- 
175-48877 
175-48877- 
175-48877- 
175-48877- 
175-49214 
175-51001 
175-51002 
175-51004 
175-51005 


pa A p A A ro rn n 


175-51006 
175-51006- 
175-51006- 
175-51007 
175-51007- 
175-51007-. 
175-3100 
175-51007- 
175-51008 
175-51008- 
175-51009 
175-51009- 
175-51011 


175-51008- 


a 


n 
m 
n 


175-51C12 


175751013 
175-51013- 3 
175-51014 
175-51014- 
175-51015 


ο ο. 


175-51016 
175-51016- 
175-51016- 
175-51016- 
175-51016- 
175-51017 
175-51018 
175-51019 
175-51020 
175-51021 
175-51021- 


EON IS in A A A 


DAD 
mm 
τι τ 


175-51021- 
175-51022 


175-51023 
175-51024 
175-51024- 
175-51024- 
175-51025 
175-51026 
175-51027 
175-51028 
175-51029 
175-51029- 
175-51029- 
175-51030 
175-51030- 


| 14959510505 


175-51030- 
175-51030- 
175-51030- 
175-51030- 
175-51030- 
175-51030- 
175-51030- 
115-51031 


175-51032 


175-51033- 
175-51033- 
175-51033- 
175-51034 
175-51035 


M1|161 - 56 


Revised 15 September 1955 


m 
Ti A ον A me 


X2-310 
ΧΖ-310 
ΧΖ-310 
ΧΖ-310 


2H-318 
2H-318 
2H-319 


, 2H=319 


20-87 


29-88 
29-88 
20-88 
20-88 
20-88 
2H-320 
ΑΧΚ-5 
2F-85 
2F-86 
29-89 
20-89 


20-89 
20-90 


AXK-6 
20-91 
20-91 
20-91 
20-92 
2H-321 
2H-322 


2H-323 
2H-323 








175-51040 


175-51040- 
175-51042 
175-51044 
175-51044- 
175-51044- 
175-51045 


175-51046 

175-51046- 
175-51046- 
175-51046- 


175-51048- 
175-51048- 
175-51048- 
175-51048- 


175-51048- 
175-51048- 
175-51048- 
175-51048- 
175-51048- 
175-51048- 
17551049 
175-51050 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- | 
175-51053-: 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 


175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 
175-51053- 75 
175-51053- 79 
175-51053- 81 
175-51053- 83 
175-51053- 85 
175-51053- 95 
175-51053- 97 
175-51053- 99 
175-51053-101 
175-51053-103 
175-51053-105 
175-51053-107 
175-=51053-109 
175-51053-111 
175-51054 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054- 
175-51054= 
175-51054- 


ONU y WwW σσ νο 


Μι 161 - 42 


` REF 


ο 


SS NUNES ao PrrerR 


20-95 


20-95 
20-96 


20-97 


AXK-12 
AXK-12 
AXK-12 
AXK-12 
2F-88 
2F-80 
20-98 
20-98 
20-98 
20-98 
*20-98 
20-98 
20-98 
29-98 
20-98 
20-98 
20-98 


20-123 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-224 
2H-324 
2H-324 
2H-324 
2Η-324 
2H-324 
2Η-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
2H-324 
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Section ΙΙΙ | | ' 


Numerical Index of AN 01-60AABA-4 
Contractor Parts ` 


STOCK NUMBER FIGURE |TOTAL| MICROFILM πως NUMBER FIGURE | TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX | QTY. | NUMBER CLASS CODE |, PART NUMBER | NUMBER AND INDEX | QTY. NUMB! ER 


UY 





SH M 1 à 
175-51054-. 39 M eu i piri 
175751054- 41 M i 175-51065- 1| 2F-93 
1757510547 43 M 1 175-51066 2| 20-99 
1757510547 45 M 1 175-51066- 2| 29-99 
175-751054- 47 Μ 1 175-51066- 2| 20-99 
175-51054- 49 M 1 
175-51054- 51 M 1 175-51066- 2| 20-99 
175-51054- 53 M 1 175-51066- 2| 28-99 
175-51054- 55 ; 1 175-51066- 2 20-59 
-175-51054- 57 1 175-51066- "2 29-99 
175-51054- 59 1 175-51066- 2 [ 2 29-99 
175-51054- 61 1: 175-51066- 23 -2| 20-99. 
|175-5J054- 63 1 a75-51067 1 
1179-54054- 65 1 175-510 1| 2F-9& 
1713=51034- 67 -1 175-51 1 2F-94 
175-51054- :69 1 175-51068- 4| 2F-94 
175-51054- 71 1 175-51069 2| xv-208 
175-51054- 73 1 175-51069- 2| xv-208 
175-51054- 75 1 175-51065- 2| xv-208 
175-51054- 77 1 175751070 2 |ÀxA- 445 
175-51054- 79 1 175-51071- - 1 
175-51054- 81 1 175-51071- 1 
175-51054-103 2 175-51072 2| AXD-81 
175-51054-105 2 175-51072- 2| AXD-31 
175-51054-107 2 175-51072- 2] AXD-81 
175-51054-109 2 175-51072- 2| AxD-81 
175-51054-111 2 175-51072- 2| AXD-81 
175-51054-113 2 1175-51073 4| 2D-124 
175-51054-115 1 
175-51054-117 1 
175-51054-121 2 175-51074 REF | xz-320 
175-51054-123 1 175-51075 1| 28-328 
175-51054-125 1 175-51076 1| 2H-329 
175-51054-127 1 175-51076- 1| 2H-329 
175-51054-129 1 175-51076- 1| 2H-329 
175-51054-131 1 175-51076- 1| 2H-329 
175-51054-133 1 175-51077 1| 21-330 
175-51055 1 175-51078 1| 2H-331 
175-51055- 1 175-51078- 3 1| 28-321 
175-51055- 1 175-51078- 5 1| 28-331 
175-51055- 1 175-51078- 7 1| 2H-331 
175-51055- 1 175-51079- 3 1 
175-51055- 1 175-51079- 5 1 
175-51055- 1 175-51079- 7 1 
175-51055- 1 175-51079- 9 1 
175-51055- 1 175-51080 2 |AXC-114 
175-51055- 1 175-51081 2| 2H-332 
175-51055- 1 175-51081- . 1| 29-332 
175-51055- 1 175-51081- 1| 2H-332 
175-51055- 1 175-51081- 1| 2H-332' 
175-51056 4| ΧΥ-203 175-51081- 1| 2H-332 
175-51056- 4| XY-203 175-51082 1| 20-125 
175751057 1 175-51082- 1| 20-125 
175-51057- 1 1 175-51083 d 175-511d5 
175-51057- 2 1 175-51084 4| 20-126 
175-51057- 3 1 175-51085- 1 
175-51057- 4 1 175-51085- 1 
175-51058 1 175-51086 2| 28-95 
175-51058- 1 1 175-51086- 2| 2F-95 
175-51058- 2 1 175-51086- 2| 2F-95 
175-51058- 3 1 175-51086- 2| 2F-95 
175-51058- 4 1 175751087 1 
175-51059 4 175-51087- 175-51047- 1 
175-51059- 4 175-51087- E - 7- 13 
175-51061 1 175-51087- 1 
175-51061- 2 175-51087- 1 
175-51061- 2 175-51087- : 1 
175-51061- 2 175-51087- H 175-51087- 2 
175-51061- 1 175-51087- 1 
175-51061- 1 175-51087- H 175451087- 
175-51062 4| 2H-325 175-51087- i 1 
175-51063- i| 2H-326 175-51087- 1 
175-51063- 1| 28-326 175-51088 1| xz-327 
175-51063- 2| 2H-326 175-51089 1| 20-127 
175-51063- 2| 2H-326 175-51090 1] 2F-96 
175-51064 - 1| 2H-327 175-51090-. 1] 2F-96 
175-51064- 1| 2H-327 175-51091 1] 2F-97 
175-51064- 1| 2H-327 175-51091- 1] 2F-97 
175-51064- i| 2H-327 175-51092 2| 2F-98 
175-51064- i| 2H-327 
175-51064- 1| 28-327 175-51093 1 
175-51064- i| 2H-327 175-51093- 1 

i| 29-327 175-51094 1| 2H-334 


175-51064- 
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Section Ill 
ΑΝ 01-60AABA-4 Numerical Index of 


Contractor Parts 
FIGURE |TOTAL| MICROFILM STOCK NUMBER FIGURE |TOTAL MICROFILM 
AND INDEX | QTY. NUMBER CLASS CODE PART NUMBER AND INDEX | QTY. 



















STOCK NUMBER 
| CLASS CODE | PART NUMBER 

















































































































175-51095 2| xv-215 175-51801- 7 159 - 31 20-104 
175-51098 1 175-51601- 16 - 20- du 
175-51098- 1 1 175-51801- 77 20-104 
175-51098- 2 1 175-51801- 76 20-104 
175-51099 1 175-51801- 73 20-104 
175-51100 i 175-5180i- 80 20-104 
175-51102 j 175-51801- 81 20-104 
175-51102- 3 1 175-51801- 83 20-104 
175-51102- 5 2 175-5160i- 85 20-104 
175-51104 REF 175-51801- 87 20-104 

























175-51801- 83 20-104 
175-51105 1 175-51801- 91 20-104 
175-51200 REF| AXX-15 175-5180i- 93 20-104 


175-51801- 95 
175-51801- 97 
175-51601- 99 


20-104 
2Q-104 
20-104 










m 





175-51300 20-101 
































































































































































175-51507 1 175-51801-101 20-104 
1115551533 ^ 1| 20-102 175-51801-103 20-104 
175-51532- 3 1| 20-102 175-51801-105 20-104 
175-51533 1| 2H-336 1115-51801-107 20-104 
175-51533=. 3 1| 2H-336 175-51801-109 20-104 
175-515337 5 1| 2H-336 175-51801-111 20-104 
175-51533- 7 1| 2H-336 175-51801-115 20-104 
175-51533= 9 1| 2H-336 175-5180i-117 20-104 
175-51533- 11 1| 2H-336 175-51802 20-106 
175-51540 REF| 20-103 175-51802- 26-106 
175-51540-392 R 20-103 20-106 
175-51801- 3 20-104 20-106 
175-51801- 4 20-104 20-106 
175-51801- 5 20-104 20-106 
175-518017 6 20-104 20-106 
175-51801- 7 20-104 AXN-246 
175-51801- 8 20-104 AXN-246 
175-51801- 9 20-104 ΑΧΝ”- 246 
175-51801- 10 20-104 175-52002 AXK-20 
175-51801- 11 20-104 
175-51801- 12 20-104 175-52004 20-107 
175-51801- 13 20-104 






-]175-52005 
175-52007 


20-104 
20-104 


175-51801- 14 
175-51801- 15 
























175-51801- 16 20-104 

175-51801- 17 20-104 175-52008 

175-51801- 18 20-104 175-52009 ΧΥ-216 
175-51801- 19 20-104 175-520100 20-128 
175-51801- 20 20-104 175-520101- X2-346 
175-51801- 21 20-104 175-520101- XZ=346 












20-104 175-520102- 20-108 


N ru 


175-51801- 22 












175-51801- 23 20-104 175-520102- 20-108 
175-51801- 24 20-104 175-520103 16 ΧΥ- 240 
175-51801- 25 20-104 5 90 

175-51801- 26 20-104 175-520104- 3 12 XX-256 
175-51801- 27 20-104 175-520104- 5 86 XX-256 


175-51801- 28 20-104 175-520105 XX-25T 













ΠΡΙ 
o 
+ 


175-51801- 29 2Q-104 DE 
175-51801- 30 20-104 175-520106 14 2 | XX~258 
175-51801- 31 20-104 88 

175-51801- 32 175-520107 XX-7259 
175-51801- 33 175-520108 XX-260 
175-51801- 34 175-520109- 1 ΧΥ- 241 






























XY-7241 
2F-100 
ΧΥ- 242 
20-129 
20-130 


175-520109- 2 
175-52011 


175-51801- 35 
175-51801- 37 
175-51801- 39 
175-51801- 41 
175-51801- 43 





175-520112 
175-52012 








175-51801- 45 20-104 175-52013 20-131 
175-51801- 47 20-104 175-52018 XX-224 
175-51801- 49 20-104 175-52019 2F-101 
175-51801- 51 20-104 175-52020 ΧΥ-217 
115-51801- 52 20-104 175-52020- 3 ΧΥ- 217 
175-51801- 53 20-104 175-52021 XY-218 
175-51801- 54 20-104 175-52022 AXA-445 






XY-219 
XY-219 


175-52023 
175-52023- 3 
175-52024 


175-51801- 55 20-104 
175-518C1l- 57 
175-51801- 59 
175-51801- 61 
175-51801- 62 
175-51801- 63 
175-51801- 64 
175-51801- 65 
175-51801- 67 


PNNP RP NNPNFE NNN PRE 













AXC-116 
2H-337 
X2-332 
ΧΥ- 220 
ΧΥ-221 













175-52027 
175-52028 
1175-52029 





175-51801- 69 20-104 175-52030 ΧΥ-222 
175-51801- 71 20-104 ΧΖ-333 
]175-51801- 73 . 20-104 XZ-334 


$ m 
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175-51801- 20-104 XZ-335 
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Section li! 
Numerical index of AN O1-60AABA-^. 


Contractor Parts 
ER FIGURE |TOTAL| MICROFILM STOCK NUMBER FIGURE | TOTAL| MICROFILM 
| CLASS CODE | PARTNUMBER | 99| AND INDEX | QTY. | NUMBER | [CLASS CODE PART NUMBER AND INDEX | QTY. | NUMBER 
175-52034 X2-336 175-52093 XX-249 
175-52035 2H-338 175-52094 XY-239 
175-52035- 2H-338 175-52095 XX-250 
175-52035- 2H-338 175-52096 XX-251 
175-52037- ΧΥ- 223 XX-252 
175-52037- XY-223 XX-253 
175-52038 XX-225 XX-254 
175-52039 XX-226 ΧΧ- 254 
R82NA 175-52040 XY-224 20-111 
175-52041 20-132 26-111 
175-52042 20-109 20-111 
R82NA 175-52043 2H-339 
R82NA 175-52044 XY-225 
175-52044- XY-225 
175-52044- ΧΥ-225 
R82NA 175752045 XY-226 
d 175-52046 2F-102 
175-52047 XY-228 
175-52047- ΧΥ-228 
175-5204 7- ΧΥ-228 
175-52048 20-133 


175-52101- 
175-52101- 


μα λογο f ο ο (Ὁ Ὁ χε» 


175-52101- 
175-52102 
175-52103 
175-52104 
R82NA 1175-52105 
1195-5106 
175-52106- 
175-52106- 
175752107 
175-52107- 
175-52108 
175-52108- 
175-52109 
175-52109- 
175-52109- 
175-52109- 
175-52109- 
175-52110 
175-52111 
175-52112 
175-52112- 
175-52113 
175-52113- 


26-111 
20-112 
20-113 
20-114 
260-115 
2H-342 
211-342 
21-342 
AXA-450 
AXA-450 
AXA-451 
AXA-451 
2F-108 
2F-108 
2F-108 
2F-108 
2F-108 
XX-263 
"XY-244 
AXB-1 
AX8-1 
AXB-2 
AXB-2 


WR FA ES BRR [7 15} 4-1 ee Re 


2F-103 


M 


175752050 


175-52051 
175-52052. 
175-52053 
175-52053- 
175-52054 
175-52055 
175-52055- 
175-52055- 
R82NA 175-52056 
175-52057 
R82NA 175-52058. 
. 175-52059 
R82NA 175-52060 
175-52060- 
175-52060- 
175-52061 
175-52063 
175-52064 
175-52065 
175-52065- 
175-52065- 
175-52065- 
175-52065- 
175-52066 
175-52066- 
175-52066- 
175-52067 
175-52068 
175-52069 
175-52070 
175-52071 
175-52072 
175-52073 


ΧΧ-229 
2F-104 
AXD-82 
AXD-82 
XX=230 
2H= 340 
2H-340 
2H-340 
X2-341 
2H-341 
XY-231 
ΧΧ-231 
2F-105 
2Ε-105 
2F-105 
2F-106 
ΧΥ- 2346 


175-52114- 
175-52114- 
175-52114- 
175-52142 


MEAN RP RRP RP RPP A A NN PNP A Pe ERP RB sp ps a 


zm 
m 


175-52201 


ΧΖ-343 
ΧΖ-343 
ΧΖ- 343 
X2-7343 
X2-343 
XZ-344 
" X2-2344 
X2-344 
XY-235 
XX-232 
XY=236 
ΧΧ-233 
, 2F-107 
AXK-23 
20-110 


175-52202 
175-52203 
175-52203- 
175-52203- 
175-52204 
175-52206 
175-52207 
175-52208 
175-52209 


NP Pr RR eee 


zm 
m 


175-52209- 
175-52209- 


20 
m » 
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E 
m 


AXA- 446 
AXA-446 
ΑΧΑ- 447 
AXA-447 
AXA-448 
ΑΧΑ- 448 
ΑΧΑ- 449 
ΑΧΑ- 449 
X2-345 
X2-345 
ΧΖ-345 
XY-238 
XY-238 
XY-238 
XX-238 
- XX-239 
XX-240 
XX-241 
AXC-117 
XX-242 
2D-134 
XX-244 
XX-245 
XX-246 
ΧΧ- 247 
ΧΧ- 248 


175-52074 
175-52074- 
175252075 
175-52075- 
175-52076 
175-52076- 
175-52077 
175-52077- 
175-52078 
175-52078- 
175-52078- 
175-52079 
175-52079- 
175-52079- 
175-52080 ` 
175-52081 
175-52083 
175-52084 
175-52085 
175-52086 
175-52087 
175-52088 
175-52089 
175-52090 
175-52091 
175-52092 


175-52209- 19 
175-52209- 21 


Rh mn na RA A A 


XY-246 
ΧΖ-348 
X2-348 
24-343 
2H-343 
2D-136 
2D-136 
XY-24T 
2H-344 
2H-344 
XY-248 
XY-248 
2F-109 
2F-109 
2F-109 
2F-109 
2H-345 
2H-345 


175-52210- 
175-52211 

175-52211- 
175-52212 

175-52212- 
175-52213- 
175-52213- 
175-52214 

175-52215 

£75<52215- 
17552216 

175-52216- 
175-52217- 
175-52217- 
175-252211-4 
175-52217- 
175-52218- , 
175-52218- 
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| Section {18 
AN O1-60AABA-4 Numerical index of 


Contractor Parts 
STOCK NUMBER — FIGURE |TOTAL MICROFILM 
CLASS CODE PART NUMBER AND INDEX | QTY. ABER 


. STOCK NUMBER FIGURE  |TOTAL MICROFILM 
CLASS CODE PART NUMBER 8 5] AND INDEX| QTY. 
175-52219 20-118 


175-52311 ΧΧ-283 
175-52220 20-119 


XX-284 
175-52220- 20-119||- 2F-114 
175-52220- 20-119 XX-285 © 
175-52220- 20-119 XX-286 
175-52220- 20-119 
175-52220- 20-119 
175-52221 20-120 
175-52221- 20-120 
175-52221- 20-120 
175-52221- . 207120 
175-52221- 20-120 
175-52221- 20-120 
175-52229- ΧΥ- 250 
175-52229- XY-250. 
R82NA 175-52230 20-121 
R82NA 175-52231 20-122 
175-52232 
175-52233 


E: 

m 

τ 
up 


m 
PON ο ο 


ΧΖ-355 
ΧΖ-355 
ΧΖ-355 
ΑΧΒ-17 
AXB-17 
AXB-17 
XX-288 
XX-288 
20-144 
AXC-120 


175-52319- 
175-52320 
175-52320- 
175-52321 
175-52322 
175-52324 
175-52325 


= 
Mono JUN 
μμ ο Μο ΡΦΦΝΟ roer, 


XV 254 


AXC-121 
20-124 


175522332 3 
175-52233- 50 
175-52233-100 


re 


2H-348 
AXK=36 
ΧΖ-358 
ΧΖ-358 
ΧΧ-290 
20-125 
XY-255. 
20-126 
AXK-39. 


AXB-3 
ΑΧΒ-3 
AXB-4 
AXB-4 
AXC-118 
20-137 
20-137 


175-52234 
|175-52234- 
175-52235 
175-52235- 
175-52236 
175-52237 
175-52237- 
175-52238 
175-52238- 
175-52239 
175-52239- 
175-52240 
175-52240- 
175-52241 
175-52242 
175-52242- 
175-52243 
175-52244 
175-52246 
175-52246- 
175-52241 
175-52247= 
175-52248 
175-52249 
|175-52250 
11715-52252 
175-52252- 
175-52252- 
175-52253 
175-52254 
175-52255- 
175-52255- 
175-52255- 
175-52255- 
175-52255- 
175-52260 
175-52261 
175752262 
175-52263 
175-52274 
175-52214-. 
175-52274- 
175-52301 
175-52301- 
175-52301- 
175-52301- 
175-52301- 
175-52301- 
175-52301- 
175-52302 
175-52303 
175-52304 
175-52305 
175-52306 
175-52306- 
175-52307 
175-52301- 
175-52308 
175-52309 
175-52310 


175-52405 
175-52405- 3 


175-52409 
175-52410 


1... 


D 
m 


AXK-39 
AXK=40 
AXK-40 
2H-349: 
20-145 
XX-292 
20-146 
AXD-84 
ΧΧ-293 
XX-294 
XX-295 
XX-296 


175-52410- 3 
175-52411 
175-52411- 3 
175-52412 
175-52413 
J175-52414 
175-52415 
175-52416 
175-52420 
175-52421 
175-52422 
17552423 
175-52424 
175-52425 
175-52425- 
175-52425- 
175-52425- 
175-52426 
175-52427 
175-52428 
175-52432 
175-52433 
175-52433- 
175-52433- 
175-52433- 
175-524717 
175-52605 
175-52605- 
175-52605- 
175-52606 
175-52606- 
175-52606- 
175-52606- 
175-53006 


2F-110 
2F-111 
2F-111 
2H-346 
2F-112 
20-138. 
20-138 
2F-113 
2F-113 
190-139 
20-140 
20-141 


AXC-122 
AXC-122 
AXC-122 
AXC-122 

AXB-19 

AXB-20 
AXC-123 


- 2D-142 
20-142 
20-142 
20-142 
20-142 
ΧΧ-276 
ΧΧ-277 
AXB-10 
AXB-11 
20-143 
20-143 
20-143) 
ΑΧΚ- 26 
ΑΧΚ- 34 
AXK-34 
AXK-34 
ΑΧΚ- 24 
AXK-34 
AXK-34 
20-123 
AXD-83 

AXC-119 
2H-7347 
ΑΧΒ-13 
ΑΧΒ-13 

- AXB-14 
AXB-14 
AXB-15 
AX8-16 
XX-282 
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1175-53008 
175-53010 
175-53011 
175-53012 
175-53013 
175-53015 
175-53016- 
175-53016- 
175-53016- 
175-53016- 
175-53018 
175-53019 
175-53020 
175-53021. 
175-53021- 
175-53021- 


AXB-21 
'X2-361 
XX-297 
XX-298 
X2-362 
X2-362 
X2-362 
ΧΖ-362 
ΑΧΒ-22 
AXB-23 
2F-115 |. 
20-129: 
20-129 
20-129 


wed Nuu e 
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_ Section III 
Numerical Index of | - — AN O1-60AABA-4 


Contractor Parts 
FIGURE  |TOTAL | MICROFILM STOCK NUMBER FIGURE | TOTAL] MICROFILM 
PART NUMBER AND INDEX | QTY. NUMBER | | CLASS CODE; PART NUMBER | PART | PARTNUMBER | AND INDEX| QTY. | NUMBER 
πα 7 20-129 
1175-53022 XY-258 
175-53070 


175-53024 AXK-43 


ο. 


175-53024- . AXK-43 
175-53024- AXK=43 
175-53024- AXK-43 
175-53024- AXK-43 
175-53031 a 20-130 


175-53070- 


175-53070- 
175-53070- 
175-53070- 


175-53032 20-131 
175-53033- 2H-350 
175-53033- 2H-350 
175-53033- 2Η-350 
175-53033= 2H-350 
175-53033- 2H=350 
175-53033- 2H-350 
175-53033- 2H-350 
175-53034. AXK-45 


175-53070- 
175-53070- 
.|175-53070- 
175-53070-: 
175-53070- 
175-53070- 
175-53070- 
175-53070- 
175-53070- 
175-53070- 
175-53070- 
175-53070- 
175-53070- 


FOU UN: 


m 
NRNNANANN rm 


70 
m 


AXC-125 
AXC-125 
AXC-125 
ΑΧς-126 
AXC-126 
AXC-126 

X2-7364 
.ΧΖ-364 

ΧΖ-364 

20-132 


175-53035 
175-53035- 
175-53035- 
175-53036 
175-53036- 
175-53036- 
175-53037 
175-53037- 
175-53037- 
175-53038 


20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136 
20-136: 
20-136 
20-136 
20-136 
20-136 
AXK-52 


Ni ο ο 153 55 κ» 


175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53075- 
175-53076 


175-53038- 
175-53038- 
||175-53038- 
175-53038- 
175-53039 
175-53039- 
175-53039- 
175-53039- 
175-53040 


20-132 
20-132 
20-132 
20-132 
2Η-351 
2Η-351 
- 2H-351 
2H-351 
AXK-47 


νο Y Yu 


m 


175-53041 
175-53042 
175-53042- 
175-53042- 
175-53042- 
175-53042- 
175-53042- 
175-53042- 
175-53042- 
175-53042- 
175-53042- 
175-53043 
175-53044- 
175-53044- 
175-53045 
175-53046 
175-53047- 
175-53047- 
175-53048 
175-53048- 
175-53050 
175-53052 
175-53053 

175-53054 189 - 
175-53054- i 

175-53055 436 - 18 
175-53055- E 175-5204 
175-53055- 
175-53055- 
175-53055- 
175-53055- 
175-53056 
175-53057 
175-53057- 
175-53057- 
175-53057- 
175-53057- 
175-53057- 
175-53058 
175-53060 
175-53060- 
175-53060- 


m 


20-133 
AXK-49 
AXK-49 
AXK~49 
AXK-49 


1 
1 
i 
1 
1 
"Y 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
2 
1 
1 
2 
Ε 
4 
2 
2 
1 
2 
2 
2 
1 
2 
1 
1 
4 
4 
4 
1 
1 
F 


RE 


175-53076- .. 
175-53076- 
175-53076- 
175-53076- 
175-53076- “ 
175-53076- 
175-53076- 
175-53077 
175-53077- 
175-53077- 
175-53077- 
175-53071- 
175-53077- 
175-53077- 
175-53077- 
175-53077- 
175-53077= 
175-53071- 
175-53078 
175-53078- 
175-53078- 
175-53078- 
175-53078- 
175-53078- 
175-53078- 
175-53079 
175-53079- 
175-53079- 
175-53079- 


AXK-52 
AXK-52 
AXK-52 
AXK-52 
AXK-52 
AXK-52 
AXK-52 
ΑΧΚ-53 
ΑΧΚ-53 
ΑΧΚ-53 
AXK-53 
ΑΧΚ-53 
AXK-53 
AXK-53 
ΑΧΚ-23 
ΑΧΚ-53 
AXK-53 
AXK-53 


ΧΥ-259 
. XY-260 
XY-2260 
XX-299 
ΧΧ-300 


2F-116 
2F-116 


ΑΧΟ” 127 
2F-117 
2F-117 
AXK-50 


1 
2 
2 
2 
1 
1 
2 
1 
Ε 
Ε 
1 
1 
1 
1 
1l 
1 
1 
1 
2 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 


AXK-50 
: AXK=50 
AXK-50 
AXK-50 
XY-264 
20-134 
20-134 
20-134 
20-134 
20-134 
20-134 
ΧΖ-366 
20-135 
20-135 
20-135 


20-137 
20-137 
20-137 
20-137 
20-137 
20-137 
20-137 
AXK-56 
ΑΧΚ- 56 
AXK-56 
ΑΧΚ-56 


ο ο οσο 


rr 


175-53079- 
175-53080 

175-53080- 
175-53080- 
175-53080- 
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ECT Section Ill 
AN 01-60AABA-4 ^ Numerical Index of 


Contractor Parts. 
FIGURE MICROFILM 
PART NUMBER AND INDEX NUMBER 





EE 53080- 97 AXK-56 175-53114 

175-53081 2H-352 175-53114- i 

17553082 2H-353 |. 175-53114- 1 

175-53082- 2H-353 175-53115 1 
p 175-53082- 2H-353 175-53116 REF 


175-53082- 
175-53083 
175-53084 
175-53084- 
175-53084- 
175-53084- 
175-53084- 
175-53085 
175-53085- 


2H=353 
20-138 
2H-354 
2H-354 
2H-7354 
. 2Η-354 
| 2H-354 
20-139 
20-139 


175-53117 

175-53117- 
175-53118 

175-53119 

175-53119- 
175-53119- 
175-53120 

175-53131- 
175-53131- 
175-53156- 
175-53156- 
175-53156- 
175-53156- 
175-53156- 
175-53156- 
175-53157- 
175-53157- 
175-53151- 
175-53151- 
175-53158 

175-53158- 
175-53158- 
175-53159- 
175-53159- 
175-53159- 
175-53159- 
175-53159- 
175-53160 

175-53160- 
175-53161 

175-53162 

175-53162- 
175-53163 

175-53163- 
175-53164- 
175-53164- 
175-53165 AXK-62 
175-53195 

175-53201 

175-53202- 
175-53205 

175-53268- 
175-53268- 
175-53268- 
175-53268- 
175-53301 


20-144 
2F-125 
2F-125 
2F-125 
X2-313 


PM 4 aeg eH 15} I [2 pp a I s 
un 


20-139 
20-139 
20-139 
20-139 
20-139 
20-139 
20-139 
20-139 
20-139 
20-149 
2F-118 


175-53085- 
175-53085- 
175-53085- 
175-53085- 
175-53085- 
175-53085- 
175-53085- 
175-53085- 
175-53085- 
175-53086 
175-53087 
175-53088 
175-53089 
175-53089- 
175-53089- 
175-53089- 
175-53089- 
175-53089- 
175-53089- 
115-53089- 
175-53089- 
175-53089- 
175-53089- 
175-53089- 
175-53090 
175-53091 
175-53092- 
175-53092- 
175-53093- 
175-53093- 
175-53094 
175-53095 
175-53096 
175-53097 
175-53098 


2F-126 
2F-126 
2F-126 
2F-126 


ΑΧΚ-59 
AXK-59 
ΑΧΚ-59 
AXK-59 
AXK-59 
AXK-59 
20-159 

20-159. 
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X2-374 
X2-314 
ΧΖ-315 
X2-315 
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20-153 
2F-119 
20-154 


B 


y 


2F-120 
2F-121 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
zl 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
2 
2 
1 
1 
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τη 


175-53099 
175-53100 
175-53101 
175-53102 
175-53103 . 
175-53103- 
175753104 


2H-355 
2F-122 
2D-155 
2D-156 

2F-123 
2F-123 
20-140]. 


175-53301-200 


175-53301-300 
175-53302 


"e PRR ee 


m 
m 


175-53303 


XZ=-371 
ΧΖ-371 
ΧΖ-371 
X2-371 
ΧΖ-371 
X2-7371 
XZ-371 
X2-7371 
20-141 


175-53105- 
175-53105- 
175-53105-— 
175-53105- 
175-53105- 
175-53105- 
175-53105- 
175-53105- 
175-53106 
175-53107 
175-53107- 
175-53107- 
175-53108 
175-53108- 
:[175-53108- 
175-53108- 
175-53108- 
175-53109 
175-53110 
175-53111 
175-53112 
175-53112- 
175-53112- 
175-53113 


175-53304 
175-53305 20-145 


175-53306 . : x 20-146 


175-53306-100 P 1| 20-146 
175-53308 F| 20-147 


Ne 
re ON οι ο 
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175-53308-100 20-147 
ΧΖ-316 | 
XZ-376 . 
X2-316 | 
ΧΖ-316 
X2-316 
X2-316 
X2-316 
X2-316 
x2-376 
ΧΖ-376. 
ΧΖ-316 
X2-376' 
X2-316 


175-53309 

175-53309- 
175-53309- 
175-53309- 
115-53309- 
115-53309- 


2H-356 
2H-356 
2H-356 
2H-356 
2H-356 
20-157 





175-53309- 
175-53309- 
175-53309- 
175-53309- 
175-53309- 


20-142 
2F-124 
2F-124| 
2F-124 
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Section ΙΙΙ 
` Numerical Index of 
Contractor Parts 


STOCK NUMBER : 
-| CLASS CODE | PART NUMBER 


AN 01-60AABA-4 


175-53309- 53 
175-53309- 55 
175-53309- 57 
175-53309- 59 
175-53309- 65 
175-53309- 69 
175-53309- 71 
175-53309- 77 
175-53309- 81 
175-53309- 85 
175-53309- 89 
175-53309- 93 
175-53309- 97 
175-53309-101 
175-53309-107 
175-53309-109 
175-53309-113 
175-53309-117 
175-53309-119 
175-53309-121 
175-53309-137 
175-53309-141 
175-53309-145 


175-53309-149. 


175-53309-153 
175-53310 
175-53310- 
175-53310- 
175-53310- 
175-53310- 
175-53310- 
175-53310- 
175-53310- 
|175-53310- 
175-53310- 
175-53311 
175-53311- 
175-53311- 
175-53311- 
175-533111 
175-533112 
175-533113 
|[175-533113- 
175-533113= 
175-533113- 
175-533113- 
175-533113- 
175-533114 
175-533114- 
175-533114- 
175-533114- 
175-533114- 
175-533114- 
175-533114- - 
175-533115 
175-533116 
-:[175-533117 
1175-533117- 
175-533117- 
1115-532118 


Pp 


175-533119 
175-533119- 
175-53312 
175-53312- 
175-53312- 
175-53312- 
175-533120 
-|175-533121 
175-533122 
175-533122- 
175-533122- 
175-533123 
1757533123- 
1175-533123- 
175-533123- 
175-533123- 
175-533123- 
1752533124 
175-59331235; 
175-533126- `. 
(1752533126 
¿[1752533126 
525331267 


"€o0o--xu du onu pu 


3: 


2 
m 
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ΧΖ-376 
XZ=376 
x2-376 


XZ=376 


XZ=376 
ΧΖ-376 
ΧΖ-376 
ΧΖ-376 
:X2-376 
ΧΖ-376 
ΧΖ-376 
ΧΖ-376 
ΧΖ-376 
ΧΖ-376 
X2-376 
ΧΖ-376 
ΧΖ-376 
ΧΖ-376 
XZ=376 
X2-7376 
Xx2-376 
ΧΖ-376 
ΧΖ- 376 
ΧΖ-376 
X2-3T6 


X2=377 
XZ=377 
XZ=377 
X2-377 
AXC-130 
AXC-131 
2H-359 
2H-359 
2H-7359 
2H-359 
2Η-359 
2H-359 
AXD-88 
AXD-88 
AXD-88 
AXD-88 
AXD-88 
AXD=88 
AXD-88 


` AXD=90 


AXD-91 
AXD-91 
AXD-91 
AXB-27 


AXC-132 
AXC-132 
ΧΖ-378 
XZ-378 
ΧΖ-378 
XZ2-378 
AXC-135 
AXB-28 





|175-53323- 


στη 
115-532126-. 
175-533126- 
175-533126- 
175-533126- 
175533126- 
175-533126- 
175-533126- 
175-533126- 
175-533126- 
175-533126- 
175-533126- 
17575331217 

175-533127- 
175-533127- 
175-533127- 
175-753313 

175-53213- 

175-53313- 

175-53313- 

175-53314 


175-53315 


"1175-53315-= 


175-53215- 
175753316 

175-53316- 
175-53317 | 
175-53318 

175-53318- 
175-53318- 
175-53318- 
175-53318- 
2175-53318- 


:|175753318- 


175-53318- 
175-53319 

175-53319- 
175-53319- 


175-53319- 


175-53319- 
175-53319- 
175-53319- 
175-53319- 
175-53319- 
175-53319- 
175-53320 
175-53320- 
175-53320- 
175753321. 
175-53321- 
175-53321- 1 


|175-53322 - 


5 

7 
175-53322- 3 
175-53322- 5 
175-53322- 7 
175-53322- 9 
175-53322- 11 
0 


,|175-753322-10 


175-53323 

175-53323- 
175-53323- 
175-523323- 


Nupu 


175-53324 
175-53324- 
175-53324- 
175-53324- 
175-53324- 
175-53324- 
175-53324- 
175-53324= 
175-53324- 
175-53324- 
175-53324- 
175-53324- 
175-53324- 
175-53324-' 
175-53324- 27 
175-53325 
175-53325- 
175-53325- 
175-53325- 
175-53325-' ; 








20-148 
20-148 
20-148 
20-148 
2H-360 
X2-319 
ΧΖ-380. 
ΧΖ-380 
ΧΖ-380 
ΧΥ-273 
ΧΥ- 273 
XY-274 
20-149 
20-149 
20-149 
20-149 
20-149 
20-149 
20-149 
20-149 
2R-1 
2R-1 
2R-1 
2R-1 
2R-1 
2R-1 
2R-1 
2R-1 
2R-1 
2R=1- 
X2-381' 
X2-381 
ΧΖ-381 
X2-382 
X2-382 
ΧΖ-382 
ΧΖ-383 
X2-383 
X2-383 
ΧΖ-383 
X2-383 
X2-383 
X2-383 
XZ-22175 
X2-215 
X2-275 
XZ-275 
X2-275 
2R=2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2 
2R-2: 
2R-2 
2R-2 
2R-2 
2R-3 
2R-3 
2R-3 
2R-3 
2R-3 | 
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R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
RB2NA 
R82NA 
R82NA 
R82NA 


R82NA 


RB2NA 
R82NA 


R82NA 


R82NA 


R82NA 


STOCK NUMBER 5 


PART NUMBER ΄ 


175-53325-- 11 


.[175-53325- 13 


175-53326 
175-53327 
175-53327- 3 
175-53327- 5 
175-53327- 7 
175-53327- 9 
175-53327- 11 
175-53327- 13 
115-53327- 15 
175-53327- 17 
175-53327- 19 
175-53328- 3 
175-53328- 5 
175-53328- 11 
175-53328-100 
175-53329 
175-53330- 3 
175-53330- 5 
175-53331 


175953532 
175-53332- 
175-53332- 
175-53333 
175-53333- 
175=53333- 
175-53334 
175-53335 


175-53336 
175-53337 
175-53337- 
175-53337- 
175-53338 
175-53338- 
175-53338- 
175-53339 
175-53340 
175-53340- 
175-53340- 
175-53340- 
175-53340- 
175-53340- 
175-53340- 
175-53340- 


175-53340- 
175-53340- 
175-53340- 
175-53341 
175-53341= ` 
175-53341- 
175-52341- 
175-53341- 
175-53342 
175-53342- 
175-53342- 
175-53342- 
175-53342- 
11715-53343 
175-53343- 
175-53343- 
175-53343- 
175-53343- 
175953344 
175-53 344— 
175-53344- 
175-53344- 
175-53344- 
175-53345 


DUI Nou 


Ο-νω 


ο-νιω 


175-53346 
175-53347 
175-53348 
175-53349 
175-53349- 
175-53349- 
175-53350 
175-53350- 
175-53350- 
175-53351 


Revised 15 September 1955 


WP κ“ 1-3 RPE PR o o pd o pa ps pu 


mM rm amm NIS 


FN I RS INL I m rm ee 


NPP PRP PBR PP [2 BP RB S I 1-2 [3 PH IRA IS ο OS NP RPP RP ολ Ον IS HS PR RS RS. ND. IND, 





ΧΧ-312 
ΧΧ-312 
ΧΧ-312 
ΧΧ-312 


ΧΖ-384 
X2-2384 
ΧΥ-276 


XY-277 
XY-277 
XY-271 
XY-278 
ΧΥ-278 
ΧΥ-278 
ΧΖ-385 
ΧΥ-279 


XY-280 
ΧΥ-281 
ΧΥ-281 
ΧΥ-281 
XY-282 
ΧΥ- 282 
ΧΥ- 2862 
ΧΧ-313 
AXC-134 
AXC-7134 
AXC-134 
AXC-134 
AXC-134 
AXC-134 
AXC-134 
AXC7134 


AXC-7134 
AXC7134 
AXC-134 
Χζ-286 
ΧΖ-386 
ΧΖ-386 
ΧΖ-386 
ΧΖ-386 
ΧΖ-387 
XZ~387 
X2-387 
ΧΖ-387 
X2-381 
X2-388 
X2-388 
X27388 
X2-388 
X2-388 
X2-389 
X2-389 
X2-389 
X2-389 
ΧΖ-389 
ΧΖ-390 


XY-283 
X2-391 
ΧΖ-392 
X2-393 
ΧΖ-393 
ΧΖ-393 
X2-394 
X2-7394 
ΧΖ-394 
xY-284 





R82NA 


| - STOCK NUMBER 
CLASS CODE 


PART NUMBER 


175-53352 


1175-53352- 


175-53352- 
175-53353 
175-53353- 
175-53354 
175-53355 
175-53356- 
175-53356- 
175-53357 
175-53357- 
175-53357- 
175-53357- 
175-53357= 
175-53357- 
175-53357- 
175-53357- 
175-53358 


175-53360 


175-53360- 
175-53360- 
175-53360- 
175-53360- 
175-53360- 
115-53360- 
175-53361 

175-533b51- 
175-53361- 
175-53361- 
115-53361- 
175-53361- 
175-53362 

175-53363 

175-53364 

175-53364- 
175-53364- 
175-53364- 
175-53364- 


175-53366 

175-53366- 
175-53266- 
175-53366- 
175-53366- 
175-53366- 


.(175-53366- 


175-53366- 
175-53366- 
175-53366- 
175-53366- 
175-53366- 
179-53367 

175-53368 

175-53369 

175-53369- 
175-53369- 
175-53369- 
175-53370- 
175-53370- 
175253371 

175-53372 

175-53373 

175-53373- 
175-532373- 
175-53373- 
175-53373- 
175-53373- 
175-53373- 
175-53373- 
175-53373- 
175-53373- 
175-53374 

175-53374- 
175-53374- 
175-53374- 
175-53374- 
175-53374- 
175-53374- 
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ΧΥ- 285 
ΧΥ- 285 
XY-285 
XY-286 
XY-286 
ΧΥ- 287 
XY-288 
XX-314 
XX-314 


ΧΥ-289 
XY-290 


X2-395 
ΧΖ-395 
ΧΖ-395 
Χὲ-395 
ΧΖ-395 
X2-395 
X2-395 
AXK-67 
AXK-67 
AXK-67 
AXK-67 
ΑΧΚ”567 
ΑΧΚ”- 67 
2H-361 


2R-5 
2R-5' 
2R-5 
2R-5 
2R-5 
2R-5 
2R-5 
2R-5 
2R-5 
ΧΖ-39Τ 
AXK-69 
ΑΧΚ-69 
AXK-69 
AXK-69 
AXK-69 
AXK-69 
AXK-69 
AXK-69 
AXK-69 
AXK-69 
AXK-69 
AXK-69 
ΧΧ-316 
ΧΥ-291 
ΧΧ-317 
XX-317 
ΧΧ-317 
XX-317 


AXD-93 
AXD-93 
AXD-93 
AXD-93 


-AXD-93 


ΑΧΟ-93 
AXD-93 | 
AXD-93 
X2-399 
ΧΖ-399 
X2-399 
ΧΖ-399 
ΧΖ-399 
ΧΖ-399 
X2-399 
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Numerical Index of - 


Contractor Parts 


| CLASS CODE | 





STOCK NUMBER ; 
το PÁRT NUMBER 


175253374-100 
17553375 
175-53375- 
175-53375- 
175-53375- 
175-53375- 9 
175-53375- 11: 
175-53376 
175-53376- 
175-53376- 
175-53376- 
175-53376- 
175-53376- 
175-53377.. 
175-53377= 
175-53377- 
175-53377= 
175-53377- 
175-53377- 
175-53378. 
175-53378-. 
175-53378- 
175-53378- - 
175-53378- 
175-53378- 11 
175-53378- 13 
175-53378- 15 
175-53378- 17 
175-53378- 19 
175-53378- 21 
175-53378- 23 
175-53378- 25 


OON UW 


175-53378-100 


175-53379 
175-53379- 
175-53379- 
175-53379- 
175-53379- 


-|175-=53379- 


.|175-53383- 


R82NA 


R82NA 


1014 


175-53379- 
175-53379- 
175-53380 - 
175-53380- 
175-53380- 
175-53380- 
175-53380- 
175-53380- 
175-53380- 
175-53380- 
175-53380- 
175-53381 

175-53382 

175-53383 

175-53383- 
175-53383- 


175-53383- 
175-53384 
175-53384- 
175-53384- 
175-53384- 
175-53384- 
175-53385 
175-53385- 
175-53385- 
175-53385- 
175-53386 
[175-53387 
175-53387- 3 
175-53387- 5 
175-53387- 71 
175-53387- 9 
175-53387- 11 
175-53387- 13 
15 
17 
19 
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175-53387- 
175-53387-. 
175-53387- 
175-53387- 21 
175-53387-100 
175-53388 
175-53389 
175-53390 
175-53391 
175-53391- 3 
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FIGURE MICROFILM 
2 οἱ AND INDEX NUMBER 


P1|130 - 11 
P1|213 - 30 


λα nnn αλα do ο λα λα αλα ο ad ated αλλ 1-2 o O o pd een pd 1-2 o po ἐγ} po [4 ου Jo o o ο {212 ου δ» 1» υυ συ ουν C 


XZ=400 
X2-400 
X2-400 


XZ2-402 
X2-2402 
ΧΖ-402 
X2-402 
XZ=402 
ΧΧ-318 
Χ2-403 
XY-292 
XY-292 


- XY-292 


XY-292 
XY-292 
XZ272404 
X2-2404 
XZ=404 
Χζ-404 
XZ2-7404 


` XY=293 


XY=293 


ΧΥ- 2931’ 


ΧΥ- 293 


X2-405 
Χ2-405 
ΧΖ-405 
ΧΖ-405 
ΧΖ-405 
ΧΖ-405 
ΧΖ-405 
ΧΖ-405 
Χζ”-402 
X2-7405 
ΧΖ-405 
Χ2-405 

2R-6 

2R-7 
X2-2406 
ΧΖ-407 
Χζ”- 407 





.  . STOCK NUMBER 
CLASS CODE PART NUMBER 





175-53391- 
175-53392 

175-53392- 
175-53392- 
175-53392- 


175-53392- 


175-53392- 
175-53392- 
175-53392- 
175-53392- 


175-53395 
175-53395- 
175-53395- 
|175-53396 
175-53396- 


175-53396- 
175-53397- 


115-53397-. 


175-53397- 
175-53398 

175-53398- 
175-53398- 
175-53398- 
175-53398- 
175-53398- 


175-53399-. 


175-53399- 
175-53400 


175-53401- 
175-53401- 
175-53402 


175-53403 - 


175-53404 
175-53404- 


175-53405 > 


175-53405- 
175-53405- 


175-53407 
175-53408 : 
175-53408- 
175-53408- 
175-53408- 
175-53408- 
175-53409 
175-53409- 
175-53409- 
175-53410: 
175753411 
175-53411- 
175-53411- 
175-53411- 
175-53412 
175-53413 
175-53414 


175-53418 
175-53419 
175-53420 
175-53420- 
175-53420- 
175-53420-100 


175-53423- 
175-53423- 
175-53424 


175-53424- 


3 





3 


5 


3 


FIGURE |TOTAL| MICROFILM ᾿ 
9ο] AND INDEX | QTY. | NUMBER 
M1 |; 1 





Revised 


XZ-407 
XZ-407 


XZ-407 
2R-8 
2R-8 
2R-8 
2R=8 
2R-8 
2R-8 
2R-8 
2R-8 
2R-8 
2R-8 


XY-294 
ΧΥ-294 
XY-294 
AXK-74 
AXK-74 
AXK-74 
AXK-74 
AXK-74 
AXK-74 
Χζ-408 
X2-408 
XZ-408 
X2-408 
XZ-409 


V 15 dm ll ll β» ol o ol ol oll ool ol OO ο εν» 


q8- . 
XZ-2409 
XZ-409 
XZ2-409 
X2-409 
XY-295 
XY-295 
2H-362 
2H-362 
2H-362 
2H-362. 
ΧΥ-296 
ΧΥ-296 
ΧΥ-296 
X2-411 
2H-363 


AXD-96 
AXD-96 
AXD-96 
AXD-96 
XY-297 
X2-414 
AXD-97 
AXD-97 
AXD-97 
AXD-=97 
AXD-97 


XX-319 
ΧΥ-298 
ΧΥ-298 
ΧΥ-298 
ΧΥ-298 
ΧΧ-320 

AXC-135 


XY-300 
XY-7301 
XZ-415 
ΧΧ-321 
XX-322 
20-162 
2D-162 
2D-162 
20-162 
XX-324 
XX-324 
XY-302 
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STOCK NUMBER FIGURE MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 


















175-53424- 
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175-53433- 3: 1 175-53460-200 1 
175-53433- 5 1 175-53461 1 
175-53433- 7 1 175-53462 1 
175-53433- 9 1 175-53463 2 
175-53433-100 1 175-53464 1 
175-53434 REF| 28-10 175-53464- 1 
175-53435 1| xY-304 175-53464- 1 
175-53436 1| 2H-364 1 
175-53436- 3 1| 2H-364 1 
175-53436- 5 1| 2H-364 175-53466- 1 
175-53436- 7 2| 2H-364 175-53461 1 
175-53436- 9 1| 2H-364 175-53468 1 
175-53436- 31 1| 2H-364 175-53469 1 
R82NA 175-52437 i| xx-327 1 
175-52438 i| xx-328 3 
1757-53439 1| xx-329 175-53472 1 

. 1757-53440 1| XY-305 175-53472- 1 
RS2NA 175-53441 i| XZ-418 175-53412- 1 
175-53441- 3 1| xz-418 175-53472- 2 
175-53441- 5 1| Xz-418 1 
175-53442 1| xY-306 1 
175-53442- 3 1| xY-306 9 1 
175-53442- 5 1| XY-306 13 1 
175-53442- 7 i| xY-306 175-53474- 17 1 
175-53443 1 1| xx-330 175-53474- 21 1 
175-55444 i| ΧΧ-331 175-53474- 23 1 
175-53444- 3 i| xx-331 175-53414- 25 1 
175-53445 i| xx-332 175-53474- 27 1 
175-53446 1| AXK-76 175-53474- 29 1 
175-53446- 1 1| AXK-76 175-53474- 31 1 
R82HA 175-53446- 2 1| AXK-76 175-53474- 33 1 
175-53446- 3 1| AXK-76 175-53474- 35 1 


AXK-76 


i : 3 AXK-76 
175-53424- 2 | AXK-T6 
175-53424- 9 1 | AXK-76 
175-53425 175-53446- 1| AXK-76 
175-53426 XY-303 175-53446- 1| AXK-76 
175-53426- .3 XY-303 175-53446- 1 | AXK-76 
115-53 427 1] AXK-76 
175-53427- 3 175-524 46- 26 | AXK-76 
175-53428 XX-326 175-53446- 1| AXK-76 

: 1| AXK-76 
175-53429 1| X2-416 1| AXK-76 
175-53429- 3 1| X2-416 1| 2F-127 
175-53429- 5 1| X2-416 1| AXD-99 
175-53430 1 1| AXD-99 
175-53430- 3 1 175-53440- 1 | AXD-99 
175-53430- 5 1 175-53448- 1 | AXD-99 
175-53430- 7 1 175-53449 1| XY-308 
175-53430- 9 1 175-53450 1, XY-309 
175-53430- 11 1 175-53451 1| 2H-365 
175-53430- 13 1 175-53451- 1| 2H-365 
175-53430- 15 1 175-53452- 1 | 2H-366 
175-53430- 17 1 175-53452- 1 | 2H-366 
175-53431 1 1| xY-310 
175-53431- 3 1 1| xY-310 
175-53431- 5 -3 1 | xY-310 
175-5343231- 7 1 1| ΧΧ-333 
175-53431- 9 1 175-53455 1| ΧΥ-311 
175-53431- 11 1 175-53456 1 
175-53431- 13 1 175-53457 1 28-11 
175-53431- 15 1 175-53457- 1 2R-11 
175-53431- 17 1 175-53451- 1 28-11 
R82NAÀ 175-53431- 19 1 175753458 1| 2H-367 
175-53431- 21 1 175-53459 1 
175-53431- 23 1 175-53459- 1 
175-53431- 25 1 1 
17553431- 27 i 1 
175-53431- 29 1 1 
175-53421- 31 1 1 
175-53431- 33 1 1 
175-53431- 35 1 175-53459- 1 
175-53432 -1 115-53 459- 1 
175-53432- 7 1 175-53459- 1 
175-53432- 9 1 1 
175-53432- 11 1 2 
175-53432- 13 1 175753460 REF 
175-53432- 17 1 
175-53432- 19 1 175-53460- 4 
175-53432- 21 1 175-53460- 4 
175-53432- 23 1 175-53460- 4 
175-53433 F 175-53460-100 1 
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175-53474- 37 1| 2H-368 175-53493 
175-53474- 39 1| 2H-368 175-53493- 3 
175-53474- 4] 1| 2H-368 175-53493- 5 
175-53474- 45 1| 2H=368 175753494 
175-53474- 47 1| 2H-368 175-53495 
175-53474- 49 1| 2H-368 175-53496 
175-53474- 93 M1|217 - 28 1 175-53496- 3 
175-53474- 95 1 17553496- 5 
17553475 1 175-53498 AXK-82 
175-53475- 1 1 175-53498- 3 AXK-82 
175-53475- 3 1 175-53498- 5 AXK-82 
175-53475- 5 1 175-53499 AXD-102 
175-53476 1 175-53500 ΧΧ-335 
175-53476- 3 1 175-53501 2R-21 
175-53476- 5 1 175-53501- 3 2R-21 
-| 17553476- 7 E 175-53501- 5 2R-21 
175-53476- 9 1 175-53501- 7 2R-21 
175-53476- 11 1 175-53501- 9 2R-21 
175-53476- 13 1 175-53501- 11 2R-21 
175-53476- 15 2 175-53501- 13 2R-21 
175-53477 1 175-53501- 15 * 2R-21 
175-53477- 3 1 175-53501- 17 221 - 29 2R-21 
175-53477-= 5 1 175-53501- 19 221 - 28 2R-21 
175-53477- 7 1 175-53501- 21 221 - 27 2R-21 
175-53477- 9 | X2-426 175-53501- 23 221 - 25 28-21 
175-53477- 11 1} X2-426 175-53501- 25 221 - 23 2R-21 
175753478 1] X2-421 175-53501- 27 221 - 22 2R-21 
175-53478- 3 1; XZ2-427 175-53501- 29 221 - 21 2R-21 
175-53478- 5 ΧΖ-427 175-53501- 221 - 2R-21 
175-53479 2R-16 221 - 2R-21 
175-53479- 3 2R-16 221 = 2R-21 
175-53479- 5 2R-16 221 - 2R-21 
175-53479- 7 2R-16 221 - 2R-21 
175-53480 ΧΥ-316 175-53501- 41 2R-21 
175753481 ΧΥ-317 175-53501- 43 2R-21 
175-53482 175-53501- 45 2R-21 
175753483 175-53501- 47 221 26 2R-21 
175-53501- 281 24 2R-21 
175-53484 221 2R-21 
175-53484= 3 221 28-21 
175-53484- 5 175-53501- 221 28-21 
175-53484- 7 175-53501- 57 221 2R-21 
[175-53484- 9 175-53501- 59 2R-21 






175-53501- 61 
175-53501- 65. 
175-53501- 65 
175-53501- 67 


2R-21 
2R-21 
2R-21 
28-21 


175-53484- 11 
175-53484- 21 
175-53484- 23 
175-53484- 25 






























N 
N 
~ 
E33 83 ΟΙ 



















175-53484- 27 175-53501- 68 221 2R-21 
175753485 175-53501- 69 221 2R-21 
175-53485- 3 175-53501- 70 2R-21 
175-53485- 5 175-53501- Τι 2R-21 
175-53485- 7 175-53501- 73 2R=21 






175-53501- 75 
175-53501- 77 
175-53501- 79 
175-53501- 81 
175-53501- 83 
175-53501- 85 
175-53501- 87 
175-53501- 89 


2R-21 
98-21 ᾿ 
28-21 
2R-21 
2R-21 
2R-21 
2R-21 
2R-21 


175-53485-= 9 
175-53485- 11 
175-53485- 13 
175-753485- 15 
175-53485- 17 
175-53485- 19 
175-53485- 21 
175-53485- 23 






























































N 

N 

- 
1101104391113 


































175-53485- 25 175-53501- 91 2R-21 
175-53486 175-53501- 93 221 2R-21 
175-53487 175-53501- 95 221 2R-21 
175-53487- 3 175-53501- 97 221 2R-21 
175-53487- 5 175-53501- 99 221 2R-21 
175-53487= 7 175-53501-101 2R-21 
175-53487- 9 175-53501-103 2R-21 
175-53488 175-53501-105 2R-21 
175-53488- 3 175-53501-107 2R-21 
175-53488- 5 175-53501-109 = :2R-21 
175-53488- 7 175-53501-111 2R-21 
175-53488- 39 175-53501-113 221 2R-21 






175-53501-115 
175-53501-117 
175-53501-119 
175-53501-121 
175-53501-123 
175-53501-125 
175-53501-127 
175-53501-129 
175-53501-121 
175-53501-133 
175-53501-135 
175-53501-201 


2R-21 
2R-21 
2R-21 
2R-21 
2R-21 
2R-21 
2R-21 
2R-21 
28-21 
2R-21 
2R-21 
2R-21 


175-53488- 11 
175-53488- 13 
175-53488- 15 
175-53488- 17 
175-53489 
175-53490 
175-53490- 3 
175253491 
175-53491- 3 
175-53491- 5 
175-53492 
175-53492- 





















ν 

ν 

- 
110133037 
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AN ©1-6CAABA-4 Numerical Index of 

Contractor Parts 

STOCK NUMBER EF STOCK NUMBER $5| FIGURE |TOTAL| MICROFILM 
CLASS CODE PART NUMBER 38 CLASS CODE 89| AND INDEX| QTY. | NUMBER 
175-53502 AXK-83 - 57 M1 1| AXK-84 
l 1| AXK-84 
175-53502- 1 AXK-83|. l| AXK-84 
175-53502- AXK-83 1| AxK-84 
175-53502- AXK-83 1| AXK-84 
175-53502- AXK-83 1 | AXK-84 
175-53502- AXK-83 1| AXK-84 
175-53502- AXK-83 11 AXK-84 
175-53502- AXK-83 175-53503- 1| Axk-34 
175-53502- AXK-83 175-53503- 1 | AXK-84 
175-53502- _ AXK-83 175-53503- 1 | AXK-84 
175-53502- ? ΑΧΚ-83 175-53503- 1 | AxK-84 
175-53502- AXK-83 175-53503- 1 | AXK-84 
175-53502- AXK-83 175-53503- 8 1| AXK-84 
175-53502- AXK-83 175-53503- 1 | AXK=84 
175-53502- AXK-83 175-53505- 1| AXK-84 
175-53502- AXK-83 ÀR | AXK-84 
175-53502- AXK-83 AR | AXK-84 
115-53502- AXK-83 AR | AXK-84 
175-53502- AXK-83 AR | AXK-84 
175-53502- AXK-83 175-53503- AR | AXK-84 
175-53502- AXK-83 175-53504 REF ΙΑΧΝ- 248 
175-53502- AXK-83 175-53504- REF |AXN-248 
175-53502- AXK-83 REF ΙΑΧΝ-248 
175-53502- AXK-83 REF ΙΑΧΝ- 248 
175-53502- AXK-83 175-53504- - 1 ΙΑΧΝ- 248 
175-53502- AXK-83 175-53504- - 1 ΙΑΧΝ- 248 
175-53502- AXK-83 175-53504- - 1 AXN-248 
175-53502- AXK-83 175-53504- - 1 AXN-248 
175-53502- AXK-83 175-53504- - 1 ΙΑΧΝ-248 
175-53502- AXK-83 175-53504- - 1 |AXN-248 
175-53502- AXK-83 175-53504- - 1 JAXN-248 
175-53502- AXK-83 175-53504- - 1 |AXN-248 
175-53502- - ΑΧΚ-83 175-53504- - 1 ΙΑΧΝ- 248 
175-53502- - ΑΧΚ-83 175-53504- - 1 ΙΑΧΝ- 248 
115-53502- - AXK-83 175-53504- - 1 ΙΑΧΝ-248 
175-53502- - AXK-83 175-53504- - 1 |AXN-248 
175-53502- - AXK-83 175-53504- - 1 |AXN-248 
175-53502- - AXK-83 175-53504- - 1 |AXN-248 
175-53502- - AXK-83 175-53504- - 1 [AXN-248 
175-53502- - AXK-83 175-53504- 1 [AXN-248 
175-53502- - AXK-83 175-53504- - 1 |AXN-248 
175-53502- -. AXK-83 175-53504- - 1 JAXN=248 
175-53502- - ΑΧΚ-83 175-53504- - 1 |AXN-248 
175-53502- - AXK-83 175-53504- - 1 AXN-248 
115-53502- - ΑΧΚ-83 175-53505 REF | 24-25 
175-53502- - AXK-83 175-53505- REF | 2R-22 
17553502- - AXK=83 175-53505- REF| 28-22 
175-53502- - AXK-83 175-53505- REF| 2R-22 
175-53502- - AXK-83 175-53505- 1| 2R-22 
175-53502- - AXK-83 175-53505- 1| 2R-22 
175-53502-101 - AXK-83 175-53505- 1| 2R-22 
175-53502-103 - AXK-83 175-53505- i| 2R-22 
175-53502-105 - AXK-83 175-53505- 1] 2R-22 
175-53502-107 - AXK-83 175-53505- - 1| 2R-22 
175753503: AXK-84 175-53505- - 1| 2R-22 
: 175-53505- - 1| 2R-22 
175-53503- - 1| AXK-84 i 1| 2R-22 
175-53503- - 1| AXK-84 = 1| 2R-22 
175-53503- - 1| AXK-84 - 1| 2R-22 
175-53503- - 1| AXK-84 175-53505- - i| 25-22 
175-53503- - 1| AXK-84 175-53505- - 1| 28-25 
175-53503- - 1| AXK-84 175-53505- - i| 2R-22 
175-53503- - 1| AXK-84 175-53505- - 1| 2R-22 
175-53503- - 1| AXK-84 175-53505- - 1| 2R-22 
175-53503- - 1| AXK-84 175-53505- - 1| 2R-22 
175-53503- - 1| AXK-84 175-53505- - 1| 2R-22 
175-53503- - 1| AXK-84 175-53506 REF | AXK-86 
175-53503- i 1| AXK-84 175-53506- REF | AXK-86 
175-53503- - 1| AXK-84 175-53506- REF | AXK-86 
175-53503- 1| AXK-84 175-53506- REF | AXK-86 
175-53503- 1| AXK-84 175-53506- REF | AXK-86 
175-53503- i| AXK-84 175-53506- 4 | AXK-86 
175-53503- i| AXK-84 175-53506- 1| AXK-86 
115-53503- 1| AXK-84 175-53506- 1| AXK-86 
175-53503- 1| AXK-84 175-53506- 1 | AXK-86 
175-53503- 1 175-53506- 1| AXK-86 
175-53503- 1 175-53506- 2 | AXK-86 
175-53503- 1| AXK-84 175-53506- 1] AXK-86 
175-53503- 1| AXK-84 1| AxK-86 
175-53503- 1| AXK-84 175-53506- 1| AXK-86 
175-53503- 1| AxK-84 175-53506- 2| AxK-86 

175-53503- 1| AXK-84 175-53507 6 

175-53503- 1| AXK-84 175-53508 1| 2F-129 
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175-53508- 1 2F-129 175-53519-155 AXK-87 
175-53528- 2 2F-129 AXK-87 
175~53509 XY-323 -53519-1593 AXK=87 


175-53510- 
175-53510- 
175-53510- 
175-53511- 


3 XX-536 175-53519-161 AXK-87 
5 
6 
3 
175-53511- 4 
5 
6 
7 
8 
9 


XX-336 175-53519-163 AXK-87 
XX-336 175-53519-165 AXK-87 
175-53519-167 AXK-87 
175-53519-169 AXK-87 
175-53519-171 AXK=87 
175-53519-173. AXK-87 
175-53519-1/> d AXK-87 
175-53519-177 . ΑΧΚ-87 
175-53519-179 AXK-87 
175-53519-181 AXK-87 
175-53519-183 : AXK-87 
175-53519-185 AXK-87 
20-163 175-53519-187 . AXK-87 





175-52511- 
175-53511- 
175-53511- 
175-53511- 
175-53511- 
175-53511- 10 
175-53511- 11 
175-53511- 12 
175-53512 






































































175-53513- 20-164 175-53519-185 AXK-87 
175-53513- 2D-164 175-53519-191 7 AXK-87 
175-53514- ΧΥ-325 175-53519-193 i AXK-87 
175-53514- XY-325 175-53519-195 AXK-87 
175-53514- XY-325 175-753519-197 AXK-87 
175-53515- 2H-369 175-53519-199 AXK-87 


2H-369 175-53519-201 AXK-87 
2H-369 175-53520 AXK-88 
2H-369 175-53520- AXK-88 
2H-369 | |175-53520- Y AXK-88 
2H-369 i AXK-58 
2H-369 AXK-88 
2H-369 : AXK-88 
2H-369 175-53520- i ΑΧΚ-88 
2Η-369 175-53520- i AXK-88 
2H-369 175-53520- i AXK-88 
2H-369 175-53520- AXK-88 
2Η-369 175-53520- AXK-88 
2H-369 175-53520- 4 AXK-88 
2H-369 175-53520- M AXK-88 
ΧΧ-339 175-53520- AXK-88 
2F-130 175-53520- AXK-88 
2F-130 AXK-88 
2F-130 175-53520- AXK-88 
2F-130 : AXK-88 
2F-130 AXK-88 
175-53520- 4 AXX-88 
175-53520- M AXK-88 
175-53520- AXK-88 
175-53520- M AXK-88 
175-53520- AXK-88 
175-53520- AXK-88 
175-53520- AXK-88 
175-53520- 53 AXK-88 
175-53520- : AXK-88 
175-53520- AXK-88 
175-53520- AXK-88 
175-53520- 4 AXK-88 
175-53520- I AXK-88 
175-53520- 65 AXK-88 
175-53520- AXK-88 
175-53520- i AXK-88 
175-53520- M AXK-88 
175-53520- AXK-88 
175-53520- Y AXK-88 
175-53520- AXK-88 
175-53520- AXK-88 
175-53520- i AXK-88 
175-53520- AXK-88 
175-53520- AXK-88 
175-53520- AXK-88 
175-53520- i AXK-88 
175-53520- AXK-88 
175-53520- i AXK~88 
175-53520- M AXK-88 
175-53520- D AXK-88 
175-53520- [ή AXK-88 
175-53520-101 AXK-88 
175-53520-103 AXK-88 
175-53520-105 i AXK-88 
175-53520-107 AXK-88 
175-53520-113 AXK-88 
175-53520-115 AXK-88 
175-53520-117 i AXK-88 
175-53520-119 i 3 AXK-88 
175-53520-121 5 s AXK-88 
175-53520-123 AXK-88 


175-53515- 
175-53515- 
175-53515- 
175-53515- 
175-53515- 10 
175-53515- 11 
175-53515- 12 
175-53515- 13 
175-53515- 14 
175-53515- 15 
175-53515- 16 
175-53515- 17 
175-53515- 18 
175-53516 
175-53517- 3 
175-53517- 5 
175-53517- 7 
9 
1 


1 
2 
3 
5 
7 
3 
175-53515- 4 
5 
6 
7 
2 
















175-53517- 
175-53517- 1 
175-53518 
175-53518-211 
175-53518-213 
175-53518-215 
175-53518-217 
175-53518-219 
175-53518-221 
175-53518-223 
175-53518-225 
175-53518-227 
175-53518-229 
175-53518-231 
175-53518-233 
175-53518-235 
175-53518-237 
175-53518-239 
175-53518-241 
175-53518-243 
175-53519 


































a 
m 


AXK-87 













175-53519-113 
175-53519-115 
175-53519-117 
175-53519-119 
175-53519-121 
175-53519-123 
175-53519-125 
175-53519-127 
175-53519-129 
175-53519-131 
175-53519-133 
175-53519-135 
175-53519-137 
175-53519-139 
175-53519-141 
175-53519-143 
175-53519-145 
175-53519-147 
175-53519-149 
175-53519-151 
175-53519-153 


AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
ΑΧΚ-87 
AXK-B7 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
AXK-87 
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AN 01-60AABA-4 Numerical Index of 
Contractor Parts 


STOCK NUMBER 
[GLASS CODE] PARTNUMBER 


175-53520-125 
175-53520-127 
175-53520-129 
175-53520-131 
175-53520-133 
175-53520-135 
175-53520-137 
175-53520-139 
175-53520-141 
175-53520-143 
175-53520-145 
175-53520-147 
175-53520-149 
175-53520-151 
175-53520-153 
175-53520-155 
175-53520-157 
175-53520-159 
175-53520-161 
175-53520-163 
175-53520-165 
175-53520-167 
175-53520-169 
175-53520-171 
175-53520-173 
175-53520-175 
175-53520-177 
175-53520-179 
175-53520-181 
175-53520-183 
175-53520-185 
175-53520-187 
175-53520-189 
175-53520-191 
175-53520-193 
175-53520-195 
175-53520-197 
175-53520-199 
175-53520-201 
175-53520-211 
175-53520-213 
175-53520-215 
175-53520-217 
175-53520-219 
175-53520-221 
175-52520-223 
175-52520-225 
175-53520-227 
175-53520-229 
175-53520-231 
175-53520-233 
175-53520-235 
175-53520-237 
175-53520-239 
175-53520-241 
175-53520-243 
175-53521 


AXK-88 μαι ο AXK-90 
AXK-88 175-53524- AXK-90 
ΑΧΚ-88| 175-53524- AXK-90 
AXK-88 175-53524- AXK-90 
AXK-88 175-53525 2R-23 
AXK-88 
AXK-88 175-53525- 
AXK-88 175-53525- 
AXK-88 
AXK-88 
: AXK-88 
AXK-88 
ΑΧΚ-88 
AXK-80 
AXK-88 
AXK-88 
AXK-88 175-53525- 
AXK-88 175-53525- 
AXK-88 175-53525- 
AXK-8B8 175-53525- 
AXK-88 
AXK-88 
AXK-88 
AXK-88 
AXK-88 175-53525- 
AXK-88 175-53525- 
AXK-80 175-53525- 
AXK-88 175-53525- 
AXK-88 175-53525- 
AXK-88 
AXK-88 
ΑΧΚ-88 175-53525- 
AXK-88 175-53525- 
AXK-88 
AXK-88 
AXK-88 
AXK-88 175-53525- 
AXK-88 175-53525- 
AXK-88 175-53525- 
AXK-88 175-53525- 
AXK-88 175-53525- 
AXK-88 175-53525- 
AXK-88 175-53525- 
AXK-88 175-53526 
ΑΧΚ-88 
AXK-88 175-53526- 
AXK-88 175-53526- 
AXK-08 175-53526- 
AXK-88 
AXK-88 
ΑΧΚ-88 
ΑΧΚ-88 
ΑΧΚ-88 
AXK-88 175-53526- 
AXK-88 175-53526- 
ΑΧΚ-88 175-53526- 
AXK-89 175-53526- 
i 175-53526- 
AXK-89 175-53526- 
AXK=39 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXK-89 
AXK-89 
AXK-89 
᾿ΑΧΚ-89 
ΑΧΚ-89 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXK-89 175-53526- 
AXK-89 
AXK-99 
AXD-103 175-53526- 
AXD-103 175-53526-" 
AXD-103 175-53526- 
AXD-103 175-53526- 
AX0-103 175-53526- 
AXK-90 175-53526- 
AXK-90 175-53526- . 
AXK-90 175-53526- 
AXK-90 175-53526-101 


merrer 


2R-23 
2R-23 
25-23 
28-23 
28-23 
28-23 
28-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
25-23 
28-23 
28-43 
28-23 
28-23 
2R-23 
26-23 
2-23 
258-23 
2R-23 
258-23 
2RT723 
2R-23 
2R-23 
28-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
2R-23 
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175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53521- 
175-53£21- 
175-53521- 
175-53521- 
175-53521- 
115-53521- 
1157535217 
175-53521- 27 
175-53521- 29 
175-53521-101 
175-53:22 
175-53522- 
175"53522= 
175-53522- 
175-53522- 
175-53524 
175-53524- 
175-53524- 
175-53524- 


Ne PPR 
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. Section lli 
Numerical Index of AN 01-60AABA-4 


. Contractor Parts 
ra ee 
Qe AND INDEX NUMBER 



















STOCK NUMBER 
| CLASS COBE | PART NUMBER 


"STOCK NUMBER ΓΡ 
59 


CLASS CODE PART NUMBER ` 


MICROFILM 
NUMBER 








- FIGURE TOTAL 
AND INDEX | QTY. 
4 














































































































17553527 175-54024= 7 M1 |237 - 6 AXK-95 
175-54024- 9 M1 1| AXK-95 
175-53527- 3 175-54024- 11 M1 1 | AXK-95 
175-53527- 5 175-754024- 13 M1 1| AXK-95 
175-53528 175-54025- 1 Al 4 
175-54025- 2 Al 2 
175-53528- 3 175-54025- 3 Al 1 
175-53528- 5 175-54025- 4 Al 1 
175-53528- 7 175-54025- 5 M1 5 
175-53528- 9 175-54025- 6 M1 3 
175-53528= 11 175-54025- Τ᾿ Μι 24 
175-53528- 13 175-54025- 3 M1 2 
175-53528- 15 175-54025- 9 M1 5 
175-53528- 79 175-54025- 10 MI 3 
175-53528-101 175-54026- 1 M1 5 
175-53746- 3 175-54026- 2 M1 3 
175-53808 175-54027 M1 1 | XY-327 
175-54001 2R-24 175-54027- 2 M1 1| xY-327 
175-54002 2R-25 -1175-54029 M1 1| AXB-32 
175-54003 175-54030 M1 1 
175-54004 ΑΧΚ-92 175-54031 * REF | 2H-373 









175-54005 
175-54006 
175-54007 








2R-26 175-54032 2R-30 






























































































175-54008- 3 XZ-436 175-54033 28-31 
175-54008- 5 ΧΖ-436 

175-54008- 7 XZ-436 175-54033-. 3 Μα 28-31 
175-54008- 9 XZ-436 175-54033- 5 2R-31 
175-54009 Χζ-437 175-54034 

175-54009- 5 X2-437 175-54035 2R-32 
175-54010 2R-27 175-54035- 2 Al 2R-32 
175-54011 ; 
175-54011- 3 175-54035- 5 Mi i 2R-32 
175-54012 175-54035- 9 1 2R-32 
175-54012- 3 À 
175-54012- 5 175-54035- 11 M1 1 28-32 
175-54012- 7 175-54036 1 2R-33 
175-54012-101 
























































































































































































































































































































175-54013 175-54036- 3 1 2R-33 
175-54015 175-54036- 5 1 2R-33 
; 175-54036- 7 M1 1 2R-33 
175-54015-101 175-54036- 9 M1 1 2R-33 
175-54036- 11 M1 1 2R-33 
175-54016 175-54036- 13 M1 1 2R-33 
175- 54017: 175-54036- 15 M1 1 2R-33 
175-54017- 3 2H-370[| 175-54036- 17 M 1 28-733 
175-54017- 5 1| 2H-370 175-54037 M1 1 2R-34 
175-54018 REF 2R-29 175-54037- 3 * M1 1 2R-34 
175-54018- 3 1 2R-29 175-54037- 5 M1 1 28-34 
175-54018- 5 1 28-29 175-54037- 10 M1 1 2R-34 
175-54018- 7 2 2R-29 175-54038 1 2R-35 
175-54018- 9 1 2R-29 í 
175-54018- 21 1 2R-29 175-54038- 3 M1 1 2R-35 
175-54018- 25 1 28-29 175-54038- 5 M1 1 2R-35 
175-54018- 27 1 2R-29 175-54038- 7 Μι 1 28-35 
175-54018-101 REF 2R-29 175-54039 M1 1 | XZ-443 
175754019 1} 2H-371 175-54039- 3 Μι 1| X2-443 
175-54019- 3 1| 2H-371 175-54040 M 1 2R-36 
175-54019- 5 1| 2H-371 175-54041 ` 1 : 
175-54019= 7 1| 2H-371 175-54042 M1 1| X2-444 
175-54020 1| 2H-372 175-54042- 3 M 1| XZ-444 
175-54020-. 3 1| 2H-372 175-54042- 5 M 1| X2-444 
175-54020- 5 1| 2H-372 175-54043 M1 1| 2F-131 
175-54020- 7 1] 2H-372 175-54043- 3 JMI 1| 2F-131 
17554022 REF 175-54043- 5 2| 2F-131 
x 17554044- 3 M1 3| xY-329 
175-54022- 3 1 175-54044- 5 Mi 3| XY-329 
175-54022- 5 1 175-54045 M1 . l | X2-445 
175-54022- 7 1 175-54045- 3 M1 1| X2-445 
175-54022- 9 1 1757-54046 * REF 2R-37 
175-54022- 11 1 175-54046- 3 Μι i 2R-37 
175-54022- 13 1 175-54046- 5 M1 1 2R-37 
175-54022- 15 1 175-54046- 7 M1 4 2R-37 
175-*4022- 17 1 175-54046- 23 M1 1 28-37 
175-54022- 19 2 175-54046-101 REF 2R-37 
175-54022- 21 1 
175-54022- 23 1 175-54047 1| 2H-374 
175-54022- 25 1 175-54047- 3 X1 1 | 2H-374 
175-54023 1 175-54047- 5 M1 1| 2H-374 
175-54023- 3 1 175-54047- 7 M1 l| 2H-374 
175-54024 REF] AXK-95 175-54049 M 2 | XY-330 
175-54050 F 2R-38 












AXK-95 
ΑΧΚ-95 


175-54024- 3 
175-54024- 5 


ray 









m 
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175-54050- 





175-54050- 
175-54050- 
175-54050- 
175-54050- 
175-54050- 
175-54050- 


175-54050- 
175-54050- 
175-54050- 
175-54050- 
175-54051 





175-54051- 
175-54052 



















175-54052- 
175-54052- 
175-54052- 
175-54052- 
175-54052- 
175-54052- 
|175-54052- 
175-54052- 
175-54052- 


175-54053 


175-54053= 





175-54054 







175-54054- 
175-54054- 
175-54054- 
175-54054- 
175-54054- 
175-54054- 
175-54054- 
175-54054- 
175-54054- 
175-54055 

175-54055- 
175-54055- 
175-54055- 
175-54056 

175-54056- 
175-54057 

175-54057- 
175-54057- 
175-54058 





























175-54058- 
175-54058- 







175-54058- 
175-54058- 
175-54058- 
175-54059- 












175-54059- 






175-54060 
175-54060- 
175-54060- 
175-54061 









R82NA 








175-54061- 
175-54061- 
175-54062 
175-54062- 
175-54062- 
175-54063 
175-54063- 
175-54064 
175-54064- 
175-54064- 
175-54065 
175-54066 


Revised 15 September 
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175-540$3- 


. Section IIl 
Numerical Index of. 
Contractor Parts 


: FIGURE | TOTAL 
> AND INDEX | QTY. 
M1 | 1 


ΑΝ O1-60AABA-4 


- STOCK NUMBER 
| CLASS CODE| PART NUMBER 



















































a 17554067 ΧΥ-333 
1 175-54068 AXK-106 
2 175-54068- 3 IAXK=106 
2 175-54068- AXK-106 * 
1 2H-379 
1 2H-379 
1 AXK-107 
1 AXK-107 
1 175-54070- AXK-107 
1 175-54010- AXK=107 
1|. _|175"54071 2H-380 
1 175-54072 

et 175-54072- 

1 

1 ms 

Ε 175-54072- 





175-54072- 13 











2 175-54072- 15 

2 175-54072- 17 

2 175-54072- 51 

8 175-54073 2H-381 
2 175-54073- 3 2H-381 
2 175-54073- 2H-381 
2 175-54074 AXC-138 
xe 175-54074- AXC-138 
F 175-54074- AXC-138 





NEE ουν ο ο PPE A REP λαο: E m Vn n rn S 


175-54074- AXC-138 













£N 









25 175-54074- 1 ΙΑΧς- 128 
175-54075 2 | XY-335 
175-54077 REF 


















175-54077- 3 
175-54077- 5 
175-54077- 7 
175-54077- 11 
175-534077- 13 
175-54078 


2D-166 














2 
m : 
*n t2 nen rm 


28-43 
















2R-43 
2R-43 
XY-336 


175-54078- 
175-54078- 
175-54079 







1-2 954 amr 
vu 








πι nm 












































































































1 
1 20-167 
1 RE 2H-382: 
2] 2H-375 
1| 2H-375 1| 2H-382 
2| 2H-375 175-54082- 11 1| 2H-382 
4| 2H-375 175-54084 1 | XY-337 
4 175-54084- 3 2| XY-337 
2 175754085 REF 2R-44 
4 175-54085- 2 1 2R=44 
2 175-54085- 2 1 2R-44 
2 175-54085- 7 1 2-44 
EF 175-54085- 9 1 2R=44 
175-54085- 11 1 2R-44 
1 175-54085- 13 1 2R-44 
2 175-54085- 15 4 28-44 
175-54085 1 
1 175-54087 2 2R-45 
1 175-54087- 3 2 2R-45 
1 175-54088 1 
2 175-54089 1| XX-345 
175-54090 1 ΙΑχς- 129 
2 175-54090- 3 1 ¡AXC-139 
175-54092 1| xY-339 
175-54092- 3 1| ΧΥ-339 
175-54092- 5 1| ΧΥ-329 
175754093 2] 2F-132 
175754095 REF 2R-45 











2R-47 





175-54096 


2R-48 





175-54097 









2R-49 
AXK-113 
AXK-113 
AXK-113 
AXK-113 
AXK-113 
ΑΧΚ-113. 
ΑΧΚ-113 
ΑΧΚ-113 


PRERENN Hee 


















175-54100- 
175-54100- 11 
175-54100- 13 
175-54100- 15 










Ti mr mn 
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Section ΙΙΙ 
Numerical Index of ΑΝ ΟΙ-όΟΑΑΒΑ-4 


Contractor Parts 
ES FIGURE ES MICROFILM 
5 ΑΝΟ ΙΝΟΕΧ NUMBER 


[ciass CODE] part NUMBER 
ΑΧΚ-113 
ΑΧΚ-113 


175-54100= 17 
175-54100- 19 
175-54100- 21 AXK-113 
175-54100- 23 AXK-113 
175-54100- 25 AXK-113 
175-54100- 27 AXK-113 
175-54100- 29 AXK=113 
175-54100- 31 ΑΧΚ-113 
175-54100- 33 ΑΧΚ-113 
175-54100- 35 ΑΧΚ-113 
175-54100- 37 AXK-113 
175-54100- 39 AXK-113 
175-54100- 41 AXK-113 
175-54100- 43 AXK-113 
175-54100- 45 AXK-113 
175-54100- 47 AXK-113 
175-54100- 49 AXK-113 
175-54100- 51 AXK-113 
175-54100- 53 AXK-113 
175-54100- 55 AXK-113 
175-54100- 57 AXK-113 
175-54100- 59 AXK-113 
175-54100- 61 ΑΧΚ-113 
175-54100- 63 ΑΧΚ-113 
175-54100- 65 ΑΧΚ-113. 
175-54100- 67 ͵ AXK-113 
175-54100- 69 AXK-113 
175-54100- 73 AXK-113 
175-54101 XY-341 
175-54102 2R-50 
175-54102- 3 2R-50 
175-54102- 5 2R-50 
175-54102- 7 2R-50 
175-54102- 9 2R-50 
175-54102= 11 2R=50 
175-54102- 13 2R-50 
175-54102- 15 2R-50 
175-54102- 17 2R-50 
175-54102- 19 2R-50 
2R-50 
2R-50 










STOCK NUMBER 


CLASS CODE PART NUMBER 


175-54128- 11 
175-54128- 13 
175-54128- 15 
175-54128- 17 
175-54123- 19 
175-54128- 20 

























FIGURE MICROFILM 
AND INDEX 
ΑΧΝ- 295 


ΑΧΝ- 255 
ΑΧΝ- 255 


























































[ή 

















175-54128- 25 
175-54128- 27 
175-54128- 


















175-54128- ΑΧΝ- 255 






















175-54129 
175-54129- 3 
175-54129- 5 
7 
9 


AXK-116 
AXK-116 
AXK-116 
AXK-116 
ΑΧΚ- 116 
ΑΧΚ- 116 
ΑΧΚ- 116 
AXK-116 
AXK-116 
ΑΧΚ- 116 
AXK-116 



















:1175-54129- 
175-54129- 
































175-54129- 15 
175-54129- 17 
175-54129- 19 
|[175-54129- 
























ο 1 ps 




























175-54129- 23 
175-54129- 


ΑΧΚ-116 
ΑΧΚ-116 






Pe 
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2 
m 
τι 
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175-54129- AXK-116 













175-54129- 50 ΑΧΚ- 116 
























175-54130 - 
175-54130- 3 
175-54131 


2H-386 
2H-386 






















175-541231- 5 
175-54131- 7 
175-54133 
175-54133- 3 
4 
5 
7 






nv 
e m 
ON Tee 


175-54102- 21 
175-54102- 23 
175-54102- 25 
175-54102- 27 
175-54102- 29 
175-54102- 31 
175-54102- 33 
175-54102- 35 
175-54102- 37 
175-54102- 39 
175-54102- 41 

























175-54133- 
175-54133- 
175-54133- > 
175-54133- 
175-54133- 11 
175-54133- 13 
175-54133- 



















EXXEXEXXEXXEXIXIXZIIITEI 

























FPR RPE NN RNP PR ee 
















































175-54102- 43 M 

175-54102- 45 M 20-171 
175-54102- 47 M 20-172 
.175-54102- 49 M 175-54139 2F-133 
175-54102- 51 M 175-54140 

175-54102- 53 M . 

175-54102- 55 M 175-54140- 3 

175-54102-^57 M 175-54140- 5 

175-54102- 59 M 7 

175-54102- 61 M XY-345 
175-54102- 63 M 175-54142 2H-387 
175-54102- 65 M 175-54142- 3 2H-387 
175-54102- 67 M 175-54142- 4 2H-387 
175-54102- 69 M 175-54143 

175-54102- 71 M 175-54144 

175-54102- 73 M 175-54145 

175-54106 Μι 175-54145- 3 

175-54106- 3 μι 175-54146 

175-54107 + RE 175-54147 
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175-54107- 25 

175-54108- 23. 

175-54108- 5 

175-54109 175-54149- 

175-54110 175-54150 

175-54111 2H-385 175-54151 

175-54111- 3 2H-385 175- 54152 

175-54127- 1 ΧΥ- 343 175-54154 

175-54127- 2 ΧΥ- 243 175-54154- 3 

175-54127- 3 ΧΥ- 243 175-54154- 5 

175-54127- 4 XY-343 175-54154- 7 

175-54128- 3 175-54155 

175-54128- 5 175-54155- 3 2F-135 
175-54128- 7 175-54156- 3 2H-393 
175-54128- 9 175-54156- 5 2H-393 
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STOCK NUMBER 


175-54156/ 


175-54183- 
175-54183- 


175-541586- 
175-54186- 
175-54186- 


175-54187- 
175-54189 

175-54189- 
175-54189- 
175-54189- 
175-54189- 


175-541947 
175-54194- 


175-54195 
175-54195- 
175-54195- 
175-54195- 
175-54195- 
175-54195- 


175-54195- 
175-541925- 
175-54195- 
175-54195- 
175-54195- 
175-54195- 


175-54195- 
175- 54195- 


175-54195- 
75-54195- 


175-54195- 


175-54196 
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175-54195-113 


aas co PART NUMBER 


7 


UN iu v 
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v 




































11 
13 
15 
17 
21 
23 
25 
27 
29 
33 
35 
41 
77 
T9 
81 
83 
85 
87 
89 
91 
93 
95 
97 
99 


175-54195-101 
1 75-54195-105 


FIGURE 
AND INDEX 














er 






ΑΝ O1-60AABA-4 


TOTAL| MICROFILM 
QTY. | NUMBER 








2H-393 

175-54196- 3 1 [AXD-118 

2H-393 175-54197- 9 2 
pos 175-54198 1] 2R-55 
AXD=116- 175-54198- 3 1] 28-55 

ΧΥ”248 175-54199 1 
: 175-54200 2| 2F-137 
2D-174 175-54200- 3 2 | 2F-137 
20-175 175-54200- 5 4| 2F-137 
175-54200- 7 1| 2F-137 

207175 175-54201 1 
ΧΥ-349 175-54202 28-56 
ΧΥ- 349 175-54203 AXD-119 
ΧΥ-349 175-54203- 3 AXD-119 
XY-349 175-54203- 5 AXD-119 
ΧΥ- 245 175-54203- 7 AXD-119 


REE PE PPE PEER fO FO. IO ILIO NANA IO I e I i I e t S n nn 










PERE OP qim IN) FO IND). UND I9 19 NR RPE OS S Be INL E I rm A rn NL Ro rns 


175-54204- 3 

175-54204- 4 AXK-120 
XX-353 175-54204- 5 AXK-120 
ΧΧ-353 175-54204- 7 AXK-120 


XX-354 
XX-354 


XX-355 








Section lll 
Numerical Index of 
Contractor Parts 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 













STOCK NUMBER y 
CLASS CODE( `` * PART NUMBER 9 


















































































































175-542023- 11 
175-54203- 13 
175-54203- 15 
175-24204 


AXD=119 







































































AXK-120 
-120 


175-54204- 9 
175-54204- 11 
175-54204- 13 
175-54204- 15 
175-54204- 17 
175-54204- 19 
175-54204- 21 
175-54204- 23 
175-54204- 25 
175-54204- 29 
175-5420^4- 31 
175-54204- 33 
175-54204- 51 








2H-395 
2H-395 
2H-395 
2H-395 
2H-395 
2H-395 
2H=395 
2H-395 
2H-395 
XX-355 






AXK-120 
AXK-120 
AXK-120 
AXK-120 
AXK-120 
AXK-120 
AXK-120 
ΑΧΚ-120 
ΑΧΚ-120 
ΑΧΚ-120 



































28-53 175-54205 . 2R-57 
2R-53 175-54205- 3 28-21 
2R-53 175-54205- 5 28-21 
2R-53 175754206 AXB-37 
2R-53 175-54206- 3 AXB-37 






2R-58 
2R-58 
2R-58 
2R-58 
2F-138 
2F-138 
2D-180 
AXD-120 
AXD-120 


175-54208 
175-54208- 3 
175-54208- 5 
175-54208- 6 
175-54209 


2F-136 
2F-136 
20-177 
20-178 
20-179 
















gea e οσο ο IND E RPP IND IRI RID IBID QD EQ) ED PES E rn rn rm Tni n εν νὰ 






2R-54 
2R-54 
2R-54 
2R-54, 






AXD-120 


























2R-54 175-54212- 3 AXD-120 
2R-54 175-54212- 4 AXD-120 
2R-54 175-54212- 5 AXD-120 







2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
2R-54 
28-24 
2R-54 
2R-54 
2R-54 





























175-54212- AXD-120 




















175-54212- AXD-120 





















AXD-120 
AXD-120 
AXD-120 
AXD-120 
AXD-120 


175-54212- 
175-54212- 9 
-54212- 




















175754213 
175-54214- 
175-54214- 
175-54215 





4£NON E I| OF LD 








































2R-54 175-54220 
2R-54 


X0-118 


2R-54 
2R-54 175-54216 4| AXB-38 
2R-54 175-54217 11 2F-139 
28-54 1175-54 211- 3 1| 2F-139 
28-24 175-54218 1 | AXB-39 
2R-54 175-54219 1| AXB-40 

1 

1 

1 
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. Section [ΠΠ 
Numerical Index of 


Contractor Parts AN O1-60AABA-L 


STOCK NUMBER FIGURE |totat|microrim STOCK NUMBER Yu 
CLASS CODE PART NUMBER 99| AND INDEX | QTY. | NUMBER | [CLASS CODE PART NUMBER 99 


] 175-54314- 


175-54319 
175-54320 
175-54321 
175-54321- 
175-543211 
175-54322 
175-54324 
1175-54324- 
17554325 
175-54326 


-1175-54328 
175-54328- 
175-54328- 


175-54270- 175-54329- 

175-54270- 175-54329- 

175=54272=100 175-54331 

175-54276 2H-396 175-54331- 

175-54276- 2Η-396 

2H-396 

2Η-396 

2Η- 297 5 1HA1-LH 

2H-397 1HA1-RH 

2H-397 175754334 AXD-124 

2H=397 

2H-397 

XX-360 175-54334- AX0-124 
2R-60 


NORE m mem γα ο 


"ne PRR 15»; 


EU 
m 


28-60 54335 AXC-146 
XY-353 175-54336- AXC-146 
XY-353 : 
2F-142 
2F-142 
2F-142 . 
XY-355 175-54336- 
XY-355 
XY-355 
2F-143 


175-5^302 
175-54302- 





1 
1 
1 
1 
1 
H 
1 
1 
1 
2 


2F-143 175-54336- AXC-146 
2F-143 175-54336- AXC-146 
2F-143 175-54337 AXC~147 
2F-143 175-54337- AXC-147 
2F-143 
2F-143 
2F-144 
2F-144 


UH | [ΞΡ | [2 Á bu 


2F-144 
2F-144 
175-543q6- 
2F-144 

2F-144 175-54338- 
2F-144 

2F-144 

XY-358 

XY-359 175-54338- 
XY-360 175-54338- 
2F-145 175-54338- 
2F-145 175-54339 
2F-145 175-54343 
2F-145 


175-54344 
175-54344- 


2F-146 
2H-398 


TM e NY PO. IND) [ND 09. PO. ND. IA RS. A PEP Pe Pe as ps 


zu 
m 


175-54344- 
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Section [ki 


ΑΝ O01-60AABA4 Numerical Index of 
Contractor Parts 


STOCK NUMBER ` . 88 FIGURE TOTAL] MICROFILM STOCK NUMBER $8 FIGURE TOTAL| MICROFILM 
ὃν] AND INDEX | QTY. | NUMBER | | CLASS CODE PART NUMBER 33| AND INDEX | QTY. | NUMBER 
8 1 


| CLASS CODE | PART NUMBER 











175-54392- 9 ΧΥ- 404 


175-54348 ΧΥ- 3791. 175-54394 XX-368 
175-54351 è 1 ΙΑΧΚ-125 175-54395 ΧΧ-369 
175-54351- REF | 2-63 175-54396 


175-54397 
175-54351- 2R-63 XX-3170 
2R-69 
2R-69 
2R-70 
2R-70 
2R-70 
2R=70 
2R-TO 
2R=70 
2R-TO 
2R=70 
2R-70 
2R-70 
2R-70 
2R=70 


2F-148 175-54705- 
2F-148 175-54706 
ΧΥ-381 175-54706- 

- XY-381 175-54706- 
ΧΥ-382 175-54706- 
XY-382 175-54706- 
XY-383 175-54706- 1 


2D-182 
ΧΥ-384 
ΧΧ-364 
2F-149 175-54706- 
2D-183 175-54706- 
2F-150 
20-184 


NNN εννρωνο 


175-54361 
175-54362 
175-54363 
175-54364 
175-54364- 
-54364- 


2D-185 
AXC-157 
AXC=157 
AXC-157 
2R-71 
2R=71 
2R-71 
20-186 
20-186 
20-186 
2F-155 
2F-155 
20-187 
2D-188 
2F-156 
ΧΥ- 410 
ΧΥ- 410 
ΧΥ- 411 
XY-411 
XY-412 
2F-157 
2F-157 


o 
ω 


AXD-125 175-54709- 
AX0-125 175-54709- 
ΑΧΟ-125 175-54710 
2R-64 175-54710- 
175-54710- 

2R-65 175-54711 
175-54711- 


a 
111 
NNN NNNN 


2 
m 
πι 


XY-381 
ΧΥ-388 
AXC-152 
AXC=152 175-54713 
AXC-153 175754714 
AXC-153 175754715 
XX-361 
2R-66 


m mr) NS NS ϕ 


E] 
m 


17554721 
XY-391 175-54721- 
XY-392 175-54722 
2F-151 175-54725- 

175-54125- 
2F-151 175-54126- 


N Nr 


N 


2F-152 


28-67 


AX8-42 
20-189 
20-190 
20-190 
20-190 
20-190 
20-190 
20-190 
20-191 
ΧΧ-275 
20-192 


XY-395 

XY-395 
ΧΥ- 3295 175-54731- 
ΧΥ-395 175-754731- 
AXC=154 175-547311- 
2F-153 175-54731- 
2F-154 175-54731- 

2R-68 


- 
PPP ου ου aaa 


zm 
m 
NAN TR Ar pid! 


eer 


AXD-126 
AXD-126 


xX τπτ 


175-54385- 
175-54386 


m 
mu 
mm 
"nmn 


175-54386- 


AXC-155 
AXC-155 175-54736 
175-54737 
175-54739 
175-54739- 
175-54139- 
115-5388 115-54140 
ΚΘΒΕ ; 175-54740- 


2F-158 
20-193 
20-194 
20-194 
20-194 

2R-72 

2R-72 
2F-159 
2F-159 
2F-159 
2F-159 





175-54741- 
175-54741- 
175-54743 
175-54744 
175-54750 
175-54750-101 
175-54750-201 


175-54390 Y 5 ΧΥ- 402 
175-54391 XY-403 
175-54392 XY-404 
175-54392- XY-4045 
XY-504 
X¥-404 


2R-73 
2R-73 
2R-73 


NryrraNNN (US) ENP ο eim am v i| n 
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Section Ill 


Numerical Index of : 
Contractor Parts ΑΝ O1-60AABA-4 


i ES] neun [rra [wickonus 
TCI want a $5) Πας 
175-54750-301 


175-54750-401 
175-54750-501 















STOCK NUMBER 


CLASS CODE PART NUMBER i 


17556104- 5 

















ΕΕ AND INDEX | QTY. | NUMBER 

385 - 51 AXC-161 
1 [Ας 162 
AXC-163 
20-203 
20-204 
AXD-133 
AXD-133 
AXD-133 
2R-74 
2R-74 














175-56106 
175-56107 
175-56108 
175-56112 

























175-54750-601 

















175-54750-701 2R-73 | IRB2NA 





we 



























2R-74 

2R-T4 

2R-74 

1 20-195 2R-74 

175-54753 XY-415 2R-74 
















175-54754 2H-400 2R-74 
175-54754= 3 2H=400 2R-74 
2H=400 2R-74 










2H=400 
2H=400 
2H-400 
2F-160 
XX-381 
20-196 
20-196 
2H-401 
AXB-49 | 
2F-161 


2R-74 
2R-74 
2R-74 
2R-74 
AXC-164 
2F-169 







175-54754- 11 
175-54754- 15 
175-54755 
































175-56115 
175-56116 







175-54757- 
175-54758 
175-54759 
175-54760 












PERRA RPP A A DIA O YI A 











175-56127- 
|175-56127- 











20-197 
20-197 
2D-198 
20-198 
XY-417 
XY-417 
20-199 
2F-162 


AXC-166 
AXC-166 
AXC-167 


































175-56135 
175-56147 
175-56306 
175-56323 
175-56353 


175-54762- 3 
175-54763 
175-54763- 3 
175-54764 
175-54765 








AXD=135 
AXB-52 
2F-170 





















175-56638 
175-56810 
175-56811 
175-56812 
175-56812 
175-56001 
175-58002 
175-58003 
175-58003- 3 
175-58003- 5 
175-58004 














175-54766 
175-54767 


XY-418 
ΧΧ-388 
2H-402 
2H-402 
2H-402 
2H-402 
2H-402 
2H-402 
2H-402 
2H-402 
2H-402 









ΧΧ-397 
XX-398 
XX-399 
XX-400 
AXK-134 

28-15 
AXC-168 
AXC-168 
AXC-168 
AXK-135 

















AX 
m 






























































f n! ο απ e n an ο RN a IH η $2 PO Ν PRP RP BPR Rn ae n ο aes ο e ae e 








RS2NA 1175-58006 XX-401 
H- 
2Η 402 175-58007 XX-402 
2H-402 175758008 20-205 
2F-163 175-58009 2F-171 
7T5-58009- 3 2F-171 
175-54770- 2F-164 2 
175-54771- 2F-165 175758010 2R-76 


2F-165 
2F-165 
2F-165 
2F-165 
2F-166 
2F-167 
20-200 
2F-168 
AXD=130 
AXD=131 
AXD=131 
ΑΧΟ-132 
AXD=132 
AXD-132 
XX-389 
XX-7390 
XX-391 
2D-201 
20-201 
XX-393 
XX-393 
















175-56010- 
175-58010- 


w 


28-76 
2R=76 















UN--MOUNIHIMNR 


2R-77 






175-58014 































175-58015 2R-78 














175-58016 2R-79 

















175-58017 
175-58017- 


AXN-258 
AXN-258 
















175-58018 2R-80 












175-58019 2R-81 









175-58020 AXK-144 










175-58021 





2R-82 






2D-202 





175-58022- 5 2R-83 










175-58022- 





2R-83 
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FIGURE MICROFILM FIGURE |rorAL| MICROFILM] " - 
Εκ πα! AND INDEX MBER A arm | AND INDEX | QTY. | NUMBER 
R83NAÀ 175-58022- 2R-83 175-58072 M 312 - 31 AXD-140 


R83NA 175-58022- R-8 175-58072- 
A ad ο 175-58073 


R83NA 175-58022- 2R-83 313 - 34 
175-56074 


Bad ERE z 175-58074- 
33ΝΑ |175-58022 2R-83 175-58075 
175-58075- 
175-58077 AXC-171 


R83NA 175-58022- 28-83 175-58078 $ 2Η- 407 


R83NA 175-58222- 2R-83 


NS ae e eT i 2175-58079 
83NA 175-58022 2 ; 2175-58080 1 | 2H-408 


175-58024 AXC-169 175-58083 AXK-156 


175-58024- AXC=169 


175-58100 2H-409 


175-58105 

175-58106 

175-58106- 
AXK-=147 175-58107 


PrRrrrrrnnn Φον” 


AXN=260 ΑΧΟ”- 147 


28-85 
28-85 175-58110 


175-58111 
175-58032 175-58112 


-580 AXK-150 175-58113 
ΚΡ 175-58113- 


175-58033- AXK-150 175-58113- 


2R-89 
ἸΑΧΚ-158 
AXD-148 
ΑΧΡ-148 
AXD-148 
XY-426 
XY-426 
ΧΥ- 427 
xY-427 


175-58035- 
E = 175-58115- 
173578933 175-58116 


- : - 175-58116- 
175-58040 i 2R-86 175-58116- 
175-58041 
175-58041- : AXN=262 
175-58042 2R-87 


175-58043 Β 8 
R83NA  |175-58044 2H-405 


ONY ouv 


AXC-173 
AXC-173 
AXC=173 
XY-429 
XY-430 
XY-430 
AXC-174 
XY-431 
AXK-159 


R83NA 175-58051 27 E 1| 2H-406 
——— 2 


Pr 
ww 


175-58052 ΑΧΚ-154 
AXK-155 


AXK-155 
AXK-155 175-58121 


175-58122 
175-58123 


175-58053 


175-58124 
175-58125 
15-58125- 
175-58125- 
175-58125- 
175-58125- 
175-58125- 
175-58127 
175-58127- 
2F-172 175-58127- 
2F-172 175-58127- 
να. l 175-58127- 
2F-173 175-58127- 
2F-173 75-581217- 
75-58127- 
175-58127- 
75-58127- ` 
β75-58121- 
175-58127- 

- 75-58127-101 
ο... Τ5-58128. 
νο 119 175-58128- 3 

175-58128- 5 


AXC=175 
AXC-175. 


AXE-14 
AXE-14 
AXE-14 
AXE-14 
AXE-14 
AXE-14 
AXc-14 
AXE-14 
AXE-14 
AXE-14 
AXE-14 
AXE-14 
AXD-150 
XD-150 
XD-150 * 





Ro NI PPE EE Re Ret Rt a REE PR RE EN PP PERE ANNA ο RIADA IN n 


gae 9 IN)LND IO. JD 1 IND. [9 6 ο I e RS {2 S IS M 15} γ-} 15} 45} 15} 5152 
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Section {| 


Numerical Index of 


Contractor Parts 


STOCK NUMBER | 
CLASS CODE PART NUMBER 


175-58128- 


175-58129 

175-58130 

175-58130- 
175-58130- 
175-58130- 
175-58130- 
175-58130- 
175-58130- 
175-58130- 
175-58131 


175-58132 
175-58132- 
175-58133 
175-58134 
175-58135 
175-58136 
175-58137 
175-58138 
175-58138- 
175-58139 
175-58139- 
175-58140 
175-58140- 
175-58141 
175-58141- 
175-58142 
175-58143 
175-58143- 
175-58143- 
175-58144 
175-58144- 
175-58145 
175-58146 
175-58147 
175-58148 
175-58148- 
175-58148- 
175-58148- 
175-58149 
175-58149- 
175-58149- 
175-58150 
175-58150- 
175-58151 
17558152 
175-58153 
175-58156 


R83NA 
R83NA 


R83NA 


R83NA 
R83NA 


R82NA 


R83NA 
R83NA 


R82NA 


175-58156- 
175-58156- 
175-58157 

175-58158- 
175-58158- 
175-58159- 


175-58159- ` 


R82NA 175-58160 
175-58161 
175-58162 
175-58163 
175-58164 
175-58167 
175-58172 
175-58173 
175-58174 
175-58174- 
175-58174- 
175-58175 
175-58176 
175-58177 
175-58178 


R83NA 
R83NA 


R83NA 
R&3NA 


R83NA 


175-58179 
175-58179- 
175-58179- 
175-58179- 
175-58180 
175-58180- 
175-58181 
175-58181- 
175-58181- 
175-58182 
175-58182- 
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7 


mu 


w 


Www 


Ww UL) 


Uu 


ZH FIGURE — |TOTAL | MICROFILM, 
9 9| AND INDEX | QTY. | NUMBER 














ἊΝ 01-60AABA-4 


EU 
m 


ΝΕΡΝΝ RE PRP PPE 
















AXD-150 

2F-174 
AXN-265 
AXN=265 
AXN-265 
AXN-265 
AXN-265 
AXN-265 
AXN-265 
AXN-265 












^" e mmm EID ps pr y 








AXD-151 
AXD-151 

2R-90 
AXK-163 


ΧΥ-433 
XY~433 
2F-175 


AXD-152 
2H-410 
2H-410 

AXD-154 

2H-411 

2H-411 
2H-411 







2F-176 
AXC-176 
AXC=177 
AXC=177 
AXC=177 
AXC=177 
AXC=178 
AXC=178 
AXC-178 
AXC-179 
AXC-179 
AXK-164 















PRA IN INL I e BPE EN EN ENN II FO Eee εὐ ga χα 


ΧΥ- 442 
ΧΥ- 443 
XY-=444 
2H-412 
2H-412 
2H-412 
AXD-=157 
AXD-158 
XY-445 
AXD-159 









RRR 1-2 e an eH BPP RP a ο qs qam) an aer 1-2 an aes μα 









AXD-160 
AXD-160 
AXD-160 
AXD-160 
XY-446 
XY~446 





































































































































































EE NUMBER 
PART NUMBER 


μα 58182- 
175-58183 
175-58183- 
175-58183- 
175-58184 
175-58185 
175-58188 
175-58189 


175-58193 
175-58194 
175-58195 
175-58195- 
|175-58195- 
175-58196 
175-58196- 
175-58197 
175-58198 
175-58199 
175-58199- 
175-58199- 
175-58200 
175-58201 
175-58204 
175-58204- 
175-58204- 
175-58205 
175-58205- 
175-58205- 
175-58205- 
175-58206 
175-58206- 
175-58207 
175-58207- 
175-58208 
175-58208- 
175-58208- 
175-58209 
175-58209- 
175-58209- 
175-58209- 
175-58209- 
175-58211- 
175-58211- 
175-58211- 
175-58211- 
175-58211- 
175-58211- 
175-58211- 
175-58211- 1 
175-58212- 
175-58212- 
175-58213 
175-58213- 
175-58214 
175-58214- 
175-58214- 
175-58215 
175-58216 
175-58217 
175-58218 
175-58219 
175-58220 
175-58220- 
175-58220- 
175-58221 
175-58222 
175-58223 
175-58224 
175-58224- 
175-58225 
175-58226 
175-58227 
175-58228 . 
175-58228- 
175-58228- 
175-58228- 
175-58229 


N 


175-58229- 
175-58229- 


5 


3 
5 


uw 


ww uu 


P2 D VU) ID I 0 UU ww “www 


w uw Nr ου 


Yu 


gs FIGURE  |TOTAL| MICROFILM 
P AND INDEX | QTY. | NUMBER 















i 
M 4 
4 (132 - 32 2 
M1 3 
P1 292 - 17 1 
P 1 
il 1 
M1 1 
M1 [303 - 14 2 
304 - 10 
307 = 7 
M1 4 | 2D-207 
M1 [136 - 20 1 | XY-451 
41 1 | 2H-414 
M1 1| 2H-414 
M1 1| 2H-414 
430 - 54 1| 2H-415 
2| 2Η-415 
1 
1 
1 
1 
1 
1 
1 
M1 1 
M1 1 
M1 1 
M1 l| 2F-181 
M1 1| 2F-181 







USB 175-582Q05- 





























M1 1 | 2F-181 
M1 1 jAXC-183 
ΜΙ | 1 |AXC-183 
M1 1 
M1 1 
M1 1 
M1 i 

1 , 
M1 |309 - 57 7| 2F-182 
M1 21 | 2F-182 
M1 7| 2F-182 
M1 7| 2F-182 
M1 7 | 2F-182 
P1| 43 - 18 2 
Pl] 43 2 
X1 e 
X1 2 
X1 4 
Xi 2 
X1 4 
X1 2 
M1 2| XY-458 
M1 2| XY-450 
M1 2 | AXE-15 
M1 2| AXE-15 

1 | AXB-54 
M1 4 | AXB-54 
M1 $ | AXB-54 
Μι 2| XX-408 
Mi 1| AXB-55 
M1 | 43 - 17 1| 2H-416 
Ml |2994- 75 1 
X1 [2994- 74 1 
X1]299A- 76 1 
X1 1 
Χ1 299 - 78 1 

1 

i 

1 

1 

1 

1 

1 

1 
M1 [309 - 58 2 
M1 4 
Mi 4 
M1 2 
Mil45- 8 2 

47 = 14 

41 
M1 


Revised 15 September 1955 








Section li 
Numerical Index of 
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STOCK NUMBER 25 FIGURE  |TOTAL|MICROFILM - STOCK NUMBER MICROFILM 
CLASS CODE | - PART NUMBER. |38| AND INDEX | QTY. | NUMBER | [CLASS CODE[ ` - PARTNUMBER :^ - NUMBER 
175-58229- 7 2 | 2F-183 175-58710 


2F-183| 
2R-92 |175-58710- 





D 
m 
πο 


26-93 175-58711 
175-58234 
175-58234- 
175-58234- 


AXC-186 
175-58235- 2D-209 
175-58235- 
175-58235- 


175-58237 2R-101 


2H-424 
175-58238 

175-58238- 
175-58238- 
175-58238- 
175-58238- 


2H-425 
175-58724 2Η-426 


175-58725 
2F-184 175-58726 
2F-184 175-58727 
2F-184 175-58728 
2F-184 175-58729 
2Ε-184 175-58730 
2F-184 175-58731 
20-208 175-58731- 
AXB-57 175-58732 
AXB=48 175-58732- 
175-58733 
2H-418 175-58734 
2H-419 
2H-419 
2H-420 
AXB-59 175-58734- 2F-194 
175-58734- 2F-194 
175-58734- ᾿ 2F-194 
175-58734- 2F-194 
175-58734- ,2F-194 
175-58734- 2F-194 
175-58735 20-211 
175-58736 2F-195 
2F-195 
2F-195 
XX-7413 
2D-212 
XX-415 
20-213 
2D-213 
2D-213 
XX-417 
2F-196 
2F-196 
2F-196 
2F-196 
2F-196 
2F-197 
2F-197 
2F-197 
2F-198 
2F-198 
2F-193 
2F-199 
2F-199 
2F-199 
2F-200 
2F-200 
2F-200 
2F-2CO 
2F-200 
2F-201 


ΠΤ 
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2F-193 
2F-193 
XX-411 
2F-194 


ΜΜ PO P2 PO i PNM NN 


175-58739 
175-58740 
175-58740- 
175-58740- 
175-58741 
175-58742 
175-58742- 
2R=95 175-58742- 
175-58742- 
175-58742- 
28-96 175-58743 
175-58743- 
2R-96 175-58743- 


2H-421 


Nr ΓΓΑ ΟοΙΟΙ Ó A 


28-97 
26-98 


AXD-170 175-58145- 
AXD-ITO 175-58746 
175-58746- 
175-58746- 


2R-99 z 2 
ο 175-58746 


2R-99 

] 2R-99 

175-58707- 2R-99 

175-58701- ae 115-58741- 

-58707- a - - 

Dic idi 175-58748 

175-581701- 2R-99 175-58749 
175-58708 2H-422 

175-58709 2R-100 175-58749- 

7 175-58749- 


- : a 1175-58750 
175-58709 2R-100 175-58751 


PUN Ρωώώωώωσ ο υισσωοφο 


2F-201 
2F-201 
2F-202 
2F-203 


ως ο 


2F-203 
2F-203 
2H-428 
2F-204 


μι 
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: STOCK NUMBER ee [s FIGURE MICROFILM Fusce] e ee — NUMBER FIGURE 
[ειαςς CODE | PART NUMBER o «| AND INDEX NUMBER [PARTNUMBER |39) AND INDEX 


175-58752 20-214 ce 
1175-58754 || 2Ε-205 175-58795- 
175-58754- 2F-205 175-58795- 
2F-205 2 175-58797 

| 2F-205 


175-58754- 2F-205 
175-58755 : 12175-58798 AXB-65 


; 175-58798- AXB-65 
175-58756 -215 
175-58757 ο. 175-58799 20-222 
175-58758 y i A 175-58800 2H-434 
= |: |175-58800- 2H-434 
175-58759 
175-58759- 175-58800- 2H-434 
175-58760 | xx-423 175-58800- 2Η- 434 
175-58761 ΧΧ- 424 © |L(5=58800- 2H-434 


B B μί»-»οσυυ- 2H-434 
175-58762 20-217 272500007 See 


a 175-58800- 2H-434 
κας 175-58800- 2H-434 
2D-218 .175-58800- 2H-434 
XY-487 175-58800- 2H-434 
2F-207 175-58800- 2H-434 
2F-207 175-58800- 2H-434 
AXB=64' 9 175-58800- 2H-434 
AXB-64 175-58800- 2H-434 
20-219 : 175-58800- 2H-434 
'2D-220 175-58800- 2H-434 
2R-103 175-58800-. 2H-434 
2R-103 175-58800- 2H-434 
2H-430 175-58800- 2H-434 
2H-431 175-58800- 2H-434 
2H-431 : 175-58800- 2H-434 
2H-431 175-58800- 2H-434 
2H-431 175-58800- 2H-434 
2H-431 175-58800- 2H-434 
2H-431 175-58800- 2Η-434 
ΧΥ- 488 175-58800- 2H-434 

175-58777 ΧΧ-431 175-58800- 2H-434 
175-58778 - 2F-208 175-58800- 2H-434 
175-58779 : 2R-104 175-58800- 2H-434 
175-58779- 2R-104 175-58800- 2H=434 
"1175-58779- l 2R-104 175-58800-103 2H-434 
175-58780 285105 175-58800-105 . 2Η- 494 
175-58780- 2R-105 175-58800-107 2H-434 
20-221 175-58800-109 2H-434 

XY-490 175-58800-111 2H-434 

XY-490 175-58800-113 2H-434 

XY-490 175-58800-115 2H-434 

: 175-58800-117 2H-434 

175-58785 2H-7432 175-58800-119 2H-434 
175-58785- 2H-432 175-58800-121 -2H-434 
175-58785- 2Η-432 175-58800-123 2H-434 
175-58785- : 2H-432 175-58800-125 . 2H-434 
175-58785- 39 2H-432 175-58800-127 E 2H-434 
175-58786 : 2R-106 175-58800-129 2H-434 
2R-106 175-58800-131 2H-434 

2R-106 175-58800-133 ES 2H-434 

2R-106 175-58800-135 M 2H-434 

2R-106 175-58800-137 2H-434 

2R-106 175-58800-139 i 2H-434 

2R-106 175-58800-141 2H-434 

2R-106 175-58800-143 2H-434 

2F-209 175-58800-145 2H-434 

2F-209 175-58800-147 2H-434 

2F-209 175-58800-149 2H-434 

2Ε-209 175-58800-151 2H-434 

2F-209 175-58800-153 2H-434 

175-58800-155 2H-434 

175-58800-157 : 2H-434 

175-58788- * 175-58800-159 2H-434 
“1155586792 P1 |297 = 23 175-58801 i 2H-435 
175-58801- : 2Η-435 

175-58801- 2H-435 


TOTAL| MICROFILM 
QTY. | NUMBER 
























Ut 29) 923) 0 05893 1013377HgmWIit 


175-58793 2F-210 
175-58793- 2F-210 

175-58793- ` 2F-210 175-58801- 
175-58794 

175-58794- 

175-58795 

175-58795- 


2H-435 
2H-435 


2H-435 


175-58801- 43 2H-435 
175-58801- 47 2H-435 
175-58801- 49 2H=435 
175-58795- 19 ἥ 175-58801- 51 .2H-435 
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175-58801- 53 
175-58801- 55 
175-58801- 57 
175-58801- 59 
175-58801-113 
175-58801-115 
175-58801-117 
175-58801-123 
175-58801-147 
175-58801-149 
175-58801-151 
175-58801-153 
175-58802- 3 









175-58802- 5 






175-58802- 
175-58802- 






175-58802- 
175-58802- 51 
175-58802- 


175-58802-103 
175-58802-105 
175-58802-107 
175-58802-109 
175-58802-111 
175-58802-115 
175-58802-117 
175-58802-119 
175-58802-121 
175-58802-123 
175-58802-127 
175-58802-129 
175-58802-131 
175-58802-133 
175-58802-135 
175-58802-143 
175-58802-145 
175-58802-149 
175-58802-151 
175-58892-153 
175-58802-155 
175-58802-157 
175-58802-159 
175-58802-167 
175-58802-169 
175-58802-171 
175-58803- 3 
175-58803- 5 
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: STOCK NUMBER 
| CLASS CODE | PART NUMBER 


MICROFILM 


2H-435 
2Η-435 
2Η-435 
2H-435. 
2H-435 
2H-435 
2H-435 
2H-435 
2H-435 
2H-435 
2H-435 
2H-435 
2H-436 


NN IS fm EPNNNN PP Re 


2H-436 


N 





2H-436 


2H-436 






νε N 


merre 





po à den gh Red de Ie de) Rea 4e R3 EA I2 Ret E IH ll e I i i rn nm e IIA 


NUMBER 

























































































2H-436 


2H-436 
2H-436 





2H-436 





2H-436 





2H-436 
2H-436 
2H-436 











2H-436 
2H-436 
2H-436 
2H-436 














2H-436 
2H-436 
2H-436 
2H-436 
2Η”436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-435 
2H-436 
2H-436 
2H-436 
2H-435 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436| 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 
2H-436 

2H-436 
2H-436 
2H-436 
2H-436 
2H-437 
2H-437 


























































































































"AN ΟΙ-6ΟΑΑΒΑ-4 


STOCK NUMBER 


[| — srockNumBee_ [85] FiGuRE |TOTAL| MICROFILM 
PART NUMBI S| AND INDEX| QTY. | NUMBER 
M1 


175-58803- 
175-58803- 9 


175-58803- 11 
175-58803- 13 
175-58803- 15 
175-58803- 21 
175-58803- 23 
175-58803- 25 
175-58803- 27 
175-58803- 29 
175-58803- 31 
175-58803- 33 
175-58803- 35 


|175-58803- 37 


175-58803- 39 
175-58803- 41 
175-58803- 42 
175-58803- 45 
175-58803- 47 
175-58803- 49 
175-58803- 51 
175-58803- 53 
175-58803- 55 
175-58803- 57 
175-58803- 59 
175-58803- 61 
175-58803- 63 
175-58803- 67 
175-5856503- 69 
175-58803- 71 
175-58803- 73 
175-58803- 77 
175-58803- 79 
175-58803- 81 


175-58803- 83 


175-58803- 85 
175-58803- 91 
175-58803- 93 


.175-58803-103 


175-58803-105 
175-58803-107 
175-58803-109 
175-58803-111 
175-58803-113 
175-56803-115 
175-58803-121 
175-58803-123 
175-58803-125 
175-58803-127 
175-58803-129 
175-58803-131 
175-58803-133 
175-58803-135 
175-58803-137 
175-58803-139 
175-58803-141 
175-58803-143 
175-58803-145 
175-58803-147 
175-58803-149 
175-58803-151 
175-58803-153 
175-58803-155 
175-58803-157 
175-58803-159 
175-58803-161 
175-58803-163 
175-58803-167 
175-58803-169 
175-58803-171 
175-58803-173 
175-58803-177 
175-58803-181 


175-58804 

175-58804- 3 
175-58804- 5 
175-58804- 7 


175-58804-. 9 
175-58804- 11 
175-58804- 12 
175-58804- 15 
175-58804- 16 
175-58804- 17 
175-58804- 19 


ER 
7 





Section Ill. 
Numerical Index of 
Contractor Parts 







2H-437 
2H-437 


2H-437 
2H-437 























































































17 2H=437 
12 2H-437 
20 2H-437 
21 2H-437 


2H-431 
2H-437 






11111111 
N 
N 






26 2H=437 
23 2H-437 
2H-437 
2H-431 


2H-437 


24 2H=437 
25 2H-437 
27 2H-437 

8 2H=437 


2H-437 


LEGE OL GG 393 39 1 2 114g 41! 
Uv 
vU 





32 2H-437 
29 25-437 
4 2H-437 

3 2H-437 

Q 211-437 

2 2H-437 

18 2H-437 
35 2H-437 
2H-2437 


2H-437 
2H-437 
2H-437 
2H-437 
2H-437 
2H-437 
2H-437 
2H=437 
2H-431 
2H-437 
2H-437 
2H=437 
2H-437 
2Η- 37 
2H=437 
2H-437 
2H-431 
2H-437 
2-431 
2H-437 
2H-431 
2H-437 
2H-431 
2H-431 
2H-437 
2H-431 
2H-431 
2Η- 437 
2H-431 
2H-431 
2H-437 
2H-431 
2H-437 
2H-437 
2H-437 
2H-437 
2H-437 
2H=437 - 
2H-437 
2H-437 
2H-437 
2H-437 
2H-421 
2H-431 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438. 


Ευ 
+ 
H 
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STOCK NUMBER 





CLASS CODE 





175-58804- 
175-58804- 37 
175-58804- 39 
175-58804- 41 
175-58804- 









175-58804- 
175-58804- 87 
175-58804- 





175-58804- 91 
175-58804- 93 
175-58804-103 
175-58804-105 
175-58804-107 
175-58804-109 
175-58804-111 
175-58804-113 
175-58804-115 
175-58804-117 
175-58804-119 
175-58804-121 
175-58804-123 
175-58804-125 
175-58804-127 
175-58804-129 
175-58804-131 
175-58804-133 
175-58804-135 
175-58804-137 
175-58804-139 
175-58804-141 
175-58804-143 
175-58804-145 
175-58804-147 
175-58804-149 
175-58804-151 
175-58804-153 
175-58804-155 | 
:[175-58804-157 
175-58804-159 
175-58804-161 
175-58804-163 
175-58804-165 
175-58804-167 
175-58804-169 
175-58804-171 
175-58804-173 
175-58804-175 
175-58804-177 
175-58804-179 
175-58804-181 
175-58804-183 
175-58804-185 
175-58804-187 
175-58804-189 
175-58804-191 
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PART NUMBER 
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m FIGURE 
33] AND INDEX 
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TOTAL! MICROFILM 
QTY. | NUMBER 


EEEH o e ol ol 2 E ps a pd ps ea pd ga a gà 







Dr rr 







2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2Η- 638 
2ῃ- 438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
' 2H-438 
2H-7438 


175-58804-193 
175-58805 


175-58805- 
175-58805- 















175-58805- 
175-58805- 


















175-58805- 17 
175-58505- 19 
175-58805- 









175-58805- 25 
115-58805- 27 
175-58805- 29 
175-58805- 31 
175-58805- 




















175-58805- 39 
175-58805- 41 
175-58805- 43 
175-58805- 45 
175-58805- 47 
175-58805- 49 
175-58805- 51 
175-58805- 53 
175-58805- 55 
175-58805-.57 
175-58805- 











2H-438 
2H-438 
2H- 438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 













175-58805- 65 
175-58805- 67 
175-58805- 69 
175-58805- 








2H-433 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-7438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-4238 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 
2H-438 





175-58805- 









175-58805- 81 
175-58805- 









175-58805- 91 
175-58805- 93 
175-58805- 







175-58805-105 
175-58805-107 
175-58805-109 
175-58805-111 
175-58805-113 
175-58805-115 
175-58805-111 
175-58805-115 
175-58805-12; 
175-58805-12: 
175-58805-125 
175-58805-127 
175-58805-129 
1Υ»-58805-131 
175-58805-135 
175-58805-135 
1/5-58805-137 
175-58805-139 
175-58805-141 
175-58805-143 
175-58805-145 
175-58805-147 
175-58805-149 
175-58805-151 
175-58805-152 
175-58805-155 
175-58805-157 
175-58805-159 
175-58805-161 
2/5-58805—163 
1(5-»58805-165 
175-58805-167 
175-58805-169 
175-58805-171 























ETC eed NUMBER 
PART NUMBER 3 8 


TOTAL) MICROFILM 
QTY. | NUMBER 
1 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 


175-58805-173 
175-58805-175 


175-58805-173 
175-58805-181 
175-58805-185 
175-58805-185 
175-58805-187 
175-58805-189 
175-58805-191 
175-58805-193 
175-58805-195 
175-58806 
175-58806- 
175-58806- 


175-58806- 
|175-58806- 


175-58806- 
175-58806- 
175-58806- 
175-58806- 
175-58806- 
175-58806- 
175-58806- 


175-58806- 
175-58806- 
-58806- 


175-58806- 

175-58806- 83 
175-58806- 

175-58806- 87 
175-58806- 89 
175-58806- 91 
175-58806- 93 
175-58806- 95 
175-58806-193 
175-58806-195 
175-58807 

175-58807- 3 
175-58807- 5 


11 
13 
21 
23 
25 
2T 
29 
31 
175-58807- 33 
175-58807- 35 
175-58807- 37 
175-58807- 39 
175-58807- 43 
45 
61 
65 
67 
69 
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δν] AND INDEX 
M1 





TOTAL| MICROFILM 
QTY. NUMBER 





AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 


AXD-185 
AXD-185 
AXD-185 


AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD=185 
AXD-185 


AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
AXD-185 
2H-439 
2H- 439 
2H-439 
2H” 439 
2H-439 
2H-439 
2H-7439 
2H-439 
2H-439 
2H-439 
2Η- 439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
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STOCK NUMBER 
|CLASS CODE | PART NUMBER 


175-58807- 


175-58807-103 
175-58807-105 
175-55807-107 
175-58807-109 
175-58807-111 
175-58807-113 
175-58807-121 
175-58807-123 
175-58807-125 
175-58807-127 
175-58507-129 
175-58807-131 
175-58807-133 
175-58807-135 
175-58807-137 
175-53807-139 
175-58807-143 
175-58807-145 
175-58807-161 
175-58807-165 
175-58807-167 
175-56807-169 
175-58807-171 
175-58807-173 
175-58807-175 
175-58807-177 


175-58808- 7 
9 
175-58808- 11 
175-58808- 13 
175-58808- 15 
175-58808- 17 
19 
21 
23 
25 
27 
175-58808- 29 
175-58808- 31 
175-58808- 35 
35 
37 
175-58808- 39 
175-58808-105 
175-58808-107 
175-56808-109 
175-58808-111 
175-58808-113 
175-58808-115 
175-58808-117 
175-56808-119 
175-58808-121 
175-58808-123 
175-58808-125 
175-58808-127 
175-55808-129 
175-58808-131 
115-58808-133 
175-58808-135 
175-58808-137 
175-58808-139 
175-58809 


175-58809- 
175-58809-103 
175-58609-105 
175-58809-107 
175-58810 
175-586810- 


Gu 
38 
ου 
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2H-439 


2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-7439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2H-439 
2Η”-439 
2H-439 
2H~439 
2H-439 
2H-439 


AXD-186 
AXD-186 


AXD-186 
AXD-186 
AXD-186 
AXD-186 
AXD-186 
AXD--186 


AXD-186 
AXD-186 
AXD-186 
AXD-186 
AXD=186 
AXD-186 
AXD-186 
AXD=186 
AXD-186 
AXD-186 
AXD=186 
AXD-186 
AXD-186 
AXD=186 
AXD=-186 
AXD-186 
AXD=186 
AXD-186 
AXD-186 
AXD-186 
¡AXD-186 


2H-440 
2H-440 
2H-440 
AXN=120 
AXN-120 
AXN=120 
AXN-120 
AXN-120' 
AXN=120 . 
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STOCK NUMBER 
| CLASS CODE | PART NUMBER 
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TOTAL|MICROFILM 
QTY. NUMBER 
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175-58810- 13 


175-58810- 39 
175-58810- 41 
175-58810- 43 
175-58810-.45 
175-58810- 47 
























175-58810-111 
175-58810-113 
175-58810-115 
175-58810-117 
175-58810-119 
175-58810-121 
175-58810-123 
175-58810-125 
175-58810-127 
175-58810-137 
175-58810-139 
175-58810-141 
175-58810-143 
175-58810-145 
175-58810-147 
175-58810-149 
175-58810-151 
175-58810-153 
175-58810-155 
175-58810-157 
175-58810-159 
175-58810-161 
175-58810-163 
175-58810-165 
175-58810-167 
175-58810-169 
175-58810-171 
175-58810-173 
175-58810-177 
175-58810-179 
175-58810-181 
175-58810-183 


175-58811- 3 





1034 












































ΜΙ |298 = 23 ΑΧΝ-120 175-56811- 



















ΑΧΝ-120 175-58615- 


ΑΧΗ- 120 
AXN-120 
AXN-120 











175-58815- 


































































AXN-120 
AXN-120 
AXN7120 
AXN-120 
AXN-120 
AXN-120 
AXN-120 























































AXN=120 
AXN-120 
AXN=120 
ΑΧΝ-120 
ΑΧΝ-120 
¡AXN=120 
AXN=120 
¡AXN=120 
AXN-120 






175-58816- 
175-58816- 
175-58816- 












































AXN=120 
AXN-120 
AXN-120 
AXN-120 





175-58816- 























175-58810- 15 AXN-120 175-585611- 7 - 
175-58810- 17 AXN-120 175-58611- 9 - 
175-58810- 19 ΑΧΝ-120 175-58811- 11 
175-58810- 21 ΑΧΝ-120 175-58811- 13 - 25 
175-58810- 23 ΑΧΝ- 120 175-58811- 15 B 
175-58810- 25 AXN=120 175-58811- 17 B 
175-58810- 27 AXN=120 175-58611- 19 B 
175-58810- 29 AXN-120 175-58815- 7 - 
175-58810- 31 AXN=120 175-58815- 9 - 
175-58810- 33 ΑΧΝ-120 175-58815- 11 - 
175-58810- 35 AXN=120 175-58815- 15 - 
175-58810- 37 AXN-120 175-58815- 15 

AXN=120 175-58815- 17 






175-58815-107 
175-58815-109 
175-58815-111 
175-58815-113 
175-58815-127 
175-58815-143 
175-58815-145 
175-58815-147 
175-58815-149 
175-58815-151 
175-58815-153 
175-58815-155 
175-58815-159 
175-58815-161 - 
175-58815-163 
175-58815-165 
175-58815-167 
175-58815-169 
175-58815-171 
175-58815-177 
175-58815-179 
175-58815-181 
175-58815-183 
175-58815-185 
175-58815-189 
ταις 


31 
35 


37 






STOCK NUMBER 28 TOTAL! MICROFILM 
| CLASS CODE] PART NUMBER $| AN QTY. | NUMBER 
5 








































































175-58810- 49 311 - 34 AXN-120 175-58615- 27 - 
175-58810- 311 - 51 AXN-120 175-58815- 39 - 
311 - 48 AXN=120 175-58615- 43 - 
311 - 49 175-58815- 45 - 
311 - 16 175-58815- - 
311 - 65 - 50 
311 - 22 - 49 2 
311 - 55 ΑΧΝ-120 .- 50 2 
44 - 24 AXN-120 - 52 
44 - 25 ΑΧΝ-120 - 51 2 
44 - 26 AXN~120 - 51 
44 - 55 - 
175-58810- 44 - 175-58815- 59 - 
175-58810- 77 - 175-58815- 61 
175-58810- 79 AXN=120 175-58815- 63 - 
175-58810- 81 ΑΧΝ-120 175-58815- 65 - 
175-58810- 83 AXN=120 175-58815- 67 - 
175-58810- 85 AXN=120 175-58815- 69 - 
175-58810- 87 AXN=120 175-58815- 71 - 
175-58810- AXN-120 175-58815- 73 
AXN=120 175-58815- 77 - 
175-58815- 79 - 
175-58815- 81 - 
175-58810-103 175-58815- 83 - 
175-58810-105 175-58815- 85 - 
175-58810-107 AXN-120 175-56815- 89 - 
175-58810-109 ΑΧΝ-120 175-58815- 93 - 



































175-58810-185 ΑΧΝ-120 175-58816- 39 1 
175-58810-187 ΑΧΝ-120 175-58816- 41 1 JAXN-121 
- - - 175-58816- 43 1 |AXN-121 
175-58810-191 KXh-120 175-58816- 45 1 JAXN-121 
175-58810-193 AXN-120 175-58816- 47 1 laxn-121 
175-58810-195 AXN-120 175-58816- 51 1 ΙΑΧΝΞ121 
175-58816- 53 1 ΙΑΧΝ- 121 
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AXN-121 
AXN-121 
ΑΧΝ-121 
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ΑΧΝ-121 












AXN-121 
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. STOCK NUMBER ἃ FIGURE MICROFILM . STOCK NUMBER FIGURE | TOTAL 
| CLASS CODE | PART NUMBER AND INDEX NUMBER | CLASS CODE | PART NUMBER AND INDEX| QTY. 
M1 1 i 1 
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175-58816- 2 AXN-121 175-58817-121 M 
AXN=121 175-58817-123 M 


AXN-121 175-58817-127 Ml 
AXN-121 175-58817-129 

AXN-121 175-58817-131 

AXN-121 - 

AXN-121 z 

AXN-121 17- 


AXN-121 
AXN-121 175-58817-145 


AXN-121 175-58817-149 
ΑΧΝ-121 175-58817-151 
AXN-121 175-58817-153 
AXN-121 175-58817-165 
AXN-121 175-58817-167 
ΑΧΝ-121 175-58817-177 
AXN-121 175-58817-185 
ΑΧΝ- 121 175-58817-187 
ΑΧΝ-121 175-58817-193 
ΑΧΝ-121 175-58817-195 
ΑΧΝ- 121 1175528818 
ΑΧΝ- 121 175-58618- 5 
AXN-121 175-58818- 15 
AXN-121 175-58818- 17 
AXN-121 175-58818- 19 
ΑΧΝ-121 

ΑΧΝ-121 175-58818- 29 
AXN-121 175-58818- 33 
AXN-121 175-58618- 35 
ΑΧΝ-121 175-58618- 37 
ΑΧΝ-121 175-58818- 39 
ΑΧΝ-121 175-58£18- 41 
AXN-121 175-58818- 45 
AXN-121 175-58818- 45 
AXN-121 

AXN-121 


AXN-121 
AXN-121 175-58818- 
AXN=121 175-58818- 
ΑΧΝ-121 175-58818- 
AXN=121 175-58818- 
AXN-121 175-58818- 
ΑΧΝ-121 175-58818- 
AXN-121 175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 
175-58818- 95 
175-58818-105 
175-58818-115 
175-58818-117 
175-58818-129 
175-58818-133 
175-58818-135 
175-58818-137 
175-58818-133 
175-58818-141 
175-58818-143 
175-58818-145 
175-58818-147 
175-58818-149 
175-58818-151 
175-58818-153 
175-58818-155 
175-58818-157 
175-58818-159 
175-58818-161 
175-58818-163 
175-58818-165 
175-58818-167 
175-58818-169 
175-58818-171 
175-58818-173 


175-58816- 
175-58816- 
175-58816- 
175-58816- 
175-58816-147 
75-58816-151 


NPP A RPP PRP PRP 15} RP RPP PPR Ree am e s 


175-58816-159 
175-58816-163 
175-58816-165 
175-58816-167 
175-58816-169 
175-58816-171 
175-58816-173 
175-58816-175 
175-58816-177 
175-58816-179 
175-58816-181 
175-58816-183 
175-58816-185 
175-58816-187 
175-58816-189 
175-58816-191 
175-58816-193 
175-58816-195 
175-58817 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 


A E E 


nere NB BPP BPE BPP BP RPP ÓN 


nee 


175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 
175-58817- 


175-58817-103 
175-58817-105 
175-58817-107 
175-58817-109 
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175-58818-175 1 175-58819-141 2H-441 
175-58818-177 1 175-58819-143 1] 2u-441 
175-58818-179 1 175-58819-145 1 | 2H-441 
175-58818-181 1 175-58819-147 1| 2H-441 
175-58818-183 1 175-58819-145' 1| 2Η- 441 
175-58818-185 1 175-58819-151 1] 2H-441 
175-58818-187 1 175-58519-153 1| 28-441 
175-58818-189 1 175-58819-155 1| 2H-441 
175-58818-191 1 175-58819-159 1! 2H-441 
175-58818-193 1 175-58819-163 1] 2H-441 
175-58818-195 1 175-58819-169 1| 2H-441 
175-58819 1| 2H-441 175-58819-171 1| 2H-441 
1| 2H-441 175-58819-173 1| 2H-441 
1] 2H-441 175-58819-175 1| 2H-441 
1} 2H-441 175-58819-177 1| 2H-441 
1| 28-441 175-58819-179 1| 2H-441 
1| 2H-441 175-58819-181 1| 2H-441 
1l 2H-441 175-58819-183 1| 2H-441 
2| 2H-441 175758819-185 1| 2H-441 
175-58819-187 1| 2Η- 441 - 
1] 24-441 175-58819-189 1| 2H-441 
1 2H-441 175-58819-191 1 2Η- 441 
1| 2Η- 441 175-58819-193 1| 2H-441 
1| 2H-441 175-50819-195 1] 2H-441 
175-58820 1 
2H-441 175-58822 1| 2H-442 
175-58822- 35 2| 2H-442 
2H-441 175-58822- 31 2| 2H-442 
175-58622-135 1| 2H-442 
175-58822-137 1] 2H-442 
2H-441 175-56823 1| 2H-443 
- 50 175-58823- 3 1| 2H-443 
- 6 175-58823- 5 1| 2H-443 
= 1 175-58823- 7 1| 2H-443 
ΗΒ 1 175-58823- 9 1| 2Η-4 43 
S 1 175-58823- 11 1| 2H-443 
- 1 175-58823- 13 1| 2H-443 
= 1 175-58823- 1| 2H-443 
- 1 1| 2Η-4 43 
- 1 1| 2H-443 
- 1 1| 2H-443 
- 1 175-58823- 1| 2H-443 
z 1 175-58823- 1| 2H-443 
= 1 1| 2H-443 
= 1 1| 2H-443 
175-58819- 55 - 1 1] 2H-443 
175-58819- - 1 1| 2H-443 
- 1 1 
- 1 [2H-441 1 
175-58819- 1 [2H-441 1 
175-58819- 69 1 |2H-441 1 
175-58819- 71 1 1 
175-58819- 73 1 1 
175-58819- 75 1 175-58825- 1 
175-58819- 1 175-58825- 17 1 
1 175-58825- 19 1 
1 175-58825- 21 1 
1 175-58825- 23 1 
1 175-58825- 25 1 
1 175-58825- 27 1 
1 175-58825- 29 1 
175-58819- 1 175-58825- 31 1 
175-58819- 91: 1 175-58825- 33 1 
175-58819- 93 1 175-58825- 35 1 
175-58819- 95 1 175-58825- 37 1 
175-58819-103 1 175-58825- 39 1 
175-58819-105 - 1 175-58825- 41 1 
175-58819-107 1 175-58825- 43 1 
175-58819-109 i 175-58825- 45 1 
175-58819-111 E 175-58825- 47 1 
179-58819-113 1 175-58825- 49 n 
175-58819-115 1 175-58825- 51 1 
175-58819-117 1 175-58825- 53 1 
175-58819-119 1 175-58825- 55 1 
175-58819-121 1 175-58825- 57 1 
175-58819-123 1 175-58825- 59 1 
175-58819-125 l 175-58825-155 1 
175-58819-127 2 175-58826 1| 2H-444 
175-58819-129 2 175-58826- 3 1] 2H-444 
175-58819-131 1 175-58826- 5 i| 2H-444 
175-:8819-133 1 175-58826- 7 1| 2H-444 
175-58819-135 1 175-58826- 11 1| 28-444 
175-58819-137 1 175-58826- 15 1} 2H-444 
175-58819-139 1 . 
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2H-444 175-58828- 11 ! 2Η-4 45 
2Η- 444 | ' |175-58828- 13 2] 2H-445 
2H-444 175-58828- 15 1| 2H-445 
175-58828- 17 1] 2H-445 
2H-444 175-58828- 19 1| 2H-445 
175-58828- 21 1| 2H-445 
2H-444 175-58828- 23 1| 28-445 
175-58828- 25 1| 28-445 
2] 2H-444 175-58828- 27 1| 2H-445 
175-58528- 29 1| 2H-445 
1l 2H-444 175-58828- 31 l| 2H-445 
1| 28-444 175-58828- 33 1| 2H-445 
175-58826- 1| 2H-444 175-58828- 35 1] 2H-445 
175-58826- 1| 28-444 . h75-58828- 37 1| 2H-445 
175-58326- 1| 2H-444 175-56828- 39 1 | 2H-445 
οἱ 2H-444 175-58828- 41 1| 2H-445 
175-58828- 43 1| 2H-445 
1| 282444 175-56528-103 1| 2H-445 
1| 2H-444 175-58528-105 1| 2H-445 
1| 2H-444 175-58828-107 1| 2H-445 
1| 2H=444 175-58828-109 1 | 2H-445 
1| 28-444 175-58828-111 1| 2H-445 
1] 2H-444 175-58828-112 1| 2H-445 
1| 2H-444 175-58828-113 1| 2H-445 
1| 28-444 175-58828-117 1| 2H-445 
1] 2H-444 175-58828-119 1| 2H-445 
1| 2H-444 175-58828-121 1| 28-445 
1| 2H-444 175-58828-123 1| 2H-445 
1| 2H-444 175-58828-125 1| 2H-445 
1| 2H-444 175-58828-127 1| 2H-445 
1| 2H-444 175-58528-129 1| 2H-445 
1] 2H-444 175-58828-131 1| 2H-445 
1| 2H-444 175-58528-133 1 | 2H-445 
1| 2H-444 175-58828-135 1| 2H-445 
1| 2H-444 175-58828-137 1| 2H-445 
1| 28-444 175-58828-139 1| 2H-445 
1| 2H-444 ; 1 ΙΑΧΟ-191 
175-58826- 1l 2H-444 175-58828-141 2] 2H-445 
175-58826- 1l 2H-444 175-58823-143 1| 2H-445 
175-58826-103 1| 2H-444 175758829 1 [AXD-192 
175-58826-105 1| 2H-444 175-58829- 2 - 1 ΙΑΧΌΟ-192 
175-58826-107 1| 2H-444 175-58829- 5 - 1 |AXD=192 
175-58826-111 1| 2H-444 175-58829- 7 = 1 AXD-192 
175-58826-115 1| 2H-444 175-58829- 9 - 1 [AXD-=192 
175-58826-117 1| 2H-444 175-56829- 11 = 1 |AXD-192 
175-58826-119 1| 2H-444 175-58829- 13 - 1 [AXD-192 
175-58826-121 1| 2H-444 175-58529- 15 - 1 ΙΑχῦ-192 
175-58826-123 1| 2H-444 175-58829- 17 - 1 [AX0-192 
175-58826-125 1| 2H-444 175-58629- 19 y 1 [AXD-192 
175-58826-127 1| 2H-444 175-58829- 21 = 1 JAXD-192 
175-58826-129 1| 2H-444 175-58829- 23 - 1 |AXD-192 
175-58826-131 1| 2H-444 175-58829- 25 = 1 [AXD-192 
175-58526-133 1| 2H-444 175-58829- 27 » 1 ΑΧΟ”-122 
175-58826-141 1| 2H-444 175-58829- 29 A 1 [AXD-192 
175-58826-143 1| 2H-444 75-58829- 31 1 [AXD-192 
175-58826-145 1| 2H-444 475-58629- 33 1 [AXD-192 
175-58826-147 1| 2H-444 175-58523- 35 1 [AXD-192 
175-58826-149 1| 2H-444 175-58829- 37 1 [AXxD-132 
175-58826-157 1| 2H-444 175-58829- 39 1 JAX0-192 
175-58826-159 1| 2H-444 175-58629- 41 1 JAxD~192 
175-58826-161 1| 28-444 175-58829- 42 1 ¡AXD-192 
175-58826-163 1| 2H-444 1197700229. 52 1. AKDT 132 
175-58826-165 1| 2H-544 αμα. λος 
175-58026-167 1| 2H-444 175-58829- 49 2 |AXD-192 
175-58526-169 1| 2H-444 175-58829- 51 1 [AXD-192 
175-58026-171 1| 2H-444 175-55829- 52 1 [AXD-192 
175-58826-173 1| 2H-444 175-58829- 55 LAXD-132 
175-58825-175 1| 2H-444 175-58829- 57 1 [AXD-192 
175-58826-177 1| 2H-444 175-58829- 59 1 |AXD-192 4 
175-58826-179 1| 2H-444 175-58829- 61 1 [AXD-132 
175-58826-181 1| 2H-444 175-58829- 63 1 ¡AXD-192 
175-58826-183 1| 2H-444 175-58829- 65 1 ¡AXD-192 
175-58826-185 1| 2H-444 175-58829- 67 1 jAx0-1892 
175-58828 1l 2H-445 175-55829- 69 1 [AXD-192 
175-58828- 3 2| 2H-445 175-56829- 71 1 [AXD-192 
: 175-58829- 73 2 |AxD-192 
175-58828- 5 2| 2H-445 
175-56629- 75 1 JAXD-192 
175-58828- 7 2] 2H-445 175-58829- 77 1 ΙΑΧΟ-192 
175-58829- 79 2 |ΑΧ0-192 
175-58828- 9 2| 2H-545 175-58829- 81 1 [AXD-192 
1 


175-58829- 83 


AXD-192 
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175-58829- 85 1 JAx0-192 EE ETE 55 M1 [321 - 37 1| 2H-446 
175-58829- 87 1 ΙΑΧΟ-192 175-58876- 57 Μι 1| 2H-446 
175-58829- 89 1 ΙΑΧΟ-192 M1 1 [AXD-193 
175-58829- 91 1 JAXD-192 175-58876- 59 Ml 1| 2H-446 
175-58829- 93 2 lAxD-192 175-58876- 61 M1 1 | 2H-446 
175-58829- 95 2 |AXD-192 175-58676- 63 M1j321- 9 2| 2H-446 
175-58829-103 1 |AxD-192 175-55876- 65 M1]|321 - 28 1 | 2H-446 
175-58829-105 1 lAxD-192 175-58876- 67 ΜΙ 1311 - 17 1 | 2H-446 
175-58829-107 1 |ΑΧ0-192 175-56676- 69 Μι |4321 - 8 1| 2H-446 
175-58829-109 1 JAXD-192 175-58876- 71 M1 1| 2H-446 
175-58829-111 1 JAXD-192 175-58876- 73 M1 [321 - 11 1 | 2H-446 
175-58829-113 1 lAxD-192 175-56576- 75 M1 |321 - 12 1| 2H-446 
175-58829-115 1 ΙΑΧΟ-192 175-56876- 77 m1 [321 - 4 1| 2H-446 
175-58829-117- 1 |AxD-192 175-58876- 79 M1 |321 - 15 1] 2H-446 
175-58829-119 1 lAXD=192 175-56876-103 M1 1| 2H-446 
175-58829-121 1 lAXD-192 175-56676-107 M1 1| 25-446 
175-58829-123 1 JAXD-192 175-58876-109 M1 1| 2H-446 
175-58829-125 1 lAxXD-192 175-58676-111 Hi 1| 2H-446 
175-58829-127 1 |ΑΧΡ-192 175-58576-117 Mi 1| 2H-446 
175-58829-129 1 |AXD-192 1753-58876-119 M1 1] 2H-446 
175-58829-121 1lAXD-192 175-58676-121 M1 1| 2H-446 
175-58829-133 1 lAxD-192 175-58676-125 ML i| 2H-446 
175-58829-135 1 lAX0-192 175-58676-125 M1 1 | 2H-446 
175-58829-137 1 ΙΑΧΟ-192 175-58576-127 Μι 1} 2H-446 
175-58829139 1 ΙΑΧΡ-192 175-56876-122 M1 1| 2H-446 
175-58829-141 1 ΙΑΧΟ-192 175-58876-131 M1 1| 2H-446 
175-58829-143 1 ΙΑΧΡ-192 175-58876-133 M1 1| 2H-446 
175-58829-145 1 laxb-192 175-58676-135 M1 1| 2H-446 
175-58829-147 1lAX0-192 175-58876-137 M1 1] 2H-446 
175-58829-149 1 |AXD-192 175-58876-129 M1 1| 2H-446 
175-58829-151 1 lAx0-192 175-58876-141 Mi 1| 2H-446 
175-58829-153 1 ΙΑΧΡ-192 175-58876-142 M1 1| 2H-446 
175-58829-155 1 ΙΑΧΟ- 192 175-58876-145 M1 1| 2H-446 
175-58829-157 1 ΙΑΧΟ-192 175-58876-147 M1 1| 2H-446 
175-58829-159 1 |ΑΧ5-192 175-58876-149 M1 1| 2H-446 
175-58829-161 1 ΙΑΧΟ-192 175-5:376-151 M1 1| 2H-446 
175-58829-163 1 lAX0-192 175-25576-152 M1 1| 2H-446 
175-58829-165 1 lAXD-192 175-58876-155 M1 1 | 2H-446 
175-58829-167 1 ΙΑΧΟ-192 175-58876-157 M1 1| 2H-446 
175-58829-169 1 |AXD-192 175-58€76-159 M1 1| 2H-446 
175-58829-171 1 |]4Χ0-192 175-58876-161 M1 1| 2H-446 
175-58829-173 1 ΙΑΧΟ-192 175-58876-163 M1 1| 2H-446 
175-58829-175 1 ΑΧΟ-192 175758676-165 M1 1| 2H-446 
175-58829-177 1 lAx0-192 175-58676-167 M1 1| 2H-446 
175-58829-179 1 JAXD-192 175-56876-169 M1 1| 2H-446 
175-58829-181 1 ΙΑΧΟ-192 175-58876-171 M1 1| 2H-446 
175-58829-183 1 lAx0-192 175-58876-173 M1 1| 2H-446 
175-58829-185 1 lAXD-192 175-58876-175 m1 1 | 2H-446 
175-58829-187 1 |AXD-192 175-58877 1| 2H-447 
175-58829-189 1 JAXD-192 175-58877- 3 M1 |317 - 22 1| 2H-447 
175-58829-191 1 JAXD=192 175-58877-= 5 M1 [317 - 23 1| 2H-447 
175-58829-193 1 |AXD-192 1/5=58877= 7 Μι |317 - 18 1| 2H-447 
175-58829-195 1 JAXD-192 175-58877- 9 M1 |317 - 19 1| 25-447 
175-58862- 9. 1 175-58877- 11 M1 [317 - 9 1| 2H-447 
175-58862-133 1 175-586877- 13 M1 |317 - 10 1| 2H-447 
175-58862-134 1 175-58677- 15 M1 (217 =- 3 11 2H-447 
175-58862-177 1 175-53877- 17 M1 (317 = 7 1| 2H-447 
175-58876 1] 2H-446 175-58877- 19 Μια |317 = 5 1 | 2H-447 
175-58876- 3 1| 2H-446 175-58877- 21 M1 [321 - 7 1 | 2H-447 
175-58876- 5 1l 2H-446 175-58877- 23 M1 [317 - 4 1| 2H-447 
175-58876- 7 1l 2H-446 175=58877= 25 M1 [321 - 2 1| 2H-447 
175-58876- 9 1l 2H-446 175-55877- 27 M1 |318 - 29 1| 2H-447 
175-58876- 11 1 | 2H-446 175-5868877- 29 M1 [318 - 28 1| 2H-447 
175-58876- 13 1| 2H-446 175-58877- 31 M1 |318 - 26 1 | 2H-447 
175-583976- 15 1 | 2H-446 175-5868877- 33 M1 [318 - 19 l | 2H-447 
175-58876- 17. 1 2H-446 175-5868877- 35 M1 1 | 2H-447 
175-58876- 19 1 | 2H-446 175-58877= 37 M1 1| 2H-447 
175-58876- 21 1] 2H-446 175-58877- 39 M1 318 - 18 1} 2H-447 
175-58876- 23 1 | 2H-446 175-586877- 41 M1 1} 2H-447 
175-58876- 25 1 | 2H-446 175-58677- 43 4113195 - 13 1| 2H-447 
175-58876- 1 | 2H-446 175-588677- 45 M1 1| 2H-447 

1| 2H-446 175-58677- 47 M1 1| 2H-447 

1| 2H-446 175-58877- 49 M1 1| 2H-447 
175-58876- 1| 2H-446 175-58277- 51 M1 1| 2H-447 
175-58876- 35 1l 2H-446 175-58877- 53 M1 1| 2H-447 
175-58876- 37 1} 2H-446 175-58877- 55 M1 |318 ~ 42 1 | 2H-447 
175-58876- 39 1 | 2H-446 175-58E877- 51 N1 |218 - 43 1 | 2H-447 
175-58876- 41 1| 2H-446 175-588677- 59 M1 [321 - 1 1 | 2H-447 
175-583876- 43 1 | 2H-446 175-58877- 61 M1 |321 - 5 1| 2H-447 
175-58676- 45 1| 2H-446 175-58877- 63 11 1321 - 10 1| 2H-447 
175-58876- 47 1} 2H-446 1175-58877- 65 M1 |321 - 14 1| 2H-447 
175-58876- 49 1 | 2H-446 175-5868877- 67 M1 1321 - 21 1 | 2H-447 
175-58876- 51 1 | 28-546 175-58877- 69 M1 [321 - 32 1| 2H-447 
175-58876- 53. 1 2H-446 175-58E77- Τι M1 [321 - 36 1 | 2H-447 
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Section ΙΙΙ 
Numerical Index of 


ΑΝ O1-60AABA-4 Contractor Parts 


STOCK NUMBER JE FIGURE MICROFILM STOCK NUMBER 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 


(crass CODE] PARTNUMBER | 
2H-547 175-56578-129 
2H-447 175-58818-135 
2H-447 | 175-58873-135 
2H-447 175-58878-137 
2H=447 175-58878-139 
2H-447 
2H-447 
2H-447 
2H-447 175-56678-147 
2H-447 175-56878-149 
2H-447 175-56878-151 
2H-447 175-58873-165 
2H-447 3 
2H-447 : 2R-108 
2H-447 2R-109 
2H-447 28-109 
2H-447 2R-109 
2H-447 2R-109 
2H2447 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 280-109 
2H-447 2R-109 
2H-447 2R-109 
2H-7447 2R-10¢ 
2H-447 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 2R-109 
2H-447 175-63005- 2R-109 
2H-447 175-63005- 2R-109 
2H-547 175-63005- 2R-109 
2H-447 175-63005- 2R=109 
2H-447 175-63006- 2R-110 
2H-447 
2Η- 447 
2H-447 
2H-447 
2H-447 
2H-447 
2H-447 
2H-447 
2H-447 
2H-447 


175-56877- 

175-58877- 

175-58877- 

175-58877-103 
175-58877-105 
175-58877-107 
175-58877-109 
175-58877-i111 
175-58877-113 
175-58877-115 
175-58877-117 
175-58877-119 
175-58877-121 
175-58877-123 
175-58877-125 
175-58877-127 
175-53877-129 
175-58877-131 
175-58877-133 
175-58877-135 
175-58877-137 
175-58877-139 
175-58877-141 
175-58877-143 
175-58877-145 
175-58877-147 
175-58877-149 
175-58877-151 
175-58877-153 
175-58877-155 
175-58877-157 
175-58877-159 
175-58877-163 
175-58877-165 
175-58877-167 
175-58877-169 
175-58877-171 
175-58877-173 
175-58877-175 
175-58877-177 
175-58877-179 
175-58878- 5 
175-58878- 7 
175-58878- 9 
175-58878- 11 
175-58878- 13 
175-58878- 15 
175~58878= 17 
175-58878- 19 
175-58878- 21 
175-58878- 23 
175-58878- 25 
175-58878- 27 
175-58878- 29 
375-58878- 31 
175-58878- 33 
175-58878- 35 


Lj ο I e m IS BO INO I2. PO FO. IND I2 ID I ES ND A ΠΠ”. 


2R-110 


2R-110 
28-110 
2R-110 
2R-110 
2R-110 
2R-110 
2R-110 
2R-110 
2R-110 
2R-110 
2R-110 


23 
175-63006-101 


HNENANNNANN 


175-63006-102 2R-110 


E 


2U-93 
2U-93 
2U-93 
2U-93 
2U-93 
AXE-17 
AXE-17 
AXE-17 
AXE-1T 
AXE-17 
AXE-18 
AXE-10 
AXÉ-18 
AXE-18 
AKE-18 
AXE-18 
AXE-18 
AXE-18 
AXE-18 
ΑΧΕ-19 
AXE-19 
AXE-19 
AXE-18 
AXE-19 
AXE-19 
AXD-195 
AXD-195 
2F-211. 


175-63007 
175-63007- 
175-63007- 
175-63007- 
175-63007- 
175-63008 
175-63008- 
175-63008- 
175-63008- 
175-63008- 
175-63009 
175-63009- 
175-63009- 
175-62009- 
175-63009- 
175-63009- . 
175-63009- 
175-63009-101 
175-63009-102 
175-63010 
175-63010- 
175-63010- . 
175-63010- 
175-63010- 
175-62010- 
175-63011 
175-63011- 
175-63012 


V oe 15} n Dd ED e e JJ 45} 1-2 dl o md ο pd "ο ο συ 
Fun 


δω” 


175-58878- 37 
175-58878- 39 
175-58876- 41 
175-58878- 43 
175-58878- 45 
175-58878- 47 
175-58878- 49 
175-58878- 51 
175-58878- 65 
175-58878-105 
175-58878-113 
175-58878-115 
175-58878-117 
175-58878-119 
175-58878-121 
175-58878-123 
175-58878-125 
175-58878-127 
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Section IH 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


AN O1-60AABA-4 


FIGURE |TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 
- 29 8 


ΧΧ- 424 







STOCK NUMBER 
PART NUMBER 


175-71028- 
















20 
ou 
a 








175-63013 










175-63014 
175-63014- 


175-63015 
175-63016 








175-63017 
175-63018 
175-63019 
175-63019- 
175-63020 
175-63020- 




































175-63023 
175-63024- 
175-63024- 


175-63028- 
175-63028- 
175-63029 
175-63029- 
175-63029- 
175-63030 
175-63031 
175-63032 
175-63033 
175-63033- 





175-63038- 
175-63039 
175-63040 
175-63041 
175-63041- 
175-63041- 
175-63042 
175-63043 
175-63043- 
175-63043- 
175-63044 
175-63044- 
175-63044- 
175-63045 
175-63045- 
175-63045- 
175-63046- 
175-63046- 
175-63046- 
175-63046- 
175-63204 
175-63204- 
175-63204- 
175-71002 
175-71003 
175-71004 










175-71006 






175-71027- 
175-11027- 
175-71027- 
175-71027- 
175-71028 

175-71028- 
175-71028- 
175-71028- 
175-71028- 
175-71028- 


- 1040 


175-63014-. 
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AXD-196 
AXD-196 
AXD-196 
XX-435 
XX-436 


XY-496 


AXD-197 
AXD-197 
AXD-198 
AXD-198 
2F-212 
XY-499 
2F-213 
XY-500 
XY-500 
XX-7437 
ΧΧ-438 
XY-501 
XX-439 
ΧΧ- 4329 
XY-502 
XY-502 
XY-502 
XX-440 
XX-7441 
XX-7442 
2H-448 
2H-448 
2H-448 
2H-448 
2H-448 
2H-448 
2H-448 


20-223 
AXC-194 
AXC-194 
AXC-194 
AXC-195 
AXC=195 
AXC-196 
AXC-196 


AXC~197 
AXC=197 
AXC-197 


2R-112 
2R-113 
2R-114 


2F-214 
2F-214 
2F-214 
2F-214 
2R-115 
2R-115 
2R-115 
2R-115 
2R-115 
2R-115 























175-71028- 
175-71028- 
175-71028- 
175-71028- 
175-71028- 
175-71028- 
175-71030 

175-71030- 
175-71030- 
1?5-71030= 
175-71030- 
175-71030- 
175-71030- 
175-71031 


175-71031- 
175-11031- 
175-71032 

175-71032- 
175-71032- 
175-71032- 
175-71032- 
175-71032- 
175-71032- 
175-71032- 
175-71032- 
175-71032- 
175-71032- 


175-71032-. 


175-71033 
175-71033- 
175-71033- 
175-71033- 
175-71033- 
175-71033- 
175-71034 
175-71034- 
175-71034- 
175-71034- 
175-71035 
175-71035- 
175-71036 
175-71036- 
175-71037 
175-71037- 


175-71040 


175-71040- 
175-71040- 
175-71040- 
175-71040- 
175-71040- 
175-71041 


175-71041- 
175-71041- 
175-71041- 
175-71041- 
175-71042 
175-71044 


175-71045 
175-71046 
175-71046- 
175-71047 
175-71047- 


175-71050 
175-71050- 


175-71050-. 


175-71050- 
175-71050- 
175-71050- 
175-71050- 
175-71050- 
175-71050- 
175-71050- 


$ P κ» 1-1 INL ID E nm PO I 1’ 15! ee 
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Ne rn 50 
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AXD=202 
AXD-202 
AXD=202 
AXD-202 


AXB=67 
2R-118 
2R-118 
2R-118 
2R-118 
2R-118 
2R-118 
2R-118 
2R-118 
2R-118 
2R-118 
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Section il! 
Numerical Index of 
Contractor Parts 


=. STOCK NUMBER F FIGURE | TOTAL| MICROFILM 
| CLASS CODE] PART NUMBER 89| AND INDEX | QTY. | NUMBE 


ΑΝ O1-6OAABA-4 





STOCK NUMBER 85 FIGURE MICROFILM 
-CLASS CODE PART NUMBER 89| AND INDEX MBER 























































175-71050- 51 1| 2R-118 
1| 28-119 i 
1| 2R-119 1 
1| 2R-119 1 : 
175-71051- 1] 2R-119 | IR82NA 175-13005 1| 2R-122 
175-71051- 2| 2R-119 175-73005- 3 1| 28-122 
1| 2R-119 175-13005- 5 1| 2R-122 
1| 2R-119 175-73005- 7 1| 2R-122 
1| 28-119 175-73005- 9 1| 2R-122 
2| 2R-119 175-73005- 11 2| 2R-122 
1| 28-119 175-73005- 13 2| 2R-122 
1| 2H-449 175-73005- 15 2| 2R-122 
1| 2H-449 175-73005- 17 2| 2R-122 
175-71061 2| 2R-120 175-73005- 19 1| 2R-122 
175-73005- 31 1| 2R-.22 
175-71061- 4| 2R-120 175-73005- 41 1| 2R-122 
175-71061- 4| 2R-120| |R82NA 175-73006 1| 2F-215 
175-71061- 4| 2R-120 | [R82NA 175-73007 1l 2F-;16 
175-71061- 4| 2R=120 | [R82NA 175-73008 1| 2R-123 
175-71061- 2| 2R-120 175-73008- 3 1| 2R-123 
4| 2R-120 175-73008- 5 1| 2R-123 
4| 2R-120 175-73008- 7 1 | 2R=123 
4| 2R-120 175-73008- 9 1| 2R-123 
4| 2R-120 1/5-73008- 11 1] 2R-123 
4| 2R-120 175-73008- 1: L| 2R-123 
4| 2R-120 1| 2R-123 
4| 2R-120 REF | 2R-124 
1| 2R-120 175-73102. REF 
4| 258-120 175-73103 REF 
4| 2R-120 
4| 2R-120 175-73104 REF 
4| 2R-120 
175-71061- 70 4| 2R-120 175-73105 2R-125 
175-71061- 80 8| 2R-120 175-73105- 2R-125 ' 
175-71062 1|AXD-204 
175-71063 1| XX-445 175-73105- 2R-125 
175-71064 1|AXN-265 . i 
175-71065 REF 1/5-/3106 2R-126 
175-71065- 1 
175-71065- 1 175-73106- 5 2R-126 
175-71065- 1 175-73106- 5 2R-126 
175-71065- - 1 175-73107 2R-127 
175-71065- 1 2R-128 
175-71066 1| xY-509 
1 |ΑΧΟ-205 2R-128 
1 8 2R-128 
1 |AXD-206 REF jAXK-188 
1 |Ax0-206 : 
2 |AX0-206 1 
2| ΧΥ-510 | [R82NA 1 
1 [AXD-207 2 
1 ΙΑΧΟ- 208 2 
1 JAXD=208 2 
1| xx-446 2 
1lAx0-209 175-73110- 1 
1 |AXD-209 175-73110- 1 
175-71075 1 1 
175-71075- 1 2 
175-71075- 1 2 
175-71075- 1 2 
175-71075- 1 4 
|175-771075- 1 4 
175-71075- 1 4 
1 1 
1 4 
175-71075- 1 2 
175-71077 1 2 
1 4 
F lAXK-182 175-731101- i| xx-470 
1 175-731101- 1 | xx-470 
1 175-731101- 1 | xx-470 
1 175-731101- 1 | xx-470 
Ε 1] xY-519 
1 i| xY-519 
2 1| ΧΥ-519 
1 175-731102- 1| xY-519 
175-72006- 2 175-731102- 2 | xv-519 
175-72006- 1 ‘[175-731102- 2| XY-519 
175-72006- 1 6 | 20-225 
175-72006- 1 8 
175-72006- 4 2 | XY-520 
175-72006- 2 8 | 2D-226 
175-72006- 1 6 | xx-472 
175-72006- 1 1 laxo-229 
1041 
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Section Ill 
Numerical Index of 


/Contractor Parts | AN ΟΙ-6ΟΑΑΒΑ-4 - 


STOCK NUMBER FIGURE  |TOTAL|MICROFILM DII NES NUMBER FIGURE | TQTAL| MICROFILM 
PART NUMBER AND INDEX | QTY. | NUMBER PART NUMBER AND INDEX| QTY. j NUMBER 
: M1 


1042 


175-731107- 
175-731107- 
175-731107- 
175-731107- 
175-731107- 
175-731107- 
175-731107- 
175-731107- 
175-731107- 
175-731107- 


175-731107- 
175-731108 
175-731109 
175-73111 


175-73111- 
175-73111- 


175-73111- 
175-73111- 


175-731110 
175-731110- 
175-731110- 


175-731113- 
175-731113- 
175-731113- 
175-731113- 
175-731114 


175-731117- 
175-731117- 
175-731118 

175-731118- 
175-731118- 


175-731122 
175-731123 


175-731124 


175-731125 
175-731126 
175-731127 
175-731127- 
175-731127- 


175-731127- 
175-731127- 
175-731127- 
175-731127- 


175-731127- 
175-731127- 


l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
4 
1 
E 
2 
1 
1 
4 
1 
2 
4 
2 
1 
1 
8 
1 
1 
1 
1 
1 
2 
3 
1 
il 
1 
1 
1 ‘i 
1 
1 
F 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
2 
1 
1 
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AXD-229 
AXD-229 
AXD-229 
AXD-229 
AXD-229 
ΑΧΡ-229 
AXD-229 
AXD=229 
AXD-229 
AXD-229 
AXD-229 
AXD-229 


XX-473 
2R-129 
2R-129 
2R-129 
2R-129 
2851759 
28-129 
2R-129 
2R-129 
2R-129 
2R-129 
2R-129 
2R-129 
2R-129 
2R-129 
2R-129 
AXD-230 
AXD-230 
AXD=230 
20-227 


2R-132 
XX-4175 
XX-416 
20-228 


XX-478 





E 41 
128 


175-73 

115-151128- 
175-131128- 
1752731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 
175-731128- 


.[175-731129 


175-731129- 
175-731129- 
175-731129- 
175-731129- 
175-731129- 
175-731129- 
175-731129- 
175-731129- 
175-731129- 


175-731129- 
175-731129- 
175-73113 
175-731130 
175-731131 
175-731131- 
175-731131- 
175-731131- 
175-731131- 
175-731131- 
175-731132 
175-731133 
175-731134 
175-731135 
175-731136 
175-731137 
175-731138 
175-731139 
175-13114 


175-731146- 
175-731146- 
175-731146- 
175-731147 
175-731148 
175-731149 


175-731149- 
175-73115- 
175-73115- 
175-73115- 
175-73115- 
175-73115- 
175-731150 


175-731155 
175-731156- 


175-731156- 


175-731156- 
175-731157 

175-721157- 
175-731157- 
175-721157- 
175-731157- 
175-731158 


20-229 


ΑΧΌΟ- 231 
ΑΧς- 199 


20-230 
20-231 
AXC-202 
AXC-202 
AXC-202 
AXC-202 


AXC-203 


m 
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Section lll 
Numerical Index of 
Contractor Parts 


STOCK NUMBER FIGURE MICROFILM FIGURE MICROFILM 
AND INDEX NUMBER PART NUMBER 9 AND INDEX NUMBER 


| CLASS CODE | PART NUMBER | [CLASS CODE] 
175-731190- Μι (109 - 67 
J109 


‘{175-731190- 


ΑΝ ΟΙ-6ΟΑΑΒΑ-4 


STOCK NUMBER ` 








175-731158- 
175-731158- 
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175-731158- 
175-731158- 
175-731158- 
175-731158- 
175-731158- 
175-731158- 
175-731158- 
175-731158- 
175-731158- 


175-731158- 


175-73116 

175-731160 
175-731161 
175-731162 
175-731163 
175-731164 
175-73117- 


175-73117- 


175-731171- 
175-731171- 
175-731171- 
175-731171- 
175-731171- 
175-731171- 
175-731171- 
175-731172 

175-731173 

175-731173- 
175-731173- 
175-731173- 
175-731173- 


175-731177- 
175-731178 
175-731178- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 
175-73118- 


11 
13 
15 
17 
18 
19 
21 
23 
25 


- 27 


175-73118- 
175-73118- 
1T7T5-13118- 
175-731180- 
175-731180- 
175-731181 
175-731182 


175-731183- 
175-73119 
175-73119- 
175-73119- 
175-73119- 
175-731190 


29 
31 
33 
35 
37 


1 
2 
3 
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1 
3 





3 
3 
3 
3 
3 
6 
6 
3 
3 
3 
3}. 
6 
4 
1 
2 
2 
1 
1 
2 
ο 
1 
1 
1 
.1 
1 
1 
4 
4 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 
1 
6 
2 
2 
1 
1 
1 
1 
2 
2 
2 
2 
2 
4 
2 
2 
1 
1 
2 
2 
1 
2 
1 
1 
1 
8 
8 
2 
3 
1 
1 
1 
ο; 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 


ΧΧ- 487 
ΧΧ-488 
XY-524 
XX-489 
XX-490 


XY-525 


XY-525 
ΧΥ- 525 
XY-525 
ΧΥ-525 
XY-525 
XX-491 
AXD-232 
AXD-232 
AXD-232 
AXD-232 
AXD-232 


AXD=234 
2F-217 
2H-452 
2H-452 


2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 
2R-131 


2F-218 
2F-218 


ΑΧΟ”-210 
AXD=210 
AXD=210 
¡AXD-210 
ΧΥ-528 


XY-525 


2R-131. 


175-731190- 
175-731190- 
175-731191 
175-731192 
175-731193 


175-73121- 
175-73122 


175-73123- 
175-73123- 
175-13123- 
175-73123- 
175-73124 

175-73124- 
175-73124- 
175-73124- 
175-73124- 
175-73124- 


175-73124- 
175-73124- 
175-73124- 
175-73124- 


175-73124- 


175-73124- 


|175-73124= 


175-73124= 
175-73124- 


175-73124- 
175-73125 

175-73128- 
1/5-73128- 
175-73128= 


| h75-73128- 


175-73128- 


1759-3135 


175-73136- 
175-73136- 
175-73139 

175-73139- 
175-73139- 
175-73139- 
175-73139- 
175-73139- 
175-73139- 
175-73139- 
175-73139- 
2175-73139- 
17573139- 
2175-73139- 
175-7323139- 
175-73139- 
175-73155 

175-73158 

175-73160 

175-73166 

175-73166- 
175-73170 


175-73171 
175-73171-- 
175-73171- 


175-73172- 
175-72172- 


"P 
ww PON ων” 


voaonuw 


Εν Ui 44900000 iee 


2Ε-219 
20-232 


2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
28-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2R-133 
2D-233 
2F-220 
2F-220 
2F-220 
2F-220 
2F-220 
2F-220 
2F-220 
20-234 
20-235 
2D-235 
2R7134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
2R-134 
20-236 
2H-453 
2D-237 
2D-238 
2D-238 
20-239 
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AXD-219 
AXD-219 
AXD-219 
AXD-219 
AXD-220 
AXD-220 
AXD-220 


"m ο ΙΡ» χορ» 








Section Hl 


Numerical Index of | l 
Contractor Parts AN O1-60AABA-4 


—€— ο μμ μι η 
[CLASS CODE] PART NUMBER . AND INDEX | QTY. | NUMBER 
AXD-220 
AXD-220 
ΑΧΝ- 270 
ΑΧΝ- 270 
AXN=270 
AXN=270 





caste NUMBER gs] FIGURE | TOTAL] MICROFILM 
PART NUMBER 99 AND INDEX | QTY. | NUMBER 


λεν. 9 AXD=228 
175-/3194-= 11 AXD-228 


175713195 XX-467 
175-73195- 1 _ XX-46T 
1759-73196 AXL=8 


175-73174- 
175-73174- 
175-73174- 
175-73174- 


RH μ ο 


175-73196- 
175-73196- 
175-73196- 
175-73196- 
175-73196- 11 
175-73196- 13 
175-73196- 15 
175-73196- 16 
175-73196- 17 
175-=73196- 19 
175-73196- 21 
1/5-(3196- 23 
-|175-73196- 25 
175-73197 


AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL-8 
AXL=8 
AXL-3 
AXL-8 
XX-468 


AXN-270 
AXN-210 
AXN-270 
AXN-270 | 
AXN-270 
2H-454 
2H-454 
2H-45% 
2H-454 
2H-454 
2H-454 
2H-454 
2H-454 
2H-455 
2H-455 
2H-455 
2H-455 
2H-455 
2H-455 


SNO C4 OY An 4 UO [9 1 ON 


175-73174- 
175-73174- 
175-73174- 
175-73174- 
175-73176 

175-73176- 


PREP PRP 1-55 15 {1 RHP YP 


175-73176- 
175-73176- 
175-73176- 
175-73177 

175-733177- 
175-73177- 
175-73177- 
175-73177- 
175-73177- 
175-73177- 


175-73199 
17573200 


175-73201 


AXD-=235 
AXD-235 
AXD-235 
AX0-235 
AXD-235. 
AXD-235 
AXD=235 
AXD-235 
AXD=235 
AXD=235 
AXD=235 
AXD-235 
AXD-235 
AXD=235. 
AXD-235 
AXD-235 
AXD-235 
AXD-235 
AXD=235 
AXD-235 
Αχυ- 235 
ΑΧΟ- 235 
AXD=235 
AXD-235 
AXD=235 
AXD-235 
AXD-235 
AXD=235 
AXD-235 
AXD-235 
AXD=235 


175-13202-' 
175-73202- 
175-73202-. 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 


. ON OU PUNE 


P 


2H-456 
2H-456 
2H-456 
2H-45T 
2H-457 
2H-457 
2H4451 
2H-457 
2H-457 
2H-457 
2H-457 
2H-457 
AXL-6 
AXL-6 
AXL-6 
AXL-6 


-ννωΝ 


175-73202- 


175-73202- 


175-73179- 
175-73179- 


175-73179- 
75-13202- 


175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
17547123202-— 3 
175-73202- 
175-73202= 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202= 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-73202- 
2175-73202- 
175-73202- 
175-73202- 
175-73202- 
175-173202- 
175-73203 
175-73204 
175-73204- 
175-73204- 
175-73204- AX0-236 
175-73204- AXD-236 
175-73205 REF | AXL-10 


0-0 οι UNÓÁ! 


NP WN rR 


NU 


2D-240 
XX-463 
2D-241 


175-73183 

175-73184 ΜΙ [346 - 25 
175-73185 

175-73185- 


1. 
1 
1 
1 
1 
1 
1 
2 
8 
4 
2 
2 
8 
1 
1 
1 
2 
2 
8 
2 
4 
1 
1 
1 
1 
1 
1 
1 
8 
8 
1 
1 
1 
1 
4 
:2 
8 
1 
1 
1 
1 
1 
1 
1 
4 
8 
1 
1 
1 
2 
1 
1 
4 
4 
4 
8 
4 


2D-241 
AXD-235 


AXD-235 
AXD-235 


2F-221 
2F-221 
2F-221 
; 2F-221 
175-73187- 2F-221 
175-73188 

175-73189 

175-73189- 
175-73189- 
175-73190 

175-73191 

175-73192 

175-73192- 
175-73192- 
175-73192- 
175-73192- 
175-73193 

175-73193- 
175-73193- 
175-73192= 
175-73194 

175-73194- 
175-73194- 
175-73194- 


AXD=235 
ΑΧΌ-235 
AXD-235 
AXD-235 
AXD=235 
AXD-235 


2H-458 
2H-458 
2H-458 
XX-466 
2F-222 
2H-459 
2H-459 
2H-459 
2H-459 
2H-459 
AXD-227 
AXD-227 
AXD-227 
AXD-227 
AXD-228 
AXD-228 
AX0-228 
AXD-228 


AXD-235 

20-243 
AXD-236 
AXD=236 
AXD-236 
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Section lil . 


Numerical index of 
AN 01-60AABA-4 : Contractor Parts 


STOCK NUMBER AE FIGURE MICROFILM 
| CLASS CODE | PART NUMBER AND INDEX NUMBER 
. M1 





- STOCK NUMBER FIGURE MICROFILM 
| CLASS CODE| PART NUMBER AND INDEX NUMBER 





2R-136 
2H-462 
2H-462 
2H-462 
2H-462 
XX-502 
XX-502 
XX-503 
2F-228 
2F-228 
2F-228 
2F-228 
XX-504 
XX-504 
XY-531 
XY-532 
XY-532 
XY-533 
XY-533 
XY-534 
XY-535 
XY-536 
XY=537 
XX=505 
20-246 


175-73226- 
175-73226- 
175-13221- 
175-73221- 
175-73228 

175-73223- 
175-13229- 


Vo σου 


w MU ο 


vUN, 


175-73236 
175-73237 


Qm ιο E iO |o m i| Ον νο RR eR 


20-244 
20-244 
20-244 
20-244 


ο 


XX-507 


XX-508 
ΧΧ-509 
XX-510 
AXD-241 
AXD-241 
AXD-241 
AXD-241 
AXD-241 
XX-511 i 
XX-511 
XX-512 
XX-512 
20-247 , 
XX=514 
2Ε-229 
2F-229 
2F=229 
2H-463 
2H-463 
2H-463 
2H-463 
2H-463 
2H-463 


1 p m p Ip | A Em HH I pe c e A INL I 9. NINA NO A RANA 


AXL-11 


175-73245- 


175-732101- 
175-73245- 


175-732102 
175-732103 


ON νο 


ΧΥ-552 
XY-552 
XY-552 
AXC-205 
2F-223 


175-73247-= 
175-73241- 
175-73248 
175-73249 


wow 


175-732106 
175-732109 
175-732109- 


PERRA A 1-5 15} AA A AA τ; 


2 
m 
^n 


AXL-12 
AXC-207 
175-73251- 
175-73251- 
175-13251- 
175-73251- 
175-73252 
175-73252- 
175-73252- 
175-73252- 
175-73252- 
175-73253 
175-73253- 


175-732112 
175-732113 
175-73212 
175-73213 


AXD=237 
AXE-21 


ο ο ο mn» 


ΑΧΕ”- 21 
AXE-21 
AXE-21 
AXE-21 
AXE-21 
XX-501 
XX-501 
XX-501 


175-73213- 
175-73213- 
175-73213- 
175-73213- 
175-73213- 
175-73214 

175-73214- 
175-73214- 
175-73215 

175-73215- 
175-73215- 
175-73215- 
175-73215- 
175-73215- 
175-73215- 


AXD=243 | 
AXD-243 


1 
1 
1 
1 
2 
2 
1 
2 
1 
1 
1 
1 
1 
1 
. ἆ 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


XX-515 
XX-516 


BRP E 


20-248 
XY-539 
XY-539 
AXD-244 
AX0-244 
AXD-244 


175-73217 
175-73220 


XY-540 
XY-540 
ΧΥ-541 
XY-541 
XX-518 
XX-518 ; 
XX-519 * 
XX-519 
ΧΧ-519 
2F-230 | 


175-73263 
175-13263- 
175-73264 
175-73264- - 
:(175-73265- 
175-73265- 
175-73266- 
175-13266- 
175-73266- 
175-73257- 


AXD-228 
AXD-238 
ΑΧΟ- 235 
AX0-239 


175-73221- 
175-73222 
175-73222- 
175-73223 
175-73223- 
175-73224 
175-73224- 


AXC=208 
AXC-208 
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Numerical Index of 








Contractor Parts | ΑΝ O01-60AABA-4 

FIGURE MICROFILM “STOCK NUMBER ὅπ] Figure |Torat| MICROFILM 

EA PART NUMBER AND INDEX | CLASS CODE | PART NUMBER 33| AND INDEX | QTY. | NUMBER 
175-73267- 2 f- ε 175-73281- 17 AXL=17 
175-73267= το R82NA ^ |175-73282 | 2F-231 


175-73282- 3 2F-231 
175-73282- 5 1| 2F-231 
175-73283᾽ x AXL-18 


2F-230 
2R-137 


175-73267- 
175-73268 


Pme 


2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 
2R-137 


175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 
175-73268- 


175-73284-. 
175-73284- 


175-73285- ΧΥ- 546 


XY-546 
XY-546 
XY-546 
XY-546 
XY-546 
ΧΥ-546 
XY-546 
XY-546 
XY-546 
XY-541 


175-73285- 2 
175-73285- 7 
175-73285- 9 
175-73285- 11 
175-73285- 13 
175-73285- 15 
175-73285- 17 
4175-73285- 19 
175-73285- 21 
175-73286 


a rmm pudo 153 po νε [2 ο pd 15» ps pu 
σος 5 


~ 


XY-543 
XX-520 
20-249 


EE 


175-73271 


w 
N 


175-73287 ΧΧ- 525 
20-249 
20-250 
2D-250 
ΧΥ- 544 
ΧΥ- 544 
ΧΥ- 544 
XY-544 
XY=544 
XX-523 
XX-523 
XX-523 
ΧΧ-523 

-ΧΧ-523. 
ΧΧ-524 
ΧΧ-524 
XX-524 


175-73271- 
175-73272- 
175-73212- 
175-73213- 
175-73273- 
175-73273- 
175-73273- 
175-73273- 
175-73274- 
175-73214- 


AXD-245 
AXL-19 
AXL-19 
AXL-19 
AXL-19 
AXL-19 
AXL-19 
AXL-19 
AXC-209 
AXC-209 


175-73288 
175-73289 
175-73289- 
175-73289- 
175-73289- 
175-73289- 
175-73289- 
175-73289- 
175-73290 
175-73290- 


VT t9 85990020909 t 20310101 
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175-73290- 


5: 
ο 


AXC-209 


|175-73275- 
175-73275- 
175-73275- 

[175-73276 
175-73277= 


175-73290- 
175-73290- 
175-73290- 
175-73290- 
175-73290- 
175-73290- 
175-73290- 
175-73290- 
175-73291 


AXC-209 
AXC-209 
AXC-209 
AXC=209 


175-73278 
175-73218- 
175-73278- 
175-73278- 
175-732178- 
175-73278- 
175-73278- 
175-73278- 
175-73278- 
175-73278- 
175-73279 

175-73279- 
175-73279- 
175-73279- 
175-73279- 


Im 
ο ο 
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ΧΧ-526 
ΧΧ-526 
ΧΥ-548 


175-73291- 


ω 
N 


175-73292- 
175-73292- 
175-73293- 
175-73293- 
175-73294 
175-73294- 
175-73294- 
175-73295 
175-73295- 
175-73296 
175-73297 
175-73298 


ΧΥ- 548 
. XY-7548 
AXL-15 
AXL-15 
AXL-15 
AXL-15 
AXL-15 
AXL-15 
AXL-15 
AXL-15 
AXL-15 
AXL-15 
AXL-15 
2R-138 
2R-138 
2R-138 
2R-138 
2R-138 
2R-138 
2R-138 
28-138 
285-138 
AXL-17 
AXL-17 
ΑΧΙ 17 
AXL-17 
AXL=-17 
AXL-17 
ΑΧΙ 517 
ΑΧΙ 17 
AXL-717 


NN 
Hepe 


ΧΥ-549 
ΧΥ-549 
XY~549 
XX-52T 
XX-52T 
XX-528 
XY-7549 
ΧΧ-529 


175-73279- XX-529 


175-73280 ` 130'- 68 
. 1 75-72280- 
175-73280- 
175-73280- 
175-73280- 
175-73280- 
175-73280-— 
175-73280- 
175-73280- 
175-73281 . 
175-73281- 
: |175~73281- 
.|175-73281- 
175-73281- 
175-73281- 
175-73281-. 
175-73281- 
175-73281- 


175-73299- 
175-73299- 
2D-252 
2R-139 


NR RR ANN RN A o 
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^n 


175-73301-100 2R-139 


rat 


175-73301-200 28-139 
175-73302 ` AXD-246 
175-73302- 3 - AXD-246 
175-73302- 5 AXD-246 
175-73302- 11 . 1|AxD-246 
175-78303 


4 
1 
1 
2 
2 
2 
2 
ο 

11 
2 
1 
2 
1 
1 
1 
1 
2 
1 
2 
1 
2 
4 
4 
4 
4 
4 
4 

4 
4 
2 
1 
2 
1 
2 
1 
1 
1 
1 
2 
1 
“1 
2 
2 
2 
4 
4 
4 
2 
2 
2 
1 
1 
2 
1 
1 
1 
2 
1 
1 


175-73303- 3 
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Numerical Index of 
Contractor Parts 


EXC NUMBER ZZ| riGURE [TOTAL MICROFILM l 
PART NUMBER 58] AND INDEX| QTY. 

175-73309 

175-73310 


ΑΝ 01-60AABA-4 — 


FIGURE μή νὰ 
ΑΝΟ ΙΝΡΕΧ 


AXL-20 
AXL-20 













STOCK NUMBER ; 
[GLASSCODE| Part NUMBER 


175-73304 
175-73304- 


































ww 


175-73304- AXL=20| 175-73311 
y 175-73305 2R-140 175-73311- 
175-73305- 2R-140 175-73311- 


AXL-22 175-73312 
AXL-22 
AXL-22 


AXL-22 


175-73306 








175-73306- 


Ni 
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175-73306- AXL-22 XX-5231 
175-73307 ` XX-531 
175-73308- 3 2R-141 | R82NA 175-73315 

115-733208- 4 2R-141 





175773316 


N 


2F-232 














175-73308- 5 1| 2R-141 

175-73308- 6 1| 2R-141 175-73506 AXL-23 
175-73308- 7 1| 2R-141 175-73524 

175-73308- 8 2| 2R-141 175-73525 AXL-24 





175-73525- 
175-73525- 
175-73525- 
175-73525- 
175-73525- 
175-73525- 
175-73525- 
175-73525- 
1175-73525- 
175-73525- 
175-75525- 


AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 
AXL-24 













2R-141 
2R-141 


175-73308- 9 
175-73308- 10 






pe 












2R-141 
2R-141 


175-73308- 
175-73308- 12 


po 














2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 


XX-532 
175-73552- 
175-73552- 
175-73560 

175-73560- 





AXD=247 
AXD=247 
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175-73308- 
175-73308- 24 
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175-73560- $ AXD-247 

















2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 


175-73308- 
175-73308- 26 
175-73308- 






175-73565 
175-73565- 
175-73565- 
175-73569 





2H-465 

2H-465 
175-73570- : EF | 2H-465 
175-73571 2F-233 
175-73571- 2F-233 
175-73571- 2F-233 
175-72572 2F-234 
2F-234 
2F-234 
2F-235 
2F-235 
2F-235 
2F-236 
2F-236 
2F-236 
2F-236 
2F-236 


fO e a i s n a re 


2R-141 
2R-141 





ue 










2R-141 
2R-141 
2R-141 
2R-141 







175-73308- 
175-73308- 39 
175-73308- 40 


N e a 
ww 






















175-73308- 4 

175-73308- 42 
175-73308- 43 
175-73308- 44 
175-73308- 46 
175-73208- 58 


2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 





Nererrre 
GRO ανω 








2R-141 
2R-141 


175-73 308- 





175-73575- 
175-73515- 
175-73576 





Ne 
vu 


AXD-249 
AXD-249 
ΑΧΟ- 249 
ΑΧΌ- 250 
¡AXD-250 
2H-466 
2H-466 
2H-466 
AXD-252 
AXD-252 
AXD-252 
2Γ- 237 
2F-237 
2F-237 
2F-238 
2F-238 
2F-238 
2H-467 





N 


2R-141 



















2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 
2R-141 



















175-73308- 
175-73308- 72 
175-73308- 74 
175-73308- 76 
175-73308- 78 
175-73308- 80 
175-73308- 82 
175-73308- 84 
175-13308- 86 
175-73208- 88 
175-73508- 90 
175-73308- 92 
175-73208- 94 
175-73308- 96 
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Section Nii 


Numerical index of l i | 
Contractor Parts ΑΝ O1-60AABA-4 


STOCK NUMBER _ .__|88] FIGURE MICROFILM 
CLASS CODE "PART NUMBER AND INDEX NUMBER 
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175-73582- 3 2H-467 



















: STOCK NUMBER 
| CLASS CODE | PART NUMBER : 


175-75047- 29 


38 
ou 


CODE 










FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 
2 














175-73582- 5 1] 28-567 175-75047- 31 
175-73583. 1| 2Ε-239 175-75047- 33 
175-73583- 3 1| 2F-239 175-75047- 35 
175-73583= 5 1 | 2F-239 175-75041- 37 



















175-75041- 39 
175-75047- 41 
175-75047- 43 


175-74801 REF | 2R-142 

























































175-74002 REF | AXL-26 
1 lAX0-254 175-75047- 45 
1 jAXD-254 175-75047- 47 
1 [AXD-254 e 2 
175-74026- 1 |AXD-254 175-7504T- 31 
175-74026- 40 1 ΙΑΧΟ-254 175-75041- 53 
175-74026- 50 1 |AXD-254 175-75047- 55 
175-74101 11 2R-143 175-75047- 57 
175-74101- 3 1| 2R-143 175-75047- 59 
175-74101- 4 1] 2R-143 175-75047-101 
175-74101- 5 1l 2R-143 175-75047-103 
175-74101- 7 1| 2R-153 175-75047-105 
175-Τ4101- 9 1| 2R-143 175-75047-107 
175-74101- 11 1| 2R-143 175-75047-109 
175-74101- 13 1| 2R-143 175-75047-111 
1l 2H-468 175-75047-113 
3 1] 2H-468 175-75047-115 
175-74102- 5 i 2H-468 175-75041-117 
175-74102- 7 * | 2H-468 175-75041-119 






175-75047-121 






175-74103 2R-144 

175-74103- 2R-144 175-75047-123 
175-74104 | 2R=145 175-75047-125 
175-74104- 2R-145 175-75047-127 


175-75047-129 
175-75047-131 
175-75047-133 
175-75047-135 
175-75047-137 
175-75060 
175-75062 
175-75065 


2R-145 
2R-145 
2R-145 
2R-145 
2R-145 
2R-145 
2R-145 
2R-145 
2R-145 
2R-145 
2R-145 
AXC-210 
AXC-210 





















2175-74104- 
175-74104- 
175-74104- 11 
175-74104- 13 
175-74104- 15 
175-74104- 16 
175-74104- 17 
175-74104- 19 
175-74119 

175-74119- 3 














AXL-29 
AXL~30 
AXL-30 
AXL-30 
AXL-30 
AXL-30 


175-75065- 
175-75065- 
175-75066 
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175-74119- 9 AXC-210 175-75066- 3 
175-74119- 11 AXC-210 175-75115 
175-74119- 13 AXC-210 τος ολο 8 
175-74119- 15 AXC-210 175-75115- 5 1 
175-75120 2R-146 175-75115-. 7 1 
175-75120- 2R-146 175-75115- 9 30 
.2R-146 175-75115- 11 3 
2R-146 175-75117 1| AXL-31 
6 2R-146 175-75117- 3 1| AXL-31 
175-75120- 1 1 2R-146 175-75117- 5 1| AXL-31 
175-75120- 1 2R-146 175-75117- 7 1| AXL-31 
9 1 | AXL-31 










ΧΥ-562 
AXC-211 
AXC-211 
AXC-211 

XY-563 


175-74121 
175-74122 
175-74122- 


AXL-32 
AXL-32 
AXL-32 
AXL-32 
AXL-32 
AXL-32 
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175-75118- 
175-75118- 
175-75118- 
175-75118- 
175-75118- 
175-75120 

175-75120- 
175-75120- 
175-75120- 
175-75120- 
175-75120- 
175-75120- 


m0 JUL) 


m 






175-75005- 
175-75005- 
175-75005- 
175-75005- 


mo 


ο οσο 
μεν IN) IIR Ra ae I ο I I O IS ND ΝΟ ΟΝ ID jS IRR POR e in ims 


T 

















AXL-33 
















175-75005- 3 AXL-33 
175-75033 5 AXL-33 
175-75047- 7 AXL-33 
175-75121- 9 1 AXL-33 

175-75121- 11 AXL-33 

175-75047- 4 175-75121- 13 AXL-33 
175-75047- 11 1 175-75121- 15 AXL-33 
175-75047- 13 175-75136 . AXL-34 
175-75047- 15 175-75136- 3 AXL-34 
E - 175-75136- 5 AXL-34 
a D 175-75136- 7 AXL-34 
Ν 175-75136- 9 AXL-34 





175-75047- 21 
175-75047- 23 
175-75047- 25 
175-75047- 27 


AXL-34 
AXL-34 
AXL-34 


175-75136- 11 
175-75136- 13 
175-75136- 15 
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STOCK NUMBER 


CLASS CODE PART NUMBER 


m 
- 
v 
I 
- 
un 
T 
Uu 
- 
ι 
PR 


175775137% 
lT5-15138^ 
175-75136- 
175-75138- 
175-75138= 
175-75138- 
175-75139 


m 


175-75151- 
1155151515 
178715191 11 
175-75151- 13 
175-75151- 15 
17591751519. 17 
175-15151= 19 
175-75151- 55 
175-75151- 57 
175-75151- 59 
175-75167 

115-75167= 


3 
175-75151- 5 
1 
9 


175-75168- 
175-75168- 


175-75171- 3 
175-75171- 5 
175-75171- 7 
175-75171- 9 
175-75 


17975173 
175-75174 


175-75174- 3 
175-79174- 5 
175-75174- 7 
175-75174- 9 

21 


175-15175- 
175-175175- 
175-75175- 


eom D JU 


wn 


175-75176- 3 
175-75176- 5 
175-75176- 7 
175-75176- 9 
175-75176- 
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STOCK NUMBER 


[crass cone] PARTNUMBER | 
192781487 ὃ 
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FIGURE 




















175-75301-105 
175-75301-105 
175-75301-107 


175-75301-111 
175-15501-115 
175-75301-115 
175-75301-117 
175-75301-119 
175-75303 





175-75303- 
175=15303-= 17 
175-15303- 19 
175-15303- 21 
175-75303- 23 
175-75303- 













175-75303= 
175-75303- 31 
175-75303- 33 
175-75401 

175-75401- 3 
175-75401- 5 
175-75401- 7 


AXL-35 
AXL=35 
AXL-35 
AXL-35 
AXL-35 
AXL-36 
AXL-36 
AXL-36 
AXL-36 
AXL-36 
AXD=257 
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AXL-38 
AXL-38 
AXL-38 
AXL-38 
AXL-38 
AXL-38 
AXL-38 





== 
~ 
v 
! 
~ 
uu 
o 
o 
oU 
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175-75603- 





3 
175-75604- 5 
175-75604- 7 
175-75604- 9 
175-75605- 2 
175-75605- 3 
175-75605- 5 

7 
9 





175-75606- 
175-75606- 
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TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 
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Contractor Parts 




























AXL=39 
AXL-39 
AXL-39 
AXL-39 
AXL-39 
AXL-39 
AXL-39 
AXL-39 
AXL-39 
AXL-39 
AXL-39 
AXL-39 
AXL-39 
AXL-39 
AXL-39 
AXL-39 
AXL-39 
AXD-258 
AXD-258 
AXD-258 
AXD-258 









































AXL-40 
AXL-40 
AXL-40 
AXL-40 
AXL-40 
AXL-40 
AXL-40 
AXL-41 
AXL-41 
AXL>41 
AXL-41 
AXL-41 
AXL-42 
AXL-42 
AXL”42 
AXL-42 
AXL-42 
AXL-42 
“AXL-42 
AXL-43 
AXL-43 
AXL-43 
AXL-43 
AXL-43 
AXL-423 
AXL-43 
AXL-43 
AXL-44 
AXL-44 
AXL-44 
AXL-44 
AXL-44 





AXL-45 
AXL-45 
AXL-45 
AXL-45 
AXL-45 
AXL-45 
AXL-45 
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STOCK NUMBER 
PART NUMBER 











ου 
^ 


CLASS CODE 








175-75614- 
175-75614- 
175-75614- 
175-75614- 
175-75614- 










175-75706- 
175-75706- 
175-75706- 










175-75908- 
175-75908- 
175-75908- 
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175-89556 
175-89556- 10 
175-89569 
175-89569- 













175-89692 
175-89692- 





10 







175-911002- 
175-911002- 
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AN 01-60AABA-4 


FIGURE  |TOTAL 
AND INDEX | QTY. 
2 





























175-931138 

175-931138- 
175-931138- 
175-931133- 


AXL-50 
AXL-50 
AXL-50 
AXL-50 
AXL-50 






175-931138- 
175-931138- 





2D-253 


ΑΧς- 215 
175-331208- 
175-931208- 


AXC-216 


175-931224- 
175-931224- 
175-931224- 
175-931224- 
175-931301 

175-931301- 
175-931301- 










2F-241 





175-931404- 
175-931404- 
175-931404- 
175-931404- 
175-931404- 






175-931407- 
175-931407- 
175-931407- 
175-931407- 
175-931407- 
175-931423 

175-931423- 
175-931424 

175-931424- 
175-931424- 


175-931402-151 
175-931402-152 




























































microrium| | — STOCK NUMBER |El rus [τοται. 
NUMBER [Grass CODE] part NUMBER | 88| ANO INDEX] any. 
iu 112-911882- 13 
AXL-45 175-911002- 13 
| 175-911002- 19 
175-911002- 20 
175-911002- 21 
175-911002- 22 
175-911002- 23 
175-911002- 24 
175-911002- 25 
175-911002- 27 
175-911002- 23 
175-911002- 31 
175-911002- 32 
175-922002- 1 
175-922002- 2 
175-922002- 3 
175-922002- 5 
175-922002- 7 
175-922002- 5 
175-931018 
175-931032 
175-931032- 59 
175-931032- 61 
AXL-46 175-931032- 63 
AXL-47 175-931032- 65 
AXD-=261 175-931032- 67 
AXD-261 175-931032- 69 
AXD-261 175-931080 
AXD-261 175-931131- 1 
AXL-50 175-931131- 2 
AXL-50 175-951132 



























3 
4 












11 
17 
27 
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MICROFILM 
NUMBER 


AXL-56 
AXL-56 
AXL-56 








AXL-57 
AXL-57 
AXL-=57 
AXL-57 
AXL-57 
AXL-57 
AXL-57 
AXL-57 
AXL-57 
AXL-58 
AXL-58 
AXL-58 
AXL-58 
AXL-58 
AXL-58 
AXL-58 
AXL-60 
AXL-60 
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Section lli 
Numerical Index of 
Contractor Parts 


FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 
AXL-7 
X 379 


AXD-280 
AXD-280 


AN 01-60AABA-4 


STOCK NUMBER 





FIGURE  |TOTAL|MICROFILM STOCK NUMBER 
AND INDEX | QTY. | NUMBER [CLASS CODE] PART NUMBER 


1727324) 1 
AXL-52 175-954201 
AXL-62 175-954204 
AXL-65- 175-954207 
AXL-65 
AXL-65 
AXL-65 


AXL-65 
AXL-65 175-956127- 


AXL-55 175-956303 
AXL-65 175-9586003 
AXL-65 
AXL-65 
AXL-65 
AXD-263 
AXD-263 
2F-245 
AXL-69 
AXL-69 
175-947004- AXL-69 
175-948407 
175-948408 
175-948409 





Y u 
39 
ου 


[crass CODE] Part NUMBER 


XX-546 
AXD-281 
20-260 
2H-475 
2H-475 
2H-475 
XY-5T76 
ΧΥ-2Τ9 
AXL-75 
XX-548 


BPP RP 4} ο 2 ου ο PRR e» er de 12 151 ES IR IE IND. 15} IB S 


AXD-268 
175-948479 AXD-269 
175-948502 AXL-71 
175-952126 
175-952133 AXD-271 
3 ΑΧΟ- 271 175-971032 
AXD-271 175-971032- 
AXD=271 175-971032- 
175-952133- AXD-271 : 175-973233 
175-952133- AXD-271 175-973233- 
175-952133- ΑΧΌ- 271 
175-952135 XY-570 
175-952143 20-257 
175-952144 2F-248 
175-952144- 2Ε-248 
175-952144- 2F-248 
175-952146 AXD-273 183-00003 
175-952146- AXD=273 183-31030 
175-952147 XY-573 
XX-536 
XX-538 
XX-538 
XX-539 
ΧΧ-539 
175-952157 XX-540 
175-952157- XX-540 
XX-541 
20-259 17 
175-952159- 20-259 
175-952160 XX-543 21 


175-952160- XX-543 oe 


27 


PR TH PRP PRP RPP PRP ED IR RB IR 


2R-149 
2R-149 
2R-149 183-31043 
2R-149 183-31044 
2R-149 183-31044— 15 
2R-149 17 
2R-149 19 
2R-149 21 
2R-149 23 
28-149 25 
2R-149 31 
175-953017- 2R-149 33 
175-953017- 2R-149 41 
175-952017- 2R-149 43 
175-953017- 2R-149 
175-953017- 2R-149 
175-952315 


AXL-80 
AXL-80 
AXL-80 
AXL-80 
AXL-80 
AXL-80 
AXL-80 
AXL-80 
AXL-80 
AXL-30 
AXD=292 
AXD-292 
AXD-292 
2H-476 
2H-476 
2H-476 
AXL-81 
AXL-81 
AXL-3 1 


AXL-73 

. - AXL-73 

175-954052- AXL-73 
175-954052- AXL-73 : 
175-954052- AXL-73 183-31048- 
175-954052- . AXL-73 183-31048- 


1 
1 
1 
1 
1 
1 
1 
1 
2 
I 
1 
1 
1 
4 
1 
1 
1 
1 
1 
1 
1 
2 
2 
4 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
6 
1 
1 
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STOCK NUMBER 
"| CLASS'CODE PART NUMBER 


AN ©1-60AABA-4 














T ` FIGURE 
30) AND INDEX 







































































































183-31048- 7 AXL-8 183-31124- 2 
183-31048- 9 $: οσα. 183-31124- 3 
183-31049 2| 2R-158 183-31124- 4 
183-31049- 1| 2R-158 183-31125 
6| 2R-158 183-31127. 
REF | 2R-159 183-31127-101 
3 2| 2R-159 183-31128 
183-731050- 5 6| 2R-159 183-31128- 3 
183-31050- 11 1| 2R-159 183-31128- 5 
183-31051- 1 1| 2Ε-256 183-31129 
183-31051- 2 1| 2F-256 183-31129- 3 
183-31052 1| 2F-257 183-31129- 5 
183-31053 1| 2F-258 183-31129- 7 
183-31054 2| 2F-259 183-31129- 9 
183-31080 1] 2R-160 183-31130 
183-31130- 3 
183-31081 1| 2R-161 183-31132 
183-31132- 3 
183-31081- 3 2R-161 .|183-31132- 5 
183-31081- 5 2R-161 183-31132- 7 
183-31082 AXC-221 163-31132- 9 








183-31132- 11 
183-31132- 13 
183-31132- 12 
183-31132- 17 


AXN-122 
ΑΧΝ-122 
AXN-123 
ΑΧΝ-123 






























2H-477 || 183-31132- 19 
183-31086 2H-478 183-31133 
183-31087 2H=479 183-31133- 3 
2Η- 479 183-31133- 5 
2Η- 79 183-31133- : 7 
2H-479 183-31133- Y 
2H-479 183-31133- 11 
2H-479 183-31133- 13 
2H-480 183-31133- 15 
2H-480 183-21133- 19 
2H-481 183-31133- 51 
2H-481 183-31134 
AXD-301 183-31134- 5 
2F-260 183-31134- 4 
2F-260 183-31134- 5 
2F-260 183-31135 
2Ε-260 183-31135- 3 
183-31135- 5 
183-31135- 7 
183-31092 -183-31135- 9 









183-31135- 11 
153-31135- 13 
183-31135- 15 
182-31135- 17 
183-31135-100 


183-31093 ` 
183-31093- 















183-31094- 

















183-31094- 183-31136. 
183-31136- 3 
2H-483 183-31137 
2H-483 183-31137- 3 
2H-483 183-31137- 5 
2H-483 183-31138 
RE 2H-483 183-31139 
AXD-304 183-31139- _3 
183-31098 2H-484 183-31139- 5 
183-31099 183-31139- 














183-31102 
183-31103 





165-31132- 9 
1 


R82NA 183-31139-10 



















183-31140 

183-31140- 3 
183-31106 183-31140- 5 
183-31107 183-31140- 7 
183-31111 183-31140- 9 





183-31140- 11 
183-31140- 13 
83-31140- 17 
183-31140- 19 
133-31140- 21 
183-31140- 23 
163-31140- 25 
183-31140- 27 
183-31140- 29 
183-31140- 31 
183-31140- 33 
183-31140- 35 
183-31140- 37 
183-31140- 39 
183-31140-101 
183-31140-103 
183-31140-105 
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CTI NUMBER 
PART NUMBER 










93 - 25 
33. =- 26 
93 - 33 


73 


73 


70 
m 
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TPN Ne 






ΑΧΝ- 274 
AXN=274 










AXN=275 
AXN-2175 
2R-155 
2R=155 
2R-155 
2R-155 
2R-155 
2R-155 
2R-155 
2R-155 
2R-155 
38155 
AXL-91 
AXL-91 
AXL-91 
AXL-91 
AXL-91 
AXL-91 
'"'AXL-91 


























2R-156 
2R-156 
2R-156 
2R-156 
2R-156 
2R-156 
2R-156 
2R-156 
AXL-93 
AXL-93 
2R-157 
2R-157 
2R=157 
2F-264 
2H-485 
2H-485 
2H-485 
2H-485 
2H-485 
2H-485 
2R-162 
2R-162 
2R-162 
2k-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
258-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R-162 
2R+162 
2R-162 
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Section Ill 
ΑΝ Ο1-6ΟΑΑΒΑ-4 Numerical index of 





Contractor Parts 
1 FIGURE MICROFILM 

PART NUMBER AND INDEX | QTY. A EAS NUMBER 

183-31140-107 2R-162 183-31158-105 - 

2H-486 183-31158-111 Mt 28-183 
2H-486 183-31158-121 2R-165 
2H-486 | AXD-312 
AXD-312 
AXD-312 
2H-489 
2H-489 
2H-489 
2R-166 
2R-166 
2R-166 
2R-166 
2R-166 
2R-166 
2R-166 
2R-166 
2R-166 
2H-490 
2H-490 
2H-490 
2R-167 
2R-167 
2R-167 
2R-167 
2R-167 
2R-167 
2R-167 
28-167 
AXL-101 
AX0-315 
2H-491 
2H-491 
2H-491 
25-1 
25-1 
25-1 
25-1 
25-1 
25-1 


STOCK NUMBER ES FIGURE . STOCK NUMBER 






Hm at 


1 

2R-163 183-31159- 2 

2R-162 183-31160 

2R-163 183-31160- 
2R-163 
2R-163 
.2R-163 
AX0-309 
AXC-244 
2H-487 
2H-488 
2H-488 
2H-488 
2H-488 
2H-488 
2H-488 
2R-164 
2R-164 
2R-164 
2R-164 
2R-164 
AXC-245 
AXC-245 
AXC-245 
AXC-245 
AXC-245 
AXC-245 


Ne 


183-31144- 
183-31144- 
183-31144- 
183-31145 
183-31146 
183-31147 


Ὁ (f i a amm m -} m e mm 


ONDUR LUNE 


183-31148- 
-31148- 


mi 
PON ο 


NOW ω * 


- σα ο ο 


m 


183-31167 
2U-107 -31167- 
AXE-8 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 183-31168- 
2R-165 183-31168- 
2R-165 τ 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
286-162 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 183-31174- 
2R-165 183-31174- 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 183-31178 
2R-165 183-31178- 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 |. 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 
2R-165 


183-31158- 


183-31158- 


2H-492 
2H-492 
2H-492 
AXD-318 
AXD-318 
AXD-318 
AXL-103 
AXD-319 


-31158- 


183-31158- 
183-3115€- 
183-31158- 
183-311565- 


AXN-124 


AXN-124 
25-2 
25-2 
25-2 
25-2 
25-22 
25-2 
25-2 


183-31158- 
183-31158- 


ge ge e p rà ου OO ο IO IE I ID IE e P I I ID E IER IR n i NB S in re re A ya dea p) a) A A A ED RA A A IR A Ie I el 


AXN-217 
AXN=277 
183-31158- 

183-31158-103 
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Section III 
Numerical Index of 


Contractor Parts | AN Oi-60AABA-4 | 


STOCK NUMBER STOCK NUMBER 2 FIGURE | TOTAL| MIC 
AND INDEX | QTY. | NU 


ROFILM 
MBER 
25-4 





[CLASS CODE] ——PARTNUMBER NUMBER | [CLASS CODE] PARTMUMBER — | 


AXN=277 

AXN-271 

ΑΧΝ- 277 

ΑΧΝ- 277 

ΑΧΝ- 277 

ΑΧΝ- 277 

ΑΧΝ- 277 183-31182- 

ΑΧΝ- 277 183-31182- 

AXN=277 183-31182- 

AXN=277 183-31182- 

ΑΧΝ- 277 183-31182- 
183-31182- 
183-31182- 
183-31182- 
183-31182-101 
183-31183- 29 
183-31185 


25-4 
25-4 
25-4 
25-5 
25-5 
25-5 
25-5 
25-5 
25-5 
25-5 
25-5 
25-5 
25-5 
29-5 


AXC-250 
25-6 
25-6 
25-6 
25-6 
25-6 
25-6 
25-6 
25-6 
25-6 
25-6 
25-6 
2576 


AXN-277 
AXN-277 
AXN-277 
AXN-277 
AXN=277 
AXN=277 
AXN=277 
ΑΧΝ- 277 
AXN-277 
2 AXN-277 
183-31179- + AXN=277 
183-31179- AXN=277 183-31186-101 
ΑΧΝ- 277 
ΑΧΝ- 277 183-31187 
. ΑΧΝ- 277 
183-31179- M ; AXN=277 
183-31179- ή ΑΧΝ- 277 
183-31179- AXN=277 183-31187- 
183-31179- 183-31187- 
183-31179- 
183-31179-101 
183-31179-103 


DO 0 Xn P 
RRR REN RP RPP p d PPR S ο ο ο a ea as 


25-7 


25-7 
25-7 
28-7 
25-7 
25-8 


183-31189- 
183-31189-10 


183-31192- 
183-731192- 
.183-31192- 


ο in dU NE]! 


nr 


183-31193- 
183-31194 

183-31194- 
183-31194- 
183-31195- 
183-31195- 
183-31196 

183-31196- 
2183-31196- 


=. 


AXC-254 


"n 


fo e A A UN) mI 15} e IR RR [-2 15} -; IS INO AD 5 S OS νο» 
Ned 


2H-494 
2H-494 
2H-494 
2H7494 


23 
25 
27 
29 
30 
31 
32 
33 
35 
27 
39. 
41 
43 
45 
47 
49 
51 
53 
55. 
51 
58 


ο υ δω a 


183-31198- 
183-31198- 
183-31198- 
183-31198- 


183-31198- 
183-31198- 
183-31198- 


PA gm nae 
Y UDN-OYN Jou 


25-9 
25-9 
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183-31199- 
183-31199- 
183-31199- 









183-31204- 
183-31204- 







183-31204- 
183-31204- 
183-31204- 






183-31208- 
183-31208- 
183-31208- 
183-31211 

183-31211- 






183-31213 
183-31213- 
183-31213- 
183-31213- 


183-31216- 
183-31216- 
183-31217 

183-31217- 








183-31218- 
183-31218- 
-31218= 











183-31218- 
183-31218- 
183-31218- 
183-31218- 
183-31218- 


STOCK NUMBER ge] meum lr 
| CLASS CODE | PART NUMBER 89| AND INDEX | QTY. | NUMBER 






M1 


Qu p uN«t 0 Jun 


Cin ο 











eg 
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em 







35 
37 
39 
41 
43 
51 
53 
57 
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OTAL|MICROFILM 
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Section ΙΙΙ 


Numerical Index of 




























































STOCK NUMBER 











25-9 
25-9 
25-9 
AXD=322 
AXD=322 
AXD-322 
AXD=322 
AXD-322 
AXD- 322 
AXD-322 
AXD=323 
AXD-323 
AXD- 323 
AXD-323 
AXD-323 | 
AXD-323 
AXD- 223 
AXL-112 
AXL-112 
AXL-112 
AXL=112 


183-31213~ 
183-31219- 
183-31219- 
183-31219- 
183-31219- 11 
183-31219- 13 
183-31219-101 
183-31220 
183-31220- 
183-31220- 
183-31221 
183-31221- 3 
183-31221- 5 
183-31226 
183-31226- 3 








UU 




















ww 







































183-31228-101 
183-31229 

183-31229- 3 
183-31229- 5 
183-31229- 7 
183-31229- 9 
183-31229- 13 
183-31229- 






AXL-112 
AXL-112 
AXL-112 
AXL-112 















2H-495 







25-10 
25-10 
25-10 
25-10 





163-31239- 
183-31239- 
83-31239- 





183-31240- 
183-31240- 
183-31240- 












83-31243- 1 
83-31243- 2 
83-31244 
83-31244- 
83-31244- 
83-31245 


N 






1183-31248 
83-31248- 





FIGURE | TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER 3 S| AND INDEX| QTY. | NUMBER 


2H-495 

2H-7495 

2H-495 183-31231- 
25-10 183-31231- 


Contractor Parts. 











33713 
25-12 
25-12 
25-12 
25-12 
25-12 
25-12 
AXD-326 
AXD-326 
¡AXD=326 
2H-496 
2Η-496 
2H-496 
2H-497 
2H-497 
AXD-329 
AXD-329 
AXD-329 
AXD-329 
ΑΧΟ- 3229 
AXD-329 
¡AXD=329 
2H-498 
2H-498 
2H-498 
2H-498 
2H-498 
2H-498 
2H-498 
2H-498 
AXC-255 
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AXC-256 





AXB-84 
2H-499 
2H-499 
2H-499 
2H-500 
2H-500 
2H-500 
2H-500 
2H-500 
2H-500 
2H-501 
2H-501 
2H-501 
2H-501 
2H-501 
2H-501 
AXD-334 
xD-334 
AXD-334 
AXD=334 
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Section IM 
Mumerical Index of 
Contrector Parts 


STOCK NUMBER [ 
CLASS CODE PART NUMBER 













ER 
ου 


M1 










183-31706- 
183-31706- 
183-31706- 









183-31709 
183-31709- 







183-31717 
183-31718 







183-31721- 
183-31721- 11 
183-31721- 











183-31723- 
183-31724 
183-31724- 3 
183-31725 

183-31725- 3 
183-31739 











3 










183-31802-123 
183-31803 
183-31803- 
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AN O1-60AABA-4 


` FIGURE |TOTAL| MICROFILM 
AND INDEX | OTY. | NUMDER 
: 1 










183-31803- 38 
83-31803- 39 


183-=31803- 43 
183-31803- 44 
83-31803- 45 
183-31803- 46 









1863-31802- 59 
83-31803- 61 
183-31803- 63 
83-21803- 65 
183-31803- 75 
183-31803- 77 
-183-31803- 79 
183-31803- 81 
183-31803- 83 
183-31803- 85 
183-31803- 87 
183-31803-. 89 
183-31803- 93 
183-31803- 95 
183-31803- 97 
183-31803-101 
183-31803-113 
183-31803-115 
183-31803-117 
183-31803-119 
183-31803-121 
183-31803-123 






















AXD-338 
AXD-338 
AXD-339 
AXD-339 
AXN-125 












AXD-341 
AXD-341 
AXD-341 
ΑΧΟ-341 







ΑΧς- 263 183-31803-125 
25-15 183-31803-127 
25-15 183-31803-129 








28-15 183-31803-131 
25-15 183-31803-133 
25-15 183-31803-135 
25-15 183-31803-137 












183-31803-139 
183-31803-141 
183-31803-143 
183-31803-145 
183-31803-147 
183-31803-149 
183-31803-151 
183-31803-153 
183-21803-155 
183-31803-157 
183-21803-159 
183-31803-161 
183-31803-163 
183-31803-165 
183-31803-167 
183-31803-169 
183-21803-171 
183-31803-173 
183-31803-175 
183-31803=177 


25-15 
25-15 
25-15 
AXD=342 
AXD-342 
AXN-126 
AXN-126 
AXD-344 
AXD-344 
AXD=345 
AXD-345 
AXD-346 
AXD-346 
AXB-85 
AXC-264 
AXC-264 
25-16 







































25-16 
25-17 







25-17 183-31802-179 
25-18 183-31803-181 
25-18 183-31803-183 
25-18 183-31803-185 






83-31803-187 






25-18 











25-18 183-31803-189 
25-18 183-31803-191 
25-18 183-31803-193 
25-18 183-31803-195 
25-18 83-31803-197 






183-31803-241 
183-=31804 

83-21804- 
183-31804-= 


25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 
25-18 












83-31804- 
83-31804- 
183-31804- 9 
183-31804- 10 
183-31806%- 11 
183-31804- 12 
183-31804- 13 
183-31804- 14 
183-31804- 15 
183-31504- 16 











` STOCK NUMBER 
`_PART NUMBER 


18331803- 47- 









23 FIGURE | TOTAL| MICROFILM 
33| AND INDEX| QTY. | NUMBER 


25-18 
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Section iil 
Numerical Index of 
Contractor Parts 


STOCK NUMBER 23) FIGURE  |TOTAL/ MICROFILM FIGURE 
CLASS CODE PART NUMBER 59] AND INDEX | QTY. | NUMBER AND INDEX 

M1 25-19 5 9 --- - 
σι - 8i AXESS 
28-19} 2H-508 
25-19 2H-508 
25-19 6 2H-508 
25-19 2H-508 
28-19 2H-508 
25-19 
25-19 
25-19 
25-19 
25-19 
25-19 
25-19 
25-19 
25-19 


ΑΝ Ol-6CAABA-4 








183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 
183-31804- 25-19 
183-31804- 25-19 
183-31804-101 25-19 
183-31804-102 : 25-19 183-318130- 2F-268 
182-31805- 1 25-20 || 183-316130- 2F-268 
183-318134 AXD=364 
3 AXD-364 
20-269 
AXN-282 8 2D-270 
183-316137 2H-509 
AXN-282 | R82NA 183-218137- 2H-509 
29-21]|R82NA -|183-219131- ; 2H-509 
25-21 
25-21 
25-21 183-318139- 
25-21 183-31814- 
25-21 
25-21 AXC-2T71 
25-21 AXC-271 
25-21 183-318140- AXC=271 
25-21 183-318141 
25-21 183-318143 AXL-126 
25-21 183-318143- AXL-126 
25-21 183-315143- AXL-126 
25-21 183-316143- AXL-126 
25-21 183-318143- AXL-126 
25-21 183-318143- AXL-126 
183-318142- AXL-126 
AXC-265 183-318143- AXL-126 
2F-265 183-318143- AXL-126 
2F-265 AXL-126 
2F-265 É 10 2 AXL-126 
2F-265 183-318143-101 AXL-126 
2F-265 182-318143-102 , AXL-126 
20-266 1837318144 25-23 
2D-267 183-316144— 25-23 
20-267 182-318144- . 25-23 
20-268 18373181447 ὶ 25-23 
20-268 183-318144- 25-23 
29-22 183-318144- 25-23 
25-22 8 25-23 
AXN-129 AXC-272 
AXN-129 Αχς- 212 
2 ΑΧς- 212 
183-318146 AXD-=366 
ΑΧΌ-358 183-318146- f AXD=366 
AXD-358 183-318146- ΑΧΟ-366 
AXD=358 AXD=366 
2H-505 A 
2H-505 
2H-505 
AXD-359 


2F-268 
2F-268 


ES pa p d PP PRP A ED. E EB I3 


πώ Jin 


m 


ω 


2 i 25-20 


ο... 


183-31307- 
182-31807- 
183-31807-7 
182-31807- 
182-31807- 
182-31807- 
183-31807- 


183-31807- 
183-31807- 


183-318101- 
183-318101- 
183-318101- 
183-318101- 
183-318101- 


PUN 
waonourwnr 


N nr 


R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


R82NA 
R82NA 
R82NA 


ourwnr 


183-318147- 

1183-318147- 

AXL-124 183-318147- 

2Ε-266 183-318147- 

2F-266 183-318147- 

2F-266 183-318147- 
2H-506 
2H-506 
2H-506 


183-318119- 
183-318119- 
183-31812 


On.» nr 


183-318122 
183-318122- 
183-318122- 
183-318124 
183-318126 
183-318126- 
183-318126- 





Mo 


AX0-362 


AXD-362 
AXD-362 183-31816 AXL-130 


AXD-362 183-31816- AXL-130 
AXD-362 183-31816- AXL-130 
AXC=267 183-318161- ΑΧΝ-130 


1 
1 
2 
2 
1 
1 
1 
T 
1 
1 
4 
1 
1 
2 
1 
2 
2 
2 
2 
4 
2 
2 
2 
2 
1 
1 
1 
2 
2 
1 
1 
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1 
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1 
1 
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1 
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1 
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1 
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Section Ill 
Numerical Index of 


Contractor Parts AN O1-60AABA-4 
FIGURE MICROFILM 23] εισύκε {[τοται] MICROFILM 
| Paer numser 7 7 SS | anp inoex | ary. | NUMBER | [crass CODE| Parr Nummer —] σος 








AXN-130 
| [AXN-130 
AXN-130 
ΑΧΝ- 130 
AXN-130 
AXN-130 
183-318161- 1 AXN=130 
183-318162 AXC=274 
183-318162- AXC=274 
183-318162- AXC-274 
183-318163 . 2F-270 
183-318163- 03 ^ . 2F-270 
183-318163- 5 2F-270 
183-218165 2F-271 
2F-271 


e am amm 


AXD-369 

20-271 

ΑΧ0”- 3247 

AXD=347 

2F-273 

25-273 

2F-273 

183-318171 AXB-91 
183-31818 2H-504 
183-31818- 2H-504 
183-31818- 2H-504 


AXC-297 
AXC-297 


fO N) S ID I2 48 ES ο ο μυ 


m 


25-28 
25-28 
25-28 
2H-512 
2H-512 
2H-512 


183-31820- 
183-31820- 


183-31854- 
183-31855 
183-31855- 
183-31855- 
183-31822- 183-31856- 
183-31823 183-31856- 


183-31823- AXC-279 183-31856- 
183-31823- À AXC-279 183-31856- 
183-31823- AXC-279 183-31856- 
183-31823- AXC-279 183-31856- 
AXD=361 183-31856- 
AXD-361 183-31856- 


AXD-361 


AXD=350 
AXD-350 
AXD=350 


Nro -- σν U fimi 


NN 


AXD-350 


AXC=299 
AXC-299 
AXC-299 


183-31861- 
183-31861- 
183-31862- 
ΑΧς-284 183-31862- 
AXC=284 183-31862- 
AXC=284 183-31862- 
AXC=285 183-31863 
Αχς-285 183-31863- 
AXC-285 183-31863- 
18983-31865 
183-31865- 
183-31865- 
183-31866 
AXC-286 183-31866- 
183-31867 
183-31867- 
183-31867- 
AXC-287 183-31868 
AXC-287 183-31869 
AXC-288 183-31871 
AXC-2B8 183-31872 
AXC-288 83-31876 


ΑΧΝ-283 
25-29 
25-29 
25-29 

AXL-140 

AXL-140 

AXL-140 
AXP-1 
ΑΧΡ-1 

2D-272 
2D-272 
2D-272 
20-277 
AXB=93 
2H-513 
AXC=302 





183-31837- ` 

183-31837- 
133-31878 
183-31879 


ολλ ο RR ου eee eee 
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i 
STOCK NUMBER . 
[CLASS CODE | PART NUMBER 






STOCK NUMBER : 
s PART NUMBER 9 


















E FIGURE 
ETE 
Ml 
















































































































183-31879- 3 2 |AXC-303 2 25-34 
183-31879- 5 2 |AXC-303 2 25-34 
183-31880 7 1| 2H-514| 1 25-34 
183-31881 1 25-30 1 
p 1 25-30 1 
2 | AXB-94 1 
4 ΙΑχς- 204 i 
4 |Αχς- 204 1 
4 lAXC=304 183-51801- 1 159A- 32 1 
2 ΙΑΧς- 205 183-51801- 3 159A- 33 1 
K 18323-51801- 5 1594- 7 1 
2 |AXC-305 183-51801- 7 159A- 8 1 
2 lAXC-305 9 159A- 4 1 
2 ΙΑχς-205 159A- 5 1 
2 |axc-305 159A- 1 1 
2 lAXC-305 159A- 2 1 
1| 2F-278 R82NA 183-52009 1 
4| 2F-278 R82NA 183-52240 1 
3| 2F-278 183-53004 REF AXP-2 
3| 2F-278 
2| 2F-278 183-53004- 3 
2| 2F-278 183-53004-200 
183-31886 4 |Αχς- 207 183-53006 





183-53007 













25-31 

25-31 
AXC-308 
AXC~308 
AXB-95 
AXC-309 
AXC-309 
2F-279 
2F-279 
2F-279 
AXC=311 
25-32 
25-32 
25-32 
25-32 
25-32 
25-32 
25-32 
25-32 
25-32 
25-32 
25-32 
25-32 
25-32 
AXD=355 
AXD-355 
AXD-355 
AXD-355 
2F-280 
2F-280 
AXC-312 
AXC-213 
Αχς- 213 


183-31887 
183-31887- 3 
183-31888 
183-31888- 































183-53007- 


183-31891 
183-53007- 17 


183-31891- 3 
183-31891- 5 
183-31892 

183-31893- 
183-31893- 






















183-31893- 
183-31893- 
193-31893- 





















183-53008- 


183-53008- 
183-53008- 
183-53008- 
183-53008- 





183-31893- 
183-31893- 
183-31894 
183-31894- 3 
183-31894- 5 
183-31894- 7 
183-21895 

183-31895- 3 
183-31896 
183-31897 


00-36 


rm 
o 
ω 
L] 
w 
ω 
o 
o 
το 
t 
- 













































> AXD=371 
201 - 14 AXD-371 
201 AXD-371 
201 - 15 AXD=372 
201 - 26 25-37 










e) o PN PN PEN I IB ID I λα A n A 7 
T 
o 
v 
3 
νι 

W ω 
ο 
o 
Ὁ 
M 
m 


































































































AXC-213 28-37 

AXC-214 25-37 

183-31898- 1 AXL-149 
183-31898- 2 183-53012- 1 AXL-149 
163-31898- 3 1 [axc-314 183-53012- 2 AXL-149 
183-31898- 4 1 |AXC-214 183-53013 AXD-373 
1 lAx0-356 183-53013- 201 - 23 ΑΧΟ- 3273 

1 |JAXD-356 201 AXD=373 

1 lAxD-356 201 - 25] - 2 [AXD-374 
1 183-53014- 2 [AXD-374 ` 

1 183-53015 201 - 22 1 laxc=316 

i| 25-33 183-53016 01 1 laxc-317 

3 1| 25-33 01 - 13 2 lAxD-375 

5 i| 25-33 1 | AXB-96 

1 {AXD-370 201 - 10 1 | AXB-96 

1 1 JAXD-370 201 1 | AX8-96 

2 1 lAXD-370 pol - 7 1 AXL-150 

183-51048- 3 1 JAXD-370 1 lAXL-150 
183-51048- 4 1 JAXD-370 : DEP 
3 : ae 1 AXL+ 150 

183-51064- 5 1 25-34 2 AXL 1120 
183-51064- 7 i| 25-34 1 ΑΧ 150 
183-51064- 9 1| 25-34 : 1 AXL-Z150 
183-51064- 11 2 25-34 183-53019- 15 1 AXL-150 
183-51064- 13 i| 28-34 183-53019- 17 1 ΑΧΙ «150 
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STOCK NUMBER | ER FIGURE MICROFILM STOCK NUMBER z 
[ClasscoDE| PART NUMBER | 88| AND INDEX NUMBER | [CLASS CODE] PARTNUMBER | 


= 4 Š 183-532105- 6 

183-520202 183-53105= 7 

183-53021 183-53105- 
183-53106 


183-53109 


183-53110 


163-53025- 
183-53025- 


183-53205- 


183-53025- 183-53311 


183-53025- 


183-53025- 183-53312 : AXL-157 


.J183-53512- AXL-157 
183-53312- AXL-157 
AXL=157 


183-53025- 
183-53025- 
183-53025- 


δν» Όν ωσωβιω ρω 


153-53312-. 
183-53312- 
AXL-157 
AXL=-157 
183-53025- 
183-53025- 


183-53025- 
183-53031 


is rS n an a a pa am an ERA Pr mU e N 


AXL-152 
AXL-152 


1 
2 
3 
5 
7 
8 
9 


183-53042- 
183-53043 
183-53069 


Nee PE 


183-53069- 
183-53069- 


WwW nr 


185-53315- 
183-53316 
183-53317 
183-53317- 
183-53318 
183-53319- 
183-53319- 
183-53319- 


ω 


183-53069- 
183-53069- 
183-53069- 


183-53319- 
183-53319- 
183-53319- 


o0-0u PWN) we 


183-53069- 


183-53069- 183-53379- 
183-53579- 
183-53379- 
183-523379- 
183-53379- 13 
183-53379- 
183-53382 


E AA 


AXC-321 
AXC-322 183-53511- 
20-273 183-53511- 
AXC=323 
25-40 
25-40 2 
25-40 183-52511- 12 


V) V ο WWW mn pr pl pos 
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STOCK NUMBER E FIGURE MICROFILM STOCK NUMBER 2 
| CLASS CODE | PART NUMBER AND INDEX NUMBER | | CLASS CODE| PART NUMBER 


183-5351i- 

183-53511- 

183-53511- 

183-53511- 

E 183-53511- 

4 183-52511- 
183-535]1* 





R82NA 183-54032 25-50 
-54033 


AXD-381 
183-54034- AXD-381 
183-54036 
183-54037 


183-53523- 
183-53523- 
183-53523- 

-53523- 


NN TRPRPNNN Pre NA 


25-51 
25-51 
25-51 
25-51 
25-51 
25-51 
25-51 
25-51 


Py Ju 


Wr 
n 
m 


AXM=1 

AXM-1 

AXM-1 

AXM-1 

AXM=1 

AXM=1 

AXM-1 

AXM-1 

AXM=1 

AXiA=1 

25-45 183-54049- 
183-54049- 


183-53524- 
193-53524- 
183-53524- 
183-53524- 
133-53524- 


AXM=9 
AXM=9 
AXM-9 
AXM=9 
ΑΧΜ-9 
-᾿ΑΧΜ-9 
ΑΧΜ-9 
ΑΧΜ-9 
AXM-9 
AXM-9 


^n i5 tfo 9 Nf p rm m |!aNMemmmtm 


20 
m 


25-45 
25-45 
25-45 
25-45 
25-45 
25-45 
25-45 
25-45 . 183-54049- 
25-45 
25-45 
25-45 
AXM-3 


183-53525- 
183-53525« 
183-53525- 
183-53525- 


Ur 1111 


AXM-9 
AXM=9 
AXM=9 
AXM=9 
AXM-9. 
25-52 
25-52 
25-52 
25-52 
25-52 
25-52 
25-52 
25-62 
29-52 
25-52 
25-52 
25-53 
25-53 


NA A A A A {4 1} A AA 


AXM-3. 
AXM-3 


183-54007 25-46 
183-54021 AXD=379 
25-47 


25-47 

25-47 

25-47 183-54050- 

25-47 183-54050- 

25-47 

25-47 

25-47 

25-47 

25-47 

25-47 

25-47 

25-47 

25-47 

25-47 

25-47 

25-47 

25-47 

25-47 |. 

25-47 

25-47 

25-47 |} 183-54056- 

25-47 183-54057 

25-47 -540517- ` 

25-47 

25-47 

25-47 

25-47 

25-47 83-54061 

25-48 | 

25-49 | 83-54061- 25-56 

183-54061- 25-56 

25-49 183-54061- 25-56 

25-49 183-54061- 25-56. 

25-49 183-54061- 25-56 
AXD-380 83-54061- 25-56 


183-54022- 
183-54022- 
183-54022- 
183-54022- 


25-53 
25-93 
25-53 
25-53 
25-53 
25-53 
25-53 
25-53 
2H-515 
2H-515- 
2H-515. 
2H-515 
2H-515 
2H-515 
25-54 
25-54 
25-55 


Nere PRN PENN SEEN II 322 I IND IND NP PEPE IND RP RRP Be here a n it n an n mam ο ο 


183-54022- 
183-54022- 
183-54022-7 
183-54022- 
183-54022- 
183-54022- 


Ni RN A A A A PE 


25-55 
25-55 
25-56 


183-54022- 
183-54022- 
183-54022- 





ο ο ο ο pd e od n m aer r9 RI IR o I E "ο; Ωω 
ree 


pa pp κ 
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STOCK NUMBER τ E NUMBER MICROFILM 
| CLASS CODE | PART NUMBER | _ PARTNUMBER | MBER 


183-54062 25-57 


25-57 001 . 25-66 


2 
m 
n 


ΑΧΜ- 23 
AXP-7 
AXP-7 
25-67 
25-67 
25-67 
25-67 
25-67 
25-67 
25-67 
25-67 
25-67 

2H-517 
25-68 


25-58 
25-58 
25-59 


AXM=15 183-74101- 
AXM-15 183-74101- 
AXB=107 183-74101- 
183-74101- 
183-74101- 


- HM AA pr ny 


Po ps ps 


AXD-383 
AXD-383 


:184-00001 
AXD- 384 2184-00003 
1184-11601 
AXD=385 1184-12310 
1184-12410 
25-60 ` 1184-15009 
25-60 184-15009- 
25-61 184-20001 
1184-21002 
25-61 . 184-21003- 
25-61 i . 
AXM-16 184-21003- 
ΑΧΗ- 17 


183-54106 


183-54107 2H-521 


2H-522 
2F-286 
2F-286 
25-75 
25-77 
25-78 


ο ο 15} EN 4 N 5S 


moa mmn ee eee 


DA 
mm 
mM nmn 


25-78 


Um 


25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-76 
25-78 
25-78 
25-78 
25-78 
25-78 
25-78 
25-76 
25-73 
25-78 
25-78 
25-78 
25-18 
25-78 
25-78 
25-78 
25-78 
25-78 


184-21003-. 
184-21003- 
184-21003- 
184-21003- 
184-21003- 
184-21003- 


Den q ps ϱ- 


20-278 
AXB-109 
AXM-18 
25-62 184-21003- 
25-62 184-21003- 
25-62 
25-62 
25-62 184-21003- 
25-62 184-21003- 
25-62 184-21003- 
25-62 184-21003- 
25-62 184-21003- 
25-63 184-21003- 
AXD-386 184-21003- 
AXD-386 
AXM-20 
AXM-20 
AXM-20 184-21003- 
AXM-20 184-21003- 
AXM=20 184-21003- 
AXM=20 184-21003- 
AXD=387 184-21003- 
AXD-387 184-21003- 
AXD-387 : 184-21003- 
AXC-326 184-21003- 
AXD-388 184-21003- 
AXD-388 184-21003- 
AXD-389 184-21003- 
AXD-389 184-21003- 
ΑΧΟ-389 184-21003- 
184-21003- 
184-21003- 
184-21003- 
184-21003- 
184-21003- 
184-21003- 
184-21003- 
184”-21003- 
AXD-390 184-21003- 
ΑΧΜ-21 4 184-21003- 
AXB=110 184-21003-. 
183-71057 184-21003- 
183-72001 25-65 184-21003- 


183-72001-101 25-65 184-21003- 
183-73101 84-21003- 


183-71029 
183-71030 


"e 


183-71032- 
183-71032- 
183-71032- 


183-71037 
183-71037- 
183-71037- 


183-71053 


4 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
I 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
- 1 
1 
1 
1 
1 
1 
1 
1 
5 


RNR NII ER ee AAA 


183-73110- 5 à 1845-21003- 
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STOCK NUMBER FIGURE 
| CLASS CODE | PART NUMBER AND INDEX 







FIGURE 
AND INDEX 










































































STOCK NUMBER E 
[class cope] Pary NuMBER 

































































184-21003- 69 184-21042- 15 25-79 | 
184-21003- Το 184-21042- 17 55-79 
184-21003- 71 184-21085- 1 25-80 
184-21003- 73 184-21085- 2 25-80 
184-21003- 75 164-21085- 3 25-80 
184-21003- ΤΊ 184-21085- 4 25-80 
184-21003- 79 184-21085- 5 25-80 
184-21003- 81 184-21085- 7 25-80 
184-21003- 82 184-21085- 9 25-80 
184-21003- 83 184-21085- 11 25-80 
134-21003- 85 184-21129- 1 25-81 
184-21003- 86 184-21129- 2 25-81 
184-21093- 87 184-21129- 3 25-81 
184-21003- 89 184-21129- 4 25-81 
184-21003- 90 184-21129- 5 25-81 
.(184-21003- 91 184-21129- 7 25-81 
184-21003- 93 184-21129- € 25-81 
184-21003- 95 184-21129- 9 25-81 
184-21003- 97 184-21173 2H=525 
184-21003- 99 184-21174- 1 25-82 
184-21003-103 184-21174- 2 25-82 
184-21003-105 184-21174- 3 25-82 
184-21003-107 184-21174- 4 25-82 
184-21003-109 184-21174- 5° 25-82 
184-21003-111 184-21174- 7 25-82 
184-21003-113 184-21174- 8 25-82 
184-21003-115 184-21174- 9 25-82 
184-21003-117 184-21179- 1 2F=287 
184-21003-118 184-21179- 2 2F=287 
721003-119 184-21185- 1 2H-527 
2 2H-527 





25-83 






184-21003-123 




























































































184-21003-125 184-21189- 3 25-83 
184-21003-126 184-21189- 5 25-83 
184-21003-127 184-21304 2H-528 
184-21003-129 184-21305- 3 25-84 
184-21003-131 184-21305- . 4 25-84 
184-21003-133 184-21305- 5 25-84 
184-21003-135 184-21305- 7 25-84 

184-21305- 9 25-84 





184-21093-137 
184-21003-139 
184-21003-141 
184-21003-143 
184-21003-145 
184-21003-146 
184-21003-147 
184-21003-148 
184-21003-149 
184-21093-150 
184-21003-151 
164-21003-152 
184-21993-153 
184-21003-155 
184-21003-157 
184-21003-158 
184-21003-159 
184-21003-161 
184-21003-163 
184-21003-165 
184-21003-167 
154-21003-168 
184-21003-169 
184-21003-170 
184-21003-171 
184-21003-172 - 
184-21003-173 
184-21003-175 
184-21003-176 
184-21003-177 
184-21003-179 
184-21003-181 
184-21003-183 
184-21003-185 
184-21003-187 
184-21003-189 
184-21011 





25-84 
25-84 
29-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-64 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 
25-84 


184-21305- 11 
184-21305- 13 
184-21305- 15 
184-21305- 17 
184-21305- 19 
184-21305- 21 
184-21305- 23 
184-21305- 25 
184-21305- 27 
184-21305- 29 
184-21305- 31 
184-21305- 33 
184-21305- 35 
184-21305- 37 
184-21305- 39 
184-21305- 41 
184-21305- 43 
184-21305- 45 
184-21305- 47 
184-21305- 48 










































































































184-21311 
184-21431 
184-21432 
184-21433 
184-21437 
184-21438 
84-21439 
184-21440 
184-22004- 






2H-530 



























2H-531 
2H-532 
2H-533 
2H-534 
25-86 



















e 









25-86 


N 



























184-21042- 1 184-22004- 
184-21042- 2 
3 84-22004- 3 25-86 
4 184-22004- 5 25-86 
184-21042- 5 184-22004- 7 25-86 
184-21042= 7 184-22004- 9 25-86. 
184-21042- 11 184-22004- 11 28-86 
184-21042- 13 184-22004- 13 25-86 





1063 


Revised 15 September 1955 








Sectien Β[1 
Numerical Index of 
Contractor Parts 


STOCK NUMBER . 
CLASS CODE PART NUMBER 

















184-22004- 
184-22004- 21 
184-22004- 23 
184-22004- 25 
184-22004- 27 
184-22004- 28 
184-22004- 29 
184-22004- 31 
184-22004- 33 
184-22004- 35 
184-22004- 














184-22004- 
184-22004- 45 
184-22004- 








184-22004- 
184-22004- 










184-22004- 
184-22004- 85 
184-22004- 87 
184-22004- 89 
184-22004- 91 
184-22004- 93 
184-22004- 95 
184-22004-201 









184-22005- 








184-22005- 





184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
















184-22005- 
184-22005- 
184-22005- 
184-22005- 21 
184-22005- 23 
184-22005- 25 
184-22005- 26 
184-22005- 27 
184-22005- 


















184-22005- 
184-22005- 35 
184-22005- 37 
184-22005- 39 
184-22005- 41: 
184-22005- 42 
184-22005- 43 
184-22005- 45 
184-22005- 47 
84-22005- 49 
184-22005- 51 
184-22005- 53 
184-22005- 54 
84-22005- 
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184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 
184-22005- 












184-22005- 
184-22005- 





184-22005- 
184-22005- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 










184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-220017- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 
184-22007- 





























m 









































184-22007- 
184-22007- 
184-22008- 
184-22008- 
184-22008- 
184-22008- 
184-22008- 
















184-22008- 
184-22008- 
184-22008- 
184-22008- 
184-22008- 
184-22008- 
184-22008- 



















184-22007- 


184-22008-. 





STOCK NUMBER 
[CLASS CODE] PART NUMBER 


57 
58 
59 
61 
62 
63 
65 
66 
67 
68 
69 


11 
12 
15 
17 
19 












MICROFILM 
NUMBER 
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AN OI-6OAABA-* Contractor Parts: 
T 
STOCK NUMBER MICROFILM STOCK NUMBER 5 FIGURE + | TOTAL) MICROFILM 
NUMBER | [CLASS CODE] PARTNUMBER |$] AND inDex | GTY. | NUMBER 
25-89 184-22028 56 - 32 -54 
184-22028- 3 28-344 : 


25-89 
25-89 
25-89. 
25-89 
25-89 
25-89 
25-89 










2H-545 
2H-545 


184-22029 
184-22029- 3 













184-22008- 27 
184-22008- 29 
















211-546 
.2H-547 











































25=B9 

25-89 

25-89 2H-548 
' 28-898 2H-549 

25-89 184-22039- 2H-549 

25-89 184-22040 2H-550 


2U-108 















































































































25-89 
184-22008- 25-89 2U-108 
184-22008- 53 25-89 2U-108 
25-89 2U-108 
25-89 184-22042 2H-551 
25-89 184-22042- 3 2H-551 
184-22008- 61 25-89 184-22043 2H-552 
184-22008- 63 25-89 184-22044 2H-553 
25-89 184-22044- 2 211-553 
25-89 184-22084- 1 2U-101 
25-89 184-22084- 2 21-101 
25-89 184-22084- 3 2U-101 
25-89 184-22084- + 2U-101 
184-22008- 25-89 J184-22084- 5 2U-101 
184-22008- 70 25-89 184-22084- 6 2U-101 
184-22008- 71 25-89 184-22129- 1 2U-102 
25-89 184-22129- 2 2U-102 
25-89 184-22129- 2 2U-102 
25-89 184-22129- ^4 2U-102 
25-89 184-22129- 3 2U-102 
25-89 184-22311 2H-555 
25-89 184-22311- 3 2H-555' 
25-89 184-22311- 5 2H-555 
























184-22406 


25-89 
184-22406- 


25-89 
25-89 
25-89 
25-89 
25-89 


184-22008- 
184-22008- 80 


w 










2F-291 























2F-291 
2F-292 
2F-294 


2 
2 
1 
2 
1 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
2 
1 
2 
2 
2 
2 
6 
6 
2 





































184-22008- 85 25-89 

184-22008- 86 25-89 2F-295 
25-85 2F-296 
25-89 184-22415 2F-297 






184-22514 2F-298 


25-69 
184-22515 







































































184-22008- 25-89 
184-22008- 93 25-89 184-22603- 25-92 
184-22008- 94 25-89 184-22603- 25-92 
25-89 25-92 
25-92 


25-89 




































































































184-22008- 25-89 25-92 
184-22008- 99 25-89 25-92 
184-22008-101 25-89 25-92 
184-22008-103 25-89 25-92 
184-22008-105 25-89 2F-300 
184-22008-107 25-89 2F-301 
184-22008-108 25-89 2F-302 
184-22008-109 25-89 184-31020 25-93 

.184-31020- 10 25-93 


25-89 
25-89 
25289 
25-89 
25-89 
25-89 





184-22008-111 
184-22008-113 
184-22008-115 
184-22008-117 
184-22008-119 
184-22008-121 


184-31126 
184731144 
184-31221 
184-31221- 
184-31428- 
184-31428- 








































































- UN UN ο 


184-22008-123 25-89 
184-22008-125 25-89 184-31526- 2F2317 
184-22008-127 25-89 184-31526- 2F-317 
184-22010 2F-289 184-31526- 2F-317 | 


184-31709 
184-31779 
184-31779- 39 
184-31779- 81 
184-318165 
184-318166 
184-31866- 1 
184-31866- 2 
184-31890 
184-31891- 
184-31891- 
184-31892- 
184-31892- 


2H-535 
2H-536 
2H-537 
2H-538 
2H-538 
2H-539 
2H-539 
2H-540 
2H-540 
2H-541 
2H-541 
2H-542 
2H-543 


184-22011 
184-22012 












































184-22026 
184-22027 
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AN O1-60AABA-4 



















































| — PARTNUMBER | | — PARTNUMBER | 


















STOCK NUMBER 28| FIGURE |TOTAL|MICROFILM EI NUMBER 23 FIGURE |TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER 90| AND INDEX | QTY. | NUMBER 9 8| AND INDEX | QTY. | NUMBER 


























184-31895 184-52236- 3 2| 2F-482 
184-32120- 3 25-111 184-52237 2 | 2F-433 
184-32120- 4 25-111 184-52237- 3 2 | 2F-483 
184-32506 295-112 184-52237-= 5 2| 2F-483 
184-32506- 3 25-112 2 | 2F-484 
184-32506- 5 25-112 2| 2F-485 
184-32506- 7 25-112 2 | 2F-485 
184-32506- 8 25-112 184-52240 2| 2F-486 
184-32506- 9 25-112 1845-52240- 3 2 | 2F-436 
184-32506- 11 25-112 184-5224l- 1 11 23-179 
184-32506- 13 25-112 184-52241- 2 1] 24-179 
184-32506- 20 25-112 184-52241- 3 1 | 22-179 
184-32905- 1 : 184-52241- 4 1| 22-179 
184-32905- 2 184-52243- 1 REF 

184-33120 2F-329 184-52243- 2 REF 





























































184-33513 184-52245 20-424 
184-33519 184-52247 2F-481 
184-38133- . 184-52247- 5 2F-487 
184-20000 25-113 184752251 20-426 










184-52266 
184-523109 
184-523109- 
184-52317 
184-523217 
184-523217- 


20-427 
2F-483 
2F-489 


25-114 























v 


R82NA 2H-599 
2H-599 
2H= 599" 
2H-600 
2Η-601 













2F-490 
2F-490 





184-42226 
184-42227 
184-42228 
184-42229 
184-42230 
184-42601- 10 
184-42601- 20 
184-42628 

184-42628- 10 
184-47001-100 
184-47001-200 
184-48160 
















2F-331 









20-430 
20-431 


N 
PREP 4 e m a9 IN) NNR PN ERP i AA NINO RI pp 







































AXP-8 
AXP-8 











184-52357 
184-52477 
184-52508 
184-52511 
184-52515 
184-52516 
184-52531 
184-52531- 3 
184-52546 

184-52547 

184-52548 

184-52548- 
184-52548- 
184-52549 

184-52549- 
184-52549- 
184-52601- 
184-52601-. 






20-452 





20-305 
25-119 
25-119 
2F-358 






20-454 
20-455 
20-458 
20-458 
20-462 
20-463 
2F-511 
2F-511 
2F-511 
24-192: 
24-192 

































184-48179 
184-48208- 10 
184-48208- 20 
184-48442 
184-48508- 3 
184-51006 
184-51006- 3 
184-51006- 5 
184-51010- 3 
184-51010- 5 
184-51010- 7 
184-51010- 10 
15 
20 


2F-364 
2F-367 
2F-367 


















nr 













` 27-52 
21-52 
21-52 
21-53 
21-53 
21-53 
21-53 
21-53 
21-53 

2F-470 

2F-470 
2D-403 















2F-512 
2F-512 
2F-512 
2F-512 
2Ε--512 
2F-512 
























184-51010- 
184-51010- 
184-51038 










σων Un 


I 
a 
£ 

[| 

vw 
DN 
ο 
o 
-_ 

t 
ere 




















N 











184-51067- 
18451114 


NEP E EO Ν ID I PPP RP eee eee Pep 






mm 
DI NR OI EO PO EE i e IO INN IND IO IN IH BE e EEE eee 















184751115 1 
1 
1 
1 2 
-1 1 
184-52012- 1 1 
184-52012- 20 1 1 
REF 8 

















ο ο 






184-52083 
184-52083- 3 
184-52083= 5 
184-52083- 7 
184-52083- 9 
184-52083- 11 
184-52083- 17 
184-52083- 19 
184-52083- 21 
184-52083- 23- 
184-52083- 25 
184-52226- 







84-54111 
2864-54112 
1184-54113 

1284-54114 . 
184-54114- 3 
184-54121- 5 
184-54121- 9 
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Section Ill 
Numerical Index of 
Contractor Parts 


STOCK NUMBER ERES MICROFILM FIGURE | TOTAL| MICROFILM 
CLASS CODE PART NUMBER 9 9| AND INDEX NUMBER [CLASS CODE| PART NUMBER — | AND INDEX | QTY. | NUMBER 
184-63633- 11 i ] 
20-468 184-71033- 3 
2F-529| 184-71039 
21-89 18454-71129 
21-89 184-73313 
2D-470 184-74025- 3 
2F-530 184-943005- 71 
2F-530 


ΑΝ ΟΙ-6ΟΑΑΒΑ-4 








184-54173- 2 20-500 
184-54217 

184-54241- 27 
184-54241-101 


3 


2F-589 


m 
ο Ὁ VU ο FM PRP em I UD. ο” pre 


184-54713- 
184754714 
184-54714- 
184-54716 
184-54717 
184-54719- 
184-54719- 
184-54769- 
184-54770 
184-54771- 

RITAIR  |184-54772- 
184-58003 
184-58005 


= 


2F-540 
2F-541 
246-212 
24-212 
2F-543 
2F-544 
23-213 
2F-545 


nN 
On 


e BER RP S GS PR A A A AN DD DOOR PEE 
to 
u 


184-58005- 


m 


184-58006 


r 


184-58006- 


184-58111 
184-58111- 
184-58115 


2F-546 
2F-546 
2F-547 


o 
PPR OPN ENE YW PRP RP WOUND 


184-58138 6 


184-58244 , 
184-58252 
184-58253 
184-58254 
184-58328 
184-58520 
184-58521 


P 
m 
- 


184-58524 
184-58708 
184-58711 
184-58719 
184-58726 
184-58740 


un —JmnrpOomno 


ro 


184758741 
184-58748 
184-58782 
184-58783 
51 
55 
57 
59 
184-58804- 63 
184-58804-151 
184-58804-155 
184-58804-157 
184-58804-159 
184-58806- 89 
184-58808 
184-58808- 13 
184-58808- 63 
184-58808- 65 
184-58808- 67 
184-58808- 69 
184-58808- 83. 
184-58808-163 
184-58808-165 
184-58808-167 
184-58808-169 


AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 
AXD-391 





> 


PER [54 s PEEP [2 [1 Ee 1) 54 ERR 158 κ} [πλ 15} 152 [1 Y 1-2 RENN NPR A A A NA 5200 PRN A IA A E 15 
ππνυωων-νΝώΝρ 








Section ΙΙΙ 


Numerical Index of 


Contractor Parts 


CLASS CODE 


-1068 


. STOCK NUMBER 





PART NUMBER 


2P7-18-80-1/2 


2P7-180-80-1/2 


2P7-180-802 


2R3-6=-10 
2R3-6-3 . 
293-6-4 
2R3-6-5 


| |2R3-8-10 


2R3-8-11 
2R3-8-12 
2R3-8-13 
2R3-8-4 
2R3-8-5 


2WSP73-72-156 
2W1-11-32-63 
2W1-12-12-020 
2W1-12-18-63 
2W1-12-20-16 
2W1-12-22-50 
2W1-12-26-32 
2W1-12-28-32 
W1-13-14-63 





AN O01-60AABA-4 


TOTAL|MICROFILM 
QTY. 
4 





|2w1-13-16-63 


2W1-13-16-64 
2W1-13-20-16 
241-13-20-63 
W1-13-20-94 
2W1-13-24-064 
2W1-13-24-065 
2W1-=13-24-63 
2W1-13-24-65 
2W1-14-14-020 
Μ1-14-20-32 
2W1-714-22-65 
W1-16-16-032 
W1-716-16-63 


W1-16-22-32 
l2W1-16-24-32 


W1-16-24-50 
W1-716-24-63 
2W1-16-24-64 
Wl-716-24-65 
W1716-43-065 
W1-17-16-16 
W1717-16-63 


2Ν1 17-20-63 
W1-717-22-50 
2W1-17-22-63 
i2W1-717-22-65 
W1-17-24-32 
W1-17-24-63 
2W1-17-24-65 
W1-17-28-65 
i2W1-17-48-50 
W1-18-8-032 
W1-20-20-025 
W1-20-26-93 
W1-20-28-40 


2W1~21-14-16 
W1-21-22-63 
W1-21-22-65 

i2W1721-24-065 
W1-21-24-65 


- [2W1-21-32-63 


2W1-24-18-31 
W1-24-20-93 


| pwi-24-22-125 


2W1-24-22=215 
2W1-24-24-40 
2W1-24-28-65 
2W1-24-32-16 
2W1-24-32-32 
W1-24-32-62 
W1-724-32-64 
2W1-24-32-31 
2W1-24-40-62 
W1-25-30=65 - 
2W1-25-40-60 
W1-25-40-64 


2W1-26-26 
2W1-26-32-63 
W1-726-36-63 


2W1-28-20-025 

2W1-728-24-025 

2W1-28-28-125 
W1-32-36-040 
W1-733-24-32 


241-733-28-125" 


W1-36-24-025 
W1-740-36-50 
W1-40-40-64 
W1-44-30 
2W1-44-30—32 
W1-50-36-65 


W1-764-56-91 


N 
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w 
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Pp 
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> 
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FIGURE TOTAL| MICROFILM 
AND INDEX | QTY NUMBER 


4 


ΑΝ O1-60AABA-4 


FIGURE MICROFILM 
AND INDEX NUMBER 
B5. = 13 8 


66 AR 
















STOCK NUMBER 
| CLASS CODE | PART NUMBER 


2W1AL16-32-32 
2W1AL16-32-64 


2W1AL16-43-64 


STOCK NUMBER 
PART NUMBER 









CLASS CODE 












2W1-8-12-32 
241-80-48-16 
241-80-52-20 


348 — 20 
USE 2W1AL13432- 


w 

o 

οι 
y 








241-80-52-50 
2W1-80-56-16 
2W1-81-60-91 
2W1-90-56-10 
2W1ALB6-32 
2W1ALP18-18-93 
2W1ALP21-23-64 
2W1ALP 25-25-64 
2W1ALP 33-29-64 
2W1ALP 37-31-84 
2W1ALP41-33-64 
2W1ALP 45-35-64 














2W1ALP 46-31-32 
2W1ALP 49-37-40 
2W1ALP 49-37-64 
2WIALP6-16-40 

2W1ALP 65-45-84 






2W1ALP73-49-64 
2W1ALP81-53-64 
2W1AL109-12-16 






















W1AL13-24-064 





21/1AL13-24-125. 










2W1AL16-12-24 






2W1AL16-12-64 
2W1AL16~14-64 
2414L16-22-64 
2W1AL15-26-51 
2W1AL16-28-32 
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rn 

































2W1AL17-16-16 
2W1AL17-17-81 
2W1AL17-22-64 
2W1AL17-24-032 
2W1AL17-24-12 


















































2W1AL17-24-30 
2W1AL 17-24-64 
2W1AL17-26-032 
2W1AL17-26-32 
291AL17-32-032 
2W1AL17-32-064 
2W1AL17-32-125 
2W1AL17-48-64 
2WwiAL18-28-62 












2W1AL18-32-032 


2W1AL18-32-064 
















































2W1AL10-16-16 1 2W1AL18-32-125 
2W1AL10-20-032 4 2W1AL18-32-64 
2W1AL18-44-032 
2W1AL11-24-032 20 241AL18-744-064 
2414L11-24-064 AR 2W1AL18-44-125 
201AL11-32-32 8 2941AL18-52-156 
2W1AL117-62-65 1 2W1AL20-20-32 
2W1AL12-10-16 8 2W1AL20-22-51 
2W1AL12-10-32 6 2W1AL20-24-64 
2W1AL12-12-16 9 2W1AL21-22-91 
2W1AL12-12-31 2 2W1AL 24-36-91 
2W1AL12-14-16 5 j 
2W1AL12-16-40 1 2W1AL25-16-16 
2W1AL12-16-64 1 2W1AL25-20-032 
2W1AL12-18-64 4 2W1AL25-24-064 
2v111AL 12-20-40 16 2W1AL25-24-64 
2W1AL 12-28-32 4 2W1AL25-78-64 
2W1AL12-32-40 4 2" 1AL29-43-40 
2W1AL 13-10-64 1 E 
2W1AL 13-14-32 1 
2W1AL 13-16 2 2W1AL32-20-32 
2W1AL13-16-32 1 241AL32-28-188 
2414L13-18-40 4 2W1AL32-23-64 
2W1AL13-18-64 XE 2W1AL32-26-064 
2W1AL13-20-64 2 W1AL32-40-64 
241AL13-22-64 20 2W1AL33-2=32 
2W1AL13-24~032 51 21AL 33-20-64 





W1AL33-22-32 
W1AL323-28-42 
W1AL35-31-40 
1AL36-25-16 
W1AL36-36-91 
W1AL40-26-64 
W1AL40-28-32: 












DW1AL9-1032 
ρΗ1Αι 9-9 
2W1AL9-9-32 
pu1810-24-51 























2W1AL13=32-032 W1AL40-32-016 jl 
DW1ALA45-40-40 4 

E ΝΑΙ 46-21-32 31- 
2W1AL48-40-64. 2 

W1AL13-22-064 2W1AL49-32-91 1 
i τος DW1AL 49-28-64 1 
D41AL49-40-64 2 

11AL50-34—-64 1 

2414L13-32-125 W1AL56-58-187 6 
2W1AL13-32-64 1 
W1AL13-40-64 4 
2W1AL 14-20-20 2 
W1AL14-20-40 4 
W1AL80-70-91 1 

2Μ1ΑΙ 14-68-91 ΡΗ1ΑΙ 15-24-91 1 
ALI DW1AL9-10-32 6- 


` ND 
OPDOONNEN 
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Contractor Paris 


STOCK NUMBER 
| CLASS CODE | PART NUMBER 


AN 01-60AABA-4 


FIGURE  |TOTAL| MICROFILM COR NUMBER 5 FIGURE | TOTAL| MICROFILM 
AND INDEX | QTY. NUMBER PART NUMBER 8 AND INDEX| QTY. | NUMBER 
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2111812-20-40 


2W18B13-14-51 
2W1824-28-=125 


241825-20-64 
241828-26-5652 
W1837-30-64 


2W1C112-27-50 
2u1Cll2-72-36 
2w1C118-72-10 
2W1C118-72-20 
2W1C118-75-36 
2W1C116-75-50 
2V1C12-24-63 
241C13-16-42 

2W1C13-18-32 
241C13-20-20 
2W1C13-42-60 
241C14-20-050 
2W1C16-24-64 
241C16-28-90 
2W1C17-20-25 
2W1C17-20-50 
2481C17-24-63 
241C21-22-42 

241C24-40-125 
2:1C25-26-50 
211C32-22-42 

2W1C32-26-010 
2W1C33-36~63 
2W1C3 7-30-32 

2Η 1ζ41-32-016 
241ς41-32”-30 
2W1C41-32-60 
2411C68-48-125 
2W1C8-10-31 

2W1C8-12-20 

2W1C8-16-20 

2W1C9-30-43 


2W1C9-38-43 

2W1C9-40-743 

2W1C96-72-16 
2w1C96-72—-31 
2wW1C97-T7T0-18 
2u1c9T-T70-25 
2041F10-11-232 


2W1F12-12-32 
2W1F20-20-32 
2W1F40-24-32 
2W1K25-24-65 
241452-34-82 
2U1LA12 
2W1LB21-20-10 
2W1L824-20-16 
241LB30-48-62 
211L837-34-32 
W1LB49-42-32 
2v1P10-2A62 
2W1P19-20-62 
2W1P10-24-62 


2W1P12-16-62 
2w1P12-20-63 
Η1Ρ19”-24-62 
2v11P12-28-62 
241P13-28-63 
2y1P14-24-62 
2v11P14-24-64 
241P16-16-63 
231Ρ16”-24-62 
21/1P17-16-963 
241P21-20-125 


W1P21-20-156 








m 
"NEP MON FNP PPR RP NUNES 


δ 
PUDIDD 


e om o ο PD) ο ENON 


m 


W1P22-18-32 
W1P40-40-54 


W1P9-10-32 
W1P96-72-47 
2 W1R12-10-652 
PpW1R16-16-62 
W1IR25-24=05 
2111R64-68-62 
W1SR10-18-94 


ui1SR40-24-30 
WISR56-48-167 
W1SR72-56-167 
w1S14-32-65 


J2W1V10-12-62 


W1V10-14=62 

1V14-12-52 
2w1V16-44-32 
241V29-22-62 


v1V30-24-62 
W1V33-24-62 


W1V33-24-54 
2W1V37-26-62 


w1V37-26-54 
W1V42-38-62 
W1V49-32-52 


W1V57-36-52 


2910-10 
2W10=12 
2W10-14 
2W10-4 
W10-5 
2410-6 


W10-7 


NPE NO FS 


οι ο μασ οι.” 
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E a FIGURE |TOTAL|MICROFILM σε NUMBER Σπ] FIGURE [TOTAL MICROFILM 
[PARTNUMBER | [PARTNUMBER | AND INDEX | QTY. NUMBER [| PARTNUMBER | NUMBER [PARTNUMBER |39 AND INDEX | QTY. | NUMBE 




















E ERIT 
R82NA- IH 



























































20-5024-8 
20-5024-39 

20-5025-11 
20-5025-16 
20-5025-17 
20-5025-10 
20-5025-19 
20-5025-20 
20-5025-21 
20-5025-22 
20-5025-23 
20-5025-24 
20-5025-7 

20-5025-8 

20-503-10 

20-503-11 
20-503-12 
20-503-13 


2418-18 E R82NA-RH 
218-4 R8ZNA=RH 
2W18-4L M R32NA=RH 

RSZNA=RH 
RBZNA-RH 


218-416 


2Ww18-416L 





20-503-18 
20-503-19 
j 20-503-2 
21118-516L 
2418-65 


20-503-21 
2418-6L i 


2418-615 
W18-616M 
2418-7716 
2W18-8 
2118-8L 
20-503-34 
20-503-5 
20-503-9 
20-5032 
:|20- 5034-6 
20-5035 
20-5036 
20-5036-0 
20-5036-6 


R82NA-RH 
2118-7216 
2W2-20-62 
2289-64-62 

.|2w2sP112-72-65 
2V2SP118-75-065 
2W25P118-775-65 
2ἠ25Ρ16-28-95 
225P17-22-065 
242SP20-20-62 
2W25P21-20-65 
2W2SP21-28-125 

W2SP 25-30-65 
2W25P26-26-125 
2W2SP33-26-125 
2W25P 37-31-95 
2W25P37-36-094 
21:25P41-34-95 
2W2SP73-607125 
2W2SP 73-68-7125 
212SP73-72-156 
2W2SP76-76-125 
242529-27-93 
2482533-32-125 
2112549-36-25 
2W25-24-064 
225-49-40-25 


R82NA-RH 


R82NA-RH 


20-5037-2 
20-3037-3 
0-5037-4 


R82NA-RH 
R82NA-RH 


R82HA-RH 


R82NA-RH 
IR82NA-RH 
R82NA-RH 
R82NA-RH 


ο0-2039”-4 
0-504-10 


jK82NA-RH 





0-504-22 
0-504-23 
0-504-24 
20-504-25 





20-500-28 0-504-28 


20-500-29 
20-504-30 


po-504-47 
20-504-48 
20-504-50 






20-504-51 
R82NA-RH 
20-502-7L 
-502-7R 20-504-56 
R82NA-RH P0-504-57 
R82NA-RH RS2NA-RH [20-504-58 
20-504-59 


RS2ZHA-RH 20-504-6 
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R82NA-RH 
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Section Ill 


Numerical Index of 
Contractor Parts ΑΝ O1-60AABA-4 


PART NUMBER 9 AND INDEX | OTY. NUMBER PART NUMBER 
ας ασ 
0-509-30 
20-509-31 
0-509-32 
0-509-8. 
20-510-15 
20-510-16 
20~510-17 
20-510-2 
20-510-3 
20-510-2503 

















FIGURE TOTAL| MICROFILM 
AND INDEX | QTY. | NUMBER 


CODE | 






















20-504-61 
20-504-62 
20-504-63 
20-504-9 
20-5040 
20-5040-10 
20-5040-20 
20-5040-30 
20-5040-6 














R82NA-RH 
R82NA-RH 























R82NA-RH 
R82NA-RH 








RB52NA-RH 
R82NA-RH 
R82NA=RH 
















20-510-8 
20-511-12 


















120-511-2 










R82NA-RH |20-5043-10 











R82NA-RH 20-511-32 
20-5043-12 207511736 
20-5043-13 20-511-37 
20-5043-14 20-511-60 

R82NA-RH |20-511-61 






20-504 3-15 
20-5043-16 
20-5043=5 


















R82NA=RH 
R82NA-RH 
RB2NA-RH 
R82NA-RH 
R82NA-RH 
R82NA-RH 
R82NA-RH 
R82NA=RH 
|R82NA-RH 


0-511-64 
0-511-65 
20-511-66 
20-511-67 











20-5043-7 











20-5043-8 
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20-5045-21 
20-5046-100 
0-5046-13 
0- 5946-17 





R82NA-RH 












IR82NA-RH 





20-5046-19 
20-5046-22 
20-5046-23 
20-5046-30 
20-5046-40 
20-5046-50 
20-5046-6 





0-516-30 
0-516-60 
























N 








R82NA=RH 20=523=1 





R82NA=RH 






7 
8 





20-523-2 















20-523-3 
20-523-4 
0-522-5 
20-523-5 









ω 
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ω 







20-524-3 
20-524-5 
20-524-=6 
0-524-7 
0-527-10 
0-527-20 















IR82NA-RH 





20”-527-300 
0-527-3008 
0-527-4 
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0-527-4008 
20-527-4005B 
[20-527-500 
0-527-5008 
0-527-6 














R82NA-RH 






0-227-6008 
0-527-70 
0-527-7008 
20-527-80 
R82NA-RH 220-527-8008 
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STOCK NUMBER UNAS MICROFILM FIGURE |TOTAL| MICROFILM 

CLASS CODE PART NUMBER AND INDEX NUMBER [CLASS CODE] PARTNUMBER | 2 O| AND INDEX | QTY. | NUMBER 
20-529-20 P1 -230- : 
20-529-30 Σου 
20-530-100 
20-530-103 
20-530-104 
20-530-105 
20-530-106 
20-530-108 
20-530-109 

R82NA-RH |20-530-115 
20-530-116 


AN OI-GOAABA-4 . 








20-530-161 
20-530-162 
20-530-163 
20-530-164 
20-530-165 
20-530-166 
20=530-167 
20-530-168 
20-530-169 
20-530-170 
20-530-171 
29530172 
20-530-173 
20-530-174 
20-530-175 
20-530-176. 
20-530-177 
20-530-178 
20-530-179 
20-530-180 
20-530-181 
20-530-1€2 
20-530-183 
20-530-184 
20-530-185 
20-530-186 
20-530-187 
20-530-188 
20-530-190 
207530-191 
20-530-192 
20-530-193 
R82NA-RH [20-530-2 
202-530-203 : 
20-530-211 
20-530-212 
2095307213 
20-530-214 
20-530-215 
20-530-216 


Q P9 ho PO PO FMAM FO P2 fO PO G2 PO. Ω ΟΡΟ nn 


R82NA=RH 
IR82iNA-RH 


R82NA=RH 
R82NA=RH 


PENNE RPNUNNNNNONONNNNNNNNNNNNNMNNEFNNDENN 


R82NA-RH |20-530-52 
R832HA-RH [207530753 


ΟΡΟΦΟ Ον. 


20-530-62 
20-530-63 
R82HA-RH |20-530-66 
R82NA-8H [20-530-67 
20-5309-68 
20-530-69 
20-530-70 
20-530-71 
20-530-72 
20-530-73 
20-530-74 
20-530-75 
20-7530-88 
20-530-89 


N ee 





ru 


mn 
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ΑΝ O1-60AABA-4 








STOCK NUMBER Y w 
CLASS CODE PART NUMBER 99 








STOCK NUMBER 28 FIGURE MICROFILM FIGURE TOTAL| MICROFILM 
| CLASS CODE | PART NUMBER 9 9| AND INDEX NUMBER AND INDEX | QTY. | NUMBER 
| : 764 - 68 2 63 - 40 





4B1884-72 
l4B18B5-64 
481885-90 
B1685-91 
4819588-125 



















[NN 












4B19-510-020 
B19-53-0008 
4819-53-0283 
4B19-55-008 
4819-55-009 
4819-55-010 











Op ο” 















4819-8-010 
4819312-010 
4819812-012 
481984-006 

451954-007 
481984-008 


3 Η2-6-23 
3H2-6-24 
3H2-6-34 
3H2-6-42 
3H2-6-8 

3H2-64-40 














4B19B5=007 
481985-008 






bon 






481985-009 
B19B5-010 
B19B10-018 











NA Re 












481986-014 

4819812-010 
B19812-012 
81983-006 





3H2L4-12 
3H2L4-13 


3H2L4-15 








481984=007 


3H2L4-18 
; 481984-008 


3H2L 4-40 
3H2L4-480 
3H2L4-64 
3H2L4-69 


CoN m e ο 





NN 


481985-009 
4B19B5-010 
4819B5-012 
481985-024 







ΗΝ ΑΟ PRP Re WN 





3H2L6-30 
3Η21 8-13 






Merere 












481985-104 


e 


3H2L8-22 
3H2L8-31 
3H214-13 
3H214-21 
3H216-20 








4819B6-008 
4B19B6-010 
4B19B6-014 
4819B6-016 





ENNAN 















μασ IN) I] EIN) B 


481987-010 
B19MS16-017 
B19M516-101 


/ 
TOU RN 


vU 


Orr 


4B12M8 
4B12M9 


B16RF4-12 
B17-10-50 
B17-14-62 
817-14-87 


vee 55 ENR m ο 


4817-17-25 


4817-75-20 





81954-004 
4B17-8-31 81954-005 
4818-4-64 
4818-6-176 
B18B4-64 


B1954-006 
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[ — — srockmumam TE 
(cass CODE] PARTNUMBER  |jo ANDINDEX| rv. | NUMBER 
E 4838835501? 


482053-004 
482054-003 
4B2054-006 
482054-008 
482055D10 

482056-008 


ΑΝ O1-60AABA-4 


STOCK NUMBER ΗΠ FIGURE MICROFILM 

CLASS CODE | . PART NUMBER 89| AND INDEX NUMBER 
- 28 
' 9 


4B1954-008 
481994-012 
481955-004 























Pro 








WNN PEN 





















482057-003 
482057-004 
4B2058-010 
4821-5-024 
4B21-75-102 
4821-53-010 
4821-53-014 
4821-53-017 
4821-53-101 
4821-53-7 
4821-54-123 
4821-54-9 
4B21-55-016 





481956-904 
481956-006 
481956-008 


C3 de MN CO A 12 be e ps 


MM fJ fO mn P2 Co PO P2 





















4821-56-012 
4821-58-112 
482183-002 


N 
- 
ποσο 





482183-007 


mn be 


4820-5-006 
4820-55D10 
4820-8-010 
4820B10-093 
4820810-008 


Mmmm mn 


Ό κ ο ὼ 1-3 





482184-013 
482186-102 . 
482188-102 

4B21MS3-025 
4B21MS3-122 
4B21MS4-029 


4820810-016 
4B20B10-020 
4820B11-022 
4820B12-006 
4820B14-018 







Momo eS IS | 








4B21MS4-104 
4821MS4-205 
4B21MS5-100 


FO wow 







NNR 













482153-002 
82153-004 


4B2084-03 482153-006 


482085-007 
482085-008 
4B2285-016 
4820B6-005 
4B2086-007 


452286-008 
432086-010 482153-024 






482153-025 
482153-026 
482153-100 


B21S3-101 


4B20MS 4-013 
4220S 7-013 
4820MS8-918 
4820510-098 
4822510-11 

4820511-011 
4B20512-010 










Β2154-100 
B2154-102 
B2154-105 
482154-110 
82154-116 





4820514013 
4820514-028 
4B20514-128.£ 
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PART NUMBER 


STOCK NUMBER FIGURE  |TOTAL 
AND INDEX | QTY. 


482154-119 
4B21S4-123 
482154-124 


482155-028 
482155-1404 
482155-212 
482156-011 
482156-012 
4B21S6-23 
4821$6-27 


4B2158-0-11 
482158-024 
482158-112 
482158-19 
482158-6 


453=10-4 


453=10-7 
453-10-8 
453-16-11 
453-416-16 
453-416-20 
453-416-22 
453-416-24 
453-8-24 


453D10-15 
453D10-16 


453D10-17 
453D10-2 

453D10-24 
453D10-42 


6 

8 
453D616-12 
453D616-13 
453D616-18 
453D616-20 

8 


53Ρ616-30 
53Ρ8-18 


1453P8-4 


1076 
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45310-16 


4S4-10-17 
454-10-45 
454-10-6; 
454-12-15 


:[454D4-21 


4S4D4~24 
4 S404-34 
9 


454D6-74 
454D6-34 
454D6-9 

454D8-56 


: [4S6-3-1-010 


456-4=0-094 
456-4-0-485 
456-4-1-359 
4S6-6-1-438 
456-6-0-302 
456767123 
456-6-174 
456-6-593 
456-6-883 
$7-13-0-813 
457-15-0-670 
4 57-74-1-188 
$7-4-2-438 
ὁ ο 7-4-2-625 


4S57-4-3-387 
457-5-2-109 
4S7-5-813 

457-8-1-415 
457-9-2-=140 


582-21 
B21-428-16 


B21-428-21 
B21-428-25 


9827-32-13 


SE SE SS Ο RR eh 


ja 
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O NUMBER FIGURE |TOTAL| MICROFILM 

PART NUMBER AND INDEX | QTY. | NUMBER 
μποτ 
7R3-14D 
753-190 









STOCK NUMBER : FIGURE 
| CLASS CODE | PART NUMBER AND INDEX 
P 









783-230 







7513-1032-13 
7$13-1032-8A 
7513-1032C15A 









> 





7513-1032C16A 
7513-1032C17A 
7513-1032C3A 
|//$13-1032C9A 
S13-632-7A 
7513-832-6A 
7513CN1032-10A 
7S13CN1032-11A 
7S13CN1032-15A 
























7S13CN832-12A 
7514-1032C7A 
7514-1032C8A' 
7514-1032C9A 
75147428-13A 
7515CN1032-4A 







2 
R 
4 
8 
4 
4 
4 
4 
12 
AR 
23 
3 
1 
6 
1 
2 
2 
4 
2 
7 
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7514CN1032-22A 4 
7514C0N1032-4A 6 
1 

4 

5 

1 

4 

4 

1 

R82NA 16 
8 

2 

1 


+ 






Perr PP pp ENN ENN EO SY 






961-2-8 
9C1-3-12 
9601-35-15 
9C1-3-18 
9C1-3-22 
9401-33 


"ΕΝ 











8 9C1-3-5 


R82NA 
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PART NUMBER 





97-14055-5 
97-54109-16 
97-54109-17 
97-54199-2 
97-54109-4 
97-54109-5 
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ACCELEROMETER RBBA140-$5 

ADAPTER 1 

ADAP TER IHDICALOR 

ADAPTER i INDICATOR 

ADAPTER INDICATOR 

ADAPTER COMPASS INDICATOR R8311888 

AERO INDICATOR R8812700-10 

AERO INDICATOR 

AERO4A USE 1EROA48 INDICATOR R8812662-10 

AERO4B INDICATOR R3811929-50 

ALTIMETER R8810625-000 INDICATOR R88U1931 

ALTIMETER INDICATOR 

ALTIMETER R88A0351-011 INDICATOR 

ALTIMETER INDICATOR 

ALTIMETER INDICATOR 

AMPLIFIER (R68A0496-00 INDICATOR 

AMPLIFIER. REPAY TE 065 INDICATOR 

AMPLIFIER INDICATOR 

BALL INDICATOR . ΠΕΡ 

BALL INDICATOR R8810750-110 

BALL INDICATOR R8811927-50 

BALL INDICATOR R8812698-25 

BALL STAINLESS ST INDICATOR R1611976 
R88B0648-000 INDICATOR R8810474-010 
R888060-000 INDICATOR R1611976 
18K194-268 INDICATOR R8812698-25 

INDICATOR 

INOICATOR 

INDICATOR: R8811200-12 

INSTRUCTIONS 

INTERCONNECTING CABLES 

JUNCTION BOX 


EF rt aG ng g tL og r org g 


A dA oe m a e m RS m IH m 9 IND) κ RS m m ο od 


18K194-268 


CAMERA MOUNT i R16S10481-200, 
CAPACITOR : 
CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

CARD RB8C0152 
CASE 

CASE 

CHART BOARD 

CLIP 

CLIP 

CLIP 

CLOCK 

CLOCK R88C0583-011 
CLOCK R88C0590-011 
CLUTCH SWITCH R88R360 
CLUTCH SWITCH R8851378 

COMPASS R88C779-500 

COMPASS 08C0779-525 R8810801-011 
COMPASS : R88R383-50 
COMPASS 

COMPASS 

COMPASS 

COMPASS REPEATER R8810801-011 
COMPUTER R88C1121-000 
COHPUTER tirent soco 
CONTROL E18C1862-135 
CONTROL” e1721662- 138 
CONTROLLER 

CONTROLLER STICK [R88c1500-050 
COVER 

COVER 

CYLINDER K1084-514 
CYLINDER K1084-516 
DISCONNECT 

DISCONNECT 

FLOWMETER R88T1965-000 
GENERATOR R8561395 
GENERATOR R8861320 
GROMMET 

GROMMET 

HAND BOOK 


SUPPORT 


ο dos 


A ο ο ο RRP OR 


PLOTTING BOARD 
POTENTIOMETER 


~ 
N 


μα νετ ο Νν 





1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
3 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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1 
1 
1 
1 
1 
1 
1 
1 
3 
1 
1 
1 
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1 
1 
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1) 
1 
1 
2 
2 
4 
a 
1 
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R88S0400-050 


¡R16510481-200 - 
Η R8851378 
TACHOMETER GENERATOR 


POORER ee εξ φ' 


Herrer 
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AND INDEX | QTY. AND INDEX| QTY 

TIRE 370 - 62 1 
TRANSMITTER R88T2651 392 = 11 1 MEI SUL : 
TRANSMITTER R88T2651-125 392 - 12 1 |lAN161-16LS 1 
TRANSMITTER R88T2651-225 392 : 2 | JAN165-16RS 5 
TRANSMITTER R88T2350 411 - 1 1 | jAN165-465 4 
TRANSMITTER 411 = 2 1 3 
TRANSMITTER il - 3 1 | JAN173-10A 4 
TRANSMITTER 412 - 17 1 | |AN173-11A 4 
TRANSMITTER 412 - 19 1 ||4N173-34A 1 
TUBE 353 1 ||AN174-12 1106 - 5 1 
TUBE 370 1 |[AN174-12A 56 - 71 1 
TYPE ΑΦ. 10 ||AN174-13 38 - 3 
TYPE. A5 16 | |AN174-13A 56 - 3 
WATCH 189 1 ¡[AN174-17 188 - 1 
WATCH 192 AN174-17A 56 = 1 
WATCH BOX 189 1 | JAN174-23 52 - 1 
YOKE 34] - 6 1 | JAN174-25A 55 - 4 
YOKE ASSEMBLY 342 - 6 1 ΤΙΑΝΙΤά-26 52 - 1 
AAF 3944240 22 - 19 5 |[AN174-30A 56 - 1 
| AAF39A424 22 - 24 AN174733A 329 - 1 
AAF3985435 22 - 23 ^ | |AN174-36A 170 - 2 
AA11324 USE .AA11324A 188 - 6 
AA11324A R83V1 278 - 40 4 56 ~ 1 
299 =. 67 3 | AN175-10A - 2 
2994= 49 AN175-12 R43B76500-2225 1 
322 - 17 1 ¡|¡AN175-16 168.- 64 1 
12 8 326 - 4 1 
. 107 ~ 44 2 38 - 25 1 
ΑΕΟΒ- 12545 1 424 - 4 1 
AF08A10S2S R17P4436-1-25 . 2 329 - 4 1 
AF08A12SAS ΕΙΡ uu3£-)450 413 - 28 1 ||AN177-35A 186 - 20 1 
AFO8A14S7S 434 = 20 2 | |AN178-20 358 - 4 8 
'"|AF08A18-11S R17CED-AFOBA18-115 13 - 29 2 ||AN178-20A 184 - 12 1 
AF08A18S4S 3 . 1 3586 - 10 16 
| AE394-713 199 - 44 1 - 1 
AF83-6 91 - 18 3 = 1 
AF84-12A T = 23 1 - 1 
AF865-1 2 | [AN179-24 1 
AF 934-101 29 -5τι 4 ||AN179-24A 6--35ἱ 1 
AF934-7107 4 52 - 38 1 
AF934-116 146 - 13 2 186 - 10 1 
|AF934-12 23 - 80 2 R43B76540-244 358 - 16 12 
AF934-123 149 - 27 1 RAI 84 358 - 17 4 
AF934-13 446 - 9 2 15 - 43 1 
AF934-14 R33P492-2231 148 - 46 6 52 =- 4 4 
AF934-18 155 - 36 1 124 - 5 5 
AF934-19 147 - 8 1 185 - 53 1 
AF934-20 9 - 10 10 171 - 43 3 
AF934-22 149 - 6 1 60 - 33 3 
AF934-723: 147 - 10 2 56 - 12 3 
AF934-27 147 - 12 1 107 - 21 5 
AF934-4D 1 R778513-00417-0004 173 - 47 5 
AF934-40 446 - 32 1 R778511-00303-0004 107 - 17 16 
AF934=5 145 - 23 8 R778511-00417-0004 4l ~ 14 14 
AF934-6 [R33 . 148 6 R77B511-00509-0004 38 - 36 2 
AF934-7 R33P492-2115 144 1 R778511-00613-0004 54 = 19 2 
AF934-78 155 - 12 1 R778511-00811-0004 54 - 10 6 
AF934-9 17 - 19 14 168 - 20 4 
AF934-97 1 326 - 29 2 
AJ4-35 R42F36040 243 = 13 1 152 - 21 1 
AMC40A1C4 ^ Ln . 2 90 - 34] 13 
AM3433-22-5 > 1 178 - 26 4 
AM40/A1C R16AN 333 =- 4 4 90 - 12 8 
AM40/A1C 335 - 22 3 R77B511-01007-0004 175 - 27 3 
AM40/A1C 336 - 55 R718511-00407-0004 7 - 26 26 
AM40/A1C 1 R778511-00609-0004 176 - 65 3 
AM40/A1C4 2 | |AN201K8A R77B511-00805-0004 90 - 4 2 
AN/ASA3 “7 = 32 10 | JAN202K21B R778511-02103-0004 171 - 2 
AN/ASA3 7 = 43 R77B8511-0 2903-0004 118 - 5 
AN/ASA3 63 - 70 187 - 2 
AN=N6A 343 - 60 1 R778519-00311-0004 183 - 1 
ANO3-30CH29 y 1 R778519-00421-0004- = 2 
AN12-21A 384 - 19 1 - - 1 
AN12-22 353 - 60 2 1 
AN12-50 387 - 10 1 - 2 
AN1306A14S1S 1 R778517-00421-0004 173 - 48 2 
AN1306A1452P 1 | |AN207D5 | R778517-00515-0004 38 - 1 
AN1306A20-275S 4 | |[AN210-1A R82P810100 40 - 5 
AN1306A28-12P 1 | JAN210-18 176 - 42 
AN155-16L 53- 4 4 R82P810110 38 - 25 
ΑΝ155-165 53 - 21 2 89 - 71 
AN155-22S 173 - 59 3 | JAN210-4A R82P810130 40 - 2 
AN155-325 390 - 16 1 | |AN210-6A 40 - 2 
AN155-80L 132 -.44 1 | JAN210-6B8 = -32 
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T FIGURE TOCK NUMBER FIGURE ¡TOTAL 
PART NUMBER STOCK NUMBER AND INDEX PART NUMBER STOC AND INDEX| QTY. 


AN218-4 R778995-41001-0000 


















AN218P4 433 - 36 i 2 
ΑΝ22 1-6 169 - 11 4 
AN227-7 189 = 10 4 


AiX227 78 

























































































FUOWEWN FH 


1 
1 
1 
2 
1 
2 
1 
1 
9 
3 
7 











AN221-9 4 
AN23-10 R43B32774 40 - 9 6 

AN23-11 R43832780 53 - 10| 11 

ΑΝ23-11Α 184 - 65 3 

ΑΝ23-12 53 = 25| 23 = 

AN23=13 R43B32792 40 - 10] 11 - 

AN23-15 R43B32804 176 - 49 5 - 
AN23-15A 169 = 53 1 - 

AN23-16 R43B32810 94 = 19| .7||AN3-12A - 

AN23-17 R43B32816 94 - 8 9 | lan3-13 - 
Ai23717A 168 - 45 5 | |AN3-13A - 

AN23-18 70 - 41 1 | AN3-14 - 

AN23-19 R43832828 173 - 72 3 | [AN3-14A - 

AN23-20 R43832834 179 - 17 2 | |AN3-15 - 

AN23-21 R43B32840 173 - 36 2 | AN3-15A - 
AN23-21A R43B32842 4 | |AN3-16A 

AN23-25A 170 1 | |AN3717 - 

ΑΝ23-26 179 -- 18 2 1ΑΝΖ-1ΤΑ - 

AN23-27 107 - 5 2 - 

AN23-29 179 - 8 1 - 

AN23-30 176 - 2 1 - 

AN23- 32. 179 - 6 1||AN - 

ΑΝ23--34 176 9 1 | [AN5-23A - - 

AN23-38 179 - 9 1 | JAN3=24 - 

AN23~42 176 - 3 1 | [AN2-24A - 

ΑΝ23-9 R43B32768 40 = 8| 25 | 1AN3-25A - 

AN23-9A 38 - 55 2 | |AN3-26A 

AN230B20 169 - 9 2 {]ΑΝ2-27Α - 

AN24=10 R43B33312 408 = 60] 15 []ΑΝ3-5 - 

AN24-11 R43B33318 423 - 29 3 | [AN3-3A - 

AN24-12 R43B33324 168 - 26 7 | |AN3=30 - 

AN24-13 175 - 15 9 | |AN2-30A - 

AN24-14 169 - 18 1 | [AN3-31 - 

ΑΝ24- 15 7 - 40 3 | |AN3-31A - 

AN24717 R43833354 92. - 38| 4 | |AN2-32A - 
ΑΝ24-17Α -od 93- 7 2 | |ΑΝ3-34Α - 

AN24~18 R43B33360 55 = 34| 22] |aN3-36A 

ΑΝ24-19 R43833366 110 - 16 2 

AN24-20 R43B33372 110 - 51 1 

AN24-21 R43833378 94 - 13 1 

AN24~22 R43B33384 38 - 42 3 

AN24=23 R43B33390 196 4 

AN24-25 R43B33402 94 - 27 4 

AN24-26 R43833408 422 - 4 2 

AN24-27 3 

AN24721A R43B32416 317 - 54 2 

ÁN24-28 R43833420 132 - 18 4 

AN24=29 R42833426 196 - 71 2 

AN24~33 168 - 81 1 

AN24~46 R43B33504 377 - 6 1 

AN24=50 / 111 - 54 1 

AN25-10 409 = 7 6 

AN25-20 R43833966 196 - 66 2 

AN25-22 R43B33978 196 - 49 2 

AN25-25 94 - 23 1 

AN25-26 171 - 46 2 

AN25-29 132 - 11 2 

AN25-30 R43834026 387 - 18 1 

AN25-42 132 - 6 2 

AN257 464 63 - 19 2 

AN25-52 R43834098 186 - 57 1 R17528246-120 

ΑΝ25-64Α 63- 4 2 USE AN3021-3 

AN253-1-050 89 - 38 2 8 
AN25 3-1-4050 67 - 3 1 3 
AN253-1-578. CL. 42 439 - 46 1 4 
AN253-2-1200 193 - 14 1 1 
AN253-2-200 116 4 R17528266-22 2 
AN253-2-25 1 2 
AN253-2-2 445 - 46 1 1 
AN253-2-300 193 - 13 1 2 
AN253-2-53 65 = 16 1 R17528266-95 4 
AN253-4-315 217 - 14 1 R17528234-2170 7 
AN2552~3A 269 - 19 1 - R17528231-105 8 
AN26-16 184 2 | lanzo27-6 219 525931-)25 1 
AN26-17 R43534558 181 - 2 4 | |AN3027=7 R17528266-115 1 
ΑΝ26-19 R43B34570 168 - 9 6 R17528231-30 3 
AN26-22 R43834588 114 - 16 4 5 
AN26-24 77- 6 2 2 
AN26-26 R43834612 115 = 16 6 1 
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AN3030=7' 






















AN3053-16 
AN3054-16 
AN3054=4 
AN3054=6 
AN3055=22=8 
AN3056-12 
AN3056-20 
AN3056-24 
AN3056A10 
AN3057=10 
AN3057=10A 
AN3057-12 
AN3057=12A 
AN3057-16 
AN3057=16A 
AN3057=20 
AN3057=20A 
AN3057=24 
AN3057=3 
AN3057=3A 
AN3057-4 
AN3057-4A 
AN3057-6 
AN3057-6A 
AN3057=8 
\AN3057=BA 
AN3057-8D 
AN3057A10 
AN3057A108A 
AN3057A12A 
AN3057A16A 
AN305708L 
AN3058-16 
AN3060=16 
AN3063-4 
AN3064~16 
AN3064=4 
ΑΝ2064-6 
AN3065-1032 
AN3066-16 
AN3066-4 
AN3066-6 
AN3067-5 
AN310=10 
AN310-12 
AN310-14 
ΑΝ310-3 
AN210-4 
AN310-428 
AN310=5 
AN310-6 
AN310-8 
ΑΝ210-9 
AN310C4 
AN310C5 
AN310C6 
AN3100-1253P 
AN3100-16-13P 
AN3100-18-22P 
AN3100-20-27P 
‘| AN3100=205 


ÀN3030-9 R17L11382-100 Pat = 13 
5 R17L12931-5 21 = 13 
R17L11411 p28 = 8 

R46 - 15 

31. - 16 

21 - 15 

21 - 16 
























R17A2299 
R17A2299-100 















USE AN3057-4 
R17A2297 

USE. AN2057-6. 
R17A2298 
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ΑΝ310ΟΑ1253Ρ 
AN3100A14S25 
AN3100A16S1S 
AN3100A18-1S 
AN3100A18-20$ 
ΑΝ3100Α20-15 
AN3100A20-165 
AN3100A22-19S 
AN3100A28-11S$ 
AN3100A32-65 
AN3100C14S6P 
AN3100C14S7P 
AN3100C14S7R 






R17R1652-50-50 











R17R1652-60-100 
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STOCK NUMBER FIGURE |TOTAL 





AN310=C20-1P 

AN3100C20-18P 
AN3100C20-27P 
AN3100C22-14P 











AN3100616-13P 
AN3101-14SIP 









AN3102-24-5P 
AN3102A14525 
AN3102A16515 
AN3102A16585 
AN3102A18-15 
AN3102A20-165 
AN3102A20-275 


AN3102A24-28P 
AN3102A28-125 
AN2102C20-18P 
AN3106-10SL3S 
AN3106~12S3S 
AN3106-14S2S 
ΑΝ2106”- 14555 
AN2106-16-13S 
AN3106-1651S 
AN2106-18-1S 
AN3106-18-20P 
AN3106-18-20S 
AN3106-18-55 
AN2106-19-20S 
AN3106-20-27S 
AN3106-24-19P 










AN3106A18-15 
AN3106A18-10S 
AN3106A18-11S 
AN3106A18-12P 
AN3106A 18-125 
'AN3106A 18-185 
AN3106A18-6S 
AN3106A 18-85 
¡AN3106A18-95S 
AN3106A18S1S 
AN3106A20-1S 
AN23106A20-11S 
AN3106A20-16P 












AN3106A20-16S 
AN3106A20-27S 


:|R17R1670-6060 


AN3102A20-27SW 
AN3102A22-14SWw 


R17P4425-945 


AN3106A20-16PW 













R17R1653-120-50 






R17R1807 





R17R1505-180 
R17R1525-40 






















8 
Ευ 















R17R1707-50-10 
R17P4425-620 
R17P4425-830 















R17P4426-110 









R17P4426-188 

















R17P4426-20 
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Ñ NUMBER FIGURE 
PART NUMBER STOCK AND INDEX| QTY. 
31 


AN310WA16-105 - 


AN O1-60AABA-4 


PART NUMBER STOCK NUMBER FIGURE  |TOTAL 
AND INDEX | QTY. 











AN3106420-4S 
AN3106A22-14P 
AN3106A22-145 
AN3106A22-19P 
AN3106A22-19S 
AN3106A24-11P 
AN3106A24-28S 
AN3106A24-55 
AN3106A28-11S 
AN3106A28-12P 
AN3106428-125 
AN3106A28-15P 
AN3106A28-155 
AN3106A28-16P 
AN3106A28-16S 
AN3106A6-11S 
AN3106B12535S 
AN3106B14S2S 
AN3106B14S6P 
AN3106B1456S 
^N3106B1457P 
AN3106B14$ 7S 
AN3106B147P 
AN3106B16-11S 
AN3106B1651P 
AN3106B16S1S 
AN3106818-1S 
AN3106818-20P 
AN3106B18-20S 
AN3106818-5S 
AN3106B20-13P 
AN3106B20-13S 
AN3106B20-155 
AN3106B20-17P 
AN3106B20-27P 
AN3106820-27S 
AN3106B22-14S 
AN3106B24-20P 
AN3106B24-205 
AN3106B24-5P 
AN3106B24-7S 
AN3106B28-12P 
AN2106828-12S 
AN3106B28-15P 
AN3106B32-7P 
AN3106B32-7R 
AN3106B32-7S 
AN3106836-7P 
AN3106B36~7PW 
AN3106B36-7SW 
AN3106B36-7SX 
AN3106B38-7P 
AN3108-10SL4S 
AN3108-1253S 
AN3108-1452P 
AN3108-1452S5 
AN3108-14S5S 
AN3108-1457P 
AN3108-1457S 
AN3108-16-105S 
ΑΝ3108-18-15 
AN3108-18-125 
AN3108-18-20P 
AN3108-18-22S 
AN3108-18-4S 
AN3108-20-7S 
AN3108-20A-165S 
ΑΝ3108-28-165 
AN3108-4S75 
AN3108-8S1S 
AN3108A05-25 
AN3108A10SL35 
AN3108A1253S 
AN3108A14-2S 
AN3108A14S2P 
AN3108A14S2S 
AN3108A14525X 
AN3108A14525Y 
AN3108A14525S2 
AN2108A14S3S 
AN3108A14553 
AN3108A14555 
AN3108A1457S 


R17P4430-9-15 


R17P4430-420 
R17P4430-444 
R17P4430-450 
R17P4430-452 
R17P4430-479 


R17P4430-678 


R17P4430-799-30 


R17P4430-640 
R17P4430-763 


R17P4429-410 
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AN3108A18=15 
AN3108A18-105 
AN3108A18-35 
AN3108A18-65 
AN3108A18=95 
AN3108A20-225 . 
ΑΝ3108Α20-275 
AN3108A22-14S 
AN3108A24-28S 
AN3108A24=55 
AN3158A28-115. 
AN3108A32~6P 
AN3108B14S55S 
AN3108814S6P 


AN3108B20-27P 
AN3108820-27S 
AN3108820-27SY 
AN3108B22-14P 
AN3108B22-14S 
AN3108B24 
AN31088B24-285 
AN3108B24-55 
AN3108B24-7S 
AN3108B28-12P 
AN3108B28-12S 
AN3108B28~155S 
ΑΝ3108836-75 
AN31088851P 
AN3108M28-125S 
AN3116-1 
AN3118-2 
AN3121-313 
AN3121-313R 
AN3121R313 
AN3122-1524 
AN3122-308 


1032 
AN3132-30V8 
AN3132-308 
AN3132R308 
AN3137-1-1 
AN3140-327 
AN315-3 
AN315-3R 


AN3157-8 
AN3158-1 
AN3158-2 
AN316-10 
AN316-10R 
AN316-12R 
AN316-14R 
AN316-16R 
AN316-4 
AN316-4L - 
AN316-4R 
AN316-5 
AN316-5L 
AN316-5R 
AN316-6 
AN316-6L 
¡AN316-6R 


R17L5100MA230 
R17L6732=20 


R17L12932-123 


R17L12932-121 
R17L12932-127 
R17L12932-125 


R43N25042 
R43N25048 


R43N25006 
CL. 43 
R43N25010 
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Section HT] 
Numerical index of 


Standard and Vendor Parts ΑΝ ΟΙ-όΟΑΑΒΑ-4 


ΑΝ316-7Β 

AN316-8R 

AN316-9R 

AN3160=10 

AN3160-25 - 
AN3160-35 USE AN3106-25 
AN3160-50 

AN3161P10 R17C9179-60 
AN3161P15 R17C9179-70 
AN3161P20 R17C9179-80 
AN3161P25 R17C9179-90 
AN3161P35 R17C9179-110 
AN3161P5 R17C9179-50 
AN3161P50 R17C9179-125 
AN3165R 

AN3166-1 

AN3169-1 

AN3177-1 

AN3177-3 R17L12932-129-177 
AN3195-3 

AN3199-1 

AN320=10 R43N22645 
AN320-12 R43N22650 
AN320-14 R43N22655 
AN320-16 

AN320-18 

AN320-2 

AN320-3 

ΑΝ320--4 

AN320-5 

AN320-6 

AN320-8 

AN320-9 

AN3200-450 

AN3202-1 

AN3210-1 

AN3211-1 

AN3211-2 R17525519-26 
AN3213-1A CL. 83 
AN3216-1 R17525109-174 
AN3220-2 

AN3223-1 

AN3224-2 

AN3225-1 

AN3226-2 R17S28288-50 
AN3226=3 

AN3227=1 R17528242-18 
ΑΝ3227-2 

AN3227=5 R17528542-21 
AN3227-7 

AN3227-8 R17528242-23 
AN3228-1 R176-101-77-65 
AN3228-2 R17610177-64 
AN3229-1 

ΑΝ3249-1 

| AN3249-2 

AN3308-1 R17R5899-33 
AN3310-1 R17R5899-35 
AN3314-1 

AN3316-1 R17R5899-40 
AN3320-1 R17R5882-70 
AN3333-1 

AN3350-2 

AN3352-1 R17R56777-120 
AN3370-1 R17R5886-56 
AN3371-1 

AN3380-1 

AN340=4 

AN340-6 

AN340-8 

AN3408616 

AN341-10 

AN341-4 

ΑΝ341-6 

AN361-616 

AN341-8 

ΑΝ3426-2-2 

ΑΝ3433-2-2 

AN3433-2-3 

AN3433-2-5 

AN3433-4-2 

AN3434 

AN3434-=1 

AN3434-2 






tc uu 






AN3436-2-1 
AN3136 -2-10 
AN3436-2-11 
AN3436-=2-12 
AN3436-2-13 
AN3436-2-14 
ΑΝ2436-2-15 
AN3436-2-16 
ΑΝ3436-2-17 
ΑΝ2436-2-19 























R17P439-249 


(9 £50-400wO 










AN3436-2-4 
AN3436-2-5 
AN3436=2-6 
AN3436-2-7 
AN3436-2-8 
ΑΝ2436-2-9 
AN3436-28 

AN3436-3-16 
AN3436=4~16 
AN3436-4-5 

AN3436-4-6 

AN3436-4-7 
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AN350-1032 
AN3502-2A 
AN36/APS31 
ΑΝ26-44 
AN360C616 
AN360D416 
ΑΝ363-1032 
AN363-524 
AN363-624 
AN363-632 









R43N95940-1910 






R43N97525-105 
R43N97525-110 



























AN364-1032 
AN364-1034 
AN364-1216 
AN364-1414 
AN364-428 
AN364-524 
AN364-624 ' 
AN364-=6 32 
ΑΝ364-720 
AN364-832 
AN364-918 
AN365-1016 
AN365-1018 
AN365-1032 
AN365-1216 
AN365-1614 
AN365=426 
AN365-428 
AN365-440 
AN365-524 
AN365-528 
AN365-624 






R43N98210 












R43N97443=10 
R43N97415-10 
R43N97445-10 
R43N97449-10 
















R43N974 20-10 
R43N97200 
R43N97425-10 












R43N97430-10 
R43N97205 
R43N97435-10 
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Numerical index of 
Standard and Vendor Parts 


5 ER FIGURE 
PART NUMBE! STOCK NUMBI AND INDEX 
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AN365D624 2 | JANS=16 
AN3650820 R43N96830 1 | JAN4-16A i 
AN380-2-1 1 | [AN4-17 
ΑΝ386-1-11Α - 1 | |AN4-17A 
AN386-1-7 R42P14420 - 3 | ΙΑΝΦ-20Α 
AN386-1-7A R42P14425 - 4 | [AN4-21 
AN386-1-8A - 1 | [AN4-21A 3 
AN386-18 τ. 1 
ΑΝ286-2 - 1 1 
AN3903-0- 4118 1 
AN392-11 R42P9104 - 4 - 
AN392-12 Cle 42 - 1 - 
AN392-13 R42P9106 - 1 - 7 2 
AN392-17 R42P9110 - 5 - 
AN392-19 R42P9112 - 4 - 
AN392-21 - R42P9114 - 1 - 
AN392-23 R42P9116 - 9 - 
ΑΝ392-25 R42P9118 = 1 - τ 
AN392-27 R42P9120 = 2 1 
AN392-33 R42P9126 - 1 
AN392-43 - 4 | [ANG-31A 1 
AN392-49 = 2 | |AN4-32A 
AN392=9 R42P9102 = 2 | [AN4-344 407 - 27 
AN393 - 5 | |AN4-35A 419 - 
AN393-11 : R42P9206 - 9 | |AN4=36 67 - 
AN393-12 CL. 42 - 1 | [AN6=4 432 = 
AN393-13 R42P9208 = 15 | [AN4=4A 188 - 
AN393-14 CL. 42 - 1 | |AN4-40A 209 - 
AN393-15 R42P9210 - 7 6- 
AN393-17 R42P9212 = 3 R43877888 358 - 
AN393-19 R42P9214 - 7 | [AN4=44A R43877900 332 - 
AN393-2-2 1||AN4-5 66 - 
AN393-21 R42P9216 - 3 | ANá-5A R43B77714 41 = 
AN393-23 R42P9218 - 2 363 - 
AN393-25 B 3 444 = 
AN393-27 - 2 320 - 
AN393=29 - 3 R43877718 - 
AN393-31 R42P9228 - 5 | [AN4=6A R43877720 
AN393-33 R42P9230 - 3| |AN4-65A R43878002 
AN393-35 - 2 | |ANó-7 R43B77724 
AN393-37 τ; 1 | [AN4=7A R43877726 
AN393-39 R42P9236 - 2 R438407600-32 
AN393-41 - 4 
AN393-47 = 1 R43B16310 
AN393-53 - 1 
AN393-57 - 3 
AN393-61 R42P9258 - 2 
AN393-65 R42P9262 2 
AN393-67 E 2 3 
AN393-7 R42P9202 = 11 
AN393=9 R42P9204 - 29 R43885059 
AN394-13 R42P9352 - 2 Cle 43 

E AN394-15 R42P9354 - 2 
AN394=-17 R42P9356 - 4 
AN394-19 - 4 
AN394=23 - 4 
AN394-27 R42P9366 - 4 R43B85077 
AN394-31 R42P9370 - 2 
AN394=33 1 
AN394-39 R42P9378 4 
AN394=51 5 
AN395-21 4 R43B85043-15 
AN395-41 2 
AN395-53 2 R43885042-20 
AN396-27 R42P9712 1 | JANSHSA R43B85043~20 
AN396-29 2 R43885045 
AN396-31 1 
AN396--33 R42P9718 2 6 
AN397-29 1 R85635000 3 
AN398-43 2 4 
AN398-45 4 CL. 86 1 
AN398-69 R42P10154 = 2 1 
AN4-10 R43877730 - 18 CL. 86 g 2 1 
ΑΝά-10Α R43B77732 - 12 | |AN4127-6 R82F360012 30 - 26 2 
AN4-11 R43877736 - 125 | |AN4128 CL. 82 D 29 1 
AN4-11A R43B77738 - +. 76 | ΙΑΝΦ128-1 R82F36C220 2 
ΑΝ4-12 R43877742 - 4 | [¡AN4130-1 CL. 82 145 - 7 1 
AN4-12A R43B77744 a 32 | |AN4130-22 CL. 82 30- 4 -10 
AN4-13 R43B77748 = 4 | [AN4130-23 CL. 82 30 - 11 10 
AN4-13A R43B77750 = 61 | [AN4130-26 CL. 82 30 - 6 1 
AN4-14 R43B77754 - 7||AN4130-3 R82F360046 145 - 8 1 
ΑΝά-14Α |^ 1R43B77756 39 R82F360052 30- 5 11 
AN4-15 R43877760 1 30 - 12 4 
AN4-15A R43B77762 13 30 - 30 2 
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AN4131-1 
AN4135-1 
AN4135-11 
AN^143-1 
AN4171-16 
AN4181-1 
AN42-124 
AN42-13 
ΑΝΔ2-3 
AN42-3A 
AN42=30A 
ANA2-4. 
AN42-4A 
AN42=6 
AN42D50C8 
ΑΝ43-30Α 
AN43-6A 
AN436A8 
ΑΝ44-16 
AN44=5 
ANA&-5A 
AN45=11 
AN45-7 
AN46A 
AN481-4P 
AN481-8P 
AN486-1 
AN486-=2 
AN486-3 
AN486=4 
ΑΝ5-10 
ANS=10A 
AN5=11 
ΑΝ5-11Α 
ΑΝ5-12 
AN5-12A 
AN5-13 
ΑΝ5-13Α 
ΑΝ5-14Α 
ΑΝ5-15Α 
AN5-16A 
AN5-17 
AN5-17A 
AN5-20 
ΑΝ5-20Α 
ΑΝ8-21 
ΑΝ5-21Α 
AN5-22 
ΑΝ5-23Α 
AN5=24 
ΑΝ5-24Α 
ΑΝ5-25 
AN5=30A 
ΑΝ5-32 
ΑΝ5-32Α 
ΑΝ5-35 
AN5-37A 
ΑΝ5-40Α 
ΑΝ5-5Α 
AN5=50A 
AN5=6A 
ANS=7 
AN5-7A 
ANSC22 
ANSHA 
ANSH11 
ANSH13A 
ANSH25A 
ANSH26 
AN5H30 
ANSH4 
ANSHAA 
ANSH5 
AN500A10-12 
AN500A416-12 
AN500A6-3 
ANS00A8-10 
AN500AB-5 
ΑΝ5ΟΟΑΔΒ-8 
AN500B6-12 
AN501-10-6 
AN501-516-10 
AN501-516-8 
AN501A10-10 
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R82F360126 
R82AN 
R83KOEK1125D 


R43885150-85 
R43B85150-7 
R43B85150-8 
R43B85150-10 
R438181600 
R43S181955 


R435181542 
R435181522 


R435180853 
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ANSO1A10-11 
ANSO1A10-12 
ANS01A10-16 
ANSO1A10-4 
ANS01A10-5 


AN502=10-10 
AN502=10-12 
ANSO2-=10-14 
ANSO2=10=24 
AN502-10-4 
ΑΝ5Ο2-10-6 
AN502-10-8 
IAN502-7416-10 
AN502-416-14 
ANS02=416=20 
ANS02-416-8 
AN502-8-10 
AN502-8-14 
ΑΝ502-8-6 . 
ΑΝ603-10-10 
AN503-416-14 
AN503-416-16 
ΑΝ503-416-18 
AN502-416-8 
ΑΝ503-8-14 
AN503=8=4 
AN503-8-8 
ΑΝ5034-3 
ANS504=8-9 
IAN505~6R10 
AN505C4=10 
AN506-632-10 
AN507=10=13 
AN507-10R24 
AN507=1032=10 
AN507-1032-7 
AN507-1032B8 
AN507-1032R10 
AN507-1032R14 
AN507-1032R16 
ANS07=1032R18 
AN507=1032R7 
^ 507-428-10 
507-428-12 
ÀN507-428-7 
AN507-428R8 
AN507-440 
ANSO7=440=6 
AN507-440-8 
AN507-440R10 
AN507-440R12 
AN507-440R3 


AN507-632F8 
AN507-632R 

AN507-632R10 
AN507-632R12 
AN507-632R16 
AN507-632R18 
AN507-632R5 
AN507 -622R6 


AN507=832R12 
ANSO7=832R16 
|AN507-832R7 
|AN507-832R8 
AN5078440-6 





R4 35182542 


R435182532 


R435182534 
R435182538 
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P 
Ur PONE 


NNN 
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R435183244 


R435183240 


R435183124 


R435189800-4030 
435193900-340 


R435189800-4430 
R435189800-4440 


R435189800-530 


R435193850-518 - 
R435193850-526 


m 


R435189800-780 
R435189800-800 


T 


R435193850-=946 
R435193850-950 
R435193850-918 
R435193850-922 
R435193850-926 
R435193850-930 
R435189800-3250 


R435193900-140 
R435193900-150 


R435193900-120 
Revised 15 September 1955 














Section ni 
. Numerical Index of 


ΑΝ 01-60AABA-4 Standard and Vendor Parts. 








ANDO 7B624R32 
AN507B632-10 
AN507B632R10 
AN507B632R14 
AN507B632R18 
AN507B632R22 
AN507B632R28 
AN507B632R6 
AN5078632R7 
AN507B632R8 
AN507B832R18 - 
AN507C1032R10 
AN507C1032R8 
AN507C832R12 
ANS07UB632R14 
AN507UB632R18 
AN507UB832R26 
ANS08-7 
AN599-10-10 
ANS09-10-11 
AN509-10-12 
AN509-10-13 
AN509-10-14 
AN5C9=10=15 
AN509-10-16 
AN509-10-18 
AN509-10-19 
AN509-10-20 
AN509-10-28 
ΑΝ509-10-31 
ΑΝ509-10-33 
AN509-10-34 
AN509-10-35 
AN509-10-37 
ΑΝ509-10-5 
AN509-10-7 
AN509-10-8 
AN509-10-9 
AN509-10RS 
AN509-10R10 
AN509-10R11 
AN509-10R12 
AN509=10R13 
AN509-10R14 
ANDO9=10R15 
AN509-10R16 
AN509-10R17 
ANSO9-10R18 
AN509-10R20 
AN509-10R21 
AN509-10R22 
AN509-10R23 
AN509=10R24 
AN509-10R25 
AN509-10R27 
AN509-10R32 
ANSO9-10R37 
ANSO9-10R38 
AN509-10R58 
AN509-10R6 
ANS09-10R7 
AN509-10R8 
AN509-10R9 
AN509=1027 
AN509-16R22 
AN509-416-11 
AN507-7416-712 
AN509-416-13 
AN509-416-15 
AN509-416-22 
AN509-416-23 
AN509-416-29 
AN509-416-33 
'AN509-416-34 
AN509~416R10 
AN509-416R11 
ANS09-416R12 
AN509-416R13 
ANDOY=416R14 
ANDUY-416KR1> 
ANSO9-416R19 
ANS09-416R20 
AN509-416R22 
AN509-416R24 


R43514200-530 


R435142000-1080 


R435147059 
R435147062 
R435147065 
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AN509-416R29 
ΑΝΡΟΘ- 4168231 
AN509-416R33 
AN509-416R 34 
AN509-416R35 
AN509-416R47 
ANS09-416R48 
AN509-416R9 

AN509-417R17 
AN509-516-28 
AN509-516-=35 
AN509-516R14 
AN509-516R17 
AN509=516R27 
AN509-616-20 
AN509-616-27 
AN509-616-40 
AN509-616-45 


"|AN509-7616-48 


AN509-616-9 
AN509-616R15 
AN509-616R42 
AN509-8-10 
AN509-8-11: 
AN509-8-12 
AN509-8-14 
AN509-8-16 
AN509-8-17 
AN509-8-4 
AN509-8-7 
AN509-8-8 
AN509-8-9 
AN509-8R15 
AN509-8R16 
AN509-8R19 
AN509-8R6 
AN509-8R7 
AN509-8R8 
AN509-8R9 


AN515-4R5 
AN515-4R6 
ANS15-4R7 
AN515-4R8 
AN515-4R9 
AN515-6-1 
AN515-6-14 
AN515-6-18 


-{AN515-6RH 


AN515-6RS: 
AN515-6R10 


JAN515-6R11 


AN515-6R12 
AN515-6R15 
AN515-6R16 


AN515-6R3 
AN515-6R32 


.JAN515-6R4 


AN515-6R40 
AN515=6R5 


-|AN515-6R6 


AN515-6R7 

ANSI5-6R8 

AN515-632R6 

AN515-8-10 

AN515-8-12 

AN515-8-17 
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PART N! : TOCK NUMBER FIGURE 
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AN515-8-8 -832- : = 
ον ατα "T AN526-832-10 R435175154 200 - 37 9 
AN515-8R12 AN526-632k5 408 1 
AN515-78R13 || 4 ||AN526C1032-8 397 - 23 5 
AN515=8R14 18 | |AN530-10-8 R435438132 ; 21 - 42 8 
AN515-8R16 8 | AN530-6-6 85 = 12 8 
AN515-8R18 6 | |JAN530-6R4 το - 51 ο 
AN515-8R22 . 4 | |AN520-6R6 : 4 
AN515-8R24 R435210410 2 | |AN530-8-6 R435438092 79 - 18 5 . 
AN515-8R26 12 | [AN530-8R8 : 150 - 7 1 i 
AN515-8R4 R435210370 2 | [AN535-2-4 R43549594 344 = 28 4 dl 
AN515-8R40 1 | [AN5525=1 R88B890 159 - 67 3 a 
AN515-8R5 1 | |AN5525-2 213 - 69 2 
AN515=8R6 R42S210378 - 2 | |AN5534-1 241 - 33 1 
AN515-8R7 R435210382 - 2 | [AN5537-1 R88C1310 . 2 
AN515-8R8 R435210386 - ANS565A10-7 R435190402 214 - 20 rai 
AN515-8R9 - AN565A10H12 365 - 8 8 | 
ANS15B4R4 - laN565A6=4 152 - 13 1 
AN515B6R10 R435149314 - ¡ANS65B6=4 R435189950-2020 1 
AN515B6R12 R435149318 - AN565C10=7 R43$190520 354 - 13 1 
AN51586R6 R435149302 - AN565C6-6 R435190450 2 
'AN515B6R8 - AN565D416H8 : 355 - 49 1 
AN515B8R12 - AN565D6=4 227 - 12 1 
AN515B8R8 - AN565D6-8 - 227 - 11 1 
AN5154R7 AN5745L2A 1 
AN5156R10 ΑΝΡΤΤΙ-5Α βθ860924-010-000 349 - 49 2 
ANS156R8 AN5771-7A Β886640 278 - 54 1 
| ANS516~6R = ANS771T4B 96 - 11 1 
AN520—-10-10. = AN5785-1 . R88T2650 265 - 63 1 
AN520710-24 τ AN5791-1 l 164 - 16 1 
ΑΝ520-10-26 = ΑΝ5795-6 Cle 88 1 
AN520-10-5 - i AN579516 : 237 - 3 1 
AN520-10-8 - AN5816-2 R88T3305 2 1 
AN520-10R - AN5830-2 23 - 21 1 
| 4N520-10R10 - AN5830-3 23 - 73 1 
AN520-10R12 - AN5863-3 : R881474 1 
AN520-10R14 - ANé-10 : 269 - 12 1 
AN520-10R16 ΑΝ6-10Α | 3- 7 9 
AN520-10R17 AN6-11A- R43B79132 117 3 
AN520-10R18 ΑΝ6-12Α R43B79138 3- 8 6 
AN520-10R20 AN6-13 R43B79142 181 = 3 4 
"| AN520-10R22 + | |ΑΝ6-13Α R43B79144 15 - 61 8 
AN520-10R24 R435211548 AN6-134  : 4 
AN520~10R26 R435211522 2 | ANé-14 ττ- 9 2 
AN520-10R28 R435211556 3 | ΙΑΝ6-14Α 372 - 19 1 
AN520-10R30 1||ANe-15 ᾿ R43B79154  . 14 4 
AN520- 10R32 R43S211564 O | |AN6-15A R43B791>6 . 15 - 53 4 
AN520-10R36 R43S211568 1||AN6-16A R43B79162 88 - 8 8 
AN520-10R37 1 | |AN6-17 . 436 - 6 2 
AN520-10R4 8 | |AN6-17A R43B79168 15- 7 2 
AN520-10R42 - Cle 43 4 | |AN6=20 R43B79172 168 - 7 2 
'AN520-10R43 1 | |AN6-20A 331 - 2 1 
AN520-10R48 ; 2 ||ΑΝ6-21 370 - 22 9 
AN520-10R6 R435211508 6 | |AN6-21A R43B79180 15-71 2 
AN520-10R7 R43S211512 55 | |AN6~22 395 - 9 2 
AN520~10R8 R435211516 224 | |ΑΝ6-22Α 356 - 68 2 
AN520-1028 2 | |AN6-23A 332 - 12 1 
AN520-1032-10 2 | ΙΑΝ6-24Α 141 - 34 6 
AN520-3R3 12 | AN6-25A 343 - 50 4 
AN520-4R3 8 | |AN6-26A 141 - 35 4 
AN520-40R8 1 | |AN6-27A 141 - 36 2 
AN520-416  . . 4 | [ANG6=31 92-7 7 2 
AN520-416R10 R435211642 - 2 | |AN6-31A : 2 
AN520-416R12 R435211646 - 4 | [ANG-34A - 152 - 33 1 
AN520-416R14 - 14 | JAN6-35A 152 - 32 1 
AN520-416R18 - 8 | |AN6-36A «5152 - 31 2 
AN520-416R8 - 3 | |ANé-5A 340 - 3 4 
AN520-416R9 - 8 | [AN6-51A 152 - 18 4 
AN520-465R12 4 | |ANé-55 52 - 12 1 
ΑΝ520-5 . - 4 | |AN6-55A 4 
AN520810R8 ' R4351150526 - 2 | |AN6-7A R43879120 10 - 30 3 
AN520C10-6 R435325608 - 20 | |ANGA 374 - 14 4 
AN520C10-8 ; - 1 | |AN6A34 a 171 - 55 1 
AN520C10R22 - 8 | |AN6DD67 R43B17606 178 - 9 1 
AN526-1032 14 | |AN6H12 5 184 - 55 1 
AN526-1032R11 - 30 | |AN6H20 - 184 - 53 1 
AN526-1032R12 - 1 | |AN6H20A R43885160-64 168 1 
AN526-1032R16 - 2 | lAN6003-72A . 351 - 75 4 
AN526-1032R30 - 1||AN6016-2 R83V90640 351 - 36 8 
AN526-1032R8 R435193746 - 4 | AN6017-1 R83V90650 351 - 41 4 
AN526-1032R9 - 14 | AN6200-8A8 1 
ANS26-6D 2 | |ANé204-1 323 - 33 1 
AN526-632R30 2 | |AN6204-2 s 355 - 7 5 
AN526-632R8 8 | |AN6227 3 
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AN O1-60AABA-4 Standard and Vendor Parts 
; RE FIGURE 

Ac [omm umi 
AN6227-10 299A- τ ΑΝ6246-1 R3361002-27 
AN6227-11 R33P492-40 34 - 42 AN6246-15 a 
AN622 7-12 R33P492-43 17 - i 14 | [AN6246=16 32 
AN6227-13 R33P492-46 49 - 28 7| |AN6246-16D 1 
AN6227-14 R33P492-49 21 - 38 26 | [AN6246-17 4 
AN6227-15 355 =- 5 3||AN6246-18 R3361002-36 10 
AN622 7-16 50 - 19 22 | JAN6246-19 R336G1002-38 6 
AN6227-17 R33P492-58 17 - 6 2 | |AN6246-20 R33G1002-40 4 
AN62 27-18 R33P492-61 50 - 24 9 | JAN6246-22 . f 2 
AN6227-19 R33P492-64 17 - 30 7 | JAN6246-23 USE SR16-23 
AN6227-2 320 - 26 10 | |AN6246-24 R33G1002-48 4 
AN6227-20 R33P492-67 285 - 30 14 | [AN6246-25 6 
AN62 27-21 R33P492-70 262 -. 12 2 | |AN6246-26 R3361002-52 8 
AN62 27-22 441 - 12 : 2 | JAN6246-27 R3361002-54 2 
AN6227-23 R33P492-76 22 - 36 13 | JAN6246-29 8 
AN62Z2 7-24 R33P492-79 95 - 10 2 |¡AN6246-31 i 2G 
AN6227-25 50 - 23 10 | JAN6246-33 R33G1002-84 2 
AN62 27-26 361 - 23 4 | |AN6246-35 R33G1002-87 4 
AN6227-27 R33P492-38 322 - 72 2 | |AN6246-37 2 
AN6221-28 427 = 48 2 | |AN6246-4 R3361002-8 6 
AN622 1-29 ` 355 - 20 3 | |AN6246-42 R33G1003 4 
AN6227=3 320 - 34 23 | |AN6256-44 4 
AN6227-21 R33P492-100 29 - 31 2||AN62456-46 2 
AN6227-33 R33P492-106 379 - 21 .l[||AN6246-48 R33G1003-12 1 
AN6227-25 360 - 28 3|1AN6246-5 2 
AN6227-37 282 - 5 2| |AN6246-52 R33G1003-20 1 
AN6227-42 442 ~ 12 2 | |]ΑΝ6246-58 R33G1003-32 2 
AN6227-44 285 - 10 5| |JAN6246=60 2 
AN6227-46 355 - 35 1 | JAN6246-60 2 
AN6227-48 376 - 11 1|l|AN6246-61 R33G1003-38 2 
ΑΝΘ22Τ-49 364 - 41 2 | [ANS5246-65 6 
AN6221-5 28 - 36 12 | [AN6246-7 R3361002-14 6 
AN6221-52 376 - 14 1 | |JAN6246-9 R33G1002 2 
AN6221-58 R33P492-184 364 - 47 2 | [AN6264-10-22-3/4 1 
AN6227-6 R33P492-25 323 - 20 7 | |AN6264-100L 1 
AN6227-60 355 = 25 1||AN6264-10019-1/2 2 
AN6227-61 364 - 50 2||AN6264-16DL 1 
AN6221-66 355 = 11 3 | JAN6264-16011-1/2 3 
AN6227-7 R33P492-28 291 - 25 11 | |[AN6264-16D14 l[ 
AN6227-0 R33P492-31 361. 9 2 | |AN6264-16D17-1/4 1 
AN622 7-9 R33P492-34 21 - 26 17 | |AN6264-16019 1 
AN6229-10 324 - 2 1 | ΙΑΝ62Θ4”- 16021 1 
ΑΝ6230-13 360 - 22 2 | ¡AN6264-16D23-1/4 2 
ΑΝ62 30-14 282 = 2 2 1]AN6264-16D23-12 1 
AN62 30-19 442 - 25 1 |/A4N6264-16D23-14 1 
AN62 30-2 135 = 11 7 | |AN6264-16034 1 
AN6230-4 R3361150-16 50 - 17 2 | [AN6264-16D37 1 
ΑΝ62 30-41 285 - 14 2 | [AN6264-16D41-1/4 1 
AN62 30-9 379 - 16 2 | [ANS264-16D43 1 
AN6231-l 441-7 4 1 | ΙΑΝ6264- 16047 1 
AN6231-13 379 - 6 3]||AN6264-16050 3 
AN6231-3 388 - 14 1||AN6264-16D84 2 
AN6221-37 376 - 18 1 ||AN6264-160-47 1 
AN6221-4 118 - 16 1|jAN6264-4-10 2 
AN62 31-47 1 | JAN6264—4-11 Cle 45 2 
AN6231-5 361 - 15 2 | JAN6264—4-12 1 
AN6231-9 360 - 14 . 3 | |AN$26474-13-1/2 Cle 45 1 
AN6231A33 355 - 41 1 | /AN6264-4-14-1/2 Cle 45 1 
AN6221A47 364 - 54 2 | JAN6264-4-15 Cle 45 4 
AN62 3145 135 - 4 4 | |AN6264-4-16 Cle 45 2 
AN6232-1 364 - 53 3 | |AN6264-4717 G 1. 
AN6232-2-2-3/4 361 - 17 2 | ¡AN6264-4-19 : 1 
AN6232-4-3/8 379- 7 3 | |AN6264-4=20 CL» 45 2 
AN6232C1-9/16 375 - 20 1 | /AN6264-4-=22 Cle 45 2 
AN6232C11-3/8 355 - 39 1 | ¡AN6264-4-24 4 
AN6232C2 326 - 13 2 | |AN6264-74-26 1 
AN6232C2-3/8 388 - 16 1|lAN6264-4-26-3/4 1. 
AN5232C2-9/16 329 - 21 1 | |AN6264-4-28 1 
AN6232C3 50 - 18 4 | [AN5264-4-28-1/2 2 
AN6232C3-9/16 360 - 16 3 | [AN6264-4-36 2c 
AN62 34-2 274 = 20 3 | [AN6264-4=-40 Cle 45 2 
AN5236=2 285 - 11 1 | |AN6264-4=-48 Cle 45 1 
AN6240-1 : 311 - 61 8 | [ANS264- 4-54 Cle 45 1 
'AN62 44-13 R3361004-34 360 - 21 8 | [AN6264-4=-7 Cle 45 1 
AN62 44-14 g 282 3 2 | [AN6264-4L 1 
AN62 44-19 R3361004-46 442 = 24 2 | 1AN6264-5-35 i 
AN62 44-2 R3361004-12 135 - 10 14 | [AN6264-6-18 1 
AN62 44-4 R33G1004-16 50 - 16 4 HAN6264-6-23-1/2 i; 
AN6244-9 R3361004-26 379 - 15 4 | [AN626476-23-1/4 1 
AN62 46-10 R33G1002-20 441-7 9 2 | {AN6264-6-30 CL» 45 1 
AN6246-10D19 1]|l|AN6264-6-31 i 
AN6246-11 R3361002-22 50 - 30 32 | |AN6264-80L 1 
ΑΝ62 46-12 R33G1002-224 137 - 11 16 | ΙΑΝ6264- 8020 4 
AN62 46-13 R3361002-34 118 - 20 6 | |AN6264-8021-1/2 -4 
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Numerical index of 


Standard and Vendor Parts 


PART NUMBER 


AN6264~8022=1/2 
AN6264-8D24 
AN6264-8034-1/2 
AN6264-80-14-5/8 
AN62 1-50 
AN6270=10-3/4 
ΑΝ6270-10-8 
ἈΝ6270-4-10 
AN62 1074-12 
AN6270-4-12 
AN6270-4=14 
AN6270=4=15 
AN6270-4-18 
AN6270=4-19 
AN6270-4-21 
AN62 1074-6 
AN6270-4-0 
AN62 70=4~9 
AN62 70-8- 
AN6271-10-12 
AN6211-10-12-1/2 
AN6271-10-13-1/2 
AN6271-12-10-1/2. 
AN6271=12-10-1/4 
AN6271-12-11 
AN6271-16-20-1/2 
AN6271-16-35-1/2 
AN6271-4-11 
AN6271-4-12 
AN6271-4-13 
"| AN6271-4-14 
| AN6271-4-15-1/2 
AN6271-4-16 
AN6271-4-18 
ΑΝ6ΟΤ1-4-20 
ΑΝ6271-4-26-1/2 
ΑΝ6271-4-29-1/2 
AN6271-4-30 
AN6271-4=32 
AN6271-4-40 
AN6271-4-7 
AN6271-4-7-5/8 
AN62T1-4-8 
AN6271-4=9 
AN6271-4-9-1/2 
AN6271-5-10-1/2 
AN6271-5-12 
ΑΝ6271-5-12-1/2 
.| AN6271-5-21-1/2 
‘| AN6271-5-21-1/4 
AN6271-5-35 
AN6271-6-10-1/4 
AN6271-6-12 
AN6271-6-13  , 
AN6271-6-13-1/2 
AN6271-6-20-1/2 
AN62 11-6-7-1/2 
AN6271-8-14 
AN6271-8-34-1/2 
AN6271-8-9 
AN6271D12 
AN627105 
AN6274=4=10 
AN6274-5-19-1/2 
AN6274-5-21-1/2 
AN6274-5-60 
AN6214-5-68 
AN62 17-4 
AN62 77-40 
AN62 17-6 
AN6279=4CD 
AN6280-12 
AN6280-4 
AN6280-6 
AN6280-8 
AN6280-8D 
AN6287-1 
AN6289-10 
AN6289-10D 
AN6289-12 
AN6289-12D 
AN6289-16 
AN6289-16D 
AN6289-4 


R45N239430 


R45N239435 
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STOCK NUMBER 


AN 01-60AABA-4 


AN6239-4D 
AN6289-5 
AN6289-3D 
ANS289-6 


AN6289-8 
AN6289-8D 
AN6289-80 


AN6290-10 
ΑΝ6290-12 
ΑΝ6290-1δ 
ΑΝ6290-18 
AN6290=20 
AN6290-3 

4 

5 
AN6290-5D 
AN6290-6 
d 8 


5 
AN6291-6 
AN6291-8 
AN6292-20-1/2 
AN6292-75-21 
ΑΝ6292-6-10-1/2 
ΑΝ6292-6-12 
AN6292-6-13 
AN6292-6-713-1/2 
AN6292-6-14-1/2 
AN6292-6-718-1/2 
ΑΝ6292-6-19 
ΑΝ6292-6-19-1/2 
AN6292-6-9-1/2 
'|AN6292-68 
AN6292-6R 
AN6292-8-10-1/2 
AN6292-8-14 
AN6292-8-14-1/2 
AN6292-8-17-1/2 
AN6292-8-19-1/2 
AN6292-8-23 
AN6292-8-32 
AN6292-8735 
AN6292-3-44 
AN6292-8-45-1/2 
AN6346-31 
AN635-416 
AN635-832 


AN737=26 
AN737-30 
AN731-38 
ΑΝΤ2Τ-44 


m 
NNER I UN OS 9 νοοωω y (Ὁ }» PRR RNY RN PNR PR RNP A ο IND FO NNN I IND. I A ERR UD fO. UO) I UI ES RPE IS IN). IND RRP 15 PR IND A e a 555» IND 5» RA OR 155 525 A AA 


+ 


R45N239410 
R45N239415 


:1R45N239420 


USE AN6289-8 


R3361151-180 
R3361151-190 


R33G1151-30 
R3361151-140 
R3361151-150 


R3361151-160 
R33G1151-170 
R33G1105-70 
R3361105-80 


R33G1105-40 
R3361105-50 
R33G1105-60 


USE MS28741-8-1 
USE MS28741-8-1 


45 


R17T13609-125 


Uu 





PRA NUN IO I im i e A 8S 


m 
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ANT3TRM26 
AN737RM30 
AN737RM38 
AN73 7RM4 
AN737RM4C 
AN737RM44 
AN73 7RN46 
ΑΝΤ2ΤΕΗΣ6 
AN737RM58 
AN737RM66 
ANT3TRMT4 
AN737RM82 
AN737RM91 
ANT3TRM98 
AN737TW48 
AN737TW91 
ANT4-11 
ANT4-17 
ANT4-20 
ANT4-21 
ANT4-3 
ANTA TA 
ΑΝΤά-5 
ANT4-6 
AN74A12 
ANT42-11 
AN742-4 
AN742=4D 
AN74 2-82 
AN742D18C 
AN742D18CB 
ANT42D19 
ANTA2021C 
AN742023 
AN742D23C 
AN742D28 
AN742D32 
AN742D38C8 
ANT42D4 
AN74204C 
AN742D4SCB 
AN742D46C 
ANT4 2048 
ANT42050CB 
AN742D56 
AN742D64 
AN742D7C 
AN742D9C 
AN748-107 
AN748-22 
AN748-26 
ANT48-46 
ANTA8-66 
AN748-=82 
AN748-98 
ANT49=2-2 
AN7502-39 
AN7503-3 
ΑΝΤ510-2 
N752-1-6 
ANT6A5 
ΑΝΤ80-3 
ΑΝ7805ς8 
AN781-4 
ANT783-100 
ANTB83-6D 
AN783D6 
AN784-10D 
AN784-5 
AN784D16 
AN784D6 
ANT91-3 
ANT95-3 
ANS-12 
ANE-13A 
AN8-22 
ΑΝ8-21Α 
ANB-22A 
AN3H11 
AM3COBDO 
AH8GOSD1 
AN8008D1C 
AN8008D16 
AN800802 
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AN 01-60AABA-4 


STOCK NUMBER FIGURE  |TOTAL PART NUMBER 
AND INDEX | QTY. 
66 - οἱ 74 i 






















































AN8008D6 1594- 9 .2 

22 164 - 19 2 

8 159 - 6 5 

12 R4393300120 167 - 2 20 

R43W300130 159 = 5 6 

159 -="-9 4 

AN8019-1 191 ~ 13 2 

AN8021-1 2 3 

AN8022-1 1 

AN804-10D 2 

12 2 

21 

AN804-5-4 1 

AN804-5D 6 

AN804-6D 2 

AN804-8D 1 

AN804D4 2 

R43B46948 2 
R43B48952 1 
R43848980 2 











R43848900 





ΑΝΘΟΤ-60 
ΑΝ809-1 
AN812-1 
AN813-1A 
ΑΝΘ14-100 
AN814-12D 
AN814-2' 
ΑΝ814-20 
AN&14=30 
ANB14-4D 
AN814=6D 
AN814-80 
AN815-10 
ANB15-10D 





R45N130-102 

















































R42C1800-170 


we 
NN ruso un Yon υφδωνω UEP: 
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- 
~ 
1011090511 
- 
ο 


R45U77-20 24 3 
R42C18200-100 ANB815-240 23 45 
AN815-280 23 14 

ANS15=4 R45U1420-20 19 










R45U75-20 
r45U1420-30 
R45U76 






+ 
A 
ΕΕ: 



















R42C18200-115 
RNP 05-125 


R45UT6-1C 





















































R42C18632-107 26- 1 
R42C18632-22 23 - 27 
VMSVE UT bre o6 R45U76-20 23 - 79 
R42C18632-46 AN816-10D R45C2678-45 391 - 6 
R42C18236-6€ AN816-120 i 423 - 18 
ΑΝ816-16-120 R45C2678-55 24 - 29 4 
ANB16-16D R45C2678-60 24 - 3 
ANB16-4 R45C2697-744 19 - 9 
AN816-4-4 5 1 
AN816-4-40 5 
ANS16-4A 1 
AN816-40 R45C2678-20 21 
AN816-6 R45C2697-48 6 
AN816-6-2D R45C2678-125 2 
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1 
A4562673-32 2 
R45C2673-30 7 
R45C2673-38 2 
1 R45C2678-40 3 
1 2 
1 R45N2381-20 16 
1 2. 
1 2 
1||AN819-140 1 
R45T2759-10 12 | lans19-4Z R4557540 2 
4 | |Ak819-6Z 2 
R43860536 6 | JAN821-100 1 
R4386E0572 1 1 
3 2 
1 R45E9536-34 1 
R43865200-21 8 R45E242-15 6 
R4Z1411 4 1 
R421411-745 8 | JANG21-5D 5 
R421411-815 31 |AN821-6D R45E242-25 10 
4 | |ANS21-8 1 
12 | |AN821-80 5 
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Numerical index of 
Standard and Vendor Parts 


«¿ART NUMBER STOCK NUMBER FIGURE |TOTAL 
AND INDEX | ΩΤΥ. 


AN821A 


AN822-16-120 


AN822-16D 
AN822-4 


AN822-4-4D 


ΑΝ82 2-40 
ΑΝ822-4011 
ΑΝ82 2-6 
AN822-6-2D 
ΑΝΒ22-6-6 
AN822-6-68 
ΑΝ822-6-60 
‘| AN822-6D 
ANB22-8 
ΑΝΒ22-80 


AN823-16-12D 


AN823-160 
AN82 3-4 
AN823-4D 
AN823-6 
AN823-6D 
AN823-8 
ΑΝ82 3-80 
ΑΝ824-100 
AN824-16D 
AN824-73D 
AN82 4-4 
AN824-74D 
AN824-50D 
AN824-6 
AN824-60 
| AN824-8D 
AN825-4 
AN825-4D 
AN825-6D 
ANB26-4 
AN826~4D 
AN826-6D 
AN827-4D 
AN827-5D 
AN827-76 
AN827-8 
AN832-10 
AN832-10D 
AN832-12D 
AN832-16 
AN832-160 
AN832-20D 
AN83 2-4 
| AN832-4D 
AN832-5 
ΑΝ832-50 
AN832-6 
AN832-6D 
AN832-60 
AN83 2-8 
ΑΝ83 2-80 
ΑΝ833-10 
AN833-10D 
AN833-12 
ΑΝ833-120 
AN833-16 
AN833-16D 
AN833-20 
AN833-20D 
AN83 3-4 
AN833-4D 
AN833-5 
ΑΝ833-50 
AN83 3-6 
AN83 3-60 
AN833-8 
AN83 3-80 
AN834-10D 
AN834-12D 
AN83 4-4 
AN834-4D 
AN834-5 
AN834-5D 

















` | AN834-6 


AN834-6D 
AN834-8 
AN83 4-BD 
AN836-6 


R45E232-78 


R45E239-45 - 31 
: aes - 7 
R45E9535-74 202 - 25 
24 - 13 
R45E239-15 19 = 23 
164 - 2 
396 - 56 
R45E239-135 433 = 52 
190 - 20 
R45E239-26 18 - 26 
R45E239-25 148 - 58 
391 - 7 
27 - 10 
25 - 41 
R45E9535=34 19 - 8 
R45E238-10 19 - 13 
24 - 48 
R45E238-20 349 - 35 

23 

R45E238-30 

R45E238-35 287 - 19 
349 - 5 
410 - 17 
R45T283-20 34 - 13 
R45T283-30 47 = 24 
218 - 8 
R4571283-40 148 - 25 
R457284 287 - 29 
Ἴ202 - 33 
R45T267-20 147 - 56 
R45T267-40 1T 35 
; 24 - 42 
R45T318-20 233 = 11 
| 23 = 70 
349 - 57 
278 - 36 
275 - 5 
148 - 5 
R45U90-30 49 - 8 
414 = 30 
R45U90-40 146 - 29 
158 - 18 
24 - 14 
R45U90-10 24 ~ 40 
R45U1430-15 45 = 45 
R45C90-15 276 - 63 
R45U1430-20 43 - 8 
R45U90-20 18 - 9 
274 - 8 
R45U90-25 45 - 49 














R45E232-80 






R45E232-82 
















R45E232-84 -> 
R45E9536-134 
R45E232-70 

R45E9536-136 
R45E232-72 

R45E9536-138 
R45E232-74 









R45E232-76 





















R45T19831 
R45T290-15 









R45T290-20 









R45T290-25 
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ΑΝ O1-6OAABA-4 


PART N STOCK NUMBER FIGURE 


AN837-10 
¡AN837-10D 


AN837-16 


ΑΝΘ27- 40 
ΑΝΘ27-5 
ANB31-5D 
AN831-6 
ΑΝ837-60 
AN837-8 
ANS37-8D 
ANB38-16D 
AN838-4D 
ΑΝ838-60 
ANS38M22 
AN839-40 
ANB40-16D 
ANB40-4 
ΑΝ840-40 
AN840-40 
ANBAO-6D 
AN840-8D 
ANB42-4D 
ΑΝδ42-60 
ANB42-8 
AN842-8D 
ANB44=4D 
AN844~6D 
AN846-16D 
ANB48-6D 
ΑΝ860010 
AN8600616 
AN867~1 
AN867-3 
ANB72-1 
AN893-10D 
AN893-121 
AN893-14D 
AN893-151D 
AN893-16 
ΛΝ693-160 
AN893-19D 
AN893-20 
AN893-3D 
AN893-7 
AN893-7D 
AN893- 70 
AN893-8D 
AN894-10-8 
ANE94-16D 
AN894-5-4 
ANB94-5D4 
AN894-6-4 
AN894-6-5 
ANB94-8-5 
AN894-8-6 
AN894D10-8 
AN894016-10 
ANB94D5-4 
ANE94D6 
AN894D6-4 
AN894D6-5 
ΑΝ89408-5 
AN894D8-6 
ΑΝ895-120 
ANSH14A 
AN900-16 
AN900-15 
AN900-17 
AN900-21 
AN900-24 
AN900-34 
AN900-42 
AH901-4A 
AN901-5C 
ANS902-12 
AN902-16 


R451232-65-14 


iram 765-18 


ΠΝ 
R458R536-104 
A45T232-65-6 
R4519536-106 


A458232-65-10 


R45T232-65-12 
R45E261-710 


R45E259-300 


R45N139 


R45N140 
R45N141 
R45E273 
R45E273-10 


R45E272 
R45E272~-5 


R45E261-10 


R45F895 


R45B1805 
Cho 45 


R45B1825 
R45B1715 


R45B1790 


R45B1793 
R45B3595-60 


R45B3595-15 


R45B1843-24 
R4581843-36 


R45B1843-9 
R4581843-10 


R45B1843-16 
CL» 43 


R33G545-65 
R336545-70 
R33G545-90 
R33G545-105 
R33G545-155 
R336545-795 
R336200-20 
R33G543-30 
R33G1255-70 
R3261255-80 
83361255 


R33G1255-120 
R3361255-40 





298 
423 


26 
146 
202 
136 


276 
274 
18 


42 
427 
159 
190 


212 
396 
218 
207 


396 
24 


191 
190 
207 
348 
423 
190 
188 


38 
48 


7 
54 
23 
23 


21 
15 
41 


17 
60 
20 
13 
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Section Ill 
Numerical Index of 
AN O1-60AABA-4 Standard and Vendor Parts 





PART NUMBER 


AN902-60 
AN902-8 
AN909-16 
AN910-1 
AN910-1D 
AN91171 
AN911-1D 
AN911-2 
ANS11-2D 
AN911-3D 
AN911-6D 
AN911D 
ANIL 2-10 
AN912-10D 
AN912-12D 
AN912-20 
AN912-30 
AN912-4 
ΑΝΘ91 2-50 
ΑΝ91 2-60 
ΑΝΘ91 2-80 
ΑΝΘ1 3-1 
ΑΝΘ1 3-10 
ΑΝΘ1 3-15 
ΑΝ91 3-20 
ΑΝ91 3-30 
ΑΝΘ1 3-00 
AN914-1 
AN914-1D 
AN914-72 
AN914-2D 
AN914-3D 
AN914-6D 
AN914-8D 

















R45N2828-25 
R45N2414—-20 











R3361255-50 
R45P300-35 







R45C2698-50 










































R45N162 






R45N2415 






R45N163 






PRR A IO IO IS REPO LIO FIN) IR EP I5 ES ων PA NI Ie I OD 1509 I 9S 






R45T9807-725 
R45T254-30 
















AN926-12D 
AN926-160 


R457254 






R457254"5 





AN926-6 


AiNN926-75D R45T254-10 





R45T1254-20 


R45E269 





R45E269-10 


NE QD. Ν μα EP RPE PE AN AA NA ES. O IO. A SE ES IS OS SILIO OR 1 A NA 






AN928-16 
























































































































































































AN915-1 1 | |an928-16D 

AN915-10 1 

AN915-2 1 

AN915-60 1 

AN916-—15D 2 

AN916-2D 1 

AN916-416L 4 

AN917-2D |R451235-10 7 1 
AN917-3D 2 3 
AN917-60 2 | |AN931-10-14 5 
AN918-1D 2| [AN931-10514 1 
AN918-3D 1 | [AN931-10520 2 
AN91 9-10 1 |]ΑΝ931-12-17 6 
AN919-10D 2 | [AN931-12-20 5 
AN919-11D. R45R1883-10 7| |AN921-12-22 1 
AN919-12 6 | |AN921-12-23 1 
AN919-12D -|R45R 1882-20 11||AN931-14-20 - 4 
AN919-13D R45R1884 2 | |AN931-16-22 1 
AN919-14D 4 | |AN931-24-28 5 
AN919-15 R45R2164 10 | [am931-24528 1 
ΑΝΘ19-150 R45R1384-20 29 | |AN931724528 1 
AN919-18D 1 | |AN921-3-10 1 
AN919-19 1 |lAN931-3-5 R33G1702 13 
AN919-19D R45R1886 4 | [AN931-4-12 3 
AN919-20 2 | [AN931-4=7 R33G1704 7 
AN919-200 R45R1886-10 8 2 
AN919-23D R45R1887-10 1 1 
ΑΝΟΙ 9-3 1 | [AN931-5-13 1 
ΑΝΟΙ 9-30 R45R1880-20 11 | |AN931-5-9 2 
AN919-60 R45R1881-20 33 | |An931-5512 1 
AN919-7 3 | |AN931-6-10 11 
AN919-7D 16 | |AN931-6-16 17 
AN920-5 1 | |AN931-6S1 1 
AN920A10 6 | lAN931-6510 2 
AN921-6S16 1 | |AN931-7-11 1 
AN924-10 3||AN931-0-13 4 
AN924-10D 2 | |AN931-8-20 1 
AN924-12 1 | JAN931-8S16 6 
AN924-7120 1 | |[AN931-8520 6 
AN924-16 1 | JANS31-9-13 1 
AN924-16 1 | |AN931A6-10 1 
AN924-20D 5 | |AN931A8-13 1 
AN924-30 4 | |AN?3184512 1 
AN924-30 1 | |AN93186-10 2 
AN924-4 16 | JANS32-200 2 
AN924-4D R45N2413-20 122 | ΙΑΝ922-60 1 
AN924-5 6 1 
AN924-5D R45N2414 33 1 
AN924-6 11 2 
AN924-6D R45N2414-10 .56 1 
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Numerical Index of 


Standard and Vendor Parts 


. PART NUMBER STOCK NUMBER 





AN924-97 
AN935-10 
AN935-10L 
AN935-4 
AN935-416L 
AN935-6 
AN935-6L 
AN935-616L 
AN935-8 
AN935-8L 
AN935B616L 
AN936A10 
AN936A10B 
AN936A3 
AN936A3168 
AN9364A4 
AN936A416 
AN936A4168 
AN936A6." 
AN936A6B 
AN936A6167 
AN936A8 
AN936B10B 
AN93686168 
AN936B716 
AN936B8 
AN936D6 
AN937-16 
AN939-16 
AN939-5 
AN941-8' 
ΑΝΘΦ 4-10 
AN944—101 































AN960-1216L 
AN960-1416 
AN960-1616L 
ΑΝ9ΘΟ”4 
AN960-4D 
AN960-4L 
AN960-416 














AN960-516 
AN960-516L 
AN960-6 
AN960-616 
AN960-616L 
AN960-716 
AN960-716L 
AN960-8 
AN960-816 
AN960-816L 
AN960-916 
AN960-916L 
AN960A10 
AN960A10L 
AN960^416 
ANS60A416L 
AN960A6 
ΑΠΘΘΟΑΒ 
AN960A8L 
AN960B616 
AN960B816 
AN960C10 
AN960C1OL 



















AN960C1216 2 

AN960C1^1 1 

AN960C161 1 

AN960C4 2 

AN960C416 R43W230440 62 | |AV6e5-4-8000DX4 

AN960C416L R43W280024 $ | [AV65-4-8000X4 

AN960C516 R43W280444 12 

AN960C516L 2 

AN960C6 2 R17R5882-54 
| AN960C616 12 R16*18-642-560 





















R43W90322 
R43W90032 





R42W96670 























R45W962358 








4 
τ. 
+ 

pres 



































AN944-103 = 

AN944=201 374 = 18 R43W20532 
AN944-301 374 - 13 R43W21000 
AN960-10 R43W225436 39 = 29 R43W20556 
AN960-10L R43W225020 35 = 6 

AN960-1016 R43W225464 362 - 6 R43W20560 
AN960-1016L R43W225650 34 - 3 R43W21055 
AN960-1216 R43W225468 a 


R4251225055 
















R43W225440 





AN960-416L R43W225024 R85R12150 
AN960-5D R85R12170 
AN960-514 R16N1925 





R43W225444 
































R43W225432 
R43W225456 
R43W225040 
R43W225460 






R43W14236 
R43W14036 




































ΑΝ O1-60AABA-4 


. FIGURE |TOTAL 
AND INDEX | QTY. 
23 1 











STOCK NUMBER FIGURE |TOTAL 
κκ ΩΤΥ. 
1 









AN960D110L 
AN960D1216 





AN961-6 
AN961-616 








R43W280750 















R778563-00457-0004 
R778353-01203-4904 





R778366-00407-2944 





R778368-00607-2944 











CL. 77 





AVG+4-8000DX4 
AVG o 5-4=-8000DX4 
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AN 01-60AABA-4 


Section Ill 
Numerical Index of 
Standard and Vendor Parts 































ΑΙΟΕΑ 
A15852 
A1663-028-1 
A16971 

A17203 

A1723 

A11462. 
A17463 
A1778-823 
A1805-823 
A19A6097 
ΑΖΟΚΑ 
A24A9178-3 
A25810 

A25811 

A25812 

A25842 

A25847 

A25848 

A25852 

A25856 

A25973 
A28A8727 
A2850-064 
A2953 

A3044F3 
A3044F4 
A3044F5 
A3122-20-59 
A3122-8-59 
A3135 
A32-35-02 
A3235-010 
A401 

A401USH 
A401U3 
A401U4SH 
A401U4SH=R 
A407 

A4185 

A4185 

A4187-1 
A442001 

A4853 

A5 

A5-30 

A5-35 
A509-8R16 
A5495X 

A565 
A5980-6290-3 
A6 

A6010 *XL-58* 
A6052-623 
A6052-623 
A6070-15 
A6070~24 
A6970-24 
A6483-823 
A6913-1024-1 
A6928S1 
A692852 
Α6939-622-.062 
A6939-632 
A6939-632-e125 
A6939-632-091 
A6939-632-125 
A6939-632-187 
A6939-632-375 
A7933 

ATS1E 

A751E 
ἀΤόο-2-2-6 
A7933 

A7933 

A7949 
A7990-81-24A 
A8226 
A8938-632 












BC788C 
BC7887 
BRAS 
ΕΠΑΣ 






AS01-1789-3 *XD-14 





R16R1858417-100 
R17F1437-26-675 
















R83MQ16971 
R83NQ17 203 
R83MQ 























R17:13196-52 
R16R186-12-140-500 
R86'X 

R17N1014-75 
R17N1065-500 
R17N1014-34-50 
R17F1437- 26- 525 
“25-600 
"o-640 



















Rant ios 












R17F1437-26-900 
R17N1014-34-100 














R17525213-61 
R17525212-83 
R17HOOV-A407 
R17L12932-273 


























































R43N39962-100 
R43:498962-110 
43898962 























R1785887-66 


ω 


N 

ο 

o 

‘ 

un 
QM UO ο 







R42C18068 
R17HAYO-AT7253 








N 
- 
N 
! 
w 









R42525803 
R17RHS 

R43N78962-96 
R*3TRA 5 







ι 
A 















R798352-60501-5300 
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R17R1731 1 
28 
R17F1645-500 1 R775354-05302-0000 
R17C17890-5 105 
R42F35000 4 
R42F35050 4 
3 R773354-003901-00J0 
ES 
4 
Cle 43 2 R7718354-00907-4304 
2 
Β83ν!ν118 1 
CL. 43 2 R16SPR 
2 
1 R45C2281-300 
R83 VNB 12 82ACC 











11752502571? 
BZ3YQ1T R1725925-19 





vn 












































R17525-032 


NeNN Y 










R17Q 


R17525667-11 4 
8108 CL. 77 1 
B11FA519 R1744509-2 1 
816 πιθοῦ 1 
817315-6 R3344017315-6 i 

i 

1 





Cle 





17 






R17C41200 
R776225-00401-6001 


RLOFRR 


€) f) k^ 
PEUUNFWENEUNNNE NUNN BR EP E n n nm nm ra 
























3 

1 
1 | [847 R775354-00492-009 1 
3 | 184750 R17L12932-155-100 1 
2 R17L12932-155-25 4 
1 1 
52 CL. 77 2 
54 R778354-0061-0000 2 
CL. 77 5 













































* |316C2723-275 










m 


R17S26254-25 





CM025-4-1/2CC 
CH025-4-1/4CC 
CN51/APS31 
CP5381EC205K. 
CP53B2€E8205K 
CP53B2EB405K 
CP53B2FC504V 

















m 
WNHOAARWONNN WAP 


R174641 
RIGA 
R1611462-50 
R16C114-5525 













R16C11341-482 


On or NE ΡΟ Ce δ 


or 


m 










1 R716993-7055-0000 H 
15 

2 
20 R778371-01203-8001 

4 

1 

1 

4 


1095 





A f ή A 


Section Hl 
Numerical Index of 
Standard and Vendor Parts 


PART NUMBER i STOCK NUMBER FIGURE TOTAL PART NUMBER STOCK NUMBER FIGURE [TOTAL 


CR12CP 


AN ΟΙ-όΟΑΑΒΑ-4 

























































































































































































































123 - 6 κ jis SRE 
CR2781C106A3 269 - 3 1 E8080 133 - 90 
CR8CP 121 - 5 * | legoso 413 - 16 
CR8CP 122 - 3 EBO98 R43N96175 356 - 47 16 
ς5Ε4-14Ε 373 - 1 i||EBi26 ei R48N96185 358 - 25 1 
CU105/APS31 339 - 2 l|jEC70080 R16F1951-612 1 
CU24/ART13 334 - 5 2||EC70081 R16C11379-110 1 
CU24/ART13 336 - 35 E£6020 R82AA 1 
CW2/ARC5 333 2||E106T8 R820N 287 - 17 i 
CW2/ARC5 335 E1068-10 1 
CX1301/AR 8- 6 4 | [E1332 1 
CX1301/AR: 335 - 14 E1616-2 254 - 12 1 
CX1301/AR 336 - 53 E1617-1 264 = 4 1 
CX1301/AR 337 - 15 E1725-1 264 - 1 2 
CYLZ2605-2 434 - 63 2||E59081-2 43 - 2 1 
CYR3/4CP 133 - 11 2 | [86462 1 
CYZR202 R17518900-100-500 1||E6469 RITHYAN 242 - 2 1 
C10-800 1228 - 36 1 | {E6469 243 - 26 
C1906 ο 1 | |FA-1/2-45 397 5 
C124 R16T4875 232 - 30 2 ||FA5-40 416 1 
C1272/APA89 333 - 51 1||FRE4-5 R77B8563-00351-0004 7 - 13 4 
C149/ARN6 333 - 35 1 | ]FRF4-15 1 
C37/ARR2A- RISAN 333 - 10 1 | |FR4 170 - 9 4 
C4A 241 - 4 2 | FR4 . ]|183 - 16 
C4A 265 - 29 FR4 186 - 61 
C41006 R17525213-94 172 - 4 3] |FR4 ? 166 - 71 
C26/ARC27 335 - 21 1 | |FR4-5 R7789335-63007-0000 179 - 35 
C4720A1 R17C34198-1 Li fers 163 - 98 
C4910-201 267 - 11 1 | |FR5 170 - 36 
C583 1| IFT445A 335 
C628/ARC27 333 - 53 1 | 1FT445A 336 
C629/APX6 333 - 52 1||F306 R17F14580-57 
C729/APS31A 340 - 30 l|jF34-14 377634229 383 - 22 
C733/ARR15 333 - 37 1||F347-14 8778600338 366 - 29 
C738/ARR2A 333 - 58 l|iF44-14 Cle 77 370 - 13 
C/40/ART13 333 - 36 1||F44-15 1407 - 39 
C744/ARC5 333 - 54 1 | |F44-14 407 = 51 
C745 1|[F44-14 ; 407 - 61 
C745A10 257 - 1 1|l|F54-14 409 - 6 
C765 264 - 34 2 | |F65/A Cle 16 334 - 14 
C8001-1 *XG-134* 151 - 9 1||F65/A 336 - 52 
C865/ARC1 1||F7001 285 - 26 
C8700 250 - 14 1 | |6A4-250 R42F25200 243 
C932 219 - 35 1|[645-312 RA42F35400 161 - 4 
DD10189 251 = 8 1 | 19Α5-312 252 - 17 
DLO0043 1 | |6A5-375 ; R42F25450 
DL70080 232 - 24 7 | |cE327 R17L2126 162 - 55 
DL7C081 1||GE327 226 
Dv 4 R778995-18001-0000 111 - 57 1 | |Ge327 250 
DWS R778995-18004-0900 173 - 96 1 | [68327 253 
DW57A1 R17T6951-72 232 - 22 1 | |GE327 333 : 
DYR/ART13 336 - 1 1 | |GE530 1 
DY12/ART13 R16P7120-1 335 - 49 1 | |GF5-175 416 2 
DY2A/ARR2 816D5650 333 1 | |GF6-1/2-218 397 5 
DY2A/ARR2 335 GJ1 R32J14100 1 
DY2B/ARR2 R16D5650 333 1 | |GP53B2EB405K R16C11570-25 2 
DY2B/ARR2 335 GRA200-6732 446 = 26 1 
D100572-1 351 - 3 1 | [6104D6 3 R33i4H a 202 - 31 2 
D100572-1 352 - 3 G104D6 204 - 17 
D16955-18 R83MQ 99 - 9 1 | |G3-657M1 R82GD 1 
D17167 $9 - 5 1[|63565-1 *XD-46* |R17K300 254 - 42 1 
017333 R17MQ 248 - 19 1||[65720A1 R17C34198-1 255 - 5 1 
D17438-3 R83MQ 99 - 26 1 | [64750154 R33SW 204 - 11 2: 
D17500-9 1 | [64750158 2 
D17562-8 R83MQ 99 - 23 1 | [547750154 340 = 12 1 
D379 260 - 19 2 | 164995 R17C034199-100 H 
D379 261 - 18 65825-1 254 1 
D4283 * 1|lHASB10COH 372 - 64 1 
D525-6-1 USE 1116-517126 HASB6C R776400510-6 14 8 
07230 R17C9398-746 31|HASB6C 14 - 33 
D7230-80 R17C9398-11 6 - 3||HAsaeéc 15 - 33 
07230-80A IR1/T20898- 75 6 232 - 12 8 | |HASB6C 361 - 11 
D320 ΒΙ7Η3205-5 283 - 10 2|jH81900-30 RS SKM 299 - 11 4 
D820 322 - 12 HD15/U R16Ài 1 
E8048 370 - 56 ^| |HD15A/U 339 - 15 1 
EB048 377 - 10 HD15A/U 3450 - 12 
EBO64 R42N96150 60 - 52 19 ||HFX5G 132 - 46 2 
EB064 : 141 HF6 363 =- 1 2 
EBO64 141 - 9 Ηι 902 R33HFP 322 - 30 1 
EB064 141 - 24 HMX5FG R778600615-5 2 
EBO64 372 = 4 HO15A/U 1 
EB064 415 HRBHGE R775609438 325 - 43 0 
EB070 R43N96165 75 - 26 12 | JHRBH4E 357 - 40 
E8080 R43N96170 141 - 19 16 | JHRGH4E 359 - 15 
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Section Hl 
Numerical Index of 





AN Ol-60AABA-4 Standard and Vendor Parts 

Dem oem LEER 

AND INDEX 
HR8H5 R778600421 ES 
ΗΗΒΜΩ R778600420 R778400305-22 > 
HRBM4E z 
HRBM4E - 
HRB4E R77B600440 E 
HSBG8 . E 
HSBG8 » 
HSB10COH CL. 77 - 
HS810COH 
HS812COH Che 77 - 
HSB12COH 3 " 
HS812COH f 
HSB3 R778600281 E 2 
HSB3 : 1 
HSBAC CL. 77 1 
HSB8COH 1 
HSB80H 1 
HSB9COH Cleo 42 2 
HTCD4K R17C20025-20 1 
HTCD5K Ri7C260025=B0-50 1 
HXM5G 14 | 
H3/ARR3 R16H3864-30 MF10-3011- 25ZE 1 
H4600-032-096 MF10-3911-25XE 1 
H4600-072-072 MF10-3911 2 
H5000-4064-4115 MF36-3909-2D2 | 1 
H5000-040-091 R42L1427 MF36-3909-20202 1 


H5000-040-64 
H5000-051-042 
H5000-064-081 


NENE P ES IDA BO. IR FD i IR [D IR PO IR ESO IND. (S S 


H5000-064-125 R42L1436-110 2 
H5000-072-072 2 
H6081025-.081-«123 2 
Η676-1000 RS3HYP 2 
JX37 4 
JX37A R17F1645-55 2 
JX37A 2 
JX51K 6 1 
J164/APS31 1 3 
J3 R17812791 1 
J33A10 Cle 84 1 i 
J37 1||Ms28741-10-13-1/2 1 
937 MS28741~10-15 1 
KA900051A CL. 83 1||MS28741-10-18 1 
KM610-32 R42L1060-25 2 | 14528741-10-23 1 
KM610-32 : MS28741-10-24 1 
KM610-51 R42L1060-25 3 | |Ms28741-10-25 1 
KM610751 MS28741-16-0426 1 
KM610-64 R42L1060-30 MS28741-16-0482 1 
KM680 CL. 42 M528141-2-1-1/2 1 
KRA MS28741-4-10 4 
KYB1/APAB9 
K10A R778511-01007-0004 
K12A R778511-01207-0024 M528741-4-10-1/2 
K12A 528741-4 
K12A MS28741-4-100 
K1485B RB3KOE 2 | [Ms28741-4-11 
K16A R778511-01601-0004 1 | 1MS28741-4-12 
K16108 R45C2314-500 1 | |Ms28741-4-13 
K1880D *XG-100*  |R33k0E 2 
K188001 1 
K6A R718511-00609-0004 - 4 | MS28741-4 
K7401-1 πθ2κοε - 2 | [M525741-4-14 1 
K83501 - 1 | |Ms28741-4-15 1 
K83501-1 - 1 | |Ms28741-4-15-1/2 USE MS28741-4-13 
K83501-1 - MS28741-4-154 1 
K9000-3A . - 1 | |ms28741-4-20 1 
K900051A R83KOE - 1 | |MS26741-4-23 1 
K900051A - MS28141-4-6 1 
K90005-3A - 2.| [Ms28741-4-7-1/2 1 
K9500A1 | RB3KOE - 1 | |MS28741-4-8 1 
K9500A1 - MS28141-4-9 3 
K9500A1 - MS28741-4 
K9500AL - MS28741-5-0404 1 
K9500A1 - MS28741-5-124 1 
K9500A1 - MS28741-5-140 2 
K9500A1 - MS28741-5-19 1 
K9500A1 - MS28741-5-19-1/2 1 
K9500AL. = M528741-5-21-1/2 1 
K9500A1 - MS28741-8-124 1 
K9500A1 - -8- 1 
K9500A2 R83KOE 1 
K9500A2 M528741-8-140 i 
K9500A2 MS28741-8 

M528741-8-144 1 


K9500A2 
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Section lll 
Numerical Index of 


Standard and Vendor Parts AN O1-60AABA-4 


MS29512-12 


MS29512-16 R33G1153- 200 349 - 2 ; 
MS29512-4 434 - 9 
MS29512-6 37 - 19 1 
MS29512-6 6 
MS29513-111 3 234 - 8 7 
MS29513-119 6 239 - 17 
MS29513-12 2 241 - 14 
MS29513-7 2 250 - 35 
MS29513-9 1 255 - 3 
MS840119 1 7 
MS870149 1| |NAF1201-8 R37B2783-25 4 
MS870629 1| |NAF1225-550 R175788-200 162 - 21 3 
MT100/ARC1 R16AN 1 387 - 6 1 
MT1063/APA89 1 354 - 5 5 
MT1310-064-316 R17825570-1310-4316 1 Cle 42 210 - 16 2 
MT14/ARN1 R16M5405 3 | [NAS120R125 R42K4895~60 197 - 23 1 
MT14/ARN1 NAS120Y125 76 - 21 1 
MT1436-064-300 R17825570-1436-4300 1 | [NAS1238125 211 - 3 1 
MT164/ART13 R16AN NAS143=10C 12 - 16 8 
MT164/ART13 NAS143-10C 14 - 31 
MT2436-064-010 R17C37877~53 NAS143-10 14 - 48 
MT274A/ARN6 NAS143-12 R33W220330 437 - 10 6 
MT275/ARN6 NAS143-12C R43W176200 12 6 
MT284/ART13 NAS143-12C 385 - 62 : 
MT284/ART NAS143-120 437 - 11 E 
MT362/A NAS143-16C R43W176210 3 2 
MT362A/A NAS143-18 Clo 43 437 = 20 1 
MT454/APS31 NAS143-18C R43W176215 437 - 23 1 
MT445/APS31 4 370 - 59 4 
MT445/AP531 377 - 11 
MT445/APS 107 = 11 6 
MT446/APS31 NAS143-4C 370 - 58 
MT447/APS NAS143-4C 377 - 14 
MT461/ARR15 το - 45 2 
MT461/ARR15 60 - 49 1 
MT51/U R43W176170 60 - 48 3: 
MT51/U 415 
MT589/ARN12 NAS143-8C 415 - 18 2 
MT589/ARN12 NAS143-9C 12 - 11 6 
MT62/ARC5 R16M5131 NAS143-9C 67 
MT63/ARC5 R16R1045 NAS144-13 188 -105 2 
MT740/A1CA^ NAS144-14 444 — 7 2 
MT80/ARC5 . R16M5030 NAS144-16 3-2 4| 12 
MT80/ARC5 NAS144=25 107 - 13 2 
MT821/ARC27 NAS144=30 370 - 57 4 
MT821/ARC NAS144-30 377 - 15 
MT822/ARC NAS144-4 443 = 31 2 
MT822/ARC NAS144DH28 289 - 10| 24 
MX21/ARC5 289 - 12 4 
MX21/ARC5 76 - 44 2 
MX22/ARC5 ζἱο 43 196 - 43 2 
MX22/ARC5 196 - 49 2 
MX367/U NAS146-19 3- 9| 14 
MX367/U NAS146-23 CLo 43 75 - 33 4 
MX511/APS31 NAS146-23 415 

MX781/A NAS146-25 Cle 43 141 - 27 7 
MX941/A NAS146-25 372 - 6 
MX941/A NAS146-27 141 - 43 4 
MX942/A NAS146-30 Cle 43 15 2 
MX942/A NAS146-31 6 - 32 4 
M15 NAS146-35 R43B88555-56 15 - 23 1 
M160M108 NAS146-36 60 - 50 1 
M1670M108 NASi46-39 141 - 33 2 
M29 NAS146-47 R43888560-6 141 -. 10 2 
M3/A NAS146=51 440 - 5 1 
M34-14 NAS147-27 CL. 43 75 - 29 4 
M359A NAS148-25 415 - 19 1 
M359A NAS148-33 Clo 43 6 - 28 4 
M359A NAS148-59 141 - 20 4 
M359A NAS148-622 152 - 39 2 
M359A NAS148DH39 - 1 
M387 NAS149-31 12 - 12 6 
M387 NAS149-31 61 
M4241-3700 NAS149-41. -11 12 
M4487 NAS149-43 11 4 
M5100B NAS149DH44 294 - 8 2 
M5310 NAS150-32 12 - 17 2 
M54 USE R34 NAS150-91A 14 - 49 2 
M630 NAS150DH32 14 - 30 4 
M634 NAS152-70 385 - 64 1 
M635 NAS152A61 437 - 13 1 
M7D NAS152A83 437.- 12 2 
M80897W2 NAS152DH45 R438588205-56 3- 2 2 
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NAS156DH52 
NAS158-72 
NAS1/0-2 
NAS183-4=YA 
NAS184-4=5 
NAS184-4-5 
NAS184-4-5A 
NAS1 84-4=8A 
NAS188-4-290 
NAS188-5- 
NAS2-101 
NAS2-101 
NAS2-101 
NAS2-101 
NAS2-101A 
NAS27103 
NAS2-201 
NAS2-201 
NAS2-201 
NAS2-201 
NAS2-201A 
NAS2-301 
NAS2-301 
NAS2-301 
NAS2-301 


NAS200-1032BC10 


NAS202-1032-6 
NAS202-632-13 
NAS202-632BC7 
NAS204-10 
NAS204-10 
NAS204-11 
NAS204-8 
NAS204-8 
NAS204-9 
NAS205-10 
NAS205-10 
NAS205-10 
NAS205-11 
NAS205-12 
NAS205-20 
NAS205-37 
NAS205=9 
NAS205=9 
NAS205-9 
NAS206-12 
NAS206-14 
NAS206-15 
NAS220-10 
NAS220~12 
NAS2 20-14 
NAS220-15 
NAS220-17 
NAS220-18 
NAS220-20 
NAS220-24 
NAS220-24 
NAS220-24 
NAS220-25 
NAS220-26 
NAS220-7 
NAS220-8 
NAS220-8 
NAS220-8 
NAS220-9 
NAS220-9 
NAS221-10 
NAS221-10 
NAS221-10 
NAS221-10 
NAS221-11 
NAS221-11 
NAS221-11 
NAS221-11 
NAS221-12 
NAS221-12 
NAS221-12 
NAS221-12 
NAS221-13 
NAS221-13 
NAS221-13 
NAS221-14 
NAS221-15 
NAS221-16 


R43B88205-70 
43 


Cle 


R82C485810 


Cle 43 


R45F456-750 
R45F457-50 
R45F461 


R45F464-150 
Cle 43 


R435390-10 


R435390-15 


R45539528 
R43539554 


R435192820-30 


R435192320-50 
RA34192920=55 


R435192320-70 


Cle 43 
Cle 43 
R435192820-15 
R3819P820=20 
R435192820-25 
R435192850-25 


R435192850-30 


R435192850-25 
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NAS221-20 
NAS221-21 
NAS221-21 
NAS221-22 
NAS221-22 


NAS221-25 
NAS221-25 
NAS221-28 
NAS221-33 
NAS221-36 
NAS221-44 
NAS221-44 
NAS221-44 


NAS222-10 
NAS222-12 
NAS222-13 
NAS222-13 
NAS222-13 
NAS222-13 
NAS222-14 
NAS222-14 
NAS222-16 


NAS222-19 
NAS222-19 
NAS222-19 


NAS222-24 
NAS222-34 
NAS222-36 
NAS222-31 
NAS223-11 
NAS224-36 
NAS224=36 


NAS25-4R 
NAS25~4R 
NAS27-4-24 
NAS21-4-30 
NAS3DD3-10 
NAS3DD3-26 
NAS334-10 
NAS334-10 
NAS334-13 
NAS334-14 
NAS334-20 
NAS334-20 
NAS334-21 
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R435192850-60 


R4351923530-70 


R435192850-75 


#33192850- 80 
R435192350-85 


R435192850-90 


R435192850-13 
R435192850-15 
R435192850-20 
R435192852-20 
R435192852-35 


R435192852-40 


R435192852-90 


43 
R438176958- 40 
Cle 43 


R43876958-85 
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Section ill 
Numerical index of 


Standerd and Vender Parts ΑΝ O1-60AABA-4 


MBER ᾿ STOCK NUMBER FIGURE |TOTAL 


NAS334-22 
NAS334-40 
NAS234PA12 
NAS335-14 
NAS335-14 
NAS335-15 
NAS335-20 
NAS335-34 
NAS 336426 
NAS337-15 
ΝΑ5338-11Α 
NAS397=20 
NAS397=20 
NAS4C3=21 
NAS42-8-6 
NAS42-8-6 
NAS42-8C56 
NAS42C4-14 
NAS42C4-60 
NAS42C6-8 
NAS42C8-8 
NAS42DD4=16 
NAS42DD4-24 
NAS42004=28 
NAS42004-48 


NAS42DD5-716A 


NAS420D6-24 
NAS42DD6=38 
NAS42DD6-72 
NAS424=4D 
NAS424—-8 
NAS427K20 
NAS428-3-10 
NAS428-3-11 
NAS428-3-7 
NAS428K4=16 
NAS43 


NAS43-=3-22DD 


NAS43-3-24 
NAS43-3-40 
NAS43-3-56 
NAS43-3-74 
NAS43-3-78 
NAS43-3-8 

| NAS42-3B 
NAS43—4—42 
NAS43~8~65 
NAS43-8-72 
NAS43CS3-44 
NAS43C3-16 
NAS43C3=1 
NAS43C3-18 
NAS43C3-182 
NAS43C3~23 
NAS43C3-24 
NAS43C3-2 
NAS43C3~2 
NAS43C3-32 
NAS43C3-36 
NAS43C3738 
NAS43C3=4 
NAS43C3-48 
NAS42C3-69 
NAS43C3- 74 
NAS43C3-8 
NAS43C4=22 
NAS43C4-24 
NAS43C4-32 
NAS43CA4-34 
NAS43C4=4 
NAS63C4=58 
NAS43C5-20 
NAS43C5-36 
NAS43C8-24 
NAS43 C8-36 
NAS43€8-38 
NAS43CBZ4 
NAS43CS3-44 
NAS43C8-78 
NAS43C8-90 
NAS43DD1-10 


NAS43DD1-152 


NAS43DD11 
NAS43DD2-32 


N 1100 


CLo 


R43B76959=100 


Clo 
CLo 


43 


43 
43 


rn 


ΘΗΡΑ) ο 


an 


OP RPE NNN NU EN EN ENN HOP ERP A B IONS ISI ILI 
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NAS43DD3-10 
NAS43DD3-104 


ΝΑ543003-12 
NAS43DD3- 
NAS43DD3-132 


BER FIGURE [TOTAL 
PART NUMBER STOCK NURMBEI QTY. 
38 3 


NAS43DD3-20 
NAS43DD3=20 
NAS430D3-20A 
NAS43DD3-22 


NAS43DD3-25 
NAS43DD3-26 
NAS43DD3-27 


NAS43DD3-33 
NAS43DD3-34 
NAS43DD3-35 
NAS43DD3-=36 
NAS43DD3-36 
NAS430D3-40 
NAS43DD3-744 
NAS43DD3-48 


NAS43DD2-64 
NAS43DD3= 

NAS43DD3=65 
NAS43DD3-66 
NAS43DD3=72 


NAS43DD3-76 
ΝΑ543003- 
NAS43DD3-8 
NAS430D3- 
NAS43DD374 
NAS43D0D4-128 
NAS43DD4-138 
NAS43DD4-14 


NAS43DD4-36 
NAS430D4-4D 
NAS43DD4-84 
NAS43005-160 
NAS43DD5-18 


NAS43DD5-46 
NAS43DD5-63 
NAS43DD6=24 
NAS43DD6= 
NAS430D9-26 
NAS43DD926 
NAS420D2-16 
NAS436-8-78 
NAS44-6-=2 
NAS44-6-2 

2 

2. 
NAS46-6-3 
NAS44-63 
NAS43-6-1 
NAS45-6-10 
NAS45-6-10 
NAS45-6-11 
NAS45-6-12 
NAS45-6-12 
NAS45-6-1 





R17P439-300 
R17P439-300 





r Pr 
C UN NIHU 


PNP RHO N NE PRE 
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Numerical index of 
Standard and Vendor Parts 


STOCK NUMBER FIGURE [TOTAL PART NUMBER STOCK NUMBER ; FIGURE 
AND INDEX | QTY. AND INDEX 










PART NUMBER 





































































































































































































































NAS45-6-13 249 —13 2 | |NAS54-20 173 -:16 
NAS45-6-14 R17P439-300 249 - 12 1] INAS54-20 173 - 45 
NAS45-6-15 249 - 15 1 | [NAS54=27 R43876500-2056 173 - 2 
NAS45-76-16 ` 249 =. 14 2 | [NAS54-31 [3876500 -2 064 182 - 1 
NAS45-6-17 231 - 5 3 | [NAS54-35 185 - 1 
NAS45-6-18 R17P 439-297 333 4 169 - 1 
NAS45-6-2 R17P439-250 272 - 19 3 R43576500-2086 173 - 2 
NAS45-6-2 335 - 30 NAS54-=7A Che 43 173 - 2 
NAS45-6-2 336 - 15 NAS54A12 R43B76800-100 7- 2 
NAS45-6-3 R17P 439-242 250 - 30 i R43B76800-h10 - 4 
ΝΑδά5-6-3 336 - 36 R3:2/6800 -150 - 2 
NAS45-6-4 R17P439-250 336 - 31 2 - 4 
NAS45-6-4 337 - 3 

NAS45-6-6 335 - 7 1 R43876800-49. 3 
NAS45-6-6 337 --20 2 
NAS45-6-7 333 - 21 1 R43B76500-2459 2 
NAS45-6-8 R17P439-250 336 - 2 3 μα 1650 0-9 468 4 
ΝΑδάδ-ό-9 336 - 40 4 

NAS45-8-14 R17P 439-400 249 - 8 1 1]νΑδ56-21 43 2 
ΝΑ545-8-6 R17P439-350 249 =- 7 8 | ¡NAS72-12-100 Cleo 77 4 
NAS45-8-6 . 435 - 30 ΝΑΘ72-4-003 77 2 
NAS45-8-7 R17P 439-350 4 | INAS72-4-008 2 
NAS46DD3-56 2 | [NAS72-4-011 77 - 1 
NAS463B-DD10 R43W110275-10 1 | [NAS72-4-013 2 
NAS463v-DD416 1 | [NAS72-4-102 1 
NAS464-3-36 107 - 18 2 | [NAs72-4-104 uy 
NAS464-4-11 185 - 74 1 | [NAS72-4-303 2 
NAS464-4=13 187 - 7 2 | |NAS72-5-0 2 
NAS464=4-14 184 - 4 1 | [NAS72-5-012 2 
NAS464-4- 329 = 11 NAS72-5-014 2 
NAS464=4=16 186 - 27 1 | |NAS72-5-102 2 
NAS464=4=22 320 - 23 1 | |NAS72-8-005 2 
NAS46 4=4= 327 = 3 NAS72-8-006 2 
NAS464-=4=26 170 - 29 2 | [NAS73-7-014 4 
NAS464=4A5 188 - 99 2 | |NAS73-79-005 2 
NAS464-25-17 187 - 4 1 | |NAS74-4-008 1 
NAS464-6-13 186 - 23 1||NAS74-5-005 1 
NAS464-0-24 187 - 29 1 | |NAS75-10-316 CL. 77 2 
NAS461-6-30 269 - 35 1 | [NAS75-11-004 CL. 77 2 
NAS467-6-42 2 | [NAS75-11-005 CLo 77 2 
NAS487-13 3 | INAST5-11-014 CLo 77 2 
NAS497 2 | ΙΝΑΞΤ5-16-013 CL. 77 2 
NAS5A6 18- 1 NAS75-16-016 8 
NAS50-100 R42R2900 285 - 16 2 12 
NAS50-106 R42R2902 31-4 8 4 | [NAS75-16-23 1 
NAS50-106 323 - 47 NAST75-3-025 1 
NAS50-106 379 - 28 NAS75-3-100 1 
NAS50-143 91 - 40 2 | [NAS75-3-102 2 
NAS50-150 R42R2910 21 - 28 2 | |NAs75-3-1 

ΝΑ55Ο-168 R42 . 1 | INAS75-3-105 1 
NAS50-18 135 - 3 4 | [NAS7574-007 1 
NAS50”187 R42R2914 322 - 69 1 | [NAS75-4-008 R77634774 4 
NAS50-206 A42R2917-25 171 - 26 1||NAS75-4-008 

NAS50-43 323 - 40 2 | [NAS75-4-011 R778600376-11 4 
NAS501-3-34 R43NAS 1 | [NAS75-4-011 

NAS51-106 R42R2868 17 - 3 1 | [NAS75-4-012 + R7?78600376-12 4 
NAS51-112 R42R2869 17 - 25 3 | INAS75-4-012 loo 

NAS51-112 147 - 15 NAS75-4-014 CL» 77 1 
NAS51-125 438 - 37 1 | [NAS75-4-026 CLo 77 1 
NAS51-25 R42R2800 229 - τ] 12 | |[NAS75-4-104 1 
NAS51-25 146 - 21 NAS75=4=200 R778600104 1 
NAS51-25 158 - 6 NAS75-6-004 R778600383-4 8 
NÀS51-31 R42R2810 377 - 29 3 | INAS75-6-004 

NAS51-37 103 - 13 8 | |NAS75-6-008 R77834714 4 
NAS51-37 103 - 35 NAS75-6-008 

NAS5 1-43 R42R 2830 20 - 8| 17||NAS75-6-009 4 
NAS51-42 20 - 13 NAS75-6-010 1 
NAS51-743 439 - 21 NAS75-6-012 1 
NAS51-50 R42R2840 115 - 7 1 1 
NAS51-62 R42R2860 440 - 19 1 4 
NAS51-68 R42R2862 17 - € 3 ο 

NAS51-68 98 - 18 NAS75-7-006 1 
NAS51-75 R42R2864 3 - 18 4 | INAS75-7-012 R778600384-12 1 
NAS51-81 R42R2866 17 - 29 2 | INAS75-7-013 4 
NAS54-10 R43B76500-1980 185 - 27 1 | [NAS75-7-025 R778600384-25 2 
NAS54-11 RI3B76560-1985 182 - 40 1||NAS75-7-112 3 
NAS54-13 RASB76500-1 995 38 - 13 9 | JNAS75-7-112 

NAS54~13 39 - 11 NAST5-1-1 

NAS54-13 , 41 - 3 NAS75-8-006 

NAS54-13 173 - 25 NAS75-8-006 

NAS54-14 R43876500-2000 38 =- 7 4 | INAS75-8-008 

NAS54-14 39 - 10 NAS75-8-008 

NAS54-15 R43876500-2005 41 = 12 2 | [NAS75-8-0 

NAS54-20 RA BRTO 500 -2030 39 - 4 6 | INAS75-8-012 R77B34762 
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NAS75-8-012 
NAS75-8-116 
NAS76-3-017 
|NAST673-019 
NAS76-3-029 
NAS76-8-010 
NAS76A12-010 
NAST6A12-012 
NAS76A3-003 
NAS75A4-007 
NAS76A4-008 
NAS76A4-008 
NAS76A5-006 
NAS76A5-007 
NAS76A5-CO8 
ΝΑΦ76Α5-009 
NAST6A5-010 
NAS77-12-15 
NAS77-12-53 
NAS77-20-106 
NAS77-4=17 
NAS77-4-18- 
NAS77-4-18 
NAS77-4-1 
NAS77-4-1 
NAS77-4-23 
NAS77-4-23 
NAS77-4-37 
NAS77-5=12 
NAS77-6-21 
NAS77-6-31 
NAS7 777-40 
NAS7 778-34 
NAS77-8-37 
NAS? 1-9-15 
NASTTASO 


NR4L8 
NR6LO2 
NR6L12 
NT3210-064-010 
N5-22111 
N701 

PA15 

PA15 

PAS 

PC16189 
PC16231 
PC3-1/2 
PF24-3906-252H2 
PF3-1/2-38 
PF3-1-1/2-30 
PGM105 
PGM200 
PG208AS3 
PG208AS3 
PG208AS3 
PG208B1 
ΡΚΤΤΧΖ2-4 
ΡΚΤΟΧΖ2-4-8 
PK79XZ4-6 
PK79X24-8 
PK79X26-4 
PK79XZ6-8 
PK79X36-4 
PK8F-XZ-1-2 
PLM80 

PLM8O 
PL259A 
PL259A 
PL259A 
PL259A 

PN3A 
PS3-1/2 
P13675 
P1780 

P1861 

P1862 

P1862 

P1864 

P1864 


1102 


R778600385-19 


77 
77 


77 


77 

77 

77 

TT: 
R778600389-17 
R178600382-18 


R3361906-230 
R77B993-68016-0000 


R778368-006C3-2904 
R17C37871-51- 


R164555-525 


R42F24290-300 
R86V1 
R42F24290-400 


R17C9177-85 
R17C9179 
R881512233-020-000 


R435392696-54 


R43C392702 


R778993-53028-0000 
R42F24250-350 


N 





f£Pnroronnn WDRPRrPENNNPRPOARPHFENFNMFH EEN SE 


N ν 
ΡΟ ρον 





ONPEANNNNANA FNNNMNNNNNN 





2 

2 
RB-CP15 
RBC-CP15 


RC21B8F473J 
RDC74220 
RD205SH5e5L 
RO2055H5e 


μας 0000 366 
R12C25 


USE CR12CP 

USE CR12CP 

USE CR12CP 
K778368-00409-2904 
R77B363-00609-2904 
RT78368-00307-0000 


NEN 


R16JAN 


e 


ΟΨΟΝΟΡΘΟΝΡΟΟΟ ο 


R168R17331-70-25 


€ 


R8SRO 


R778555-00365-0004 


Cle 77 


R778550-00465-004 


R16C2746-20 
R16C2746-30 
R43L14507 
R43L11006 
R43L11009-100 





R43L11010 


-¡R43L 11011 


RP-452-028-125-04 
RP=A52-040-187-03 
RP=A52-048-250-03 


R43L11012 


R43L11018 


R16AN 
R16CR505-0173-006 


romeo ο ο κ ο Εν 


€ οι ο 


R16P9173-10 


R16AN 
R16JAN 


R16JAN 


Pernar 
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AN 01-60AABA-4 Standard and Vendor Parts 


` ART NUMBER FIGURE RT NUMBER STOCK NUMBER . FIGURE 
, - 28 





STOCK NUMBER 












































































































































RW316201 R16JAN 242 6 41 
RW316281 333 - 60 1 2 
RW31G501 ` R16JAN z 1 2. 
RW316631 1 3 
RW31J281 R16 1 3 
RW326310 R16JAN 6 | R8812651-220 2 
|RWA0G3RS5 . IR16R18576-965 1 | |Rast2698-25 3 
RO7-1P2T ICL. 17 408 - 89 1 | |R8810625-000 1 
R101A/ARN6 333 - 44 1 1 
R104SH6 1 1 
R105/ARR15 334 = 6| 1 1 
R105/ARR1 p 336 - Τι 1 
R122/ARN12 R16AN ™ 335 - 11 1||R8812698-25 1 
R122/ARN12 336 - 57 F.8812700-10 2 
R1601110 2 | R881927-50 3 
R1611976 2 Β175Α1 2 
R1612021-50 2 R17-16425-310 y 4 
R16510481-200 1 R17521225-125 ' 1 
R1611975 USE R1611976 
R206SH8 Cle 43 169 - 9 6 o R42F29800 2 
R2065H8 . 173 - 15 SF101-95A16A 5 
R2065H8 : 175 SHTe 1 *XK-20* 1 
R23/ARC5 Cle 16 335 - 18 |sHT. 1 *XK-381* 1 
R231/ARC5 333 - 7 SHTe 1A *XK-22* 1 
R2800-44W Cle 84 395 - 1 SHTe 2 *XK-21* 1 
R307SH9 Clo 33 400 = 16 SHTo 2 *XK-382* 1 
R3075H9 40. - 21 SHTe 2A *XK-23* 1 
R3075H9 402 - 25 SHTe 3A *XK-24*. 1 
R3105H12 Cle 43 21 - 23 2||SHT. 4A *XK-25* 1 
R34 1 | |Sk1798P 4-10 7 
R4&A/ARR2A CL. 16 333 - 6 1 | sk1798P4-6 | 2 
R4A7ARR2A 335 - 19 SK179BP6-10 161 - 18| 26 
R88A0351-011 SK1798P6-10 161 - 34 


R88A0351-11 
R88A0 496-000 


sk179BP6- 
SK179BP6- 


PND” 



































R88A140-15 SK1798P6-12 164- 7 
R88A200-000-000 SK179BP6- 164- 9 
R88A209 SK1798P6- 164 - 11 
R88A209-025 SK179BP6-14 96 = 10 
R88A350-11 USE R88A0351-011] SK1798P6-14 162- 2 
R88A499 SK179BP6- 162 =~ 3 
R888856-1 SK1798P6- 162-7 4 
R888890 162- 5 
R88C0152 162-7 9 
R88C0195— 162 - 10 
R88C0574- SK179BP6- 162 - 11 
R88C0583-011 SK179BP6-16 162 - 1 
R88C0590- SK1798P6-16 162-7 6 
R88C0779-500 - 5 
R88C0779-525 =- 11 
R88C1500-050 - 32 2 


R88HO570 
R88H0570- 
R88H500 
R8810474-010 
R8810625-000 
R8810750-110 
R88110801-011 
R8811200-12 
R8811325-012 
R8811585-12 
R8811651-030 
R8811651-100 
R8811888 
R8811927-50 
R8811929- 
R8811931 
R8812380-12 
R8812600 
R8812662-10 
R881 2675-25 
R8812698-025 
R8812698-25 
R8812700-10 
R8813150-010 
R881474 USE R8810474-01Q 
R881651 
R88L515 
R88L525 
R88M0 300-025 
R88R050 
R88R209-025 
R88R360 
R88R383-5 





























SK179BP8-12 
SK179BP8-16 
SK179B4-14 
SK179B6-10 


NNNNNNe 









m 





SK17986-16 
SK17986-18 
SK17986-18 
SK17988-16 








SN36B/APS 
sP103-34 
SP103-34 
SP1561-1032-8 
SP1561-832-11 
SP1561-832-8 
SP1561-832-8 
SP1561-83 
SP1561-83 


DANE IND UO IO [OIN IO ο BPP RN PENNY OPN RR eh OD. A A 






















R4358150-22 
R4358150-16 


















R17N2600-88-25 
R17 
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$338849-501-00 
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PART NUMBER : | STOCK NUMBER Ἢ 


$338849-5' 
$338849-5' 
$338849-5 





53431905- 
$3431905- 
S3431905- 
'55-225-S/8 
$5-300 
S5KDD 
S6-400 





TBF22-14PS 
TBF22-19PS 
TBF28-15PS 
TFD11900-3 
TFD11900-3 
TF106/U 
TF11900-3 
1F31400-13 







| TF31400-714 





TF31400-14 
TF31500-7 . 
TF51300-6 
TF51300-6 
TF51300-6 
TF51300-6 
TU100 
T103103 
T103103 
7103103. 
T47/ART13 
T47/ART13 
9161824 
,19673433 
UG1C/U 
UG180/U 
UG180A/U 
UG21B/U" 
UG21C/U . 
UG21C/U 
UG21C/U 


|Uc21c/u 


UG212/U 


.[UG212A/U 


UG22 /U 
UG22C/U 
UG22C/U 
UG22 C/U 
UG22 C/U 
UG254A/U 
| u6260/U 
UG260/U 
UG260/U 

UG260/U 
UG27A/U 
UG27B/U 
UG27B/U 
UG27B/U 
UG27B/U 
UG27 4U 

UG28 /U 

UG30/U 

UG30/U 

UG306/U 
UG306 /U 
UG31C/U 
UG492/U 
UG492A/U 
UGÁ92A/U 
UG492A/U 
UG59A/U 
UG59A/U 






|| UG88/U 


U10/U 
U10/U 
U56/AR 
U6/U 

UE40A 
U7/U © 


qU7?/U 


U8/U 
U8/U 
υ9/υ 
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$24231905-505-17 


TA3106-16-135 


|R17P4436-260 





























R17P3665 
R17A2202-100 
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R16P3555-250 







R16P5020 
R16P5020-10 
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53 

o 
1000010004 





























IR16R2436-100 
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24242 
24242 
24242 
24576-3 
24990 
2522182 
250 
2500 
25000 
25036 
25216 
25316 
25330 
25532 
259246-40A 
26C048 
266048 
260048 
266048 

‘| 260048 
266048 
26675 
26812 
26900-3 
26920 
2700502 
2710-82 
27406-24-24 
275-1 
275-5 
275-5 
27700-1 
2867-0 
2867A1 
286741 
29172-2 
29200-2 
29202-2R 
29208-3 
292246 
292246-10A 
29252-1 
29252-2 
295107 
295134-10A 
295134-12A 
295134-12C 
295134-14A 
295134-14A 
295134-16 
295134-16 
295134-16 
295134-16 
295134-16 
295134-16 
295134-16B 
295134-168 
295134-20 
295134-20A 
295134-20A 
295134-20 
295134-208 
295134-24A 
295134-24 
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295134-28A 
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431-160 R45 51C58-1 1 
42688-300 "i 51C58-1 
43800-10 R82HMAR 1|[51c60 R83VCH 2 
43800-12 2151026 1 
44818574 1 {1510801 ΕΙΤΗΦΕΣΟΙΘΑ 1 
44819-2 71||[51146 1 
44819-2 51161 RA2F24385-10 4 
Δ4819-25690 2 | 5164 9-75 R45V12-5-1/4 4 
44319-256 52-022-094-0625 |R42P11415-5-525 1 
44820-2 R1782955-103 1 | [52-022-094-0625 { 
44821-2695 1|152-094-0625 1 
44821-35694 111525GG1/4D R45V14-18 2 
4434-25692 1 | 52566178D R45V14-17 2 
4485-2 6 |1525663/8D R45V14-20 2 
4485-25692 527-120. Che 45 2 
4435-2569 530 1 
4481 9=2 3|[53111-1 R82NA "i 
4482172 Ri7R2955-111 2 | {5373X R82 2 
442001 R17P7195-10 29 | [55000-3400 R83PC 1 
442001 59FH1032 R43. 10 
4432072 1 | l6-121 R33C389-70 4 
45A7400~1 1|l6-1245-75-11 2 
4507567 1|j6-127STO 1 
450-0 4 | 16-140 R17517150 2 
450-0 6-141 USE 6-140 
450-0 683 R33B2975-10 2 
451956-004 2 | [684 2 
4530416-36 2||6043-3-3-7 R17J2400-5 2 
455-0.750-250 2 ||6043-3-6-6 R17J2400-15 ο 
455-0. 750- 8.2505 2|[6043-4-4-5 R17J2400-45 2 
455-=750-8.2505 R42C186262392-132 2 ||6043-4-6-6 R1732400-10 2 
4570 *XD-332* RE3UAM 1 | |6043-5-3-3 R17J2400-35 2 
4574Y 1 | 16043-6-3-5 R17J2400-30 2 
4580 #XD=318% 6 | |61-3308 κ i 1 
4580 *XD-318* 610-496 -1 
4580 *XD= 612 1 
468172 2||6177-440 R43N98900 5 
468377-2 1 | |62-53718-3 R82ilA 26. 
458401-2 1 | 162-54049 1 
46C412 R83VCH 1 11623 1 
46C412-1 21||635-1 6 
46C412-1 635-1 
46001048 R43N95495 24|]635-1 
466110, R83PDI 1 | 16400A23A1A4 R38-11936-025-000 2 
466110A 1 | |6467 R17T6098 1 
466645 1 | ]6468 R17T6099 4 
466645 6468 
47C190 1 | |6468 
47C24 2||650-3128 R17R5899-43=5 1 
47024 650-3129 BOOTY 3-6 1 
47E19582-1 5 | [650-3130 HiTRS89924/3 - 7 1 
47E19482-1 650-3138 R17R5887-68 1 
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41E19482-2 141/6585 R1654080 2 
4702-091-156 4 | 166166-6 Cle 86 2 
4716-3 1 | 1663-79205 Cle 42 1 
48320 1 | 166412 R17628242-1€ 2 
48822-1 1 []668-3 2 
482 R824970 2 | |668-3-15FR R42525803-16 1 
48300-10 R82HAR 4 | 1678200 R36NYB 1 
48300-12 4 ||678200-1 R83NYB 2 
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49203 R42F24250 98 | le7uF300 R83NYB 2 
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5043-11 R82WGi 2||7-0612-2 2 
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51864 R17VCH 1 | 17-0612-2 
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51868 1 | [7033 R17i44538-247 14 
51870 1 | |7070-1R R421400-804 4 
51872 1] 171496 R17S25215-87-10 i 
51874 1| [7230-2 R83t54H7230-1 i 
51C58 R82VCH 1||7265-283 R1785886-95 -2 
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Standard and Vendor Parts 
PART NUMBER PART NUMBER STOCK NUMBER FIGURE [TOTAL 
AND INDEX| QTY. 
R17S28252-2 


7290 *XL-125* 
7290-5 
7310 *XL-127* . R83WAH 
7310-3 R83WAH 
7310-5 
742 
744 
746ANB179 
746111 
750-22-2-8 . 
75437 *XD-237* 
75437 *XD=237% 
755-10-2-10 
755-12-2-8 
755-16-2-10 
755-16-2-8 R17C9478-114 
755-21-2-10 
755-24-2-10 R17C9478-148 
755-26-2-10 
755-4-2-6 
755-4-2-8 
155-40-2-10 
755-48-2- 
755-6-2-6 
755-8-2-8 
tato! . . 
f600—Zz3A»271 H88T12651-255-000 
7600-23A5-1 
7600-2345 . 
7600-23A5-4 R88T2651-255-000 
7664K2 R17520284-35 
7674K3 R17528284-25 
77R3 
770-28 
7710-1 R83WAA 
77832 RS7HS 
(190 EP R833AH7790 
ΤΒΗΞΒΤΗ R16S618T25 
! 782E8 
79-012-062-0500 
79-040-187-0719 
791-1-6 
795-6 
d 795-6R 
: 8-151A R33C 393-200 
8-160 R33N56-125 
8-1844-75 
8-376Α 
8-378 
8022Y5706 
80300 
80300 
80370-2 
805 
8182-10 
819 
82-43288 
82-43289 
820-18 R42C18770-802 
820-18 
824388 R82NA : 
850-343 E18CAB850-343 
86A75 
86186-160-13 
86186-3 
8623-3 
8659105 
8659107 
867-1 
867-1 
867-1 
- 87282 
8747K3 R17528267-50 
8749K11 R17528254-47-200 
876789 
8776-25 
8716-74 
8776-74 
8776-76 
8776-32 
8776-93 
8716-94-1 
8776-96 
8776-91 





Sn 
νι οφ 
ο PRA am 


ον 
N 


bri G2 οι 


PNB πι κ; OP Pep 
Mw Po 


8801-18 
8801-19 
8801-21 


A F2 
woooure 


υ 
- 


wo 
nos 


Uu 
υ 


WL) WW U2 LY UD) Lo ο LY C) UO UO UD) Y UD la 
(Or Ον OQ 0G 0O0  ΟΟΟΟΘΟΟΟΟΟ 


ΦΦΦΦΗΣΦΦΑΦΝΦΑΟΦΡΟΟΦ 
ES 
w 


2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
44 2 
15 3 
2 
e 
4 
2 
4 
$ 
2 
4 
2 
6 
2 


V) PR e m A ANN AIN IB OO AN A A 


I9 ο ΝΟ DO FO. CO δ ΦΟΝ LEO 9 


m 
ο ο ευ ο 


j 


ra 


NPRENENUPE 


-270 
8802-3 
8802-35 


8802-62 
8802-63 
8802-64 
8802-65 


Pie de em AN AA A 
Me RA Q5 PEN PEN PR EIEN ES EDI A ἐπ} ps 15} A A ES S IS 
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8802-66 
8802-67 


8802-68 
8802-69 
8802-70Α 
8802-71 
8802-73 
8802-82 
8802-83 
8802-84 
8802-86 
8802-9 
8802-90 
8802-91 
8802-92 
| 8802-93 
8802-94. 
8802-96 
8802A 
8802A 
8802A60 
8802A61 
88028 
88028 
8802B15 
8803K6 R17528254-50 
8816K5 R17528246-40 
8823K5 R17528224-85 

883 R861-1883-256-000 
88985 R86VI 

89-17A 
8916K544 
8918K545 
8918K545 
8918K578 
9-10002 
9-196-650 
9-196-650 
9-2944=75A 
90195 
902-6 

9030 

9030 
9030-92 
9030-94-1 
90410-2 
90500-20 
9053923 
9085 
9132525 
9208 

9208 

925A 

925C 

925C1 


R17G10178-25 
R17525606-66 


925C 
32004 R1715859-650 
930B ΄ 
9308 

9308 | 
93083 
9311-5Α 
9311-5A 
93139 R86V1 
934-101 

934-18 

934-19 

934-5 

934-8 

935-100 

935-101 

935-102 

935-147 

935-269 

935-370 

93700 : 75859-650 
938-100 E18CAV 
938-200 

938-200 

938-200MCD3 

938-200 

938-300 

94-56 

945-6P 


R1769179-50 
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ΑΝ 01-60AABA-4 


- 1 
23 1 
-30| 1 
- 31 2 
- 49 2 | [947-1010 
- 45 2 | [947-103 
- 51 1 | [947-103 
= 43 1 | [950033-24-47 
- 23 1 | |950111-32-15 
- 19 1 - 
- 2 1 
- 16 1 
- 40 1 
- 33 1 
- 42 1 
- 24 1 
- 13 1 
- 9 1 
`= 63 1 
960111-32L 
- 36 1]|97-3057-10-6 
- 39 1 | [97-3100-24-835P10 
1 | [97-3100PR16-412P 
97-3105-125L4025 
- 16 1 | |97-3106+18-15 
8 | |97-3106-24-8355 
2 | |97-3106-24-8355A 
4 | |97-3106418-1Ss 
1 | |97-3108-24-835PA 
- 13 2 ||97-3108-24-8355A 
2 | |97-541039-16 
-6 | [97-54109-17 
- 18 8 ||97-54109-4 
- 20 97-54109-5 
- 33 1||9703106-13AL4025 
1 | 19714055-5 
- 7 1 | [9774-16 
- 38 9774-16 
2||98265-1-130 
2] |98265-1-140 
1||98265-1-150 
2 | |98265-12-1250 
98265-170 
1 | |98265-2-230 
1 | |98282-5-490 
1||[98292-1-e130 
2 |.|98292-1-090 
1||98292-12-1160 
1 | |98292-2-180 
2 | |98292-5-490 
2 
1 
- 14 4 
- 41 2 
1 
1 
- 1 2 ||99833P+.130 
- 1 99833Ρ080 
- 18 2 []99834-1-.130 
- 11 99834-1-150 
- 19 1 |]99834-11-1 «090 
2 |]99834-2-.160 
1 |]99834-2-.190 
2 []99834-3-.290 
1 | |99834-8-890 
1 | [99834-9-8 
- 34 1 | |99834-9-8 
1 | |99835-2-170 
- 27 1 
- 13 1 
1 
1 
1 
1 
- 35 1 
- 46 
1 
- 22 3 
- 16 
- 7 


- Section Ill 
Numerical Index of 
Standard and Vendor Parts 


Pra 


N 


USE 950111-32-13 
R82GY 
16D37=1-2 


16029-1-2 


R17A2299-50 
R17R1328-50 
R17R1290-100 
R17P4425-863-100 
R17P4434-280 
R17P4426-600 
R17P4426-603 
R17P5176-150 

CL. 17 


PRR RPE ERP QD EO S DIA IND (S I [D ΛΑ) PO IND IP E IR PR Ee 


R17AMP 


R42F24075-20 


R42F24140-137 


1 
2 q 
6 
2 
1 
2 
2 
4 
5 
1 . 
9 
1 
9 
6 
2 
6 
4 
1 


R42F24030-200 


R42F24075-18 


A42P24075-23-130 





